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A  M«ce  RAW-  HILL  PUBLICATION 


PRICE  THREE  DOLLARS 


The  Transformer  for  Your  Application 


Three  hundred  hermetic  items  proved  to  MIL-T-27A...Filters,  high  Q 
coils,  power,  plate,  filament,  pulse,  audio  transformers.  Eliminates  costs 
and  delays  of  initial  MIL-T-27A  testing.  Seven  hundred  stock  items  for 
virtually  every  application  in  the  electronic  field  .  .  .  each  with  UTC 
Reliability,  highest  in  the  field. 


PERMALLOY  DUST  TOROIDS 
Hermetic,  MIL-T-27A 
Highest  Q,  accuracy  and  stabiiity 


VARIABLE  INDUCTORS 
Standard. 

Hermetic  MIL-T-27A 


Write  for  your  Copy 
of  Latest  Cafafog. 


LOW  FREQUENCY  INDUCTORS 
INDUCTANCE  DECADES 


POWER  COMPONENTS 

Hermetic.  MIL-T-27A 
Power,  Plate,  Fltament  TransforiMn, 
Filter  chokes 


LOW  PASS,  NISH  PASS, 
■AND  PASS  FILTERS 

Hermetic.  MIL-T-27A 


AUDIO  COMPONENTS 
Hermetic,  MIL.T.27A 
for  every  application 


MAeNETie  AMPLinERS 
Hermetic,  MtL-T-27A 


EQUALIZERS 
Broadcast  and  Hi-Fi 


UNITED  TRANSFORMER  CORPORATION! 

150  Vorick  StiMl,  Nmv  Yeili  13,  N.  Y.  •  EXPORT  DIVISION:  13  E.  40tli  St..  New  Yerfc  1*.  N.  Y..  CAUISi  **AILM^ 
PACIFIC  MFO.  DIVISION,  4003  W.  Jeffereen  tlvd.,  Lm  Amalea,  CN.. 
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ELECTRONICS  HANDBOOK  FOR  DESIGN  ENGINEERS . R-1  to  R-64 

Reference  articles  covering  properties  of  components  and  materials,  design 
of  passive  and  active  circuits,  antennas  and  transmission  lines 
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IMbU-bcsl  weekly,  with  eltemellnf  endnrvtins  tml  husLnees  editions,  end  srltb 
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Instrument-Standardization  Console 


Switches  on  lower  panel  of  this  instrument-standardization  console 
ore  used  to  complete  tests  after  controls  on  upper  panel  are  set. 

INSTRUMENT-STANDARDIZATION  CONSOLE:  The  instrument- 
stondardization  console  is  designed  to  be  a  basic  unit  in  any 
operation  concerning  the  development,  design,  standardization, 
or  service  calibration  of  various  electric  instruments.  In  large  in¬ 
strument  servicing  groups,  it  can  be  used  as  the  basic  or  primary 
instrument-calibration  equipment  because  of  its  high  accuracy  and 
versatility.  In  smaller  electric-instrument  servicing  groups,  its 
versatility  makes  it  the  most  complete  single  facility  available 
for  general  instrument-calibration  activity. 

The  instrument-standardization  console  is  most  widely  used  for 
the  calibration  of  portable,  small  panel,  switchboard  and  re¬ 
cording  types  of  electric  instruments.  The  equipment  supplies 
regulated  power  in  the  audio- frequency  range  of  50  to  3000 
cycles  per  second  and  finds  a  definite  application  in  the  military, 
electronic,  and  aircraft  industries  as  well  as  other  industries 
making  wide  use  of  instruments. 

Following  are  some  typical  portable,  small  panel,  switchboard, 
and  recording  instruments  which  can  be  calibrated  with  this  equip¬ 
ment.  D-C:  golvartometers,  microvoltmeters,  millivoltmeters,  volt¬ 
meters,  microammeters,  milliammeters,  ammeters,  analyzers  (in¬ 
strument),  multimeters,  oscillographs,  photoelectric  recorders,  cur¬ 
rent  shunts,  and  standard  cells.  A-C:  millivoltmeters,  voltmeters, 
milliammeters,  ammeters,  frequency  meters,  ammeter  with  current 
transformer,  voltmeter  with  potential  transformer  and  electronic 
voltmeters. 


INSULATION-RESISTANCE  METER:  An  electronic  instrument  de¬ 
signed  to  measure  insulation  resistance  over  a  range  of  0  to  20,000 
megohms.  Measurements  indicate  poor  insulating  materials  and 
materials  contaminated  by  dirt  or  moisture.  This  instrument  also 
makes  possible  the  study  of  the  effects  of  temperature  and  humid¬ 
ity  on  insulation.  Consists  of  an  electronic  rectifier,  a  bridge  cir¬ 
cuit  which  contains  Thyrite*  resistance  material,  and  an  electronic- 
tube  voltmeter,  all  in  one  eiKlosure.  Meter  is  available  in  range 
of  0  to  20,000  megohms  and  has  four  scales.  Over  the  range  of  5 
to  20,000  megohms,  tests  are  made  at  a  constant  500-volt  d-c 
potential;  and  from  0  to  5  megohms  at  0  to  250  volts.  The  meter  is 
small,  compact,  portable — convenient  for  production  and  service 
testing,  simple  to  operate.  Write  for  Bulletin  GEC-753. 

of  Gonoro/  thcfrk  Co. 


R  U  M  E  N  T  S 


CURRENT-LIMITED  HIGH  POTENTIAL  TESTER:  By  limiting  the 
output  current  to  a  maximum  of  5  milliamperes,  the  tester  effec¬ 
tively  minimizes  most  of  the  hazards  encountered  with  high-poten¬ 
tial  testing  equipment.  Features:  output  current  limited  to  below 
the  maximum  current  which  an  operator  can  let  go;  nondestructive 
testing;  line  surges  virtually  eliminated  in  output;  indicates  volt¬ 
age  on  sample  regardless  of  wave  shape,  internal  voltage  drop, 
or  variation  in  line  voltage;  faults  indicated  by  glow  lomp  on 
panel.  Output  voltage:  0-3500  volts.  Output  current  limited 
to  less  than  5  milliamperes  when  shipped.  Maximum  load  for  full 
output  voltages:  0.005  f.  Write  for  Bulletin  GEC-700. 


GAUSS  METERS:  Used  for  measuring  flux  density  in  gaps  of  in¬ 
strument  magnets;  of  blocked  d-c  relays  and  breakers;  of  blocked- 
rotor  generators  or  motors;  field  grodient  across  air  gaps.  Direc¬ 
tion  and  density  of  leakage  flux  emitted  from  perimeter  of  mag¬ 
nets.  Flux  density  in  iron  portions  of  magnetic  circuits.  Strength 
and  direction  of  stray  fields  of  many  permanent  and  electromag¬ 
nets.  Magnetic  properties  encountered  in  loboratory  work.  Avoil- 
oble  in  d-c  ranges  from  0  to  5000  gausses;  a-c  ranges — 60 
cycles  from  0-2000  gausses. 


LEAK  DETECTION  EQUIPMENT,  for  locating  leaks  in  pressurized 
or  evacuated  enclosure  using  a  halogen  compound  gas  as  a  tracer, 
such  as  refrigerants  12  and  22.  It  is  extremely  sensitive,  and  will 
locate  leaks  through  which  only  0.01  oz.  of  gas  will  pass  in  one 
year.  Being  portable,  it  is  well-suited  for  both  production-line 
use  or  for  service  testing  in  the  field,  and  is  also  very  practical 
for  plant  maintenance  work. 

Applications  consist  of  air-conditioning  and  refrigerating  equip¬ 
ment  which  are  charged  with  refrigerants,  or  any  other  closed 
system  or  component  operating  under  a  vacuum  or  pressure  where 
a  halogen  compound  gas  may  be  introduced  (boilers,  condensers, 
tonks,  piping,  and  components). 

One  leak  detector  consists  of  a  control  unit  and  any  one  of  four 
detectors.  The  H-4  detector  for  vacuum  applications.  For  pres¬ 
surized  applications,  use  the  H-2,  H-3,  or  the  H-5.  Write  for 
Bulletin  GEA-6817.  385^ 
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I  N  S  T  R 


Switchboard  and  Panel  Components 


PANEL  INSTRUMENTS,  TYPE  DO-91;  General  Electric  general- 
purpose  panel  instruments  are  particularly  suitable  for  use  in  radio 
and  communication  equipment  where  accuracy  and  quality  are 
required  and  space  is  at  a  premium.  These  instruments  find  wide 
usage  where  minimum  frontal  dimensions  and  minimum  depth  behind 
the  panel  are  essential  requirements.  The  accuracy  of  all  these 
instruments  is  2  percent  of  full  scale.  Voltmeters,  ammeters, 
milliammeters,  and  microammeters  are  available  in  most  required 
ratings.  Write  for  Bulletin  GEA-6678. 


OPERATING  TIME  METER— TYPE  KT:  Type  KT  time  meters  pro¬ 
vide  an  accurate,  inexpensive  method  of  measuring  the  life  of 
electron  tubes,  or  recording  operating  times  of  the  machines  or 
devices  to  which  they  are  connected.  They  are  available  in  three 
forms:  for  panel  or  switchboard  mounting,  portable,  or  for  conduit 
mounting — all  with  or  without  reset  feature.  They  measure  operat¬ 
ing  time  in  hours  and  tenths  or  minutes  and  tenths.  Applications 
include  electron  tube  life  tests,  punch  presses,  molding  machines, 
etc.  For  use  on  60,  50,  or  25-cycle,  a-c  circuits.  Voltage  ratings 
are  from  120  to  480  volts  for  the  three  available  forms  of  this 
meter.  Military  sealed  models  are  also  available  in  panel  forms. 
Write  for  bulletin  GEA-6710. 


INTERVAL  TIMERS  TYPE  TSA-14:  This  versatile  timer  is  designed 
to  control  repeating  cycles  of  operation  of  electric  circuits  without 
respect  to  the  time  of  day.  The  ON  time  may  be  varied  between 
1  to  50  percent  on  blue  circuit,  50  to  100  percent  on  green  circuit. 
Die-cast  base  is  equipped  with  a  pipe  nipple  that  is  suitable  for 
mounting  in  a  krKx:kout  of  any  convenient  junction  box  or  switch 
box.  Since  time  is  obtained  by  a  Telechron*  synchronous  motor, 
there  is  no  need  for  regulating  or  winding.  Dimensions  are  5-inch 
diameter  by  3Vi-inch  depth. 

*f(0gift0r9d  trademark  of  Gonoral  Ehcfrk  Co. 
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Long- Scale  Switchboard 
Instruments  and  Control  Initiation 

Accuracy  ±1% 


Control  initiation  installed  on  G-E  instruments,  DB-18  (left}  and 
AB-1 6  (middle).  Each  set  point  it  connected  to  a  plug-in  relay  {right). 


Long-scale,  compact  instruments  intended  for  general  switchboard 
service  on  large  and  small  equipments.  Excellent  for  control  sta¬ 
tions,  test  equipment,  and  other  installations  in  limited  space. 
Five  instruments  can  be  mounted  side-by-side  on  a  24-in.  panel. 
Drawn-steel,  dustproof  covers  for  semiflush  mounting.  New  convex 
glass  cover,  with  scale  mounted  flush  with  case  front,  reduces 
shadows  to  minimum  and  results  in  greater  readability.  Anti¬ 
parallax  scale  and  pointer,  magnetic  damping,  and  external  zero 
adjusters. 

General  Electric  switchboard  instruments  include  voltmeters, 
ammeters,  wattmeters,  frequency  meters,  and  ground  detectors. 
The  above  are  available  as  standard  instruments  in  alt  common 
ranges  and  can  be  furnished  in  many  special  ratings  and  construc¬ 
tions;  for  example,  rectifier  types  for  high-sensitivity,  a-c  meas¬ 
urements.  For  a  more  complete  listing  and  special  applications, 
write  for  Bulletin  GEC-1507,  or  contact  local  G-E  Apparatus 
Sales  Office. 

Control  initiation,  as  illustroted,  can  be  included  in  any  AB  or 
DB-18  instrument  except  Power  Factor  Meters  and  Synchroscopes. 
This  control  initiation  provides  a  means  of  monitoring  equipment 
and  circuits  by  initiating  alarms  or  by  initiating  automatic  con¬ 
trols.  Either  single  or  double  control  initiation  is  available  as 
listed  in  Bulletin  GEC-1507. 

WATTMETERS:  Accuracy — ^1%;  Operating  Principle — Elec¬ 
trodynamometer;  Single  phase  and  Polyphase  Types. 

VARMETERS:  3-phase,  3-wire;  2-phase,  3-wire;  2-phase,  4- 
wire;  3-phase,  4-wire;  5  amp;  120-208  v;  Accuracy — *1%;  Op¬ 
erating  Principle — Electrodynamometer  with  autotransformer. 

FREQUENCY  METERS:  120  v;  60  cycles;  Accuracy— 22.5-27.5 
cy — 0.08  cy.  46-55  cy — 0.15  cy.  56-65  cy — ^.15  cy.  350-450  cy — 
1.50  cy;  Operating  Principle — Resonant-circuit. 

POWER-FACTOR  METERS:  3-wire,  3-phase;  4-wire,  3-phase, 
5  amp.  120-600  v;  Accuracy — =^0.01  power  factor  for  rated  cur¬ 
rent,  voltage,  and  frequency;  Operating  Principle — Polarized- 
vane. 

SYNCHROSCOPES:  25  cycles  with  external  impedor;  50  and  60 
cycles,  self-contained;  120  v;  360-degree  rotation;  Operating 
Principle— Polarized- vane. 
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Portable  Testing  and  Recording 
Instruments 


9  m  GENERAL  PURPOSE  STRIP-CHART 

■  H  \W  RECORDERS,  TYPE  CH:  Available  in 

9  '■  portable  or  switchboord  cases  for  a-c  or 

d-c  service.  Ink  for  these  recorders  is 
supplied  in  a  sealed,  clear-plastic  ink- 
virhich,  after  use,  simply  thrown 
away.  Other  features  include:  accuracy 
of  1  %  of  full  scale;  150- ft.  record  rolls 
to  make  chart  changing  less  frequent;  optional  spring-clock  chort 
drive  which  lasts  for  60  days  without  winding;  0-7-second  re¬ 
sponse  time;  weatherproof  cases;  and  up  to  28  chart  speeds  from 
14  in.  per  hour  to  2  in.  per  second. 

General  Purpose  Strip-chart  Recorders  are  available  as  a-c 
voltmeters,  ammeters,  wattmeters,  varmeters,  and  frequeiKy 
meters;  and  as  d-c  ammeters,  millivoltmeters,  and  voltmeters. 
Also  ovailoble  is  a  self-contained  d-c  amplifier  for  ranges  as  low 
as  0-1  millivolt,  d-c. 


GENERAL  PURPOSE  OSCILLOGRAPH  TYPE  PM-20:  Uniquely 
designed  for  fost  operation  and  maintenance,  the  PM-20  will 
record  up  to  71  variables  on  one  oscillogram.  A  wide  range  of 
frequencies,  from  d-c  to  6000  cps.  can  be  recorded.  Record  speed 
may  be  adjusted  from  4  to  500  feet  per  minute.  Many  additional 
features  are  provided,  iiKluding  automatic  record  numbering, 
timing  lines,  trace  interruption  for  identification,  automatic  re- 
cord-length  control  adjustable  from  to  5  feet,  and  remote  con¬ 
trol.  Write  for  Bulletin  GEA-6348. 

Type  PM- 18:  Records  2,  3,  or  4  rapidly  or  slowly  changing  cur¬ 
rents  and  voltages  simultaneously.  Transient  phenomena  of  short 
duration  can  be  recorded  by  means  of  a  syrKhronizing  switch. 
Records  may  be  made  using  continuous-drive  holder,  film-pock 
holder,  or  Polaroid-Lond  film  holder,  which  produces  finished  os¬ 
cillograms  in  one  minute  without  the  use  of  a  darkroom.  Write  for 
Bulletin  GEC-580. 


AC  A  DC  PORTABLE  INDICATING  INSTRUMENTS— Typ««  AP-1 1, 
DP-11,  AP-12,  DP-12:  A  line  of  instruments  virhich  it  functionally 
designed  to  give  the  greatest  convenience  and  readability.  Pre¬ 
cision  components  and  spring -mounted  moving  elements  are  used 
to  achieve  sustained  accuracy.  These  precision  instruments  ore 
suitable  for  laboratory  use,  os  well  as  for  field  applications  and 
production  tests. 

Types  AP-11  (a-c)  and  DP-11  (d-c):  Designed  for  general  test¬ 
ing  where  a  dependable,  easily  read  instrument  with  of  1% 
accuracy  is  required.  Ideal  for  trouble  shooting  and  maintenance 
work  where  accurate  readings  must  be  taken  under  adverse  light¬ 
ing  conditions.  Size — 7%  by  7%  by  3%  in.  Scale  length — 5.5 
inches.  Pointer — Knife  edge  with  mirror  scale.  Damping — Magnetic. 
Zero  Adjuster — External.  Shielding — Excellent  shielding  from 
stray  magnetic  fields. 

Types  AP-12  (a-c)  and  DP-12  (d-c):  Specifications  are  similar 
to  AP-11  and  DP-11  above,  except  accuracy  it  to  '/i  of  1  % 
full-scale. 


Photovoltaic  Cells 

SELF-GENERATING 


Hermetically  sealed  cells  Mounted  cell 


For  detecting,  controlling,  and  measuring  light  or  color  where  long 
life  and  stability  are  required,  or  where  it  is  impractical  to  employ 
electronic  amplifiers.  Extensively  used  in  light  meters,  reflectom- 
eters,  colorimeters,  densitometers,  photometers,  photographic 
exposure  meters,  headlight  testers,  phonograph  pickups,  etc.  For 
complete  information,  contact  your  nearest  General  Electric  Ap¬ 
paratus  Sales  Office. 
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G.E.  MAKES 
FULL  LINE  OF 
FUSED  QUARTZ 

High  melting  point,  ultra-violet  trans¬ 
mission  and  mechanical  strength.  Low 
hysteresis  loss,  attenuation  of  ultra¬ 
sonic  energy,  electrical  conductivity 
and  expansion. 

TUBING  AND  ROD 


CLEAR — Standard  sizes,  or  made  to 
order  in  specially-shaped  tubing  and 
rod.  Also  in  functional  shapes  (beak¬ 
ers,  test  tubes,  etc.) — or  taper  joints 
that  meet  specifications  of  National 
Bureau  of  Standards. 


TRANSLUCENT— In  cut  lengths,  a 
complete  range  of  sizes.  Used  in  trans¬ 
porting  corrosive  acids,  or  as  protec¬ 
tion  tube  for  molten  steel  temperature 
recordings. 


INGOTS,  PLATES  AND  DISCS 


Ingots  in  a  range  of  diameters  . . .  from 
which  G.E.  cuts  plates  and  discs  into 
any  size  or  shape — ground  and/or 
polished  for  use  as  lenses,  prisms, 
furnace  windows. 

SEND  FOR  CATALOG  Q-6  ON 

FUSED  QUARTZ  AND  ITS  APPLI¬ 
CATIONS,  to  General  Electric  Co., 
Lamp  Glass  Dept.  EBG-8,  Nela  Park, 
Cleveland  12,  Ohio. 
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POWER  TUBES 

Planar-Liehthoiise  Tvaes 


Class  sf  Service 

FreqKRcy  for  MmIiriri 
Ratings— Megacycles 

Class  A  RF  Aaiplifiers 

GL2C40 

3370 

GL-2C40-A 

3370 

Glass  A,  Amplifiers 

GL'6299  (ceramic) 

3000 

Class  C  RF  Amplifiars 
aed  CW  Oscillattrs 

GL-2C40 

3370 

GL-2C40-A 

3370 

GL-2C43 

1500 

GL-6442  (ceramic) 

2500 

GL-6897  (ceramic) 

2500 

Plate-ielsed  Pawer  Oscillatars 

GL  2C40  A 

3370 

GL-2C43 

3370 

GL-6442  (ceramic) 

4000 

Typical  Perfemaiice 


8.5  db  noise,  IS  db  gain  at  700  me 

8.5  db  noise,  15  db  gain  at  700  me 


13.2  db  noise,  greater  than  10  db  gain 

8.2  db  noise  at  1200  me,  greater  than 
15  db  gain 

4  to  5  db  noise  at  400  me,  greater  than 
17  db  gain 


0.075  watts  output 
0.075  watts  output 

frequeney  multiplier  serviee— tripling  to 
300  me  two  tubes  in  push-pull— 

4.4  watts  output 
2.0  watts  output 
17  watts  output 
40  watts  output  at  500  me 


300  watts  peak  output  at  3000  me 
1.75  kilowatts  peak  output 
lo  kilowatts  peak  output  at  3500  me 


Fully  tested  from  2  to 
2,000  CPS  vibration.  Accel¬ 
eration  of  15  to  30  G’s. 
Frequency  range  16  to  100 
kc  —  typical  tolerance 
-  .012%  from  -40=C 
to  -  70^C.  Lower  fre¬ 
quencies  down  to  400 
cycles  available  in  other 
Monitor  types  with  less 
rigid  requirements. 


POWER  TUBE  DEPARTMENT 


GENERAL^  ELECTRIC 

SchetiECtEdy  5,  Ntw  York 


at 

Monitor! 

Low  Frequency 
crystals  to 
meet  higti 
vibration 
requirements 


Monitor's  modern 
facilities  and  tech¬ 
niques  insures  the 
quality  of  all  units. 


Small  size 
MC-13  U 


If  you  have  a  special  crystal  problem, 
call,  wire  or  write. 

SEND  FOR  NEW  CATALOG! 

MONITOR  PRODUCTS  COMPANY 

81 S  Fremont  Ave.,  South  Pasadena,  Calif. 

RYon  Ml 74 
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ELECTRONIC  TUBES 


GENERAL  ELECTRIC  RECEIVING  TUBES 

FIVE  STAR  High  Reliability  Tubes  for  Critical  Applications 


Classification 

Gm 

i,mlios 

Tube  1 
Type 

Prototype 

Applicable 

MIL-E-1 

Speciticotion 

1 

Typical 

Applications 

Diodes 

Low  Current 
Rectifiers 

5726 

5896  «) 

6AL5 

None 

5726  6AL5W 
5726/6AL5W,'6097 

5896 

Detector,  AGC,  Power  Rectifier 

Detector,  AGC,  Power  Rectifier 

Fwll  weuf 

■ 

6087  Jtt 

5Y3GT 

None 

Power  Rectifier 

— 

6202  * 

6X4 

6X4WA 

Power  Supplies  with  low  d-c  output 

— 

6203 

None 

6203 

Power  Supplies  with  low  d-c  output 

27 

5800 

5718® 

5718 

High  Frequency  Oscillator, 

Ge^ral  Purpose  Amplifier 

Single 

m:  17 

2400 

6100 

6C4 

6IOO/6C4WA 

Ger>eral  Purpose  Amplifier  orrd  OsciMotor 

70 

1700 

5719® 

None 

5719 

A-F  Voltage  Amplifier 

35 

5500 

5670 

2C5I  t 

5670  ond  5670WA 

General  Purpose 

17 

2200 

581 4-A 

12AU7  t 

5814-a, 

General  Purpose  Amplifier 

None 

5814WA 

Multivibrator.  &  Oscillotor  ' 

35 

5400 

6021  ® 

None 

6021 

General  Purpose  Amplifier 

Triodes 

20 

5000 

6111  ® 

None 

6111 

Gerterol  Purpose  Amplifier 

M*  17 

4000 

6386 

None 

None 

Coscode  R-F  Amplifier,  l-F 

Amplifier,  or  Mixer. — for  AGC 

70 

1200 

5751 

12AX7 

5751  ond  5751WA 

A-F  Voltage  Amplifier 

44 

1750 

6072 

12AY7  t 

6072 

Low  Noise  A-F  Amplifier 

70 

1800 

6112® 

Norse 

6112 

A-F  Voltoge  Amplifier,  Phose  Inverter 

60 

5500 

6201 

I2AT7 

1  2AT7WA 

General  Purpose 

42.5 

5550 

6414 

None 

6414 

Computers  -  High  Speed  Counter  or  Amplifier 

47 

6700 

6829 

5965 

6829 

Computers  -  High  Speed  Counter  or  Amplifwr 

5000 

5654 

6AK5 

5654  6AK5W 

High  Frequency  Amplifier,  Cr  Generol  Purpose 

5654  6AK5W/6096 

Sharp- 

5000 

5840® 

None 

5840 

High  Frequency 

Cutoff 

5200 

6136 

6AU6 

6AU6WA  ond  6AU6WB 

High  Gain  R-F  &  l-F  Amplifier 

5000 

6205  * 

5840  0 

6205 

High  Frequency 

Voltage 

4600 

6265 

6BH6  t 

None 

High  Frequency 

AmpliHers 

4400 

5749 

6BA6 

5749  6BA6W 

High  Gain  R-F  &  l-F 

Wk  M  t 

Cutoff 

4500 

5899  ® 

None 

5899 

High  Frequency  Amplifier 

4500 

6206  » 

5899  0 

6206 

High  Frequency  Amplifier 

Dual- 

3200 

5636  ® 

None 

5636 

Goted  or  Goin  Controlled  Amplifier,  Mixer 

Control 

3200 

5725 

6AS6 

5725.'6AS6W 

Gated  or  Goin  Controlled  Amplifier,  Delay, 

Mixer 

3100 

5686 

None 

5686 

Class  A  Audio.  Closs  C  R-F 

Power  Amplifiers 

4200 

5902  ® 

None 

5902 

A-F  Cr  Video  Amplifier 

4100 

6005 

6A05 

6005  6A05W 

A-F  Power  Amplifier 

6005  6AQ5W  6095 

Heptodes 

1  ‘  Converters 

1  - 

5750 

6BE6 

5750  6BE6W 

Combined  Mixer  &  Oscillator 

Thyratrons 

'  - 

5727 

2D2I 

5727/2D2IW 

Reloy.  Grid-Controlled  Rectifier 

•  Subminiature  it  Gloss,  Octal  base  "  Higher  Mu  O  G,  tied  internally  to  K 
t  Unipotentiol  cathode  or>d  lower  tube  drop  *  Reduced  peak  ond  output  current  ratings  t  Heoter  current  approximately  17%  lower 


GENERAL  ELECTRIC  COMPUTER  TUBES 

For  Commercial  &  Military  Application 


Computer 
Tube  Type 

Ciossitication 

Heater 

Current  In  mo. 

At  E,  =:  «.3  V 

Design-Maximum 

DC  Cathode 
Current  Per 
Section,  In  mo 

Design-Maximum 
Plate  Dissipation 
Per  Plate,  in  Watts 

Typical 

Application 

Twin  triode 

iOO 

10 

1.0 

Medium-speed  counter 

5965 

Twin  triode 

450 

IS 

2.2 

4  0  (a) 

High-speed  counter  or 
amplifier 

6211 

Twin  triode 

300 

14 

1.4 

Medium -speed  counter 

6414..... 

Twin  triode 

450 

17 

2  0 

3.6  la) 

High-Speed  counter  or 
amplifier 

6463 

Twin  triode 

600 

30 

4  0 

7  0  la) 

High-speed  counter, 
omphfier,  or  core-driver 

6829 . 

Twin  triode 

450 

20 

2.2 

4  0  la) 

High-speed  counter  or 
amplifier 

6919 

Twin  diode 

200 

3.0  (b) 

Gate  or  clamp 

7036 

Heptode 

300 

16 

0.75 

High-speed  gote 

5-Star  high-reliability  tube.  iai  Totol  both  plotes. 

16829  is  built  to  a  MIL  spec. I  lb)  Maximum  DC  output  current  per  plate. 


INFORMATION  ON  A  COMPLETE  LINE  OF  RADIO,  TELEVISION,  AND  HIGH  FIDELITY 
TYPES  IS  AVAILABLE  AT  THE  OFFICES  OF  THE  RECEIVING  TUBE  DEPARTMENT 


tubes 


EASTERN  REGION 

200  Main  Avenue.  Clifton,  New  Jersey 
Phone:  I  Clifton  I  GRegory  3-6387 
(N.Y.C.)  Wisconsin  7-4065,  6,  7,  8 


CENTRAL  REGION 

3800  North  Milwaukee  Avenue 
Chicago  41,  Illinois 
Phone;  SPring  7-1600 


WESTERN  REGION 

1 1  840  West  Olympic  Boulevard 
Los  Angeles  64,  California 
Phones:  GRanite  9-7765; 

BRodshow  2-8566 


tubes 
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Wh^n  ordering  or  tooking  informofion 
ptoato  montion  Sh€fronie$  Buyers'  Guide. 
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INDUCTROL^ 

Voltage 

Regulators 

Drift-free,  Distortion-free, 
Stepless  Voltage  Regulation 


When  ordering  or  seeking  information 
pleaso  mention  C/ectrenics  Buyers'  Guide. 
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SPECIAL  HEATING  unit  custom-designed  and  delivered  by  G.E.  in  5  days 
enables  stock  valve  to  function  properly,  saves  customer  time,  money. 


AIR  VALVE  OPERATING  AT  -6S°F  SHOWS  HOW . . . 

General  Electric  Specialty  Heating 
Maintains  Component  Temperature 


When  components  must  be  kept  at 
operating  temperature,  G-E  specialty 
heating  equipment  does  the  job!  Ther¬ 
mal  conditioning  applications  ranging 
from  hydraulic  and  electronic  compo¬ 
nents  to  tiny  test  instruments  have  all 
been  solved  by  experienced  G-E  heating 
engineers. 

LET  US  ANALYZE  YOUR  HEATING 
PROBLEM.  Whether  it’s  fast  delivery 
on  a  prototype  or  quantity  production, 
General  Electric  can  provide  specialty 
heating  products  engineered  to  your 
specific  component  needs. 


FOR  MORE  INFORMATION  contact 
your  local  General  Electric  Apparatus 
Sales  Office  or  send  coupon. 


IGensrol  Elsctric  Company 
Section  V220-12,  Schenectady  5,  N.  Y. 

J  Please  send  bulletin  GEA-6285A,  G-E 
I  Specialty  Heating  Equipment 
I  for  immediate  project 

I  for  reference  only 


Company 
City . 


Tigress  /s  Our  Most  Important  T^duct 

GENERAL^  ELECTRIC 


HAND- 

OPERATED 


FEATURES:  No  brushes  to  wear  out! 
No  tubes  to  replace!  No  routine 
maintenance!  High  efficiency  and 
short-circuit  strength! 

The  General  Electric  Inductrol 
voltage  regulator  can  be  used  to  hold 
a  constant  load  voltage  accurately 
when  supplied  from  a  fluctuating 
supply,  or  can  provide  a  variable 
load  voltage  from  a  relatively  con¬ 
stant  supply.  Either  of  these  func¬ 
tions  can  be  automatically  controlled, 
or  can  be  manually  controlled  by 
means  of  motor  drive  or  hand  crank. 

Other  Inductrol  regulator  controls 
can  be  furnished  to  hold  a  constant 
current  or  voltage,  either  a-c  or  rec¬ 
tified  a-c.  Inductrol  regulators  of 
dry-type  construction  are  available 
for  circuits  up  to  600  volts.  Liquid- 
filled  Inductrol  regulators  are  avail¬ 
able  from  2400  to  13,800  volts. 

For  details  or  assistance,  write  to 
Section  425-17,  General  Electric  Co., 
Schenectady,  N.Y.,  or  contact  your 
nearest  G-E  Apparatus  Sales  Office 
or  Agent. 

*Regittor«d  trodomork  of  G.E.  Company  for  volt- 

ago  rogulotort. 

T^ogrtss  k  Ovr  Most  Important  Phx/uct 

GENERALI^  ELECTRIC 


AUTOMATIC  MOTOR-DRIVEN 


z^;?.  ^'•.  X  -■  ‘  .  V 

5Sv::^^;-'&Bfi..^:^  :'•  «>v?- 

r> 


Multiple 

leaders 


Sealed  Terminals 


PROBLEMS? 


GLASS -TO -METAL 

SEALS 


Threaded  Seals 


Transistor 

Closures  rv  ^ 


Miniature  Closures 


Color  Coded  Terminals 


•  Manufactured  under 
Canadian  Patent  523.390 
United  Kingdom  Patent 
734.583  and  Licensed 
under  U.S.  Patent  2561520 


's?5 


Cushioned  Glass  Construction 
High  Dielectric  Strength 
Design  Standardization 
Vacuum  Tight  Sealing 
Vibration  Resistant 
Super  Durability 
Maximum  Rigidity 
Miniaturization 


ELECTRICALS^ 

INDUSTRIES 


1  ^ 
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WfMn  erderine  or  leokine  informotion 
pleoM  montion  flecironio  Buyeri'  Guide. 
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We’ll  prove  ART  WIRE’S 


TERMINAL  LEADS  FOR  RESISTORS, 
TRANSISTORS,  CAPACITORS,  ETC. 
These  components  can  be  sup¬ 
plied  with  coiled  heads,  flatted 
heads,  wound  heads,  heads  up¬ 
set  and  flanged — with  wide  pos¬ 
sibilities  for  variation  in  size 
and  length. 


Straightening  and  Cutting:  Perfect 
straight  lengths  to  12  ft.  Diameters: 
.0015  to  .125. 

Wire  Forms:  .0015  to  .125  diameter. 
Small  Metal  Stampings:  .0025  to  .035 
thickness,  .062  to  3  inches  wide. 

We  specialize  in  production  of  parts 
for  electronic,  cathode  ray  tubes  and 
transistors. 


FOR  THE  HERMETIC  SEAL  INDUSTRY 
Headed  pins,  flanged  pins,  base 
pins.  Straight  wires  with  rounded 
ends.  Parts  made  of  Kovar,  Kodar, 
Therlo  and  other  glass  seal  alloys. 


UPSET  PINS 


Continuous  uniformity  from  the 
first  to  the  millionth  unit.  In  a 
wide  variety  of  metals  and  alloys, 
diameters  from  .010  to  .090. 
Thickness  of  upset  flange  on  head 
can  vary  from  .010  inch  on  fine 
wire  to  .062  inch  on  heaviest 
wire.  Flanges  precision-positioned 
to  your  specifications.  Flanges 
and  heads  with  roimded  edges. 


art  wire  and  stamping  co. 

18A  Boyden  Place,  Newark,  New  Jersey 


Send  for  lltoratvro 
with  comploto  information. 


Whtn  erdmring  or  sookiiig  information 
plooto  monlion  flocironict  Buyort'  Guido 
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SEND  BLUEPRINT 
OR  SAMPLES 
FOR  ESTIMATE 


highspeed  automatic  production 
means  UNIFORM  PRECISION... 

LOWER  UNIT  COSTS! 


WIRE  FORMS  AND 
METAL  STAMPINGS 


/t// 


/tuUx  to 


603  Direct  l•cerdw>g 
OxiWogroph  $0  Clt«nM*l* 


MID  WESTERNS  specialization  is  the 
design  and  manufacture  of  instruments  with 
unexcelled  operational  characteristics.  MI 
instruments  are  engineered  to  deliver  un¬ 
interrupted  accurate  results  under  the  stresses 
of  multiple  ”G’s”  produced  by  vibration, 
shock,  and  extremes  in  adverse  environ¬ 
mental  conditions. 


i.atalog%  and  Bmhum  upon  Request 


SALES  REPRESENTATIVES  AND  OFFICES 


HOME  OfFICE 
MIDWESTEtN  instruments 
P  O  Bo>  7I8« 

TmHo.  OkkjKomo 
Pb  Riverside  71331 


FRANCIS  R  jOOON,  INC 
8510  Beech  Tree  Rood 
Bethesdo,  Morylond 
Ph  Oitver  3  4406 


MIDWESTERN  INSTRUMENTS 
North  Central  Soles  OWice 
146  Termirtol  Bldg 
Greoter  Pittsburgh  Airport 
Pittsburgh.  Per»nsylvonio 
Ph  SPolding  1  3345 


MIDWESTERN  instruments 
Southeast  Soles  &  Service 
No  7  ArKhoroge  Bldg 
15  N  Atlonttc  Ave 
Cocoa  Beoch.  Florido 
Ph  7800 


COMPONENT  SALES  CORP 
218  Eost  Hortsdole  Aver^ue 
Hoftsdole.  New  York 
Ph  SCorsdole  5  1050 


H  W  RUBY  &  ASSOCIATES 
P  O  Boa  63 
lo  Conodo,  ColiTornto 
Ph  SYlvon  0-3195.  RYoo  1-5845 


TULSA^  OKLAHOMA 


Phone  Riverside  7-1331 


, 

Ifs  A  Fact! 


HAS 

CUSTOM-BUILT 

OVER 

1,000 


DIFFERENT 
TYPES  OF 
MACHINES! 


%  1 

SIMI-AUTOMATIC  GLASS 

DIOOl  SIALINO  MACHINIS 

CIYSTAL  OlOWINO  MACHINIS 

•  Produce  sinfle  crystal  billets. 

•  Sizes  to  30”  pull. 

•  Resistance  or  RF  heatinf. 

•  Use  tungsten  or  molybdenum 

whiskers. 

•  Whisker  tension  set  by 

sensitive  weight. 

•  Production  rates  to  400  per /hr. 

For  Precision 

AUTOMATIC  LtAD  Will 
WIIDINO  MACHINIS 

Produce  3-pieoe  lead  wires. 
Fully  automatic. 

Production  rates  to  12,000 
per/hr. 


Olio  WINOINO  MACHINIS 

•  Make  hich  precision  (rids. 

•  Constant  and  variable  pitch. 

•  To  500  T.  P.  I.  and  over. 


ENGINEERING  COMPANY 

WORLD’S  LARGEST  EXCLUSIVE  BUILDER 

General  Offices:  1358  Seventh  Street,  North  Bergen.  N.  J. 


GLASS  DIODI  BODY 
MAKING  MACMINiS 

Automatically  make  |[la<is 
encapaulating  bodies. 
Hold  exact  O.O.,  length. 

concentricity. 

Production  rates  to  1500 
per/hr.  and  higher. 


GLASS  DIODI  BEADING 
MACHINES 

Produce  concentric  beaded 
leads. 

Fully  automatic. 
Production  rates  to  1500 
per/hr.  and  higher. 


CAT  WHISKEK  WILDING 
MACHINES 

Feed,  cut,  form,  weld  cat 
whiskers. 

Make  either  "S"  or  “C"  forms. 
Production  rates  to  3000  per/hr. 


AUTOMATIC  GLASS  DIODE 
SEALING  MACHINES 
Make  final  assembly  and  seal. 
24  head  rotary  turret-type 
machine. 

Production  rates  to  1500  per/hr. 


Electronic  Tube  Production 


MACHINES 


•  AvailahU  with  16.  24.  32.  48  BUTTON  STEM  MACHINES  HEKMETIC  SEAL  MACHINES  BULB  TUBULATING  MACHINES 


Produce  stems  with  short  lead 


•  Make  2.  4.  8  terminal  discs. 


Automatic  tubulating  and 


•  One  of  complete  line  of  exhaust 
machines. 


12  head  double  drive  type 
illustrated. 


unloading. 

•  I>oaded  by  hand. 


•  Production  rates  to  2000  per /hr.  •  Production  rates  to  1000  per/hr.  •  Production  rates  to  1500  per/hr.  •  Production  rates  to  2400  per /hr. 


For  Printed  Circuit  Assembiy  and  Ail  Other 
Production  Requirements 

Precision  is  the  keynote  of  all  electronic  production  .  .  .  and  lating  your  actual  production  conditions,  before  it  is  shipped 
precision  performance  is  the  reason  why  more  manufac-  to  you. 

turers  rely  on  Kahle  machines.  >  The  scope  of  Kahle  “know-how”  is  only  barely  indicated 

Kahle  offers  manufacturers  a  competent,  experienced  by  the  machines  shown  above  .  .  .  check  with  Kahle  first 
source  .  .  .  which  will  completely  design,  engineer  and  fab-  before  you  decide  to  build  or  buy  any  electronic  production 
ricate  production  machinery  for  any  phase  of  electronic  man-  machinery!  Benefit  from  Kahle’s  “No-Risk”  Machine  Build- 

ufacturing.  And  Kahle  offers  an  important  exclusive _ a  ing  Service! 

“No-Risk"  Machine  Building  Service  .  .  .  every  Kahle  ma-  Outline  your  production  needs  in  a  short  letter  .  ,  ,  let 
chine  must  perform  satisfactorily,  under  conditions  simu-  Kahle's  engineers  do  the  rest. 


OF  MACHINERY  FOR  THE  ELECTRONIC  INDUSTRY 


Plants;  Seventh  Street,  North  Bergen  N.  J.  •  Hudson  Avenue,  Union  City,  N.  J. 


life 

Friction  reduction 

Corrosion  resistance 
Dry  operation 

Non-»aaga®**‘ 

material 


BIG  REASONS  WHY 


Scrtw 

sttttw 


NEW  CATALOG 


ILE  .  .  . 


contains  a  complete 
description  of 
properties  and  uses 
of  jewel  bearings 
for  aircraft,  electrical 
and  timing  instruments 
recorders  and 
indicating  apparatus. 
Write  for  your 
copy  today. 


PRECISION  JEWEL 
BEARINGS  MEAN  BETTER 
INSTRUMENT  PERFORMANCE 


Whether  you  are  making  missiles  for  outer  space  or  monitoring 
earth-lxjund  processes,  today’s  instruments  must  pack  greater 
reliability  in  smaller  spaces.  In  miniaturized  apparatus  such  as  this. 

Bird  Sapphire  and  Glass  jewel  Bearings  show  their  unique 
advantages  .  .  .  operation  without  lubrication  through  great 
temperature  extremes  .  .  .  resistance  to  corrosive  fumes  and  liquids 
.  .  .  adaptability  to  many  mounting  arrangements. 

When  compared  with  other  types  of  bearings  Bird  Jewels  are 
substantially  more  economical  and  their  long  life  expectancy 
eliminates  maintenance  problems. 

BIRD  COMPLETE  JEWEL  ASSEMBLIES 

Special  mounting  techniques  provide  assemblies  to  exact  tolerances,  in  screws 
or  bushings  of  any  style  ready  for  assembly  in  your  product.  Complete  assem¬ 
blies  save  time  and  money,  cut  rejects,  keep  production  flowing  smoothly. 

BIRD  CUSHION  JEWEL  ASSEMBLIES  ADD  SHOCK 
PROTECTION 

Bird  jewels  mounted  with  resilient  silicone  rubber  or  spring  cushions  provide 
inexpensive  shock  resistance  for  any  instrument.  Variable  cushioning  to  suit 
different  operating  conditions;  mountings  of  any  style:  controlled  movement 
of  jewel:  elimination  of  waste  and  tear-down  because  of  p<M>r  judgment  in 
bearing  adjustment  —  actual  tests  prove  these  advantages  can  l>e  incorporated 
into  your  instruments  for  only  pennies  more  by  using  Cushion  Jewel 
.Xsserablies. 

BIRD  QUALITY  CONTROLLED  JEWELS  TO  YOUR 
SPECIFICATIONS 

When  ordering  glass  and  sapphire  jewels  it  is  advantageous  to  use  "stock” 
sizes  where  possible  for  greatest  economy.  However,  if  these  sizes  do  not 
meet  your  needs,  a  simple  sketch  incorporating  pertinent  specifications  will 
enable  the  Bird  engineering  staff  to  provide  prompt  quotations  and  delivery. 
I  he  engineering  staff  of  the  Bird  Company  is  at  your  service  for  all  small 
Izearing  problems. 


Serving  industry  with  fine  jewels  since  1913 


•  SAPPHIRE  AND  GIASS  JEWEIS  •  PRECISION  GIASS  GRINDING 
•  JEWEl  MOUNTING  AND  ASSEMBIY 


1  Spruce  Street,  Waltham  54,  Mass. 
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A  Milestone  in  Electronics  1938  •  .958 
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20 1  .. 

THERMISTOR 

RESEARCH  and  PRODUCTION 


Within  the  brief  span  of  two  decades.  Keystone 
Carbon  Company  pioneered  the  development 
and  commercial  introduction  of  *negative  tem¬ 
perature  coefficient  resistance  thermistors,  and 
has  become  the  principal  supplier  of  these 
remarkable  units  to  American  industry,  in  the 
widest  variety  of  forms. 

It  is  an  historic  fact  that  the  first  thermistor 
shipment  from  Keystone,  totalling  5000  units, 
occurred  early  in  1941  after  three  years  of 
laboratory  and  pilot  work.  These  units  were 
for  bomber  intervalometers — a  temperature 
compensation  application.  Later  that  year, 
125,000  thermistors  were  supplied  as  sensing 
units  for  tank  engine  water  temperatures — and 
the  production  flood  began. 

Since  then.  Keystone  Thermistors  have  been 
supplied  to  the  great  names  in  American  manu¬ 
facturing  for  many  measurement,  control,  and 
temperature  compensation  applications,  includ¬ 
ing  such  uses  as  automobile  temperature 
gauges,  in  meat  probes  for  modern  ovens, 
clinical  thermometers,  aircraft  liquid  fuel  level 
indicators,  and  surge  reducers  in  radio  and 
TV  circuits. 

Today,  some  of  the  most  interesting  and 
promising  new  applications  for  Keystone  Ther¬ 
mistors  are  in  the  very  low  temperature  ranges, 
where  stability  and  workable  resistance  values 
as  low  as  —  250'’C  are  necessary. 

Let  us  suggest  that  you  bring  your  tempera¬ 
ture  sensing  and  compensation  problems  to 
KEYSTONE — thermistor  headquarters  for  20 
years.  Our  full  cooperation  is  always  available. 
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BRUSHES 


Silver  Graphalloy  Brushes  have  been  widely  used  because 
of  LOW  and  constant  contact  drop,  extremely  low 
ELECTRICAL  NOISE  and  LONG  LIFE ...  especially  for  rotating 
strain  gages,  thermocouple  circuits,  synchros,  guided  mis¬ 
siles,  fire  control  equipment,  transducers,  radar  and  sonar 
equipment,  servo-mechanisms,  selsyns,  dynamotors  and  other 
avionic  applications. 

The  Graphalloy  process  was  patented  over  40  years  ago 
and  the  name  Graphalloy  has  been  our  registered  trade¬ 
mark  since  that  time.  While  this  company  has  been  selling 
Graphalloy  for  over  40  years,  recent  developments  have 
added  materially  to  its  properties.  Over  200  grades  are  now 
used  in  a  wide  variety  of  applications.  Silver  Graphalloy 
Brushes  on  "-diameter  coin  silver  slip  rings  have  been  used 
successfully  in  highly  critical  electrical  circuits  at  speeds  up 
to  100,000  R.P.M.  Our  Engineering  Department  will  assist 
in  determining  the  exact  grade  of  Graphalloy  for  your 
needs.  Ask  for  our  Brush  Inquiry  Form  109. 


BRUSH  and  SPRING  ASSEMBLY 


Silver  Gkaphalloy  Brushes  are  available  for  the  standard  Brush 
Holders  described  in  the  next  column.  Springs  are  supplied,  as  part  of 
the  assembly,  to  give  the  correct  brush  pressure  for  each  brush  appli¬ 
cation.  Shunts  are  provided  to  insure  extremely  low  electrical  noise 
level  and  for  carrying  heavy  currents. 


rnrrrrrntjjiittv’ 


SLIP  RIN6S-S0LID  COIN  SILVER 


Standard  Coin  Silver  Slip  Rings,  both  cylindrical  and  flat  types,  are 
illustrated  below.  We  recommend  the  cylindrical  type  ring  with  three 
brushes  per  ring ...  spaced  at  120°.  The  cylindrical  type  are  designed 
for  press  fitting  over  standard  steel  shafting.  The  flat  type  rings  are 
designed  for  nesting  either  on  an  insulated  plate  or  for  molding  into 
insulation.  Insulated  Slip  rings  of  either  type  or  slip>ring  assemblies 
can  be  furnished  with  leads  attached. 


Stondord  **riot"  rings  hovn  iA*'radiol 
cnntoct  twrfac*  and  Va*  rodiol  spacing 
baiwaan  odjacant  rings. 


Fort  N*.  00  ID  Thickntts 
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BRUSH  HOLDER  and  CAP 


TAftato  insuiatinc  iusninc 

fD 


INSULATED 

CAP 


J  f|- 


BRUSH  HOLDER 


-  =  2  _  2  £  “■ 
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£«t  m  MM*x  Sx 
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Request  and  fill  in  Brush  Inquiry  Sheet,  Form  109,  so  that  we  can 
supply  the  proper  grade  of  brush  material. 

‘Shunts  arc  prccidcd.  “Mcunling  hnlc  dinnsctcr  brush  hcldcr  dinnnsicn  0. 


CONNECTORS 


These  silver-plated  coil  spring 
Connectors  make  for  positive 
electrical  connection  to  the  brass 
body  of  the  brush  holder  by 
snapping  into  the  groove  on  the 
holder.  The  connecting  lead  can 
be  pre-soldered  to  the  Con¬ 
nector. 


Carttripring  Irush 

■rush 

Canngctars 

lilt 

HoldtrNn. 

137.4 

I433A 

137-4 

H. 

11504 

13710 

11570 

137.14 

'/,H- 

11537 

GRAPHALLOY  BUSHINGS 

Replace  oil-lubricated  bushings 
in  synchros,  instruments,  timers 
and  missiles. 

Advantages:  I }  Lower  friction 
at  room  temperatures.  2)  No  oil 
to  solidify  at  low  temperatures. 
3)  No  oil  to  carbonize  at  pro¬ 
longed  elevated  temperatures. 
Ask  for  Data  Sheets  270  and 
277  on  Miniature  Bronze- 
Graphalloy  Bushings. 

GRAPHALLOY  CONTACTS 
Graphalloy,  because  of  its  in¬ 
herent,  non-welding  and  arc- 
quenching  characteristics,  is 
used  widely  for  contacts... espe¬ 
cially  where  positive  breaking 
of  a  circuit  is  required. 


COPPft  SLIP  RIHCV  Fsi  w  cylii 


•v*f  br«st.  inUi^  *111*1  “S”  fr«fii  port  oomkof. 
hfol.  sp*  im  tko  okowo  tiiot. 


CALL  ON  OUR  OVER  40  YEARS  OF  D€SI6N  EXPERIENCE 
FOR  HELP  IN  SOLVING  YOUR  BRUSH  PROBLEMS! 


Whon  ordoring  or  Booking  ifiVormofion 
pioaso  montion  HocfronicB  Buyorf'  Outdo. 
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and  SILVER  GRAPHALLOY 


W-«  4  4'/,  JV,  IIV, 

W-*  4  47,  17,  14 

W4.14  It  47,  !•  1$7, 

1WI4  14  47,  H7,  U 

47,'— 47|' 

MmIi  cl  akw*  4«m  VU"  **T*  nHt  —4  •!  iMiftiaf. 

Applications:  from  strain  gage  or  thermo¬ 
couple  up  to  S  amperes,  125  volts.  250*  F. 

Speeds  to  5,000  RPM. 

Three  Silver-CkAPH alloy  Brushes  per  solid 
coin  silver  slip  ring. 

Extraneous  noise  level  extremely  low. 

Rugged  in  design  and  construction. 

Readily  connected  mechanically  and 
electrically. 

Complete  coupling  provided  for  shaft. 

More  rings  and  higher  speeds  available  upon 
application. 


•  PUISI  SYSTEMS 

•  GUIDED  MISSILES 

•  DIGITAL  COMPUTEIS 

•  WAVE  GUIDES 

•  SONAR 

•  TRANSDLKEtS 

•  TORQUE  INDICATORS 


jw.i#  ia  77,  7  117, 

m<-l4  14  77,  7  14% 

Cm  SiMMiw:  47,' 

'fraa  4—lia>«tictl  Mia  *1  CM  I*  imMm  tl  a«it« 

cwHiat- 

Details  same  as  for  Model  399  except  as 
follows: 

Rotor  is  attached  by  flange  at  end  of  shaft  to 
customer's  half  of  flange  coupling. 

Stator  is  attached,  by  flange  ring  thereon,  to 
fixed  mounting  plate  supplied  by  customer: 
or,  if  flange  mounting  is  not  feasible,  flange 
ring  is  omitted  and  stator  is  restrained  from 
rotation  by  shock  cords  attached  to  lugs  on 
case. 

Convenient  multi-contact  detachable  connect¬ 
or  for  incoming  circuits,  and  another  such 
connector  for  outgoing  circuits. 


Model  319 
CYLINDRICAL 
SLIP-RING 
ASSEMBLY 


Special  brush  and  slip-ring 
assemblies  to  meet 
special  requirements 


iif-4  4  >y 

ii«-4  4  sy 

St«-1t  ta  4': 

lt«-t4  14  IV 

Slip  ring  O.D  I H".  Terminal  O.D.  4'. 
Assembly  I  D.:  .814'/. 813' 

Range:  Same  as  for  Model  399 

Model  409 

FLAT  SLIP-RING  ASSEMBLY 

Salid  Caia  Sihrtr  Rings 


tPIINS  lINBIMe  POST 
2ia-3t 


‘IVe  Speciaiize  in 
Special  Designs” 


OUn  EMINEUIN6  OEPAaTMENT  WIU 
DEVELOP  on  miST  YOU  IN  DEVEL0PIN8 
SPECIAL  COMPONENTS  AND  ASSEMillES 


4aaia  ia  ii% 

Hub  O  D.  2':  I  D.  1.573'/ 1.571';  Length  17k‘ 
To  5  amperes,  125  volts. 

More  rings  available  upon  application. 


GRAPHITE  METALLIZING  CORPORATION 


1052  NEPPERHAN  AVE 
YONKERS,  N.  Y. 
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.  .  .  to  the  electronics 
industryl  This  spirit  spear¬ 
headed  Tung-Sol’s  dynamic 
growth  over  the  years.  To¬ 
day,  it  shows  in  Tung-Sol’s 
constant  effort  to  diversify, 
to  make  new  and  better 
components. 

Underscoring  Tung-Sol’s 
steady  diversification  and 
product^  deveiopment,  is 
rigid  adherence  to  uniform¬ 
ly  high  standards  of  quality 
controi.  Tung-Soi  has  main¬ 
tained  these  standards 
without  compromise.  They 
are  your  assurance  of  prod¬ 
uct  performance  ...  let  you 
specify  Tung-Sol,  confident 
you  specify  the  "best  that 
can  be  made." 
TUNG-SOL  ELECTRIC  Inc. 

NEWARK  4,  N.  J. 


Products  of  CHATHAM  ELECTRONICS, 
Division  of  Tung-Sol  Electric  Inc., 
Livingston,  N.  J. 


Tung-Sol  makos  a  wida  ranga 
of  tuba  typaa  . . .  tailora  aala- 
nlum  ractHiara  for  divaraiflad 
application  throughout  Indua- 
trial  and  military  alactronic 
aguipmant. 


Tung-SoTa  hydrogan  thyra- 
trona  and  powar  auppllaa  maat 
tha  aircraft  induatry'a  exacting 
demand  for  praclalon  perform¬ 
ance  both  in  airborne  and 
ground  control. 


You  can  fill  virtually  ovary 
entertainment  aockat  with 
Tung-Sol  Blue  Chip  Quality 


atring,  hybrid  auto  radio,  TV, 
hl-fl  and  radio. 


For  reliability,  long  Ufa  of  alae- 
tronlc  equipment  and  manu¬ 
facturing  aconomlaa,  epacify 
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RACK  &  PANEL  CONNECTORS 

Up  to  50  contacts  available  in 
Blue  Ribbon  and  Micro-Ribbon 
connectors;  two  complete  new 
lines  of  R  4  P  types  are  avail¬ 
able  with  Poke  Home  contacts. 


CONNECTORS 

Newest  miniature  electrical 
connectors,  fully  conforming  to 
the  “E”  performance  require¬ 
ments  of  MIL-C-5015C.  4  con¬ 
structions,  5  shell  sizes,  17  insert 
arrangements  are  available. 


RF  CONNECTORS 


Hundreds  of  UG  types  in  every 
popular  series.  The  remarkable 
miniature  Subminax  connec¬ 
tors  are  available  only  from 
AMPHENOL.  Matching  RG-/U 
cables  also  from  amphenol. 


CABLES  &  WIRE 


Almost  100  RG  cables,  standard 
and  miniature,  in  polyethylene 
and  Teflon  dielectrics;  Teflon 
Hook-Up  Wire  to  MIL-W- 
16878B.  Cable  assemblies  also. 


MS  CONNECTORS 

Amphenol  provides  complete 
line  of  MS  'AN  types,  including 
new  Stub  E  —  small  environ¬ 
mentally  resistant  “E’s”  per 
MIL-C-5015C. 


HERMETIC  SEALS 
Hermetically  sealed  MS  AN, 
miniatures  and  Rack  4  Panel 
connectors.  Available  as  fdento 
Seals  with  contact  identifica¬ 
tion  on  the  compression  sealed 
glass  inserts. 
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MAGNETIC  HEADS 


Single  channel  and  stereo  record-reproduce  and  erase 
heads  for  home  and  studio  recorders  and  players.  A 
broad  selection  of  standard  and  special  designs  to 
meet  specihc  requirements. 

•  prtcitian  lopp«d  gaps  •  dimcntionolly  (iabi* 

•  Mu  mclol  huuting  •  singU  hoU  muunling 

•  moitlur*  pr*«f  •  high  outpul 

•  noii-micruphunic  •  all  winding  Itodt  accattibit 

•  balanced  magnatic  a  laminalad  pala  ilruclura— 

cantbuctian  0.004"  lominaliant 


stereo  heads 


single-channel  heads 


INSTRUMENTATION 

Precision  heads  for  commercial,  industrial,  scientibc 
and  military  applications  ...  in  1  to  32  channel  form 
...  in  a  wide  variety  of  electrical  and  mechanical  con¬ 
figurations.  These  heads,  slightly  modified,  may  fit 
your  present  design  requirements. 

a  machina  and  process  control  •  audio  and  video  recording 
a  instrumentation  a  missile  guidance 

a  business  and  scientific  computer 


Integral  Block  Interlace — Provides 
twice  the  number  of  chonnels  than 
possible  with  a  single  head  of  the 
some  width.  Minimum  crosstalk  at 
no  sacrifice  in  number  of  tracks. 
Clevite  builds  heads  of  this  design 
to  telemetering  standards  of  per¬ 
formance. 


Gap-Mounted— Contains  two  head 
cartridges,  easily  removed  and 
replaced  with  no  close  adjust¬ 
ment.  Bracket,  cartridges  have 
lapped  surfaces  providing  refer¬ 
ence  positions  to  gap  perpen- 
dicularity,  azimuth  and  contact 
adjustment. 


FLUX-RESPONSIVE  HEADS  for  low  speed  or  static  read¬ 
out  of  digital  data,  reproduction  of  high  frequency 
analog  recording  at  low  tape  speeds,  extended-period 
process  control,  reproduction  of  low  frequency  record¬ 
ing,  measurement  of  low  angular  or  low  linear  velocities 
and  recorded  transients,  position  control. 


HIGH  RESOLUTION  HEADS  for  recording  more  informa¬ 
tion  at  same  tape  speed  and/or  equivalent  data  at 
slower  speed.  Applicable  in  radar  recording,  high 
density  tape  recording,  high  density  drum  recording, 
video  recording,  VHF  instrumentation  for  missile  tele¬ 
metering. 


Rvflundanl — Close-spaced  record -reproduce 
double  heod  speeds  data  processing  by 
reading  and  checking  lope  immediotely  after 
recording.  Reduces  necessary  equipment  and 
power  for  checking  register. 


Drum— Permits  simulta¬ 
neous  adjustment  of 
many  chonrtels.  Most 
precision  adjustments 
are  built  into  the  head. 


Single  and  double  types  with  "Bimorph”  crystal  drive 
of  high  impedance.  Wide  range  response  with  uniform 
output,  lightweight,  rugged,  shockproof.  Extended 
range,  high  fidelity,  general  purpose  models. 


Ceramic  Shapes  —  ’'PZT-4’'*  (Curie 
point  above  572  F.) ...  Ceramic  "B"* 
(Barium  Titanate  with  certain  oddi- 
tivesl  for  missile  devices,  capacitors, 
sonar  transducers,  ultrasonic  cleaning 
equipment.  Ploles,  tubes,  discs  and 
custom  segments. 


Crystal  Shapes  — 
Plates  cot  from 
whole  crystals  of 
Rochelle  Salt,  am¬ 
monium  dihydrogen 
phosphate  (ADP). 


Elements  —  Crystal 
"Bimorphs”*,  "PZT" 
''Bimorphs''  and 
"Multimorphs"*  to 
exact  eleclro- 
mechanical  specifi¬ 
cations. 


High  Fidelity— Model  BA-206  pro¬ 
vides  exceptionally  flot  frequency 
response. 


General  Purpose — Model  BA-200 
for  lob,  studio, skilled  amateur  use. 
High  impedance,  ideal  for  multiple 
installations. 


- for  complete  Information  write^ - 

CLEVITE  ELECTRONIC  COMPONENTS 


DIVISION  OF 


Cleveland  14,  Ohio 


3312  Perkins  Avenue 


WKdii  erdtring  or  soolting  trdormofion 
please  mention  flerUonits  Buyers'  Guide. 


ELECTRONICS  BUYERS'  GUIDE  -  June,  1958  -  MID-MONTH 


I 

i. 


RACK. 
CONSOLE 
CABINET 
OR  CART 
MOUNTED 


CART  AND 
BENCH  TOP 


single  and  two  channel  configuration 
for  standard  19"  rack  mounting. 


8  channel  medium  gain 
wide  input  range,  10 
millivolts  to  400v. 


WRITING  METHOD  & 
WRITING  PLANE 


MODEL  NO. 


PORTABLES 


ink-electric,  vertical 
ink-electric,  horirontal 


RD  2622  00 
RD  2722  00 


thermal,  horiiontal 


thermal,  horitontal 
thermal,  horiiontal 


RD  2764  00 
RO  2784  00 


ink,  horiiontal 

RO  2321  00 

tnk-€l«ctrtc.  borttonUl 
ink.  horizontal 

RD  2322  00 

RD  2341  00 

ink-«loctric.  horizontal 
ink.  horizontal 

RO  2342  00 

RO  2361  00 

ink.  vertical 
ink-electric,  vertical 


Whatever  you  want  to  measure, 
only  Brush  gives  you  freedom 
of  choice;  ink,  electric  or 
thermal  writing-curvilinear 
or  rectilinear  trace  presentation 
—  configuration.  Available  in 
2,  4,  6  or  8  channels. 


RD  2662  00 
RD  2664  00 


RD  2664  SO 
RD  2682  00 


RO  2684  SO 


thermal,  vertical 
ink.  vertical 


ink-electric,  vertical 
thermal,  vertical 


thermal,  horiiontal 
ink-electric,  vertical 


Select  your 
OSCILLOGRAPHS 


Frequency  response.  .  .  D.C.  to  100  cps  with  Brush 
amplifiors. 


Select  your 
AMPLIFIERS 


PORTABLE  OSCILLOGRAPHS 
in  2,  4  and  6  channels 


RACK  MOUNTING  OSCILLOGRAPHS 
in  2,  4,  6  and  8  channels 


CART  OR  BENCH  TOP  OSCILLOGRAPHS 
in  6  or  8  channels 


Writing  methods 
Chart  speeds.  . 

Chart  take-up  , 
Mounting  .  .  . 

Reliability  .  .  . 


RD  2322  00 


six  and  eight  chan¬ 
nel  configuration  for 
Ifondard  19^  rock. 


2  channel  carrier 
multi-purpose,  accepts 
either  resistive  or  induc¬ 
tive  inputs. 


6  channel  high  gain 
records  signals  as  low 
os  10  microvolts. 


.  Ink,  floctric  curvilinear,  or 
thermal  rectilim-ar. 

.  Instantaneou.s  electric  sr-lec- 
tion  of  up  to  16  s|K-eds.  re¬ 
mote  or  on-the-s|M>t  control. 

.  External  or  internal,  easy 
loading. 

.  Rack-mounted, cart -mounted, 
portable  and  bench-to|) 
models. 

.  Readily  adaptable  to  MIL 
specifications. 


_ _  SINGLE  CHANNEL 

UNIVERSAL  Model  RO  5612  00  multi-purpc-e  earner  type  far  wide  range  of  meas- 

uremeni..  Input  boa  RA  8212  00  for  resistive  trans- 

_ dufff.,  RA  8222  00  tor  LVDT  s. _ 

HIGH  GAIN  D.C.  Model  RD  5615  00  chopper  stabilitrd,  amplifies  signals  as  low  as  100 

microvotts:  RO  8618  10  amplifies  signals  as  low  as  I 

_ 10  microvot’  . _ _ _ j 

SERVO  ANALYZER  Model  RD  5616  00  monitors  any  servo  system  in  carrier  frequency 

range  of  80  to  10.000  cps. 


MEDIUM  GAIN 

Model  No. _ Sensitivity _ Drift _ Power  Line  Frequeni 

RD  M21  00  to  mv/line  (mm)  less  than  VS  line  (mm)  60  cps,  ±  VS  cps 

per  hr.,  I  line  8  hrs. 

RO  8621  01  10  mv/line  (mm)  less  than  VS  line  (mm)  80-2000  cps 

per  hr.,  1  line  8  hrs. 

RD  8621  02  80  mv/line  (mm)  less  than  1/10  line  80-2000  cps 

(mm)  per  hr..  '/.  line  8  hrs. 

MEDIUM  GAIN _ _ SIX  AND  EIGHT  CHANNEL _ 

Basic  Pen  Drive  Amplifier  System  Model  RA  8680  00  includes  chassis  and  sei^rata  electronic 

_ regulated  power  supply  with  capacity  to  operate  up  to  8  plug-in  pen  drive  amplifiefs. _ 

nug-in  Model  RO  8211  03  sensitivity  10  mv/line  (mm),  less  than 

VS  line  (mm)  per  hr.  drift,  I  line  8  hrs., 

_ power  req.  80-2000  eps. _ 

Plug-in  Model  RO  8211  04  sensitivity  80  mv/line  (mm),  less  than 

1/10  line  (mm)  per  hr.  drift,  '/a  line 

_ 8  hrs..  power  req.  80-2000  cps. 


TWO  CHANNEL _ 

_ Power  Line  Frequency 

I  (mm)  60  cps.  ±  VS  cps 


brush  ULTRAUNEAR  RECORDING  SYSTEMS 
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HIGH  SPEED  RECORDER 

Two  channel  recorder  Kives  accurate  easy-to-read 
measurements  that  defy  interpretation  at  conven¬ 
tional  chart  spei*ds.  (live's  precise  time  correlation 
between  two  rapidly  changing  phenomena  on 
adjacent  channels.  Has  two  supt'r  chart  spet'ds: 

625  mm/sec.  and  1250  mm/sec.  Three  conven¬ 
tional  speeds  of  5,  25,  125  mm/sec. 


RD  2322  10 


FoctOfy  brooches,  service  and  ware¬ 
housing  at  Arlington,  Vo.,  Boston,  Cleve¬ 
land  and  Los  Angeles;  engineering 
representotives  in  all  key  locations. 


3408  PERKINS  AVENUE  CtEVITi:  CLEVELAND  14.  OHIO 
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EVENT  RECORDER 


WRITE  FOR  LITERATURE  OR, 
FOR  APPLICATION  ASSISTANCE. 
CONTACT  YOUR  BRUSH  FACTORY 
BRANCH  OR  REPRESENTATIVE. 


IIMSTRUMEXTS 


MARK  n  RECORDER 


Completely  aelf-contain(*d  recorder,  plugs  in  any¬ 
where  for  easy  recording  of  electrical  and  physical 
phenomena,  d.c.  to  HK)  cps  ...  in  research  .  .  . 
design  and  development .  .  .  production  .  .  .  servic¬ 
ing  .  .  .  field  tc'st  and  installation. 


Convenient  operation: 
fast  paper  loading 
without  threading, 
pushbutton  controls  for 
4  chart  speeds. 


Complete  recorder  with 
built-in,  permanently 
calibrated  amplifiers. 


Trouble-free  writing 
system  features  self- 
cleaning,  self -priming, 
rugged  pens,  extra- 
large  ink  reservoir. 


Simplifies  complex  checkouts  .  .  . 
monitors  100  channels  of  data 


simultaneously. 


Simultaneously  records  1(K)  channels  of  scKiuential 
or  operational  information.  On-ofT  input  data  pre- 
•sentetd  provides  a  n'cord  of  events,  their  duration, 
and  their  time  relationship  to  each  other.  Electric 
writing  styli  record  in  less  than  one  millisecond 
after  receiving  a  signal  — handle  up  to  500  signal 
changes  per  second.  Remote  or  on-site  chart  speed 
control. 


RD  3610  00 


Writing  method  .  . 
Copocity . 

Chart  speeds  .  .  . 

Chart  take-up.  .  . 

Mounting . 


.  Kli-ctric  —  in.stantaneous,  dry  and  pcnnanont. 

.  1(K»  c.-tsy-to-idi-ntify  channels.  Records  on  pre¬ 
printed  chart  pa|HT,  I  J"  wide,  500'  long. 

.  Instantaneous  electric  selection  of  8  cliart 
spsfds,  on-site  or  remirtc  Control. 

.  Provision  for  Isith  internal  chart  take-up  of 
entire  roll,  or  external  fi-ed. 

.  Mounts  in  standard  19"  rack. 


.  10  mv/line  finmi.  Full  scale  deflection  from 
chart  center  ±  200  mv. 

.  .OlOv.  to400v. 

,  5  megtrhm  singic-cndcd,  10  megohm  balanced. 

.  2,  r2v.  internal  power  SOurCC  actuated  by  ex¬ 
ternal  Kign.ll. 

.  1,  5,  25,  125  mm/sec. 

.  105-125V.,  60  cps.  135  watts  at  115v. 

.  32  prjunds. 


Avoilobl*  in  two  medals,  thu  RE  3610  00  or: 
Military  Medal  RE  3610  02  which 
fully  complias  with  MIL-E-41  SB  A. 


Sansitivily 


Meosuramanl  range 
Input  impedance .  , 
Event  channels  .  . 


Chart  speeds  .  .  . 
Power  requirements 
Net  weight  .... 


brush  ULTRAUNEAR  RECORDING  SYSTEMS 

-  1 
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■  ■i' 


seivo  test 
equipment 


INSTRUMENT  CORP. 


•  Research 

•  Production 

•  Assembly  Work 

•  Design 


H  yow  orr  loek>«iq  for  on 
alert  ond  (ompetent  or- 
goniiot'on  to  do  any  of 
the  obo«e  fwncttont,  don  t 
moke  o  final  de(<»>on  un 
tif  yOw  ve  M*en  uv  We 
ore  egwipped  with  mod 
•  rn  mach  nery  ea 

porienced  pertonnel  .  . 
lor  tub-controcf  or  other 
type*  of  work  We  <nwite 
your  inquiry  today 


PARAPLEGICS  MFG.  CO 


10066  Franklin  Ave.,  Franklin  ^ork.  III 


SOLVE  WIRE 
and 

SLEEVE  MARKER 
PROBLEMS 

-^^VUICK 


equipment 
for  testing 
synchros,  >’*■  g 
solvers,  and  ' 
other  servo  com¬ 
ponents. 


CALL  MARmK  FOR  PROMPJ  DELIVERY! 

Since  we  are  the  manufacturers  of  the  heatless  marking  machine.at 

a  moment's  notice  we  can  place  at  your  disposal  as  many  machines  as  necessary 
to  turn  out  your  job.  We  also  maintain  a  large  stock  of  various  types  and- sizes  of 
flexible  vinyl  tubing  to  meet  your  marking  requirements.  In  most  cases  we  can  give 
24  to  48  hour  service! 


•  ANGUIAR  DIVIDER  •  PHASE  GENERATOR 

•  SYNCHRO  BRIDGE  •  RESOLVER  BRIDGE 

•  SYNCHRO  TEST  SET  •  DIAL  ASSEMBLY 

PHASE  GENERATORS  $190  and  $3S0 

Accurate  pha$«  shifting  by  a  d«vic«  of  un* 
limitod  lifo  and  stability.  WKon  oKcitod 
with  o  fixod  voltogo  it  produces  a  constant 
output  whoso  phase  is  adjustable  over  360*. 

SWorthmor*  /-/700 


CALL  MARKWIK  FOR  TRULY  PERMAHEHT  MARKERS! 


We  pioneered  and  developed  the  new  COLD  process  which  produces 

markers  an  flexible  vinyl  tubing  with  permanency  unmatched  by  any  other  process 
or  service.  Our  markers  are  unexcelled  for  clarity  and  legibility  — 

they  are  resistant  to  ultra  violet  light,  oils,  gasoline,  alcohol,  hydraulic  fluids, 
salt  spray,  and  carbon  tetrachloride  —  markings  cannot  be  rubbed  off  or  affected 
by  abrasion,  temperature,  mildew,  fungus,  or  elongation.  Numbers  on  the  terminal 
board  are  legible  and  permanent.  In  other  words— these  markers  are  made  to  last! 

•  PERMANENT  COLO  PROCESS  MARKINGS 

•  HOT  STAMP  MARKINGS  _ 

•  MARKING  DIRECTLY  ON  WIRE 

•  MARKING  ON  SILICONE  RUBBER  ^  "  ■«, 

OUR  MARKERS  ARE  FABRICATED  FROM 
FLEXIBLE  VINYL  TUBING,  MEETING  MIL 
SPEC.  MILI.631C,  TYPE  F,  GRADE  A, 

FORM  Ua,  CLASS  1,  CATEGORY  1. 


fott  fotbpfton,  N  J 


46  Pin*  Str«*t. 


W23SS 


CALL  MARKWIK  FOR  GOVERHMEHT  APPROVED  MARKERS! 


Our  3nJt(; .  2Vn/  process  printed  markers  meet  and  surpass  the  exacting  require¬ 
ments  of  the  Janization  program  of  the  armed  services.  No  longer  will  you  have  to 
apply  special  caatings  and  lacquers,  as  is  required  with  old  fashioned  foil  leaf, 
hot-stamped  markers. 


CALL  MARKWIK  FOR  SAMPLES! 


Ask  for  samples  of  our  SndJi  -  process  markers.  Subject  them  to  any  dura¬ 
bility  test  —  then  compare  results  with  the  markers  you  now  use!  You'll  discover 
why  so  many  engineers  specify  Markwik  permanent  SnJj;  (.oAz  markers 

throughout  every  piece  of  equipment  they  design. 


CALL  MARKWIK  FOR  PRICE  AHD  DELIVERY  QUOTATIOHS! 


Phone  us  your  marking  requirements,  (or  wire  or  write).  We'll  be  glad  to 
give  you  prompt,  personal  attention.  Send  for  brochure  B2  and  samples. 


MARKWIK  MANUFACTURING  COMPANY,  INC. 
MARKING  SERVICE  DEPARTMENT  M3 


31  SEXTON  ROAD,  PLAINVIEW,  N.  Y.  •  Telephone:  WEIIs  1-8055 


When  orrfvring  or  sooking  information 
pfooM  montion  Blocfronia  Bvyori'  Guido. 
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Leader  in  Diffused  function  Silicon  Semiconductors 
offers  the  greatest  selection  of  silicon  diodes# 
rectifiers#  regulators#  solar  cells* 


Available  in 
Case  T ypes 


General  Purpose 

Silicon  Junction  Diodes 

26  types  —  PIV  Range  —  6.8V  thru  470V 

Double  Anode 

Ml 

Silicon  Junction  Diodes 

14  types  —  Tener  Voltage  Range: 

3.0V  thru  45V 

Ml 

Zener  Reference  Devices 

Ml 

OPER.4TISG  ZE.\ER  VOLTAGE 

M3 

1^7429— 6.2V  :±5^ 

1N430. 1X430A.  1X430B.  IN 1530, 

1N1530A  —  8.4V  :±5^c 

Silicon  Junction  “Glass”  Diodes 

PI 

General  Purpose  —  8  types 

PIV  Range  —  25V  thru  175V 

G1 

Fast  Recovery  —  5  types 

Zener  Voltage  Range:  30V  thru  200V 

G1 

Zener  —  6  types 

Zener  Voltage  Range:  2.0V  thru  8.0V 

Medium  Power 
“Top  Hat”  Rectifiers 

G1 

Axial  Types  —  6  types 

PIV  Range  —  50V  thru  500V 

M2 

Stud  Mounted  Types  —  8  types 

PIV  Range  — 95V  thru  570V 

Medium  Power 

SIE 

Diffused  Junction  Rectifiers 

12  types  —  PIV  Range  —  50V  thru  lOOOV 

MIA 

Zener  Diodes 

21  types  —  Zener  Voltage  Range: 

2.0V  thru  145V 

Silicon  Junction 

Ml 

Zener  Power  Regulators 

44  types  —  Zener  Voltage  Range: 

3.0V  thru  200V 

SIE 

HB  Silicon  Junction  Diodes 

6  types  —  PIV  Range  —  6.8V  thru  270V 

Ml 

Siliceii  Solar  Cell  Assemblies 

Ranging  in  size  and  power  from  O.I  square 
centimeter  (ImW)  to  square  yards  ( K  watts ) 
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s .  kHW 

BOSTO*  . 


JCfTfirt 


ULTRA  HIGH  SPEED  RELAYS 

Operating  time  200  microseconds. 
Mount  in  any  position.  Will  cover 
the  range  of  —  65°C  +85“C  and  are 
factory  scaled.  Please  write  for 
Catalog  337. 


DC-AC  CHOPPERS 


TWIN-CONTACT 

MINIATURE 

DC-AC  CHOPPERS 


For  5t-6t-94-12l  Cycle  Use 


A  new  design  feature  —  twin 
contacts — exclusive  with  Stev- 
ens-Arnold,  achieves  the  maxi¬ 
mum  in  chopper  reliability. 
Now  available  in  22  different 
types,  both  single  and  double 
pole,  Stevens-Arnold  miniature 
choppers  are  built  to  rigid  com¬ 
mercial  specifications,  with  em¬ 
phasis  on  long  life  and  low 
noise  level.  Please  write  for 
Catalog  515. 


For  0-500  Cycle  Use 

All  the  usual  military  specifica¬ 
tions  arc  met  with  liberal  factors 
of  safety.  Before  any  Chopper  is 
shipped,  it  is  tested  twice  over 
the  range  of  —  65°C  -1-85“C  to 
give  double  proof  of  stamina. 
Each  production  lot  sample  life 
tested.  Please  write  for  Catalog 
280. 


7  aKINS  STREET,  SOUTH  BOSTON  27,  AAASS. 


RESONANT  RELAYS 


Permit  remote  control  by  radio 
or  carrier  current  through  fre¬ 
quency  discrimination.  Relays 
operate  only  when  energized  at 
rating  and  reject  all  other  fre¬ 
quencies.  Eleven  types  arc  offered 
in  the  range  of  153-442  cycles. 
Please  write  for  Catalog  335. 


S/  A.9B 


FREED 

M  I  L.T-2  7A  POWER. 
FILAMENT,  PULSE 
&  AUDIO  TRANSFORMERS 

FOR  IMMEDIATE 
DELIVERY  FROM  STOCK 


POWER  TRANSFORMERS-STANDARO 

All  primories  105,  115,  125  v.,  60  c.p.t. 

1 

1 

1 

n 

D 

i  FILAMENT  TRANSFORMERS-STANDARDI 

All  primaries  105,  115,  125  v.,  60  c.p.t. 


PULSE  TRANSFORMERS 


AUDIO  TRANSFORMERS 


(F'tp  rtty  laU  N  IMV  Cft  ±  2  R 

1 

Id 

|m«ai 

Si»fM  vr  P.P.  Pt«9«» 

—  »•  *9  P.P  •rMt 

MAA2 

Ua«  H  ¥•*€•  C#M 

|m«A] 

Li*«  H  Sisf  !•  Gf  P  P 

M6A4 

li««  H 

M«AS 

Siltfl*  Pt««*  *•  iMM 

M«Ai 

S>a«l«  Pt«f«  »•  C*H 

M«A7 

Shi^  gt  P.P.  PMm  Um 

M«AI 

P  P.  PI«9««taUM 

M«At 

P.P.  Pl«9«»  H  U*« 

Send  <«r  further  infermotien  en  these  units,  er 
special  designs.  Alsa  ask  far  complete 
laboratory  test  Instrument  catalog. 


TRANSFORMER  CO.,  INC. 

I7M  WolHUId  Stroot 
Brooiilya  (Ridgowooid)  27,  Now  York 


TEVENS-ARNOLD 

INCORPORATED 


L 


2 


when  orefering  or  seeking  iMormalioa 
please  mention  litttronits  Buyrt'  Guiefa. 
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Tuning  Fork  Controlled 


Tuning  Fork  Resonators,  the  ultimate  in 
precision  audio  frequency  control. 

PHONE  OR  WRITE 

for  complete  information  regarding  component 
type  Tuning  Fork  Resonators,  and  variously 
packaged  Frequency  Standards,  Oscillators, 
Drivers,  and  Frequency  Dividers. 

PHILAMON  LABORATORIES  INC. 


90  Hopper  Stroot,  Wostbury,  Long  Island,  N.  Y.  EDsowood  3-1700 
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Whtn  ordaring  or  Making  information 
pJaoM  manlion  llottronit*  Bwyar,'  Guido. 
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APPLICATIONS  IN  THE  ELECTRONIC  INDUSTRY 

*  Heat  removal  where  space  is  so  restricted  that  natural  ventilation  •  Magnetrons. 

is  insufficient.  w  Maintain  correct  temperature  for  fi 

•  Cooling  electronic  tubes  having  high  temperatures  under  condition  •  Counter-measures. 

of  sea  level  to  50,000  feet.  ,  Providing  air  for  many  unusual  el 

•  Electronic  equipment.  •  Spot  cooling  of  electronic  tubes  whs 

*  Radio  gear.  •  Heat  removal  from  pressurised  or 

_  1 1«  f 


Exploded  view  of  typical  fan  illustrates  simplicity  of  AXIVANE 
design.  Photo  left  shows  fon  2"  in  diometer,  weighing  10 
ounces.  With  a  1/400  hp  motor,  it  produces  23  cfm  at  .3" 
w.g.  All  models  conform  to  Army-Navy  specs. 


Joy  Manufacturing  Company  has  developed  over  240 
models  and  1300  designs  of  small,  powerful  fans  for  use  in 
electronics.  Each  fan  can  be  modified  for  exact  conforma¬ 
tion  to  any  specifications.  Aluminum  and  magnesium  one- 
piece  castings  provide  minimum  weight,  yet  enable  fans  to 
withstand  severe  shock  and  vibration.  Vanaxial  design 


assures  compactness,  space  saving  and  provides  high  capac¬ 
ity  performance  with  low  horsepower  expenditure.  Motors 
meet  minimum  vibration  standords  for  exact  balance  toler¬ 
ance  in  motor  driven  fans.  All  rotors  are  dynamically  and 
statically  balanced.  Direct  drive  is  an  important  built-in 
(but  readily  accessible)  feature. 


SPECIAL  60  CYCLE  A.  C.  FANS 


27  VOLT  D.  C.  FANS 


Pr««turd 


Copocity  tncKpft 
CFM  W.G. 


Wpight  Diomptpf,  Hort« 
Poyndt  IncHyt  Pew«r 


AVR7S-550S17 


400  CYCLE  A.  C.  FANS 


*  Design  specificationt  for  above  models:  A&N 

The  models  listed  in  the  specification  tables  are  at  basic  design  only. 
Listed  weights  will  vary  with  the  type  of  casting  and  accessories.  Copoc- 
ities  shown  are  at  design  duty  only.  Performance  curves,  illustrating 
the  complete  duty  range,  ore  available  for  each  model  ond  version  of 
eoch  model. 


Write  for  Data  file  173-39  There's  a  Joy  sales  office  in  every 

major  city  .  .  .  see  your  'phone  book. 

JOY  MANUFACTURING  COMPANY 

GCNERAL  OFFICCS:  HCNRY  W.  OLIVER  BLDG.  PITTSBURGH  22,  PA 


When  ordering  or  tetlring  infermotion 
pleate  mention  Ffecfronics  Buyers'  Guide. 
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AVR20-I2OB02 

20 

0  S' 

63S 

2  0' 

0025 

10,500 

AVR27-200974 

4S 

1  0' 

2  0 

2  75' 

02 

11,000 

AVR42-3S0794 

60 

so-  1 

6  25 

4  25' 

003 

11,500 

AVR3S-27D976 

60 

S  0' 

4  5 

3  5' 

003 

11,500 

AVF50-35DS44 

too 

0  5'  1 

3  S 

5  0' 

02 

5,600 

AVR-40-30O99t 

100 

3  0' 

3  0 

4  0' 

003 

11,400 

AVR4S-33OI01B 

140 

3  0' 

6  0 

4  5' 

125 

11,300 

AVR47-32D732 

200 

10'  1 

4  7S 

4  75' 

066 

7,400 

AVRS0-35D1017 

200 

4  0' 

6  5 

5  0' 

25 

11,300 

AVtSO- 300501 

200 

1  5' 

5  2S 

5  0' 

09 

7,400 

AVR45-33Da23 

200 

1  7' 

4  5 

4  5' 

1 

7,500 

AVR47-32DI69 

2S5  1 

0  2S' 

5  S 

4  75' 

066 

7,400 

AVRS5-40D773 

300 

6  0' 

9  0 

5  5' 

45 

11,400 

AVRSS-45DI09 

300 

6  5' 

11  5 

5  5' 

70 

11,275 

AVF65-400I04 

300 

3  7' 

S  0 

6  5' 

333 

7,500 

AVR60-3S0734 

400 

5  0' 

9  0 

6  0' 

SO 

11,400 

Model 

Capocity 

CFM 

Pretture 
Inc He* 
W.G. 

Weight 

Pewndt 

Fen 

Pie  meter. 
Inches 

Herse 

Fewer 

Speed 

RPM 

AVR20-12Dt02 

20 

0  5' 

6S 

0025 

10,500 

AVFR3S-42D1014 

20 

4.75' 

4  5 

.003 

14,200 

AVF2R  35-27D01S 

25 

6  0* 

3  5 

050 

12,000 

AV3  5-2  75-1200 

60 

5  0' 

5  0 

003 

14.300 

AV40-32D629 

00 

5  0' 

5  5 

003 

14,200 

AVRS2-4SD702 

120 

5  0' 

6  25 

5  25'  ' 

166 

10,000 

AVR50-32D647 

175 

5  0' 

9  SO 

5  0* 

30 

13,000 

AVR45-30O714 

200 

1  0' 

5  0 

06 

11,500 

AVRS0-30OS01 

200 

1  S' 

5  25 

075 

6,000 

AV6-S  -4-fOOOOX4 

250 

6  S' 

«  0 

5 

0,000 

AV65-520130 

300 

6  5' 

9  75 

5 

i.BOO 

AVRSS-45DS09 

300 

0  0' 

9  1 

6 

11,200 

AV6  5-4-00000X3 

350 

5  0' 

7  5 

5 

0,000 

AV.0406  5.5D 

400 

5  0' 

7  75 

5 

0,000 

AVR00-6SO7S6 

425 

7  0' 

00  0 

75 

7,500 

AVR77-S50641 

475 

;  4  75' 

16  0 

7  75' 

5 

7,000 

AVRS0-65OS91 

600 

6  0' 

20  0 

0  0' 

1  3 

9,750 

AV.0-4-50O 

750 

1  0' 

11  5 

•  0' 

20 

5,000 

AV.t-4-0  75-0X2 

750 

4  5' 

14  25 

7  75' 

75 

0,400 

POWER  SUPPLIES 

L  J  W*  I 


ELECTRONIC  COMPANY  /  RED  bank,  new  JERSEY 


cAiercuru 


From  |*rc«  i»ion  miniaturi'  tran'iv 
lorizrti  ^olid  »lal*'  airlwrn*'  unil» 
.  .  .  to  uni\(‘^^al  fli-t'lronir  lalior- 
atory  anti  itpfcial  protluclion 
typ*-«.  U  liaifviT  your  ytowi-r 
^uppIy  requircmrnts  .  .  . 

MERCURY  ELECTRONIC 
COMPANY,  since  1942.  speciali-l 
in  the  manufacture  of  ref^ulated 
|K)wer  supplies  for  a  nide  variety 
of  applications. 
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Whan  ordering  or  tooliing  inlormofion 
plooM  monlion  Elocfronict  Suyors'  Guido. 


4  tips  for  design  engineers 


VITROHM9  Resistors,  stock  and  made  to  order 


1  WAHS 

RESISTANCE  VALUES  (ohms)  | 

FORM 

Stock 

Made  to 
Order 

Stock 

Made  ta 

Order 

VITROHM:  Fixed 

5  to  200 

5  to  218 

1  to  250,000 

0.2  to  1,750,000 

Adjustohm 

10  to  200 

10  to  218 

1  to  150,000 

0.3  to  525,000 

STRIPOHM 

20  to  75 

20  to  75 

1  to  65,000 

0.1  to  115,000 

AXIOHM 

3,  5,  10 

3,  5,  10 

1  to  50,000 

0.25  to  50,000 

NON-INOUCTIVE 

35  to  160 

10  to  160 

1  to  1,000 

0.86  to  14,100 

PLAQOHM 

25  to  150 

25  to  150 

1  to  10,000 

0.5  to  86,400 

OISCOHM 

24 

24 

1  to  4,000 

1  to  5,760 

RIBFLEX 

Not 

Available 

75  to  550 

Not 

Available 

0.04  to  66 

LIVE  mJlK...EIectrically 


VITROHM  Ring  Rheostats 

25  W,  1  min  to  5,000  max  ohms 
50  W,  1  min  to  10,000  max  ohms 
100  W,  1  min  to  10,000  max  ohms 
150  W,  1  min  to  10,000  max  ohms 
300  W,  1  min  to  2,500  max  ohms 

Relays 

Sensitive— 2  amp,  125v,  a.c.  max 
Midget— 6  amp,  125v,  a.c.  max 
Heavy  duty  midget— 15  amp,  125v,  a.c.  max 
Multi-pole— 10  amp,  125v,  a.c.  max 
Heavy  duty— 25  amp,  125v,  a.c.  max 

Mil  Spec  Resistors 

All  styles,  all  sizes,  all  characteristics  and  all  resistance 
values  listed  in  Military  Specification  MIL-R-26C.  Ask  for 
BULLETIN  12  ■7.46 


Write  for  a  complete  listing  and  specifications  on  Ward  Leonard  resistors,  relays  or  rheostats.  Ward  I^eonard 
Electric  Co.,  23  South  Street,  Mount  Vernon,  New  York.  (In  Canada:  Ward  Leonard  of  Canada,  Ltd.,  Toronto) 


WARD  LEONARD 

ELECTRIC  COMPANY 

MOUNT  VfRNON,  NEW  YORK 
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hp-  150A/AR  High  Frequency  Oscilloscopes— DC  to  10  MC 


Specifications 

Sweep  Ren9e:  0.02  Msti/itn  to  set/im. 

Celibrefion:  24  sweeps:  1-2-5-10  sequtnie.O.l  Mset/im  to  5  sei/im. 
aemraty. 

Tr!99erin9;  Internal,  line  volta/je  or  external  0,5  v  or  more.  Pos.  or 
neg.  slope,  +  .50  to  .50  v  trigger  range. 

Preset  Tri99er:  Optimum  setting  frrr  automatic  stable  triggering. 

Horliontal  Amplifier:  Sweep  magnitiiation  5,  10,  50,  100  times.  Ver¬ 
nier  position  control  selects  any  10  cm  part  of  sweep  l:xternal 
input  pass  band  dc  to  over  5(M>  KC.  Sensitivity  200  mv/cm  to 
1 5  v/cm. 

Vertieel  Amplifier:  Pass  band  dc  to  10  MC.  Optimum  transient  re¬ 
sponse  and  rise  time  less  than  0.055  Msec.  Signal  delay  of  0.25 
Msec  permits  leading  edge  of  triggering  signal  to  be  viewed 

Amplitude  Calibration:  18  calib.  voltages.  1-2-5-10  sequence.  0.2  mv 
to  100  V  pe-ak-to-peak.  Accuracy  5*/^  Approx.  1  KC  square  wave, 
rise  and  decay  approx.  1.0  Mse-c 

Prices:  -hp-  150A  High  Frequency  Ovilloscope.  Si. 100. 00. 

-hp-  150AR  Rack  Mount  Oscilloscope,  $1,2(M). 


Models  150A  and  150AR  are  deliberately  designed  as  the 
most,  broadly  useful,  most  convenient  hi^'h  quality  10  MC 
oscilloscopes  ever  built.  Unique  features  such  as  the  universal 
automatic  optimum  -  trace  tri^er,  dirc-ct- reading  calibrated 
sweeps,  simplified  color-coded  controls  and  quick  filter  or 
cathode  ray  tube  interchange — all  combine  to  save  hours  of 
engineering  time. 


Plug-in  amplifiers  increase  versatility 

A  variety  of  plug-in  units  (see  below)  provide  the  versatility 
of  dual  trace  or  differential  input,  or  high  amplification  elimi¬ 
nating  pre-amplifiers  on  input  from  most  transducers.  Other 
important  features  include  brilliant,  high  rc*solution  trace  with¬ 
out  halo  or  bl(X)m,  etched  circuits  with  unitized  construction, 
highest  quality  components  and  ultra-conserv  atively  rated 
circuitry. 


New  amplifiers  and  accessories 


-hp-  I52B  Dual  Trace  Differential  Amplifier.  -hp-  I53A  Very  Hiqh  Gain  Amplifier.  New  -hp-  I5IA  Hiqh  Gain  Amplifier.  For  either 

New  plug-in  amplifier  providing  differential  plug-in  permitting  -hp-  15()A  to  be  used  for  150A  or  15()AR,  high  gam  unit  with  5.0  mv/ 

input  and  dual  trates  elettronkally  switched  many  direct  measurements  from  transducer  cm  sensitivity,  frequency  response  dc  to  to 

between  A  and  B  channels  at  either  100  KC  without  preumplipcM/on.  Pass  band  dc  to  500  MC.  12  calibrated  ranges  on  1-2-5-10 

or  on  alternate  sweeps.  Sensitivity  range  0.05  KC.  sensitivity  1  mv/cm  to  125  v/cm,  bal-  sequence.  1  megohm  input  impedance  with 

v/cm  to  50  v/cm,  input  attenuator  with  9  anced  input  on  the  f>  most  sensitive  ranges.  27  MMf  shunt.  Pass  band  rise  time  0.055  Msec, 

calibrated  ranges  in  1-2-5-10  sequence  and  15  calibrated  ranges  in  1-2-5-10  sequence.  Has  2  BNC  terminals.  5200.00. 

vernier.  5250.00.  1  mv/cm  to  50  v/cm;  plus  vernier.  1125.00. 

Data  subject  to  change  without  notice.  Prices  /.  o.  h.  factory. 
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quality  oscilloscopes —  DC  to  10  MCI 


-hp-  130B/BR  -  DC  to  300  KC 

Termed  the  finest  low  frecjuency  ostillostope  ever  offered,  -hp- 
1  3()B/BR  combine  bi^  stojTe  jx-rformance  and  positive  de¬ 
pendability  with  1  mv  sensitisity  and  the  consenience  of  dire*  t 
reading,  "unisersal  ’  automatic  tri^er,  no  preamplification 
from  most  transducers  and  simple  controls. 

Similar  X  and  Y  amplifiers 

Models  1  5()B  BR  have  similar  horizontal  and  vertical  ampli¬ 
fiers  with  sensitisity  I  mv/cm  to  12^  v/cm.  Input  circuits  arc- 
balanced  on  the  6  most  sensitive  ranges;  sin^^le  ended  input  dc 
or  ac  coupled  21  sweep  times  may  be  dircxtly  set.  instrument 
sweeps  1  /isec/cm  to  12.5  sec/cm,  tri^erin^  is  internally,  by 
line  [xiwer,  or  externally  by  0.5  v  or  greater.  Includes  x  5  mag¬ 
nifier  for  all  internal  sweeps  increasing  fastest  sweep  time  to 
0.2  /isec/cm.  -hp-  130B  (cabinet)  or  130BR  (rack)  $650.00. 


-hp-  120A/AR-DC  to  200  KC 

Ideal  for  industrial  or  production  line  work  as  well  as  daily- 
lab  jobs.  Models  120A  AR  are  outstanding  in  Ixith  value  and 
"big  scope"  performance  features.  This  all-new  instrument 
covers  DC  to  200  KC,  has  the  -hp-  universal  trigger  circuit 
which  optimizes  signals  automatically;  also  offers  automatic 
synchronization  on  any  internal  or  external  voltage  including 
line  power. 

Sweeps  1  /».sec/cm  to  0.5  sec/cm 

Features  include  15  calibrated  sweeps  in  1-2-5  sequence,  sweep 
speeds  range  1  /tsec/cm  to  0.5  sec/cm,  "times-5”  sweep  expan¬ 
sion  on  all  ranges,  high  sensitivity  calibrated  vertical  amplifiers. 
All  power  supplies  are  regulated  for  steady,  drift-free  traces. 
Automatic  trigger  and  bxse  line  can  be  cut  out  for  bright,  clear 
photography  trace.  F.xtra  compact  Model  120AR  is  only  7" 
high.  Utmost  dependability,  rugged  construction,  -hp-  120A 
(cabinet)  or  120AR  (rack)  $435.00. 


increase  convenience  of  your  150A/AR 


-hp-  AC-2 1 C  50:1  Voltage  Divider  Probe. 
A  50;  1  iliviilcT  with  hi>:h  10  mc-ftohm 
input  impedanic-  and  low  2.5  ppi  input 
lupaiitamc.  Convenient  "pen"  si/e  for 
maximum  handling  ease  Probe  has  dur¬ 
able,  attractive  nylon  barrel,  alliy-ator  clip 
contactor.  $25.00. 


■hp-  AC-1  ISA  Oscilloscope  Testmobile.  Most  convenient  mobile  os¬ 
cilloscope  mountinjj.  For  150A  oscilloscopes  but  usable  with  other 
instruments.  Rolls  easily  on  large  4”  rubber-tired  wheels.  Extra-sturdy 
construction  of  tube  stenk.  gleaming  chrome  throughout.  Top 
shelf  tilts  .50°  in  four  7''>“  increments  for  better  viewing.  $80.00. 

hp-  AC-II6A  Testmobile  Storage  Unit.  Extra-convenient  storage  for 
-bp-  \5lA.  152A'B.  153A  oscilloscope  plug-ins.  Holds  up  to  three 
extra  plug-ins;  guards  against  dust,  mechanical  damage.  Fits  -hf>-  AC- 
1 15A  Testmobile  (sc-e  photo);  no  installation  needed.  $22.50. 

-hp-  AC-II7A  Testmobile  Accessory  Drawer.  Fits  in  -/>/)-  AC-llftA 
Storage  Unit;  convenient  drawer  storage  for  tcwls,  components, 
solder,  etc.  Photo  shows  AC-117A  installed  in  top  rack  of  AC-I16A 
Storage  Unit.  $10.00. 
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hp-  Oscillators  — 0.008  to  10,000,000  cps 


Hewlett-Packard  now  offers  12  high  quality, 
fast  and  accurate  oscillators,  each  an  excep¬ 
tional  value  and  each  engineered  to  do  a  spe¬ 
cific  job  best.  Each  incorporates  the  famous 
RC  resistance  capacity  circuit  pioneered  by 
-hp-.  This  circuit  makes  possible  instruments 
that  are  highly  stable,  wide  range,  compact 
and  portable;  instruments  that  are  extremely 
simple  to  operate  and  require  no  tedious 
re  setting  or  adjustment  during  operation. 


-hp-  200  Series  Audio  Oscillators 

For  audio  and  ultrasonic 
measurements,  -hp-  offers 
popular  Models  2()()AB 
and  2()()CD.  Both  have 
highest  stability  and  accu¬ 
rate  tuning  circuits.  Low 
imp>edance  operating  lev¬ 
els  plus  superior  insula¬ 
tion  guarantee  long  years 
of  trouble-free  dependa¬ 
bility.  Operation  is  sim¬ 
ple;  just  three  controls;  no 
?ero  setting  necessary,  -hp- 
200 A  B,  20  cps  to  40  KC,  5130.00.  -hp-  200CD,  5 
cps  to  600  KC,  $160.00. 

-hp-  207A  Sweep  Oscillator 


Instrument 

Primary  Uses 

Frequency  Range 

Output 

Price 

-hp-  200AB 

Audio  tests 

20  cps  to  40  KC 

1  wa«/24.5  V 

$130.00 

-hp-  200CD 

Subsonic  through  supersonic 
audio  and  ultrasonic  tests 

5  cps  to  M3  KC 

160  mw  or  10  v/603  ohms; 
20  V  opan  circuit 

IM.OO 

-hp-  200J 

Intarpotation,  fraqutney 
maasuramants 

6  cps  to  5  KC 

160  mw/!0  V 

275.00 

-hp-  200T 

Talama^ry,  carriar  currant  tasts 

2S0  cps  to  100  KC 

160  mw  or  10  v/600  ohms; 
20  V  opan  circuit 

350.00 

-hp-  20 1C 

High  quality  audio  tasts 

20  cps  to  20  KC 

3  w  or  42:5  v/430  ohms 

225  00 

-hp-  202A 

Low  fraquancy  maasuramants 

0.008  to  1200  cps 

20  mw  or  30  v  P'p/4000 
ohms 

4*5  OOA 

-hp-  202C 

Sarvo  aquipmant  tasts, 
maasuramants 

1  cps  to  100  KC 

160  mw  or  10  v/600  ohms 

300  00 

-hp-  20SAG 

Hiqh  powar  audio  tasts. 
qain  maasuramants 

20  cps  to  20  KC 

5  watts 

475. 00 A 

-hp-  20iA 

Hiqh  quality,  hiqh  accuracy 
audio  tasts 

20  cps  to  20  KC 

■¥  IS  dbm 

tIS.OOA 

-hp-  207A 

Audio  swaap  qanaratlon 

20  cps  to  20  KC 

160  mw  or  10  v/600  ohms 

275  00 

-hp-  233A 

Carriar  oscillator— currant 
tasts 

SO  cps  to  SOO  KC 

3  w/600  ohms 

475  00 

-hp-  6S0A 

Wida  ranqa  vidao  tasts 

10  cps  to  10  MC 

15  mw/3  V 

4»OOOA 

^  Rdck  mounted  instruments  evaileble  at  SIS. 00  lets. 


-hp-  202A  Function  Generator 

Compact,  multi-purpose  source  of  transient-free 
test  voltages  from  0.008  cps  to  1,200  cps  Con¬ 
tinuously  variable  through  ’>  bands;  offers  excep¬ 
tional  stability  (ssithin  1%  )  and  distortion  less 
than  to  100  cps.  Sine,  square  or  triangular 
waves  may  be  selected  by  a  front  panel  switch; 
the  30  volt  output  peak-to-peak  is  constant  for 
all  wave  forms  and  over  full  frequency  range. 
-hp-  202A,  $463.00A. 

-hp-  650A  Test  Oscillator 

Covering  10  cps  to  10  MC,  -hp-  630A  is  a  highly 
stable,  wide  band  instrument  for  audio,  super¬ 
sonic,  video  and  rf  measurements.  Output  is  flat 
within  1  dh  full  range;  voltage  range  is  0.00003 
to  3  V.  In  addition  to  600  ohm  impedance,  volt¬ 
age  divider  provides  a  6  ohm  impedance.  Dis¬ 
tortion  less  than  1^  to  100  KC;  stability 
±  2%  to  100  KC.  $490.00A. 


This  new  audio  oscillator 
provides  continuous  sin¬ 
gle-sweep  frequency  cov¬ 
erage  from  20  cps  to  20 
KC!.  No  band  switching  is 
needed;  dial  accuracy  is 
\^c,  and  the  instrument 
also  provides  a  flexible  10 
v/600  ohm  output  usable 
balanced  or  with  one  side 
grounded.  Frequency  re¬ 
sponse  is  ±1.0  db  full 
range,  distortion  and  hum  are  less  than  19t. 
-hp-  207 A  may  he  swept  by  hand,  motor  driven, 
tuned  remotely  or  coupled  to  a  recorder,  -hp-  207 A, 
$275  00. 


-hp-  Distortion,  Wave  Form  Anaiyzers— 20  cps  to  20  KC 


hp-  330B  Distortion  Analyzer 


Measures  distortion 
as  low  as  O.l'??'  from 
20 cps  to  20  KC;  also 
measures  noise  volt¬ 
ages  down  to  100  MV. 
Sensitivity  is  high; 
distortions  of  0.39<' 
are  measured  full 
scale  and  levels  of 
0.1%  are  readable 


accurately.  Frequency  calibration  accurate  within 
±2%  full  range.  Includes  a  20  db  amplifier,  oscil¬ 
loscope  terminals  and  precision  10  cps  to  100  KC 
vacuum  tube  voltmeter  usable  separately.  $410. OOA. 


Instrumafif 

Primary  Uses 

Frequency 

Range 

Ckaracterlstlcs 

Price 

-hp.  300A 

Wava  form  analyxar 

30  cps  to  1*  KC 

Variabla  salactivity;  maasurinq 
ranqa  1  mv  to  SOO  v 

*775  00 

-hp-  3308 

Maasuras  total  audio 
distortion 

20  cps  to  20  KC 

Indudas  input  amplifiar  VTVM 

4IOOOA 

-hp-  330C 

Por  FM  broadcast 
maasuramants 

20  cps  to  20  KC 

Spacial  VU  matar  to  maat 
F.C.C  raquiramants 

440. 00 A 

-hp-  330D 

For  AM,  FM  broadcast 
measurements 

20  cps  to  20  KC 

AM  detector  and  VU  mater  to 
meet  F.C.C.  requirements 

455  OOA 

^  Rack  mountad  instrumants  availabit  at  $15.00  ttss. 
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NEW!  -hp-  218A  Digital  Delay  Generator 


-hp-  219A  Dual  Trigger  Unit 

This  plu^-in  drawer  for  -hp-  21  HA  supplies  tri^er  pulses  of 
[■H)sitive  polarity,  50  volts,  0.1  /iscc  rise  time  from  a  50  ohm 
source.  Pulse  A  cxcurs  at  T„  or  T,  as  selected  by  a  switch; 
Pulse  B  is  tri/;^ered  at  T^.  -hp-  219A,  SI 00.00. 

-hp-  219B  Dual  Pulse  Unit 
This  plu^-in  drawer  for  -hp-  21 8A  produces  twej  hi^h-power 
pulsc-s  which  are  continuously  adjastable  in  width,  0.2  to  5 
/isfx  and  in  amplitude  from  0  to  50  volts,  positive  or  negative 
polarity.  The  leading  ed^’e  of  these  pulses  can  be  set  to  cKcur 
at  the  be^mnm^  or  end  of  the  selected  time  inters  al.  Both 
pulses  are  brought  out  to  separate  front  panel  jacks  but  may  be 
switched  to  a  common  jack  with  no  change  m  level  or  output 
impedance,  -hp-  219B,  S450.00. 

-hp-  219C  Digital  Pulse  Duration  Unit 

This  plu^-in  drawer  for  -hp-  21  HA  produces  a  hi^h  power 
output  pulse  whose  delay  and  duration  are  digitally  controlled. 
The  pulse  is  available  in  both  polarities  simultaneously,  and  is 
continually  adjustable  in  amplitude  up  to  20  volts  from  a  90 
ohm  source.  It  may  also  be  obtained  from  a  directly  coupled 
500  ohm  source  with  an  amplitude  of  100  volts,  -hp-  219^1, 
S550,00. 


Independently  adjustable  time 
intervals  or  pulse  delays 
ztO.1  //sec  time  interval  accuracy 
Crystal  oscillator  time  base 
Regulated  power  supplies 

Model  21HA  Di/jital  Delay  Generator  is  a  totally  new  instru¬ 
ment  applicable  to  many  tyjses  of  timing  measurements  in¬ 
cluding  calibrating  the  range  determining  circuits  of  radar 
receivers,  etc.  The  generator  is  built  to  rigid  standards  and  is 
suitable  for  militar)’  use.  It  provides  two  prc-cision  time  inter¬ 
vals  or  pulse  delays,  either  of  which  are  independently  adjust¬ 
able  from  1  to  10,000  microseconds  in  1  microsecond  steps. 
These  time  intervals  are  accurate  to  within  0.1  microsecond 
itO.OOKr  of  the  selected  value,  and  may  be  initiated  from  an 
internal  multi-vibrator,  10  cps  to  10  KC,  or  from  an  external 
rate  generator,  0  cps  to  10  KC.  Total  jitter  does  not  exceed 
002  microseconds  in  either  cose.  The  instrument  also  provides 
a  50  volt  synchronizing  output  pulse  at  the  beginning  or  end 
of  a  time  interval,  and  a  1  microsecond  timing  comb  output 
at  the  front  panel. 

No  count  ambiguity 

A  unique  feature  of  the  new  -hp-  21  HA  is  its  time  base,  a 
pulsed  crystal  controlled  oscillator.  The  oscillator  starts  at  T„ 
and  stops  at  the  last  output  pulse.  This  eliminates  the  "plus- 
or-minus-1 -count  ambiguity  of  many  counter  circuits  in  such 
application. 

Model  21HA  is  a  completely  self-contained  instrument,  re¬ 
quiring  only  one  or  more  -hp-  219  seric*s  plug-ins  to  perform 
a  broad  variet}-  of  time  and  delay  generation  measurements 
Simplicit)'  and  flexibility  are  increased  by  the  large  variet)'  of 
input  and  output  connections  brought  to  the  front  panel.  The 
instrument  is  particularly  compact  and  well-designed;  etched 
circuits  and  the  use  of  plug-ins  materially  increa.se  circuit  ac¬ 
cessibility. 

The  instrument  s  power  supplies  are  fully  regulated  to  avoid 
effects  of  line  voltage  variations.  It  is  available  as  -hp-  21  HA. 
cabinet  mount,  or  21HAR,  rack  mount,  -hp-  21  HA  AR, 
$2,(K)().0(). 


-hp-  Square  Wave  and  Pulse  Generators 


-hp-  212A  Pulse  Generator 


Provides  lontinuouslv  variable.  hi>:h 
power  fast  pulMs  ol  superior  wave 
form.  Combines  broail  >;eneral  useful¬ 
ness  with  0.1)2  Mses  rise  and  deiay 
time  to  meet  requirements  of  radar, 
TV  and  nuikar  work  Pulse  Ien>:th 
variable  0.07  to  10  Msci;  minimum 
overshiKit;  SO  watt  peak  power  (SO  v  to  SO  ohms  load).  Low  imped- 
anie  means  aivurate  pulses  lan  be  delivered  at  a  distanie  from  the 
instrument.  Repc-tition  rate  variable  50  to  5,000  pps;  lontrolled  inter¬ 
nally  or  externally.  Synshronizin^  pulse  available  in  advame  of,  or 
following  output  pulse.  $565.00  (cabinet),  $550.00  (rack  mount). 


-hp-  211A  Square  Wave  Generator 

Versatile,  wide  range  instrument  for  testing 

■  J  os*.  1 1  low  opes,  networks,  video  and  audio  am- 

pliher  performance,  mcnlulating  signal  gen- 

■  jl  erators  and  measuring  time  constants.  Offers 

simple  control  of  electronic  switches;  is  also 

convenient  for  indicating  phase  shift,  fre¬ 
quency  response,  transient  effevts.  Two  separate  outputs  (a)  ~  volt 
'5  ohm  circuit  for  TV  wc>rk;  (b)  55  volt  600  ohm  output  for  high 
level  work  Itoth  have  full  amplitude  variation  Instrument  operates 
free  running  or  externally  synchronized  with  positive  going  pulse  or 
sine  wave  of  5  volts  minimum  amplitude.  $265.00. 
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hp-  Vacuum  Tube  Voltmeters —  10  to  700,000,000  ops 


NEW!  -hp-  400L  Logarithmic  Voltmeter 

eNew  -hp-  400L,  10  tps  to  4  MC,  features  a  5” 
true  log  voltage  stale  plus  a  12  db  linear  Jeiibel 
scale.  The  log  voltage  scale  plus  long  scale  length 
provides  a  voltmeter  of  maximum  readability  and 
an  accuracy  which  is  a  consunt  percetUuge  of 
the  re.tJtng.  Accuracy  is  ±  2'7f  of  reading  or 
—  V'r  of  full  scale,  whichever  is  more  accurate, 
to  ^00  KC;  2;  'yf/,  full  frequency  range.  Voltage- 
range  0.5  mv  to  500  V  in  12  steps. 

Cienerous  overlap  is  insured  by  a  10  db  range  switch  plus  a  12  db 
Scale  length.  High  stability,  10  megohm  input  impedance.  Meter  is 
mirror  hacked  for  maximum  accuracy.  Also  may  be  used  as  a  stable 
amplifier.  $525.00. 


NEW!  -hp-  425A  Microvolt-Ammeter 

New,  high  sensitivity,  high  stability  microvolt 
meter  reading  full  scale  voltages  of  10  gv  to 
I  1  V  in  1 1  ranges.  Also  reads  currents  of  10  gga 
to  5  ma  in  IK  step,  1-5-10  sequence.  Accuracy 
—  59^-  on  all  ranges.  Drift  less  than  2  gv  referred 
^  input  terminals.  Input  impedance  1  megohm 

^  *  I  ±  5'.f  on  all  ranges.  Instrument  can  also  be- 

u.sed  as  a  100  db  amplifier  providing  up  to  1  \ 
output  from  signals  as  small  as  10  gv.  Amplifier 
ac  rejection  is  at  least  5  db  at  0.2  cps  and  60  db  at  60  cps.  In  addi¬ 
tion  to  engineering  uses  ideal  for  physics,  chemistry  applications 
including  grid  or  photomultiplier  tube  currents,  ionization  levels, 
thermcKoupIc  potentials  and  voltaic  currents.  Also  measures  v  in 
living  cells,  nerves,  seeds,  plants.  Includes  probe.  $500.00. 


hp-  400D  VacuumTube  Voltmeter 


Best  -hp-  voltmeter  ever  built! 
Covers  all  frequencies  10  cps  to 
4  MC.  r.xtremely  sensitive,  wide 
range,  accurate  within  29^  to  1 
MC,  measures  0.1  mv  to  500  v. 
Direct  reading  in  dbm.  10  meg- 
ohm  input  impedance  insures 
negligible  loading  on  circuits  un¬ 
der  test.  New  amplifier  circuit  with  mid-range  feed¬ 
back  assures  utmost  stability,  freedom  from  change- 
due  to  external  conditions.  $225.00. 

-hp-  410B  Vacuum  Tube 
Voltmeter 


All-purpose  test  instru¬ 
ment,  range  20  cps  to 
700  MC.  Also  serves  as 
dc  VTVM  with  over  100 
megohms  impedance,  or 
ohmmeter  for  measure¬ 
ments  0.2  ohms  to  SOO 
megohms.  Input  capac¬ 
ity  1.5  ggf,  10  megohms 
input  impedance;  em¬ 
ploys  radical  diode  probe 
which  virtually  eliminates  circuit  loading.  Indus¬ 
try  s  most  versatile  precision  voltmeter.  $245.00. 


Primary  Uses 

Prequeney 

Range 

VoKag* 

Range 

Inpet 

Impedance 

Priea 

.*p.  400AB 

G«n«ral  purpose  ec 
measurements 

10  cps  to  600  KC 

0  003  to  300  v 

1 1  ranges 

10  megohms 

25  mmI shunt 

$200  00 

-hp-  400D 

Wide  range  ac 
measurements 

High  sensitivity 

10  cps  to  4  MC 

0.001  to  300  V 

12  ranges 

10  megohms 

15  mmI shunt 

225  00 

-hp-  400H 

High  accuracy  wide 
range  ac 
measurements 

to  cps  to  4  MC 

0.001  to  300  V 

12  ranges 

10  megohms 

15  M /<f  shunt 

325.00 

-hp-  400L 

Log  voltages,  linear 
db  measurements 

10  cps  to  4  MC 

1.3  m»  to  300  » 
12  ranqas 

10  megohms 

15  mmI  shunt 

325.00 

-hp-  4I0B 

Audio,  rf,  VHP 
measurements;  dc 
voltages;  resistances 

dc;  ac — 20 
cps  to  700  MC 

0.1  to  300  V 

7  ranges 

dc— 122  megohms; 
ac— 10  megohms/ 

1.5  MMf 

245  00 

-hp-  425A 

Read  100  db 

amplifier;  medical, 
biological,  physical, 
chemical 

dc  voltages  as 
too  db  amplifier 

10  MV  to  1  V 

II  ranges 

1  megohm 

±3% 

500.00 

-hp-  400H  Vacuum  Tube  Voltmeter 

Need  extreme  accuracy  of  19^-?  -hp-  400H  covers  10  cps  to  4  MC. 
has  5”  meter  with  mirror  scale,  measures  voltages  0.1  mv  to  500  v 
10  megohm  resistance  minimizes  circuit  loading,  amplifier  with  56  db 
feedback  insures  lasting  stability.  Direct  reading  in  db  or  v.  Extremely 
high  quality  throughout.  $525.00. 


hp-  accessories  increase  usefulness  of  your  voltmeters 


Instrumant 

Faaturas 

Priea 

-hp-  452A  Capacitiva  Voltaqa  Dividar 

For  all  -hp-  ac  VTVM.  25  cps  to  20  MC.  Division  lOOOil 

$100  00 

-hp-  452-f5A  Adaptar 

Connects  -hp-  452A  to  -hp-  410B  VTVM  probe 

10.00 

-hp-  453A  Capacitiva  Voltaga  Dividar 

For -Ap- 4I0B  VTVM  only.  Division  100:1 

25.00 

-Ap*  454A  Capacitive  Voltage  Divider 

For  -hp-  400D  and  400H  only.  Division  100:1 

30.00 

-hp-  455A  Proba  Coaxial  "T"  Connactor 

For  -hp-  4I0B  VTVM.  Maaiurai  voltagas  batwaan  conductor 
and  thaath  of  50  ohm  transmission  lina 

35  00 

-hp-  4S8A  Probe  Coaxial  "N”  Connectors 

For  -Ap-  4I0B  VTVM.  Measures  volts  at  open  end  of 

50  ohm  transmission  line 

25.00 

•hp-  45tA  DC  Resistive  Voltage  Multiplier 

For  -hp-  4I0B  VTVM.  For  measuring  high  dc  voltages 
safely.  Multiplies  1:100 

25.00 

-hp-  470A  to  F  Shunt  Rasistors 

For  -hp-  400  sarias  VTVM.  For  maasuramant  of  currant 

470A  -  15.00 

470B-F  -  10.00 

NE^A/!  -hp-  524D  Precision  Eiectronic  Counter 


5  PLUG-IN  UNITS  INCREASE 
FLEXIBILITY.  USEFULNESS 
FOR  MANY  MEASUREMENTS 


•hp-  S25A  Frequency  Con¬ 
verter.  Kxtcnils  524D  s  di¬ 
nt  t  naJinx  to  lover 

10  ips  to  KM)  MC  with  no 
loss  m  aiiuruiy.  Provides 
additional  amplihsation  to 
inirease  viditt  sensitisity  to  0.1  v  through  ^24D  s 
h.isH  lOipsto  10.1  Mr  range.  $2M),<M). 


viilts  high  sensitivity 


-hp-  525B  Frequency  Con¬ 
verter.  Converts  -hp-  ^24D 
for  direst  readings  KM)  to 
220  MC  in  desade  steps. 
Maintains  same  high  aisu- 
raiy  throughout  range;  pro- 
for  low  level  work  S2M).00. 


•hp-  526A  Video  Amplifier. 
Insreases  ^24D  sensitivity 
to  K)  mv  for  low-  power 
fn-quensy  measurement  K) 
sps  to  10.1  MC  Aesurasy 
same  as  counter;  minimum 


input  K)  millivolts  rms.  Sl'^.CM). 


-hp-  S26B  Time  Interval  Unit. 
Permits  ^24D  to  measure 
interval  1.0  gsec  to  100 
days  with  accuracy  of  O.l 
gsei  0.(MM)l''f.  Reads  in 
sec.  msec  or  gsi-c.  Trigger¬ 
ing  from  separate  "stop"  or  "start"  on  pos.  or  ntg. 
going  waves.  Trigger  ad)ustahle  192  to  +  192 
volts.  $17^.00. 

-hp-  526C  Period  Multiplier. 
F’ermits  ^24D  to  measure 
periinl  over  100,  1,000  or 
10,000  cycles  of  unknown, 
thus  providing  the  greater 
accuracy  of  mjd-range  fre¬ 
quency  readings.  Front  panel  switch  selects  desired 
periiul.  $22^.00. 


New  stability— 5  parts  in  10*  per  week 
New  convenience  —  8  vertical  readout  units 
Direct,  instantaneous,  automatic  readings 
Covers  frequencies  10  cps  to  220  MC 
Measures  time  interval  1  /isec  to  100  days 
Measures  period  O  cps  to  10  KC 
Resolution  O.l  microseconds 
No  calculation  or  complex  setup 
Easily  used  by  non-technical  personnel 
High,  sensitivity,  impedance,  reliability 


New  cr)stal  oscillator  stability  of  ^  parts  in  10'*  per  week  plus  the  added  con¬ 
venience  of  uniform  vertical  nc-on  readout  units — these  are  si^niticant  advances 
incorporated  into  new  -hp-  524D  Electronic  Counter,  ut  no  increase  tn  price 
ot  er  -hp-  524B. 

The  new  524D  permits  you  to  buy  only  the  basic  counting  facilities  you  need 
now — later  on  add  inexpensive  plug-ins  to  triple  and  cjuadruple  the  usefulness 
of  your  counter. 

The  basic  -hp-  524D  reads  frecjuency  10  cps  to  10  MC  over  5  selected  periods. 
Display  time  is  variable,  counts  are  automatically  reset,  action  is  repetitive,  read¬ 
ings  arc  direct  without  calculation  or  interpolation;  an  automatic  illuminated 
decimal  point  is  included. 

The  instrument  is  of  highest  quality  throughout  and  employs  a  military  design 
approach,  -hp-  524D,  less  plug-ins.  $2,150.00  (cabinet);  $2,125.00  (rack 
mount). 


lasfraiiMiit 

Primary  Uaas 

Fraqaaacy  Roaqa 

Cbaroctaristict 

Prfeo 

-kp-  S24I 

Fraquancy 

Countar 

Fr«qu«ncy,  period 
m«4iur«m«ntt 

10  cpt  to  10  MC  (Fraq.) 

0  cpi  to  10  KC  (Pariod) 

Diract  raadinq  no  intar- 
polation.  ttability  about 
2/I.OOO.OOO/>raak 

$2,150  ooa 

-hp-  S240 
Fraquancy 
Countar 

Frequency,  period 
m«4tur«m«nt 

10  cpt  to  10  MC  (Fr«q.) 

0  cps  to  10  KC  (Poriod) 

Diract  raadinq  no 
intarpolation;  ttability 
5/10*  par  wk 

2.i50.ooa 

-Dp-  S2SA 
Fraquancy 
Convartar 

Eit«nds  S24  ranq* 
to  100  MC:  incr«4Mt 

b^tic  s«n«itivitY 

10  cpt  to  100  MC 

Accuracy  :i  1  cpt 
i  ttability;  0.1  v  rmt 
min.  input 

250.00 

-Dp.  S2SB 

Fraquancy 

Convartar 

Eitandt  524  ranqa 
from  100  to  220  k4C. 
hiqli  laniitivlty 

100  MC  to  220  MC 

Accuracy  1  cpt 

2;  ttability;  0.2  v  rmt 
min.  input 

250.00 

-Dp.  S2DA 

Vidao 

Ampllfiar 

lncrt«s«s  S24 
sontitivity  to 

10  millivolts 

10  cpt  to  lO.I  MC 

Accuracy  sam«  as  basic 
countar;  10  mv  rms 
min.  input 

175  00 

-Ap-  S24B 
Tim« 

lnt*rv«l  Unit 

M«asur*s  int«rv4l  1 
to  100  d^ys 

1  Mite  to  10'  s«c 

Accurata  0.1  ptac 

-o.oooiy. 

175.00 

-Dp-  $2DC 

Fariod 

Multipliar 

Ftriod  m«asur«m«nt 

Eitandt  ranqa  of  524 
to  maatura  10.000 
pariodt 

Graattr  accuracy 
in  pariod 
maasuramant 

225.00 

■  Rick  mountad  inttrumant  availabla  for  $2S.OO  laii. 
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hp-  S40A  Transfer  Oscillator 


Measure  frequency  to  12  KMC 
quickly,  easily,  with  electronic 
counter  accuracy.  Avoid  guess¬ 
work,  end  "trial  and  error,"  elimi¬ 
nate  expensive  setups.  Measure 
on  pulsed,  AM,  FM,  CW  and 
noisy  circuits. 


factor  is  noted,  and  the  540A  frequency  measured  on  the  S24. 
The  524  reading,  times  the  multiplying  factor,  is  the 
unknown. 

Brief  Specifications 

Oscillator  Freq.  Range:  100  to  220  MC 
Harmonic  Freq.  Range:  Up  to  12  KMC 
Stability:  Better  than  0.002'f  minute 
Output:  2  volts  into  50  ohms 
Attenuator  Range:  20  to  80  db  into  50  ohms 
SWR  1.5  at  1  KMC 
Amplifier  Gain:  40  db  max,  1  v  output 
Oscilloscope:  100  cps  to  200  KC;  vert. 

sens.  5  mv  rms/inch 
Price:  $615.00 


fust  two  -hp-  instrument!; — Model  540A  Transfer  Oscillator 
and  a  524  series  electronic  counter,  (with  plug-ins)  are  all 
the  equipment  you  need  to  measure  unknown  frequencies  up 
to  12  KMC  swiftly  and  accurately. 

This  simple,  two  instrument  setup  is  particularly  useful  for 
quick  CW  and  AM  frequency  measurement,  FM  center  fre¬ 
quency  and  deviation  checks,  frequency’  of  high-noise  signals 
and  pulsed  signals.  Overall  accuracy  is  better  than  10  times 
that  of  the  best  microwave  wavemeters;  and  on  clean  CW 
signals,  is  about  1/1 ,000,000. 


Simple  operation 

When  approximate  frequency  is  know'n,  the  540A  is  tuned 
until  a  harmonic  beats  with  the  unknown.  The  multiplying 


hp-  560A  Digital  Recorder 


Continuous  digital  record  for  frequency 
counters 

Direct  reading,  simple  hookup 
Five  11-digit  lines/second 
Analog  output  for  recorder 
Expanded  scale;  full  scale  z=  10^ 
Accuracy  identical  to  counter  used 


No  intermediate  equipment  is  needed  between  -hp-  560A  and 
its  Counter.  In  direct  hookup,  completely  self-contained  -hp- 
560A  provides  a  complete  record  of  all  types  of  test  data,  plus, 
through  an  analog  output,  a  convenient  graphic  rc*cord  of  very 
small  data  variations. 

The  analog  output  is  a  voltage  or  current  proportional  to  the 
number  represented  by  any  3  consecutive  digits  of  recorded 
data.  The  560A  permits  expanded  strip  chart  recording  and 
the  chart  cannot  be  driven  off  scale  since  range  variation  for 
the  3-digit  scale  is  0  to  999.  Wider  variation  merely  causes  a 
repetition  of  the  0  to  999  sequence. 

Print  capacity  is  five,  11 -digit  lines/ second;  secondary  or 
coding  data  may  be  entered  simultaneously  with  primary  data. 


Brief  Specifications 
Accuracy:  Identical  to  counter  used 
Printing  Rate:  5  lines/sec  maximum 
Digit  Capacity:  Up  to  1 1  per  line 

Driving  Source:  Parallel  entry  staircase  voltages,  descending 
1 35  to  55  V,  0  to  9 

Analog  Output:  Proportional  to  any  3  consecutive  digits; 

max.  amplitude  1  ma  or  100  mv 
Print  Command  Signal:  10  /tsec  minimum,  pos.  or  neg., 

15  v/ pulse 

Price:  ( 11-digit,  cabinet  model),  $1,390.00 
(11-digit,  rack  mount),  $1,375.00 
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other  -hp-  Frequency  Measuring  and  Monitoring  Equipment 


hp-  500B/C  Frequency  Meters 

Directly  mtasures  frequency  of 
volta^ses  3  ips  to  100  KC;  ex¬ 
panded  stale  allows  any  \0''/f 
or  309c  of  ran^te  to  be  meas¬ 
ured  full  Stale,  ^-nsitivity  0.2  v 
rms  ( sine  waves )  1  v  peak  for 
pulses.  Input  impedance  1  me)!- 
olim  with  40  ^Mf  shunt;  attu- 
raty  independent  of  line  volt¬ 
age  ehanges.  Alstj  available  as  -hp-  5()0C,  calibrated 
for  direct  reading  in  rpm.  -hp-  500B/C,  $285.00. 


-hp-  506A  Optical 
Tachometer  Pickup 


Versatile,  flexible  light  stturte 
and  pickup  for  use  as  a  trans¬ 
ducer  with  -hp-  52lA  C, 
5()()lt/C,  eti .  Measures  300  to 
300,000  rpm  (beyond  with 
amplilied  output),  normal  out¬ 
put  at  least  1  v  rms  into  I 
megohm  or  greater  impetlanie. 
Light  source  21  tp  6  v  bulb; 
Type  lP41  phototube,  photo¬ 
tube  bias  70  to  90  v  cJt  )  sup¬ 
plied  from  -hp-  5(M)B  T,,  521 
A  C),  -hp-  5()6A,  SI25.(M). 


-hp-  508A  — D  Tachometer 
Generators 

Rotating  speed  transducers 
used  with  electronic  counters 
or  frequency  meters  for  simple, 
accurate  measurements  from 
15  to  •)0,(H>0  rpm  (or  bc-yond 
with  amplitier)  -hp-  50HA  pro¬ 
vides  r>0  output  pulses  per 
shaft  revolution;  -hp-  508h,  C,  D  provide  100, 
120  and  pulsc-sAcv  respe-c lively.  Output  volt¬ 
age  increases  linearly  with  shaft  speed  to  ^.OtM) 
pps.  Running  torque  approx.  O.n  in  oc.;  peak 
starting  torque  approx.  4  in.  o/.  -hp-  50HA,  H,  C 
or  D,  $100.00. 


lustru  mailt 

Primary  Us«s 

Froqiiaiicy  Ronq* 

Choractoristics 

Price 

‘hp-  lOOD 
Stcondary 
Standard 

Fraquancy.  tima 
maasuramants 

100  KC.  10  KC. 

I  KC.  100  cpi. 

10  cp> 

Stdbility  1/1.030  003  (ihort- 
tim«).  Sin*  or  rectangular 
output  Marker  pips 

$  4I5.MA 

-hp-  335ER 

TV  Monitor 

Aural  and  visual  carriar 
monitorinq;  Diach  and 
whita  or  color 

Channals  2  to  63 

Aural  daviation  ^3  KC; 
vidao  daviation  3  KC; 
accuracy  ^SOO  cps  approi. 

2.050  00 

-hp-  SOOB 
Eiactfonic 
Fraquancy 
Matar 

Rapid  fraquancy 
maasuramants 

3  cp>  to  100  KC 

6  ranqas  ±2%  accuracy. 
Input  0  2  to  2S0  voirs 

285  00 

-hp-  500C 
Elactronie 
Tachomatar 
Indicator 

Rpm  maasuramants 

ISO  to  5  300  000  rpm 

Similar  to  S0C6  but 
calibratad  in  rpm 

285  00 

-hp-  SOiA 
Optical 
Tachomatar 
Pickup 

Rps  and  rpm 
maasuramant 

300  to  300.000  rpm 

Phototuba  and  liqht 
sourca.  Output  1  v  rms 

125.00 

-hp-  S08A 

Tachomatar 

Ganarator 

Shaft  spaad  maasuramant 

15  to  40  000  rpm 

Output  60  cydas 
par  ravolution 

100  00 

-hp-  S08B 

Tachomatar 

Ganarator 

Shaft  spaad  maasuramant 

15  to  40  000  rpm 

Output  100  cydas 
par  ravolution 

100  00 

-hp-  SOBC 

Tachomatar 

Ganarator 

Shaft  spaad  maasuramant 

15  to  40  003  rpm 

Output  120  cydas 
par  ravolution 

100  00 

-hp-  SOBD 

Tachomatar 

Ganarator 

Shaft  spaad  maasuramant 

15  to  40  000  rpm 

Output  360  cydas 
par  ravolution 

too  00 

-hp-  S20A 

Nuclaar 

Scalar 

For  countinq  hiqh-rata 
puisas 

Capacity  1^0  counts 
in  2  dacadas 

10  000  000  pps 
countinq  rata 

100:1  dividar  for  oparation 
of  tow  spaad  sealers 

4I5  00A 

-hp-  S2IA 
Industrial 
Etactronic 
Countar 

Maasura  fraquancy. 
spaad 

1  cps  to  120  KC 

Direct  raadinq.  accurate 
within  count  -*  0  17* 

4  place  raqistration 

475  00 

■hp.  52 IC 
Intuttrial 
Elactronie 
Countar 

Maasura  fraquancy. 
spaad 

1  cps  to  120  KC 

Direct  raadinq,  accuracy 
within  -►I  count  ♦0  0'7,. 

S  place  raqistration 

450.00 

-hp.  5228 
Elactronie 
Countar 

Fraquancy  pariod.  tima 
intarval  maasuramants 

10  cps  to  120  KC 

Direct  raadinq.  accuracy 
^  1  count  r:O.OOI7, 

4I5.00A 

-kp  5238 
Elactronie 

Countar 

Fraquancy  pariod. 
tima  mtarval 

10  cps  to  1.1  MC 

Direct  rea-rinq  accuracy 
:tl  count  -2/1.000,000 

1.245  00 

mounted  instrument  avaiUble  for  $IS.OO  lets- 


-hp-  521A/C  Industrial  Counters 

simple  operation,  al- 
w  I  I  I  I  most  hmitlc-'s  uses  characteri/e 

1  I  I  I  I  -/>/>-52lA  'C  Industrial  Counters. 

1  I  I  I  I  -Jip-  521 A  measures  speed,  rpm, 

4'  ^  ^  0  rps,  frequency,  random  events 

J!  ^  per  unit  of  time;  with  proper 

B  transducers  also  measures  weight, 

pressure,  temperature,  accelera- 
tion,  etc.  -hp-  521A  reads  direct 
in  cps,  rpm  and  rps;  display  is  variable  0.1  to  15  sec¬ 
onds  or  hold";  60  cps  check  circuit  confirms  accu¬ 
racy  of  readings;  three  accessory  power  supplies  in¬ 
clude  150  V  dc,  "b  3()0  V  dc  and  6.3  v  ac.  Fre¬ 
quency  range  1  cps  to  120  KC,  accuracy  ±  1  count 
*  accuracy  of  built-in  60  cps  timing  frequency  (  usu¬ 
ally  ^  0  I' r  );  input  min.  0.2  v  rms;  input  attenu¬ 
ator  acl|usts  sensitivity  0.2  to  100  v  rms,  input  im¬ 
pedance  1  megohm  with  5t)  ggf  shunt,  gate  time  0.1 
and  1  sec,  also  Manual  Gate,  -hp-  52lC  same  as 
521 A  except  has  greater  accuracy,  crystal  controlled 
time  base  and  5-place  (instead  of  4-place)  registra¬ 
tion  with  count  capacity  of  99,999.  -hp-  52 IC, 
$650.00.  -hp-  521  A,  $475.00. 


-hp-  522B  Electronic  Counter 


Compact,  low  cost,  versatile  instrument  for  frequency,  pericxl  or 
time  measurements.  .Measures  frequency  10  cps  to  120  KC,  time 
interval  10  Mses  to  lO’  se-c.  Reads  direct  in  cps,  KC,  seconds  or 
millice-conds.  tiount  automatically  reset,  action  repetitive.  Stability 
of  time  base  5  / 1 ,000,0IM)  per  week.  Easily  u.sed  by  untrained  per¬ 
sonnel.  High  quality,  completely  self-contained,  bright,  clear  nu¬ 
merals;  ideal  industrial  as  well  as  lab  instrument.  S915.00j:i. 


#-••  • 


-hp-  523B  Electronic  Counter 

Revolutionary  all-purpose  counter  measures  frequency  10  cps  to  1.1  MC, 
time  interval  3  /csec  to  27.8  hours,  period  0.00(M)1  cps  to  10  KC.  Sta¬ 
bility  2/1,000,000  per  week.  Results  displayed  in  sec,  msec.  Msec  or 
KC;  automatic  desimal.  Display  time  variable  0.1  see  to  5  see  or  in- 
dehnitely.  .Accuracy  —  1  count  plus  crystal  stability,  5  gate  times. 
I's.ible  with  lot)  KC  primary  standard.  High  quality,  completely  self- 
contained,  bright  numerals,  controls  color-ccxled  for  simpler  use  by 
non-technical  personnel.  Pulse  output  for  Z-axis  oscilloscope-  mcnlula- 
tion.  $1,245.00. 
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Microwave  Impedance  Measuring  Equipment 


-hp-  4-1 6 A 
Ratio  Meter 

Automatically 


Instrument 


_  com- 

Vi  ViiV  I  bines  forward  and 

•  *  ■  ■  reverse  signals  and 

*>  ■  H  displays  their  ratio 

— pmwiqpB'  directly,  irrespec- 
■  '  five  of  amplitude 

vartations.  Contains  rf  power  monitor  indicating 
proper  power  level.  Rear  terminal  signal  available 
to  operate  oscilloscope  or  recorder.  Suitable  for  sin¬ 
gle  and  swept  fre-quency  operation.  $450.00A. 


•Ap-4I5B 
Standing  Wavn 
Indicator 


-hp-  4I7A 
vhf  Datactoi 


-hp-  415B  Standing 
Wave  Indicator 

For  all  waveguide  and  coaxial 
slotted  sections.  Gives  readings 
in  SVC'R  or  db.  Single  fre¬ 
quency  operation;  3n  to  2.000 
cps.  I.ow  noise  level,  O.t  gv 
(full  scale)  sensitivity,  60  db. 
calib.  attenuator.  $200.00. 


-hp-  B05A 
Coaiial  Slottad 
Suction 


-hp-  805B 
Coaxial  Slottad 
Suction 


-hp-  BOiB 
Coaxial  S 
Suction 


■hp-  BOTB 
Univarsal 
Carriagu 


hp-  803A  VHF  Bridge 

Providesdirect  impedancemeas- 
urements  in  vhf  range,  2  to 

3’  2,000  ohms,  90°  to  +90° 

-£'8  phase  angle.  VC'ide  frequency 

range  S2  to  500  MC;  makes 
||HBH  measurements  down  to  5  MC 
and  up  to  1 ,000  MC.  Fast,  sim- 
pie  to  use.  $600.00. 


•Bp-BI4B 
Univortal  Pt 
Carriagu 


^  Rack  mountud  inttrumunfs  $15.00  last. 


hp-  360  Low  Pass  Filters 


hp-  417A  VHF  Detector 


Isolating  filters  which  speed  microwave 
measurements  by  eliminating  harmonics, 
permitting  transmission  at  single,  known 
frequency  only.  Particularly  ncrcessary  in 
slotted  line,  filter  characteristic,  receiver 
response,  similar  measurements.  Table 
above  gives  cut-off  frequency;  insertion 
loss  not  over  3  db;  nominal  impedance  50 
ohms,  -hp-  360A,  B,  C  or  D,  $40.00. 


Super-regenerative  (AM)  re¬ 
ceiver  cewering  ail  frequencies 
from  10  to  500  MC  in  5  bands. 
Designed  for  use  with  -hp- 
803A  Bridge.  5  gv  sensitivity 
full  range.  Single  frequency 
control,  reads  direct  in  MC. 
$350.00. 


F.xclusive  -hp-  "parallel-plane"  design  in¬ 
sures  utmost  mechanical  rigidity,  less  leak¬ 
age,  greater  accuracy,  low  SVi’R  of  1.02  or 
1.04  (depending  on  model).  Range  500 
MC  to  4  KMC,  reads  in  cm  and  mm  to  0.1 
mm.  -hp-  8()5A,  for  50  ohm  Type  N  use, 
-hp-  805B,  for  46.3  ohm  RG  44/1’  stub 
supported  O  D.  coax,  -hp-  805A/B, 
$475.00. 


hp-  809B/814-B  Universal  Probe  Carriages 


Models  809B  and  814B  are  precision  built  mechanical  assemblies 
operating,  respectively,  with  -hp-  810B  and  815B  series  slotted 
sections. 

Combination  of  the  809B  carriage  and  810B  slotted  sections  covers 
2.6  to  18.0  KMC.  Combination  of  814B  carriage  and  815B  series 
sections  covers  12.4  to  40.0  KMC. 

On  either  carriage,  waveguides  can  be  interchanged  in  seconds  for 
real  savings  on  engineering  time.  Only  one  probe  is  required  for  each 
carriage  to  cover  full  frequency  range.  Manufacture  is  of  highest 
quality  to  assure  positive  mc-chanical  positioning  of  interchangeable 
waveguides  and  precise  installation  of  mating  -hp-  probes  (see¬ 
page  12).  -hp-  809B  has  a  vernier  scale  reading  to  0.1  mm  and  is 
equipped  for  dial  gauge  mounting,  -hp-  814B  has  a  cylindrical  dial 
which  may  be  reacl  directly  to  0.1  mm  and  interpolated  at  0.01  mm. 
■hp-  8108  Slotted  Sections,  -hp-  81  OB,  for  mounting  in  809B  carriage, 
is  a  flanged,  waveguide  sc-ction  with  accurately  machined  slot.  Slot 
is  tapered  at  ends  to  minimize  reflection.  Available  in  5  waveguide 
bands,  3  95  through  18.0  KMC.* 

-hp-  S8I0A.  Complete  slotted  section  as.sembly  including  probe  car¬ 
riage.  In  2.6  to  3.95  KMC  (S-band)  size  only.* 

-hp-  8158  Slotted  Sections.  For  mounting  in  8I4B  carriage.  Available 
P,  K  and  R  bands,  12.4  to  40.0  KMC.  To  insure  positive  positioning 
when  mounting  in  carriage,  these  sections  .seat  on  two  eccentric  rods. 
Rods  are  factory-adjusted  so  longitudinal  plane  of  guide  is  always 
parallel  to  probe  travel.* 

*For  prices,  see  teble  page  12. 


Quick,  easy 
waveguide  interchange 


Primary  Uses 

Frequency  Range 

Characteristics 

Price 

Eliminates  harmonic 
voltages  from 
uhf  systems 

Cut-off  frequencies 

A-  700  MC  C-2,200  MC 
B-I,200  MC  D-4,I00MC 

50  db  rejection  at 

I.2S  cutoff  freq. 

$  40.00 

SWR  indicator  or 
null  indicator 

315  to  2,000  cps.  Normal 
treq.  1,000  cps 

0  to  70  db  dttn. 

Mai.  sansitivity  0.1 

200  00 

Rtfitetion  coafficiant 
maasuramants 

1,000  cps  ±40  cps 

Continuous  swapt  fraquancy 
prasartation;  accuracy  ^3% 

450.00,  •. 

vhf  bridge  detector 
(for  -hp-  B03A) 

10  to  SOO  MC 

Approi.  S 
sansitivity 

350.00 

Maasuramant  of  vhf 
impadanca,  SWR 

52  to  500  MC 

2  to  2,000  ohms  impadanca 
— W*  to  -fW*  phasa  anqia 

MO.OO 

Maasuramant  of  SWR 

500  to  4,000  MC 

For  Typa  N  Connactors 
flaiibla  cablas 

475  00 

Sama  as  abova 

Sama  as  abova 

For  rigid  V%*  RG44/U  lina 

475.00 

Sama  as  abova 
(mounts  in  808B) 

3,000  to  12,000  MC 

For  Typa  N  Connactors 
flaiibla  cablas 

200  00 

G,  J,  H.  X  end  P  BIO  Waveguide  Sections 
Supports  BOiB  section,  also 

Accepts  442B  444A  probes 

l&O.OO 

Supports  P,  K  and  R  BI58 

Waveguide  Slotted  Sections 

Accepts  Untuned  Probe  444A 

200  00 

NE>A/!  Microwave  Power  Measuring  Equipment 


-hp-  434A  Calorimetric  Power  Meter 

Just  connect  and  read  powers  10  mw  to  10  watts!  Covers  dc  to 
10  KMC.  No  barretter  or  thermistor  needed.  No  external  termi¬ 
nations  or  plumbing.  Measures  CW  or  pulsed  power.  Two  simple 
controls;  no  technical  sidll  required. 

New  -hp-  434A  Calorimetric  Power  Meter  is,  factually,  the  fastest,  easiest  way 
yet  devised  to  measure  powers  accurately  from  10  milliwatts  to  10  watts,  dc  to 
10  kilome^acycles. 

With  the  434A,  measurement  is  literally  as  simple  as  connecting  to  the  50 
ohm.  type  N  front  panel  terminal  and  reading  power  dirc*ctly.  TTius  the  instru¬ 
ment  is  particoilarly  suited  for  use  by  non-tc-chnical  people. 


-hp-  430C  Microwave 
Power  Meter 


Compact,  self-contained 

-hp-  434A  tills  the  ran^e  between  bolometer  microwa\e  power  meters  (such 
as  the  popular  -hp-  430C,  below)  and  consentional  calorimeters  for  powers 
above  10  watts.  But  unlike  previous  cumbersome  equipment  su^^^ested  for  its 
ran^e,  the  new  -hp-  434 A  is  compact,  moderate  in  cost,  completely  self-con¬ 
tained,  and  nc't'ds  no  detectors  or  external  plumbing;  whatsoever. 

Brief  Specifications 

Input  Power  Range:  7  ran^jes;  full  scale  readin^^s  0.01  to  10  watts 

Frequency  Range:  dc  to  10  KMC 

dc  Input  Impedance:  50  ohms  5  ohms  at  input  jack 

Input  SWR:  Lc-ss  than  1.5  full  ran^je 

Meter  Response  (full  scale):  Approx.  10  sec  (high  range) 

Approx.  2  sec  (lower  ranges) 

Controls:  Zero  Set.  Meter  Range 

Accuracy:  Within  of  full  scale 

Price:  $1,115.00  (cabinet);  $1,100.00  (rack  mount) 


mj  bias  (urrent 


No  (omputations  I  Provides  in- 
slanlancous,  automatK  power 
reatlin>;s  dirett  in  dbm  or  mw 
at  all  frequencies  for  which 
there  are  suitable  bolometer 
mounts.  For  C'X'  measure¬ 
ments,  use*  either  1/100  amp. 
fuse  or  Sperry  K21  barretter. 
Also  measures  C\X'  or  pulsed 
power  with  negative  coeffiiient 
thermistor  Provides  up  to  16 
(>|K'rates  with  all  mounts  in  ad|a- 


cent  table  Ran^e  0.02  to  10  mw-.  $2S0.00. 


-hp-  477B  Coaxial  Thermistor 
Mount 


For  frequency  ran^se  10  MC 
to  10  KMC.  S\X'R  less  than 
l  .S  Thermistor  element  is 
2(M)  ohm  negative.  No  tun¬ 
ing  required;  not  suscept¬ 
ible  to  burnout  $75.00  (in¬ 
cluding  thermistor). 


-hp-  764D-767D  Dual  Directional 
Couplers 

New  high  directivity 
dual  coaxial  couplers 
make  reflectometer 
measurements  practi¬ 
cal  in  vhf  and  uhf 
coax  systems.  Flat  re¬ 
sponse,  high  power 
capac  ity,  low  insertion  loss.  Four  models,  covering 
216  to  4,000  MC  collc-ctivciy.  $125.00. 


ImfruiiMiit 

Primory  Ums 

Fraquancy  Ron^a 

Charoeferisties 

Price 

-kp-  430C 

Microwave 

Power  Meter 

Maasuramant 
of  H  powar 

Dapands  on 
Bolomatar  Mount 

0  02  to  10  mw  •  5% 
accuracy 

5250  00 

-6p-  434A 
C4lortm«tric 

Powtr  Mtt«r 

Measurement 
of  rf  power 

dc  to  10  KMC 

Diract  raadinq.  no 
barrattars.  tharmistors 
or  tarminations; 

CW.  putsad 

1115.00 

-*p-  47SB 

TMndbt* 

lolomttcr  Mount 

Measurement 
of  rf  power 
(with  4MB/C) 

1,000  to  4.000  MC 

Matchas  50  ohm 
lina  to  100  or 

200  ohms 

225.00 

-kp-  47kA 

Universal 

Bolometer  Mount 

Maa$uramant 
of  rf  powar 
(with  430B/C) 

10  to  1.000  MC 

No  tuning  raquirad 
SWR  lass  than  1.25 

r 

85  00 

-kp-  477B 

CMiial 

Thermistor  Mount 

Measurement 
of  rf  power 
(with  430CI 

10  MC  to  10  KMC 

No  tuning  raquirad 
SWR  lass  than  1 .5 

75.00 

-kp.  4as 

Waveguide 

Detector  Mount 

Maasuramant 
of  rf  powar 

2.k00  to  le  300  MC 

Full  covaraga 
of  wavaguida  band 

Saa  Tabla 
paga  12 

-6p.  407B 
Wdvt^uid* 
Th«rmittor  Mount 

Maasuramant 
of  rf  powar 

3.yS0  to  2k.S00  MC 

Full  covaraga.  no 
tuning  1.5  SWR 
eicept  K487B  2.0 

Saa  Tabla 
paga  12 

-6p-  7640  Dual 
DIrtctlonal 

Coupitr 

Raflactomatar  and  rf 
powar  maasuramants 

2lkto4S0  MC 

Coupling  attanuation* 
20  db,  diractivity 

30  db 

125.00 

-6p-  7650  Dual 
Diractional 

Coupiar 

Raflactomatar  and  rf 
powar  maasuramants 

4S0  to  44S  MC 

Coupling  attanuation* 
20  db.  diractivity 

30  db 

125  OO 

-Ap-  7660  Dual 
Diractional 

Coupia^' 

Raflactomatar  and  rf 
powar  maasuramants 

940  to  1.975  MC 

Coupling  attanuation* 
20  db.  diractivity 

26  db 

125.00 

-kp-  7k7D  Dual 
Diractional 

Couplar 

Raflactomatar  and  rf 
powar  maasuramants 

1.900  to  4,000  MC 

Coupling  attanuation* 
20  db.  diractivity 

26  db 

125.00 

*Fow«r  h^ndlinq  c«p«citv  all  764/747  coupUrt  50  wjttt  CW.  10  Kw  p#«k. 


-hp-  Waveguide  Test  Equipment  — 2.6  to  40.0  KMC 


Basic,  low-cost  elements  offer  utmost  flexibility  for  assembly  of  exact  instrumentation  required.  Each  unit 
covers  entire  range  of  its  waveguide  size.  Careful  engineering,  simple,  sturdy  mechanical  design,  highest 
quality  manufacture  insures  accurate,  multi-purpose  operation. 


lustrumaiit 

Coaxial 
Typ*  N 
Coa*. 

"S" 

3"  X  I'/i” 
2.6  •  3.95 
KMC 

••G" 

2"  X  I” 
3.95  •  5.85 
KMC 

••J" 

IVj"  X  Va" 
5.2  •  8.2 
KMC 

"H" 

T/«"  X 

7.05  -  10.0 
KMC 

••X” 

1"  X  Vx" 
8.2  •  12.4 
KMC 

••P" 

.702"x.391" 
12.4  •  18.0 
KMC 

••K” 

.500"x.250" 
18.0  •  26.5 
KMC 

.360"x.220" 
26.5  •  40.0 
KMC 

Adapter,  Wavsquid*  to  Coai 

S28IA  $50 

G28IA  $40 

J28IA  $35 

H28IA  $30 

X28IA  $25 

Cov*r  to  Chok*  FUnq* 

S290A  $65 

G290A  $50 

J290A  $35 

H290A  $25 

X290A  $15 

P290A  $20 

Att*nuators,  Fi«*d  3,  i,  10,  20  db 

S370A  $75 

G370A  $65 

J370A  $65 

H370A  $60 

X370A  $55 

P370A  $60 

Flap,  25  db  ma«. 

^S375A$I20 

G375A  $110 

^  J375A  $100 

H375A  $90 

X375A  $90 

P375A  $100 

K375A  $140 

R375A  $180 

Calibratad,  pracision 

S380A  $260 

G382A  $500 

J382A  $350 

H382A  $350 

X382A  $250 

P382A  $275 

K382A  $425 

R382A  $450 

Datactor  Mounts 

420A  $50 

H42IA  $95 

X42IA  $75 

P42IA  $95 

420B  $75 

440At  $85 

S48SD*  $145 

G485D  $140 

J485D*  $135 

S48SAt  $125 

G4B5Bt  $95 

J485Bt  $90 

H4858t  $85 

X485Bt  $75 

P485CH  $110 

Isolators 

X365A  $225 

Thermistor  Mounts  (Fixed  tuned)  ■ 

477B  $75 

G487B  $95 

J487B  $90 

H487B  $80 

X4878  $75 

K487B  $85 

Frequency  Meters,  Reaction 

J530A/B** 

H530A  $120 

X530A  $120 

PS30A  $150 

Waveguide 

X532A  $150 

P532A  $210 

K532A  $230 

R533A  $250 

Diractional  Couplar, 

Cross  Guida;  20,  30  db 

S750  $I30 

G750  $120 

J750  $70 

H750  $60 

X750  $50 

Diractional  Couplars, 

Multi  Hola:  3,  10,  20  db 

S752  $375 

G752  $250 

J752  $140 

H752  $120 

X752  $75 

P752  $115 

K752  $175 

R752  $200 

Slottad  Sections,  Wavaquid* 

S8I0A*  $450 

GBI0B§  $110 

J8I0BI  $110 

H8I08(  $110 

X8I0B§  $90 

P8I0B(  $110 

Slottad  Sactions,  Wavaquid* 

P8I5B  $265 

K8I5B  $265 

R8I5B  $265 

Tunars,  Slid*  Scraw 

S870A  $225 

G870A  $185 

J870A  $150 

H870A  $130 

X870A  $125 

P870A  $130 

K870A  $140 

R870A  $140 

E-H 

X880A  $130 

P880A  $135 

K880A  $155 

R880A  $170 

Waveguide  Phase  Shifter 

J885A  $400 

X885A  $300 

P885A  $350 

Tarminations,  Low  Powar 

S9I0A  $45 

G9I0A  $35 

J9I0A  $30 

H9I0A  $25 

X9I0A  $25 

P9I0A  $25 

K9I0A  $30 

R9I0A  $35 

Tarminations,  Hiqh  Powar 

S9I2A  $160 

X9I2A  $50 

Movinq  Load 

S9I4A  $100 

G9I4A  $75 

J9I4A  $70 

H9I4A  $60 

X9I4A  $50 

P9I4A  $55 

K9I4A  $65 

R9I4A  $75 

Standard  Reflections 

X9I6A  $IM 

AdjustabI*  Shorts 

S920A  $100 

G920A  $70 

J920A  $60 

H920A  $50 

X920A  $40 

P920A  $55 

K920A  $140 

R920A  $150 

Waveguide  Shorting  Switch 

X930  $80 

Broad  Band  Probe 

4428(  $35 

1  All  frequencies 

Broad  Band  Proba,  Untunad 

444A  $35  2.4  to  18.0  KMC 

446A$I45  12.4  to  40  KMC 

j  Waveguide  Clamps,  Stands 

1 _ L_ _ \ _ ! _ 1 _ L _ _ \ _ \ _ 

(For  US*  with  barr*H*r  only.  *Compl*t*  assembly  includinq  carriaq*.  (Mounts  in  SOfB  Carriaq* 

**JS30A,  S.8S  to  8.2  KMC,  $120;  JS308,  5.20  to  7.0S  KMC,  $150.  *  Includts  barr*tt*r;  ch*ck*d  lor  squar*  law  charactaristics. 


fFor  us*  with  barr*tt*r  or  crystal. 

■  Includas  Tharmistor,  installad. 

NEW!  -hp-  382A  Precision 
Attenuators 

Previously  offered 
for  frequencies  3.9^ 
through  18.0  KMC, 
popular  -hp-  382A 
series  pretision  at¬ 
tenuators  are  now 
available  in  "K"  and 
"R”  hands,  18.0  to 
40.0  KMC.  "K,”  '  R  ” 
band  attenuators  are 
of  new,  space-saving 
design  (see  photo).  Direct  reading,  one- 
control  tuning,  high  power  handling  capacity. 
Attenuation  0  to  50  db  full  range,  independ¬ 
ent  of  frequency.  Phase  shift  con.stant  with 
attenuation.  For  prices  G,  J,  H,  X  and 
P382A,  see  table  above,  -hp-  K382A,  $425.00. 
-hp-  R382A,  $450.00 

-hp-  281 A  Waveguide  -  Coax 
Adapters 

For  convenient  transi¬ 
tion  between  wave¬ 
guide  and  coax  sys¬ 
tems.  Each  unit  covers 
a  full  waveguide  range 
with  SWR  less  than 
1.25.  Type  N  coax 
plug,  AN  waveguide 
flange.  For  S,  G,  J,  H 
and  X  bands,  2.6  to 
12.4  KMC.  $25.00  to  $50.00. 


hp-487B  Thermistor  Mounts 

For  fast,  accurate 
waveguide  power 
measurements.  Eac  h 
unit  covers  full  range 
of  its  waveguide  fre¬ 
quency.  No  tuning 
needed,  SWR  1.5 
max.,  except  K487B, 
SVi'R  2.0  max.  Max. 
power  10  mw.  Rug¬ 
ged  construction,  high  temperature  ctx-flficient 
thermistors  virtually  eliminate  burnout.  For 
G,  J,  H,  X  and  K  bands,  3-95  to  26.5  KMC. 
$75.00  to  $95.00. 


-hp-  870A  Slide  Screw 
T  uners 

For  flattening  waveguide  systems,  matching, 
etc.  Probe  position  and  penetration  adjusts  to 
set  up  SWR  cancelling  existing  SWR.  Pre¬ 
cision  lead  screw  or  micrometer  varies  probe 
insertion;  vernier  adjusts  probe  position. 
Corrects  SWRs  of  20  with  accuracy  of  1.02 
SWR.  For  S,  G,  J,  H,  X,  P,  K,  R  bands,  2.6 
to  40.0  KMC.  $125.00  to.$225.00. 


-hp-  420A/B  Crystal 
Detectors 


Employs  a  silicon  crystal  to  detect  rf  sign.ils 
in  Type  N  coaxial  lines.  Covers  frequencies 
10  MC  to  12.5  KMC,  sensitivity  approx.  0.01 
v/0. 1  mw,  frequency  response  i  3  db  f ull 
range.  Uses  modified  1  N26  c rystal,  max. 
SWR  3.  $50.00  each.  Also  available  in 
matched  pairs  as  -hp-  420H,  $150.00  pair. 

-hp-  444A/446A  Untuned 
Probes 

-hp-  444A  is  modified 
<  rystal  ( 1 N76  or  1 N26 ) 
plus  small  antenna  in 
convenient  housing. 
Probe  penetration  easily 
variable;  mav  be  IcKked 
in  position.  No  tuning 
needed;  sensitivity  supe¬ 
rior  to  most  elaborate 
single  or  double  tuned 
probes.  Range  2.4  to  18 
KMC;  fits  %  "  bore. 
Piew  -hp-  446A.  for  -hp-  814  Probe  Carriage, 
similar  but  covers  P,  K  and  R  bands,  12.4  to 
40.0  KMC.  -hp-  444A,  $35.00.  -hp-  446A, 
$145.00. 
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NEV\/!  -hp-  Noise  Measuring  Equipment 


-hp-  347A  Waveguide 
Noise  Source 

Thi-sc  new  devitf^,  Ar>?<>n  ^{as  JivhurKe  tubes  aiross 
a  wave>{uidt  scition  pruvide  uniform  n.2  (1^.2^ 
in  S  band)  db  extess  noise  level  full  ran>je  vsitli 
maximum  S'X’R  of  1.2  even  when  noise  soune  is 
lold.  No  temperature  lorres turn  required.  Available 
for  .S  throu>;h  P  bansi,  2.6<)  to  IK.O  KNfC,  ( S,  G 
bands).  S190.IH),  ( J,  H,  X  and  P  bands),  SlHiKH). 

-hp-  345A  IF  Noise  Source 

Temperature-limited  duKle  noise  souries  for  IF 
amplifier  noise  measurement  Matihes  ^0,  KM).  2(M) 
or  4(M)  oh, ms  impedame.  Center  frequemy  either 
.M)  or  60  MC  Noise  level  depends  on  lathode  tur- 
ri-nt.  lontrolled  and  metered  by  -hp-  34()A.  -hp- 
J4^A.  $75.(M). 


-hp-  340A  Noise  Figure  Meter 

Here  is  totally  new  et]uipment  that  makes  it  ptssible  for  a  semi-skilled  worker 
to  do,  in  ^  minutes,  receiver  and  component  ali^mment  jobs  that  once  ttxtk 
skilled  engineers  a  full  hour.  Receiver  performance  can  often  be  hnproved  up 
to  3  dh  01  nr  the  best  adjustment  preiiousl)  possible.  Improvement  tn  receiver 
performance  frecjuentl)  ecfuals  doubling  transmitter  output.  Since  accurate  align¬ 
ment  is  now  eisy,  eejuipment  is  better  maintained  and  peak  performance  enjoyed 
daily. 

Model  340A  is  a  revolutionary  instrument  making  it  possible,  in  5  minutes,  to 
optimize  receiver  performance  and  measure  noise  fi^re  directly,  -hp-  340A  is 
dircxt  reading  in  db,  simple  to  use,  automatic  and  nc-eds  no  periodic  calibration, 
nix-rate's  over  any  frec|uency  ran/;e  for  which  there  are  noise  sources,  and  has  fast 
rc-sponse  to  instantly  track  and  present  noise  changes.  In  addition  to  usefulness 
in  optimizing’  rc-ceiver  and  component  performance,  -hp-  340A  is  particularly 
helpful  in  dc-si^nin)’  circuit  components  such  as  IF  amplifiers,  crystal  mixing 
circuits  and  traveling-wave  tubc-s. 

Brief  Specifications 

Frequency  Range:  Dejxnds  on  noise  source 

Noise  Figure  Range:  3  to  30  db  to  x  with  waveguide  noise  source 

0  to  13  db  to  X  with  IF  noise  source 

Accuracy:  0.3  db,  10  to  23  db;  it  1  db,  3  to  30  db,  waveguide  noise  source 

:i.  0.3  db,  0  to  13  db,  IF  noise  source 

Required  Revr  or  rf  Amplifier  Gain:  Approx.  40  db  (Waveguide  V'oice 

Jyiurce) 

Approx.  30  db  (IF  Noise  Source) 
Input  Frequency:  30  or  60  MC,  selc-cted  by  switch 
Bandwidth:  1  M(‘  minimum 
Input  Impedance:  30  ohms 

Price:  S~  13.00  (cabinet);  $700. 00  (rack  mount) 


NEW  I  -hp-  355A/B  Attenuators -O  to  132  db 


Here  arc  two  tomplctc-ly  new  design  30  ohm 
attenuators  providing,  together,  0  to  132  db 
attenuation  in  1  db  steps  from  dc  to  300  MC 
-bp-  333A  provides  0  to  12  db  attenuation  in 
1  db  steps;  -hp-  33313  provides  0  to  120  db 
attenuation  in  10  db  steps  One  simple  control 
for  eaih  attenuator;  tiverall  full  range  aaura  y 
is  “  0.23  db  for  -hp-  333A  For  -hp-  33313,  anu- 


raiv  is  ^  1  db  to  230  MC;  ^  2  db  to  3tM)  .MC, 
Nominal  impedance  is  30  ohms,  maximum 
SW  R  IS  1.2  to  230  MC,  1.3  to  300  MC. 
Maximum  insertion  loss  is  0  at  dc,  0.4  db  at 
60  MC.  1  db  at  230  MC  and  1.3  db  at  300 
MC.  Povser  dissipation  is  0.3  watt  average,  330 
volts  peak  The  attenuators  use  13NC  conne-ctors. 
-hp-  333A  or  333B,  $123.(M). 


More  -hp-  equipment,  available  for  most  waveguide  frequencies 


hp-  485  Detector  Mounts 


Three  basic  series  of¬ 
fered;  5483.4  for  S 
band  (no  tuning, 
1.33  SVi  R.  ,S21  ele¬ 
ment  ) ;  485/1.  for  Ci, 
I.  M,  X  bands  ( tun- 
ible.  1.23  S>X  R  full 
range.  IN23,  1N2I 
or  H2I  element): 
a85/J  for  S,  G,  I 
bands  (factory-installed  821  barretter).  Also 
P483C,  like  -18313  but  for  P  band  only,  bas 
installed  200  ohm  3  mw  thermistor  $73.00 
to  $143.00. 


-hp-  532A  Waveguide 
Frequency  Meters 

New  design  for  P, 
K,  R  bands.  Wide¬ 
band,  direct  reading, 
no  interpolation  or 
charts.  Comprises  a 
high  3)  resonant  cav¬ 
ity  tuned  by  choke- 
plunger;  no  sliding 
contacts.  Transmits 
almost  full  power  at 
resonance;  resonance 
indicated  by  1.3  db 
dip  in  output.  Preci¬ 
sion  tuning  mechanism;  no  back  lash.  Also 
similar  mcKicl  for  X-band.  $130  to  $230. 


-hp-  752  Multi-Hole  Couplers 


Precision  dire-ctional  couplers  available-  in  3 
models  with  coupling  factors  of  3,  10  and  20 
db.  Coupling  accuracy  ±  0.4  db  except  K. 
R  bands  which  are  —  db.  Dire-ctivity  bet¬ 
ter  than  40  db  full  range,  coupling  variation 
not  over  —  0.3  db  full  range  Primary  guide 
SVv  R  less  than  1.03.  S.  G,  J.  H.  X.  P,  K.  R 
bands,  2.6  to  40.0  KMC.  $''3.00  to  S3'’3.00. 
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Wide  Band  Amplifiers  for  Fast  Circuit  Work 


hp-  Traveling-Wave  Tube 
Amplifiers 

-hp-  offers  Traveling- 
Wave  Tube  Amplifiers 
for  all  frequencies  2  to 
12.4  KMC.  -hp-  49()B, 
492A  and  494A  are  low 
level,  high  gain  amplifi¬ 
ers  with  30  and  23  db 
gain;  they  offer  ampli¬ 
tude,  pulse,  phase  or  FM 
modulation,  -hp-  491 A 
is  a  high  power  travel¬ 
ing-wave  tube  amplifier 
having  a  rated  output  of  1  watt,  2  to  4  KMC.  All 
amplifiers  have  exclusive  -hp-  helical  coupling  sys¬ 
tem,  and  employ  encapsulated  traveling-wave  tulx^s 
that  can  be  readily  replaced,  -hp-  490B/491A, 
$1,400.00.  ->?>/)- 492A/494A,  $1,500.00. 


-hp-  460A/B  Fast  Pulse 
Amplifiers 


-hp-  460A  Wide  Band  Amplifiers,  in  cascade  with 
-hp-  460B  Fast  Pulse  Amplifiers,  provide  up  to  90 
db  gain,  125  v  open  circuit.  This  permits  direct 
connection  to  oscilloscope  deflection  plates.  Rise- 
time  0.0026  gsec.  Vi'ill  amplify  millimicrosecond 
pulses.  Over  100  MC  band  width  for  'scop)es.  -hp- 
460AR,  $185.00.  -hp-  460BR,  $225.00. 


Instrument 

Primary  Uses 

Frequency  Ronqe 

Choraetcristics 

Price 

-hp-  450A 
Amplifiar, 
Stabilizad 

General  purpose 
lab  amplifier 

10  cps  to  1.000,000  cps 

20  and  40  db  gain,  fre¬ 
quency  response  ±'/j  db 

}  140.00 

-hp-  AiOAR 
Amplifiar, 
Wida  Band 

Wide  band, 
pulse  amplification 

100  KC  to  140  MC 

20  db  gain,  rise  time 
0.0024  ^sec 

IBS.OO 

■hp.  4M)BR 
Amplifiar, 

Fast  Pulta 

Pulse  amplification 
high  output 

100  KC  to  140  MC 

IS  db  gain, 

I2S  peak  volts 

225  00 

■hp.  490B 
Travaling- 
Wava  Tuba 
Amplifier 

Amplification 
throughout 
“S'*  band 

2  to  4  KMC 

30  db  gain; 

Mitlimicrosec  rise  time; 

10  mw  output 

1.400.00 

-hp-  491 A 
Trdvtlin9' 
Wdvt  Tub* 
Amplifier 

High  power 
“S'*  band 
amplification 

2  to  4  KMC 

30  db  gain; 

millimicrosec  rise  time; 

1  watt  output 

1.400  00 

-hp-  492A 
Traveling- 
Wave  Tube 
Amplifier 

Amplification 
through  most  of 
“G"  and  “J“  bands 

4  to  B  KMC 

30  db  gain; 

millimicrosec  rise  time; 

10  mw  output 

1.500.00 

-hp-  494A 
Traveling- 
Wave  Tube 
Amplifier 

Amplification 
throughout 
"X"  band 

7  to  12  4  KMC 

25  db  gain; 

millimicrosec  rise  time; 

S  mw  output 

1.500  00 

-hp.  Regulated 


NEW!  -hp-  721 A  Transistor 
Power  Supply 

New,  completely 
transistorized,  com¬ 
pact,  regulated  sup¬ 
ply.  Output  0  to  30 
V,  continuously  vari¬ 
able.  150  ma  maxi¬ 
mum  output,  output 
impiedance  less  than 
0.2  ohms.  Regula¬ 
tion,  no  load  to  full  load,  0.39^  or  30  mv  whichever 
is  greater.  Line  voltage  change  of  ±  10%  causes 
output  change  of  less  than  0.3%  of  ±  15  mv, 
whichever  is  greater.  Front  panel  switch  limits  maxi- 
.Tium  output  current  preventing  damage  to  tran¬ 
sistors,  etc.,  from  accidental  overload.  Reads  ma, 
V  direct.  $145.00. 


-hp-  712B  Power  Supply 

This  -hp-  instrument 
features  high  regula¬ 
tion  of  50  mv  no 
load  to  full  load,  0.1 
millisc-cond  transient 
response,  internal  im¬ 
pedance  0. 1  ohms  in 
series  with  25  gH; 
full -load  maximum 
hum  less  than  500  gv,  sealed  transformers,  chokes 
and  condensers.  0  to  500  v,  200  ma  supply  and 
fixed  —  300  V  tap  providing  a  50  ma,  300  to  800  v 
variable  supply  for  klystron  operation.  $365.00A. 


and  Klystron  Power  Supplies 


Instrument 

Primary  Use 

Characteristics 

Price 

■hp.  7I0B 

Power  Supply 

General  purpose  regulated  dc 
supply  for  lab  and 
field  use 

too  to  350  volts  (§>  75  ma 

SMO.OO 

■hp.  711 A 
Laboratory 

Power  Supply 

Same  as  7I0B 

0  to  500  volts  9  100  ma 

225  00 

■hp.  7I2B 

Power  Supply 

Same  as  7I0B 

0  to  500  volts  (9  200  ma 

345  OOA 

■hp.  7I5A 

Klystron 

Power  Supply 

Regulated  beam,  reflector 
source  for  low  power  klystrons 

250  to  400  volts  (p  50  ma 

300  00 

■hp.  7I7A 

Klystron 

Power  Supply 

Powering  Type  5721  klystrons 

800  to  1 .000  volts  &  25  ma 

425  00 

■hp.  721 A 

Transistor 

Power  Supply 

Powering  transistors, 
similar  applications 

0  to  30  V,  150  ma 

145.00 

ARack  mountad  initrumtnf  availabit  for  SIS.OO  last. 
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hp-  Signal  Generators —  50  KC  to  21  KMC 


NEW!  -hp-  606A  Standard 
Signal  Generator 

New,  ultra-modern; 
50  KC  to  65  MC 
Output  3  V  full 
ranjte,  lontinuous  at¬ 
tenuation  to  O.I  MV. 
MO-PA  liriuit  with 
full  feedhadc  loop 
insures  lonstant  out¬ 
put  full  range.  Low  distortion,  broad  modulating 
lapabilities.  Typiial  -hp-  speed,  ease  of  operation; 
occupies  %  benih  space  normally  needed  for  gener¬ 
ators  of  this  freejuency.  $990.00 A. 


hp-  608D  vhf  Signal  Generator 

10  to  420  MC.  Highest  sta¬ 
bility.  No  incidental  I'M  or 
frequency  drift.  Calibrated 
output  0.1  MV  to  0.5  V 
throughout  range.  Built-in 
crystal  calibrator  provides  fre- 
que-nev  check  accurate  within 
0.0 1*;^  each  1  and  5  MC 
Master  -  osc  illator,  intermedi¬ 
ate  and  output  amplilier  cir¬ 
cuit  design  Premium  qualitc 
performance,  dirc-ct  calibration,  ideal  for  aircraft 
communications  equipment  testing.  $1,050.00. 

-hp-  608C  vhf  Siqnal  Generator.  High  power  (  1  v 
max. )  stable,  accurate  generator  for  lab  or  field  use. 
10  to  480  MC.  Ideal  for  testing  receivers,  amplifiers, 
driving  bridges,  slotted  lines,  antennas,  c-tc.  $950.00. 

-hp-  626A/628A  shf  Signal 
Generators 

New  instruments, 
bringing  high  power, 
wide  range,  conveni¬ 
ence  and  accuracy  to 
10  to  21  KMC  range. 
F'requencies,  output 
voltage  directly  set  and 
read  Output  10  to  20 
db  better  than  previ¬ 
ous  spot-frequenev  sets 
SVi'R  better  than  1.2  at  0  dbm  and  lower.  Internal 
pulse.  PM  or  scpiare  wave  modulation;  also  exter¬ 
nal  pulsing  or  I'M  ing.  -hp-  626A,  10  to  15.5  KMC, 
$3,250.00.  -hp-  628A,  15  to  21  KMC,  $3,250.00. 


Instrument 

Frequency  Ronqe 

Characteristics 

Pric* 

-hp-  UUA 

SO  KC  to  iS  MC 

Output  0.1  |iv  to  3  V.  Full  feedback  loop,  low  distortion 

$  WO.OOA 

-hp-  tote 

10  to  480  MC 

Output  0.1  to  1  V  into  SO  ohm  l04d.  AM.  puist,  or 

CW  moduUtion.  Direct  calibration 

8S0.00 

-hp-  MMD 

10  to  420  MC 

Output  0.1  to  0.5  V.  Incidental  FM  0.001%  entire  ranqe 

I.OSO  00 

-hp-  il2A 

4S0  to  1.230  MC 

Output  0.1  pr  to  O.S  V  Into  SO  ohm  load.  AM.  pulse.  CW 
or  square  wave  modulation.  Direct  calibration 

1.200  00 

-hp-  tl4A 

800  to  2.100  MC 

Output  0.1  fiv  to  0.223  V  into  SO  ohm  load.  Pulse,  CW  or 
FM  modulation.  Direct  calibration 

i.yso.oo 

-hp-  iltA 

l.a00to4  000  MC 

Output  0.1  pr  to  0.223  V  Into  SO  ohm  load.  Pulse.  CW  or 
FM  modulation.  Direct  calibration 

I.PSO  00 

-hp.  iigg 

3  800  to  7  too  MC 

Output  0.1  to  0.223  V  into  SO  ohm  load.  Pulse.  CW  FM 

or  square  wave  modulation.  Direct  calibration 

2.2SO.OO 

-hp-  k20A 

7.000  to  11.000  MC 

Output  0.1  /iv  to  0.223  V  into  SO  ohm  load.  Pulse,  FM  or 
square  wave  modulation.  Direct  calibration 

2.2S0.00 

-hp-  t23B 

S.»25  to  7  72S  MC 

Outout  70  0.223  v  into  SO  ohm  load.  FM  or  square 

wave  modulation.  Separate  power  meter  and  wave 
meter  section 

I.900M 

-hp-  t24C 

8  SOO  to  10.000  MC 

Output  3  0  to  0.223  v  into  SO  ohm  load.  Pulse  FM  or 
square  wave  modulation.  Separate  power  meter  and 
wave  meter  section 

2  24S.OOA 

-hp-  hUA 

10  to  IS  S  KMC 

Output  10  dbm  to  *~90  dbm.  Pulse.  FM,  or  square  wave 
modulation.  Direct  calibration 

3.2SO.OO 

-hp-  t2IA 

IS  to  21  KMC 

Output  10  dbm  to  — fO  dbm.  Pulse,  FM,  or  square  wave 
modulation.  Direct  calit  ation. 

3.2S0  OO 

^  Rack  mountad  instrumanf  availabl*  for  (IS. 00  last. 


-hp-  614A/ 616A  UHF  Signal  Generators 

Among  most  w  idely  used  signal  generators,  -hp-  61 4A,  8(K) 
M(.  to  2.1  KMC,  -hp-  616A,  1.8  to  4.0  KMC.  Direct  read¬ 
ing.  direct  frequency  set,  no  calibration  charts,  wide  range. 
-hp-  614A  SVi  R  1.6,  output  accuracy  ±  1  db  —  10  dbm  to 

—  127  dbm.  -hp-  6l6A,  S3X'R  1.8,  output  accuracy  —  1.5  db, 

—  7  dbm  to  127  dbm.  Both  have  constant  internal  imped¬ 
ance  50  ohms  Modulation  is  internal  or  external  pulse,  or 
FM.  -hp-  614A  or  -hp-  6I6A,  $1,950.00. 


-hp-  Swept  Frequency  Oscillators 


-hp-  686A  Electronic  Sweep 
Oscillator 

Totally  new  kind  of 
bai  kward  -  wave  device 
eliminating  swe-ep  mo¬ 
tors,  tuning  plungers, 
range  limitations,  etc. 
Covers  all  or  part  of 
X-band  with  flexible, 
tfuiet  electronic  sweep. 

.Simple  to  operate,  direct 
reading,  continuously  adjustable  sweep  width  and 
rate,  10  mw  output  minimum,  frequency  sweep 
linear  with  time.  Has  slow  sweep  for  rcMirclers;  fast 
for  oscilloscope;  single  sweep  manually  started  or 
externally  triggered,  external  I'M,  AM  mcxlulation. 
I'ltimate  in  X-band  sweep  oscillators,  $2,615. OOA. 


Duta  suhjetl  to  changt  uilhoitl  nolice. 
Prices  f,  o.  h.  fiictory. 


Instrument 

Froqucncy  Ronqe 

Charactoristies 

Prle* 

-hp-  470SM 

2.8  to  4  KMC 

$1,175-00  with  motor 

-hp-  i70GM 

4  to  8  KMC 

Automatic  adjustable  motor*driven  sweep, 
full  frequency  band  coverage,  output 

1.175.00  with  motor 

-hp-  k70JM 

SRSto82  KMC 

10  mw  full  range,  full  modulation 
capabilities,  direct-reading  frequency  dial. 

1, ITS. 00  with  motor 

-hp-  670HM 

7  to  10  KMC 

1,175.00  with  motor 

-hp-  6$4A 

3  7  to  S  9  KMC 

Electronically  swept;  variable  sweep 
rate,  width.  Output  10  mw,  SWR  2.1  or  less. 

2,28S.00A 

-hp-  USA 

S  2  to  8  3  KMC 

2.28S.00A 

-hp-  6S6A 

8  2  to  12  4  KMC 

Pulse,  squere  wave,  FM,  AM  modulation 

2.8IS.00A 

-hp-  U7A 

12  4  to  18  0  KMC 

S.IIS.OOA 

2^Rack  mounted  Instrument  available  for  SIS.OO  less. 


In  1957.  -hp-  occupied  the  first  two  of  six 
85,000  square-foot  buildings  forming  a  com¬ 
plete  new  laboratory  and  manufacturing  plant. 
New  facility  is  approximately  one  mile  west  of 
previous  plant  on  a  40-acre  site  just  south  of 
Stanford  University.  Your  visit  is  invited. 


just  the  equipment  you  need.  In  making  this  choice,  you 
are  assured  of  -hp-  quality;  today  the  standard  of  the 
world  in  electronic  test  instruments. 

To  give  you  personal  help  with  measuring  problems,  you 
have  available  over  150  electronics  specialists  in  every 
major  U.  S.  metropolitan  area,  and  around  the  world. 
These  men,  trained  and  annually  re-trained  by  -hp-,  are 
experts  in  applying  as  well  as  selling  and  servicing  -hp- 
instruments.  (^all  them  when  you  can  use  personal,  com¬ 
petent  help,  in  your  plant,  today. 


Won’t  you  agree  it  is  simple  and  more  time-saving  when 
you  can  turn  to  one  source  for  your  test  equipment  needs.’ 
-hp-  engineers  are  continually  working  to  produce  new 
equipment  that  anticipates  your  future  needs,  yet  functions 
smoothly  with  your  existing  -hp-  instruments.  At  the  1958 
l.R.E.  Show  20  new,  basic  -hp-  test  instruments  were  in¬ 
troduced.  Today,  -hp-  makes  over  300  instruments;  you  can 
choose  from  the  world’s  largest  and  most  complete  line 


hp-  Sales  and  Service  Representatives  in  the  United  States  and  Canada 


Hpustofi  $•  Tpio^ 

Earl  Lipscomb  Ass^Kiates 
P.  O.  Box  6^7i 
JAckson  4-9^0^ 

Indioiiapolis  20.  Indiana 

(  rossley  AssiKiates.  Inc. 
5520  No.  (>>llegc  A\enue 
(  Lirtofd  1*9255 


Ptioenii.  Arixona 

Neely  Enterprises 
Ml  hast  Missouri 
(  Res^utNicl  4-5451 


Albuqnarqna.  N«w  Mnxico 

\ttly  Enterprises 
107  >X’ashington  St.,  S.  E. 
ALpine  5*5586 

Asbary  Park,  New  Jersey 

I.  E.  Robinson  (.ompany 
905  Main  Street 
KEllog  1*5150 

Atlanta  5,  Geerqio 

Bivins  &  (.aldweil.  Inc. 
5155  Maple  Drise,  N.  E. 

(  Edar  5*7522 

Boltimore,  Maryland 

Horman  Associates,  Irtc. 
655  St.  Johns  Road 
HOpkins  7-2290 

Bostpn  Area 

Burlington,  Massachusetts 
Yewcll  Associates,  Inc, 
Middlesex  Turnpike 
BRowning  2*90(M) 

Bridqepprt  8.  Connecticut 

Yewell  Ass<»ciates.  Inc. 
1101  East  Main  Street 
FOrest  6*5456 

Camp  Hill.  Pennsylvania 

1.  E.  Robinson  (.ompany 
2120  Market  Street 
REgcnt  7*6791 

Chicaqo  45,  Illinois 

(.rossley  Associates.  Inc. 
2711  West  Howard  Street 
SHeldrake  5*85(mi 


Clevelond  24,  Ohio 

S.  Sterling  (.ofimany 
5827  Mayheld  Roaa 
Hllicrest  2-8080 

Dallas  9,  Texas 

Earl  Lipscomb  Associates 
P.  ().  Box  7084 
FLectw(M>d  7-1881  and 
EDison  2-6667 

Doyton  19,  Ohio 

r.rosslev  .^ssoc^ales.  Inc. 
2801  Far  Hills  Avenue 
AXminster  9-5504 

Denver  10,  Colorado 

Lahana  &  (  ompany 
1886  South  Broadway 
PEarl  5-5791 

Detroit  35,  Michiqon 

S.  Sterling  (  ompany 
155U>  West  McNicnols  Rd. 
BRoadway  5-2WK) 

Enqiewood,  New  Jersey 

R.  M.  (..  Associates 
591  Grand  Avenue 
LOwell  7-5955 

Port  Myers,  Florida 

Arthur  Lynch  &  Assmiates 
55  West  North  Shore  Avenue 
WYandotte  5*2151 

Hiqli  Point,  North  Corolino 

Hivins  &  (ialdweli.  Inc. 
1925  N.  Mam  Street 
Tel,:  2-6875 


St.  Louis  17,  Missouri 
Harris  Hanson  (  ompany 
1814  S«>uth  BrentwiMiJ  lioulesard 
Mission  7-4150 


Pittsburqh  22.  Pennsylvonio 

S  ^tcr’tn^^  (  ompany 
R(»om  815,  Park  Bldg. 

555  Fifth  .\venue 
ATIaniic  1  924H 


St.  Paul  14.  Minnesoto 
(  fosslev  AssiKiates  Inc. 
842  Raymond  Avenue 
Midway  6  7881 


Kansas  City  30,  Missouri 

Harris-Hanson  (.ompany 
7916  Pasco  BUd. 
Hllland  4-9494 


Toronto  10,  Ontario 

Atlas  ln\ttun>c;it  (  orp«iratiof 
50  inRitld  Asenue 
Rrsscll  l-M-4 


Portlond  9,  Oreqon 

ARVA 

1258  N.W  (flisan 
(  Apitol  7-1281 


Los  Crucos,  New  Mexico 

Neely  Enterprises 
126  S.  Water  Street 
JAckson  6*248(1 

Los  Anqeles,  Californio 

Neely  Enterprises 
5959  I.ankershim  BUd. 
North  Hfillywood.  (.alif. 
STanley  7*0721 

New  York  21,  New  York 

R.  M.  (!.  Associates 
256  East  75th  Street 
TRafaigar  9-2025 

Philodelphio  Area 

Upper  Darby.  Pennsylvania 
1.  E.  Robinson  (  ompany 
"404  VC'est  (  hester  Pike 
SHerw«)od  8- 1294 


Tucson,  Arixona 

Neely  Enterprises 
52  Tucson  Blvf 
MAin  5  2564 


Socromento  14,  Colitomio 

Neely  Enterprises 
I5P  -  15th  Street 
(filbert  2-8901 


Vancouver  2.  British  Columbia 

Atias  Instrument  (  orp«>ration.  Ltd. 
1(81-525  Seymour  Street 
.Ml’tual  5-5848 


Son  Dieqo  4,  Colifomia 

Neely  Enterprises 
1055  Shafter  Street 
A(.adcmy  5-8106 

Son  Froncisco  Area 

San  (  arhis.  (.alifornia 
Neely  Enterprises 
5(H  Laurel  Street 
LYtell  1-2626 


Washington.  D.  C.  Areo 

RiKkcille,  Maryland 
Horman  Asscniates.  Inc. 
941  Rollins  Ave 
DEcatur  2*5705 


Soottle  99,  Washington 

ARVA 

120  VX'est  Thomas  Street 
ATwaler  4-7557 


Winnipeg,  Monitobo 

Atlas  Instrument  (  orporatioi 
’2  Princess  Street 
WHitehall  5  8''07 


Registered  Trademark  of  the  Hewlett  Packard  (  ompany 


HEWLETT-PACKARD  COMPANY 


The  Territory  We  Serve 


They  manufacture  the  finest  in  electronic  instrumentation, 
equipment  and  microwave  products.  Highly  dependable 
measurements  and  control  power  from  DC  to  microwaves.  ^ 


Beta  Electric  Corp.  —  high  voltoge  power  supplies 


Burroughs  Corp. 

E/ecfronic  Tube  Div. 


beam  switching  tubes, 

indicator  tubes  (Nixies)  and  pulse  instrumentation 


Dynac,  Inc.  —  imtrumentotion  systems 


Hewlett-Packard  Co.  —  complete  electronic  instrumentation 


chopper -stabilized  instruments  —  absolute 
DC  supplies,  amplifiers,  microvoKmeters, 
digital  instruments,  closed  circuit  TV 


i^assa  Laboratories,  Inc.  —  direct  recording  oscfHographs,  transducers 


i\  Sorensen  A  Co.,  Inc.  —  voitoge  regulators,  DC  soyrces 


Varian  Associates  —  klystrons,  ^orjS^ 


lt,ts  th«  nation's  key  area  for  the  purchase  of  electronic 
inistrumentation  equipment  — greater  New  York  City  and 
north  New  Jersey.  Complete  service  facilities.  Offices: 


236  East  75th  Street  New  York  21,  N.  Y.,  TRafalgar  9-2023 
'|391  Grand  Avenue^  ^ewood,  New  Jersey,  LOwell  7-3933 


RMC  ASSOCIATES 


A  Single  Source  for  All  Your  Instrument 
and  Measurement  Applications! 


When  ordering  or  —king  information 
plooMO  montion  iloctronit*  Buyers'  Guide. 
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BUSS  Series  HJ  and  HK  Non 
Indicating  FUSEHOLDERS 


BUSS  AGX  FAST  ACTING  FUSES 


BUSS  Series  HJ  and  HK  Lamp 
Indicating  FUSEHOLDERS 


BUSS  GLD  SIGNAL  AaiVATING  FUSES 


BUSS  No.  4409  FUSE  BLOCKS 


BUSS  ABC  CERAMIC  TUBE  FUSES 


BUSS  No.  4512  FUSE  BLOCKS 


.  .  You'll  fM 
the  Type  cod  Size 
Fuse  you  oeed  [ 


FUSETRON  TYPE  N  and  TYPE  C  FUSES 
and  FUSEHOLDERS  -  \ 


Especially  suitable  for  pro¬ 
tection  of  TV 

Ears  on  fuses  match  slots  in 
holder. 

Markins  on  fuse  and  fuse- 
holder  in  airect  view. 

Safeguard  against  use  of 
wrong  size  and  type  of  fuse. 


BUSS  KTK  HIGH  INTERRUPTING 
CAPACITY  FUSES 


X  tVi  inch.  Capable  of 
safely  interrupting  68,000  amps. 


a  •  •  IN  THE  COMPLETE  LINE 
OF  BISS  AND  FISETRON  FISES 

The  following  is  only  a  representative  selec¬ 
tion.  The  complete  BUSS  line  of  fuses  includes: 
single-element,  quick-blowing  type;  single- 
element  for  normal  circuit  protection  type;  dual¬ 
element,  slow  blowing  type  and  signal  or  visual 
indicating  types  . .  .  ranging  in  size  from  l/SOO 
ampere  up  —  plus  a  companion  line  of  fuse  clips, 
blocks  and  holders. 


FUSETRON  ACK  CLAMP  TYPE  FUSES 


20  to  300  amp..  Dual-clement  type 


Mechanical  Indicating  —  Limiter 
type  1  to  75  amp. 


Panel  mounted  for  %  x  1  inch  and 
I  Vo  inch  fuses. 


V4X  IV4  inch.  Silverplated  pin  pops 
out  when  fuse  is  blown  and  activates  r,- 
signal  or  alarm. 


Panel  mounted  for  V4  x  1  inch  and  Vo 
X  I  Vo  in.  fuses. 


Vi  X  I  Vo  inch.  Dual-element  —  slow 
blowing  type  1/100  to  30  amp. 


Small  Base,  solder  type  Side 
Terminals. 


V*  to  6  amp.  Solder  into  circuit  wires. 


Full  Base,  Screw  type  Terminals. 


Vi  X  1  in.  Glass  tube  1/500  to 
2  amp. 


Solder  type  terminal  for  Vi  inch  fuses. 


Vi  X  iVi  inch.  High  interrupting 
capacity  fuses  Vi  to  36  amp. 


BUSS  SFE  STANDARD  FUSES 


Fuses  of  diflferent  amperages  are 
different  lengths  —  to  make  it  im¬ 
possible  to  insert  too  large  a  size. 


FUSETRON  FNM  FIBRE  TUBE  FUSES 


*%2  *  1 V4  inch.  Dual-element  —  slow 
blowing  type. 


For  more  detailed  information  to  help  you  select 
fuses  and  fuseholders  to  meet  your  electrical  protec¬ 
tion  needs  ...  Write  for  BUSS  bulletin  SFB. 

Or  tell  us  your  problem  and  let  our  Fuse  Engineers 
assist  you  in  getting  the  protection  you  require. 


SuMHMnn  Mfe.  DMdM, 

McOrow-fdifon  Co. 
UnivoriHy  ol  Joff orion, 

Si.  L^i  7,  Mo, 


_ A4o*ofi  of  a  {empl»to 

nmsTwmmr  turns  m  ol  hnn  fef  hom*. 

form,  coiwraoi, 
fromk  ood  mdotfridl 

'“*•  EBC-38 
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When  ordering  or  Mokino  iirformofion 
p/ooM  mention  llertronia  Buyers'  Guide. 
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when  rf  power  must  be  absorbed 
or  accurately  measured... 


You  will  find  dependable  coaxial  line  instruments  and  accessories 
at  Bird  Electronic.  Specialization  in  this  held,  backed  by  a  constantly 
growing  engineering  staff  and  enlarged  physical  facilities,  has  resulted 
in  continuous  development  of  new  designs  to  meet 
^  specific  requirements.  If  you  are  searching  for  more  than 

r  a  standard  product  for  field  or  laboratory  use,  turn  to 
Bird  Electronic.  Our  years  of  experience  in  this  field  may 
'  assist  you  in  the  solution  of  your  problem. 


Termaline"  RF  ABSORPTION  WATTMETERS 


Portable  .  .  .  direct  reading  .  .  .  non-radiating  “load”  type  wattmeter  .  .  . 
used  in  field  or  laboratory  to  measure  and  absorb  power  . . .  accuracy  —  5% 
of  full  scale  .  .  .  VSWR  1.1  to  1  maximum  over  operating  range. 


Thruline' 


DIRECTIONAL  RF  WATTMETERS 


Direct  reading  . .  .“thru"  type  ...  for  measuring 
forward  or  reflected  power  in  complete  systems 
under  operating  conditions  .  .  .  inserted  between 
transmitter  and  antenna  or  load  .  .  .  full  scale 
power  and  frequency  range  determined  by  plug¬ 
in  elements. 


2S-M;  5S-I2S  It;  2S;  M; 
IN-2M;  2S^5M;|  IN;  2N; 

4N-)Nta< 


2NSNa< 
NO-ION  iM 


SI.S  ifeaH 

300-SNik 

COAXIAL  RF  FILTERS 


0 


Designs  utilize  both 
distributed  and  lumped 
constant  .  .  .  insertion 
loss  and  VSWR  are 
very  low  in  pass  band 
. . .  high  attenuation  in 
stop  band  .  .  .  new 
miniature  filters  as 
light  as  5  ounces.  Will 
produce  in  quantity  to 
your  specs. 


SN-  1N0-  IN-  33.7- 
1210  m  40Nmc  375  m  30.7  m 
120- 

_ _  ION  me 

150W  3.  SOW 


fTTTE’TW 

inflUEiiDi 

OIXOB 

Fmolf  N 

07 

30-5NOK 

500W 

0-25.  0-1N; 

CoploMf  «itll 

OSN 

UMtirti  US-2I/II 

m 

30-5NIK 

nil 

0-1N;  0-5N; 
0-25N 

(oftioool)  K-17 
t  K-lf  cibli 

124* 

30-220  IK 

sooow 

O^tON 

isiMikliM; 

•doyttn  to 

tioid  lioM 

*W«l*r  cmM  (•Hmt  ■MilaWi  imMi  OncriM  i*  ifMiScatiM  ikMtt) 


COAXIAL  SWITCHES 


Small  compact  design  permits  the  “Coaxwitch”  selector  to  be  incorporated 
into  many  electronic  units  where  repeated  channel  switching  is  required. 
Finger-tip  operation:  pull  knob,  rotate  and  push  in  to  make  contact. 


turn  to.. 


Mtlf-FiflifU  M 


'Iksct  ikuttsktrwttriuki  •!  ly^il  Filltrs 


3Vi  FlinfN 


*0tlMr  V5WK  rt^virwMats  cm  mmMx  k*  mI  kjr  iftcMl  MitcliM. 

ELECTRONIC  CORPn 

EXprNss  1-3535 

1800  E.  38  St.,  CiNveland  14,  Ohio 

VAN  CROOS  COMPANY.  Woodland  Hilli,  Calif.  • 


ELECTRONICS  BUYERS'  GUIDE -Jon*.  1958  -  MID-MONTH 


Whon  ord*riii9  or  tooking  information 
photo  montion  Ihttronia  Ouyart'  Guido. 
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0«tign«rt  and  manufadvrtn  of  tub-frac- 
tional  h.p.  maton,  blowart  and  fant  ,  .  . 

.  .  .  application  anginaarad  and  provan  by  anvironmantal 
laboratory  tatting,  to  cuttomar  or  Mil  tpacificationt. 


Air-Marine  manufactures  electric  motors  for  the 
following  general  performance  ranges: 


•  HORSEPOWER 

•  SPEEDS.... 


.......  .l/500th  to  1/2  h.p. 

3600  rpm  max.  at  60  cps 
24,000  rpm  max.  at  400  cps 
Dual  and  Variable  Speed  Units 

,  Fixed  ...  50,  60  or  400  cps 
Variable  ...  50  to  450  cps, 
and  320  to  1,000  cps 
Special ...  as  required 

.  .  .  .  Standard  115V  and  230V 
Special ...  as  required 


•  VOLTAGE 


•  PHASE 


•  BLOWER  CAPACITY . To  1,000  CFM  air  de¬ 

livery  for  blowers  and  fans  depending  on  Static 
Pressure  encountered. 


Induction,  Hysteresis  Synchronous,  Reluctance,  Syn¬ 
chronous,  Servo,  Gear,  and  High  Slip  Induction. 


BLOWER  AND  FAN  TYPES  OFFERED 

Centrifugal  and  Vane  Axial  Blowers,  Blower  Hous¬ 
ings,  Axial  Flow  Fans. 


SERVICES  OFFERED 

Complete  design  and  development 
Air  delivery  measurement 
Environmental  testing. 


marine  motors,  Inc* 

369  Bayview  Ava.,  Amityville,  New  York 
2221  Barry  Ave.,  Los  Anitles,  Calif. 


When  ordering  or  Booking  information 
please  montion  Electronics  Boyers'  Guido. 
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JANUS: 

protector  of 
doors  to  heaven 


Temperature,  Pressure, 


refrioeration  cooling  unit 


W«tl  C««st  OMcat  IMS  CmiMmI*  Mvmmm  •>  9,  CailTanita  —  Mm*  0»*f  ■  t-MSC 


Expanding  aircraft  performance  creates  new  problems  in  protect¬ 
ing  electronic  equipment  under  extreme  altitude  and  ambient 
conditions.  Eastern's  long  experience  in  the  field  helps  you  to 
recommend  electronic  gear  with  confidence  that  performance  will 
be  reliable  at  temperatures  from  —  55°C  to  -|-55®C;  from  zero  to 
over  70,000  feet. 


Cooling  Units,  with  or  without  refrigeration  cycles,  provide  safe 
operating  temperature  limits  in  electronic  equipment.  Pressuriza* 
tion  Units  that  meet  government  specifications  maintain  proper 
operating  pressures  at  various  altitudes,  and  utilize  dehydrators 
that  remove  moisture  and  dust  from  ambient  air.  A  program 
of  research  and  development  continually  expands  perform¬ 
ance  ranges  to  provide  customized  units  to  meet  your  needs. 

When  your  problem  is  to  make  your  electronic  equipment 
perform  efficiently  under  tough  conditions,  meet  the  challenge 
by  asking  Eastern  for  complete  and  creative  engineering  help. 


Write  for  Eastern 
AVIONICS  BULLETIN  340 


1500  SERIES  PRESSURIZATION  UNIT 


INDUSTRIES,  INC* 

100  Skiff  St.  Hamden  14,  Conn. 


Andrew  Corporation  offers 
engineering  assistance  in 


system  at  no  cost  to  you.  N 
Contact  the  nearest  An*  ^*1 


HELIAX,  flexible  air  dielectric  cable  combine*  tbe  efficiency  of 
the  finest  copper  cables  with  handling  ease  of  solid  dielectric 
types.  Available  in  two  sizes,  IVp*  HO  and  1*/*",  TVpe  HI, 
with  complete  series  of  pressurized  end  fittings.  IVpe  HO  may 
now  be  used  up  to  5000  me. 


CORNER  REFLECTORS.  Unidirectional  antennas  for  25-174  me, 400- 
470  me,  and  890-960  me.  Preferred  for  their  high  gain  and  stable 
operation  under  severe  weather  conditions.  Also  may  be  utilized 
for  low  power  TV  transmitting  in  directional  and  omnidirec¬ 
tional  arrays. 


tenna-transmission  line 


suiting  service. 


Be  sure  your  library 
contains  Andrew  catalog  21  and 
the  new  product  supplement,  21 S 


A  wide  selection  of  standard  models  in  a  complete  range  of  sizes  and  frequencies  is 
stocked  for  immediate  delivery.  Special  antennas  are  designed  and  manufactured  to 
meet  individual  requirements.  Here  is  a  representative  selection  of  stock  antennas. 


RIGID  AND  SEMI-FLEXIBU.  Complete  range  of  sizes  for  UHF  and 
VHF  systems.  Semi-flexible  soft  copper  cable  in  ^4"  and  %" 
sizes,  rigid  copper  line  to  9"  size*.  Adaptors  and  fittings 
available  from  stock.  New  50  ohm,  6 Vs”  line  now  available 
for  high  power  applications. 


WAVEGUIDE.  High  efficiency  aluminum  or  copper  clad  steel 
waveguide  in  size*  ranging  from  9^A”  to  21”  for  UHF 
systems.  Includes  accessories  for  complete 
line  installation. 


COAXIAL  SWITCH.  Automatic,  50  ohm,  3  Vs”,  UHF 
and  VHF.  This  new,  automatic  switch  now  al¬ 
lows  high  power  communication  systems,  as 
well  as  VHF  and  UHF  television  stations,  the  con¬ 
venience  of  four-second  switching  of  3  Vs”  co¬ 
axial  transmission  line  at  power*  up  to  10  kw 
ll  at  1000  me.  Both  automatic  and  manual  models 
4  include  a'utomatic  high  voltage  disabling  switch 
and  remote  position  indicating  lights. 


TYFE  NUMBERS  OF  STOCK  PMABOLIC  ANTENNAS 


Type  201 
Type  3004 


OHsst  OMaMIrsetlssal  Psttsni 

450-470  me  10.8  db  in  msx.  dir. 

140-174  me  8.1  db  In  max.  dir. 


y/ndiew 

iFcORPORATION 


Type  P4-59  4-foot  antenna 
with  waveguide  horn  for 
5925-6425  me. 


Ibwer  or  roof  mounts  are  available  for  all  sizes 
of  Andrew  parabolic  antennas.  They  must  be 
ordered  separately.  T4  is  a  tower  moimt  for  four 
or  six-foot  antennas.  For  roof  mounting,  order 
Type  M4.  Mounts  for  eight  and  ten-foot  antennas 
are  designed  for  either  tower  or  roof  mounting. 
Order  Type  T8  for  either  of  these  antennas. 
Most  standard  Andrew  mounts  include  eleva¬ 
tion  and  azimuth  adjustments  of  at  least  :d:  5*. 

Dish  and  feed  heaters  are  available  as  standard 
items  and  are  recommended  for  antennas  above 
5000  me  in  ice  areas. 


Antenna  Reflectors,  ParabeRc 
Antennas,  Tropospheric 
Antennas,  Yogi 
Antennas,  Mobile 
Antennas,  UHF  and  VHF 
Coble,  Transmission  Lin* 

(all  types) 

Connectors,  Coaxial  Coble 


Controls,  Photoelectric 
Dehydrators,  Automatic 
Fibers,  Microwave 
Fibers,  UHF  and  VHF 
Lighting  Equipment,  Tower 
Lines,  Slotted 
Masts,  Telescoping 
Phasing  and  Tuning  Equipment 


PARASOL 


ANTENNAS 


ANTENNAS 


ANTENNA  SYSTEMS 


TRANSMISSION  LINES 


Regional  Offices 


Affiliates 


NEW  YORK;  P,  O.  Box  416,  Ridgewood,  N  J  ,  Phone;  Gilbert  5-2500 
BOSTON,  P.  O.  Box  296,  Westwood,  Moss.,  Phone;  DA  vis  6-6500 


lOS  ANGELES  Andrew  Colit  Corp.,  941  E.  Morylind  Ave.,  Clortmont,  Calif.,  Phone  NAtionol  6  3505 
TORONTO-  Andrew  Antenno  Corp.,  Ltd.,  606  Beech  St.,  Whitby,  Ontario,  Phone;  MOhowii  8-3348 


Frsqutncy  Rang* 

ANDREW  Typs 

Numbsr  | 

(MC) 

4  ft.  Bis. 

8  ft.  <ia. 

ft.  Bis. 

10  ft.  Bis.  1 

890-  960 

P4-  8 

P6-  8 

PIO-  8 

1700-1850 

P4-17- 

P6-17 

PlO-17 

1850-1990 

P4-18 

P6-18 

PlO-18 

1990-2110 

P4-18 

P6-18 

PlO-18 

2450-2700 

P4-24 

P6-24 

PlO-24 

1  3700-4200 

P8-37 

5925-6425 

P4-59 

P6-59 

P8-59 

PlO-59 

6575-7125 

P4-65 

P6-65 

P8-65 

PlO-65 

7125-7425 

P4-71 

P6-71 

P8-71 

PlO-71 

ANTENNA  SYSTEMS  AND  PLANNING 


ASSOCIATED  ANDREW  PRODUCTS 


4  FOLDED  UNIPOUS-(25  me  to  174  me),  omnidirec- 
V  tional.  The  ideal  fixed  station  transmitting  and 

I  receiving  antenna.  Inexpensive,  lightweight  and 
^ .  easy  to  install.  Some  lower  frequency 
models  incorporate  new  design  changes 
^  which  increase  wind  load  ratings  and 

eliminate  field  cutting  of  vertical  elements  to 
^  frequency. 

HIGH  GAIN-for  148-174  me,  400-470  me.  Andrew  High  Gain 
omnidirectional  antennas  will  increase  your  coverage  and  mul¬ 
tiply  benefits  by  the  number  of  mobile  units  in  the  system. 
Tir**  numbers,  frequency  and  gain  are  shown  below. 

OmalBirsctional  Pattsm 


Type  3000 

148-174  me 

6.3  db 

Type  3006 

148-174  me 

9.0  db 

Type  212 

450-470  me 

10.0  db 

Type  4000 

450-470  me 

7.6  db 

Type  4002 

450-470  me 

5.0  db 

Type  4010 

400-420  me 

7.5  db 

TRANSMISSION  LINES 


5725  KEARNY 
VlUA  ROAD 
SAN  DIEGO  11 
CALIFORNIA 


A  Dl¥!S:an  Of  CoflU  ElKtrOnlCt  IlK. 


Contact  your  nearest  KIN  TEL 
representative  -  See  page  57. 


MODEL  401 
DC  DIGITAL  VOLTMETER 


Reference  Voltage . . .Chopper-stabilized 
supply,  referenced  to  an  unsaturated 
mercury-cadmium  standard  cell. 

Input  Impedance ...  10  megohms,  all 
ranges. 

Output... Visual  display,  plus  print 
control.  Automatic  print  impulse  when 
meter  assumes  balance.  No  accessories 
required  to  drive  parallel  input  printers. 


Input...  115  volt,  60  cycle,  single  phase, 
approximately  75VA. 

Dimensions... Control  unit,  SVi'  high 
X 19'  wide  X  16'  deep.  Readout  display, 
SVa'  high  x  19'  wide  x  9'  deep. 


Weight. ..Approximately  40  lb. 
Price. ..$2,100 


ELECTRONICS  BUYERS'  GUIDE -June,  1958  -  MID-MONTH 


BRIEF  SPECIFICATIONS 


Display... Four  (4)  digit  with  automatic 
polarity  indication  and  decimal 
placement.  Total  display  area  2'  high 
X  7.5'  long,  internally  illuminated. 
Individual  digits  IV^'  high. 


Automatic  Ranges... 0.0001  to  999.9 
volts  covered  in  four  ranges.  Sensitivity 
control  provides  least  digit 
sensitivities  of  .1, 1,  and  10  mv. 


Accuracy... 0.01%  ±1  digit. 


Counting  Rate ...  30  counts  per  second, 
providing  average  balance  (reading) 
time  of  1  second,  maximum  balance 
time  of  3  seconds. 


WAan  e/rfarlnf  ar  faakins  information 
piaaaa  mantion  (lactronici  Bwyari'  Gaida. 
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1.  SINGLE-PUNE  RUDOUT-  KIN  TEL  digital  Voltmeters  employ  a  simple 
projection  system  to  present  numbers  on  a  readable  single  plane... 
no  superimposed  outlines  of  “off”  digits  . . .  reduced  possibility  of 
error.  Standard  lamps  give  7000  to  8000  hours  of  life,  compared 
with  100  to  200  hours  for  ordinary  readouts. 

2.  COMPLETE  LINE  OF  ACCESSORIES  -  SPECIAL  SYSTEMS  -  Versatile  “digital 

building  blocks"  permit  measurement  of  AC,  ohms,  ratios  of  AC 
and  DC,  automatic  scanning  of  multiple  inputs.  Preamplifiers  in¬ 
crease  digital  voltmeter  sensitivity  to  1  microvolt  DC,  10  micro¬ 
volts  AC.  Buffers  permit  driving  typewriters,  tape  punches,  printers. 
KIN  TEL’s  Special  Products  Department  can  design  and  manufac¬ 
ture  digital  instruments  to  meet  your  special  requirements... com¬ 
plete  digital  systems  for  data  logging,  missile  checkout,  automatic 
production  line  testing. 

I.  AOVANCEO  CIRCUIT  DESIGN  -  Transistors  employed  where  they  contrib¬ 
ute  to  performance  and  reliability . . .  relay  drive  coils  energized 
with  DC  as  in  telephone  type  service  to  provide  long,  trouble-free 
operation  . . .  automatic,  continuous  standard  cell  calibration.  No 
electronic  circuitry  in  readout  allows  easy  remote  mounting.  Sensi¬ 
tivity  control  permits  stable  reading  of  noisy  signals. 

4.  MANUFACTURING  EXPERIENCE  -  KIN  TEL  has  manufactured  over  10,000 
“standard  cell  accuracy”  DC  instruments  on  a  true  production  line 
basis.  Only  by  this  method,  by  years  of  repeated  manufacturing  ex¬ 
perience,  by  an  over-all  awareness  of  the  accuracies  and  tolerances 
involved,  is  it  possible  to  guarantee  consistent  accuracy  and  relia¬ 
bility...  to  assure  real  value  for  every  dollar  you  invest. 

5.  NATIONWIDE  APPLICATION  ENGINEERING  FACILITIES  -  KIN  TEL  has  engineer¬ 
ing  representatives  in  every  major  city.  An  experienced  staff  of 
over  200  field  engineers  is  always  immediately  available  to  help 
solve  your  application  problems, provide  technical  data, or  prepare 
a  detailed  proposal.  Factory  level  service  is  available  in  all  areas. 


KIN  TEL 


PORTABLE  ALL-ELECTRONIC 
DIGITAL  VOLTMETER  MEASURES  MILLIVOLT 
TO  KILOVOLT 'WITH  0.1%  ACCURACY 
COSTS  ONLY  $960 

-i.V;,  / 
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MODEL  801 
DIGITAL  VOLTMETER 


No  moving  parts 


Digital  in-line  readout 


70  millisecond  conversion  time 


Adjustable  display  time 


Direct  voltage  conversion 


The  Model  801  digital  voltmeter  measures 
DC  voltages  from  .001  to  1000  volts  with 
0.1%  accuracy,  and  presents  these  voltages 
in  less  than  1/10  of  a  second  on  a  clear,  in¬ 
line  digital  readout  that  even  unskilled  per¬ 
sonnel  can  read  quickly  and  accurately,  with 
little  possibility  of  error.  Direct  voltage  meas¬ 
urement  by  successive  approximation  pro¬ 
vides  accuracy  and  sensitivity  previously  ob¬ 
tainable  only  in  delicate,  complex  and  expen¬ 
sive  instruments.  Extremely  stable  operation 
eliminates  the  necessity  for  recalibration. 

The  Model  801  is  ideal  for  production  line 
testing  and  calibration,  general  laboratory 
measurements,  and  instrument  calibration. 
Amazing  accuracy  and  reliability  are  assured 
by  KIN  TEL’s  years  of  designing  and  manufac¬ 
turing  experience... experience  gained  in  the 
manufacture  of  more  than  10,000  precision 
electronic  instruments. 


BRIEF  SPECIFICATIONS 

Accuracy . 0.1%  of  full  scale 

Input  Impedance . 20,000  ohms  per  volt* 

Ranges. ..  .0.000  to  1.599;  00.00  to  15.99;  000.0  to  159.9; 

0000.  to  1000  volts  (manual  ranging  and  polarity) 

Readout . 4  digits  plus  decimal  point 

Conversion  Rate . 10  per  second  (conversion  time 

approximately  70  milliseconds) 

Display  Time _ Adjustable  from  approximately  .1  second  to 

infinity  (plus  push-button  read  once  control) 

Dimensions . 11"  high  x  7V^"  wide  x  20"  deep. 

Power  Requirements . 105  to  125  volts,  60  cycle  AC. 

180  watts 

*The  Model  802  provides  10  megohms  input  impedance.  Price 
$1190.  In  other  special  models  the  binary  coded  decimal  and 
decimal  outputs  are  externally  available  to  permit  use  as  an 
analog  to  digital  converter. 

Contact  your  nearest  KIN  TEL  representative  -  See  page  57. 
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■  DIFFERENTIAL  DC  AMPLIFIER 
ISOLATES  INPUT  FROM  OUTPUT... 

ELIMINATES  GROUND  LOOP 
•  AND  HUM  PICKUP  PROBLEMS 


The  KIN  TEL  Model  I I4A  is  a  transistorized  differential  DC 
Amplifier  especially  designed  for  thermocouple  and  strain 
gage  measurement  where  the  transducer,  amplifier,  and 
output  device  are  grounded  at  different  locations.  The  1 14A 
provides  high  common  mode  rejection,  excellent  stability 
and  very  low  drift  and  noise.  And.  because  of  its  low  effec¬ 
tive  input  capacity  -  much  less  than  l/i/nfd  -  it  may  be  oper¬ 
ated  with  either  balanced  or  greatly  unbalanced  transducers 
and  other  input  circuitry.  This  -  coupled  with  the  fact  that 
input  circuit,  output  circuit,  and  amplifier  chassis  may  be 
grounded  at  separate  points  -  eliminates  the  possibility  of 
low-level  input  signals  being  masked  by  the  large  AC  hum 
or  noise  signals  which  are  usually  developed  in  grounding 
systems,  especially  where  long  cable  runs  are  used. 

KIN  TEL’s  unique  circuit  design  provides  effective  feedback 
from  actual  output  to  input  terminals.  Input  chopper  and 
transformer  are  within  the  feedback  loop.  Extreme  varia¬ 
tions  in  output  load  will  not  affect  gain  accuracy,  stability, 
or  linearity.  The  input  circuit  and  the  output  circuit  of  the 
114A  each  has  two  signal  terminals  and  a  “guard”  termi¬ 
nal.  Input  signal  and  guard  terminals  are  completely  isolated 
from  output  signal  and  guard  terminals,  and  each  guard  ter¬ 
minal  is  isolated  from  its  respective  signal  terminal.  All  sig¬ 
nal  and  guard  terminals  are  isolated  from  chassis  ground. 
A  separate  chassis  ground  terminal  is  available. 

Price;  114A  Amplifier  /  $675;  190  Cabinet  for  Single  114A  /  $105; 

195  Module  for  Six  114A's  /  $200.  (114A's  must  be  used  with 
190  Cabinet  or  195  Module.) 


160  db  DC,  120  db  60  cycle  common  mode 
rejection  with  as  much  as  10,000  ohms 
unbalance  in  either  input 


Input  completely  isolated  from  output 


Input  and  output  differential  and  floating 


5,uV  stability  for  thousands  of  hours 


Gain  of  10  to  1000  in  five  steps 


1.0%  gain  accuracy,  0.1%  gain  stability 


>  5  megohms  input,  <  2  ohms  output  impedance 


10  volt  at  10  ma  output 


120  cycle  bandwidth 


Integral  power  supply 


Contact  your  nearest  KIN  TEL  representative  -  see  page  57. 
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WIDEBAND  DC  AMPLIFIER 
AMPLIFIES  MICROVOLTS  WITH  MAXIMUM 
STABILITY,  MINIMUM  DRIFT 


KIN  TEL  1 1 1 BF  DC  amplifiers  provide  accurate  amplifica¬ 
tion  of  millivolt  and  microvolt  level  signals  from  DC  to  40 
KC.  They  are  the  basic  component  for  all  data  transmission, 
allowing  simple,  reliable  measurement  of  strain,  pressure, 
temperature,  vibration,  flow,  displacement  and  other  physi¬ 
cal  phenomena.  The  unsurpassed  dynamic  performance,  ex¬ 
cellent  stability  and  drift  characteristics  of  the  1 1 1  BF  make 
dynamic,  high-accuracy  DC  instrumentation  systems  prac¬ 
tical.  DC  instrumentation  systems  employing  kin  tel  DC 
amplifiers  offer  greater  accuracy,  simpler  operation,  and  less 
maintenance  than  carrier  or  AC  systems. 

KIN  TEL  DC  amplifiers  employ  a  unique  chopper-stabilized 
circuit  with  multiple  feedback  loops  to  assure  high  accuracy, 
stability  and  uniform  frequency  response,  regardless  of  load 
or  gain  changes. 

KIN  TEL  wideband  DC  amplifiers  are  used  in  conjunction 
with  strain  gages,  thermocouples  and  other  types  of  trans¬ 
ducers  to  test  missiles,  aircraft,  bridges,  buildings,  ships, 
guns,  heavy  machinery ...  for  medical  research . . .  for  evalu¬ 
ating  strength  and  riding  quality  of  vehicles... for  control  of 
atomic  reactors  and  chemical  and  industrial  processes . . . 
and  for  basic  laboratory  measurements.  In  one  installation 
alone,  kin  tel  amplifiers  have  logged  over  a  million  hours 
of  accurate,  trouble-free  operation. 


MODEL  lllBF 
DC  AMPLIFIER 


±2  microvolt  stability 


<5  microvolt  noise  /  40  KC  bandwidth 


100  Kfi  input,  <  In  output  impedance 


±45V,  -40  ma  output 


10  accurate,  continuously  variable  gain  ranges 


Integral  power  supply 


BRIEF  SPECIFICATIONS 

Gain  (Phase  Inverting) _ Steps  of  0,  20.  30,  50,  70,  100, 

200,  300,  500,  700,  1000  with  continuous 
1  to  2  times  variation  of  each  step. 

Gain  Accuracy. . .  1%,  DC  to  2  KC;  3  db  down  at  40  KC. 

Gain  Stability . 0.1% 

Input  Impedance . 100,000  ohms. 

Output  Impedance  .Less  than  1  ohm  in  series  with  25/ih. 

Equivalent  Input  Drift . ^2/iv. 

Equivalent  Input  Noise  .0  to  3  cps.  less  than  5;iv  peak  to 
peak;  0  to  750  cps,  less  than  5/iv  peak  to  peak; 
0  to  50  kc.  less  than  12/iV  RMS. 

Chopper  Intermodulation . Less  than  0.1% 

Maximum  Output  Cable  Capacity . 1.0/if  (external). 

Linearity  . Better  than  0.1%  to  2  KC. 

Output  Capability.  Up  to  35V  where  Rl>  1000  ohms;  45V 
where  Rl  >10.000  ohms;  Up  to  ±40 
ma  where  Rl  is  10  to  400  ohms. 

Frequency  Response . 0.1  db  to  2  KC;  0.3  db  to  10  KC; 

less  than  3  db  down  at  40  KC. 

Rise  Time . Less  than  lO/i  sec. 

Phase  Shift  . Less  than  5“  to  2  KC. 

Overload  Recovery  Time . Less  than  3  sec. 

Dimensions: 

Amplifier  Unit . 2^'»"  wide,  7V8''  high,  HVs"  deep. 

Unit  in  Cabinet . 5’7u"  wide,  10"  high,  18'a”  deep. 

Rack  Adaptor  Module  for  6  Amplifiers .  19"  wide, 

8%"  high.  I8L4"  deep. 

Power  Requirements: 

Amplifier . 117V  (105-125V).  60  cycles.  70  VA. 

Cabinet . 117V,  60  cycles.  15  VA. 

6  Unit  Module . 117V.  60  cycles,  45  VA. 

Net  Weight  (Amplifier) . 11  lbs. 

Price:  Amplifier  . $575.** 

Cabinet,  with  fan  and  connector . $105. 

6  Unit  Module,  with  fans  and  connectors  $200. 
*Also  available  as  an  operational  version  (lllBFO)  in  which 
ifhe  “ZERO"  gam  position  is  an  open  loop  position,  allow¬ 
ing  the  user  to  employ  his  own  feedback  networks. 
'•Amplifier  must  be  operated  in  Module  or  Cabinet 

Contact  your  nearest  KIN  TEL  representative  - 
See  page  57. 
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The  ONE  Universal  Meter 

MICROVOLTS  TO  KILOVOLTS- MICROAMPS  TO  MILLIAMPS 


NEW  ELECTRONIC  GALVANOMETER 


100/1^3  to  lOOma  Full  Scale 


lOO^v  to  lOOOv  Full  Scale 


High,  Fixed  Input  Impedance 


15  Voltage,  10  Current  Ranges 


Zero  Center  Meter 


Use  as  80db  DC  Amplifier 


The  Model  203  microvolt-ammeter-amplifier  utilizes 
KIN  TEL’s  unique  chopper  circuit  to  provide  accu¬ 
rate  measurement  of  DC  from  10/iv  to  1000  volts 
or  10/i)ua  to  lOOma.  A  zero-center,  mirrored  scale 
provides  instant  polarity  indication.  It  may  also  be 
used  as  an  exceptionally  stable  DC  amplifier  with 
up  to  80db  gain,  high  input  impedance,  low  output 
impedance,  and  only  10/tv  drift.  The  Model  203  is 
the  ideal  general  purpose  laboratory  meter,  produc¬ 
tion  test  set.  null  meter,  or  amplifier  for  extending 
the  range  of  recording  instruments. 


Viltaft  Range  (full  scale) . lOO/iv  to  lOOOv 

Current  Range  (full  scale) . 100^^3  to  lOOma 

Input  Impedance . 10  megohms  below  10  mv, 

30  megohms  at  30  mv, 
100  megohms  above  30  mv 

Impedance  AccurKy  . ±1.5% 

AccurKy  en  all  Ranges . ±3%  of  full  scale 

Maximum  Gain  as  Amplifier . 80db  ±1.5% 

Output  Rating . 1  volt  across  1000  ohms 

Output  Impedance . Less  than  2  ohms 

Orift  (after  IS-min.  warm-up) . IOmv  equivalent  input 

Price . g550. 


DC  Null  Detector 


Microvoltmeter 


Micro-Microammeter 


Microvolt  Level  DC  Amplifier 


Functionally  equivalent  to  suspension  galvanom¬ 
eters,  the  Model  204A  is  ideal  for  DC  null  detection 
in  low-level  bridge  and  potentiometer  circuits,  pro¬ 
duction  testing,  or  low-Ievel  DC  amplification,  kin 
tel’s  chopper-stabilized,  all-transistor  circuit  com¬ 
bines  extreme  sensitivity  with  immunity  to  shock, 
microphonics  or  overload.  Current  sensitivity  is  20 
times  greater  than  high  quality,  mechanical  current 
galvanometers.  As  a  voltage  galvanometer,  its  ex¬ 
tremely  high  power  sensitivity  makes  the  204A  supe¬ 
rior  to  low  impedance  moving  coil  instruments.  Also 
available  as  a  DC  amplifier  only. Same  performance 
specifications  apply. 

Sunsitivity . . .  ±  10/iv  to  ±  10  volts  or  ±0.00lM3(20/iMa/div.) 

to  ±  1  ma  full  scale.  Positions  provided  for 
shorted  input  (Zero)  and  open  input  (Inf.) 

Power  Sensitivity . 10-'^  watts,  full  scale 

Input  Resistance . Constant  10,000  ohms 

except  on  “Zero”  and  "Inf.” 

Response  Time . Approx.  2  sec.  FS 

Source  Resistance . No  restrictions 

Zero  Adjust . ±15mv  equivalent  input  on  10  and  lOO^v 

ranges;  ±15%  of  FS  on  other  ranges. 

Zero  Drift . <2  microvolts 

Output  as  amplifier . ±1  volt  at  1  ma  (Inverting) 

Noise  Level . 1/iv  P-P  equivalent  input  on  IOmv  range 

Accuracy  . 3%  of  FS  on  2  lower  ranges.  4%  above 

Isolation . Very  high  isolation  from  line  and  chassis 

Over-Range . 100  volts  on  highest  range.  100  times 

full  scale  on  other  ranges. 
Price  (204A  Cabinet  or  204AR  19'  Rack  Mount) . $325. 


o 


MODEL  203  *0 

The  Model  203AR  is  an  extremely  compact.  514 'x  19’,  rack 
mountable  version  of  the  Model  203  microvolt-ammeter- 
amplifier.  Specifications  and  operating  features  are  the  same 
as  the  Model  203  except  current  ranges  are  I  milli-microamp  to 
I  amp  in  19  ranges  and.  as  an  amplifier,  output  capability  is  I 
volt  output  into  500  ohms.  Price  $550. 


The  Model  202B  is  a  combina¬ 
tion  microvoltmeter  and  ampli¬ 
fier  for  use  where  the  lowest  volt¬ 
age  range  and  the  current  ranges 
of  the  Model  203  are  not  required. 
Fourteen  DC  voltage  ranges  cov¬ 
er  from  300  microvolts  to  1000 
volts  full  scale. 

Drift,  after  15-minute  warm-up, 
is  less  than  15  microvolts  equiva¬ 
lent  input;  maximum  gain  as  a 
DC  amplifier  is  70  db;  and  out¬ 
put  capability  is  I  volt  across 
2000  ohms.  Other  operating  fea¬ 
tures  are  the  same  as  the  Model 
203.  Price  $350. 


Contact  your  nearest  KIN  TEL  representative  -  See  page  57. 
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for  data  transmission... 

•  danger  zone  observation... surveillance  work... 

KIN  TEL  CLOSED  CIRCUIT 
TELEVISION  OFFERS.  ! 
ADVANTAGES  NO  OTHER  SYSTEM  PROVIDES 


CLOSED  CIRCUIT 
TELEVISION 


PHOTO-PRINT  PICTURE  QUALITY -S2S  line,  fully  interlaced  scanning,  8 
megacycle  bandwidth  gives  full  600  line  horizontal  resolution  for 
better  than  broadcast  performance. 

HIGH  SENSITIVITY  -  Dual  cascode  preamplifier  in  camera,  40  db  gain 
in  monitor  assure  excellent  pictures  at  normal  room  lighting  levels. 
MOOERN  CIRCUIT  oESiGN  -  Such  essential  features  as  keyed  clamps,  high 
peaking  and  aperture  correction,  electronically  regulated  power 
supplies  and  ultra-stable  phantastron  sync  generator  circuitry  pro¬ 
vide  unsurpassed  picture  quality  and  operational  stability. 

SIMPLE  INSTALLATION  -  Compact  Camera,  only  9"x  514 'x  314",  readily 
fits  confined  areas.  Camera  control  and  monitors  available  in  cabi¬ 
nets  or  for  19-inch  rack  mounting.  Only  one  cable  between  camera 
control  and  monitor.  No  special  adjustments  necessary  for  differ¬ 
ent  cable  lengths. 

SIMPLE  OPERATION  -  No  Complex  adjustments  are  necessary  during 
operation.  The  whole  system  is  easily  operated  by  inexperienced 
personnel  without  technical  training. 

EASILY  SERViCEO  -  Modular  subassembly  construction  allows  easy  ac¬ 
cess  to  all  components  for  service  adjustments. 

RUGGED  durability-AII  KIN  TEL  TV  equipment  is  designed  for  trouble- 
free,  continuous  duty  operation.  Special  equipment  is  ideally  suited 
for  use  in  extremes  of  temperature,  noise,  humidity,  and  other 
adverse  environmental  conditions. 

versatility  -  KIN  tel’s  exceptionally  complete  line  of  standard  ac¬ 
cessories  allows  the  design  of  custom  systems  to  meet  your  exact 
requirements.  The  basic  system  is  easily  expanded  with  more  moni¬ 
tors  (ranging  in  size  from  8"  to  27"),  cameras  and  accessories,  as 
requirements  demand. 

tow  COST-KIN  TEL  TV  systems  are  surprisingly  low  in  cost,  and  may 
be  obtained  on  a  lease-purchase  plan. 


Wfwn  ordering  or  (ooking  information 
plooM  ntonlion  Ehetronits  liryori'  GwMo. 
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Rapid  Data  Transmission. ..Use  KIN  TEL  Television 
to  transmit  any  visual  information  instantaneously - 
viewed  simultaneously  in  as  many  locations  as  de¬ 
sired.  Indispensable  for  remote  viewing  of  meters, 
graphs,  schedules,  blueprints,  photographs,  complex 
parts,  personnel  signatures,  fingerprints  and  images 
from  microscopes,  transits  and  other  optical  devices. 


Danger  Zone  Observation... Use  KIN  TEL  Television 
for  safe  observation  of  hazardous  operations.  For 
remote  observation  and  control  of  operations  involv 
mg  radioactive  materials,  rocKet  blasts,  test  cells, 
flames  and  explosives;  inside  containers  with  deadly 
atmospheres  or  in  any  location  unsuitable  or  uncom 
fortable  for  humans.  Special  housings  are  available 
to  protect  the  camera  under  almost  any  situation 


Surveillance. ..Use  KIN  TEL  Television  for  continuous 
surveillance  over  many  widely  separated  subjects 
or  for  scanning  vast  areas  from  a  central  control 
point.  For  traffic  control  on  airport  runways,  high¬ 
ways,  railroad  switchyards;  for  watching  automatic 
process  control  operations;  for  monitoring  ware¬ 
houses  and  loading  docks;  underwater  and  automatic 
operations  otherwise  requiring  standby  personnel. 

Contact  your  nearest  KIN  TEL  representative- see  page  57. 
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CONTACT  YOUR  NEAREST 
KIN  TEL  EN6INEERIN6 
REFRESENTATIVE 


KIN  XEL 


KIN  TEL  DC  SUPPLIES  PROVIDE  STANDARD  CELL  ACCURACY 
0.01%  Stability-0.002%  Regulation -Lowest  Ripple 


New  DC  Standard  and  Null  Meter 
measures  and  supplies  I  to  SOI  volts 
DC  with  .02%  accuracy. 

The  Model  301  is  a  combination 
variable  DC  secondary  standard, E>C 
I  V  voltmeter  and  high-accuracy  null 
voltmeter,  kin  tel’s  chopper-stabil- 
"  a  'I  ized  circuit  constantly  compares 
9  the  output  with  an  internal  standard 

A  A  cell  to  provide  stability,  accuracy. 

Vv  and  excellent  dynamic  characteris- 

*  tics.  Ideal  for  production  calibration 

^  of  precision  measuring  instruments 

and  power  supplies,  or  as  a  versatile 
MODEL  301  precision  reference  for  laboratories. 

Oatpat  Carraat . 0  to  20  ma  Laa(  Tiaia  Stakility. .  ±  100  parts  per  million 

Matar  Accaracy . 4%  of  full  scaie  Oatpat  Valtaga  Calibration.  .±0.02%  or  2mv 

DC  Oatpat  impaOanca . O.OI  ohm  Oatpat  Ham  ana  Na<ta..Lass  than  IOOmv  RMS 

Raspanta  Tima . 0.2  millisecond  Load  Ragaiatian  .0.002%  no  ioad  to  fuii  ioad 

Oatpat  Valtaga . 1.00  to  SOI  volts.  Dial  Selection 

OC  Sapply  Oatpat  A  DC  Inpat  Meter  Ranges . . .  ±  500,  50  volts 

DC  Nall  Meter  Ranges . ±50,  5.  0.5,  0.05  volts 

Sbart  Time  Stability  (several  boars) _ ±50  parts  per  million 

line  Ragaiatian . 0.002%  for  ±10%  iine  voltage  change 

Net  Weight . 29.5  pounds 

Price . S625. 

RKk  Mount  Model  301R  available 

METER  CALIBRATORS 

Meter  calibrators  utilize  kin  tel’s  unique  chopper  circuit  to  contin¬ 
uously  compare  the  output  against  internal  standard  cell,  providing 
unequalled  stability,  accuracy,  and  dynamic  characteristics  -  regard¬ 
less  of  line  or  load  changes.  Calibrated  dials  permit  instant  voltage 
selection.  Excellent  for  all  laboratory  and  production  calibration. 
Various  models  available  up  to  1000  volts  and  up  to  200  milliamps. 
Both  current  and  voltage  regulated. 

POWER  SUPPLIES 

Merely  dial  the  voltage  desired,  and  kin  tel  absolute  DC  power 
supplies  instantly  provide  the  desired  voltage  to  an  accuracy  nor¬ 
mally  attained  only  with  standard  cells.  Ideal  in  the  design  of  com¬ 
plex  electronic  circuitry  or  wherever  a  precision  voltage  source  with 
unequalled  dynamic  characteristics  is  required.  Nine  models  avail¬ 
able  from  2  to  2000  volts  and  from  20  milliamps  to  2  amps. 


The  Research  Division  of  Cohu  Electronics,  Inc.,  is  engaged  in  the 
design,  development  and  -  through  kin  tel  and  the  other  divisions 
of  Cohu  Electronics  -  the  manufacture  of  digital  components  for 
both  commercial  and  military  applications. 

The  Division  is  now  in  a  position  to  offer  its  services  to  outside  indus¬ 
trial  or  governmental  organizations  either  on  a  consulting  basis  or 
in  the  design  and  development  of  specialized  components. 

Products  and  capabilities  of  the  Division  include:  analog  amplifiers 
. . .  analog-to-digital  and  digital-to-analog  converters . . .  electronic 
multiplexers  and  decommutators... buffers  for  format  or  time  trans¬ 
lation...  time  genera  tors...  time  selection  or  digital  comparators... 
magnetic  tape  or  drum  and  punched  tape  or  card  reading  and  writ¬ 
ing  systems... plug-in  digital  building  blocks. 

Etr  mart  InfarmatiM  CMtact:  Research  Division  of  COHU  ELECTRONICS,  Inc.,  14743  Lull 
Street,  Van  Nuys,  Calif.,  Phone:  STate  5-8621  or  contact  your  nearest  KIN  TEL  Representative 
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ALABAMA:  See  Ga.,  Bivins  &  Caldwell,  Inc. 

ARIZONA:  Phoenix,  Neely  Enterprises,  641  E.  Missouri, 
CRestwood  4-5431;  Tucson,  232  S.  Tucson  Blvd., 

MAm  3-2564 

ARKANSAS:  See  Texas,  A.  Barnes  Co. 

CALIFORNIA:  North  Hollywood,  Neely  Enterprises, 

3939  Lankershim  Blvd.,  STanley  7-0721; 

Sacramento  1317  Fifteenth  St  .  Gilbert  2-8901; 

San  Carlos:  501  Laurel  St.,  LYtell  1-2626; 

San  Oiego  6:  1055  Shatter  St.,  ACademy  3-8106 
COLORADO:  Denver.  Lahana  A  Co.,  1886  S.  Broadway, 
PEarl  3-3791 

CONNECTICUT:  BriOgeport,  Teweil  Assoc.,  Inc., 

1101  E  Mam  St.,  FOrest  6  3456 
DELAWARE:  See  Md.,  Horman  Assoc.,  Inc. 

OIST.  OF  COLUMBIA;  Washington,  Horman  Assoc., 

2017  S  '  St..  NW.  DEcatur  2-5705 
FLORIDA:  Orlando,  Bivms  &  Caldwell,  Inc., 

1226  E.  Colonial  Or  .  CHerry  1-1091 
GEORGIA;  Atlanta  5,  Bivins  &  Caldwell,  Inc., 

3133  Maple  Or..  NE.  CEdar  3-7522 
IDAHO:  See  Wash.,  ARVA 
ILLINOIS:  Chicago  45.  Crossley  Assoc., 

2711  W  Howard  St.,  SHeldrake  3-8500 
INDIANA:  Indianapolis,  Crossley  Assoc.,  Inc., 

5420  N  College  Ave.,  Clifford  1-9255 
IOWA:  Eastern:  See  III.,  Crossley  Assoc.,  Inc4 
Western  See  Minn.,  Crossley  Assoc.,  Inc. 

KANSAS:  See  Mo  .  Harris-Hanson  Co. 

KENTUCKY:  See  N  C..  Bivins  6  Caldwell,  Inc. 
LOUISIANA:  See  Texas,  A.  Barnes  Co. 

MAINE:  See  Mass.,  Yewel  Assoc.,  Inc. 

MARYLAND:  Baltimore  10,  Horman  Assoc.,  Inc., 

635  St  John's  Rd  .  HOpkins  7-2290 
MASSACHUSETTS:  Burlington,  Yewell  Assoc.,  Inc., 
Middlesex  Turnpike,  Phone  7-2561 
MICHIGAN;  Detroit  35.  S.  Sterling  Co., 

15310  W  McNichols  Rd.,  BRoadway  3-2900 
MINNESOTA:  St.  Paul.  Crossley  Assoc.,  Inc. 

842  Raymond  Ave  .  Midway  6-7881 
MISSISSIPPI:  See  Texas.  A.  Barnes  Co. 

MISSOURI:  Kansas  City  30,  Harris-Hanson  Co., 

7916  Paseo  Ave  .  Hlland  4-9494 
MONTANA:  Eastern.  Sec  Colo.,  Lahana  &  Co.; 

Western;  See  Wash.,  ARVA 

NEBRASKA:  Eastern  See  Mmn.,  Crossley  Assoc.,  Inc.; 

Western.  See  Colo.,  Lahana  6  Co. 

NEVADA:  See  Calif.,  Neely  Enterprises 

NEW  HAMPSHIRE:  See  Mass  .  Yewell  Assoc.,  Inc. 

NEW  JERSEY:  Asbury  Park,  I.E.  Robinson  Co., 

905  Mam  St  .  KEIIogg  1-3150; 

Englewood.  RMC  Assoc.,  391  Grand  Ave., 

LOwell  7-3933 

NEW  MEXICO:  Albuquerque.  Neely  Enterprises, 

107  Washington  St..  SE,  Phone  5-5586; 

Las  Cruces,  126  S.  Water  St.,  JAckson  6-2486 
NEW  YORK:  New  York  21,  RMC  Assoc., 

236  £.  75th  St.,  TRafalgar  9-2023; 

Syracuse  2,  J.  0  Ryerson  Assoc.,  Inc., 

412  Genesee  East.  GRanite  6-8344 
NORTH  CAROLINA;  High  Point,  Bivins  &  Caldwell,  Inc., 
P.  0.  Box  5187,  Phone  3672 
NORTH  DAKOTA;  See  Mmn  .  Crossley  Assoc.,  Inc. 

OHIO:  Cleveland  21.  S.  Sterling  Co., 

4311  Mayfield  Rd  .  Evergreen  2-4114; 

Dayton  19,  Crossley  Assoc.,  Inc., 

53  Park  Ave  .  AXmmster  9-3594 
OKLAHOMA:  See  Texas.  A.  Barnes  Co. 

OREGON:  Portland  9.  ARVA. 

1238  NW  Glison  St..  CApital  7-1281 
PENNSYLVANIA;  Camp  Hill,  I.  E.  Robinson  Co., 

2120  Market  St..  REgent  7-6791; 

Pittsburgh  36.  H.  E.  Ransford  Co., 

5400  Clairton  Blvd.,  TUxedo  4-3425; 

Upper  Darby.  I.  E  Robinson  Co., 

7404  West  Chester  Pike,  FLanders  2-7017 
RHODE  ISLAND;  See  Mass  .  Yewell  Assoc.,  Inc. 

SOUTH  CAROLINA;  See  Ga.,  Bivms  &  Caldwell,  Inc. 
SOUTH  DAKOTA:  See  Mmn..  Crossley  Assoc.,  Inc. 
TENNESSEE:  See  N  C  .  Bivins  &  Caldwell,  Inc. 

TEXAS:  Dallas  19.  Arnold  Barnes  Company, 

3603  Lemmon  Ave.,  Phone  LAkeside  6-8735 
UTAH;  See  Colo  .  Lahana  &  Co., 

VIRGINIA;  See  N.  C  .  Bivms  &  Caldwell,  Inc. 
WASHINGTON:  Seattle  99.  ARVA. 

120  W.  Thomas  St..  Murdoch  7337 
WEST  VIRGINIA;  Northern;  See  Pa..  H.  E.  Ransford  Co.; 

Southern:  See  N.  C.,  Bivms  &  Caldwell,  Inc. 
WISCONSIN:  Eastern:  See  III.,  Crossley  Assoc.,  Inc.; 

Northeastern  See  Mmn.,  Crossley  Assoc..  Inc. 
WYOMING:  See  Colo.,  Lahana  &  Co. 
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Reliability  unmatched..  . 


ALL  TUBES 
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VIBRATUm  TEST 


SHOCK  TEST 
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BOMAC  first  name 

Reliability  .  .  .it’s  the  single  most  important  fact  about  any  microwave 
tube  or  component.  That’s  why  every  single  Bomac  tube  and  component 
(and  we  make  over  750  different  types)  is  100%  pre-tested  for  peak  performance 
and  uniformity  before  shipment.  Above  are  a  few  of  the  countless  ways 
in  which  tubes  are  put  through  their  paces  at  Bomac. 


Bomac  stands  for  reliability  you  can  count  on,  whatever  your  needs. 
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in  microwave  for  reliability 

Bomac,  one  of  the  nation’s  largest  designers  and  manufacturers  of  micro- 
wave  products,  offers  complete  engineering  and  development  services  .  .  . 
a  complete  line  of  fully  tested  tubes  and  components.  For  more 
information,  write  for  Bomac’s  free,  6-page  file-size  folder  f 

with  specifications  on  more  than  700  microwave  products,  (f 


OIRcis  la  m|k  cWm — Chicato  •  Kansas  City  •  Los  Angeles  •  Dallas  • 
Dayton  •  Washington  •  Seattle  •  San  francisco  •  Caaada:  R-O-R  Associates 


I-  »  D  J  D  I  n  Dayton.  Washington  •Seattle ‘San  francisco*  Ciiada:  R-O-R  Associates 
ATOItlKS,  INO..  Salem  noaa,  Beverlj>,  Mass,  limited,  1470  Don  Mills  Road.  Don  Mills.  Ontario  »  Eigert:  Maurice  I. 

■  —  Parister,  741-74S  Washington  St..  N.Y.C.  14.  N.Y. 


Always  a 

dependable  Source! 


64-page  Catalog 
and  Price  Schedule 


630  BROADWAY,  NEW  YORK  12,  N.  Y. 

Branch  Warnhoutes:  Newark,  N.  J.,  170  Malveme  St.  •  Pittsburgh,  Pa.,  119-9th  St.  •  Miami,  Fla.,  3801  N.W.  2nd  Ave. 


CONTACT 


Catalog  lists  complete  specifications,  dimensions, 
colors  and  prices  of  industrial  and  decorative 
plastic  sheets,  rods,  tubes,  etc.  —  either  cast,  ex¬ 
truded,  molded  or  laminated.  Plastic  coatings  and 
fabrication  supplies  are  also  included. 


Commercial  Plastics  and  Supply  Carp. 

630  Broadway,  New  Yoik  12,  N.  Y. 

Gentlemen: 

Pleose  send  the  following  ,  . . 

Q  64.pg.  Cotalog  6  Price  Schedule  "Plastics  for  Industry" 
O  "S9.  Pt.  Converter  Cbort"  for  sheets  up  to  67"  x  102" 
O  "Plostics  Properties  Chort" 


For  the  Electronics  Industry 
we  also  stock 
MELAMINE,  SILICON, 
EPOXY  LAMINATES 
—VULCANIZED 
)  FIBRES  AND 


FABRICATION  DIVISION 

Oer  Cemee  Division  Is  1  cemplele  custom 
service  ter  the  srecision  Isbricellen  ef  both 
thermeelestie  end  thermesettinf  sisstic  mete- 
rlsls.  Parts,  assemblies  and  products  are 
produced  te  exact  blueprint  spaclflcatlons. 
Write  for  details! 

■  COMCO  PLASTICS,  inc. 

97-24  Albert  Road  Oione  Park  17,  N.  V. 
Phene:  Mlchlpan  1-0934 


X\-  ^ 

GRomercy  7-500C 


COMMERCIAL 

ircy  7-5000  PLASTICS  AND  SUPPLY  CORP. 


PLEXIGLAS 


ACETATE 


POLYSTYRENE 


POLYETHYLENE 


PHENOIIC  LAMINATES 


60 


Wh«n  ordering  or  feeLing  in^ormo^ion 
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-  SHORT  FORM 
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Side  View 
Model  64 

(Shields  Removed) 


Frequency  Range:  DC  to  KKM)  M('. 

Impedance:  '»0  ohms. 

Connectors:  Female  Type  N,  permitting  sepa¬ 
rate  input  and  output  connection  to  each 
drum  on  front  panel. 

Maximum  VSWR  (When  Terminat€*d  in  50 
Ohms):  DC-4(M)  1.10;  4(MM(HK(  MC;  1.1.5. 

Maximum  Power  Input:  UK)  .\1W  CW. 

Accuracy  of  Insertion  I.a)ss  at  DC:  (DM  devia¬ 
tion  from  nominall  1-5  DM;  0.02  DM;  6-10  DM: 
0.05  DM;  20-50  DM:  0.1  DM. 

Maximum  Change  of  Incremental  Insertion 
Loss  (DC  to  1000  .MC):  1-10  DM;  0.1  DM; 
20-50  DM;  0.1  10  DM. 

Maximum  Insertion  Loss  Per  Drum  at  Zero 
Position:  .At  DC:  0.(K(5  DM;  at  4(Mt  MC;  0.2 
DM;  at  KMM)  .MC:  0.4  DM. 

Calibration  Data  Supplied:  Complete  in.s«*rtion- 
loss  calibration  data  in  a  50-ohm  system  for 
each  step  are  supplied  with  each  instrument 
at  !)(',  400  MC,  and  10(M)  MC.  VSWR  data 
h)r  both  terminals  of  each  drum  are  also  .sup¬ 
plied  at  400  and  1000  MC.  Voltage  division 
at  DC  when  terminated  in  50  ohms  is  sup¬ 
plied  also.  Calibrations  at  additional  frequen¬ 
cies  can  be  supplied  at  additional  cost. 


If  .  I 


Attenuation  Range 


Drum  A  |  0-3  DB  in  one  step;  3-4  DB  in  10  steps  of  0.1  DB  each 

Drum  B  0-10  DB  in  10  steps  of  1.0  DB  each 

- ^ - 

Drum  C  I  0-50  DB  in  5  steps  of  10  DB  each 


Model  60  Embodies  one  drum  B  and  one  drum  C 


Model  61  I  Embodies  one  drum  B 


Model  62  I  Embodies  one  drum  C 


Model  63  Embodies  one  drum  A 


Model  64  |  Embodies  one  drum  A,  one  drum  B,  and  one  drum  C 


535MN 


Mates 

With 


MODEl.  MS-1 


SO.2S0  MCS 


Srm:-buCt«1l>  witlMM 
ftbdinf  coiitaru 


DOUBLE  -  STUB 

TUNERS 


MODULATED 


Models  MS- 1,  MS-2,  MS-3 


•  Chart  on  base  for  easy  match¬ 
ing  of  ranges. 

•  Collect -type  locks  prevent  acci¬ 
dental  movement  of  stubs. 

•  Adjustable  spacing  between 
stubs. 

•  Wide-range  impedance  match. 

•  Minimum  noise  when  short  is  in 
motion. 


Freq. 

Mod. 

Range 

KMC 

109 

.75  -  10 

109L 

.4  -4 

109LL 

.2  -2 

Coaxial  Terminations 

Model  535 


Frequency  Calibration  Accuracy:  rt  1%. 

Modulation:  100%  square-wave  at  1000  cps  from  internal  source  or 
at  a  frequency  of  from  100  to  2000  CPS  from  an  external  source 
capable  of  supplying  5  volts  RMS  square  or  sine  wave  to  a 
100,000-ohm  load. 

Internal  Modulating  Frenquency:  1000  CPS  variable  over  a  range 
of  :t20  CPS  by  means  of  a  panel-mounted  screw-driver  control. 
Stability  after  warm-up  is  better  than  2  cps  8  hr. 

Amplitude  Stability:  After  one-hour  warm-up  and  without  the  reg¬ 
ulator  circuit:  i:  0.1  db/hr.  with  external  directional  coupler 
and  internal  regulator:  0.05  db/hr.,  with  the  use  of  an  external 
directional  coupler  and  the  internal  regulator,  the  incident  power 
will  change  less  than  0.2  db  for  a  change  of  load  impedance  from 
25  to  150  ohms.  This  is  equivalent  to  a  matched  source.  If  a 
voltage  probe  is  used  instead  of  directional  coupler,  the  voltage 
variation  at  the  probe  is  held  to  about  10%  of  the  variation  that 
would  occur  without  the  regulator.  This  is  equivalent  to  a  con¬ 
stant  voltage  source. 

Power  Monitor:  When  a  square-law  detector  such  as  a  barretter  is 
used  with  a  directional  coupler,  the  front-panel  power-meter 
reading  is  proportional  to  incident  power.  Adjustments  are  pro¬ 
vided  to  make  it  read  directly  in  milliwatts.  The  AC  voltage  at 
the  RF  power  monitor  output  jack  is  proportional  to  incident 
power  as  long  as  a  square-law  detector  and  directional  coupler 
are  used. 


535FC 


Frequency  Range:  DC 
to  10  K.MC 

Maximum  Power  Input: 
1  watt  average,  1  kw 
peak  (at  pulse-length 
not  exceeding  5  micro¬ 
seconds!. 

Maximum  VSWK:  .See 
tables. 

DC  Resistance:  .50  ohms, 
plus-minus  1  ohm  at 
25  C. 

Temperature  Coefficient 
of  Resistor:  0.0.3';  ‘C. 

Calibration  Data  Sup¬ 
plied:  DC  resi.stani'e  ac¬ 
curate  to  0.25" . 

VSWR  at  400  and  KKMI 
MC  accurate  to  2'?;  at  2 
K.MC  and  4  KMC,  to 
3";  at  7.5  K.MC  and  10 
KM(',  to.5%. 


Order  hy  Medel  Number 


FrvRu«fH'>  ranfv 

MBXumim  avecai^  power  output 

1100%  >quf<  waxr  nodoktodl 


Warm^tp  fra^uent-y  drift 


Model  Type 
No.  Connector 


Maximum  VSWR  in  Method  of  VSW 
5()-ohm  Svatem*  Measuremenl 


535- .MN  “N"  Male  T  UG-23D  U  I  DC-l  KMC;  1.0.3  [Directly  on  alott. 


535-FN  "N'-Female 
535- MB  “BNC’-Male 


1 "BNC” 

535-FB  I  Female 


535-MC  !  “C*’-Male 


535-FC  ‘C’-Female 


-  1-4  KMC:  1.05 

UG-21D'U  4-10  KMC;  1.15 


_  DC-2  KMC:  1.15 

2-4  KMC:  1.20 

UG-88C/U  4-10  KMC:  1.50 


UG-572  U  DC-1  KMC:  1.10 

-  1-4  KMC:  1.15 

UG-57.3A  I  4-10  KMC:  1.30 


line  having  Tyi 
connectora 

I  hrough  Adapter 


Through  Adapte 
LG-349A  U 


I  lirnui:ti  A'lapte 
UG-565A  U 


These  terminations  also  available  in  type  “.SC”,  ami 

"QDS”  connections. 


% 


FIXED  COAXIAL  ATTENUATORS 


€  ^  1 


Models  210,  211,  212, 
530,  531,  532 

Impedance:  50  ohma. 
Connectori:  Type  N: 
Modela  530  or  210 1 1  male 
and  1  female);  Model  531 
or  211  (2  female);  Model 
532  or  212  l2  male). 
Military  Typea:  Attenu- 
atom.  Model*  530, 531  and 
532  meet  *peciticationa  of 
MIL-A-3933  for  the  fol¬ 
lowing  typea;  CN-84A  U, 
CN  85 A  U,  CN-86A/U, 
CN-87A  U.  CN  26.5/U. 

(Shown  at  loft) 


I  Order  by  Catalog  Number:  Model  —  Db 


Nominal 

Allan- 

Frequency 

Range, 

Max. 

VSWR 

Power  Input 
When  Properly 

Maximum  Deviation  of 
Ineertion  Loea  m  50-ohm  Syitcm 

uation 

itrroiBaua  r_  aj  -  i 

1  From  4  KMC  1 

DB 

Aver-  Peak  f 
age  KW 

Watt* 

at 

4  KMC. 

DB 

Xi 

1  KMC. 
DB 

in 

10  KMC, 
DB 

1 

0.4-10 

IJO 

5  10 

♦O.I 

-0.2 

-f-0.2 

2 

0.5-10 

IJO 

5  10 

rO.l 

-0.2 

-fO.2 

3 

0.6-10 

IJO 

5  10 

±0.1 

-OJ 

-fO.2 

4 

l-IO 

1.30 

4  8 

±0.1 

-0.4 

-t-0.3 

5 

l-IO 

1.30 

3  6 

±0.1 

-0.5 

-f-0.3 

6 

1-10 

1.30 

3  6 

±0.1 

-0.6 

-1.0.4 

7 

1-10 

1-10 

2.5  5 

±0.1 

-0.7 

4-0.4 

H 

l-IO 

1.30 

1  1 

±0.1 

-0.9 

4-0.5 

» 

l-IO 

1  30 

I  1 

±0.1 

-1.1 

4-0.6 

lU 

l-IO 

145* 

1  I 

±0.1 

-1.2 

4-0.7 

20 

2-10 

1.35t 

1  1 

±0.2 

-IJ** 

4-1.0 

)  Par  full  poak  pnar  Miiuuiim  pulM  !■*»*■■  *  ■ 
*  I  JO  M  2  to  10  KMT:  I  Jt  «  I  to  1  KMT 


tlJOotJlelOKMC.  IJOotttaSiUlC 
•'AtIjOKMC 


Model!  210,  21  I,  212,  Models  10,  1 1,  12  Model  50 

530,  531,  532 

(Model  50) 

(Above,  right) 

Frequency  Range:  IK'  to  HHH)  M('.  I'sable  to  2IMM1  MC 
Attenuation  Range:  1-50  l)H. 

Impedance:  50  ohms. 

Connectors:  Type  N;  I  male,  1  female. 

Max.  VSWR:  I'p  to  lOIM)  M(',  1.15. 

Max.  Power  Input:  Avereage  1-watt.  Peak,  1  kw. 
Calibration  Data  Supplied:  DC,  4(K)  and  liNHI  .MC. 
Stability:  F^xcellent  shoek  and  vibration  resi.«tanee. 
Resistors:  ('arhon,  pulsed  stabilized. 


Models  10,  11  and  12 

(C«nt*r  in  group  at  loft) 


Frequency  Range:  DC  to  1000 
MC. 

Attenuation  Range:  1  to  10  DB. 
Impedance:  50  ohms. 
Connectors:  *‘N”  1  male,  1  female. 
Model  10:  bilateral. 

Model  11:  Female  input. 

Model  12:  Male  input. 


MODEL  10 
Bilateral _ 

Nominal  Power 
Atten  Sensitivity 
nation  DB 
DB  10  Watts 


11  or  12-4 
11  or  12-5 
11  or  12-« 

11  or  12-7 
11  or  12-8 
11  or  12-9 
llor  12-10 


Maximum  Input  VSWR:  1.15. 
Reaiatora:  Pulsed  stabilized. 
Max.  Deviation  of  Insertion 
Lose  from  Nominal:  ^0.2  DB 
(includes  frequency  sensitivity 
and  DC  inaccuracy). 
Calibration  Frequencies:  DC; 
400  MC;  750  MC;  1000  MC. 


MODEL  11  or  12 


Nominal  Power 

Atten  Sensitivity 

nation  DB 

DB  at  10  Watts 

4  0.02 

5  0.03 

6  0.03 

7  0.05 

8  0.07 

9  0.09 

10  0.10 


NohumI 

AtUftaatMO. 

DB 


Moase  Or^r  ky  Caf  lag  MuNi»ar 

MatiaiMiB  Danatioa  af 
laaeruoii  Loss  w  SO>«hn  Bytuai 


from  Norotosl  st  DC  I 
*0  06db  ! 


Fro»  DC  St  1  KMC 

rO.S  db 


Please  detach  and  send  card  to  Weinschel  Engineering, 
Kensington,  Md.,  for  additional  data  or  aervice: 

r~l  Please  add  my  name  to  your  mailirtg  list. 

I  I  Please  ask  your  Sales  Engineer  to  contact  me. 
r~|  Please  send  me  additional  data  on  AAodel _ 

r~l  Please  send  general  catalog. 


ORGANIZATION 


ADDRESS 


•  .  1- 


•> 


•  i  - 


AUDIO-LEVEL 

INDICATOR 


AF  Substitution 
ATTENUATOR 
for  R.F.  SQUARE 
LAW  DETECTOR 


Model  IN- 1 


Instrument  features:  1.  Ideal  companion  instrument  to 
BA>1  and  CF-1  for  insertion-loss  measurements;  2.  Low 
noise  level;  3.  Adjustable  indicator  time  constant;  4.  Pre¬ 
charging  circuit  to  reduce  required  observation  time. 


Instrument  features  the  following:  1.  Calibrated  directly 
in  rf  power  ratios;  2.  High  input  impedance;  3.  Low  out¬ 
put  impedance;  4.  Highly  linear  cathode  follower  input. 


DIFFERENTIAL* 

NULL-DETECTOR 


Model  ND-l 


Model  BA- IB 


Used  with  a  barretter  and  output  indicator  for  the  meas¬ 
urement  of  rf  power  ratios,  this  instrument  features:  wide 
dynamic  linear  range;  extremely  low  noise  level;  free¬ 
dom  from  stray  field  pickup;  makes  possible  measure¬ 
ments  using  low  rf  power;  affords  maximum  barretter 
protection;  and  extends  the  range  of  existing  setups  with 
minimum  additional  equipment. 


Instrument  indicates  balance  between  two  1000  CPS 
voltages,  and  features  the  following:  1.  High  sensitivity; 
2.  Ease  of  balance;  3.  Good  linearity;  4.  Ease  of  operation. 


SQUARE-WAVE 

MODULATOR 


Model  BA-5 


Model  MO- 1 A 


Measures  rf  power  ratios  in  systems  employing  modu¬ 
lated  rf  power  sources  and  square  law  rf  detectors.  In¬ 
strument  features  extremely  low  noise  level;  freedom 
from  stray  pickup;  affords  maximum  barretter  protec¬ 
tion;  variable  indicator  time  constant;  high  accuracy  and 
sensitivity. 


Used  to  100^  square-wave  modulate  rf  signal  sources  in¬ 
cluding  klystrons,  this  instrument  features  excellent 
amplitude  stability;  0.01%  frequency  stability  (1000  CPS); 
sine  wave  output;  square-wave  output;  external  synchro¬ 
nization;  wide  frequency  range  with  external  sync.; 
adjustable  internal  oscillator. 


Accuracy;  Single;  .1  db  Dual;  .01  db/5  db 

Single  Channel 
Dual  Channel 


einsa 


n^ineenn^ 


10503  Motropolitan  Avonuo 
KENSINGTON,  MARYLAND 
LOckwood  4-01 22 
T  W  X  Kensington,  MarylcNMl-44A 


ALPHLEX 


24-hour 

delivery 


T  4000 
IN-STOCK 
items 


:ment 


plastic  and 
braided 
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for  ELECTRONICS...  prototype  or  mass  production 


WAVE  ANALYZERS 


Fraqamcy 
Raaqa — kc 


CARRIER  FREQUENCY  VOLTMETERS 


20-500 


too  ohmi 


5-ISO 


too  ohms 


±  2  db  135  ohmi 
Not*  C  ■  Not*  0 


600  ohmi 


600  ohmi 


15-500 


Alt  Siarr*  Carriar  Fraouancy  Voltmatari  faatur*  built-in  calibration  oicillaton  and  circuits  for  laval 
calibration,  hav*  aural  monitorinq  jacks,  and  (aicapt  1031)  ar*  furnishad  with  Siarra  Modal  l4tA 
Praciiion  Spiral  Seal*  Dials.  Naw  Siarra  j2IY  CFVM,  similar  to  Modal  I2IA  Analyiar  but  has  spacial 
20-pin  connactors  and  salactor  switch  for  rapid  patching  to  carriar  racks. 

fContains  carriar  r*-ins*rtion  oscillator  for  monitoring  lupprassad  carriar  systams.  Furnishad  with 
planatary  driv*  dial.  Not*  A.  Rangas  from  ±  2  KC  at  low  and  of  dial  to  ±  3  KC  at  uppar  and. 
Not*  B.  ±  I  KC  in  tha  60  KC  to  256  KC  ragion.  Not*  C.  ^  I  db  for  -h  30  db  fo  — 60  db  attanuator 
stops  on  135  ohm  balancad  maasuramants.  Not*  D.  All  modali  may  b*  convartad  for  135  and  600 
ohm  balancad  lin*  maasuramants  by  convaniant  plug-in  bridging  transformar.  Modal  1300. 


Sierra  121  Wave  Analyzer 

LINE  BRIDGING  TRANSFORMER 

Converts  voltmeter  and  wave  analyzer  input; 
from  sinf;le-ended  to  balanced  operation.  Mode 
130D  bridges  both  135  and  600  ohm  balancec 
lines.  Frequency  range  3  KC  to  300  KC.  Write 
for  details. 

LINE  FAULT  ANALYZER 


LOW  PASS  FILTERS 


Model  184  Series  Low 
Pass  Filters  have  an  inser- 
of  not  more  than 
0.4  db  in  pass  band,  sharp 
VSVt'R  or 

and  greater  than 

60  db  from  1.25  to  10  times 
cut-off  frequency.  Five  mod- 
tis:  for  cut-off  frequencies 
of  44,76,  135.230,400  MC. 
Power  range  250  watts  in  pass  band.  25  watts  in  re¬ 
jection  band.  Request  Bulletin  115.  (Also  higher  fre¬ 
quency  models.  Request  Bulletin  M-2i.) 


WIDEBAND  DIRECTIONAL  COUPLERS 


Cosipliag  Factor;  (I*  db  ±  1  db) 


COAXIAL  READOUT  DEVICES 

Insure  sensitive  readout  for  Sierra  vhf-uhf  Directional  Couplers.  Model  148 
Crystal  Detector,  low  VSWR,  higher  sensitivity  to  1200  MC.  Incorporates  50  ohm 
input  impedance  and  filtered  output.  Type  N  input,  BNC  output  connectors.  Re¬ 
quest  Bulletin. 

DOUBLE  STUB  TUNERS 

New  tuners  match  to  a  50  ohm  line  any  load  having  a  2: 1  VSWR.  Three  models: 
151  (155  MC  to  300  MC);  152  (380  MC  to  825  MC);  153  (900  MC  to  1750 
MC).  Operates  up  to  1.5  KW  peak  power.  Request  Bulletin  110. 


Diractivity:  12  db  ±  3  db  graafar  than  coupling  factor  at 
aach  fraguancy.  a.g.:  Modal  165  at  100  MC  has  diractivity 
of  36  db  (22  -I-  12). 

Impadanca:  Modals  137  and  131  ar*  51.5  ohms.  Modals  I37A, 
I3BA,  165,  150,  2I2A,  2I3A  and  2I6A  ar*  50.0  ohms.  Modal 
I37B  may  b*  matchad  to  most  impadancas  ancountarad  on 
opan  wir*  linas. 

Powar:  Modals  137,  I37A.  I3«.  ITBA.  165,  and  150  usabi*  to  1000 
watts.  Modals  2I2A.  2I3A  and  2I6A  usabi*  to  150  KW  paah. 
Modal  I36B  usabi*  to  50  KW  or  highar  undar  carfain  condi¬ 
tions.  Sa*  lullatin  101. 

Connactors:  $**  tabi*  for  primary  llna.  Sacondary  lina,  typa 
N,  mala,  ascapt  1378.  Modal  1371  for  opan  wir«  frAHsmit- 
sion  lin«t. 

THERMOPILE 

Model  189 A  Differential  Thermopile  converts  dif¬ 
ferential  temperatures  in  flowing  liquids  to  electrical 
energy.  Internal  resistance  approx.  5  ohms,  output 
voltage  approx.  1  mv  per  “C,  max.  pressure  75  psi. 
Request  Bulletin  119. 


IONIZATION  GAUGE  AND  AMPLIFIER 


Model  193A  Ionization  Gauge  and 
A  Model  192A  Ionization  Gauge  Ampli- 

fier  provide  convenient,  depend^le 
and  accurate  monitoring  of  pressures 
during  processing  from  10'*  to  10"’ 
1  mm  Hg.  Monel-encased  Phillips  type 

f  ^  ion  gauges  operate  for  months  with- 

out  attention;  amplifier  includes  high 
voltage  rf  power  supply,  VTVM, 
heater  transformer  and  low  voltage 
supply.  Request  Bulletin  118. 

Data  subftet  to  change  nvithout  notice. 


A  S«kiMI«ry  Rf  PfcNc*  Cmrpetrmfimn 


When  ordering  or  leeking  information 
pleaee  merttion  llertronia  Buyer*'  Guide. 
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Salactivtty 

Aceorocy 

Oiract  Raodiag  la  dbos 

'  Dow*  3db 

Dewa  4Sdb 

FrequaRcy 

Meousrlag 

Boloacad 

Uaboloaead 

100  cps 

±  1000  cps 

±  3  KC 

±  2  db 

Not*  D 

600  ohms 

■  i,  2000  cps 

±  5000  cps 

±  O.Ot  MC 

±  2  db 

- 

600  ohms 

’  Madtl 

10 

KC 

3 

MC 

10 

MC 

30 

MC 

100 

MC 

300 

MC 

1000 

MC 

2000 

MC 

Friaiary 

Liaa 

Caaaactart 

137, 

137A 

73 

63 

53 

63 

37 

TypaN 

138, 

1388 

59 

69 

39 

29 

Typa  N 

165 

52 

42 

32 

22 

12 

Typs  W 

ISO 

53 

63 

33 

23 

_ 

’“Typa 

212A 

SO 

60 

Typa  LC 
Feinala 

213A 

68 

58 

68 

_  . 

Typa  10“” 
^  Famala 

216A 

_ _ _ 

81 

71 

Typa  LC 
Famala 

■“nsB 

^  50 

SO 

None 

Sierra  185A-15FN 
Termination  Wattmeter 


FIELD.  LAB  POWER  MEASURING  INSTRUMENTS 


TERMINATION  WATTMETERS 

Sierra  18) A  Series  Averaj^e-Reading  Termination  Wattmeters  and  Sierra 
19)A  Series  Peak-Reading  Termination  Wattmeters  are  broadly  useful,  de¬ 
pendable  new  instruments  for  termiruting  rf  coaxial  transmission  systems 
and  measuring  rf  powers.  All  models  are  ruggedly  built,  conservatively  rated, 
and  ideal  as  dummy  loads  for  testing  and  adjusting  transmitters  and  oscilla¬ 
tors.  Request  Bulletins  120  (average-reading)  and  121  (peak-reading). 


Sierra 


Model  185A  Average  •Readin9  Watimeters 


Model 

Nember 

Ceoeecter 

Freoneecy 
koeae,  MC 

Fewer 

Raeae.  Watts 

Accor  ocy 
%  ef  F.  S. 

Max.  Fewer 
Dissipatioe 

Max. 

VSWR 

IKA-  ISFN 

_ 

20-1000 

0-S/IS 

±5% 

15  wetts 

1.2 

IBSA-IOOFN 

N 

20-1000 

0-30/100 

±  5% 

100  wetts 

_ t 

IISA-SOOFN 

N 

20-1000 

O-ISO/SOO 

±  5% 

SOOwetH 

1.2  ' 

Model  195A 

Peak  -  Reading 

Waffmeters 

Model 

Neeiber 

Ceoeeefor 

Frequeacy 
■onoe,  MC 

Feok  Fewer 
Roeoe,  KW 

Mas.  Averaqe 

Fewer 

Folse 

WIdH.  tftec 

Repotltlca 

Roto,  FFS 

’  l«A-W 

N 

TS0-I2S0 

0-1  end  0-3 

15  wetts 

3.0  to  5.0 

48  to  300  1 

|■■RSFRRRi 

HN 

yso-i2so 

0-S  end  0-15 

500  wetts 

3.0  to  5.0 

300  to  7200 

NOTE;  Famal*  connactofs  ar*  standard.  *Availabla  on  ipocial  ordar  only. 


BI-DIRECTIONAL  POWER  MONITORS 


Sierra  164 
Power  Monitor 


Model  164  Series.  Two  plug-in  elements  cover  2) 
MC  to  1,000  MC,  measure  incident  and  reflected  power 
of  10,  50,  100  and  300  watts  full  scale.  Also  four  lower 
power  elements  covering  same  range  at  1,  3,  10  and  30 
watts  full  scale.  Power  is  read  direct  on  linear  scale 


accurate  within  ±  3%.  Insertion  VSWR  less  than  1.08 
(Type  N  connectors)  exceprt  on  1  watt  ranges  where 
VSWR  is  1.13.  30  ohm  impedance.  Mcxiel  164  avail¬ 
able  w  ith  Type  N  or  UHF  connectors,  male  or  female. 
Request  Bulletin  111. 


Plug-In  Elements  for  Model  164 

(Sole:  Model  164  does  mol  include  plug-ins.  Order  separalely  as  needed.) 


110  S«ri«t  — 1,  5,  10.  50  watts  fall  seal* 

180-32:  23  MC  to  32  MC 
180-148:  30  MC  to  148  MC 
180-470:  144  MC  to  470  MC 
180-1000:  460  MC  to  1,000  MC 

270  Sarias  — 50,  100,  500,  1,000  watts  full  seal# 

270-73:  10  MC  to  73  MC 


Itl  Sarias  — 10,  50,  100,  500  watts  full  scala 

181-230:  23  MC  to  230  MC 
181-1000:  200  MC  to  1,000  MC 

Accassorias  Availabla:  Model  164-LS  Equivalent 
Transmission  Line  Section;  Model  164-CC  Carrying 
Case. 


50  OHM  COAXIAL 
TERMINATIONS 


New  compact,  light  weight 
Model  160  series  coaxial  termi¬ 
nations  feature  stable  operation 
over  a  wide  frequency  range 
and  up  to  high  ambient  temper¬ 
atures.  High  surface  to  volume 
ratio  provide  a  very  low  VSWR 
from  dc  to  4,0<M)  MC.  Model 
160-1:  1  watt;  Model  160-3: 
3  watts;  Model  160-20:  20 
watts;  Model  160-100:  100 
watts;  Model  1 60-300:  300 
watts.  Request  Bulletin  114. 


CALORIMETER.  X-IANO 
WATER  LOAD 


Model  190A  Calorimeter  and 
XBI87A  Water  Load  provide  fast, 
accurate  power  measurement  from 
a  few  watts  to  kilowatts.  Accuracy 
^2%.  Calorimeter  ranges  )00, 
600,  1,300,  ),000  watts,  max.  30 
psi.  sensitivity  1.3  mv.  Water  Load 
range  7  KMC  to  10  KMC,  VSVC’R 
less  than  1.2,  power  1  Kw  CVC', 
300  Kw  peak.  Request  Bulletin 
116. 


MODEL  194A-A  PEAK-READING 
POWER  MONITOR 

Model  194A-A  quickly  measures  incident 
and  reflected  powers  on  radar  and  other 
pulsed  systems.  Measures  peak  power  di¬ 
rectly,  independently  of  duty  cycle.  200  MC 
to  1,213  MC.  I,  3.  10  and  30  Kw  peak.  ±3% 
full  scale.  From  1  Msec  pulses,  400  pps  up. 
HN  connectors.  Request  Bulletin  122. 


NEW!  LIQUID-COOLED  COAXIAL  LOAD 


Completely  new  design!  Model  186A-Z  Coaxial  Load  comprises 
tapered  coaxial  section  and  film  resistor  on  ceramic  tube.  For  use  w  ith 
Sierra  190A  Calorimeter  in  power  measuring  work  on  1%"  rigid  line. 
l'G-49/U  connector.  Ratings  DC  to  1300  MC  with  water  coolant; 
DC  to  4000  MC  with  oil  coolant.  VSWR  less  than  1.2.  Power:  L'p 
to  2  Kw.  Request  bulletin. 


MiNLO  PARK,  CALIFORNIA,  Ua  S.  A. 

■oftoaorfaf  SaNt  >apf«»««»aWy«  te  nK  prfadpol  oroot 

Canada :  Ailaa  Inttnuacnt  Coap.,  Lid.,  Torooto,  MaHcani,  VaacoaTtr,  Winnipeg  •  Bxpoci :  Fraxar  It  Hanacn,  Ltd.,  Son  Fianciaco,  New  York.  Loa  Angcica 
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V'SC: 

-■  .V. 


.  V 


SIGMA  SENSITIVE  RELAYS 


ELECTRICAL  CHARACTERISTICS 

GENERAL 

SIGMA 

Maximum  Contact  Sensitivity 

Price 

aASSIFICATION 

SERIES 

Contact  Rating  Range 

Range  1 

APPLICATION  NOTES 

Arrange-  2iysc/in«K  (mw.  unless 

(li»f) 

% 

ment  (amp.)  specified) 

General  Purpose 
Sensitive  DC 


4 

SPDT 

20  or  50 

5.50-11.50 

Medium  price,  zeniitivity,  and  precision. 

5 

SPDT 

.25-3.0 

1-100 

7.50-22.25 

High  sensitivity,  shock  resistance,  stability,  and  vibration  resistance. 

n 

SPDT 

1  or  5 

50  or  200 

1.50-  2.20 

Low  price,  small,  light,  lour  mounting  styles,  including  one  lor  printed 
circuits.  Unenclosed  lorm  only. 

41 

SPDT 

1-5 

35-200 

3.50-10.15 

Low  price,  long  mechanical  life. 

42 

DPDT 

2  or  5 

100  or  200 

4  60-11.00 

Double-pole  version  ol  Series  41  with  many  ol  its  features.  | 

22 

SPDT  or 
DPDT 

1  or  2 

20-80 

13.00-19.50 

Miniature  hermetically  sealed  relay.  Vibration  and  shock  resistant. 

Polar 
3  Position 
(Null-seeking, 
center  stable) 


- 

*73 

SPOT 

1.5 

35  or  70 

21.50-23.00 

■  ■ 

High  Speed 

41 

SPOT 

1.0 

35-150 

(stalic) 

3.50-10.15 

/  • 

>  - 

72 

SPDT 

m 

0.15-1.5 

(dotic) 

30.00  up 

25  Amp. 
Sensitive 

51 

SPST 

INC) 

25 

100 

9.00-  9.50 

Relays  for 
Radio-Controlled 
Models,  Toys,  etc 


6.80-13.80  Miniatute.  sensitive  lor  its  size,  unenclosed  or  hermetically  sealed. 


10.00-19.73  Series  S  DC  with  internal  rectifiers  lor  various  AC  voltaqes. 


.  »  ,  Small,  low  cost,  shaded  pole.  Unenclosed  lorm.  positive  on-oll  operation 
/.UO-/.43  only. 


3  SO  0  Sensitive  shaded  pole,  low  price,  lonq  Ills,  extremely  quiet;  voltaqe  or 
current-operated.  16  —  400  cycle  versions. 


.  More  economical  ol  power  than  most  competitive  types;  (Also,  see  note 

4.60-12.80  above.) 


no  tfl  no  High  gain  (ratio  oi  controlled  power  to  input  power);  also  available  as 
44.uu-ja.uu  spring  biased  (Form  Y)  and  latching  or  side-stable  (Form  Z). 


in  nn  14.  no  Compact,  sensitive;  center-stable  by  virtue  ol  magnetic  conliguration;  also 
JU.UU-Jo.UU  available  biased  polar  (Form  Y). 


Center  stable  version  ol  high  speed  pulse  relay.  Best  lot  "dithering"  sys¬ 
tems.  Proportional  armature  motion  without  detent. 


Smallest  polarized  relay,  hermetically  sealed.  Also  available  magnetically 


speeds  up  to  100  pps. 


Polar,  side-stable  (Form  Z).  Fast  clean  switching  up  to  SOO  operations 
per  second  lor  telegraphy,  computers,  etc.  Lile  ol  SOO. 000.000  opera¬ 
tions  at  60  ma.  120VDC  inductive  load  without  maintenance. 


Developed  lor  switching  10  amp.  incandescent  lamp  loads,  with 
inrush  ratio  of  10:1.  Coil  circuit  signal  failure  closes  circuit,  thus 
useful  in  fail  sale  alarms.  Unenclosed  only. 


Polarized  permanent  magnetic  latching  contactor;  useful  in  bat¬ 
tery-energized  control  systems,  production  machinery  controls,  etc. 


4  VI  A  VI  Medium  sensitivity,  high  reliability,  easy  mounting  and  adjustment. 
6.50-  6.60  Balanced  armature  —  operates  in  any  position. 


7  VI  17  40  Extreme  precision;  rugged  —  undamaged  by  SOO  g  shock.  Good  in  con- 
/.6U-I4.6U  denser  time  delay  circuits,  holding  during  pulse  trains. 


<  r  cn  inn  i  cn  1  in  Midget,  low  cost  DC  relay.  For  its  ratings,  a  good  combination  ol  high 

lor  5  I  50  or  200  I  150-  2.20  |  quaU.y 


A  BO  9  BO  Adjustment.  Designed  especially  lor  low  power  R  C  circuits.  Rugged, 

o.ou-  v.ou  weighs  2  oz..  allows  use  ol  less  plate  current  thus  prolonging  lube  life. 


1  cn  4  sc  More  switching  capacity  than  IIF.  Special  versions  to  handle  even  higher 
'  load  currents. 


35-200 


OTHER  SIGMA  PRODUCTS 


DEFINITION 

High  Speed 
electrically-operated 
counter 

1 :  r  ■  - 

Stepping  Motor 

Magnetic-Amplifier 

Relay 

CdS  Photocell-Relay 
Unit 

"'A.'  ^ 

Relay  Test  Set 

SIGMA  DESIGNATION  PRICE  RANGE  |lh') 


85.00  up 


BASIC  DESCRIPTION 


Cyclonome* 
Pulse  Counter 
Series  9 


Cyclonome* 
Stepping  Motor 
Series  1  2 


CdS  Photorelay 
Models  1  A  2 


Series  4500 
Relay  Test  Set 


35.00  up 


80.00  up 


12.00  and  16.00 


Counting  speed  8000/min.  (max.).  Stepping  motor  with  one  moving  part 
drives  6-ligure  Veeder-Root  register. 


Used  in  Series  9  Counter  above.  Analogous  to  synchronous  AC  motor  ca¬ 
pable  of  starting  and  slopping  each  hall  cycle,  at  frequencies  from  0-130 
cps.  Can  be  arranged  lo  operate  on  DC  pulses. 


Magnetic  amplifier  combined  with  Sigma  relays.  For  control  of  1  amp.  outputs 
on  inputs  too  low  lo  operate  relays  directly,  in  the  order  oi  ,1  microwatt. 


Tubeless,  plug-in  control  package  consisting  ol  broad  area  cadmium 
sulfide  cell  and  Series  41  relay.  Model  1  lor  "light,  no-light"  applica¬ 
tions  such  as  llame-out  controls,  elevators,  automatic  bottle  washing 
machines.  Model  2  lor  slowly  changing  liglM  source. 


For  operational  checking  ol  Sigma  Series  72,  7;  WE  25SA,  WE  215,  and 
similar  telegraph  relays.  Measures  Operating  values,  bias,  contact  effici¬ 
ency,  insulation.  Standard  relay  rack  panel. 


(  Brices  shown  ore  list,  lor  qvontities  from  1-19.  Discounts  ore  ovoiloble  for  qwonfifies  above  19, 
unless  otherwise  noted.  Brice  rang*  is  stated,  since  the  price  of  o  porticulor  relay  depends 
on  ceil  resistonce,  mountins  style,  enclosure,  etc.,  end  is  subject  to  chonpe. 


•II  ^r*ch4 


WH«n  ord«rm9  or  $9^king  iiilormofiofi 
pha—  mention  ihtfronitt  Svy«rt'  Gufd«. 
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new  constant  delay  filters 

give  minimum  intelligence  distortion  and  ma 
in  radar,  telemetering  and  other  missile  appl’ 


linearity 


Now  .  .  .  Burnell  &  Co.'s  new  Type  60051  Constant  Delay 
Filter  series  provide  delay  constant  to  within  5%  over  the 
Pass  Band  —  solve  troublesome  distortion  caused  by  non¬ 
linear  systems. 

It  has  become  apparent  that  the  phase  characteristics  of 
telemetering  filters  are  of  greater  importance  than  amplitude 
characteristics  in  creating  intelligence  distortion  and  mini¬ 
mum  transient  response  of  frequency  modulated  signals. 

Inasmuch  as  delay  is  constant  where  the  derivative  of  the 
phase  function  is  truly  linear  it  is  an  important  measure  of 
phase  linearity.  To  obtain  constant  delay,  a  complete  circuit 
configuration  revision  based  on  a  lattice  structure  is  required. 

For  compactness,  a  standard  type  60051  housing  is  avail¬ 
able.  Upon  special  order  JHU-APL  housings  for  circuit  re¬ 
placements  can  be  supplied. 

For  more  detailed  information  on  constant  delay  filters 
write  for  Bulletin  CD  051. 


BAND  PASS  FILTERS 

Channel  Fregwcncy  Part#  Dtlay  *n  ms. 


case  Size— 4'r.«  *7  t  H  (cs-soosn 

iNniT  IMPCOANCC  •  900 

OUTPUT  IMPCOANCC  ■  900  Ofwnt  AOd  lo  tr<0 


LOW  PASS  FILTERS 
Frtqutncy  Part  f  Otiay  in  m« 


cast  size  — I'V..  ■  IT,,  a  M 

IMPUT  IMPCDANCt  SOO^SOO 

OUTPUT  IMPfOANCe  Miwdit  SOO'SOO  olwnt 


‘optional  impedance  available  on  special  order. 


CONSTANT  DELAY  BAND  PASS  AND  LOW  PASS  FILTERS 
ARE  AVAILABLE  WITH  ATTENUATION  SLOPES  ILLUSTRATED: 


TECHNICAL  DATA  FOR  BAND  PASS  FILTERS 
FOR  ±  7»/2%  PASS  BAND 
j  Flat  within  3  db  over  pass  band 

2  21  db  at  ±  15%  of  center  freq. 

3  40  db  at  ±  22%  of  center  freq. 

^  Time  delay  over  the  pass  band,  constant  to  ±  5% 
FOR  ±  15%  PASS  BAND 
j  Flat  to  3  db  over  pass  band 

2  Flat  to  23  db  at  ±  30%  of  center  freq. 

3  Flat  to  40  db  at  ±  44%  of  center  freq. 

^  Time  delay  over  pass  band  constant  to  ±  7% 


C/cjomteJCJOct  k^,U71c. 

PIONEERS  IN  TOROIDS,  FILTERS  AND  RELATED  NETWORKS 
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CatiafaW  Oatay  Law  Paaa  fiitara 


EASTERN  DIVISION: 

:  10  PELHAM  PARKWAY,  PELHAM  MANOR,  N.  Y.  •  PELHAM  8  5000 

PACIFIC  DIVISION: 

720  MISSION  STREET,  SOUTH  PASADENA,  CALIFORNIA  •  RYAN  1  2841 


Whan  ordering  or  Making  information 
plaoM  montion  Eloctronict  Buyart'  Gui4a. 
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lypicjl  Q  vs.  trequencv  characteristics 


typical  Qvs,  .Cicy  -.ir.l.  tPr  ytics 


utilizing  an  ingenious  pat¬ 
ented  method  of  magnetic  biasing  cover  a  wide  range  of  frequencies, 
occupy  less  space  and  are  available  at  low  cost. 

New  Burnell  Adjustoroids  possess  all  the  outstanding  characteristics  of 
non-adjustable  toroids  including: 

Precise  continuous  adjustment  of  inductance  over  a  10%  range. 

No  need  for  external  control  current. 

Hermetic  sealing  to  meet  Government  MIL  E  #  15305-A  specifications. 

If  your  Adjustoroid  needs  can’t  be  met  from  our  stock  catalogue,  v.e'11  be 
glad  to  manufacture  to  your  specifications. 


length/ 

Oio.  Width  Hgt. 


Wt.  Useful  Freq.  Rong*  Max  Q 
2  ox  I  1  kc  to  20  kc  I  10  kc 


m  IV4"  7.25ei  2kctol0kc 

7Vt  7V*  2V4'*  24  01  Mow  2.3  kc 

I X  IV4‘‘  4  ox  1  ke  'to  16  kc 

VAt  r*  2  ox  10  kc  to  100 

V/*-‘  4  ox  SketoSOke 


AT-*  _ 

AT-l0~  1%' _ 

AT-n  ^  •K, 


AT-13 

AF-S1  ry. 


^  «y.  .83  ox 

‘yTl^  -Mox 

i  %~[  V/%-  14  ox 

2"  Sox 

I'X. _  2"  3  ox 

•\t  •Ht  V/*'‘  1.7  ox 


lkctol6kc  6kc  IShys 

10  kc  to  100  kc  30  kc  .73  hys 

3  kc  to  30  kc _ 20  kc  .73  hyi 

2  kc  to  23  kc  ISkc  3  hyt 

ISkctolSOkc  60  kc  .3  hys 
_Bolow_3Jce____  4  kc 
30  cps  to  300  cpi  120  cpi  1000  hys 
30  cpi  to  1  kc  230  cps  1000  hys 
90  cpt  to  2  kc  400  cps  80  hyt 
16kcto4kc  too  cps  42  hys 


VcyuA'neJcJc/  a  C/nc. 

PIONEERS  IN  TOROIDS.  FILTERS  AND  RELATED  NETWORKS 


typical  Q  v».  frequgney  charactetistics 


EASTERN  DIVISION 

10  PELHAM  PARKWAY 
PELHAM.  N.  Y.  I 
PELHAM  8-5000 
TELETYPE:  PELHAM  3633 


PACIFIC  DIVISION 

720  MISSION  STREET 
SOUTH  PASADENA,  CALIFORNIA 
RYAN  1-2841 

TELETYPE:  PASACAL  7578 
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When  ordering  or  seeking  information 
please  mention  electronics  twyers'  Guide. 
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ELECTRONIC  PRODUCTS 


The  long  experience  of  The  Carborundum  Company  in  the  field 
of  ceramic  materials  bonded  at  high  temperatures,  and  the  spe¬ 
cialized  facilities  of  its  Globar  and  Latrobe  plants  make  possible 
a  wide  range  of  quality  products  for  the  electronics  industry. 


CERAMIC  RESISTORS 


CERAMIC 


GLOBAR^  rcsittert  are  supplied  in  three  broad  classifications 
as  described  below.  Wide  experience  with  many  specialized 
applications  insures  you  of  expert  engineering  assistance. 


TO-METAL,  & 


FIXED,  NON-INDUCTIVE  RESISTORS 

GIOBAR  fixed,  non-inductive  retislort  are 

available  in  three  types  and  in  a  range 
of  physical  sizes,  shapes  and  composi- 
tions.  Type  A,  carbon  composition  body 
has  conventional  characteristics:  low 
temperature  coefficient,  low  voltage 
coeihcient  and  normal  dissipation  capa- 
..  bility.  Type  B,  silicon  carbide  body  has 

^  moderate  temperature  coefficient 
(negative),  moderate  voltage  coefficient 
(negative)  and  normal  dissipation 
^  capability.  Type  CX,  silicon  boron  body 

has  a  low  temperature  coefficient 
(positive) ,  practically  zero  voltage 
coefficient  and  exceptional  dissipation 
capability.  Write  for  Bulletin  GR-1. 


VARISTORS 


GLOBAR  Type  BNR  vorittort  are  non¬ 
linear  ( voltage-sensitive  >  resistors  for 
voltage  control  and  stabilization  appli¬ 
cations.  They  are  made  from  the  highest 
electrical  grade  silicon  carbide,  cerami¬ 
cally  bonded  into  disc,  rod  and  cylindri¬ 
cal  shapes.  Flexible  production  facilities 
make  possible  a  wide  range  of  physical 
sizes,  watt  ratings  and  changes  of  resist¬ 
ance  with  applied  voltage.  For  details, 
write  for  Bulletin  GR-2. 


THERMISTORS 


GLOBAR  Types  B,  F  and  H  thermistori  are 

non-linear,  negative  temperature  coeffi¬ 
cient  resistors,  available  with  coefficients 
from  approximately  .3%  to  5.19©  at 
23°C.  Disc  and  rod  shapie  bodies  may 
be  manufactured  in  a  wide  range  of 
sizes  to  provide  desired  resistance  val¬ 
ues,  thermal  time  and  dissipation  con¬ 
stants  and  temperature  coefficients  for  a 
variety  of  elearonic  circuits.  For  deuils, 
ask  for  Bulletin  GR-3. 


Send  to  Globar  Plant,  Dept.  BB68,  Niagara  Falls,  N.Y. 

Wh^n  erd«ffA9  or  $—king  information 
ploo—  montion  iloctronicM  Bvyors'  Gvido. 


CERAMIC  PARTS 
AND  METALIZED 
ASSEMBLIES 

CERAMIC  PARTS  are  made  of  Alumina,  Cordier- 
ite.  Steatite,  Magnesia,  Zircon  and  STUPALint.® 
These  materials  provide  a  range  of  characteristics 
that  meet  practically  all  conditions  of  voltage, 
frequency  and  temperature.  Typical  products 
are  coil  forms,  insulators,  vacuum-tube  spacers, 
tubing  and  a  wide  variety  of  precision  shapes  — 
plain,  ground,  metalized  or  assembled  to  indi¬ 
vidual  specifications. 

METALIZED  ASSEMBLIES  include  terminals  and 
other  products  in  which  metal  and  a  special 
alumina  are  intimately  bonded  by  an  exclusive 
process  to  produce  a  strong,  durable,  vacuum- 
tight  seal.  These  assemblies  withstand  exposure 
to  elevated  soldering  temperatures  for  long  peri¬ 
ods.  The  bond  is  stronger  than  the  ceramic  itself. 

For  details,  write  to  Latrobe  Plant,  Dept. 
AA68,  Latrobe,  Pennsylvania. 
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fteqist«r«d  Trode  Mark 


Typical  examples  are  shown  here.  Well-equipped  laboratories,  mod¬ 
ern  testing  equipment  and  a  staff  of  quality-conscious  experi¬ 
enced  engineers  are  at  your  service  to  help  on  your  problems  and 
to  design  products  that  will  meet  the  most  exacting  specifications. 


GLASS-TO-METAL  SEALS 
KOVAR  AND 
COMPRESSION  TYPES 


KOVAR  ALLOY 
FOR  SEALING  TO  GLASS 


KOVAR  is  an  iron-nickel-cobalt  alloy  especially  developed  to 
meet  the  requirement  for  the  highest  quality  seals  in  combi¬ 
nation  with  certain  lowr  expansion  or  hard  glasses.  It  is  easily 
formed.  KOVAR  seals  readily,  resulting  in  chemically-fused 
oxide  bonds  insuring  ruggedness  and  permanent  vacuum  and 
pressure  tightness  under  the  most  severe  conditions  of  temper¬ 
ature.  vibration  and  handling. 

During  rwenty-five  years  of  expierience  many  refinements 
in  production  have  resulted.  Stringent  laboratory  control 
insures  uniform  high  quality  and  duplication  from  lot  to  lot. 

Among  the  outstanding  features  of  KOVAR  alloy  are  close 
match  in  thermal  expansivity  over  the  entire  operating  tem¬ 
perature  range  of  high  thermal-shock  glasses.  It  provides  ease 
of  welding,  brazing  and  soldering,  and  is  capable  of  being 
readily  plated  with  other  meuls,  either  by  electrolytic  or 
chemical  methods. 

Stocked  in  a  large  variety  of  forms  and  sizes— sheet, 
strip,  rod,  wire,  tubing,  cups,  eyelets  and  special  shapes. 
Technical  service  is  available  to  help  you  solve  processing 
and  application  problems. 

For  details,  write  to  Latrobe  Plant,  Dept.  AA68,  Latrobe, 
Pennsylvania. 


KOVAR  GLASS  SEALS  use  an  oxide  bond  between  metal 
and  glass.  All  components  have  matched  thermal 
expansion  charaaeristics  to  meet  the  roost  exaaing 
standatds  of  vacuum  tightness,  light  weight  and  high 
voltage  flashover  requirements.  These  are  made  in  all 
types  of  single  terminal,  multi-lead  KOVAR  glass  seals 
using  tubular,  solid  and  special  formed  leads.  Also 
available  are  stand-off,  strain  relief,  graded  (KOVar 
to  laboratory  pyrex ) ,  and  special  seals  for  all  hermetic 
sealing  applications. 

COMPRESSION  SEALS  are  designed  to  provide  the 
strength,  durability  and  electrical  properties  required 
for  the  most  rugged  applications.  Carborundum’s  com¬ 
pression  seals  are  thermally  pre-stressed  and  dimen¬ 
sionally  controlled  for  ease  of  welding  or  soldering. 
Choice  of  tin-nickel-silver  or  gold  plating  for  appear¬ 
ance  and  corrosion  resistance. 

For  details,  u-rite  to  Latrobe  Plant,  Dept.  AA63, 
Latrobe,  Pennsylvania. 


R»gitl«r*<)  Trad*  Mark 


Wh«n  ordarjf»9  or  iidormofioil 

p/ooto  montion  Cloctrofikt  Bvyort'  Gwtdo* 
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RELIABILITY... 

with  every  Cambiotf  component ... 
ordered  in  any  quantity! 

Where  there  must  be  no  slipups,  there  will  be  no  slipups 
—  if  you  rely  on  Cambion  components!  They’re  uncondi¬ 
tionally  guaranteed! 

Cambion’s  quality  control  assures  you  that  every  manu¬ 
facturing  detail  must  conform  to  the  highest  standards. 

Control  is  maintained  through  rigid  inspections  at  each 
stage  of  production  —  each  finished  product  is  thoroughly 
checked. 

Whether  your  order  is  for  a  single  component,  or  in  the 
millions  —  you  can  rely  on  Cambion! 

For  samples,  specifications,  and  prices,  write:  Cam¬ 


bridge  Thermionic  Corporation,  438  Concord  Avenue, 
Oambridge  38,  Mass.  West  Coast  stocks  maintained  by 
E.  V.  Rol^rts  &  Associates,  5068  West  Washington  Blvd., 
Los  Angeles  16,  Calif.  In  Canada:  Cambridge  Thermionic 
of  Canada  Ltd.,  Montreal  28,  P.Q. 

CAMBRIDGE  THERMIONIC  CORPORATION 

(Saaa/iMora 

Makers  of  guaranteed  etectronic  components,  custom  or  standard 


CAMBION  QUALITY  CAPACITORS 

Miniaturized  Variable  Ceramic  Capacitors 
that  outperform  much  bigger  capacitors. 
(Extreme  ri^ht) :  Stand-Off  Capacitors  with 
ceramic  dielectric.  Rugged  R-F  by-pass 
capacitors  for  high  quality  equipment. 
Shock-,  vibration-,  humidity-resistant. 


CAMBION  QUALITY  TERMINAL  BOARDS 

Custom-made,  standard  all-sets,  standard 
ceramics.  Variety  of  materials  available  — 
paper,  cloth,  nylon,  glass  laminates  — 
phenolic,  melamine,  epoxy,  silicone  resins. 
Moisture-  and  fungus-proofed. 


CAMBION  QUALITY 
PERMA-TORQ ' 

COIL  FORMS 

Constant  -  tensioning 
devices  for  tuning 
cores  of  standard 
CAMBION  ceramic  coil 
forms.  Keeps  coils 
tuned  as  set  despite 
shock,  vibration. 


CAMBION  QUALITY  DIODE  CLIPS 

Seven  different  types,  including  rivet  and 
spring-loaded  units  primarily  fur  holding 
fragile  pigtail  leads  from  .00.5"  to  .08.5'  in 
diameter.  Also,  one-,  three-,  and  five-cell 
battery  clips  and  miniature  plugs  and 
jacks. 


CAMBION  QUALITY  SHIELDED  COIL  FORMS 


CAMBION  QUALITY 
KNOBS  AND 
PANEL  HARDWARE 

Selected  materials, 
carefully  processed 
and  finished.  Metal 
parts  polished  before 
plating.  Hard-wear¬ 
ing  surfaces,  lasting 
lusters. 


CAMBION  QUALITY  INSULATED  TERMINALS 

Wide  variety  of  stand-off  and  feed-through 
models  in  Teflon*  and  ceramic.  Extremely 
resistant  to  shock,  vibration,  moisture  and 
temperature.  Solder  terminals  hold  even 
after  prolonged  soldering  operations. 

'DuPont  Registered  Trademark 


Miniaturized.  Highly  shock  resistant.  Me¬ 
chanically  enclosed,  completely  shielded 
for  maximum  reliability. 


CAMBION  QUALITY  PRINTED  CIRCUIT 
COIL  FORMS 

Phenolic  and  ceramic  types.  Can  be 
.soldered  after  mounting.  Available  as 
forms  alone  or  wound  as  specified.  Two- 
to  six-terminal  models. 
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IftGgGeNKRAI.  CONTROLS 

£L£CrRONIC  CONTROLS  DIVISION 
801  ALLEN  AVENUE 
GLENDALE  1.  CALIFORNIA 


Please  rush  my  copy  of  the  General  Controls  Pot  Data  File 


COMPANY 


ADDRESS 


The  MOST  COMPLETE  line  of  PRECISION 
POTENTIOMETERS  available  to  the  industry . 
all  from  ONE  source.  Shown  below  is  exactly 
what  we  mean  by  a  COMPLETE  LINE. 
Immediately  available  . . .  singlei  ganged  or 
specials  as  required.  Send  for  data  file. 


EXCLUSIVE 

FEXTUtES 


CATALOG 
,  PAGES 


SPEC 

SHEETS 


The  only  pot  line  that  includes  Air  Tight  Seals 
at  no  extra  cost  to  keep  out  dust  and  moisture. 


WH«n  or<l«rfr»9  or  ioformofioit 

ploofo  ffiontion  flocfremcft  Buyort'  GwMo. 
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AIMER  AC'S  ACCESSORY  MICROWAVE  PRODUCTS 


SERIES  900  PRE-SELECTOR  CAVITY 


CO-AXIAL  LINE  WAVEMETERS 


Available  in  frequencies  from  1000 
to  5000  MC/S  with  a  200  MC/S 
tuning  range.  A  typical  example  is 
the  Model  900,  3'Stage  pre-selector 
and  Model  96  Crystal  Mixer  (illus¬ 
trated):  frequency  range  2700- 
2900  MC/S;  diameter  2";  length 
3Vi"-,  insertion  loss  3db;  bandwidth: 
5  MC  at  3db;  30  MC  at  30  db;  60 
MC  at  60db. 


MODEL  98  COUPLER  T 

E>esigned  for  sampling  small  amounts  of 
RF  power  from  a  line  with  the  introduc¬ 
tion  of  minimum  reflection  to  the  line. 
Using  it  to  avoid  high  mismatch  to  the 
power  source.  Amerac’s  Coupler  T  is 
ideal  for  use  with  monitoring  devices. 

Input  and  output  VSWR  is  1.25  or  better. 
Output  may  be  varied  from  —  20db  to 
—  6()db  and  at  30db  or  over  it  may  be 
shorted  or  left  open  without  increasing 
the  VSWR  to  the  line.  Has  no  DC  return. 

If  connected  to  a  device  requiring  a  DC 
return,  a  double  stub  tuner  such  as 
Amerac’s  Model  99  may  be  used. 


MODEL  97  CRYSTAL  MIXER 


FOR  LABORATORY  USI,  Amerac, 
Incorporated  manufactures  a 
precision  wavemeter  that  is 
handsomely  finished  with 
golden  anodized  aluminum 
panel  and  hand-rubbed  walnut 
cabinet.  The  panel  is  sloped  for 
easy  observation. 

These  models  feature  high  accu¬ 
racy  of  measurement  (^.02% ), 
high  frequency  stability  (I0°C 
to  40°C),  extreme  mechanical 
stability,  ease  of  operation,  rug¬ 
ged  components  and  tri-plated 
surfaces. 

GENERAL  SPECIFICATIONS 

Type  “N”  constant  impedance  input  connector.  BNC  or 
UHF  co-axial  fitting  for  external  video  connection.  Power 
handling  capability:  absorption  —  .5mw  to  1  watt;  transmission 
—  Imw  to  I  watt.  Peak  power:  up  to  25  watts  (transmission). 


INDIVIDUAL  SPECIFICATIONS 

Modal  Froquoncy  Rang*  Leodod  Q  Width  Doplh  HoighI  Not  Weight 


#228* 

900—2400  MC 

1000 

15' 

9y4' 

7%' 

13'/i  lb>. 

#229 

2300—4500  MC 

1500 

8' 

6 'A' 

5' 

4%  lb«. 

#230 

3500 — 6000  MC 

1500 

8' 

6'A' 

5' 

4%  lb>. 

#229  "S"  BAND  WAVEMETER 


Especially  adapted  for  laboratory  and  test 
applications,  the  Model  97  is  a  versatile 
crystal  mixer,  utilizing  the  1N21C  crystal. 
It  operates  within  the  frequency  range 
1000  to  5000  MC/S.  Local  oscillator 
connection  is  a  type  BNC  jack  and  can 
be  varied  from  direct  line  contact  to 
—  6()db.  RF  input  is  a  type  N  plug.  Video 
output  is  a  type  N  jack  with  normal  im¬ 
pedance  of  about  100  ohms.  The  Model 
97  may  also  be  used  as  a  frequency  mul¬ 
tiplier  by  applying  the  input  frequency  to 
the  type  N  jack  and  taking  the  harmonic 
output  from  the  type  N  plug,  with  the 
BNC  output  acting  as  a  monitor  jack.  The 
sampled  output  may  be  connected  to  a 
spectrum  analyzer  or  similar  device  at 
any  of  the  harmonics  present. 


*Model  228  has  a  direct-reading  frequency  control  dial. 


FOR  FIELD  USE,  Amerac,  Incor¬ 
porated  manufactures  two  co¬ 
axial  line  wavemeters  covering 
the  “S”  band,  the  Model  131 
(Amerac’s  version  of  the  popu¬ 
lar  military  model  TS-1 17)  and 
the  inexpensive,  C&D  Wave¬ 
meter  Model  232. 

Both  models  feature  a  rugged 
metal  case,  finished  in  gray, 
baked  enamel;  highly  sensitive 
indication  of  resonance;  rugged 
components;  precision  cavity 
assembly  and  anti-backlash  de¬ 
vice,  for  high  accuracy. 


#232  "C  &  0  "  wavemeter 


MODEL  1000  MICROWAVE  TEST  SET 


The  Model  lOUO  is  a  portable,  rug¬ 
gedly  constructed  microwave  test  set 
for  laboratory,  flight  line  or  field 
use.  It  is  designed  for  reliable  test 
and  calibration  measurements  of 
microwave  antenna  systems.  RF 
cable  systems,  microwave  measuring 
instruments.  VSWR  of  transmission 
line  components  and  transmission 
line  characteristics. 

The  Model  l(K)0  utilizes  any  of 
twenty*  Amerac  cavity  oscillators  to 
give  you  any  desired  frequency 
range  within  900  to  4600  MC/S.  It 
is  accurate  to  within  0.02%  and 
stable  to  within  ±0.5  MC/S.  All 
controls  are  at  eye-level  angle  and 
handily  located. 

•Modeh  601,  603,  605,  607,  609,  611,  195-6,  -7, 
-8,-9,  -10,  -11,  -12,  -13,  509-14,  -15,  -16,  -17, 
(»••  tobk  on  oppOMt*  pog*  for  froqwoncy 
rang*  of  ooch  modol.). 


GENERAL  SPECIFICATIONS 

Input  connections  are  two  type  “N"  jacks.  R.F.  detector  is  a 
type  1N21B  silicon  diode.  They  have  a  ruggedized  50  micro¬ 
ampere  indicating  instrument  for  abusive  field  work  and  all 
silver-plated  parts  are  Rhodium  flashed  to  minimize  corrosion. 

INDIVIDUAL  SPECIFICATIONS 

Mod«l  Fraquency  Rang*  Loaded  O  length  Depth  Width  Net  Weight 

)»13l  2400— 3400  MC  1000  6'  3V*’  5'A'  3'A  lb». 

|i'232  1800— 3800  MC  1000  8  '  2%'  7%'  2'/i  lb«. 


MODEL  99  STUB  TUNER 

Features  a  main  body  of  rigid  coaxial 
line  made  from  heavy  brass,  silver 
plated  and  rhodium  flashed.  Trombone 
sections  are  not  just  plated  surface,  but 
solid  coin  silver,  specially  supported 
with  yoke  for  extreme  rigidity.  For 
use  from  1  ,(KM)  - 1  (),(K)()  me.  Available 
with  BNC  as  well  as  type  N  fittings. 
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AMERAC'S  PRECISION  MICROWAVE  CAVITIES 


Amerac,  Incorporated  manufactures  a  comprehensive  line  of  co-axial  line  cavities,  utilizing  various  standard  tubes, 
for  numerous  microwave  applications  including  aircraft,  guided  missile  and  beacon  work. 


FEATURES 

These  cavities  have  such  features  as  —  single  control  tuning, 
fixed  feedback,  rugged  anti-backlash  tuning  mechanism,  accu¬ 
rate  Root  counter  (optional),  adjustable  type  “N”  or  "BNC” 
5U-ohm  inductive  loop  coupling,  convenient  tube  receptacle  for 
quick  replacement,  long-duration  R.F,  output  stability,  operates 
on  inexpensive  power  supply. 


SERIES  500  AND  600  —  FOR  EXTREME 
ENVIRONMENTAL  CONDITIONS 

Engineered  to  operate  under  extreme  conditions  of  shock, 
vibration,  temperature  and  humidity,  these  cavities  have  been  de¬ 
signed  to  withstand  2()(X)  cycles  at  15  G,  200  MC  tuning  range. 


M.C./S  Pu«M 


Mod«l 

from  To 

Covilv 

Ty^ 

Rowor 

Duly 

Cycl* 

wiath 

U.  S*c. 

Tub* 

Typ* 

192BI 

750 

1000 

cw 

1/4 

300  mw 

_ 

_ 

2C36 

192AB1 

900 

1050 

Pulic 

1/4 

200  watts 

.001 

1  mi 

2C36 

)93B2 

1000 

1350 

CW 

1/4 

300  mw 

— 

— 

2C36 

I92AB2 

1000 

1250 

PuIm 

1/4 

2(X)  watts 

.001 

.5  2 

2C36 

iy2B3 

1100 

1400 

CW 

1/4 

300  mw 

— 

— 

2C36 

192AB3Z 

1100 

1400 

PuIm 

1/4 

200  watts 

.001 

.5  2 

2C36 

192  B4 

1350 

1700 

CW 

1/4 

300  mw 

— 

_ 

2C36 

)92AB4 

1350 

1700 

PuIm 

1/4 

200  watts 

.001 

.5  2 

2C36 

I92B3 

1500 

1900 

CW 

1/4 

300  mw 

— 

— 

2C36 

I92AB} 

1500 

1900 

PuIm 

1/4 

200  watts 

.001 

.4  2 

2C36 

192  B6 

1900 

2100 

CW 

V4 

100  mw 

— 

— 

2C37 

192AB6 

1900 

2100 

PuIm 

200  watts 

.001 

.5  2 

2C37 

192B7 

2100 

2300 

CW 

100  mw 

— 

— 

2C37 

192AB7 

2100 

2300 

PuIm 

% 

200  watts 

.001 

.5,2 

2C37 

192A8 

2300 

2500 

CW 

100  mw 

— 

— 

2C37 

192AB8 

2300 

2500 

Pul»* 

V4 

2(X)  watts 

.001 

.5  2 

2C37 

192  AB 

2500 

2700 

PuIm 

V4 

200  watts 

.001 

.5  2 

2C36 

192A9 

2700 

2900 

PuIm 

V4 

200  watts 

.001 

.5  2 

2C36 

192A10 

2800 

3000 

PuIm 

3^ 

200  watts 

.001 

.5  2 

2C36 

192A11 

3000 

3200 

PuIm 

V* 

200  watts 

.001 

.5  2 

2C36 

192A12 

3200 

3400 

PuIm 

V4 

200  watts 

.001 

.5  2 

2C36 

192A13 

3400 

3600 

PuIm 

V4 

200  watts 

.001 

.5  2 

2C36 

193  8 

2500 

2700 

Puls* 

1/4 

300  watts 

.001 

.5  2 

2C36 

193-9 

2700 

2900 

PuIm 

% 

300  watts 

.001 

.5  2 

2C36 

193  10 

2800 

3000 

PuIm 

% 

300  watts 

.001 

.5  2 

2C36 

193  11 

3000 

3200 

PuIm 

% 

200  watts 

.mi 

.5  2 

2C36 

193  12 

3200 

3400 

PuIm 

V4 

200  watts 

mi 

.5  2 

2C36 

193  13 

3400 

3600 

PuIm 

200  watts 

mi 

.5  2 

3C36 

19S6 

2000 

2200 

PuIm 

% 

2.0  kw 

mi 

.3/2 

6442 

195  7 

2200 

2400 

PuIm 

V4 

2.0  kw 

mi 

.3  2 

6442 

195  8 

2400 

2600 

PuIm 

% 

2.0  kw 

mi 

J  2 

6442 

195  9 

2600 

2800 

PuIm 

Va 

2.0  kw 

mi 

4  2 

6442 

195  10 

2800 

3000 

PuIm 

3^ 

2.0  kw 

mi 

J  2 

6442 

195-11 

3000 

3200 

PuIm 

% 

2.0  kw 

mi 

.3/2 

6442 

195-12 

3200 

3400 

PuIm 

^4 

2.0  kw 

mi 

J  2 

6442 

195  13 

3400 

3600 

PuIm 

2.0  kw 

.mi 

.3/2 

6442 

I98A 

900 

2050 

CW 

1/4 

100  mw 

_ 

_ 

68M6 

198  A 

2050 

4200 

CW 

X4 

125  mw 

_ 

68L6 

198A 

900 

2050 

Puls* 

1/4 

100  mw 

.5 

1  10 

5837 

198A 

2050 

4200 

PuIm 

^4 

125  mw 

.5 

1,  10 

5836 

500  6 

2000 

2200 

CW 

%4 

100  mw 

_ 

_ 

6442 

501  6 

2000 

2200 

PuIm 

3rA 

2  kw 

.mi 

J  2 

6442 

500-7 

2200 

2400 

CW 

Va 

100  mw 

_ 

_ 

6442 

501-7 

2200 

2400 

Puls* 

2  kw 

.mi 

.3  2 

6442 

500-8 

2400 

2600 

CW 

114 

100  mw 

_ 

_ 

6442 

501  8 

2400 

2600 

PuIm 

Va 

2  kw 

mi 

.3  2 

6442 

500  9 

2600 

2800 

CW 

3,a 

100  mw 

_ 

_ 

6442 

501  9 

2600 

2800 

PuIm 

X4 

2  kw 

mi 

4  2 

6442 

500-10 

2800 

3000 

CW 

^4 

100  mw 

_ 

6442 

501-10 

2800 

3999 

PuIm 

3/a 

2  kw 

mi 

.3  2 

6442 

500-11 

3000 

3200 

CW 

Va 

100  mw 

_ 

_ 

6442 

501-11 

3000 

3200 

PuIm 

Va 

2  kw 

mi 

.3  2 

6442 

502-12 

3200 

3400 

CW 

^4 

100  mw 

_ 

_ 

6442 

503  12 

3200 

3400 

PuIm 

Va 

2  kw 

mi 

.3  2 

6442 

504  13 

3400 

3600 

CW 

Va 

100  mw 

_ 

_ 

6442 

505  13 

3400 

3600 

PuIm 

Va 

2kw 

mi 

.3  2 

6442 

506  14 

3600 

3800 

CW 

Va 

100  mw 

_ 

_ 

GIZ1910 

507-14 

3600 

3800 

PuIm 

Va 

2kw 

mi 

.3  2 

6442 

508-15 

3800 

4000 

CW 

*4 

100  mw 

_ 

_ 

GLZ1910 

509-15 

3800 

4000 

PuIm 

114 

2  kw 

mi 

.3  2 

6442 

508-16 

4000 

4200 

CW 

Va 

100  mw 

_ 

_ 

GLZ1910 

509-16 

4000 

42W 

PuIm 

Va 

2  kw 

mi 

.3  2 

6442 

509  17 

4200 

4400 

PuIm 

Va 

1  kw 

mi 

.3  2 

6442 

509  18 

4400 

4500 

Puls* 

Xk 

1  kw 

.mi 

.3  2 

6442 

509  19 

4500 

4600 

Puls* 

Va 

1  kw 

mi 

.3  2 

6442 

600 

900 

1050 

CW 

1/4 

5  watts 

_ 

_ 

2C39B 

601 

900 

1050 

Puls* 

1/4 

2  kw 

.m2 

.5  5 

M1381 

602 

1000 

1200 

cw 

1/4 

5  watts 

_ 

_ 

2C39B 

603 

1000 

1200 

Puls* 

1/4 

2  kw 

.002 

.5  5 

M1381 

604 

1150 

1300 

cw 

1/4 

5  watts 

_ 

_ 

2C39B 

605 

1150 

1300 

Puls* 

1/4 

2  kw 

002 

.5  5 

ML381 

606 

1250 

1500 

cw 

1/4 

5  watts 

_ 

_ 

2C39B 

607 

1250 

1500 

Puls* 

Va 

2  kw 

.002 

.5  5 

M1381 

608 

1450 

1700 

cw 

1/4 

5  watts 

_ 

_ 

2C39B 

609 

1450 

1700 

Puls* 

1/4 

2  kw 

.m2 

.5/5 

M1381 

meracy 


INCORPORATED 
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77 


UNITED-CARR 

FASTENER  CORP 

CAMBRIDGE  42,  MASSACHUSETTS 


Tailor-Made  Fasteners  in  Volume  Quantities 


VIBRATOR  GROUNDING  ▲ 
FASTENIRS  ▼ 

Holdf  I  '/]"  dia.  beaded  or  non- 
beaded  vibrator.  Vibrator  Can 
grounded  to  chossii.  Holding 
prongi  designed  to  hold  several 
types  of  Cons. 


^  POLYETHYLENE 
▼  MOUNTING  FOOT 


No  mar  no  scratch  glide  for  use 
on  TV  receivers,  record  changers 
and  small  appliances.  Assembles 
into  round  hiole  in  either  wood  or 
metal  cabinets. 


TRIMOUNT  STUDS 


Designed  to  hold  two  or  more 
thicknesses  of  materiol  together. 
Easily  installed  by  hand.  Insure 
vibration  proof  attachment.  Per¬ 
manent  or  removable  ottach- 
ment.  Wide  variety  of  shapes 
and  sizes. 


PLUG  BUTTONS 


Made  to  snap  into  hole  sizes  Vi 
to  3”.  Can  be  embossed  with 
ornamental  or  functional  de¬ 
signs.  Removable.  Supplied  with 
various  finishes,  in  a  variety  of 
shapes  and  sizes. 


FISHTAIL  RATCHET  PLATE 


Made  in  a  wide  range  of  sizes  to 
hold  on  smooth  metal,  die-cast  or 
plastic  studs.  For  use  on  refriger¬ 
ators,  radio  cabinets,  washing 
machines  and  other  products  to 
hold  medallions,name  plates,  etc. 


RUBBER  FOOT 


Snap-In  Rubber  Foot  far  Record 
Changers  and  Phonograph 
Mountings  eliminates  threaded 
member,  lock  washer  and  nut 
thereby  speeding  assembly  time 
ond  reducing  casts. 


NYLON 


COIL 


NUT 


Oes 


gned 


nto 


tuner 


snap 


and 


coil 


No 


coil 


for 


adjust 


coil 


for 


fastener  required 


SPEAKER  MOUNTING  ▲ 
j  BOLT  T 

Pronged  head  prevents  bolt  from 
turning  in  speaker  panel  during 
application  of  nut  and  lock 
washer,  permits  one-side  attach¬ 
ment  providing  production-line 
savings. 


NYLON  SNAP-IN  NUT 


Serves  as  insulator  between 
"hot  TV  chassis"  and  cabinet. 
Snaps  into  square  chassis  hale' 
and  secures  to-  cabinet  with 
sheet  metal  screw. 


QUICKEY  FASTENER 


Eliminates  need  for  welding  or 
swaging  studs  to  sheet  metol 
stampings,  facilitates  nesting, 
eliminates  domage  in  transit  be¬ 
cause  Quickey  snaps  in  just  be¬ 
fore  find  assembly.  . 


'Miniature  battery 

CONNECTORS 


Fo'  use  with  small  "B  batteries; 
offord  quick  and  positive  polar¬ 
ized  electrical  connections  and 
worthwhile  space  savings  on 
smoll  electronic  equipment. 
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Ucinite  Electrical  Assemblies 


STAMPED  CIRCUITS 

"Printed  circuitry"  by  a  stomp¬ 
ing  process  free  of  electrolytic 
contominotion.  High  precision 
ond  consistent  registrotion. 


MOLDED 


SWITCH 


Single 


wofe 


Iter  rotory  switches 
molded  construct 
col.  duroble.  Sii 


rugged 


pole 


SPECIAL  ASSEMBLIES 


Stomped  circuits,  molded  hous¬ 
ings,  speciol  contocts  custom- 
designed  in  o  complete  pockoge 
to  At  the  opplicotion. 


PRINTED  CIRCUIT 

CONNECTORS 


Unique torsion-bor  contocts  pro¬ 
vide  consistent  performonce  un- 
effected  by  repeoted  insertions 
of  moiimumond  minimum  toler- 
once  boords.  Avoiloble  in  23, 
18,  15  ond  10  contoct  sites. 


TUBE  SOCKETS 


Ceromic  octols  and  special 
types.  Ring  or  saddle  mount¬ 
ing.  Open  ended  plates  for 
shock  mounting  with  rubber 
grommets.  JAN  types. 


POINTERS 


Slide  pointers.  Two  sizes  of 
carriages  adjustable  to  varia¬ 
tions  in  rails  and  adaptable  to 
ony  indicator  design. 


BATTERY  CONNECTORS 


Wired  snap-on  units  for  use 
0  with  botteries  equipped  with 
United-Carr  electricol  snap 
fasteners.  Wiring  to  customer's 
specifications. 


Ucinite's  quolity  jock  for  .080 
probes.  Beryllium  copper  con¬ 
tacts.  Nylon  insulation  in  colors. 
Metal  shell  for  firm  dependable 
mounting  } 


SNAP  SWITCHES 


Precision,  momentary  contact 
push-button  switches.  Small 
and  dependable  Several  cir¬ 
cuit  arrangements.  Water  tight 
version  shown 


BANANA  PINS 


Four  sizes  of  plugs  with  one- 
piece  beryllium  copper  springs. 
Adoptoble  mounting  ends  in 
threaded,  staking,  or  solder  lug 
types.  Similar  Mating  Jacks 
also  available. 


GENERAL 
CEMENT  MEG.  CO 


G-C  ELECTRONICS 
MFG.  CO. 


TELEVISION 
HARDWARE  MFG.  CO 


TELCO  ELECTRONICS 
_ MFG.  CO.  ^ 


SERVICE  AIDS  •  CHEMICALS  •  ALIGNMENT  TOOLS 
ELECTRONIC  HARDWARE  ^  i 


Providing  thousands  of  quality  products  used  in  the  radio,  television  and  electronic  indus¬ 
tries  is  the  job  of  G-C  .  .  .  and  they're  available  at  leading  parts  distributors  everywhere. 

GENERAL  CEMENT  MFG.  CO.  •  Division  of  Textron  Inc.  •  Los  Angeles— Rockford,  III. 


CARBON  RESISTORS 


G-C  STACKPOLE 


G-C  Electronics  offers  *  complete  line 
of  packeied  G-C  Stackpole  Coldite 
70  -j-  carbon  resistors  to  meet 
ever*  requirement  ...  in 
henoy  packs  or  bulk. 


6-C  EUCTRONICS  MFG.  CO. 

Division  of  G-C — Textron  Inc,  Los  Angeles — Rockford,  W. 


HEADQUARTERS  FOR  ALL  TV  HARDWARE 

STANDOFFS  •  ROOF  MOUNTS  •  CHIMNIY  MOUNTS  •  WALL  MOUNTS  •  LIGHTNING 
ARRESTORS  ^  ^ 


A  full  line  of  antenna  installation  hardware  is  available  for 
servicemen  and  technicians  everywhere  ...  all  manu- 
factored  to  famous  Telco  quality  standards. 

TELEVISION  HARDWARE  MFG.  CO.  •  Division  of  G-C— Textron  Inc.  •  Los  Angeles— Rockford,  III. 


Wide  variety,  modern  design  and  quality  manu¬ 
facture  are  the  reasons  why  G-C  Telco  Antennas 
enjo^such  broad  acceptance. 

TELCO  ELECTRONICS  MFG.  CO.  •  Division  of  G-C— Textron  bic 


Los  Angeles — Rockford,  III. 


Hundreds  of  knobs  in  all  styles,  sizes  and  types  sSI||Spi^ 

are  available  for  immediate  shipment  from 
Gee-Lar— the  "House  of  Knobs." 

GEE-LAR  MFG.  CO.  •  Division  of  G-C — Textron  Inc.  •  Los  Angeles — Rockford,  III. 
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ROTATING  COMPONENTS 
RADAR  ANTENNA  DEVICES 

GYROS  . 

COMPONENT  PACKAGING 


ECUPSE-PfONEBR  DIVISION 


If  ^ 


AUTOSYN®  SYNCHROS 


SEE  TABLE 


AY-300 

SERIES 

SIZE  8 

FRAl^ 


AY-30M-I2  A1 


R«c«<v«r 

Control  Trontformor 
Trantmittor 

Control  Tronsformor  (Hl-Z) 
Rotolvor 


AY33a25-A1 


DiHorontiol 


irnished  in  corrosion  resistant  construction. 


TYPICAL 


CORROSION 

RESISTANT 


Rocoivor 

Control  Trontformor 
Trcntmittor 


AY-900  r-20-Al 
AY.50Q  -25- A 1 
AY-900 
AY-900P-I»A1 
AY-500  -M-AI 


AY-SOO 

SERIES 


Contool  Trantforffsor  (Hl-Z) 

Ufsoor 

Rotohror 

DiHorontiol 


AY-520  RA-AI 
AY-530  -RS-AI 
AY-540  M  AI 
AY.99D  W-Ai 


TYPICAL 

NO. 


AAullI  Powor  Trantmittor 

Cantr«4  Trontformor 

Control  Trontformor  (Mod.  Z) 

SIrsg{o>Rowor  Trantmittor 

Botoleor 

Rotolvor 

Roto)*or  (Hl-Z) 

DiKoronlial 

Control  Trcmtformor  (Hl-Z) 


AY-dOO-  l  AI 
AY-400-  3-Al 


AY-600 

SERIES 


AY-400-  R-AI 
AY-40O-I0-A1 
AY  420-  3-AI 


Units  listed  hove  loose  leods.  Con  olso  be  furnished  with  terminal  boards. 


CORROSION 

RESISTANT 

HI6N  TEMP.  ANO 
CORROSION 
RESISTANT 

AY.40O-  *  A1 

AY.40O-  5  AI 

AY-40O-I3  At 

AY-400-nAl 

AY-400-  P-A1 

AY-42a-  *  A1 

AY.420-IRA1 

AY.430-  3-Al 

AY.490-I3AI 

_AY-W5  A1 

AY-SOO- 

2AI 

AY-500- 

3-AI 

AY-500- 

4- At 

AY-500- 

S-A1 

AY-SIO- 

lO-AI 

AY-520- 

3-AI 

AY-530- 

3-AI 

AY.540- 

5-A1 

ECLIPSE-PIONEER  DIVISION 


AVIATION  CORPORATION  o  TETERBORO  o  NEW  JERSEY 


■ 


I 


AUTOSYN®  SYNCHROS 


ithed  in  corroiton  r«sisfont  construction. 


AY-400 

SERIES 

SIZE  22 


TronwfiMMr 


DlWf 


TYPICAL 

NO 


DIMENSION 


AY.200 

SERIES 


niNCTION 

COMOSMII  KSiSTANT 

Tr«ntmin*r 

AV.I90-A1 

Cutf  1  TrentfoffiMr 

AY.I9I.AI 

AY-m-AI 

AY-in-AI 

lacaivaf 

AY.194.A1* 

STMOMO 

COUOSION 

RICH 

CONSTRUCTION 

RESISTANT 

TEMKRATME 

MwM.P*w*f  Trontmitfvr 

AY.ZOQS-  l-R 

AY.20OS^*«  8 

AY-aOQS-  2-R 

AY.20OS-S2.B 

Cwttrol  Tran(form«f 

AY-ZOOS-  S-R 

AY-20OS-25-B 

SSitfl*.  Power  Trontmittor 

AY-aOOS-  4.R 

AY.20OS-2A-B 

AY-SOOS-SI-i 

Control  Trontlormor  (Hl-Z) 

AY.JOOS-  5-R 

AY-20OS-M-i 

llwoor 

AY-21 

AY-21 

RotoKor  (Hl-Z) 

AY.JZOV  5-S 

AY.220S-3R-R 

Rotolvor 

AY.220S.27-i 

AY-220S-25-A 

RotoKror  (Hl-A«cvraqf) 

AY-220S-STR 

DiMorontiol  (Sorvo  AppNcotion) 

AY.230S-  *-• 

AYZSDS-J^-A 

OiMofoitllol  (Sywchfooom  AyyBcotlor>) 

AY.230»-  *■* 

Roeolvor  (Omni  Ay^Rcotion) 

AY.240S-  5.i 

Rotolvor  (Hl-Pro^woncy) 

AY-250S-24-i 

AY-25CS-39-i 

RotoKor,  Control  Tronfformor 

AY.2AOS-  5  » 

Vorioblo  Trontlormor 

AY.27D»-43-i 

AY-270S-^» 

AY.270S.4B-i 

Roiolvor  (Poodbock) 

AY-PIOA-I 

Control  Trontlormor  (H|.Z) 

AY.920.A1 

TYKNO. 

WI'.L-il'MI 

AY.401.1 

AY-402.1 

%  0 

H  Vk 

rrmlnol  boards. 

Units  listtd  havo  looso  leads.  Can  also  be  furnished  with  terminal  boards.  AY-910  is  furnished  with  terminal  board. 
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MOTOR  GENERATORS  —  CENTER  TAPPED  CONTROL  WINDINGS 


PRECISION  GYROS  FOR  ALL  APPLICATIONS 

Eclipse-Pioneer  ...  the  nation’s  foremost  supplier  of  panel  rate,  free,  and  directional  types  used  as  reference  components 

indicator  gyros  .  .  .  offers  a  complete  line  of  gyros  to  meet  in  complete  navigation,  radar,  compass,  automatic  flight  control, 

all  applications.  This  group  includes  all  the  basic  vertical,  and  guidance  systems. 


RADAR  ANTENNA  DEVICES 


Vast  experience  in  servo-mechanisms  and  in 
latest  packaging  techniques  plus  the  use  of 
light-v\^eight  castings  throughout,  enables 
Eclipse-Pioneer  to  manufacture  smaller  and 
lighter  radar  antenna  devices  of  unsurpassed 


quality.  Airborne  or  ground  radar  antenna 
devices  can  be  supplied  to  include  the 
electromechanical  drive  unit  only  or  to  in¬ 
clude  the  complete  reflector  assemblies  and 
feed  systems. 


OUND  ANTENNA  PEDESTAL 
TYPE  NUMBER  401 01-1 -A 


Specifications 

Weight  .  700  lbs. 

Data  accuracy  . 0.5  mil. 

Slewing  rates  (in  azimuth  and  elevation)  ....  12  rpm. 

Operating  temperature  range . — 54*C.  to  h-GS'C. 

Elevation  and  azimuth . Two-speed  60  cps  synchro 

data  systems  are  used,  hav¬ 
ing  ratios  of  1:1  and  16.1 

Servo  drives . . %  hp  motors  (dc)  for  use 

with  an  amplidyne  servo 
system 

Wind  loading  . 50  mph  (full  operating  per¬ 

formance)  100  mph  (no  struc¬ 
tural  damage). 


ARBORNE  WEATHER 

RADAR  ANTENNA 
TYPE  NUMBER  40023-D-A 


Specifications 


standard  frequency  range .  9345  to  9405  mc/s.  This 

permits  beacon  operation  at 
9310  mc/$. 

Optional  frequency  range  . 9215  to  9275  mc/s. 

Operation  . Up  to  60  kw  peak  with  a 

0.001  duty  cycle. 

Beam  width  . 4*  maximum  in  E  and  H 

planes 

Side  lobes . At  least  18  db  below  main 

lobe  peak. 

Polarization  . Horizontal. 

Weight  . 24  lbs.  (approximate). 

Operating  temperature  range*  . — 40'’C.  to  +55*0. 

Storage  temperature  range . — 65*C.  to  +55*C. 

Humidity  .  10%  to  95%. 

*These  temperature  ranges  can  be  extended  for  specific  applications. 


Supermarket  volume  makes  Eclipse-Pioneer  the  ideal  place  to  shop  for  Premium  precision,  minimum  cost,  and  fast  delivery  have  made  Eclipse- 
synchros,  motors,  gyros,  radar  antenna  devices,  and  component  packages.  Pioneer  the  "buy  word"  for  precision  components. 
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THE ELECTRON  TUBE  YOU  NEED  IS  HERE! 


GROUP  I— RECEIVING  TUBES 


GROUP  III— GAS  AND  SPECIAL  TUBES 


HY-G-200' 

EIA  JAN  PROTO-  BENOIX 


Type  No. 

Type  Ne. 

TYPE 

Type  Ne. 

DESCRIPTION 

5838 

6X5 

TE-3 

RECTIFIER.  Full-wave 

5839 

5839 

6X5 

TE-2 

RECTIFIER.  Full-wave 

5852 

5852 

6X5 

TE-5 

RECTIFIER.  Full-wave 

5992 

5992 

6V6 

TE-8 

AMPLIFIER.  Beam  power 

5993 

5993 

6X4 

TEIO 

RECTIFIER 

6106 

6106 

5Y3 

TE-22 

RECTIFIER 

6385 

2C5r 

TE-21 

MINIATURE  TWINTRIODE 

5670 

6486 

6AS6 

TE-ll 

MINIATURE  PENTODE 

6582 

6AK5 

TE-35 

MINIATURE  PENTODE 

HY-G-SOC^ 

(Reliable,  hard  glass,  ceramic  spacers, 
300"C  Bulb  Temperature  Rating) 


6080WB 

6AS7 

TE-46 

TWIN  TRIOOE 

6082A 

6082 

TE-55 

TWIN  TRIOOE 

6094 

6094 

6AQ5/ 

6005/ 

6095 

TE-18 

MINIATURE  AMPLIFIER 

6384 

6384 

6AR6' 

6098 

TE-27 

AMPLIFIER  Beam  power 

6486A 

6AS6 

TE  43 

MINIATURE  RF  PENTOOE 

6582A 

6AK5 

TE  44 

MINIATURE  RF  PENTOOE 

6754 

412A 

TE-36 

RECTIFIER.  Full  wave 

6851 

5751 

TE  42 

MINIATURE  TWIN  TRIOOE 

6853 

5Y3 

TE  45 

BANTAM  RECTIFIER. 
Full-wave 

6854 

2C5r 

5670 

TE  47 

MINIATURE  TWIN  TRIOOE 

6877 

>/i  6080 

TE-48 

MINIATURE  TRIOOE 

6889 

Top  Cap 
6384 

TE-52 

AMPLIFIER.  Beam  power 

6900 

5687  TE-54  MINIATURE  TWIN  TRIOOE 

COMPUTER  TUBES 

6888 

7AK7 

TE-40 

GATEO  PENTOOE 

GROUP  II— MICROWAVE  TUBES 


EIA 

Type  Ne. 

JAN 

Type  No. 

BAND 

BENOIX 
Type  No. 

DESCRIPTION 

2K50 

2K50 

K 

TE  4 

REFLEX  KLYSTRON 

6116 

6116 

X 

TE-62 

REFLEX  KLYSTRON 

6541 

K 

TE-30 

REFLEX  KLYSTRON 

6584 

C 

TE-38 

REFLEX  KLYSTRON 

Ka 

TE-37 

REFLEX  KLYSTRON 

Ka 

TE-53 

REFLEX  KLYSTRON 

6845 

6845 

X 

TE-59 

REFLEX  KLYSTRON 

(US  Navy) 

6940 

X 

TE-58 

REFLEX  KLYSTRON 

K 

TE  60 

REFLEX  KLYSTRON 

X 

TE-61 

REFLEX  KLYSTRON 

V 

TE67 

BACKWARD-WAVE 

OSCILLATOR 

C 

RXB- 

TRAVELLING  WAVE  TUBE 

103401 

AMPLIFIER 

V 

TE-66 

BACKWARD  WAVE 

OSCILLATOR 

SPECIAL  PURPOSE  GAS  TUBES 


EIA 

Type  No. 

JAN 

Type  No. 

BENDIX 
Type  No. 

DESCRIPTION 

5643 

5643 

TO  17 

SUBMINIATURE  XENON  THYRATRON  iMIL  SPEC) 

5643 

TD-37 

SUBMINIATURE  XENON  THYRATRON 

(COMMERCIAL  SPEC) 

5947 

TT-2 

TEMPERATURE  LIMITED  DIODE 

5960 

TD-1 

COLO  CATHODE  DISCHARGE 

TD-45 

COLD  CATHODE  DISCHARGE 

TD-28 

COLD  CATHODE  TETRODE  THYRATRON 

6142 

TD-9A 

GAS  DIODE  VOLTAGE  REGULATOR 

TO-19 

GAS  DIODE  VOLTAGE  REGULATOR 

6144 

TT  1 

NOISE  DIODE 

6352 

TT-29 

SUBMINIATURE  TEMP  LIMITED  DUAL-DIODE 

6361 

TT  25 

■  SINGLE  CONVECTRON 

5845 

TT-30 

MINIATURE  TEMPERATURE-LIMITED  DIODE 

Froquency 

Renge 

KMC 

Bend 

GROUP 

Waveguide 

Number 

IV— GAS  NOISE  SOURCE  TUBES 

Bendii  EIA  Recommended  Aiwde  Tube 

Type  Type  Mount  Mode  o<  Current  Drop 
Number  Number  Type  Dperatlon  MA  Volts 

Tube 

Excess 

Noise 

Ratio 

DB 

1.12-1.70 

L 

RG  69  U 

TD-21 

6881 

90°H 

D.C. 

250 

65 

15.2 

TD-29 

7101 

90°H 

A.C.  &  D.C. 

250 

130 

18.0 

2.63.95 

S 

RG-48  U 

TD-12 

6358 

lO^E 

D.C. 

250 

80 

15.2 

TD-22 

6782 

9(rH 

A.C.  &  D.C. 

250 

45 

15.2 

3.30  4.90 

S 

WR-229 

TD-24 

6852 

10°E 

A.C.  &  D.C. 

250 

65 

15.2 

3.95-5.85 

C 

RG  49  U 

TD-10 

6356 

10°E 

D.C. 

250 

70 

15.2 

5.85-8.20 

X 

RG  50  U 

TD-10 

6356 

10“E 

DC. 

250 

70 

15.2 

8.20-12.40 

X 

RG-52  U 

TD-11 

6357 

10°E 

D.C. 

200 

75 

15.2 

TD-23 

6882 

10“E 

D.C. 

200 

115 

18.0 

12.4  18.00 

KU 

RG-91  U 

TD-18 

6684 

10°E 

D.C. 

200 

70 

15.2 

18.0-26.5 

K 

RG  53  U 

TD-13 

6359 

10°E 

D.C. 

200 

65 

15.2 

Type 

Ne. 

DC 

Break¬ 

down 

KV 

GROUP 

Rapeb- 

Initlal  tive 

Pube  Pulse 
Break-  Break¬ 
down  down 
KV  KV 

V— SPARK 

Watts  Peak 
Maxi-  Db- 
mum  charge 
Dbsl-  Watt- 
pation  Second 

GAPS 

Fault 

Surgo 

Currant 

Amps 

Isotope 

Stabili¬ 

zation 

InItUI 

Equip¬ 

ment 

Usage 

Con¬ 

figura¬ 

tion 

TG25 

0.400 

3 

2 

Yes 

Safety 

1 

TG  26 

0.75 

5 

2 

1000 

Yes 

Safety 

2 

TG27 

1.0 

5 

5 

1000 

Yes 

Safety 

2 

TG30 

2.0 

3.0 

2.7 

5 

14 

2000 

Yes 

Safety 

2 

TG-34 

5.0 

8.5 

5.5 

5 

19 

3000 

Yes 

Safety 

2 

TG-37 

10.0 

20.0 

15.0 

5 

22 

4000 

Yes 

Safety 

2 

TG56 

20.0 

23.0 

7.5 

30 

5000 

Yes 

Safety 

4 

TG60 

50.0 

7.5 

50 

6000 

Yes 

Safety 

4 

Many  other  mcxlels  of  Bentlix  rjas  noise  source  and  spark  ^ap  tutres 
Iresides  those  shown  liere  are  a\  ailahle.  1  here  is  also  a  HY-G-500 
line  of  metal  ceramic  receivintj  tul>cs.  For  a  completely  up-to-date 
list,  write  bkndix  avi.m  ion  cori'or  ation,  eaton  town,  new  jersey. 


W«tt  Coot*  Sal«t  &  $«rvtc«:  117  I.  ^rovtd«iKia  Av«^  Surbonti,  Colif. 

Cspoft  Sai««  &  S*rvk«-  B*fldia  Int^rnotionol  Division, 

205  E.  42nd  S»..  N»w  York  17,  N.Y. 

Conodion  Distributor:  Computing  Dovkos  of  Canada,  Ltd..  P-O.  Box  508.  Ottawa  4,  Ontorio 
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America’s  pioneer  wire  speciaiists  offer  you  wire  products  conforming 
to  MIL  and  NAS  specifications  in  the  types  and  sizes  you  need! 


HIGH  TEMPERATURE  TEFLON*  INSULATED  HOOK  UP  &  MISSILE  WIRES  &  CABLES 

(— 90°C  to  +250‘’C)  Conductors:  4%  Silver  Plated  Copper  (XC),  Nickel  Plated  Copper 

(XN),  Silver  Plated  Copperweld  (XCW),  Special  Constructions  (XSP),  Silver  Plated 
Aluminum  (XA,  at  47%  the  weight  of  copper  with  equal  conductance)  and  Reinforced 
Core  (XR,  which  provides  a  sheath  of  steel  wires  over  an  aluminum  or  copper  core.) 
Insulations:  Extruded  Teflon*  and  Taped  Teflon*.  Colors:  All  solids  &  stripes. 

Sizes  AWG  8  to  32. 


HIGH  TEMPERATURE  TEFLON*  INSULATED  MAGNET  WIRES  (-9o°c to +250  0 

Conductors:  Soft  or  Annealed  Copper  per  JAN-W-583.  Insulations:  Single,  Double,  Triple 
or  Quad  thickness.  Sizes  AWG  30  to  46. 


FILM  &  FABRIC  INSULATED  MAGNET  WIRES 

Conductors:  Conventional  Copper.  Film  Insulations:  Enamel,  EZ-Sol  (nylon), 

Hud-Sol  (polyurethane),  Formvar  and  Siliclad  (silicone)  all  single  and  heavy.  Film  Sizes 
AWG  14  to  .0006.  Fabric  Insulations:  Celanese,  Nylon,  Silk,  Cotton  and  Orion, 
all  single  &  heavy  over  bare  wire  or  film.  Fabric  Colors:  All  solids  and  tracers.  Fabric  sizes 
AWG  20  to  40.  All  combinations  of  Film  &  Fabric  insulations  are  available. 


THERMO- PLASTIC  INSULATED  HOOK-UP  &  ELECTRONIC  WIRES  (los  c,  so  c.  so-o 

Conductors:  Tin  Plated  Copper  and  other  metals,  (instructions:  Solid,  Stranded  or 
Multi-Harness.  Insulations:  Polyvinyl  and  Polyethylene.  Colors:  All  solid. 

Sizes  AWG  10  to  24. 


SPECIAL  INSULATED  WIRES 

High  Frequency  Litzendraht.  Voice  Coil.  Bifilar  &  Trifilar  Formvar.  Pig-Tail  Leads. 
Braided  Wires.  Loop  Wires.  Silver  Plated  Nickel.  Aluminum.  Special  Servings  of  Nylon 
&  Celanese  in  colors. 


STRANDED  &  BUNCHED  WIRES 

Conductors:  Bare  wires  in  a  wide  choice  of  non-ferrous  metals.  Coated 

and  Clad  wires  in  Silver  Plated,  Tin  Plated,  Nickel  Plated  and  Copperclad.  Concentric 

stranding.  Bunched  stranding.  Rope  stranding  in  finished  Sizes  AWG  10  to  32. 


Hudson  also  manufactures  a  full  line  of  Solid  Round  Bare  Wires, 


Silver  Plated  Wires,  Fuse  Wires  and  Flat  Wires,  Electrical  and  Mechanical 


HXJIDSOKr  WIRE 

Plants  —  Ossining,  N,  Y.  —  Wilson  1-8500  •  TWX  964  i 
Winsted,  Conn.  — Frontier  9-3341  •  TWX  450 
Cassopolis,  Mich.  — Hickory  5-2424  •  TWX  07 

Sales  Otfices  —  Albany,  N.  Y.,  Cbica(0.  III.,  Cleveland.  0.,  Dallas.  Tea.,  Indianapolis.  Ind., 
Johnson  City,  Tenn.,  Los  Anfeles,  Calit.,  New  York  City,  Rochester,  N.  Y.,  St.  Louis,  Mo.. 
South  Whitely,  Ind.,  Syracuse,  N.  Y.,  Tarpon  Springs,  Fla.,  Trenton,  N.  i.,  Waterbury,  Conn. 


Member — National  Security  Industrial  Assbciation 


•Du  Pont 
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The  following  5  pages  offer  the'most  complete 
reference  source  for  all: your  power  supply 
needs. 


SORENSEN  I  COMPANY.  INC. 

BHA  aECTRIC  Divltioi  of  SORENSEN  fc  CO.,  INC. 

SalM  OfNctS:  t 

McImNs  AvtNO,  Soatfe  Narwalk,  Com.  I 

I  HTI 


WORLDWIDE  REPRESENTATION 


latMi^onkartM  Prtitct* 

Priruengracht  530 
Amsterdain,  Holland 

lata  Y/0 

Meritullenkatu  11 
Helsinki,  Finland 
K.L.N.  Trading  Ca.,  Ltd. 
Sveavagen  70 
StKkholm.  Sweden 
dabert  I.  W.  Knhael 
Untere  Donaustrasse  27 
Vienna  11,  Austria 

Or.  Walter  Masiag  &  Ca. 

Erbach  (Odenwald) 

West  Germany 
Nece  A/S 
Tollbugt  4 
Oslo,  Norway 
Radiaaieter 
72  Emdrupvei 
Copenhagen,  Denmark 
Usines  Balteaa 
91-97  Rue  de  Serbia 
Liege,  Belgium 

ISRAEL 
Agentei,  Ltd. 

P.O.  Box  2689 
Tel-Aviv,  Israel 

UNITED  KINGDOM 
J.  Langbaai  Tkampsan,  Ltd. 

Sprmgland  Labs,  Bushey  Heath 
Herts.,  England 

SOUTH  AFRICA 
A.C.Cawlett.  Ltd. 

509 '514  Transvalia  House 
Johannesburgh,  South  Africa 

NEW  ZEALAND 
imarei.  Ltd. 

P.O.  Box  471 

48  New  North  Rd.,  Eden  Terr. 
Auckland,  C3,  New  Zealand 

AUSTRALIA 

Messrs.  JKOby  Mitchell  A  Ca., 
477  Kent  St. 

Sidney,  N.S.W.,  Australia 


S.  Sterling  Caaipany 

379  West  First  St 
Dayton  2,  Ohio 
Fulton  ii9* 

Vewell  Assaciates,  Inc. 

Middlesex  Turnpike 
Burlington,  Mass. 

BRowning  2-9000 
Yewell  Assaciates,  lac. 

1101  E.  Mam  St. 

Bridgeport,  Conn. 

Forest  6-3456 
tAllen  Nace  Ca. 

7601  Parkview  Rd. 

Brecksville,  Ohio 
Jackson  6-7300 
lAllea  Nace  Ca. 

Box  93,  Riverdale  Sta. 

Dayton  5,  Ohio 
Oregon  8125 

CANADA 

Bayly  Engineering,  Ltd. 

First  St. 

Ajax,  Ontario,  Canada 
Toronto  EMpire  8-6866 
AJAX  U8 

Bayly  Engineering,  Ltd. 

Room  S31,  48  Sparks  St. 

Ottawa,  Ontario,  Canada 

BRITISH  COLUMBIA.  ALBERTA, 
SASKATCHEWAN.  MANITOBA 
ARVA 

229  Rogers  Bldg. 

Vancouver  2,  British  Columbia 
Pacific  3367 

HAWAII 

Cans  Piety  Factars,  Inc. 

2030  Home  Rule  St. 

Honolulu  17.  Hawaii 
Phone  83105 

MEXICO 

Electra  Labs,  S.A. 

Guanaiuanto  d21 
Mexico  City.  Mexico 
Phones  ll-60-94i  11-70-58 

EUROPE 

Sorensen  AROAG 

Eichstrasse  29 
Zurich  3.  Switzerland 
Applicaziani  Elettraniche  S.p.a. 

Via  Maffucci  52 
Milano,  Italy 
Electranicas  Baar 
Los  Vascos  14 
Madrid.  Spam 

Canipamentas  de  Labarataria,  Ltda. 

Apartado  458 
Lisbon,  Portugal 


McCartby  Astaclalaa 

441  W.  California  Ava. 

Palo  Alto.  Calif. 

OAvenpixt  5-6136 

McCartby  Assaciatas 

934  W.  Laurel  St. 

San  Diego,  Calif. 

Belmont  9-4015 

Pinkney  &  Hina 

1925  Nicollet  Ave. 

Minneapolis  3.  Minn. 

Federal  8-0523  TWX  Minn.  Code  FMR 

Pivan  Engineering  Ca. 

2820  Peterson  Ave. 

Chicago  45,  III. 

BRiargate  4-913S 

H.  E.  Ransfard  Ca. 

5400  Clairton  Blvd. 

Pittsburgh  36,  Pa. 

TUxedo  4-3425 

RMC  Assaciates,  Inc. 

236  E.  75th  St. 

New  York  21,  N  Y. 

TRafalgar  9-2023  TWX  NY-1-3805 

RMC  Associates.  Inc. 

391  Grand  Ave. 

Englewood,  N.  J. 

LOwell  7-3933 

The  I.  E.  Robinson  Company 
7404  West  Chester  Pike 
Upper  Darby,  Pa. 

FLanders  2-7017  TWX  Flanders  533 

The  I.  E.  Robinson  Company 

905  Mam  SI. 

Asbury  Park.  N.  J. 

Kellogg  1-3150 

The  I.  E.  Rebinsan  Company 

2120  Market  St. 

Camp  Hill,  Pa. 

REgent  7-6791 

J.  D.  Ryarsan  Assaciatas.  Inc. 

Ill  Kmne  Rd  ,  Dewitt.  N.  Y. 

Mail:  P.O.  Box  1400 
Syracuse,  N  Y. 

SVracuse-Gibson  6-1771 
TWX  SS-312 

J.  D.  Ryersan  Assaciatas,  Inc. 

105  Pickwick  Drive 
Rochester  18,  N.  Y. 

S.  Sterling  Company 
15310  W  McNichols  Rd. 

Detroit  35.  Mich. 

Broadway  3-2900 

S.  Starling  Company 

5827  Mayfield  Rd. 

Cleveland  24.  Ohio 
Hlllcrest  2-8080 


UNITED  STATES 
ARVA 

120  West  Thomas  Street 
Seattle  99,  Washington 
Murdock  7737 

Bivins  A  Caldwell,  Inc. 

3133  Maple  Drive,  N.E. 

Atlanta  5,  Ga. 

CEdar  3-7522  TWX  987U 

Bivins  i  Caldwell,  Inc. 

P.O.  Box  5187 
1923  N.  Main  St. 

High  Point,  N.  C. 

Highpoint  2-6873 

Harris-Hansan  Ca. 

2814  S.  Brentwood  Blvd. 

St  Louis  17.  Mo. 

Mission  7-4350  TWX  WE B2 3 7 

Harris-Hansen  Ca. 

7916  Paseo  Ave. 

Kanus  Crty  30.  Mo. 

HI  land  6744  TWX  KC448 

James  L.  Highsmitb  Ca. 

P.O.  Box  1011 
Charlotte,  N.C. 

FRanklin  7-2546 

Harman  Assaciates,  Inc. 

2017  "S”  St ,  N  W. 

Washington  9,  D.C. 

OEcatur  2-5705  TWX  WA5S9U 

Herman  Assaciates,  Inc. 

635  St.  Johns  Rd. 

Baltimore,  Md. 

Hopkins  7-2290 

Lahana  and  Company 
1886  S.  Broadway 
Denver  10,  Colorado 
Pearl  3-3791  TWX  0N676 

Earl  Lipscomb  Associates 

P.O.  Box  7084 
Dallas  9,  Texas 

FLeetwood  8-1771  TWX  DL411 

Earl  Lipscomb  Assaciatas 

P.O.  Box  6573 
3825  Richmond  Ave. 

Houston  5.  Texas 
MOhawk  7-2407 

Arthur  H.  Lynch  A  Associates 

35  W.  North  Shore  Avenue 
Fort  Myers,  Florida 
WYandotte  5-2151 


CENTRAL  AND  SOUTH  AMERICA. 
EXCEPT  MEXICO:  AFRICA.  EXCEPT 
MOROCCO.  SPANISH  POSSESSIONS 
AND  UNION  OF  SOUTH  AFRICA; 
ASIA,  EXCEPT  ISRAEL 
Rocke  International  Carp. 

13  East  40th  St. 

New  York  16,  N.  Y. 


McCartby  Assaciates 

1055  E.  Walnut  St. 

Pasadena.  Calif. 

RYan  1-0439 

SYcamore  2-8272  RYan  1-8810 


fBeta  Representative  Only 
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CONTROLLED  POWER  FOR  RESEARCH  AND  INDUSTRY 

REGULATORS  AC  ELECTRONIC 


, 

LOAD 

RESPONSE 

% 

POWER 

VA 

%  REGULATION 

OUTPUT 

TIME 

DISTORTION 

FACTOR 

INPUT 

RANGE 

MODEL 

LINE  OR  LOAD 

VOLTS 

(»ee.) 

MAX. 

RANGE 

VOLTS 

FREQ. 

PHASE 

METERS 

0-150 

150S 

±0.1 

110-120 

0.05 

3.0 

1-0.7  lag 

44 

95-130 

50/60 

1 

none 

0-500 

500S 

<1 

0.05 

“ 

OPT. 

MODEL  S 

0-1000 

lOOOS 

«4 

0.1 

" 

44 

'* 

OPT. 

115  VOLT 

0-2000 

2000S 

41 

0.2 

44 

44 

** 

" 

OPT. 

SINGLE  PHASE 

0-3000 

3000S 

44 

" 

0.2 

44 

44 

“ 

44 

OPT. 

50/60  CPS 

0-5000 

5000S 

44 

0.2 

44 

44 

OPT. 

0-10000 

lOOOOS 

44 

0.3 

44 

44 

II 

41 

VM 

0-15000 

15000S 

44 

0.3 

44 

44 

II 

VM 

MODEL  2S 

230  VOLT 

SINGLE  PHASE 

0-5000 

5000-2S 

44 

220-240 

0.2 

44 

44 

190-260 

50/60‘ 

1 

OPT. 

0-10000 

0-15000 

10000-2S 

15000-2S 

44 

44 

0.3 

0.3 

44 

II 

44 

44 

’’ 

2%  VM 
2%  VM 

50/60  CPS 

MODEL  01 
(.01%  REG.) 

0-1000 

1001 

±0.01 

110-120 

0.15 

3 

1-0.7  lag 

95-130 

60 

1 

none 

115  VOLT 

SINGLE  PHASE 
50/60  CYCLE 

0-2500 

2501 

» 

110-120 

0.20 

3 

1-0.7  lag 

95-130 

60 

1 

none 

MODEL  SH 
(Hermetically 

0-500 

500SH 

±0.1 

110-120 

0.05 

5 

1-0.7  lag 

95-130 

50/60 

1 

OPT. 

Sealed  Wound 
Components) 

0-1000 

lOOOSH 

•I 

110-120 

0.1 

II 

.. 

•• 

■< 

none  ‘ 

115  VOLT 

SINGLE  PHASE 
50/60  CYCLE 

0-3000 

3000SH 

•• 

110-120 

0.2 

•• 

•• 

•• 

41 

none 

MODEL  SF 
(Fosterite 
Treated  Wound 

Cimpenents)  0-1000  lOOOSF  ±0.1  110-120  0.1  5  1-0.7  lag  95-130  50/60  1  none 

IIS  VOLT 
SINGLE  PHASE 

50/60  CYCLE  _ _ 


MILITARIZED 

MODEL  MIL 

115  VOLT 

SINGLE  PHASE 
50/60  CYCLE 

0-500 

0-1500 

500MIL 

1500MIL 

±0.25  110-120 

0.1 

0.2 

5 

1-0.7  lag  95-130  50/60 

1 

OPT. 

MODEL  D-SAN 

0-250 

D250SAN 

±0.25  110-120 

0.2 

5 

1-0.7  lag  95-130  400 

1 

none 

115  VOLT 

0-500 

D500SAN 

l«  41 

** 

5 

44  14  44 

** 

none 

SINGLE  PHASE 

0-1200 

D1200SAN 

41  44 

•* 

5 

14  44  44 

*• 

none 

400  CYCLE 

0-2500 

D2500SAN 

44  44 

5 

44  44  14 

** 

none 

FAST  RESPONSE 

750 

105-125 

LOW  DISTORTION 

OR 

FRLD750 

±0.25  comb.  110-120 

<  1  cycle 

0.35 

1-0.7  lag  OR  60 

1 

VM 

REGULATOR 

1200 

110-120 

REGULATORS  AC  TUBELESS 


VA 

RANGE 

MODEL 

%  REGULATION 
LINE  OR  LOAD 

OUTPUT 

VOLTS 

RESPONSE 

TIME 

(*«c.) 

% 

DISTORTION 

MAX. 

LOAD 

POWER 

FACTOR 

RANGE 

INPUT 

VOLTS 

REQ. 

PHASE 

METERS 

MODEL  “APR" 

115  VOLT 

SINGLE  PHASE 

0-1000 

APRIOIO 

±0.1 

110-120 

0.2  line 
0.1  load 

3 

1-0.8  lag 

95-130 

60 

1 

VM 

MODEL “R” 

115  VOLT 

SINGLE 

PHASE 

0-3000 

0-5000 

R-3010 

R5010 

“ 

•• 

.02 

.02 

44 

41 

» 

•• 

OPT. 

OPT. 

■  ■ 
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SORENSEN  &  COMPANY,  INC.  Richards  Avenue,  South  Norwalk,  Conn. 


s4^ 

*‘MVR"  — AC  REGULATORS 


VRRAIWf 

MODCl 

xnmvw 

IRK  lOAR 

ovrrvT 

VOLTS  FREQ.  PRASE 

RESPONSE  TMC 
CTCUS 

%  OtSTORTm 
FVU  LIAI 

VOLTS 

M  CPS  II 

30 

MVR30 

±  0.5 

±0.87 

115 

60 

1 

2 

18 

95-130 

60 

MVR60 

±0.75 

•* 

** 

** 

20 

MAGNETIC 

120 

MVR  120 

-♦-0.75 

II 

II 

18 

VOLTAGE 

250 

MVR250 

•1 

-•-0.5 

II 

II 

20 

II 

REGULATORS 

500 

MVR500 

-•-0.5 

II 

20 

II 

"MVR” 

1000 

MVR 1000 

±0.5 

20 

II 

2000 

MVR2000 

** 

±0.5 

** 

20 

HARMONIC 

120 

MVRH120 

0.5 

■< 

“ 

3 

•• 

FILTEREO 

250 

MVRH250 

la 

0.7 

3 

•■MVRM" 

500 

MVRH500 

II 

0.9 

II 

3 

1000 

MVRHIOOO 

0.9 

** 

** 

3 

** 

FILAMENT 

30VA 

6.3V  5  amps 

MVR30-6 

*• 

2.5 

6.3 

20 

•• 

REGUUTORS 

60" 

6.3"  10  " 

MVR60-6 

3 

6.3 

20 

•* 

'MVR" 

60" 

12.6"  5  " 

MVR6012 

II 

3 

12.6 

** 

20 

500" 

6.3"  80  “ 

MYR500  6 

II 

2.5 

6.3 

" 

20 

B-SUPPLIES  REGULATED  DC^SUPPLIES 


OOTPVT 
VOLTACE 
RAHCE  fVIC 

OUTPUT 

CURRENT  MOOCl  _ 

%KMLATNN 

RMS  MU 
RIPPLE 

(MIUIVaLTS) 

FILAMENT 
SRPPIT  (AMPS) 
13  VAC 

■lU 

SUPPLY 

AC 

NMVT 

WTERHAl 

WPEIAMCE 

MA  NUMIER 

IRK 

LIU 

VK 

VILTS  FREI. 

PHASE 

OHMS 

0300 

0-150  300B 

±0.15 

±0.35 

5 

2«  5 

none 

105-125  50/60  1 

2 

0^325 

0-125  3^B 

±0.5 

±0.5 

5 

10 

0-150 

2 

0-500 

0-200  560BB 

±0.5 

±05 

5 

10 

0-150 

2 

0-500 

0-300  ^BB 

±05 

±0.5 

5 

10 

0-150 

2 

0-500 

0-300  5018 

±0.15* 

±0.15V 

4 

2<T  7.5 

0-150 

•1  II 

2 

0-600 

0500  fioOB 

±0.25 

±0.25 

3 

15 

0-150 

II  II 

2 

0-600 

0-1000  610B 

±0.15* 

±0.15V 

4 

2  6  10 

0-150 

II  II 

2 

200-1000 

0500  looOBB 

±0.5 

±0.5 

20 

none 

none 

2 

MODEL  “T"  — WIDE  RANGE 

TRANSISTOR 

POWER  SUPPIES 

MTPVT  VRLTAH  (VIC) 

RUTPRT 

CHRRENT 

MtOCi 

LME 

MTTFVT  KSfO^U 

iii^rfiAMCf  tut  MAI  Mmr  rmt  tmt  \ 

HUNT 

RAHCE 

STEPS 

<um> 

NMIMI 

HGVUTION 

lONMS)  (MKIIYOLTS)  LRK' 

lOAl  VHTS 

FRU. 

PHASE 

0to50 

(a)  0-10  (b)0-25  (0  0-50 

0-1.5 

T50-1  5 

±1% 

1.5. 3.6 

50 

0.08 

0.15  105-125  60 

1 

0to60 

(a)  0-10  (b)0-25  (0  0  60 

0-5 

T60  5 

±0.5% 

0.35. 0.55, 1 

50 

II  II 

0  to  120 

(a)  0-20  (b)0-50  (0  0-120 

0-2.5 

T12025 

±0.5% 

13. 2,4 

50 

*• 

“  115 

60 

POWER  SUPPLIES  “MA”, 

“E",  “ 

MR”, 

“SR” 

mna  rahu  cwmiNT  mokl  %  ttBounoN  imr  Tint  _ _  ii£iciu 

'VDC)  (AMKI  NWMfR  IRK  OR  LRU  «  (SfC  )  VOIU  FRfQ  PIUU  METUS  (IK.) 


5.4  to  6.6 

0-5 

MA65A  ±0.2 

±0.2 

1 

0.15 

105-125 

60 

1 

None 

30 

2  &  6  (FIXED) 

36-60  ma  & 

5A  MA6501  ±-01 

±01 

S  niv  A  40  mv 

0.15 

1 

** 

60 

4.5  to  9 

0-60 

MA66n  ±0.1 

±0.2 

1 

0.15 

** 

1 

OPT. 

107 

MOREL  "MA" 

9  to  18 

0-30 

MA12-30  ±0.1 

±0.2 

1 

0.15 

•* 

1 

102 

TUBELESS 

9  to  18 

0-200 

MAI 2-200  ±0.2 

±0.5 

1 

0.1 

20A  2]e  AM  s  |t\ 

*• 

3 

VM-AM 

225 

0.  C.  SUPPLY 

23  to  32 

0-50 

MA2850  ±10 

Comb. 

3 

0.50 

2M7M  xll% 

3 

II  II 

210 

18  to  36 

0-125 

MA28  125  ±0.2 

±0.2 

1 

0.1 

** 

3 

II  II 

225 

18  to  36 

0-250 

MA?8  250  ±0.2 

±0.2 

I%(a2«v 

0.1 

•• 

3 

450 

18  to  36 

0  500 

MA28  500  ±0.2 

±0.2 

1%  (^28V 

0.1 

•* 

3 

II  II 

600 

36  to  72 

0-7.5 

MA48  7.5  ±0.2 

±0.2 

1 

0.1 

105-125 

1 

*'  ** 

95 

5.4  to  7.7 

0-15 

E6-15A 

±0.2 

1 

0.2 

105-125 

60 

1 

OPT. 

65 

*• 

0-40 

E640A 

±0.2 

1 

** 

*• 

*• 

OPT. 

90 

** 

0-100 

E6  lOOA 

±0.2 

1 

•• 

VM-AM 

230 

REGUUTEO 

10.8  to  13.2 

0-15 

E12-15 

±0.2 

1 

** 

OPT. 

75 

D  C.  POWER 

9.0  to  17.6 

050 

E12-50A 

±0.2 

1 

*• 

II 

VM-AM 

225 

SUPPLIES 

10.0  to  15.5 

0-75 

E12  75 

±0.2 

1 

** 

210-250 

II 

VM-AM 

220 

MODEL  "E" 

25.2  to  30  8 

0-5 

E285 

±0.2 

1 

** 

105-125 

II 

II 

OPT. 

65 

•* 

0^10 

E2810 

±0.2 

1 

•• 

** 

II 

II 

OPT. 

70 

•• 

030 

E2830 

±0.2 

1 

•* 

VM-AM 

180 

38  4  to  52.8 

0-15 

E48-15 

±0.2 

1 

•• 

11 

VM-AM 

230 

%  to  132 

0-10 

E125-10 

±0.2 

1 

** 

II 

OPT. 

200 

100  to  300 

05 

•  E200-5 

±0.2 

1 

II 

OPT. 

240 

MODEL  "MR ' 

RANGER 

5  to  36 

015 

MR3615  ^0.25 

±0.5 

1 

0.2 

105-125 

60 

1 

VM-AM 

125 

TUBELESS 

WIDE-RANGE 

5  to  36 

0-30 

MR36-30  ±0.25 

±0.5 

1 

0.2 

" 

“ 

" 

175 

DC.  SUPPLIES 

20  to  150 

0-7.5 

MR  150-7.5  ±0-25 

±0.5 

1 

0.2 

" 

“ 

175 

MODEL "SR" 

5  to  135 

1-10 

SR  100  ±0.25 

^0.25 

1 

0.2 

« 

•• 

VM-AM 

330 

WIDE-RANGE 

100  to  300 

1-10 

SR2  ±025 

±0.25 

1 

0.3 

210-250 

II 

440 

DC.  SUPPLIES 

SEE 

FOOTNOTES 

ON  PAGE  94 
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TRANSISTORIZED  DC  POWER  SUPPLIES 
&  DC-DC  CONVERTERS  "Q”,  "QR”,  "QC’* 


OUTPUT  VOlTACf 
R«NCE 
(VDO 

OUTPUT  CURRENT 

<RMPS) 

MODEL 

%  REGHIRTION 
LME  OR  LOAD 

RMS  RIPPLE 

RESPONSE 

TIME 

WPUT 

NUMBEI 

(CORW.) 

(1%) 

(SEC.) 

VOLTS 

FREO.  PHASE 

MTERS 

4.5  to  8.0 

0-2 

Q6-2 

±0.25 

0.02 

50x10-6 

105-125 

50/60 

1 

none 

4.5  to  8.0 

04 

Q6-4 

•* 

0.01 

** 

II 

none 

4.5  to  9.0 

0-8 

Q68 

•* 

II 

OPT. 

9  to  18 

0-1 

Q12-1 

II 

II 

none 

MODEL "Q” 

" 

0-2 

Q12-2 

•* 

II 

II 

none 

ADJUSTABLE 

“ 

04 

Q12  4 

II 

•* 

II 

OPT. 

D.C.  POWER 

18  to  36 

0-.5 

Q28.5 

41 

II 

•* 

II 

none 

SUPPLIES 

•• 

0-1 

Q281 

•• 

•• 

« 

•• 

•• 

none 

•• 

0-2 

Q282 

•• 

II 

•• 

•• 

II 

OPT. 

MODEL  "QR' 


RANGER 

WIDE  RANGE 
SUPPLY 

0-75 

0-2 

QR75-2  ±(0.1 

5MV 

100x10* 

105-125  45-400  1  VM-AM 

OC/DC 

CONVERTERS 

300  ±5% 
(FIXED) 

0-0.2 

QC12/300-.2  none 

0.1  • 

0.01 

—  I2VDC  —  none 

FREQUENCY  CHANGERS 


OUTPUT  FREQUENCY 
RANGE  tCPS) 

OUTPUT 

(VA) 

Moon 

NUMBER 

OUTPUT 

VOLTAGE 

RANGE  (VAC) 

% 

VOLTAGE  REG 

IWE  OR  LOAD 

% 

FiEQUENCY 

BESVIATIONC 

OtSTORTMN 

(*) 

RESPONSE 
TWE  (MC.) 

HPUT 

VOLTS 

FREQ 

PHASE 

45  to  2000 

100 

FOR 100 

0-130 

±1% 

±1% 

1 

0.01 

105125 

50/60 

1 

320  to  1000 

250 

FCR250 

105-125 

±1% 

** 

5 

0.1 

360  to  440 

500 

FCD500 

105-125 

±1%  comb. 

“ 

5 

0.1 

360  to  440 

1000 

FCDIOOO 

105-125 

±1% 

5 

0.5 

nt  730  .•  10\ 

45  to  65 

1000 

FCIOOO 

105-125 

±1% 

5 

0.5 

201  ?»  *  I0\ 

360  to  440 

1000 

FC03P-1000 

115/200  ±15%  30 

±1% 

3 

0.1 

105*125 

7  Htight  high  voltog*  output  buthing  ond 

costorft 

8  Throo  pioco  construction,  third  cobinot:  22  x  77  x  78 

9  Throo  pioco  construction,  third  cobinot:  27  x  72  x  SO 

10  High  voltogo  soction  woighs  35  pounds 

11  Oil  not  includod  in  prico 

NOTE  t  Spociticotions  shown  or#  subjoct  to  chongo 
without  notico.  Contoct  your  locol  Soronson-Eoto 
roprosontotiv#  for  lotost  spocificotions  ond  pricos. 


FOOTNOTES 


o  Or  0.3  volts,  whichovor  Is  grooter. 
b  Duol  rockmount  units  ovoiloblo. 

c  Optionol  intornol  0.01%  frequency  stondords 
ovoiloblo. 


3  Output  voltogo  8MS  valuos 


4  All  units  roquiring  oil  oro  si 
woights  indicotod  oro  os  shippod. 


5  F.  O  8.  Boto  foctory  N.  Y.  C.  &  opply  to  Con* 
tinontol  U.  S.  ond  Conodo  only.  15%  chorgo  for 
oxport  croting,  handling  &  50  CFS  odjustmont. 


d  F.  O-  B.  South  Norwalk,  Conn.,  and  opply  to 
Continontol  U.  S.  A  Canada  only.  15%  chorgo  for 
oxport  crating,  handling  &  50  CPS  odjustmont. 

1  For  intormittont  current  rotingi  chock  factory 


4  Singlo  unit  construction 


MR36-30 
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INSULATION  TESTERS 


wniNU 


MTNT 

■MCE 

CONTHHIMS 

CWIENT' 

MOMl 

MKDAHCE 
<0tNK>  N 
lEGUUnON 

iimE 

HOIMM.  MTVT 

METERS 

TITLE 

(KV) 

NUMIU 

<%> 

% 

VOLTS 

FREO. 

PHASE 

MA 

RV 

PORTABLE 

0-30 

2 

230-2  (or  R&O) 

2.5  MEG. 

2 

117 

60 

1 

Yes 

Yes 

0-30 

5 

230-5  (or  R&D) 

2.0  MEG. 

5 

117 

60 

1 

Yes 

Yes 

0-1 

500 

1001-500R&D 

15  K. 

3 

117 

60 

1 

Yes 

Yes 

0-3 

200 

1003-.WfJR&0 

42  K. 

2 

117 

60 

1 

Yes . 

Yes 

0-5 

10 

1005-10R&0 

12.5  K. 

0.4 

117 

60 

1 

Yes 

Yes 

0-5 

100 

1005-100RS0 

30  K. 

1.5 

117 

60 

1 

Yes 

Yes 

RACK- 

0-10 

2 

1010-2R&0 

75  K. 

1.0 

117 

60 

1 

Yes 

Yes 

MOUNT 

0-10 

10 

lOlO-lOR&D 

200  K. 

0.5 

117 

60 

1 

Yes 

Yes 

0-10 

50 

1010-50R&0 

50  K. 

1.0 

117 

60 

1 

Yes 

Yes 

0-15 

5 

10155R&0 

450  K. 

0.5 

117 

60 

1 

Yes 

Yes 

0-15 

10 

1015-10R&0 

225  K. 

1.3 

117 

60 

1 

Yes 

Yes 

0-30 

2 

1030-2R&D 

2.25  MEG. 

0.5 

117 

60 

1 

Yes 

Yes 

0-30 

5 

10305R&D 

900  K. 

0.6 

117 

60 

1 

Yes 

Yes 

0-30 

10 

1030-I0R&D 

450  K. 

1.5 

117 

60 

1 

Yes 

Yes 

0-60 

0-50  5  ma 
0-60  1  ma 

1060-5R&0 

3.60  MEG. 

0.5 

117 

60 

1 

Yes 

Yes 

0-3 

1000 

2003-1000  (or  R&O) 

50% 

2 

117 

60 

1 

Yes 

Yes 

0-10 

200 

2010-200  " 

12  K. 

2 

117 

60 

1 

Yes 

Yes 

0-20 

150 

2020-150 

33  K. 

4 

117 

60 

1 

Yes 

Yes 

FLOOR 

0-30 

30 

2030-30 

300  K. 

1 

117 

60 

1 

Yes 

Yes 

MODELS 

0-50 

10 

2050-10 

1.5  MEG. 

4 

117 

60 

1 

Yes 

Yes 

0-50 

50 

205050 

250  K. 

3 

117 

60 

1 

Yes 

Yes 

0-100 

5 

21005 

6  MEG. 

2.5 

117 

60 

1 

Yes 

Yes 

0-120 

5 

2120-5 

6  MEG. 

2.0 

117 

60 

1 

Yes 

Yes 

0-150 

5 

21505 

6  MEG. 

2.5 

117 

60 

1 

Yes 

Yes 

0-5 

5 

9005-5 

160  K. 

1.8 

117 

60 

1 

No 

No 

0-10 

5 

90105 

380  K. 

2.0 

117 

60 

1 

No 

No 

RUfiGED 

0-15 

5 

9015-5 

630  K. 

1.3 

117 

60 

1 

No 

No 

LIGHT 

0-20 

2.5 

902025 

2.16  MEG. 

1.0 

117 

60 

1 

No 

No 

WEIGHT 

0-20 

5 

9020-5 

1  MEG. 

1.9 

117 

60 

1 

No 

No 

0-30 

2.5 

9030-25 

3.96  MEG. 

1.5 

117 

60 

1 

No 

No 

0-30 

5 

9030-5 

1.5  MEG. 

1.5 

117 

60 

1 

No 

No 

AIR  INSULATED 

a250 

2 

4250-2 

11  MEG. 

5 

117 

60 

1 

Yes 

Yes 

1015-5R&D  810-3  9005-5 
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mii 

oumrr 

VOLTAGE 

RANGE  (KVAC) 

HIGH  VOLTAGE 

OUTPUT 

CURRENT  MODEL 

(MA)  NUMRER 

POWER  SU 

«.e.  DISTORTION 

MAX. 

% 

PPLIES 

NOMMU  INPUT 

METERS 

LOAD 

CURRENT  VOLT 

VOLT 

FREO. 

PHASE 

PORTABLE 

0-2 

1 

802-1 

5 

117 

60 

1 

Option. 

Yes 

HI-POT 

0-5 

2 

805-2 

5 

117 

60 

1 

Option. 

Yes 

TESTERS. 

0-10 

3 

810-3 

5 

117 

60 

1 

Option. 

Yes 

AC 

0-20 

5 

820-5 

5 

117 

60 

1 

Option. 

Yes 

15/30 

20  ACV5DC 

8015/30 

5AC  (2%  Ripple  DC) 

117 

60 

1 

Yes 

Yes 

AC/DC 

30/60 

20  AC/5DC 

8030/60 

197 

60 

1 

Yes 

Yes 

(peak) 

50/100 

20AC/5DC 

8050/100 

117 

60 

1 

Yes 

Yes 

125/250 

20AC/50C 

8125/250 

117 

60 

1 

Yes 

Yes 

0-25 

5  KVA 

7025-5KVA 

5 

220 

60 

1 

Yes 

Yes 

0-25 

10  KVA 

7025  lOKVA 

5 

220 

60 

1 

Yes 

Yes 

0-25 

25  KVA 

7025-25KVA 

5 

220 

60 

1 

Yes 

Yes 

0-25 

50  KVA 

7025-50KVA 

5 

440 

60 

1 

Yes 

Yes 

0-25 

100  KVA 

7025-100KVA 

5 

440 

60 

1 

Yes 

Yes 

0-50 

5  KVA 

7050-5KVA 

5 

220 

60 

1 

Yes 

Yes 

0-50 

10  KVA 

7050  10KVA 

5 

220 

60 

1 

Yes 

Yes 

0-50 

25  KVA 

7050-25KVA 

5 

220 

60 

1 

Yes 

Yes 

AC 

0-50 

50  KVA 

7050-50KVA 

5 

440 

60 

1 

Yes 

Yes 

HEAVY 

0-50 

100  KVA 

7050  100KVA 

5 

440 

60 

1 

Yes 

Yes 

POWERS 

0-100 

5  KVA 

7100-5KVA 

5 

220 

60 

1 

Yes 

Yes 

0-100 

10  KVA 

7100-10KVA 

5 

220 

60 

1 

Yes 

Yes 

0-100 

25  KVA 

7100-25KVA 

5 

220 

60 

1 

Yes 

Yes 

0-100 

50  KVA 

7100-50KVA 

5 

440 

60 

1 

Yes 

Yes 

0-100 

100  KVA 

7100-100KVA 

5. 

440 

60 

1 

Yes 

Yes 

0-150 

10  KVA 

7150  lOKVA 

5 

220 

60 

1 

Yes 

Yes 

0-150 

25  KVA 

7150  25KVA 

5 

220 

60 

1 

Yes 

Yes 

0-150 

50  KVA 

7150-50KVA 

5 

440 

60 

1 

Yes 

Yes 

0-150 

100  KVA 

7150-100KVA 

5 

440 

60 

1 

Yes 

Yes 

VOITASE  CURRENT  MOOEl  MTERNU  %  _ MMINmilWT _ _  CURRENT  »0tT 

Tm.E  RANSE  <KV)  (MA;  NUMRER  WKOANCE  RIPflE  VOLTS  FREO.  FNASE  METER  METER 


DC  OVERPOTENTIAL 

0-30  5 

3030-5 

2  MEG. 

<  2% 

117 

60  1 

Yes  Yes 

TESTERS 

0-50  5 

3050-5 

3  MEG. 

<  2% 

117 

60  1 

Yes  Yes 

ELABORATELY 

0-120  5 

3120-5 

6  MEG. 

<  2% 

117 

60  1 

Yes  Yes 

INSTRUMENTED 

0-150  5 

3150-5 

6  MEG. 

<  2% 

117 

60  1 

Yes  Yes 

VOLTAGE 

CURRENT 

MODEL 

ACCURACY 

SCUE 

SENSITIVITY 

TITU 

RANGE (DC) 

RANGE 

NUMRER 

% 

SUEtM.) 

OHMS/ VOLT 

0--15KV 

KV15-3 

3 

3  square 

50  K 

0-30KV 

KV30-3 

3 

»  » 

50  K 

0-50KV 

KV50-3 

3 

n  n 

50  K 

KILOVOLTMETERS 

0-1 5KV 

KV15-1 

1 

4  fan 

33.3  K 

INTEGRAL 

0-30KV 

KV30-1 

1 

n  fp 

33.3  K 

CONSTRUCTION 

0-50KV 

KV50-1 

1 

"  " 

33.3  K 

0-15/30KV 

KV 15/30-3 

3 

3  square 

50K  high 

25K  low 

0-25/50KV 

KV25/50-3 

3 

Pf  Pf 

50K  high 

25K  low 

KILOVOLTMETERS 

O-IOOKV 

KV  100-3 

3 

4  square 

20  K 

TWO-PART 

0-150KV 

KV  150-3 

3 

10  K 

CONSTRUCTION 

0-200KV 

KV200-3 

3 

Pf  PP 

10  K 

ELECTRONIC 

0.001/0.01/ 

40  mv 

MICROAMMETERS 

0.1/1.0/ 

301 A 

3 

4  square 

(all  scales) 

10/100  mA 

SEE  FOOTNOTES  ON  PAGE  94 
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rectston 


rntna  jor 

SUPERIOR  PRODUCT  PERFORMANCE 


HArOOH  TIMING  DtVIClS 


HAYOOH  TIMING  MOTOkS 


BuiH  around  tha  provod-by-parformonea  Hay- 
don  Timing  AAotorg,  lhata  liming  dayicai  o0ar 
lha  torn*  advantagoi  of  compocfnou,  accuracy, 
dapandobility  and  long  Ufa.  Thay  arm  wroil- 
abim  in  a  compimlm  lino  for  mumry  lypm  of 
milifory,  commmrcial  and  industrial  application. 


Kmcmnlly  rm-dmiignmd  and  rm-mnginmmrmd  for  mumn  finmr 
pmrformancm,  this  is  Ihm  most  compimlm  timing  motor 
lino  mumr  offmrmd.  Now  modmit  includm  Ibm  Clutch 
Typm  (mxdutiym  with  HoydonJ  and  Ihm  Hmavy  Duly 
Inductor  Typm.  fmoturing  slow  rotor  spmmd,  controllmd 
lubrication  and  total  mncloiurm,  all  Haydon  Timing 
AAotors  offmr  you  Ihm  adranlagmt  of  unusual  compacf- 
nmss  and  small  siim,  long  lifm,  dmpmndobilily  and  quimi 
opmrolion. 


TIME  DELAY  TIMERS 

...  proKtidm  limm  dmiay  or  inimrval 
liming  in  uarious  rangms  up  to  4.S 
minufms  maximum  for  such  applica¬ 
tions  as  protmcling  powmr  lubms  or 
timing  ports  of  a  compimtm  operating 
cydm.  for  120  and  240  volts,  50  and 
60  cps. 


HYSTERESIS  TYPE 


...  is  a  gmnmral  purpose  motor  ideal 
for  a  very  wide  range  of  standard 
duty  applications.  Two  torque  rangms: 
6  ounce  inches  with  speeds  from  1/60 
to  60  rpm,  and  10  aunce  inches  with 
speeds  from  1  to  60  rpm.  for  120  and 
240  volts,  SO  and  60  cps. 


INTERVAL  TIMERS 

.  .  .  incorporate  heavy-duty,  corn- 
operated  switches  and  are  used  to 
directly  control  heavy  loads  in  motor- 
operated  food  processirtg  and  laundry 
equipment,  home  appliances,  battery 
chargers,  etc.  Intervals  from  I  minuf* 
fo  24  hours. 


...  is  compoct.  fast-starling  and  has 
the  extra  power  (30  autsce  inches 
torque)  needed  for  display  and  similar 
heavy-duty  applications  where  other 
liming  motor  types  are  inadequate. 
Speeds  from  1  to  60  rpm.  for  120  or 
240  volt  operation,  50  and  60  cps. 


CYCLE  TIMERS 

.  .  .  repeal  a  set  cycle  or  sequence  of 
operations  os  long  as  Iho  motor  cir¬ 
cuit  is  energised.  Use  of  Haydon 
"Torque-Haled"  Motors  in  a  wide 
choice  of  speeds  makes  possible  a 
very  brood  range  of  liming  intervals. 
Up  to  B  enclosed  SHOT  switches  can 
be  specified. 


CLUTCH  TYPE 


-  .  .  exclusive  with  Haydon,  is  so  de¬ 
signed  that  Iho  rotor  pinion,  when  de¬ 
energised,  disengages  from  the  gear 
train.  This  allows  automatic  resetting 
of  the  train  without  the  use  of  external 
clutches.  Speeds  from  1/10  to  15  rpm. 
for  120  and  240  voHs,  50  and  60  cps. 


ELAPSED  TIME  INDICATORS 

.  .  .  consisting  of  a  synchronous  motor 
and  a  nott-reseHable  counter,  regis¬ 
ter  elapsed  time  in  hours,  hours  and 
tenths,  minutes,  and  minutes  and 
tenths.  Total  register  ranges  up  fo 
TO, 000  hours,  for  120  and  240  volts, 
50  and  60  cps. 


...  is  a  hysteresis  motor  with  2  coils. 
Whon  energised,  each  produces  oppo¬ 
site  rotation  of  Iho  output  shaft.  Speeds 
from  1/60  fo  60  rpm.  for  120  and  240 
voH  operation,  50  and  60  cps. 


AFFLICATION  INGINiERING  SiRVICi 


DIRECT -CURRENT  TYPE 


Haydon  is  the  only  manufacturer  of  limitsg  motors  and  devices  that 
offers  you  both  o  complete  product  line  and  a  complete  field  ingin. 
eering  Service  .  .  .  through  the  Haydon  Representative  conveniently 
located  in  your  area.  A  specialist  in  Time  and  Timing,  this  man  can 
help  you  save  lime  and  costs  by  helping  you  get  the  RIGHT  TIAAE  for 
your  needs  the  FIRST  TIAAll 
WRITt  FOR  OFTAflFD  INfORMATION. 


,  ,  .  utilises  permanent  magrsets  with 
commutator  and  long-wearing  brushes. 
Reversible  by  changing  polarity.  Speeds 
from  1/1 5  fo  60  rpm.  Windings  avail¬ 
able  for  6  to  32  volts. 


400  CPS  TYPES 


.  .  .  o0er  an  inherently  accurate  ap¬ 
proach  for  instrumentation  in  military 
equipment.  Two  models:  AAiniature  with 
5  gram  millimeters  torque  at  rated  volt¬ 
age,  and  Heavy  Duty  with  IB  gram 
millimeters.  Speeds  are  3000  rpm,  115 
volts  nominal. 


TIMING  MOTORS  and  DEVICES 


500  EAST  ELM  ST,  TORRINGTON,  CONN. 


DIVISION  Of 

OINIKAI  riMf  COSrOSAtlON 
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FIRST  in  MICROWAVE  and 


hic«i  to  dtoti|i  Mtfioirf  iwSet. 


Sizt  OmfMtion 
frtqb««A.T  BwkI  ill  KMC 
totMfuide  Nomefictoturt 


Pm4Ctt.Ho.  Pm4cMlto.  P-v.lCitHo  PmJCtl  Ho  PmJCM  Ho.  /Vk4CM.Ho 


ICttHo  PftcJCtt  Ho.  Pn^JCall 


Ctmoft  Units  (Mr 
WMMdi  Stctem 
Bniiidbiiid  frabts 


nam  Sluftors  DM-9t$  $ 

CMibratod  him  Stoftors  DSA-Sl^l  « 

Vtnabto  Stob  Tmors  DBA-919  $ 

fimi  SKorts  DBA-960  m 

Mombto  SkOfto  D6A-969A 

MoMbto  Shorts  wthCxtootMO  DBA-969 

Movabto  Shorts  wHhCiL  A  Vomior  D6A-96B-1 
C-N  hoM  Tyoors  DBA-979  $ 

£-N  Ptont  Tonors  with  Vorator  DBA-979-1  I 


9tl0  DBC-91S 
iJVf  DBC-dlS-l 
9t4S  DBC-919 
98  ff)  Dec-960 
DBC-969A 
oec-969 
Dec-9e9-i 
9lio  Dec-979 
9199  DeC-979-1 


aito  DBO-iiS  9110  De£-91S  9no  D8f-915  #  DBG 915  # "  C^9!$  #"•  CSJ-fiJ  OBK-BIS  9:r-’ 

lii/>  DSfi  91S-1  9H0  D8t-915-1  9H^  Oef-91S-l  6^915-1  #/ -«  DAM  9iVI  9275  DBI-9tVt  9810  OBK-BtS^l  $8^  Ott-liVl  9990 

#{4^  ^919  061919  &BF-919  A/-9BG-9I9  A/?7bBM9i9  A/r’CAlg*  SS!  affH 

DKD.9ffl  Mtnn  DBC-960  'yo®  9stM;  DBG960  piiw'  DW966  97ty>  D§)^  A*'"  DW-liS  #??'»?  D81-960  9ltM 

a"  ^MA  0«.«9A  W  »A  9^3  D^Sa  9^'>  969A  DBi  9i9A  977  ^-liiA  993  Det  l^  9110 

DTO^Stt  fci  D«.W  ^  969  A7r  »»  A?-^  OeM  Mi  99i  OW-9^  m Wf  9I9S  Dil-iei  9179 

DBO-969-I  983  Dee-96»-t  AJ=  OBF-969-l  9101  OBG-969-1  90^-  OBH  969-1  9118  ^  *‘9?  ^  «£  JS  itSi 

$16,1  owi-w  $iso  m.m  $IS6  oef  w  sisr,  (wmt*  $h»  dw  w  ,  ^ ^  S ,  i  *  SJ'S.i  ^ 

*;*»  oeo-STs-i  $i$6  DK.»7».|  $16.1  oef-w-i  #-•;  ow-97y-i  »/6<;  oeH-jTH  $->ii  eu-m-i  $  -r  #=  -'  dh  wi  $$$$ 


Stondtrd  PtM  Flanft 
Stondtrd  Choho  Ftooft 
AhnwHuiw  ham  ftoiv 
AhimHwm  Chokt  Ftoofe 
Spociai  Rowto  Ftonp 
Scrtn  Pto«  nmfi 
Serf*  Chokt  Ftoiift 
AdfMtobto  toatoiMdi  Si^perts. 

Uhnwcrowtw 

I  Ad|«stobto  WoMpNdt  Sopports. 


WtyotoKto  F  iitooiM  Scrow,  9 
WtvoAKdt  WmAow  Ms 


DM.1000  OW.IMO  W45  MC-iooo  #;4,  DM.1000  #:«  Mt-jOOO  W  1000  ^.1000  $,m  OWJ  IM  Mi.j000 

DeG  -1002  9188 
Deo- 1003  A?|0 

DeO-1004  9?  48  Oec-IOM  92  4r. 

DBE  -1005 
DBf-1006  9€:.r 

06-1010  96fMi  DB-1010  96(10  06-1010  96.(Mt  DB-IOIO  P^no  DB-IOIO  Aff(« 

DB^ieio-1  914  oe  totB-i  A/<  oe-ioio-i  a/4  oe-ioio-1 

DBA-1012  910  DB81012  8fO  OBC-1012  tfO  060-1012  81o  DBC-lOU  9iO  OBF-1012  lio  JJJ-jOlJ  ^*^7  S2!'!2«  SSj'lAln 

DBA-1020  91  10  068-1020  91  10  060-1620  91  to  D6D-1020  91  to  DBC-1020  91  to  DBF-IOS  91  10  06^1^  91 10  OeH  1020  A/^»  06J1020 

DBA-llOO  OBB-llflO  #’-  OeC  IWO  #5.?  oeo-lioo  A?7  Oei  llOO  933  OBF-IIOO  A-‘  DBG-llflO  A?3 


AA r'lDeilOSB  APIA 
AATlIoiL-lQOl  91919 
ta-1002  9900 
pBi  1003  A/4  OD 


A/4lDr)0i0-2  914 


06^2140  AflO 
06-2326  9800 

D6-2340  AA4^ 
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Mfh«n  ordorlng  or  pootrins  irtformofion 
ptoc80  montion  Eftoctronlcs  Bvyort'  Gvtd*. 
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ULTRAMICROWAVE  equipment 


that  D-B  offers 
the  most  complete 
line  of  dependable 
equipment 


Here’s  the  newest  equipment  for  2.6  to 
140  KMC— by  DeMornay-Bonardi, 
leaders  in  microwave  instrumentation 
for  16  years.  This  advanced  line 
offers  you  the  ultimate  in  precision, 
dependability  and  operating  ease. 
Major  items  are  shown.  Deliveries  on 
most  items  are  running  30  days. 

Ask  for  latest  catalogue 
containing  complete  data. 


DI-410 

Aittnvotor  0*40  DS 


\  Di  ns  Standing 
I  Wov«  0«t«ctof 


D8*420  Fipp  Attcftuotof 
0*20  01 


01*430*1  Coltbfoted 
Atttnuoio#  0*40  08 


08*111  Klfttrofi  Tub*  Mpvnt  j 

Prtutffiitd.  Sbitldtd  I  08*350  Or»*ol  Multiplipr 


08*715  Cpvity  Wovpmtttr 
$pel«d«  Ttmpprotvr* 
Comppmotpd 


08*460  High  Powtr 
Tpfminotion 


08*520  Stondord  Coin  Horn 


08*^15  Photo  Shifttr 
180*  Minimvni 


D8*P79*1  C*H  Ptono  Tunof 


780  South  Arroyo  Parkway,  Pasadena,  California,  U.S.A. 


BONARDI 


iDfMORNAYl 


Whon  ordoriftg  or  soohiog  iolormotiori 
pfooM  morirron  docfronics  Boyort'  Guido. 
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ALLIED’S 

HERMETICALLY 

SEALED 

RELAYS 


(4)J06  Ota.  Hotat 


Octol  ftw9*ta 


(3)»S-32  Stadi 


ELtCTtICAL  SMCIFICATIONS  1 

COMTAaiCeSTACf  1  COft-  DATA  1 
■  ATIIt  lOia  MAX.  I  1 

(A«rs.)  1  MAI.  |d.C.  ONMI  1  OMIT.  | 

s 

SPOT 

3500 

34tS 

AC 

DC 

3 

SPOT 

3300 

3413 

AC 

DC 

S 

DPOT 

3700 

3000 

AC 

DC 

5 

DPOT 

3700 

3000 

AC 

DC 

to 

DPOT 

3673 

3000 

AC 

DC 

s 

DPOT 

3673 

3000 

AC 

DC 

10 

DPOT 

3673 

3000 

AC 

DC 

10 

DPOT 

3673 

3000 

AC 

DC 

10 

DPOT 

10.000 

DC 

10 

OPOT 

10,000 

DC 

10 

OPOT 

10,000 

DC 

so 

600 

4460 

AC 

DC 

10 

iPOT 

323 

DC 

i 

OPOT 

s.ooo 

DC 

Vt 

SPOT 

SPSTNO 

1,300 

DC 

w 

SPOT 
SPST  MC 

1,300 

DC 

OPOT 

3,000 

oc 

3 

0h)2 

10,000 

DC 

3 

6P0T 

11,000 

DC 

3 

4P0T 

11,000 

OC 

3 

DPOT 

11.000 

DC 

s 

DPOT 

1330 

2930 

AC 

DC 

s 

DPOT 

1330 

2930 

AC 

OC 

5 

4POT 

7760 

AC  DC 

s 

DPOT 

13,900 

DC 

nH.«  I  SOlOH 


S(XO« 


nH-)2  I  SOIDH 


nHN-6  nuc-M 


nHN-9  nuc-M 


nHN-12  I  nuc-M 


n>H-6  soloa 


PDH-9  SOlOft 


rDM-12  soioa 


HMC  nuc-M 


POHI-9  SOlO« 


rOHt-)2  SOlDf* 


rOHK>-)2  nuc-M 


QIQQQQI 

DDD 


IQIQQQIQIQJIQI 

lEoeaSiEaBi 


(4)M-32  Stadi 


(4)M-32  Stadt 


(4)M-32  Stadt 


■AN"  CONNfCTO* 


(3)««-32  Stadt 


(3l*«-32  Stadt 


l3)M-32  SAtai 


Not*  I  M4  rill  Pli>9  l3)M-32  Stadt 


10 


10  oroT 


10  3902 


10  I  4902 


10  I  0902 


10  3902 


to  49D2 


0902 


3902 


4902 


4902 


■■:niqmnMnniniP?M 

i’-—:2iT;i:TiFynFr>iiiniBg«B3_-_ _ 


*N02||  Mtu  t)r9*  r»t»r<  i 


TYPES  OF  MOUNTINGS  AND  TERMINALS 


2  STUDS  3  STUDS  4  STUDS 


"AN"  PLUG-IN 


2  HOLf 


OCTAL  PLUG 


14  PIN  PLUG-IN 


OUTLINf 

DIMINSIONS: 


OCtAOON 


A 

T 

-4 

it 

i 

■  ICfJkNOll 
OI  tOUAtl 


lOUND  SIOI  VIIW 


TYPf  TtRMINAlS: 


tOlOII  rilMINAl  00*1  t  AIM  *iuo 


*N  CONNICIOI  14  AIN  AlUO-IN 


s!  ^ 

u  . 


MOUNTING  DIMINSIONS: 


-rW 

t 


O 


6-  -  — ^ 


ALLIED  CONTROL 

Allllb  CONTIOL  COMPANY,  INC.,  ]  lAST  INO  AVINUI,  NIW  TOIK  II.N.T. 


All  68 


This  curve  represents  man's  progress  in  penetration  of  space. 

.There  is  a  strong  similarity  to  a  chart  of  the  increasing - 

deg'ree  of  performance  required  of  electronic 
components  instrumental  in  this  advance. 


FOREMOST  IN  THEIR  FIELD  DURING  THIS  PERIOD 
OF  UNPRECEDENTED  ACHIEVEMENT  HAVE  BEEN 

ELMENCO  Silvered  Mica  Capacitors 


Elmenco  has  kept  pace  with  demands  of  in* 
creasingly  complex  systems  by  steodily  improv* 
ing  electrical  and  physical  quality,  reliability, 
ortd  uniformity  of  product.  By  remaining  in  step 
with  the  tinrws,  Elmenco  leadership  in  the  copo- 
citor  field  has  enabled  fullfilment  of  design 
criteria  ot  maximum  efficiency  and  minimum 
cost.  Despite  the  vost  product  improvements 
effected  over  the  years,  ELMENCO  SILVERED 
MICA  CAPACITORS  COST  LESS  THAN  THEY 
DID  TEN  YEARS  AGO. 


MOLDED  MICA 


TYPICAL  CHARACTERISTICS  OF  ELMENCO  SILVERED 
MICA  CAPACITORS  FOR  MOST  VALUES  AND  SIZES 


TeleroiKe 

1  as  low  os 

Stability 

+0.05%  +0.1  mmf. 

Temp.  coef. 

less  than  60  ppm/°C.  positive. 

(controllable  to  a  much  lower  figure] 

Power  foctor 

less  than  0.2% 
(cantrallable  to  a  mi 

uch  lower  figure) 

Reliability 

over  99% 

(controllable  to  a  hi 

gher  degree  of  perfection) 

Also  high  "Q",  high  capacitance  and  vallage 
per  unit  volume,  high  self-resonant  frequency. 


ARCO 


ARCO  EUCTRONICS  INC. 
CMc4«e  S,  IIIImU 


64  WHITE  STREET  and 

NEW  YORK  1 3,  N.  Y. 

MANCNU:  L— 

ARCO  CAPACITORS  INC.  ARCO  ELECTRONICS  INC. 

Lm  Anfelet  )S,  Calif.  Oallae  1R,  Teiat 


ANNOUNCING  THE 

NEW  ARCO  LINE 

OF 

SILVERED  MICA 
CAPACITOR 
STANDARDS 


The  NEW  ARCO  line  of  capacitor  standards  is 
designed  to  provide  high  precision  laboratory 
standards  at  moderate  prices.  The  units  ore 
compact,  small  enough  in  site  to  be  readily 
combined  in  multiples  duplicating  the  function 
of  decades.  The  banana  plug  terminals  are 
detachable.  Their  removal  leaves  a  6-32  bush¬ 
ing  for  easy  attachment  of  terminols  of  an¬ 
other  design.  A  handy  four  position  adopter 
for  mounting  more  than  one  standard  at  a 
lime  for  use  with  test  equipment  is  available 
and  supplied  at  no  charge  with  complete  sets 
of  standards. 


«rmhWVOCW 


SPECIFICATIONS; 

CAPACITY  RANCE: 

4001  to  e.S  mfd. 

VOLTAGE  RATING: 
SOO  VDCW 

TOLERANCE  FROM 
NOMINAL; 

±0.1%  -t-0.S  mmf. 
(indivlduelly 
calibrated) 
LONG  TERM 
STAIILITY: 

±:0.0S%  -(-0.1  mmf. 

POWER  FACTOR: 

.OOOS  mas. 


Send  for  Free  Engineers  Mica  Design  Data  Catalog 
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When  ordering  or  teeking  information 
please  mention  lleetronics  Buyers'  Guide. 
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TMt  EwMnMl 

InlermodHlitMm  Mctert 
Audio  Oscilittora 
Distorlion  Motors 
Audio  Frequoncy  Motors 
R'F  Si|nal  Genorttors 


Filtors-  Low  t  Hi|li 
Froquoncy 
low  Pass 
Ni|h  Past 
Band  Pats 
Band  Rejoction 
Toroidal  Coils 
I  F  and  R  F 

Transformor  AtsemMiOS 
Oscillator  Coils 
R  F  and  Aqdio  Fillors 
R  F  Chokos 
Air  Wound  Inductors 
Transmitting  Condonsors 
(Variable  Air) 

Froquoncy  Multipiiors 
Band  Switching  Turiots 
Rotary  Coils 
Antonna  Tuning 
Networks 
Delay  Linos 

Sfocial  Eqatwaaot  aad  SystaaM 

V  H  F  Radio  Rolay 
Systoms 

Mobile  Radio  Teletype 
Equipmont 

AM-SSB  Transmittort 
and  Recoivort 
Direction  Finders 
tloctromc  Navigation  Alda 
Radar  Sub  Assemblies' 
Tolomotoring  Equipment 
Servo  Units 


T-642  Radio  Beacon  Transmitter 


T-368  Transmitter 


SSB-200  Single  Sideband 
Transmitter- Receiver 


AM  cw  SSB  Trans 
miners  and  Receivers 
Single  Sideband 
Generators 

Grounded  Grid  linear 
Amplitiers 
Single  Sideband 
Receiving  Adapters 
Grid  Dip  Meters 
R'F  Frequency 
Multipliert 
low  Past  Filters 
T-R  Switches 
R'F  Filament  Chokes 
Transmitting  R  F  Plate 
Chokes 

Audio  Phase  Shift 
Networks 
Band  Switching 
Pi  Networks 
Cyclometei  type 
Counters 
Antenna  Co  anal 
Connectors 
Baiuns 

Variable  Capacitors 
Filed  and  Rotary  Type 
Coils 


For  nearly  a  quarter  of  a  century,  starting  with  the 
manufacture  of  the  world’s  first  commercial  air  wound 
inductors,  Barker  &  Williamson  has  been  supplying 
industry  and  the  military  services  with  highest 
quality  test  equipment,  components  and 
complete  communication  systems. 

B&W’s  experience  covers  almost  every  branch  of 
electronics  and  communications.  Whether  your  problem 
is  in  research,  design,  development  or  production, 

B&W  has  the  experience  and  the  flexible  production 
facilities  to  aid  you.  For  a  few  coils,  or  a  production 
run  of  complex  electronic  equipment  it  will 
pay  you  to  . . .  ask  B&W. 


Beaver  Dam  &  Canal  •  Bristol,  Penna. 


Whun  orduriny  or  Mukin^  information 
ploato  monlion  ilotironitt  Buyurf'  Cuidu. 
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D.C.  REGULATED 
POWER  SUPPLIES 


PULSE  TRANSFORMERS 


SATURABLE  REAaORS 


ACME  ELECTRIC  CORPORATION 

31  WATER  STREET  •  CUBA,  NEW  YORK 
W*$>  Ceoif:  1375  W.  J*ff«r$on  Blvd.  •  Let  Angeles,  Calif. 
In  Canada;  Acme  Electric  Corp.  Ltd.  *  50  Northline  Rd.,  Toronto,  Ont. 


CONSTANT  VOLTAGE 
STABILIZERS 


If  you  need  transformers  or  other 
components  for  an  application 
where  quality  performance  and 
long  life  are  essential  factors, 
then  get  in  touch  with  Acme 
Electric  engineers. 


If  you  need  engineering  help 
with  a  design,  we  have  a  staff  of 
qualified  engineers  to  assist  you. 
If  you  need  quantity  production 
quickly,  we  have  every  modern 
facility  and  carry  large  stocks 
of  basic  supplies  to  ship  your 
production  requirements  as 
your  needs  demand.  And,  with 
our  modern  production  equip¬ 
ment,  experienced  assemblers, 
we  quote  prices  that  are 
usually  competitive. 


HIGH  TEMPERATURE 
TRANSFORMERS 


Wh«n  ordering  or  Bookittg  information 
piooBO  montion  ftoetronic$  Buyors'  Guido, 
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TRANS  ^FORMERS 


These  are  examples  of 
products  we  build  to 
help  the  Electronic 
Industry 


E 


APPLICATIONS: 

[  rouble  shooting  data 
reduction  ei]uipnient. 

Switch  and  relay  study. 

Hallistics  and  explosive 
ri~sc-arch. 

Ultrasonic  Haw  detection 

Physical  lesting  slunk, 
stress,  strain. 


SPECIFICATIONS: 

Sii'irp  Spcfd  for  Stora^o: 
lo  microseconils  per 
division. 

|■rt■lp^t■luy  rosponu-:  IK.  to 
2_so  K(!  down  3db. 
.S'cM.sinVify;  lo  millivolts  to 
SO  volts  pi-r  division  or  with 
optional  high  seiisitivits 
preamplifier  i  millivolt  to 
SO  volts  }H-r  division. 


MSl^O-SCOPE.  Oscilloscope 

a  transient  recorder  with  a  nieniory 


NEW 

THERMAL  RELAY 

(siiii’lf  action  switch) 

A  one-time  ojx'rating 
(normally  open)  single-pole 
thermal  relay  hermetically 
sealed.  Three  steps  occur  upon 
triggering  an  electrical  signal: 

1 )  Firing  signal  effects  the 
release  of  constrained  contact. 

2)  Contact  closes  upon  a  fixed 
contact  point. 

3)  Switch  circuit  becomes 
jxTiii.inently  closed. 

Typical  C^haracteristics: 
Mechanical:  Size — 0.232'  dia. 

X  0.S60'  h>ng  envelope. 
Weight — less  than  o.  i  oz. 
liicctrical:  Before  firing — 
insulation  resistance  is  greater 
than  200  megohms.  The 
mininumi  voltage  breakdown 
is  600  volts. 


NEW 


NEW 


NEW 


MINIATURE 

MAGNETIC  RELAY 

Fype-s  UK  10  and  f[K20  are 
hermetically  sealed,  highly 
reliable,  and  are  interchange¬ 
able.  UK  10  features  low- 
noise,  positive  contact;  and 
it  is  specifically  designed  for 
low-level  operation. 

UK20  features  long  life 
for  voltages  and  currents 
higher  than  10  volts. 
OPEKATINC;  LEVELS: 
Type  UK  10: 

0-20  volts 
0-10  ma 

Min.  life  5,000,000  cycles 
Type  UK20: 

10-100  volts 
10-30  ma 

Min.  life  i  s.ooo  cycles 


PRECISION 

CRYSTAL  FILTERS 

Hughes  Products  crystal 
filters  can  help  you  solve 
your  filtering  problems  at 
center  frequencies  of  30  kc 
to  30  me  and  with  fractional 
bandwiilths  of  0.10%  to  6%. 

ADVANTACiES:  Uigh 
frequency. . .  high  selectivity 
.  .  .  excellent  shock  and 
vibration  stability  .  .  .  low 
passband  ripple  .  .  .  low- 
insertion  loss  .  .  .  small  size 
and  weight  .  .  .  tem}x-rature 
stability. 


NUMERICAL  MACHINE 
TOOL  CONTROLS 

Uughes  I’rodiicts  has 
develojx-d  and  is  currentK 
pnxlucing  highly  flexible 
numerical  control  systems,  in 
its  first  application  the 
system  h.is  successfully 
automated  a  complete  and 
integrated  line  of  machine 
tixds.  Innumerable  other 
applications  are  jiossible. 


For  information  concerning  any  of  the  prinlutts  describeil  on 
this  page  ple.isc-  write:  iiui.iihs  phoducts.  Dept.  yi-<">fj, 
Interii.itional  Air|>ort  Station,  Los  Angeli-s  45,  Uahform.i. 


Creating  a  new  world  with  HlJ'.CTRCiSICS 


HUGHES  PRODUCTS 


O  1956.  HUGHES  AIRCRAFT  COMPANY 


J 


HUGHES  SEMICONDUCTORS 


FIRST  OF  ALL,  FOR  RELIABILITY 


A  COMPLETE  LINE 
DIODES  •  TRANSISTORS 
RECTIFIERS  •  CAPACITORS 


V  V 


X 


Hughes  is  an  acknowledged  lead¬ 
er  in  the  development  and  manu¬ 
facture  of  semiconductor  devices. 
Today  the  line  is  extensive,  encom¬ 
passing  all  major  categories  plus 
literally  hundreds  of  individual 
types. 

.Significantly  the  approach  is  dy¬ 
namic,  the  line  ever-changing.  Each 
phase  of  the  Hughes  program  is  de¬ 
voted  to  vigorous  development  of 
new  devices  and  to  improvement  oj 
those  already  in  existence.  W»f 
techniques  are  incorporated;  mod¬ 
ern  equipment  is  used  throughout: 
and  all  persons  involved  are  care¬ 
fully  chosen  for  the  highly  special¬ 
ized  work  they  must  do.  In  no  other 
way  can  Hughes  continue  to  antici¬ 
pate  and  meet  the  increasing  re¬ 
quirements  of  industry. 

The  types  listed  on  the  following 
three  pages  are  representative  only. 
If  your  particular  requirements  de¬ 
mand  a  type  which  does  not  appear, 
ask  for  descriptive  literature  or  a 
call  from  one  of  our  sales  engineers. 
Please  write: 

Hughes  Products 
Semiconductor  Division 
International  Airport  Station 
Los  Angeles  45,  California 


HUGHES  DIODES 

- 

- - 


All  types  are  rugf'eil,  thermally  stable,  tiny. 
They  can  withstand  severe  shock  and  vibration 
while  operating  successfully  over  a  wide  range 
of  ambient  temperatures.  And  they  are  packaged 
in  the  famous  Hughes  glass  envelope.  This 
envelope  of  one-piece,  fusion-.sealed  construction 
was  developed  at  Hughes  to  provide  complete 
protection  from  contamination  and  moisture 
penetration.  Maximum  body  dimensions: 

.107" X  .265".  Leads:  .020" x  I",  nominal.  ElA, 
JAN,  and  special  types  are  available  to  fulfill 
practically  any  circuit  requirement. 

Both  Germanium  point-contact  (,see  below) 
and  Silicon  Junction  {see  right)  types  available. 


STANDARD  SILICON 


Forward 
Current 
«!.  •  IV 
(mA  min. 

E/r« 

(V  max.) 

Reverse  Current  at  Specified  Test  Voltage 
<iiA  max  1 

(■i  25“C  Vt,  150*C  Volts 

lN45e 

40 

30 

.025 

5 

25 

1N456A 

100 

30 

.025 

5 

25 

1N457* 

20 

70 

025 

5 

60 

1N457A 

100 

70 

.025 

5 

60 

1N458* 

7 

150 

025 

5 

125 

1N458A 

100 

150 

025 

5 

125 

1N459* 

3 

200 

025 

5 

175 

1N459A 

100 

200 

025 

5 

175 

1N46I 

15 

30 

5 

30 

25 

IN4eiA 

100 

30 

5 

30 

25 

1N462 

5 

70 

.5 

30 

60 

1N462A 

100 

70 

5 

30 

60 

1N463 

1 

200 

.5 

30 

175 

1N463A 

100 

200 

5 

30 

175 

1N464 

3 

150 

.5 

30 

125 

1N464A 

100 

150 

.5 

30 

125 

1  A  full  forward  current  range 

including  higher  currents)  is  available  in 

each  voltage  class.  Storage  and  operating  temperature  range 
-f200"C 

*  JAN  diodes 

**  Breakdown  voltage  at  current  of  0.100  mA 

-78  Cto 

STANDARD  GERMANIUM 


Forward 
Current 
^  -IV 

WIV 

Reverse  Current  at  I 

Specified  Test  Voltage  ! 

ImA  max  )  1  Volts)  I 

t 

(mA  min.) 

(V  max.) 

lNe7A 

4.0 

80 

50 

50 

1N68A 

3.0 

100 

625 

100  1 

1N89 

3.5 

80 

100 

50  1 

1N90 

5.0 

60 

500 

50 

1N95 

10.0 

60 

500 

50 

1N% 

20.0 

60 

500 

50 

1N97 

10.0 

80 

100 

50 

1N98 

20.0 

80 

100 

50 

1N99 

10.0 

80 

50 

50 

INIOO 

20.0 

80 

50 

50 

INlie 

5.0 

60 

100 

50 

1N117 

10.0 

60 

100 

50 

1N118 

20.0 

60 

100 

50 

1N126A* 

5.0 

60 

50 

10 

1N127A* 

3.0 

100 

300 

50 

1N128* 

3.0 

40 

10 

10 

1N191 

5.0 

(Back  resistance  between 

—  10  and 

1N192 

5.0 

—50V  greater  than  400  K 
55*C) 

(Back  resistance  between 

ohms  ti, 

-10  and 

1N198.* 

5.0 

-50  V 
55“C) 
80 

greater  than  200  K 

250 

ohms  (n. 

50 

Storage  temperature  range:  - 

78X10  ‘ 

50X 

Operating  temperature  range: 

-78X  to 

-90X 

f  All  measurements  75°C. 

*  JAN  diodes 

TRANSISTORIZED  COMPUTER 
GERMANIUM 


These  diodes  have  been  developed  specifically  for  use  in  transistorized 
digital  computers. 


Forward 
Current 
On  0.5V 


Reverse  Current  at  25 'C 
at  Specified  Test  Voltage 


(mA  min.i 

'vA  max.) 

1  Voltsj 

Reverse  Recovery* 

HD2102 

5 

100 

3 

.25  (isec  From  ‘1mA 
to  -2  Volts 

HD210e 

1 

10 

100 

5 

20 

HD2109 

3 

50 

10 

.3  psec  From  )  1mA 
to  -1  Volt 

*  Measured  in  Bell  Telephone  Laboratories  test  circuit 


QUICK  RECOVERY  SILICON 


Forward 

Current 

Reverse  Current  at  Speofied  Test  Voltage 

kc  1  5V 

F«* 

(pA  max.) 

(mA  min. 

(V  min') 

fe25X 

tL  lOOX 

Volts 

1N625 

4 

30 

10 

30 

20 

1N626 

4 

50 

10 

30 

35 

1N627 

4 

100 

10 

30 

75 

1N628 

4 

150 

10 

30 

125 

1N629 

4 

200 

1.0 

30 

175 

HD6642 

6 

50 

1.0 

30 

35 

HC6648 

6 

100 

1.0 

30 

75 

HD6573 

6 

150 

10 

30 

125 

H06649 

6 

200 

1.0 

30 

175 

HD6635 

15 

50 

1.0 

30 

35 

HD6651 

15 

100 

1.0 

30 

75 

HD6641 

15 

150 

10 

30 

125 

HD6652 

15 

200 

10 

30 

175 

All  types 

recover  to  400  K  ohms  minimum  in  less  than  1  ^sec  switching 

30  mA  forward  to 

—  35V  reverse  in  the  rroCified  IBM  “Y"  circuit.  Also 

comparable  performance  under  different  switching  conditions. 

Operating  temperature  range 

-78X  to  4150X 

Storage  temperature  range: 

-78X10  - 

200X 

_ 

*  Breakdown  voltage  at  current  of  0  100  mA 

HIGH  CONDUCTANCE  SILICON 


Average  Forward 

Current  (mA  max.) 
tr  25'’  C  kt  150X 

Maximum 
Forward 
Voltage 
th  100mA 
(Volts) 

Reverse  Current  at  Speofied 
Test  Voltage 
(pA  Max  / 

25X  kr  ISOX  Volts 

IN482 

100 

25 

1  1 

25 

30 

30 

1N482A 

200 

50 

10 

025 

15 

30 

1N482B 

200 

50 

1.0 

.025 

5 

30 

1N483 

100 

25 

1.1 

25 

30 

60 

1N483A 

200 

50 

10 

.025 

15 

60 

1N483B 

200 

50 

1.0 

.025 

5 

60 

1N484 

100 

25 

11 

25 

30 

125 

1N484A 

200 

50 

1.0 

.025 

15 

125 

1N484B 

200 

50 

1.0 

025 

5 

125 

1N485 

100 

25 

1.1 

.25 

30 

175 

1N485A 

200 

50 

1.0 

.025 

15 

175 

1N485B 

200 

50 

1.0 

025 

5 

175 

1N486 

100 

25 

1.1 

25 

50 

225 

lN48eA 

200 

50 

1.0 

.05 

25 

225 

1N487 

100 

25 

11 

25 

50 

too 

1N487A 

200 

50 

10 

1 

25 

300 

1N488 

100 

25 

11 

25 

50 

380 

1N488A 

200 

50 

10 

.1 

25 

380 

Operating  temperature  range. 

-  65  C  to 

200  C 

CAPACITORS 


LOW  POWER  SILICON  SERIES 

These  are  efficient  rectifiers  with  voltage 
ratings  up  to  975  volts,  a  low  forward  voltage 
drop,  and  low  hack  leakage.  They  are 
capable  of  handling’  power  values  whUh  are  larfte 
for  their  size  {.107’  x  .265’  maximum,  the 
famous  diode  package).  Typical  application: 
electronic  power  supplies  where  they  can 
replace  many  vacuum  tube  rectifiers. 


Huyhes  silicon  capacitors  are  tiny,  reliable 
devices  whose  capacitance  is  determined  by 
the  applied  DC  voltage.  They  are  characterized 
by  high  Q  and  a  wide  capacitance  range.  Typical 
applications:  remote  control  tuning,  automatic 
frequency  controls,  frequency  modulators.  Once 
again,  Hughes  famous  glass  envelope  is  utilized. 


MEDIUM  POWER  SILICON  SERIES 

Hughes  medium  power  rectifiers  provide  more 
power  to  the  load  at  lower  junction  temperatures. 
They  also  feature  a  combination  of  high 
forward  conductance  and  high  breakdown  voltage 
which  permits  rectifier  performance  never 
before  achieved  in  the  standard  JET  EC 
Croup  20  stud  mount  package  {7116’  hex). 
Lead-mount  types  are  available  also. 

LOW  POWER  SILICON  RECTIFIERS 


Average  Rectified 

Reverse  Worlnng  Voltage 

Forward  Current 

IVDC  mai  I 

(mA  mai ) 

HRI02SI 

17S 

200 

HRI02S2 

22S 

200 

HRI02S3 

27S 

200 

HR102S4 

32S 

200 

HRI02SS 

375 

200 

Operating  temperature  range  -70X10  ■  150  C 

Derate  average  rectilied  current  I  mA  ‘ 

C  above  25*0 

HRI03I1 

475 

200 

HRI0312 

5/5 

200 

HRI0313 

6/5 

200 

HR103I4 

7/5 

200 

HR103IS 

175 

200 

HR103I6 

975 

200 

0per«tin|  ttmpf  raturf  rtn|a 

HRI03II  and  HRI03I2  -65'C  to 

•  150  C 

HRI03I3  thru  HRI03I6:  -65  C  to 

•  100  c 

SILICON  CAPACITORS 


Capaaly 

Typical 

Capacity 

Range 

O  lV  to 

Typical  0** 

Typical  0" 

*20’.;* 

Maiimum 

Mai 

it,  5Mc  and 

^  50Mc  and 

-4V0C 

Voltage* 

VolUge 

Mai 

Mai 

1  weld  ■ 

(VDCi 

ititld 

Voltage 

Voltage 

35 

13C 

6  to  88 

360 

39 

50 

80 

12  to  120 

330 

36 

70 

60 

20  to  170 

270 

30 

100 

25 

46  to  240 

200 

23 

35 

25 

14  to  88 

175 

20 

50 

25 

22  to  120 

175 

20 

70 

25 

32  to  170 

175 

20 

Opcralini  Temperature  Range  -6S  Cto  •  1S0"C 
Maiimum  Leakage  Current 

Iron)  Bias  Voltage  Supply  1  OuA  at  2S  C.  S0«A  at  ISCTC 
Capacitance  Variation  Over  Rated 

temperature  Range  200  Parts  Per  Million  'C  Mai. 

*  Measured  oith  Tektronii  model  130  L  C  meter 
**  Measured  with  Boonton  Q  meter  Model  260A 
a  Maiimum  sale  biasing  voltage  which  may  be  applied  with  the  correct 
polarity  only. 


MEDIUM  POWER 

SILICON 

SERIES 

Peak 

Inverse 

Voltage 

iVoltsi 

Stud  Meant  Types 

Average  Rectified  Current 
p,  Specified  Case 
Temperature 

I  Amps  mai  i  i  Degrees  C ' 

Average  Inverse 
Current  imA,  maa.)* 

Peak 
Inverse 
Voltage 
Volts  1 

lead  Meeet  Types 

Average  Rectified  Current 
(0.  Specified  Ambient 
Temperature 

imA  mai  i  Degrees  Ci 

Average  Inverse 

Current  i  mA.  mai.)* 

1N253 

95 

10 

135 

01 

1N536 

50 

250 

150 

0.4 

1N254 

190 

04 

135 

0.1 

1N537 

100 

250 

150 

04 

1N255 

380 

04 

135 

0.15 

1N538 

200 

250 

150 

0.3 

1N256 

570 

02 

135 

025 

1N539 

300 

250 

150 

0.3 

HRI067I 

too 

30 

150 

05 

IN540 

400 

250 

150 

03 

HRI0673 

200 

30 

150 

05 

IN547 

600 

250 

150 

0.3 

HRI0675 

300 

30 

150 

0.5 

HRt0422 

100 

350 

100 

01 

HRI0677 

400 

30 

150 

05 

HRI0423 

200 

350 

100 

01 

HRI0679 

500 

20 

135 

05 

HR10424 

300 

350 

100 

01 

HRI068I 

600 

2.0 

135 

0.5 

HRI0425 

400 

350 

100 

0.1 

*  Averaged  over  one  cycle  at  lull  rated  conditions  of  current,  voltage,  and  temperature  with  a  resistive  toad. 


HUGHES  TRANSISTORS  SPECIFY  HUGHES 


This  is  a  PNP  silicon  fused-junction  series  intended 
for  audio  applications  at  medium  power  levels. 

All  types  have  another  Hughes  first,  the  metal  package 
with  coaxial  leads  particularly  suited  for  automatic 
assembly.  Because  of  the  unique  internal  construction 
of  this  package,  heat  is  dissipated  very 
efficiently,  and  each  unit  can  withstand  severe 
vibration,  centrifuge,  and  shock  tests.  Transistors 
with  the  TO -5  package  are  available. 


SILICON  TRANSISTORS 


HA7501  -  50  -  60  -60  -  0.1  -0.1  .800 

HA7502  -  50  -  60  -  60  -  0.1  -0.1  .930 

HA7503  -110  -no  -20  -0.1  -0.1  .930 

HA7505  -  20  -  20  -  20  -  0.5  -  0.5  .800 

HA7506  -  35  -  35  -  35  -  0.5  -  0.5  .910 

HA7507  -  20  -  20  -  20  -  0.1  -0.1  .900 

HA7508  -  50  -  60  -  20  -  0.1  -0.1  .930 

HA7510  -  35  -  35  -35  -0.5  -0.5  950 

Total  transistor  power  dissipation  in  free  air  (derate  4mW  per'C  above  25°C) 

Total  transistor  power  dissipation  with  base  mounted  in  a  dip  attached  to  an  infinite  heat  sink 
(derate  16  mW  per  ”0  above  25°C) 

Junction  temperature  range  —55' 

Vb£  max.  (Ic  -  lOOmAdc,  Vr  e  -  -2Vdc  mai.i 
Vce  max.  sat.  dc  “  -lOOnAdc) 

h,/,  max.  (F  -  270  cps.  Vcb  -  — 5Vdc,  \e  =  ImAdc  . 

hrt  max.  (F  -  270cps,  Vcb  ”  — 5Vdc.  1b  -  ImAdo  . 

hrf,  max.  (F  »  270cps,  Vcb  “  — 5Vdc,  If  -  ImAdci  . 


BVceo 

BVcbci 

BVbbc 

il-BO 

Iebti 

F  -  270cps, 

Vcb  - 

fe  l<  - 

fe  If  “ 

fe  Ib  - 

fe  Vcb  - 

fe  Vbb  ” 

-SVde.  1*  -  ImAdc 

-lOO^A 

-IOOmA 

-100,.  A 

-5V 

-5V 

—  h/s 

tfgh 

1  Volts) 

<  Volts) 

(Volts) 

>MAdc  max.) 

1  mAOc  max.) 

(min.) 

(me  min.) 

-  50 

-  60 

-60 

-0.1 

-0.1 

.800 

0.5 

-  50 

-  60 

-60 

-0.1 

-0.1 

.930 

05 

-110 

-no 

-20 

-0.1 

-0.1 

.930 

0.5 

-  20 

-  20 

-20 

-0.5 

-0.5 

.800 

05 

-  35 

-  35 

-35 

-0.5 

-0.5 

.910 

05 

-  20 

-  20 

-20 

-0.1 

-0.1 

.900 

15 

-  50 

-  60 

-20 

-0.1 

-0.1 

.930 

05 

-  35 

-  35 

-35 

-0.5 

-0.5 

950 

0.5 

2W 

C  to  •  150X 
3V 
2V 

60  ohms 
.001 
2iimhos 


. . .  and  know  that  the 
devices  you  receive  are 
manufactured . . .  first 
of  all,  for  reliability.  This 
means  they  will  stay 
within  published 
specifications  under 
varied  and  severe 
operating  conditions— 
a  fact  backed  up  by 
a  phenomenal  record  of 
failure-free  service 
in  many  military  and 
commercial  installations. 


\M 


Creating  a  new  world  with  ELECTROXICS 


HUGHES  PRODUCTS 


O Trademark  Hughas  Aircraft  Company 


_ I 

HUGHES 

- 

SEMICONDUCTORS 


METALLIZED  MYLAR**  FILM 


MYLAR**  FILM  DIELECTRIC 


SAFETY  MARGIN*  ELECTRDLYTICS 


PAPER  DIELECTRIC 


R.  F.  NDISE  SUPPRESSION  FILTERS 


Hermetically  Sealed  Mylar**  Metallized  TYPE  RQL 
Metallized  Mylar**  TYPE  RLR 


Flat  and  Round  Miniature  Mylar**  TYPES  XPF  &  XPR 


TYPE  MM  XVPE  EV  TY( 

Moisture  Sealed  Sub-Miniaturized  TYPES  EM  &  EK  .  .  .  Miniature  Metal- 
Cased  Tubulars  TYPE  MM  .  .  .  Subminiature  Electrolytics  TYPE  ET  .  .  . 
Cardboard-Cased  Electrolytics  TYPE  ES  .  .  .  Twist-Prong  Electrolytics  TYPE 
EY  .  . .  Bathtub  Case  Capacitors  TYPE  ED  .  .  .  Metal  Screw-Base  Electrolytic 
TYPE  E  .  .  .  Electrolytics  for  Transistorized  Printed  Circuit  Applications 
TYPES  EX  I.  EZ. 


for  a  complete  line  of 


TYPE  AOM  type  ARMF  TYPE  BP 

Molded  Paper  Tubular  TYPE  AM  . . .  Bathtub  Paper  Capacitor  TYPE  AOM  .  .  . 
Meteor*  Bathtub  Capacitor  TYPE  ADZ  .  .  .  Meteor*  Metal-Cased  Polyester 
Plastic  Capacitors  TYPE  XQF  . . .  Ceramic  Cased  Paper  Tubular  TYPE  AP  .  .  . 
Oil-Filled  Metal  Tubulars  TYPE  ARMF  .  .  .  Molded  Plastic  Tubular  —  Blue 
Point®  TYPE  BP  .  .  .  Meteor*  Subminiature  Glass-to-Metal  Sealed  Tubulars 
TYPE  AQF  t  TQF. 


lTriw.0  -  .Trt-^uv,  ^  -  TYPEMXLJ 

Metalite®  Bathtub  Capacitors  TYPE  MD  .  .  .  Metalite®  Glass-to-Metal  Her¬ 
metically  Sealed  Tubulars  TYPE  MQC  .  .  .  Metalite®  Hy-Met*  Cardboard 
Tubulars  TYPE  MLL  .  .  .  Metalite®  Hy-Met*  Terneplate  “Squeeze  Seam" 
Case  TYPE  MXLJ  . . .  Metalite®  Hy-Met*  Seamless  Case  Capacitor  TYPE  MEL 
.  .  .  Metalite®  Cardboard  Tubulars  TYPE  ML  .  .  .  Metalite*  Metal-Cased 
Tubulars  TYPE  MRF  .  .  .  Metalite®  Terneplate  "Squeeze  Seam"  Cases  TYPE 
MXJ  .  .  .  Metalite®  Hy-Met*  Bathtub  Capacitors  TYPE  MOL  .  .  .  Metalite® 
Hy-Met*  Subminiature  Bathtub  TYPE  MTL  .  .  .  Metalite®  Hy-Met*  Glass-to- 
Metal  Sealed  Tubulars  TYPE  MQL  . . . 


For  All  Industrial, 
Military  and  Commercial 
Applications 


Astroi  offtrs  a  wide  nii(e  of 
qmllty  prodects.  From  commereM 
types  for  Radio  aod  T.V. . . . 
throttth  industrial  types  for 
computers,  printed  circuits  and 
military  approved  units ...  to 
precision  enfineered  products 
designed  for  missile  applications. 


A  ELECTRONICS  CORPORATION 

When  Speed  and  Quality  are  important,  specify  Skottie  Ceramic  capacitors. 
A  complete  line  of  disc  and  tubulars  in  stock  for  immediate  delivery. 


Astron’s  Four  Step  Filter  Service  Plan  Has  Solved  Thousands  of  Industry 
and  Government  RF  Filter  Problems.  This  “Packaged"  Service  Includes: 

1.  Definition  of  Requirements 

2.  Engineering  Analysis 

3.  Prototype  Testing 

4.  Appropriate  Solution  of  Problem 

Astron  will  custom-engineer  and  produce  filters  specifically  for  your  equip¬ 
ment. 

For  complete  technical  and  engineering  data  on  the  types  and  styles  illus¬ 
trated,  write  today  to  Astron  Corporation. 


W«VT  COAST  WARCHOUSCi 
I.  n.  •TKIIN  AND  COMSANY 
410*  aUNDANK  BLVO.,  BUNBANK,  CALII 


255  GRANT  AVENUE.  EAST  NEWARK.  NEW  JERSEY 


ELECTRONICS  BUYERS'  GUIDE -June.  J  958  -  MID-MONTH 


Wh«n  erderina  or  Mokine  iirformotion 
pfooM  monrien  Eloctrenicf  iwyort'  Guido. 
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INSULATION  FOR  WATER-COOLED  SYSTEMS 

For  carrying  cooling  water  which  must  undergo  a  change  in  potential,  use 
of  Lapp  porcelain  eliminates  troubles  arising  from  water  contamination 
and  conductivity,  sludging  and  electrolytic  attack  of  fittings.  Permanent 
cleanness  and  high  resistance  of  cooling  water  is 


TUBE  SUPPORTS 
for  air-cooled  tubes 


assured — for  positive  cooling  and  long  tube  life. 

LAPP  PORCELAIN  WATER  COILS 


toaJC 


No  longer  is  it  necessary  for  equipment 
manufacturers  to  design  supports  for 
forced-air-cooled  tubes.  After  producing 
many  such  special  designs,  Lapp  has  engi¬ 
neered  and  built  a  complete  series  of  in¬ 
sulating  supports  for  air-cooled  tubes. 
Use  of  these  supports  facilitates  design  of 
transmitter  and  other  high-power  cir¬ 
cuits.  Simple,  compact,  efficient  and  at¬ 
tractive  in  appearance,  in  porcelain  or 
steatite,  they  make  for  economical  produc¬ 
tion,  easy  interchangeability,  and  availa- 


Twin-hole  and  single-hole  models  in  sizes  to  pro¬ 
vide  flow  of  cooling  water  from  2  to  SK)  gallons 
per  minute.  Cast  aluminum  mounting  bases,  lead 
pipe  or  flexible  metal  hose  for  attachment. 

LAPP  PORCELAIN  PIPE 

Inside  diameters  5/4"  to  3",  in  straight,  90®  and 
180®  elbows,  fittings.  Swivel-type  connections. 
Standoff  insulators  attach  directly  to  fitting  bolts. 
Write  for  Bulletin  301  with  specifications  for 
Lapp  Porcelain  Water  Coils  and  Porcelain  Pipe. 


H  T 


bility  of  replacement  units.  Write  for 
Bulletin  301,  with  complete  description 
and  specification  data. 


h  LAPP  GAS-FILLED  CONDENSERS 

Capacitance  for  high-voltage,  high-current  duty 


The  record  of  more  than  18  years’  service,  in  thousands  of  instal¬ 
lations,  proves  the  reliability  of  the  Lapp  Gas-Filled  Condenser. 
For  duty  at  high  voltages  and  high  currents,  this  unit  offers  the 
advantages  of  extreme  compactness  .  .  .  low  loss  .  .  .  high  safety 
factor  .  .  .  constant  capacitance  under  temperature  variation  .  .  . 
grounded  tuning  shaft . . .  and  rugged  sturdiness.  Units  available 
in  four  tank  diameters,  7"  to  18"  ...  in  fixed  or  variable  capaci¬ 
tance  . . .  capacitances  to  30,000  mmf ;  current  ratings  to  390  amps 
at  1  me;  voltages  to  85  Kv  peak.  Write  for  Bulletin  302. 


SPECIAL  ASSEMBLIES 

Lapp  business  is  electrical  porcelain,  its  application, 
design,  manufacture,  and  assembly.  Our  skill  is  in  our 
knowledge  of  the  capabilities,  and  limitations,  of 
ceramic  insulation  ...  in  engineering  ingenuity  to  meet 
specified  requirements  .  .  .  and  in  efficient  production. 
If  you  have  need  for  insulating  p>artsand  associated  sub- 
assemblies,  we  may  be  able  to  show  you  how  they  can  be 
made  most  economically,  to  perform  most  efficiently. 


ENTRANCE 

INSULATORS 

To  eliminate  losses  which  occur  in 
ordinary  types  of  bushings  at  radio 
frequency,  Lapp  units  use  air  as 
major  insulation,  porcelain  path 
being  lengthened  by  its  "bowl” 
shape.  In  wide  variety  of  types  for 
most  electrical  and  mechanical  re¬ 
quirements. 

STAND-OFF 

INSULATORS 

Dependable  mechanical  and  elec¬ 
trical  performance — and  trim  good 
looks.  Hundreds  of  standard  and 
special  types  available. 

Write  for  Bulletin  301,  listing  ert- 
trance  and  stand-oQ  insulators. 


liiu 


ANTENNA 

STRAIN 

INSULATORS 

The  largest  of  the  por¬ 
celain  rod  insulators 
shown  develops  12,000 
lb.  strength.  Available, 
as  specified,  with  rain 
shield  and/or  corona 
rings.  Smaller  units,  in 
porcelain  or  steatite, 
for  all  strain  or  spread¬ 
er  use.  Engineering 
and  production  facili¬ 
ties  also  available  for 
special  performance 
units  See  catalog  301. 


PLUG-AND-RECEPTACLE  UNITS 
1.  ,  .  ^  for  sectionalizing  circuits 


'  7  For  panel-rack  or  other 

^  <  sectionalized  circuits,  Lapp 

offers  a  variety  of  plug- 
•  * A  /’  and-receptacle  units.  Any 
f  „  number  of  contacts  can  be 

provided  (in  multiples  of 
twelve).  Male  and  female 
contacts  are  full  floating, 
for  easy  alignment  and 
positive  contact.  Contacts 
silver  plated,  terminals  tinned  for  solder¬ 
ing.  Insulation  is  steatite,  the  low-loss 
ceramic  . . .  non -carbonizing  even  under 
leakage  flashover  resulting  from  contami¬ 
nation,  moisture  or  humidity.  Write  for 
complete  electrical  and  mechanical  speci¬ 
fications  and  recommendations. 


ANTENNA  TOWER  f/g 
INSULATORS  ^ 

Most  of  the  world’s  radio 
towers  are  supported  by 
Lapp  insulators,  including 
the  tallest  guyed  mast  ever  I  V 
built.  Through  the  Lapp  |  9 

"compression  cone,”  im-  Ve»c 
mense  loads  can  be  carried 
by  electrical  porcelain. 

Write  for  data  on  Lapp 
footing  insulators  for  self- 
supporting  radiators,  mast- 
base  insulators,  or  guy  in¬ 
sulators. 


LAPP  INSULATOR  CO.,  INC. 
RADIO  SPECIALTIES  DIVISION 
TOO  SUMNER  ST.,  LEROY,  N.Y. 


WiMn  ordering  or  soofcffig  iolormotien 
p/ooM  monffon  Bhcfronict  Bvyors'  Oukfo. 


June,  1958 -MID-MONTH -ELECTRONICS  BUYERS'  GUIDE 


1123  MODEL 


1140  MODEL 


line  of  mercury  plunger-type  relays 


1141  MODEL 


"LITTLE  GIANT" 


Contact  arrangement:  Normally  open  or  normally 
cloaed.  Single  pole — Single  throw. 

Contact  rating:  Baaed  on  power  factor  of  75-80  percent, 
contacta  are  rated  at  75  amps.  Also  rated  at  8000  watts 
tungsten.  Both  ratings  based  on  voltage  of  115  v.,  50-60 
cy.  Maximum  size:  Height,4-23/32'—width2-l/16'— pro¬ 
jection,  2-3  / 1 6'.  Voltage  Coil :  Up  to  440  v A .  C .( 50-60  cy . ) 


1101  MODEL 


Contact  arrangement:  Normally  open  or  normally 
closed.  Single  pole— Single  throw. 

Available  in: 

Time  delay  Slow  operate — Quick  release 
types  of  Slow  operate — Slow  release 
Quick  operate— Slow  release 
Maximum  time  delay:  20  minutes 
Contact  rating:  Time  delay  relays  to  15  amps. 

Load  type:  Quick  operate— Quick  release 
Load  relays  to  50  amps.  Non-inductive,  115  v,  60  cy. 
Voltage  CfoU:  Up  to  440  volts  A.C.  (25-50-60  cy.) 
Maximum  size:  Height  5)^' — width  214* — projection 
2-19/32' 

Also  available  in  quick  acting,  contact  normally  open 
or  contact  normally  closed. 


1123  MODEL 


Double  Pole  Load  Relay 

(Also  available  with  time  delay  contacts) 

Contact  Arrangement:  2  contacts  Normally  open  or 
2  contacts  Normally  closed 
Double  pole — Single  throw 

Contact  rating:  Time  delay  contacts  up  to  15  amperes. 
Load  relays  to  50  amperes.  Non-inductive  115  v,  60  cy. 
Voltage  Coil:  Up  to  440  v.,  50/60  cy.  or  220  v.  d.c. 
Maximum  size:  Height,  3  width,  3^'— projection, 

2H' 


1140  MODEL 


"MIGHTY  MIDGET" 


Contact  Arrangement:  Normally  open  or  normally  closed 
— Single  pole — Single  throw. 

Available  in:  Quick  acting  load  type  only. 

Contact  rating:  30  amperes  non-inductive  115  volts, 
60  cy. 

Voltage  Coil:  Up  to  440  v,  60  cy.  and  220  v.  d.c. 
Maximum  size:  Height,  contact  normally  closed,  3^'; 
contact  normally  open,  4j-4'— width  2-17/32'— projec¬ 
tion  2J^', 

Equipped  with  compression  type  terminals  to  simplify 
installation. 


Special  mounting  arrangements  for  Adlake  mercury  plunger  type  relays 


(A)  — Normally  ojjen  relay  with  back  panel  equipped 
with  screw  terminals  for  back  connecting.  (No.  1040-83 
series) 

(B)  — Normally  o|)en  time  delay  or  quick-acting  relay 
with  back  panel  equipiied  with  compression  tyjje  ter¬ 
minals.  (No.  1040-44  series) 

(C)  — Normally  closed  time  delay  or  quick-acting  relay 
with  back  panel  equipfied  with  compression  type  ter¬ 
minals.  (No.  1040-45  series) 

(0) — Normally  o|)en  time  delay  relay  with  back  panel 
equipixxl  with  screw  terminals  for  front  connecting. 
(No.  1040-85  series) 


(E)  — Double  unit  relay  a.ssembly.  Can  be  made  with 
two-time  delays,  or  time  delay  and  load  relay,  or  two- 
load  relays.  (No.  1101-53  series) 

These  are  but  a  few  of  the  i)ossible  mounting  arrange¬ 
ments.  Our  engineering  department  is  at  your  disposal 
to  assist  in  developing  ideas  to  fit  your  needs. 

For  complete  details  of  the  broad  adlake  Relay  line, 
write:  The  Adams  &  Westlake  Company,  1958  N. 
Michigan,  Elkhart,  Indiana.  In  Canada,  write  Lisle 
Instrument  Systems,  577  Eglinton  Ave.,  West,  Toronto, 
Canada. 


The  A(jams  &  Westlake  Company 

KstablishMl  1857  •  ELKHART,  INDIANA  •  New  York  •  Chtcago 

the  originol  and  largest  manufacturars  of  morcury  plungor-typ«  relays 
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Llcl  ultrasonics  corporation 

HERRICKS  ROAD,  MINEOLA,  L.  I.,  N.  Y. 

'w  of  The  Narda  Microwave  Corporation 


Narda  SonBlasters  offer  the  most  complete  line 
of  lowest-cost  mass-produced  ultrasonic  cleaners ! 


Narda’s  mass-production  techniques  assure  you  the  most 
complete  line  of  ultrasonic  cleaners  at  the  lowest  prices  in 
the  industry!  From  the  smallest  35-watt  to  the  amazing 
2500-watt  unit  with  a  tank  capacity  of  75  gallons,  Narda’s 
SonBlasters  are  available  now— off-the-shelf— for  immediate 
delivery.  And  with  a  full  2-year  warranty  besides! 

What  do  you  want  to  clean?  Hot  lab  apparatus,  medical  instru¬ 
ments,  electronic  components,  automotive,  missile  and 
avionic  components,  optical  and  technical  glassware,  timing 


mechanisms  — Narda’s  SonBlasters  clean  ’most  any  mechani¬ 
cal,  electrical  or  horological  part  or  assembly  you  can  think 
of— and  clean  faster,  better  and  cheaper. 

No  matter  what  you  need  in  ultrasonic  cleaning  equipment, 
you’ll  find  Narda’s  complete  line  of  production -size  units  have 
the  quality,  power,  performance,  capacity  and  appearance  of 
cleaners  selling  up  to  three  times  their  price!  Write  for  more 
details  now  and  we’ll  include  a  free  questionnaire  to  help 
determine  the  precise  model  you  need.  Address:  Dept.  EBG-16. 


Generator  G-202  Transducerized  Tank  NT-202 
35  watts  Capacity;  %  gallon 

An  amazingly  efficient,  yet  inexpensive,  ultra¬ 
sonic  cleaner.  Duty  cycle  timer  permits  opera¬ 
tor  to  turn  the  unit  on,  set  it,  and  leave;  the 
SonBlaster  will  turn  off  automati¬ 
cally  at  the  end  of  the  cycle.  Four 
choices  of  timers  — from  0-15  min.  ^  AAA 
to  0-120  min.  Also  available  with- 
out  timer  at  slightly  lower  cost  *r  /  / 1 1 
(G-201).  bftwW 


Generator  G-1501  Transducerized  Tank  NT-1505 
200  watts  Capacity;  5  gallons 

The  lowest  price  in  the  industry  for  a  tank  of 
this  capacity  and  activiW.  Gener¬ 
ator  also  will  operate  2.  3  or  4  & 
submersible  transducers  at  one 
time,  with  just  a  turn  of  the  load  'r 
selector  switch  on  the  front  panel  ww  ww  ww 


Generator  G-501  Transducerized  Tank  NT-602 
60  watts  Capacity:  1  gallon 

A  more  powerful  production-type  unit,  with  a 

special  circuit  and  selector  switch 

permitting  operator  to  alternate 

between  two  tanks,  when  items  X"J|iwll 

being  cleaned  require  different 

solutions  or  a  two-step  process.  WW 


Generator  G-25001 
2500  watts 

The  largest  mass-pro¬ 
duced  industrial-size 
transducerized  ultrason¬ 
ic  cleaning  tank  made! 
(Tank  NT-25C)01:  capac¬ 
ity:  75  gallons.)  G-25001 
generator  also  energizes 
up  to  40  submersible 
transducers. 


Generator  G-5001  Transducerized  Tank  NT-5001 

500  watts  Capacity:  10  gallons 

Generator  features  standby  switch  for  longer  life  and  load  selector 
switch  on  the  front  panel  to  operate  up  to  8  submers-  ^  A  A^ 
ibie  transducers  or  8  NT-602  or  2  NT-1505  transduc- ^  I  Jgiw 

erized  tanks  at  one  time.  Larger  tanks  available  on  Y  I  J 


Submersible  Transducer  NT-605 

^  Heli  arc  welded  stainless  case,  hermetically  sealed 
for  safe,  leak-proof  immersion.  Radiating  face:  27 
sq.  in.  Effective  plane  of  radiation:  40-50  sq.  in.  (approximately  10” 
X  5”).  Effective  cavitation  of  volumes  up  to  1200  cu.  in.  at  24  in.  tank 
height  (5  gal.)  and  2400  cu.  in.  at  48  in.  tank  height  (10  gal.).  Bulkhead 
electrical  fitting  on  back  allows  all  wiring  connections  to  be  made  on 
outside  of  tank.  For  use  in  any  arrangement  or  location 

Also  available—  A  A 


in  any  shape  tank  you  desire  to  use. _  _  ^ 

model  NT-&)4,  identical  with  NT-605,  except  for  pipe 
thread  instead  of  bulkhead  fitting,  permitting  electrical 
connections  inside  of  tank. 


Consult  with  Narda  for  all  your  ultrasonic  requirements.  The  SonBlaster 
catalog  line  of  ultrasonic  cleaning  equipment  ranges  from  35  watts  to 
2.5  KW,  and  includes  transducerized  tanks  as  well  as  immersible  trans¬ 
ducers  which  can  be  adapted  to  any  size  or  shape  tank  you  may  now 
be  using.  If  ultrasonics  can  be  applied  to  help  improve  your  process, 
Narda  will  recommend  the  finest,  most  dependable  equipment  available 
—  and  at  the  lowest  price  in  the  industry  I 


For  custom-designed  installation  and  unique  electro-acoustic 
applications,  including  cleaning,  soldering,  welding,  drilling 
and  non-destructive  testing,  consult  our  subsidiary,  Alcar 
Instruments  Inc.,  at  the  address  below. 


When  ordering  or  Moking  informoflon 
pleofo  mention  Electronic!  Buyeri'  Guide. 
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NEW  TRANSISTORIZED  DIGITAl 


*rc|^iy  j CHICO  is  Cubic’s  engineering  philosophy  which 


VOLTMETER  UNIT: 

A  »«K-balancing  pot»ntiom«t«r  and  input 
attenuator  that  will  indicate  a  wide  range 
of  d-c  voltaget. 


Display: 

Bridge  Linearity: 
Bridge  Resistance; 
Automatic  Features; 
Range  Accuracy: 

Input  Terminals: 


4  Digits,  Polarity,  Deci¬ 
mal  Point,  AC  symbol 
Greater  than  .01% 

50  K  ohms 

Polarity,  Voltage  Ranges 
Greater  thon  .01%  accu¬ 
racy 

Supplied  front  portel  or 
rear  connector  panel 


Input  Filter:  Attenuation  starts  at  10 
cps,  iiscreases  24  db/oc- 
tave  (—60  db  at  60  cps) 

Voltage  Ranges: 

4  Digit  5  Digit 

±  .0000  to  ±  .9999  ±  0.0000  to  ±  9.9999 

±  1.000  to  ±  9.999  ±  10.000  to  ±  99.999 

±  10.00  to  ±  99.99  ±100.00  to  ±999.99 

±100.0  to  ±999.9 


Input  Impedance;  D.  C.,  at  bolarKe  10  AAegs. 

Boloitce  Time:  Maximum,  5.4  secs,  at  30  steps/ 
secs.  Typical,  2  secs. 

Output;  Contact  closures  provided  for  ex- 
terrtal  readout  or  recording  de¬ 
vices. 

All  contacts  isecessary  to  operate  with  ouxiliory  units  ore 
provided.  Rear  conrtector  panel  provides  for  optionol 
configurations;  External  RefererKe  use  to  ±100  volts, 
common  ground  or  floating;  Rotiometer  use,  .9999  rotio 
full  scale,  1000  megohms  D.C.  input  impedance  ot  bal¬ 
ance.  External  ranging,  and  oth^  orrangements  cover 
the  widest  possible  range  of  opplkotions. 

Power:  Power  and  Reference  Voltage  from  Control  Unit. 
Size;  17”  width,  3W'  height,  11%"  depth  irtcluding 
plugs. 

Brackets  avoilable  for  19"  rock  mounting. 


Display;  4  DIGIT  5  Digif 

A/B  .0000  ta  A/B  .00000  to 
A/B  .9999  A/B  .99999 
Decimal  point  fixed,  os  desired. 
Bridge  linearity:  Create/ than  .01% 

Bridge  Resistonce:  50  K  ohms 


RATIOMETER  UNIT 

A  voltmeter  unit  of  single  range  and  po¬ 
larity  indicating  the  ratio  of  the  input  to  a 
reference  d-c  voltage. 

Input  Filter;  Attenuation  starts  at  10  cps, 
increoses  24  db  per  octave 
(-60  db  at  60  cps). 

Input:  Front  panel  or  rear  connec¬ 
tor  portel 

Input  Impedance:  At  bolance,  1000  megs 


Balonce  Time: 

Output; 

Configurotions; 

Power: 

Size: 


4  Digit  5  Digit 

AAox.,  3  secs.  Mox.,  3.3  secs. 
Typicol,  2  secs.  Typicol,  2.5  secs. 
Contoct  closures  provided  for  ex- 
ternol  readout  or  recording  devices. 
Internal  —10  volt  reference,  externol 
referertce  to  ±100  volts 
Power  and  RefererKe  Voltoge  from 
control  unit.  No  refererKe  chassis  is 
required  in  the  control  unit. 

Stondard  unit 


OHMMETER  UNIT: 

A  self-balancing  wheatstone  bridge  with 
automatic  range  selection. 


Ranges; 

OO.OOQ 
100.00 
1000.  0 
10.00KQ 


4  DIGIT 


-  99.990 
.  999.90 
-9999.  0 

-  99.99K0 


100.0KQ  •  999.9K0 


Accuracy  AAox.  Cur. 
±2  digits  10  mo 

±1  digit  I  ma 

±1  digit  100  ma 

±.02%  reading  10  no 
-+-1  digit 

±.0S%  reoding  I  pa 
-f-l  digit 


I.OOOMO-  9.999M0  ±.l%  reading  1  po 


000.000 

1000.00 


5  DIGIT 

Accurocy 

.  999.990  ±.01%  reoding 

and  2  digits 
-9999.90  ±  .01  %  reoding 

artd  1  digit 


Max. 
Current 
10  mo 

1  ma 


10.000  KO-  99.999KU  ±.02%  reoding  100  po 

and  I  digit 

100.00 KQ  -  999.991(0  ±. 05%  reoding  10  pa 

artd  I  digit 

1.0000MO-  9.9999M0  ±.l%  reoding  I  po 

ON  BOTH 

AC  rejection  filter  prevents  induced  hum  pickup. 

Four  input  leads  eliminate  leod  lertgth  and  contoct  resist- 
otKe  d^tenderKe. 

Open  circuit  test  voltage  10  volts  maximum,  elimirtates 
shock  hazards,  reduces  resistor  dissipotion.  Complies 
with  MIL.R-93A  for  precision  resistor  measurement. 
Output  contocts  provide  for  remote  reodout  or  printer 
and  all  circuits  necessary  to  operate  auxiliary  equip¬ 
ment. 

Power:  From  control  unit  Size:  Stondord  unit 


Ranging;  Automotic,  manual  or  remotely  pro- 
grammid.  Input: 

Ronge  Input  ImpedofKe 

.0000-  .9999  VAC  1  AAeg.  30  ppf 

1.000  -  9.999  VAC  10  AAeg.  15  ppf 

10.00  -  99.99  VAC  10  AAeg.  15  ppf 

100.0  -999.9  VAC  10  AAeg.  15  ppf 


A-C  CONVERTER: 

Accepts  a-c  input  voltages  and  converts 
them  to  filtered  DC  to  be  read  by  the  Volt¬ 
meter. 


MO  Volts  DC  isolotion 
Accuracy;  ±0.1%  of  reading  ±1  digit 

Responds  to  overoge  full-wove  rectified  value 
of  input. 

Calibroted  in  terms  of  sine  wove.  With  distor¬ 


tion,  the  meter  rrtay  read  low  by  Vi  the  distortion 
percentoge. 

In  the  presence  of  two  or  more  rton-syrKhronous  sig- 
rtols,  the  reading  is  unaffected  by  sigrtols  10  db  or 
more  below  the  largest  signal. 

Frequency  Range:  30-20,(XX)  cps 

Transistorized  —  Powered  from  Control  Unit 

60  db  negative  feedback  over  the  stoted  frequerKy 

range  assures  extreme  stability  and  lirteority.  Compen- 

satt^  metal  film  attenuators  permit  wide  frequerKy 

ronge  and  high  accuracy. 

Size:  Standard  unit 


Display:  000  to  999 
Output;  Remote  readout  or  print¬ 
out  of  the  channel  se¬ 
lected;  control  of  auxil¬ 
iary  scunners. 

Controls:  Operational  mode,  start- 
stop,  channel  limit  selec¬ 
tors. 


MASTER  SCANNER: 

Up  to  1000  input  channels  may  be  selected 
by  combining  our  Master  Scanner  with  up 
to  ten  Auxiliary  Scanners. 

Operotionol  Modes; 

Remote:  Select  chonrtel  by  remote 
command. 

AAanual;  START  button  sets  scart- 
rter  to  pre-selected  low 
chonrwl. 

Auto  scan;  Scans  outomotically  from 
selected  low  chanrtel  to 
selected  high  channel. 


Auto  Reset:  Same  as  "Auto  scon"  but 
with  continuous  recycling. 

Channel  limit  Selectors;  Front  ponel  controls  permit 
selecting  low  and  high  chorv 
nels. 

Start-stop  Control:  START  initiates  channel  se¬ 
lection  to  a  pre-selected 
"stort"  number.  In  "Auto 
scan"  or  "Auto  reset"  storts 
scanning  sequence. 

AAaster  Scanrter  con  drive  10  to  40  1(X)-points  Auxiliary 

Sconners  to  Kon  1000  points  with  1,  2,  or  4  wires  each. 

Power;  From  Control  Unit 

Size:  Standard  unit 


(A)  DC  Power  Supply  Chossis: 

Input  50-1000  cps,  105-115-125  voc  input 
terminals 

Supplies  power  to  oil  system  units  orfd  ex- 
terrtal  12-24-48  vdc  and  Remote  Readout  Unit. 

(B)  Amplifier  Chossis;  Sensitive  to  .0001  vdc  error. 


CONTROL  UNIT: 

Consists  of  three  chassis:  power  supply,  pre¬ 
cision  reference  and  error  amplifier. 

Provides  driving  signals  to  Switch  Unit  and 
occessories. 

Chopper  rote  4(X)  cps  InterrKilly  generated 

Driving  signol  rate  30  cps 

Fully  transistorized.  Controlled  Switch  Drive 


(C)  Precision  RefererKe  Chassis: 

For  use  with  dc  Switch  Unit 
Floating  Supply,  transistor  pre-regulated 
Output  regulated  by  select^  Zerter  Diodes 
Operated  continuously,  no  warmup  time. 

Power  input;  2  watts 

Output:  10  volts  and  1  volt  ±.0I%  with  50  K  lood. 
(C)  is  required  for  DC  Voltage  measurement,  where 
an  external  refererKe  is  rtot  usd. 

Ohmmeters  and  Ratiometers  use  a  regulated  voltage 
.  ovoilable  from  Chassis  (B). 

Size:  StorKiard  unit 
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SYsriMS  wnH  built-in 


ly/' 


regards  reliability  and  ease  of  maintenance  as  inseparable  features  of  a  truly  functional  system. 


THE  FIRST  GREAT  ADVANCE  IN  DIGITAL  DISPLAY  SYSTEMS 

Peak  Performance  Plus  Lower  Coat  of  Operation  Through: 

VERSATILITY  —  Standard  size  interchangeable  units;  ideal  for  rack-mounting.  Each  unit  plugs 
into  its  own  chassis. 

GREATER  ACCURACY  AND  REUABIUTY  -  Units  constructed  of  best  available  components.  Ac¬ 
curacy  to  .01%.  Stepping  switches  control  their  own  drive.  No  warm-up  time  required. 

EASE  OF  MAINTENANCE  —  Unit  slides  out  of  chassis.  Stepping  switches,  mounted  on  horizontal 
bars,  swing  up  and  out  for  easy  access.  Plug-in  circuit  cards. 

HUMAN  ENGINEERING  —  Read-out  staggered  to  avoid  light  refraction.  Minimum  "downtime." 
Easy  access  to  all  parts.  Simplest  to  maintain.  Modular  construction. 

Prlnf9rs  Availabim  Depending  on  Cusfommr  Rmquirements 
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POV^ER  MEASURING 
EQUIPMENT 


MC  IB 

CALORIMETRIC  WAHMETER 


LIQUID  CIRCULATOR 


MICROWAVE  TERMINATION 


MtMuret,  In  nomographic  form,  tht  tamparatura  rita  of  tha  calorimatric  fluid  to 
watta  of  avaraga  powar  dissipated  in  the  Calorimatric  Termination.  Theta  instru¬ 
ments  eihibit  matched  rf  charKtaristics  over  an  exceptional  frequency  range. 

Freq.  Range  2.6  to  26.5  KMC 
Av'g  Powar  10-600  watts 
Peak  Powar  600  kw 


MICROWAVE 

INSTRUMENTATION 


701  B 
KLYSTRON 
POWER  SUPPLY 


The  Ideal  Klystron  Power  Supply  for  all  general  microwave 
laboratory  applications.  Includes  metering  provisions  for 
beam  voltage  and  current  and  repaller  voltage.  Occupies 
minimum  bench  space. 

Beam  voltage  250  to  600  v.  75  ma  at  top  end. 

Reflector  voltage  0-900 

At  1  ma,  1%  regulation  with  less  than  1%  ripple. 


Cubic  capabilities  are  re~ 
fleeted  in  its  extremely  suc¬ 
cessful  electronic  tracking 
systems,  currently  in  use  by 
the  United  States  Air  Force 
in  the  IRBM  and  ICBM  pro¬ 
grams. 


Modifications  of  any  of  the  digital  units  described  above 
con  be  mode  to  fit  your  particular  requirements.  For  com¬ 
plete  information  including  prices  and  delivery  dotes,  write 
or  telephone  Cubic  Corporation. 

CUBIC  CORPORATION 

5S7S  Kwarny  Villa  Road,  San  Diago  11,  Calif.,  Talaphona  BRownIng  7-6780 
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When  orderinp  or  soekinp  informotian 
plooM  menrien  Elox«roni<4  Ewyer;  Guide. 
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on  I  UDO  onieias  give  maximum 
cooling,  retention,  shock  protection 
and  longest  tube  life! 


lERC  SubminiatHre  SkiiWs 


KRC  Military  'V  Typi  Mmatan  ShiMs 

kteets  MH.-S-242A  (SNIPS) 


M4«;s  MtL-S-9372ft(USAF) 


Meets  MIL-S-19788A  (NAVY), 

MH.  $^93728  (USAf).  SCl-6307  2  (SW  CORPS.) 


CHOOSE  lERC-THE  ONLY  COMPLETE  LINE  OF  HEAT  DISSIPATING  ELECTRON 
TUBE  SHIELDS  FOR  MINIATURE,  SUBMINIATURE,  OCTAL  I  POWER  SIZE  TUBES! 

For  fast  service  by  a  highly  trained  Engineer-representative  to  solve  your  electron  tube  failure 
and  reliability  problems,  call  the  nearest  Sales  Office  in  your  area  as  listed  below. 

1.  JOHN  B.  ANDERSON  CO.- 79  Richards  Rd  ,  Columbus  14,  Ohio-AMherst  3  4111 

2.  HATHAWAY  ELECTRONICS,  INC.-238  Mam  St.,  Cambridge  42.  Mass.- Kirkland  7-0380 

Branch;  P  0  Box  797,  Canaan.  Conn 

3.  WILLIAM  JONES- 1107  Echo  Court  North,  Hampton  Village,  Towson  4,  Md  - Valley  3-2434. 
Branches  Maple  Shade,  N.J.-3  24S0.  Atlanta.  Ga  -5S318, 

711  Magnolia  Ave.,  Orlando.  Fla.-  GOrdon  4  6298 

4.  G.  S.  MARSHALL  COMPANY- 2065  Huntington  Dr..  San  Marino.  Calif.- RYan  1-6781 
Branches:  San  Diego,  Calif. -CYpress  8  8234,  Redvraod  City,  Calif.  -  EMerson  6  8214, 

Tucson,  Ari/.-EAst  7  1501. 

5.  MAGNUSON  ASSOCIATES -3347  W.  Irving  Park  Rd  .  Chicago  18,  lll.-KEystone  9-7555. 

Branch:  St.  Paul  16,  Mmn.  -  Midway  7943. 

6.  FRED  A.  PEASE  C0.-4921  E.  38th  Ave.,  Denver  7,Colo.-FRemont  7  2336. 

7.  REEO-TOLLEFSON  CORPORATION -2815  Monroe  Ave ,  Rochester  18,  N  Y.-Hlllside  5-0450. 

8.  DON  SMITH  SALES  C0.-2320  No.  45th  St.,  Seattle  3,  Wash.-MEIrose  3-3160. 

9.  THE  B.  B.  TAYLOR  CORPORATION -2270  Grand  Ave..  Baldwin,  N.Y.-BAIdwin  38000. 

10.  THOMSON  ENG.  SERVICE-2712  W.  Mockingbird  Lane,  Dallas  35,  Tex.-FLeetwood  7-7885. 

11.  R-O-R  ASSOC.  LTD.,  J.  S.  ROOT- 1470  Don  Mills  Rd.,  Don  Mills,  Ont.,  Canada -Hickory  4  4429. 

^ATCNTCO  OR  PATS  REND  CROSS-LICCNSCD  WITH  NORTH  AMERICAN  AVIATION  INC 


NATIONWIDE  SERVICE! 


•  l•ctronle  r«  s  sarc  It*  c  o  r  p  or  at  I  o  n 

145  West  Magnolia  Boulevard,  Burbank,  California 


Wfcan  ordering  or  sooking  information 
pfeoM  montion  Cfoxtronin  Biryert'  Guido. 
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•  Radio  TaiKtOfes 
n'.SO'.M'.  140 

•  MoMo  Airttnnas  28' 

•  Scatter  Antennas 
28',  60',  120' 

•  Trackers  28, 60',  84' 

•  Rotetint  Radar  Antennas 
up  to  20' X 120’ 

•  Fixed  Radar  Antennas 
te  110'  X 165'  and  up 


"A  *;)  . 

.  iM'"  . 


'M  ?  i 


THE  WORLD’S  LARGEST  ANTENNAS 


ARE  COMING  FROM  KENNEDY 

Kennedy  builds  them  big  —  to  meet  the  expanding  needs  of  elec¬ 
tronics.  And  Kennedy  builds  them  rugged  —  to  withstand  the  most 
demanding  conditions  of  climate.  What’s  more,  we  have  the  complete 
facilities  and  engineering  skills  to  develop,  design,  build,  and  erect  any 
antenna  system  within  the  realm  of  creative  engineering  imagination. 

WAVE  GUIDE  COMPONENTS... 


> 


For  more  complete  in]orma~ 
lion,  send  Jot  your  Jree  copy 
oj  the  handy  file-siv 
Kennedy  Antenna  Equipment 
folder. 


V  ■  ■ 


a  complete  line  to  achieve  highest 
transmitted  power,  lowest  standing 
wave  ratio,  prouble-free  operation. 

•  CsaiptetofssdtptiMn  — dc$l|Mdiiid  tostoNsd 

•  Dual  and  lintar  patortzaMon  horm 

•  Trmttlsm 

•  Duptexan 

•  Stralpht  tsdions  and  bands 

•  Comptoto  hardwara 


ANTBNNA  aQUmNBNT 

^  D.  S.  KBNNKDV  A  COr 

teeut*  3A,  CohABAAt.  Maas.  EVargraan  3-1200 


First  for  Reliability 


3K2500LX 

3K2M0SG 

3K3000LQ 

3KSO.OOOLA 

3KS0,000LF 

3KS0.000LQ 

3KM2SOOLT 

3KM3000U 

3MMSO.OOOPA 

AKM.OOOtQ 

4KM3000LQ 

4KMS0.000SG 

4KM170.0001A 

6K50.000LQ 

USA. 

PRICE 

S  5.S8S.OO 
2.990  00 
2.360.00 
4.200  00 
4.200  00 
4.200  00 
l.SSO.OO 
2.470  00 
11.000  00 
4.960  00 

10.000  00 
23.900  00 
8.290  00 

TTPKAL  OPERATION 

OvtRiit  Ptwtr,  Watts 

CW  Pttlst 

1000  . 

1000  . 

2000  . 

10.000  12.000’ 

10.000  12.000’ 

10.000  12.000’ 

.  30.000 

2000 

20.000  90.000 

10.000  . 

2000 

10.000  . 

/  79.000  . 

1  .  200.000 

10.000 

Ptwtr 

Gain 

8b 

29 

29 

30 

29 

29 

29 

39 

30 

30 

90 

40 

40 

90 

90 

99 

Frtquancr 

Range 

Me 

980  1200 
1700-2400 

1  720  989 

1  620-900 
470-980 
980-720 
720-989 

999  1220 

379  970 
229400 
720-989 
720-989 
1700-2400 
300^900 
300-900 
72(7989 

Beani 

VallH' 

Vans 

7000 

7000 

9000 

20.000 

20.000 

20.000 

24.000 

9000 

30.000 

20.000 

10.000 

18.000 

33.000 

90.000 

20.000 

MAXIMUM  RATINGS 

Beani  Pawar 

Cnrrent  Gain* 

Amps  8b 

06  30 

06  30 

0  79  30 

2.9  30 

2  9  30 

2  9  30 

3  3  30 

0  79  30 

2  9  40 

2  9  60 

79  60 

2  0  60 

9.9  60 

11 0  60 

2.9  60 

MAXIMUM  RATIN6S 

ELICTRICU  CHARACTERISTICS  I 

Rtlltclar 

1 

Rttwiattr 

RtSMattr 

CathaUt 

Vfltafe 

Neater 

Neater  Freanance  1 

USA. 

Viltaft 

DissiRatitn 

Carreat 

valts 

VMIafe 

Carrtnt 

Ranfe 

PRICE 

Vatu 

Watts 

ma 

(Tppieall 

Veits 

Amps 

Me 

IKOltCA’ 

S  299  00 

390 

19 

90 

-290 

6  3 

08 

9400^6000 

IKOISCG' 

299  00 

390 

19 

90 

-290 

63 

08 

9400-6000 

1K01SXA> 

299  00 

390 

19 

90 

-170 

6  3 

08 

84(W-9600 

IKOISXG* 

299  00 

390 

19 

90 

>170 

6  3 

08 

8400^9600 

1K125CA' 

23900 

1000 

129 

no 

-289 

6  3 

19 

3700-4400 

IK12SCB' 

239  00 

1000 

129 

no 

-  339 

6  3 

1  9 

4400-9000 

1K20KA‘ 

479  00 

390 

20 

90 

-190 

6  3 

0  8 

10.700-11.700  1 

1K20X0' 

479  00 

390 

20 

90 

-179 

6  3 

08 

10.000-10.800  1 

1K20XK> 

479  00 

390 

20 

90 

-160 

6  3 

0  8 

9200-10.000  1 

1K20X$' 

479  00 

390 

20 

90 

>140 

6  3 

08 

8900^9300  1 

MAXIMUM  RATINGS 

CUCTRtCAL  CHARACTERISTICS  1 

Plate 

Grib 

Serttn 

Dissi- 

Plate 

Plate 

Ditsi- 

Screen  Bisti- 

Filaaiant 

Fllaaitnl 

Aaialtli. 

US.  A 

palitii 

Valtaft 

Cwraat 

patian 

ValtaRe  patinn 

ValtaRe 

Carrtnl 

cation 

PIICl 

watts 

Vtlti 

ma 

Watts 

VMts  watts 

Veits 

Aaipt 

Factor 

4-6SA 

S  20  00 

69 

3000 

190 

9 

400  10 

60 

39 

4-123A 

30  29 

129 

3000 

229 

9 

400  20 

90 

69 

4-2SOA 

41.29 

290 

4000 

390 

10 

600  39 

90 

14  9 

4-400A 

48  00 

400 

4000 

390 

10 

600  39 

90 

14  9 

4  lOOOA 

132  00 

1000 

6000 

700 

29 

1000  79 

7  9 

21  0 

4CX230B 

49  00 

290 

2000 

290 

2 

300  12 

60 

26 

4CX230K 

S4.00 

290 

2000 

290 

2 

300  12 

6  0 

26 

4CX2B0M 

S4  00 

290 

2000 

290 

2 

300  12 

26  9 

0  97 

4CX300A 

48.00 

300 

2900 

290 

2 

400  12 

60 

30 

4CX1000A 

1S6  00 

1000 

3000 

1000 

0 

390  12 

60 

12  9 

4CXM)00A 

4S0  00 

9000 

7900 

3000 

79 

1900  290 

79 

790 

4\M300B 

42  90 

300 

2000 

290 

2 

300  12 

60 

26 

4W20.000A 

1.8S0  00 

20000 

8000 

19.000 

60 

1900  200 

10  0 

300* 

4X1MA 

38  99 

190 

1290 

290 

2 

300  12 

60 

26 

4X1  M)0 

38  99 

190 

1290 

290 

2 

300  12 

26  9 

097 

4X1M>G 

94  00 

190 

1290 

290 

2 

300  19 

2  9 

70 

4X2S0B 

42  90 

290 

2000 

290 

2 

300  12 

60 

26 

4X250F 

42  90 

290 

2000 

290 

2 

300  12 

26  9 

0  97 

4X300A 

121  00 

900 

4000 

390 

10 

900  30 

9  0 

13  9 

4X300F 

121  00 

900 

4000 

390 

10 

900  30 

90 

139 

4E27A/3-123B 

40  00 

129 

4000 

200 

9 

790  20 

90 

7  90 

2C39A 

S  22  90 

100 

1000 

129* 

2 

6  3 

1  0 

100 

2C39B 

32.19 

100 

1000 

129' 

2 

6  3 

1  0 

100 

2C39WA 

30  00 

100 

1000 

129' 

2 

6  3 

1  0 

100 

3C24 

19  00 

29 

2000 

79 

7 

6  3 

30 

24 

XPNIOAS 

3669 

10 

2 

60 

1  0 

100 

3CX100A$ 

32  19 

100 

1000 

129' 

2 

60 

1  0 

100 

3WS000A1 

198  00 

9000 

6000 

2900 

90 

7  9 

91  0 

9 

3WWOOA3 

198  00 

9000 

6000 

2900 

190 

79 

91  0 

20 

3WJ000F1 

198  00 

9000 

6000 

2900 

90 

7  9 

91  0 

9 

3WSOOOF3 

198  00 

9000 

6000 

2900 

190 

7  9 

91  0 

20 

3X100AS 

29  00 

100 

1000 

129' 

2 

6  3 

1.0 

100 

3X2SOOA3 

198  00 

2900 

6000 

2900 

190 

7  9 

91  0 

20 

3X2SOOF3 

198  00 

2900 

6000 

2900 

190 

79 

91  0 

20 

3X3000A1 

198  00 

3000 

6000 

2900 

90 

79 

91.0 

9 

3X3000F1 

198  00 

3000 

6000 

2900 

90 

7  9 

91  0 

9 

25T 

19  00 

29 

2000 

79 

7 

6  3 

30 

24 

35T 

20  00 

90 

2000 

ISO 

19 

90 

40 

39 

3STG 

24  00 

90 

2000 

190 

19 

90 

4  0 

39 

7STM 

28  00 

79 

3000 

229 

16 

90 

6  29 

20 

75TI 

28  00 

79 

3000 

229 

13 

90 

6  29 

12 

lOOTH 

20  90 

100 

3000 

229 

20 

90 

6  3 

38 

lOOTl 

20  90 

100 

3000 

229 

19 

90 

6  3 

14 

1S2TH 

90  00 

190 

3000 

490 

30 

9  or  10 

12  9  or  8  29  20 

IS2TL 

90  00 

190 

3000 

490 

29 

9  or  10 

12  9  or  6  29  12 

2S0TH 

33  00 

290 

4000 

390 

40 

90 

10  9 

37 

250TL 

33  00 

290 

4000 

390 

39 

90 

10  9 

14 

304TH 

60  90 

300 

3000 

900* 

60 

9  or  10 

29  or  12  9 

20 

304TI 

60  90 

300 

3000 

900 

90 

9  or  10 

29  or  12  9 

12 

4WTH 

77  00 

490 

6000 

600 

80 

7  9 

120 

38 

4S0TL 

77  00 

490 

6000 

600 

69 

7  9 

12  0 

18 

592'3  200A3 

37  90 

200 

3900 

290 

29 

100 

90 

29 

7S0TL 

137  90 

790 

10.000 

lOOO 

100 

7  9 

21  0 

19 

lOOOT 

137  90 

1000 

7900 

790 

80 

7  9 

19  9 

39 

IMWT 

249  00 

1900 

8000 

1290 

129 

7  9 

24  0 

24 

2000T 

340  00 

2000 

8000 

1790 

190 

10  0 

23  9 

23 

122 


Whan  orrfariny  or  ittking  information 
pfoato  montion  ilocironin  Bwyari'  CvM*. 


June,  1958 -MID-MONTH -ELECTRONICS  BUYERS'  GUIDE 


in  Power  Electron  Tubes 


HIGH 

VACUUM 

RECTIFIERS 


2-OIC 
2  2M 
2MA 
2  1500 
2  240A 
2  450A 
2-2000* 
250R 
253 

I020<10(M) 

2CL40* 

2X1000* 

2X3000F 


5  15  25 
12  50 
15  00 
25  00 
40  00 
94  00 
214  50 
78  00 
20  50 
15  00 
32  00 
120  00 
140  00 


Fil«- 

mtnt 

Vtitat* 

Vtitt 


7  5 
7  5 
10  0 
50 
50 
50 


Fito- 

■Mat 

Civrtat 

*11181 

0  35 
30 
40 
13  0 
12  0 
7C5 
25  0 
10  5 
10  0 
6  5 
2  7 


Ptak 

lamit 

Vdtafi 

Vdli 

1  000 
25.000 
30.000 
30.000 
75.000 
25.000 
75.000 
60.000 
15.000 
40  000 
16  000 
25.000 
25.o6o 


Ptak 

Platt 

Carrnt 

kmpi 

0  010 
1  0 
1  0 


10  0‘ 
25  0‘ 
200 


kttraft 

Platt 

Ctrrtat 


1 

50 

75 

250 

500 

1000 

750 

250 

350 

100 

120* 

1250* 

3000 


Platt 

Ditti- 

patita 

Watti 


30 

90 

150 

450 

1200 

150 

100 


PREFORMED 

CONTACT 

FINGER 

STOCK 


*  prtpartd  itrip  of  tiIttr-plattO 
iprint  mattrial.  ilotttd  and 
formtd  into  a  ttriti  of  fingort 
dtiifned  to  matt  iliding  contact 

Siaglt  Ed(t  Widtk 

Cf-lOO  ’Si’ 

CF300  %' 

CF500  IH' 

Dtakit  Edit  Widtk 

CF2O0  ’H," 

Cf-400  I'V 

CF-600  2Vi' 

Klfttrta  Typti  Widtk 

CF  700  ”4,* 

CF  800  %'  I  X," 

Uitd  ai  contact  bctnctn  kljistront 
and  tittmally-tuntd  catititi 


PULSE 

MODULATORS 


Platt 

Oifli- 

patiM 

watts 


Platt 

valtagt 

Vtlts 


6rii 

Ditti- 

patiaa 

Watts 


Scrtaa 

Scrtta  ttssi'  filawtat  Fiiamtat 

Vtitact  patiaa  Vattaft  Carrtat 

vaits  watts  Vaits  Amps 


Note 

Type  OiMMttr 

HRl  052 

Htl  2  062 

Mlt  3  072 

Hfl4  102 

Mk5  127 

Hfl  6  367 

HR  7  127 

HR*  575 

HR  9  569 

HR  10  510 

A  spring  steel  eitractor  for  use  with  the  4X1$0  series.  4X2$0  series  and  2C39 
series  tubes 

Single-pole  double  turow  switcn  Hiinm  i  kign  Type  Cwls 

secuum  adiplible  for  hign-voltige  SNitching  j  ]2v 

Contict  spicing  015*  Switch  will  nitsdie  R  F  74y 

potentiils  IS  high  is  20  Ms  in  DC  switching  y^j 

will  hindle  ippronmitely  1  5  *mps  It  5  Ms  yj.g 

For  measuring  pressures  from  10  '  10  less  than 

10  *  mm  of  mercury 

Triple  let.  a<r-cooied  vacuum  pump  of  the  Oil-diffusion 
type  capable  of  reaching  an  ultimate  vacuum  of  4i  10** 
mm  of  mercury  when  used  with  suitable  forepump. 

$123  00 
123  00 

60  00 
41  00 
12  00 
1700 
16  25 


fait 

4MM3000i0;  3MM3000U. 
31000010 

SPbO.OOOiA.F.O,  3mM$0.000PA. 
4K$0.000iQ;  4KM$0  OOOSC. 

6M  $0.00010 

3P2$OOS6.  3P2$001X.  3MM2$00iT 
4CX$000A 

4  400A.  4  2$0A,  4  1?$A 
4  lOOOA 

4X1$0A.  4X1$00.  4X2$0a 
4X2SOF;  4CX2$0I.  4W3006 
4X1$0A. 4X1$00. 4X2$0S; 

4X2$0F;  4CX2$06.  4W300B 
4X1$0A.  4X1$00,  4X2$0e 
4X2$0F.  4CX2$0«.  4W300e 

4X1$0A.  4X1$00.  4X2S0B, 

4X2$OF,  4CX2$0B;  4W300a 

4X1$0A.  4X1$00;  4X2$OB. 

4X2$0F.  4CX2$0B.  4W300B 

4CX300A 

4CX300A 

4CX300A 

4CX300A 

4CX300A 

4CX1000A 

4X$00A 

4KM170.0001A 


Scrtaa  Bp-Pass 
Capacitar 


noa« 

none 

noat 

2700 

2700 


no»e 

1100 

1100 

none 

none 

14$0 

6$0 


Catnodt  Sachet 
Cathode  Sachet 

Cathode  Sochtt 


No  terminals  grounded 

Cathode  terminals  grounded 

No  terminals  grounded 
Screen  Oy  pass  capacitor 
plastic  sealed 

Cathode  terminals  grounded 
Screen  by  pass  capacitor 
plastic  sealed 
No  terminals  grounded 

No  terminals  grounded 
Cathode  terminals  grounded 
No  terminals  grounded 
Integral  chimney  No  terminals 
grounded 

Integral  chimney  screen 
terminals  grounded 
Cathode  terminals  grounded 

Cathode  sochet 


CHIMNEYS 


$F  306 
SM  406 
SM  506 
SK  606 
SK  626 
SK  636 
SM  806 
SM  906 


$11  48 
800 
900 
60 
70 
600 
800 
10  00 


'  Wk<«|uide  Output  Fitting 
>  CmikI  Output  Fitting 
•  Puin 

*11 


’  ConiMction  lipuid  cooltd  TV  Pejk  Suncnroniimg  IcxI 

*  CJtkod*  Cutivnt  '  Ml  cPKititt  syncnronoutly  tuned 

*  Pulie  Clipper  service  only  *  Plus  2750  Milts  tiombirdei  power 
prices  subject  to  cXinge  Mithoul  notice 


EiTEL  -  McCullough,  inc. 

SAN  BRUNO,  CALIFORNIA 
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WH«n  ordarin^  or  •••6109  iMoimofion 
pfaoM  moriFion  Cfoctromca  Bwyars'  Cvido. 


TOROIDAL  COIL  WINDER 

ten  up  quickly . . .  emsy  to  operatt , , , 
takes  wide  range  of  wire  sixes 


FKATURBS 

■  Constant  output  voltage  as 
battery  discharges. 

■  1/5  weight,  1/2  size  of 
comparable  dynamotors. 

■  Withstands  short  circuit 
indefinitely. 

■  VV'ithstands  input  voltage  transients 
of  70  volts  for  0.1  sec.  and  60  volts, 
indefinitely. 

■  Output  voltage  drift  only 
1.5%  from  —55°  to  -^71*0. 

SPECIFICATIONS 


SPECIFICATIONS: 

•  Min.  Tinished  hole  size:  .18  in. 

•  Mox.  finished  toroid  O.D.:  4.0  In. 

•  Winding  speed:  1500  lurns/min. 

•  Wire  ronge  i  AWG  44  to  AWG  24 

•  Dool,  self-checking  turns  counting  system 

•  loading  (wire  length)  counter 

•  Core  ronge:  14'  I.D.  to  4'  O.D.  to  1  Vz'  high 

LABORATORY  USE 

•  Change  wire  and  core  size  in  45  sec. 
PRODUCTION  USE 

•  1500  turns  per  minute 

•  Insert  core  and  lood  in  20  sec. 


D.  C.  OUTPUT  Model  591  A 
Input  Veltagn:  24-30  VDC 
Output  Voltage:  Any  from  25-1200  VDC 
Output  Power:  60  watts  regulated 
Regulation:  Line:  ±0.5%  for  6V  yariations 
Load:  ±1.0%  for  W  L  to  FL 
Ripple:  0.3%  RMS 

Size  i  Weight:  3”  00  X  3V14''  high;  22  oz. 

A.  C.  OUTPUT  Model  591  AC 
Input  Voltage:  24-30  VDC 
Output  Voltage:  115  VAC,  400  cps,  1  phase 
Output  Power:  50  V.A.  square  wave 
Regulation:  Frequency:  ±0.5% 

(line  &  load)  Voltage:  ±2.0% 

Size  A  Weight:  3*  00  x  OVit'  high;  22  oz. 


IH'  OD  X  I'A'  hi. 
2.6  oz. 


1%"  00  X  hi. 
1.1  oz. 


1%'OOx  hi, 
0.6  oz. 


l'/4'00x  ty,,-  hi. 

0.5  oz. 


OUTPUT  VOLTAGE  VS.  INPUT  VOLTAGE 
at  several  fixed  loads.  (MOD.  591-typicol  volues; 


ALL  TYPES  SUPPLIED 

TRANSFORMERS,  400  cps.  1-phase  (to  50  watts  output) 

Power -including  filament,  plate,  synchro,  and  isolation 
Transistor- including  input,  output,  interstage,  and  driver 
Signal -Including  low  level,  zero  phase  shift,  high  impedance,  and  ratio 
Reference  Voltage -for  modulators,  demodulators,  and  diKriminators 

INDUCTORS,  high  Q  (to  1  megacycle  output),  and  power 
Filter -from  3  microhenry  to  1000  henry  values 
Osclllater  -  for  Colpitts  and  Hartley  circuits 
Smoothing  chokes -from  0.01  to  500  henry  values 


FEATURES  Meets  environment  of  MIL-E-S272-A  and  MIL.T-27 
Employs  Oiollyl  Phtholote  Plastic  Coses 
Hormoticolly  sealed  by  impregnation  in  epoxy  resin 

These  production  units  are  immediately  at'ailable.  If  required, 
prototypes  will  be  designed  to  meet  your  specifications. 


write  or  phone  for  literature 

ARNOLD  MAGNETICS  CORP. 

4613  West  Jefferson  Bird.,  Los  Angeles,  California  •  REpublic  1-6344 
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SkM  CwiM  MMkMlMi ...  for  probitffli 
of  ctioii|int  Mtiokioo  imoioiof  roctor 
compoMiitt.  t*o(t  KM  bOKlnf  compoU- 
tiont,  ii|M  compvtottoa,  otc. 


liokifOi .. . for  to«iputiii|  iquipoitot: 
procition  oMitioo,  uibfractioo  liOkKoi; 
mulliplrixc  linUfot  ond  function  fonor- 
otori  oitli  dltplocomont  outputs 


Wl^ftc  lotoirPlor . . .  for  no  In  toUI- 
lllni.  roto  dotormlnotlon,  dlfforontiol 
onolyiofi,  K  It  I.  clnod  loop  torvo- 
olonMnt...0  01%V(««)  optiffiuni  ropro- 
dudbility. 


ngC 

enta 


ripa  Coapotor . . .  oitrictt  Sduoro  root 
tnd  continuously  intoprotos  botn  diffor- 
ontui  ind  stilic  prottuns  lor  opplicp- 
tlons  tuck  at  orifico  moaturomant  of 
fluldo. 


NKfon  tkaft  P«fforonliat...offort  poatar 
vorsatllity  in  tummini  anpular  shaft 
positions;  Hoflom  Shaft  roducos  broad- 
bond  and  production  coats. 
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Whon  ordorinp  or  aookinp  infornwfion 
pfooao  monfion  Efocfronics  Buyers'  Guido. 


toKot  Bipltal  eoatonart  fK  connrt- 
inp  shaft  position  to  dipital  tnforination 
arailablo  in  Birury,  Cray  coda  or  Binary 
docimal.  Alto  Sino  Coaino  functions. 


PfaniMotors  ...  for  miniaturo  strip  chart 
rocordert  for  simpio  intapration  with 
sKiablo  tpaad  control;  2  modolt;  square 
root  and  iMok. 


I-T  Plotf ^  and  Racordor ...  for  point  or 
continuon  plottinp,  with  positino  mo- 
chanical  drlyo  la  racordmp  paphic  data. 
Soutral  modolt  and  Kcottoriat  availabio. 


Mapaatic  ttorapa  Brea ...  for  madium 
storapa  applications;  capacity  131.  072 
non-iolatila  bits;  drua  tpaad  3000  rpm; 
ciMk  froquancy  130  kc. 


load-locord  Haads...for  hiph  fra- 
quancy.  non.contact  racordinp  applica¬ 
tions  a  mapnatic  maaory  systams;  hiph 
read  bKk  tipnals. 


TKtrt  are  available  catalog  $hrrt»,  bwUetinP 
^  or  foldert  on  all  osrr  produett. 

RELIABILITY  is  the  prime  comideration  in  the 
design  and  construction  of  the  extensive  line  of 

Librascope  products— the  result  of  20  years  in  the 
successful  manufacture  of  mechanical,  magnetic, 

optical,  electronic  and  electrial  instruments  for 
military,  research  and  commercial  uses. 

Your  requirements  for  development  or 
manufacture  of  similar  products 
are  requested. 


I  3040C2  No.MlO-l 


IBRASCOPE 


THE  MOSELEY 


A 

Li 

T 

0 

RAF" 


Model  1  AUTOGRAF 

A  portable  drum  type 
X-Y  Recorder;  accepts 
8*/2”x11"  paper;  in¬ 
dependent  ser\'oactu- 
ated  drives  for  each 
axis;  input  ranges  5 
MV  to  100  volts;  200,- 
000  ohms/volt  input  resistance;  less  than  1 
second  plotting  speed  for  full  scale  travel; 
+0.25%  accuracy  and  resolution;  available 
for  use  as  curve  follower. 


Model  3S  AUTOGRAF 

Identical  to  Model  3 
except  has  added 
feature  of  a  built  in 
TIME  BASE  or 
SWEEP  CIRCUIT.  Five 
calibrated  time  intervals  of  5,  10,  50,  100, 
and  500  seconds  for  full  scale  X-axis  pen 
travel  (2  inches  sec.  to  0.2  inches  sec.). 
Combination  X-axis  range  control  permits 
standard  two-variable  plotting  or  one  variable 
plotted  against  time. 


IBIW  ^  AUTOGRAF 

I,  li  AnAUTOMATIC 

■  i'  -  -i  34  FRAME  ADVANCE  X- 

J  Y  Recorder  identical 

*  electrically  to  Mod¬ 

els  2A  or  4.  Fea¬ 
tures  continuous 
chart  roll  (approx.  100  charts  per  roll),  auto¬ 
matic,  manual,  or  remote  control  of  chart 
advance,  vacuum  paper  hold-down,  10”  x  10” 
plotting  area  completely  visible,  single  chart 
tear-off  or  rolled  chart  storage. 


Model  2A  AUTOGRAF 

#  /  b^'^ch  type 

^  /  /BjK  X-Y  Recorder;  ac- 

cepts  up  to  H”xl7” 
paper;  input  ranges 
5  MV  to  150  volts; 
input  filters;  zero  offset;  built-in  vacuum  pa¬ 
per  hold-down;  200,000  ohms/volt  input  re¬ 
sistance;  less  than  1  second  plotting  speed 
for  full  scale  travel;  inputs  for  curve  follower, 
point  plotter,  card  or  tape  translator; 
+0.25%  accuracy  and  resolution. 


P  Model  4  AUTOGRAF 

Rack  mounting  X-Y 
Recorder;  vertical  flat 
recording  surface;  ac¬ 
cepts  up  to  H”xl7" 
paper;  built-in  vacuum 
paper  hold  down;  input  ranges  5  MV  to  150 
volts,  calibrated  or  continuous;  input  filters; 
zero  offset;  200,000  ohms/volt  input  resist¬ 
ance;  less  than  1  second  plotting  speed  for 
full  scale  travel;  +0  25%  accuracy  and  reso¬ 
lution;  inputs  for  curve  follower,  point  plotter, 
card  or  tape  translator;  19‘^”  panel. 


Model  F-1 

Curve  Follower  Adaptor 

An  adaptor  unit  designed 
for  use  directly  with  Model 
2A  or  4  AUTOGRAF;  con¬ 
verts  graphic  information  to 
voltage  or  point  form  from 
conducting  curves;  may  also  be  used  with 
Models  1,  3,  and  5  with  suitable  modification 
of  recorders;  10  inches  per  second  reproduc¬ 
ing  rate;  furnished  with  all  necessary  installa¬ 
tion  accessories. 


P  Model  5  AUTOGRAF 

Rack  mounting  X-Y 
Recorder;  vertical  flat 
recording  surface;  ac¬ 
cepts  8*/2"xir’  pa¬ 
per;  positive  clamp- 
type  paper  hold-down; 
input  ranges  5  MV  to  5()0  volts;  input  filters; 
zero  offset;  200,0(X}  ohms/volt  input  resist¬ 
ance;  >/2  second  plotting  speed  for  full  scale 
travel;  0.25%  accuracy  and  resolution;  12%” 
panel. 


Typo  D-1 
Character  Printer 

«  A  solenoid-p  lunger 

replacing  pen 
assembly  on  a  Model 
2A  AUTOGRAF  to  per- 
mit  identification  of 
curves  obtained  from 
plotting  digital  information.  Consists  of  com¬ 
plete  kit  with  instructions  for  installation  and 
minor  recorder  wiring  changes. 


Model  40A  Keyboard 

Full  keyboard  type;  30 
keys  for  each  axis;  also 
available  in  10  key;  con¬ 
nects  directly  to  Model 
2A  and  4  AUTOGRAF; 
built-in  regulated  power 
supply;  plots  from  zero 
to  +1999  on  each  axis;  0.10%  digital  to 
analog  conversion  accuracy;  special  circuits 
for  calibration,  error  detection,  and  selection 
of  ‘hold”  or  “automatic  clear”  on  each  axis. 


Model  30A 
Card  Translator 

For  use  with  Model 
2A  or  4  AUTOGRAF  to 
convert  output  pulses 
from  IBM  Summary 
Punch  to  analog  voltages  for  automatic  plot¬ 
ting;  speed  of  50  cards  per  minute,  maximum; 
10,  20,  50,  100,  or  200  counts  per  inch;  cali¬ 
bration  by  switch  or  calibrator  card;  auto¬ 
matic  or  manual  feed;  0.10%  accuracy; 
mounted  on  12>/i”  standard  panel,  IIV2" 


Model  50 
Tape  Translator 

For  use  with  Model  2A 
or  4  AUTOGRAF  to  plot 
digital  information  from 
perforated  paper  tape  in 
conjunction  with  standard  tape  reader;  stand¬ 
ard  model  accepts  1-2-4  8  binary  code;  other 
codes  available  on  special  order;  maximum 
speed,  60  points  per  minute;  zero  offset  of 
100  to  900  points;  plotting  scale  steps  of 
10,  20,  50,  100,  and  200  points/inch. 


Model  60 
Logarithmic 
Converter 


Converts  DC  or  AC 
input  voltages  to 
DC  voltages  proportional  to  the  logarithm  of 
the  amplitude  of  the  input  voltage;  self  con¬ 
tained  power  supply;  better  than  60  db  dy¬ 
namic  range;  20  to  20,000  cps;  accuracy 
+  y2db;  output  ranges,  5,  10,  20  db  per 
inch;  speed  20  db  per  second. 


.  Model  20 

DC  Voltmeter 

aauracy  ser- 
vo-actuated,  multi- 
range  DC  Voltmeter 
with  large,  easy  to  read  scale;  eleven  ranges 
from  3  MV  to  300  volts,  full  scale;  internal 
calibration  cell;  input  resistance,  200,0()0 
ohms/volt  up  to  30  volt  scale,  20,000 
ohms/volt  on  300  volt  scale;  zero  left  and 
zero  center  adjustment  feature;  0.25%  ac¬ 
curacy  on  all  ranges. 


Clary  Printer  and  Model  C-1  (2, 3) 
Accessory  Panel 

A  Clary  Printer,  Model  1900,  is  specially 
wired  for  use  with  a  Coleman  Digitizer  and 
Moseley  Accessory  Panel  to  provide  “on  de¬ 
mand”  printed  readout  of  DC  signals  from  the 
Model  20  DC  Voltmeter.  Also  may  be  used  for 
readout  from  shaft  rotation.  Available  for  3, 4, 
and  5  decade  Digitizers. 


F.  L.  MOSELEY  CO. 


409  N.  FAIR  OAKS  AVE.,  PASADENA,  CALIFORNIA 
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Suppictnant  C—  1958 


CONVECTION  COOLED 

No  internal  blowers  •  No  moving  parts 

0-32  VDC  0-2  AMP 


r 

Model  LT  2095 

$365 

Model  LT  209SM  (metered) 

$395 

L 

J 

GUARANTEED 

FOR 

FIVE  YEARS 


First  in  Lambda’s  new  LT  series  of 
transistorized  power  supplies.  Models 
LT  2095  and  LT  2095M  (metered)  are 
conservatively  designed  to  operate  at 
maximum  rating  at  50*C  ambient  tem¬ 
perature  without  the  use  of  internal 
blowers. 

Models  LT  2095  and  LT  2095M  have  a 
combination  of  special  features  found  in 
no  other  transistorized  power  supply. They 
are  backed  by  Lambda’s  exclusive  five- 
year  guarantee  — the  only  such  guarantee 
provided  by  any  manufacturer  of  power 
supplies. 


SPECIAL  FEATURES 

(Convection  coolinfr.  No  internal  blowers. 
Ambient  50'  C. 

Specially  designed,  hijjh  efficiency 
radiator  heat  sinks. 

All  transistor.  No  tubes. 

Silicon  rectifier. 

50-400  cycles  input. 

Protected  by  ma^rnetic  circuit  breakers. 
Short-circuit-proof. 

Special,  hiph-purity  foil,  lonp-life 
electrolytics. 

Excess  ambient  thermal  protection. 

Fast  transient  response. 
Hermetically-sealed  transformer. 
Designed  to  MIL-T27A. 

Remote  sensing  and  DC  vernier. 
Excellent  regulation.  Low  output 
impedance.  Low  ripple. 

Compact.  Only  panel  height. 


A 


Preliminary  and  tentative  SPECIFICATIONS 

LAMBDA  IT  2095  and  IT  209SM  TRANSISTORIZED  POWER  SUPPLIES 


DC  OUTPUT  (regulated  for  line  and  load)  : 

Voltage  and  Current 

Model  Voltage  Range'  Current  Range' 

LT-2095  0-32  VDC  0-2  A 

LT-2095M  0-32  VDC  0-2  A 

I  Vo/rage  range  tor  each  model  it  completely  covered  in  tour 
continuously  variable  bands  as  tollows: 

Model  Voltage  Bands 

LT-2095  0-8.  8-16.  16-24.  24  32 

LT-2095M  0-8.  8  16.  16-24.  24-32 

-  Current  rating  applies  over  entire  voltage  range. 

Regulation  (line)  Better  than  0.15  i>er  cent  or  20 

millivolts  (whichever  is  greater). 
For  input  variations  from  105-125 
VAC. 

Regulation  (load)  Better  than  0.15  per  cent  or  20 
millivolts  (whichever  is  greater). 
For  load  variations  from  0  to  full 
load. 

Transient  Response 

(line)  Output  voltage  is  constant  within 

regulation  specifications  for  step- 
function  line  voltage  change  of 
plus  (  -f  )  10  volts  or  minus  (  — ) 
10  volts  within  the  limits  of  105- 
125  VAC. 

Transient  Resjjonse 

(load)  Output  voltage  is  constant  within 

regulation  specifications  for  step- 
function  load  change  from  0  to  full 
load  or  full  load  to  0  within  50 
microseconds  after  application. 

Internal  Impedance  Less  than  .025  ohms. 

Ripple  and  Noise  Less  than  1  millivolt  rms. 

Polarity  . Either  positive  or  negative  may  be 

grounded. 


ALL  LAMBDA  EQUIPMENT 
GUARANTEED  FOR  FIVE  YEARS. 


AMBIENT  TEMPERATURE 

AND  DUTY  CYCLE  Continuous  duty  at  full  load  up  to 

50*  C  (122*  F)  ambient. 

AC  INPUT  105-125  VAC,  50-400  CPS. 

200  watts^. 

^With  iHitput  losdmd  to  lull  rmting  mnd 
input  mt  125  VAC. 

OVERLOAD  PROTECTION: 

Electrical  Magnetic  circuit  breaker,  front 

panel  mounted.  Unit  cannot  be  in¬ 
jured  by  short  circuit  or  overload. 

Thermal  Thermostat,  manual  reset,  rear  of 

chassis.  Thermal  overload  indica¬ 
tor  light  front  panel. 

INPUT  AND  OUTPUT 

CONNECTIONS  Heavy  duty  barrier  terminal 

block,  rear  of  chassis. 

METERS  Voltmeter  and  milliammeter  on 

metered  models. 

CONTROLS; 

DC  Output  Controls  Band-switches  and  screw-driver 
adjusting  vernier-control,  rear  of 
chassis. 

Magnetic  circuit  breaker,  front 
panel. 

Provision  for  remote  operation  of 
DC  vernier. 

Provision  is  made  for  remote  sens¬ 
ing  to  minimize  effect  of  power 
output  leads  on  DC  regulation. 

VOLTAGE  REFERENCE  Zener  Diode. 

PHYSICAL  DATA; 

Mounting  Standard  19"  rack  mounting. 

Size  .  aVi"  H  X  19"  W  X  HVs"  D. 

Weight  ...  30  lb.  Net  40  lb.  Shipping  Wt. 

Panel  Finish  Black  ripple  enamel  (standard). 

Special  finishes  available  to  cus¬ 
tomers'  specifications  at  moderate 
surcharge. 


Power 

Remote  DC  Vernier 
Remote  Sensing 


Eloctlr€>riicr« 


1.  sturdy  cable  clamp 
anchors 


For  all  power  supply  needs  through  1.5  amperes 


LAMBDA  Space-Saving  COM-PAK*  POWER  SUPPLIES 


THREE  VOLTAGE  RANGES:  0-200,  125-325,  325-525  VDC 


ALL  LAMBDA  EQUIPMENT 
6UARANTEE0  FOR  FIVE  YEARS. 


31. 


IMPORTANT  DESIGN  AND  PERFORMANCE  FEATURES 


IS.  Overload  protection  with 
built-in  blown-fuse  indi¬ 
cators 

IS.  Rated  for  full  load  over 
entire  voltaie  range 

17.  Easy-to-read  3Vi"  meters 
on  M  models 

tl.  Every  specification  lab- 
checked  before  shipment 

It.  Transient-free  output 

20.  Eicellent  regulation,  low 
output,  impedance,  low 
ripple 

21.  Hermetically  sealed  trans¬ 
formers  and  choke 

22.  Harness  wiring 

23.  Stable,  low-noise  wire- 
wound  reference  networks 
and  multipliers 

24.  Heavy  -  duty  barrier  -  type 
termmai  block  located  for 
convenient  rack  cabling 

25.  Heavy-duty  filament  output 

2t.  Unit  welded  chassis  and 

frame 

27.  Provision  for  remote  power 
control 

21.  Provision  for  remote  OC 
vernier  voltage  adjust¬ 
ment 

2S.  Stable  S6S1  voltage  refer¬ 
ence  tube 

30  Heavy  -  duty  eitrs  -  length 
industrial  cord 

31.  Nylon  jacketed  vinyl  wire 


MODEL  C-MOM  (wits  melen):  0-200  V0(,  0-100  MA  370.00 

MODEL  C-MIM  (with  meten):  I2S-32S  VDC.  0-000  MA  34S.00 

MODEL  C-M2M  (wilk  meters)  32S-S25  VDC,  0-100  HA  300.00 


MODEL  C-«M: . - . 

MODEL  C-Mli . . . 

MODEL  C-002:- . . . 


..  0-700  VDC,  0-000  HA  340.00 
I2S  32S  VDC,  0100  HA  .315.00 
325  52S  VOC,  0-100  HA  3*0.00 


MODEL  C-400: 
MODEL  C-4t): 
MODEL  C-413:.. 


214.50 

119.50 

199.50 


114.50 

159.50 
1*9.50 


1.  All  tubes  and  controls 
clearly  identified  and 
marked  on  chassis 


2.  All  lubes  readily  Kcess- 
ible  for  replacement 


4.  Quarter  turn  fasteners  tor 
easy  access 

5.  Every  connection  and 
solder  joint  individually  in¬ 
spected  and  checked 


t.  Service  access  without  re¬ 
moval  from  rack 


7.  Schematic  diagram  per¬ 
manently  attached  for 
ready  reference, 
i.  Oil-filled  hermetically 
sealed  capacitors 


I.  Rated  for  operation  from 
50-400  cycle  source 


to.  Compact — only  panel 

height  in  C-200  and  C-400 
series:  7"  in  C-800  series; 
81<«~  in  C-1500  series 


It.  Semi-conductor  Rectifiers 
in  C  400.  C-800.  and 
C-1500  series 


12.  Rated  for  24-hour  contin¬ 
uous  duty 


13.  Sturdy  gripping  handies 


14.  Advanced  packaging  for 
optimum  thermai  and  me- 
chanicai  design 


MODEL  C-15D0M  (vitk  meferi):  0-200  VOC,  0-1500  HA 
MODEL  C-15tlM(wilh  meters);  125-325  VDC,  0-1500  HA 
MODEL  C-1503M  (with  meters):  325-525  VDC,  0-1500  HA 


MODEL  C-1510: 
MODEL  C-Mlli 
MODEL  C-1512: 


_ 0-200  VDC,  0-1500  HA 

. .  125-325  VOC,  0-1500  HA 

_  325-525  VDC,  0-1500  HA 


510.00 

*05.00 

*S0.00 


MODEL  C-4I0M  (with  meters):  0-200  VDC,  (MOO  HA  209.50 

MODEL  C-4I1M  (wilk  meters)  125  325  VDC,  0-400  HA  274.50 

MODEL  C-4I2M  (wilk  meters):  325-525  VOC.  0-400  HA  209.50 


MODEL  C-200:  .... 
MODEL  C-201: 
MODEL  C-202: 


_  0-200  VOC.  0  200  HA  ._ 

125-325  VOC,  0-200  HA 

325-525  VDC.  0-200  HA . 


-0-200  VOC. 
175  325  VDC. 
325  525  VOC. 


MODEL  C-200M  (with  meters)  0-700  VDC,  0-200  HA 

MODEL  C-2I1M  (wilk  meters):  125-325  VDC,  0-200  HA 

MODEL  C-2I2M  (wilk  meters)  325-525  VOC,  0-200  HA  _ 


0  400 
0-400 
0-400 


HA 

HA 

HA 


„  259.50 
..  244.50 
259.50 


Here  are  some  other  LAMBDA 


200  MA  PORTABLE 


500 


Versatile,  wide  range,  heavy  duty  component  power  supplies  for  original  equipment 


MA 


Built  for  heavy-duty  service,  this  versa¬ 
tile  precision  unit  features  maximum  com¬ 
pactness  and  portability.  Weight:  49  lbs. 
Only  13'  high,  8^/4'  wide,  14 Vi'  deep. 


Model  71  is  mounted  on  rubber  bumper 
feet  and  is  equipped  with  a  sturdy  fold¬ 
down  leather  handle. 


(See  check  Hat  on  pa^e  6) 


Bench  Model  SO:  O-SOO  VDC,  0-500  MA.  $440.00 


Lambda  Model  50  is  a  general  purpose,  heavy  duty  power  supply 
for  bench  use.  It  is  housed  in  a  compact  cabinet  provided  with  a  rear 
access  door  and  two  sturdy  carrying  handles. 


Rack  Model  50R.  intended  for  mounting  in  a  standard  19'  rack,  is 
identical  to  Model  50  except  that  a  ventilated  dust  cover  is  supplied 
in  place  of  the  cabinet. 

(See  check  Hat  on  pa^e  6) 


Wide  range  power  supplies  in  bench  and  rack  models 


-Sr 

•  C'-.-  - 

*  *  f 

Wide  range  de  luxe 
portable  power  supply 
for  broad  field  and 
laboratory  applications 


Model  71: 
0-500  VDC. 
0-200  MA. 
$310.00 


Rack  Model  SOR:  0-500  VDC. 

0-500  MA.  $420.00 


'@3 

i  P  ^ 


Wide  range,  continuous  duty,  hermetically-sealed  trans¬ 
formers,  high  efficiency  semi-conductor  rectifiers.  Avail¬ 
able  with  and  without  meters. 


CSee  check  Hat  on  page  6) 


Model  1500M: 
0-400  VDC, 
0-1500  MA, 
with  meten, 
$760.00 


Model  1500: 
0-400  VDC, 
0-1500  MA. 
without  metert 
$730.00 


LAMBDA  GIVES  FIVE-YEAR  GUARANTEE 

Lambda  Electronics  is  now  giving  an  extended  guarantee  1 

on  Lambda  power  supplies  which  covers  material  and  p 

workmanship  for  five  full  years.  e 

ti 

The  new  guarantee,  by  far  the  most  liberal  offered  by  any  ^ 

power  supplies  manufacturer,  has  been  made  possible 
by  the  outstanding  record  of  field  performance  achieved  ^ 

by  Lambda  equipment.  ^ 

Lambda  has  been  a  pioneer  in  the  manufacture  of  power 
supplies,  and  one  of  the  relatively  few  electronics  organ-  I 

izations  which  has  specialized  entirely  in  this  field.  r 


LAMBDA  EQUIPMENT 
iRANTEED  FOR  FIVE  YEARS. 


CJorp, 


I 


(See  Check  List  on  page  6  for  complete  line) 


iT? 


POWER  SUPPLIES 


300  MA  SERIES 


100  MA  SERIES 


Wide  rang*  regulated  power  supplies 
in  popular  300  MA  rang*  for  rack  mounting 


Complete  power  supply  dependability 


•r  ■ 


CONDENSED  CHECK  LIST 

LAMBDA  REGULATED  POWER  SUPPLIES  including  COM-PAK®$erie$ 
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SIND  fOK  LATtST  CATALOG. 

Complete  epedficetione  lor  ell  Lembde  Power 


GENERAL  SPECIFICATIONS 


Sufficient  tolerance  i«  incorporated  in  the  tpe- 
cihcationi  to  allow  for  nornnal  commercial  com¬ 
ponent  and  tube  deviations.  Tube  replacements 
may  be  made  with  any  equivalent  tubes  meet¬ 
ing  RETMA  specifications. 

INPUT: 

105-125  VAC,  50-60  CPS.  single  phase.  Except 
for  Com-Pak  senes  (nutdels  with  prefix  C) 
and  LAMBDA  L-T  transistor  senes  (models 
with  prefix  LT)  105-125  V.  50  400  C. 

DC  OUTPUT: 

VoltmgB  Range:  Continuously  variable  over 
ranges  specified,  except  where  otherwise  rnited. 
Currenf  Range  The  current  ranges  given  apply 
to  the  entire  DC  output  voltage  range,  and  for 
input  voltages  from  105  to  125  VAC.  No  “de¬ 
rating”  is  necessary. 

Potanty:  Either  positive  or  negative  terminal 
may  be  grounded. 

AC  OUTPUT: 

The  AC  output  is  unregulate<l,  isolated  and  un¬ 
grounded.  It  has  a  value  of  slightly  higher  than 
6.3  V  (when  fully  loaded)  at  an  input  of  115 
VAC.  This  value  allows  for  voltage  drop  in  con¬ 
necting  leads.  Dual  outputs  may  be  connected 
in  series  or  parallel. 

DUTY  CYCII: 

Continuous  duty  at  full  load. 

Minas 

Where  meters  are  indicated,  a  separate  volt¬ 
meter  and  milliammeter  are  provided. 

OViilOAD  PtOTICTlON 

Ample  protection  is  provided  against  external 
overload  and  internal  failure  conditions  by 
means  of  fuses. 

Circuit  breakers  of  the  magnetic,  “trip- free** 
type  are  employed  in  Models  50.  50  K.  71. 
“1500”  and  LT  series  as  protection  against  ex 
temal  overloads. 

STYU: 

Rack  Models  are  designed  for  mounting  on 
standard  19”  relay  racks. 

Bench  M<xlels  are  provided  with  compact,  spe¬ 
cially-designed.  ventilated  cabinets  equipped 
with  carrying  handles.  The  power  supply  uiuts 
may  be  removed  from  their  cabinets  for  mount¬ 
ing  in  standard  relay  racks  (except  Models  25, 
26  and  71). 

PATINGS  AND  COMPONfNTS 

All  components  used  are  of  the  highest  quality 
and  are  operated  well  within  manufacturers 
ratings.  Hermetically-sealed.  oil-611ed  capaci¬ 
tors  are  used  exclusively,  except  in  LT  series, 
where  special  high  purity  foil,  long  life  electro- 
lytics  are  used.  Ample  safety  factors  are  pro¬ 
vided  in  the  design  to  insure  tlie  long  life,  and 
the  dependable,  trouble-free  operation  so  dr 
sirable  in  industrial  and  laboratory  applications 

All  tpecificationa  and 
prices  nihject  to 
change  without  notice. 


LAM  BOA 

roiiic-M 

I|.|1  )3I  STREIT, 

COllEGE  POINT  56,  N  Y. 
INd6p6nd«nc6  1>tS00 
CAIIE  ADOIESS:  LAMBDATRON,  NEW  YORK 


When 


consult 


General  Ceramics  design  and  [iroduclion  facilities  are  * 
geared  to  today’s  electronic  and  electrical  requirements. 

In  many  cases,  standardized  designs  and  production 
methods  can  re<luce  costs  and  facilitate  delivery.  When 
specifications  call  for  new  designs  and  engineering. 

General  Ceramics’  half  century  of  ceramic  manufacturing 
experience  is  available  to  help  solve  your  jiroblem 
quickly,  and  economically! 

For  Complete  information, 
call  or  write  Department  BG 


Manufacturert  of  FERRAMIC  CORES,  MAGNETIC  MEMORY  CORES.  MEMORY  PLANES,  MICROWAVE  FER¬ 
RITES,  SOLDERSEAl  TERMINALS,  HIGH  TEMPERATURE  SEALS.  STEATITE,  ALUMINA  &  CHEMICAL  STONEWARE 


ordering  or  tooking  inleroiofion 
p/«OM  monrion  f  .'•cfrenict  Buyort'  Guido. 
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We  ended 
chemical  dangers 
and  increased 
production 
when  we,,. 


STOPPED  making  our  own  etchant 

STARTED  using  HUNTS.C.E. 


“We  used  to  make  our  own  etchant  for 
solder  plated  circuit  boards  until  we 
heard  of  HUNT  S.C.E.  Solution. 

“To  mix  our  own  etchant  we  used  to 
stock  large  quantities  of  chromic  and 
sulphuric  acid.  It  took  time  to  make  up 
the  solutions  which  filled  the  air  with 
noxious  fumes  and  was  always  danger¬ 
ous  to  handle.  Besides  the  time  it  took 
to  make  up  the  solutions  we  ended  up 
with  variations  from  batch  to  batch. 
And  in  order  to  get  the  solution  work¬ 
ing  right,  we  had  to  heat  it  up  to 
140’  F  and  over. 

“So  we  did  the  wise  thing . . .  stopped 
making  our  own  and  started  to  use 
HUNT  S.C.E.  which  works  at  room 
temperature.  Now  we  have  no  more 
chemical  dangers.  We  are  really  saving 
money  —  etching  time  is  standardized 


and  we  maintain  a  uniform  production 
rate  around  the  clock.” 

HUNTS.C.E.  (Solder  Circuit  Etch)  is 
superior  to  plant  mixed  etchants  be- 
cau.se  it: 

1.  Etches  rapidly  at  room  temperature. 

2.  Is  a  ready,  prepared  product  de¬ 
signed  specifically  for  this  one  pur¬ 
pose. 

3.  Has  a  high  capacity  for  copper. 

4.  Never  attacks  the  solder  plated  cir¬ 
cuit. 

5.  Has  guaranteed  uniformity  and  is 
the  highest  quality  because  of  rigid 
laboratory  control. 

6.  Gives  fast,  odorless  etching  of  the 
copper. 

7.  Produces  boards  that  pass  all  corro¬ 
sion  and  stability  tests. 


For  detailed  information  about  HUNT  S.C.E.  and  valuable  production  han¬ 
dling  information,  write  for  Technical  Bulletin  No.  3  —  "The  Etching  of 
Sofder  Plated  Circuit  Boarde  by  Hunt  S.C.E.  Solution."  Hunt  S.C.E.  Solution  ie 
available  in  125  pound  (12  gallon)  carboy*  ond  530  pound  (55  gallon)  drum*. 


Manufacturing 


Established 


Chemists 


PALISADES  PARK.  N.  J. 

Atlanta  •  Dallas  •  Los  Angeles  •  San  Francisco 


Chicago  •  Cleveland  •  Cambridge  •  Brooklyn 

.  .  When  ordering  or  seeking  information 

34  please  mention  Electronics  Buyers'  Guido. 
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NOW  READY  FOR  DISTRIBUTION 


. 
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NEW!  COMPLETE! 

Presenting  the  latest 
technical,  up-to-the-minute 
developments  in  the  field 
of  permanent  magnet 
design  and  application 

350  PAGES 

500  LISTINGS 

7  PAGES  OF 
INDEX 


12  Sections 

Tabbed  For  Your 
Convenience 

1  Intriductiin 

2  Permanent  Ma(net  Desifn 

3  Permanent  Mafnet  Measlir^ 

ments 

4  The  Theery  ef  Ferremafnetism 

5  Electromafnetism 

6  Permanent  Magnet  Steels 

7  Cast  Alnicc 

8  Other  Permanent  Magnet  Alleys 

9  Standard  and  Stack  Magnets 

10  Ferrimag 

11  Magnetizatien  and  Demagneti- 

zatien 

12  Specificatians  and  Oata 


THE  NEW  CRUCIBLE 


MAGNET  HANDBOOK 

The  product  of  over  10  years’  research  and  investigation  edited 
and  authored  by  outstanding  authorities  in  the  field,  this  book 
will  prove  to  be  on  essential  addition  to  your  library.  The 
Handbook  is  in  loose  leaf  form  and  additional  material  will  be 
provided  all  owners  from  time  to  time.  Price 

*/f  located  in  Pnnniylvania,  add  3%  toht  tan 

Send  your  check,  purchase  or  money  order  to: 


STEEL  COMPANY  OF  AMERICA 

P.O.BOX  2518  •  PITTSBURGH  30  •  PENNSYLVANIA 
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6.  Tubular  pins  eliminate  electrical  resistivity  as  a  consideration  in 
selecting  the  alloy.  Permit  choice  primarily  on  basis  of  scaling 
characteristics. 

Selection  factors 

The  principal  factors  are  (I)  the  coefficient  of  expansion  of  the 
metal  in  relation  to  that  of  the  glass  and  (2)  the  ability  of  the 
particular  glass  to  wet  the  particular  alloy.  When  the  coefficients 
are  the  same,  if  the  glass  fuses  tightly  around  the  metal  during 
assembly,  the  part  remains  leakfree  during  normal  temperature 
changes  in  application.  Vacuum  tight  joints  arc  often  achieved 
by  using  a  glass  sealing  alloy  with  a  slightly  different  coefficient 
so  that  the  joint  is  compressed  slightly  when  the  glass  fuses.  They 
can  also  be  achieved  by  using  an  alloy  that  is  easily  wet  by  the 
glass.  In  this  case  a  chemical  bond  is  established  between  the 
glass  and  the  oxide  on  the  metal.  Superior’s  wide  variety  of  alloys 
is  extra  assurance  of  obtaining  the  wanted  seal  with  practically 
any  glass. 

There  are,  in  addition,  other  selection  factors,  such  as  strength 
(this  is  especially  important  when  the  tubular  element  must  sup¬ 
port  tube  parts);  thermal  conductivity;  case  of  fabrication;  ease 
of  welding,  soldering  or  bra/ing;  magnetic  permeability;  oxida¬ 
tion  and  corrosion  resistance. 

Superior  offers  12  alloys  in  three  different  tempers:  fully  annealed, 
half  hard  and  full  hard  (Tempers  1,  2  and  3).  All  alloys  hut  one 
are  available  in  sizes  from  .012  to  1.125  in.  OD.  The  exception 
is  OFHC  copper,  which  is  furnished  in  a  maximum  ()I>  of  .375 
in.  Lengths  arc  random  or  cut  to  measure,  as  specified. 


Widest  range  of  tubular  glass  sealing  alloys 

Giant  strides  have  been  made  in  sealing  metal  to  glass  during  the 
postwar  years.  Today  Superior  offers  alloys  to  match  practically 
any  glass  —  to  insure  leakfree  entry  into  hermetically  sealed 
envelopes.  Typical  applications  are  electron  tubes,  transistors, 
capacitors,  meters,  and  many  other  devices. 

The  increasing  variety  of  glasses  and  ceramics  in  general  use  make 
Superior’s  wide  variety  of  alloys  of  special  value  in  providing  an 
extra  measure  of  assurance  that  alloys  can  more  perfectly  meet 
the  requirements  of  all  applications. 

Superior  specializes  in  cold  drawn  tubing  made  of  glass  sealing 
alloys.  There  is  a  definite  trend  toward  this  type  of  seal  for  a 
number  of  reasons: 

1.  Lead  wire  can  be  inserted  directly  through  the  glass  scaling  tube 
without  requiring  extra  tubing  length  for  an  interior  joint.  This  is 
particularly  helpful  where  size  must  be  held  to  a  minimum. 

2.  Use  of  high  conductivity  lead  wire  permits  higher  currents  to  be 
carried  and  reduces  voltage  drop  in  critical  circuits. 

3.  Thermocouples  and  thermocouple  lead  wires  may  be  inserted  with¬ 
out  interruption  and  without  the  introduction  of  dissimilar  material 
joints. 

4.  Lugs  for  soldering  to  connections  may  be  provided  on  the  external 
part  of  the  tube  at  a  reasonably  safe  distance  from  the  cap-off  point. 

5.  Use  of  high  conductivity  lead  wires  often  reduces  needed  outside 
diameter  of  tubing  required  as  compared  with  solid  glass  scaling 
alloy. 


When  ordering  or  seeking  information 
please  mention  Electronics  Buyers'  Guide. 
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New  miniature  disc  cathodes 
mean  cooler  TV 

A  TV  picture  tube  docs  not  need  a 
big,  hot  cathode.  Superior’s  new 
miniature  cathode  provides  just  as 
much  usable  emission  with  only 
half  the  heat.  So  the  TV  set  can  run 
degrees  cooler. 

W  hat’s  more,  the  miniature  cathode 
needs  less  space.  This  means  the 
electron  gun  can  be  smaller  .  .  .  the 
neck  of  the  tube  is  narrower  and 
shorter  ...  the  cabinet  smaller 
and  lighter. 


100%  stronger  cathodes 
stretch  tube  life 

New  electronic  equipment  can  be 
built  to  take  greater  abuse  than 
ever.  Ik'causc  with  new-type  cath¬ 
odes  from  Superior  Tube,  electron 
tubes  can  withstand  far  greater  im¬ 
pact  and  vibration. 

Under  actual  operating  conditions, 
carefully  controlled  tests  prove 
Superior  Tube’s  recently  developed 
cathode  alloy.  Cathaloy '  P-51  to 
be  100'^  stronger  than  standard 
passive  alloys.  Active  Cathaloy 
A-32*  likewise  resists  impact;  so 
tubes  give  longer,  more  depend¬ 
able  service. 

*Manuraclure<i  under  U.S.  patents 


New  cathodes  lick  the 

overvoltage  threat 

in  mobile  electronic  equipment 

High  heater  voltages  ordinarily 
doom  electron  tubes  to  short  life. 
But  Superior’s  new  cathode  alloy, 
Cathaloy  A-31,  gives  them  a  re¬ 
sistance  to  overvoltage  damage  un¬ 
matched  by  any  other  alloy. 


^  Send  for  complete 

catalog  and  data  ^ 

New  20-page  catalog  on  electronic 
products  covers  cathodes,  anodes, 
grid  cups,  glass  scaling  alloys  and 
olher  tubing — including  uses,  di¬ 
mensional  tolerances,  and  physical 
properties.  The  new  Cathaloy  cath¬ 
ode  alloys  arc  covered  in  detail. 
Data  Memorandum  15  gives  com¬ 
plete  information  on  glass  scaling 
alloy  tubing,  for  copies,  write 
Superior  Tube  Company.  2506 
(iermantown  Ave.,  Norristown.  Pa. 


This  has  been  proved  in  car  radius 
and  other  mobile  electronic  equip¬ 
ment.  Voltages  commonly  range 
upwards  of  25%  over  specification. 
And  tubes  with  these  new  Superior 
cathodes  consistently  outlast  others 
— in  fact  by  hundreds  of  hours. 


»;<<//  overvohagf  curve  in  mohile  vehicles 
with  battery-generator  poner  systems 


Th«  big  nom*  in  small  tubing 

NORRISTOWN,  PA. 


Johnson  &  Hoffman  Mfg.  Corp.,  Mineolo,  N,  Y. —  on  offllioted 
'ompony  moking  precision  deep-drawn  parts  and  metal  stampings. 


When  ordering  or  seeking  intormotien 
please  mention  electronics  Buyers'  Guide 
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The  secret  of  the  outstanding  accuracy  of  ESI  bridges  and 
other  instruments  lies  in  the  accuracy  and  stability  of  the 
precision,  wire-wound  resistors  used  in  these  instruments. 
These  resistors  are  adjusted  to  very  close  tolerances  after 
being  put  through  a  special  aging  process.  They  provide  the 
combined  advantages  of  low  residual  reactance,  high  accu¬ 
racy  and  excellent  long-term  stability. 


THC  CSI  MOOCL  191  ERIOGC — A  univtriol,  gcnerol  purpot#  imppdanc#  bridge.  Tbit  unit  U  d«- 
signed  for  ropid  meaturementt  of  resistonce«  conductonce*  copo<itonce  ond  tndw<tonce  oi  well  oi  the 
diitipofion  factor  fD)  ond  the  storoge  factor  (Of  for  copocitort  and  inductors  ot  oudie  frequencies. 


RESISTANCE;  0  to  1.2  megohms  in  7  ranges. 
Equivalent  resistonce  measurements  to  10.000 
megohms  ore  possible  using  the  conductonce 
ronges. 

Accurocy:  (0.1%  plus  1  dial  div.) 

CONDUCTANCE:  0  to  1200  millimhos  in  7 
ranges. 

Accurocy:  ±  (0.1%  plus  I  diol  division.) 


CAPACITANCE:  0  to  1200  microfarods  in 
ranges. 

Accuracy:  (0.2%  plus  I  diol  division.) 

INDUCTANCE:  0  to  1200  henryt  in  7  ranges. 
Accurocy:  (0.3%  plus  I  diol  division.) 

PRICE:  $775.00* 


PORTABLE  IMPEDANCE  BRIDGE 


THE  ESI  MODEL  ISO^DA  — A  universal,  general  purpose  impedance  bridge  with  built-in  omplifier- 
oscillator.  Rugged  and  compoct  for  portability,  it  provides  high  accurocy  in  measurements  of 
resistonce.  capacitance  ond  inductance  os  well  os  the  dissipotion  foctor  (D)  ond  storoge  foctor  (O) 
for  copocitort  and  inductors  o*  oudio  frequencies. 


RESISTANCE:  0  to  12  megohms  in  8  ranges. 
Accurocy:  ±.  (0.10%  plus  1  diol  division.) 

CAPACITANCE:  0  to  1200  microfarads  in  7 
ranges. 

Accuracy:  ^  (0.25%  plus  1  dial  division.) 


INDUCTANCE:  0  to  t2(X)  henrys  in  7  ronges. 
Accurocy:  jz  (0.9%  plus  1  dial  division.) 


VERSATILE  CAPACITANCE  BRIDGE 


Model  250-DA 


Model  270 


THE  ESI  MODEL  270~A  precision  loboratory  bridge  designed  to  meosure  o  wide  ronge  of  copoci* 
tonce  at  audio  frequencies.  The  unit  features  extreme  simplicity  of  operation  with  direct-reoding 
dials  ond  multipliers,  plus  dual-range  null  indicator.  The  Model  270  has  excellent  shielding  ond 
requires  no  fero  copocitonce  correction  with  suiioble  test  leodt.  Its  unique  corrying  hondle  converts 
to  on  odiustoble  bench  stond. 


CAPACITANCE  RANGE:  0  to  120  microforods 
in  7  ranges. 

Resolution:  0.01  micromicroforods  per  diol 
division. 

Accurocy:  ^  0.2%  (accurocy  to  better  thon 
0.1%  at  1  kc  con  be  mointoined  with  occosionol 
colibrotion  ogoinst  o  known  standord.) 


DISSIPATION  FACTOR  RANGE  AT  1  KC:  0  to 
1.05  in  3  ranges.  0.0001  per  diol  division. 
Accurocy:  ^  (0.0005  plus  2%  of  reoding.) 
PRICE:  $455  00* 


MODEL  260  COMPARISON  BRIDGE A  precision  audio-frequency  bridge  for 
meosuring  the  impedonce  or  odmittonce  of  on  unknown  resistive.  copCKitive  or 
inductive  circuit  or  component  by  comporison  to  a  suitable  standard.  Percentage 
differences  of  both  magnitude  ond  phase  to  0.01%  can  be  reod  directly.  Packoged 
in  the  some  unique  cose  os  the  Model  270.  Price:  $445.00* 


PRECISE  RESISTANCE  BRIDGE 


THE  ESI  MODEL  230-R  — o  very  occurote.  high  resolution  Wheatstone  Bridge.  The  controls  hove 
been  humon-engineered  for  simple  operotion  and  direct  reodout. 

For  precise  resistor  checking,  temperature  coefficient  meosurements.  stroin  gouge  colibrotion  ond 
other  critical  resistance  measurements,  the  new  Model  230-t  Resistonce  Bridge  gives  on  unsurpossed 
combinotion  of  occurocy.  speed  and  convenience 


Model  230-R 


RESISTANCE  RANGE;  0  lo  12  kilom.gohmi  in 
eleven  ranges  (10  micro-ohms  per  dial  division 
on  lowest  ronge). 

ACCURACY:  ±  (0.02%  I  diol  division) 
when  corrected  for  short  circuit  resistonce. 

RESOLUTION:  Three  decode  switches  and  o  105 
division  interpolating  rheostot  provide  120.000 
diol  divisions  of  resolution. 


READING  PRESENTATION:  The  reodings  op 
pear  in  windows  in  o  stroight  line  across  the 
ponel.  The  unit  of  meosurement  (milliohms. 
ohms,  kilohms.  megohms,  kilomegohms)  oppeori 
beside  the  reoding  and  the  decimol  point  is 
outomoticolly  ploced  in  its  proper  locotion. 

PRICE:  $450.00« 


I 
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When  ordering  or  ieeking  information 
p/eoee  mention  E/ecfronict  Buyers'  Guide. 
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DHKAPOT"  and  DHKAVIDFR*  dc-cadc  voltaic  dividers 
utilize  the  Kelvin-Varley  circuit  to  provide  high  resolu¬ 
tion  and  accurate  voltage  division.  DHKASTAT*  and 
DliKABOX*  decade  resistors  are  adjustable  resistance 
standards  of  high  accuracy,  long  term  stability  and  low 
residual  reactance.  DFKAPACITOR*  and  DHKABOX* 
decade  capacitors  feature  finest  quality  capacitors  with  ex¬ 
tremely  low  dissipation  factors.  The  OEKATRAN  decade 
transformer  is  a  precision,  A(^,  low  impedance  voltage 
divider. 


RACK-MOUNTED  MODELS 


MODEL  RV-OEKAVIOER  DECADE  VOLTAGE 
DIVIDERS  »  Rock  •  mounted  voltoflo  dividort 
containing  procition  rotittort  vory  cloioly 
motchod  tor  highoit  occurocy  Modoi  RV-622 
it  onciotod  by  o  motol  boa  which  torvot  oi  O 
dutt  covof  ond  thiold. 

MODEL  RV-623  — Sii  docodot; 

INRUT  RESISTANCE;  10,000  ohmt. 
LINEARITY:  2S  ppm. 

RRICI:  S395  00- 

MODEL  RV-633— Sia  docodot.  intornol 
driven  thiold 


INPUT  RfSISTANCf:  i.OOO/  10,000  ohmt. 
LINEARITY:  :i2}  ppm 
PRICE:  }46S  00* 

MODEL  RS-A24  DEKASTAT  DECADE  RE- 
SISTORS — Rock  mounfod  docodo  rotitfort  con- 
toining  procitien  rotittort  odiuttod  to  wory 
ctoM  toloroncot  lor  uto  at  loborofory  rotitt* 
onco  itondordi.  Sia  docodot. 

TOTAL  RESISTANCE:  0  to  1.2  mogohmt  in 
ono  ohm  ttopt. 

Accwfocy:  (0  02%  plot  S  miHiohmt  ) 

PRICE:  S42S  00* 


Voltage  Dividers, 
Resistors  and 
Capacitors 


0  -  ' 


BASE-MOUNTED  BENCH  UNITS 


MODEL  DV  DEKAVIDER  DECADE  VOLTAGE 
DIVIDERS —>  Rrocition  docodo  voltogo  divid- 
Off  mownted  on  o  uniQuo  odjuttobio  boto  ond 
proaidod  with  cloorly  morkod  input  and  output 
bind  ng  poiti  tor  convoniont  loborotory  uto. 

MODEL  DV-411— Thr«o  docodoi  ond  on  in* 
torpoloting  potontiomotor. 

INPUT  RESISTANCE:  10.000  ohmt. 
LINEARITY:  •  0.005*/.. 

PRICE:  1132  00* 

MODEL  DV-411  — Tour  docodot  only. 

INPUT  RESISTANCE;  10,000  ohmt 
LINEARITY;  0.005%. 

PRICE:  $132  00* 

MODEL  DC-40  —  DEKASOX  DECADE  CA- 
PACITOR  — A  docodo  copocitor  mountod  on 
on  odjuttobio  boto  ond  providod  with  binding 
poftt  lor  loborotory  uto.  Four  copocitonco 
docodot 


CAPACITANCE  RANGE:  0  to  1  1110  micro* 
lorodt  in  ttopt  ol  0  0001  microlorod. 
Accwrocy:  (1%  plut  5  micromicrolor- 

odtl,  oltor  corroctien  for  loro  copocitonco 
of  20  to  30  micromicroforodi. 

PRICE:  $195  00* 

MODEL  DB  SERIES  —  DEKABOX  DECADE 
RESISTORS  —  Rrociiion  docodo  rotittort 
mountod  on  o  uniQuo  odjuttobio  boto  and 
providod  with  cloorly  morkod  binding  potH 
for  convoniont  loborotory  uto. 

MODEL  DB-6SS— Sia  docodot 
TOTAL  RESISTANCE:  0  to  1  2  mogohmt  in 
ono  ohm  ttopt. 

Accirrocy:  |0  05V«  plut  10  milliohmt  ) 

PRICE:  $151.00* 

MODEL  DB-3AS— Throo  docodot. 

TOTAL  RESISTANCE:  0  to  12,000  ohmt  in 
10  ohm  ttopt. 

Accuracy:  rt  (0.05%  plut  5  milliohmt  ) 
PRICE:  $71.00* 


MODELS  FOR  PANEL .  MOUNTING 


MODEL  DP  SERIES  —  DEKAPOT  DECADE 
POTENTIOMETERS  —  Rrocition  docodo  volt* 
ogo  dividor  potOntiomotort  dotignod  for  ponol 
mounting. 

MODEL  DP-211 — Two  docodot  end  on  in- 
torpoloting  potontiomotor. 

INPUT  RESISTANCE:  lO.CXH)  ohmt 
LINEARITY:  r  0  01% 

DIMENSIONS;  Diomotor  3**,  dopth  6* 
PRICE;  $98  00* 

MODEL  DP-311 — Throo  docodot  and  on  In* 
torpoloting  potontiomotor. 

INPUT  RESISTANCE:  10,000  ohmt. 
LINEARITY:  *  0.005% 

DIMENSIONS:  Diomotor  3**,  boh.nd  ponol 
dopth  7** 

PRICE:  $158  00* 

MODEL  DT-4S  DEKATRAN  DECADE  DI¬ 
VIDER— A  throo  docodo  ratio  trontformor 
and  on  mtorpoloting  potontiomotor  to  provide 
five  ploco  roodingt  of  voltogo  rotio. 
FREQUENCY  RANGE:  50  cyclot  to  10  kilo- 
cyclot 

MAX.  INPUT  VOLTAGE:  0  35  X  f  in  cpt 
(350  V  moa  ). 

RESOLUTION:  Cent.  (10  ppm  per  diol  div  1 
ACCURACY:  (O.OOIV*  plut  1  dial  divition| 

below  3  kilocydot. 

PRICE:  $275  00 


MODEL  DS  SERIES  —  DEKASTAT  DECADE 
RESISTORS  —  Procition  docodo  rotittort  do¬ 
tignod  for  portol  mounting. 

MODEL  DS-26S  — Two  docodot  ond  on  in- 
torpoloting  rhoottof. 

TOTAL  RESISTANCE:  12.000  ohmt  in  one 
ohm  ttopt. 

Accurocy:  ^  (0  05%  plut  1  diol  divitien.1 
DIMENSIONS:  Diomotor  3\  behind  ponol 
dopth  SVt*. 

PRICE:  $63  00* 

MODEL  DS-464— *Four  docodot  of  fiaod  ro* 
tiitort  individuoHy  odjwttod  to  bettor  than 
±  0  05% 

TOTAL  RESISTANCE;  11.999  ohmt  in  one 
ohm  ttopt. 

Accuracy:  ^  (0.05%  plut  7  milliehmtl 
oftor  correction  for  tore  retittonco- 
DIMENSIONS:  Diameter  3*',  bohindponol 
dopth  7". 

PRICE:  $110.00* 

MODEL  DK-30  —  DEKAPACITOR  DECADE 
CAPACITOR  — A  docodo  copocitor  for  portol 
mounting . 

TOTAL  CAPACITANCE:  0  to  1.110  micro- 
forodt  in  0.001  microforod  ttopt 
Accuracy:  ±  (1%  plut  5  micromicrofor- 
odt)  offer  correction  for  tore  copocitonco 
of  IS  to  20  micromicroforodt. 

PRICE:  $170.00* 


Model  DS-464 


m 


Model  DP-213 


Model  DT-45 


NATIONWIDt  REPRESENTATION 
Our  engineering  repretenfottve  orgonixotiont  ore  etpociolly  equipped  to 
help  you  in  the  tolection  of  ESI  inttrumentt  ond  compononti.  They  welcome 
your  inquiriot.  For  additional  information  on  any  of  the  obove  unitt  ond 
the  compio*e  line  of  ESI  precition  produett,  you  may  alto  contoct  us 
directly. 

*A1I  prices  fob.  Portlorvd,  Oregon,  subject  to  change  without  notice. 
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DISC  CERAMICONS^ 

TRANSISTOR  •  Hi-K  ®  &  T.C  .  Hi-VOLTAGE 


Hermetically  Sealed 


A¥Otlobh  in  wide  fonge  of  it/ei  ond  toad  ityht 


TUBULAR  CERAMICON8 


TUBULAR  TRIMMERS 


7Do</^a^riy 

ERIE  RESISTOR  CORPORATION 

MAIN  OFFICES  ERIE  PA  USA 
U(in»ll5  lilt  •M0UYSMINC5  mss  •TtINtON  ONTAIIO,  (»NJS0» 
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DIGITAL  ELECTRONIC 
<  EQUIPMENT 


Featuring  Glow  Transfer  Tube  Decade  Counters 


MEASURES  time  intervals  directly  up  to  9.999  seconds  in  increments 
of  100  /iS  or  1000  Mi  vrith  on  accuracy  of  ±  .005%  ±  1  count  provided 
by  crystal  stabilization. 

COUNTS  random  or  regular  events  from  0  p.p.s.  to  50,000  p.p.s. 
STANDARD  FREQUENCIES  of  I  KC  and  10  KC  available  from  front 
panel  jack. 

FEATURES  compact  size  (19"  x  SVz"  x  5")  and  weighs  only  12  pounds. 
PRICE:  $395.00  f.o.b.  factory 


MEASURES  frequency  from  0  to  50,000  c.p.s.  with  gate  times  of 
.1  sec.  and  1  sec.  (10  sec.  optional).  The  60  cycle  line  provides  the 
reference  standard  with  accuracies  of  about  ±  .1%. 

COUNTS  random  or  regular  events  from  0  p.p.s.  to  50,000  p.p.s. 
FEATURES  electronic  reset,  variable  display  time.  25  m.v.  r.m.s.  sensi¬ 
tivity,  Compact  design  (19"  x  S'/z"  panel,  5"  deep).  Weighs  only  12 
pounds. 

PRICE:  $395.00  f.o.b.  factory 


MODEL  400:  UNIVERSAL  COUNTER  TIMER 


MEASURES  frequency  from  1  c.p.s.  to  100  KC. 

Period  of  signals  up  to  1000  c.p.s.  (1  or  10  cycles). 

Time  intervals  from  500  to  1,000,000  seconds. 

COUNTS  random  or  regular  events  to  100,000  p.p.s. 

STANDARD  FREQUENCIES  —  every  decade  multiple  from  .1  c.p.s.  to 
100  KC. 

FEATURES  .001%  crystal  stability.  3  regulated  power  supplies.  Elec¬ 
tronic  reset.  High  sensitivity  (25  m.v.).  Compact  (19"  x  3*/2"  x  10"). 
Lightweight  (17  pounds). 

PRICE;  $695.00  f.o.b.  factory. 


CUSTOM  DES 


ICNED 


PLUGGABLE  UNITS  •  SPECIAL  EQUIPMENT 
CONTROL  DEVICES  •  MEMORY  PLANE  ASSEMBLIES 
MINIATURE  PULSE  TRANSFORMERS 


it.lt . 


ASSEMBLIES 


The  ERIE  Strip  Package  System 


FEATURING: 

*  Automatic  clip  otttmbly 

*  Automatic  conntctor 
rutting 

*  Automatic  componont 
toldoring 

RESULTS: 

*  lowor  production  costs 
Highor  roliobility  in  soMor 
connoctions 

*  Eosiof  sorvking 


ERIE  RESISTOR  CORPORATION 

OFFICES  ERIE  PA  •  HAWTHORNE.  CAL'F 
fSCTOIKS  (IK  II  •  NIWTMOINE  (lUF  >  (ICIll  II 


s 


i 


RATE  GYROS  a 


POTENTIOMETERS 


PRESSURE  TRANSDUCERS 


COMPONENTS  BY  FAIRCHILD 


A.  RATE  GYflOS  — Fairchild^ s  Subminiature  Floated 
Rate  Gyro  (%"  diameter  x  2"  long)  has  uniform  con¬ 
trolled  damping  for  any  required  percentage  of  critical 
within  ±15%  through  temperatures  ranging  from 
—40“  to  200“F.  This  is  the  only  subminiature  Rate 
Gyro  made  that  will  take  100  g’s  of  shock  and  15  g’s 
at  2000  cps  vibration  even  at  rates  as  low  as  20“  per 
second. 


C.  POTENTIOMETERS-Fflirchi/d’s  //ig/i  Reliability 
Potentiometers  can  be  had  in  X"  to  5"  diameters, 
single  and  multi-turn,  linear  and  non-linear,  in  stand¬ 
ard  and  high  temperature  versions  and  with  linearities 
as  high  as  .009%. 


D.  PRESSURE  TRANSDUCERS-Fairc/u7d’s  Precision  Line 
of  Pressure  Transducers  include  both  bourdon  tube 
and  capsular  diaphragm  types  for  measuring  pressures 
from  1  to  10,000  psi  absolute,  gauge,  or  differential. 
Standard  units  have  pot  pick-offs;  a.  c.  type  pick-offs 
available  on  special  order.  All  designs  withstand  2000 
cps  25G  vibration  and  50G  shock. 

For  more  information  regarding  Fairchild  precision 
components  call  the  nearest  Fairchild  office  or  write 
Fairchild  Gontrols  Gorporation,  Dept.  20E. 


B.  ACCELEROMETERS— Fairc/ii/rTs  Line  of  Accelerome¬ 
ters  measure  accelerations  in  the  ±1  to  ±100G  range. 
It  includes  low,  medium  and  high  natural  frequency 
units.  Standard  units  have  pot  pick-offs;  a.  c.  type 
pick-offs  also  available  on  special  order.  Outstanding 
features:  Low  cross  talk,  low  friction,  low  hysteresis, 
excellent  calibration  and  high  voltage  sensitivity. 


COMPONENTS  DIVISION 


SALES  OFFICES 

Los  Angeles,  Calif. 
Denver,  Colo. 
Jacksonville,  Fla. 
Chicago,  III. 
Allston,  Mass. 
Hicksville,  N.  Y. 
Seattle,  Wash. 
Ottawa,  Canada 


Phone  Raymond  3-5191 
Phone  West  5-4646 
Phone  Elgin  4-8484 
Phone  Spring  4-4174 
Phone  Algonquin  4-2435 
Phone  Wells  8-5600 
Phone  Gladstone  5803 
Phone  Parkway  2-7152 


$iC  Built-in  SAFETY  FACTORS  Buyowd  Hf  Spwcs  for  Roliobility  in  PorformatKO, 


When  orifcring  or  leeking  information 
pleofe  mention  F/ectronic>  Bwyeri'  Guide. 
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AudK)  Tr«nsfofm«f  Uom  2  Cycles  to 
3  KC  from  1  to  100  KVA 


Hifft  Voftofo  Test  up  to  50  AV 
Ofiert  equipped  «ntn  circuit  breehers. 
iryficetinf  meter  end  veriebie  euto 
trensformer  input  to  20  AVA 


Air  Core  Aeectorc  0  1  to  50  avA 


Phase  Chengmf  Transformer  2  to  300  KVA 


Heatmg  Transforrr>er  for  Motybder>um 
Furrtaces  Has  a  10.000  Ampere 
secor>dary  with  a  menmum  of  5  vottS* 
Primary  taps  eiter^ded  to  reduce 
Mcormary  to  0.75  voKf. 


SAY:  NO-TEL-FER 
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ERS 


Known  for  over  thirty  years  for  transformer  custom-design  and  manufacture. 
The  illustrations  shown  here  are  only  a  few  of  the  many  types  manufactured. 


Currem  Trartsformer  Phase  Artgle 
error  corrected  2  4  mmutes  Accuracy 
>/^oll%  1  to  10.000  Amperes 


Multi  Voltage  Transformer  for  test  or 
experimental  use  0  1  to  50  AVA 


NWL  manufactures 
and  designs 
transformers  for- 

HEATING 

TESTING  ^ 

POWER 

ELECTRONIC 

ELECTRIC  FURNACE 

SPECIAL  WELDING 

PHASE  CHANGING 

PRECIPITATION 

CONTROLLING 

RESEARCH 

LIGHTING 

INDUSTRIAL 

MEASURING 

SIGNALING' 

HIGH  AND  LDW 
VOLTAGE 


ESTABLISHED  1920 
■NEMAS 


a  09 


S  MFD-100V(1^  X  1%  I  1%) 


AdfusUble 
>  l'/i»  X  n"/,») 


2  MF0-100V(iy,t  X  1'/,*  I  %) 


01  Tubular  (.17S  x  V*) 


1  Tubular  (.312  x  1) 


10  MFO-100V(2  X  2  X  1%) 


KtlCmONIC* 


TubuUr  .1  MFD  >  200V 


wnk  tlMU  priptrtitti 

■  ?Ol«ro(K«»  Qt  clow  oa  0.1% 

•  Insulation  Resistance  as  HIGH  as  1  x  10'* 

•  Dielectric  Ab^ption  as  LOW  as  .0001 

•  Dissipation  Factor  as  LOW  as  .0002 

•  Temperature  Coefficient... lOOPPM  per  *C 

•  Stability  as  close  as  i}5%  drift  in  1  yr. 

•  Voltage  Derating... none  to  170*F. 

•  Hermetically  tcaied  far  enduring  accuracy! 


alsa  availabla: 

•  Many  other  case  styles  or  mounting  brackets 

•  Any  capacitance  from  .001  to  50  MFD  (incl.  spaci# 

values) 

•  Voltages  from  50  to  5000 


wftk  tbesa  aatstaMHng  prapertits: 

•  Tolerances  as  close  as  1% 

•  Insulation  Resistance  as  HIGH  as  1  x  10" 

•  Dielectric  Absorption  as  LOW  as  i)Ql 

•  Dissipation  Factor  as  LOW  as  .003 

•  Temperature  Coefficient . .  .000  PPM  per*C 

•  Temperature  range . to  150*C. 

•  Nermotically  saalod  for  andnring  Kcaracy! 


Close  tolerances 
Hrgrade  precisian 
resistors 


Many  other  types  of 
precision  RC  Networks 


SOUTHCI 

ELECTRCd 


SOUTHERN 

ELECTRONICS 


For  your  most  exacting  requirements  —always  specify  S.E.C. 
150  West  Cypress  Ave.,  Burbank,  California 

New  District  OfBcw:  1186  Broadway,  New  York  City 
PhoHE:  OPEgon  9-2770 

PIONEERS  IN  CUSTOM  PRECISION  CAPACITOR  ENGINEERING 
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COMPLETE  COMMUNICATIONS  S 

5  waA°  50  Kilowatts 

Designed  and  Manufactured  by  TMC  for 


AM«CW*SSB«OSB*ISB«FSK 


Another  Typical  TMC  Installation 


THE  "HARD-TO-GET"  INSTALLATION 
ACCESSORIES  DIRECT  FROM  STOCK 


RAC  30 


•  TRANSMITTING  and  RECEIVING 

ANTENNA  COUPLERS 

IIQUEST  BULLETINS  178-1  BO 

•  TRANSMITTING  and  RECEIVING  TERMINATIONS 

REQUEST  BUUETINS  163-164 

•  NON  REACnVE  DUMMY  LOADS 

REQUEST  BULLETIN  IBB 

•  TRANSMITTING  and  RECEIVING  COAXIAL 

PATCH  PANELS  request  buuetins  197-310 

•  ANTENNA  MULTICOUPLERS  request  buuetin  303 

•  STANDING  WAVE  RATIO  ANALIZER 

REQUEST  BULLETIN  198 

•  WIDE  RANGE  ANTENNA  TUNERS 

REQUEST  BULLETINS  163-309 

•  VOICE  FREOUENa  TEEGRAPH  SYSTEAAS 

REQUEST  BULUTIN  167 

•  RG/17,  18,  35, 85,  164U  COAXIAL  CONNEQORS 

REQUEST  BUimiNS  163, 164, 191, 197, 199 

•  QDL-QDS  COAXIAL  CONNEHORS 

REQUEST  BULLETINS  163, 164, 191,  197,  199 

•  TRANSIT  CASES  •  HYBRIDS  and  UMIHRS 

•  COMPLETE  RADIO  TELETYPE  SYSTEMS 


QDP  BULiaiN  197 

.A  i 


TER 

5000  BUUniN  188A 


SSP-3  BUUaiN  210 

ine  icv.nMiv.HL  itihicivicl  L.uiirui\Ai ium 

IN  CANADA  1*0,1,  OIUco  MAMARONECK 

TMC  Canada  lid  .  Ona.a.  OmoMc  NEW  YORK 

ELECTRONICS  BUYERS'  GUIDE -June 

1958 -MID-MONTH 

Wh«n  ordering  or  $ookino  i/dormofit^n  .  a. 

pl*oM  fiMftfion  ffpcPronict  Buyers'  Gurtl«. 

FOR  BEHER  WIRE  TERMINATING 


AMP  PATCHBOARD  TECHNIQUE 


(A)  A-MP  "Sa"  SERIES  TAPER  PINS 
. . .  insulated  solid,  screw  machined 
or  uninsulated  formed  pins  to  mate 
with  tapered  receptacles.  Both  types 
provide  noise-free,  low  resistance  elec¬ 
trical  characteristics. 


(B)  A-MP  ‘‘53"  SERIES  TAPER 
BLOCKS  .  ,  .  are  available  in  either 
solid  blocks  or  two  piece  blocks ...  10 
or  20  cavity  series ...  single  or  dual 
insert. 


(C)  A-MP  TAPER  TAB  RECEPTACLES 

,, .  accommodate  flat  _tabs  employing 
the  taper  key  principle  . . .  feature 
standardized  tapered  section  to  fit 
relays,  stepping  switches,  multiple 
connectors  and  other  electronic  com¬ 
ponents. 


(D)  A-MP  MINIATURE  TAPER  PIN  RE¬ 
CEPTACLES  .  eliminate  tedious  and 
costly  operations  of  soldering  leads  to 
miniature  connectors ...  use  A-MP 
“37”  Series  Pins. 

Bulletin  S umber  77 


A-MP  PATCHCORD  PR06RAMMN6 
SYSTEMS  AND  PANELS  offer  tremen¬ 
dous  versatility  and  flexibility.  Ex¬ 
clusive  feature  of  A-MP  Systems  is 
wiping  action  of  pins  against  springs 
for  clean  contKts.  A-MP  Universal 
Patchcord  Programming  Systems  and 
Panels  are  excellent  for  digital  com¬ 
puters,  data  processing  equipment  and 
automatic  test  equipment.  A-MP 
Shielded  Patchcord  Programming 
Systems  and  Panels  are  excellent  for 
analog  computers,  telemetering  equip¬ 
ment,  test  equipment  and  other  low 
level  applications  where  reliable  shield¬ 
ing  is  required.  Patchcords  are  made  in 
a  complete  series  for  all  programming 
requirements. 

A-MP  "SAO"  SYSTEMS  ...  offer 
complete  reprogramming  in  seconds  in 
airborne  applications.  The  compact 
"240”  System  weighs  3H  pounds  and 
features  240  patchcord  receptKies  for 
maximum  program  combinations.  It, 
too,  features  the  exclusive  wiping  action 
to  assure  optimum  electrical  contact  at 
all  times. 

Btdletin  Number  58 


Information  concerning  any 
termination  problem  will  be 
forwarded  on  request.  For  literature 
on  the  above  products,  write,  giving 
bulletin  numbers  desired,  to: 


AMP  Lok  MULTIPLE  CONNECTORS 


AMP-LOK  COMKCTORS ...  are  made 
in  3, 6, 9,  or  12  drcuit  units ...  the  most 
versatile  multiple  connectors  available 
to  the  electronia  industry.  Self  anchor¬ 
ing  units  require  noextra  mounting  parts 
for  through-panel  applications.  All  con-  j 
tacts  are  identical  and  self  cleaning ...  J 
recessed  for  safety.  Finger  grip  engage  •  * 

ment  and  disengagement  of  housing  i 
which  is  polarized  to  eliminate  circuit 
error.  AMP-loli  will  accommodate  a 
wide  range  of  panel  thicknesses... may 
be  color  coded.  AMP-lok  may  also  be 
used  with  complete  safety  as  a  free 
hanging  multiple  connector. 

Bulletin  Number  ^ 


AMP  Incorporated 


GENERAL  OFFICES: 


HARRISBURG, 


PENNSYLVANIA 
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TECHNIQUES 


.  SPECIFY 


PRINTED  CIRCUIT  TECHNIQUE 


(A)  AMP-COSF  TERMINALS  .  .  . 
mure  excellent  electrical  contact  with 
frktiofl  grippage  and  positive  wiping 
action ...  apply  easily  to  any  section 
of  the  perimeter  of  the  printed  circuit 
board ...  reduce  cost  of  application 
to  wire  conductor  and  to  board. 

(B)  AMfIn  TERMMALS  . . .  eliminate 
loose  leads  during  solder -dip  operation 
...promote  good  capiH^  action 
during  solder  dipping . . .  accommodate 
solid  or  stranded  conductors ...  are 
self  retaining  and  self-sligning. 

(O  AMP  COMPONENT  TIPS  ...  pre¬ 
vent  movement  of  components  during 
solder  dipping  cycle . . .  permit  bridging 
or  offsetting  of  components . . .  protect 
semi-conductor  leads  from  solder  dip¬ 
ping  heat . . .  eliminate  need  for  eyeteis 
and  thru-plating  on  two-sided  bmds, 
by  excellent  solder  wicking  charac- 
teristks  and  uniform  solder  deposit 
Bulletin  Number  81 


TERMINALS  AND  SPLICES 


c 

(A)  TERMASHIFLD  SHIELDED  WIRE 
FERRULES . . .  assure  positive  ground¬ 
ing  ot  wire  shield . . .  eliminate  solder, 
danger  of  burning  insulation  and  un 
certain  attachment . . .  feature  one 
piece  construction  .  .  .  accommodate 
one  or  more  grounding  wires 

(B)  TERMASHIELO  SHIELDED  WIRE 

SfilCES  join  sections  of  shielded  wire 
so  that  both  the  inner  conductors  and 
outer  shields  are  firmly  spliced,  with 
the  two  effectively  insulated  They 
eliminate  multi  stage  assembly  or 
soldering ...  color  coded  for  match 
mating  with  application  tooling  and 
wire  sizes  , 

(C)  TERMASHIELD  7MM  SHIELDED 
CABLE  FERRULES  .  .  .  permanently 
ground  shielded  high  tension  cables 
. . .  prevent  wire  damage  during  attach 
ment . . .  won’t  loosen  or  vibrate  to 
cause  poor  ground  or  rf  noise ...  re 
move  danger  of  sparking . . .  offer  easy, 
four-step  attachment . . .  seat  precisely 
into  applicable  joints. 

Bulletin  S umber  Zi 


C 


(A)  STRATO-THERM  TERMINALS  AND 
SPLICES  ...  for  high  temperature  and 
heat  resistant  requirements . . .  accom¬ 
modate  a  wide  range  of  wire  sizes  either 
solid  or  stranded  or  both... with  or 
without  fully  circumferential  wire  in¬ 
sulation  support  as  desired. 

(B)  CERTI-SEAL  MOISTURE  PROOF 
WINDOW  SPLICES  ...  seal  out  vapors 
and  fluids  even  at  altitude  to  assure 
dry  splice ...  accommodate  over  100 
insulation  thicknesses . . .  resist  heavy 
vibration  and  shock. 

(0  OTHER  A-MP  TERMMALS  AND 
SPLICES  .  .  .  designed  for  the  most 
diverse  circuitry  requirements ...  strin¬ 
gently  tested  for  corrosion  resistance, 
vibration  resistance,  conductivity  and 
long  life . . .  ideal  for  all  types  of  elec¬ 
tronic  equipment. 

Bulletin  Number  37 


/ 

/ 

/  A-MP  products  and  engineering  assistance  are  available  through  wholly- 

/  owned  subsidiaries  in:  Canada  •  England  •  France  •  Holland  •  Japan 

/ 

/ 
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Mullard 


Electronic  tubes 


Audio  tubes 
Computer  tubes 
Decade  counting  tubes 
Disc-seal  tubes 
Electrometer  tubes 
Flying  spot  scanning  tubes 
Geiger  Muller  tubes 
Germanium  diodes 
Germanium  transistors 
Image  convertors 
Instrument  cathode  ray  tubes 
Klystrons 
Magnetrons 
Multi-cavity  klystrons 
Photoconductive  cells 
Photo-emissive  cells 


Supplies  available  from: — 
in  the  U.S.A. 

International  Electronics  Corporation, 
Dept.  BG,  81  Spring  Street.  N.Y.  12, 
New  York,  U.S.A. 

in  Canada 

Rogers  Majestic  Electronics  Limited, 
Dept.  L,  11-19  Brentcliffe  Road, 
Toronto  17,  Ontario,  Canada. 


Photomultiplier  tubes 
Phototransistors 
Pulse  modulator  tubes 
Radar  display  tubes 
Receiving  tubes 
Rectifiers  (mercury  vapour) 
Rectifiers  (vacuum) 
Rectifiers  (xenon) 

Reference  tubes 
R.F.  heating  tubes 
Scaling  tubes 
Semiconductor  devices 
Silicon  power  rectifiers 
Silicon  transistors 
Special  quality  tubes 
Stabiliser  tubes 


Subminiature  tubes 
Television  monitor  tubes 
Thyratrons  (hydrogen) 
Thyratrons  (mercury  vapour) 
Thyratrons  (xenon) 

T  ransistors 
Transmitting  tubes 
Travelling  wave  tubes 
Trigger  tubes 
Tunable  magnetrons 

U. H.F.  tubes 

V. H.F.  tubes 
X-Ray  tubes 
Zener  diodes 


^  "Mullard''  is  the  trade  mark  of  Mullard  Ltd., 
I  Mullardn  and  is  registered  in  most  of  the  principal 
countries  of  the  world. 


MULLARD  OVERSEAS  LTD.,  M  U  LL  A  R  D  H  0  U  SE ,  TORRIN6TON  PLACE,  LONDON.  ENGLAND 
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BROADBAND  SPECTRUM 
ANALYZER 

Typ«  L70IA;  950  to  2000  Mc/s  (Fund  ) 
Typo  S701A;  1900  to  4000  Uc/s 
(Fund.) 

Harmonic  Operation:  to  16.000  Mc/t 
Swept  IF:  7  Kc  and  50  Kc 
Sweep  Width:  50  Me 
RF  Attenuator:  100  db  Range 
Video  Markers 


SIGNAL  SOURCES  I  UNIVERSAL  RATIOMETER 


Type  L771B:  950  to  2000  Mc/s 
Type  S771B:  1900  to  4000  Mc/s 
Type  C772A:  3950  to  8200  Mc/s 
Type  X772A:  7000  to  10.750  Mc/s 
Output  Power:  50  mw  (average) 

Direct  Reading  Frequency  Dial:  1% 
Internal  Modulation:  Pulsed.  Square 

Wave.  C  W 

Integral  RF  Level  Set  Attenuator 


KLYSTRON 
POWER  SUPPLY 


Beam:  300  to  1(X)0  V.  85  ma  man 
Reflector:  0  to  9(X)  V.  20  u.  a  max 
Control  Grid:  —300  to  0  to  -150  V. 

5  ma  max. 

Regulation:  1% 

Ripple:  7  mv  max. 

Internal  Reflector  Modulation: 

Square  Wave.  Pulse.  Sawtooth 


UNIVERSAL  KLYSTRON 
POWER  SUPPLY 

Beam:  200  to  2000  V.  125  ma  max  . 
1800  to  3600  V.  100  ma  or  250 
W  max 

Reflector:  0  to  1000  V 

Control  Grid:  —300  to  0  to  :  150  V. 

5  ma  max 
Regulation:  0  03% 

Ripple:  3  mv  max 

Internal  Reflector  Modulation: 

Square  Wave.  Pulse.  Sawtooth. 
Sine  Wave 


im  I.  aawKOCK  n 
aoivM  n.  cetoMM 


Msai  saus  «Moc 

MTS  M.  INCOUI  <r 
CMCAOO  44.  AUMHt 


I.  NUL  CO 
IMI  l.«.  IM  4W- 

Mtam,  ru. 


MONMICS  Ln. 

m*  iMTtMi*  mar 


sacs  MT\  am 
M  MOM  smn 
Wtm  YOM  4.  N.  T. 

CAUFORNU 

ARUONA 

«M  caoM  CO 
21MI  cosTanao  ST 
WOOOUM  NIUS.  CN.IF 


iXT' 


(COMBINED  RATIO  METER  AND 
STANDING  WAVE  AMPLIFIER) 

RATIO  METER— 1000  cps  operation 

VSWR  Ranges:  1.02  to  1  22.  1.20  to  ac 

Reflection  Coefficient:  01  to  .1.  .1  to  1.0 

Other  Scales;  db.  Slotted  Line  VSWR 

Standing  Wave  Amplifier— 1000  cps  operation 

Range:  70  db  in  six  1C  db  steps 

Noise  Level;  .03  mv 

Scales;  VSWR.  db.  Expanded  VSWR 

Bolometer  Bias;  4  5  and  8  75  ma 

Input  Impedance:  200  ohms  or  200  K  ohms 


A  4  H  MSOC. 

1144  tf»  n,  «.« 

».  c. 


nsT 

EQUIPMENT 


RADAR 


HIGH-POWER 


COMPONENTS  MODULATORS 


MMCO 

•OCNM  Fiao 

MM  CITY  AMTOtT 
XATTU  A  MSN 


FX 


R  J  .Arm  1958  SHORT  FORM  CATALOG 


UNIVERSAL  MICROWAVE 
POWER  SUPPLY 

Helix  or  Beam:  0  to  1800  V.  125  ma  max 
1700  to  3500  V.  100  ma  or  250  W  max 

Collector:  0  to  300  V.  100  ma  max 
Anode:  0  to  600  V.  60  ma  max 
G-1:  0  to  300  V.  5  ma  max. 

G-2  or  Reflector:  0  to  ±1200.  1  ma  max 
G-3:  0  to  ±750.  1  ma  max. 

0-4:  0  to  *500.  1  ma  max 
Regulation:  0  03%.  Ripple:  3  mv  max 
Heater:  0  to  15  V  D  C..  Regulated 
Internal  G-1  or  G-2  Modulation;  Sine  Wave 
Square  Wave.  Pulse.  Sawtooth 
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PRECISION 

^Xr)  rotary  vane 

ATTENUATORS 


WAVEGUIDE  TEST  EQUIPMENT 


DETECTOR 

MOUNTS 


INSTRUMENT 


rRfCISION  ATTENUATORS 


FIXED  ATTENUATORS 


Itry— I.  btUmtltrl 


THERMISTOR  MOUNTS 


STANDARD  MISMATCHES 


DIRfaiONAl  COUnERS 


PRECISION  SlIDINC  SHORTS 
HANOARO  CAIN  HORNS 


SHISIDSD  TUM  MOUNTS 
TRANSMISSION  ilNS  STANDS 


fti-dirtctionol  couplers  avotlable  cm  special  order  WevepwiOe  flenpe*  elte  evelleble 


COAXIAL  TEST  EQUIPMENT* 


FREOUINCT  IN  KIIOMIGACYCLES  PER  SECOND 

INSTRUMENT  100  3.00  3.00  4  00  5  00  6.00  7  00  100  9  00  1000  1100  U  00 


Sletied  Sectiarts 


SloHed  Sections  l7a"l 


Cwt'Off  Attenwoters 


} 
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I  +  ■ 
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TKermislor  Mount 


Double  Stub  Tune 
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*AII  it«m»  or*  CMaiot  components  wnloss  olhorwiso  noted 
'•Accossotios:  NIOIA,  ■ — "TYPI  N"  and  "TYM  C"  ADAPTtR-CONNiCTOKS 


B700A-Z100M  •arditteb-adaptc*  ring 

N700A-N200N  «-F  OUTPUT  ADAPTfl 


PRECISION 
MULTI-HOLE 
,  DIRECTIONAL 

couplers 


C  SERIES  AND 

XR/  shunt  tees 


I  STANDARD 
r  \  GAIN 

•^r)  horns 


frrwefi 


HYBRID 

^^Ry  TEES 


^^(760 


SHIELDED 

TUBE 

MOUNT 


\  BROADBAND 

^  COAXIAL 

^Xr;  thermistor 

MOUNT 


i  BROADBAND 
/f  THERMISTOR 
^Xr  ]  or  BOLOMETER 
^  MOUNTS 


'  ^  % 

^  SLIDE  SCr{w 

Fyd  tuners 

V  •v  E/H  TUNERS 


PRECISION 
DIREa  READING 
FREQUENCY 
Ry  METERS 


TERMINATIONS 


Y  ^  CRYSTAL-CASE 
BOLOMETERS 


^  COAXIAL 

DIRECT  READING 
'  FREQUENCY 

^Ry  METERS 


WAVEGUIDE- 

TO-COAX 

ADAPTERS 
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DOUBLE 
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Z825A 


FXR’s  MICROWAVE  TRAINING  KIT 


*Partial  listing  of  standard  units.  Custom  units  d«velop«d  to  specific  raquiraments. 


laboratory  •x«rcit«t,  ar«  also  furnishad.  By  intarchang¬ 
ing  th«  accatsorias,  the  students  learn  fundamentals  of 
propogation  and  the  method  and  effects  of  such 
phenomena  as  shielding,  polarization,  reflection,  focus¬ 
ing  and  bending  of  microwaves. 

The  Microwave  Training  Kit,  an  FXR  exclusive,  trains 
students  to  take  numerical  data  and  learn  the  methods 
ond  techniques  of  microwove  measurements.  This  simple, 
efficient  troining  progrom  provides  the  student  with  a 
foundation  of  practical  knowledge  and  experience 
necessary  to  his  work  in  the  microwave  field. 


ptesents  a  complete  packaged  training  pro¬ 
gram,  the  first  in  the  industry  specifically  designed  to 
teach  the  fundamentals  of  microwove  techniques.  This 
field-tested  FXR  Microwave  Training  Kit  consists  of  a 
complete  receiver,  transmitter,  and  occessory  group  in 
a  convenient  carrying-case.  Text  materiol,  including 
instructor's  demonstration  notes  with  extensive  student 


yteciMcn 
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RADAR 


HIGH-POWER 


COMPONMS  -  MODULATORS 


Writa  today  for  complato-Catali^ 


nsT 

EQUIPMENT 


•  CUSTOM 

•  STAN  D AR  D 

FXR's  High-Power  Pulse  Modulators  ore  custom  designed  and  built  to  meet 
specific  technical  requirements.  Experienced  engineers,  expanded  modern  test 
facilities  and  improved  manufacturing  techniques  combine  to  fabricate  the  most 
intricate  pulse  modulators  and  high  voltage  power  supplies— individually  “custom- 
tailored"  to  the  needs  of  the  user. 

FXR  welcomes  the  opportunity  to  acquaint  you  with  "proven  reliability"  in 
the  design  and  construction  of  specialized  modulators. 


0.5/2000  I  1/190-250  I  4J50,  QK.349 


Z82IA  U.O 
Z822A  0.2 


Z823A  0.042 

Z824A  0.625 


2.5/400 _ 

2.0/200-500  3/440  550 
10/1200-  3/440 

1800 _ 

coded /300  3/440 

1.0  1000  1/190-250 

2.0/250 

5.0/100 _ 

1.0/1000  1/190-250 


BK-6249 
OK-338 
SAl  39 
(Cl-66251 
SAl  39 

<iK-34«  ■■ 

ot  r«<luc«d 
pow«r 
WE.5780 


Send  for  the  “PRELIMINARY  QUESTION- 
NAIRE"  to  assist  you  in  planning  the  design 
of  your  next  High-Power  Pulse  Modulator! 


TESTS  SHOW  HUMPHREY  RATE  GYROS 


HAVE  WIDE  DYNAMIC  RANGE  WITH 


USEFUL-  POTENTIOMETER  OUTPUT 


A  150®/scc.  range  Humphrey  gyro  in  tests  floating  piston  dry  gas  damper  are  design 
on  a  torsional  pendulum  rate  generator  features  that  provide  low  threshold  and 
shows  reliable  output  with  inputs  down  to  practically  zero  hysteresis  performance, 
less  than  1  degree  amplitude  at  Vi  cycle  per  VV'rite  or  phone  I  lumphrey  today  about 
second.  IVictionless  spring  steel  flexures  and  your  gyro  problems. 


DEPT.  E-68  2805  CANON  STREET 

SAN  DIEGO  6,  CALIFORNIA 


electro -MECHANICAL  INSTRUMENTS 


Wh»H  ordering  or  Making  information 
plooM  mention  Eloctronici  Bwyart'  Guide. 
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Servo  Motors 

Trans 

For 

;istorized  0 

peratii 

insj 

Meets  MIL-E-5272  •  — 65°C  to  +  125°C  temperature  range. 


Osier  Type 

Electrical  Characteristics 


10-5052  00  11-5101-00 


SUE  15 
15-5153  00 


SIZE  18 
18  5201-00 


Frequency (cps) 


Torque  at  Stall  (oz.  in  ) 


No  Load  Speed  (rpm) 


Speed  at  Hall  Torque  (rpm) 


Time  Constant  (sec  ) 


Reversing  Time  (sec  ) 


Theo  Acceleration  at  Stall  (rad  sec') 


Operating  Temp  Range  (’C.) 


Slot  Eflect 


54  to  -f  125 
16v  26v 


54  to -f  125 

[  -54  to -f  125 

1  Ov  36v 

1  l  .Ov  40v 

Duty  Cycle 
Fiaed  Phase 


Voltage 


R  (Stall)  Ohms 


X  (Stall)  Ohms 


2  (Stall)  Ohms 


P  F  (Stall) 


Effective  R  (Stall)  Ohm: 


— -  < 

60 

Parallel  Tuning  cond  for  unity  P  F  (Stall)  Mid 


Voltage 


*R  (Stall)  Ohms 


•X  (Stall)  Ohms 
•Z  (Stall)  Ohms 
•P  F  (Stall) 


•Effective  R  (Stall)  Ohms 


•Parallel  Tuning  cond  (or  unity  P  F  (Stall)  Mid 


Mechanical  CharKteiistics  ' 
Rotor  Inertia  (gm  cm*) 


Weight  (or  ) 


Mounting  Type 


Motor  Length 


Type  Shalt 


Shalt  Eilension 


Outside  Diameter 


Type  CdWtectiqn 


*For  40v  contMction 


Leaas  lerminais  -lerminais  i  lerminais  i  lorrninais 

- 1 - - — —I - 1 - 1 - 1  Size  18 

This  complete  line  can  be  varied  by  Oster  specialists  to  your  precise  requirement.  Write 
today  for  further  information,  enclosing  detailed  data  on  your  needs. 


Other  products  include  motor- 
gear-trains,  synchros,  AC  drive 
motors,  DC  motors,  servo  mech¬ 
anism  assemblies,  motor  tachs, 
servo  torque  units,  reference  and 
tachometer  generators,  actuators, 
motor  driven  blower  and  fan 
assemblies  and  fast  response  re¬ 
solvers. 


MANUFACTURING  COMPANY 

Your  Rotating  Equipment  Specialist 

Avionic  Division 

Racine,  Wisconsin 


Engineers  For  Advanced  Projects: 

Interesting,  varied  work  on  designing  transistor  circuits  and  servo  mechanisms. 
Contact  Mr.  Zelazo,  Director  of  Research,  in  confidence. 


Wh«n  erdoring  or  fooking  irdormetion 
pfeato  meofion  E/sctronics  Bvyrt'  Gwido. 
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SEMICONDUCTOR  CHEMICALS 


FOR  SEMICONDUCTORS 


Hydrogan  Paroxida 
30%  Solution 
Mathanol 
Nitric  Acid 
iao-Propyl  Aicoltol 
Sodium  Carbonato 
Sodium  Hydroxida 
Sulfuric  Acid 
Xylana 


Acatic  Acid, 

Qlaclal 

Acatona 

Ammonium  Hydroxida 
Carbon  Tatrachlorido 
Chloroform 
Ethar,  Anhydrous 
Hydrochloric  Acid 
Hydrofluoric  Acid 


These  new  control  tests  for  copper  and  nickel  have 
a  double  significance  for  the  manufacturers  of 
electronic  components.  They  prove  that: 


1.  Baker  reagent  purity  regularly  offers  the  quality- 
plus  needed  for  semi-conductor  manufacture. 


OTHER  ELECTRONIC  CHEMICALS 


Acatic  Acid 
Aluminum  NItrata 
Aluminum  Sulfata 
Ammonium  Carbonata 
Ammonium  Chlorida 
Ammonium  Phosphata 
Antimony  Trioxida 
Barium  Acatata 
Barium  Carbonata 
Barium  Fluorida 
Barium  Nitrata 
Banzana 
Boric  Acid 
Cadmium  Chlorida 
Cadmium  Nitrata 
Cadmium  Sulfata 
Calcium  Carbonata 
Calcium  Chlorida 
Calcium  Fluorida 
Calcium  Nitrata 
Calcium  Phosphata 
Ethar,  Patrolaum 
Hydrochloric  Acid 
Lithium  Chlorida 


Lithium  Carbonata 
Lithium  Nitrata 
Lithium  Sulfata 
Magnasium  Carbonata 
Magnasium  Chlorida 
Magnasium  Oxida 
Manganous  Carbonata 
Mathanol 

Nickalous  Chlorida 
Nickalous  Nitrata 
Nickalous  Sulfata 
Nitrata  &  Oxida 
Nitric  Acid 
Potass.  Oichromata 
Potass.  Hydroxida 
Radio  Mixturas 
Silicic  Acid 
Sodium  Chlorida 
Sod.  Phos.  Dibasic 
Strontium  Nitrata 
Sulfuric  Acid 
Toluana 

Tripla  Carbonata 
Zinc  Chlorida 


2.  As  the  electronics  industry  is  able  to  define  its 
needs  more  precisely.  Baker  will  continue  to  pro¬ 
vide  material  meeting  the  required  specifications. 


Listed  at  the  left  are  some  of  the  other  Baker  high 
purity  chemicals  of  particular  importance  to  elec¬ 
tronic  manufacturers. 


J.  T.  Baker  Chemical  Co 


Phlllipsburg,  New  Jersey 


I 


Acton  Laboratories,  Inc. 

LABORATORY  INSTRUMENTS  OF  EXCEPTIONAL  PRECISION 


TYPE  810  VACUUM  TUBE  VOLTMETER  -  Hot  bol 
anted  circuils,  libetol  invettt  ftedbotk,  ond  pittition  cem- 
ponentt  to  intoro  long  litnt  ttobility  ond  otcuroty.  7  full  icolt 
IK  rongtt:  MOOO  volts  (+  or  — );  i  AC  ronget,  1-300  V 
(rmt);  7  rotittonce  ronget  0.2  to  500  with  multipliert  of  XI- 
XI  meg.  DC  octorocy  ^2*4;  AC  otcuroty  ^3%.  Frequency 
retponte  ±1  db,  10  cpt  to  700  me.  100  meg  input  impodonce 
for  DC  measurement.  High  input  impedance  to  700  me  moin- 
toined  by  1.2  mmf  input  copocitonce  of  AC  probe.  Alto  ovoil- 
oble  ot  810-R  (rock  mount). 


VOLTAGE  MEASUREMENT 


TYPE  81S-A  VACUUM  TUBE  VOLTMETER-Hot  uide 
ronget.  t  foil  stole  DC  ronget:  0.1-1,000  vellt  (-)-  er  — ); 
I  AC  ronget:  0.1-300  volts  (rmt);  0  DC  current  ronget:  0.001 
uo  to  100  mo;  9  rotittonce  ronget:  0.2  to  500  oiith  multipliers 
X0.1  to  X10  meg.  DC  occurocy  ±2*/,,  AC  ^3%,  both  1  V 
ronge  ond  higher.  Frequency  retponte  15  cpt  to  100  MC.  DC 
input  impedonce  100  meg;  AC  5  mmf  ond  10  meg.  Alto 
ovoiloble  ot  115-AI  (rock  mount  —  groy  ponel). 


IMPEDANCE  MEASUREMENT 


TYPE  310  Z- ANGLE®  METER  -  Meosuret  in  pcior 
form  the  impedonce,  phote  ongle,  diitipotien  focter,  ond  ttor- 
oge  coefficient  of  ony  XIC  combinotion.  One  boloncing  control 
permits  occurote  onolytet  to  be  mode  more  quickly  ond  eotily 
thon  with  conventional  AC  bridges.*  Meosuret  impedoncet  from 
0.5  to  100  K.  Frequency  range:  30  cpt  to  40  KC.  Accurocy 
of  impedonce  mognitude  it  ^1%  te  20  KC  ond  ^2  degrees 
for  phote  ongle.  Unit  hot  intemol  400  cpt  ond  40  cpt  tignolt. 


TYPE  320-AB  PHASE  METER  -  Meosuret  phote  differ¬ 
ence  between  2  tignolt  (10  cpt  te  100  KC)  of  ony  wove  thope 
ond  indicotet  phote  ongle  on  lorge  meter  with  teporote  ronget 
of  340°,  180°,  90°,  ond  34°.  Accurocy  it  :1:|1%  of  full 
scale  3  degrees).  Requires  no  odjustmentt,  correctiont.  er 
boloncing  operotiont.  Amplitude  range  it  .7  te  120  volts  rmt. 
Input  impedonce  of  10  meg  ond  13  mmf.  Modificotioni  ollow 
eperotion  to  1  cpt.  Alto  ovoiloble  ot  320-A8R  (rock  mount). 

TYPE  328-A  TRANSISTORIZED  PHASE  METER  — 
Frequency  ronge  10  cpt  te  50  kc.  Direct  rending  frem  0  to 
340°  in  4  ranges,  of  40*  ouch  on  lorge  5"  meter  tcole.  Abso¬ 
lute  occurocy  of  1*  from  10  cpt  te  10  kc.  Amplitude  ronge 
.25  to  170  volts  peek  except  ot  lew  frequencies.  Input  Imped¬ 
ance:  one  megohm  shunted  by  20  mmf.  for  euch  cbonnel. 
Intemol  output  impedonce  it  opprox.  100,000  ohms.  Recorder 
connector  provided.  Power:  105-125  volts,  40  cycle  AC,  20 
wotts.  Terminolt  provided  for  oporoting  from  on  extemol  45 
volt  buttery,  50  mil  drain. 

TYPE  706-A  ULTRA-SONIC  PRIMARY  PHASE  STANDARD - 
Colibrolet  high  frequency  phote  meters,  phote  detectort,  ond  photo-thifting 
devices.  Oenerotet  2  tine-wove  tignolt  having  vorioble  phote  differerKo  0° 
to  340°  ot  ony  specified  tingle  frequency  20  te  200  KC.  Stondnrd  frequency 
supplied  it  82  KC  (2000  yordt  redor  range);  ether  frequenciet  tpeciol.  Phote 
ongle  occurocy  of  ^0.1  degree  tel  by  ebtervotion  el  multiple  frequency 
littoieut  potlera  on  built-in  scope.  Alte  ovoiloble  ot  704-AR. 


TYPE  314  LOW-IMPEDANCE  Z -ANGLE  ®  METER 
—  Quickly  and  occurotely  meoturet  lew  voluet  of  cemplei 
impedoncet  in  polor  form.  Provides  direct  reodingt  el 
impedonce  in  ohmt,  phase  ongle  in  degrees,  and  dittipotien 
focter.  Frequency  ronge  of  30-1000  cpt,  impedonce-mognilude 
ronge  el  0.005-1000  ohmt  occurote  to  ^1%,  ond  dittipotien- 
foctor  ronge  of  0  to  infinity.  Phote  onglet  measured  frem 
— 90*  to  0*  to  -(-90*,  with  occurocy  of  ±1*  frem  30*- 
90°  ond  :i:2°  from  5°-30°.  Unique  4-terminol  orrongemenl 
for  current  ond  velloge  to  unknown  nulliliet  effect  of  leod 
impedonce  end  inturet  occurote  meoturemenlt.  Alte  ovoiloble 
ot  314-AR  (rock  mount). 

PHASE  MEASUREMENT  GENERATION  - 


TYPE  709-A  BROADBAND  SECONDARY  PHASE 
STANDARD  —  Accurately  colibrotes  phase  measuring  inttru- 
mentt  but  con  olte  meoture  phote  when  used  in  conjunction 
with  otcilletcope.  Develops  2  tinutoidol  tignolt  cenlinueutly 
vorioble  from  0°  to  340°  with  respect  to  eoch  other  when  fed 
from  otcillolor.  Ronge  it  20  cpt  to  20  K(.  Accurocy  of  :^l° 
from  20  cpt  to  10  KC.  ±3°  from  10  KC  to  20  KC.  High 
input  impedonce,  lew  output  impedonce.  Inherent  ditterlion 
lets  thon  1%.  0.5  te  5-volt  output  varies  lets  thon  ^2% 
with  phote  shift.  Alto  ovoiloble  ot  709-AR  (rock  mount). 

TYPE  7000-B  AUDIO  PRIMARY  PHASE  STANDARD 
—  Designed  for  colibrolien  of  phote  detectort  ond  phote 
shifting  devices  but  con  olte  be  used  to  meoture  photo  thill. 

Centiili  el  Type  703-A  Otcillecepe,  Type  704-A  Secendney  Phote 
Slondord.  ond  Type  707-A  littojeut  (eneroter.  Supplies  2 
tinutoidol  tignolt  of  tome  frequency  whose  phote  relolienthip 
it  cenlinuoutly  vorioble  from  0°  to  340°  with  :^0.05° 
occurocy.  Any  tingle  frequency  ovoiloble  from  40  cpt  to  20 
KC.  Output  el  I  te  10  vellt  rmt  from  impedonce  el  oppreii- 
motely  200  ohmt. 

TYPE  S1I-A  POWER  AMPLIFIER  —  lew  ditlertien,  lew  neite  ond 
phote  shift  cempentoled  ompliliec  lor  50  cpt  to  50  KC  range.  Output  leod 
chorocterittict:  5  ohmt  12.8  wotts,  25  ohms  13  wolti,  200  ohmt  15  wotit, 
1200  ohmt  12  wolit,  down  I  db  ot  50  KC  Phote  cempeniolion  permits 
epplicotien  ot  drive  tevree  lor  Type  7000  8.  Alte  evoiloble  ot  5II-AR  (rock 
mount). 


OSCILLOGRAPHIC  RECORDING 


TYPE  SSO-A  OSCILLOGRAPHIC  RECORDER  -  An 
8-chonnel,  direct  writing,  direct  reoding  otcillogroph  with  fre¬ 
quency  retponte  ^10%  to  800  cpt  with  S03-A  omplifiert. 
Etpeciolly  opplicoble  te  sequential  timing  studies,  hydrody- 
nomic  letting,  occelerotion  letting,  strain  evoluolion  ond  vibra¬ 
tion  studies.  Disployt  8  trocet  on  mognified  screen  while 
recording.  Uses  35-mm  perforated  film  with  block  corbon 
cooling,  eotily  locquer-sproyed  for  permonency.  Chonnel  inputs 
75  vellt  ot  10  mo  peak.  Amplitude  lineorily:  ±7%  of  rated 
peek  deflection. 


TYPE  503-A  DIRECT-COUPLED  DRIVE  AMPLIFIER 
—  Designed  especially  for  use  with  Type  S50-A  Otcillegrophic 
Recorder.  Supplied  with  plug-in  equoliter  preset  to  equolite 
frequency  retponte  of  Type  550-A  golvonomelet.  Frequency 
ronge  it  DC  to  I  KC.  Moiimum  goin  it  75  Input  impedonce 
el  I  meg,  load  impedonce  of  7500  ohmt.  Output  velloge  it  75 
volts.  Hot  inlernol  colibroting  tignol  source  ond  ptevition  lor 
boloncing  out  DC  component  of  tignol.  Alto  ovoiloble  in 
groups  of  4  mounted  in  504-R  rock  panel. 


TYPE  394-A  PONOGOMETER  ®  STANDARD  - 
Meoturet  equivolent  neite  rotittonce  (ERR)  of  tingle  or  multi- 
turn  precitien  petentiometert.  Providet  for  ettoblishing  thresh¬ 
old  level  of  EHR  from  10-2000  ohmt.  ENR't  obove  threshold 
level  esioblithed  produce  both  vituol  end  ovdio  indicolion. 
Frequency  retponte  flat  to  50  KC.  Accuracy  it  ±(3%  of 
tbrethold  volue  -)-  3  ohmt).  Recovery  lime  it  1.5  tecendt 
moximum.  Alte  ovoiloble  ot  394-AR  (rock  mount).  Ideol  for 
incoming  intpeclion  or  loborotory  onolytit. 


POTENTIOMETER  TESTING  EQUIPMENT 
TYPE  39S-C  PONOGOMETER® 
STANDARD  —  Stondord  equivolent  noise 
resitlonce  generotor  for  colibroting  Ponogom- 
eler  ®.  Consists  boticolly  of  precision  po¬ 
tentiometer  in  porollel  with  rotory  twitch. 
Logorithmicolly  colibroled  diol  providet  direct 
reodingt  of  ENR.  Generotet  EHR  voluet  from 
0  te  ^0  ohmt.  Accurocy  1%.  Alto  ovoil- 
oble  at  39S-CR  (rock  mount  —  groy  ponel). 


TYPE  396-B  PONOGOMETER  ®  ATTENUATOR  — 
Extends  range  of  threshold  resitlonce  of  Ponogomeler  ®. 
Focilitotes  rapid  chonge  of  threshold  tellings.  Permits  direct 
meosurement  of  ENR  t  from  10  ohms  to  100  K.  Phote-inverling 
switch  invettt  phote  of  potsive  noise  pultet  te  Ihol  only  oclive 
pultet  ore  meotured  by  Ponogomeler  ®.  Attenuation  it  0  to 
80  db  in  4  ronget.  Frequency  retponte  it  ±3  db  from  12  cpt 
to  1.5  me.  Hum  ond  noise  level  ore  34  db  below  ID  mv.  Alte 
ovoiloble  ot  394-88  (rack  mount  —  gray  ponel). 


RESEARCH  AND  OEVELOPIMENT 

Aden  laboroletiet,  Inc.,  nite  hot  complete  fncilitiet  ond  on  experienced  engineering  stuff  to 
provide  tpeciolited  reteorch  in  end  development  of  elecirenic  cempenentt  ond  inttrumentt. 

ENVIRONMENTAL  nSTIOUG 

Compononl  letting  to  mililory  ond  cemmerciol  tpocificolient  in  o  fully  equipped  Envirenmentol 
Totting  Loboratery  it  onothec  hnportnnt  lervice  provided  by  Aden  Loboroloriei,  Inc. 


DIFFERENTIAL  er  SPUR  GEAR  DUAL  SPEED  DRIVES,  Typoe  DSD-1  er  3, 

ore  monuolly  operoted  speed  reducers  for  high  er  medium  velocity  ratios.  Feoturet  — 
spring  looded  geort  ond  bearings,  oluminum  diolt  (3”  er  5”  diometer  ovoiloble),  complete 
freedom  from  bockloth  within  the  rated  torque  output  range.  Detoilt  on  request. 


WRITE  OR  CAU 


ACTON  LABORATORIES,  INC. 


536  MAIN  ST.p  AaOH,  MASS.  COIoniol  3-7756 
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c  tile. 


Assembly  is  enclosed 
in  miniature  can  and 
projection  welded 
clos^. 


Precision  bit  of  silicon 
crystal  is  fused  with 
heat  to  ends  of  wire 
inserts. 


Fraction  of  an  inch  of 
gold  wire  and  alumi¬ 
num  wire  are  inserted 
and  crimps  folded  over 
tight.  (See  photo  H) 


Inside  end  of  straight 
wire  elect  rode  is 
crimped  to  a  hollow 
open  top  shell.  (See 
photo  A ) 


Terminal  as  supplied 
by  Fusite.  V-24  glass 
and  all  stainless  steel. 


This  application  is  typical  of  the  hundreds  of 
electronic  components  whose  continuing  operation  is 
assured  by  the  safety  factor  of  a  terminal  with  electrodes 
fused  into  the  glass.  The  resulting  rigidly  fixed  position 
of  the  electrode  guards  against  damage  to  the  finished 
assembly  through  movement  of  an  electrode  depending 
only  on  compression  for  its  position  in  the  glass. 

Robert  A.  Rutherford,  Vice  President  of  U.  S.  Semi* 
conductor  Products,  permits  us  this  direct  quotation. 

"The  Fusite  header  provides  us  with  a  very  satisfactory 
solution  to  the  problem  of  the  lead  wires  turning  in  the  header. 
The  fused  glass  to  steel  has  solved  this  very  troublesome  problem. 
The  stainless  steel  material  also 
provides  excellent  corrosion  resis¬ 
tance.  f^side  from  receiving  a  supe¬ 
rior  product  from  Fusite,  ue  have 
also  received  very  excellent  service 
and  a  great  deal  of  cooperation  from 
both  the  company  and  their  repre- 

sentative."  ISKSIWWVS 


Test  samples  of  any  style  terminal 
available  on  request.  Stainless 
steel  available  on  most  Fusite 
Standard  Headers. 

Write  Dept.  E-2 


6000  FERNVIEW  AVE.,  CINCINNATI  13,  OHIO 

in  Europ*:  EUSITE  N.V.  Konipwas  10,  Alamlo,  Halland 


Whan  erdsting  or  totking  information 
ploo$o  montion  [lotIronUt  tvyorr'  Guido. 
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‘  I- 


Five  stock  sizes  fill 
great  variety  of  appli¬ 
cations.  Ratings  in  ac¬ 
cordance  with  NEMA 
standards,  based  on 
temperature  rise  of 
300*  C.  in  free  air. 
Data  on  types,  sizes 
and  values  not  listed 
here  and  for  resistors 
with  intermediate  tops, 
special  mountings,  etc. 
furnished  on  request. 


2N  Win  SIZE 
Type  1IT^F-3S 
Lii(  X  IV  O.D. 
IlHitiii  Ceetcrs  IIH” 


IN  Win  SIZE 
Type  IT^F-35 
ITi"  Leif  X  IV  0.0. 
Meeetin  Ceetefx 


N  Win  SIZE 
Type  BT^L-3S 
IVi”  Ue|  X  Tl"  0.0. 
Meietiet  Ceeterx  1” 


Mai. 

Stock  Milll- 

No.  Okitu  Amps 


4001 

5 

5660 

4002 

10 

4000 

4003 

25 

2530 

4004 

50 

1788 

4005 

75 

1460 

4006 

100 

1260 

4007 

ISO 

1030 

4008 

250 

800 

4009 

500 

566 

4010 

750 

461 

4011 

1000 

400 

4012 

1500 

326 

4013 

2000 

282 

4014 

2500 

253 

4015 

3000 

231 

4016 

5000 

179 

4017 

7500 

146 

4018 

10000 

126 

4019 

15000 

105 

4020 

20000 

89 

4021 

25000 

80 

4022 

30000 

73 

4023 

40000 

63 

4024 

50000 

56 

4025 

75000 

46 

4026 

100000 

40 

3001 

5 

4000 

3002 

10 

2830 

3003 

25 

1790 

3004 

SO 

1260 

3005 

75 

lOX 

3006 

100 

890 

3007 

250 

565 

3008 

500 

400 

3009 

1000 

283 

3010 

1500 

231 

3011 

2000 

200 

3012 

2500 

179 

3013 

3000 

163 

3014 

4000 

141 

3015 

5000 

126 

3016 

7500 

103 

3017 

10000 

89 

3018 

15000 

73 

3019 

20000 

63 

3020 

25000 

56 

3021 

30000 

52 

3022 

35000 

48 

3023 

40000 

45 

3024 

50000 

40 

3025 

60000 

36 

3026 

75000 

32 

5001 

5 

6310 

5002 

10 

4470 

5003 

25 

2830 

5004 

50 

2000 

5005 

75 

1635 

5006 

100 

1414 

5007 

150 

1155 

5008 

250 

895 

5009 

500 

632 

5010 

750 

SIS 

soil 

1000 

447 

5012 

1500 

365 

5013 

2000 

315 

5014 

2500 

283 

5015 

3000 

258 

5016 

5000 

200 

5017 

7500 

163 

5018 

10000 

140 

5019 

15000 

115 

5020 

20000 

100 

5021 

25000 

90 

5022 

30000 

81 

5023 

40000 

70 

5024 

50000 

63 

5025 

75000 

51 

5026 

100000 

44 

*Thru  all  or  any  part  of  winding.  Diam-  ‘Thru  all  or  any  part  of  winding.  Diam-  •Thru  all  or  any  part  of  winding.  Dlam-  'Thru  all  or  any  part  of  winding.  Diam¬ 
eter  of  base;  l-e/ld”.  Depth  behind  eter  of  base:  2V.  Depth  behind  panel;  eter  of  base;  3Vt".  Depth  behind  panel:  eter  of  base:  4".  Depth  behind  panel: 


panel;  1-1 1 /32''.  Mounting:  Single  hole  1-7/16".  Mounting;  Single  hole  for 

for  bushing.  Shaft:  V*"  diameter,  32  bushing.  Shaft;  >4"  diameter,  pri 


for  iVb"  bushing.  Shaft:  14"  diameter,  32  bushing.  Sha' 
projecting  Vj"  beyond  bushing.  Standard  jKting  1/2"  iMyc 
Bushing:  Will  take  panels  up  to  ’4".  Bushing:  Will  ta 
Mechanical  Rotation:  285  Degrees.  Non-  Mechanical  Rotati 


1-7/16".  Mounting;  Single  hole  for  %"-  l-23'32".  Mounting;  Single  hole  for  1-31 /32".  Mounting;  Two  holes  as  shown 

12  bushing.  Shaft;  >4"  diameter,  pro-  H"-32  bushing.  Shaft:  V4"  diameter.  10-32  x  H"  screws  furnished.  Shaft: 

acting  1/2"  beyond  bushing.  Standard  projecting  V2"  beyond  bushing.  Standard  '4"  diameter,  projecting  Vi"  beyond 

lushing:  Will  take  panels  up  to  ’4".  Bushing;  Will  take  panels  up  to  '4".  bushing.  Standard  Bushing; 


Mechanical  Rotation;  300  Degrees.  Non- 


protecting  Vi  beyond  bushing.  Standard  Vis"  diameter,  protecting  Vi  beyond 
Bushing;  Will  take  panels  up  to  '4".  bushing.  Standard  Bushing;  Will  take 
Mechanical  Rotation;  300  Degrees.  Non-  panels  up  to  *4".  Mechanical  Rotation; 


Turn  Feature:  Standard  position  as  Turn  Feature;  Standard  position  as  Turn  Feature;  Standard  position  as  300  Degrees.  Non-Turn  Feature;  For 

shown.  Changed  on  request.  Terminals:  shown.  Changed  on  request.  Furnished  shown.  Changed  on  request.  Furnished  single  hole  mounting  supplied  on  request. 

Holes  for  No.  4  screw.  with  or  without  knob.  Terminals!  Holes  with  or  without  knob.  Terminals:  Holes  Furnished  with  or  without  knob.  Termi- 


with  or  without  knob.  Terminals!  Holes  with  or  without  knob. 


for  No.  8  screw. 


for  No.  8  screw. 


erminals:  Holes  Furnished  with  or  without  knob.  Termi¬ 
nals:  Hole  for  No.  8  srrew. 


RATING — current  ratings  shown  for  all  Rheostats  are  for  use  in  free  air.  When  units  are  enclosed  values  should  be  reduced  about  50%.  Data  on  non-stock  Rheostats — 
special  shafts  and  bushings;  values  intermediate  to  those  listed;  tapered  windings;  tandem  assemblies,  etc.,  furnished  upon  request. 


When  ordering  or  seeking  information 
please  mention  electronics  Buyers'  Guide. 
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HARDWICK -HINDLE  =  RESISTORS  •  RHEOSTATS 


VITREOUS  ENAMEL  RHEOSTATS  -  Insulated  shafts  and  mounting  bushings 


Type  A-25  —  Will  vrithstond  rugged 
treatment  under  adverse  conditions. 

Has  unusually  smooth  mechanical  ,1^ 
operation.  Terminals  of  strong  cor-  i^9 
rosion  resistant  alloy;  permanently 
welded  to  winding  form.  Wound  ring  ^Vjl 
integral  port  of  refractory  base  with 
vitreous  enamel.  Phosphor  bronze 
actuating  arm  with  graphite  brush  ^ 
for  smoothest  action;  excellent  elec¬ 
trical  control.  Shafts  insulated.  3 
terminals  for  potentiometer  or  rheostat 
use.  Added  safely  factor  with  new  high 


temp,  gray  enamel. 


TABLE  OF  RATINGS  for  FIXED  VITREOUS  ENAMELED 


TABLES  OF  SIZES  AND  RATINGS  OF  RHEOSTATS 


Tables  on  request  for  5  higher  wattage 
models  —  225  to  1000  watts. 


Types  H-50,  H-lOO,  H-ISO  give  longer  service, 
greater  protection.  Designed  for  extremes  of  hu¬ 
midity  and  abnormal  atmospheric  conditions. 
Unique  "buss  bar"  brush  automatically  adiusts 
tension  for  continuous  contact.  Eliminates  backlash; 
no  binding.  Perfect  contact  with  winding  surface. 
New  High  temp,  gray  enamel  bonding  Increases 
safety  factor  and  overall  service.  Improved  rheo¬ 
stats  comply  with  current  standards  of  Military 
Specs  MlL-R-22;  RETMA,  NEMA;  listed  by  Under¬ 
writers  Laboratories,  Inc. 


RESISTORS 

with 

mounting 

brackets 


25  WAH  SIZE 
Type  2B-35 
2"  Laif  X  O.D. 
MNHtiiif  Centers  2Vi 


41  WAH  SIZE 
Type  3'<^L-35 
iMf  X  0.0 
Memtiit  Centers  4' 


Max. 

Mllll- 

n''T5 


Mai. 
MIIM- 
Ohirs  Amoi. 


Stock 

Nf). 

1001 

1002 

1003 

1004 

1005 

1006 

1007 

1008 

1009 

1010 
1011 
1012 

1013 

1014 

1015 

1016 

1017 

1018 

1019 

1020 
1021 


Stock 


2«3f 


5  2225 

10  1580 


10  2000 

25  1260 


25  1000 

50  700 


2020  10000 

2021  12500 


1022  10000 

1023  12000 


2022  15000 

2023  20000 


1024  15000 

1025  20000 


2024  25000 

2025  35000 


1026  25000 


2026  50000 


TYPE  A-25  TYPE  H  50 

25  WAn  RHEOSTAT _ 50  WAn  RHEOSTAT 


Approx. 

■MH 

Stock 

Total 

Max. 

No 

rMiHi 

No. 

Ohms 

Amps.* 

Steps 

ImSmBK 

aSBI 

0201 

0.50 

7.06 

17 

0X1 

0.x 

10.0 

25 

0202 

0.75 

5.77 

17 

0X2 

0.75 

8.16 

25 

0203 

1.0 

500 

17 

0X3 

1.0 

7.x 

52 

0204 

1.5 

4.08 

34 

0304 

1.5 

5.77 

52 

0205 

2.5 

3.16 

34 

0X5 

2.5 

448 

52 

0206 

5.0 

222 

34 

0306 

5.0 

3.16 

52 

0207 

7.5 

1.82 

34 

0X7 

7.5 

2.x 

52 

0208 

10 

1.58 

90 

0X8 

10 

2.22 

X 

0209 

15 

1.29 

90 

0309 

15 

1.82 

X 

0210 

25 

1.00 

100 

0310 

25 

1.41 

X 

0211 

50 

0.706 

100 

0311 

X 

l.X 

129 

0212 

75 

0.577 

135 

0312 

75 

0.816 

153 

0213 

100 

0.500 

112 

0313 

IX 

0.7X 

157 

0214 

150 

0.408 

146 

0314 

IX 

0.577 

187 

0215 

250 

0.316 

146 

0315 

2X 

0  448 

2X 

0216 

500 

0.222 

180 

0316 

5X 

0.316 

3X 

0217 

750 

0.182 

214 

0317 

7X 

0.2X 

294 

0218 

1000 

0.158 

248 

0318 

lOX 

0.222 

3X 

0219 

1500 

0  129 

292 

0319 

15X 

0.182 

364 

0320 

25X 

0.141 

485 

0321 

SOX 

O.IX 

5X 

0322 

75X 

0  082 

714 

0323 

lOOX 

0  070 

7X 

TYPE  H-100 

nPE  H-150 

1  100  WAn  RHEOSTAT 

150  WAn  RHEOSTAT 

0401 

0.50 

14.2 

X 

0X1 

OX 

17.x 

26 

0402 

0.75 

11.6 

X 

0x2 

0.75 

14.10 

X 

0403 

1.0 

10.0 

X 

0X3 

l.X 

1225 

40 

0404 

1.5 

8.16 

X 

0504 

1.5 

lO.X 

37 

0405 

2.5 

6.34 

54 

0X5 

2.5 

7.75 

X 

0406 

5.0 

4.48 

54 

0506 

5.0 

5.48 

79 

0407 

7.5 

3.66 

54 

0X7 

7.5 

4.47 

75 

0408 

10 

3.16 

54 

0508 

10 

3X 

77 

0409 

15 

2.58 

112 

0509 

15 

3.16 

151 

0410 

25 

2.00 

108 

0510 

25 

245 

151 

0411 

50 

1.42 

127 

0511 

X 

1.73 

192 

0412 

75 

1.16 

151 

0512 

75 

1.41 

224 

0413 

100 

1.00 

160 

0513 

IX 

1.22 

204 

0414 

ISO 

0.816 

IX 

0514 

IX 

l.X 

2K 

0415 

250 

0.634 

2X 

0515 

2X 

0.775 

252 

0416 

500 

0.448 

302 

0516 

sx 

0.548 

362 

0417 

750 

0.366 

X3 

0517 

7X 

0.447 

378 

0418 

1000 

0.316 

317 

0518 

lOX 

0  388 

3X 

0419 

1500 

0.258 

375 

0519 

15X 

0.316 

483 

0420 

2500 

0.200 

494 

0520 

2SX 

0.245 

635 

0421 

5000 

0.141 

640 

0521 

SOX 

0.173 

7X 

0422 

7500 

0.115 

7X 

0522 

7SX 

0.141 

940 

0423 

10000 

0.100 

740 

0523 

lOOX 

0.122 

1020 

HARDWICK. HINDLE  :  RESISTORS  •  RHEOSTATS 


ADJUSTABLE  VITREOUS 
ENAMELED  RESISTORS 
with  mounting  brackets 


Reststor  po88«»*«8  the  many^jlfc^ 
advantage8  oi  Vltreou8 
Con8truc1ion,  plu8  an  adju8table 
feature.  Winding  clo8ely  and 
evenly  8paced.  giving  ample  irwu- 
lotion  between  turns.  Where  wind- 
Ing  appears  exposed  in  track. 
underside  tightly  embedded  In  en- 
3mei,  upper  surface  only  exposed 

for  contact  with  adjustable  band.  All  sizes  oi  Adjustable 
Resistors  listed  here,  furnished  complete  with  mounting 
brackets  and  one  adiustable  contact  band. 

TABLE  OF  RATINGS 


X 


25  WATT  SIZE 

50  WAH  SIZE 

75  WATT  SIZE 

Type  K-25 

Type  K-5a 

Tyn  K-75 

1~  Lang  I  H~  O.D. 

4<V  Lang  I  H'  0.0. 

0"  Laag  1  H"  0  0. 

Mailt.  Caitari  2V^' 

Maiat.  Castan  }' 

Mailt.  Castan 

6001 

1 

5000 

7^1 

5 

3160 

8001 

5 

3879 

6002 

2 

3540 

7002 

10 

2240 

8002 

10 

2730 

6003 

3 

2890 

7003 

25 

1420 

8003 

15 

2230 

6004 

5 

2240 

7004 

50 

1000 

8004 

25 

17X 

6005 

10 

1580 

7005 

75 

815 

8005 

50 

1220 

6006 

20 

1140 

7006 

100 

700 

8006 

100 

865 

6007 

25 

1000 

7007 

200 

500 

8007 

200 

612 

6008 

50 

700 

7008 

250 

447 

8008 

300 

500 

6009 

75 

550 

7009 

300 

406 

8009 

400 

424 

6010 

too 

500 

7010 

400 

350 

8010 

500 

387 

6011 

200 

350 

7011 

500 

316 

8011 

750 

316 

6012 

300 

289 

7012 

750 

258 

8012 

1000 

274 

6013 

400 

250 

7013 

800 

250 

8013 

1500 

223 

6014 

500 

224 

7014 

1000 

224 

8014 

2000 

193 

6015 

750 

182 

7015 

1500 

113 

8015 

2500 

173 

6016 

800 

177 

7016 

2000 

158 

8016 

3000 

158 

6017 

1000 

158 

7017 

2500 

141 

8017 

4000 

137 

6018 

1250 

141 

7018 

3000 

129 

8018 

5000 

122 

6019 

1500 

129 

7019 

4000 

112 

8019 

6000 

112 

6020 

2000 

112 

7020 

5000 

100 

8020 

7000 

103 

6021 

2500 

100 

7021 

6000 

91 

8021 

7500 

100 

6022 

3000 

91 

7022 

7000 

84 

8022 

10000 

86 

6023 

3500 

84 

7023 

7500 

81 

8023 

15000 

70 

6024 

4000 

79 

7024 

8000 

79 

8024 

20000 

61 

6025 

5000 

70 

7025 

9000 

74 

8025 

25000 

55 

6026 

6000 

64 

7026 

10000 

70 

8026 

50 

6027 

7000 

60 

7027 

12000 

64 

8027 

40000 

43 

6028 

8000 

56 

7028 

15000 

57 

8028 

50000 

39 

6029 

10000 

50 

7029 

20000 

48 

8029 

60000 

35 

6030 

15000 

40 

7030 

25000 

43 

8030 

80000 

30 

6031 

20000 

35 

7031 

30000 

41 

8031 

100000 

25 

6032 

25000 

31 

7032 

40000 

35 

’033 

lOfl  WAH  SIZE 

160  WAn  SIZE 

Ztfl 

nsi 

SIZE 

Type  K-180 

Type  K-liO 

T 

m  K2 

W 

8^5'  laag  1  m'  O.D. 

evt"  last  1 1V%'  O.P. 

18Vb” 

null 

^'0.8. 

Mailt.  Castan  7H' 

Mailt.  Castan  IH' 

IB  f r* 

9001 

5 

4470 

9002 

10 

3160 

9003 

25 

2000 

9004 

50 

1414 

9005 

100 

1000 

9006 

250 

630 

9007 

500 

a5 

9008 

1000 

316 

9009 

1500 

257 

9010 

2500 

200 

9011 

5000 

140 

9012 

10000 

100 

9013 

15000 

81 

9014 

20000 

70 

9015 

25000 

63 

9016 

30000 

57 

9017 

4CC00 

50 

9018 

44 

9319 

36 

9020 

!.00000_ 

31 

9041  10000 

9042  15000 

9043  20000 

9044  25000 

9045  30000 

9046  40000  63 

9047  50000  56 


9065  250 

9066  500 

9067  1000 

9066  2500 

9069  5000 

9070  10000 

9071  15000 

9072  20000 

9073  25000 

9074  30000 

9075  40000 

9076  50000 

9077  75000 

9078  100000 


BLUE  RIBBON  RESISTORS 

Differ  from  tubular  types.  Wound  on  elliptical  core.  Aluminum 
bar  through  center  insures  even  distribution  of  heat,  avoiding 
hot  spots.  Gray  enamel  eliminates  crazing  which  results  in 
.'allure  of  resistive  element  due  to  moisture  penetration  from 
humidity,  salt  and  other  severe  atmospheric  conditions. 
Mounting  studs — corrosion  and  rust  resistant — peened  to  ends 
oi  thru-bar  conduct  heat  to  mounting  surface.  Stack  2  or  more 
units.  Method  of  fastening  tube  to  thni-bar  prevents  loosening 
Compared  with  tubular  units  oi  equivalent  rating,  these 
resistors  offer:  higher  wattage  rating  per  unit  space  require- 
.ment;  needs  less  space;  simple  sturdy  mounting;  single  or 
stacked;  light  weight;  lower  inductance.  Designed  for  and 
made  in  accordance  with  MIL-R-26  specs. 

TABLE  OF  RATINGS 

nPE  IVs-  B  TYPE  2 "  B  TYPE  aVz"  B 

31  Watt  Ratiif  *  41  Watt  Ratiai  *  55  Watt  Ratiac  * 

Mssst.  Ctstsrt  2”  Mssst.  CtsUrt  2U~  Mssst.  Cestert  4<4" 


0 


TYPE  aVz"  B 
55  Watt  Ratiac* 

Mssst.  Cestert  4<4" 


TYPE  6"  B 
75  Watt  Ratiac  * 

Mssst.  Cestert  6^4" 


B102 

10 

17M 

8202 

10 

2000 

8103 

15 

1410 

8203 

15 

1640 

8104 

25 

1090 

8204 

25 

1260 

8105 

50 

770 

8205 

50 

890 

8106 

100 

550 

8206 

100 

630 

8107 

150 

440 

8207 

150 

510 

8108 

250 

340 

8208 

250 

400 

8109 

500 

245 

8209 

500 

283 

8110 

1000 

173 

8210 

1000 

200 

Bill 

1500 

141 

8211 

1500 

164 

8112 

2500 

109 

8212 

2500 

126 

BIU 

5000 

77 

8213 

5000 

89 

8114 

10000 

55 

8214 

10000 

63 

8215 

15000 

51 

'  Thlt  rstlni  bated  on  a  maiimum  temperature  rite  of  300  degreet  C.  with  the  Retittor  mounted 
horlrontaiir  on  a  10”  i  10”  i  .040"  steel  plate  supported  horizontally  V5"  above  a  wooden  surface 
When  Retittort  are  mounted  on  a  non  metallic  bate  the  nominal  watt  rating  should  be  reduced  by 
approilmately  15%. 

10  AND  20  WATT  FIXED  VITREOUS 
/  ENAMELED  RESISTORS 

[  MB  MB  \  Designed  for  radio  service  and  replacement  use — 

HL/  conservatively  rated — wound  upon  Steatite  Tube — com- 
binotion  lug  and  pigtail  terminal  connections.  Vitreous 
enamel  insulation,  insures  proof  against  moisture.  10  watt 
^  and  20  watt  sizes,  in  the  range  of  resistance  values  shown. 


HARDWICK-HINDLE  INC 

NEWARK  •  NEW  JERSEY  . 
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r  unsurpassed^ performance  in  every  application 


NfW  iNdANO  UAtn  «  lASTItN  NfW  VO«K 
TlWllt  ASSOCIAIIS.  INC 

•  •wrltMMn.  M«M  ,  li< «■"»*#  3  *000 

•  CWM  ,  not  I  *OrMt«  S«9* 

NOtTMItN  A  WISTIBN  MfW  TOtB 

J  0  RTEISOM  ASSOCIATES  INC 

•  SyrvcwM  I.  N*w  Y»rfc.  BO  Ua  1400.  OI0m*>  Aim 
NIM  TOIK  CITY  A  NOOTNfAN  NfW  JIBSIV 
BMC  ASSOCIATiS 

•  N*«  T«rk.  N«»  T*rA.  3SA  t*»«  7SW  S«>«**  Tac4«l««r  *  307S 

•  N««  iarMf  )BI  Cf*nA  A*«mw«.  lOw*n  7  SBSS 
EASTftN  BfNNSriVANIA  A  SOUTMiBN  NIW  ilBSIT 

I  E  BOBIMSON  COMBANT 

•  Umw  Omhy.  B«  7404  W  CI«mN«  B.b*  3  7017 

•  C*M»  H.N  ^  .  3tM  mmfk9*  S*****  *I«4M  7  ATtt 

•  AWwfv  B«fh.  N  J  BOS  S( .  K|n*t  I  9190 
EASTERN  OHIO  A  WflTEBN  BENNSTIVANIA 
W  B  OOCll  COMBANY 

•  OHt«  2AA14  C*«>**f  Bt^^  BmA  I  BOOO 

•  Brt**A«*t*<  31.  B«  790  B^  A«*«««.  BBam*..*  I  13)1 
OliAWABf  MABVIANO  A  WASNINOTON.  0  C 
HOBMAN  ASSOCIATES  INC 

•  B.  0  C  .  3017  S  Straw.  N  W  .  pC(Ww«  3  9709 

•  OWiMMara  10.  Mat flwW.  A39  S«  Mm  *  BA  .  nOpkm*  7  33B0 
SOUTH! ASTIBN  STATES 

•IVENS  A  CAiDWfll  INC 

•  MM>  BaM*  NartK  Carakna  1*31  Na  MaM  S*raW  3  «C73 

•  AHaa*a  S,  Ca  .  31»  MapN  Or.»a.  N  f  .  ClAar  1  7933 
HOtlOA 

ABTHUB  H  ITNCM  A  ASSOCIATES  INC 

•  fart  Myart.  BlariAa.  19  Wa«t  NartA  SKara  A«a>'va  WTawBaWa  53151 

•  CaMatriHa.  NwlAa.  BO  Ooa  34*3.  fBa*Al.a  3  003B 
AMCMIOAN  A  TOIAOO  OWlO 

S  STEBIINC  COMBAfrr 

•  Oatrart  99.  .  19110  W  M(N.cKa4«  B4  UaaA»a«  1  3*00 

NOBTH  CENTBAl  STATES 

CtOSUET  ASSOCIATES  INC 

•  ClMata  49  IHm#**.  3711  W  HavarB  S«raat.  SMaWraka  1 1900 

•  Oartaa  I*.  OA«a.  91  Bark  Araitaa  AXatMwtar  *  19*4 

■  S*  Bawl  14.  M>«m  .  043  RarManA  Ara  ,  MtAwar  A  7001 

•  H>»aaapaln  30.  laA  .  9430  N  Callava  Ara  a>NarA  I  *399 


BANSAS  MISSOURI  A  SOUTMIBN  IUINO<S 
NAMIS  HANSON  COMBANY 

•  S*  lawH  17.  lAa  3014  Sa  OraatvaaA  0N4  .  Mli 

•  Baaaat  C<*v  10.  BN  7*l«  Baaaa  A*anwa.  HlfMi 
SOUIN  CBNtBAl  STATES 

EAtl  tIBKOMO  ASSOCIATES 

•  OaHa»  *  Taaa*  taa  7004  f  aataaaA  7  1001 

•  Hawttaw  9  Taaa*.  3039  OxfciaaaA  Ara«wa  BlOA 
CALIfOOMA  A  SOUTMWISTSBN  9TATES 
NEELY  IMTEtBOiSfS 


TYPICAL  POWER 
OUTPUT 
MILLIWATTS 


FREQUENCY 
RANGE  kMc 


BASING 


RESONATOR 

VOLTAGE 


RESONATOR 

CURRENT 


Reflex 


Micro. 


Reflex 


Micro. 


Reflex 


Micro. 


Moldsd  Leads 


Reflex 


Octol 


1.3  wotts 


Reflex 


le  Screw 


1^4  watts 


Reflex 


Single  Screw 


1.3  watts 


Reflex 


Octal 


1.4  wotts 


Molded  Leads 


Molded  Leads 


Molded  leods 


Reflex 


Molded  Leads 


Externol  Covit] 


10—15.5 


Reflex 


External  Covlty 


10—15.5 


V-40B 


Reflex 


Molded  Leads 


External  Cavity 


IS— 21 


Reflex 


Externol  Covity 


15—21 


Fr.  Multiplier  5X 


Octal 


Reflex 


Reflex 


Reflex 


Molded  Leads 


Reflex 


Reflex 


Molded  Leads 


Reflex 


Molded  Leads 


8.5—10.0 


Molded  Leads 


1  watt 


Reflex 


Molded  Leads 


14.0—17.5 


Reflex 


Reflex 


Molded  Leads 


16.0—17.0 


Reflex 


4ijnA 


Molded  Lead; 


Reflex 


I  Molded  Leads 


i*Vff€0  ' 


mnTMm  iiuvioaic  •«#(  tums  •««<  oicuukron  m«m  v*r>iM«  »u«r^  •cciutATot)  vtcaoMti  snt(M  coh^ims 

H  »  S^CttOWdCn  IIACim  «*(,«(  fOMHI*)  sum  ^0«l«  CAATmiC  ticotoits  AISCAACH  AAO  MVIlOAIN^r  SfAv'ClS 


VA.6237  to 


THC 
MAfK  Of 
LfADCfSHIP 


•Trod«mark 


MAXIMUM  RATINGS 
RKONATOS  RfSOSATOS 
VOLTAGE  CURRENT 


TYPICAL  POWER 
OUTPUT 
MILLIWATTS 


FREOUENCY 
RANGE  kMc 


TUBE 


TYPE 


TUNER 


BASING 


50  itiA 

45  mA 

190  mA  pk 
60  mA 


•VA-97 

•VA-98 

VA-121B 


I  Reflex  I  Single  Screw 

[  Reflex  I  Single  Screw 

!  TWT  Amp.  35  db  goin  1%  DU 
;  Reflex  '  External  Cavity 

I  Reflex  lock  Nut 

;  Reflex  ^  External  Covity 

i  BWO  Electronic 

[  Reflex  Single  Screw 

1  Reflex  Single  Screw 

[  Reflex  Externol  Cavity 

I  Reflex  i  Single  Screw 


Molded  Leads 
Molded  leads 


34.0—35.6 
23  6— 24  4 
2.0—4  0 
8  8—9  6 
10.5— 12  2 
8.8—96 


18 

25 

40  W  pk 
70 
215 
55 


;  425 
I  400 

'  2300  V  pk 
I  350 


V-1528  :  Reflex 

V.154  ;  Reflex 

V-155  ;  Reflex 

VA-161  i  BWO 

•VA-2018  1  Reflex 

•VA-303B  I  Reflex 

VA-210B  I  Reflex 

VA-214  I  Reflex 

•VA-330A-F,Z  Reflex 


Molded  leads 
3  Pm 

Molded  Leads 
Molded  leads 
Molded  Leads 

3Pin  _ 

Molded  leads 
3Pin 


70  mA 


450 


350 
i  650 
350 
I  350 
i  350 


30  mA 
55  mA 
52  mA 
55  mA 
70  mA 
so  mA 


8.2— 12  4 


8.5—96 


8  5—96 
9.6— 10  8 
80—11.2 
5.925—7.750 


25 

25 

1.2  watts 


1  Single  Screw 


I  Octal 


VA-IIOA  7  4K  7  7S0  kMc  VA  2108  7  IK  7  4»  kMc.  VA-230C  6  t7J  7  12S  kMc.  VA-IIOO  6  57J  6  875  kMc  VA-220E  6  125  «  425  kMc.  VA-220f  5  725  6  225  kMc.  VA-220Z  7  75  8  1  kMc 


Reflex 

Reflex 


4.9—^ 
5.985— A555 


80  mA 
I  35  mA 

VA-221F  5.985  6.285  kMc 
■  35  mA 

80  mA 


•VA-220J 
•VA-231B  to 
VA-221F 


Single  Screw 
Single  Screw 


Octal 

Octal 


1  watt  '  750 

40  J  330 

VA-221E  6^285  6  585  kMc; 
40  _  i  330 

1.2  watts  '  750 


IVA-221B  7.225  7.555  kMc,  VA-221 C  6  955  7.255  kMc,  VA-221D  6  705  7.005  kMc 


Reflex  I  Single  Screw  I  Octal 

Reflex  I  Single  Screw  |  Octal 

yA-332B  7.125-7  425  kMc;  VA-222C  6  875-7.125  kMc 


5.250—5.560 

5.925—7.725 


•VA-221H 


*VA-223B  to 


VA-222F 

•VA-222R 

VA-800 


VA-222D  6  575  6.875  kMc,  VA-222E  6  125-6.425  kMc;  VA-222F  5.925-6.225  kMc 


Reflex  •  1  Single  S 

4  Res.  CW  Amp.  50  db  goin 
4  Res  CW  Amp  45  db  gam 
4- Res.  CW  Amp.  45  db  gain 
4- Res.  CW  Amp.  45  db  gain 
4  Res.  Pulse  Amp.  60  db  gai 


Si.-.gle  Screw  [  Octal 
50  db  gam  (one  tube  covers  entire  ronge) 
45  db  aam 


5.8-6.0 
1.7— 2.4 
4  4— 5.0 
5.925—6.425 
7.125—8.5 
5.3— 5.9 
2  7—2  9 
685—  985 
.470—  890 


2  watts 
10  kW 
2  kW 
i2  kW 


750 
20  kV 
10  kV 
10  kV 
10  kV 
23  kV  pk 
l50  kV  pk 
20  kV 
18  kV 


80  mA 
2.5  A 
1  A 
1  A 


VA-804  Set 


VA-80S  Ser 


VA  806  Ser. 
VA  808 
VA-820B,C 
VA-833 


2  kW 


i  4  Res.  Pulse  Amp.  60  db  gain  1.6%  DU  I 

I  4'Res.  Pulse  Amp.  50  db  gain  0  2%  DU  | 

I  4  Res  CW  Amp  40  db  gam  (one  tube  covers  entire  ronge)  [ 

i  3  Res.  CW  Amp  27  db  gain  I 


24.5  kW  pk 
5  Meg  W  pk 
10  kW 
15  kW 


4.5  A  pk 
100  A  pk 

2.5  A 
3.25  A 


VA-6242  VA-6  2  3  7  470-530  Me.  VA-623B  530  584  Me.-  VA-6  2  3  9  584  656  Mc;  VA-6240  656  728  Mc;  VA-6241  728  806  Mc;  VA-6  2  4  2  806  890  Me 

VA  6310/V-260  j  Reflex  I  Single  Screw  f  3-Pin  |  8.5—10.0  1 70 

VA  6312/V-270  Reflex  j  Single  Screw  j  Molded  leods  |  8  5—10.0  70 

VA-6314/V-290  Reflex  I  Lock  Nut  j  Molded  Leods  I  8.5—10.5  120 

VA'6315/V-153  Reflex  |  Single  Screw  |  Molded  Leods  j  8.5—10.0  50 

VA-6316/V-151  Reflex  Lock  Nut  j  Molded  leads  |  8.5—10.0  '25  j 

covify.  Bold  faco  typo  nymbon  inditato  ro<ommondod  mitrowovo  tvbot  for  now  oquipmont  dotign. 


42  fnA 


42  mA 
74  mA 


74  mA 

52  mA 


V  A  R  I A  N 


Alio  1e  CAlirOtNIA 

''  Kf p^esen^ottyes  thfuout  the  world 


MICamMAV^E 


Varian  has  world  wide  representation  and  fWd  engineering  ' 
service  through  the  following  organizationB.  Each  is  thoroughly  familiar 
with  fields  to  be  served  and  competent  to  handle  both  contractual 
and  technical  matters  for  users  of  Varian  products: 


VA-1402 
VACION*  HIGH 


VACUUM  PUMP 


VACION*  POWER  SUPPLY 


I 


FLEXOLON  WIRE 

A  new  concept  in  high  temperature  insula¬ 
tion  developed  by  Tensolite's  research  and 
development  laboratories.  FLEXOLON 
wire  provides  the  best  properties  of 
wrapped  and  extruded  fluorocarbon  insula¬ 
tion.  Important  features  of  this  versatile 
hook-up  and  lead  wire  are: 

•  250-foot  minimum  continuous  production 
lengths  guaranteed. 

•  Solid  and  striped  combinations. 

•  Most  flexible  of  all  hook-up  wire  con¬ 
struction. 

•  High  temperature  range  of  —90  deg.  C. 
to  -r250  deg.  C. 

•  Greatest  miniaturization  in  MIL-SPEC 
hook-up  wire  (smallest  hook-up  wire  in 
the  world). 

•  Abrasion-protected  striping  (the  (^lor 
Guard  Striping  process). 

•  High  dielectric  strength  (far  exceeds  re¬ 
quired  600  V  and  1000  V  ratings). 

•  Consistent  concentricity. 

•  Superior  abrasion  and  cut-through  resist¬ 
ance. 


TENSOLON  WIRE 

Insulated  with  fluorocarbon  high  tempera¬ 
ture  resin. 

Choose  from: 

Parallel  wrapped  . . .  utilizing  an  exclusive 
patented  technique  which  assures  greater 
concentricity  and  maximum  flexibility 
(solid  colors  only). 

Spiral  wrapped. ..with  special  cross-tapped 
construction  and  unlimited  color  coding; 
striping  that  meets  commercial  and  mili¬ 
tary  specifications. 

Extruded  . . .  featuring  an  extruded  homo¬ 
geneous  fluorocarbon  resin  (solid  and  inked 
stripe  combinations). 


TENSOLEX  WIRE 

Insulated  with  extruded  vinyl  plastic. 
Types  B  and  C  meet  MIL-W-1687S.  They 
are  high  temperature  hook-up  wires  rated 
for  continuous  use  from  —55  deg.  C.  to 
-r  105  deg.  C.  with  or  without  nylon  jackets. 

Types  WL  and  SRIR  are  manufactured  in 
accordance  with  the  joint  Army-Navy  speci¬ 
fication  JAN-C-76  (Qualification  approval 
Certificates  Nos.  13725  and  13606A). 
Types  LW  and  MW  are  general  purpose 
hook-up  wires  specifically  designed  for 
radio  instrument,  and  military  electronic 
applications.  Designed  to  meet  MIL-W-76A, 
they  are  recommended  for  use  at  tempera¬ 
tures  up  to  80  deg.  C.  in  the  internal  wir¬ 
ing  of  electrical  and  electronic  equipment. 

TENSOLITE 

WRAPPED  VINYL  WIRE 

Super-flexible  wire  designed  for  miniatur¬ 
ization  applications  at  operating  tempera¬ 
tures  from  —40  deg.  C.  to  -  60  deg.  C. 


AIRFRAME  WIRE 


COAXIAL  CABLE 


MULTI-CONDUCTORS 


MAGNET  WIRE 


TENSOLON  AIRFRAME  WIRE 

Insulated  with  high-tempera¬ 
ture  resin,  it  is  manufactured 

in  compliance  with  MIL-W- 

7139A.  Important  features  are: 

•  —90  deg.  C.  to  +  250  deg.  C. 
temperature  range. 

•  600  Volt  and  prescribed  over¬ 
load  operation. 

•  Rugged,  abrasion  resistant 
construction. 

•  Short-time  emergency  oper¬ 
ation  in  event  of  fire. 

•  High  resistance  to  chemi¬ 
cals. 

•  Excellent  flexibility. 


TENSOLON 

MINIATURE  COAXIAL  CABLE 

Designed  to  meet  MIL-C-17B, 
it  is  ideal  for  high  frequency 
operation  from  —90  deg.  C.  to 
-f-250  deg.  C.  Insulation 
assures  extremely  low  loss, 
high  dielectric  strength,  and 
complete  resistance  to  mois¬ 
ture  and  chemicals.  A  great 
variety  of  outer  jackets  per¬ 
mits  the  selection  of  cable 
well  suited  for  many  applica¬ 
tion  requirements. 


TENSOLON 

MULTI-CONDUCTOR  CABLE 

Using  conductors  designed  to 
meet  MIL-W-1M7S,  types  E 
and  EE.  A  large  variety  of 
standard  and  custom-designed 
constructions  from  single  to 
50  conductor  assemblies  are 
available. 

TENSOLITE 

MULTI-CONDUCTOR  CABLE 

Highly  flexible,  with  vinyl  in¬ 
sulation,  it  is  available  to  meet 
a  wide  range  of  application  re¬ 
quirements. 


High  temperature  magnet 
wire  —  designed  to  meet  MIL- 
W-19S83— Is  ideal  for  coils  and 
windings  requiring  high  tem¬ 
perature  application.  It  is  sup¬ 
plied  in  wall  thicknesses  ST, 
HT,  TT  and  QT  in  AWG  sizes 
18  through  44. 


Write  for  catalog  containing  complete  technical  information 

Dept.  TEN- 1 

INSULATED  WIRE  CO.,  INC. 

W«st  Main  Straat,  Tarrytown,  N.  Y.  •  Pacific  Division:  1516  N.  Oardnar  8t.,  Loo  Angalaa,  Calif, 
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accuracy  -  stability 

4  l,T  4  SENSITIVITY 


Each  Ballantine  Voltmeter  has  only  one  voltage  scale, 
with  decade  range  switching,  which  provides  the  same 
accuracy  of  reading  at  all  points  on  the  logarithmic 
voltage  scale.  A  linear  decibel  scale  is  also  provided 
for  use  by  acoustical  engineers.  Each  Voltmeter  also 
may  be  used  as  a  high  gain  wide  bond  amplifier. 


TRUE  RMS  INDICATION 


MODEL  320 


Voltog*  Rang* .  1 00  inf  — 320  » 

Fr*qu*ncy  Rang*  .  5  cpt  —  500  kc 

Accuracy  .  3  %  15  cps  —  1 50  kc 

5  %  •ls*wh*r* 

Slabllily  of  InUmal  Calibrator  . 0.5  % 

Input  Impedanc*  .  .  . 

10  megs  shuntod  by  18  Miif  b*low  10  m« 
10  m*gs  shuntod  by  8  iryf  above  10  mv 


AUDIO  to  250  kc  MODEL  300D 


Voltage  Range 
Frequency  Range 
Accuracy  . . 


1  mv —  1000  V 
10  cps  —  250  kc 
.  2%  ENTIRE  RANGE 


Input  Impedance  .  2  meg  shunted  by  15uuf 


SUB-AUDIO  to  150  kc  MODEL  302C 

Battery  Operated 

Voltage  Range  1 00 iiv— 1000  v 

Frequency  Range  2  cps  —  1 50  kc 

Accuracy  _  3%  5  cps  —  100  Kc 

5%  elsewhere 

Input  Impedance  2  meg  shunted  by  10  iivf* 

*Shuni  copocitoftc*,  25  uyf  on  two  mo«t  tooittivo  rongot 


DC  &  AC  PRECISION  CALIBRATOR 

Voltage  Rang*  .  0-10  v  RMS;  Pk-to-Pk;  or  DC 

Frequency  (Std.  Model)  . .  1  kc 

(other  values  on  special  order) 

Accuracy  (long  term)  Better  than  0.5%  above  1  mv 

Distortion  and  Hum  .  lets  than  0.25% 

Setting  Resolution  Approaches  0.01  %  above  10  mv 
Output  Impedanc*  (AC)  ....  2-20  ohms  depending 
on  rang*  setting 


MODEL  420 


SENSITIVE  INVERTER  MODEL  700 

For  Measuring  DC  Voltages  when 
combined  with  any  AC  Voltmeter 

Voltage  Rang*  .  1  itv  -  100  v  DC 

Ratios  DC  Input  to  RMS  Output  .  1:100  8  10:1 

Accuracy  .  1  %  1 00  uv  —  1 00  v 

Input  Resistance  .  .  ..  >10  meg  for  1:100 

50  meg  for  10:1 


PEAK-to-PEAK  MODEL  305 

Voltage  Range  1  mv— lOOOv  pk-te-pk 

Frequency  Range  10  cpt  —  100  kc  (sine  wave) 
Pulse  Width  3  ifsec  —  250  vtec 

M  in  Rep  Rate  20  pulses  per  tec 

Accuracy  5%  for  pulses 

Input  Impedance  2  meg  shunted  by  8  utif* 

*Shunt  cepacilonce,  IS  vn<  on  two  mast  sensitive  ronpes 


MODEL  305  \  DECADE  AMPLIFIER  MODEL  220B 


For  Increasing  the  Sensitivity  of  any 
AC  Voltmeter  by  10  or  100  times 


Voltage  Range 
Frequency  Range 
Accuracy 
Input  Impedance 


..  20  iiv  —  50  mv 
..  10  cps—  150  kc 
2%  ENTIRE  RANGE 
5  meg  shunted  by  1 5  iivf 


AUDIO  to  2  me  MODEL  31 OA 

Voltage  Range  ..  lOOifv— lOOv 


Frequency  Range 


Input  Impedanc* 


lOOifv  —  100  V 
Dawn  to  iO  w  at  reduced  occurecy 
10  cpt  —  2  me 

As  null  defector  S  cps.  — .  4  me 

.  3  %  1 5  cps  —  1  me 

5%  eltewfier* 

2  meg  shunted  by  9  iisif* 


•Shunt  cepacitonce,  19  jjift  on  two  most  sensitive  ronees 


Frequency  Range 
Accuracy 


AUDIO  to  6  me  MODEL  314 

Voltage  Range  . .  1  mv  —  1000  v 

II 00 itv —  1  mv  without  probe) 
Frequency  Range  1 5  cpt  —  6  me 

Accuracy  3  %  15  cps  —  3  me 

5%  elsewhere 

Inpsft  Impedance  .  1 1  meg  shunted  by  8  iivf 

(1  meg  shunted  by  25  Vlif  without  probe) 


INFRASONIC  to  30  kc  MODEL  316 

Voltage  Rang*  .  20  mv  ^  200  v  pk-to-pk 

Frequency  Range  0.05  cps  —  30  kc 

(Down  to  0.01  cpt  with  correclian) 

Accuracy  .  3%  ENTIRE  RANGE 

Input  Impedance  .  10  meg  shunted  by  17  uuf 

*r  40  uuf  depending  on  tetling 


DIRECT  READING  CAPACITANCE  METER 

MODEL  520 

Capacitance  Range  .  0.01  jjuf  I*  12  juf 

in  9  d«cadt  rong«i  covering  ov«r  o  billioft  to  1 

Accuracy  .  2%  above  0.1  uvf 

5%  below  0.1  juif 
Capacitor  Power  Factor  .  0.15 

Test  Frequency  . . .  .  1  kc 


ACCESSORIES  are  available  for  all  voltmeters  to  ex¬ 
tend  voltage  measurements  down  to  20  jjv  and  up  to 
10  kv,  and  to  measure  currents  from  0.1  uamp  to  10 
amp,  and  to  provide  DC  from  the  Model  300  Voltmeter 
to  drive  external  recorders  or  remotely  located  meters. 
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miniature  indicators  &  pilot  lights 

FOR  AIRCRAFT,  COMPUTERS.  INDUSTRIAL  AND  LABORATORY  INSTRUMENTS 


FINE  MATERIALS,  DESIGN  SIMPLICITY,  100%  QUALITY  CONTROL 

...PROVIDE  LONGER  SERVICE,  MORE  ECONOMY 


STRONG.  LIGHTWEIGHT  ALUMINUM  CASES  AND  RINGS 
black  or  silver  anodized  to  MIL-A-8625  (ASG) 

SOCKET  TERMINALS  IN  VARIETY  OF  FINE  MATERIALS 
silver  and  gold-plated;  cadmium-plated;  electro-tin 
ALL  LENSES  DESIGNED  WITH  CORRECT  ILLUMINATION 
butyrate  per  MIL-P-10407  for  best  light  efficiency 
CURRENT  LIMITING  RESISTORS  ARE  THE  FINEST 
genuine  Allen-Bradley  carbon  composition 
QUALITY  INSULATION  IS  USED  EXCLUSIVELY 
Melamine  MME  per  MIL-P-14;  or  glass  nylon 


You  can  mount  almost  any  E-Lite  in  a  h"  diameter 
hole.  These  tiny  units  save  valuable  space  in  aircraft 
instruments  and  computers,  perform  dependably 
in  laboratory  breadboards,  provide  long-life  economy  in 
telemetering  and  control  systems.  E-Lites  are  available 
with  both  neon  and  incandescent  lamps,  in  a  great 
variety  of  colors,  styles,  and  data  readout  capacities. 


A  VARIETY  OF  LAMP-HOLDER  COMBINATIONS  AVAILABLE 


GENERAL  PURPOSE  ASSEMBLIES 

1  OH  SERIES  is  available  normally 
with  a  retainer  nut.  Where  a  wide,  flat 
lens  is  desired  (carries  up  to  3  digits), 
a  1DH6,  a  1DH7  (long,  extra  side  visi¬ 
bility),  or  a  1DH8  (fluted,  maximum 
side  visibility)  may  be  used. 


»CF1 

/  Incandescent, 


1CF3 

Incandescent, 
6, 12,  24  V. 


1CC1 

Neon,  round 


SPECIAL  PURPOSE  INDICATORS 

I  1  FH  DUAL-LAMP  HOLDERS  for  uses  in  applica- 
I  tions  where  a  positive  double  check  on  circuit 
•"“l  operation  is  mandatory.  Key  circuitry  may  be 
I  monitored  in  variety  of  ways 


1CC4 

(Neon;  narrow, 
flat  face  for 
one  difit 


1CF12 

Incandescent, 
6, 12,  24,  48  V. 


6B  SWITCHLITE  is  a  unique  device  for  computer 
and  data  systems  in  which  switch  must  operate 
a  circuit  electrically  independent  of  lamp  cir¬ 
cuit,  yet  logically  related  to  lamp  indication. 
Has  d.p.d.t.  switch.  .... 


-  v; 


1AG  NEON  INDICATORS  have  a  round 
lens,  are  available  with  or  without 
built-in  current  limiting  resistors. 


1AF  INCANDESCENT  INDICATORS  (not 
shown)  same  as  above  but  with 
telephone  type  lamp. 

WRITE  FOR 

COMPLETE  BULLETIN 


LOW  COST  INDICATORS  for  mass  pro¬ 
duction  use.  Type  IB  is  neon,  mounts 
with  furnished  push-on  retainer.  Round 
or  flat  lens  (lens  mark  available). 


IK  is  incandescent,  very  low  cost,  for 
TV,  radios,  etc.;  with  or  without  clip, 
G.E.  10,  12, 15  type  lamps.  - 


r 

E  L  D  E  M  A 

CORPORATIO  N 
1805  Belcroft  Avenue  •  El  Monte,  California 


DATA  READOUT  INDICATORS 
One,  two,  or  three  digits,  letters  or  symbols  are 
available  on  lens  face.  With  or  without  current- 
limiting  resistors. 

1EG  Ntan  (1  or  2  digits) 

iff  Mtcaiidotetnt,  same 
'  as  but  uses 

w*  w  lamp. 

^  * - (wide,  3  digits)  same  as 

1  EG  except  that  lens  may 
'  be  changed. 

IGF  Incandescent,  same 
as  IGG  but  with  6,  12, 
24,  48  V.  telephone  type 
lamp. 


1AD  TRANSISTOR  CIRCUIT  LIGHT 
Eliminates  need  for  special  adapting  work  to  fire  neon 
bulb  in  transistor  circuits.  Lamps  are  aged,  selected 
for  stability.  Has  diode-resistor  network,  neon  bulb, 
round  red  or  clear  plastic  lens.  Flat  face  type  for 
readout,  also. 
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New  PEAK  POWER  METER 
gives  direct  indication 


“OSI, 


C*I 


♦'al 


‘«U.. 


630  PEAK  POWER  METER  SPECIFICATIONS 


REPETITION  RATE:  50  to  5000  pps 

RISE  TIME:  0.15  microsecond  MM 

VIDEO  OUTPUT  (RF  Pulse):  300  millivolts 

SIZE:  19  in.  long  x  in.  high  x  10  in.  wide 

WEIGHT:  Approx.  20  lbs. 

MOUNTING:  Standard  relay  rack  type  j|||| 

CASE:  Integral  shield  and  dust  cover  p 

FREQUENCY  RANGE:  Depends  on  barretter  mount  used 

BARRETTER  MOUNT:  Arw  mount  with  less  than  I 
lOOmmf  output  capacitarK:e  I 
BARRETTER:  Microline  823  or  825  barretter  ggB 

POWER  RANGES:  0-30.  0-100,  0-300  mw  |||| 

ACCURACY:  :t  10% 

PULSE  WIDTH:  0.25  to  10  microseconds 


Meter  indicates 
actual  peak  of 
power  pulse,  re¬ 
gardless  of  width, 
shape,  rate,  or  duty 
cycle. 


I  his  new  Sperry  development  now 
mukes  it  possible  to  measure  peak 
power  directly  and  continuously.  It 
eliminates  tedious  caleulation  and 
risky  guesswork  in  evaluating  pulsed 
microwave  systems. 

Designed  as  a  laboratory  instrument 
for  development  work  and  production 
testing,  the  Microline*  630  Peak- 
Power  Meter  eliminates  chance  of 
error  by  replacing  less  accurate  aver¬ 
age  power  methods  which  require 


conversion  of  pulse  shape  and  duty 
cycle  factors.  Employing  the  barret¬ 
ter  intcgration-dilTcrentiation  mcthtxl. 
the  630  supplies  indication  independ¬ 
ent  of  input  pulse  width,  pulse  shape 
and  repetition  rate.  In  addition,  video 
output  is  available  for  observing  in¬ 
put  pulse  shape.  Internal  calibrating 
circuit  eliminates  the  necessity  for 
auxiliary  calibrating  equipment. 

This  new  Sperry  meter  requires 
only  an  appropriate  low-capacitance 


barretter  mount  to  perform  measure¬ 
ments  at  any  microwave  frequency. 
For  further  information,  write  our 
Microwave  Electronics  Division. 

MICROWAVE  ELECTRONICS  DIVISION 


'  6  rR0SC0P£  C0MP4Mr 

Great  Neck,  New  York 


DIVISION  OF  SPERRY  RAND  CORPORATION 
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I  PQ  nClt^POn  . .  .  leadership 


Rolings 

at 

150°C 

Maximum 

Peak 

Averoge 

Recurrent 

Moximum 

Forward 

Inverse 

Inverse 

Current 

Voltage 

Current 

Type 

(Amps) 

(Volts) 

(mo) 

1N684 

.15 

400 

.2 

1N689 

.15 

600 

.2 

1N683 

.075 

400 

.2 

IN687 

.075 

600 

.2 

1NS38 

.25 

200 

.35 

IN540 

.25 

400 

.35 

tN547 

.25 

600 

.35 

2WlSt 

.05 

1500 

.05 

1N253* 

1.0 

95 

.1 

1N254* 

0.4 

190 

.1 

1N255* 

0.4 

380 

.15 

1N236* 

0.2 

570 

.25 

TM47 

3 

400 

.5 

TM67 

3 

600 

.5 

TM104t 

1 

1000 

.5 

1N2S0A 

20 

200 

5 

TII402 

20 

400 

5 

1N413B 

50 

100 

5 

1N413B 

50 

200 

5 

TH  402B 

SO 

400 

5 

*JAN  types  toted  ot  Y35'^C  Cose  Temperature 

ttoting  ot  12S 

C 

Maximum 

Maximum 

Inverse 

Average 

Moximum 

Operating 

Forword 

Inverse 

Voltoge 

Current 

Current 

Type 

(vein) 

(mo) 

(mo)  @  V 

totings 

at 

I50°C 

1N486A 

225 

50 

25  @  225 

1 N488A 

380 

50 

25  ®  380 

1N457* 

60 

25 

5  @  60 

IN458* 

125 

25 

5  l§)  125 

1N459* 

175 

25 

5  ®  175 

Ratings 

at 

125'C 

)N251* 

30 

30 

10  ®  10 

1N2i2 

20 

40 

10  @  5 

Recovery  time  .15  Msec 

Ratings 

at 

100°C 

SG213 

200 

12 

50  ®  175 

Recovery  time  .3  Msec 

SG223 

200 

25 

50  ®  175 

Recovery  time  .5  Msec 

*JAN  lypet 

SILICON  RECTIFIERS 

f 

•  Ratings  to  1000  volts 

•  Operation  to  175**  C 

•  High  Current  Ratings 

•  Reverse  Polarity  Types  available 


Choose  from  subminiature,  axial 
lead  and  stud  mounted  packages 


Forward 

Current  at 

Moximum 

Current 

Specified 

Operating 

ot  +  IV 

Voltage 

Voltoge 

Type 

(mo) 

(MO  @  V) 

(volts) 

DoKription 

1N270 

200 

100  @  -50 

80 

1N277 

100 

250  ®  -50 
75  @  -10 

®  75° 

c 

100 

1N276 

40 

100  ®  -50 

50 

JAN 

1N281 

40 

500  @  -50 
30  @  -10 

60 

Types 

1N127A 

5 

300  ®  -50 

10O 

25  @  -10 

1N198 

5 

250  ®  -50 
75  ®  -10 

®  75' 

>c 

50 

1N283 

200 

20  ®  -10 

20 

Computer 

1N191 

5 

125  @  -50 
25  ®  -10 

®  55' 

’C 

60 

Types 

1N278 

20 

125  @  -50 

®  75 

°c 

50  Hi  Temperature 

T22G 

40 

20  ®  -10 

15 

Types 

T9G 

100 

20  ®  -50 

60 

2  ®  -10 

20 

T13G 

40 

2  ®  -10 

Types 

1N67A 

5 

50  ®  -50 

80 

5  ®  -5 

Many  special  mountings  and  packages  are  available,  including  stacks, 
encapsulated  and  epoxy  potted  quads  and  circuits.  Your  inquiries  are  invited. 


SILICON  DIODES 

•  Operation  to  200°  C 

•  High  Forward  Conductance 

•  High  Voltage  Ratings 

•  Fast  Switching  Time 

•  Low  Shunt  Capacitance 

•  Subminiature  Size 

SEND  FOR  TE  I3S0 


GERMANIUM  DIODES 


'  High  Forward  Conductance 

•  Fast  Switching  Time 

•  Low  Inverse  Currents 

•  Excellent  Stability 

•  Small  Size 

SEND  FOR  TE-1300  AND  TE-1319 


0 


Trancitron 


Rystal  9-4500 


SILICON  TRANSISTORS 

High  Power 

•  Ratings  to  85  watts 

•  Operation  to  5  amps  ^ 

•  Low  Res,  1 .5  ohms  typical  ^ 

•  Voltage  Ratings  to  60V  i 

•  High  Current  Gain 

•  High  Speed  Switching 

Medium  Power 

•  Operation  to  500  ma 

•  Ratings  to  5  watts 

•  Low  Res.  6  ohms  typical 

•  High  Speed  Core  Driving 

•  Heat  Sink  Mountings  available 

Small  Signal 

•  Operation  to  175®  C  / 

•  Low  Ico  at  Rated  V^  max.  / 

•  High  Current  Gain 

•  3  Package  sizes  available 

SEND  rot  TE.I333 

SILICON  VOLTAGE 
REGULATORS  I 

•  Excellent  Long-Term  Stability  ^ 

•  High  Current  Handling  ability 

•  Operation  to  150®  C 

•  Extended  Operating  Current  Range 

SILICON  VOLTAGE 


Excellent  Long  Term  Stability 
Controlled  Temperature  Coefficients 
Wide  Temperature  Range 
Small  Size  send  rot  te-i3S2 
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Typ* 

Meiitnum 
Power 
Dissipotion 
el  35*C 

COSO 

(wotts) 

Minimum 

DC. 

Common 

1  Emitter 
Current 

Coin 

ft 

Typicol 

Collector 

Soturotion 

Resistonco 

lohms) 

Moximum 
Collector 
Vol*09e 
Vc  (volts) 

ST400 

8J 

1  5  (9  3  amps 

1 .5  9  3  omps 

60 

ST40I 

83 

30  9  3  emps 

1 .5  3  omps 

43 

ST40} 

30 

15^3  omps 

3.5  ^  3  omps 

60 

ST403 

30 

1593  omps 

3.5  ^  3  omps 

43 

Power 

Dissi- 

potion 

^  ot  I00*C 

COSO 

^  Type  (wotts) 

Mas. 

Collector 

Voltogo 

VcMos 

(volts) 

Minimum 

DC. 

Common 

Emitter 

Current 

Coin 

ft 

Typicol  B 

Collector  S 

Soturotion 

Voltogo  kji 

(volts)  B 

^  2N343* 

3 

60 

15  1$  500  mo 

3V  9  300  mo  R 

^  2N347 

3 

60 

30  <9  500  mo 

3V  ®  500  mo  H 

m  2N49S 

2.3 

100 

1  2  e  200  mo 

4V  9  200  mo  1 

2N497 

2.3 

60 

1 2  e  200  Ifio 

4V  @  200  r«a  1 

2N33I 

3 

60 

30  9  50  mo 

IV  @ 

50  mo 

*Fott  Switching  Type 

Mosimum 

CoHoctor 

Minimum 

Mosimum 

Cut-off 

Common 

Collector 

Typicol 

Curront 

Emitter 

Voltogo 

Cut-off 

ot  23  C 

Current 

Vec  Peck  Froouoncy 

Ot  Vc  Mas 

Type 

Coin,  fi 

|Volt<) 

|MC| 

(mo) 

2N343 

80 

43 

13 

.3 

2N480 

40 

43 

11 

.3 

2N473 

20 

43 

10 

.3 

2N336 

78 

43 

13 

30 

2N334 

18 

43 

11 

30 

7Nn8 

18 

30 

4 

10 

2Nn9 

36 

30 

4 

10 

ST904 

18 

30 

4 

10 

ST903 

36 

30 

4 

10 

Mosimum 

Y 

Mosimum  L 

Voltoge  Dynomic 

Curront  ■ 

Range  Resistoncs 

@1  23  C 

@  123-C  g 

Tro* 

(volts)  (ohms) 

Imo) 

(mo) 

'  SV.3 

4.3- 

3.4  33 

30 

10 

SV.7 

6.2- 

8  8 

30 

6 

SV.13 

13.3-18  120 

14 

3 

$V  804 

4.3- 

3.4  33 

130 

30 

SV.806 

6.2- 

8  8 

90 

18 

SV.8I3 

13.3-18  120 

40 

•  8 

(ompti* 

(mo)* 

SV.904 

4  3- 

3  4  .3 

2.0 

300 

SV.906 

6.2- 

8  .8 

1.2 

300 

SV.924 

20  -27  8 

.4 

100 

*Coie  lempero 

wre  rottn 

9* 

1 

- 1 

Tyoo 

Voltago 

Ronge 

(volts) 

Temp. 
Coeff . 
(•/.  C) 

1N439 

3.9-  6.3 

.01 

SV3171 

6.7-  7  4 

.01 

SV3173 

8.0-  8  8 

.002 

SV3207 

16.0  17.6 

.001 

Ovnomic 

Resistance 

(ohms) 


electronic  corporation 


Wakefield 


massachusetts 
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NEW  MISSILE 
APPLICATIONS  for 

HONEYCOMB 


TEST  BENCHES 


MICRO-WAVE  DISCS 


RADAR  REFLECTORS 


TRANSIT  CASES 


FIN  COMPONENTS 


INERTIAL  GUIDANCE 


FIN  CONTROL 
SYSTEMS 


GROUND  EQUIPMENT 

Catwalks  Test  Pallets 
Portable  Shelters 


Honeycoifib  Structures*  offer  you  the  advantages  of  great 

economy  in  their  weight-to-strength  ratio,  high  rigidity 
and  shock  and  fatigue  resistance.  Broad  temperature  range. 
We  con  furnish  you  with  complete  SUB-ASSEMBLIES 
ready  for  immediate  installation. 

Send  prints  for  quotations,  recommendations  and  samples. 

RIGID  APPROVED  USAF  QUALITY  CONTROL 
STANDARDS  MAINTAINED 
SOURCE  INSPECTION 


'Available  Combinations 


Aluminum 

Paserglas 

Plastic  Impreenoted  Papers 


Magnesium 
Stainless  Steel 
Aluminum 
Fiberglos 


Write  for  this  VALUABIB  TECHNICAL  DATA  BOOK 
covering  technical  aip^ctt  of  sondwich 
design  construction. 


HE  ALBANO  QMPANY.Inc 


HONEYCOMB  STRUCTURES  DIVISION 
549-555  West  54th  Street.  New  York  19,  N.  Y. 


when  ordering  or  seoliing  information 
please  mention  Electronics  Buyers'  Guide. 
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Circular  CV  170G 

Spf»<  i^i<ro»ioni  iub|«r*  to  •»  oo*«'^e 


Constant  Voltage  Transformers 


automatic,  instantaneous  voltage  regulators 

60  cycle,  single  phase 


Sola  Constant  Voltage  Transformers  are  static- 
magnetic  voltage  regulators.  They  are  designed  to 
provide  a  stabilized  output  voltage  even  though 
input  voltage  varies  over  a  considerable  range. 
You  will  find,  listed  in  the  following  pages,  the 
widest  range  of  stock  ratings  and  types  offered  by 
any  manufacturer. 


They  have  nine  distinct  advantages  over  elec¬ 
tronic-type  regulators  or  regulators  which  depend 
solely  upon  saturation  of  core  materials  for  their 
regulating  action. 


1. 


3. 


5. 


8. 


Ultra-fast  regulating  action.  Response  time  is 
usually  1.5  cycles  or  less. 

Absence  of  moving  or  renewable  parts  or  man¬ 
ual  adjustments,  eliminates  need  for  routine 
maintenance  and  spare  parts  stock. 

Completely  automatic,  continuous  regulation. 
No  manual  adjustments  or  instruction  booklets 
are  required. 

Self-protecting  against  short  circuits  on  output 
or  load  circuit. 

Currait-limiting  characteristic  protects  load 
equipment  from  excessive  fault  currents. 
Availability  of  transformer  ratio  for  step-up 
step-down,  plate  and  or  filament  supply  per¬ 
mits  substitution  in  place  of  conventional,  non¬ 
regulating  transformers. 

Relatively  compact  compared  to  other  equip¬ 
ment  for  comparable  ac  voltage  regulation. 
High  degree  of  isolation  between  input  and 
output  circuits. 

Negligible  external  field  in  new  designs. 


Manufactured  by: 

SOLA  ELECTRIC  CO. 

4633  Mfesf  16th  Sfreef,  Chicmgo  50.  llllnolM 
Phonm:  BIthop  3-1414  —  Cmbl»:  SOLCC,  Chicmgo 


Standard  Constant  Voltage  Transformers 

±1%  reg^ulated  voltag^e  for  electrical  and  electronic  equipment 

Standard  Type  Constant  Voltage  Transformers  regulate  trical  and  electronic  equipment.  Particularly  suitable  where 
voltage  output  within  ±1%  regardless  of  input  voltage  simplicity,  reliability,  and  freedom  from  maintenance  are 
swings  as  great  as  ±15%.  They  are  most  widely  used  for  important  factors,  these  units  are  the  parent  design  from 
supplying  highly  stable  voltage  for  a  wide  variety  of  elec-  which  the  following  specialized  stock  types  are  derived. 


^ P.  1  -p. 

Voltage  Rating 


electrical  specifications 


mechanical  specifications 


Catalog 

Number 


Former 

Catalog 

Number 


Output 
Capacity 
in  VA 


Input 

Range 


Regulated 

^1%Output 


Outline 


Mounting 


Approx. 
Ship.  Wt. 


— 

-  ■  ^ 

in  Lbs. 

A 

B 

c  1 

E 

F 

5% 

2^  ; 

3/, 

5/, 

6 

5'K. 

2H 

3'i 

5'^, 

6 

i'A 

i 

3'i 

2'i 

3 

1/j 

4 

1  1 

6 

4 

5/, 

1 

3 

3/, 

6  5 

6 

4 

5/, 

3 

3', 

65 

6% 

4 

5/, 

3 

3'/, 

9.5 

6% 

4 

5/, 

3 

3'/, 

95 

7\ 

4 

5/, 

3 

3/, 

13 

7% 

4 

5/, 

3 

3' I 

13 

7% 

4 

5/, 

3 

3'i 

13 

8's 

5/, 

7/. 

4'/, 

4’, 

22 

n't 

6'/.  ’ 

6',, 

4’, 

6', 

24 

ii^i 

6'S. 

6’,. 

4’, 

6', 

24 

12'/, 

6’‘l, 

6't. 

4’, 

6', 

3c 

yi'/j 

6'S. 

4’, 

6', 

36 

12/, 

6’/, 

6'i, 

4’^ 

6't 

36 

15/, 

6’/. 

6/, 

6'/ 

52 

15/, 

6'/. 

6/, 

4*. 

6’, 

52 

21'/, 

lOV, 

9/s 

6/, 

9', 

168 

27'/, 

lO!^ 

9/, 

9’i 

9'i 

246 

39/, 

16’i 

12 

34'/ 

14'i 

485 

39/, 

16', 

12 

34/, 

14!/ 

485 

48', 

34'i 

14 

41/, 

311/ 

1025 

48 '4 

34'/ 

14 

41/, 

31', 

1025 

30488 

30498 


15 

15 


15 


95-125 

95-125 


95  125 


6.0 

115 


115 


20  13-030 

30 

95  130 

118 

20  13-030* 

Plus  adapter  kit 

30804 

30 

95-130 

118 

20-13-060 

30885 

60 

95  130  j 

118 

20-13  060* 

Plus  adapter  kit 

30805 

60 

95-130  1 

118 

20-13  112 

30886 

120 

95-130  ; 

118 

20-13-112** 

Plus  adapter  kit 

30806 

120 

95  130  , 

118 

20-21-112 

30M705 

120 

190-260  i 

1 

236 

1 

20-13-1 15»» 

30888 

150 

95  130 

118 

20-13-125*** 

30807 

250 

95130 

118 

20  23  125 

30M807 

250 

190-260x380  520  j 

i  118 

20-13-150*** 

30808 

500 

95-130 

118 

20-23  150 

30M808 

500 

190-260x380-520  ' 

1 

I  118 

20  24  150 

30773 

500 

190-260x380-520 

236 

20-13-210 

30809 

1000 

95-130 

118 

20-20-210 

30M809 

1000 

190  260 

118 

20-25  220 

30811 

30M811 

30968 

2000 

95-1 30x 

175  235x 

190  260 

118x 

236 

20-25-230 

301706 

301707 

3000 

95-1 30x 
175-235X 
190-260 

118x 

236 

vertical  mounting 
without  adopter  kit 


horixontol  mounting 
with  odapter  kit 


301702 

5000 

95-125x190-250 

301703 

5000 

190-250x380-500 

301700 

10000 

190-250x380-500 

301701 

10000 

190-250x380-500 

*  Specify  Adapter  Kit  Cot.  No.  999-004. 
**Specify  Adapter  Kit  Cot.  No.  999-OOS. 
•••Specify  Adapter  Kit  Cat.  No.  999-009. 


DIMENSIONS-A,  BSC:  Outtide  cubic  dimen¬ 
sions  of  unit,  not  including  capacitor  where  fur¬ 
nished  separately.  E  S  F:  Mounting  dimensions. 


These  odopter  kits  are  Furnished  of  slight  odditional 
cost  when  ordered  with  tronsformer;  and  may  also 
he  purchased  separately  for  converting  existing  units. 


Harmonic-Free  Transformers 

±1*A  ree:ulated  sine  wave  output  with  less  than  3*/,  total  rms  harmonics 

Sola  Harmonic-Free  Transformers  are  draigned  for  use  They  are  especially  suitable  for  input  to  a  rectifier  when 
with  equipment  that  r€*quire8  a  stabilized  8r>urce  of  undis-  close  regulation  of  the  dc  output  is  required,  and  for 
tortt-d  voltage.  They  provide  essentially  all  the  voltage-  equipment  having  elements  which  are  sensitive  to  power 
stabilizing  characteristics  of  the  Standard  Type.  frequencies  harmonically  related  to  the  fundamental. 


electrical  epecificatlons 


mechanical  specifications 


Voltog«  Roting 


Catalog 

Number 

formtr 

Cofalog 

Numbtr 

Output 
Capacity 
in  VA 

Input 

Range 

R«gulot«d 

^1%Output 

23  13060 

60 

95130 

118 

23  13  060* 

Plui  adapter  kit 

3003 

60 

93-130  ! 

118 

23  13  112 

120 

95  13C 

118 

23  13  112** 

Plut  adopter  kit 

5004 

120 

95  130 

118 

23  13  123*** 

5005 

230 

95  130 

118 

23  13  130*** 

5006 

300 

95  130 

118 

23  13210 

3008 

1000 

95  130 

118 

23  23  220 

3010 

2000 

95  130* 

118* 

23  23  230 

3000 

173  233* 
190  260 

236 

v*nicol  mounting 
without  odoptof  kit 


Kofitootol  mounting 
with  edoptor  kit 


Outlin# 

Mounting 

Approx. 
Ship.  Wt. 

A 

8 

C 

E 

F 

in  Ibt. 

4 

3V»  i 

3 

3V, 

10 

6% 

4 

s’f.  ■ 

3 

3'i 

10 

8' 2 

3’/. 

7^4  : 

4’. 

4’4 

14 

8' 2 

5% 

4'/. 

4>/J 

14 

11'* 

9 

6’-<’4 

5‘/, 

8'i 

32 

12S 

9 

3*, 

8'i 

47 

17% 

9 

6^, 

5% 

8'/, 

80 

21?i 

12’i 

10V*  ; 

6’* 

1l’<i 

183 

29', 

12’i 

lov* 

9'i 

11’^ 

270 

Filament  Voltage  Regulators 

±1%  reg:ulated  voltagre  for  6.3v  electron  tube  filaments 


Sola  filament  transfo.-mers.  furnishe<l  with  separate 
capacitors,  are  designed  for  simple  mounting  as  a  com|Minent 
of  manufacturers’  prtxiucts.  The  dejwnflable  tulv*  ix-rffirm 
ance  aiul  longer  filament  life  provirlerl  by  their  us«*  is  avail¬ 
able  at  onlv  a  miKlerate  increas<-  in  «-ost  over  conventional 
filament  transformers. 


Hrs  ause  of  th*-  current  limiting  characteristics  of  Sola 
transformer  design,  cold  filament  inrush  current  is  restrict«*d 
to  a  siife  level  at  loarlings  within  7.5-100%  of  the  tran.sformer’s 
full  loari  current  rating. 

The  capacitor  is  supplied  separately  for  chassis  mount¬ 
ing.  allowing  greater  flexibility  in  physical  layout. 


electrical  specificatione 


mechanical  specifications 


Vehoge  Roting 

Catalog 

Number 

Output 
Copocity 
in  Ampere* 

Input 

Ronge 

Regulated 
^  1  %  Output 

30492 

2  4 

93  123 

6.3 

301002 

2  4 

93  123 

63 

2004030 

5 

93  130*190  260 

63 

2004  063 

10 

93  130*190^260 

63 

2004093 

13 

95  130*190260 

6.3 

20  04  113 

20 

93  130*190260 

6.3 

20  04-116 

25 

93  130*190260 

63 

0 


A 

8 

C 

E 

F 

Appro* 
Ship.  W 
in  lb*. 

5% 

2’* 

3'i 

5'>f* 

6 

5'* 

3'/, 

2'/J 

3 

I’i 

4 

4% 

3’. 

3^i 

2'/, 

2'i* 

6 

4% 

3’i 

3>4 

2'/, 

2’'V. 

7 

4% 

3'i 

4’V. 

2’/2 

3V, 

11 

7 

4*2 

i'i 

2% 

3V* 

20 

7 

4’/, 

5'H. 

3’i 

4’i 

23 

Plate-Filament  Transformers 

±  3%  ref^ulated  voltage  for  plate  and  filament  supply 

Sola  Power  .Supply  Transformers  provide  a  single,  com-  electronic  jxiwer  r€*c|uirements.  Each  unit  i«  furnished  com- 
pact  source  of  plate  anri  filament  supply  voltages  regulatfKl  plete  with  capacitor  and  capacitor  mounting  bracket;  hut 
to  within  ±3%,  or  less,  with  line  voltage  variations  of  100-130  connecting  wiring  is  omitted  to  tiermit  maximum  flexibility 
vi>lt.s.  Thr**<-  stcK-k  capacities  cover  a  wi<le  variety  of  common  in  mounting  on  the  chassis. 


electrical  specifications 


Input  range,  100>190  veltf 


mechanical  specifications 


Typical  Average 

Catalog  Rectifier  O.C.  Input  VelH 
Number  Tube  To  Filter 


7104  5Y3 


7106  3Y3 


7107  5U4 


273v  D  C.  (?? 
30  M.A. 

383v  D  C.  ^ 
110M.A. 


Filament  Windings 


2.3  amp> 
C.T. 


3.0  amps 
C.T. 


380v  D.C.  @  No.  1:4.0  omp« 

230  M.A.  No.  2:8.0  amp> 

unregulated 


A 

8 

C 

E 

F 

Ship.  Wt.  1 
in  Lb«.  1 

4'\* 

3'/J 

3V* 

2’/, 

2’/i 

5  1 

4’V. 

3’/, 

3'V* 

2’ 2 

3 

8 

7 

4' 2 

5 

3‘/, 

3’/. 

19 

'Jf'' 


Sola  DC  power  supplies: 

compact,  reflated,  for  high-amp  loads 


This  combination  of  a  special  Sola  Constant 
Voltage  Transformer,  semi-conductor  rectifier,  and 
high-capacitance  filter  yields  a  dc  power  supply 
compact  in  size,  low  in  weight,  and  with  other 
important  advantages. 

1.  Output  regulation  of  ±1%  or  less  with  ±10% 
line  voltage  variations. 

2.  Minimum  output  voltage  change  with  wide, 
rapid  load  changes. 

3.  Low  input  power,  with  resultant  good  efficiency. 

4.  Ability  to  withstand  high,  short-time  overloads 
without  damage  to  components. 

5.  Ripple  voltage  of  approximately  1%  (rms) 
or  less. 

6.  High  overall  economy  by  eliminating  overload 
capacity  needed  in  other  types  of  power  sup¬ 
plies  for  certain  applications. 


7.  Low  ratio  of  size  and  weight  to  power  output. 

8.  Freedom  from  routine  adjustment  and  main¬ 
tenance. 

9.  Exceedingly  low  output  impedance. 

In  addition  to  its  important  function  of  correcting 
line  voltage  variations,  the  Sola  TV’s  inherent 
current-limiting  action  permits  safe,  economical 
use  of  the  efficient  semi-conductor  rectifier  with  its 
low  forward  voltage  drop  and  other  advantages. 
This  same  current-limiting  action  also  permits  u.se 
of  high-capacitance  filter  sections  by  controlling 
excessive  charging  currents  which  might  damage 
rectifier  junctions.  The  high-capacitance  filter 
yields  very  low  ripple  voltage  without  need  for 
heavy,  bulky  choke  components,  with  their  sub¬ 
stantial  and  often-varying  load  voltage  drops. 


Electrical  Speciflcatione 

All  Inpirt*  100-130  voHtt  M  cp< 


For  intermittent, 
variable,  or  pulse  loads 


Mciancy 

Approx. 


Rippio  Voltage 
(rmt). 

%  of  Total 


Approx.  Shipping 
Weight  Each  — 
Pound* 


Output  Rating 


Catalog 

Number 


Watt* 


281SO 

28120 

28132 

28106 

28193 

28192 


le»  Than  1  % 
lets  Than  1  % 
Lett  Than  1  % 
Lett  Than  1  % 
leu  Than 
leu  Than  Vi% 


DIMENSIONS— Above  tix  ctock  units  hove  identicol  dimensions; 
overall  length,  19";  overall  width.  S'/e";  overoll  height,  93/4".  All 
supplies  furnished  with  drilling  for  standard  relay  rock  mounting. 


Electrical  Specifications' ^ 

All  InpuH  100- 130  veitt,  60  epe 


Give  all  the  advantagres  of  fixed  de- 
sigrns  plus  an  output  adjustable  over 
a  considerable  range  of  voltages. 


Rated  loadings 
in  Amperes 


Ripple* 
Voitnge- 
%  of 
Total 
Output 


Approx. 

Shipping 

Weight 

Each- 

Pounds 


I  Adjustoble 

I  Output 
Voltage 
Range 


Catalog 

Number 


At  min. 
Voltage 
Setting 


At  max. 
Voltage 
Setting 


28310  I  3  33 

28320  I  23  60 

28330  30-90 

28340  60  180 

28330  130  230 

28360  i  230  400 


*Figures  in  this  column  ripple  voltages  measured  at  full  rated  load  and 
input  of  113  volts. 

DIMENSIONS—Above  six  stock  units  are  far  relay  rack  mounting  on  standard, 
19"  frame.  Front  panel  is  7"  high  and  chassis  is  MV*"  deep.  Removable  handles, 
for  portobility,  are  available  as  an  accessory. 


or  more  of  the  following  United  Stotes  Potents  Nos  2  694  177.  2.753  513.  2  806  199.  ond  patent,  pending 


The  transformers  described  in  this  folder  are  monufoctured  undei 


Sola  Electric  Co.,  4633  W.  16th  St.,  Chicaco  50.  III.,  Bishop  2-1414  •  Offices  in  principal  cities  •  In  Canada,  Sola  Electric  (Canada)  ltd.,  Canmotor  Ave.,  Toronto  14,  Ont 


CONSTMtr  VOIIME  IIMSFOIMfllS 


KGUUTED  DC  FOWEI  SlimifS 


MfKIMT  lAMr  rDANSfOmifllS 


FlNIfSCfNI  lAMF  lAllUTS 


LOOK  TO  TOBE  FOR  PROGRESS 


pulse-forming 
networks 
and  pulse 
capacitors 


Exclusives  from  Tobe:  All  Tobe  pulse  forming 
networks  and  pulse  capacitors  are  operated 
in  our  modulators  under  actual  working  con¬ 
ditions,  At  conclusion  of  tests  each  unit  is 
checked  to  assure  conformance  to  your  spec¬ 
ifications  •  Excellent  thermal-stability  and 
minimum  loss  characteri.stics  •  Tobe  pulse¬ 
forming  networks  are  available  in  wide  range 
of  ratings  and  sizes  . ,  .Tobe  pulse  capacitors 
are  recommended  for  network  applications 
al>ove  25KV. 


13 


energy 

storage 

capacitors 


1  NRG-200  SERIES  SRCCIFICATIONS 

T)p« 

No. 

Watt 

ReconJf 

Katins 

Hflf  Irvlurtanre 
(Miciolienrief) 

Mf.l. 

DC  Peak 

10O0 

S  0 

20  KV 

04 

in 

20  KV 

04S 

mi 

20  KV 

OSS 

HQ 

IKQ 

0. 

Exclusives  from  Tobe:  Maximum  permissible 
reversal  voltage-90' <  •  Maximum  ambient 
temperature— 40*C  •  Life  expectancy— 1000 
operations  min.  •  Discharge  current-Capa- 
ble  of  handling  .safely  peak  current  a.ssociated 
with  discharge  through  low  impedance  load 
such  as  spark  gap. 


interference  filters 

Exclusives  from  Tobe:  Feed-thru  capacitor 
construction  in  filterettes  •  Miniaturization 
with  maximum  (piality  •  Guaranteed  attenu¬ 
ation  characteristics  under  full-load  operat¬ 
ing  conditions  •  Current  ratings  up  to  350 
amps,  with  voltage  ratings  up  to  5,000  volts, 
A-C  or  D-C  •  Maximum  insertion  loss  at  all 
frequencies  from  14  kc  to  15,000  me  •  All 
available  in  a  variety  of  mounting  styles. 


ALSO  SPECIFY 
THESE  OTHER 
FINE  TOBE  PRODUCTS: 

A-C  and  D-C  Capaci¬ 
tors— including  metal- 
Mzed  and  plastic  film 
types.  Delay  line. 
Power-factor  correc¬ 
tion  capacitors. 

Tube's  many  years  of  experience  in  the  man¬ 
ufacture  of  military  and  commercial  type 
capacitors  stand  as  your  assurance  of  high 
reliability  performance.  Let  Tobe  engineers 
help  solve  your  capacitor  problems.  Just 
phone  or  write  Tobe  Deutschmann  Corp., 
.S'orivood.  Massach  usetts. 


since  1929  persistent  research,  trnstieorthy  engineering,  rigid  production  standards. 


ELECTRONICS  BUYERS'  GUIDE -June,  1958  -  MID-MONTH 


Ofd«rm9  or  tookinf  mlormotion 
pfooM  mofifion  llocfronict  Bvyort'  Cvido. 


PECO  PATCH-CORDS  STACK-UP  CONNECTING  LEADS 


N0W...ANY  MICROWAVE 
COMPONENT  CAN  BE 
BUILT  AND  ENGINEERED 
TO  YOUR  PARTICULAR 
APPLICATION 


DOUBLE 
PLUGS 
BOTH  ENDS 


Regardless  of  complexity,  de¬ 
sign  or  tolerance  problems— you 
can  get  UHF  or  microwave  com¬ 
ponents  that  are  job-engineered 
to  your  application.  All  units 
are  delivered,  electrically  tested 
and  proven,  ready  for  immediate 
operation. 

Components  can  be  built  from 
your  prints  or  can  be  designed 
and  built  to  integrate  with  the 
application.  Close  and  confi¬ 
dential  coordination  is  main¬ 
tained  from  drawing  board  stage 
to  installation. 

Range  of  assemblies  is  prac¬ 
tically  unlimited— from  dc.  to 
over  40,000  me.,  military  or  in¬ 
dustrial.  Typical  examples  are 
these  components,  delivered 
ready  for  field  use:  ^ 

Telemetering  .  .  .  „  ^ 


WITH 

INC 

CONNECTOI 


TunwoM* 

S-Bond 

TronttniNar  Cavity— 
re-entrant  type,  pulae  out- 
put  150  w.,  opera  tea  at  extreme  altitudea 
and  under  extreme  conditions  of  tem¬ 
perature,  humidity  and  salt  spray. 


srtcitiCATioNS 


Modtl 

(with 

BNC 

COfintdor) 


•Color 
<Pl«f 
•  Ad 

CoWt) 


Itnftli 


Two  conductor 
twrttod  II  |•o|•  Wirt 

SS/W  ttr»ndiN|  Vinyl 
insulotion  Vinyl  |Khot 


STACRUP 


Improving  signal-to-noise  ratio 
selectivity... 


SlnoMod  microoliono 
uMo  PolyothylOAO 
initttotion.  Vinyl 
^cMf 


Tunsobls 

frs-SsIstlor— 
relatively  low  frequency 
coaxial  resonator  with  ven^  low  inser¬ 
tion  loss,  extreme  selectivity  and  very 
hich  sicnal- to -noise  ratio.  Especially 
adapted  to  use  in  aircraft  or  in  crowded 
communication  baitds. 


1101 

CONNICTIOK 


Coo>i»l  sAioldod 
caMo  Polyotbylono 
iniulotiOA  Vinyl  lacbol. 

RGSAC/U _ 


Color  of  plug  body  to  match  cable  unlect  otherwise  specified.  The  following 
additional  colois  on  plug  body  are  available  lor  color  coding  on  special  order. 
BIkK.  Red.  Green.  Yellow,  Orange,  Blue.  Brown,  Gray,  violcl  and  White 


Calibrating . . .  designing  M  ^ 

S-Band 

components . . . 

S-Band 

OsnsroterjQI^^^ 

Cavity- 

re-entrant  type, 

complete  with  thermistor  mount  and 
calibrated  variable  attenuator.  Fre¬ 
quency  range  2700  to  3400  me. 


MODEL  P  (.010  PHONE  TIp) 


MODEL  B  (BANANA  TYPE^ 


Ideal  for  rapid  circuit  connections.  Pro-) 
viites  access  to  additional  plugs  at  end 
or  at  side.  For  use  with  Test  equipment. 
Fits  all  standard  banana  jacks.  One  piece 
beryllium  copper  spring  lor  positive  long 
life  contact.  E«tra  flexible  polyvinyl  insu¬ 
lated  wire ...  18  gauge,  stranding  65  s36 
T.  C.  Wire  lead  securely  solder-bonded 
to  plug.  Plug  body  molded  with  duraMe 
polyethylene  insulation.  Available  in  4*, 
8',  12',  18'.  24'  and  36'  lengths.  Colors; 
Black,  Brown,  Red.  Orange.  Yellow,  Green. 
Blue.  Violet.  Gray  and  White. 


Miniature  patch  cords.  These  provide  a 
greater  number  at  patch  cords  per  given 
aiea.  Used  with  test  equipment,  com¬ 
puters.  problem  boards,  etc.  Will  lit  all 
standard  .080  tip  lacks. 

Beryllium  copper  heat  treated  spring  con¬ 
tact.  for  long  life  and  low  contact  re¬ 
sistance.  Finish,  silver  plate,  gold  flash. 
Extra  flexible  polyvinyl  insulated  wire, 
20  gauge.  Stranding  41  x  36  T.  C.  Wiie 
lead  securely  solder-bonded  to  assembly. 
Plug  body  molded  with  polyethylene; 
CompKt  site,  extended  height  above 
lack.  H',  diameter  H'. 

lengtfii  and  colon  available, 
same  as  Modtl  I  Patch  Cords. 


Get  the  facU  on  our  com¬ 
plete  design,  engineering 
and  mechanical  fabrication 
facilities.  Have  us  quote 
on  your  needs  — cavities, 
mixers,  duplexers,  multi¬ 
pliers,  rotarv  joints,  twists, 
bends  ancf  other  com¬ 
ponents  or  assemblies. 

Contact  ua  today.  Request  catalog. 


Specify  length  end  color  when  ordering. 


MANUFACTURERS  OF  ELECTRONIC  EQUIPMENT 


F=0rv10NA 


4431  lAWNOAlE  AVENUE,  LYONS,  ILLINOIS 
Phone:  Lyons  3  7990  TWX:  Lyons,  III.  2796 


When  ordering  or  seeking  information 
please  mention  tlectronice  Buyers'  Guide. 
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New  low  reflective  absorbents 
makes  free  space  tests  more  reliable 


Ten  times  loner  reflection  is  now 
available  with  all  H.  F.  Goodrich 
Microwave  Absorbents.  This  0.1% 
material  gives  reliability  to  measure¬ 
ments  previously  unattainable  for  test¬ 
ing  of  guided  missiles  in  a  frex*  space 
chamber. 

You  can  now  be  sure,  by  selecting 
the  proper  B.  F.  Gtxxlrich  material, 
that  you  will  get  this  0.1%  perform¬ 
ance  at  any  point  on  the  microwave 
frequency  spc-ctrum. 

In  addition  to  this  outstanding 
quality,  the  B.  F.  Gooilrich  absorbent 
is  light-weight,  fire-retardant,  easy  to 
install.  It  will  not  deteriorate  in  per¬ 
formance  when  walked  upon  and  has 
excellent  water  and  weather  resistant 


List  of  B.  F. 

Goodrich  Broadband  Absorbents 

Designation 

Lowest 

Frequency* 

Thickness 

Maiimum 

Reflection 

12  CM 

2500  me 

lVb'.2' 

2% 

12  CM  -  1% 

2500  me 

lVb"-2” 

1% 

12  CM  -  30db 

2500  me 

lV»'’-2”  0  1%  at  X  band 
2%  elsewhere. 

6  CM 

5000  me 

1' 

2% 

30  CM 

1000  me 

3Vi"-4'’ 

2% 

30  CM  -  1% 

1000  me 

3Vi'’-4'’ 

1% 

60  CM 

500  me 

7~-8'' 

2% 

60  CM  -  1% 

500  me 

7'-8~ 

1% 

100  CM 

300  me 

lO'-ir 

2% 

200  CM 

150  me 

26" 

2% 

600  CM 

SO  me 

69" 

2% 

8  CM-glass 
fiber 

3600  me 

I'-lMt" 

2% 

4  CM  glass 
Tiber 

7500  me 

44' 

2% 

Most  of  the  above  absorbents  can  be  furnished 
with  0.1%  maiimum  reflection  at  selected  points 
in  the  frequency  band. 

*AII  perform  up  to  30.000  me 


pro|->erties.  For  darkroom  use,  a  special 
white  comiHiund  can  be  applied  to 
the  surface  of  the  pads  to  increase 
light  reflectance. 

When  you’re  investing  thousands, 
start  right  — specify  B.  F.  Gooilrich  — 
the  company  with  the  longest  experi¬ 
ence  and  record  for  consistently  high 
quality  microwave  material.  For  new 
booklet  on  these  absorbents  write  The 
B.  F.  Gtxxlrich  Company,  486G  Derby 
Place,  Shelton,  Connc-cticut. 


REGoodrich 

microwave  absorbents 
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Contact  IliJe r  m  e  t  i  c  Seal  first . . . 

For  STOCK  TRANSFORMERS  of  Custom-Built  Quolity 


CONDENSED  FROM  1958  CATALOG  NO.  102 


STANDARD  METAL  CASED  TRANSFORMERS -Conforming  to  MIL-T-27A-Class  R-Grode  4 


60  CYCLE 


Pri.  117  V.  50/60  cy.  25  Models:  Ranging  from  250-0-250  V. 
at  1 0  DCMA,  with  6.3  V.,  0.6  A.,  and  6.3  V.,  1.2  A.,  Filaments; 
to  575-0-575  V.  at  325  DCMA,  with  5  V.,  4  A.,  Filaments.  Case 
Sizes:  FA  to  NA. 


Bias  Transformers 


Pri.  50/60  cy.  2  Models:  One  for  115V.  primary;  one  for  230 
V.  primary.  180-160-140-120-0-120-140-160-180  Volts,  150 
DCMA,  with  5  V.,  3  A.,  Filament.  Case  Size  JA. 


Filament  Transformers 


Pri.  115/230  V.,  50/60  cy.  16  Models:  Ranging  from  2.5  V., 
5.3  A..  3400  V.  test;  to  1 0  V.,  (CT),  1 0  A..  3000  V.  Test.  Second¬ 
ary  Insulations  range  from  1,000  V.  to  10,000  RMS  Test  Volts. 
Case  Sizes:  FA  to  LA. 


Isolation  Transformers 


Pri.  115V.,  50/60  cy.  7  Models:  Ranging  from  115  V.,  0.2  A.; 
to  1 1 5  V.,  2.5  A.  Also:  from  26  V.,  1  A.;  to  26  V.,  4  A.  Insulation, 
all  models,  2,000  V.  RMS  Test.  Case  Sizes  GA  to  MA. 


Filter  Reactors 


17  Models:  Ranging  from  15  Hy.  10  DC  MA,  Res.  700  «hins, 
1,000  V.  RMS  Test;  to  0.5  Hy.  1.2  DC  Amp.,  Res.  6  ohms,  3500 
V.  RMS  Test.  Case  Sizes  AJ  to  MA. 


I  4-Z02<  S  i 
1  4-20 5  I 
1  4-20  X  5  » 


Swinging  Chokes 


4  Models:  Ranging  from  4/8  Hy,  130/30  DCMA,  Res.  250 
ohms;  to  5/25  Hy,  325/20  DC  MA,  Res.  120  ohms.  Insulation 
2300  V.  RMS  Test.  Case  Sizes:  HA  to  MA. 


40^YC« 

Power  Transformers 


Pri.  115  V.,  380  to  1000  Cy.  1  2  Models:  Ranging  from  230-0- 
230  V.  25  DC  MA,  with  6.3  V.,  0.6  A.,  and  6.3  V.,  1.8  A.  Fila¬ 
ments;  to  450-0-450  V.,  200  DC  MA,  with  5  V.,  2  A.,  and  6.3  V., 
4  A.  Filaments.  Case  Sizes:  EB  to  KA. 


Output  Transformers 


1  1  Models,  Application:  Communications,  public  address  sys¬ 
tems,  and  anywhere  that  quality  audio  components  are  neces- 
ary,  Impedence:  Pri.;  8000  CT  and  500-250-125,  Secondary; 
500-250-125  to  4  8-16,  Output  Watts:  15,  20,  25,  30,  50. 
Case  Sizes:  JB,  JA. 


I  Input  Transformers 


Filament  Transformers 


Pri.  115  V.,  380  to  1000  Cy.  8  Models:  Ranging  from  12.6  V., 
0.4  A.,  500  V.  Test;  to  6.3  V.,  20  A.,  2500  V.  Test.  Case  Sizes: 
AH  to  GA. 


Isolation  Transformers 


Pri.  115  V.  380  to  1000  Cy.  8  Models:  Ranging  from  26  V.,  0.2 
A.,  500  V.  Test;  to  115  V.,  2  A.,  2500  V.  Test.  Case  Sizes: 
AH  to  JA. 


Filter  Reactors 


5  Models:  Ranging  from  2  Hy,  55  DC  MA,  Res.  210  ohms;  to  2 
Hy,  200  DC  MA,  Res.  77  ohms.  Insulation  2500  V.  RMS  Test. 
Case  Sizes:  AH  to  FA. 


4  Models,  Impedance:  Pri.;  600-250-150-62.5  to  500-250-50, 
Secondary;  75,000  to  100,000  CT,  Max.  level  V.U.  10.  Case 
Size:  AJ. 


Hermetically  Sealed 
Modulation  Transformers 


±.5  db  300  to  10,000  Cy.  2  Models,  Output  Watts:  50  to  200, 
Impedance:  Pri.,-  7000  CT  and  5700  CT,  Secondary;  3500  plus 
S.G.  Winding  to  2500  plus  S.G.  Winding.  Case  Sizes:  KA,  MA. 


I  Miniature  Audio  Transformers 


6  Models.  Input,  interstage  and  output  applications.  1  inch 
diameter  case,  1  7/16"  high,  with  flanges  for  mounting.  1.5 
oz.  weight. 

ENVIRONMENTAL 

TESTING —  . . . 


INSURES  REUABILITY  — Prod¬ 
ucts  tested  under  simulated 
use  conditions 

INSURES  QUALITY  — Continu¬ 
ous  testing  of  new  materials 
INSURES  DELIVERY  — Ropid 
quoliflcalion  testing,-  fast  de¬ 
liveries  of  production  orders 


^  ABSOLUTE  SATISFACTION 

^  GUARANTEED 

AbMiM**  p«- 

•#«4t«ibl«  tw  N»«  99  HftMfTlC  UAl 

^  riANSPOtMft  CO  *• 

wH  <pbi«b  I  i»«t  09*99*m  vrMtwIy  •• 
W«  will  Wffl*  (bw*  9t 

^  ASSOlUTI  SATISFACTION 


TRANSISTOR  TRANSFORMERS 


Power  Transformers 


SPACE-SAVER 

AUDIO-UNITS 


10  Models,  Applicaiion:  High  Imped.  Mike  Input,  Interstage,  Output  to  line. 
Output  to  Low  Imped.,  Coupling  Choke.  Types:  1  and  11.  Pri.  Impedance: 
250,000  to  5,000,  Secondary  Impedance:  1000/500  to  50.  Also  10  HY  at 
1  MA  choke. 

10  Models,  Application:  High  Imped.  Mike  Input,  Interstage,  Output  to  Line, 
Output  to  Low  Imped.,  Coupling  Choke,  Types:  1  and  11,  Pri.  Impedance: 
250,000  to  5,000;  Secondary  Impedance;  1000/500  to  50.  Also  10  HY  ot  2 
MA  choke. 

10  Models,  Application:  High  Imped.  Mike  Input,  Interstage,  Output  ta  Line, 
Output  to  Low  Imped.,  Coupling  Choke,  Types;  1  and  11,  Pri.  Impedance: 
250,000  to  20,000  and  5000/1250;  Secondary  Impedance:  1000/500  to  50. 
Also  10  HY  at  5  MA  choke. 


X  Space  Saver  Components 

fill  the  need  for  econom¬ 
ical,  compact,  quality  transformers. 
These  units,  which  weigh  one  ounce, 
are  fully  impregnated  and  sealed  in  a 
drawn  aluminum  housing  V%"  in  diam¬ 
eter  .  .  .  mounting  opposite  terminal 
board.  Space-saver  items  are  ideal  for 
portable  broadcast,  aircraft,  mobile 
service,  and  similar  applications.  High- 
fidelity  characteristics  are  provided, 
uniform  within  approximately  1  DB 
from  30  to  20,000  cycles. 


LIGHTWEIGHT  (Molded) 
TRANSFORMERS 


Hermetically  sealed  in  molded  resin. 
Hermetic  Seal  Transformer  Co.  designs 
transformers  and  reactors  to  any  sped- 
fications  for  her- 
meticolly  sealing  in 
jn^  resin  embedments. 

US  V  Molds  ore  fabricat- 

^  ed  to  eliminate  ex- 

c*ss  resins,  saving 


15  Models.  All  primaries  125/117/108  volts,  380  to  1600  cy,  single  phase.  Pri.  dielec- 
trict  test  1500  volts  rms.  All  secondaries  center-tapped  and  electrostatically  shielded. 


7  Models.  All  primaries  125/1  17/108  volts,  380  to  1600  Cy,  single  phase.  Pri.  dielectric 
test  1  500  volts  rms.  All  plate  supply  secondaries  given  dielectric  test  of  2000  volts  rms. 
Other  secondofy  windings  given  dielectric  test  of  1500  volts  rms. 


10  Models.  All  primaries  125/117  108  volts,  380  to  1600  cy,  single 
phase.  Pri.  dielectric  test  1500  volts  rms. 


Available  in  both  Custom  Built  shapes 
and  Standard  Shapes.  Simple  shapes 
for  custom  design  molds  accommodate 
special  require¬ 
ments  yet  facilitate 
high  production 

&  speed.  Standard 
snug  fitting  molds 
for  C  Core  plus  one 
Coil  shapes  in  sizes 
from  1.5x1 .25  X 
1  .55  high  up  to 
3.85  X  3.5  X  3.5 


7  Models:  Ranging  from  3.15  Hy,  40  MADC,  312  ohms; 
2000  V.  Test;  to  1  Hy,  400  MADC,  53  ohms,  2000  V.  Test. 

1  7/16  X  1  H  X  1  9/16  high  to  2H  x  2  1  5/  1 6  x  2  13/16  high, 


Years  of  accurate,  dependable  service. 
Quality  performance  on  Servo  Motor  ap¬ 
plications.  When  used  with  a  conventional 
dual  triode,  these  units  provide  simple 
and  dependable  control  of  speed  and  di¬ 
rection  for  2  phase  115  V.,  400  c.p.s. 
servo  motors. 


PULSE  TRANSFORMERS 


SPECIAL  APPLICATION  TRANSFORMERS 


Type  P-112  popular  for  use  in  blocking 
oscillator  circuits.  Special  pulse  trans¬ 
farmers  built  to  order,  metal  cased  or 
encapsulated. 


HERMETIC  SEAL  has  designed  and  manufactured  a  wide  variety  of  special 
application  transformers,  reactors  and  filters  for  the  electronic  industry. 
HERMETIC  SEAL  welcomes  your  special  transformer  problems. 


FILTERS 


A  variety  of  stondord  models  in  stock. 
Complete  engineering  and  manufacturing 
facilities  for  producing  low  pass,  high  pass, 
band  pass,  band  reject,  and  crystal  filters 
to  customer  requirements. 


HIGH  TEMPERATURE 
TRANSFORMERS  AND 
REACTORS 


Designed  and  constructed  to  withstand 
total  operating  temperatures  to  200  C. 
Saves  valuable  weight  and  space.  Will 
meet  MIL-T-27A  Grade  6  requirements. 


TOROID  INDUCTORS 


63  sizes  which  can  be  supplied  in  choice  -IM 

of  open,  Resin  coated,  or  in  Hermetically 
Sealed  Cases. 

WRITE  FOR  CATALOG  NO.  102 


SS5  North  Fifth  Siroot  •  Garland,  Texas  •  P.  O.  tox  377 

Dallas  Phone  Numbers  DAvis  7-509S,  BReadway  6-SI41 


Typt  •T4-LBA  Slottid  liM  $220 

^  For  VSWR  measuiements  from  150  Me 

to  5000  Me.  Charactefistic  impedance  of 
Iineis50ohms  Built  in  crystal  delectoi 

Typt  674-lM  OWItctnc-Mtatunni  Lint  $400 
Represents  a  new  simplified  method  for  measuremenf  of  dielectric 
constant  (between  I  and  10).  and  dissipation  iKtor  (between 
0  0001  and0  05)of  solid  materials  Similar  in  construction  toType 
874  LBA  Slotted  line  eicept  that  it  is  open  at  one  end  to  Kcepf 
cylindrical  dielectric  specimens,  and  center  and  outer  conductors 
have  silver  overlays  to  reduce  losses  Frequency  ranye  ?00  to 
5000  Me 


Unrt  Oteitatora 
ptietd  (rem  $190  ft  $46$ 

Sii  models  cover  complete  frequency 
range  from  0.5  Me  to  2000  Me. 


Typt  1210-C 
Unit  R'C  OtcMaftt 
$110 


20  c  to  500  he  Ihree  outputs  sine  waves 
trom  0  7  V  at  low  impedance,  and  0  45  v  at 
high  impedance  setting .  square  wave  out 
put  adjustable  0  30  v.  peak  lo  peak 


Typt  1602  0 
^  VHF-UHF 

Admittanot  Mtttt  $295 
^41  K>  «l>ial  for  impedance 
'■  •  and  VSWR  measurements  on 

4!^  transmission  lines,  antennas. 

networks,  and  components. 
Frequency  Range  20  to  1500  Me.  useful  lot 
matching  up  to  2000  Me.  Measuring  Ranges 
Conductance  0.2  lo  1000  mmho ,  Susceptance 
±0.2  lo  ±1000  mmho.  Resistance  1  to 
5000(1,  Reactance  ±  1  to  ±5000(1,  AccurKy 
±3%. 


Typt  1603-A 
Z-Y  Mn  6370 


Convert  emsting  manually  operated  equipment 
to  sweep  operation  for  automatic  display  put 
poses.  Shown  is  Ihe  Type  1750  A  Sweep  Drive 
($460)  which  attaches  directly  to  tht  instru 
meni's  knob,  and  furnishes  a  d  c  volfafe  pro 
porlional  lo  shaft  angle  lor  recorder  or  oscillo 
scope  display. 


Typt  12I3C 
Unit  Tum  Frtqutncy 
Cahtrator  $260 


(icelleni  secondary  Itequency  standard 
5  Me  crystal  provides  10  kc.  1(10  kc.  I  Me. 
and  10  Me  fundamentals  and  harmonics  up 
to  1000  Me  Stability  Ippm/X  aftei  1  hour 
warmup. 


Measures  directly  any 
impedance  from  0  to  <» 
ohms  in  terms  of  quadrature  components.  Ac 
curKy;±l°:D.  Frequency  Range  20cto20kc. 
Measuring  Ranges  Resistance  and  Reactance 
0  to  ±10000,  Conductance  and  Susceptance 
0  to  ±  1000  iimho. 


Type  1607  A 

Tiantftr-Functitn  Mattr  $1665 

A  VHF  UHF  instrument  lor  direct  measurement 
of  all  lor  ward  and  reverse  complei  transfer  functions  of 
transistors.  vKuum  tubes,  and  active  and  passive  four  terminal  networks 
Frequency  range  20  to  1000  Me  Measuring  ranges  voltage  and  current 
ratios  0  to  M.  transimpedance  0  to  1^(1,  transadmitlance  0  to 
BOOmmhos 


A-M.  P-M,  and  T  V  Monitoring 
and  Maaauring  Cquipmant 
Shown  IS  the  Type  1184  AA  T  V  Transimttcr 
Monitor  which  monitors  visual  and  audio  car 
riers  and  intercarner  sejiaration  of  tv  Iransmis 
sions.  C  R  monitors  are  used  m  twice  as  many 
a  m  and  t  v  stations  as  all  other  makes  cam 


Typt  1230-A 
0-C  AmpHtlar  and  Elactraniatar  $440 
Millivoltmetei.  micro  microammetei. 
mega  megohmmeter  and  d  c  amphfiei 
Drilt  less  than  2  mv  after  warmup. 
FM  acalt  rangat . 

Veaate  •JOnivto  wlOv 
Carrent:  *3  ■  10  >*  amp  to  *  I  mj 
■etltlance  300  fcu  to  ton  u 


Typt  1391-A  Mat.  Sweap 
and  Timt-Dtiay  Canarator  $t74$ 

Complele  pulse  instrumentation 
in  one  package. 

'  PdM  Onrattea:  OOSiiMc  to  1.1  wc. 

>  PalM  Piaalltlia  IMa  0  lo  ISO  kc 

•  Tkaa  Palav  vonaklo  from  I  osoc  lo  1 1  sor 
’  Palav  Papatniaa  Pula  0  to  000  kc 

'  tatpal  laiaiOiaco:  voiiobio  trom 
0  10  600  U 

•  Mia  and  Pocay  Tmat  0  03S  •  0  01  otoc 

•  PlaaMt  aaatt  poimii  accm  lo 

alt  importanl  inotiumonl 
luiKltom 


Parts  and  Components 

G-R  manufactured  parts,  built  into  G-R  quality  instrumentation,  can 
be  purchased  for  use  in  your  own  equipment.  These  parts  and  com¬ 
ponents  include;  fixed  and  variable  capacitors,  resistors  and  poten¬ 
tiometers,  transformers,  dials,  knobs,  coaxial  connectors,  plugs,  and 
binding  posts. 


k//>&)  )^uBuy 


Piimay  Fraqatacy  Staidwdt 
lad  Mtnunng  Equipmeit 

fii  use  by  standaidinng  labor alorits 
Ihe  world  over  Primary  slandard  is 
stable  lo  14  part  in  100  million  per 
day  Accuracy  of  frequency  measur 
ing  equipment  is  better  than  two 
parts  in  10*  at  low  frequencies;  two 
parts  in  10*  at  higher  frequencies. 
Comparisons  between  unknown  and 
standard  frequencies  can  be  made 


Z"  \)car 

]l^arraniy 


wa  SSLL  DinaCT.  Our  OittrFCt 
Offictt  ar*  staffed  by  •ngioMrs  Mpact^My 
trained  to  htip  you  m  tbo  Mtoctiort  ol  in«tru 
moots  ar$d  maasurmg  systoms  bost  suftod 
to  your  noods  Wa  walcoma  your  inqu*rias 
wM  hatp  sotva  your  problams 


Wh^n  ordering  or  toeicing  informetion 
pfooto  mention  Bh€tronic$  Bvyort'  Guide. 
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TfH  ICOS-A  iBiniWM  C«nMr*tw  tTM 
Panel  meteis  indicale  diNefencn  in  impedance 
matmlude  and  phau  an^le  between  an  un 
known  and  dandaid  impedance  withoul  manual 

lawMwKaPMte  {  tutoMIlki 
HMwAaiin  •0^i*«ie% 


Type  IMW-t 

Vaceeie-Tiibt  VottmeMc  I43S 

Accepted  tluouAhout  the  etectfomci  indurtry 
ay  the  moyl  accurate  peak  reypondmg  meter 
available  T%  accuracy  Wide  Irequency 
range  Stable  calibrMion.  vibytantially  in- 
dep^ent  ol  tube  characteriytKi  High 
input  impedance  Single  zero  adiuytmeni, 
doey  not  require  reyetting  from  range  to  range 


I,  L.  and  C  Standard* 

A  complete  line  ol  preciyion 
variable  and  hied  renytanc*. 
inductance,  and  capacitance 
ytandardy  tor  laboratory  and  in 
duyliial  uyey 


Standard  Signal  Caneratort 

Shown  ly  Type  1021  AV,  40  to  2S0  Me 
(1710).  Two  companion  modely  covet 
no  920  Me  and  900-2000  Me  rangey 
Other  yignal  generatory  ate  available 
lor  coverage  from  S  kc  to  SO  Me 


Typa  Ilt2-I  Magahmmatar  S2SS 
Cayy  to  operate,  meayurey  fiom  OSMti  to 
2  ■  IQi'U.  Two  teyt  voltagey.  SOv  or  SOOv 
Built  in  calibration  circuit 


TyH  I3W-A 

Aandam-Nalta  Ganaratar  S240 

Generatey  wide  bandnoiyeotunitarm  ypeettum 
level  —  three  frequency  rangey  lor  hher  testy 
croyytalk  and  noise  hgure  measurementy 
acousticy  work,  and  use  ay  modulator 
Kc  -  20kc.  aOc  -  SOO  kc.  »c  -  S  Me 


Servomachaniym  type  —  tensing  urcuit  tampley  hna.  pro 
viding  error  voltage  that  changes  position  of  built  in 
Variac  which  in  turn  leads  "buck  boost"  Iranslormar  lor 
kna  voltags  correction.  Sir  kva  capKity  . . .  Hotds  output 
constant  to  ±0.2S5i...  Introduces  no  waveform  distortions 


One  of  many 
instruments  tor  sound 
measurements  Meets  all  ypeciftca- 
tions  ol  the  American  Standards 
Association  Range  24  to  140  db. 
better  than  l-db  accuracy.  Com 
pletely  portable  Wide  variety  ot 
analyrery  and  aaessories  available 


ll^Hr  Typa  All  M. 

SPabatac  S170 

A  versatile  portable  stroboscope  lor  use  in  sow 
motion  studies  from  300  to  100.000  rpm.  or  at 
a  tachometer  from  60  to  100.000  rpm  Accurate 
withm  ±  I9i  over  most  ol  range 


v”  ^  Vartac^ 

Contlnuoualy-Adluatablw  Autotranaformwra 
Current  ratings  tram  2  4  to  SO  amperes,  and  can  be 
pnged  for  additional  capacity  ot  polyphase  opera 
tion  .  .  also  available  in  ball  bearing  or  motor 
driven  modely.  and  lor  3S0  to  1200  cycle  sernce 
Can  be  easily  designed  into  equipment  lor  either 
panel,  behind  panel,  wall  or  table  mounting 


Vorlac  Motor  Spowd  Control* 
Provide  adiustable  speed  operation  ot  d  c 
motors  tram  a  c  lines  Th^  combine  the 
convenience  ot  a-c  power  with  the  eicellent 
starting  characterislicy  and  good  regulation 
ot  d  c  motors  Fitteen  ^  - 

models  available  trom  ^ 

l/l5hplolVShpin  j  _ 

either  stripped  down  or  t  f  VH|I 
cabinel  umts  ' 


<J  ttzwv  of  the  products  made  by  General  Radio 
.  .  .  found  wherever  accurate  measurement  and  dependable  control  are 
needed.  These  are  precision  instruments  and  standards  for  research  and 
production  in  pure  and  applied  science. 

Though  these  products  have  different  applications,  they  all  have 
one  thing  in  common  —  Quality.  They  are  designed  without  “short  cuts”  by 
engineers  whose  goal  it  is  to  produce  fine  and  reliable  instrumentation  that 
will  withstand  many  years  of  hard  use.  G-R  products  are  assembled  from 
carefully  selected  components  by  skilled,  experienced  craftsmen.  All  adjust¬ 
ments  are  set  well  within  advertised  specifications  by  the  Standardization 
Laboratory. 

The  Warranty  Tag  that  is  attached  when  all  tests  and  calibrations 
have  been  completed  carries  with  it  the  most  comprehensive  guarantee  in 
the  electronic  measuring  equipment  industry.  It  certifies  that  the  instru¬ 
ment  will  operate  in  full  accordance  with  specifications  for  a  period  of  not 
less  than  two  years. 


Analyztrs 


G  R  equipment  tor  intlynng 
complei  waveforms  include 
inytrumenty  lor  evaluating 
broad  band  or  narrow -band 
soundy.  mectianically  produced 
vibrations  impact  noises,  bar 
momc  spectra,  distortion  and 
electiical  noises 


GENERAL  RADIO  COMPANY 


275  Massachusetts  Avenue,  Cambridge  39,  Massachusetts,  U.  S.  A. 

NEW  YORK  AREA:  Tel  N.  V.  WOith  4  2722  N  J.  WHilney  3  3140  CHICAGO  Tel  Village  8  9400 
PHIIADEIPHIA:  Tel  HAncock  4  7419  WASHINGTON,  O  C.:  Tel  JUmper  S  1088 

SAN  FRANCISCO:  Tel  WItitecliff  8  8233  lOS  ANGELES  SR:  Tel  Hollywood  9  6201 

In  CANADA.  TORONTO  Tel  CHeiiy  6  2171 


Wfwil  ordering  ot  Booking  information 
oloato  montion  Cluctronics  Buyura'  Goido. 
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•  ^  *  A'  • 

Typ*  1S70-A 

I 

Autwnattc  VpRag*  RagiAatir  SSIR 

IS  ^ 


HIGH  FREQUENCY 


Illustrated  here  are  a  few  representative 
types  in  the  unequalled  powerstat  line 
which  includes; 


132VA  to  217  KVA 
motor  driven 
manually  operated 
temperature 
modulating 
positioner  control 
portable 
oiUcooled 
explosion-proof 
limited-range  types 
line  correctors 
double-wound 


120,  240  and  480  volts 
single  phase 
three  phase 
four  wire 
three  wire 
two  wire 
above  line 
to  line 
open  delta,  wye, 
parallel,  series,  series- 
parallel  connected 


70 

INPUT:  120  60  eyelet,  1 

phoie.  OUTPUT  0-120  UO 
voht,  3.0  oeiperct,  4  2  KVA. 
For  boek-ot-ponel. 


TYPI  10 

INPUT:  1  20  voitt,  60  eyelet,  1 
phote.  OUTPUT:  0-120/132 
voitt,  1.25  omperet,  .165  KVA. 
For  bock-of-ponel. 


TTPI  2PF10 

INPUT:  1  20  voitt,  60  eyelet,  I 
pbote.  OUTPUT:  0-132  voitt, 
1.0  omperet,  .132  KVA. 


For  complete  information  send  for  power¬ 
stat  Bulletin  I’258G. 


The  POWERSTAT  variable  transformer  pro¬ 
vides  a  combination  of  precision  operation, 
conservative  ratings  and  rugged  mechani¬ 
cal  construction.  You  get  excellent  regula¬ 
tion,  zero  waveform  distortion,  high 
efficiency,  smooth  control  and  long  life. 


TTPI  136 

INPUT:  120  voitt,  50/60  eyelet, 
I  phote.  OUTPUT:  0-120  140 
voitt,  20  omperet,  2.8  KVA. 


TTPI  ISMB136-1 

INPUT.  1  phote,  240  voHt,  50  '60  eyd- 
3  phote,  120  voitt,  50/60  eyelet.  OI 
PUT,  I  phote,  0-240/280  voht,  5.6KV 
3  phote,  0- 1  20/ 1 40  voitt,  4  8  KVA. 


TTPI  136-3 

INPUT:  240  vom,  60  eyelet.  3 
phote.  OUTPUT,  0-240/280 
voht,  20  omperet,  9.7  KVA. 


RATING  SUMMARY  FOR  POWERSTAT  SERIES 


TTPIX-116 

INPUT:  120  volft,  50/60  eyelet,  I 
phote.  OUTPUT.  0-120/140  voht, 
7.5  amp0r0t,  1.0  KVA.  Explosion* 
proof  for  hoiordowt  locotions. 


TY^K  0-116 

INPUT:  120  voht.  50/60  cycl*».  1  phott.  OUTPUTi  0-120/140 
volH,  15  omporos,  2.1  KVA.  For  o<l-coolod  oporotion. 


POWERSTAT  Variable  Transformers  for| 

These  POWERSTATS  are  designed  for  use  where  weight  and  space  are  a  factor. 
Although  it  will  weigh  only  one-third  as  much  .  .  .  and  will  occupy  only  one- 
half  the  space,  a  POWERSTAT  designed  for  400  cycle  .service  will  p<‘rform  the 
same  as  a  comparably  rated  60  cycle  powerstat.  Here  are  some  examples  of 
our  complete  line.  For  more  information  write  for  powerstat  Bulletin  !‘2.')7H. 


Applications 


siRiis 

For  400/800  cycle,  tingle  and  3  phase 
11  use.  Units  for  1  20  and  240  volts,  1  phase 
...  240  and  480  volts  3  phase  service.  All  units  with  ter¬ 
minal  connections  to  provide  output  voltages  limited  to 
input  voltages,  or  output  voltages  above  input  voltages. 
Ratings  from  .42  to  3.6  KVA. 


HL  SIRIIS 

For  400/800  cycle,  tingle  and  3  phase  use.  Me 
ally  operated  and  motor-driven  models,  tingle  ph 
units  operate  from  1 20  ond  240  volt  lines.  Tf 
phase  connected  to  240  or  480  volt  lines.  Input 
minolt  provide  choice  equal  to  or  1  7%  higher  t 
line  voltage.  Ratings  from  2.1  to  8.7  KVA. 


HS  SERIES 

For  400/800  cycle,  1  phase  use.  INPUT: 
120  volts,  OUTPUT:  0-120/140  volts. 
INPUT:  1 20  volts,  OUTPUT:  0-28  volts 
or,  with  fixed  tap  a  non-adjustable  28 
volt  supply.  Ratings  from  56  to  1 40VA. 


When  ordering  or  seeking  information 
photo  mention  Electronics  Buyers'  Guide. 
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Senes 

Maitmum 

Amps 

Maximum 

KVA 

Line 

Volts 

10 

1.0-1.25 

.132-.52 

120-240 

20 

3.0 

.36-1.2 

120-240 

116 

6.5-7.5 

.78-3.6 

120-240 

117 

8.5-13.0 

1.5-5.4 

120-240 

216 

2.6-3.0 

.62-2.9 

240-480 

217 

3.5-6.3 

1.2-5.2 

240-480 

136 

20.0-40.0 

2.4-9.7 

120-240 

236 

9.0 

2.1-8.7 

240-480 

1156C 

45.0-270 

5.4-131 

120-240 

1256C 

28.0-224 

6.7-217 

240-480 

TT^I  11S4C 

NPUT;  120  volti,  50/60  cycUt.  I 
OUTPUT:  0-140  voHt.  45  om. 
•t.  6.3  KVA. 


'Alummgm  COM  provid^t  dtnf-fiQHf  •ndotwr*. 
INPUT:  1  phoM,  480  volts.  50^60  cyciot. 
3  pl^oto.  240  v^s.  50  60  cyclos.  OUTPUT: 
1  pHaso.  0-560  vol^,  2.6  omp«rot.  3  photo. 
0-280  vohi.  2.6  omporot. 


INPUT:  120  volts.  60  cyclos.  1  photo. 
OUTPUT:  0-120  volts.  10.0  omporos. 
1.2  KVA  (constont-curroftt);  0-120  vohs, 
13.0  omporos.  1.6  KVA  (constant' 
impodonco}. 


3p/ 


p 


^  _ _ — '  '  r or  compU'to  information 

&  O  "  inclu<iinK  all  ratinKs  on  all 

r,  model.-^  writ*'  for  thes»>  Hullotins; 

gl’<)\\KRsT.\T  hiKh  frtH|uency  tyjK*s  Bulletin  I’JaTH. 

I’OWKKSTAT  variable  transformer  Bulletin  1'2.')SG, 
^  100  pages  in  4-color  giving  dimensions, 

Q  mounting  instructions,  construction  details  and 
Ja  ratings  of  idwerstats  for  •*>0  00  cycle  service. 


C^OIVKPAM  Y 


5000  LEE  AVE.,  BRISTOL,  CONNECTICUT 


TTM  30Mns«C-«T 


INPUT.  t20  voitt.  SO  60  cycki,  I 
phax  OUTPUT.  O  t  20,  1 40  7.5 

omparas.  1 .0  KVA.  ^or  bock-of-ponal. 


11560,  1256C  SERIES 
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Whan  ordering  or  tootling  information 
plooto  montion  f  loctronict  Buyort'  Guido 


TTPl  SMI  I  SBC 

Motor  drivon.  Spood  for  fuM  rongo 
trovol  5  locondt.  OtHor  charoctoritt<i 
i.milor  to  Typo  1 156C. 


INPUT.  240  4  80  yolti,  60 
cyclot,  3  photo.  OUTPUT 
0-S60  voitt.  84  omporot 
8I.S  KVA. 


UT.  120  voitt,  SO  60  cyclot.  I 
ito.  OUTPUT:  01 40  voitt,  7.5 
»o,ot.  1 .0  KVA. 


TTPl  0116U 


VOLTBOX  A-C 
POWER  SUPPLIES 


TTPl  UC1M 

rompoct  unit  for  tasting  voriobla  o>c 
Includes  voltmatar  ond 
OWfPfsTAT  with  choroctaristics  of 
yp«  1 16. 


LIMITED  RANGE  TYPES 


Doubla  wound  ossombly  with  isolotad  socondory.  On« 
phosa  120  or  240  volt  mput.  Thraa  us«s.  (1)  low  volt- 
og«  isolotad  output  vonoblo  tronsforMor^  (21  Ima  eor- 
roctoTj  (3)  limitod  ronga  "bucli-boost'’  vonobla  trons- 
formar.  Ov«r  200  diffaront  rotmgs  pottibla  m  tha 
sorios. 


TT^I  210AIC 

Usad  to  corroct  lino  voHogo  voriotions  to  mouitam  a  constont  output  volt 
ago  or  to  supply  a  hmitod  rongo  of  output  voltogo  from  a  stoblo  a* 
powor  sourco. 

INPUT:  95-135  volts.  50' 60  cyclos.  1  phoso. 

OUTPUT:  1 15  volts.  52  omporos,  6.0  KVA. 


i 


For  precise  voltage  control  with  rated 
outputs  from  0.25  to  100  KVA  in 
laboratory,  production  and  testing  use 

TABIUNE 

T^^Voltage  Regulators 


When  electrical  equipment  is  tested,  the  applied 
voltage  must  constantly  equal  the  rated  voltage  or 
its  characteristics  cannot  be  properly  checked. 
When  electrical  equipment  operates,  the  closer  the 
applied  voltage  is  at  all  times  to  the  rated  voltage 
the  better  the  equipment  performs  and  the  longer 
it  lasts. 


In  automated  systems  varying  voltage  cannot  be 
tolerated,  especially  when  the  voltage  is  a  motivat¬ 
ing  function  in  the  system.  Here  is  a  line  of  auto¬ 
matic  voltage  regulators  featuring  circuit  simplicity 
with  mechanical  ruggedne8.s.  You  can  use  them  with 
assurance  that  their  operational  characteri.stics 
equal  or  better  their  published  ratings. 


NEWA*^  FILAMENT 
V0LTA6E  REGULATOR 

STABIUNE  Type  EMT25I36U  meett  the  need  of  lentitive,  expentive 
electronic  equipment  for  groduol  tube  worm  up  and  constant  volt¬ 
age.  This  STABIUNE  automatically  supplies  both  needs. 

INPUT:  108-132  volts,  50/60  cycles. 

MAX.  RUN  UP  TIME:  45  seconds.  (Other  speeds  on  special  order.) 
OUTPUT;  9-24  volts,  25  amperes. 


CO  ivi  A  Y 

5000  LEE  AVE.,  BRISTOL,  CONNECTICUT 


ror  complete  information,  construction 
details  and  ratings  write  for  a  Bulletin. 

Type  IE  —  Bulletin  S-358IE 
Type  EMT  —  Bulletin  S.‘).58EMT 
Type  TM  —  Bulletin  S3.'>8TM 


2 


When  ordering  or  seeking  information 
pfeose  mention  Electronics  Buyers'  Guide. 
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STAB  I  LINE  type  IE 

Instantaneous  Electronic 

Type  IE  is  'completely  electronic  without 
moving  ports.  It  provides  complete  correc¬ 
tion  in  3  to  10  cycles  in  the  smaller  units 
...  in  10  to  20  cycles  in  the  larger  units. 
Rated  outputs  range  from  .25  to  10  KVA. 

N 


STABILINE  type  EMT 

Electro  Mechanical 
Transistorized 

Type  EMT  is  ideal  for  industrial  loads  up 
to  100  KVA  and  where  zero  waveform 
distortion  is  required.  It  provides  a  wide 
frequency  range  of  47  to  63  cycles  with 
an  efficiency  of  98%.  Its  control  circuit  is, 
completely  transistorized.-  i 


STABILINE  type  TM 

Tubeless  Magnetic 

Type  TM  has  no  tubes,  transistors  or  mov¬ 
ing  parts.  It  is  used  in  unattended  locations 
or  where  failure  cannot  be  tolerated.  Its 
response  time  under  ordinary  changes  is 
less  than  '/i  second;  always  under  1 
second. 


TYM  ilNSIOIR  ~for  hifHfr«^v*ncy 

INPUT:  95*130  voiTt,  400  cycles,  I  phas*. 
OUTPUTt  1 15  volts,  1.0  KVA.  Rock  mountinQ 


TYM  IINS10U  TYM  TMN7101  —  for  hl«H 
fro^woficY 

INPUT;  95*130  volts,  400  cydos,  I  phaso. 
OUTPUT.  1 1 5  voHs,  1 .0  KV^ 
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When  ordering  or  tooking  infoimation 
plooM  mention  Etectronici  Buyer*'  Guide. 


TTPI  IMT4I0Z 

NkUTj  95-133  volt.,  30'60  cycle..  1  plice 


INPUT:  400-520  volt.,  50  60  cycle.,  3  plto.e 
OUTPUT,  460  volt.,  100  ampere.,  75  KVA. 


OUTPUT.  115  voH.,  17.5  ompere.,  3.0  KVA 


TYPI  TM7101R 

INPUT:  95*135  votts.  60  cycUs.  1  phoi*. 
OUTPUT.  115  votts,  8.5  omp«r«s,  1.0  KVA 
Rock  mountM^. 


TYPI  TM710S  (CoMnot  romovod) 

INPUT.  95-135  volts,  60  cyclos,  1  phoso. 
OUTPUT:  115  volts.  43.5  omporos,  5.0  KVA 


TYPI  liSIOI 


INPUT;  95*135  volts,  60  cyclos,  I  pkaso. 
OUTPUT:  115  volts,  8.5  omporos,  1.0  KVA. 


INPUT:  95*135  volts,  60  cyclos,  I  pHoso. 
OUTPUT:  115  vohs.  22  om)>«ros,  2.5  KVA. 
Rock  movotiog. 


STABILINES  for 
High  Frequency 


Application 


Stabiline  models  for  high  frequency  use 
provide  savings  in  size  and  weight.  Built  to 
meet  military  specifications. 


Tip  on  thoft  for 
pormononf  tolclor 
connoction. 


For  quicker  solder  connections  with 
maximum  electrical  contact  .  .  . 
corrosion  resistance. 


For  more  attractive 
panels,  easier  circuit 
identification. 


All  brott  porH 
gold'plofod. 


Sliding  ponoUmoonfing 
intwlofor  of  dwroblo  nylon 
plotlic.  Moldod  ovor 
broftt  coro.  Hottod 
intort  for  locking  to  ponol. 


Ponol  intolotor  of 
dwroblo  nylon  plottic, 
moldod  ovor  brott  coro 
froion  to  conlor  tbofl. 
Flottod  in»ort  for  locking 
to  ponol. 


Plug-in  for  stand* 
ard  V4*'  banana 
plug. 


Tough  nylon  plosllc 
x«shopod  thumb  nut 
with  insort  coptivo 
with  stud. 


SHOWN  4  TIMES  ACTUAL  SIZE 


These  are  the  original  SUI’F'RIOK  .5-WAY  \ 
Binding  Posts  and  are  the  first  choice  of 
makers  of  electrical  and  electronic  equipment. 
Their  .30  amperes  current  capacity  and  1000  volts 
working  voltage  .satisfy  a  wide  range  of 
requirements.  They  can  be  mounteil  and  securely 
locked  in  any  panel  from  to  '4  inch  thick. 
Adapter  spacers  are  available  for  mounting  in 
thinner  panels.  Complete  insulation  from 
panel  is  provided. 


Wire  looped 
around  shaft  and 
clamped. 


Wire  (up  to  No. 
I  2|  permanently 
clamped  through 
center  hole. 


DF30BC 

DF30BLC 

DF30RC 


Block 

Blue 

Red 


Clamped  spade 
lug  connection. 


^  1  Send  for 

- SUI’ERIOR 

.5-WAY  Rinding  Post  Bulletin  Bl’9.')8  for 
complete  information  and  mechanical 
dimensions. 


COIVIPAN  Y 

5000  LEE  AVE.,  BRISTOL,  CONNECTICUT 


When  ordering  or  seeking  information 
pleose  mention  flecironics  Buyers'  Guide. 
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TYPI 

COLOR 

DF30GNC 

DF30WTC 

DF30YC 

Green 

White 

Yellow 

INDUSTRIAL  TIMER  CORPORATION 

M0»  McCACrCD  HIGHWAir,  NEWADK  4,  N.  J. 


Timers  that  Control 
the  Pulse  lieut  of  hu/ustry 


TIMERS 


standard  or 
special - 
Industrial  Timer 
makes 

rapid  deliveries 
on  all  models 


Speed  up  your 
automatic 
control  projects - 
profit  by  our 
timing  application 
experience 


Timers 


Interval  Timers 


Sometimes  you  need  a  standard 
model  timer . . .  other  times  you 
need  a  special.  Fiither  way  we 
can  give  you  the  extra  rapid 
service  you  may  need  because 
of  the  erticient  way  we  design, 
manufacture  and  stock  timers 
for  industrial  applications. 

To  meet  nil  of  the  widely 
varying  needs  of  our  customers 
we  manufacture  a  complete  line 
of  timers  in  the  four  broad  clas¬ 
sifications  illustrated  here: 

1.  TIME  DELAY  TIMERS 

2.  INTERVAL  TIMERS 

3.  RE  CYCLING  TIMERS 

4.  RUNNING  TIME  METERS 

I'rom  these  we  have  already 
developed  20  basic  types  which 
can  be  combined  in  endless 
number  of  ways  ...  to  date, 
our  engineers  have  combined 
them  into  over  1000  different 
models.  So  what  might  seem  to 
be  a  special  timer  requirement 
to  you.  will  very  often  be  a 
standard  timer  in  our  large 
stock,  and  that  is  the  reason  we 
have  the  ability  to  fill  special 
orders  so  quickly.  And  as  far 
as  standard  timers  are  con¬ 
cerned  we  can  give  overnight 
service  if  necessary. 

So.  for  the  utmost  in  all¬ 
round  service  depend  on  us  for 
this  outstanding  combination: 
dcliveriesj'lmmcdiate  on  Stan¬ 
dards  .  ,  .  First  on  Specials”. 


No  need  to  let  timing  problems 
delay  you  in  your  automatic 
control  projects  when  you  can 
place  them  uith  us  and  get 
faster  solutions.  Even  though 
no  two  automatic  control  jobs 
are  ever  exactly  alike,  and  even 
though  the  timer  requirements 
of  each  are  very  different  we 
have  established  an  excellent 
record  in  helping  out  in  these 
situations. 

20  years  of  experience  in  an¬ 
alyzing  complex  timer  applica¬ 
tions  has  provided  us  with  the 
special  knowledge  required  to 
give  our  customers  the  right  an¬ 
swer  in  near-record  time. 

Our  large  stock  of  standard 
and  combination  timers  enables 
us  very  often  to  fill  orders  for 
these  requirements  without  any 
time  loss  because  we  have  al¬ 
ready  developed  so  many  new 
combinations  specifically  for 
automatic  control  functions. 

Extra  special  automatic  con¬ 
trol  timer  —  this  calls  for 
original  designing.  Our  engi¬ 
neers  will  go  right  to  work  and 
get  the  job  done.  That's  the  way 
we  grow  and  we  like  it. 

Whatever  your  control  prob¬ 
lem,  you  have  everything  to 
gain  by  submitting  it  to  our 
timer  specialists.  They’ll  come 
up  with  the  answer  —  almost 
with  the  speed  of  automatic 
control  itself. 


Meters 


Rc-Cycling 


AFFILIATE-LINE  ELECTRIC  COMPANY 


Whait  erV«rin9  or  Mckiny  iMormatio'n 
ploato  montion  EUctronici  Bwytra'  Guide. 
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One  Gi bsi loy 

ELECTRICAL  CONTACT 

Recommends  Another* 


There’s  a  Gibson  electrical  contact 
of  the  right  electrical  and  physical 
properties  to  do  special  duty  in  your 
electrical  products. 

Contacts  have  been  tailored  for  25 
years  by  Gibson  engineers  to  At  cus¬ 
tomers’  special  requirements.  Again 
and  again,  the  success  of  one  Gibson 
contact  developed  for  a  customer  has 
been  adequate  endorsement  for  selec¬ 
ting  Gibson  on  subsequent  jobs. 


Gibson  engineers  aim  to  develop  the 
finest,  most  practical  and  economical 
contacts  and  contact  assemblies  for 
your  purpose. 

Whether  the  electrical  needs  of  your 
product  are  best  filled  by  powdered 
metal  contacts  such  as  Ductile  Gib- 
siloys.  Graphite  Gibsiloys  or  Refrac¬ 
tory  Gibsiioys,  or  by  silver,  silver 
alloys  or  palladium,  call  on  Gibson 
first  for  service,  quality  and  engineer¬ 
ing  assistance. 


Check  the  different  types  of  Gibson  contacts  below,  end  get 
further  details  by  writing  for  the  free  Gibson  Cataiog  C-S20. 

Fine 

Silver 

Widely  used  as  a  contact  material ...  excels  all  other 
materials  In  electrical  and  thermal  conductivity  ... 
when  clean,  has  lowest  contact  resistance. 

Coin 

Silver 

An  alloy  of  90%  silver  and  10%  copper  ...  superior  to 
fine  silver  in  hardness  and  resistance  to  mechanical 
wear,  but  has  lower  conductivity  and  higher  contact 
resistance  because  of  copper  oxide  surface  formation 
...  often  useful  where  contact  force  Is  adequate  or 

Silver 

Alloys 

Combine  silver  with  other  materials  such  as  cadmium, 
palladium,  platinum  or  copper  to  meet  special  applica¬ 
tions  such  as  low  contact  force,  low  voltage,  lew 

Ductile 

Gibsiloys 

s.  Pioneered  by  Gibson  to 

f  Jr  \  answer  demand  for  combl- 

Ik  (  j  )  nations  of  physical  and  elec- 

J  trkal  properties  not  possible 

with  alloyed  contact  mate- 
^  \  rials . . .  can  be  cold-headed, 

^  blanked,  cained,  drawn, 
y'  y'  drilled  .  .  .  have  high  con- 

jT  sistance ...  widely  used  with 

large  currents. 

Graphite 

Gibsiloys 

^  Produced  from  mixtures  of 

01  motel  powders  and  graphite 

powder  ...  reduce  welding 
tendency  of  contacts  ... 
have  low  contact  resistance 
and  self-lubricating  praper- 
^  ties. 

Refractory 

Gibsiloys 

A  ♦  <> 

Include  silver-tungsten,  silver-tvngsten-carbide,  silver- 
molybdenum,  copper-tungsten,  cepper-tungsten-car- 

...  resist  mechanical  wear,  impact  and  sticking. 

Many  Gibson  contact  materials  can  be  produced  as  molded 
shapes,  rivets,  "Steelbacks,”  stampings,  screws,  overlay 
types  and  others.  For  more  complete  engineering  data  on 
what  Gibson  offers  you,  write  for  free  Gibson  Catalog 
C-520.  No  obligation. 


Contacts  Engineered  to  Your  Requirements 


Acme 

2002 

POTTING 

COMPOUND 


Recommended 

For  All 
MINIATURIZED 
UNITS 

ACME  2002  POniNG  COM¬ 
POUND  is  unafFected  by  cli¬ 
matic  changes  and  assures 
100%  protection  against  ex¬ 
tremes  of  temperature  ranging 
from  — 100°  F.  to  *  185°  F. 

Developed  to  withstand  elevated 
and  subzero  conditions,  ACME 
2002  forms  a  hard,  moisture- 
proof  seal  that  will  not  crack 
or  become  brittle  when  subjected 
even  to  sudden  changes  in 
temperature.  Exterior  casings 
are  not  necessary. 

There  are  many  Acme  Com¬ 
pounds  for  various  applications. 
Let  us  help  you. 

• 

Integrated  Electrical  Products 
of  Highest  Quality  for 
Over  Fifty  Years 

ACME  WIRE  CO. 

NEW  HAVEN,  CONN. 

MAGNET  WIRE  •  COILS 
VARNISHED  INSULATIONS 
INSULATING  VARNISHES 
AND  COMPOUNDS 
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There’s  an  Bearing 

to  help  you  perform 

Miracles  in  Miniaturization 


RADIAL  RETAINER  SERIES 


RADIAL  AND  SUPER-LIGHT  RADIAL  SERIES 


■  lARINO  NO.  tORI  0.0.  WIDTH 


"SJIC 

.0400' 

.1250' 

.0469' 

j 

} 

-  w- 

IfiL  '  ^ 

sin  ®  ° 

s . 

I'/iC 

.0449' 

.1542' 

.0425' 

▼  3C 

.0J50' 

.1875' 

.0781' 

4T4C 

.0781' 

.2500' 

0937' 

'.▼*C 

.0937' 

.3125' 

.1094* 

3331C 

.0937' 

.1875' 

.0625' 

RISC 

.1250' 

.2500- 

.0937' 

iTSIRC 

.1250' 

.3125' 

.1094' 

^▼SS33C 

.1562' 

.3125' 

.1094' 

^TS*33C 

.1875' 

.3125' 

.1094' 

4V*1tC 

.1250' 

.3750' 

.1094' 

^▼M31C 

.1875' 

.3750' 

.1250' 

',*14C 

.2500' 

.3750' 

.1250' 

t14C 

.2500' 

.5000' 

.1250' 

FLANGED  RADIAL  SERIES  (fv/f  toe*  Of  Hotainof  T/po) 


3'/ir 

3'/i9C 

.0469' 

.1562' 

.0625' 

3r 

▼  39C 

,0550' 

.1875' 

.0781' 

1 

4P 

▼  49C 

.0781' 

.2500' 

.0937' 

i  -  w- 

sr 

▼  19C 

.0937' 

.3125' 

.1094' 

33331 

33319C 

.0937' 

.1875' 

.0625' 

4181 

41S9C 

.1250' 

.2500' 

.0937' 

S18r 

▼  S189C 

.1250' 

.3125' 

.1094' 

ss3ir 

▼  S9339C 

.1562' 

.3125' 

.1094' 

S433r 

▼  5*3390 

.1875' 

.3125' 

.1094' 

*189 

▼  *189C 

.1250' 

,3750' 

.1094' 

*«3ir 

▼  **339C 

.1875' 

.3750' 

.1250' 

*149 

414PC 

.2500' 

.3750' 

.1250' 

1 

8149 

S149C 

.2500' 

.5000' 

.1250' 

DOUBLE  SHIELDED  RADIAL  RETAINER  SERIES 


*  w  - 

3'/>CNN 

.0469' 

.1562' 

.0937' 

3CNN 

.0550' 

.1875' 

.1094' 

4CHN 

.0781' 

.2500' 

.1406' 

SCNN 

.0937' 

.3125' 

.1404' 

iimui 

11 RM 

S1SCHN 

ssO? 

^  E  . 

SS33CNN 

KEEa 

S632CNN 

imf»Li 

41BCNN 

6632CNN 

TTRl 

414CHH 

B14CNH 

mssm 

mviii 

PIVOT  SERIES 


s 

0 

EIEQI 

EZSBI 

_ 

.030't 

.1181' 

.0709'  1 

IgggM 

lECT 

mmm 

iPgga 

MESM 

1II<!>W 

mfsvxe 

■  lARINO  NO.  RORf  0.0.  WIDTH 

-  w- 

100 

.0250' 

.1000' 

.0312' 

3 

.0400' 

.1250' 

.0469' 

316 

.0469* 

.1562' 

,0625' 

▼  3 

.0550' 

.1875' 

.0781' 

▼  4 

.0781' 

.2500' 

.0937' 

▼  5 

.0937' 

.3125' 

.1094' 

B3S3 

.0937' 

.1875' 

.0625' 

418 

1250' 

.2500' 

.0937' 

▼  SIR 

.1250' 

.3125' 

.1094' 

L  . .  _ 

▼  SS33 

.4  562' 

.3125' 

.1094' 

▼  5632 

.1875' 

,3125' 

.1094' 

S733 

.2187' 

.3125' 

.I094* 

▼  61* 

.1250' 

.3750' 

.1094' 

▼  **33 

.1875' 

.3750' 

.1250' 

*14  1  .2500' 

,3750' 

.1250' 

DOUBLE  SHIELDED  FLANGED  RADIAL  RETAINER  SERIES 

j  -  w  - 

3!69CHH 

.0469' 

.1562' 

.0937' 

3FCHH 

.0550' 

.1875' 

.1094' 

4PCHN 

.0781' 

.2500' 

.1406' 

S9CHH 

.0937' 

.3125' 

.1406' 

41SPCHH 

.1250' 

.2500' 

.1094' 

S18PCHH 

.1250' 

.3125' 

.1406' 

SS32FCNN 

1542' 

.3125' 

.1250' 

5632FCNH 

.1875' 

,3125' 

.1250' 

41R9CHH 

.1250' 

.3750' 

.1406' 

**329CHH 

1875' 

.3750' 

.1250' 

614PCHH 

.2500' 

.3750' 

.1250' 

S149CHH 

.2500' 

.5000' 

1875' 

HIGH  SPEED  SERIES  (IncJwdffiQ  Fhngod  T/po} 


-  W  - 

3M 

3rM 

.0550' 

.1875' 

.0781' 

4M 

4PM 

.0781' 

.2500' 

0937' 

4S64PM 

.0781' 

.2500' 

.0937' 

—u 

SM 

SPM 

.0937' 

.3125' 

.1094' 

f  ■  — 

^■1 

IIIIIQJ23 

.1250' 

.3125' 

.1094' 

IHOZIZIB 

. 

* 

ai-f.sLj 

THRUST  SERIES 


*  -  _ 

IT 

.0400' 

.1250' 

.0625' 

1 

4T 

.0937' 

.2500' 

.0937' 

ST 

.1250' 

.3125' 

.1250' 

i  C3I 

6T 

.1875' 

.3750' 

.1500' 

7T 

.1250' 

.4375' 

BSQI 

ANGULAR  CONTACT  SERIES 


BA 

.042't 

.1250' 

.0469' 

▼1* 

.062't 

.1875' 

.0700' 

▼  4A 

.085't 

.2500' 

.0937' 

▼  *A 

.124'* 

.3750' 

.1406' 

_ ^ 

▼  *A7I 

150't 

.3750' 

.1406' 

PreAaet  inilicote  moterlol;  Stondord  is  chro(*»e  beorWi^  steel  (SA6  52IOO}i  use  no  prefla.  All  bearings,  except  No.  also  oeoiloble  in  440  stainless:  use  prefix  S$  in 

ordertng.  Tlndkotes  oiso  available  in  25  beryllium:  use  prefix  NM  in  ordering,  ^tndicotes  sixes  avo4oble  with  sprmg  seporator,  specify  suffix  S  in  ploce  of  C  os  shown, 
tindicotes  minimum  shoft  (S)  dimension.  (SE)  dimension  on  reguest.  Smgle  Shielded  lladiol  Retainer  Series  also  ovoiloble,  specify  CH,  dimensions  identical  to  Rodiol  Retoinef 
Series  with  exception  of  following  which  are  wider-  7^/t  CH  (.0937).  3CH  (.0937).  and  4CH  (.1094).  Smgle  Shielded  Flanged  Rodiol  Retomer  Series  also  available,  aH  di¬ 
mensions  identicol  to  Double  Shielded  Ftonged  Rodiol  Retainer  Senes.  Specify  FCH  orsd  side  to  be  shielded.  Grooved  Rodiol  Retainer  bearings  ore  olso  available  in  9  sixes. 
Root  diometer  of  groove  is  the  some  os  O.D.  of  equivolent  Rodiol  bearing.  Self  Aligning  Series  ond  extended  inrser  bearirsgs  available.  Detoils  on  request. 


MPB  ball  bearings 

ore  ovoiloble  in  ten  design  senes  ond  in  more  than  500 
different  types  and  sixes  which  normoHy  con  be  supplied 
from  stock  for  prompt  mstollotion. 

Instrument  manufocturers  ond  users  of  smoH  precision 
mechomsms  con  rsow  utilixe  all  the  well-known  extra  od- 
vontoges  of  onti-fnction  beonrsgs  (occurote  olignment. 
long  weor.  freedom  from  ottention)  umversoNy  occepted 
in  lorger  quolity  equipment. 

For  more  thon  30  years  MPR  boll  bearings  have  con¬ 
tributed  to  the  successful  operotion  of  precision  mech- 
onisms.  A  pioneer  in  designs  ond  dimensions  now  being 


intemotionolly  stondordixed.  MPB  hos  olso  originated 
morsy  precision  monufocturesg  techniques.  All  MPB  boll 
bearings  ore  ground,  lopped,  honed  and  or  burnished 
in  occordonce  with  highest  quality  proetke  for  optimum 
operotmg  chorocteristics.  Inspection  limit  tolerorsces  ore 
equol  to  ABEC  5  or  better. 

The  most  extensive  engineering  krsowledge  in  minio- 
ture  beorirsg  applkotions  is  ovoiloble  to  you.  More  than  9 
miMion  MPB  boN  beorings  hove  been  instoHed  in  precision 
mechonisms.  For  our  new  1958  Cotolog  giving  complete 
specifications  ond  additional  doto,  write  Miniature 
Precision  Beorings,  Inc.,  80  Precision  Pork,  Keene,  N.H. 


]S/PB 


Helps  you  perform  miracles 
its  miniafuriiation 
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when  ordering  or  seeking  informasion 
please  mention  tiectronics  Buyers'  Guide. 
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■r. »  f .  f.  ♦.'•Z.  ►'»*, 

Automatically  synchroniies  $trobo-Cj^ 
scopic  light  sources  with  high‘^^ 
frequency  shakers  to  permit  inspec- 
tion  in  slow  motion  from  zero  to  two  '••i* 
cycles  per  second.  This  visual  fre- 
quency  is  adjusted  with  a  front  panel  i;*l 
control,  and  once  adjusted  remains 
constant  over  the  entire  shake  fre*  .%%** 
quency  range  of  20  to  2000  cps.  No 
adjustment  of  input  level  is  required 
over  a  40  db  range.  No  other  adjust- 
ments  exist  or  are  required.  Write 
for  bulletin  to:  ;$■ 


24  HOUR  SERVICE  ON  CATALOG  MAGNETS 


CAU  NiAIIST  orrKi 
O*  W«ITi  CATAIOO  ttm  W4 
Solos  Off<oi  lotteo.  CNkogo.Cf«voloA4.  los  AAfoios 

Now  Yo*h,  PHilogpIpKo.  locKostOf 


THE  INDIANA 
STEEL  PlOOUaS  COMPANY 

Vaipiriiw,  Iii4i«i 
WtrM'i  Itrfttt  IlMulictwtr 
•f  PtriMMat 


SQUARE  AND  RECTANGULAR  TUBES 

Produced  in  any  length,  shape  or  size  from  to 
8*.  wall  thickness  from  .010  to  .125.  Fabricated 
from  dielectric  kraft,  fish  paper,  acetate,  other 
patented  materials  or  combinations.  Bowed  side- 
wall  or  Di-Formed  construction. 

ROUND  TUBES 

Produced  in  any  decimal  size  up  to  8'  I.  D.  Fabricated 
from  kraft,  fish  paper,  cellulose  acetate,  mylar,  polysty¬ 
rene,  quinterra,  fibre  glass  and  other  dielectric  materials. 

RESIN ITE  COIL  FORMS 

These  coil  forms  have  the  highest  resistivity  of  any  res- 
inated  product.  Furnished  plain,  embossed,  internally 
threaded  or  triangular  shape  .  .  .  also  flyback  trans¬ 
former  forms. 

BOBBINS 

Supplied  round,  square  or  rectangular.  Cores  fabricated 
from  any  of  the  above  materials.  Metal,  asbestos,  plastic 
or  fibre  flanges.  Constructed  to  fit  smaller  spaces  and 
permit  multiple  winding. 

MANDRIL  SERVICE 

Accurately  ground  steel  and  aluminum  coil  mandrils  at 
cost  economy  comparable  to  commonly  used  undepend¬ 
able  wood  or  undersized  steel  mandrils. 

FABRICATING  SERVICE 

We  have  modern  high  speed  equipment  to  provide  you 
with  any  special  shape  or  form  .  .  .  rolled,  spun,  flared, 
punched  or  formed  to  your  particular  requirement. 

A$k  about  Praeision't  compUta  coif  form  torvico. 
Roquott  informalivo  bullotin. 
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REClSiOn 


•  SQUARE/fUBES 

•  ROUND  TUBES 

•  RESINITE 
COIL  FORMS' 

•  BOBBINS 

•  MANDRIL 
SERVICE 

•  FABRICATING 
SERVICE  ^ 


STROBO- 

SYNC 


D  ANA 


N 


PERMANENT 

MAGNETS 


cfavoUdxfiicA. 


(x/mldeA, 


5225  N.  20th  St.  •  Phoenix,  Ariiono 


PRECISION  PAPER  TUBE  COMPANY 

2041  West  Charleston  Street,  Chicago  47,  Illinois 

Plant  No.  2:  I  Flower  Street,  Hartford,  Conn. 

Roproionlalivoi  throughout  Urutod  Sfofes  ond  Canoda 


AMPLIFIERS,  magnetic 

Toroid  construction  Ittroughoul;  standard  cotoloQuod  typos  ovoiloblo — special  designs  to  suit  requirements,  line  frequencies  of  60,  400  and  800  c.p.s.  Operating 
temoerotures:  — 53"' C.,  to  -l-IOO  'C.  Cosed  per  military  specs.  (Hycor  M-5) 


CABLE,  Polytfrip* 

Highly  flexible,  multi-conductor  POIYSTRIP  consists  of  thin  copper  conductors  embedded  side  by  side  in  a  strong  polyester  insulating  layer.  Rated  operation — 600  volts, 
85  C.,  I  ampere  per  conductcK.  Weight— 0.64  posmd  per  1000  conductor  feet .  Simultaneous  stripping,  terminating  and  dip  soldering  results  in  high  labor  savings. 
IRC— T.M.  Reg.  U.S.  Pot.  Off. 


CLUTCHES  A  DRIVES,  mognetic 

ONLY  TWO  WATTS  OF  POWER  REQUIRED  to  develop  13  o*.  in.  of  torque  with  a  response  time  of  3  milliseconds — only  two  moving  parts.  Minimum  dimensions  (only 
1  o.d.)  facilitate  use  in  compact  assemblies,  extremely  low  cost.  (Hycor  N-6)  (special  design  applications! 


COILS,  Toroid  (ca»*d  A  uncoecd) 

Hermetkolly  molded  in  special  tough  plastic  composmd.  Will  withstand  military  temperature  requirements,  93%  humidity  —  boiling  solt  water,  high  degree  of  mechorsicol 
shock,  Mll-C-16923,  Type  C,  specification  tests.  (Hycor  M-3| 


COMPUTER  COMPONENTS 


PULSE  PROBES 
DELAY  LINES 

DIFFERENTIAL  TRANSFORMERS 
tERRITES 

DEMODULATOR  NETWORKS 
TRANSDUCERS 


Dlfferentlel  Transformers — Infinite  resolution  electro-mechanical  transducer  which  produces 
an  electrical  output  proportional  to  the  displacement  of  a  movable  core. 

Ferrttes  —  Ferrite  memory  core  offers  a  uniquely  square  B-H  hysteresis  loop.  Types  for  both 
fast  switching  ond  low  current  drive  opplkations. 

Transducers  —  Pressure  to  electricol  transducers  converts  pressure  inputs  to  proportiorsol 
precision  potentiometer  outputs. 


CONTROLS  A  POTENTIOMETERS 


IRC 

Type  Ho 

IAN  or  MU 
Equivalent 

Rated 

Wsttaie 

Standard 

Tolacanca 

Ptfcant 

Ttmp  Rise 
at  Rated 
Load  ’C. 

2WO 

RA-30 

3 

10 

60 

O* 

RV-2 

'/a 

20 

60 

HVC* 

3 

30  A  30 

60 

OHMIC 

VALUES  AVAILABLE 


DIMENSIONS  IN  INCHES 
0  0.  or  SUndard 


Tapers 

Temp  *0. 

Mm 

Mai 

Rotatwn 

Depth 

Width 

Bushing 

Switches 

Sheet 

Yes} 

100 

1 

30,000 

300° 

H} 

1'/4 

VS  H-32 

Yes} 

A-3 

Yes} 

100 

330} 

15  meg4  0  300° 

”4«} 

'VVs 

H  Vt-32 

Yes} 

A-4 

Linear  0 

100 

3,000 

30  meg. 

250° 

»Vb 

Z’Us 

VS  VS-32 

No 

SM6913- 

PRECISION  POTENTIOMETERS— 

Standard  Muttl-Torn— Type  M  — Combine  advantages  of  reliability,  sturdiness  ond  minioturiiation.  Standard  sizes  from  1  VS'  dio.  to  Vi’  dio.;  5  ond  10  turn  models  — 
other  degrees  of  rotation  available  on  special  order.  (A-31 

Meltlure-Sealed — Type  MS — All  cases  half  hard  brass  with  all  joirsts  rolled  and  bonded.  "O”  ring  seal  between  shaft  and  bushing— I”  and  Vi  dia. — 3  and  10 
tsrm  models.  (A-6) 

HermeMxally-Sealed — Type  HS — Where  moisture  sealing  as  above  is  not  suffldenl,  these  precision  potentiometers  ore  completely  independent  of  atmospheric  con¬ 
ditions — special  beUows  drive  system — Vi'  and  1'  dio. — I,  3  and  10  turn  models.  (A-7) 

Submlnloture — Type  SM — Offer  rugged  construction  and  dependable  service  where  space  is  at  a  premium.  Both  single  and  imrlti-tum  ursits  available  with  case  dio. 
of  only  (A-8) 

lew  Cost  Single  Turn — Types  131,  731  and  301 — offer  rugged  all  metal  case  units  at  ecorsomicol  prices  (A-9). 

Nigh  Temperature  Operotlen — Type  HT — Operate  at  ambient  temperatures  up  to  130°  C — Vi'  and  1"  dia. — 1,  3  and  10  turn  modelt.(A-6) 

High  Precision  Single  Turn— Type  B  — Incorporates  moximum  accuracy  and  reliability  with  choke  of  bearings— including  ultra  low  torque  boll  bearings  and  ganging 
for  in-the-fleld  phasing,  5i"  to  3”  dio.  (A-10|. 

- - 

DECADE  INDUCTORS 

For  design  and  experimental  work  on  audio  Alters,  equalizers,  and  tuned  circsiits  at  frequerscies  between  130  to  30,000  cycles.  Four  units  available  in  ranges  from 
10  X  .001  Henry  to  10  x  1.0  Hetsry.  When  oil  4  units  are  connecting  in  series,  II,  110  steps  from  .001  Henry  to  11.11  Henries  ore  obtained.  Excellent  current  and  tem¬ 
perature  change  stability.  (Hycor  N-3) 


DELAY  LINES,  Distributed-Constant  '  ^  " 

For  time  delays  of  less  than  1.0  microsecond  at  impedance  levels  of  4,000  ohms  ond  less.  ($-21 
longer  time  delays  and  specfol  choracteristks  on  request. 


DIAL,  direct  reading,  3-digit,  turn-indicating  knob  (REVODEX) 

Used  to  position  any  multi-turn  devke  of  ten  turns  or  less.  Attached  directly  to  a  precision  potentiometer,  it  will  accurately  read  the  position  of  the  device  to  within  o 
hundredth  of  o  turn,  (a -II) 


EQUALIZERS,  program  L  ^  »  ♦  v  *  - 

Standard  rack  panel,  slotted,  3W*  high,  max.  depth  7 VS'.  Bridged  T  constant  impedance.  500/600  ohms,  in-out.  Low  and  high  frequetscy  selector  switchev  Low  ond 
high  frequetKy  controls  in  3  db  steps,  in-out  key.  All  copodtors  and  inductors  hermeticolly  sealed  for  lifetime  service.  Variable  attenuators  ore  of  "bridged  T”  type 
with  precision  wire  wound  resistors— 1%  occurocy.  (Hycor  M-9) 


FIXED  AND  ADJUSTABLE  RESISTORS 


IRC 

Type  No. 

JAN  or  MIL 
Equivalent 

Rated 

Wattaje 

standard  Temp.  Rise 
Tolerance  at  Rated 

Percent  Load°C. 

Temp. 

Coetticient 

H/°C. 

Mai. 

Operatinf 

Temp.'C. 

OHMIC  VALUES  AVAILABLE 

DIMENSIONS  IN 

INCHES 

I  M.  4 

Catalot 

Data 

Sheet 

Min. 

Mai 

(JAN  or  MIL) 

Mai. 

(Commercial) 

Lenftli 

0.0.  or 
Width 

Ferrule 

0.0.« 

CARBON,  deposited  ■ 

— 

— 

DCC 

RN-20 

Vi 

1 

75 

t 

120 

10 

2  meg. 

25  meg. 

.156 

B-4 

DCF 

RN-2S 

1 

1 

80 

t 

120 

10 

5  meg. 

50  meg. 

'VW 

.297 

B-4 

DCH 

RN-30 

2 

1 

95 

t 

120 

15 

10  meg. 

lOP  meg. 

2<^ 

.297 

B-4 

MDA  (molded) 

RN-60 

% 

1 

18 

t 

150 

50 

1  meg. 

3.16  meg. 

'•/it 

.130 

B  9 

MDB  (molded) 

RN-65 

Va 

1 

30 

t 

150 

10 

1  meg. 

3.16  meg. 

'Vb 

.203 

B  9 

MDC  (molded) 

RN-70 

Vi 

1 

50 

t 

150 

10 

2  meg. 

25  meg. 

••/it 

.261 

B  9 

MDF  (molded) 

RN-75 

1 

1 

47 

t 

150 

10 

5  meg. 

50  meg. 

I'/U 

.395 

B  9 

MDH  (molded) 

RN-80 

2 

1 

63 

t 

150 

15 

10  meg. 

100  meg. 

2'»44 

.395 

B.9 

COMPOSITION,  fixed  - - 

- - 

BTRt» 

RC-09 

y, 

5,  10  &  20 

40 

t 

130 

10 

22  meg. 

100,000  meg. 

.400 

.095 

B-l 

BTSt* 

RC-20 

Vi 

5,  10  &  20 

45 

t 

130 

10 

22  meg. 

100,000  meg. 

.400 

.125 

B-l 

BTAt* 

RC-30 

1 

5,  10  &  20 

60 

t 

130 

10 

22  meg. 

22  meg. 

.730 

.244 

B-l 

BTBt* 

RC-41 

2 

5,  10  &  20 

80 

t 

130 

100 

22  meg. 

22  meg. 

1  260 

.250 

B-l 

FUSE  RESISTORS  (now)^>»  ^^^ 

FR-7.5  e 

10 

175 

t 

275 

4 

— 

1"44 

Hx'>/fa 

P-3 

(Fuse  resistors  of  4.7,  5.6,  7.5  and  9.0  ohms  with  Standard  fusing  current  vs 

Nme  lilted  in  Bulletin  P>3.  Special  fuses  will  be  engineered  to  meet  circuit  requirementi.) 

HIGH  FREQUENCY 

MP^  IRC  manufactures  22  different  MP  types.  Available  in  wattage  ratings  from  1  to  90  watts,  standard  tolerance  is  20%.  Temp,  rise  at  rated  load  77°C.,  Temp, 
coefficient  from  -.005%/°C.  to  -.07%/°C.,  Max.  operating  temp.  100°C.  Minimum  values  available  from  10  ohms  to  100  ohms.  Max.  (Commercial)  values 
available  from  1.0  meg.  to  6.0  meg.  Lengths  vary  from  1'  to  19'’/b'',  diameters  from  Vis*  to  2*.  See  Data  Bulletin  F-1  for  individual  specifications.  Prices  upon  request. 


MPF-17” 

RF-30 

2 

20 

77 

-.005  to  -.07 

100 

20 

1 00,000  ohms 

1.5  meg. 

iy« 

vw 

MPG-16 

RF-31 

4 

20 

77 

-.005  to -.07 

100 

20 

1  meg. 

1.5  meg. 

2 

MPC-1 

RF-40 

1 

20 

77 

-.005  to -.07 

100 

20 

1  meg. 

1.0  meg. 

1 

VI* 

HFRJ^ 

RF-50 

'/e 

20 

40 

-.005  to -.07 

100 

20 

1  meg. 

125  meg. 

VI* 

•-4 

F-1 

MPV-2 

RF-51 

2 

20 

77 

-.005  to  -.07 

100 

30 

1  meg. 

1.5  meg. 

2 

'/* 

HIGH  TEMPERATURE  (new) 

— c 

m — 

HTC 

RN-20 

'/i 

±  1 

t 

4 

4 

250 

100 

— 

2  meg. 

VW 

Vii 

HT 

HTF 

RN-25 

1 

±  1 

♦ 

4 

t 

250 

100 

— 

5  meg. 

'Vi* 

'*4* 

HT 

HTH 

RN-30 

2 

±  1 

4 

4 

4 

4 

250 

200 

— 

10  meg. 

2'^ 

'*4* 

HT 

HIGH  VOLTAGE  '  . 

MV°  IRC  manufactures  21  additional  MV  types.  Available  in  wattage  ratings  from  1  to  90  watts,  standard  tolerarKe  20%,  Temp,  rise  at  rated  load  77°  C.,  Temp, 
coefficient  from  -.005  to  -.07%/°C.,  Max.  operating  temp.  100°C.  Minimum  values  available  from  2S00  ohms  to  1.0  megohm,  Moximum  (Commercial)  values 
available  from  1.0  megohm  to  20,000  megohms.  Lengths  vary  from  1'  to  19*’/^',  diameters  from  ’/W'  to  2*.  See  Data  Bulletin  G-l  for  individual  specificotions. 


Prices  upon  request. 

MVM-5° 

MVM-6° 

2 

2 

77 

77 

-.02 

-.02 

100 

100 

100  meg. 

100  meg. 

1,500  meg. 
1,500  meg. 

5'/4 

6 

VI* 

VI* 

Solder  Lug 
Solder  Lug 

G-1 

G-1 

HIGH  VOLTAGE,  pyrolytic  — 

— e2= 

— 

^ - 

PVX-1 

1 

t 

t 

150 

1,800 

5,000  meg. 

'VI* 

.296 

B-7 

PVX-2 

2 

t 

t 

150 

5,000 

20,000  meg. 

2'^ 

.296 

B-7 

PVX-3 

3 

t 

t 

150 

10,000 

20,000  meg. 

3'^. 

.296 

B-7 

METAL  FILM, 

precision  (new) 

:h- 

MEA  (molded) 

RN-6C 

'/i 

1 

17 

t 

175 

100 

300  K 

'•/4 

.130 

B  3b 

MEB  (molded) 

RN-65 

'/* 

1 

25 

t 

175 

100 

500  K 

'»/4 

.203 

B-3b 

MEC  (molded) 

RN-70 

'/i 

1 

30 

t 

175 

100 

1.0  meg. 

•Hi 

.261 

B-3b 

MEF  (molded) 

RN-75 

1 

1 

40 

t 

175 

100 

2  meg. 

'•4* 

.395 

B  3b 

MEH  (molded) 

RN-80 

2 

1 

72 

t 

175 

250 

5  meg. 

2'»44 

.395 

B  3b 

VOLTMETER  MULTIPLIERS,  sealed  precision 


MFAt  MFA 

MFBf  MFB 

MFCt  MFC 

1  mo. 

1  ma. 

1  mo. 

0.5 

0.5 

0.5 

25 

25 

25 

.0022 

.0022 

.0022 

105 

105 

105 

3.5  meg.  6.0  meg. 
1.0  meg.  3.5  meg. 
0.5  meg.  1.0  meg. 

12.0  meg. 
6.0  meg. 
1.2  meg. 

9»Hi 

5Hi 

2' VI* 

1'»44 

1"4* 

1'^ 

1!4« 

1*4* 

'•^ 

D-2 

0-2 

D-2 

WIRE  WOUND,  molded  - 

- ■ 

-3 

[B - 

PW-4e  (molded) 

4 

10 

150 

t 

190 

1.0 

8,200 

iy« 

•'4* 

P-1 

BW-'Ae  RU-3 

'/6 

5  &  10 

50 

t 

no 

0.24  470 

820  ohms 

H 

'•4* 

B-5 

BW-  ie  RU-4 

1 

5  &  10 

65 

t 

110 

0.47  2,200 

5, 100  ohms 

1'/* 

'/* 

B-5 

BW-2e  RU-6 

2 

5  &  10 

90 

t 

130 

1.0  3,300 

8,200  ohms 

1% 

•'4. 

B-5 

WIRE  WOUND,  power  - 

PW-5e 

5 

10 

150 

t 

275 

0.24 

6,200 

'/a 

Hx"/ii 

P-2 

PW-7e 

7 

10 

170 

t 

275 

0.51 

15,000 

1”44 

Hx"/4 

P-2 

PW-lOe 

10 

10 

190 

t 

275 

1.0 

25,000 

ly* 

Hx"/4 

P-2 

PW-15 

15 

10 

220 

t 

300 

1.0 

25,000 

1% 

'/^x'/i 

P-6 

PW-20 

20 

10 

250 

t 

300 

0.75 

5,100 

2'/6 

P-4 

PC-5  (printed  circuit) 

5 

10 

125 

t 

275 

0.51 

15,000 

1»*4* 

Hx'Hi 

P-5 

FIXED  AND  ADJUSTABLE  RESISTORS 


WIRE  WOUND,  power,  unintuloted  ^ 

AW  (open  wire  wound  reiiitori)  ovoilobl*  in  rating*  of  6  watt*  per  itKh,  mounting  center*  up  to  3  irKhe*,  max.  value*  of  2200  ohm*  per  iiKh.  Standard  10^  TolerocKe 

-(•-10) 


WIRE  WOUND,  precition 

RADIAl  lUG  TYPE 

WW.2J{»  RB19 

WW-3J|o  RB.16 

WW.44*  BB-17 

WW-3Jt»  W->8 

WW-BJj  RB  15 

WW-IUJ  RB-16 


4.0  meg.  20  meg.  2  Vi 


.3  meg. 
.75  meg. 
1.7  meg. 
.29  meg. 
.4  meg. 


1.6  meg. 
4.0  meg. 

7.5  meg. 

1.5  meg. 
2  meg. 


RAOIAl  LEAD  TYPE 

WW-3J 

WW.4J 

WW-BJ 

WW-IOJ 

WW-I  1J 

WW.20J 

WW.21J 

WW-22J  (center  tapped) 
WW.23J 

WW-24J  (center  topped) 
tSignifle*  per  tapped  *ection 


.3  meg. 
.75  meg. 
.29  meg. 
40K 

.4  meg. 
35K 
70IC 


10.  t  35K  t 
0.5  225K 
0.1t350Kt 


1.6  meg. 
4.0  meg. 
1.5  meg. 
.2  15  meg. 
2.0  meg. 


WIRE  WOUND,  precition,  encapsulated  i-  — 

Shock,  moitture,  temperature  proof.  Over  50  type* — from  tub-miniature  0.1  watt,  max.  re*i*tarKe  50K  ohm*  to  4  watt  unit* — 20  megohm*.  Meet  all  Mil-R-93A  require¬ 
ment*.  Retittonce  range  from  1.0  ohm  to  20  megohm*.  Tolerance*  to  0.05%.  Temp.  Coefficient  ±0.0022%/°C.  Operating  Temperature  — 65°C.  to  -)~125°C.  Axial  and 
radial  lead*,  lug  type*,  and  unit*  detigned  for  u*e  in  printed  wiring  attemblie*.  (Hycor  PH) 


RESISTANCE  STRIPS  «  DISCS  0  RBI^ 

IRC  Retittonce  ttrip*  are  available  in  6  ttandard  width*  —  from  Vt’  to  2%',lenglh*  12'/^'.  Rated  wattage  .8/*q.  in..  Standard  Tolerance  20%  Temp.  Rite  at  rated 
load  55  C.,  Max.  Operating  Temp.  80  C.  Value*  available  from  19  ohm*/*q.  in.  to  1.0  megohm/*q.  in.  Special  tize*  and  thape*  can  b*;  tupplied  to  fit  ony  application 
with  or  without  termination*.  See  Data  Bulletin  T-1  for  individual  tpeciflcationi.  Price*  upon  requett. 

IRC  manufacture*  cocKentric  ditc  type  retittor*  in  9  different  tize* — outer  diometer*  ranging  from  .240  to  \  '/i  Rated  wattage  .8/*q.  in..  Standard  Tolerance  20%  Temp. 
Rite  at  rated  load  55'  C.,  Max.  Operating  Temp.  80  C.  Value*  available  from  5  ohm*  to  100,000  ohm*.  See  Data  Bulletin  T-1  for  individual  tpeciflcation*.  Price* 
upon  requett. 


FIXED  AND  ADJUSTABLE  RESISTORS  (Continued) 


CHOKES,  insulated 

CIV4 

cue 

cue 

CL2 


Temp.  Rise 
«t  Rated 
Load  ’C. 


VALUES  AVAILABLE 

DIMENSIONS  IN  INCHES 

Min.  fi,iwar4 

Min. 

Mai. 

Lanith 

0.0 

Current  at  2V, 
drop  lor  singla  cell 

Data 

Sheet 

0.22  M.h. 

1.0  M-h. 

Mo 

H-1 

0.22  M.h. 

7.5  M.h. 

'Mb 

'/a 

H-1 

.47  M-h- 

24  M.h. 

1'/4 

'/a 

H-1 

1.0  p.h. 

39  ^.h. 

IVa 

”44 

H-1 

PULSE  PROBES,  current  pulse  viewing 

For  viewing  current-wove  forms  with  rise  times  from  0.5  to  O.OI/i  seconds  with  minimum  distortion.  0.47  ohms  to  100.0  ohms — 20%  totaronce.  150  volts  moa.  pulse 
voltage.  Inductance  not  greater  than  .01  microhenries.  (A-2) 


FILTERS  [;:;o~7~o  ;] 

Precision  Wave — Low-pass,  high-pass,  band-pass.  Excellent  characteristics  due  to  use  of  high  "Q"  toroid  inductor  elements.  Available  aver  wide  impedance  and 
frequerKy  ranges.  (Hycar  M-7) 

Telemetering  —  Complete  line  for  every  bandwidth  and  channel.  Standard  and  sub-miniature  sizes.  Specially  designed  to  conform  to  now  specs  for  phase  linearity 
and  attenuation  accuracy.  (Hycor  M-6) 

Variable — Low-pass,  high-pass.  Standard  rack  panel,  slotted,  3'^'  high,  max.  depth  J'/t".  Low  and  high  frequency  cutoff  controls  cover  100,  250,  500,  1000,  2000, 
3000,  4000,  and  5000  cycles.  Approx.  16  db  attenuation  per  octave;  500/600  ohms,  in-out  impedarKe.  (Hycor  N-1) 


LAMINATES, 


*  Type*  E,  F,  P,  T,  TG  and  TX. 


Single  and  double  copper  clad  printed  wiring  boards.  Base  materials  available  for  all  applications:  Epoxy-gloss,  Fluorocarbon,  Phenolic,  Teflon^,  Teflon-glass  and  Teflon 
100X.  Base  thickness  available  from  .002"  to  '/t”  with  any  standard  electrolytic  copper  weights.  Outstanding  electrical,  chemicol  and  mechanical  characteristics. 
jDu  Pont— T.M.  Reg.  U.S.  Pat.  Off.  ’IRC— TJA.  Reg.  U.S.  Pat.  Off. 


RECTIFIERS  AND  DIODES 


Miniature  selenium  rectifiers  and  diodes  in  the  microampere  and  milliampere  range.  Voltage  ratings — 26  to  36  volts  rms./cell.  Inverse  resistance  up  to  20  megohms  at 
20  volts  D.C./cell.  105°C.  max.  operating  temperature.  (SR-1) 


Special  designs  9  LR  2  dual  diodes. 

TERMINALS,  Fluorocarbon  Insulating  Body,  Hermetic  Seal 

Outstanding  surface  and  arc  resistance  properties,  combined  with  excellent  thermal  and  physical  shock  properties.  Body  of  molded  Fluorocarbon  plastic,  four  body 
types,  six  lead  types,  150°C.  continuous  operation.  All  exposed  metal  solder  alloy  plated  for  excellent  solderability.  Overoll  lengths  45.64'  to  I'As'  overall  body  diam¬ 
eter  .203*  to  .281*. 


TRANSFORMERS  _  f 

Toroid  power — miniature — plastic  encapsulated.  Up  to  15  V.A.  available.  Frequencies  from  400  c.p.s.,  115  V.  and  higher.  Multiple  secondaries  for  heater  and  plate 
voltages.  (Special  designs  available  to  suit  your  specification.)  (Hycor  M-4) 

Precition- ratio — accurate  voltage  division  and  multiplication  to  accuracies  of  .01%  Accuracy  maintained  with  moderate  loading.  Stock  cotalog  types — specials  to 
order.  Miniature  sizes,  plastic  encapsulated,  and  hermetically  cased  to  MIL-T-27  specification.  (Hycor  M-4) 


*Also  supplied  with  adjustable  feature. 

fNon-inductive — all  other  types  are  inductive  to  varying  degrees. 

See  data  bulletin  for  more  details. 

{See  data  bulletin. 

°  MP  and  MV  resistors  can  be  erKopsulated  to  improve  voltage  and  moisture 
characteristics.  Several  types  are  now  available.  IRC  offers  engineering 
assistance  for  your  design  and  application  problems. 


*AII  IRC  products  may  be  purchased  through  Electronic  Parts  Distributors. 
Those  identiBed  with  a  *  ore  normally  carried  in  their  stocks. 

(new),  indicates  new  items  since  January  1958. 


iTors  can  oe  encapsuiarea  to  improve  voiroge  ona  moisrure  xCheck  catalog  for  spacing, 

everal  types  are  now  available.  IRC  offers  engineering 

ir  design  and  application  problems.  ©Topers  available  on  special  order. 

^Available  up  to  500  meg.  on  special  order. 

FOR  ADDITIONAL  INFORMATION  %mnd  for  fho  Tochnical  Bullofin  iodicafod  or  contact  your  noarott  IRC  roprotontativo 


INTERNATIONAL 
RESISTANCE  COe 


Ujifl/Wt  tw,  -^Vv- 

ElECTRONiC  BUYERS  GUIDE 


JUNE  1958 


MIDmONTM 


tMtt 

■milSIMTATIVH 


OaUAS  3,  TfXAS 

C*. 

If03  S«. 

5f)l 


INTERNATIONAL  RESISTANCE  CO. 

401  N.  Sfft,  Pm.  •  WAItHft  2-2144 

SrwArti  NEW  TOtK  A.  N.  V..  IAS  ApmAwvt.  CmtrMmd  X  SOM 

CIOCAGO  lA.  iU..  4100  N.  Ae«..  •  7100 

SrtACUM  2.  N.  V..  112  MwiUtufy  t*.,  2-0274 


ATMCRTON.  CAL# 

G.  I.  Hn  WiM  C«. 

2241  El  Cmmn*  t««l 
E••rg«l  A-2AIA 

DENVER  21.  COIO. 
A«a«ld  C. 

721  S.  •p*«A«t«y 
■•c*  2-4A4I,  2 


ATLANTA  2.  CA. 

MgRbittwgHli  A  Sffl 

sot  WliW«A*«A  MAr 
Mawfwy  •  5R7I 

OCTtOfT  2.  AMCN. 

Cm. 

It•22  Hmmttwm  Aom 
••2222 


MiNNiAfOllS  2.  MMN  NTTSAURGM  24,  EA. 

Hail—  Cmmtpmirf  Immmi  A  C#vr* 

1711  MawRkfw  A»«.  200  Ml.  imbmtmm  AM 

fm4mtml  2-S4S7  imnM  1-3007 


•OSTON  22,  MASS 
t«y  Ptrmm  A  Cm..  Mr 
l•70  C«MP«  %» 

Pm^imm  2-tOOA 

INOUMAEOilA.  MO 
rnmtmmAA.  %dmmm4mr  A  immm 
•20  I.  AARi  %». 

%tmm4mmy  A770 

ST  lOUIA  10.  MO. 

Hmtrntmm  W.  KgAwMin  A  Cm. 
425A  D«nc«n  A**. 

Otirm  2  700S 


me  ElANTS 
(A^kreM*)  SbylwMA 


EMwAMrIm*.  E« 

lOS  ANGELES  4A,  CAilf  Ny«*r  tHomim.  SvI»«f.  C«M 
M»»Mwwli  SMm  C*.  C— RN»r  ON  OwMO.  EM«  .  I 

7422  MoNom  Ae«.  CvCMf  MiBfiqN  Mb  ;  M  EoNfAwrf.  f 

WgAgfF  •-23fl  (iiMWAfnr) 

Cm..  Mb  .  Vm«  •««•.  •«• 

SEATTIE  I,  WASH  (urAiiRi^n) 

Ornom  M  Lm  Cm..  Me  CANADIAN  KENSH 
2317  SocuA  Aom.  MnwaoHnal  Bmmtmmm  Cm.. 

M««m  3312  N,  MuNoI.  0«*«w«,  C«lf«»y 


Specialists  in  Precision 
Molding  of  Intricate 

COIL 
FORMS 


and  other 

ELECTRONIC 

COMPONENTS 

comprising  delicate 
MOLDED-IN  METAL 


INSERTS 


The  use  of  "universal”  molds  of  exclusive  HYDRO  design 
assures  low-cost  tooling  and  quick  delivery  of  all  ty|H-s  of 
coil  forms.  Precision  tooling  insures  a  flash-free  product 
held  t<)  close  tolerances.  This  service  is  particularly  attractise 
for  short  runs  where  high  mold  costs  can  raise  unit  prices  of 
component  parts  substantially.  Similar  savings  are  possible  on 
many  other  electronic  components.  .Muy  u  e  (/note  on  y  mr 
rt(/nirenienls,' 

HYDRO  MOLDING  COMPANY.  INC. 

r.ngineering  and  Manufacturing  in  Plastics 

PLATTSBURGH,  NEW  YORK 


KEY  TO  ILLUSTRATIONS  1—2—3  Nylon  bobbin  with  molded-in  inserts 
.  .  .  4 — 5  Fiberglos  bobbins  with  molded-in  inserts  .  .  .  6 — 7 — 8 — 9 
Nylon  bobbins  .  .  .  10— Multiple  flange  Nylon  bobbins  .  .  .  11 — Kel-F 
slider  with  molded-in  insert. 

^  TfAdcm^rks  of  DuPont,  M.  Kcllogft  and  Owens-Corning 


LOW  COST 
FAST 

PRECISION 

MOLDING 

NYLON* 
KEL-F 
RGLAS 


and  other  plastic 
materials 
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for  tough  requirements 


PRECISION  WIRE  WOUND  RESISTORS 


Carefully  designed,  precision  miniature  power  resistors  made  to  meet  all 
space  problems  and  for  all  applications  where  equipment  must  meet  the 
most  severe  environmental,  shock,  vibration  and  humidity  conditions. 


TYPES  NS,  NLS  { 


TYPES  RS,  RLS,  RSE 


Six  wattage  ranges— 1, 
2,  3,  5,  7  and  10,  eight 
sizes;  resistance  range 
from  .05  ohm  to  175K 
ohms,  depending  on 
type;  tolerance  range 
0.05%  to  3%.  Type  RS 
with  axial  leads.  Type 
RLS  with  radial  leads. 
Type  RSE  housed  in 
metal  tubing  for 
tremendous  shock  and 
vibration  resistance 
(not  available  in  two 
sizes  of  1  watt  resistors 
as  outlined  above). 

Writ#  for  Bulletin 
R-23,  R-30,  R-25 


Newly  conceived 
NON-INDUC¬ 
TIVE  r«!si.stors. 
Five  wattage 
ranges — 2,.'j,5,7, 
and  10,  six  sizes; 
resistance  range 
from  2  to  .37K 
ohms;  tolerance 
from  .05%  to  .3% 
Tyix?  NS  with 
axial  leads; 

Typo  NLS  with 
radial  leads. 


Write  for  Bulletin  R-34A 


TYPE  RH 


TYPE  PH 


Oie-cast,  black 
anodized  radiator 
finned  housing. 
Lugs  provided  for 
horizontal  mount¬ 
ing.  Four  wattage 
ranges— 10,  25,  50, 
250;  resistance 
range  0. 1  ohm  to 
lOOK  ohms. 
Tolerance  0.0.5%  to 
3%. 

Write  for 
Bulletin  R-21 


New  ruggcdizerl 
I’owerhou.sc  resistor 
for  vertical  panel 
mounting,  ttlack 
amslized  linnet! 
aluminum  housing. 
Three  wattages,  10, 
25  and  100; 
resistance  range 
from  O.l  to  60K  F 
ohms;  tolerance 
0.05%  to  3%. 


TYPE 

WWL 


TYPES  WWL,  WWA,  WWP,  WWR 

Encapsulated  fttr  hermetic  sealing;  non  indue 
tive  pi  woutifl;  powered  at  .1  watt  to  2  watts; 
resistance  range  0.1  ohm  to  .5  megohms;  sizes 
from  sub-miniaturt*  '/s  by  •'!«  inch  to  *,2  l>y 
inches;  .05%  to  3";,  tolerances. 


SPECIAL 

PROBLEMS? 


TYPE 

WWR 


TYPE  WWP 


Just  ask  us;  we’ll 
help  you  find  the 
solution. 


TYPE  WWA 


1316  28th  Ave.,  Columbus,  Nebraska,  U.S.A. 


WImi  erdaring  or  iookinf  information 
ploa$o  monlion  llotlionit*  Bvyari'  Guido. 
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EXPORT  DEPT.  1 

Pan-Mar  Corp.  j 

1270  Broadway,  New  York  1,  N.  Y.  1 

DEPOSITED  CARBON  Assure  accurate,  (lei)endable  performance.  Precision 

resistance  values,  low  voltage  cfHjfficient,  low 

RESISTORS . . .  capacitive  and  inductive  characteri.stics  in  high 
fre<|uency  application,  extremely  high  stability 
and  econonjy. 


TYPES  DC,  DCH 

Resistance  ratiKe  from  10 

ohms  to  2(X)  metjohms; 

tolerance  1%  or  higher  as  TYPE  D( 

s|)ecih«*d.  Tyjx-  IK 'll 

hermetically  sealerl  in  non- 

hydroscopic  ceramic  envelo|>e. 

Five  wattaRes— 'ii,  '4,  '-i,  I 
and  2;  eight  sizes,  except  IXT 
which  has  an  extra  large  size, 

5  watt,  high  voltage  resistor.  P 

Write  for  Bulletin  R-24,  R-27,  R-28  * 

TYPE  MC 

Completely  encasrsl  in  molded 
coinponnd;  resistance  range  from  1 
ohm  to  50  megohms  and  available  in 
ri  tolerance.  Thrt-e  sizes  and  three 
wattages.  Bulletin  MC 


)  POTENTIOMETERS 


TYPE  DP-12 


TYPE  A10-W  TRIMMER 

High  t«  m|M‘raliir*' — humidity 
prtxjf — riiggfdizasl — win* 
wound — rh-signorl  to  provide 
highest  perf<»rmatM'4-  under 
cV4-x-inerc.isiiig  Mil,  SPKtT 
r«‘(iuir4-ments.  Powererl  iit 
1  watt;  resistanra*  range 
10  ohms  to  .'ioK  ohms, 
tolerance  5%  standard. 


Hermetically 
seahsl,  moisture 
prrrof  hir  critical 
••lectronic  cir¬ 
cuitry.  Military 
Ty|)e 

built  to  surpass 

MII,.R-1‘)A 


Prifision  marie  D.ilohm  knobs,  incor|)o- 
rating  an  r-xclusive  collet-fitting  design, 
(Hxmit  iMisitive  locking  on  the  shaft  with¬ 
out  any  of  the  damaging  effects  found  in 
otlnx  knob  sts  iiring  methiKls. 


TYPE  K  INDUSTRIAL  KNOBS 

For  harrl  u.s<‘  at  high/low  temiK'raturr-s; 
pn^rision  cast  of  thermo  srdting  iilastic; 
five  sizr-s — >'m",  l-l P'/',  2'  i",  3". 
(Toilets  interchangeabir'  for  slcifts  [j,"  to 
Standard  pointr-rs,  lescutchisins  and 
inrlicators  availabb-. 


Write  for  Bulletin  K-29 


Tin'  ultimate  in  airlK)rn«‘  and  othr-r  military 
knob  aiiplications.  .Madi*  of  toiigli,  durable, 
fungus  |iroof  thr-rmoplastic;  metal  p.irts  corro 
sion  rr-sistant.  ('omplete  selcH'tion  of  skirts  as 
re<|uin‘d. 

Write  for  Bulletin  K-35A 


1316  28th  Ave. 
Columbus,  Nebraska,  U.S.A. 

EXPORT  DEPT. 

Pon-Mor  Corp 

1270  Broadway,  New  York  1,  N  Y. 


When  erderinp  or  Mekinp  inlermelion 
pfeoM  nMnrien  Ihtitomia  Ivyeri'  Guide. 
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L(.  j. 


Design  today  for  tomorrow’s  products  .  .  . 


POLYPENCO  TEFLON  TAPE 
AND  SPAGHETTI  TUBING 

Dielectric  materials  with  superior  performance  proper¬ 
ties.  Tape  is  supplied  from  stock  in  thicknesses  of  .001' 
to  0.125'  in  widths  up  to  12'.  Spaghetti  tubing  is  avail¬ 
able  in  AWG  wire  sizes  *30  to  #0.  Both  available  in 
10  fade-proof  colors. 


FERROTRON*  Ferromagnetic  Materials 

A  superior  powdered  iron-filled  plastic  material  for  electro¬ 
magnetic  design.  Available  in  rigid  cores  and  flexible  rod 
and  tape. 


POLYPENCO  TEFLON'  STOCK  SHAPES 


Rod  •  Tubing  •  Tubular  bar  •  Sheet 


THE  POLYMER  CORPORATION  OF  PENNSYLVANIA 

Reading,  Pennsylvania 

Export:  Polypcnco,  Inc.,  Reading,  Penna.,  U.S.A. 


•DuPont  trademark 


POLYPENCO 


Wli«n  ordering  or  eocfcmg  iniormafion 
p/ooM  morifion  Ffocrronics  Bvyors'  Guido. 
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Easily  machinable  stock  shapes  in  wide  variety  of  sizes 
with  uniform,  controlled  density  and  maximum  dimen¬ 
sional  stability. 


POLYPENCO  Q-200.5  (cross-linked  polystyrene) 

UHF  insulating  material  with  outstanding  electrical  properties  for 
electronic,  communication  and  allied  applications.  Available  in  rod 
and  plate. 

Nation-wide  stocking  and  service  points  assure  prompt 
delivery  of  your  order.  Let  Polymer's  Technical  Service 
Department  help  on  your  design  problems.  Write  today  for 
further  information. 


POLYPENCO®  Industrial  Plastics 


POLYPENCO  NYLON  STOCK  SHAPES 

Rod  •  Strip  •  Tubing  •  Tubular  bar  •  Hexagonal  bar  •  Plate 

Highest  quality  nylon  available  from  stock  for  fast,  economical 
machining  on  standard  metalworking  equipment,  insuring  close 
production  control.  Wide  ranges  of  sizes  immediately  available  from 
nationwide  warehouse  stock. 


Model  UHR  240 


VARIABLE  ELECTRONIC 

FILTERS 


WIDE  RANGE  RC 

OSCILLATORS 


Model  420-A 


Krohn-Hite 

electronic  instruments 


ULTRA-HIGH  REGULATION 

POWER  SUPPLIES 


ULTRA-LOW  DISTORTION 

POWER  AMPLIFIER 


FEATURES 

LOAD  REGULATION 
TO  O.OOIX 

EXTREMELY  LOW 
OUTPUT  IMPEDANCE 
TO  1  MC  WITH  NO  PEAKS 

RIPPLE  LESS  THAN 
100  MICROVOLTS 


FEATURES 

ULTRA-LOW  FREQUENCY 
COVERAGE 

FREQUENCY  RANGE 
100,000  to  1 
IN  ONE  INSTRUMENT 

DIRECT  FREQUENCY 
CALIBRATION 


FEATURES 

EXCEPTIONAL  STABILITY 
WIDE  FREQUENCY  RANGE 
LOW  DISTORTION 


FEATURES 


DISTORTION  LESS  THAN 
0.005%  AT  50  WAnS 

DYNAMIC  RANGE  110  DB 

50  WAHS  OUTPUT  FROM 
15  CPS  TO  30  KC 


Model  UF-lOl 


Modal  VoNata  Currant  Impadanca 

Othar  Outputs  frica 

DC 

AC 

D4at  Haatars 

UHR  740*  0  500v  0  500ml '  0.005 

ohms 

0.05 

ohms 

0-150v.‘  6.3v  ac.  10a 

0  5ma  6.3vac.  10a  $675.00 

5  I3v  dc.  7  5a 

UHR  745-  150  SOOv'oSOOma' 0.01 

ohms 

0.05 

ohms 

-  6  3v  ac.  10a  $475.00 

6.3v  ac.  10a 

UHi770***’  0  500v  ‘  0  TOOmi  *  0.01 
ohms 

'o.i 

ohms 

"o  i5^.*  6.3vae.  5a  '$390.00 
0.5ma  6.3v  ac.  5a 

UHR  230R  Dual  Supply  consisting  of  taro  Models  UHR  2?0,  Rack  Mounted  S/90.00  I 

UHR  775"  150  500V  O-TOOma  0.07 
ohms 

0.1 

ohms 

-  6  3v  ac.  5a  $775  00  I 

6.3v  ac.  5a  1 

*Av»iiobif  lor  rKh  mowntin|  fV  00  oOdition*!  **A*»«Ubit  tor  rack  mo«attfl|  at  SIO  00  addittorul  I 


MoOtl 

Tree 

Fraquancjr  Ran|a 

Fiaguancr 

Accuracy 

Notsa 

A  Hum 

Pfica 

310  AB 

•  Band  Pass 

70  cps  to  TOO  kc 

10% 

1  mv 

$795.00 

330  A- 

Band  Pass 

.07  cps  to  7  kc 

5% 

0.1  mv 

$475.00 

330  V 

Band  Pass 

0.7  cps  to  70  kc 

'  5'^ 

L  _  - 

0.1  mv 

$475.00 

340  A 

Servo 

.01  cps  to  100  cps 

i  5% 

10  mv 

$385.00 

350  A* 

Rejection 

.07  cps  to  7  kc 

5% 

0.1  mv 

$475.00 

360  A* 

Rejection 

70  cps  to  700  kc 

10% 

5  mv 

$795.00 

*A«ai(abtt  lor  rack  motiolmi  at  S5  00  atfd<t>orial 


Modal 

Ftaquancy  Ran|a 

fraquaiKy 

Accuracy 

Output 

Oti 

tariion 

Pf<a 

400  A 

.009  cps  to  1.1  kc 

2% 

75  mw/lOv 

\% 

$37500 

400  C*" 

.009  cps  to  1.1  kc 

2% 

100  mw/lOv 

1% 

$395.00 

410  A*-* 

.07  cps  to  70  kc 

2% 

10  miiv/5v 

1/10?; 

$1050  00 

470  A 

35  cps  to  57  kc 

2% 

75  m«v/10v 

1% 

$31500 

470  C*" 

35  cps  to  57  kc 

2% 

100  mw/lOv 

1% 

$345X 

430  AB 

4  5  cps  to  570  kc 

2% 

50  mw/lOv 

1% 

$14500 

440  A** 

001  cps  to  100  kc 

!%• 

100  mw/lOv 

1/10%* 

$550.00 

440  B" 

1  cps  to  1  kc 

1/20%* 

100  mw/lOv 

1/10% 

$950  00 

Ail  atciUatort  tictpt  AM  AS  and  440  B  ka«t  both  ttna  wave  and  touart  aavo  outpoH 
*Ni|hor  at  and  ot  ran|«  **Puali  lotion  Oporatioii  m  Modtls  440  ONLY  ***RKh  panoi  corntrwclton 


SPECIFICATIONS 


POWER  OUTPUT  50  watts  from  15  cps  to  30  kc 

FEEDBACK  ,  80  db 

FREQUENCY  RESPONSE  *0.5  db  from  0.5  cps  to  30kc 
w3  db  from  0.03  cps  to  70  kc 

DYNAMIC  RANGE  . llOdb 

OUTPUT  IMPEDANCE  .  2.  4.  8.  16  and  450  ohms 

VOLTAGE  GAIN  14  db  or  30  db  to  16  ohm  output 

PRICE  .  $425.00 

Available  lor  iKk  mounting  at  $5  00  additional. 

Typical  harmonic  distortion  at  1.000  cps  is  0.003fa  in  voltage  at  SO  watts. 


WRITE  FOR  OUR 
FREE  CATALOG  D 


®  Krohn-Hite  corporation 

SSO  MASSACHUSETTS  AVENUE,  CAMBRIDGE  3S.  MASS..  U.  S.  A. 
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prddrin^  or  aoofcing  mForifiotion 
p/ooto  moofieri  flocfremcs  Bvyort'  Guido. 


'  Hrp.'ilW' 


ANY  SIZE-D 
ANY  STYLE- 
ONE  QUALITY 

the  BEST! 


AMERICAN  ELECTRICAL  HEATER  COMPANY 


DCTROIT  2,  MICHIGAN 


INTERSTATE 

CABLE  AND  CONNECTOR  CO. 

227  Fulton  St.,  New  York  7,N.Y.*BEekman  3-8780 

Divi»ion  of  imkrstate  electromcs,  Inc. 


Whan  ordtring  or  tooking  information 
ploato  montion  Elocfrenicf  Buytri'  Guido. 
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iimerican  Beauty 


ELECTRIC  SOLDERING  IRONS 


pi  %  ’  *  t  ♦  j  —  -  i « )  ■  •‘-p 


Today’s  complicated  electronic  and  air* 
craft  electrical  circuits  demand  soldering 
equipment  specially  designed  to  make  these 
countless  tiny  connections  .  .  .  accurately,  de-  ^ 
pendably  and  quickly  *  American  Beauty  has  a 
model  and  tip  size  to  meet  practically  any  specialized 
requirement.  Highest  quality  tools  that  give  top  perform¬ 
ance  month  after  month  in  toughest  production  use  • 

Write  for  16-page  illustrated  catalog  containing  full  information  on 
our  complete  line  of  soldering  irons — including  their  use  and  care. 


UG  Connectors 
RG  Cables 

...all  from  1  source! 


Now  you  can  get  any  t;c  covNtXTOR  type  or 
RC  CMd.t.  from  iNTt.H'T \te's  va-t  re«>urres  — 
at  one  time,  on  one  order,  in  one  delivery. 

.\  call,  a  cable,  a  letter  place-  onr  gigantic 
-TOCK  at  your  Ireck  and  call. 

Our  shipping  facilities  reach  every  corner  rd 
the  -Nation. 

Your  inquiries  are  cordially  invited  and  will 
receive  the  same  prompt  attention  as  your 
orders. 

Request  onr  frf.F.  Catalog  E-iS 
It  is  your  handbook  for  placing  your  orders. 


FIRST  IX.SERVICE 


x\  \ 

W 


- 


.&T.C. 


ELECTRONICS  PACKAGE 
NOW  IN  FULL  PRODUCTION 

A  standardized  AN/ASQ-17B  Mission  and 
Traftic  Control  packaKe,  developed  and  built 
by  Packard  Bell  Klectr<)nics,  marks  the  first 
successful  intetrration  of  communications, 
navigation  and  identification  in  one  pressur¬ 
ized,  temperature-controlled  unit.  It  has  been 
accepted  for  .service  use  by  the  U.S.  Navy 
in  the  Douglas  All)  "Skyhawk”  and  the 
Chance-Vou^ht  h'SU  “Crusader.”  Hundreds 
are  now  in  operation. 

ENGINEERING  BEYOND  THE  EXPECTED 

Mutual  interference  between  IFF  and  UHF 
is  normally  inevitable,  even  when  the  units 
are  encased  separately  and  spaced  .several 
feet  apart.  In  the  AN/ASQ-17B  these  two 
units  are  packatred  toprether.  a  fraction  of  an 
inch  apart.  Yet  in  official  trials  mutual  inter¬ 
ference  was  not  noticeable  or  measurable. 
This  achievement  “beycmd  the  expected”  re¬ 
sulted  from  coordinated  efforts  of  Douprlias, 
Chance- Vought  and  Packard  Bell  Electronics 
engineers. 

For  your  MISSION  &  TRAFFIC  COSTROL 
or  C\l  problems  consult  the  demonstrated 
leader  in  the  field. 


PACKARD  BELL  ELECTRONICS 

TKCHNICAL  PRODUCTS  DIVISION 

12333  W.  Olympic  Boulevard 
Los  Angeles  64,  Calif.,  BRadshaw  2-2171 


/ 


^  ■ 
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QUALITY 

CMVMMtS 
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©MMIT 


THE  QUALITY  LINE  OF 


write  for  new 


Long  life  and  dependability  are  synonymous  with  the 
name  Ohmite.  When  you  specify  Ohmite  components 
.  .  .  you  build  reliability  into  your  product.  This  re¬ 
liability  is  backed  by  Ohmite’s  continuing  research 
programs  which  explore  new  product  ideas,  improve 
present  products,  and  develop  more  efficient  manu¬ 
facturing  processes.  All  this  plus  the  fact  that  Ohmite 
is  the  world’s  leading  specialist  in  the  manufacture 
of  power-type  resistance  components — high  quality 
rheostats  and  wire-wound  resistors  in  the  most  com¬ 
plete  range  of  sizes  and  types  available  to  industry. 
Reliability  is  also  characteristic  of  Ohmite  tap 
switches,  precision  wire-wound  resistors,  metal  film 
resistors,  general-purpose  relays,  variable  transformers, 
subminiature  tantalum  capacitors,  and  R.  F.  chokes. 


RHEOSTATS  Complete  range  of  vitreous-enameled,  close 
control,  power  rheostats  from  12'/i  to  1000  watts.  Single  or 
tandem.  Many  additional  features.  Also  available  to  meet 
MIL-R-22A  requirements. 


VARIABLE  TRANSFORMERS  Three  models  provide  ratings 
to  meet  a  large  percentage  of  industrial  applications.  Three 
ratings:  1.5  amps,  3.5  amps,  and  7.5  amps.  These  continu¬ 
ously  adjustable  autotransformers  have  unique  Ohmite 
features  for  reliable  service. 


TANTALUM  CAPACITORS  Units  are  available  in  three 
types.  Subminiature,  insulated,  wire-type  in  nine  sizes. 
Three  sizes  of  foil-type.  New  slug-type  tantalum  capacitors. 
All  feature  high  performance  in  minimum  space  and  a 
wide  range  of  capacitance  and  voltage  ratings. 


THIN  RESISTORS  Miniature  thin-type  power  resistors  avail¬ 
able  in  three  wattage  sizes  in  a  wide  range  of  resistance 
values.  Also  two  intermediate  types  and  five  standard  types. 
Vitreous-enameled  coating.  Uniform  winding.  Ceramic  core. 


METAL  FILM  RESISTORS  RITEOHM9  metal  film  precision 
resistors  feature  full  14 -watt  rating  at  150°C  ambient;  excel¬ 
lent  high-frequency  characteristics;  low  temperature  coeffi¬ 
cient  of  resistance.  Long-term  load  and  shelf  stability. 


RHEOSTATS  •  RESISTORS  •  RELAYS 
TAP  SWITCHES  •  R.  F.  CHOKES 
VARIABLE  TRANSFORMERS 
TANTALUM  CAPACITORS 


I 


INDUSTRY-PREFERRED  COMPONENTS 


VITREOUS-ENAMEIEO  RESISTORS  Ticmcndous  variety  of 
types  and  si/cs  I  ixed.  adjustable,  lapped,  noninduelivc,  and 
precision  resistors  available  in  a  wide  ranpe  of  watlages  and 
resistances.  Also  available  to  meet  MII.-R-26C’  requirements. 


TAP  SWITCHES  Ceramic  insulated,  selector  switches  in 
many  sizes  for  a-c  use  up  to  100  amperes.  Single  or  tandem, 
hive  sizes:  l(K),  50,  25,  15,  and  10  amperes  a.c.  Rotary  units 
are  high-current  with  silver-to-silver  contacts. 


R.  f.  CHOKES  Radio-frequency  chokes  in  seven  sizes  for 
3  to  520  megacycle  applications.  Single-layer  wound.  Other 
single-layer  chokes  and  vitreous-enameled  chokes  can  be 
made  to  order. 


POWER  RESISTORS  Power-type  resistors  for  high-current, 
low-resistance  applications.  Vitreous-enameled,  edge-wound, 
corrugated  ribbon  Corrib^  units  and  open-type,  edge-wound 
ribbon  or  round-wire  Powr-Rib*  units  handle  a  wide  range 
of  power  resistor  needs.  Available  in  fixed  or  adjustable 
"DIVIDOHM*”  types. 


MOLDED  PRECISION  WIRE-WOUND  POWER  RESISTORS 


Insulated  units  with  Silicone-Type  molded  covering.  Avail¬ 
able  in  3,  5,  and  10-watt  sizes.  Tolerances:  0.1%,  0.25%, 
0.5%,  1%,  3%.  Maximum  resistance:  3-watt,  10,000  ohms; 
5-watt,  25,000  ohms;  10-watt,  50,000  ohms. 


RELAYS  Compact  relays  in  many  types.  For  a.c.  or  d.c., 
in  a  wide  range  of  contact  combinations  and  coil  voltages. 
Four  stock  models  in  65  types.  Also  nine  standard  types 
promptly  made  to  order.  Available  in  hermetically  sealed  or 
dust-protective  enclosures. 


OHMITE  MANUFACTURING  COMPANY 
3607  Howard  Street,  Skokie,  Illinois 


For  Transducers  See  Trans-Sonics 


P.O.  BOX  328  •  LEXINGTON  •  MASSACHUSETTS 


^  PKESSURE  OPERATED  POTENTIOMETERS 

Outputs:  Linear  and  nonlinear  functions  of 
applied  pressure. 

Resistances:  100  tO  50,000  ohms. 

Ranges;  0-5  tO  0-5000  psi. 

Types;  Absolute  and  differential. 

Vibratian  Ambient:  0  tO  55  Cps,  0  tO  500  CpS, 
and  severe  vibration  25g  to  2000  cps. 
Construction;  Hermetically  sealed. 

Write  for  Pressure  Operated  Potentiometer  Bulletin 


Research  &  Design 
of  Transformers 
LAMINATED  &  TOROID 


Customer  EnKineeriiiK  Service  to 
assist  Design  and  Production  En¬ 
gineers  with  design  problems  of 
transformers  and  their  associated 
circuitry. 

Prototypes  &  Engineering  Models 
have  been  delivered  in  24  hr.s.  Our 
ability  to  meet  tight  delivery 
.schedules  are  praised  by  many  a 
w’orried  Engineer. 

Transistor  Inverter  Transformers 
are  now  available  as  stock  items. 
Transformers  with  operating  tem¬ 
peratures  up  to  500°  F.  may  be 
ordered  from  our  production  line. 

We  build  to  MIL-T-27A  or  Cu.s- 
tomer  Spec’s. 

Fifth  &  San  Jacinto  Ave. 

P.O.  Box  745  Phone  -  Olive  4-2159 
San  Jacinto,  California 


^  ULTRA-SENSITIVE  PRESSURE  SYSTEM 

Output;  50  volts  at  full  scale. 

Range;  psi,  differential. 

Resolution:  1  X  lO'*'  psid. 

Zero  stability;  Better  than  1  X  10*3  pji(]. 

Write  for  Bulletin  CPA4S 


^  RESISTANCE  BRIDGE  PRESSURE  PICKUPS 

Sensitivity; 5  mv/v  at  full  scale. 

Ranges;  0-10  tO  0-1500  psi. 

Types;  Absolute  and  differential. 

Construction:  Hermetically  sealed. 

Write  for  Bulletin  No.  7 


P  RATE  OF  CLIMB 

Outputs;  5  volt  signal  and/or  dial  indicator. 
Range:  ±  25,000  ft./min. 

Time  constant:  0.2  sec.  at  sea  level  to  2  sec.  at 
50,000  ft. 

Write  for  Vertical  Speed  Trantdueer  Bulletin 


made  by  EVERY 
hioxim  process . . . 

UNITinO  ONE  PIECE  CONSTRUCTION 

too  Ring  Missile  Guidince  Slip  Ring  ~| 
Low  Torque,  low  Noise  j 

Only  Slip  Ring  Co.  of  Americe  pro 
duces  precision  slip  ring  essemblies 
by  every  known  process  to  meet  your 
perticuler  requirements  —  Transfer. 
Injection  and  Compression  Molded. 
Cast.  Fabricated.  Vacuum 


P  RESISTANCE  THERMOMETERS 

Resistance:  5  to  500  ohms  at  32°F. 

AAaterials:  Platinum  or  nickel. 

Range:  ~350  tO  +2000°F. 

Types;  Liquid,  surface,  gas. 

Characteristics:  Corrosion  proof,  severe  vibra¬ 
tion  ambient,  fast  speed  of  response. 

Write  for  Ketittanee  Thermometers  Bulletin 


Impreg 

nated.  Electro  Deposited.  Metal 
Sprayed.  Printed  Circuit.  Mercury  Pool.  Sues.  020" 
to  72"  Die  Circuits.  2  to  200  rings  Finishes.  2 
micro  inch  RMS.  Temperature,  SSO^F  continuous  Vi¬ 
bration.  300  G's.  Hi  pot, up  to  15.000  volts  Longer 
life  through  wider  material  selection  Dielectrically 
superior  insulating  materials  Minimum  noise  with 
precious  metals.  Engineering  consultation  available. 

SLIP  RINGS  — BRUSH  ASSEMBLIES  — 
COMMUTATORS  — SEALED  ASSEMBLIES 


a"  Write  for  Literature 

\  .  SLIP  RING  CO. 

AMERICA 

'  3612  West  Jefferson  Blvd. 

Dept.  EBG,  Los  Angeles  16,  California 

Representative  sales  engineers  in  major  cities 
throughout  the  United  States  and  Canada 
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When  ordering  or  eaoking  infetmalien 
please  mention  Electronics  Buyers'  GuMe. 


June,  7958  -  MID-MONTH  -  ELECTRONICS  BUYERS'  GUIDE 


I  ( 


4  STANDARD  PRECISION  DRAWN  INSTRUMENT  CASES 


MIL  T-27A  CLOSURES  FROM  AF  TO  OA 


2  SPECIAL  FACILITIES  FOR  TRANSISTOR  CLOSURES 


1  COMPLETE  SERVICE  ON  MU  METAL  FABRICATION 


If  you  can  use  custom  quality 
at  commercial  prices 


HUDSON 


then  check  on 


HUDSON  precision  quality  metal  components 
are  produced  by  cost-reducing  mass 
production  methods.  The  HUDSON 
production  department  is  equipped 
with  batteries  of  standard  and  special 
presses  ranginfr  up  to  300  tons.  I 

HUDSON  performs  a  wide  ranpre  of  | 

operations  to  meet  your  needs. 


Standardized  cases  include  over 
1400  different  sizes,  with  both 
inside  and  outside  covers.  In  six 
standard  metals.  Hudson  offers 
the  engineer  a  range  of  closures 
unequalled  in  the  industry. 


Cases 

and  covers  now  offered  by 
HUDSON  from  types  AF  to  OA 
inclusive.  Immediate  shipment 
from  large  stock  supplies.  Cover 
assemblies  to  MIL-T  speci¬ 
fications  also  available. 


HUDSON'S 
newly  installed  10  station 
automatic  presses  speed 
production  on  your  transistor 
caps.  Closures  for  transistors, 
diodes  and  other  miniature 
components  to  specifications. 


HUDSON 

is  now  able  to  supply  MU  Metal 
closures  in  all  standard  sizes 
and  shapes.  Stock  supply 
assures  prompt  delivery. 
Consult  HUDSON  on  all  your 
electrical  alloy  requirements. 


HUDSON  .service  is 
complete . . .  includes  sheet 
meiul  fabrication,  spot  welding, 
heliarc  welding  and  silver  solder¬ 
ing.  HUDSON  designers  and  pro¬ 
duction  engineers  will  be  happy  to 
help  work  out  your  problems. 


HUDSON 


TOOL  &  DIE  CO  •  INC 

18-38  Malvern  Street,  Newark  5,  New  Jersey 
Telephone-MArket  3-7584  Teletype-NK  1066 


Expert  Fabrication  in  Steel.  Stainless  Steel.  Aluminum.  Brass,  Copper  and  MU  Metal  * 
Precision  Metal  Components  for  Electronics,  Nucleonics.  Avionics  and  Rocketry 


WAVEGUIDE  COMPONENTS 


SHORT  FORM  CATALOG  958 


ANTENNA  SYSTEMS 
MICROWAVE  COMPONENTS 
TEST  EQUIPMENT 
ACCESSORIES 


Copyright  19S8 
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Wtion  ordtring  or  ttmking  information 
ploato  montion  Etocfronici  Boyort'  Guido. 
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DIAMOND  ANTENNA  &  MICROWAVE  CORPORATION 

7  North  Avenue,  Wakefield,  Massachusetts,  CRystal  9-469»0 
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Wlwn  erdarin,  or  •••kin,  information 
pfooto  montion  {loctronio  Buyori'  Guido. 
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AVAILABLE  —  SPECIAL 


'i 

'r. 


i 


t;.' 


V'^-. 


tAfTSMANSHIf  IN  CtYSTALS  SINCE  1931 


TYPE  VMS  '^' 

dia.  pins  hermetically  sealed  in 

COMMERCIAL  compact  metal  case  . . .  frequency 
AND  range  5  to  125  Me  . . .  JAN  Type 
,  MILITARY  HC-18/U. 


100  Kc  used  extensively  in  fre^ 
quency  standards.  Mounts  in 
crystal  socket  or  standard  S' 
prong  socket. 


FREQUENCY 

STANDARD 


TYPE  VR6  Hermetically  sealed  in  compact 

rnMMFpnii  fanse 

COMMERCIAL  Kc  to  100  Mc  . . .  JAN  Type 

u.MT.ov  HC-6/U.  Pin  0.050'  dia.,  spaced 
MILITARY  0.486'. 

TYPE  VR-6  lattice  type  and  single  signal 
filters.  Freq.  range  —  1500  Kc.  to 
HIGH  FREQUENCY  13,000  Mc.  Calibration  tolerance  — 
FILTER  CRYSTALS  ^  .002%  of  true  Series  frequency 
at  any  one  temp,  between  25  deg.  C. 
and  100  deg.  C.  Spurious  —  50 
D.B.  down  or  better.  Holder  type 
-  HC-6/U. 


TYPE  Features  separate  100  and  1,000 
DFS  He  crystals  in  same  case  .  .  .  ac- 
curacy  t^O.OOS  percent  from  -10 
deg.  C.  to  +60  deg.  C.,  when  used 
FREQUENCY  STANDARD  in  recommended  circuits. 


Frequency  range  1,000  to  30,000 
Kc.  Fixed  air  gap,  standard  0.486' 
X  0.093'  or  standard  octal  socket. 
MIL  FT  243. 


TYPE  VR13  Hermetically  sealed  in  compact  range  of  800  to 

COMMERCIAL  f’etal  case . . .  frequency  range  16  gyjy  commercial,  jn  standard  J 

AND  to  175  Kc  . . .  JAN  Type  HC-13/U.  military  Js'orO.f 

MILITARY  Pin  is  0.050'  dia.,  spaced  0.486'  /  j  and  marine  JAN  Type  HC-! 

_  Crystals  in  all  frequency  ranges  can  be  manufactured  or  developed 
to  meet  long  term  stability  and  other  special  requirements. 

OVENS 

TYPE  CBC  O 

FOR  BROADCAST 
EQUIPMENT 

Frequency  range ...  60 
to  10,000  Kc.  Available 
for  6, 8  or  lOV  operation 
...temperature  stabil¬ 
ity  to  ±0.5  deg.  C. 
Fits  standard  5-prong 
socket. 


TYPE  VCO-1 

CLOSE  FREQUENCY  OVEN 
Temperature  controlled 
oven  .  .  .  mounts  two 
VR6.  VR13,  CMl,  or 
CM5  crystals.  Heater, 
18  watts ...  for  6, 10, 28 
or  115V.  Fits  standard 
atal  socket  .  .  .  with 
pilot  lamp  connection  to 
thermostat. 


GENERAL  SPECIFICATIONS; 

Diameter:  Parallelism: 

±0.001'  of  specified  diameter  Paradel  to  0.000050' 

Polish:  Plating  Metals: 

Optical  pitch  polish,  free  from  scratches  Chrome  and  gold 
or  pits  Chrome  and  silver 

Edges:  ,  Chrome  and  aluminum 

Free  from  chips  and  incipient  fractures  Chrome 
Flatness:  Special  platings  to  your  require- 

Flat  to  0.000020'  ments 

*And  other  specialized  applications  Catalog  QC-200  on  request 

NATURAL  QUARTZ,  FUSED  QUARTZ,  AND  TOURMALINE  TO  YOUR  SPECIFICATIONS 


CRYSTAL  CORPORATION 


Whan  ordering  or  Making  inFormolion 
plaoM  manrion  E/acIronici  Buyari'  Guide. 
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BORG  EQUIPMENT 


ISION 


STANDARD  BORG  COMPONENTS 
TO  MEET  YOUR  SPECIAL 
^  DESIGN  NEEDS 


MICROPOTS  —  Precision  Potentiometers 

1- turn,  3-turn,  10- turn,  single  or  ganged,  with  or  with¬ 
out  rear  .shaft  extension,  single  or  double  servo  mount 
or  bushing  mount  to  meet  your  special  design  needs, 
('omplete  line  of  Trimming  Micropots. 

MICRODIALS  —  Precision  Turn-Counting  Dials 

Direct-reading  dials  in  10-turn,  100-tum  and  1,0(XJ- 
tum  models,  ('oncentric  .scale  10-turn  dials. 

BORG-MOTORS  —  Precision  Instrument  Motors 

Synchronous  or  induction,  with  or  without  gear-trains, 

2- ix)le  or  4-|X)le  for  your  precision  equipment. 


SEE  FOLLOWING  PAGES  FOR  DETAILS 
ON  THESE  BORG  COMPONENTS 


THE  OEOROE  W.  BORG  CORPORATION 

120  SOUTH  MAIN  STREET  •  JANESVILLE,  WISCONSIN 


MICROrOTS 

MICROOIALS 


STANDARD  BORG  M  I  C  R  O  P  O  T  S  TO 
MEET  YOUR  SPECIAL  DESIGN  NEEDS 


A  QUALITY  MICROPOT*  WITH 


MANY  ADVANTAGES 


BORG  205  SERIES.  10-TURN  MICROPOTS 


Borg’s  205  Series  10-Turn  Micropots  have  proved 
themselves  exceptionally  rugged  and  dependable 
through  years  of  service  in  many  different  mobile  and 
stationary  applications.  The  Borg  205  Series  is  de¬ 
signed  to  meet  more  exacting  electrical  and  environ¬ 
mental  specifications  for  both  commercial  and  military 
applications.  Study  the  advantages  of  Borg  205  Series 
10-Tum  Micropots  .  .  . 


A  PRECISION  MICROPOT 
AT  A  COMPETITIVE  PRICE 

BORG  1 100  .SERIES,  10-TURN  MICROPOTS 

Borg  1100  Series,  10-Tum  Micropots  enable  you  to 
mass-produce  precision  equipment  with  greater  pria* 
advantage  in  your  markets.  High  quality  commercial 
Micropots  at  competitive  prices.  Reduce  your  pro¬ 
duction  costs  with  Borg  1100  Series  Micropots! 


*  .4^ 


TRIMMING  MICROPOTS  FOR 


SUBMINIATURE  CIRCUITS 


990  SERIES 


Borg  990  Series  Trimming  MicrofX)ts  provide  accurate 
voltage  adjustments  in  critical  electronic  circuits.  Ex¬ 
tremely  small,  they  fit  readily  into  subminiature  cir¬ 
cuits.  They  are  wire  wound  and  adjustable  .  .  . 
permanently  sealed  against  dust  or  salt  laden  air.  Can 
be  mounted  individually  or  stacked  to  give  designers 
the  greatest  possible  latitude. 


SUBMINIATURE  . . .  PRECISE  RESOLUTION  . . . 
STABLE  UNDER  ADVERSE  ENVIRONMENTS 


1.  Permanent  accuracy  becau.se  resistance  wire  is  pre¬ 
cision  positiomKl  and  moulded  integrally  with 
housing  .  .  .  it’s  locked  in  plaa*. 

2.  Terminals  are  exceptionally  rigid  because  they  tor) 
are  moulded  integrally  with  housing. 

3.  Two  bearings  support  rotor  a.s.sembly  assuring  pre¬ 
cise  positioning  of  moving  contact. 

4.  Permanently  accurate  settings  due  to  double  thread, 
precision  lead-screw  guiding  the  moving  contact. 

5.  Terminals  are  soldered  to  ends  of  resistance  element 
before  moulding. 

6.  Anti-backlash  spring  in  contact  guide  gives  accu¬ 
rate  .setting  and  resetting. 

7.  Fine  resolution  becau.se  of  43*/2"  Kohlrau.sch  wind¬ 
ing  in  helical  element. 

8.  Each  Micropot  is  machine  tested  for  linearity  at 
100  points. 


1.  Screw-driver  adjusts  complete  range  in  40  turns. 

2.  Contact  carrier  assembly  drive  prevents  damage 
when  either  end  of  linear  excursion  is  reached. 

3.  Wide  range  of  resistance  values  from  10  to  50,tKK) 
ohms.  Other  values  on  special  order. 


BORG  EQUIPMENT  DIVISIO 

THE  OEOROE  W.  BORG  CORPORATION 

120  SOUTH  MAIN  STREET  •  JANESVILLE,  WISCONSIN 


BORG  900  SERIES  MICROPOTS 
PROVIDE  A  FLEXIBILITY  TO 
MEET  SPECIAL  DESIGNS 
Single-Turn,  3-Turn,  10-Turn  Models 

Borg  9()()  Series  Micropots  have  long  been  preferred 
for  many  applicatiorvs  in  aircraft  instruments,  radar 
and  sonar  equipment,  missile  launching  controls, 
electronic  devices,  computers  and  various  types  of 
scientific  and  indastrial  apparatus. 

Borg  offers  a  complete  line  of  these  high-precision, 
linear  Micropots  in  10-tum,  3-turn  and  single-turn 
models.  The  900  Series  created  a  new  standard  for 
multi-turn  potentiometers.  Borg  900  Series  Micropots 
are  more  accurate,  offer  finer  resolution,  lower  torque, 
longer  life  and  greater  versatility  of  application. 
Available  in  any  quantity. 

1’he  following  options  of  standard  Borg  9(X)  Micropots 
illustrate  the  extreme  flexibility  in  this  series.  These 
standard  models  meet  most  special  needs. 

•  Ten-turn  Micropots  in  one,  two  or  three  gang 
models. 

•  Three-tum  Micropots  in  one,  two,  three,  four  or  five 
gang  models. 

•  Single- turn  Micropots  in  one,  two  or  three- gang 
models. 

•  Single  or  double  shaft  on  all  models. 

•  Servo  mount  on  either  or  both  ends  of  all  3-turn 
and  lO-turn  models. 

•  Bushing  mount  on  either  or  both  ends  of  all  3-turn 
and  lO-turn  models. 

•  Any  of  three  standard  tyjx^s  of  linearity. 

•  Available  in  ail  ct)mmon  resistance  values. 

•  As  many  as  nine  additional  taps  available. 

The  flexibility  of  Borg  900  Series  Micropot  design 
enables  standard  modeLs  to  fit  special  design  needs. 


LOOK  AT  THE  FLEXIBILITY  OF  BORG  10-TURN  MICROPOTS 

Identical  Models  up  to  Five-Gang  Available  in  Borg  3-Turn  Series 
Similar  Models  Available  in  Borg  Single-Turn  Series 


■r> 

'f  T 

l> 
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901S 

901SK 

901SS 

901B 

901BK 

Ll> 

902S 

902SK 

902SS 

LI> 

902B 

902BK 
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WRITE  FOR  COMPLETE  DATA  ON  ALL.  BORG  COMPONENTS  •  CATALOG  BED-A90 
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ELIMINATE  FORCED-FAST-READING  AND 
SETTING  ERRORS  WITH  BORG  MICRODIALS 


DIRECT-READING  MICRODIALS 

Research  proved  that  forced-fast-reading  and  setting  of  turn¬ 
counting  dials  is  the  primary  cause  of  error  in  reading  percep¬ 
tion.  Human  engineering  studies  determined  that  inline  digital 
presentation  provides  the  highest  accuracy  of  perception  when 
forced-fast-reading  and  setting  is  required.  These  facts  led  to 
the  development  of  Borg  1300  Series  Direct-Reading  Microdials. 

To  provide  greatest  sensitivity  and  accuracy,  the  control  knob 
is  mounted  directly  on  the  shaft  to  be  controlled.  This  eliminates 
backlash.  A  finger-tip  brake  was  developed  to  retain  settings. 

Borg  1300  Series  Direct-Reading  Microdials  are  available  in 
3-digit,  10-tum  models  counting  from  0  to  999,  4-digit,  KXl-tum 
models  counting  from  0  to  9999  and  5-digit,  l(KK)-turn  models 
counting  from  0  to  99999. 


CONCENTRIC  SCALE  MICRODIALS 

Borg  Concentric  Scale  Microdials  have  an  indexed  accuracy 
of  one  part  in  1000.  They  indicate  the  position  of  any  multi- 
turn  device  of  10-tums  or  less.  Direct-reading  concentric  scales 
indicate  full  turns  and  increments.  Finger-tip  brake  retaias  any 
setting.  Knob  fastens  directly  to  shaft  ...  no  backla.sh.  Accu¬ 
rate  .  .  .  easy  to  read  .  .  .  easy  to  install. 


BORG  1000  SERIES  INSTRUMENT  MOTORS 
SYNCHRONOUS  AND  INDUCTION 
WITH  AND  WITHOUT  GEAR  TRAIN 


Borg-Motors  bring  to  the  electrical  industry  a  line  of  fractional 
horsepower  motors  for  record«*rs,  instruments  and  timing  devices. 
They  have  a  long  history  of  excellent  fx'rformance  in  the  Borg 
Time-O-Graph  Watch  Rate  Recorder  and  other  precision 
equipment.  Borg-Motors  are  totally  enclosed,  using  precision 
machined  die  cast  alloys  for  end  bells  and  gear  train  cases. 

The  die  cast  rotor,  mounted  on  two  ball  Ix'arings,  cassurt^s  long(*r 
life  and  continued  accuracy.  Standard  gear  train  models  have 
only  the  gear  train  shaft  extension. 

Capacitors  are  priced  separately  for  each  Borg- Motor. 


ON  ALL  BORG  COMPONENTS  •  CATALOG  BED-A90 


Now ...  a  precision  variable  trimmer  capacitor  and  variable 
inductance  in  a  single  compact  assembly.  One  adjustment 
tunes  both  capacitance  and  inductance  smoothly  and  accu¬ 
rately.  Special  glass  and  invar  design  with  low  temperature 
coefficient . . .  high  stability  under  severe  shock  and  vibra¬ 
tion  conditions . . .  miniaturized  construction  . . .  make  JFD 
LC  Tuners  highly  suitable  for  your  critical  high  frequency 
circuits.  Windings,  cores  and  capacitor  plates  can  be  made 
to  meet  your  particular  requirements.  Write  for  bulletin. 

1.0  17.0  Pf.  capacitance  range 
model  LC-JIA  Tuner  .032  .042  Mh.  inductance  range 
450  to  1000  Me.  self-resonating 
frequency  range 


For  the  first  time— completely  sealed  miniature  trimmers 
that  lock  out  moisture,  offer  higher  insulation  resistance  and 
dielectric  strength.  Air-tight,  water-tight  seal,  together  with 
closed  end  glass  cylinder,  maintains  constant  pressure  that 
prevents  corona  and  voltage  breakdown  at  high  altitudes. 
Sealcaps  also  embody  all  electrical  and  mechanical  features 
of  performance-proved  JFD  variable  trimmer  capacitors. 
Available  unpotted  or  encapsulated  in  epoxy  resin  for  a 
dielectric  strength  of  over  5000  volts  d.c.  In  5  capacitance 
ranges  from  0.8-4. 5  to  0.8-30.0  Pf.  W' rite  for  Bulletin  207 A. 


MINIATURE  QUARTZ 
TRIMMER  CAPACITORS 


This  new  series  of  trimmers  combines  the  superior  electrical 
characteristics  of  quartz  dielectric  with  the  compact  physical 
construction  of  the  popular  JFD  miniature  glass  piston 
capacitor.  High  Q,  ultra  low  loss  operation,  extreme  stability, 
fine  tuning  resolution  and  approximately  zero  temperature 
coefficient  are  some  of  their  advantages— along  with  the 
other  superior  properties  of  standard  JFD  piston  capacitors. 
Furnished  in  standard  panel,  lead  and  lug  and  4-wire  lead 
mounting  printed  circuit  types.  Write  for  Bulletin  No.  210 A. 


Pioneert  in  electronic!  since  1929 


1462  62nd  Street,  SrooVlyn,  New  York 


JFD  Intemotionol 
15  Moore  Street 
New  York,  New  York 


JFD  Conodo  ltd. 

51  McCormack  St. 
Toronto,  Ontario,  Canada 
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FILTORS,  INC. 

LEADING  MANUFACTURERS  OF  HERMETICALLY  SEALED  MICRO  AND  SUB-MINIATURE  RELAYS. 


POWRMITE‘ 

MW  MICRO  MINIATURE  rtlay  by  Filtors. 
Itadini  spacialists  in  dtvtlopniiflt  and  manu- 
factura  el  micro  miniaturi  rilays. 


KeAH6A 

FK.TOftS.INC. 

NEW  YORK 

L  m 


SPECIFICATIONS: 

AMBIENT  TEMPERATUER  RANGE -BS'C.  TO  +125*C. 

DIELECTRIC  STRENGTH .  1000  VOLTS.  (750  VOLTS  BETWEEN  OPEN  CONTACTS). 

INSULATION  RESISTANCE .  10,000  MEGOHMS  MINIMUM  AT  25°C. 

CONTACT  ARRANGEMENT . 2C  (2  POLE  DOUBLE  THROW). 

CONTACT  RATING . . . . 2  AMPS  RESISTIVE  AT  28  VOLTS  DC  OR  DRY  CIRCUITS. 

SHOCK  . .  50  Gs  11  MILLISECONDS. 

VIBRATION  . 10-55  CPS  AT  .06  AMPLITUDE. 

55  -  2000  CPS  AT  20  G. 

PICK-UP  TIME . 7  MILLISECONDS  MAXIMUM  AT  NOMINAL  COIL 

VOLTAGE,  25°C.  TEMPERATURE. 

RELEASE  TIME  7  MILLISECONDS  MAXIMUM. 

NOMINAL  COIL  VOLTAGE  .  26.5  VOLTS  DC. 

COIL  RESISTANCE  .  550  OHMS  =*■  10%  AT  25'C. 

ALTITUDE  .  .  70,000  FEET. 

DUTY  . CONTINUOUS. 


PICK-UP  . RELAY  SHALL  PICK-UP  WHEN  COIL  COLTAGE  IS 

18  VOLTS  DC  MAX. 


GENERAL  PURPOSE 


precision  manufactured  under  rigid  quality  control.  Offers  lightweight,  rugged, 
compact  construction  for  high  environmental  conditions.  Applicable  to  instru¬ 
ment,  geophysical,  aircraft  controls  and  many  other  circuits  where  high 
reliability  and  multiple  switching  are  required.  Available  in  2  DPDT,  4  DPDT 
and  6  DPDT. 


LATCHING 


relay  remains  in  "energized"  position  indefinitely  without  consuming  power. 
As  an  overload  relay  it  can  be  electrically  reset  from  a  remote  position.  Con¬ 
tacts  can  be  closed  by  one  circuit  and  opened  by  another.  It  has  many  applica¬ 
tions  in  fail-safe  circuits.  Its  small  size,  light  weight  and  hermetically  sealed 
enclosure  make  possible  its  use  in  airborne  and  other  equipment.  Either  coil 
may  be  energized  continuously  without  damage  to  the  relay. 

it  affords  the  designer  great  latitude  in  circuitry,  particularly  in  "lock-up" 
circuits,  e.g.,  where  the  contacts  of  one  conventional  relay  are  used  to  lock-up 
the  coil  of  another  relay.  Thus  it  avoids  redundancy.  Available  in  2  DPDT, 
4  DPDT  and  6  DPDT. 


5/8  INCH  STYLE 


A  rugged  2  pole  double  throw  relay  of  small  size  and  weight  designed  for  high 
reliability  under  extreme  conditions.  Available  with  either  2  amp  or  dry 
circuit  contacts. 


Write  for  complete  cetatog 


FILTORS,  INC. 

MAIN  OFFICE  AND  FlANTi  PoH  Wothington,  N.  Y.,  POrt  Wothingt.n  7-a220 
WEST  COAST  OFFICE;  13273  V.nlura  Blvd.,  Vwdie  CHy,  Col.,  STanky  3-2770 

★  ★  ★  ★  ★ 


Ofd*fff»9  or  Moitioo  iidormofion 
p/ooM  mofilioo  ffocfrooi<t  0oyort'  Guido. 
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Ribet'Desiardins  are,  among  othen, 
suppliers  for : 

The  French  Atomic  Energy  Authority, 
National  French  Center  for  Sciendne 
Research,  the  Marcel  Dassault  Aircraft 
Works,  the  Bretigiiy  Fli^t  Test  Center,  '  ^ 
the  French  National  Defence,  SNCF  (the 
French  Railways),  Oerlikon  (Switaerland), 
Transmission  Senrices  for  the  Belgian  and  ^ 
Netherlands  Armies,  the  Unirersities  of 
Liege  and  Brussels,  Polish  and  Yugoslav 
Central  Purchasing  Authorities,  Brandt  ' 
Company,  French  Public  Health  (neuro- 
biolopc  services  for  hospitals). 
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ESJARIHM 


iMSJMOIMf 


MEASURE -CONTROL  DEPARTMENT 
13-17,  RUE  PERIER  -  M0NTR0U6E  -  SEINE 
FRANCE 

TFL.  :  AIESIA  24  40  •  CODE  WORD  ;  PIIACEIECT  •  M0NTR0U6E 


I 


255  A 


CHANNELS 


MODELS 


204  A 

251  A 

252  BL 


254  A 

255  A 

256  A 


258^  A 
264  B 


OSCILLOSCOPES 

AND 

SYNCHROSCOPES 


_ AMPLI  V 

Passing  Bond,  lensifiyity 
Cps  -  m  c  mV/p  to  p/cf 


0.01|^s/cm*4s/cm; 

I 

’  0.02^s/(ni  *  10  i/cn  0 

I  0,Vs/cm-4ms/cm  j 

t  ■  ■  f - 

j  O.ljis/cm-l  s/cm  |  0 

^  0.1|is/cm-l  s/cm  ■ _ 0_ 

I  0.3ps/cm*0.0  1  j/  (tnl  0~ 
!  Ips/cm-ls/cm  ^  0 
I  l^s/cm-1  s/cm  ^  0 

1 2^s/cm-20 ms/cm  50 
J  l\is/cm  0.05s  cm  10 

i  *  o" 

j  ljxs/cm-0.1  s/cmi  2q 

I  1 0  cps  •  30  kc  I  50 


RESPONSE 

LAG 

0.007 


I  O.ljis/cm-1  s/cm  | 

‘  0.1|is/cm-l  s/cm  i 

I  0.3ps/cm*0.0  1  ]/  cmf 


267  B 

268  A 


MARKER 

CATHODE  TUBE 
DIAMETER 

0 

Calibrated 
f  loops 

125 

Calibroted 

125 

OS^s-lOOOps 

125 

Calibrated 

125 

0.4ps*4  ms 

70 

Calibroted 

90 

— 

70 

Wh€n  ordering  or  treking  information 
ploato  montion  ilottronict  Bvyort'  Guido. 
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SYNCHROSCOPE  204  A 


NUCLEAR  ENERGY 


BALLISTICS 


RADAR  RESEARCH 


Th«  synchroscope  204  A,  an  apparatus  of 
Very  high  performance,  is  unique  in 
taaking  it  possible  to  record  ulcn*rapid 
phenomena  reaching  sereral  thousand 
kilometers'second.  it  offers  the  same 
characteristics  of  precision  and  safe 
operatioo  that  have  secured  the  universal 
reputation  of  the  Electronic  Department 
of  the  Ribet-Desiardins  Company. 


( 
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WliBfi  ordering  or  tookiny  information 
plooM  moofion  ffoctronict  Boyora'  Guido, 


SUPPLY 

MECOHMMETERS 
SUNDRY  UNITS 


0(S(IIPII0N  AND  MAIUKS 

100*  •  400*  ■  700  niA  101'  •  IS  m*.  IUsHi.)  I’  3  •  7S  «  •»  t«  t 

no*  -  2S0'  :  ISO  tnk  ISO'  .  10  ml  4  3  V.  3  tmpt 

S  KsKa  -  100  UtJm  in  4  SiiS^riSj  tss^ss  «l  710  1.  i*»f. 

fs4  ^ttfn  Iff  HuiOl 

Swk  (iiO  OlfMmk  {lrft:'iCrT;«Tri< 

Mnjr^tk  »<  letil*!  in  cc^;^  “‘on  ItMtaMUl  In  lef|«  t«rri^or'»nt^ 

Oitidisn  tf  iMtH  In  cCTpor‘‘:n  ««0  trMtmnnt  In  un«l|  »«m 

(*<Mk  OKillnvoiii  ttlHi  S  *(  4  ranti  <w  nil  in4y«>'i*l  lnTr<tiggii»in 


UCtJIUUMNS 


MEASURE-CONTROL  DEPARTMENT 
13-17,  RUE  PERIER  -  MONTROUGE  •  SEINE 
FRANCE 

m.  :  AIESIA  24  40  •  (ODE  WORD  ;  PItACElECT  -  MONTROUGE 


■■■ 


Wfwn  ordering  or  fnnking  information 
p/eoM  monlion  llotitonitt  Ouytri'  Guido. 
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NORTH  CROSSBAR  SWITCH 

The  most  economical  means  of  provid¬ 
ing  ynajeimum  switching  capacity  (in¬ 
puts  to  outputs)  with  relay  reliability. 


NORTH  FLAT  SPRING  RELAYS 

Time  tested  and  proven  telephone  de¬ 
pendability  for  universal  application. 


NORTH  RVF  ROTARY  SWITCH 

Advanced  bank  and  wiper  design  af¬ 
fords  new  flexibility  in  rotary  switch 
application. 


NORTH  IR  207  &  IR  226 

Hermetically  sealed  general  purpose 
and  sensitive  relays  -  high  shock  and 
vibration  resistance  meeting  Mil.  specs. 


NORTH 

_  MULTI-TERMINAL 
CONNECTOR 


Multi-purpose, 
multi-terminal 
connector 
available  in  20, 
40  or  60  termi¬ 
nal  multiples. 


NORTH  “M”  AND  ‘‘E’’  TYPE  RELAYS 

Telephone  type  dependability  in  minia¬ 
ture  size  where  space  requirements 
are  critical. 


North  engineers,  specialists  for  over  75  years 
in  the  design,  production  and  application 
of  relays  and  switch  gear,  can  take  over  your 
control  system  design  problems  and  solve 
them  beyond  your  specifications.  The 
accumulated  know-how  of  three  quarters  of 
a  century  in  this  specialized  field  can  be 
applied  to  help  you  -  in  design,  in 
component  specification,  and  in  complete 
svstem  manufacture. 


j  In  system  design ...  1 

THERE  IS  A  1 

NORTH  COMPONENT 


THAT  IS  RIGHT 
FOR  EVERY 
APPLICATION 


INDUSTRIAL  DIVISION 

NORTH  BLBCTRIC  COMPANY, 

$462  SOUTH  MAHKtr  STSttT  •  OAIION,  OHIO  1 


Available  in  Canada  through 

Eritsson  Telephone  Sates  of  Canada,  Ltd.,  Montreal  8,  P.  Q. 


ordering  of  999king  information 
ptooio  montion  ilottronitt  8uy«rt'  Guid* 
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TAPE  WOUND  CORES 

Only  Magnetics,  Inc.  offers  guaranteed  maximum  and  mini¬ 
mum  performance  limits  for  tape  wound  cores.  They  are  avail¬ 
able  immediately  from  stock  made  from  Hy  Mu-80,  48  Alloy 
or  Orthonol*.  Cores  are  dry-hydrogen  annealed  to  meet  per¬ 
formance  specifications. 

Inside  Diameters . 0.375-in.  to  4.000-in. 

Outside  Diameters  . 0.5000-in.  to  6.000-in. 

Heights  . 0. 1 25-in.  to  2.000-in. 

Tape  Thickness . 001.  .002.  .004.  .006 

NOTE:  All  AIEE  Proposed  Standard  Sizes  are  included. 


Only  Magnetics,  Inc.  offers  cores  in  phenolic  core  boxes 
and  aluminum  core  boxes,  in  standard  paint  finish  or  with  the 
revolutionary  new  GVB  (Guaranteed  Voltage  Breakdown) 
finish.  GVB  cores  can  be  vacuum  impregnated  and  will  with¬ 
stand  1,000  volts  at  60  cycles  with  bare  copper  wire.  Alumi¬ 
num  boxed  cores  will  withstand  temperatures  to  at  least 
450° F.  All  core  tests  are  in  accordance  with  those  proposed 
by  the  AIEE  Working  Group  on  Core  Matching  and  Grading. 
For  Complete  Details:  Writ*  for  Tqp«  Wound  Cor*  Catalog  TWC-300 


BOBBIN  CORES 

Performance-Guaranteed  tape  wound  bobbin  cores  are  made 
from  4-79  Mo  Permalloy  or  Orthonol*.  Only  Magnetics,  Inc. 
offers  stainless  steel  and  ceramic  bobbin  cores  with  “Poly 
Caps”— cores  protected  by  a  special  tough  glass  polyester  to 
permit  handling  without  special  tools.  This  cap  will  not  de¬ 


flect  or  distort  with  temiierature,  and  permits  normal  potting 
without  affecting  core  properties. 

Bobbin  Diameters  .  from  0.1 25'in.  through  0.625'in. 

Tape  Widths*  .  from  0.0312-in.  through  0.250'in. 

Tape  Thickness  . from  0.000125-in.  through  0.001 -in. 

*Over  wide  bobbin  not  standard,  but  furnished  on  request. 

For  Complete  Details:  Writ*  for  Bobbin  Cor*  Bull*tin  BC-302 


MOLYBDENUM  PERMALLOY  POWDER  CORES 


Only  Magnetics,  Inc.  offers  guaranteed  realistic  inductance 
limits  for  both  temperature  stabilized  and  non-stabilized  mo¬ 
lybdenum  permalloy  powder  cores.  Performance-Guaranteed, 
they  are  available  in  a  variety  of  standard  sizes  and  per¬ 
meabilities.  Cores  can  be  graded  and  color-coded  within  the 
guaranteed  inductance  limits  at  slight  extra  cost 


MAGNETIC  LAMINATIONS 

“Performance-Guaranteed”  magnetic  laminations  are  avail¬ 
able  in  Hy  Mu-80,  48  Alloy  and  Orthonol*.  Standard  shapes 
include  DU-l,  DU-37,  DU-50,  EE-24-25,  EE-26-27,  EE-28  29. 
EE-186-187,  EI-ll,  EI-12,  EI-21.  EI-75.  EI-187,  EI-375, 
EI-625,  F-12,  F-12( Modified),  F-13.  F-20,  F-21,  F-187,  Ring, 


Insid*  Diameters  .  0.225  to  0.950'in. 

Outside  Diameters .  0.375  to  1.570'in. 

Heights  .  0.140  to  0.570-in. 

Permeabilities .  14.  26.  60.  125 

Finishes:  Powder  Cores  may  be  furnished  with  standard 
baked  enamel  and  wax  tight  varnish  finishes,  or  with  no  finish 
at  all.  All  cores  with  finishra  which  will  sustain  500  or  more 
volts  may  be  wound  directly  with  heavy  Formex -coated  wire. 
For  Complete  Details:  Writ*  for  Powder  Coro  Bull*tin  PC-303 


UBE,  UI-312  and  UI-37.5.  Standard  gauges  are  0.014-in.  and 
0.006-in.  Laminations  are  dry-hydrogen  annealed  to  met't  fier- 
formance  specifications.  Special  shapes  can  be  produced  to  fit 
individual  customer  specifications.  These  include  rotor,  stator, 
and  recording  head  laminations  using  customer-owned  dies. 
For  Complcf*  Details.  Writ*  for  Mognotlc  Lomlnationt  Catalog  ML-301 


1-'  ■  ■  '■ 


MAGNETIC  SHIELDS 

“Performance-Guaranteed”  shields,  for  protection  of  elec¬ 
tronic  measuring  devices  from  moderate  or  high  flux  external 
fields,  are  usually  made  from  MuMetal  or  48  Alloy,  respective¬ 
ly,  but  can  be  made  from  any  other  commercially  available 
magnetic  and  non-magnetic  materials  when  required.  Shields 
are  usually  .025-in.  thick,  but  other  thickness  such  as  .014, 
.020,  .031  and  .062  can  be  supplied.  Shields  can  be  fabricated 
or  drawn,  and  can  be  painted,  lacquered  or  unfinished.  They 
are  dry-hydrogen  armealed  for  highest  field  attenuations. 

For  Complete  Details:  Writ*  Magn*tici,  Inc.  Soles  Engineering  Dept. 


mRBnETICS  inc. 


TImsb  MogiwHcs  Rtpresaiitathres  art  at  ytor  strvkt: 


NEW  YORK  & 

NEW  ENGLAND 
WILLIAM  S.  SPRING 
Eastern  Sales  Manager 
15  Elm  Place 
New  Canaan,  Conn. 

NEW  JE<»SEY 
WM  J.  IRVINE 
Field  Sales  Engineer 
172  Dahlia  Terrace 
North  Plainfield,  N.  J. 

ROCHESTER,  N.  Y. 
FOWLER  BEACH  CORP. 
3700  East  Avenue 

DETROIT,  MICH. 
RICHARD  C.  WARNER 
P.  O.  Box  126 
Sturgis,  Mibh. 

LOS  ANGELES,  CAL. 
jEORQE  B.  MULVIN 
Western  Sales  Manager 
1220  E.  Green  St. 


CLEVELAND,  O. 

R.  G.  SIDNELL 
1229  Westlake  Av*. 

CHICAGO,  ILL. 

HOWER  &  PRETAT 
4  No.  Cicero  Ave. 

DALLAS,  TEXAS 

i.  H.  LAWRENCE 
P.  O.  Box  13026 

MINNEAPOLIS,  MINN. 
FRED  PETERSON  CO. 
2431  Hennepin  Ave. 

ORLANDO,  FLA. 

CHRIS  B.  SMALL 
P.  O.  Box  1346 

KANSAS  CITY,  MO. 

C.  L.  OMER 
6047  Howe  Drive 

EXPORT 

B.  FREUDENBERG,  INC. 
240  W.  98  St. 

New  York  25.  N.  Y. 


Dept.  E-38,  BUTLER,  PENNSYLVANIA 


220 


or:l•F^•1*s  or  teeking  inlormofion 
pUoM  menf.on  E/«ctronfcs  Buyers'  Guide. 


June,  1958 -MID-MONTH -ELECTRONICS  BUYERS'  GUIDE 


Wear-Free,  Maintenance-Free  Products 

by  CONTROL 


PROPORTIONING  REACTORS 

Control  manufactures  complete  lines  of  240- volt  and  120-volt 
standard  proportioning  reactors  which  are  ideal  for  regulation. 
These  versatile  control  devices  have  a  variety  of  uses— includ¬ 
ing  motor  and  generator  control,  switchgear,  conveyors,  trol¬ 
leys  and  battery  charging. 

Each  family  of  eleven  units  is  rated  from  60  VA  to  2  KVA. 
They  are  extremely  sensitive  (2.25  ampere- turns  will  swing 
the  smallest  unit  from  full  on  to  off,  while  only  4.25  ampere- 

SWITCHING  REACTORS 

Control's  line  of  standard  power  switching  reactors  intro¬ 
duces  a  new  and  simple  approach  to  static  control.  F'ourmfxlels 
o|>erate  from  stamlard  120-volt  a-c  supT)ly  and  deliver  slightly 
l)elow  line  voltage.  The  other  four  models  operate  from  slightly 
above  standard  line  voltage  and  deliver  standard  line  voltage 
without  8|>ecial  (wwer  supiilies  and  other  supplemental  equip¬ 
ment.  Ilasic  logic  ofierations  can  be  performed  through  simple 
external  connections  to  multiple  control  windings.  Control  in¬ 
puts  to  thc^  windings  are  possible  through  limit  switches  or 
from  other  switching  unit  outputs. 

The  four  basic  ranges  of  15VA,  75V A,  150VA  and  300VA 
cover  the  range  of  solenoid  valves,  magnetic  clutches,  motor 

PREAMPLIFIERS 

Control's  standard  preamplifier  builds  a  very  small  signal 
into  one  which  is  usable  by  Pn)|x>rtioning  Reactors  and 
Switching  Reactors.  Such  signals  are  derived  from  photo¬ 
electric  tubes,  small  tachometer  generators,  and  thickness 
gaugM.  This  small  unit,  5.25-in.  by  4.125-in.  by  3.()62-in.,  re¬ 
quires  only  32  volts  RMS  supply,  ^  10%,  60-cycle  single 

TRANSDUCTORS 

The  Control  transductor  consists  of  two  Orthonol*  cores 
wound  in  series  op|x>8ition  It  is  electrically  isolated  from  the 
current  carrying  conductor,  and  gives  an  output  directly  pro- 
IMirtional  to  the  bus  current.  In  effect,  it  is  a  “d-c  transformer.” 

It  may  be  used  for  straight  metering  or  recording  to  within 
±  1%  accuracy.  Since  it  has  a  usable  power  output,  it  is  ideal 
for  such  applications  as  overload  relaying  or  controlling  a 
feedback  signal  to  a  magnetic  amplifier.  It  can  also  be  used 
with  other  transductors  in  a  summation  system. 


TImss  Coatrol  RspresMtaHvts  art  at  yoor  strvkti 


CINCINNATI,  OHIO 
GREGG  &  SPOHN 
1416  Bonnsll  Av*. 


COLUMBUS.  OHIO 
GREGG  &  SPOHN 
1738  Wa*t  6th  Av*. 


CLEVELAND,  OHIO 
MARTIN  RETTGER,  INC. 
3477  Fairmount  Blvd. 


OatVITT,  N.  Y. 

J.  F.  WULFETANGE.  JR. 
4506  E.  Ganaaaa  St. 


BUFFALO,  N.  \ 
ROBERT  F.  LAMB  CO. 
1807  Elmwood  Ava. 

CHICAGO,  ILL. 
WITHERS  &  ROPEK- 
5439  Waat  Division  St. 


INDIANAPOLIS.  INO. 
GREGG  A  SPOHN 
5416  Collaga  Ava. 

DETROIT,  MICH. 

A.  R.  SATULLO  CO. 
4612  N.  Woodward  Ava. 


turns  control  the  largest).  All  have  high  gain,  and  a  minimum 
40: 1  ratio  between  maximum  and  minimum  outputs.  Control 
proportioning  reactors  require  no  maintenance,  and  under 
normal  operation  never  wear  out. 

Dimensionally,  the  smallest  of  these  units  is  5.50-in.  by 
4.62-in.  The  largest  is  9.50-in.  by  10.12-in.  They  range  in 
weight  from  8  to  85  lbs.  All  units  are  furnished  with  flanges 
for  mounting. 

For  Full  Oafoilc  Writa  far  Catalog  1-10 


contactors,  and  other  control  loads  normally  associated  with 
control  systems. 

Since  these  are  power  switching  devices,  additional  loads 
and  drains  for  logic  intelligence  present  no  loading  problem. 
Through  easy  circuit  arrangements,  either  a-c  or  d-c  loads 
may  be  handled.  High  inrush  currents  on  a-c  loads  are  handled 
easily  at  cycling  rates  up  to  several  operations  per  second. 

Control  switching  reactors  require  no  maintenance  and 
under  normal  operation  never  wear  out. 

Dimensionally,  these  units  range  in  size  from  3.750-in.  by 
2.562-in.  by  3.5(X)-in.  to  5.375-in.  by  4  .562-in.  by  5.875-in. 

For  Full  Dtlaili:  Writ*  for  Catalog  S-10 


phase.  Its  output  is  3  volt-amperes  and  its  amplification  is 
approximately  75  volts  ampere-tum.  The  preamplifier's  fig¬ 
ure  of  merit*  is  1.5(X)  and  it  has  5  control  windings.  Control 
preamplifiers  require  no  maintenance  and  under  normal  oper¬ 
ation  never  wear  out. 


•  Power  Gain 
Rcapofwe  Tuna  (Cydas) 


Write  for  Full  Dotoilt 


Variations  in  supply  voltage  and  load  resistance  will  not 
affect  the  load  current.  No  calibrated  leads  are  required.  For 
a-c  metering,  an  RMS-type  meter  is  suggested  for  maximum 
accuracy;  for  d-c  metering,  a  bridge  rectifier  is  required,  but  no 
filtering  is  necessary.  The  standard  line  consists  of  nine  units 
ranging  from  2(X)-amperes  to  10,0(X)-amperes.  The  meter  re¬ 
duction  extends  from  50  milliamperes  in  the  smallest  to  2 
am|)eres  in  the  largest.  Control  transductors  require  no 
maintenance  and  under  normal  o|)eration  never  wear  out. 

For  Full  Ootails;  Wrlto  for  Catalog  T-10 


Ijocjids  with. 


C  Or^TTROL. 


A  DIVISION  OF  MAGNETICS.  INC, 
DEPT.  E  59,  BUTLER,  PA. 
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Whon  ordering  or  Moking  information 
ploato  montion  [lottronitt  Svyeri'  Guido. 


221 


S«ri«i  76 


S*ri*l  300 


S»ri»t  73 


Series  A 


KURMAN 

RELAYS 

Just  a  few  types  of  the  KURMAN  line: 


PLUG-IN 

DECADE  COUNTERS 


TELEPHONE  RELAY 


MODEL  149^  M«x  rate:  40  kc.  Input: 

rteg  50-150  v.  Power:  6.3 
vec  tn  1.2  1;  300  vdc  9 
9  me. 


MODEL  140-100  Mex  rate:  100  kc.  Input: 

r>eg  70-180  v.  Power:  6.3 
vac  it  1.2  a;  300  vdc  if 
14  ma. 


Contact  your  local  distributor  or 

SEND  FOR  COMPLETE  CATALOG 


MODEL  140-1100  Max  rata:  1.1  me.  Input; 

nag  20  v.  Power;  6.3  vac 
(4  1.2  a;  300  vdc  47  ma. 


Kurmon  Relays  .  .  .  hermetically  sealed, 
dust  covered  and  open  .  .  .  meet  military 
specifications  .  .  .  intarchongaable  with 
other  leading  makes. 


MODEL  120-100 


Preset,  100  kc  max  rate.  Irt- 
put;  neg  70-180  v.  Power; 
6.3  vac.  1.5  a;  300  vdc 
@1  17  ma. 


Prices  MmM  140-40,  140-100,  140-1100  end 
120-100  asi  appRcarieii 


KURMAN  aECTRIC  CO. 


Division  of  NORBUTE  CORPORATION 
>  Dept.EB  191  Newel  St.,  Brooklyn  22,  N.  Y,* 
Evergreen  3-AOOO 


NORTHEASTERN  ENGINEERING,  INC 
25  So.  Bedford  St.,  Box  150,  Manchester,  N.  H. 


Wfien  ord«rin9  or  seeliifig  infermotion 
pfeoM  mention  Eloctronics  Svyert'  Guide. 
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POWER  _ 
RELAY 


14-20A  Basic  Unit  . $2,000 


14-21  Converter  100  MC  . 

14-22  Converter  220  MC 

14-23  Video  Amplifier  ... 

14-24  Time  Interval  . 


MODEL 


MEASURES  Frequency  —  time  interval  —  per- 
K>ds  —  time  and  frequency  ratios  —  frequsmey 
drift  —  total  events  —  regular  or  random 
pulses. 


VERSATILITY  —  provisions  for  printer  readout; 
SGOs>e  cormector;  nsarker  pulse  outiMit  from 
0.0001  to  I  sec  in  steps  of  tan;  seesmdary 
stertdard  outs>ut  frequencies  10  cps;  1  KC,  100 
KC  and  I  MC. 


1.1  MC  DIRECT  READING  with  automatic 
placement  of  decimal  poirtt,  no  interpoletien.' 

FEATURES  —  self  checking  of  counthtg  and 
gating  circuits;  Accuracy  ^  1  count;  stability 
1  part  in  10*;  period  measurements  0  to  50 
KC;  time  interval  measurements  3  microsec¬ 
onds  to  100,000  seconds. 

Price  on  application. 


POWERFUL 

SENSITIVE 

RELAY 


MEASURES  Fraquertcy  —  time  intervals  —  per¬ 
iods  —  time  arid  freq.  ratios  —  fraq.  drift  — 
—  total  events  —  regular  or  rarxlom  pulses. 


10  MC  Direct  Reading,  with  frequency  mea¬ 
surements  to  220  MC  made  simply  and  with 
extreme  accuracy  with  plug-in  converter. 


MIDGET 

SENSITIVE 

RELAY 


VERSATILITY  achieved  by  plug-ins  which;  ex- 
tarKf  frequertcy  range  —  increase  sensitivity  — 
measure  tinte  intervals. 


FEATURES  —  Accuracy  as  high  as  I  part  in 
1,000,000  ^  1  count  uying  intarrsal  oscillator. 
Stability  kmg  time  2  perti/million/waek 
short  time  I  part/million/day 


NORTHEASTERN 


ELECTRONIC 
COUNTERS  with 
ADVANCED 
DESIGN 


MODEL  14-20A 


you  re 
alivays 
sure 
mth 


DeJUR’S  standard  lin« 

already  make  the  putei 

Here  are  some  hifchliKl 

MICH  MICISION.  SINt-COSI 

able  in  accuracies  up  t< 

;  of  precision  potentiometers.  Chances  are  we 

itiometer  you  need,  or  can  design  one  for  you. 

Its  on  three  types: 

NE  SERIES  C-178-1%'  diameter  model  is  avail- 

>  —  0.3%  peak-to-peak.  Ball  bearing  construc- 

tion,  anodixed  aluminu 

3'  diameters  also  avail 

EXTERNAL  PHASINC  SERIEi 

Stainless  steel  clamp  i 

m  housing.  Multi-finger  brush  contacts.  2'  and 

able. 

E  C-200-2'’  diameter,  sleeve  or  ball  bearing, 
ring  ganging  for  unlimited  phasing.  Taps  are 

field  insertable  withou 

and  shaft  conhcuratioi 

MICH  RESOLUTION.  MICH  Al 

(Series  HP-200,  HP-3i 

it  drilling.  Available  with  any  type  mounting 

1. 

;CURACT  —  Available  in  2",  3"  and  5"  diameters 
00.  HP-500).  Linearity  to  ±  0.05%.  Any  elec- 

trical  angle.  Up  to  30 

one-piece,  glass  reinfc 

plates. 

OeJUR  WINDINGS  PROVIOI 

made  by  exclusive  DeJ 

their  high  precision  a 

taps.  Ganging  multiple,  0.368.  Housings  are  of 

irced  Alkyd,  and  have  anodixed  aluminum  end 

:  OPTIMUM  RELIABILITY  -  All  potentiometers  are 

^UR  bonding  and  cleaning  methods  that  add  to 

md  long  life.  These  production  methods  mean 

LEADING  THE  ELECTRONIC  INDUSTRY  IN  CONNECTORS  FOR 


MICRO  MINIATURE- Ultra 

miniaturization  without 
parformance  loss.  Rug- 
gedized  to  withstand 
shock  and  vibration  ex¬ 
tremes.  Available  with  5, 
7.  9,  11.  14.  20.  26,  29. 
34  and  44  contacts  for 
£22  AWG  wire,  3  amps. 
1800V  RMS. 


SUBMINIATURE  -  a 

rugged  component,  ideal 
where  space  and  weight 
are  at  a  premium.  Avail¬ 
able  with  5.  7.  11.  14. 
20.  26.  34.  42  and  50  con¬ 
tacts  for  £20  AWG  wire 
S  amps.  1900V  RMS. 


SERIES  MM-22 
ACTUAL  SIZE 


SERIES  SM  20 
ACTUAL  SIZE 


PRINTED  CIRCUIT  -  Pro 
vide  a  direct  connection 
of  wiring  to  printed  cir- 
cuitry  For  •/it",  Vit",  eml 
boards.  Carry  up  to 
58  new  "BELLOWS 
ACTION."  bifurcated 
contacts  for  utmost  reli¬ 
ability.  Various  termina¬ 
tions  including  wire 
wrap,  solder  lug  and 
taper  pin  are  available. 


QUICK  RELEASE 


Spring 
loaded  pin  contacts 
eliminate  pulling  and 
prying.  Prevent  damage 
to  contacts.  Up  to  34 
contacts  for  £16  or  £12 
AWG  wire.  10  amps. 
4500V. 


POLARIZING  SCREW 
LOCKS 


PROTECTIVE  ALUMINUM 
SHEUS 


CMKriw  (iiMSaam 
M-JO" 


Prevent  acci'- 
dental  disconnection  due 
to  vibration.  Available  in 
Micro-Miniature.  Sub- 
Miniature  and  Miniature 
connectors. 


Complete  pro¬ 
tection  against  physical 
damage  For  Miniature 
and  Sub  Miniature  series. 
With  or  without  stainless 
steel  polarizing  screw- 
locks. 


You  can  rely  on  Continental  Connectors  to  solve  any  precision  connector  problem. 


MOLDING  COMPOUNDS  —  The  following  molding  compounds 
are  available:  Melamine,  Mineral  filled,  Plaskon,  Glass 
filled,  Diallyl  Phthalate,  Orion  filled,  Diallyl  Phthalate, 
Mineral  filled.  Phenolic  Mica  and  Silicone  Glass. 

SPECIAL  APPLICATION  PROBLEMS  —  You  are  invited  to  present 
your  special  application  problems  to  our  engineers  for  in¬ 
tensive  study,  consultation  and  prototypes.  Write  for  tech¬ 


nical  literature  on  any  of  the  connectors  illustrated  above. 

NEW  CLOSED  RING  ENTRY  CONTACT  -  Extremely  high  relia¬ 
bility.  Solid  ring  limits  contact  expansion  to  maximum 
tolerance  of  pin  diameter.  Cannot  be  forced  out  of  shape. 
Maintains  low  mv.  drop  under  constant  and  uniform  in¬ 
sertion  pressure. 


Pro 
ction 
I  cir- 
arxt 


GUIDED  MISSILES,  COMMUNICATIONS,  AND  COMPUTERS 


m 


you  n 
alway 


1. 


s. 


i- 


STancOR 


design  with 
STOCK  transformers 


For  fast  delivery,  economy  and  reduction  of 
paper  work,  Stancor  stock  transformers  are 
your  best  choice.  One  unit— one  hundred— or 
even  more,  can  be  delivered  from  stock  through 
your  local  Stancor  distributor.  Write  for  your 
free  copy  of  Stancor  Catalog  S-10,  listing  over 
600  units  covering  virtually  every  type  of 
application. 


SELECT  FROM  THESE  TYPES . .  .  in  a  wide 
range  of  values,  are  available  for  immediate  delivery. 

INPUT  line  to  line,  line  to  grid,  plote  to  grid,  plote  to  p-p  grids, 
intercommunication,  transceiver 

INTERSTAGE  p-p  plates  to  p-p  grids,  p-p  plates  to  parallel  grids,  multi-purpose 
OUTPUT  plate  to  voice  coil,  p-p  plates  to  voice  coil,  hum  reducing,  tube  to  line, 
line  to  voice  coil,  70.7V  line,  1407  line,  outdoor,  universal, 
high  fidelity,  transceiver 

dual  and  multiple  secondaries,  cathode  ray  tube,  selenium  rectifier 
plate  to  p-p  grids,  p-p  plates  to  p-p  grids,  "Poly-Pedonce" 
plate  ond  "Poly-Pedonce" 
single  and  multiple  secondaries 
svringing,  smoothing,  audio 
straight  and  step-dovrn 
straight  and  line  adjusting 

PLATE  AUDIO  FILTERS  TRANSISTOR  SELENIUM  RECTIFIER 

BIAS  SUPPLY  TV  SWEEP  CIRCUIT 


POWER 

DRIVER 

MODULATION 

FILAMENT 

CHOKES 

ISOLATION 

AUTOFORMERS 


3521  W.  ADDISON  ST.  •  CHICAGO  18,  ILLINOIS 

EXPORT  SALES:  Rtkurn  Aitncin,  Inc.,  431  GrMnwIeli  StrMt.  Nm>  Ycrk  13.  N.  Y. 


Winn  ordnrinf  or  looking  information 
ploato  mention  Clottronict  Buyort'  Guido. 


June.  1958 -MID-MONTH -ELECTRONICS  BUYERS'  GUIDE 


For  high  reliability  applications,  choose  from  over  500 
stock  Chicago  transformers.  Delivery  from  stock  assures 
you  of  substantial  savings  in  time  and  cost  and  a  mini¬ 
mum  of  paper  work.  A  wide  range  of  transformers,  in¬ 
cluding  hermetically  sealed  units,  designed  and  built  in 
accordance  with  MIL-T-27A  specifications  and  “Sealed- 
in-Steel”  transformers  for  commercial  applications  are 
available  for  fast  delivery  through  your  local  Chicago 
distributor.  Write  for  Catalog  CT3-58  listing  complete 
electrical  and  physical  specifications  on  these  units. 


TRANSFORMERS  BUILT 
TO  YOUR  SPECIFICATIONS 

. . .  Chicago  Standard  offers  you  the  engineering  talent 
of  the  largest  and  most  experienced  design  staff  in  the 
industry.  This  group  includes  design  specialists  in  filters, 
pulse  transformers,  saturable  reactors,  toroids  and  other 
difficult-to-design  units. 


CHICAGO  STANDARD  TRANSFORMER  CORPORATION 

3521  W.  ADDISON  ST.  •  CHICAGO  18,  ILLINOIS 

EXPORT  BALES:  Rtbvrn  AianclM,  In*..  431  GrMnvkh  StrMt,  Nmt  York  13.  N.  Y. 


Transistor  Audios— 
military  standard  cases  Saturable  Transformers 


oin-type  terminals  solder  lug  terminals 


SEALEO-IN-STEEL" 

TRANSFORMERS 


color-coded  leads 


High  0  Chokes 


Step-down  Transformers 


High  Fidelity  Audio 
Transformers 


Splatter  Chokes 


Miniature  Audio 
Transformers 


Modulation  Transformers 


.  .  .  or  with 


STOCK  transformers 


400  Cycle  Units— 
military  standard  cases 


Hermetically  Sealed 
for  MIL-T-27A 
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WImh  ordering  or  seeking  information 
pleoee  mention  Efectronici  Suyeri'  Guide 


Audio  Filters 


Pulse  Transformers 


Cpoiy  Cast  Transformers 


Toroids 

—open  or  encapsulated 


Silastic  Encapsulated 
Transformers 


High  Voltage 
Filament 
Transformer 
and  Choke 


1- 


UNIWAVE  GIVES  YOU  MICROSMOOTH’  BENDS 
AND  TWISTS  IN  WAVEGUIDE 


MANUFACTURING  of 


TOROIDAL  COILS 


ELECTRICAL  FILTERS 


MAGNETIC  AMPLIFIERS 


A  PiMtie  Shioldad  CsbU 
B  Stiieldftd  Intoreoiniii.  Cable 
C  Intereomnunicatien  Cable  ^ 

D  TV  Lead-in  Cable 
E  Mierophene  Cable  (Rubber  Or  Plastic) 


STATIC  POWER  SUPPLIES 


Telephone  Loading  Coils 


As  the  fabulous  Elacfronics  indusfry  ad¬ 
vances,  CORNISH  Wires  and  Cables  stride 
along  in  cadence.  For  superior  electrical 
characteristics,  brute  stamina  and  all-around 
satisfaction  —  be  SURE  —  specify 
CORNISH.  We  welcome  inquiries 


Made  with  Precision 
to  your  exact  specifications 
Send  us  your  specific 
requirements  for  quotation 
EXnient  7-966B 

l^eCcu^^eif 

ENGINEERING  LABORATORY 

11828  WEST  JEFFERSON  80ULEVARD 
CULVER  CITY,  CALIFORNIA 


CORNISH  WIRE  CO.,  wk.  50  Church  St.,  New  York  7,  N.  Y. 
- REPRESENTATIVES - 

♦  ATLANTA  BRIDGEPORT  ♦CHARLOTTE  ♦CHICAGO  ♦CINCINNATI 
CLEVELAND  ♦  DALLAS  DENVER  ♦  DETROIT  ♦  KANSAS  CITY 

♦  LOS  ANGELES  ♦  MINNEAPOLIS  ♦  PHILADELPHIA  PITTSBURGH 

♦  ROCHESTER  ♦  ST.  LOUIS  ♦  SAN  FRANCISCO  ♦  SEAHLE  ♦  WILLIAMSTOWN 

♦  Stock  carried 


HIGH  PRECISION  TRANSISTORIZED 
FREQUENCY  STANDARDS 


±20  PARTS  PER  MILLION  MAXIMUM 
FREQUENCY  DEVIATION 


Uniwava’t  MICRO  SMOOTH* 
Forming  procax  for  bending 
and  twitting  woveguidet 
produces  a  uniformly  smooth 
interior,  devoid  of  energy 
absorbing  "hot-spots".  This 
MICRO  SMOOTH*  process 
allows  for  closer  tolerances 
to  be  held  on  inrter  diome- 
ters,  and  bends  in  any  plane 
can  be  combined  with  tight 
radii.  Draw  marks,  creates 
ond  ripples  are  eliminated, 
allowing  for  distortion-free 
wave  travel.  This  process  hot 
been  successfully  used  on  oil 
production  and  experimental 
band  radar  and  microwave 
lyttems.  Quotations  con  be 
furnished  to  customer's  blue¬ 
prints  for  oil  sizes,  shapes, 
lengths  ond  quantities. 


*  All  units  are  Self  Contained 

*  Three  Standard  Types  Available 
Operating  From  12  VDC  or  30  VOC 

*  Extremely  Small  Size 

*  Light  Weight 

*  Completely  Transistorized 

*  Any  Frequency  Available  from  400 
cps  to  8  kc 

*  Complete  Frequency  Stabilization  in 
30  Seconds  upon  Application  of 
Power 

Tolerance  of  plus  or  minus  50  ports 
per  million  from  absolute  frequency 
con  be  maintained  under  any  com- 
binotion  of  the  following: 

Temperature  from  —55'  C  to  +100"  C 
Power  Supply  Deviation  ±15% 
Operation  in  Any  Position 

Price  Range  —  From  $160 
Catalogue  upon  request. 

xm  ujl  INSTRI  MEM  (OMPAM.  I.Nf. 

941)  MAMA«0  STtfIT  •  HOUSTON  TfXAS  •  fHONI  JA  l-lltl 


1 


Wlian  ordarffi9  or  soabiog  iftFormofiofi 
pfaofa  manrion  ffaclrofiics  Bvyart'  Guida. 
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I 


I^IRPAX 

components 


bloftf^g  mdttafar  fioiurori'lin' 


omplWar  controls  curroni  to 
rindingt  of  400-CPS  bi-photo 
draws  low  stand-by  powof. 


Mogmotor  defector  producos  on  output 
curront  that  it  linoarly  proportional  to 
input  frequency  with  high  accuracy. 


Kerninff^fly  gso^ed.  pfoyido  pt^SO 


Magnetic  domodulator 


produces 
pofcKity-rovorsible  DC  output  from 
40D-CPS  phato-rovorsibla  Input. 


,in®  of  newer  products 
are  manufactured  to  the  tra( 
,at  hat  gained  Airpax  its 
the  next  two  pages  you  wi 
these  and  other  Airpax  prod 


Conlofwpiwolad  400-CP$  chopper  op- 
orotos  during  shock  and  vibration 
and  up  to  125  dogroos  Contigrodo. 


Coaxial  choppor  prosontt  a  V5WR 
bolow  1.25  up  to  400  MC  on  50-ohm 
lino,  switches  at  100  CPS. 


double-throw  split-reed 
track  each  other  in  phose 
degrees. 


chopper 
within  5 


ferrac  ieiTrumsnt-typo  dOO-CPS 
netk  amplifier  hos  excepfional  tf 
end  Ilneorily. 


h^inloture  circuit  breaker  has  magnetic 
time  delay  independent  of  temperature, 
rated  currents  from  50  MA  to  10  amp. 


These  accurately  made  components  represent  products 
availahle  to  you  that  meet  rigid  industrial  or  military 
requirements. 

Choppers — A  variety  of  Airpax  choppers  enables  you  to 
select  the  appropriate  type  for  each  application.  They  are 
manufactured  on  precision  machines  to  assure  you  of 
uniformly  high  quality.  These  choppers  are  used  in 
instruments  and  automatic  control.  Contacts  are  rated  for 
0  to  2  milliamperes  at  up  to  100  volts.  Drive  is  6.3 


RMS  volts. 

Typical  Signal  Choppei 

r» 

Frequency 

7-Pin  Octal 

Miniature 

(CPS) 

Bata  Type  Base  Type 

So/der  Lug  Type 

60 

Standard  Environment 

175,176  170,586 

178,  179,  800* 

400 

300,  400  520,  580 

302  thru  304,  600 

400 

High  Temperature 

150,310,320  100 

311  thru  314 

400 

High  Vibration 

350 

351  thru  354 

*Dovble-pole  double-Ihrow,  split  reed 


40O-CPS  Chopper  Drivers — Chopper  drivers  enable 
you  to  use  400-CPS  choppers  even  if  400-CPS  drive 
power  is  not  otherwise  available.  There  are  two  types: 
Series  202  is  for  use  in  60-CPS  powered  equipment  with 
conventional  heater  and  plate  voltages.  Series  220  is  for 
use  in  battery  powered  equipment. 

Low  Noise  Choppers— Airpax  choppers  Types  2400 
(60-CPS)  and  2300  (400-CPS)  are  specifically  designed 
for  use  in  low-level  modulators.  In  most  cases  the 
chopper  noise  is  well  below  the  instrument  background 
noise  level. 

Vibrators — Airpax  used  experience  gained  in  produc¬ 
tion  of  transformers  and  chokes  of  reduced  size  and 
weight  to  pioneer  high  frequency  power  vibrators. 

Type  500  vibrator  is  a  400-CPS  interrupter  unit  for 
use  with  moderate  continuous  or  heavy  intermittent  loads. 
It  is  hermetically  sealed,  operates  in  any  position.  This 
vibrator  and  variations  are  used  in  airborne  transceivers, 
guidance  equipments,  and  portable  sets. 


Inverters — Using  400-C.PS  vibrators,  Airpax  custom 
designs  and  manufactures  compact  low-pt>wer  inverters. 
By  way  of  example.  Type  512  is  hermetically  sealed, 
weighs  14  ounces,  occupies  7.5  cubic  inches,  withstands 
accelerations  of  more  than  50  Ci,  and  has  an  efficiency 
of  75%.  Its  output  is  essentially  a  square  wave,  I  5  watts 
at  1  10  RMS  volts,  400  CPS.  Input  is  6,  I  2  or  24  I)(.  volts. 

Pulse  Transformers  —  For  preferred  blocking  oscil¬ 
lator  circuits,  use  Airpax  Puisite  transformers.  These 
compact,  hermetically  sealed  units  are  available  as  a  kit 
covering  many  requirements  of  pulse  circuits. 


Characteristics  of  Pulsita  Transformers 


Pufte  Width 
(uiec) 

loc 

(mh) 

LI 

(uh) 

Cd 

(««f) 

Type 

0.1 

0.08 

6 

7 

PT-1081 

0.2 

0.13 

14 

7 

PT-1082 

0.3 

0.30 

25 

8 

PT.1083 

0.5 

0.80 

30 

8 

PT-1084 

1.0 

2.4 

35 

9 

PT-1085 

2.0 

7.8 

125 

10 

PT-1086 

5.0 

28 

400 

10 

PT-1087 

10.0 

153 

1,000 

12 

PT-1088 

Custom  Transformers  — Airpax  designs  and  manu¬ 
factures  custom  transformers.  The  largest  Fosterite 
facility  in  the  country  is  at  Airpax;  units  3x3x4  feet 
can  be  baked  and  vacuum  impregnated,  or  large  batches 
of  small  units  can  be  processed  quickly.  In  addition  to 
vacuum  impregnated  and  molded  units  for  airborne 
equipment,  Airpax  manufactures  hermetically  sealed 
MIL-T-27A  units.  Airpax  has  supplied  transformers  in 
quantity  for  operation  in  ambients  to  175  U. 

Sheal  Meffal  Facilifies— A  complete  machine  and 
sheet  metal  shop  complements  the  transformer  produc¬ 
tion.  The  shop  has  sumcient  capacity  to  fabricate  custom 
metal  parts,  such  as  chassis  and  cases. 


FORT  LAUDERDALE,  FLA. 


rhorough  testing  anJ  inspection  assure  you  that  these 
Airpax  components  meet  critical  ret/uirements  for  control 
and  guidance. 

Magnetic  Amplifiers  — Kvrrac  magnetic  amplifiers  are 
highly  stable  aiul  linear  IKi  amplifiers,  ^'ou  can  use  them 
in  analog  computer  portions  of  guidance  and  control 
equipment.  Several  types  are  available  to  meet  usual  appli* 
cations.  Fach  amplifier  has  two  input  windings;  output 
is  electrically  isolated  from  input  and  power  supply.  At 
stand-by,  amplifier  draws  about  1.5  watts;  with  full  signal, 
2.5  watts  at  I  I  5  K.NIS  volts.  These  amplifiers  are  available 
in  either  60  CIPS  or  400  (IPS  units. 

Instrumvnt  Magnatfc  Amplffiart 


Application 

400- CPS 

60-CPS 

General  Purpose 

M-943 

M-5284 

Integrator 

M-1039 

M-5267 

Thermocouple 

M-1040 

M-5285 

High  Gain 

M-1057 

M-5268 

Syndironovs  Demodulators— So  that  4oo-('.PS  syn¬ 
chros  can  be  used  with  IMI  control  circuits,  Airpax 
developed  highly  accurate  ring  demodulators. 

Type  I)-5I70  has  a  highly  accurate  null  for  use  in 
zero-seeking  equipments.  A  null  accuracy  (exclusive  of 
the  svnchri})  of  9  minutes  can  be  obtained  with  it. 

Type  D-5  I  7  1  has  a  wider  linear  range  for  proportional 
control  equipments.  It  presents  about  20,000  ohms  tti 
the  control  transformer.  Synchronous  Demodulators  are 
also  available  in  60-CPS  units. 

Servo  Amplifiers  — Airpax  magnetic  power  amplifiers 
control  current  to  both  phases  of  400-CPS  instrument 
servo  motors.  As  a  result,  they  draw  little  stand-by  power. 
I'his  characteristic  results  in  up  to  60%  saving  in  stand¬ 
by  power,  compared  with  some  other  servo  amplifiers. 
Standard  units  ueliver  5.5,  6,  or  10  watts  per  phase. 

Typical  Ratings,  Typa  M>5178 

Input — Two  identical  control  windings  of  about  I  25  DC  ohms  each 
Sensitivity — 7.5  DC  milliamperes  into  either  control  winding 
produces  6  watts  output  to  each  phase 
Power — 1  15  to  150  RMS  volts  at  400  CPS,  approximately  21 
watts  at  maximum  output,  only  3  watts  during  stand-by 
Connections — Octal  plug-in  base,  hermetically  sealed 
Dimensions  (Max.) — I  '/j"  square  base,  2%”  seated  height 
Weight — Approximately  1  1  ounces 

Freqwancy  Detectors— Magmeter  frequency  detectors 
convert  A(  signals  to  IK',  outputs.  The  output  is  linearly 
proportional  to  input  frequency.  These  detectors  are 


relatively  insensitive  to  changes  in  signal  amplitude  and 
wave  shape.  They  are  used  in  telemetering,  tachometers, 
and  for  pulse-rate  measurement.  Standard  Magmeter 
detectors  require  about  1  watt  of  signal  input.  They  can 
be  driven  directly  from  120-volt  power  lines,  from 
vacuum  tubes  or  transistors.  Plug-in  units  fit  octal  sock¬ 
ets;  bolt-down  units  have  solder  lugs. 

Narrow  band  units  with  expanded-scales  are  also 
available. 


Magmeter  Frequency  Detector 


Fruquuncy 

Line  or 

Tube  Drivu 

Transistor  Drivo 

(CPS) 

Plug-In 

Bolt-Down 

Plug-In 

0-50 

F-945 

F-5121 

F-51  56 

57-63 

F-51  32 

0-100 

F-5319 

F-51  22 

F-51  57 

0-200 

F-5345 

F-51  23 

F-51  58 

375-425 

F-992 

F-5133 

0-500 

F-5146 

F-51  24 

F-51 59 

0-1000 

F-980 

F-51 25 

F-51 60 

0-2000 

F-981 

F-51 26 

F-5161 

0-5000 

F-947 

F-51  27 

F-5162 

0-10000 

F-51 16 

F-5330 

0-20000 

F-5230 

F-5331 

Circuit  Breakers  —  Flectronic  circuits  can  be  protected 
by  Airpax  miniature  magnetic  time  delay  circuit  breakers. 
Trip  level  is  unaffected  by  temperature.  Units  are  rated 
up  to  50  IKI  volts  or  up  to  120  RMS  volts;  the  latter 
either  for  60  or  for  400  (IPS.  Trip  sensitivities  are  as 
low  as  50  milliamperes;  current  ratings  are  available  up 
to  10  amperes.  There  are  twt)  standard  time  delays: 
Rapid  response  A  for  protecting  conventional  electronic 
equipments,  and  slow  response  H  for  equipments  that 
draw  substantial  starting  surges. 

Mlnlatur*  Circuit  Braakars 
Rofing  Series  Type  Shunt  Type  Refay  Type 

50  DC  volts  401-  402-  403- 

1  20  RMS  volts  at  60  CPS  410-  411-  412- 

1 20  RMS  volts  at  400  CPS  420-  421-  422- 


CHAGRIN  FALLS,  OHIO 


CHestnut  7-7786 


Charles  P.  Haskell 


MINNEAPOLIS.  MINNESOTA 
Fred  Peterson  Company 
2431  Hennepin  Avenue 
FRanklln  7-3022 


CEDAR  RAPIDS.  IOWA 
George  E.  Harris  &  Co. 

526  Merchants  National  Bank  Bldg 
EMpire  2-6302 


DETROIT,  MICHIGAN 
Tant  Enterprises 
16254  Meyers  Road 
UNiversity  3-2665 


TORONTO,  ONTARIO,  CANADA 
Leonard  Electric  Ltd. 

346  Bering  Avenue 
BEImont  1-2731 


OVERSEAS  DISTRIBUTOR 
B  Freudenberg,  Inc 
240  West  98th  Street 
New  York.  New  York 
UNiversity  5-8075 


SEAHLE,  WASHINGTON 
George  E.  Harris  &  Co. 
444  Dexter  Horton  Bldg 
MAin  4-1673 


WICHITA,  KANSAS 
George  E.  Harris  &  Co. 
3241  East  Douglas  JLve 
Murray  3-9226 


SAN  CARLOS.  CALIFORNIA 
R.  L.  Pfiieger  Company 
1652  Laurel  Street 
LYtell  1-03% 


LOS  ANGELES,  CALIFORNIA 
V.  T.  Rupp  Company 
307  Parkman  Avenue 
Dunkirk  7-8224 

SAN  DIEGO.  CALIFORNIA 
V.  T.  Rupp  Company 
3150  Cajon  Building 
CYpress  6-0483 

ALBUQUERQUE.  NEW  MEXICO 
V.  T.  Rupp  Company 
636  San  Mateo  S.E. 

ALpine  6-0798 


2815  Monroe  Avenue 


701  East  63rd  Street 


ARLINGTON.  TEXAS 
George  E.  Harris  &  Co 
204  E.  Main  Street 
Leal  Building 
CRestview  4-0761 


ELMHURST.  ILLINOIS 
Tant  Enterprises 
461  North  York  Street 
BRowning  9-4576 


BEDFORD.  MASSACHUSETTS 
Waters  and  Drew,  Inc. 

P  0.  Box  467 
CRestview  4-7232 


PORT  WASHINGTON,  NEW  YORK 
Cooper-01  Bias! 

90  Main  Street 

POrt  Washington  7  0470 


NARBERTH.  PENNSYLVANIA 
L.  G.  White  &  Company 
134  North  Narberth  Avenue 
MOhawk  4-6505 


BALTIV-RF  20,  MARYLAND 
Transformer  Division 
Airpax  Products  Company 
MUrdock  6-9100 


CAMBRIDGE.  MARYLAND 
Cambridge  Division 
Airpax  Products  Company 
Cambridge  2097 


SILVER  SPRING.  MARYLAND 
L  G  While  8  Company 
8416  Georgia  Avenue 
jumper  5-3141 


FORT  LAUDERDALE,  FLORIDA 
Seminole  Division 
Airpax  Products  Company 
LUdlow  3-6160 


ST  LOUIS.  MISSOURI 
George  E  Harris  &  Co 
7811  Carondelet  Street 
volunteer  3-6550 


WINSTON-SALEM.  N  C 
L  G  White  &  Company 
P  0  Box  2356 
Winston  Salem  5-3612 


TECHNICAL  LITERATURE 


The  Jollou'ing  Airpax  publications  are  atailahle  to  you  /or  the  asking 
at  the  sales  offices  shown  above. 


Contact  Modulator  (chopper) — Bulletin  103 

definition  of  characteristics — methods  of  meosurement — typical 
applications — theoretical  considerations 

Mogmeter  Audio  Frequency  Detector — Bulletin  345 

principle  of  operation — performance — applications  to  measuring 
pulse  rate  and  rpm 

Ferrac  Ferromagnetic  Computing  Amplifier — Bulletin  221 
theory  of  operotion — performance  characteristics — circuit  appli¬ 
cations — uses  of  Mogmeter  detectors 

Miniature  400-CPS  Chopper — Data  on  Series  300  Choppers 
discussion  of  ratings — contact  capacity — life  and  dwell  time — 
phase  angle  and  noise 

High  Vibration  Chopper,  Series  350 — Data  111 

effect  of  vibration — contact  action — effect  of  temperature 

Chopper  Driver  Plug-In  Oscillator — Data  112 

advantages  of  400-CPS  chopper — performonce — power  re¬ 
quirements 

Magmeter  Detector  with  Expanded  Frequency  Scale — Data  113 
operating  principle — input  and  output  circuits 


Series  310  High  Temperature  Chopper — Data  114 
characteristics  compared  to  related  types 

Magmeter  Detector  for  Transistor  Drive — Data  115 

design  of  tronsistor  driver — choice  of  tronsistors — over-all  per¬ 
formance 

Pulsite  Transformers  for  Blocking  Oscillators — Data  116 
properties  of  pulse  tronsformers — measurement  of  tronsformer 
parameters — use  in  blocking  oscillator 

DPDT  Choppers  Types  600  and  800 — Data  119 

choice  of  DPDT  chopper — characteristics — applications 

Ring  Demodulator  for  Velocity  Servos — Data  120 

applications  to  servomechanisms — amplification  and  phase  car- 
rection — zero  seeking  servos — linear  response  servos 

Magnetic  Time  Delay  Circuit  Breaker — Data  121 

time  delays — trip  level — frequency  ratings — possible  combina¬ 
tions — effect  of  wove  shape  on  rating 

Sheet  Metal  and  Machine  Shops — Data  123 
typical  products — scope  of  activities 
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DESIGNtlS 


ENGINEIBS 


AUDIO 


POWER 


Transformers 
and  Inductors 


miniatures 
custom-built  filters 
saturable  reactors 
electronic  assemblies 


open. ..encased  (including  oil-filled) 
encapsulated...  cast 


MINIATURES 


When  you  need  transformers  or  other  elec¬ 
tronic  assemblies  for  special  purposes,  Cale¬ 
donia  offers: 

1.  Engineers,  experienced  in  communications 
circuitry  and  transformer  design,  who 
know  how  to  design  for  special  problems 
of  weight,  size,  temperature,  high  voltage. 


2.  A  streamlined  plant,  equipped  to  produce 
your  specialty  in  the  quantity  you  want. 

3.  Strict  standards  of  quality  control,  with 
complete  facilities  to  lest  the  product  in 
our  plant,  including  facilities  for  qualifica¬ 
tion  tests  in  accordance  with  MIL-T-27A. 


PULSE 


MULTIPLE  ASSEMBLIES 


When  you  have  a  transformer  problem^  call  on 


ELECTRONICS  AND  TRANSFORMER  CORPORATION 


D«pt.  EO-58,  Caledonia,  N.  Y. 

In  Canada:  Hackbush  Electronics,  Ltd.,  23  Primrose  Ave.,  Toronto  4,  Ont. 


W(i«ii  ordcrine  or  information 

ploaio  moHtioH  flottroititi  Buyers'  Guido, 
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FREQUENCY  STANDARDS 


PRECISION  FORK  UNIT 

a 

TYPE  50 

Size  1”  dia.  x  3\”  H.*  Wght.,  4  oz. 

•3%"  high 
400  - 1000  cy. 

Frequencies :  240  to  1000  cycles 

Accuracies: — 

Type  50  (±.02%  at  —65*  to  85*C) 

Type  R50  (±.002%,  at  15*  to  35*C) 
Double  triode  and  5  pigtail  pails  required 
Input,  Tube  heater  voltage  and  B  voltage 
Output,  approx.  5V  into  200,000  ohms 

FREQUENCY  STANDARD 
TYPE  SOL 

Size  3%“  X  4%"  X  5*/^"  High 
Weight,  2  lbs. 

Frequencies:  50,  60,  75  or  100  cycles 
Accuracies: — 

Type  SOL  (±.02%  at  —65*  to  85*C) 
Type  R50L  (±.002%  at  15*  to  35*C) 
Output,  3V  into  200,000  ohms 
Input,  150  to  300V,  B  (6V  at  .6  ampa) 


•3»i"  high 
400  to  500  cy. 
optional 


PRECISION  FORK  UNIT 

TYPE  2003 

Size  Hit"  dia.  x  4  Vi"  //.*  Wght.  8  oz. 
Frequencies:  200  to  4000  cycles 
Accuracies: — • 

Type  2003  (±.02%  at  —65*  to  85*C) 
Type  R2003  (±.002%  at  15*  to  35'C) 
Type  W2003  ( ±.005%  at  —65*  to  85*C) 
Double  triode  and  5  pigtail  parts  required 
Input  and  output  same  as  Type  50,  above 


FREQUENCY  STANDARD 

TYPE  2005 

Size,  8"  X  8“  X  High 
Weight,  H  Ibe. 

Frequencies:  50  to  400  cycles 
(Specify) 

Accuracy:  ±.001%  from  20*  to  30*C 
Output,  10  \7atts  at  115  Volts 
Input,  115V.  (50  to  400  cycles) 


FREQUENCY  STANDARD  , 

TYPE  2007-6 

TRANSISTORIZED,  Silicon  Tj?p^N*^ 
Size  IM"  dia.  x  sii"  H.  Wght.  7  oza. 
Frequencies :  400  —  500  or  1000  cycles 

2007-6  ( ±  .02%  at  —50*  to  -f85*C) 
R2007-6  (±.002%  at  -1-15*  to  +35*0 
W2007-6  (±.005%  at— €5*  to  +125*0 
Input:  10  to  30  Volts,  D.  C.,  at  6  ma. 
Output:  Multitap,  75  to  100,000  ohms 


FREQUENCY  STANDARD 

TYPE-  2001-2 

Size  3%”  X  4’/^"  X  G"  H.,  Wght.  26  oz. 

^  Frequencies:  200  to  3000  cycles 
||  Accuracy:  ±.001%  at  20*  to  30*C 
’  Output:  5V.  at  250,000  ohms 

Input:  Heater  voltage,  6.3-12-28 
B  voltage,  100  to  300  V.,  at  5  to  10  ma. 


FREQUENCY 
STANDARD 

TYPE  2I2IA 
Size 

8^"  X  19”  ftanel 
Weight,  25  lbs. 

Output:  115V 
60  cycles,  10  Watt 
Accuracy: 

±.001%.  from  20*  to  30*C 
Input,  115V  (50  to  400  cycles) 


FREQUENCY  _ _ _ 

STANDARD  ■  - 

TYPE  21 1 1C  ■  ^ 

Size,  with  cover  “SsHis 

10”  X  17”  X  9”  H.  f  ««Kt!!  ^ 

Panel  model 
10”  X  19”  X  8%”  H. 

Weight,  25  lbs. 

Frequencies:  50  to  1000  cycles 
Accuracy:  (±.002%  at  15*  to  35*C) 

Output:  115V,  75W.  Input:  115V,  50  to  75  cycles. 


••••***2 


^Ji 


ACCESSORY  UNITS 

for  TYPE  2001-2 

L — For  low  frequencies 

multi-vibrator  type,  40-200  cy. 

D — For  low  frequencies 

counter  type,  40-200  cy. 

H — For  high  freqs,  up  to  20  KC. 

M — Power  Amplifier,  2W  output. 

P  — Power  supply. 


This  organization  makes  frequency  standards 
within  a  range  of  30  to  30,000  cycles.  They  are 
used  extensively  by  aviation,  industry,  govern, 
ment  departments,  armed  forces — where  maxi- 
mum  accuracy  and  durability  are  required. 

WHEN  REQUESTING  INFORMATION 
PLEASE  SPECIFY  TYPE  NUMBER 


American  Time  Products,  Inc, 

Watch 

Telephone:  PLaza  7-1430  v-  sy  jjO  Fifth  Ave,,  New  \ 

Timing  Systems 


580  Fifth  Ave,y  New  York  36,  N.  Y. 
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Wh-n  ont^ring  or  tt-iting  information 
ploato  monlion  [lotlioniet  Suy-ri'  Guido. 
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All  the  facilities 
of  one  of  America's  most  famous 
deep  drawing  names  assures 
highest  quality  at  competitive  prices 
and  on-time  deliveries. 
In  deep  drawing,  there  is  no 
substitute  for  experience. 


For  complete  information,  phone  or  write: 


'X’No  tooling  costs. 

■^Aluminum,  Brass  and  Steel  boxes,  cans,  cases.' 

/Hundreds  of  stock  sizes  made  from  stock  dies. 

'^Custom  deep  drawing. 

'^Pioneer  producer  of  millions  of  precision 
deep  drawn  housings  for  the  Proximity  Fuze 
and  Nose  Cones  for  the  Bazooka  Rocket— 
both  precision  deep  drawing  "firsts." 

NEW  YORK'S  LARGEST  JOB  STAMPING  SHOP 


V 


1 


9  WMI/V 
9  mn/H 
I  MCTIf 

s  »«/v 

2H  «'!«/« 

I  M/V 

1  9M7/V 

H  «i9?/r* 
H  KUl/V 
H  i^n/r* 


S«C!A 

S442II  SM90/U 
S442]C  $A»9/U 
S4<?10  SA$IO/U 
SM2tC 

mZ\  Stfll/U 
HU?tC 


2i»395 
2ifr39i 
2fifr395 
2f»3« 
3»se 
3  9V3J5 


Abovt  d«(«  Mbftct  to  chjnft  witboyt  wtKt 


1  ,  Your  inquiries  ore  invited  by  our  engineering  stoM  who  will  be  pleated  to  aid  you  in  your  problems. 

1 

■ 

■ ,  3ie  Soigol  Stroot  Brooklyn  6,  Now  York 

»«rvin9  tti#  •l•ctronies  induftry  tine*  1942  d«w9n  •  d*y*loptn*irt  •  produetSon 
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Wh^n  ofd«riff9  or  fking  informafion 
pfooM  monfion  flocfronict  8vyort'  Guido. 
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FORSTERITES 


ZIRCONS 


STEATITES 


ALUMINUM  SlUCATES 


MAGNESIUM 

SlUCATES 


CORDIERITES 


SlUCON 

CARBIDES 


ZIRCONIUM 

OXIDES 


More 

Mafer/a/s 

at  one  source  f 


UVAS 


There  are  AISiMag  materiali  which  with¬ 
stand  higher  compressive  loads  than  steel 
.  .  .  with  lower  coefficients  of  expansion 
than  any  general-use  metal.  Chemically 
inert  .  .  .  will  nat  rust,  axidize  or  corrode. 
Permanently  rigid  .  .  .  will  not  deteriorate. 
Some  have  unusual  abrasion  resistance. 
Some  ore  hard  as  9  on  Mohs'  scale. 

Na  matter  what  your  problem,  AISiMag 
ceramics  may  help  solve  it.  And,  this  source 
has  the  machines  and  experience  to  pro-' 
duce  precision  parts  in  any  quantity.  Send 
blueprint  with  details  of  operating  proce-' 
dure  for  complete  data  on  the  AISiMag 
material  best  suited  for  your  application. 


Here  you  will  find  industry's  widest  choice 
of  advonced  technical  ceramics  .  .  .  dense 
or  porous  .  .  .  key  components  in  thousands 
of  applications  in  widely  diverse  fields.  Top 
performance  is  assured  by  careful  matching 
of  physical  and  electrical  properties  to  end 
use  requirements. 

If  heat  is  a  problem:  AISiMag  technical 
ceramics  have  higher  insulation  values  at 
elevated  temperatures  than  fused  quartz. 
Excellent  thermal  shock  resistance.  Great 
strength,  low  loss.  Rugged  AISiMag  Alum¬ 
inas,  for  example,  deliver  superior  perform- 
once  at  temperatures  beyond  the  melting 
points  of  most  commonly  used  metals. 


jmORi  SPECIALIZiO  ENGINtlklNG  TALENT.. 
JHORE  FACILITIES . MORE  ^KNOW  HOW 


A  SubwAery  of 
MinnMOl*  Mining  and 
Manufacturing  Company 


AMERICAN  LAVA 

CORPORATION 


CHATTANOOGA  5.  TENN. 

57TH  YEAR  OF  CERAMIC  LEADERSHIP 


For  Mrvica,  contact  Amorican  lava  rapretantativaa  in  Offiett  of  Minnaiota  Mining  Z  Manufacturing  Co.  in  that#  citioi  (too  your  local  taUphona 
diractory):  Atlanta,  Ga.  •  Boaton:  New'on  Center,  Mail.  •  Buffalo,  N.  Y.  •  Chicago:  Eiedford  Park,  III.  •  Cincinnati,  O.  •  Cleveland,  O.  •  Dallas, 
Texas  •  Detroit,  Mich.  •  High  Point,  N.  C.  •  Los  Angeles,  Cal.  •  New  York:  ’Ridgefield,  N.  J.  •  Philadelphia,  Pa.  •  St.  Louis,  Mo.  •  St.  Paul, 
Minn.  •  So.  San  Francisco,  Cal.  •  Seattle,  Wash.  Canada:  Minnesota  Mining  &  Manufacturing  of  Canada,  ltd.,  P.  O.  Box  757,  Lortdon,  Ontario. 
All  other  export:  Minnesota  Mining  &  Manufacturing  Co.,  International  Division,  99  Park  Ave.,  New  York,  N.  Y. 
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Leading  manufacturer 
of  fine  chemicals 
offers 

single-crystal  and 
polycrystalline  silicon. 

Base  boron  content  below  one  atom 
of  boron  per  six  billion  silicon  atoms. 


All  phases  of  process  are  carefully 
checked  and  reviewed  prior  to  a  run. 


OM«ck  t  Co,tM: 


The  critical  specification  of  silicon  materials  is  their  purity — 
purity  that  will  not  limit  the  performance  of  present  and  future 
semiconductor  devices.  Merck  is  now  manufacturing  the  purest 
grade  of  silicon  available. 

Long-established  and  world-renowned  for  its  manufacture 
of  products  that  must  be  pure— products  that  demand  the 
ultimate  in  quality  control — Merck  is  eminently  suited  to 
launch  its  program  of  products  for  the  electronics  industry. 

SINGLE-CRYSTAL  FORM 

Single  crystals  arc  currently  available  in  the  following  form: 

Resistivity  Min.  1000  ohm  cm.  p  type 

Lifetime  Min.  200  microseconds 

In  the  near  future,  single  crystals  will  be  available  also  in  a 
variety  of  resistivities  from  the  highest  purity  1000  ohm  cm.  p 
or  n  type  minority  carrier  to  any  intermediate  resistivity  up  to 
80  ohm  cm.  ±  20^i  over  entire  crystal. 

All  single  crystals  are  prepared  from  extremely  pure  Merck 
silicon.  The  crystals  are  grown  without  contact  with  quartz  or 
any  other  crucible  material.  Thus,  they  possess  extremely  low 
oxygen  concentration  and  should  exhibit  very  little  heat  treating. 

POLYCRYSTALLINE  FORM 

In  addition  to  the  single  crystals  described  above,  Merck 
silicon  polycrystalline  is  available  in  the  form  of  billets  of  high 


density  material.  The  billets  are  under  one  inch  in  diameter 
and  are  in  suitable  lengths  so  that  two  or  three  billets,  without 
additional  cutting  or  etching,  will  fit  into  the  average  crucible 
for  crj'stal  pulling.  Other  lengths  will  be  available  in  the  future 
for  floating  zone  refining  (vertical  crystal  growing).  Merck 
polycrystalline  billets  have  not  previously  been  melted  in 
quartz  so  that  no  contamination  from  this  source  is  possible. 
Billets  are  shipped  in  double-walled  polyethylene  bags  for 
protection. 

At  present,  the  polycrystalline  material  contains  a  small 
concentration  of  a  Group  V  element  which  segregates  rapidly 
in  zone  refining.  No  other  elements,  such  as  tantalum,  gold, 
zinc,  iron,  manganese,  molybdenum,  potassium,  sodium,  bis* 
muth,  and  cobalt,  appear  to  be  present  even  when  tested  by  the 
most  sensitive  analytical  technics  such  as  activation  analysis. 

SPECIAL  TECHNICAL  SERVICE 

A  completely  equipped  and  staffed  laboratory  is  being  main* 
tained  at  the  Electronic  Chemicals  Division  to  aid  customers 
in  the  use  and  applications  of  Merck  ultra-pure  silicon. 

For  additional  information  on  specific  applications  and 
pr.xesses,  write  Merck  &  Co.,  Inc.,  Electronic  Chemicals 
Division,  Department  ES-1,  Rahway,  New  Jersey. 

ULTRA-PURE  SILICON 

a  product  of  MERCK 


■r 


The  checking  of  silicon  refining  via  the  floating  zone  technic 
is  but  one  of  the  many  process  checks  made  in  the  manu¬ 
facture  of  polycrystalline  silicon. 


Critical  quality  control  and  rigid  specification  standards  are 
maintained  through  regular  testing.  Here  a  Merck  technician 
pulls  a  silicon  crystal  prior  to  test  that  will  assure  uniform 
product  purity,  quality,  and  dependability. 
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Torque  Transmitter 
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CLIFTON  PRECISION  PRODUCTS 

I  CLIFTON  HEIGHTS, 
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CTC  I  A  1 
CTC  a  A  4 
cue  a  A  I 
CSC  a  A I 
CDCSA  I 
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tlNCHAO  rilHCTIM 

Torque  IfaiKniiller 
Torque  Trinynittet 
Torque  Trensminei 
Torque  Timsmitter 
Control  Trantlotmer 
Control  Trenslormer 
Torque  Recet»er 
ClectncAl  Reulver 
Vector  Rewlver 
Control  DiRetential 


ten  ITU 

CC  IS  0  I 
CG  IS  D  4 
ISCX4, 

CG  IS  MS  I 
CT  ISO  1 
CT  1S0  4 
CR  ISO  1 
CS  IS  0  I 
CW  IS  D  I 
CD  IS  O  I 


STATOR  AS  PRIMARY 


STATOR  AS  PRIMARY 


STATOR  AS  PRIMARY 


•  STATOR  AS  PRIMARY 


Torque  Transrmtter 

i 

^  Torque  Transmitter 

Torque  Transmitter 
i  Control  Transformer 
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!  Control  Transformer 
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)  COMPANY,  INC. 


★  Extreme  Reliability  ♦  Light  Weight 
it  Highest  Accuracy  *  Tight  Coupling 

♦  Environmentally  Qualitied  ★  Low  Nulls 

*  Low  Phase  Shift  *  High  Torque 

it  Matched  Impedances  *  Low  Friction 
it  Low  Heat  Rise  *  Early  Delivery 
Special  Units  *  Cost  No  More 


s^^nchros 

stancfard^uniVshow^r'’'*''' 

P'-oduce  an  eqaallJ^^’ 
special  units  on  number  of 

production  quant.?  'n 

are  already  Pooled.'**® 

Por  more  complete  ln#« 

•ynchro.  Including  O"  our 

'Measurements,  wnf  r  System 

or  phone  MAdison  «  booklet  SC-3 

Philadelphia).  "2101  (Suburban 


NAVY  BuOrd  SYNCHROS 


Coniacf  Clifton  Precision  for  standard  Navy 
BvOrd  units.  If  your  specification  requires 
conformonce  to  BuOrd  drawings  and  your 
system  can  take  advantage  of  exceptional 
occurocy,  CPPC  con  hold  extra  close  error 
spread  ond  accuracy  tolerances.  See 
CG-15-MS-1  in  the  tables. 


PRECISION  RESOLVERS 


Precision  Computing  Resolvers  with  func¬ 
tional  accuracies  of  the  order  of  .1%  and 
transformation  ratios  1:1  are  currently  be- 
''’9  constructed  in  the  size  15  class  Jot 
I  special  applications.  Contact  CPP^  for 
jl^  applications  involving  the  use  of  Precision 
^  Resolvers  in  all  sizes. 


P  E  N  N  A 


Precision  Deep-Drawn 
Parts  and  Stampings 
at  Low  Cost 


DEEP-DRAWN  PARTS  — parts  made  by  drawing  the  metal  into  the  desired  shape. 
These  parts  include  cups,  eyelets,  rings,  flanges  and  grommets. 


Johnson  &  Hoffman  ingenuity 
can  save  you  money  while  in¬ 
suring  product  quality 

The  ability  of  Johnson  &  Hoffman 
to  make  precision  metal  stamp¬ 
ings  and  deep-drawn  parts  at  low 
cost  is  a  result  of  its  emphasis  on 
creative  engineering  .  .  .  ingeni¬ 
ous  design  and  tooling  .  .  .  com¬ 
bining  two  parts  into  one  ...  or 
reducing  the  number  of  opera¬ 
tions  required  to  produce  a 
given  part. 

Whatever  your  requirements, 
look  to  Johnson  &  Hoffman  as 
your  fast,  reliable  source  of  sup¬ 
ply.  We  have  an  extensive  line 
of  standard  designs  and  are 
equipped  to  develop  new  tooling 
for  special  parts  you  may  need. 
Write  for  your  free  copy  of 
Bulletin  No.  80. 


MATERIALS 

Titanium,  molybdenum,  tungsten,  stain¬ 
less  steel,  brass,  carbon  steel,  copper, 
aluminum,  Berylco,*  phosphor  bronze. 
Inconel,  t  HC-4,  52  alloy,  Kovar.J  nickel 
silver,  silver,  Rodar.t 

FINISHES 

Electropolished,  tumbled,  plated. 

SIZE  LIMITATIONS 

Johnson  &  Hoffman  has  facilities  to  pro¬ 
duce  a  wide  variety  of  parts  to  exacting 
close  tolerances.  Deep-drawn  parts,  for 
example,  can  be  supplied  from  strip 
metals  from  .003  to  .060  in.  thick  in  sizes 
up  to  2.75  in.  OD  and  3.75  in.  in  depth. 


These  iiKlude  plain  or  contoured  cups, 
pierced  or  closed.  Materials  of  other 
thicknesses  can  be  used,  depending  on 
the  contour  of  the  part  and  the  particular 
material.  There  is  virtually  no  limit  to  the 
variety  of  stampings  that  can  be  pro¬ 
duced.  Complete  information  on  these 
parts,  plus  microminiature  parts,  can 
be  supplied  on  request. 

WRITE  FOR  ESTIMATE 

If  you  currently  buy  precision  stampings 
or  deep-drawn  parts,  ask  Johnson  Sc 
Hoffman  for  an  estimate.  Find  out  just 
how  much  you  can  save,  while  maintain¬ 
ing  or  possibly  improving  your  prod¬ 
uct  quality. 


*T.M.  Reg.  V.5.  Pat.  The  BeryUium  Corporation. 
iT.M.  Reg.  V.S.  PaU  Off.,  International  Nickel  Co, 

XKorar  is  distributed  by  the  Carborundum  Co.,  Stupakoff  Oirision,  Latrobe,  Pa.,  for  Westinghouse  Electric 
Corporation.  Reg.  U.S.  T.M.  No  337,SI62,  H’estinghouse  Electric  Corporation. 

%T.M.  Reg.  U.S.  Pat.  Off.,  HVbur  B.  Driver  Co. 


JOHNSON  &  HOFFMAN 

MANUFACTURING  CORPORATION 

31  East  2nd  Straat  •  Mlnaola,  New  York  •  Pionaar  2-3333 
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CERAMIC  FILM  INSULATED  MAGNET  WIRE-'XERAMATEMP'  A  flexible 
magnet  wire  for  operation  at  1000*F  Available  in  sizes  20  to  36  AWG  m 
single  and  heavy  thicknesses 

TEFLON*  MAGNET  WIRE-"TEMPRtTE”  Sizes  14  to  50  AWG.  single,  heavy, 
triple,  or  quadruple  thicknesses,  to  MIL  W  19583  (NAVY). 

SPECIAL  TEFLON  MAGNH  WIRE-"TEMPRITE  X”  Same  characteristics 
and  sizes  as  regular  Temprite,  but  specially  processed  for  severe  abrasion 
applications. 

MODIFIED  RESIN  ENAMEL  MAGNET  WIRE-'^HERMESTER  L**  Sizes  14  to 
42  AWG  inclusive.  Used  for  temperatures  from  -54*C  to  '  155*C.  Avail¬ 
able  in  single  or  heavy  thicknesses 

SILICONE  MAGNET  WIRE-"THERMALON'’  Sizes  14  to  42  AWG  IncI  Used 
for  temperatures  from  -54*C.  to  *  150*C  Made  in  single  or  heavy 
thicknesses 

MINIATURE  EXTRUOED  TEFLON  HOOK-UP  WIRE -‘‘MX  AND  MXR“  Avail¬ 
able  in  sizes  22  to  32  AWG  with  standard  or  reinforced  conductor  This 
special  300  volt  thin  wall  insulated  wire  is  a  boon  to  miniaturization. 


HERMETIC  SEAL  LEADS -‘7ERMAL0K“  A  metal  jacketed  flexible  lead 
that  can  be  sealed  directly  to  the  metal  housing  of  a  hermetic  sealed 
device 

100%  SHIELDED  WIRES  Seamless  tube  of  solid  metal  (copper,  nickel, 
stainless  steel)  formed  over  single  or  twisted  insulated  wires  to  afford 
100%  shielding  for  RF  or  radiation  applications. 

SHIELDED  AND  JACKETED  MINIATURE  CABLES  Consist  of  Temprene  or 
Temprex  Conductors,  shielded  and  jacketed  for  high  temperature  operation. 
RIBBON  CABLE  ASSEMBLICS-“TEMPBRAID"  100%  Teflon,  flexible,  flat 
ribbon  multi  conductor  cables. 

SHIELDED  RIBBON  CABLES  -  ‘METALBRAID“  Flexible,  shielded,  flat 
multi  conductor  cables,  i  e  tinned  or  silver  plated  copper. 

MINIATURE  LOW  NOISE  COAXIAL  CABLES  Available  in  50.  75  and  95 
ohm  impedances  and  attenuations  of  28,  20  and  15  db/icio  ft.  at  400 
me .  respectively. 

MINIATURE  LOW  CAPACITANCE  COAXIAL  CABLES  Available  in  85  or 
10  5  mmfd  /ft.  capacitance  ratings. 


TEFLON  HOOK-UP  WIRE-“TEMPRENE"  Sizes  8  to  32  AWG  Two  and  three 
color  striped  combinations,  plus  10  solid  colors.  Conforms  to  MIL  W- 
16878C  (E  and  EE) 

TEFLON  EXTRUOED  HOOK-UP  WIRE-“TEMPREr  Sizes  10  to  32  AWG. 
in  both  striped  and  solid  colors.  Conforms  to  MIL  W  16878C  (E  and  EE). 
SUB  MINIATURE  TEFLON  LEAD  WIRE-“DQT“  Solid  copper  conductors 
with  Teflon  film  insulation  rated  at  300  volts.  Available  in  sizes  20  to 
34  AWG 

TEFLON  INSULATED  LEAD  WIRE-"TEMPCLAD“  Teflon  insulated  lead  wire 
with  an  outer  covering  of  Teflon  impregnated  glass  fiber  braid  Sizes  10 
to  28  AWG  in  8  solid  colors. 

VINYL,  NYLON  AND  lOOX  EXTRUDED  HOOKUP  WIRES  AND  JACKETED 
CABLES  To  all  applicable  military  specifications  Sizes  4  to  32  AWG 
FLEXIBLE  TEFLON  TUBING -"TEMPRENE  NON-RIGID"  Sizes  10  to  26. 
solid  colors  and  special  striped  combinations. 

TEFLON  EXTRUDED  TUBING -"TEMPREX  TUBING"  Sizes  2  to  30.  Four¬ 
teen  solid  colors. 

TEFLON  FIBER  LACING  TAPE  "NEBROC*  TP'  All -Teflon  lacing  tape, 
exhibits  excellent  thermal  and  mechanical  properties.  An  ideal  tape  for 
Class  H  assemblies. 


MINIATURE  COAXIAL  CABLES  Consist  of  50,  75  and  95  ohm  cables, 
shielded  and  jacketed  for  applications  up  to  -^250*C. 

HEATER  CABLES  Teflon  insulated  for  600  volt  operation.  Size  12  to  26 
AWG 

HIGH  TEMPERATURE  AIRCRAn  WIRE  For  600  volt  service  at  400*F. 
Conforms  to  MIL  W  7139A  (Aer).  Available  in  sizes  6  to  22  AWG. 

TEFLON  MARKING  FLUIO  Teflon  printing  ink  available  in  ten  standard 
colors  Can  be  used  for  printing  codes,  etc.,  on  Teflon. 

SURFACE  TREATED  TEFLON  WIRES  Adherence  of  varnishes  and  com¬ 
pounds  on  Teflon  hook  up  and  magnet  wires  now  practical 
REINFORCED  STANDARD  CONDUCTORS-‘‘HIGH  STRENGTH"  Mechanically 
improved  Teflon  insulated  hook  up  wires  meet  all  requirements  of  MIL  W- 
16878  Sizes  24  32  AWG. 

TEFLON  GLASS  FIBRE  SLEEVING -"TEMPTUBE"  Available  in  sizes  up  to 
l'/«*  I  D.  Colors  on  request. 

*Ou  Poni  x  Trod*  Nam*  for  POLYTETRAFLUOROETHYLENE 

All  Teflon  products  are  rated  for  continuous  operation  from  — 90°C.  to 
~250*C.,  have  excellent  dielectric  strength,  and  are  impervious  to  all 
commercial  solvents.  All  colors  conform  to  MIL.  Std.  104. 

Writ*  for  Compl*r*  Engintoring  Spocificationt 


HITEMP  WIRES,  INC. 

1200  SHAMES  DRIVE.  WESTBURY,  NEW  YORK  •  EDGEWOOD  3-4600 
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Small  aluminum  axial 
flow  fan  designed  for 
cooling  electronic  equip¬ 
ment  in  aircraft.  Capac¬ 
ity:  110  cfm  @  0.6'  sp 
to  165  cfm,  free  delivery 
@  7250  rpm. 


Aluminum  axial  flow  fan 
designed  to  meet  military- 
requirements.  Clajpacity: 
500  cfm  (§?  5'  sp  ^  5600 
rpm. 


Axial  flow  fan;  no  dip  in 
pres-sure  curve.  226  cfm 
(ft  0"  sp  to  1 34  cfm  ^  3' 
sp  at  7600  rpm  max.  sp 
4.5'.  285  cfm  0'  sp  to 
1 50  cfm  ^  7'  sp  at  1 1 000 
rpm  max.  sp  9.5'. 


Tuljeaxial  fan  forflu.shing 
electronic  equipment  cal>- 
inets  and  racks.  Double 
flange  allows  mounting 
at  either  end.  Capacity: 
295  cfm,  free  delivery  ^ 
1 550  rpm. 


Bulletin  3812 


V 


Heavy-duty  V-belt- 
driven  blower  for  com¬ 
munication  transmitter 
cooling.  Capacity:  517 
cfm  @  0.25'  sp  at  640 
rpm  and  1400  cfm  @ 
1.5'  sp  @  1642  rpm. 

Bulletin  2712 


Bulletin  3612 


#r> 


Sfjecial  blower  for  mili¬ 
tary  requirements.  Ca¬ 
pacity:  100  cfm  1'  sp 
to  1.50  cfm,  free  delivery 
@  5600  rpm. 


Bulletin  412 


Bulletin  5312 


V'-belt-driven  blower  for 
TV  transmitter  cooling. 
Capacity:  1700  cfm  ^ 
4.5'  sp  1540  rpm  at 
sea  level  and  2700  cfm 
Qi‘  5.75'  sp  2030  rpm 
at  7500  ft.  elevation. 

Bulletin  3212 


Bulletin  5112 


Compact  tulx"  cotiler  de¬ 
signed  to  meet  military 
applications.  C^apacity 
range:  35  tfm  (»'  4'  sp 
to  80  cfm  (fl:  1.5'  sp  ^ 
8000  rpm  approx. 


Bulletin  312 


All  of  the  above  .American  Blower  air-moving 
units  can  be  modified  to  meet  your  sp>ecific 
requirements.  VVe  welcome  the  opportunity 
to  discuss  and  quote  on  your  application. 
Individual  Specification  Bulletins  are  availa¬ 
ble  on  each  unit.  Simply  fill  out  and  mail 
coupon  at  right  and  they  will  lie  sent  to  you 
promptly.  American  Blower  Division  of 
American-Standard,  Detroit  32,  Michigan. 
In  Canada:  Canadian  Sirocco  products, 
Windsor,  Ontario. 


AMERICAN  BLOWER 

Division  of  American -c$»tandat»d 
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Wf»«n  Ofcl«rif»9  Qr  ifB#ormof»en 

ol«OM  mention  (f•c9rpmcf  Bvv«rt'  Gvtd«. 


Aluminum  pressure 
blower  for  radar  ermling. 
Clapac  ity:  984  rfm  (d\  1' 
«  to  536  cfm  @  7'  sp 
(q.  3450  rpm. 


Aluminum  pressure 
blower.  C'apacity:  546 
cfm  I'  sp  to  215  cfm 
6'  sp  @  3450  rpm. 


High-pressure,  low-vol¬ 
ume  blower  for  commer¬ 
cial  or  military  applic  a¬ 
tions.  Capacity:  200  cfm 
5.5'  sp  3450  rpm. 


Typical  small  blower  for 
commercial  applications. 
Capacity:  15  cfm  0'.  .4' 
so  to  65  cfm,  free  delivery 
2775  rpm. 


Bulletin  4512 


Bulletin  4312 


Bulletin  2412 


Bulletin  912 


High-  volume,  double  air 
inlet  blower.  800  cfm  (n, 
1.5'  sp  to  1370  cfm,  free 
delivery  (o'-  2485  rpm 
and  340  cfm  (ai  0.7'  sp 
to  830  cfm,  free  delivery 
@  1545  rpm. 

Bulletin  1912 


Space-saving  duplex 
blower.  Total  capacity: 
215  cfm  ©  1.75'  sp  to 
4.30  cfm,  free  delivery  (o) 
3450  rpm. 


Bulletin  1412 


American  Blower  Division  of  American-Standard 
Detroit  32,  Michigan 

Yes,  I  am  interested  in  your  Air-Moving  Ursits. 
Please  send  me  Bulletins  I  hove  circled  at  right. 


Company. 


Two-fan  V -belt-drive 
unit  combines  high  vol¬ 
ume,  light  weight  and 
minimum  size.  Capacity: 
27(X)  cfm  (o',  0.5'  sp  (d, 
1000  rpm  and  4800  cfm 
^  0.5'  sp  (ft.  1400  rpm. 

Bulletin  3412 


.Zon* _ Slot*. 


Propeller  fan  designed  for 
electronic  cabinet  ven¬ 
tilation.  Capacity:  1325 
cfm  (ri  0'  sp  to  310  cfm 
0.62'  sp  @  1725  rpm. 


Bulletin  4812 


Circle  the  Specification  Bulletins 
you  want,  fill  out  coupon,  and  mail. 


Bulletin  312 
Bulletin  412 


Bulletin  912 


Bulletin  2412 
Bulletin  2712 


Bulletin  4312 
Bulletin  4512 


Bulletin  3212  Bulletin  4812 


Bulletin  1412  Bulletin  3412 

Bulletin  1912  Bulletin  3612 


Bulletin  3812 


Bulletin  5112 
Bulletin  5312 


-'iilh 


CONRAD 


ENVIRONMENTAL 


HIGH  TEMPERATURi 
AHD 

TEST  CHAMBERS 


Designed  Especially  For  Your  Qualification 
and  Control  Laboratory,  to  Save  Engineer- 
ing  Time  and  Accelerate  Test  Programs 

Components  of  guided  missiles,  supersonic 
aircraft,  and  other  products  can  be  tested 
under  reproducible  conditions  which  permit 
accurate  comparative  evaluation  data.  Preci¬ 
sion  control  of  temperature,  humidity,  vibra¬ 
tion.  Standard  and  special  design  chambers 
in  sizes  from  2  cubic  feet  to  walk-in  rooms, 
with  temperature  ranges  in  excess  of  +1000"  F. 
and  -150"  F.  Highest  standards  of  engineer¬ 
ing  and  manufacturing  in  the  industry. 


4x4x4  High-low  Tomporo-  Combination  Tomporoturo-Vibrotion  Program  ControlUd  Tomporoturo-Hu- 

luro  Chamber,  +  500°  F.  to — 100®  Chamber,  +500°  f.  to  —100®  F.,  midity  Chamber,  I  500°  F.  to  —100° 

completely  self-contained.  8,  27,  and  64  CU.  ft.  sizes.  F.  temperature.  30-95%  humidity. 


High-low  Temperature  Chamber, 
CB  Series,  4-500°  F.  to  —100°  F. 


COlWAD 


CONRAD  SQUARE,  HOLLAND,  MICH. 
Subsidiary  of  Crampten  Mfg.  Co. 

Depr  EB-« 

Writa  for  Bullatins  on'd  Tomparatura- 
Altltuda  Convorsion  ChcNl 
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FOR  ELECTRONICS 
a  new  order  of 
^^^chemical  purity... 


^ied 

hemical 


BftA  "Electronic  Grade'*  Chemicals 

Acetone 

Acid  Hydrofluoric,  48*4 
Alcohol  Methyl,  Absolute  (Methanol) 
Acetone  Free 
Alcohol  Propyl,  Iso 
Aluminum  Nitrate,  Crystal  and  Basic 
Barium  Acetate 
Barium  Nitrate 

Calcium  Nitrate,  Tetrahydrate 
Carbon  Tetrachloride 
Ether,  Anhydrous 
Hydrogen  Peroxide,  3% 

Hydrogen  Peroxide,  30*/* 
^Hydrogen  Peroxide,  30% 
"Stabilized" 

Sodium  Carbonate,  Monohydrate 
Strontium  Nitrate 
Trichloroethylene 


ELECTRONIC  GRADE*'  CHEMICALS  offer 
carefully  controlled  assay  .  .  .  remarkably 
low  limits  on  impurities 


in  Reagent  A.C.S.  grades,  or  can  be  custom- 
made  to  your  requirements.  As  the  country’s 
leading  producer  of  laboratory  and  scien¬ 
tific  chemicals,  we  are  well  equipped  to  offer 
expert  assistance  with  your  problems  .  .  . 
and  products  that  meet  your  most  strin¬ 
gent  requirements. 

Write  today  for  free  informative  folder. 
Gives  specifications  for  B&A  “Electronic 
Grade”  chemicals,  other  valuable  informa¬ 
tion. 


B&A  “Electronic  Grade”  chemicals  are  a 
special  group  of  extremely  high  purity 
chemicals  developt-d  to  meet  the  exacting 
requirements  of  the  electronics  industry.  All 
the  products  listed  above  are  “Electronic 
Grade.”  They  are  distingui.shed  by  closely 
controlled  assay,  and  exceptionally  low 
limits  on  metallic  and  other  undesirable 
impurities. 

Other  high  purity  chemicals  you  may 
need  are  available  from  Baker  &  Adamson 


GENERAL  CHEMICAL  DIVISION 

40  R*ctor  N*w  York  6,  N.V. 


Offirff  Albany  •  Atlanta  •  Baltimnra  •  nirminaham  •  Boaton  •  BriHarport  •  BulTalo  •  Charlotta  •  Chicaifo  •  Cleveland 
Detroit  •  Hou-ston  •  Jackaonville  •  Kalamazoo  •  Izia  AnffeleN  •  Milwaukee  •  Minneaimlis  •  New  York  •  I’hilatielphia  •  I’ltt 

San  Kranclsro  •  St.  Izmim  •  Seattle  •  Kennewick.  Vancouver  ami  Yakima  tWa.ih.) 


When  ordering  or  feeking  informotion 
pleoM  mention  Electronici  Bvyert'  Guide. 
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•  •  1 1 


has  a 

complete  stock  of 


II A  coaxial 
connectors 

AN  connectors 

1%^^  coaxial 
(gables 

all  per 
JAN  specs 


CANNON 

ELECTRIC 


DIAMOND  M  O. 
Divl 


it 


largest  inventory 
(n  the  industry. 

Orders  skipped  the 
some  day. 

All  Jon.  Spec, 
approved  components 
Deal  with  PROGRESS 
to  save  time 
and  money. 

Distributors  of 


CANNON  ELECTRIC  CO. 

DIAMOND  DIVISION  OF  CANNON 
FEDERAL  TELEPHONE  8,  RADIO 
KINGS  ELECTRONICS  CO. 

DAGE  ELECTRIC  CO. 

Mail,  Wire, 

- Call  worth  2-8041 


Bs  SC  VI I  296  ftroodwcfy.  New  York  7,  N.  Y,  | 

GENTLEMEN:  Please  send  at  once  your  Catalog  P-7,  illustrati/jg  I 
and  describing  Coaxial  Connectors,  Cables,  Plugs  and  Jacks.  ! 


o 

FIRM 

1 

1 

• 

ADDRESS 

CITY 

1 

STATE  1 

m 

— 

_  _  _ 1 

3824-28  Terrace  St. 
Philadelphia  28,  Penna. 
Telephone  IVyridge  3-'1383 


rM/\fSF0JlM£/fS 

EXCLUSIVELY 


TRESCO 

3824-28  Terrace  St. 
Philadelphia  28,  Penna. 
Telephone  IVyridge  3-1383 


MIL-T‘27‘A 

HERMETICALLY  SEALED 
FOSTERITE  ENCAPSULATION 


TRESCO 

3824-28  Terrace  St. 
Philadelphia  28,  Penna. 
Telephone  IVyrid^  3-1383 


MAGNETIC  AMPLIFIERS 
PULSE  TRANSFORMERS 


TRESCO 

3824-28  Terrace  St. 
Philadelphia  28,  Penna. 
Telephone  IVyridge  3-1383 


HIGH  GRADE  COMMERCIAL 
TRANSFORMERS 

★ 

TRANSFORMER  DESIGN 
AND  ENGINEERING 


TRESCO 

3824-28  Terrace  St. 
Philadelphia  28,  Penna. 
Telephone  IVyridge  3-1383 


NO  ORDER  TOO  SMALL 
NO  ORDER  TOO  LARGE 


Wh»n  ordering  or  seeking  informofiofi 
p/eote  .nonlfon  ClmetronU*  fivyen'  Guide 
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Lee’s  Summit,  Missouri  •  Phone  Kansas  City,  Broadway  1-1700 


AlEXANORIA,  VA 
W  A  Brown  &  Associates 
3610  Woont  Vernon  Ave. 


HAMDEN  8,  CONNECTICUT; 

Eltron  Engineering  Soles,  Inc. 
2345  Whitney  Ave 

KANSAS  CITY  IS,  MO.: 

E.  W.  McGrode  Compony 
P.  O.  Box  8876 


SHERMAN  OAKS,  CALIFORNIA: 

Somuel  O.  Jewett  Compony 
13537  Addison  Street 


CAMDEN,  N  J.: 

G  W.  Moler  Compony 
300  Broadway,  Suite  812A 


ST  LOUIS  17,  MO.; 

E.  W.  McGrode  Company 
1110  South  Brentwood 


LONG  ISLAND  CITY  6,  N.  Y, 
Horold  Gray  Associates 
21-10  33rd  Rood 


SYRACUSE  2,  N.  Y.: 

Naylor  Electric  Company 
1115  Hills  Building 


CLEVELAND  2,  OHIO: 

Ernie  Kohler  Associates 
8905  Loke  Ave. 


NEWTONVILLE  60,  MASS.: 

Eltron  Engineering  Soles,  Inc. 
246  Wolnut  St. 


TUCSON.  ARIZ.; 

Samuel  O.  Jewett  Company 
1025  South  Von  Buren  Ave. 


DAYTON  19,  OHIO 

Ernie  Kohler  Associates 
2600  For  Hills  Ave. 


SEATTLE  8,  WASH.: 
Tcstto 

Boeing  Field,  Room  105 


INDIAN  RIVER  CITY,  FLORIDA: 
W.  A.  Brown  &  Associotes 


C-A-C  offers  a  wide  variety  of  ready-designed  and  standard 
filters  of  the  low-pass,  high-pass  and  band  pass  types.  C  AC 
filters  cover  frequencies  from  the  low  audio  to  low  megacycle 
ranges.  Custom  designs  feature  temperature  compensation, 
matched  phase,  or  impedance  characteristics  and  miniaturi¬ 
zation. 

Specify  C-A-C  for  your  designs. 


•  QL  SERIES 

Standard  and  custom  designed, 
open  construction.  Available  on 
short  delivery  basis.  Utilizing 
molydenum  permalloy,  iron,  fer¬ 
rite  and  tape  cores.  Sizes  range 
from  1  8-in.  1.0.  to  6-in.  O.D. 


Specify  C-A-C  for  your  designs. 


IkoiM  iMiofilMk 


C-A-C 


LC  Fitte/ik 


•  M.  P.  SERIES 

Compression  molded.  Conceived 
by  C  A-C  and  accepted  b/  in¬ 
dustry  as  the  most  popular 
package.  Exceed  MIL-C-15305A, 
Grade  2,  Class  0.  Available  from 
stock.  Custom  designs  for  Class 
C  operation. 


Specify  C-A-C  for  your  designs. 


i 


r- 


•  RELAY  ACTUATOR 


•  OPERATIONAL 


Amplifiei's  operation  is  substartttally  same  as  electrical 
position  servo.  At  steady  st^,  rregt^He  power  is  drawn 
from  signal  Power  drawn  only  during  signal  voltage  tran¬ 
sition.  External  behavior  dependant  on  feedback  impedance 
selection  and  largely  independent  of  line  voltage,  frequency 
or  temperature.  ^  1 


Specify  C-A-C  for  your  designs. 


Specify  C-A-C  for  your  designs. 


(The  above  types,  as  well  as  a  fuli  line  of  inverters  aiji 
available.  DC  to  DC  and  DC  to  AC,  regulated  or  non-regu- 
lated.  High  power  keying  units  which  are  a  rugged,  efficient 
means  of  performing  critical  switching  and  driving  functions 
are  designed  for  single  and  polyphase  versions.) 


A  sensitive  differential  magnetic  amplifier  for  use  in  con¬ 
trolling  the  temperature  of  gyro  housings  and  similar  air¬ 
borne  devices.  Responds  to  variations  in  resistance  of  a 
wire  type  sensor.  Includes  fail  safe  feature  by  reducing 
output  when  sensor  resistances  change  abnormally  high  or 
low.  Operates  directly  from  115  volt,  400  cps  supply.  Time 
response  less  than  0.5  sec.  to  a  1  ohm  step. 

Specify  C-A-C  for  your  designs. 


Isolated  control  inputs  facilitate  economical  logic  circuit 
design.  Nearly  unlimited  combinations  of  control  signals 
and  relay  contact  arrangements  available.  Operation  can 
be  of  the  fixed  or  variable  operating  point,  differential,  or 
multi  input  type. 


•  TEMPERATURE  CONTROL 


Since  March,  1958,  the  wetl-known  Collins  transformer  line  has  been  manufactured  and  marketed  exclusively  by  C-A-C. 
Some  oHhe  types  now  offered  possess  perform^^  characteristics  previously  unobtainable  on  the  market. 

Variety^  iypes,  sizes  and  means  of  packagin^^^^^d  in  the  above  photo^inpik  The  line  includes  the  specific  types 
standardized  by  the  Armed  Services  Standards  as  well  as  a  group  of  standard  types  for  400  cycle  power  supplied 


All  C-A-C  transformers  and  firt^lctcfs  are  designed  to  meet  the  full  requirements  of  MIL-T'27A  specifications  and  are 
hermeticahy  sealed  in  standard  MIL-T-27A  ase  sizes^  ,,  ’ 


Transformers  meeting  MIL-T-27A  specifications  GfJKle  1  through  6  with  temperature  characteristics  of  Class  S,  T,  or 

U  can  be  supped.  Encapsulated  units  using  either  Epoxy-Resins  or  Fosteiite  can  be  supplied  for  Grade  2  and  5.  Class 

n 

U  components  can  be  supplied  molded  in  special  high  temperature  resin. 


SpeeHy  C-A-C  for  your  designs. 

iodP"' 

Have  you  a  special  Write  for  addifionat  technical  informalion  or  application  data. 


COMMUNICATION  ACCESSORIES  COMPANY 

LEE'S  SUMMIT,  MISSOURI  PHONE,  KANSAS  CITY,  BRoadway  1-1700 

Prinf.d  in  U.  S.  A.  BulUfin  658 


C-A-C 


TYPES: 

•  Power  •  Filament  •  Audi 

•  Transistor  •  Filter  Choke 

•  Saturable  Reactor 


From  Sanders  Associates,  Inc.,  Nashua,  New  Hampshire 


FLEXIBLE  PRINTED 
WIRING 

Sanders  Ftexprint® 
Printed  Circuit  Cables  and 
Harnesses  sharply  reduce 
the  weijrht,  space  and  cost  of 
electronic  and  electrical  as¬ 
semblies  .  .  .  eliminate  wir- 
injc  error.  Conductors  are 
permanently  bonded  in  thin 
sheets  of  flexible  plastic: 
vinyls,  polyethylenes,  poly¬ 
esters,  silicones,  Kel-F  or 
Teflon.  All  lenfrths  and  cur¬ 
rent  carrying  capacities. 
Meets  military  reliability 
rcquii-ements. 


-  SANIXIS  ASSOCiAltl.  laC. 


ELECTRO-HYDRAULIC  SERVO  VALVES 
Two-staire  internal  force-feedback 
principal  converts  low  input  power 
to  hi(fn  output  flow.  Valves  feature 
hiRh  frequency  response  and  reso¬ 
lution,  low  threshold,  and  hiKh  in¬ 
ternal  stiffness  of  control  over  the 
operating  ranKe  of  —  G.'i’F  to 
22.'»*F,  Larjre-ai-ca  internal  filters 
in  pilot  stafre  assure  reliability. 
Standard  flow  ranfres  up  to  0-200 
frpm  (at  1000  psi  pressure  drop) ; 
supply  pressures  to  3000  psi. 


KEY  COMPONENTS  PROOUCEO  BY 
SANOERS  ASSOCIATES  offer  advanta¬ 
ges  of  unfailing  dependability  .  .  . 
savings  in  space  and  weight  ...  su¬ 
perior  performance  for  your  guidance, 
control,  and  detection  systems.  They 
are  available  in  production  quantities 
and  may  be  readily  adapted  to  meet 
special  requirements.  Sanders  also 
offers  complete  creative  engineering, 
design,  development,  and  production 
services  with  highly  specialized  ex¬ 
perience,  skills,  and  manufacturing 
facilities  in  electronics,  hydraulics, 
and  electromechanics.  Sanders  can 
produce  individual  components  or 
complex  packaged  systems  capable  of 
meeting  extreme  environmental  and 
performance  requirements. 


MICROWAVE  TRANSMISSION  LINE 
Sanders  Tri-Plate9  Strip  Trans¬ 
mission  Line  offers  broad  band 
operation  within  the  fi-equency 
range  100  to  12,400  me  with  sub¬ 
stantial  savings  in  size,  weight, 
and  cost  over  conventional  coaxial 
and  waveguide  assemblies.  Com¬ 
ponents  in  use  include  variable  at¬ 
tenuators,  balanced  mixei-s,  hybrid 
rings,  directional  couplers,  low  pass 
filters,  power  dividers,  and  i-eceiver 
and  beacon  front  ends. 


CONSTANT  DAMPING  RATE  GYRO 

Sanders  Subminiature  Rate  Gyro¬ 
scope,  Type  RGB,  has  a  nominal 
damping  ratio  of  0.5  :t:0.1  between 
~30’’C  and  -MOO'C.  Simplified 
damping  mechanism  compensates 
for  temperature  changes  without 
linkages.  Features  include:  lifelong 
hermetic  sealing,  excellent  resolu¬ 
tion,  high  sensitivity,  .small  size 
(15/16"  D  X  2%“  L),  lightweight. 
Input  rates  up  to  ±1000  deg /sec. 


RADAR  ANTENNAS  AND  SYSTEMS 

Sanders  Tri-Scanner^  Conical  Scan 
Antenna  provides  three-times  the 
information  rate  of  conventional 
fire  control  antennas.  In  use  on  a 
major  missile  system,  it  is  light¬ 
weight  and  statically  and  dynam¬ 
ically  balanced,  and  offers  unusual 
anti-jam  features.  Sanders  also 
manufactures  photoetched  slot  and 
spiral  antennas  for  flush-mounted 
arrays,  beacons,  and  communica¬ 
tion  systems. 


Call  or  Write, 


NASHUA.  NEW  HAMPSHIRE  •  Doyton,  Ohio  •  Inglewood,  Colifornio  •  Woihington,  D.C 


Wf»«n  Pfd«rifi9  or  Booktii^  ifiloriiiefiofi 
pf«oM  monfion  ff^cfrooici  tuv«rt'  Guido. 
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HI-MCC  RKSISTOItS 


Commonly  Usod  Models  in  T-3  Size* 


GLASS  SEAL:  HI-MEGS  are  vacuum  sealed  in  a  envelope 
which  is  treated  with  a  special  silicone  varnish  which  keeps  the 
resistor  relatively  free  from  the  effects  of  moisture. 

RESISTANCE:  HI-MEG  resistors  are  available  in  values  from 
10*  to  10'*  ohms. 

TOLERANCE:  HI-MEG  resistors  can  be  supplied  in  the  follow* 
inK  tolerances:  1%  below  10'*  ohms,  2%  and  below  lO'l 


ohms,  and  lO^S  over  the  entire  range. 


MAXIMUM  WORKING  VOLTAGE:  lOOO  volts. 

MAXIMUM  OPERATING  AMBIENT  TEMPERATURE:  lOO’C 

POWER  RATING:  The  power  rating  for  any  HI-MEG  resistor 
is  e<|ual  to  one  divided  by  the  resistance  in  megohms. 


OM  l  oot 

■  LECTItOMETKIt  TRIODE 

VX-8B 


TYPICAL  OPtRATION  AND  TIST  CONDITIONS 

Cf .  I H  Vain  I, .  M  a« 

If .  10.0  ma  Cm .  110  t,'*llD 

Cp .  7.0  Vain  I, . Si  IO-'*  aiiiB 

tf . -7.2  Vain  .  2.1 

BLECTItOMETEIR  TETRODE 
8800/VX-«tA 
AS  A  TCTITOOS  KI.ICTNOMKTnN 

flan  Valta«a . .4-4.S  Vain  TramcanduttaAca  ...  IS  aIhIiOB 
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CaNral  Grid  Valtaaa  (t,)  .  .  —3  Vaitt  Accalaratar  Grid  Currant  300  ua 

AmpMcatian  Factar  ....  1  Caniral  Grid  Currant .  .  IO-'*  Amp 

CORONA  TVPK  VOI.TACK  RCCUI.ATORS 

1 

c 

I 


iMminsI  TGftSfS  ^  tTGRi  400  v«ltt  H  2000  vtftt  tt 
tht  CMsmwfy  tsM  psMM  M  *4.  T*SW  vtHsfO 
rtfulMart  Mt  svsrIsMs  in  any  d»Mr»d  nsmmal  vtHsfO 
^9%  frtm  400  ts  0000  *4*H  at  ttia  nammal  laat 
paint  M  100  aa.  Matal  rafMlalar*  art  availabia  in  any 
Paanad  vallaft  ±  SOO  «aN«  trsm  7h  KV  k.  KV. 
M  ttet  ciMtamary  laal  panN  al  MO  at.  AN  alhar  cNarac* 
lariatlct  bmcN  at  maiMmim  and  wnntnHim  farramta 
rtfaiatian.  ate.,  may  ba  intarpalatad  tram  Ilia  taMa, 
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for  moro  informaHon  and  tpneifkaHon  bulhtim  writo: 

RADIATION,  INC.  •  P.  O.  BOX  37  •  MELBOURNE,  FLORIDA 


MODEL  A.3052-2 


Thif  companion  unit  to  tho 
Modol  3n5  Tronsmiltor  is 
•mptoyeci  to  ochieYo  25  to 
100  wotts  r*f  power  with  os 
oi  2  Tf  •* 

some  rugged  design  criteria 
are  inherent  with  this  instru¬ 
ment  os  ore  designed  into  the 
Transmitter.  It  is  also  opproved 
for  use  in  several  missile  sys¬ 
tem  programs. 

•  Frequency — 215-260  me. 

•  Temperature - 55‘’C  to 

^75°C 

•  Shock  —  lOOg 

•  Vibration — 20g,  20-2000 

cps 

•  Altitude — 0-70,000  ft. 

Bulletin  RAD  B-102 


•  9  Channels 

•  55-85  db  Interchannel 
Isolation 

Designed  to  the  exacting 
specifications  of  on  odvanced 
ground  telemetry  receiving 
system  used  in  missile  range 
instrumentation.  Provides  for 
coupling  up  to  nine  receivers 
into  a  single  antersna  output. 
High  degree  of  isolation  be¬ 
tween  outputs  (55-85  db)  ef¬ 
fectively  eliminates  crosstalk 


Tuning  range  of  216-255  me 
and  a  baisdwidth  of  30  me. 


Bulletin  RAD  B-106 


MODEL  3115 


MODEL  4-100 


This  new  improved  model, 
opproved  for  use  in  several 
missile  systems,  is  designed  for 
extreme  environmental  con¬ 
ditions:  lOOg  shock  for  6 
milliseconds,  20-2000  cps 
vibration  at  lOg,  —55“  to 
^-75“C,  70,000  ft.  oltitude. 
Subminiaturized  and  crystal- 
controlled.  Spurious  output 
better  than  60  db  below  car¬ 
rier  in  the  telemetering  band. 

•  Power  output  —  2  wotts 

nominal 

•  Frequency  — 215-260  me 

•  Weight — 32  ounces 

•  Sensitivity  — 1.13  vrms 

•  Deviation — 150  kc  with 

1  %  linearity 

•  Output  Impedance — 

50  ohms  nominal 

•  Stability  —  0.01% 

Bulletin  RAD  B-102 


:  ia:IC 

QhS 

5  ,m 


MODEL  7-100 


This  system  is  capable  of 
accepting  os  many  at  four 
incoming  signals  from  various 
sources  including  time  and 
reference,  and  mixing  these 
signals  for  recording  on  o 
magnetic  tape  for  further  pro¬ 
cessing.  Controls  provide  at¬ 
tenuation  and  monitoring  of 
individual  input  signals  and 
the  output.  Frequency  response 
300  cps  to  100  kc  with  less 
than  0.3%  harmonic  distortion- 


Bulletin  RAD  B-101 


This  demodulator  applies  the 
advantages  of  advanced  de- 
modulation  techniques  current- 
ly  used  in  FM  FM  telemetry 
receivers.  When  used  with  90 
popular  receivers,  the  receiver 
improvement  threshold  is  low- 
ered  by  o  minimum  of  6  db. 

In  this  manner,  greater  range  rvi 
capability  is  provided  for  ex- 
isting  systems  with  no  increase 
in  transmitter  power.  Instal- 
lotion  and  operation  ore  sim- 
...pi: tied  iiis  -’'‘t-fiie- 
soldering  U  required  for  con- 
nechng  to  the  receiver. 

BullcHnRAOB.no  ,  ^ 


fv:  MODEL  8-100 


MODEL  3-100 


Utilizing  640  iisdividuol  styli 
writing  on  electrosensitive 
paper  this  recorder  is  unique 
in  its  variety  of  applicotions. 
As  on  on-off  mcordnr-indkator, 
it  monitors  as  many  os  640 
individual  circuits  at  one  time. 

Asodoto  recorder,  (in  tho  ADAR 

System)  it  plots  digital  data 
in  analog  form  for  immediate 
analysis.  As  a  high-speed  print- 
or,  it  records  digital  outputs 
from  electronic  computers  at 
the  rate  of  400  lines  per 
second;  each  line  may  contain 
as  many  as  102  characters. 
Features:  real-time  viewing, 
100'  per  second  chart  speed, 
no  photographic  developing, 
transient  response  equal  to  50- 
microsecond  squarewave. 


Bulletin  RAD  A-100 
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ELECTRONICS  •  AVIONICS  •  INSTRUMENTATION 


REED  FREQUENCY  METERS  •  ELAPSED  TIME  METERS 
TOGGLE,  LEVER  and  ROTARY  SWITCHES  of  Instrument  and  Test  Equipment'Ouality 
for  THE  ELECTRONIC  INDUSTRY  , - 


TOGGLE  SWITCHES,  AN,  JAN,  or  MIL 


?7N 


Model  30-F 

Dual  Range,  Double  Window 


J-t-T  new  manvIoOurei  over  100  medelt  o(  toggle 
iwiictiet,  detigned  lor  exeplionol  reliebilily,  oi  In 
JAN-S-23  ond  Ordnance  Slondardi  ODAX.  Sand 
and  dull  leal  AN  typei  are  lupplied  el  oddilional 
coll  for  Mll-S-d74S  Air  torce  or  olher  regulrenienit. 
More  lypei  are  under  developmenl  for  MII-S-39SO. 
Improved  encloied  deiigni  are  lupplied  on  all 
medeli— Ihere  ore  no  unuied  holei. 

$740,  43,  M,  53  leriei— Solid  coin  silver  cenlacis 
and  rocker  arms,  unique  lo  J-t-T,  odd  overleod  pro- 
leclien  and  keep  conlocl  retiilance  under  .005 
ohms.  Nominal  rolings  30  amp  ol  135  VAC,  10  amp, 
350  VAC.  See  Ivllelln  TS-d. 

Sri3,  13,  Id,  17,  33,  33,  3d,  37  serles-Nomlnelly 
raled  d  amp  ol  1 35  VAC,  3  amp,  350  VAC;  Ihreoded 
bushings  3V/d4'  or  long.  CurrenI  carrying 
ports  heavily  silver  plated.  Double-grip,  sell-clean¬ 
ing  conlocls.  See  tullelin  TS-d. 


Model  36-FX-21 
21 -Reed  Meter  in  3^"  Case 


Model  34-FHXX-11 
11 -Reed  in  Z'A"  Sealed  Cose 


Model  41-FX-42 
300—500  cycles  and 
380—420  cycles,  4"  case. 


Model  15-FHAC 
2-Reed  in  1  Vi“  Sealed  Case 


Model  33-FP-9M 
TS-328A/U(400  cy.  type) 


ROTARY  SWITCHES 


VIBRATING  REED  FREQUENCY  METERS 


ELAPSED  T  ME  METERS 


Meters  illustrated  ore  used  wherever  con¬ 
stant  or  known  frequency  is  important  to 
efficient  operation  of  equipment. 

•  Pormononfly  Atturalt  within  ±0.3%  or  battor  at 
raforonco  tnmparatura,  dapanding  on  the  modal. 
Thi*  accuracy  is  net  affoctad  by  poor  wave  form, 
oxlornal  mognatic  disturboncos,  or  veltogo  tiuc- 
luotions. 

•  Siio  and  Typo  lor  tvary  Sorvico.  Mad#  in  many 
portoblo  ar^  penal  stylos  ond  rood  groupings; 
12-dSO  cycles  and  above. 

•  Rugged  Construction  ol  simplified,  patented  de¬ 
sign,  with  no  moving  ports  to  wear  out  or  get 
osrt  of  calibration. 

•  Suiteb/e  tor  Electronic  Circuits.  Fewer  consump- 
Hen  is  comparatively  low,  and  J-fi-T  reeds  hove 
high  Q  with  prompt,  sharp  response. 

aVi",  aVi"  and  Ih"  SEALED  Types 
aVs"  FHXX  Meiers,  sealed  glass-lo-melol  con¬ 
struction  with  solder  terminols,  meet  or  exceed 
the  sealing,  mounting  and  electrical  require¬ 
ments  of  JAN-l-6  and  MII-M-6A,  including  the 
3000  volt  breokdown.  Barrel  diameter, 
—overall  depth  behind  flange,  2yt''>*.New 
2'A''  Akodels  21-FHXX  and  23-FHXX  now  ore 
cataloged ...  The  P/j"  Sealed  Site  is  illus¬ 
trated  by  Model  15-FHAC,  obove,  60  and  400 
cycles,  2  reeds,  8-10  volts,  for  cathode  follower 
circuits  Ol  in  standardizing  output  of  oudio  os¬ 
cillators  ...  also  15-FH  Series,  5  reed,  58-62 
cycles,  100-130  volts,  or  390-410  cycles,  110-130 
volts.  Barrel,  dio.,  detachable  flange, 

2.094"  dio.,  solder  terminals. 


Please  give  circuit  requirements  when  request¬ 
ing  quotations  on  J-B-T  reed  relays  ond  oscilla¬ 
tor  controls:  (1)  plug-in  con  type  which  responds 
to  or  controls  respectively  O  transmitted  signol 
such  os  200  cycles  in  mobile  or  olher  communi¬ 
cations  equipment;  (2)  a  new  type  relay,  patent 
pending,  which  has  no  vibrating  reed  contacts, 
and  often  needs  no  further  signal  ompliflcalion. 
This  device  also  will  be  mode  as  a  frequency 
limit  control  with  reed  indication. 

For  tocftometers  lo  read  r.p.m.  by  resonance 
alone— no  electrical  or  complicated  mechonical 
connections— request  Bulletin  MT-458. 

ASK  FOR  CATALOG  558 


For  Maintenance,  Tube 
life  and  Operating  or 
TesiTime  Records;  Model 
31-ES  (illustrated)  regis¬ 
ters  in  Via  hours  to 
9,999.9  hours,  then  re¬ 
sets  autamolically.  Most 
popular  model  31-EX 
I3y2"  round)  normolly 
stocked  lor  60  cycles  l(X}-130  volts;  voriations 
such  as  50  cycle;  230  volts,  0-99999.0  hours;  3" 
rectangulor  cose,  ond  readings  in  minutes  — 
available  on  special  order. 

SEALED  ELAPSED  TIME  METERS 

60  or  50  cycle.  Model 
31-EHXX,  some  os  31-EX 
above  but  fully  seated,  Jet 

with  glass-to-metol  con- 
solder  termi- 
nols,  ond  3*A"  detoch- 
oble  Range  to  match  XX 
frequency  metei 
cose.  1(X)0  volt  breok 

down-Model  21-EHXX,  2Vi"  scaled  60  cycle 
meter  has  lull  size  counter  400  cycle.  Model 
33-EHXX,  110-125  volts,  has  some  scaled  con¬ 
struction,  but  iVt"  barrel  dio.,  4"  deep  behind 
ponel. 


One  combination  meter 

saves  panel  spoce  ond 

'toes  the  work  of  two.  VHj 

/Aodel  31-FE  (illustroted)  ^ 

hos  3%"  ttonge,  metal 

cose  deep;  5 

reeds,  58-62  cycles.  On 

special  order  7,  9,  or  1 1 

reeds,  or  50  cycles,  or 

3Vz"  cose  (known  os  31-FEX-l)  can  be  supplied. 


DISTRIBUTOR  SERVICE 


Standard  J-B-T  items  ore  ovailoble  through 
authorized  electronics  ports  distributors. 


Shorting  and  Non-Short¬ 
ing ...  1 4  or  20  Positions 
...  1  lo  6  Decks  (more 
on  speciol  order) ...  All 
moving  contacts  en¬ 
closed  —  eliminotes  dirt 
and  corrosion  . . .  sturdy 
construction  with  3-post 
deck  suspension,  dou¬ 
ble-grip  collector  arms, 
and  rectangular  drive  MOlOlO 

shoft  through  decks  for  precision  indexing  . . , 
test  results  available  covering  certain  pro¬ 
cedures  of  Mll-E-5372  A  . . .  interchangeoble, 
electrically  and  mechanically  with  J-B-T  Series 
SS-14  end  20  position  laminated  Switches. 
Corrying  capacity  (not  make-and-break)i  1  amp.; 
maximum  momentory,  normal  5  amp.;  maximum 
voltage  between  contacts  and  ground,  1000 
volts  R.M.S.;  between  decks  and  ground,  2000 
volts  R.M.S.  Average  contact  resistance  0.007 
ohms  or  less.  Alto  available  in  6-pole  per  deck 
double  throw  construction.  Non-shorting  (break 
before  make)  and  shorting  (moke  before  break). 
Bonded  construction  it  available  on  special 
order  as  MS-I4B  and  MS-20B  Types.  Provides 
permonent  moisture-proof  bond  between  decks, 
and  strong  mechonicol  support  tor  contocts. 
For  dependable  per- 
formonce  in  quality  test  ' 

equipment,  instruments, 
inspection  setups  ond 
avionics  —  two  compact  TKft 
types.  14  pot.  (2*  dio.) 
or  20  pos.  (2’%i”  dio.)  ^ 
one  to  six  decks.  Model 
SS-)4-2  shown.  . . 


LEVER  ACTION  SWITCHES 


Model  MS-20-115A-1 
(illustrated)  provides  5  V  : 

live  positions,  2  circuits 
per  deck  in  molded 
body.  Mounting  to  Print 
SK-64.  Single  deck  types 
use  tome  top  quolily 
ports  os  lominoted  SS-14 
switches.  For  gonged 
lever  series,  SSG  types, 
in  3,  4,  or  5  positions,  2-10  decks.  See  Print 
SK-74.  ASK  FOR  CATALOG  558 


J-B-T  INSTRUMENTS,  INC.  JbT  NEW  HAVEN  8,  CONN. 
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AN  INSIDE  VIEW.  DURING  CONSTRUCTION.  OF  A  VERTICAL  TEST  CELL 
USED  BY  THE  MARTIN  COMPANY.  DENVER  DIVISION.  FOR  MISSILE  TESTING. 


Shielding.  Inc.  has  just  completed  the  engineering  of  what  is  believed  to  be 
some  of  the  largest  RF  enclosures  ever  built.  These  giant,  many  stories  high 
shielding  rooms  incorporate  vertical  test  cells  for  testing  some  of  America’s 
most  strategic  missiles  in  an  area  free  of  RF  interference.  Shielding,  as  a 
major  contractor  and  erection  supervisor  for  this  project,  worked  in  close 
conjunction  with  some  of  the  leading  industrial  construction  firms. 

Shielding,  Inc.  was  awarded  this  contract  because  Shielding's  engineers  have 
specialized  in  the  design  and  construction  of  RF  shielding  enclosures  for  the 
electronic  and  avionic  industries  for  over  a  decade  ...  and  has  the  experi¬ 
ence  and  know-how  to  fill  any  RF  shielding  requirement  from  the  smallest  to 
the  largest.  A  typical  Shielding  enclosure  is  shown  at  left  which  offers  the 
highest  shielding  effectiveness  and  incorporates  the  latest  in  m'echanical  and 
electrical  design  features. 

If  you  are  faced  with  RF  interference  problems.  Shielding  can  solve  them. 
Write  for  Brochure  #581  which  outlines  Shielding's  capabilities. 


SHIELDING 


,  INC 


61  N.  READE  AVE.*  RIVERTON.  N.  J. 


CMICAOO  —  m.  tOWAMQ  STIMM 
rOWT  WOATM  —  MtrCMKLL  •^«AA«  COS^AMV 


DINVIR  —  WILLIAMS  S  ASSOCIATtS 
SIATTLI*S.  M.  SILLtTT  COMSANT 


LOS  AN08LBS  CASL  A.  STONC  ASSOCIATCS.  INC. 

>  CANADA  —  STANK  CLKCTNONtCS  SAL8S  LTD.  AJA8,  ONTANO 
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^  Thermal  Time  Delay  Relays 

Stainless  steel  mechanism  welded  into  a  single  integral  structure  for 
unequalled  resistance  to  vibration  and  shock.  Heater  built  inside 
expanding  member  for  maximum  efficiency  and  protection.  Rolling 
contact  action  for  positive  operation. 


NEW  INDUSTRIAL  RELAYS 

Low  cost  timing  relay  for  Industrial 
Controls,  Heating  Equipment,  Commu¬ 
nications,  Air  Conditioning,  Electronics. 
Available  from  stock  in  standard  heater 
voltages  and  time  delays. 


HERMETICALLY  SEALED  TYPE— Ad¬ 
justable  time  delay  •  Miniature  and  octal 
sizes — metal  shells  •  Time  Delays — 1/10 
sec.  to  5  min.  •  Heater  voltages  up  to  230 
•  Fully  temperature  compensated  •  For 
industrial  and  military  applications  •  Con¬ 
tact  ratings  up  to  6  amp.  4 


TYPICAL  Delaying  plate  voltage  application  •  Producing  hold-over  interval  after 
USES  interruption  of  power  •  Delaying  automatic  shut-down  until  a  fault  has 
continued  for  a  specified  period. 


Notably  Efficient  •  Widely  Used 


G-Y 


Precision 

Thermai  Devices 


A  quality  line  skillfully  designed  and  thoroughly  field-tested. 


G*V  Tharmal  Relays  Have  Proved 
Performance  Advantages  — 

So  reliable  that  the  country's  principal  pro¬ 
ducers  of  electronic  equipment  have  adopted 
them  as  production  components! 


•  So  reliable  that  they  have  been  used  on  hun¬ 
dreds  of  government  contracts! 

•  So  reliable  that  they  have  been  in  successful 
field  use  for  over  three  years! 


And  G*V  offers  you  helpful  engineering  cooperation  and  the  most  complete  technical  data  service. 


^  Electrical  Thermostats 

Features:  Hermetically  sealed  •  Adjustable  or  fixed 
temperature  •  Rapid  in  response  —  metal  shell  is 
the  sensing  element  •  Wide  variety  of  sizes  and 
mounting  forms  •  Exposure  to  -70”  C.  does  not 
change  setting  •  High  shock  and  vibration  resistance 
•  Current  rating — 1  amp.  to  10  amp.  •  Stable 
setting  and  precise  control. 


Voltage  Sensing  and  Current  Sensing  Reiays-Thermal  Type 


Features:  Responds  to  changes  in  current  or  voltage  •  Currents  .015  to  5  amp 

•  Voltages  2  to  230  volts  •  Time  constants  —  1  sec.  to  200  sec.  •  Adjustable 
operating  point  •  Minimum  differential  •  Independent  of  ambient  temperature 

•  Independent  of  frequency  •  Hermetically  sealed  in  metal  shell  •  Miniature 
size  •  Small,  light,  and  noiseless. 

Typical  Uses:  Over-  or  under-voltage  alarm  or  cut-off  •  Overload  protection 

•  Voltage  or  current  regulation. 


Write  for  bulletin  and  help  with  your  particular  problems. 

G-V  CONTROLS  INC. 

Iz  Hollywood  Plaza,  East  Orange,  New  Jersey 


Greatly  expanded  produc¬ 
tion  facilities  assure  prompt 
deliveries. 
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COMPACT  YARDNEY  BATTERIES 


milliwatts  to  megawatts 


YARDNEY 

SILVERCEL® 

primary  and  rechargeable  batteries 

•  MAXIMUM  POWER,  MINIMUM  WEIGHT  AND  SIZE¬ 
'S  the  weight,  *^5  the  size — 6  times  more  jiower 
than  ordinary  batteries  of  equal  size  and  weight. 

•  LEVEL  VOLTACJE— no  fall-off  even  at  high  current 
drains. 

•  EXTREMELY  HIGH  RATE  I)LSCHAR(;ES  — U|>  tO  | 

30  times  the  rated  am|)ere-hour  capacity.  5 

•  MECHANICAL  STRENGTH  — withstands  severe  % 

shock,  vibration  and  acceleration.  M 

•  WIDE  RANGE  OF  TEMPERATURES— efficient  from 

-L  165  K  down  to  — 65°F. 


YARDNEY 


AHtomatiraHy 
AttivaUd 
tYimary  Battery 


Ikrrha  rffrahte 
Htitfrry 


SILCAD 


•  HIGH  POWER,  1.0W  WEIGHT,  .SMALL  SI/E  — the 
weight,  the  size — 2H  times  more  power 
than  ordinary  hatterira  of  e<)ual  size  and  weight 

•  1.0NG  LIFE — to  date,  in  excess  of  3  years. 

•  STRENGTH  to  withstand  Btwere  shock, 
vibration,  acceleration,  overcharging 
and  me<'hanical  abuse. 

•  I.P.VEL  VOLTAGE — assures  steady 
ofieration  of  electrical  devices. 

•  EFFiriRNCY  OVER  WIPE  RANGE  OF 

TEMPERATURFJI  — from  +16.')®F  ^  J 

down  to  6.5°K.  -  ! 


YARDNEY 

ARCTIC* 

•  FIRST  BATTERY  TO  WORK  AT  -  lOO’F — thIS 
primary  operates  efficiently,  from  -i-200’F  all 
the  way  down  to  lOO’F. 

•  HIGH  TERMINAL  VOLTAGE  — 2.55V'  at  room 

temperature,  2.30V  at —100' F.  ^ 


•  HIGH  ENERGY  OUTPUT  — Up  tO  18 
watt-hours  per  pound. 

•  INFINITE  SHELF  LIFE— inert  electro¬ 
lyte.  No  deterioration  within  the 
cell.  Hermetically  sealed. 


YARDNEY  AUTOMATIC  BATTERY  CHARGERS 


•  ^AUTOMATIC  CUT-OFF  at  end  of  charge. 

•  INTERNAL  CALIBRATION  of  CUt-off  Voltage  met^T. 

•  COMPLETE  VOLTAGE  AND  CURRENT  CONTROL — 
easy  regulation  with  simple  current  selector. 


•  EFFICIENT  — each  cell  receives  its  full  charge 
capacity. 

•  VER.SATILE  —  is  uscable  with  wide  range  of 
cells  and  batteries. 


Writt  for  compleU  fecftnieal  data  today 


YARDNEY  ELECTRIC  CORP. 

"Pioneern  in  CnmfHict  I’ou-er”* 

40-50  LEONARD  STREET.  NEW  YORK  13.  NEW  YORK 

Asixtriafe  Lahoratoriefi  thnniiihout  the  world. 


Y  Pateati  granted  and 

^  \  pending  thronghout 

j  I  the  world. 

f  Copyright  lltStt 

y  Yardney  Electric  Cdrp, 


YARDNtY  SATTIRItS  *R[  USID  IN  It  U  S  MISSUIS  .  INCLUDINC  MRIOR  INTtRCONTINf  NTAL  AND  INK  R  M  E  Dl  ATE  R  ANC(  MISSILES 
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AMP£RITl 

PREFERRED 

by  design  engineers  —  because  they’re 
MOST  COMPACT  •  SIMPLEST  •  MOST  ECONOMICAL 
HERMETICALLY  SEALED 


4MPfRlTE 

delay 
relay 


Also — Amperite  Differential  Re¬ 
lays:  Used  for  automatic  overload,  un 
der-voltage  or  under-current  protection 
PROBLEM?  Send  for  Bulletin  No.  TR  8I 


Thermostatic 
DELAY  RELAYS 

2  fo  ISO  Seconds 

‘'^Jkluated  by  a  heater,  they  operate  on 
AX ,  D  C.,  or  Pulsoting  Current. 

Hermetically  sealed.  Not  affected  by 
oltitude,  moisture,  or  climote  chonges. 

SPST  only— normolly  open  or  closed. 

Compensated  for  ambient  temperature 
changes  from  — 55  to  -t  70  C  Heat 
ers  consume  approximately  2  W  end 
may  be  operated  continuously.  The  units 
are  rugged,  explosion-proof,  long- 
lived,  ond — inexpensive! 

TYPE5:  Standard  Radio  Octal,  ond  9 
Pin  Minioture  list  Price,  $4.00. 

Stondard  Delays 


BALLAST  REGULATORS 

Amperite  Regulators  are  designed  to  keep  the 
current  in  a  circuit  automatically  regulated 
at  a  definite  value  (for  example,  0.5  amp.) 

.  For  currents  of  60  mo.  to  5  amps.  Operate 
on  A  C.,  D  C.,  or  Pulsating  Current^ 


t|  .  -.1  r  .<v  '  WITH  AMPiaiTf 

<  »»“!.!>?  A  MAH  ;ER  !  V'>LTA  .r  VAPItj 
—I  VARIES  Arm'.  X  ,  HIT 

50%  i  2% 


Hermetically  sealed,  they  are  not  effected  by  chonges  in  oltitude, 
ambient  temperature  ( — 55  to  -f-90'  C.),  or  humidity  . . .  Rugged, 
light,  compart,  most  inexpensive  ......  List  Price,  $3.00. 

Write  for  4-page  Technical  Bulletin  No.  AB-51 

^ MPERITE  CO.  Inc.,  561  Broadway,  New  York  12,  N.  Y. 

TelepFione:  CAnal  6-1446 

In  Canada:  Atlas  Radio  Corp.,  Ltd.,  SO  Wingold  Ave.,  Toronto  10 


Solving  your  clamping 
problems  is  our 
specialty ! 

AUGAT  offers  a  complete  line  of  tran¬ 
sistor  and  component  clips,  tube  clamps 
and  potentiometer  clamp  rinns  for  use 
in  the  electronic  industry. 

In  addition,  prompt  attention  is  given 
to  your  inquiries  on  clamp  requirements 
made  to  your  specifications. 

For  quick,  efficient  service,  call  our 
representative  in  your  area  or  write 
for  catalog. 


AUTOMATIC  GCNfRAL 
ElECTAONIC  SALES,  INC. 
IS50  B  Traast  Avanaa 
Kansas  City  10,  Ma. 
Kansas.  Iowa,  Eastern 
Nebraska,  Missouri 
BALL  ASSOCIATES 
3B  South  Main  St. 
Canandaigaa,  New  Yarh 
New  York  State 
FLOYD  FAUSETT  t  SON 
7T7  Pinaharst  Tar.  S.W. 
Atlanta,  Gaargia 
Alabama.  Florida, 

Georgia,  Mississippi, 

N.  and  S.  Carolina, 
Tennessee 

SAMUEL  A.  JEFFRIES 
10S  Farrast  Ava. 

Narbarth,  fa. 

RICHARD  CRUBB 
tSOT  Pickatt  Road 
Latharvilla,  Maryland 
Pennsylvania,  Southern 
New  Jersey,  Delaware, 
Maryland,  Virginia, 

West  Virginia, 

District  of  Columbia 
RICHARD  F.  KIMBALL 
3017  Wastmlnstar 
Dallas  2S,  Texas 
Oklahoma,  Texas 
MARSH  A6ENCIES 
3B01  1st  Avtnue 
SaattIa,  Washington 
Washington,  Oregon, 

North  Idaho 

MOSS  SALES  COMPANY 
P.  0.  Bax  42S 
Craalay,  Colorado 

Colorado,  Utah,  Wyoming, 
New  Mexico,  W.  Nebraska, 
Montana,  Southern  Idaho 


ALLEN  NACE  COMPANY 
7601  Parkview  Road 
Bracksvilla,  Ohio 

FRED  LINK 

Bax  *3,  Rivardaia  Sta. 
Dayton  S,  Ohio 

Ohio 

NORTHPORT  EN«.  INC. 
172B  Selby  Avtnua 
St.  Paul,  Minnesota 
Minnesota, North  and 
South  Dakota 

STANLEY  B.  PIERCE 
SB3  Napahidt  Street 
Narwaad,  Mats. 

New  England  States 

DAVID  ROSS  COMPANY 
534  El  Camina  Real 
San  Carlas,  California 
N.  California,  Nevada 

DAVID  SONKIN  ASSO. 
Lucas  Building 
10  Fitke  Place 
Ml.  Vernon,  New  York 
Metropolitan  New  York, 
Long  Island,  Northern 
New  Jersey 

TANT  ENTERPRISES 
162S4  Meyers  Read 
Detroit,  Michigan 

T4NT  ENTERPRISES 
461  North  York  St. 
Elmhurst,  Illinois 
Illinois,  Michigan, 
Wisconsin,  Indiana 

PAUL  F.  WILEY 
1632  Silvarlaka  Blvd. 
Let  Angeles  26,  Cal. 

Southern  California, 
Ariiona 


AUGAT  BROS.  INC 


33  PERRY  AVE. 


ATTLEBORO,  IHAtS. 
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superior  engineering  know-how  . . . 
combine  to  build  in  B-Menco 
Our-Mico  Capacitors  the  highest 
reliability  ...  to  give  long,  ever-reody, 
powerful  service  in  electronic  equipment 
—  from  Kghtning-fost  giant  brains  to 
tbiy  transistor  receivers. 


*  iiiijie  ieitires  ii 

EiniencD^*'^'^ 


m  Specially-selected,  highest-grode 
India  Ruby  mica  films  . .  ,  pre-tested  to 
hove  highest  insulation  resistonce  . . . 
greatest  dielectric  strength  . .  .  lowest 
dissipation  factor.  Specially  developed 
dipped  coating  retains  the  superior 
properties  of  India  Ruby  mica. 

Debugging  —  the  removal  of  early 
allures  by  subjecting  mica  capacitors  to 
short  life  tesft  at  elevated  voltages  and 
temperatures  . . .  THE  SCORE  . .  . 

DM30,  10,000  MMF.  “Debugged  " 
El-Menco  Dur-Mica  Capacitors  . .  . 
subjected  to  257,000  hours  of  life  at 
S5'^C  with  1 00%  of  the  rated  DC 
voltage  applied  . . .  turned  in  a  record 
computed  reHobility  performonce  — 
APPROX.  0.4%  CUMULATIVE  FAILURES 
OR  ONLY  I  FAILURE  PER  43  MILLION 
UNIT-HOURS. 


TWO  WAYS ...  I 

•  Hl^Hctt-Grodp  INDIA  I 
RUtY  Mka  FifaM  .  .  .  • 

•  TOTAL  DitUCGING  .  .  | 

Gtiaronto*  Swper  i 
0«f»MfidabWfy*  i 


have  proved  their  tremendous  power 
ond  ability  under  accelerated  conditions 
of  1  times  roted  voltage  at  ambi^t 
temperatures  of  f25°C  ond  150°C, 
whwnng  out  over  aN  others  in  longest 
Kfe,  most  powerful  performonce, 
smallest  size,  greatest  stability. 

DM15,  DM14,  DM19,  DM30, 

DM30,  DM40,  DM42,  DM43  . . . 
perfect  for  extreme  miniaturization; 
ideal  for  new  miniatured  designs  and 
printed  wiring  circuits.  New  “hairpin" 
paraHel  leads  msure  easy  applications 
In  radio,  television,  guided  missiles. 
El-Menco  Dur-Micos  meet  oil  humidity, 
temperature  and  electronic 
requirements,  including  military  speev 


Avoid  Costly  Ireokdowns 
with 

Two-Woy  Built 
In  Rugged  Reliability. 


DM15 


0M42 


ACTUAL 

SIZE 


Write  for 

FREE  tampi*  ond  catalog 
on  your  firm's  latfarhaad. 


THE  ELECTRO  MOTIVE  MFC.  CO.,  INC 


ManufsKturert  of  EI.Menco  Capacitors 

LIMANTIC  CONNECTICUT 


a  molded  mica  e  mica  trimmer  a  dipped  paper 

sor  a  ceramic  feed-thrus  a  silvered  mica  Aims  e  ceramic  discs 
Arco  Electronics,  Inc.,  44  While  St.,  New  York  13,  N.  Y. 

Exclusive  Supplier  To  Jobbers  and  Distributors  in  the  U.S.  and  Conodo 


When  ordering  or  seeking  infermotien 
pieose  mention  Electronics  Buyers'  Guide. 
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BREW  DELAY  LINESj  when... 

.  . .  designed  to  your  you  buy 


BREW'S  experienced  personnel 


can  solve  your  Delay  Line  Problems. 

•  Competent  Engineers 

•  Latest  Testing  Equipment 

•  Modern  Assembly  Line 

•  Special  Prototype  Equipment 

•  Quality  Control  on  Short  or  Long  Runs 


Founded  in  1946  for  design,  develop¬ 
ment  and  manufacture  of  delay  lines. 

Brew  offers  you  the  “one  source”  for  Distributed 
Constant,  Lumped  Constant,  and  Ultrasonic  Delay 
Lines.  You  and  your  product  will  benefit  from  Brew’s 
modern  and  complete  production  facilities,  pioneer  ex¬ 
perience,  and  complete  cooperation  from  our  personnel. 


Richard  D.  Brew  and  Company,  Inc. 

C  ~  Concord,  New  Hampshire 

design  •  development  •  manufacture 


REQUEST 

ADDITIONAL 

PRODUCT 

INFORMATION 

be  sure  to 
mention  the  . . . 

electronics 

BUYERS’ 

GUIDE 

THIS  WILL 
ASSURE  YOU 
OF  PROMPT 
AHENTION 

A  McGraw-Hill  Publication 
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■jit 


'  K  * 


m  YOUR  OSCILLOSCOPE  HEEDS 


vit-' 


?r-^>T-5vvW  -Jc-^r 


OSCILLOSCOPES 

AMPLIFIERS:  From  millivolts/ineh. 

From  IXJ  to 
milli-microseconds. 

SWEEPS:  Trigger  or  repetitive. 

From  Its  to  seconds. 

WEIGHTS:  From  S  pounds  up. 

SIZE:  From  1  Is  eubie  foot. 

CONSTRUCTION:  Rugged  through 
MIL  itary. 

PRICE:  From  $80. 

CATHODE  RAY  TUBES 

SCREENS:  Rectangular  from  3  x  I  1/2  inches. 
Round  from  3  inches. 

LENGTH:  From  7  inches  short. 

PHOSPHORS:  Pi,  P2,  P7,  PJU 


mite  for  Engineering  Data 


MANUfACTUnCK  OF 

PANHSCOPE*  PANELPACK*  POCKETSCOPE* 
PUISESCOPE*  PAKSCOPE*  SYSTEMAT* 

.  .  .  And  Other  Associated  equipment 
*Registered  Tradtmarkt 


WATERMAN  PRODUCTS  CO.,  INC. 

244S  Emerald  Street  CABLE  ADDRESS— Poketscop* 
PHILADELPHIA  25,  PA.  GArOeld  6-8600 
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'I 


/''Versify 


HESE  ARE  JUST  A  FEW  OF  UNIVERSITY’S  MANY 


REFLEX  TRUMPETS 


WIDE-ANGLE  HORNS 


RADIAL  PROJECTORS 


SUPER  POWER  SPEAKERS 
TO  THOUSANDS  OF  WATTS 


OUTDOOR  MUSICASTINQ 


WIDE-RANGE  SPEAKERS 


THEATRE,  INSTITUTIONAL  AND  HIQH  FIDELITY 


HIGH  EFFICIENCY  DRIVER  UNITS  MODULE  THEATRE  SYSTEMS  SUBMERGENCE-PROOF  SPEAKERS 


SPEAKERS  AND  COMPONENTS  TO  MEET  EVERY  NEED 


ACCESSORIES  AND 
WEATHERPROOF  TRANSFORMERS 


EXPLOSION  PROOF  SPEAKERS 


PAGING.  TALK  BACK  SPEAKERS 


IN  SOUND  REINFORCEMENT  AND  PUDLIC  ADDRESS 


JUST  fUtLISHlDI  Tht  ■//-»•«  UniitnUf 
TiCHNILOC.  64'pog*  %ound 
planning  and  r»i»i»nc»  manual.  Cor»ft: 
how  to  t*lt<t  propor  drirari,  dirtction- 
al  vs.  wida-angla  Irumpttt,  high  fidtlHy 
in  F.A.,  r»¥»rb»tatton.  ottrload  proltc- 
tion,  and  much  mor».  Includai  specs, 
chartt.  diagramt.  laftti  product  infor¬ 
mation  and  eiclvslvt  Sound  Sfitom  Da- 
tign  Chart,  tfl»ctiv»  guidt  for  planning 
gfficitnt  initallationt,  Frict:  ff-OO 


People  have  come  to  expect  the  highest  standard  of  quality  in  a  product  bearing  the 
University  label. 

This  kind  of  public  acceptance  is  something  University  has  consistently  worked  to 
achieve.  First— by  making  available  a  complete  variety  of  the  finest  commercial, 
industrial  and  high  fidelity  speakers  and  components.  Second— by  building  the  kind 
of  quality  into  them  that  assures  years  of  efficient,  trouble-free  service  and  greatest 
economy  of  operation. 

That's  why  "University  sells  on  sound." 

For  latest  Product  Catalog  containing  full  technical  data,  write  Desk  W-18. 
University  Loudspeakers,  Inc.,  80  So.  Kensico  Ave.,  White  Plains,  N.  Y. 


i 
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TIC  provides  a  complete  selection  of  trimmer  potentiometers 
for  precise,  stable  adjustments  under  all  forms  of  adverse 
environmental  conditions.  The  variety  of  sizes  and  shapes 
available,  in  addition  to  the  wide  range  of  power  and  temper* 
ature  capabilities  with  the  specific  application. 

Among  the  trimmers  available  is  the  original  metal-film 
potentiometer,  the  TIC  RFT  Metifilm.  Use  of  metallic  film  as 
the  resistance  element  provides  infinite  resolution  for  ultra* 


itFS/smm 


Tine  trimming.  Extremely  compact  and  stable  with  an  over  all 
size  that  permits  stacking  7  to  the  square  inch.  A  25*turn  lead 
screw  provides  extreme  accuracy  of  adjustment. 

Latest  addition  to  the  TIC  Trimmer  Line  is  the  low-cost,  wire- 
wound  RWT.  This  unit  incorporates  the  same  compact  design 
as  the  RFT.  Its  wire-wound  resistance  element  design  provides 
low  cost.  _ 


o 


GUIDE  TO  THE  WORLD’S  FINEST 


EClSION 


T*Ii 


PRECISION  SINGLE-TURN  POTENTIOMETERS 


PRECISION  TRIMMER  POTENTIOMETERS 


Patented  resistance  element  design  offers  greater  flexibility  in  linear  and  nonlinear 
function  design.  Precision -bored,  phosphor-bronze  sleeve  bearingsor  low-friction  stainless- 
steel  ball-bearing  construction  .  centerless  ground  stainless-steel  shaft . . .  servo  or 
tapped-hole  mounting ...  and  complete  environmental  protection. 


TIC  offers  a  complete  selection  of  all  types  of  single-turn  potentiometers  with  a  wide 
range  of  sizes  from  ’4"  to  3"  diameters . . .  accuracies ...  and  linearities.  All  units  are 
designed  for  unique,  one-piece  clamp  rings  to  join  adjacent  cups  securely,  yet  allow  each 
cup  to  be  precisely  phased.  Up  to  15  cups  can  be  ganged  on  a  single  shaft. 


CONSERV. 
ROW.  RAT. 
STAND  WIND.  WATTS  AT 
ANGLE  35  C 


STAND.  IND 
LIN 


SPEC.  IND 
LIN.  ■ 


DESCRIPTION 


100  to  lOOK 
IOOfo  200«  ± 


100  to  son  ±10% 

lOOtolOOR  ±0  5% 

1 00  to  200K  ±  0. 2%  above  I K 


±0.3%  above  2X 


Servo 

Servo  or  Tapped  Hole 


TRIM'AERS 

RV'/i 


300  Nominal 
320  Nominal 


H  « 

H"»1  5,  16" 
approa. 


Shaft  Angle 
9000  Nominal 


Eyelet  Mount 


Eyelet  Mount 


5  16"«V4"  50I0  15K 

»  I'/a" 


Thrd.  Bushing:  f\V4 
add'l  prec.  pilot:  SPV 


lOOtoSOK 


100  to  lOOK 


I00to2004( 


Low  Cost  Molded 
Bakelite 


Low  Cost  Molded 
Bakelite 


Low  Cost  Molded 
BaXelite 


S69A  Mam  St.,  Acton,  Mass.,  COIonial  3-7711  7229  Atoll  Ave.,  North  Hollywood,  Calif.  POplar  5-8620  STan ley  7-0286 


PRECISION  LOW-COST  P-SERIES  POTENTIOMETERS 


Low  cost  P-series  precision  potentiometers  are  designed  to 
meet  the  growing  demand  for  economical  precision  potenti¬ 
ometers  in  commercial  instrumentation.  Preci»on  features 
developed  lor  stringent  military  applications  have  been 
retain^  in  the  low  cost  P-series  In  addition,  the  moulded 
bakelite  housing  minimizes  distributed  capacitance  providing 
wide  frequency  response  and  stability  in  extremes  of  humidity. 


Low  temperature  coefficient  of  resist¬ 
ance  wire  produces  stability  in  extremes 
of  temperature.  Up  to  6  cups  can  be 
ganged  on  a  single  shaft.  Specially  de¬ 
signed  clamp  rings  permit  independent 
phasing  of  each  cup. 


DESCRIPTION 


Miniature  10-Turn 
High  Precision 


MIOT-19 


IWd. 


I00<»/"  to 
25000O./-' 


l'/4"*  l'/4" 

x(3H",  6W’. 
9W.  14T*'') 


1K-25K 

1K-50K 


0.5% 

0.5% 


MFR-I 


Servo  Std.  other  spec. 
Servo  Std.  other  spec. 


Servo  Threaded  Bush. 
Tapped  Hole 


Servo  Std.  Thrd.  Bushing 
Tapped  Hole  Available 


MFR-2 


±0.5% 

±0.5%  of  tot  R 
above  5K 


0.3% 

±0.25% 

0.25% 

0.20% 


W  d. 
V»"  d. 


50-20K 

100-150K 


PVR-05 


Modular  Design  Pre¬ 
cision  Pot. 


PVR-09 
PVR-1 1 


M/16"  d. 


)00-150K 


0.5% 


Servo  Std.  Thrd.  Bushing 
Tapped  Hole  Available 


100-200K 

100-200K 


Servo  Std.  Thrd.  Bushing 
Tapped  Hole  Available 


1-7/16"  d. 


PVR-15 


320’±2’ 

360* 

±180* 


Servo  Std.  Thrd.  Bushing 
Tapped  Hole  Available 


(IND.  CONFORM.) 


±0.5%  peak  to 
peak 


Tapped  Hole  or 
Servo  SI 56 


±0.25%  of  total  V 


Servo  or 

Tapped  Hole  SI2I 


RVP-3-S200 


320’ 


Servo  or 

Tapped  Hole  S204 


I5K 


50  db  logarithmic 
(Exponential) 


RVP-3-S208 


Servo  or 

Tapped  Hole  S336 
Servo  or 

Tapped  Hole  S4I2 


9JIC 


±2%  peak  to  peak 


Sine  Function 


20  db  logarithmic 
(Exponential) 


IK  to  250K 


SINE-COSINE  AND  OTHER  PRECISION  POTENTIOMETERS 


ROTARY  METLFILM  POTS 


PRECISION  MULTI-TURN  POTENTIOMETERS 


TIC  manufactures  a  complete  line  of  precision  multi -turn 
potentiometers  of  the  highest  quality  for  precision  computer, 
servomechanisms  and  electromechanical  instrumentation 
service.  The  MIOT  provides  wide  temperature  and  resistance 
ranges . . .  extreme  electrical  accuracy  and  stability.  Extremely 
precise  tolerances  in  shaft  diameter,  concentricity,  and  per¬ 
pendicularity  assures  complete  transfer  of  MIOT  accuracy  to 
external  systems.  One-piece  unit  of  all  functional  parts  . . . 


stainless-steel  cover  ...  and  bonding  of  cover  to  one-piece 
base  provides  complete  environmental  protection. 

The  10-turn  MIOT -09  precision  potentiometer  combines 
miniaturization  with  performance.  Wide  temperature  range 
(-55°C  to  -flTO’C)  and  wide  resistance  range  (IK  to 
50K  ohms)  of  the  MlOT-09  provide  versatility. 


PRECISION  TRANSLATORY  POTENTIOMETERS 

TIC  Precision  Transtatory  Series  differs  from  other  potentiometers  in  that  resistance  variation  is  attained  by 
means  of  linear  (translatory)  motion  rather  than  the  conventional  shaft  rotational  method.  Unique  design 
^  permits  up  to  three  completely  isolated  resistance  elements  with  separate  brush  arms  and  take-offs  in  a 


Type  PVR  —  New  modular  design  pots  for  high  temperature  and  ac¬ 
curacy.  A  complete  line  ranging  from  !4"  diameter  to  3"  diameter  linear 
and  non-linear  pots  with  a  new  concept  of  flexibility.  Modular  design 
permits  a  choice  of  mountings,  ganging  without  clamp  rings,  variable 
number  of  taps,  selection  of  terminal  types  and  a  delivery  schedule  to 
meet  any  demands. 


The  RVP3-S59  Precision  Sine-Cosine  Potentiometer  represents 
another  first  for  Technology  Instrument  Corporation.  Patented 
double-contoured  resistance  element  card  makes  possible  the 
extreme  accuracy  of  the  RVP3-S59  and  other  standard  non¬ 
linear  potentiometers.  Double -contoured  card  (resistance 
element  card  is  contoured  symmetrically  on  both  edges)  also 
permits  greater  flexibility  in  the  design  of  nonlinear  functions. 
TIC’s  precision  sine-cosine  variable  resistor  RVP3-S59  is 


especially  designed  for  precision  resolution  of  voltages  into 
sine  and  cosine  components.  High  resolution  adds  to  the  high 
contormity  of  the  output  to  a  sine  function  to  achieve  the 
extreme  accuracy  of  the  RVP3-S59.  Because  of  the  fact  that  the 
RVP3-S59  is  a  resistive  device  no  compensation  is  required 
for  reactive  elements  or  frequency  characteristics.  May  also 
be  used  on  both  AC  and  DC  systems . . .  over  wide  frequency 
ranges. 


Type  MFR  —  Hermetically  sealed  Rotary  Metifilm  Precision  Potentiometer  features 
super  tested  reliability,  infinite  resolution,  high  accuracy,  operation  at  temperatures 
up  to  145’’C,  low  torque,  and  long  life  exceeding  1,(XX),()00  cycles.  A  wholly  new  con¬ 
cept  in  potentiometer  construction  withstanding  extremes  of  environmental  conditions. 


MODULAR  DESIGN  POTS 


single  housing.  The  RVT  translatory  can  be  provided  with  both  linear  and  nonlinear  resistance  functions. 


Single  Sided  Square- 
Law 


350’ 


Latest 


Additions 


HIGH 

TEMPERATURE 

MOISTURE- 

PROOF 

TRIMMERS 


Type  RTW  wirewound)  Res  Range  100- 
100,000  ohms. 

Type  RTF  (film)  Res  Range  100-25,000 
ohms 

Miniature,  compact,  and  virtually  hermetic 
sealed  to  meet  Mil  std  202  Prw  106 
Humidity  Test  with  rated  power  applied. 
High  temperature  molded  plastic  housing. 
Temperature  range  to  22S°C  Power  rating 
.83  watts  80  C.,  .1  watt  m  200'  C.  Choice 
of  mountings  —  Printed  circuit  lugs  or  wires 
or  tinned  leads  25  turn  lead -screw  ad- 
lustment.  Unique  stop  overide  safety 
mechanism. 


iNORAVfD  IS  ACID-PROOF 

Acid  etching  inks,  used  for  permanent  ^ 

stamping  on  metal  and  all  non-porous  mJ 

surfaces  will  eat  away  at  ordinary  rubber.  Wf 
Deep-Kut  resists  this  action — gives  jf  j 

longer  life  by  far!  ^ /i 

ENGRAViD  Omp  Ifur  STAMPING  ” 

GIVES  RAZOR-SHARP  \  ^  ^S^***"^ 

IMPRESSIONS  EVERY  TIME  ) 

Opaque  inks  will  dog  shallow 
rubber  stamp  faces  rapidly.  Our  \  ^  / 

deep-molded  engraved  Deep-Kut  \  / 

stamp  faces  have  more  than  three 
times  the  depth  of  ordinary  rubber  stamps. 

Markings  always  remain  super  sharp 
...  an  important  advantage  since  this 
mark  is  a  permanent  record  of  your 
inspector's  approval. 

ENGRAVED  Dmp  ITv#  HAS  CUSHION¬ 
LIKE  RESILIENCE 

Our  Deep-Kut  molding  process  includes 
o  timed  curing  that  imparts  to  Deep-Kut 
all  the  elasticity  of  ordinory 
rubber.  Resilient  Deep-Kut  resists 
abrasive  action,  conforms  to  irregular 

surfaces  . . .  and  lasts  much  longer!  1 J 

Engraved  Deep-Kut  stamp  faces  are  i  I 

adaptable  to  any  marking  device-  |  M 
They  can  be  used  to  stamp  on 
every  surface,  metal,  wood,  THE  krenGEi 
fabric,  paper,  plastic,  etc.  INSPECTION  POCKET  stamp 


SUBMINIATURE 
PRINTED  CIRCUIT 
TRIMMERS 


Soma  of  Ina  mony 
industrias  now  using 
ENGRAVED  Oaap  Kuf  STAMPS 


AVIATION 

ElECTRICAl 

ELECTRONICS 

PLASTICS 

TEXTILES 

PACKAGING 


Type  TPC  slim  &  trim  for  limited  space 
assembly  A  wirewound  resistarKe  with  a 
37  turn  lead -screw  adjustment  Resistance 
range  100-30,000  ohms.  High  temperature 
molded  plastic  housing  virtually  hermelic 
sealed  for  moisture-proof  operation  Tem¬ 
perature  range  to  225  C  Power  rating  .1 
watt  In  70°C  derated  to0it225°C  Pretinned 
leads  are  accomodate  hot-tin  dipping 
techniques  and  are  separated  in  multiples 
of  0.1’  in  accordance  with  standard  printed 
arcuit  separations.  Reliability  tested  to 
meet  the  most  severe  environmental 
conditions. 


I  KRENGEL  MANUFACTURING  CO.,  INC.  Ul.  CO  7-57U 
"  227  Fulton  Si..  New  Vorlt  7.  N.  Y. 

I  NAME . . 

IP/tfOSe  check  fhe  following; 
f  NGtAVfO  Dt*p  Kvt  I — I 

I  Somp/*  A  1/tf  1—1 

■  Wfoit  hove  lo/tsmoo  coW 
I  for  oopomfmen*  LJ 


I  I  I  ^  Write  for  bulletins  and 
full  technical  data. 

TECHNOLOGY 
INSTRUMENT  CORP. 

569A  Mam  Street,  Acton,  Mass. 


COMPANY 


STREET, 


.ZONE 


state 


MThen  ordering  or  teoking  informofien 
pfeoM  mention  irocfronio  Buyers'  Guide. 
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Narda-UHF  and  Microwave  products  from  200  to  90,000  Me 


Narda’s  full  catalog  includes  a  complete  line  of  UHF  and  Microwave 
instruments,  as  well  as  bolometers  and  thermistors,  all  of  the  highest 

a.  Most  of  our  products  are  available  for  immediate  delivery; 

t  production  schedules  permit  prompt  shipment  of  even  those 
items  not  regularly  on  the  shelf. 


Narda's  list  of  repeat  customers  reads  like  a  "Who’s  Who"  of  American 
industry  and  universities.  You'll  experience  the  same  satisfaction,  when 
you  choose  among  the  instruments  listed  on  this  page  and  the  next 
three.  For  additional  information  on  any  item,  and  a  free  copy  of  our 
latest  catalog,  write  to  the  address  shown  below. 


WAVEGUIDE 

TEST 

EQUIPMENT 


wmtuiM  (Iwl 
WyrtfMW  to  Typt  W 
40  db 

AtttniMtor,  Fiitd.  9.  or  tO  db* 


>16  tPO  tl>  >170  614  >  50  613  >  40  6I»  %  96  6U  %  30  601  >  n _ 

_ 764  %m  763  6325  763  6300  761  >176  760  >300  _74t_6760 _ 

””  |7?6  6300  1734  >76T»3  tWlTM  >  66  1721  t>oT^  I  561716  >  60  [  716  $  7$  |V7I7 

731  $  60 


1600  |V666  6700 
3600  i  V617  9650 


_  213  92176  1212  91675  211  91700  210  91375  206  91700  _ 

_ 552  9500  553  9500  564 _ 9550_  555_95M_ _ _ 

_ 564  9500  550 _ 9500_  551 _ 9550  556_9600  565  _9600  566  _9600  567 

1524  9550  1 523  9525  1  522  9475  1 521  >425  |  520  9425  1  516  9476  Jll^ 

_ _  Modtf  226^J00JO  19.000  m  9125 _ _ 

_ 613_92779_  612  92575  6Il_«30f)  61^1675  606  92300 "T  _ 

_  414  9300  413  92^  **1_***®  410  9125  406  9200'  _ 

_ 314  9  60  313  9  70  312  9  60  311 _ 9_6(^  J®  _***_•>* 

655  9220  654  9110  653  9  65  652_9  75  651 _ 9  60  550_9  50^646_9  56  6a 

645  9176  644_9  60  641  9  60  642  9  >0  641  9  45  *40_9  35  _636_9_^  616 

615  9175  614  9  60  613  9  60  632  9  60  6il_9  45  630_J  35  626  9  W  676 

105  9160  304  9  45  503  9  15^ 

165  9250  364  9  65  161_9  75^  162  9  70  161  9  >0  360  9  50  176  9  55  V6_ 

_ 124  9250  1  323  9225  [  322  >200  |32l  _9JW  J  320  9125  116  >175 _ 

_ Modtlt  37iwr  37 1 NM  _ 7  00^ I r40^ine_959 _ 

_ M^tJ7IC^71CM.  2.000J3.40qjK  956  _ 

_  _ 372Mr.  372<IM.  2.Q0O-J2.40O  me  9110 _ I _ _ 

_ bOOtfi  372Cf.  372061.  2.00»12  M  me  9116 _ _ 

Mod«l  H6.  700  lo  12.400  wc  .  TyM  N  9250.  Ij—  C  9270 _ _ _ 

_ MoOtl  603.  1 .000  t*  12,400  560  _  _  _ 

_ 664_9229  [663_9IT5Jh2_9I90  661  9135  660  >130  656  9130  656 

_ 364  9176  [  363  9125  362  9  75  56*_l_55  560_  9  40  356_9  60  366_ 

_ 25  >5  50 T 2C  95  00  TtH  >4  50  251  >4  00  25  >3  5oT2KU  94  00  25 

MoOtl  3.  rttt  Ml  MoOtl  2  C14M64  94  00 


9  75  I  530^  65 
9  65  V647JI  60 
9  45  V617_9J5 
9  45  !v627  9  55 
9  30  ,¥267  9  35 
9  65  lv377  9  75 


9155  |V657  9170 
9  60  »55^9_ro 
94  50  2V  95  50 


*S66eif3  3.  •  or  10  66 


*t6«clf3  I.  6,  10  6f  20  66 


COAXIAL  AND  UHF  EQUIPMENT 


Atttnuatof,  FiMd 
High  Power.  3.  6,  10  db 
Model  756 
Type  N  S40 
DC  1500  me 


1  Attenuator,  Filed 

Attenuator,  Turret 

3.  6.  10,  20  db 

Model  705.  706,  707 

1  Model  755 

12  steps 

BNC  $16 

0-30  db 

'  DC  1500  me 

$275 

D  fleeter,  aelometer 
Thermittor  Meuet 
Model  560 
20  to  1500  me 
Type  N  $75 _ 


DIRECTIONAL  COUPLERS  10,  20,  30  db 


225-460  me  I 

460-950  me 

950-2000  me 

2000-4000  me 

4000-10,000  me 

Mod.  3000 

Mod.  3001 

Mod.  3002 

Mod.  3003 

Mod.  3004 

10  db  $150  1 

10  db  $150 

10  db  $150 

10  db  $150 

10  db  $200 

20,  30  db  $125  1 

1  20.  30  db  $125 

20,  30  db  $125 

20,  30  db  $100 

20.  30  db  $150 

FREOUENCr  METERS 


200-500  me 
Mod.  804 

_ $375 _ 

Detector 

Model  561  Bolometer 
Thermistor  Detector,  Type  N 
500  to  10,000  me  $50 

Terminatioa 
DC  to  1500  me 
Model  370F.  370M.  $35. 
2000  to  12,400  me 
1.05  VSWR 
371NF,  371NM  $55 
371CF,  371CM  $58 


500-1500  me 
Mod.  805 

_ $375 

leipedince  Meter 
425  to  4000  me 
Model  230 
$475 

Termiiatiee,  Slidiag 
2000  to  12,400  me 
1.05  VSWR 
372NF,  372NM  $110 
372CF,  372CM  $116 


I  1500-2400  me  I 

I  Mod.  806 

I _ $375  _ I 

I  leipedMce  Ideters 
1500  to  12,400  me 
Type  N:  Model  231N  $360 
I  Type  C:  Model  231C  $390 

,  Terminitiee,  High  Power 
i  700  to  12,400  me 
200  Watts  Avg,  50  kw  Peak 
I  369NF,  369NM  $250 
369CF,  369CM  $270 


2350  to  10,500  me 
Model  802B 
$785 

Power  Meter 

500-1500  me 
107 
$1150 

Tuner,  Daoble  Stub 
1000  to  12,400  me 
Model  903  $90 


thenarda 


aCIi  O  T*/!  O  niicrowave 

2^  the  1  idL  llCl  corporation 

Dept.  EBG-58  118-160  HERRICKS  ROAD,  MINEOLA,  L.  I.,  N.  Y. 


For  more  informatiort 
consult  the  Narda 
sales  representative 
in  these  cities: 

Albuquerque  •  Atlanta  •  Boston  • 
Cedar  Rapids  •  Chicago  •  Cleveland 

•  Dallas  •  Dayton  •  Denver  •  Detroit 

•  Hollywood  •  Kansas  City  •  New 
York  City  *  Orlando  •  Philadelphia 

•  Pittsburgh  •  St.  Louis  •  Son  Diego 

•  San  Francisco  *  Seattle  •  Syracuse 

•  Washington,  D.  C.  ’  Wichita  *  Arn> 
prior  •  Montreal  *  Toronto 

OVERSEAS:  Amsterdam  •  Brussels 

•  Copenhagen  •  Heidelberg  •  Lon¬ 
don  •  New  Delhi  •  Paris  •  Rome  • 
Sydney  •  Stockholm  •  Tokyo  •  Wel¬ 
lington,  New  Zealand  •  Zurich 


WRITE  FOR  DATA  SHEHS  ON 
MILLIMETER  PRODUCTS. 
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When  ordering  or  seeking  intormotion 
please  mention  Electronics  Buyers'  Guide. 
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TYPES  “C”  AND  “E”  CUT  CORES 
AND  TOROIDS  OF  SILECTRON 

Available  in  more  than  500  standard  sizes  and  almost  any  special  size, 
Arnold  "C"  and  “E"  Owes  are  made  from  precision -rolled  Silectron  strip 
(highly  oriented  silicon  steel)  in  1,  2,  4  or  12-mil 
thicknesses  and  a  wide  variety  of  window  sizes 
and  core  areas,  for  high  and  low-frequency  appli¬ 
cations.  Sizes  range  from  a  fraction  of  an  ounce  to 
hundreds  of  pounds 

Insulated  strip  of  the  proper  width  is  wound  on 
a  mandrel,  then  heat  treated,  bonded  and  cut  into 
halves.  Careful  control  results  in  accurately 
dimensioned  and  matched  core  halves  whose  effec¬ 
tive  air  gap  at  the  butt  joint  is  very  small  Rigid 
standard  tests  are  employed  for  both  "C"  and  "E" 
Wrifa  for  BulloHn  SC-107  t>pes  of  cores,  and  special  tests  where  required 


TAPE  WOUND  CORES  OF 
HIGH  PERMEABILITY  MATERIALS 

Depending  upon  the  specific  properties  required,  Arnold  Tape  Wound  Cores 
are  available  made  of  Deltamax,  4-79  Mo-Permalloy,  Supcrmallov,  Mumetal, 
4750  Electrical  Metal,  Silectron,  or  the  new-  rectangular- loop  material, 
Supermendur.  All  except  Supermendur  Tape  N^'ound  Cores  are  available  in 
standard  tape  thicknesses  of  1,  2,  4  or  12-mils  and  in  ultra-thin  gauges  of 
>2  and  *4-ftiil  where  required.  Standard  tape  thickness  of  Supermendur 
cores  IS  4  mils. 

This  gapless  type  of  core  construction  results  in  maximum  effective 
working  permeability  with  minimum  flux  leakage 
Practically  any  size  core  can  be  supplied,  from  a 
fraction  of  a  gram  to  hundreds  of  pounds  Toroidal 
cores  arc  made  in  50  standard  sizes  with  protective 
nvion  or  aluminum  cases  Special  sizes  of  toroidal 
cores,  and  all  square  or  rectangular  tape  wound 
cores,  arc  produced  to  individual  requirements 
StunJarJ  j/^rr,  praptrliii.  He.  af  Supermendur  Tape 
H'aund  Caret  are  eanlained  in  Bulletin  TC-IHA, 
Wrno  for  Byffoem  TC  lOIA  aiailable  upan  reifueit 


ALNICO  MAGNETS — Cast  and  Sintered 

Arnold  manufactures  permanent  magnets  from  all  grades  of  Alnico,  although 
Alnico  V'  is  usuallv  the  preferred  type  due  to  the  high  value  of  energy 
product  of  that  alloy.  Alnico  magnets  arc  quite 
hard  and  somewhat  brittle  and  may  be  machined 
only  by  grinding  Most  sizes  and  shapes  arc  manu¬ 
factured  as  sand  castings  and  arc  made  to  the 
customer's  drawings  and  spccihcations  Some  types 
and  shapes  of  Alnico  magnets  arc  carried  in  sttxk 
Some  small  sizes  of  magnets  may  be  furnished 
in  sintered  Alnico,  and  a  wide  range  of  shapes  arc 
carried  in  stock  for  quick  delivery.  Special  shapes 
made  in  this  way,  however,  require  rather 
Writo  for  Buftoim  GC-H>*C  expensive  dies 


VICALLOY  PERMANENT  MAGNET  ALLOY 

Vicalloy  is  a  carbon-free  permanent  magnet  alloy  containing  about  I0'’I 
vanadium,  50''r  cobalt  and  the  balance  iron  It  belongs  to  the  class  of 
alloys  which  exhibit  dispersion-hardening  characteristics.  As  such,  its 
magnetic  properties  have  been  attributed  to  the 
dispersion  of  a  critical  amount  of  the  high  tem- 
peraturc  phase  into  the  low  temperature  phase 
V'icalloy  may  be  fabricated  in  the  form  of 
yi.’.iV"'  castings,  hot  rolled  bars  and  forgings  or  cold 

_  rolled  strip,  wire  and  tubing.  After  suitable  heat 

treatment,  the  material  is  quite  readily  machin¬ 
able.  The  alloy  hnds  its  greatest  usefulness  in  the 
form  of  forged  rotors,  stamped  parts  and  special 
recording  tape  The  coercive  force.  He,  is  about 
250  oersteds,  the  residual  induction.  Hr,  is  about 
Wriao  for  flU  Mogooaoor,  7500  gausses  and  the  energy  product,  (HH)  max, 
VW.  2,  N«.  I  IS  about  0.8  X  10*. 

When  writing  for  product  literature,  please 
specify  by  Bulletin  Number, 


These  cores,  fabricated  by  winding  ultra-thin  tape  of  hi^h-permeability 
magnetic  materials  on  ceramic  bobbin  cores,  possess  ideal  qualities  for  use 
in  electronic  computer  assemblies  Their  desirable  properties  include  quite 
rectanf(ular  hysteresis  loops,  relatively  low  coercive  values  and  hif(h 
saturation  densities,  plus  temperature  stability  and  the  ability  to  shift 
in  a  few  microseconds  from  negative  remanence  to  positive  saturation, 
and  vice  versa,  under  conditions  of  pulse  excitation. 

Arnold  Bobbin  Cures  are  available  in  a  wide 
ranfte  of  sizes,  tape  thicknesses,  widths  and  number  . 
of  wraps  to  suit  the  ultimate  use  of  the  core.  Ma^- 
netic  materials  usually  employed  are  Deltamax, 

Square  Permalloy  and  Supermalluy,  in  standard  •  •<<  M 

thicknesses  of  1,  '  2, 1'i  >nd  '  ^  mil.  Special  advan- 
lages  derive  from  Arnold's  position  as  a  fully- 
inteKrated  producer  of  wound  cores,  able  to  main-  •  ' 

tain  prec  ise  control  over  every  production  operation 

melting,  rolling,  windinft,  testing;,  etc  Writ*  for  Swffcrm  rC-KMA 


MO-PERMALLOY  POWDER  CORES 


These  toroids  provide  high  Q  in  a  small  volume,  characterized  by  low- 
eddy  current  and  hysteresis  liMses 

.Arnold  Mo-Permallov  powder  cores  are  supplied  in  four  standard  perme¬ 
abilities  12S,  (O,  26  and  14  Mu  They  provide  constant  permeability  over 
a  wide  range  of  flux  density.  The  125  Mu  cores  are  recommended  fiK  use 
up  to  15  kc,  the  60  Mu  at  10  to  50  kc,  the  26  Mu 
at  50  to  75  kc,  and  the  14  Mu  at  50  to  200  kc 
Manv  of  these  cores  may  he  furnished  stabilized  to 
provide  constant  permeability  (±0  1*‘J)  over  a  , 

specihe  temperature  range. 

.Arnold  Mo-Permallov  powder  toroids  are  avail- 
able  in  a  wide  range  of  sizes,  to  obtain  nominal 
inductances  as  high  as  2HI  nih/IOOO  turns  Thev 
are  given  various  types  of  enamel  and  varnish  hn- 
ishes,  ujme  of  which  permit  winding  with  heavy 
Formex  insulated  wire  without  supplementarv 

insulation  over  the  core  Writ*  for  ScWfofoi  PC-N>44 


IRON  POWDER  CORES 


.Arnold  qualitv  control  of  iron  powder  cores  includes  the  maintaining  of 
rigid  electrical,  physical  and  dimensional  specihcations  unmatched  in  the 
industry.  .A  wide  selection  of  cores  is  available, 
from  simple  evlinders  to  special  cores  of  compli¬ 
cated  design  The  line  includes  all  standard  types  ’'V,**^*  ^ 
and  sizes  of  threaded  cores,  cup,  sleeve,  slug  and  .  ^ 

cvlindrical  insert  cores  for  use  in  antenna  and  RF 

coils,  oscillator  coils,  IF  coils,  perm  tuning,  FM  ®  '*1 

coils,  television  RF  coils,  noise  hiter  coils,  indue-  '»*  * 

lion  healing  and  bombarder  coils,  and  other  low- 
frequenev  applications.  .A  standard  senes  of  iron 
powder  toroids  is  alui  manufactured,  conforming 
to  the  standard  sizes  proposed  bv  the  Metal  Powder 

AsscKiatlon  Wnr*  for  Bwlfolta  PC  Xn 


SENDUST  POWDER  CORES 


Sendusi  Powder  Cores  are  available  in  a  wide  selection  of  sizes,  ranging 
from  HOO”  O  O  to  J  546"  O  D  ,  and  in  permeabilities  of  10,  15  ,  25,  50, 
50  and  HO,  although  not  all  sizes  are  available  in  all  permeabilities 
Sendust  cores  possess  magnetic  properties  that 
are  generallv  superior  to  iron  powder  cores,  but 
inferior  to  Mo-Permallos  powder  cores  in  the  «•*•“*** 

audio  and  carrier  frequcncs  range  The  eddy  current  ' 
loss  lor  Sendust  cores  is  lower  than  that  of  Mo- 
Permallov  powder  cores,  but  the  hysteresis  loss  of  _ 

Sendust  cores  is  substantially  higher,  and  they  also 
have  higher  values  of  electrical  resistivity.  In  other 
characteristics  of  perwder  cores,  the  two  types  are  , 
somewhat  similar,  but  Sendust  cores  contain  no 
scarce  or  strategic  materials  and  can  offer  a  core 

source  in  times  of  allov  shortage.  Mtnfo  for  •wHforfo  SDC-flO 


Whan  writing  for  product  litoroturo,  plooto 
tpocify  by  Bulletin  Numbor. 


I 


SPECIAL  MAGNETIC  MATERIALS 

Wrrta  for  Ttthmcal  Bulhtim 


Arnox  is  a  moldcd-typc  magnet  having  high  coercive  force  and  mod¬ 
erately  low  residual  induction  and  energy  product.  Principal  uses  are 
for  magnetic  requirements  which  are  not  stringent,  and  for  a  relatively 
short  magnet  of  reasonable  cross  section.  Accurate  dimensions  and  close 
tolerances  can  be  economically  obtained.  These  magnets  can  be  premag¬ 
netized  before  assembly,  and  have  very  high  resistance  to  demagneti¬ 
zation.  Slightly  better  magnetic  properties  are  obtained  in  the  pressing 
direction  than  in  other  directions. 

Cunije  is  a  permanent  magnet  alloy  of  copper,  nickel  and  iron  which 
is  malleable,  ductile  and  machinable^even  after  it  has  been  age  hardened. 


The  magnetic  properties  of  Cunife  arc  devclo['<d  by  cold  working  and 
arc  directional  with  the  best  magnetic  properties  found  only  in  the 
smaller  sizes  of  rods  or  wires. 

Vibralloy  is  a  permanent  magnet  alloy  of  nickel,  molybdenum  and 
iron  whose  temperature  coefficient  of  clastic  modulus  is  controllable 
over  a  wide  range.  It  has  high  ferromagnetic  permeability,  and  a  rather 
high  coefficient  of  magnetostriction.  It  is  manufactured  in  the  form  of 
cold  rolled  strip  and  cold  reduced  rod  and  bar  stock  It  is  used  in 
those  types  of  applications  where  a  zero  or  controlled  thermo-clastic 
coefficient  is  desired. 


isthereg. 
istered  trade  name  which 
identifies  a  complete  line  of 
M.  C.  Jones  Electronics  Co., 
Inc.  RF  Power  and  VSWR 
measuring  instruments. 

These  instruments  contain 
a  patented  circuit  designed 
to  produce  an  output  essen¬ 
tially  independent  of  fre¬ 
quency.  They  TOver  the  fre¬ 
quency  range  of  0.6  to  4000 
mcs.  and  jwwer  levels  of  10 
milliwatts  to  120  kilowatts. 

The  RF  Power  and  VSWR 
instruments  are  rugged  held 
and  laboratory  ty|)e  complete 
measuring  equipment. 

The  DC  and  RF  output 
coupler  units  only  are  sold 
princi|>ally  to  manufacturers 
who  incor|K>rate  these  units 
directly  into  transmitters. 
Over  3,000  models  of  couplers 
are  available  for  your  “S|je- 
cial”  requirement. 

Because  they  are  made  in 
quantity  to  the  highest  gov¬ 
ernment  and  commercial 
standards,  MICROMATCH 
instruments  combine  the 
highest  quality  with  extreme¬ 
ly  low  cost. 


RF  Connacton 
and 

l"ipt()jnce 


576N1 


376N3 

376N4 

376N6 

392N 

393N 

402B8 

442A9 

442AI0 


Typ«  N*  32  ohm, 

Typ«  N*  32  cAbi, 

Typ«  N*  32  ohmt 

Typ*  N  32  ohm, 

Typ*  N  32  oim, 

IH'  Ftong*  3U  oAnt 

3'iA'  Song*  30.0  oAm, 

3yi*  Rong*  30.0  oAmt 


RF  Connacton 
amt 

_ Impadawca 

Typ«  N*  32  oAmi 

Typa  N*  32  ohm, 

Typo  C  30  ohms 

Typa  N  32  ohms 

3V4*  Ronga  30  o* 
3Vt'  Ronga  30  ot 


62IN 

A24N 

623C3 

A3IN 

6I1A7 

6I2A 


RF  Connactors 
and 


Impadanca 


633N 


Typa  N*  32  ohms 
Typa  N*  32  ohms 
Typa  N*  32  ohms 
3*4*  Ronga  30.0  ohms 
3!4*  Ronga  30.0  ohms 


633N 

636N 

636A 

63SA 


Plaosa  ayrila  for  our 
68-paga  coiolog  No. 
12  daacribing  lha 
complala  M.  C.  Jonas 
lino. 


BRISTOL,  COintfCTiCUT 


whan  ordaring  or  aaahinf  informarien 
plaosa  monifon  flactronica  Buysra'  CuMo. 
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Ftaquancy 

Ranga 

(mci  > 

Powar  Ranga 

Incidant  B  Ranactad 
(natts) 

42  -  2000 

1.2 

20-2000 

0-12 

4«.2000 

0-40 

28. 2000 

0-400 

1000  -  3000 

0-4 

tOOO-  3000 

0-12 

28-2000 

0-4,000 

28-2000 

0  -  1  2,000 

20-2000 

0  -  40,000 

Fraquancy 

Ranga 

(mcs ) 

Powar 

Ranga 

(watts) 

1  to  ov«f  1 000 

0-1 20  miNiwotts 

1  to  ovof  1 000 

0-4 

30- 1000 

0-120 

23-1000 

0-23,  100,  300 

30-1000 

0-1200 

44- 1000 

0-6000 

Ftaquancy 

Range 

(mcs  ) 

RF  Powar 

Dtssipation 

(watts) 

3000 

30  (air  cootad) 

3000 

200  “  “ 

3000 

600  "  “ 

2000 

600  “ 

2000 

6000  (wotar  coolad) 

r" . 

Model 

No 

Frequency 
Ranga 
(mcs ) 

Power 

Ranga 

(watts) 

RF  Connactors 
and 

Impadanca 

641N 

0-3000 

0-  3,  to,  30,  100,  300 

Type  N  52  oKm$ 

Modal 

No. 

Fraquancy 

Ranga 

(mcs) 

Power  Range 

IncidanI  t  RallKtad 
(watts) 

RF  Connacton 
and 

Impadar.;; 

26 1** 

0.3-223 

0-1000 

Type  63*tlt  52  ohms 

262 

. 

0  -  1 000  (ralotfva) 

Indkotor  only 

263 

0.3  -  223 

0-10,  100,  1000 

Type  N*  52  oNfet 

702N 

28-2000 

0-4 

Type  N*  52  oKmt 

703N 

20-2000 

0-  12 

Type  N*  52  otemt 

703N 

20-2000 

0-120 

Type  N*  52  oKmt 

706N 

28-2000 

0-400 

Type  N*  52  olMn« 

7IIR 

23-1000 

0-30,73,  300 

N  pItfB  03*  1R  Adopfert 

72  2N 

1000  -  3000 

0-4 

Type  N  52  ohms 

723N 

1000  -  3000 

0-12 

Type  N  52  oNmi 

40388 

28-2000 

0-4000 

IH'  Flonge  51.5  oHmt 

443A9 

28-2000 

0  -  1  2,000 

3H*  Honge  50.0  ohms 

443AI0 

20-2000 

0  -  40,000 

3V4'  Flonge  50.0  oNmt 

- 

FraquatKy 

RF  Connactors 

y  Modal 

Ranga 

Coupling 

and 

^  No 

(mcs  ) 

Attenuation 

Impedance 

3t3N3 

300  -  2000 

30  db 

Type  N*  52  ohm« 

313N4 

120-2000 

40  db 

Type  N*  52  olwnt 

^  313N3 

60-2000 

30  db 

Type  N*  52  ohms 

X  313N6 

30  -  2000 

60  db 

Type  N*  52  ohms 

3V4'  Flonge  5(X0  oNms 

1  \  442A40 

200-1000 

40  db 

1  irraTHTS 

FOR  INFORMATION 


THLEY  INSTRUMENTS 

for  electronic  measurement  and  control 


6  MODELS  AVAILABLE.  Illustrated  is 
Model  610  with  these  dc  voltage,  current  and 
resistance  ranges:  10  mv  to  100  volts, 

3  amperes  to  10  ”  ampere,  and  10  ohms  to 
10”  ohms  full  scale.  Also  serves  as  dc  amplifier 
with  gains  to  1 ,000.  Accessory  probes  arc 
available  to  facilitate  measurements 
and  extend  upper  voltage  range  to  30  kv. 

Input  resistance  is  selectable  from 
one  ohm  to  over  10”  ohms. 


Five  other  electrometers  include  both 
line-operated  and  battery  models 
with  convenient  accessories 
for  extended  use. 


electrometer^ 


MICRO-MICROAMMETER8 
6  MODELS.  The  410  (illustrated)  has 
20  ranges  from  3  x  10  *’  to  10  *  ampere 
full  scale  (two  per  decade);  zero  drift 
below  2%  of  full  scale  in  24  hours. 
Other  models  include:  micro-microam¬ 
meters  with  linear  or  log  scale  meters, 
with  or  without  contact-meter  relays; 
and  Log  n  period  amplifiers. 


AMPLIFIERS 

2  MODELS.  AC  Decade  Isolation 
Amplifier  Model  I02B  shown  above  has 
stabilized  decade  gains  from  0.1  to  1000, 
a  selectable  bandwidth  of  2  cps  to  1 50 
kc  or  to  1.7  me  and  noise  below  20  micro¬ 
volts.  Mid-band  gain  accuracy  is  2%; 
400  megohm  B/i^f  input  impedance.  Also 
available,  Model  303,  dc  to  20  kc. 


MEOOHMMETSRS 

3  MODELS.  Model  500  above 
measures  10  to  10,000  megohms  on 
a  single  extended  scale.  Model  501, 
a  similar  portable  instrument  with 
a  0.01  to  10,000  megohm  scale. 
Model  510  is  line-operated,  10^  to 
10'*  ohm  range;  5,  50  and  500-volt 
test  potentials. 


Write  to  Keithley  Instrutnenu.  Inc..  12415  Euclid  Avr.,  Cleveland  6,  Ohio;  or  phone  any  of  the  rollowing  Sale«  Officer 
ATLANTA,  CEdar  3-7322;  CLEVELAND.  TRinity  l-MOOO;  DAYTON,  ORegon  4441;  DENVER,  PEarl  3-3701 
DETROIT,  UNiveraity  2-1573;  HIGH  POINT,  N.  C.,  Phone  2-A873;  LOS  ANGELES.  WEbater  8-2074 
NEW  YORK,  See  Ridgewood.  N.  3.;  ORLANDO.  FLA.,  CHerry  I-I09I;  PITTSBURGH.  FRemont  I-I23I;  RIDGEWOOD  N.  J.,  Gilbert  4-7242 
SAN  DIEGO,  OLencourt  4-2191;  SAN  FRANCISCO.  REgent  6-6733;  SEATTLE,  CApiUl  8543. 


ord^fffici  or  toofcing  informafton 
plooM  monffon  ihttronict  Swyort'  Guido. 
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LEACH  &  GARNER  CO. 


Precision  fabrications  and  as* 
somblies  of  precious  metals  in* 
elude  slip  rings,  micro  brushes, 
contact  rivets,  buttons,  spring 
contacts  and  bar  contacts. 

Complete  engineering  and  tooling 
^  facilities  for  custom  manufacturing 
Ik  from  sample  quantities  to  large  pro*  V 
duction  runs.  Prompt  quotations  and 
recommendations  in  answer  to  inquiries, 


GENERAL  FINDINGS 


Electronic  and  Electrical  Components 


Send  for  brochure  EM-1 


We  build  our  business  on  prompt  deliveries  at  competitive  prices. 

SALES  OFFICES  .  .  .  NEW  YORK  •  ATTLEBORO,  MASS.  •  CHICAGO  •  LOS  ANGELES 


Laminated  Contact  Materials 


All  industrial  mill  forms  of  precious  and  ^ 
non  ferrous  contact  materials  —  solid  or 

Htom  made  to  exact  speci* 
standard  and  many  spe* 

>f  gold,  silver,  platinum  and 

I. 

rd  laminated  forms  include 
y,  overlay,  inlay,  thrulay  and 
jelay.  Solid  Coin  Silver  Wave- 
|uide  Tubing.  Custom  Reroll 
ing  and  redrawing. 


WiMn  ordering  «r  iMking  information 
pUoM  m«nrien  EUcfronici  Buyort'  Guido. 
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let’s  get  down  to  cases!” 

INSULINE 

precision  built  metal  fabricated 
products  are  your  best  buy! 


This  new  line  of  Insuline  metal 
fabricated  products  has  been  de 
signed  to  meet  the  most  up  to 
date  requirements  of  the  elec¬ 
tronics  industry.  Made  in  basic 
units  of  aluminum  and  steel,  they 
are  available  in  a  wide  range  of 
sizes  and  modern  finishes.  Com 
pletely  versatile,  they  lend  them 


selves  to  countless  .applications. 

Insuline  products  combine  con 
temporary  design  with  special 
structural  features  for  maximum 
rigidity  and  strength  High  quality 
custom  fabrications  from  "blue 
print-to-finish"  are  also  available. 

WRITE  FOR  COMPLETE  CATALOG: 


ELECTRONIC 
DESIGNERS 
GO  FIRST 
TO 

THE  “GUIDE” 


Wherever  designers  and 
specifiers  have  immediate 
need  for  readily  accessible, 
necessary  produa  informa¬ 
tion  at  their  breadboards, 
there,  year  after  year,  will 
you  find  the  ELECTTLONICS 
BUYERS’  GUIDE.  ’’Who 
makes  what  produa  or  pro¬ 
vides  what  service?”  "Where 
can  I  buy  it?”  "Where  can  I 
find  complete  and  accurate 
produa  specs?”  These  are 
questions  that  are  asked  daily 
by  the  men  who  design-in 
electronic  produas ;  these  are 
questions  that  have  been  an¬ 
swered  for  the  past  seventeen 
years  by  the  "Guide,”  the  ac¬ 
cepted  reference  book  of  the 
industry. 

Year  after  year,  the  design¬ 
ers  of  the  industry  have  pre¬ 
ferred  the  "Guide”  for  its 
Simplicity  of  Style  (as  easy 
to  use  as  a  telephone  direc¬ 
tory),  for  its  Accuracy  (the 
industry  helps  the  Research 
Staff  revise  its  listings  every 
year)  and  its  Complete  Prod¬ 
uct  Specs  (advertisers  have 
told  their  complae  produa 
stories  in  the  "Guide”  con¬ 
sistently). 

T he  key  people  of  the  in¬ 
dustry  —  the  buying  influ¬ 
ences— rely  on  the  ''Guide" 
for  the  answers  to  their 
product  problems. 


For  Product  Data 


Whmn  otOtrint  or  Booking  iirfermofion 
plooMO  montion  Elcctrenict  Buyart'  Guido. 
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ELECTRONICS  DIVISION 


ACCCSSORIES 


SG-132  Prtcition  Sweep  and  CW.  IS 
to  400  MC,  .01%  CW  accuracy  WIDE 
deviation.  40%  Of  ANY  CENTER  FRE¬ 
QUENCY.  Integral  dc  Kopo.  crystal 
markers.  Output  flatness  0.2S  db;  400 
cps  Internal  AM  to  50%;  eitreme  sweep 
linearity.  —4  to  —  IM  dbm  output, 
continuously  variable 


SG-1S3  lSOO-4000  MC  ±1%.  contin¬ 
uous.  Multipurpose  lab.  and  production 
precision  signal  source,  pulse  mod., 
internal  and  external  mod.  provisions, 
line  Freq.  FM,  complete  sync  IN  and 
OUT  provisions.  Output  •  4  to  — 130 
dbm.  continuously  variable 


SG-109  400  to  1000  MC  ±1%  Multi¬ 
purpose  lab.  and  production  precision 
signal  source;  continuous  pulse  and 
amplitude  mod.,  internal  and  external 
mod.  provisions;  complete  sync.  IN  and 
OUT  facilities.  Output  -4  to  -130 
dbm.  continuously  variable 


SG-132  ACCESSORIES  Complete  line  of 
VHF  terminations,  detectors,  attenuators, 
probes.  Impedance  matching  pads;  oper¬ 
ating  range  to  500  MC  with  low  VSWR; 
8NC  connectors.  For  use  with  all  HF 
and  VHF  50  and  75  ohm  signal  and 
sweep  generators. 


VT-132  Extends  the  range  of  any  HF- 
VHF  sweep  signal  generator  Into  0-20 
me  band.  Output  frequency  range  20  KC 
to  20  MC.  Input  required:  60  MC  with 
±  10  MC  sweep  maximum.  Output  im¬ 
pedance:  50  ohms.  Flatness  of  output  Is 
less  than  ±0.25  db  variation.  Extremely 
low  harmonic  and  spurious  output 


SC-161  900-2100  MC  tl%  continuous. 

Multipurpose  lab.  and  production  pre¬ 
cision  signal  source,  pulse  mod.  internal 
and  external  mod.  provisions.  Complete 
sync.  IN  and  OUT  facilities.  Output  *^4 
to  - 130  dbm,  continuously  variable. 


CAVITY  COMPONENTS  1  to  4  KMC 
cavity  resonator  and  electro-mechanical 
components.  They  are  units  of  precision 
machining;  high  quality  fini^lng  In¬ 
cludes  silver-rhodium  plating  on  the 
Internal  surfaces  of  cavity  parts  con¬ 
tributes  to  the  accuracy,  reliability  and 
longevity  of  assembling. 

CAVITY  OSCILLATOR  ASSY  2  to  4  KMC 
±1%  continuous  tuning  Klystron  coax, 
cavity  assy;  <  6  to  — 130  dbm  output, 
piston  attenuator;  complete  level  moni¬ 
toring  facilities.  For  Inclusion  In  new 
equipment  or  test  equipment.  Modlflca- 
tions  available  to  customer's  specifica¬ 
tions. 


OSCILLATOR  CAVITY  ASSY.  1  to  2  KMC 
±1%  continuously  tuning  Klystron  coax 
cavity  assembly;  *  3  to  —  130  dbm  out¬ 
put;  piston  attenuator,  level  monitoring 
meter  and  bolometer  facilities.  For  ad¬ 
ditions  to  or  Inclusion  in  new  or  test 
equipment.  May  be  modified  to  custom¬ 
er's  specifications. 

TO-132  High  precision  reciprocating 
mechanism.  Driver  unit  for  precision 
sweep  mechanisms,  FM  cavity  oscilla¬ 
tors,  magnetron  sweeping  etc.,  20  to 
30  cycle  input;  up  to  in.  peak-peak 
deflection,  0.5  lb.  loading  approximate¬ 
ly  COMPLETELY  BALANCED  dynamically 
No  susceptibility  to  external  shock  and 
vibration. 


OSCILLATOR  CAVITY  ASSY. 


T-4  0  to  15  KVDC  output,  continuously 
variable,  meter  for  voltage  and  leakage 
current;  SAFE.  NON  DESTRUCTIVE  TESTS 
—  150  ua  max.  test  current.  No  capaci¬ 
tive  errors.  Tests  ignition  harnesses, 
components,  transformers  etc. 


FS-195  For  ready  access  to  accurate 
frequency  calibration.  Completely  trans- 
istoriied,  portable,  and  self  powered 
by  batteries.  Fundamental  outputs  at  1 
MC,  100  KC  and  10  KC.  Frequency 
stability  ±.002%  to  •  50*  C.  High  ac¬ 
curacy  to  70*  C.  Harmonic  content 
usable  beyond  200  MC.  A  400  cycle 
modulating  tone  Is  provided. 


196  CRANITi:  ST.  MANCHESTER.  N  H. 


When  errferiny  or  seeking  inFermotien 
please  menlien  Electronics  Buyers'  Guide. 
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The  Complete  Line 


PREFERRED  JAN  TYPE  CRYSTALS 


FREQUENCY 

RANGE 


FREQUENCY 

TOLERANCE 


TEMPERATURE 

RANGE 


CIRCUIT 

RESONANCE 


crystal 

UNIT 


CRYSTAL 

HOLDER 


CLARK 
TYPE  NO. 


SPECIFICATION 


16- 100  Kc 
16-100 
70-100 
80-200 
80-200 
80-200 
80-200 
90-2J0 
90-250 

160-330 

160-330 

200-500 

200-500 

200-500 

200-500 

455 

500 

.8-20MC 

.8-20 

.8-20 

.8-20 

.8-20 

.8-20 

.8-20 

7-20 

10-25 

10-75 

15-50 

10-75 

10-61 

10-61 

17- 61 
17-61 
50-87 
50-91 
50-87 
50-87 


=>..012% 

*.012 

*.01 

*.002 

*.002 

*.01 

*.01 

*.003 

*.02 

*.003 

*.004 

*.002 

*.0I 

*.002 

*.01 

*.02 

*.001 

*.005 

*.0025 

*.0025 

*.0025 

*.0025 

*.005 

*.005 

*.005 

*.005 

*.005 

*.005 

*.0025 

*.005 

*.005 

*.005 

*.0025 

*.005 

*.0025 

*.005 

*.005 


MIL-C-30988 

MIL-C-30988 

MIL-C-3098S 

MIL-C-30988 

MIL-C-30988 

MIL-C-30988 

MIL-C-3098B 

MIL-C-30988 

MIL-C-30988 

MIL-C-3098B 

MIL-C-3098B 

MIL-C-309eB 

MIL-C-30988 

MIL-C-30988 

MIL-C-309B8 

MIL-C-309e8 

MtL-C-30988 

MIL-C-309B8 

MIL-C-309BB 

MtL-C-30988 

MIL-C-3098B 

MIL-C-3098e 

MIL-C-3098B 

MIL-C-30988 

MIL-C-309B8 

MIL-C-30988 

MIL-C-309BB 

MIL-C-3098B 

MIL-C-309B8 

MIL-C-30988 

MIL-C-309B8 

MIL-C-309B8 

MIL-C-30988 

MIL-C-309B8 

MIL-C-3096B 

MIL-C-30988 

MIL-C-309S8 


paroll«l 

paraH*! 

Mfipt 

paroll«l 

parollal 

»•>)•« 

paroH«l 

parollvl 

s*rj«l 

parallel 

paraHat 

sariat 

parallal 

parallel 

lertei 

parallel 

teriet 

parallel 

teries 

parallel 

parallel 

teriet 


CRYSTALS  FOR  REPLACEMENT  IN  ALL  EXISTING  EQUIPMENTS 


CLARK 
TYPE  NO. 


FREQUENCY 

RANGE 


FREQUENCY 

TOLERANCE 


TEMPERATURE 

RANGE 


CIRCUIT 

RESONANCE 


crystal 

UNIT 


CRYSTAL 

HOLDER 


SPECIFICATION 


171-1488 

71-3021 

T8SIG  201 

71-3021 

MIL-C-10405 

MIL-C-10405 

MIL-C-10405 

MIL-C-10405 

MIL-C-3098t 

MIL-C-3098B 

MIL-C-10405 

MIL-C-2398 

MIL-C-10405 

MIL-C-168 

MIL-C-30988 


porallel 

parallel 

parallel 

paraNel 

parallel 

parallel 

parallel 

teriet 

paroUel 

paraNel 

parallel 

paroHel 

paraNel 

paraNel 

parallel 


CRYSTALS  FOR  SPECIAL  APPLICATIONS 


TEMPERATURE 

range 


CIRCUIT 

RESONANCE 


FREQUENCY 

RANGE 


FREQUENCY 

TOLERANCE 


CRYSTAL 

HOLDER 


SPECIFICATION 


90-l50mml 


Commercial 

Commercial 

Commerciol 

Commerciol 

Commercial 

Commercial 

Commercial 

Commercial 

Commercial 

Commercial 

Commerciol 


l-IOKc 
10-100 
50-180 
50-180 
180-300 
200-500 
300-600 
160-330 
300-550 
1000-5000 
10-200  Me 


parallel 

teriet 

teriet 


AH  typet  can  be  calibrafed  at  a  tpecifled  capacitance  ta  operate  at  potitive  reactarKe. 
AH  typet  are  available  caHbrated  at  an  elevated  temperature  For  oven  ute. 

Ovent  ore  ovailoble  For  houting  oH  typet  oF  cryttol  unrtt  ond  tmaH  componentt. 


CR-IA/AR 


CLARK  CRYSTAL  COMPANY,  Inc 


MARLBORO,  MASS.  U.S.A 


Pfcotie— Mori  boro  1411 


MFFten  ordering  or  leeking  information 
ploato  montion  ElecFronict  Buyer*'  Guide. 
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traXV  SHiET  -Molded  epo>v  siMtIs  in  t  vtiitly  of 
lhi(liness«»  When  heeled  to  l?b“f  this  mateiiel 
can  be  locmed  and  cut.  Ideal  lor  prototype  pach 
aiing  and  short  runs 


i  rOltM  CASTING  POWDERS  -  Premised  resin  and 
hardenei  ideally  suited  for  prototype  or  short  runs 
Melts  as  low  as  tb<‘t  or  as  high  as  I4S°C  lor  fast 
curing 


FORMS  OF  EPOXY 


will  solve  any 
component  encapsulation 
problem! 


Shells,  sheeting,  powder,  pellets,  liquid— EPOXY 
PRODUCTS  can  provide  the  right  form  of  epoxy  to 
solve  your  component  encapsulation  problem.  Using 
these  5  basic  forms  (the  widest  line  available  today) 
we  custom-build  an  epoxy  unit  that  is  just  the  right 
size,  shape  and  quality  for  your  component. 

Once  the  right  encapsulating  unit  is  developed, 
it  can  be  produced  in  quantity  immediately  and 
placed  on  your  production  line.  In  short,  no 
matter  what  type  of  component  you  are 
encapsulating,  no  matter  what  your  facilities  are 
now,  there  is  an  epoxy  form  and  method  just 
for  you- from  EPOXY  PRODUCTS!  Write  today  for 
complete  technical  data  and  literature. 


Test  epoxy  encapsulation 
in  your  own  lab! 


A  Bpteial  kit  containing  generous 
samples  of  all  5  forms  of  epoxy  resin, 
plus  instructions,  is  available.  Use 
it  to  test  epoxy  encapsulation  on  your 
own  products— right  tn  your  own  lab! 
Only  $9.93  from  your  distributor. 


PRODUCTS,  INC 


A  DivUion  of  Joseph  Waldman  &  Sons 
137  Coit  Street,  Irvington  11,  New  Jersey 


Wh0t9  pr$i0ring  or  tooJtifig  iftformofioo 
plooto  mpnfion  fhttronits  iuyori'  GuhIo. 
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Whaf  do  you  want  in  a  plastic  laminate? 

RICHARDSON  INSUROK®  The  tahle  of  electrical  |)roj)erties  shows  hut  a 

few  of  Hichanlson's  phenolic  laminates  which  are 
ty.  /->J  n  \/  extensively  for  a  wi«le  variety  of  electrical, 

TliiS  marly  n^^ao  electnmic,  ami  mechanical  applications. 


The  table  of  electrical  |)roj)erties  shows  hut  a 
few  of  Hichanlson's  phenolic  laminates  which  are 
ty.  /->J  n  \/  extensively  for  a  wi«le  variety  of  electrical, 

TliiS  marly  n^^ao  electnmic,  ami  mechanical  applications. 

_  'I'hese  laminates  are  furnished  in  standard 

A  Few  Properties  of  INSUROK  NKM.V  j'nnles  and  many  s|M‘cial  grades  which 

WtlittrkStr«njth  Were  develo|M*d  for  radio,  televisitui,  and  other 

FItxurol  perptndkulm  ta  lasulotioa  Maiimum  elect  ronic  comiuuiiicat  ions  component  s  where  st  a- 

Grada  Strength  laminatians  rasistanca  aparating  i  i  ■  .  i  ■  •  ■  i 

Langthwisa  (stag  by  stapi  magahms  tamparatura  hlllimllty  IS  essential.  Ill 

_ P*i _ *  *** _ (Tt  M  m) _ (tantinuaut)  thill  sheets  INSl'HOK  |iunches  r-leaii  and  shar|) 

T-606  20,000  280  vpm  100  212°F.  for  fabricating.  I’lie  heavier  sections  have  jrood 

T-617  23,000  630  vpm  3500  22S°F.  machining  and  mechanical  |»roperties. 

T-725  21,000  630  vpm  125,000  212°F.  The  (piality  of  INSl'IH )K  is  ri>»i«lly  cont rollcrl 

T-812  24,500  620  vpm  1,000,000  225°F.  throu),di  each  step  of  pna  essiiiK  ami  is  your  niiar- 

“Tsio  is^MO  ST^vpm  3,000^000  T65°b  l»»Tformance  will  satisfy  yonr  re- 

T-827  25,000  320  vpm  170  225°F.  qnirements. 

“ilH - iwii - - aio - . . i"-;’!'- 

- — - - - — — — - - -  erties  is  available  for  tlie  askini'.  Svrite  for  the 

T-891  20,500  690  vpm  30,000  212°F.  ,  :  ,  ,  i  ,  i,'  i  i  i  r  y  , 

- — - ! - “ - ! - Inanimate  (  ataloir.  ror  copper-clads  ask  for  (  ata- 

XT  896  14,000  650  vpm  1,000,000  212°F.  1,,^, 

dr  too  'lb, 

^  Ti*t«  09  ^ 

^  iiritiiNCi  ^ 

^iiiisi^the  RICHARDSON  COMPANY 

Founded  1858  IAMINATEO  ond  MOLDED 


Grade 

Flexural 

Strength 

Langthwisa 

psi 

Dialattrk  Strength 
parpandkular  ta 
laminatians 
[step  by  step) 

1  It' 

Insulation 

resistance 

magehms 

(ft  fO  1(4) 

Maximum 

aparating 

tamparatura 

(cantinuaus) 

T-606 

20,000 

280  vpm 

100 

212°F. 

T-617 

23,000 

630  vpm 

3500 

225°F. 

T-725 

21,000 

630  vpm 

125,000 

212°F. 

T-812 

24,500 

620  vpm 

1,000,000 

225°F. 

T-819 

15,000 

375  vpm 

3,000,000 

165°F. 

T-827 

25,000 

320  vpm 

170 

225°F. 

T-859 

48,000 

375  vpm 

25,000 

300°F. 

T-891 

20,500 

690  vpm 

30,000 

212°F. 

XT-896 

14,000 

650  vpm 

1,000,000 

212°F. 

DEPT.  32  .  2767  LAKE  STREET  •  MELROSE  PARK,  ILLINOIS  •  SALES  OFFICES  IN  PRINCIPAL  CITIES 
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Achiol  S«ze 


OncotJboial^ 
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WN«ii  ordering  or  t—king  iniormafiom 
pl*OM  monfion  (focrrooKt  Suyort'  Gwido. 


For  technical  data  write:  Component  Division,  EpscO; 
InCv  108  Cummington  St,,  Boston  15,  Moss. 


€psco  COMPONENTS 

For  standard  applications  or 


custom-engineered  to  your  specifications 


SHIFT  REGISTERS 


Traniiilor-driven  and  tube-driven  shift  registers 
and  magnetic  logic  elements  for  MU  applications 
and  high  quality  commerciol  uses  .  .  .  wide  operat¬ 
ing  tolerances  and  dependable  Held  performance. 
Cempoct  Packaging:  with  9-pin  miniature  plug¬ 
in  bases  or  with  dip-solder  terminals  for  printed 
circuits.  Epoxy  encapsulated  or  enclosed  in  plastic 
containers.  Also  custom  packaging  to  individual 
specifications. 

lew  fewer  Contumplion:  fractional  watts  peak 
power  requirement  for  operoting  rates  up  to 
severol  hundred  KC. 

Ecenemicali  low  cost  per  bit. 


MINIBIT* 

Miniaturized 
Shift  Registers 

Only  cu.  in.  per  binary  digit  .  .  . 
operating  rates  up  to  SOOKC  .  .  .  ex¬ 
tremely  low  power  consumption  ,  .  . 
fully  encapsulated.  Highly  reliable  .  .  . 
designed  for  use  in  printed  circuits 
under  severe  service  conditions. 

*  Trademark 


Transistor  DECADE 
COUNTERS 


Medel  TDC-100 


pendobility  .  .  . 
highly  legible 
H  in.  high  nu¬ 
merals  on  trans¬ 
lucent  panel .  . . 
ISOKC  opera- 


Lumped-constant  DELAY  LINES 


Custom-engineered  for  wide  range  of  appli¬ 
cations: 

Coding  ortd  decoding  •  Telemetering  • 
Speech  synthesis  •  Auto  and  cross¬ 
correlation  •  Trigger  delay  •  Pulse  forming 
Oeloyt:  from  30  millimicroseconds  to  more 
than  300  milliseconds. 

Oeley  Tolerance:  0.1%  or  10  millimicro¬ 
seconds.  whichever  is  greater. 

Choroclerittic  Impedance  Tolerance:  1% 
from  SO  to  5000  ohms. 

Temperature  Compensated:  to  ^10 

ppm/“C  over  range  of  — SO^C  to  ±150®C. 
Designed  lor  rrsistonce  to  shock,  vibration, 
moisture  ar>d  temperature. 


PULSE  TRANSFORMERS 


Actual  Six#  Wide  band  pulse  transformers,  coup¬ 
ling  tronsformers.  blocking  oscillo- 
tors  .  .  .  designed  lor  video,  high  speed  digital, 
telemetry  and  radar  applicotions  .  .  .  exceed  MU 
specs.  Encapsulated,  miniaturized,  rugged  ...  lor  use 
under  severe  service  conditions  Over  wide  tempera¬ 
ture  range  .  ,  .  available  with  pig-tail  leads  or  pin- 
type  mount. 


ENCAPSULATED 
TRANSISTOR 
CIRCUIT  PACKAGES 


Compoctly  packaged  in  en¬ 
capsulated  plug  in  modules  for 
mounting  in  low-cost  in-line 
mounts  or  9  pin  miniature  tube 
sockets  ...  all  circuit  types  for 
complete  synthesis  of  digitol 
systems:  flip-flops  •  one-shots  • 
AND,  OR,  and  NOR  gates  • 
pulse  amplifiers  and  formers  • 
time  delay  circuits  •  time 


pulse  generators  •  neon  ar>d 
incandescent  indicators  • 
power  supplies. 

300  KC  operation  with  wide 
safety  margins  .  .  .  — 55®  to 
+  7S®C  range  ...  oil  el¬ 
ements  except  neon  indicators 
operate  from  ±I8V  or  ±6V, 
with  logic  levels  of  OV  and  6V. 


MAGNETIC 
MEMORY  UNITS 


aBBl 


SYSTEM  BUILDING  BLOCKS 


EDIN* 
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CONVERTER 


Model  B 
DATRACS® 

High  •  speed  voltage  •  to  •  d> 
converters  .  .  .  proven  relia 
in  hundreds  of  installot 
throughout  the  world  ...  no 
justments  required  ...  ^0 
absolute  accuracy  . . .  spee< 
to  44,000  conversions  per  se 
.  .  .  bi -polar  inputs. 

Avelloble  Medelsi 
B-6 1 1 , 1 1  bit  straight  binary  ■ 
including  sign;  reversible.  B- 
3  decimal  digits  plus  sign,  bir 
coded  S-4.2.1  or  4.3  ?-1;re 
ibie.  B>6I7,  4  decimol  digits 
sign,  binary. coded  deci 
4-2-2- 1. 


Series  CB-602  Integrated  Magnetic  Core 
Buffer  Storage  Units 

Used  in  tape-to-cord  converters,  cord-to-tope  converters 
.  .  .  compotible  with  Epsco  OATRACS  These  units  feature 
most  economicol  storage  up  to  1000  bits;  wide  temperature 
range,'  transfer  rates  up  to  200  kc/s.  porollel  and  serial 
operation. 


-‘i 


Fully  transistorized  reversible  voltoge-to-digitol  converters  .  .  . 
odjustment-free  .  .  .  conversion  rates  up  to  20.000  per  second 
for  the  TB-703  (S-bit  plus  sign  binary  unit).  Other  avoilable  mod 
els:  10-bit  plus  sign  ar>d  12-bit  plus  sign  binary  untts;  3  and  4 
decimal  digit  plus  sign  units  .  .  .  absolute  accurocy  ±0.05%. 


Industrial  and  Medical 
Recording  Instruments 

Rock-Panel  Amplifiers  and  Record¬ 
ing  Consoles,  Modular  Recording 
Systems,  Portoble  and  Mobile  Re¬ 
corders,  Frequency  Analyzers,  Weld 
Analyzers. 

Systems  avoilable  with  ink,  electric 
or  heated-stylus  write-out  Flat  fre¬ 
quency  responses  from  DC  to200cps. 

*A  n*w  Division  of  Epsco.  Inc. 


AMPLIFIERS 


Both  multiplexers  directly  compatible  with  EPSCO 
DATRAC  Converters.  5-chonnel  modules  permit  multi¬ 
plexing  any  number  of  inputs  to  a  single  output . . .  Model 
EM-SIS  simultaneously  somples  all  voltoges  at  its  inputs. 


TRANSICON  DATRACS* 


MULTIPLEXERS 


■I*  ModPi  EM-51 

HlQh-Sp««d 
'  Electronic  Multiplexer 
Model  EM-51S  High-Speed 
Electronic  Sample  a  Hold  Multiplexer 


Model  DA-102  Wide -Band, 
Low-Level  Differential  Amplifier 


Feotures  high  common  mode  rejection,  low  noise,  high 
stability,  wide  bandwidth  .  .  .  for  low-level  instrumento- 
tion,  laboratory  and  outomatic  systems. 


Wide  band  makes  possible  time  multiplexing  low-level 
differential  signals,  reliably  handling  highly  dynamic  data 
from  ony  source. 


Differential  design  permits  use  of  multiple  strain  goge 
bridges  with  one  common  voltage  source,  eliminates 
errors  due  to  hum,  pick-up  and  stray  ground  currents. 
Portable  and  rack  mounting  models. 


V 


tlluitrored  it  a  fully  automatic  PCM  Ipulte-code  modulation!  oirborn* 
telemetry  system  —  an  Eptco  first.  The  hermetically  sealed,  odjust- 
ment-free  functional  units  provide  eitreme  occurocy  under  severe 
environmental  conditions.  System  dota  word  rates  up  to  50,000  per 
second. 


•  Telemetry  Systems 

•  Automatic  Checkout  Systems 

•  Beacon  Transponders 

•  Shipboard  Computer  Controllerff 

•  Stabilization  Computers 

•  Missile  Control  Decoders 

•  Precision  Range  Chronometers 

•  Rodar-Return  Digitizers 


First  in  data  control 


Assembled  entirely  from  stondord  Epsco  C-700  Modulor 
Building  Blocks,  the  installation  illustrated  is  a  typical  Epsco 
data  control  system.  An  automatic,  high-speed,  multi¬ 
channel  wind  tunnel  instrumentation  and  computer  linitaga 
system,  it  excites  and  processes  data  from  200  low  level 
strain  gage  sources;  characterizes,  samples,  and  converts 
the  dato  into  digital  form  at  high-speed;  and  prepares 
mognetic  tape  for  direct  entry  into  IBM  Computers. 


COMMERCIAL  SYSTEMS 


INSTRUMENTS 


•  1 

i  •.  •  iH 


Precision  Voltage 
Reference  Sources 


MILITARY  SYSTEMS 


VR-607 


VR-608 


Certified  standard  cells,  oil-imme'sed  ultra-stable  resistors  ond  high- 
goin  chopper-stabilized  amplifiers  ensure  0.01%  absolute  accuracy. 


±111.112  volts  d-c  range  ...  0.1  millivolts  resolution  down  to  zero 
volts  .  .  .  0.005%  stability. 


Portable  cabinet  (Model  VR-607)  or  rock  mounting  units  (Model  VR- 
6081  available.  Also  o  binary  model  IVR-60761  developed  for  use 
with  digital  computers  ond  digital  processing  equipment. 


iai 


SCO 


Technical  data  an  Epsca  equipment  and  systems  available 
on  request.  Please  indicate  area  of  product  interest.  Write 
to  Epsco,  InCv  588  Commonwealth  Ave.,  Boston  15,  Moss. 


H 

I  ; 


)E 
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Surprenant  wire  and  cable... 
comes  to  vou  with  a  historv! 


It’s  a  history  of  exposure  to  bitter  cold  .  .  . 
searing  heat  .  ,  .  rough  abrasion  .  .  .  biting 
corrosives  .  .  .  extreme  electrical  loads.  All  this 
in  its  brief  but  violent  passage  through  Surpre- 
nant’s  many  quality  control  check-points. 

The  result?  A  produa  that  can  stand  up  and 
take  it,  even  under  extreme  peak  performance 
conditions. 


If  yours  is  a  particularly  challenging  wire  or 
cable  problem,  why  not  call  on  Surprenant’s 
"wire-ability”? 

Where  else  does  your  wire  dollar  buy  you 
this  assurance? 


Aircraft  —  Missile  —  Electronic  Wiring 


"snci"  man  c«iiu 

“S«rc«*'  cMiial  ubiM  iiKtuic 

■IMT  typts.  •iOi  IHCibl  CMrK* 
ttrittict  iwcli  M  lo«  UMCity, 
titra  fiaiibihty. 

•icroahoM.  2-coUiCl«r,  iN 
mtuj  Appcbvad 

tt  Military  SaKificatiam  JAN-C* 
17A.  MII-M7I,  ana  MIU472L 


mminK  wean  cakcs  ‘ 

CitraM  lav-laM  Taflaa  bitiK- 
trie.  Lev  cabKitaact.  ttaMa  alte- 
Ukai  charactarittiet.  iaefeatt  af 
aylM.  Kal-f.  Taflaa.  0.  0.  W 
keb  for  «  Mna  cabM. 


Mans 

^Wbtr#  aaaarlar  f(a«ib«iity  at  ia« 
taaiatratarta  tt  raaaifaO.  ataaf 
vita  Hiaciiaatcal  teaebaatt,  aN 
ratiitaaca  ta  aiii  aaa  iraatai, 
aaaaraaa  iKhati  ara  atailabla. 
fraaaaatly  aOvaatacaaot  ta  can* 
biaatiaa  witb  atbar  ■atarialt  aa 
ariMary-iataiatiaai.  Avaitabia  aa 
tabiaf  io  tartaai  caaiaeaadt  tab 
all  HOaiar  atm. 


MW!  ItNN  CAMES 

Malti-caaOiftar  rtbbaa<abia  Na 
iKtait  or  avafbralOa  Atatlabta  ta 
vlayi  laaaiatiaa,  caMolataty  catar> 
caiaO  wiOa  rtaga  at  tiiai,  ta*> 
tiaaoat  or  cat-iaaftba.  Vaat 
acoaoMitt  la  *ai|iit  $$4  WK 


MFG.  CO. 


CLINTON,  MASSACHUSETTS 
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THE  STANDARD  FOR 
MICROWAVE  COMPONENTS 


gj 


v: 


Li  > 


Because  of  a  unique  combination  of  engineering  and  produaion 
skills,  you  can  expea  miaowave  components  from  Frequency 
Standards,  Inc.  that  offer  a  dependability  and  accuracy  (±0.01%) 
unmatched  in  the  field. 

For  here  you  will  find  the  highly  specialixed  engineering  experience  and  the  intricate  tooling 
and  production  facilities  needed  to  produce  such  sensitive  microwave  components  as  the  two 
pictured  on  this  page. 

These  two  Tunable  Band  Pass  Filters,  both  passive  frequency  selective  devices,  are  capable  of 
providing  large  amounts  of  selectivity  in  tbe  stop  band  consistent  with  low  dissipation  losses  in 
the  pass  band.  Our  standard  line  includes  2-,  3*  and  4-seaion  filters  with  a  ganged  tuning  control 
feature,  over  a  wide  frequency  range,  assuring  you  of  an  accuracy  of  ±0.01%. 

For  daails,  contaa  Frequency  Standards,  Inc.,  and  we  will  furnish  information  on  our  standard 
products,  our  custom  products  and  our  facilities  for  meeting  all  requirements,  no  matter  how 
exacting,  in  the  miaowave  components  field. 

Please  address  inquiries  to  Frequency  Standards,  Inc.,  Box  304A,  Asbury  Park,  N.  J.,  Prospea 
4-0)00,  or  your  nearest  representative  in  all  principal  cities. 

Frequency  ySiANDARos.  inc. 

*  wviitON  or 

NATIONAL  HECnilC  NtOOUCTS  CORK 
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MAGNETIC  AMPLIFIERS  INC. 


Completely  self-contained  ser-  —55*  i,  )oo*( 

VO  loop,  comprising  stobilized  •/,  cycle  iesponse 
silicon  transistor  pre-amplifier 
with  high  speed  fast  response 
sub-miniaturized  magnetic 
amplifier  output  stage.  Re¬ 
quires  no  power  supply  or  de¬ 
modulation.  Send  for  bulletin 
$100-106. 
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TRANSISTOR  CURVE  TRACERS  FOR  LOW  LEVEL  ANO  POWER  TRANSISTOR 


FEATURES  -  Dynomicolly  plots  family  of  curves  on  stondord  oscilloscope 
Tests  oil  types  of  transistors,  detects  anomalies,  couses  of  failure 
Curves  disployed  in  ony  quadrant 
Measures 

Automatic  or  manual  operotion  A 

3%  occurocy  independent  of  scope  drift  9  ^ 


TIANSISTOe  CURVE  TRACERS  \ 

roe  LOW  LEVEL  AND  fOWEI  TRANSISTOR  ^ 


Moe*l  2OOA  Irwi(HI*r  Cuf«i  TtKtr  StnA  lot  lulittin  S-3t3 
MoAol  300A  N.ti  Ttofltnitf  Cvf«o  Ttotti  SoAd  lor  lulloliii  S-AA7 


632  TINTON  AVENUE  •  NEW  YORK  SS,  N  Y.  •  CYPRESS  2-6610 
West  Coast  Division 

136  WASNINCTON  ST.  •  EL  SEGUNDO,  CAL.  •  OREGON  8  266$ 


SUB-MINIATURE  TRANSI-MAG  SERVO  AMPLIFIERS 
400  CPS  SERVO  SYSTEMS 


T!rnM  *  *1  11^^— 

CSCEl  i^^3]Q 


MAGNETIC  AMPLIFIERS  INC 


STANDARD  HIGH  GAIN  HIGH  PERFORMANCE  PUSH-PULL 

MAGNETIC  AMPLIFIERS 

designed  for  AC  servo  applications.  Components  are  her¬ 
metically  sealed,  separately  packaged  and  include  a 
temperature  stabilized  transistor  preamplifier  and  power 
magnetic  amplifier.  Models  available  for  60  cps  and  400 
cps  systems. 


TRANSISTOR 
PRE-AMPLIFIER 
MODEL  TA-A0003 
in  (oflibinotion  «ilh 
60  CPS 

MAGNETIC  AMPLIFIERS 


HIGH  TEMPERATURE 
TRANSISTOR 
PRE-AMPLIFIER 
MODEL  TA-400D1 
in  combinotion  with 
400  CPS 

MAGNETIC  AMPLIFIERS 


AAtTRANSI-MAG  60  CPS  ANO  400  CPS 
HI-POWER  TRANSISTOR  MAGNETIC  AMPLIFIERS 
FOR  SERVO  MOTOR  CONTROL 
OUTPUT  FROM  SO  TO  2800  WATTS 


RUGGED -FAST  RESPONSE  TEMPERATURE 
STABILIZED  COMPLETELY  PACKAGED 


iicsi 

KdUlalJUilLi*ilUIC33lllLiLuIUMliiUiUUlM!&UitddU 


400  CPS 


HiE^2  ICDO  C3^B  H^DmI 


Nil  JIV!  1 


PRECISION  FREQUENa  400  CPS  ±0.01%  STATIC  INVERTER  SUPPLY 


Input -28V  DC 
Output- 11SV/400  CPS 

Precision  Frequency  unoffected  by  temperature  changes 
Compact,  Light  Weight,  Vibration  Isoloted 
Reliable -Tubeless,  no  moving  ports 

Application -For  gyro-wheel  supplies  and  where  precise  400  cps  voltages 
are  required  in  aircraft,  rodar  ond  missile  computers 
Send  for  Bulletin  S-864 


for  dependable  performance . . .  highest  stability 

DESIGN  YOUR  CIRCUITS  WITH 


MOTOROLA  TRANSISTORS 


CERMANIUM  PNP  2  WAH  TRANSISTORS 


2N178 

2N17S 

2N669 


Gcneril  purpose  audio  Class  A 
A  B  amplifiers.  High  power  gain, 
low  distortion.  Power  gain  range 
from  28  to  41  db. 


CERMANIUM  PNP  4  WATT  TRANSISTORS 

General  purpose  audio  Class  A 
2N350  A  B  amplifiers.  Switching  and 

2N3S1  power  supply  applications  High 

2N376  power  gam,  low  distortion  Power 

gam  range  from  30  to  37  db. 


CERMANIUM  PNP  POWER  TRANSISTORS 

2N554  low  cost,  dependable  general 

2N55S  purpose  audio  transistors  for  job¬ 

bers,  amateurs  and  hobbyists. 


CERMANIUM  PNP  HICH-VOITACE  TRANSISTORS 


2N375 

2NB18 


80  Volts  —  3  Amps  High  reli¬ 
ability.  For  switching,  regulation 
and  power  supply  applications. 
Tested  to  rigorous  military  and 
industrial  specifications. 


CERMANIUM  PNP  HIGH  VOLTACE— HIGH  CURRENT 


2N627 

2N628 

2N629 

2N630 


40  to  100  Volts  —  10  Amps.  For 
switching,  regulation  and  power 
supply  applications.  Ringed  emit¬ 
ter,  solder  terminals,  welded  her¬ 
metic  seal. 


A 


GERMANIUM  PNP  SWITCHING  TRANSISTORS 

TO-9  package.  Welded  hermetic 
seal.  Most  completely  specified 
PNP  transistor  for  industrial  and 
military  medium-speed  computer 
and  switching  applications. 


GERMANIUM  PNP  GENERAL  PURPOSE 

2N464  Designed  for  general  purpose 

2N465  applications  in  audio  frequency 

2N466  range.  TO-9  package.  Welded  her- 

2N487  »«*'- 


2N42S 

2N426 

2N427 

2N428 


MOTOROLA  RECTIFIERS 


SILICON  AXIAL  LEAD  1  AMP. 

1N1SS9  Diffused  junction.  Hermetically 

1N1570  sealed.  Designed  for  reliable  mil- 

1N1971  itary  and  Industrial  usage.  100 

1N1S72  to  400  Volts.  1  amp  @  2S*C. 


SILICON  STUD  MOUNTED  3.S  AMP 


1N157S 

1N1576 

1N1577 

1N1578 


Diffused  junction.  Hermetically 
sealed.  Peak  inverse  ratings  100 
to  400  Volts.  3.5  amps  2S*C. 
Designed  for  reliable  military, 
industrial  applications. 


1N1563 
INI  564 
1N1S6S 


SILICON  SINGLE  ENDED  .5  AMP 


1N1S66 

1N1S67 

1N1568 


Designed  for  use  in  both  printed  circuit  and 
chassis  construction.  High  reliability.  Long  life. 
100  to  600  Volts.  .5  amps  @  75*C.  Welded  her¬ 
metic  seal. 


EXCITING  NEW  TYPES  TO  BE  ANNOUNCED  SOON 

Motorola's  development  team,  which  produced 
the  "industry  standard"  power  transistor  design, 
has  many  exciting  new  semiconductors 
ready  for  release  soon. 

FOR  COAAPIETE  TECHNICAL  INFORMATION 

on  transistors  and  rectifiers  listed 
above— write,  wire  or  phone.  Motorola,  Inc., 
5005  East  McDowell  Road,  Phoenix,  Arizona. 
BRidge  5-4411.  Teletype  PX  80. 


M 


"OfPfNDABLE  OUAIITY-IN  QUANTITY" 

MOTOROLA 

SEMICONDUCTORS 

MOTOROLA,  INC. 
500S  I.  McDOWiLl 
PHOINIX,  ARIZONA 


RIOOiFItlO,  N.J. 

REGIONAL  OFFICES  t  540  Barman  Boviavard 

WHIfnay  3  7900 


CHICAGO  44.  ILLINOIS 
4900  Was*  Flournoy  Siraaf 
ESlorbrook  9-9200 


HOLLYWOOD  IS.  CALIFORNIA 
6339  Sunwf  Boulavard 
Hollywood  9-3290 


NIW  YORK 

DISTRIBUTORS :  i.f.yana  R»fio 

Milgray  Elactrenict,  Inc. 


CHICAGO  BOSTON  lOS  ANGELES 

Alliad  Radio,  Inc.  Cramar  Elacfronict,  Inc.  Kiarulff  Elacfronict,  Inc. 

Nawark  Elactric  Co. 
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connect  with 


MS-E  SERIES ...  rnvironmrnt  rrsistinR.  Merls  Sprrilii-ation  MII.-CI-SOISC. 
Kniilirnt  inserts.  Inlefsral  ralile  riamp.  New  grounding  lugs.  Interfat  ial 
sealing,  improved  grommet  and  new  grommet  follower. 


GS  (MS  TYPE).  KH.  RKH.  DAH,  BFH,  TBFH,  DBH,  KH30...with  steel 
shells  and  contarts  to  withstand  high  pressures  from  within  or  without. 
Insulation  is  a  glass  material,  fused  under  high  temperature  to  shell  and 
contarts,  thus  forming  a  hermetic  seal. 


Cannon  Electric  Company,  3208  Humlmldt  St.,  Ix>s  Angeles  31,  Califor¬ 
nia.  Factories  in  Los  Angeles,  Salem,  Mass.,  Toronto,  Can.,  London,  Eng., 
Melbourne,  Austl.  Manufacturing  licensees  Paris,  Tokyo.  Representatives 
and  distributors  in  all  principal  cities. 

please  refer  to  Dept.  149 

since  ItlS 


DP,  DPB,  DPD,  DPD2.  DPD2B,  DPJ,  AND  DPS  SERIES  . . .  Rack/panel/ 
chassis.  With  and  without  shells;  coaxial  and  high  voltage  contacts.  Permit 
quick  disconnect,  interchange,  replacement,  testing  and  inspection  of  as¬ 
semblies  and  sub-assemblies. 


MS-K,  MS--FW,”  AND  CANNON  K-"FW  STEEL  SHELL  CONNECTORS . . . 
Open  flame  protection  offered  in  the  greatest  variety  of  this  type  of  con¬ 
nector.  Wall-  or  box-mounting  receptacles.  Straight  or  angle  90*  plugs. 
(!rimp-type  contacts.  Inserts  of  glass-filled  materials. 


K.  RK  SERIES  ...  SPECIAL  ACME  THREAD.  The  AII-Pur|>ose 
Series.  Conduit  and  cable  clamp  entry  types.  1  to  82  contacts 
in  213  different  contact  layouts.  I0-,  I^,  .10-,  -10-,  60-,  80-,  I  IS-, 
and  200-amp.  silver-plated  contacts.  High  quality  phenolic, 
melamine,  and  formica  insulators.  (!admium-platrd  aluminum 
alloy  shells. 


Send  for  AR  Con¬ 
densed  Catalog  con¬ 
taining  illustrations 
and  technical  infor¬ 
mation  on  all  princi¬ 
pal  series  of  con¬ 
nectors  in  the  exten¬ 
sive  Cannon  Line. 


for  GENERAL 
CIRCUITRY  and 
QUICK  DISCONNECT 
in  more  rugged 
applications 


for  RADIO  and 
SUBMINIATURE 
applications 


TVPICAI.  DKSIONS 


MS.  MS-A,  MS-B,  MS-<; ...  Conforming  to  Specification  MIL- 
(!-.‘>0I5C.  IS  insert  diameters  and  260  contact  layouts.  6  shell 
styles,  MS3100  to  MS3108  with  all  acces-sories.  Also  f  M.'sf  f. 


for 

UNIT-PLUG-IN 

applications... 


for  AUDIO 
and  LOW  LEVEL 
circuits 


for  HERMETICALLY 
SEALED 
applications 


for  HIGH 
TEMPERATURE 
and  firewall 
applications 


27,000  kinds  to  choose  from! 

If  we  don't  have  what  you  want, 
-  we'll  make  it  for  you. 

Largest  facilities  in  the  world  for  plug 
research,  development  and  manufacturing 


and  EL 


INST 


for  VIBRATION  ^ 
RESISTANCE 
and  MOISTURE- 
PROOr  applications 


P,  XLR,  XL,  XK.  O.  UA,  BRS  SERIES. . .  many  shell  styles  and  insert  layouts. 
Straight  and  angle  90*  plugs.  Latch-lock  types.  Wall-mounting,  panel,  lo<-k- 
nut  mounting,  and  adapter  receptacles,  single-  and  two-gang.  10-  to  .10-amp. 
•  contacts,  coaxials.  1;  \  Series  features  .1  gold-plated  contacts. 


D.  MC,  DPA,  DPX,  AND  K  MINIATL'RES ...  miniatures  and 
sub-miniatures  designed  for  amplifiers,  miniature  indicators, 
computer  circuits,  telemetering  equipment,  small  pre-amps, 
and  general  instrumentation  where  space  is  limited  and  cur¬ 
rent  requirements  are  generally  not  over  5  amperes.  Variety  of  shell  styles, 
junction  shell,  and  insert  arrangements.  3  to  50  contarts,  plus  coaxials. 


i'e7 
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TRANSISTORIZED  1 

1  VACUUM-TUBE  TYPE  | 

1  VACUUM-TUBE  TYPE  | 

1  VACUUM-TUBE  TYPE 

OA10/  regulation 
■  Ul'O  STABILITY 


MODEL 

DC 

OUTPUT 

VOLTS 

OC 

OUTPUT 

AMPS. 

SC-32-0.5 

0-32 

0-0.5 

SC-32-1 

0-32 

0-1 

SC-32-1.5 

032 

^  0-1.5 

2SC-32-1.5 

0-32 

0-1.5 

DUAL  OUTPUT 

0-32 

0-1.5 

SC-32-2.5 

0-32 

0-2,5 

SC-32-5 

0-32 

0-5 

SC-32-10 

0-32 

0-10 

SC-32-15 

0-32 

0-15 

SC-60-2 

0-60 

0-2 

SC-60-5 

0-60 

0-5 

2SC-1 00-0.2 

0-100 

0-0.2 

DUAL  OUTPUT 

0-100 

0-0.2 

SC-150-1 

0-150 

0-1 

SC-300-1 

0-300 

0-1 

U.^1% 

«  fc  ij  ij  L  A  i  1  u 

stability 

MODEL 

oc 

OUTPUT 

VOLTS 

OC 

OUTPUT 

AMPS. 

50-18-0.5 

*  0-18 

0-0,5 

SC-18-1 

^  0-18 

0-1 

SC-18-2 

0-18 

02 

SC-18-4 

'  0-18 

0-4 

SC-36-0.5 

0-36 

0-0.5 

SC-1836-1 

18-36 

0-1 

SC-1836-2 

18-36 

0-2 

SC-3672-0.5 

36  72 

0-0.5 

SC-3672-1 

36-72 

0-1 

0AO%  REGU  .A'lON 
STABILITY 

COMPACT  PACKAGE  TYPE 


MODEL 

DC 

OUTPUT 

VOLTS 

DC 

OUTPUT 

AMPS. 

PSC-  5-2 

0-  7.5 

2 

PSC-10-2 

7.5-12.5 

2 

PSC-15-2 

12.517.5 

2 

PSC-20-2 

17.5-22.5 

2 

PSC-28-1 

'22  532.5 

1 

PSC-38-1 

32  5  42  5 

1 

DC  to  DC  COMPACT 


PACKAGE  TYPE 


MODEL 

DC  OUTPUT 
VOLTS  CURRENT 

OC 

INPUT 

VOLTS 

SC  325  100  6 

325 

100  MA. 

6 

SC  325200  12 

325 

200  MA 

12 

SC  325  200  28^ 

325 

200  MA 

28 

.WIDE  RANGE 
SERIES 

MULTIPLE  OUTPUT 
,  POWER  SUPPLIES 


REGULATION  g\  A1  %  i 
STABILITY  TO  U»Ux/0  | 


MODEL 

DC 

OUTPUT 

VOLTS 

DC 

OUTPUT 

CURRENT 

800B 

»1  0  600 

0  200  ma 

«2  0  600 

Parallel  1  &  2 

0  200  ma. 

0600 

Series  1  &  2 

0  400  ma. 

01200 

0  200  ma 

510B 

«1  200  500 

0  200  ma. 

#2  200  500 

Parallel  1  &  2 

0  200  ma. 

200  500 

Series  1  &  2 

0  400  ma. 

400-1000 

0  200  ma. 

4300 

Jfl  0-450 

0  300  ma. 

»2  0-450 
Parallel  1  &  2 

0  300  ma. 

0-450 

Series  1  &  2 

0  600  ma. 

0-900 

0  300  ma. 

2400B 

0400 

0  150  ma. 

«2  0-400 

0  150  ma. 

»3  0150  Bias 
Parallel  1  &  2 

0  5  ma. 

0-400 

Series  1  &  2 

0  300  ma. 

0-800 

0  150  ma 

103 

«1  0-300 

0-75  ma. 

#2  0  300 

0-75  ma. 

#3  -50  to +  50 
Parallel  1  &  2 

0  5  ma. 

0300 

0  150  ma. 

0-400  VOLT 
POWER  SUPPLIES 


RET  flTION  A 
STABI  ITYTO  U«U^ '0 


MODEL 

DC 

OUTPUT 

VOLTS 

DC 

OUTPUT 

CURRENT 

400B 

0-400 

0  150  Bias 

0-150  ma. 

0  5  ma. 

315B 

0400 

0-150  Bias 

0  150  ma. 

0-5  ma. 

141B 

0400 

0  150  ma. 

2000B 

0-400 

0-150  ma. 

730B 

0350 

03  Amp. 

720B 

0350 

0  2.25  Amp. 

710B 

0350 

0  1.5  Amp. 

700B 

0350 

0  750  ma. 

0-600  VOLT 
POWER  SUPPLIES 


REGULATION  fX  Of 
STABILIT.  TO  U.Ul/0 


MODEL 

OC 

OUTPUT 

VOLTS 

DC 

OUTPUT 

CURRENT 

780B 

0600 

0  3  Amp 

770B 

0600 

0  2.25  Amp 

760B 

0600 

0  1.5  Amp. 

750B 

0  600 

0  750  ma. 

605 

0600 

0  150  Bias 

0  500  ma. 

0  5  ma. 

615B 

0600 

0  150  Bias 

0  300  ma. 
05  ma. 

500RB 

0  600 

0  300  ma. 

815B 

0600 

0  150  Bias 

0  200  ma. 

0  5  ma. 

245B 

200  500 

0  200  ma. 

HIGH  VOLTAGE 
POWER  SUPPLIES 

0.004% 


MODEL 

DC 

OUTPUT 

VOLTS 

I 

DC 

OUTPUT 

CURRENT 

2500 

02500 

0  50  ma 

1520B 

0  1500 

0  200  ma 

1220B 

01200 

0  20  ma 

1250B 

0  1000 

0  500  ma 

1020B 

01000 

0  50  ma. 

KR  SERIES 


0  4  W  REGULATION 
,1/0  STABILITY 

1.5  AMP.  KR  SERIES 


DC 

MODEL 

OUTPUT 

VOLTS 


REGULATION 


0.1%  STABILITY 

300  Ma.  KR  SERIES 


DC 

MODEL 

OUTPUT 

VOLTS 

KR12 

0150 

KR3 

100  200 

KR4 

195  325 

KR10 

295450 

125  Ma.  KR  SERIES 

DC 


MODEL 

OUTPUT 

VOLTS 

KR11 

0150 

KR1 

100200 

KR2 

195325 

KR9 

.  295  450 

MAGNETIC  TUBELESS 


f^CGULATI 


0*5%  ■  ability 


DC 

oc 

MODEL 

OUTPUT 

OUTPUT 

VOLTS 

AMPS 

KM236-15 

0.136 

0  15  Amp 

KM236-30 

0,136 

630  Amp 

KM236-50 

0136 

0  50  Amp. 

250  WATT  SERIES 


±1% 


REGULACON 

9TABILITV 


DC  DC 

MODEL  OUTPUT  OUTPUT 
VOLTS  AMPS 


1 

Low 

High 

Rjngf 

High 

Ring, 

low 

Range 

KM251 

28 

814 

150 

300 

i  KM-252 

520 

20  35 

70 

120 

KM253 

20  40 

4060 

40 

60 

KM  254 

30  60 

60  90 

28 

'  40 

KM  255 

60120 

120180 

I  4 

'  20 

'  KM256 

150  200 

200  250 

10 

15 

-  KM257 

250  325 

325  400 

06 

0  75 

KR16 

0-150 

KR17 

100200 

KR18 

195  325 

KR19 

295450 

600  Ma. 

KR  SERIES 

MODEL 

DC 

OUTPUT 

VOLTS 

KR8 

0150 

KR5 

100  200 

KR6 

195  325 

KR7 

295450 

0FFERSM0RETHAN120 
STANDARD  VDLTAGE 
REGULATED  PDWER 
SUPPLIES  CDVERING  A 
WIDE  RANGE  OF  TRAN- 
SISTOR,  TUBE  AND 
MAGNETIC  TYPES. 
MOST  MODELS  ARE 
AVAILABLE  FROM 
STOCK.  FOR  COMPLETE 
SPECIFICATIONS  WRITE 
FOR  BROCHURE  B  586. 
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shown  opprox.  %  six* 


The  accompanying  table 
shows  a  partial  list  of  standard 
Hycon  Filters.  Custom  units 
may  be  engineered  to  your  par¬ 
ticular  specifications  of  center 
frequency,  bandwidth,  selectiv¬ 
ity,  and  impedance  level.  H’riie 
for  Crystal  Filter  Technical 
Bulletin. 


CRYSTAL  FILTERS 
in  the  10  Kc  to  30  Me  range 

SYMMETRICAL  BANDPASS 


Mod*) 

No. 

Center 

Freg. 

Band¬ 

width 

(6-db) 

Band¬ 

width 

(60-db) 

Maxt- 

mum 

Lott 

Maxi¬ 

mum 

Pati- 

band 

Variation 

Imped¬ 

ance 

Ohmt 

(Nami- 

nai) 

1 

Cat*  Six* 
W 

H 

100  KPA 

100  Kc 

50  cpt 

200  cps 

3  db 

i1 

2  db 

8200 

3 

15 

16' 

2  13 

16' 

2' 

2215  KA 

2215  Kc 

2  8  Kc 

12  kc 

3  db 

4:1 

2  db 

4000 

2 

9 

16' 

1  5 

16' 

1 

47 

64 

2215  KB 

2215  Kc 

250  cpi 

1000  cpt 

3  db 

4:1 

2  db 

4000 

2 

9 

16' 

1  5 

16' 

1 

47 

64 

9  MA 

9  Me 

3  Kc 

12  Kc 

3  db 

4:1 

2  db 

1000 

1 

61 

64' 

19 

32' 

15 

16 

10  MA 

10  7  Me 

30  Kc 

60  Kc 

3  db 

4:1 

2  db 

2000 

2 

3 

8' 

1' 

1 

1 

32 

10  MB 

10  7  Me 

15Kc 

30  Kc 

3  db 

4:1 

2  db 

1000 

2 

3 

8' 

1' 

1 

1 

32 

10  ME 

10  7  Me 

6  Kc 

15  Kc 

3  db 

4:1 

2  db 

500 

2 

3 

8' 

r 

1 

1 

32 

to  MF 

10  7  Me 

3  5  Kc 

10  Kc 

3  db 

4:1 

2  db 

300 

2 

3 

8' 

r 

1 

1 

1 

32 

13  MA 

13  Me 

30  Kc 

54  Kc 

6  db 

4: 

1  db 

1500 

3 

9 

16' 

1' 

1 

1 

2 

13  MB 

13  Me 

15  Kc 

27  Kc 

6  db 

4: 

1  db 

750 

3 

9 

16' 

1' 

1 

1 

2 

SINGLE  SIDEBAND 


Model  No. 

Center 

Freq. 

Sideband 

Pattband 

Minimum 

Attenuation 

(Unwanted) 

Moximum 

Intertien 

Lott 

Moximum 

^ottbond 

Voriofien 

lmp-4r!ni-» 

Ohmt 

(Nominal) 

Cot*  Six* 

L  W  H 

100  KUC 

too  Kc 

upper 

300  to  6000  cpt 
(2  db) 

60  db 

10  db 

4:1  2  db 

8200 

5  3  8  '  3'  2  3  8  ' 

100  KIC 

100  Kc 

lower 

300  to  6000  cpt 
(2  dbl 

60  db 

10  db 

4:1  2  db 

8200 

5  3  8  '  3'  2  3  8  ' 

3  MUA 

3  2  Me 

upper 

300  to  3000  cpt 
(3  db) 

40  db 

3  db 

4:  1  db 

1600 

2  9  16'  1  5  16'  1  47  64' 

2  MUA 

2  Me 

upper 

300  to  6000  cpt 
(2  db) 

60  db 

3  db 

4:1  2  db 

3900 

438'238'1  78' 

2  MIA 

2  Me 

lower 

300  to  6000  cpt 
(2  db) 

60  db 

3  db 

4-1  2  db 

3900 

438'238'1  78' 

RAPID  ACCESS  in  Analog  Data  Reduction  Systems 


DIGITAL  TIMING  GENERATOR  MAGNETIC  TAPE  SEARCH  UNIT 


MODEL  201  for  Tape  Index¬ 
ing  generates  numerically  coded 
timing  signals  which  are  re¬ 
corded  on  the  magnetic  tape 
throughout  the  data  recording 
periods,  providing  a  precise 
digital  index  in  terms  of  elapsed 
time. 

IFrite  for  Technical  Bulletin  TSG 


MODEL  206A  IS  A  MIIITAIIZED  AIRBOINE  VERSION  OF  MODEL  201. 


MODEL  202  for  Tape  Search¬ 
ing  operates  during  data  reduc¬ 
tion  periods.  This  instrument 
automatically  locates  and  se¬ 
lects  for  controlled  playback  the 
tape  data  included  between  a 
“sequence  start  time”  and  a  “se¬ 
quence  end  time"  specified  by 
panel  dial  settings.  Model  202 
may  be  modified  to  search  for 
timing  formats  other  than  those 
originated  by  Model  201. 


ULTRA  STABLE  OSCILLATOR 

On*  Megocycf*  Signal  Source 


HIGH  POWER  TELEMETERING 
DIPLEXERS 


STABILITY:  1  PART  IN  10*  PER  DAY 


for  Severe  Environment 


For  precise  time  measurements 
or  frequency  control.  Model 
lOIC  features  include:  A  crystal 
oven  without  moving  parts  that 
is  stabilized  to  letter  than 
0.01 ’C.  by  temperature-sensi¬ 
tive  resistance  bridge,  and  dis¬ 
sipation  in  oscillator  crystal 
which  is  stabilized  at  a  power 
level  of  less  than  one  microwatt. 
MUl-TIPLIERS  and  DIVIDERS  arc  available  for  other  frequen¬ 
cy  values  with  corresponding  stability.  IFrite  for  Bulletin  USO. 


V|  a 


•  p 


•.91 


These  instruments  feed  signals 
from  2  -  100  watt  transmitters 
into  a  single  missile  antenna 
system  and  are  designed  to  sat¬ 
isfy  military  requirements  for 
use  in  test  missiles  and  super¬ 
sonic  aircraft.  Frequency 
Range:  fixed-tuned  between  215 
to  250  Mc/s;  Attenuation:  less 
than  0.3  db;  Size:  each  cavity 
approx.  3"  x  4”;  Weight  of  total  system:  3.7  pounds,  (2  di- 
plexers  +  circuitry).  Write  for  Bulletin  1231. 


Please  call  or  write  for  name  of  Hycon  Eastern 
Representative  in  your  area.  (Telephone: 
Cambridge,  Mass.,  U N iversity  4-7200) 


HYCON  EASTERN,  INC, 

75  Combridg*  Porltway  0*pt  AO  Combridg*  42.  Mats. 


ELECTRONICS  BUYERS'  GUIDE -June,  1958  -  MID-MONTH 


Wb*n  ordering  or  tMking  inrermarion 
pl*aM  nwnlion  (lactronio  Bwyera'  Cvid*. 
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BRUTE  FORCE  DC  Power  Supplies 


SELENIUM  -  GERMANIUM 
SILICON 


0-10 

VOLTS 

0  20  1 
VOLTS 

o  ■> 

0-4  AMPS 

! 

20 

30 

0  10  AMPS 

11 

21 

i  31 

0-18  AMPS 

12 

22 

32 

0-30  AMPS 

13 

i 

33 

0-50  AMPS 

14 

j  24 

!  34 

0-100  AMPS 

1 

1 

1 

LINE  REGULATOR:  All  line-regulated  equipment  em¬ 
ploys  NJE's  improved  version  of  the  well  hnown  ferro- 
Ttsunant  principle.  Response  time  is  less  than  2  cycles 
C't  line,  and  regulator  is  aojusted  for  "constant  average" 
rather  than  "constant-RMS".  Oversized  magnetic  com- 
rcr.ents.  high  temperature  insulation,  and  conservative 
resign  of  resonating  capacitors  insures  longer  life  and 
less  thermal  drift  than  formerly  possible.  Line  regulator 
reduces  :^10^  input  voltage  changes  at  any  constant 
cad  to  rdrO.Sib  output  voltage  variations  on  single  phase 
units,  :tl%  on  three  phase  units. 

RIFFLE;  Less  than  1%  RMS  at  any  output  voltage  or 
current  within  rating. 


with  or  without  line  regulators 


Use  Chart 

♦  •  4, 

•  4  ^ 

s 

^  To  Left 

eli 

Then  Chart 

To  Rights 

3  P  •  - 
*  >6 

SXo 

Then  Build 

»Sa  -S* 

Model  No. 

As  Shown 

i  /  • 

Below 

-itX  STATIC  1.040  nOUtATlON 
MOMAKIUM  (CO)  mo  OII.ICOH  (CC) 

sumno 

NOMINAC  OUTPUT  VOLTOOC 
AT  NOMIMAL  input  VOtTAfC 
AMO  00% 


V 126  Stock  M 
\  Models ! 

Indtcoteo 
regulotion. 
if  peWcted. 


PfRCCNT  OP  NATtO  OUTPUT  CuMAIMT 


SELECT  STATIC  LOAD  REGULATION  CHARACTERISTIC  fROM 
THIS  GRAPH  —  OR  ^7%. 


I  S  “  N'Wr 

*r*'  CF 


-  f^-l.nium 
irrrmiinium 


STATIC  LOAD  REGULATION;  Enpressed  as  percent 
age  of  mammum  rated  voltage  lor  0  100*^  load 
change,  at  constant  line  voltage. 

METERS;  Ammeter  and  Voltmeter  furnished  as 
standard  equipment  on  all  models. 


E(L)  G 

ent  I  p  V 

load  '  U  ' 


52-JjjM 

I  rU 


Rftck  or  cAhinct. 


StAndArd  mrtpred  modpl. 
On  MpeciAl  utm<4'terrd 
omit  Wtur  *‘.M**. 


POWER  SUPPUES 
UMUMITEDI 


For  Comploto  Cotalof, 
Soo  Elocfrenic 
En9inoort‘  Moitor 
Fa90*  594  to  607. 


STANDARD  —  GRADE  SINGLE  SUFFLIES 


valts  Deoth  WiOth  Heigkt  Lbs 


Model  S  1001  RM,  0  300V, 
0  20CMA. 


Q 


Also  Available  in 
Exclusive  NJE  Duals. 


Write  for  Comprehensive 
Cotalog  .  .  .  Todoyl 


STANDARD 


crade  vacuum -tube  REGULA ted  DC  Power  Supplies 


1^  i  IP  CORPORATION 

Electronic  Development  &  Manufacturing 
Competent  Engineering  Representation  Everywhere 


345  Carne£ie  Avenue,  Kenilworth,  New  Jersey  •  CHestnut  M500 

TELEFAX;  FFP  •  1WX:  ROSELLE  51 
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When  ordering  or  teehing  informofion 
p/eose  mention  Hectronitt  Buyers'  Guide. 


June.  J958-MID-AAONTH- ELECTRONICS  BUYERS'  GUIDE 


1 


CAiin  CTATC  nr  'completely  transistorized 

SOLID  STATE  DC  Power  Supplies  .completely  dependable 


METERS:  Ammeter  and  voltmeter  furniehed  at  standard  equipment  on  all  models. 
POLARITY;  All  supplies  can  be  floated  up  to  SOOV  peak  off  ground.  Either  polarity 
may  be  grounded  to  chassis. 

DERATINC:  These  supplies  are  rated  for  continuous  duty  at  45°C  ambient  tem¬ 
perature 

REMOTE  SENSING:  All  models  are  provided  with  remote  sensing  circuits  to  permit 
reduction  of  static  regulation  errors  due  to  external  wiring.  This  feature  does  not 
eliminate  transient  errors  due  to  long  line  Impedance. 

TUBELESS:  Completely  transistoriied.  Semi-conductor  rectifiers.  :ener  diode  ref¬ 
erence  standards,  transistor  series  regulators,  transistor  loop  amplifiers. 


TOTAL  STATIC  REGULATION:  The  static  regulation  figure  given  in  the  chart  refers 
to  the  total  regulatiaa  against  the  worst  possible  simultaneous  combination  of  line 
changes  of  ±10%,  and  slow  load  changes  from  0-100%  of  rating  When  regulation 
is  given  as  "±  %  or  ±  millivolts",  the  larger  value  governs  Line  regulation 
is  preserved  over  input  frequency  range  of  SS-bS  cps,  or  380  420  cps,  cps 

models  are  standard  Nominal  additional  charge  is  made  if  the  supply  must  operate 
from  400  cps  input 

TRANSIENT  RESPONSE:  These  Supplies  exhibit  "rero-lag"  behavior.  Their  output 
voltage  will  not  leave  the  specified  static  regulation  region  tor  instantaneous,  pro¬ 
longed  "steps"  of  line  voltage  of  ±10%  or  instantaneous,  prolonged  "steps"  of 
load  current  o<  ±25%  of  maximum  rating 


MODEL 

OUTPUT 

RIPPLE 

REGULATION 

INttRNAL 

IMPEOANCE 

DC  - IIBKC 

PANEL 

HEIGHT 

(INCHES! 

DEPTH’ 

(INCHES) 

PANEL 

WIDTH 

(INCHES) 

CHASSIS 

WIDTH 

(INCHES) 

APPROX 

WEIGHT 

(POUNDS) 

VOLTS 

AMPS 

RMS 

MILLIVOLTS 

OHMS 

SS  T  IS 

0-T 

0  15 

10 

±0  1%  or  ±3  MV 

0  005 

31? 

23 

19 

17 

40 

SS  IB  II 

0  10 

0  10 

10 

±0.1%  or  ±5  MV 

0  02 

51 4 

171} 

19  1 

17 

40 

SS  S2-3 

0  32 

0  3 

1  0 

±0  1%  or  ±10  MV 

0  10 

5*4 

1434 

19  , 

17 

55 

SS  32  11 

0  32 

0  10 

10 

±0  1%  or  ±10  MV 

004 

8>4 

171} 

19 

17 

90 

SS  33  21 

0  32 

020 

10 

±0  1%  or  ±10  MV 

0  02 

1214 

171} 

19 

17 

140 

SS  1M1 

50  100 

0  1  5 

1  0 

±0  1% 

0  03 

51  4 

I4I4 

19 

17 

55 

SS  1SI3 

100  150 

0  15 

1  0 

±0  1% 

006 

5*4 

1434 

19 

17 

60 

SS  1M3 

0  160 

0  15 

10 

to  1%  or  ±20  MV 

0  50 

7 

1434 

19  ' 

17 

80 

SS  2111 

150  200 

0  15 

1  0 

±0  1% 

0  10 

7 

143< 

19 

17 

80 

SS  3M3 

200  300 

015 

20 

-0  1% 

020 

101? 

1434 

19 

17 

125 

SS  ISIS 

100  150 

03 

20 

0  04 

101} 

1434 

19 

17 

115 

SS  IMS 

M60 

0^3 

20 

±0  2%  Of  ±20  MV 

0  30 

1214 

1  171} 

i  19  ! 

17 

145 

SS  IB-1 

9  11 

0  1 

10  0 

L—lMiS - 

i  0  25 

16 

940  MODELS  LISTED 
FOR  QUICK  REFERENCE! 


For  Compl.t.  Catalo9,  lUctroNie 
iNqiNC.rt'  Master  Pa9«s  594  to  407. 


Illustrated; 
Model  TRM  400  31  CB  50A 
4-40  volts.  0-15  amperes,  lero-laggcd 


Complete 

Details 

in 

Comprehensive 
Catalog  .  . . 


Available  on 
Request! 


MODEL  CHART 

*  0  ^0 

fi 

fi 

sr 

07  5 
Amperes 

40 

50 

0  15 

Amperes 

31 

41 

51 

OX 

Amperes 

22 

32 

42 

52 

060 

Amperes 

13 

23 

33 

« 

53 

0-120 

Amperes 

14 

24 

34 

44 

0  240 

15 

25 

35 

1  TR/I/I  DC  Power  Supplies  : 

MAGNETIC-AMPLIFIER  REGULATED  1 

• 

■  VJ"  CORPORATION 

■  HbhI  Electronic  Development  &  Manufacturing 

1 
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'4:v' 


HIGH  VOLTAGE  DC  Power  Supplies  AIR  AND  OIL-INSULATED 


-  i. 


.  -v 


-'i 
,  a 


1  ■ 

Ms 


1 

V  ' 


IIPHI;  All  H-llne  and  HP  suppllat  have  capacItor-Input  filters. 
Some  HH-llne  supplies  have  capKltorlnput  filters,  and  some 
have  chohe-lnput  filters.  In  capacitor-input  filters,  the  ripple 
mafnltude  is  directlr  proportional  to  the  output  current,  and  the 
ripple  perceotate  is  inversely  proportional  to  the  selected  value 
of  output  voltage.  In  choke-input  filters,  the  ripple  ■atalMe  Is 
directly  proportional  to  the  voltage  selected,  and  the  ripple  per¬ 
centage  is  essentially  constant  over  the  entire  output  voltage  and 
current  range.  Additional  filtering  available  on  special  order. 

The  follovring  chart  lists  the  masimum  RMS  ripple  at  mailmum 
rated  voltage  and  maximum  rated  current  for  all  units. 


'MM- 

.  1- 


%  RMS  Ripple  I 

1  Type  of  Filter 

1.0  1 

H  20/30/35/51,  j 

Capacitor 

1.0  1 

1  HH  320  410/600. 

HH-140  230/150/240/330/ 
520/710. 

Choke 

20 

1  HM/2/3/5.  H-15/26/36/ 

1  40/43/50/54./60/W/90. 

CapKitor 

3.5 

i  H- 16/23/24 -27/33/41/45/ 
61/62/71. 

CapKitor 

•  -'I'':  u 


THYRATRON  REGULATED  DC  Power  Supplies 


FAST  RESPONSE  (ET) 
or  ZERO-LAG  (Z) 


4-10 

VOLTS 

820 

VOLTS 

9^ 

s^O 

3210 

VOLTS 

0  4  AMPS 

10 

20 

30 

40 

0-10  AMPS 

11 

31 

0  IB  AMPS 

12 

22 

32 

42 

0  X  AMPS 

13 

23 

33 

43 

0  SO  AMPS 

14 

24 

«  ! 

0  100  AMPS 

IS 

25 

35 

45  ' 

Use  Chart 
^  To  Left 
Then  Chart 
To  Right 
Then  Build 
Model  No. 
As  Shown 
Below 

,  120  Stock 
\  Models!  i 


SELECT  MODEL  NUMBER  FROM  THIS  VOLTAGE-CURRENT  CHART. 
(SAME  NUMBER  APPLIES  TO  EITHER  ET  OR  ZERaLAG  TYPES.) 


TRANSIENT  RESPONSE:  The  curvet  drewn  to  the  right  repretent 
the  behavior  ot  the  tuppiiet  in  retponte  to  either  a  ^10% 
Initantaneout  line  voltaie  ttep,  infinitely  prolonged,  or  a 
i:2i%  load  current  ttep,  infinitely  prolonged 

RIPPLE:  ET  unitt  have  lett  than  1%  RMS  ripple  at  any  output 
voltage  or  current  within  rating.  Zero-lag  unity  have  Int  than 
0.1%  RMS  ripple  at  any  output  voltage  or  current  within  rating. 


ET  -  75  iniUiaee. 
Z-lt  uro-leg. 


Select  trantient  characteristic 
desired  from  this  graph  —75  Milli- 
tec.  Response  T.C.  or  1%  Zero-Lag 


StAndArd  m«t^r«d  model. 

On  tpeciAl  unmetered  models 
omit  letter  *'U". 


l  i.  1  \  IVf 

VoHice-^uiTent  rengwTTJ  /  r- 

from  chart  above.  ^  LI  ^ 


Rack  or  cabinet. 


STATIC  LOAD  RECUUTION:  The  static  load  regu 
lation  of  any  NIE  thyratron  supply  will  not  eicted 
0.1%  or  SO  millivolts,  whichever  is  greater,  for 
0-100%  load  change  at  constant  line  voltage. 


STATIC  LINE  RE6ULATI0N:  The  Static  line  regu¬ 
lation  in  any  NJE  thyratron  supply  will  not  eiceed 
0.1%  or  SO  millivolts,  whichever  is  greater,  for 
^10%  lint  voltage  change,  at  constant  load. 


Model  12S00A- 
CM.  dual  supply, 
each  section 
0  600V.  0  600MA: 
with  provisions 
for  strict  aiding, 
series  opposing, 
isolated,  or  par¬ 
allel  connection 
by  front  panel 
twitching  only. 


UBORATORT  CRAOE  OUAl  SUPPLIES 


Mcdel 

Striet— Aidiag 
Oetpet  Range 

Series— 0 
OetHt 

ipesieg 

laagt 

Parallel 

Oetpet  Raege 

VOLTS 

,  MA 

VOLTS  , 

MA 

VOLTS 

MA 

L  2600A  RM 

0-1200 

1  0-300 

1  600^-600  1 

0  300 

1  0  600 

0600 

L  2800A  RM 

0-12C0 

1  0600 

1  600  0-600  1 

0  600 

1  0  63-0 

0  1200 

WRITE  FOR  COMPREHENSIVE  CATALOG  NO.  BG-58 ....  TODAY! 


1^  i  CORPORATION 

H  Electronic  Development  &  Manufacturing 

Competent  Engineering  Representation  Everywhere 


345  Carnegie  Avenue,  Kenilworth,  New  Jersey  •  CHestnut  M500 


TELEFAX:  FFP  •  TWX;  ROSELLE  51 


ELECTRONICS  BUYERS'  GUIDE -June,  J958  -  MID-MONTH 


Wfi«n  opd«rtf»9  or  tookino  iitlormefiofi 
pfoeto  monriofi  (focfronict  Bwytrt'  Gvldo. 
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For  CempleEe  Cotoleq,  See  Electronic 
ENfioeert*  Master  Fa9es  594  to  607. 


THOUSANDS 


OF 


CUSTOM 


DESIGNS 


AVAILABLE! 


UBORATORV-CRAOE  SINSLE  SUPPLIES 


Oetpet 

Oetpet 

B'Ml* 

RKk  Dimeesises  j 

Medtl 

Reagt 

Veits 

Raege 

MA 

Lead 

Reg 'a. 

Lies 

Reg'a. 

Milli 

veils 

Oeptk 

Width  1 

Paael 

NLgSt 

Weight 

Lbs 

L  600A  RM 

0600 

0-300 

j 

0.01% 
or  60 
millivolts 

:t0  015% 
or  ±80 
[  milli- 
1  volts 

20 

1 

19- 

1  ! 

j  1 

101  j" 

85 

L  800A  RM 

0-600 

0600 

1 

1 

1 

0  005% 

}  or  20 
millivolts 

1  ±0.01%  1 
or  ±20 
'  mini-  1 
volts  ' 

20 

i  16" 

1 

19" 

i 

i  I2i4" 

1 

150 

LABORATORY 

GRADE 


VACUUM-TUBE  REGULATED  DC  Power  Supplies 


chassis-trak 


slides 


for  rack-mounted 
electronic  equipment 


Either  roller  or  solid  bearing  slides 
are  available  from  stock.  The  "De¬ 
tent”  model  locks  in  7  tilt  posi¬ 
tions.  The  “Basic”  model  tilts  with 
no  lock  assembly.  The  "EZ  Mount” 
model  tilts  from  mounting  on 
front  cabinet  rail.  These  models 
are  available  in  either  lightweight 
or  heavy-duty  styles. 

Chassis-Trak  slides,  formed 
from  cold  rolled-steel,  give  com¬ 
plete  accessibility  and  faster  sers- 
icing  .  . .  and  the  ultra-thin  design 
means  you  can  cut  engineering 


costs  by  mounting  17"  chassis  in 
19"  standard  stock  racks.  Plus,  a 
wide  bearing  area  design  increases 
rigidity  and  reduces  the  possibility 
of  binding  due  to  misalignment. 

In  addition  to  the  standard 
slides  in  stock,  Chassis-Trak  engi¬ 
neers  will  custom-build  slides  for 
special  installations.  All  slides 
meet  specifications  for  govern¬ 
ment  or  military  projects  and 
RETMA  standards. 


Select  the  right  slide  for  your  application 


Mooa 

tUOE  imOTN 

10  I II  f  IJ  ]  I«'n^r>a  1  ao]  mT*^ 

Basic  1  CTRL  X  X 

X 

X  X  X  X  X  X  1 

75 

Dn»nl  CTRO 

X 

X  X  X  X  X  X  1 

75 

CrodIc  Trock  CTEZ 

X  X  X  X  X  X  1 

75 

Heovy  Duty  Basie  CTHRB 

X  X  X  X  X  X  7 

75 

Heavy  Duly  OelenI  CTHRD 

X  X  X  X  X  X  2 

75 

SOilO  KAtMG  SUOES  MOOfl 


10  Ml  It  14  I*  It  M  n  14  lOAO 


Heavy  Dvty  Boi 


for  oddrfionof  engineering  informofion,  occessoriet 
hordwort  cofo/og«  and  pr!t9S,  wrife: 


inc»/  525  South  Webster,  Indianapolis  19,  Indiana 


; 

►  • 


■  “Tso  YOU  HAVE  AN 
OBSTRUCTION  UGHTING 
PROBUM'^ 


Your  »•••«  INC 

HUGHEY  &  PHILLIPS,  INC 
HUwnci  muim  oI 

Obilttfc'ion  ^ 


MODI  I  ICS2-9AP 
Tower  liohtine 
Control  Unit 
lOvtdoor  typo) 


rhoto-eloctric  control 
(2  or  3  pole) 
tomot#  Phototube. 
TwO’Circwit  FleiKer  onO 
Awtotronilor  mere . 


MANY  OTHER  MOOEl$  AVAIlAtlE 
IVrile  far  liUrmturt  on  your  tprri^  probifm 


HUGHEY  &  PHILLIPS,  INC. 


IMonofacIvrorf  of  I 

300MM  Beacons.  Obstruction  Lifhtv  Pnoie-  * 

(Electric  Controls.  Beacon  Flastiets.  bovcial  I 
lunctlon  ^xos.  Microwave  Tower  Litbt  ion.  I 

Itrol  A  Alarm  Systems.  Remote  Lamp  tailute  . 
Indicator  Systems,  and  Complete  Hits  ter  I 
Tower  Llphtinf,  Sleet  MelteFPowe  A  rent  n 

I  3200  NOITH  SAN  FERNANDO  SIVO.  I 
,  lURBANK,  CALIF.  I 


HIGH  VACUUM 


'  -t -Jr  • . 


COMPLETE  SYSTEMS 


with 

ADVANCED  DESIGN 
SEMI-AUTOMATIC 
LEVER  -  OPERATED 
VACUUM  VALVING 
Special  systems  designed 
and  manufactured  to  your 
specifications  —  Write... 


SCIENTIFIC  ENGINEERING  LABORATORY 

1510  Sixtl  Strut  •  Btrktl*F  tl,  Califiriia 


Whon  ereforing  or  poohing  informetren 


pfoooe  iwontren  ffoctroniri  Ruyori'  Guido. 
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if  you  will,  an  engineer  who  woulcf  rather  design  electronic 
cabling  than  hlack  boxes  or  space  ships  — an  engineer  uho  fully 
understands  your  product  and  your  requirements  for  electronic  cables— 
an  engineer  who  ran  integrate  your  design  philosophies  into  custom 
cable  assemblies  — an  engineer  who  can  provide,  at  the  right  time 
and  in  any  quantity,  cables  that  are  as  carefully  integrated  into 
your  product  as  is  each  black  box. 

The  engineer  who  calls  on  you  from  Pacific  Automation  Products,  Inc., 
is  such  a  man. 

Solve  your  cabling  problems  by  integrating  the  PAPl  man  into  your 
planning,  and  his  cables  into  your  product.  Phone,  write,  or  wire: 


Pacific  Automation  Products,  inc. 

1000  AIRW  AY,  CI.ENDAI.I:  I,  CAI.IFORNIA  Phone:  Chapman  5-6871  or  Citrus  4-8677 

1.17  Ualnul  hill  Village  •  Ddlas  20,  Texas  •  FLeetwood  2-5806 
1800  Virginia  Ave.‘  Redwood  City,  Calif.  •  EMerson  9-1962 
420  Lexington  .4ve.  •  New  York  17,  N.  Y.  •  LExington  2-5191 


eSCISgCRS-HF.gg  ts  A  COVPtyr  that  has  RAISFO  CABLF.  DFSIC\  FROH  THF  XtV\OA\F  TO  A  HtCHir 
OFtFLOFFD  A\0  rgFCISE  SCIFyCE.  THERE  MAY  BE  A  JOB  HERE  FOR  tOV.  SE\D  VOVR  RESUME  TOOAT. 


C 


O 


Machlett 


for 

Broadcasting 
&  Industry 


MODULATOR  -  OSCILLATOR  -  AMPLIFIER  TRIODES 

(A  Partial  Listing) 


CAISK 

A.f. 

MflffMlIlllllt  RATMG 

HHi 

Mm 

CMl- 

Mm 

MS. 

FKI. 

M( 

m£ 

van 

Ann 

m 

nun 

mn 

mm 

mm 

MQ. 

MI-2C39A 

6.3 

1.0 

100 

1000 

0.125t 

125 

100 

2500 

F-A 

ML-2C39WA 

5.8 

1.0 

100 

1000 

.I25t 

100 

100 

2500 

FA 

MI-2C41 

6.3 

1.03 

100 

3500t 

4.0t 

35 

35 

3000 

FA 

ML-354 

12.0 

220 

25 

15000 

12 

150000 

75000 

20 

W 

MI-3S6 

7.5 

170 

20 

12500 

6.0 

60000 

22500 

25 

W 

MI-3S7B 

10.0 

10 

30 

4000 

0.5 

1800 

400 

100 

C 

ML-3«1 

6.0 

1.0 

100 

3500 

0.01* 

35* 

35* 

3000 

F-A 

ML-BM 

12.6 

315 

20 

10500 

6.0 

60000 

20000 

25 

W 

ML-B91 

22.0 

60 

8.5 

12000 

2.0 

18000 

6000 

1.6 

W 

AAL-ayiR 

22.0 

60 

8.5 

10000 

2.0 

15000 

4000 

1.6 

F-A 

MI-S92 

22.0 

60 

50 

15000 

2.0 

30000 

10000 

1.6 

W 

ML-S92R 

22.0 

60 

50 

12500 

2.0 

18000 

4000 

1.6 

F-A 

ML-893A 

20.0 

183 

34.5 

20000 

4.0 

70000 

20000 

5 

W 

ML-B93AR 

20.0 

183 

34.5 

20000 

4.0 

70000 

20000 

5 

F-A 

ML-5530 

5.0 

55 

26 

5000 

1.75 

8750 

4000 

no 

F-A 

ML-SS30-H 

5.0 

55 

26 

8500 

1.75 

10000 

4000 

30 

FA 

Ml-5531 

6.3 

92 

24 

10500 

3.75 

30000 

10000 

30 

F-A 

Ml-5541 

7.5 

57 

26 

8500 

2.75 

23000 

10000 

110 

F-A 

Ml-5604 

11.0 

176 

19.5 

12500 

3.0 

32500 

10000 

25 

F-A 

ML-S606 

22.0 

60 

50 

14000 

2.0 

25000 

10000 

1.6 

W 

ML-56)9 

11.0 

176 

19.5 

12500 

3.0 

32500 

20000 

25 

W 

ML-S65S 

12.0 

310 

20 

12500 

5.0 

60000 

20000 

15 

W 

ML-5666 

11.0 

120 

21 

10000 

2.0 

20000 

12500 

22.5 

W 

ML-S667 

11.0 

120 

21 

10000 

2.0 

20000 

7500 

22.5 

F-A 

ML-S668 

22.0 

60 

50 

14000 

2.0 

28000 

20000 

5 

W 

ML-S669 

22.0 

60 

50 

14000 

2.0 

28000 

10000 

5 

F-A 

Ml-56ai 

12.0 

220 

25 

15000 

12.0 

150000 

75000 

30 

W 

ML-S682 

16.5 

325 

30 

16000 

20.0 

300000 

120000 

30 

W 

ML-5736 

6.0 

60 

22 

5000 

1.4 

5000 

2500 

60 

F-A 

ML-62S6 

12.6 

27 

21 

5500 

1.5 

7000 

5000 

110 

W 

ML-6257 

12.6 

27 

21 

5500 

1.5 

7000 

5000 

110 

W 

MI-625B 

12.6 

27 

21 

5500 

1.5 

7000 

3000 

110 

FA 

Ml-6420 

7.0 

85 

20 

10000 

2.2 

20000 

12500 

30 

W 

ML-6421 

7.0 

85 

20 

10000 

2.2 

20000 

10000 

30 

FA 

ML-6422 

7.0 

85 

90 

12500 

2.5 

30000 

20000 

30 

W 

ML-6423 

7.0 

85 

90 

12500 

2.5 

30000 

12500 

30 

FA 

ML-6424 

7.0 

120 

20 

12500 

3.5 

40000 

20000 

30 

W 

M1-642S 

7.0 

120 

20 

12500 

3.5 

40000 

12500 

30 

FA 

ML-6426 

8.0 

200 

20 

12500 

8.0 

80000 

40000 

30 

W 

Ml-6427 

8.0 

200 

20 

12500 

7.0 

80000 

20000 

30 

F-A 

ML-6S76 

7.5 

170 

5.5 

12000 

5.0 

45000 

22500 

25 

W 

ML-6696 

13.0 

205 

20 

16000 

11 

120000 

60000 

30 

W 

ML-6697 

13.0 

205 

20 

16000 

11 

120000 

35000 

30 

FA 

Hew  TRIODES 


HIGH  VACUUM  RECTIFIERS 


UINW 

um  MIMS 

im 

mn 

nm 

Ml. 

PUT 

FUR 

MR 

rm 

COOL- 

Mt 

MI-102A 

20 

19.0 

75 

750 

Air 

c 

ML-141 

5.5 

6.5 

125 

750 

Oil 

R-C 

Ml-142 

38 

6.6 

100 

250 

Oil 

R^ 

Ml-148 

5.7 

6.6 

150 

1000 

Oil 

R-C 

ML-199 

12 

23 

110 

10000 

Air 

C 

ML-333A 

21.5 

41 

25 

5000 

Air 

w 

ML-322 

6.3 

.95 

.8 

600 

Air 

c 

MI-S57S/I00 

20 

24 

150 

1000 

Air 

c 

MI-SS76/200 

20 

32 

150 

2500 

Air 

c 

ML-690S 

12 

23 

150 

10000 

Oil 

R-C 

SWITCH  AND  MODULATOR  TUBES 


unmc 

A  F. 

MAXIMUM  UIIKS 

I 

3 

AMOK 

IIOIBMI 

OMMNI 

MS 

CMl- 

mn  am 

MU 

mine 

mn 

mm 

MS 

Ml-7248  6.3  12 

125000 

2 

200 

o 

(Tetrode) 

Ml-6544  6.0  60 

90 

20000 

75 

1000 

F-A 

1  (Shi«ld«d  Grid  Triedw) 

Ml-7002  6  0  85 

300 

60000 

60 

2000 

O 

1  (Shitidwd  Grid  Triodw) 

Ml-7003  6.0  60 

200 

40000 

60 

3000 

F-A 

(Shielded  Grid  Triode) 

Hew  CHARACTER  WRITING  DISPLAY 
AND  STORAGE  TUBES 

64'Characttr  matrix  (alplianumaric  charactar  and  symbols) 
tor  display  of  up  20,000  charactars/sac. 

MUHHMmtWlS 

tNon 

smi  tin  Kfi  WTHM  Sima  fbogwi  igi  gcaw  scam 

SCRIPTRON  19"  magnetic  No  (any)  l,3(X)  3,600  15,000 

CI9K  usually 

P11,P14 

STORAGE  5"  electro-  Bistable  PI  -3,400  300  4,000 

SCRIPTRON  static 

(6577) 

■.■OBNO: 


ML-6442 

6.3 

0.9 

50  3000t 

2.51- 

7.5 

7.5  2500 

FA 

ML-7120 

7.0 

85 

4.4  10000 

2.2 

20000 

12500 

30 

W 

ML-7121 

7.0 

85 

4.4  10000 

2.2 

20000 

10000 

30 

F-A 

ML-7124 

8.0 

200 

4.4  12500 

8.0 

80000 

40000 

— 

W 

ML-7125 

8.0 

200 

4.4  12500 

4,5 

55000 

20000 

— 

FA 

ML-7309 

6.0 

1.0 

100  3500 

0.0 1* 

35 

35 

3000 

F-A 

Ml-7210 

6.3 

0.85 

75  3500t 

3.0t 

26 

26 

3000 

FA 

Ml-7211 

6.3 

1.23 

80  3000t 

6.0t 

36 

40 

2500 

FA 

Hew  TETRDDE 

Ml-7007 

5.0 

180 

10  6500 

4 

24000 

10000 

220 

FA 

Hew 

TELEVISIDN  CAMERA  TUBES 

FhOIOCATMNt  KFUCTUM  SKCIIAI 

SKNAl 

onmiAa 

ITFE 

g2E  MAOMAl  METMIO  KSFORg 

ouim 

C| 

(;  C3 

(4 

tj 

6198  VIDICON 

.65 

n  ..  Approx, 

magnetic 

.1-.2mA 
(3-10  ft-C) 

125 

350  350 

350 

5820  Imago 
ORTHICON 

1.8" 

magnetic  S-10 

3  24  pA 

-24  fo 
-110 

225  fo  140  toO  to  - 
330  180  125 

300  to 
-405 

MACHLKTT  l-ABOIiATORIKS«  INC.,  Sprlnadal*.  Connpeticut  ] 

.  Convection 

.  Radiation  and  Convection 
,  Water 
.  Forced  Air 
.  Oil 


A.F. . . .  Amplification  Factor 
T  , . .  0-C  Cathode  Current 
*  . . .  Duty  Cycle:  0.0033 
t  . . .  Duty  Cycle:  0.0025  max 
%...  Hold-Off  Voltaie 


Distributors 

United  States  .  Graybar  Electric  Company 

Canada  Dominien  Sound  Equipmonis,  ltd, 

Europe,  South  America,  Africa,  Asia  Wastraii  Corp, 

Note:  For  complete  technical  data  or  prices  write  to 
Machlett  Laboratories,  Inc.,  Springdale,  Conn.,  or  nearest 
Graybar,  Westrex,  or  Dominion  Sound  Equipment  office. 


I 
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Whan  ordering  or  seeking  information 
please  mtntion  Electronics  Buyers'  Guide. 
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STEMCO  THERMOSTATS 

for  precise,  sensitive  temperature  control 


STEVE  MS  manufacturing  company,  fnc. 


P.  O.  Box  1 007,  Mansfield,  Ohio 


1,  7,  TYPE  C  t»mi-0Ht/o40d  (1),  htmMh'eatty 
$00M(7),  Smoll,  positiv*  acting  with  •(•ctricolly 
indapandent  bimatol  strip  for  oparation  from 
•  10*  to  300*F.  Ratad  at  approximataly  3 
amps,  dapanding  on  application.  Harmatically 
saolad  typo  con  bo  furnishad  at  doubla  thar> 
mostat  "alarm"  typa.  Various  tarminols  and 
nsountings.  Bullatin  5000. 


3,  4,  TYPE  M  saitM  •  ancfotad  (3),  hurmtlitallY 
taofad  (4).  Elactrically  indapandant  bimatal  disc 
typas  for  applianca  and  alactronic  applica* 
tions  from  -^O*  to  300*F.  Ratingi  8  amps  at 
ns  VAC,  4  amps  at  230  VAC  and  28  VDC. 
Sami-anclosad  with  virtually  any  typa  tarminal; 
harmatically  taalad  with  pin  or  toldar  tarmi- 
nols,  wira  lands,  various  mounting  brackats. 
Bullatin  6000. 


5,  6,  TYPE  MX  tanu-aacfosad  (S),  harmaticotfy 
taofad  (6).  Snap  acting  miniatura  units  to  opan 
on  tamparatura  rita  for  mittila,  avionic,  alac* 
tronic  and  similar  usas.  2*  to  6*  diffarantialt 
availabla.  Ratad  at  3  amps  to  1  amp,  dapand> 
ing  on  duty  cycia,  at  1 1 S  VAC  and  28  VDC 
for  2S0,000  cyclat.  Sami-anclosad  typas  with 
matal  or  caromic  basat;  harmaticolly  taalad 
in  circular  or  CR7  cans.  Various  tarminols, 
mountings,  brackats,  ate  Bullatin  6100. 


7,  S,  TYPE  S*  odfustobfa  (7),  aon-od/ustobfa  (S). 
Positiva  acting  with  tingla  stud  or  nozzia  mount* 
ing.  Oparation  to  600*F.  Ratad  at  1 S  amps 
at  1 1 S  VAC,  7  amps  at  230  VAC.  Spada,  tcraw 
or  alavatad  tarminols,  various  adjusting  stams, 
ate.  Bullatin  1000. 


9,  TYPE  SA*  odjvtloU*  (9)  or  noa-odfustab/a. 
Snap  acting  with  alactrically  indapandant  bi> 
matal.  Alto  tingla-pola,  doubla-throw.  Singla 
stud  or  nozzia  mounting.  Hon-inductiva-load 
rating:  1  5  amps  ot  1  1  S  VAC,  1 0  amps  at  230 
VAC.  Spada  or  tcraw  tarminols.  Bullatin  2000. 


1 0,  TYPE  SM *  mamtol  rasat  ( 1 0).  Elactrically 
soma  at  Typa  SA  (abova)  axcapt  for  manual 
rasat  faatura.  Bullatin  2000. 


11,  TYPE  B  odrustobfa  (11)  or  nan-odfustobfa. 
For  utat  whara  hoot  ganarotad  by  pattaga 
of  currant  through  bimatal  strip  is  datiroble. 
Various  tarminols,  tingla  stud  or  nozzia  mount* 
ing.  Oparation  to  400*F.  Nominal  rating:  5Vi 
amps  at  115  VAC  of  40  cyclat  and  highar. 
Bullatin  9000. 


13,  13,  14,  TYPE  A*  sami-anclotad  (12,  13), 
harmaticaffy  taalad  (14).  Insulatad,  alactrically 
indapandant  bimatal  disc  givat  fast  ratponta 
and  quick,  snap  action  control  for  appliance, 
alactronic  and  apparatus  applications  from 
-20*  to  300*F,  or  highar  on  special  order. 
Rating:  3  to  4  amps,  depending  on  duty  cycle, 
at  1 1S  VAC,  2  amps  at  230  VAC  and  28  VOC. 
Various  enclosures  and  mountings,  including 
brackats.  Bulletin  3000. 


IS,  TYPE  R*  taofad  od/ustobfa  (IS),  sao/ad  non* 
odjustobfa.  Positive  octing  for  operation  to 
600*F.  Rated  at  1  3  amps  at  1  1  5  VAC,  4  amps 
at  230  VAC.  Screw  terminals.  Bulletin  7000. 


16,  TYPE  W*  odfustob/a  (16),  or  non-adjuttaUa. 
Snap  action  bimatal  strip  type  for  operation 
to  SOO’F.  Rated  at  5  amps  at  115  VAC,  3 
amps  at  230  VAC.  Screw  or  nozzle  mountings,- 
spada,  solder  or  screw  terminals.  Bullatin  4000, 


17,  TYPE  Hf  od/ustob/a.  Positive  acting  for  fry 
pans,  skillets,  sauce  pans,  ate.  Fail-sofa,  open 
in  low  to  S00*F  in  high.  Rated  at  1650  watts 
at  1 15  VAC.  BuHatin  10,000. 


IS,  TYPE  D*  outonsofic  (IS),,  or  monuof  rasat. 
For  laundry  dryers  or  other  surface  and  warm 
air  opplications.  Snap  acting  disc  typa  U.l. 
opprovad  for  oparation  to  350*F.  Open  or 
enclosed  styles.  Rated  at  25  and  40  amps  at 
120-240  VAC.  Screw  or  spade  terminals.  Bui* 
latin  8000. 


Illustrotions,  for  general  information  only, 
do  not  necessarily  show  size  comparisons.  Fully 
dimensioned  and  certified  prints  on  request. 
Manufacturer  reserves  right  to  altar  spacifica* 
tiorra  without  notice.  aa-tis* 


*litH  M  CsMi  4H(0  Isr  t.L  M  C.SX  ipfrtstf  ritls|s. 
tPittil  MalM  Fir. 


THERMOSTATS 


GAMEWELL  BIU6  UPB  PRECISION  POTENTIOMETERS 


PRECISION  POTENTIOMETER  DIVISION 


Diameter 
Rating  (Watts) 

Torque,  Ma«  (ot.-ln.) 

Weight  (ounces) 

Mai.  Resistance  (ohms)  ^5% 
Min.  Resistance  (ohms)  ^5% 
Mai.  Number  of  Turns 
Electrical  Function  Angle  (deg.) 
Linearity,  Standard  (%) 


30,000 


Resistance  Range  ■^5%  20n  to  50K* 
Electrical  Function  Angle  320* 

Voltage.  Mai.  (insulation)  1000  DC 
linearity.  Standard  (%)  *3 


Rating  (watts) 

Torque  (oz.-in.)  Mai. 

special  high  torque  available 
Weight  (ounces) 


*100K  available 

Notes:  Shaft  lock  nut  is  supplied. 


RL-14MS  RL-lIC  RVG-17XS 

35,400  *  \%  16,000  w  105;  18,000  ^  i% 


Total  Resistance  (ohms) 
Approi.  %  Resistance  within 
brush  circle 
Angle  of  Rotation 
Weight 

Torque  (Approiimale) 

Wire 

Resolution 
Angular  Accuracy 
Amplitude  AccurKy 
Maiimum  Volts  across  winding 
Maiimum  Speed 
Nominal  Life 


98.5  wH  85  95 

360*  360*  360* 

1.8  lb.  4.75  01.  1.5  01. 

2  oz.-in.  Vi  oz.-in.  V(  oz.-in 

80  Ni-20  Cr  80  Ni-20  Cr  80  Ni-20  Cr 
0.2*  0.4*  0.5* 

*0.5*  *0.6*  wl* 

*0.6%  *0.8%  *1.5% 

350  150  150 

60  RPM  60  RPM  60  RPM  I 

200.000  cycles  350,000  cycles  350.000  cycles 


l■■lSl|^Ksylll 

m0| 

Send  for  complete  CATALOG  on  Precision  Potentiometers 
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tOUTHIASTIRN 

(fic'tot.  R<co) 

e«n2  Sjtti  Co. 

P  o  Boa  176 

t*C.  M  ATM  BcACh  6^.  Ftpri^A 

Phont.  fR  4*i36i  Founded 


WIST  COAST  SUSSIOIARV  CANADIAN  SUSSIOIARV  f  AST  COAST  OFPIC6  SOUTMWISTIRN  U.  S.  A 


C^•c•oo  T»l«phcn«  ol 
Caiilornia,  Inc. 

106  A««nu« 

South  Potodono.  Coittornia 
L.  A  Phono:  Clinton  6<7I66 
TWX  L  A  1105 


C  C  M*r»d.lh  6  Co  .  Ltd 
StfOOtt«*llo.  Ontario 
Phono  Taflor  6*1141 


S  Haddon  Awonuo 
Haddontiold.  Now  Joroty 
Phono:  Haddonfiold  6-6612 
TWX  No  Haddonfiold  626 
Phila  Phono  Markot  7*3126 


(Toaoo.OkiahoT.a 
John  A  Groon  Company 
137  Parhhouoo  Stroot 
Ooliaa  7.  Totat 
Phono  Rivortido  3266 


KANSAS  CITT  ANtA 
fUnaoa.  looM.  Nfpyafco. 
MtMutl.  #% 

I  t  Sch— 
one  Mprn 

•UnoM  Cltfe.  fStaaouH' 
Pho^.* ,  Wt  >*76»6  ; 


^xc/u^ne  SPft^eciaii^i^  in  &^%eci^ion  &^U)€Uiciion  '%^a%ia4/€  Sle^ic^ 


c\s 


TO 

LATEST 


CERTIFIED 
MIL-R-;i!S.PECS 


Variable 
reaistora  shown 
actual  size. 


Type  M. 


Type  96. 


Type  65. 

MIL-R-94B  Style  RV5  1/2  Watt  Miniaturized 
Composition. 

Type  90. 

="1  MIL-R-94B  Style  RV2  1  Watt  Composition. 
S  Type  96. 

_  MIL-R-94B  Style  RV4  2  Watts  Composition, 


NEWLY  DEVELOPED  > 
CIS  MILITARY  ! 
VARIABLE  RESISTORS  | 


Now  in  production  .  .  .  dependable,  exception¬ 
ally  good  delivery  cycle. 

•  Complete  line  of  newly  developed  composi¬ 
tion  and  wirewound  military  variable  resistors  .  . 
tested  and  certified  to  meet  latest  issue  specs  of 
MIL-R-94B  and  MIL-R-19A. 


Type  252. 

MtL-R-19A  Style  RA20  2  Watts  Wirewound. 
Type  25. 

MIL-R-19A  Style  RAM  4  Watts  Wirewound 


■’I 

MIL-R-tSA  f 

r 

MIL-R-64B 

1 

RA20 

RAW 

Ch«- 

RV2 

RV4 

RV5  ; 

Rasistanca 

Rsnga  (ohma) 

3-15K 

3-25K 

X  6  V 

100-2  5  mags 

100-5  mags 

250-2  5  -  •  :  . 

Rotational 

Lift 

Load  Lila 

Moiatuta 

Raaxtanca 


Low  Tamp. 
Storaga 
_  Low  Tamp. 

I  Oparation 
;  Tharmal 
4  Cycling 
.  A^alaration 

I  Shocli _ 

4  High  Ftaq. 

I  Vibration  _ 

1  Te.mp.  Rar.oi 


S%  mat.  25,000  cyclaa 

3%  mai.  t.OOO  houra, 
ratad  load,  40*C 
10%  mai,  Mathod  106, 
MIL-STO.202.  3  5 
mags  min  insulation 
rasistanca 


-63*C  to  +  t05*C 


to*,  mti,  15.000  cyclas 
to*,  mai,  25,000  cyclas 
12%  mai,  t.OOO  hours,  ratad  load,  70*C 
10*4  mai,  1.000  hourt,  ratad  load,  70*C 
10%  avaraga,  14%  mai.  Method  106, 
MIL-STO-202,  50  mags  min  insulation 
rasistanca 

6%  traraga,  10%  mai,  Mathod  106, 
MIL-STD-202,  100  mags  min  Insulation 

rasistanca 

4%  mai 
2*.  mai 
4%  mai 
3%  mai 
10%  mai 
6%  mai 
3^.  mai 
2*.  mai 
2%  mai 

-6rc  to  150*C 


TypeZS 


Type  aSi. 


Available  also  at  CTS  West  Coast  and  Canadian 
subsidiaries’  plants. 

Contact  your  nearest  CTS  oHice  or  representative 
tor  complete  details.  Ask  CTS  specialists  for  help 
with  all  your  current  military  or  commercial  variable 
resistor  or  precision  fixed  wirewound  resistor 
problems. 


SOFT-  AND  HARD-TUBE  PULSE  MODULATORS 


Widest  selection  of  standard  modulators  cover¬ 
ing  oil  useful  power  levels.  Precision-engineered 
designs  for  operation  and  test  of  magnetrons, 
klystrons,  traveling  wave  tubes,  pulse  tronsform- 
ers,  woveguide  components  and  related  devices. 


watts  and  higher.  Average  output  powers  to  60 
kilowatts  and  higher.  Typical  features  include: 
continuously  odjustable  voltage  control;  discrete 
or  variable  pulse  widths;  internally-  and  exter¬ 
nal  ly-controlloble  repetition  frequencies;  synchro- 


I 


All  models  adaptable  to  individual  specifications.  nized  auxiliary  outputs;  pulse-shope  monitoring 

Peak  power  outputs  from  16  kw.  to  30  mega-  circuits;  source  and  load  overload  protection. 

w  • 

20-megowaft  soft-tube  modulator. 
Model  ISO 

HIGH-VOLTAGE  POWER  SUPPLIES 

High-voltage  DC  and  AC  types,  single-  or  multi-  wave  ascillators  and  similar  tube  types;  unregu- 
pie-output,  regulations  and  stabilities  to  0.01  %.  loted  high-power  supplies  for  systems  testing; 

Standard  and  custom  designs  from  bench-top  complete  power  sources  for  controlling  all  os- 

models  to  large  mobile  units  to  satisfy  your  spe-  pects  of  tube  production.  Also  many  models  for 

cific  tube  testing  or  production  problems :  highly-  general  power-source  opplications  in  engineer- 

reguloted  supplies  uniquely  suited  for  test  and  ing  laborotories  and  industrial  plants, 

aperation  of  traveling  wove  tubes,  bockward 

\ 

Highty’fi 

high-volt 

■ 

tgvtatwd,  mutfiph'Outpvf 
op*  tupp/y,  Moc/*/  M-224 

TUBE  TESTERS  AND  CHECKERS  hsu^otiudut 

Designed  to  perform  MIL  or  special-purpose  tests,  for  virtually  every  type  of  tube:  Model  186  * 

high-power  vacuum  diodes,  triodes  and  tetrodes;  C-R  tubes;  phototubes;  magne- 
trons,  thyrotrons  ond  gas  tubes. 

The  wide  variety  includes  static-characteristics  checkers,  aging  and  conditioning  \ 

sets,  emission  and  life  testers,  test  oscillators,  cothode-interface  resistance  measur- 
ing  sets,  and  special  equipment  for  tube  R&D  work. 

a 

i 

Ul 

Transmitting-Tube  Static-Characteristics 
Measuring  Set,  Model  166 

precision  COMMUNICATIONS  INSTRUMENTATION 


CRYSTAL  FREQUENCY  SYNTHESIZERS 


Disciplined  incrementol  and  continuous-coverage 
oscillators,  approaching  the  "black-box"  equiv¬ 
alent  of  a  crystal  with  thousands  of  selectoble 
frequencies.  Ideal  for  SSB  Systems— as  transmit¬ 
ter  exciters  or  receiver  VFO's,  ultra-stable  signal 
generators,  frequency  meters,  FSK  exciters,  and 
similar  applications  where  exactness,  operating 
convenience  and  equipment  dependability  are 
mandatory. 

SERIES  182.  Three  Models  cover  from  18  me 
to  410  me,  with  zero-error  readability  ond 


resettability,  frequency  stability  1  port  in  10^, 
spurious  signols  down  80  db. 

Other  models: 

A-200,  continuously  tunable  2-32  me. 

stability  of  1  port  in  10*  any  frequency. 
N-245,  incremental  tuning  2-32  me. 

stability  of  1  part  in  10*  any  frequency. 
N-248,  subminiaturized,  18-36  me. 

stability  of  1  port  in  10^  any  frequency. 
Other  frequency  ranges  available. 


Incremental  Crystal  Synthesizer, 
!i  _ Series  182 _ 


u?.  ■  I 


Model  RO-1 10  Harmonic  Reference 
OKillotor 


Model  RO-140  l-me  frequency  ““ 
standard,  incorporating  model 
RO-130  proportional  oven  system. 


FREQUENCY  STANDARDS 

1-MC  HARMONIC  REFERENCE  OSCILLATOR.  A 
laboratory-level  frequency  standard  plus  a  jit¬ 
ter-free  millimicrosecond  pulse  source  for  har¬ 
monic  measurements.  Built-in  balanced  mixer  en- 
obles  direct  determination  of  unknown  frequen- 
cies  up  to  1000  me.  Stability  better  than  1  port 
in  10*  day.  Fundamental  tunable  —25  cycles. 


I-MC,  100-MC  and  1-KMC  STANDARDS.  Excep 
tionally  compact,  highly  stable,  low-cost  crystal- 
controlled  oKillotors  suitoble  as  reference  sources 
or  master  oscillators  in  frequency  control  systems. 
Stobilities  better  than  1  port  in  10*  per  day. 
Modifications  to  meet  individual  frequency  re¬ 
quirements. 


PROPORTIONALLY-CONTROLLED 

Non-cycling  systems  for  precise  temperature  con¬ 
trol  of  crystals,  oscillator  circuits,  thermocouples 
and  other  components.  Oven  temperature  held  to 
within  1/1000  of  ambient  changes.  Ovens  can 
be  set  at  any  point  from  10*C  to  100*C  above 


OVEN  SYSTEMS 

ambient  with  vernier  adjustment  available. 


Model  RO-130,  for  rock  mounting. 

Model  RO-132,  transistorized  tub -assembly 
version. 


FOR  THE  WIRE  AND  CABLE  INDUSTRY 


Manton  builds  special  testing  apparatus,  includ¬ 
ing  High-Potential  Test  Sets  having  voltages  to 
100KV  and/or  power  capacities  to  100KVA; 


Vefocity-of-Propogotion  Meferi  for  measuring  co¬ 
axial  cablet  to  MIL-C-17B;  Flammability  Tetters 
in  two  Models  for  cobles  up  to  3"  diameter. 
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when  ordering  or  seeking  intormalion 
please  mention  Clettrenits  Buyers'  Guide. 
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When  ordering  or  Booking  information 
plooBO  montion  llortronicB  Buyers'  Guide. 
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medium  and  low-power  transformers 
filters  of  all  types  •  pulse-forming  networks 
miniature  plug-in  encapsulated  circuit  assemblies 


ESC  IS  the  manufacturer  of  the  remarkable  Delay  Line  Model  51-43 -a  totally 
's  new  Delay  Line  with  a  145  to  1  delay-to-rise-time  ratio.  Write  for  complete  data. 


Every  prototype  delay  line  and  pulse  trans¬ 
former  report  you  receive  from  ESC  includes 
submitted  electrical  requirements,  photo¬ 
oscillograms  (which  indicate  input  and  output 
pulse  shape  and  output  rise-time),  the  test 


equipment  used,  and  an  evaluation  of  the  elec¬ 
trical  characteristics  of  the  unit.  You  can  be  sure 
that  ESC  specifications  are  at  once  realistic  and 
economical,  particularly  aimed  at  eliminating 
costly,  time-consuming  overspecification. 


nriU  today  for  literature  and  technical  data. 


exceptional  employment  opportunities  for 
engineers  experienced  in  pulse  techniques 


CORPORATION 


S34  Bergen  Boulevard,  Palisades  Park,  New  Jersey 


•  1st  company  devoted  exclusively  to  the 
manufacture  of  custom-built  delay  lines 


•  1st  in  sales 


•  1st  in  research,  design,  development  of 
custom-built  delay  lines,  variable  delay  lines, 
continuously  variable  delay  lines 


•  1st  to  submit  the  most  definitive  laboratory 
reports  with  all  prototypes 


ESC . . .  WORLD  LEADER 

IN  CUSTOM-BUILT  DELAY  LINES! 


FREQUENCY  SHIFT  KEYER 


Supersedes  ond  replaces  its  leader  predeces¬ 
sor.  Type  105  Model  4. 

•  Hlqhest  stability  achieved  by  any  FS  Keyer. 

•  Increased  frequency  range  1.0  to  7.0  me. 

•  Pre-seleclion  oi  proper  FS  for  any  particular 
transmitter  frequency  multiplication. 

•  Permits  use  with  external  oscillator  without 
need  of  adopters. 

•  Improved  accessibility  for  even  easier  maln- 

TYPE  105.  MODEL  6  tenonce. 

•  Direct-reading  frequency  calibration  of  shift  from  0  to  1000  cps. 

•  FS  dial  adjusts  "Mark"  and  "Space"  frequencies  equally  above  ond  below  the  carrier 
position. 

•  Direct-reading  frequency  calibration  oi  mixer  ond  output  tuning  dials  from  1.0  to  7.0  me. 

•  Direct  reading  calibration  oi  output  frequency  vernier ±600  cps. 

•  Pulse-shaping  circuit  permits  operation  within  assigned  band-widdth  with  no  adiacent 
channel  radiation. 

•  Linear  carrier  shift  up  to  1400  cps  lor  Fax  operotions. 


TYPICAL 
TRANSMITTER 
TERMINAL 
for  TWINPLEX 
OPERATION 


For  twinpUx  operation,  the  transmitting  terminal  includes  a  Twlnplex  Combiner  Type 
177  Model  1. 

The  Twinplex  communication  system  makes  possible  a  2-channel  radio  circuit  whereby 
2  non-synchronous  or  synchronous  telegraph  transmissions  modulate  a  single  radio  cor- 
rier  wave  causing  the  carrier  to  assume  one  ol  four  specific  frequencies  with  400  qps 
separations. 

The  Combiner  converts  the  four  possible  conditions  of  two  telegraph  signals  (M1M2. 
M1'S2,  S1-M2,  S1-S2)  respectively  into  one  oi  four  voltages  reloted  in  a  0-l'2-3  manner. 
The  Combiner  output  voltage  modulates  the  Frequency  Shift  Keyer. 

The  two  telegraph  channels  provide  the  same  operational  flexibility  as  that  of  two 
separate  single  channel  FS  systems.  One  can.  for  example,  simultaneously  use  chonnel 
#1  on  60  wpm  teletype  and  channel  it 2  on  high-speed  Morse  or  Time-Division  Multiplex. 

TECHNICAL  DATA: 


Kryin^  Inpntti:  1.  Ointsf't**:  2.  IM*  fiirr«*nt  iiiiUcm. 

4»r  |N»|Hr:  :t.  IN'  V4»l(sui‘ 

input  1.1 1'f  /  ;  t .  |M '  \  ±  io  iiiliiliiiiiiii ; 

2.  IN'  rurr**iit  :  ms  iiiiitlmiim. 

Hpitil:  WonU  imt  mini. ft*  iiiNXiinniti. 

tint  put  tiupiitfinri  .  lo.INNi  oIiiiik. 
htpinp  Input  Impififfurt:  1  IH*  >'oltstfi‘:  Kmi.oimi 
4>tiim>.  2.  IN'  :  22n  (Nimim. 

ttutput  l.trti:  \tMtntl:  U  to  2.%  ;  IStlar:  4-<» 

t4»  — n  Vl»lt»4. 


ttutput  Vnitapr  Con*1itiou»-  K«Mir  milimt  ' 
ur«*  to  Ik*  l<rt»|H»rtl<>iiiHi  s'*  f«»lloHM  s 
llimsr  K.S.  KMr»T  <  hBrM<  t**rt-tl<‘. 
hilMil  Ml  M:t.  .Ml  Sr.  Si  M-.  S|  Sr.  <lMt| 
2.  it. 

ImllvliIiiNl  IcVfl  S4lJitMtm«>tit<«  prf>\  Idf*!. 
I*uutr  Hi  tiuirt  mt  ntm .  IIO  22n  .'ni  NI 

Approximstid.r  Thi  wsttw  I'oiuhm  fioiit 

(if 

IHiUlnMinnn:  2  4  **  Hli:li  \  i«l*>  \  lir 


When  erdsfing  or  tssiring  informotion 
pfsoM  msnfion  f Isctronict  Bvysrs'  Cvids. 
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TWINPLEX  COMBINER 
TYPE  177  MODEL  1 


Northern  Radio  FREQUENCY  SHIFT  TERMINAL  EQUIPMENT 


FREQUENCY  and  SHIFT  MONITOR  SYSTEM 

This  system  consists  of  a  Type  106  Frequency  and  Shift  Monitor  and  a  Type  127  Frequency 
Meter.  It  is  designed  as  a  secondary  standard  to  monitor  the  frequency  and  amount  oi 
shift  of  transmitter  carrier  output.  It  is  particularly  Intended  to  measure  the  frequency 
shift  oi  a  mark  and  space  (FS)  signal  either  when  setting  up  for  traffic  or  under  normal 
keying  conditions. 

The  Monitor's  stability  is  better  than  2  cycles  per  megacycle  over  an  ambient  tem¬ 
perature  range  of  0-50"  C — using  crystals  having  a  temperature  coeificent  oi  only  3 
parts  million  degree  C.  Range  is  2.5-30  me  with  10  crystal-controlled  frequencies  (sepa¬ 
rate  panel  trimmers  for  each);  use  oi  externol  oscillator  also  provided  lor.  Frequency 
Shift  range  is  10-10.000  cps.  Less  than  100  millivolts  RF  input  needed  lor  2  volts  audio 
output. 

The  Frequency  Meter  is  specially  designed  with  selectable  normal  and  fast-acting 
damping  factors,  permitting  frequency  measurements  of  signals  while  keying.  Its  accu¬ 
racy  is  2%  oi  full  scale  for  the  ranges  0-200.  500.  2000.  5000.  20.000  cps. 


op  o 


i  •  Ti 
li _ 


•  It 


METER:  TYPE  127.  MODEL  2 
MONITOR:  TYPE  106.  MODEL  4 


VARIABLE  MASTER  OSCILLATOR 
TYPE  173  MODEL  1 

Th«  Northern  Radio  Company  Variable  Maeter  Oscillator  provides  a  continu¬ 
ously  variable  source  oi  radio  Irequency  enerqy  with  a  stability  oi  approximately 
1  cycle  per  meqocycle  in  the  ranqe  ol  2  to  4  meqacycles.  It  may  be  used  as  the 
basic  control  oscillator  lor  diversity  receivers,  hiqh  irequency  transmitters  and 
other  communications  devices,  or  as  a  laboratory  standard  ior  test  and  measure¬ 
ment  iunctions. 

Its  ease  oi  operation  and  direct  leading  oi  irequency  make  it  an  outstandingly 
uselul  device  where  precise  Irequency  control  must  be  maintained  by  completely 
unskilled  personnel.  No  curves,  interpolations  or  colcuiatlons  oi  any  kind  are 
required  in  its  use.  Frequency  is  set  approximately  to  the  desired  value  by  rotat¬ 
ing  the  oscillator  dial.  The  last  three  digits  oi  the  Irequency  automatically  pulls 
in  to  the  valve  pre-set  on  the  switches  and  holds  with  an  accuracy  that  exceeds 
that  oi  most  temperature-controlled  crystal  oscillators. 

MICN  FRfOUINCY  OSCtllATOR 


■lAT  FREOUiNCY  OSCtlLATOR 


OL'cut  Frequency;  2  4  VC  continuously  verieble 

Stebility  for  eny  combination  of  temperature  range  from  0  to  SO*  C,  and 
line  voltage  of  IIS  to  2X>  -  10**:  Apprommately  I  cycle  pet  megacycle. 
Cutput  level;  ’/j  watt  into  7S  ohm  load,  lever  control  on  rear  of  chastit. 
Readability;  ^  2.S  eyelet  per  second  Direct  digital  readout  on  mechanical 
and  electronic  counters. 

Re'ettability;  Absolute 


Output  Frequency:  400-800  KC  crystal  controlled. 

Output  level;  3.S  volts  into  1000  ohm  load  level  control  on  rear  of  chassis. 
TIME  BASE  CRYSTAL  OSCILLATOR 

Output  frequency  100  KC  Output  Level:  Apprommately  2 

Stability  for  0  to  SO*  C  and  d:  volts. 

I0*e  Line  Voltage  change:  0.2 
art  per  million  for  any  12 

our  period;  1.0  part  per  mil-  Output  Impedance:  Apprommately 

lion  for  thirty  days.  100,000  ohms. 


VARIABLE  MASTER  OSCILLATOR 

TYPE  IIS,  model  1 

The  Variable  Master  Oscillator  Type  173  (above)  may 
be  replaced  by  this  Variable  Master  Oscillator  Type 
IIS  Model  1  which  is  designed  principally  for  use  in 
diversity  reception  to  supply  variable  or  crystal  HFO 
voltage  to  the  receivers.  Its  variable  Irequency  has 
a  stability  equivalent  to  that  obtained  by  non-tem- 
perature  controlled  crystal  oscillators.  It  also  pro¬ 
vides  3  HFO  crystals  lor  operation  oi  diversity  receiv¬ 
ers  where  fixed  frequencies  are  required,  and  2 
BFO  crystals. 


TWINPLEX  CONVERTER 
TYPE  178  MODEL  1 


This  Twinplex  communication  system  makes  pos¬ 
sible  a  2-channel  radio  circuit  whereby  2  non- 
synchronous  or  synchronous  telegraph  transmis¬ 
sions  modulate  a  single  radio  carrier  wave  by 
causing  the  carrier  to  assume  one  ol  lour  specllic 
frequencies  with  400  cps  separations. 

The  receiving  equipment  consists  oi  the  Twin¬ 
plex  Converter  Type  178  Model  I  and  a  single  or 
diversity  receiver  such  as  the  Northern  Radio 
Type  1 10  Dual  Diversity  Receiving  System.  The 
Converter  demodulates  and  separates  the  lour 
audio  tones  Irom  the  radio  receiverfs)  into  two 
channels  each  carrying  the  originally  transmitted 
intelligence.  The  Twinplex  Converter  reploces  the 
standard  FS  Converter  ior  this  purpose. 

The  tw’o  telegraph  channels  provide  the  same 
cpcratlonal  ilexiblllty  as  that  oi  two  separate 
single  channel  FS  systems.  One  can.  lor  example, 
simultaneously  use  channel  ~  1  or  60  wpm  tele¬ 
type  and  channel  S2  on  high-speed  Morse  or 
Time-Division  Multiplex.  It  iurther  permits  the 
reception  ol  channel  tt  1  signals  on  all  standard 
FS  converters  (tunable  to  400  cps  shill)  without 
need  lor  a  Twinplex  Converter;  this  la  valuable 
lor  "Forked  Circuit  Operation"  where  the  intelli¬ 
gence  oi  channel  S 1  Is  intended  ior  pick-up  by 
other  receiving  stations  which  are  not  equipped 
ior  Twinplex  Reception  in  addition  to  the  main 
receiving  stations  which  are  so  equipped.  Recep¬ 
tion  oi  channel  2t2  (or  oi  both  channels)  requires 
the  receiving  end  to  be  equipped  with  a  Twinplex 
Converter. 


-  FREQUENCY  SHIFT 

DIVERSITY  CONVERTER 

TYPE  174.  MODEl  1 

For  use  with  either  single- receiver  irequency  di¬ 
versity  systems  or  2-rocoivet  space  diversity  systems. 
By  means  of  plug-in  units,  any  reasonable  number  of 
channels  is  available  between  the  frequencies  of  423 
and  3313  cps  lor  either  frequency  or  space  diversity 
operation.  For  atondard  FS  operation,  the  pluq-in 
networks  provide  shift  adiustments  from  100  to  1000 
cps  shift. 

Normal  Input  Lnot: — 10  to  -f  10  VU  iZore  VU  =  IMW  into 
MW  shmi).  (Satitlactory  epantion  en  faOn  to  — M  VU  ) 
Limitw  Rrre«*ry  Tima:  N*alifibl«  for  a  40  VU  difirrontial 
Srtwron  Mark  and  Spar*  froeurnciOR. 

Output;  03  ma  Into  2000  ohmr  Reatinp  (Mlt-centainod  lino 
battery). 

Kryinp  Opted:  Maaimum  of  40  dot  cyriet  with  narrow  band 
freeuencle*  di«eriity.  Up  to  400  dot  cycle*  with  th*  wide 
band  networfct 

Monitor:  2-inch  Cathode  Ray  tube 
Input  phono  lack 
2  input  velumo  level  indicator* 

I  output  current  indicator 


TYPICAL  RECEIVER 
TERMINAL 
for  TWINPLEX 
OPERATION 


WK«n  erd«rir>9  or  fcolkin^  informofioo 
pfooBo  mtofien  llocfroriKt  0vyort*  Guido. 
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MULTI-CHANNEL  FREQUENCY  SHIFT  TONE  TELEGRAPH  SYSTEMS 


Thes*  Multi-Channel  Telegraph  Systems  are 
audio  carrier  systems  capable  oi  multiplexing 
such  circuits  as  telephone  lines,  VHF,  UHF, 
or  radio  irequency  links — or  practically  any 
type  circuit  irom  which  a  two-wire  oudio  cir¬ 
cuit  can  be  derired.  Designed  to  meet  any 
speed  requirements,  these  systems  are  iully 
electronic,  without  relays  or  moving  parts  to 
wear.  They  can  be  used  for  high-spe^  print¬ 
er,  Morse  or  time  division  Multiplex  circuits, 
as  well  as  such  application  as  Telemetering, 
Control  Circuits  and  Servo-Mechanisms.  In¬ 
stantaneous  and  complete  sending  and  chan¬ 
nel  control  permits  any  binary  code  groups, 
either  "Clear  Text"  or  "Crytographic,"  to  be 
channelized  without  need  for  additional  phas¬ 
ing  or  synchronizing  equipment,  while  paral¬ 
leling  oi  channels  will  allow  lor  transmission 
oi  other  type  codes,  such  as  3  element  cable 
code.  The  completely  independent  operation 
oi  each  channel,  including  its  own  power  sup¬ 
ply,  localizes  iaults  to  one  channel  only, 
leaving  other  channels  unaiiected.  Individual 


DUAL  F$  TONE  KEYER;  TYPE  153  MODEL  3; 

Keying  Input.  .  .  .  Relay  contacts,  d:  DC  current  or 
voltage  pulses,  neutral  or  polar. 

Input  Level.  ...  DC  voltage:  ±  10  volts  min. 
DC  current:  45  ma  min.,  or  polar.  Relay: 
contact  rating  5  ma  min. 

Keying  input  Z.  ...  DC  voltage:  lOOK  ohms.  DC 
current;  220  ohms. 


TRANSMIHER  RECEIVER 


channel  separation  inters  are  used  at  both 
transmitting  and  receiving  ends.  This  at 
rangemeni  allows  ior  sending  telegraph  or 
control  signals  over  a  circuit  carrying,  simul 
taneously,  other  iorms  oi  intelligence:  or  ior 
Iwo-woy  communications  on  the  same  line. 
The  audio  irequency  shiit  principle  oi  trans¬ 
mission  provides  ior  high  lidelity  oi  signal  re¬ 
production  over  a  wide  range  oi  signal  levels 
as  well  as  under  severe  noise  or  interierence 
conditions.  Circuit  requirements  oi  any  speed, 
shiit  and  center  irequency  can  readily  be  met. 
The  systems  illustrated  are  ior  use  on  printer 
circuits  up  to  100  WPM  channel  capacity.  The 
system  arrangement  is  very  ilexible,  permit¬ 
ting  grouping  oi  the  basic  units  into  various 
arrangements  oi  Multiplex  Systems.  These  sys¬ 
tems  can  be  made  to  accommodote  a  large 
variety  oi  chonnel  numbers  and  speeds  to 
meet  any  individual  requirements.  The  flexi¬ 
bility  is  further  Iraprovaid  by  the  iact  that  the 
racks,  power  control  units,  and  terminal  con¬ 
nection  panels  are  the  same  ior  both  trans- 
miltlng  and  receiving  terminals. 


DUAL  FS  TONE  CONVERTER;  TYPE  151  MODEL  3; 

Input  Z:  600  ohms,  unbalanced. 

Input  Level; — 40  dbm  to  0  dbm. 

Input  Frequencies:  18  channels,  425-3315  cpt, 
170  cycle  spacing. 

Keying  Speed;  45  dot  cycles. 


DUPLEX  TELEGRAPH  SYSTEM  FOR 
MULTI-CHANNEL  TONE  EQUIPMENT 

SEVEN  NITW  FEATURES  in  this  system — simple  4-position 
switch  selects  irom  12  possible  duplex  combinations; 
duplex  operation  between  stations  connected  via  carrier 
telegraph  channels;  all-electronic,  without  relays  or 
moving  parts;  polar  or  neutrol  ior  either  hall  duplex  or 
full  duplex;  breok-in  now  also  possible  ior  all  holi- 
duplex  circuits;  provided  with  positive  feature  to  prevent 
space  signal  lock-out;  includes  individual  line  battery 
ior  each  channel. 

The  Northern  Rodio  Duplex  Telegraph  System  consists 
of  one  each  Dual  Frequency  Shiit  Tone  Keyer,  Type  153 
Model  3;  Dual  Duplex  Selector  Panel,  Type  200  M^el  1: 
Dual  Loop  switch  Panel,  Type  200A  Model  1;  and  Duol 
Frequency  Shiit  Tone  Converter,  Type  152  Model  3. 


DUAL 
DUPLEX 
SELECTOR 
PANEL 
Tysa  200 
Modal  I 


The  Dual  Selector  Panel  provides  12  loop  options, 
patching  facilities  for  monitoring  purposes  and  channel 
routing,  including  the  possibility  oi  patching-in  another 
tele-printer  loop  circuit  (T-iunction).  Any  of  the  12  loop 
options  are  available  and  may  be  selected  ior  the  Duol 
Loop  Switch  Panel  by  simple  strapping  arrangement.  It 
has  an  individual  line  battery  for  each  channel  for 
greatest  circuit  ilexibility.  Battery  and  line  fuses  are 
also  provided  for  maximum  protection. 


DUAL 
LOOP 
SWITCH 
PANEL 
Typo  2004 
Modal  I 


The  Dual  Loop  Switch  Panel  rapidly  selects  hali-duplex 
and/or  full  duplex  mode  oi  operation  for  any  of  the  4 
standard  loop  options  by  front  panel  switching  available 
irom  the  12  loop  options  in  the  Dual  Duplex  Selector 
Pan  al. 


NEW  I 

REGENERATIVE 

REPEATER 

TYPE  207 
MODEL  I 


This  new  Regenerative  Repeater — the  most  advanced  in 
the  industry — is  designed  for  use  in  telecommunication 
circuits  to  re  shape  and  re  time  distorted  signals  ior  local 
use  or  retransmission.  Special  provision  has  also  been 
made  lor  Us  use  on  half  duplex  where  It  will  not  only 
regenerate  the  ordinary  teleprinter  signals  but  also 
iaithiully  reproduce  such  special  signals  as  "break" 
signals  and  "mark  restoration"  information.  Outstanding 
features  include;  .  .  ,  maximum  acceptable  signal  dis¬ 
tortion:  new  circuitry  accepts  up  to  47°a  mark  or  space 
distortion;  "iloating"  input  i  output  circuits;  completely 
electronic  output,  no  relays;  greater  timing  circuit  sla 
bility;  lime  base  derived  irom  highly  stabilized  L-C 
oscillator;  adaptable  to  any  speed;  low  pass  illler  A 
irequency-determininq  elements  are  plug-ln  units;  com¬ 
pletely  sell  contained;  Includes  power  supply  A  line 
battery. 

TECHNICAL  DATA; 

Input  Ksyinf  Siynal  Rtquirtmtnii;  (I)  Ntutral  ktying,  positivt 
or  negative  sense,  (a)  on-ott  60  ma  pulses,  (b)  on-oti  voltage 
pulses  IO-100V  into  100K  ehms,  (2)  Polar  keying,  (3)  Dry 
contact  keying. 

Frequency  Stability  el  Time  Rase  Cencrator:  Lest  than  I  point 
range  loss  ior  10%  line  voltage  variation  or  ±  20*  C 
ambient  change  from  25*  C. 

Sampling  Tima:  Approximately  50  microseconds. 

Output:  Electronic  tube  outputs;  (a)  neutral  65  ma.  max.  into 
2K  ohms,  (b)  polar  33  ma  (max.)  into  2K  ohms 
Power  Requirement:  125  watts  approx:  1I0/22OV,  50 '60  cps. 
Mounting;  Standard  19"  rack  mounting,  SV4"  panel. 


in  CommynicolfOn  f qwipmipnl 

l^Bm  €i>.u 

147  W.  22nd  ST..  NEW  YORK  1 1.  N.  Y. 

In  Conoco  ta^i*  MI9  C*  ll4  . 

1^50  tonli  St  ,  ftillm^t  Ottowo.  O'*tort« 
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ROLARAD 


MICROWAVE  lELECTRONICS 


FOR  MICROWAVE  SIGNAL  GENERATION 
650  to  50,000  me 


FOR  MICROWAVE  RECEPTION 


MICROWAVE  ACCESSORIES 


FREE  LIFETIME  SERVICE 
ON  ALL  POLARAD 
INSTRUMENTS 


All  Polarad  microwave  signal  generators  range,  high  stability,  low  harmonic  con- 

and  sources  feature  single-dial  tuning  tent,  and  non-contacting  short-type  kly- 

control,  direct  reading  frequency  dial  K-  stron  cavity  chokes  for  noiseless  tuning 

curate  to  1%,  continuous  tuning  in  each  and  Kcurate  calibration. 


MidOWAVi 

SKMUl 

OiNUATOtS 

MoMMSfi-l 
eso  to  2,400  OK 
Modot  MSC-2 
2,150  to  4,100  me 


MICtOWAVI 
SKMAL 
OfNfRATOI 
ModolPIM 
4,450  to  11,000  OK 
■otic  Unit  ModolGS-2 
(Modulator,  Koimr, 
Powof  Suppllot) 

Tuniof  Unit  6-4S: 

4,450  to  a.OOO  OK 
Tuning  Unit  6-711i 
6,950  to  11,000  OK 


MiaiOWAVI 

SKMAL 

OtNHATOR 

ModtIPMK 

10,000  to  21.000  OK 
taalc  Unit  Modal  6A-3 
(Modulator,  Kayor, 
fowar  Suepiloa) 

Tuning  Unit  C-1015: 

lOlOOO  to  15,500  OK 
Tuning  Unit  6-1521: 

15,000  to  21,000  OK 


NMolMSOOd 


Modal  S6-12ia  Signal  Conorator  and  Modal  SS-121S  Soorca  ara 
avaUatla  to  eovar  tda  fraeoancy  ranga  12,400  to  17,500  ok. 


Freqeency  Kaege 


Pewer  Oetp«t  Kaage 


SifiNAL  SOURCES 
Rasic  Unit 
Medal  NU-1 


f-ln  Tuning 
Modal  No. 
Sia22-1 
S2225-1 
S2427-1 
S2730-1 
S2933-1 
S3336-1 
S3540-1 
S3742-1 
S4150-1 


PUlSC  COM 
MOOULATfD 
MICROWAVE 
SKMAL  GENERATOR 
WItfi  Praciaion 
OacItlOKopa 


E-«1 

7  IntarchangaaMo 
Tuning  Unitai 


SI6NAL  SENERATORS 
Rasic  Unit 

Medal  HU  2 

- 1 

FREOUENCT  RANRE 

Plug-In  Tuning 

Unit  Modal  No. 
61S32-1 

62225-1 

62427-1 

62730-1 

62933-1 

63336-1 

63540-1 

16,000  —  22,000  OK 
22.000  —  25.000  me 

24.700  —  27,500  me 

27.270  —  30,000  ok 

29.270  —  33.520  me 
33.520  —  36.250  me 

35.100  —  39,700  me 

37.100  —  42,600  OK 

41.700  —  50,000  OK 

Tuning  Unit 

Frequency  Range 

Fewer  Output 

Modal 

E-Ll 

1,000 

to 

2,000 

me 

70 

to 

900 

mm 

Modal 

E-L2 

1.600 

to 

3,200 

aic 

70 

to 

900 

mw 

Modal 

E-Sl 

2,000 

to 

4.000 

me 

70 

to 

750 

mw 

Modal 

E-Cl 

3.600 

to 

7.200 

me 

20 

to 

350 

mw 

Modal 

E-C2 

4,600 

to 

9,600 

me 

15 

to 

125 

mw 

Modal 

E-Xl 

6,500 

to 

11,000 

me 

15 

to 

ao 

mw 

Modal 

E  X2 

7,500 

to 

15,000 

me 

10 

to 

35 

mw 

rflVtltSn’i'V 

li 


V 


FREE  LIFETIME  SERVICE 
ON  ALL  POLARAD 
INSTRUMENTS 


Dis^ayt: 


JItttr  iMffiltiid* 
JIHtr  wavtform 


MU4«I  r-3  10-39,000  me 

MeaiurM  afetoluU  r-f  powtr  l«vtl 
hifUntlir  without  tuning.  Lino  or 
intornai-hattory  oporatad. 

Ruggod,  woighi  eniy  •  pounds. 


Utad  with  swaap  ganarator 
(CSfi,  opposita  sMa).  Oitpiays 
ratio  of  two  input  tignalt,  visuai 
plot  VSWR  or  raaponta-fraouoncy 
on  7«  CRT. 


Testa  all  mkrowaat  tubas 
as  aasity  as  ordinary 
sacuum  tubas. 


Canaratas  S  saparata  pulsas 
aKh  with  indapandantly 
variabla  width  and  dalay  for 
missilas,  baacons,  and 
othar  systams. 


POLARAD  ELECTRONICS  CORPORATION 

43-20  34th  STREET,  LONG  ISLAND  CITY,  N.  Y.  EX  2-4500 


Send  for  cataloe  with  general  microwave  test  procedures  «  Representatives  in  principal  cities.  See  vour  Yellow  Pages  * 
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Switches  •  Test  Clips  •  Binding  Posts  •  Test  Jacks 
Molded  Washers  and  Sockets 


Grayhill 

Miniature  Rotary  Tap  Switches 


SERIES  13 — Miniature  Tap  Switch, 
suitable  for  military  equipment  which 
will  be  subjected  to  environmental 
conditions  such  os  solt  sproy,  humid¬ 
ity,  etc  Soldered  contocts  ond  lugs 
Insure  proper  contort  and  minimum 
resistonce. 

Availoble  1  to  10  decks — 3  to  10  con¬ 
tacts  per  deck. 

Shorting  (moke  before  break)  or 
Non-shorting  (break  before  moke). 
Switch  rotates  360  with  10  positions 
-‘‘^tops  provided  with  9  or  less  posi* 
tions. 

Threoded  bushirsg,  .330"'  long  “Vg 
33  threod.  Dinmeter  of  switch  in¬ 
cluding  terminols  1.016".  Rated  to 
brook— I  amp.,  115  V.,  AC.,  rests* 
live  To  corry — 5  omps.,  115  V.,  AC. 

SERIES  34— Positive  Detent  Action  ond 
better  feel  for  precision  requirervsents 
Avoiloble  1  to  10  ciecks — 3  to  10 
contocts  per  deck. 

Shortirsg  (moke  before  brook)  or 
Non  shorting  (brook  before  moke) 
360  rototion  with  10  positions — stops 
provided  for  less  than  10  positions. 

Rushings.  .350"  long— 3o_32  thread. 
Diameter  of  switch  including  termi¬ 
nals  1.01", 

Roted  to  brook— 1  omp.,  113  V.,  AC., 
resistive. 

To  carry — 5  amps.,  115  V.,  AC. 


Spring  Return  Rotary  Switch 

Similor  to  Series  34  eacept  with 
spring  return  to  center  position.  Pro 
uides  momentary  contact  on  either  side 
of  center  position  only.  Available  in 
1  to  3  decks,  either  shorting  or  rson 
shorting  type  Also  with  up  to  4  de¬ 
tent  positions  plus  spring  return  po- 
eition  to  right  or  left. 


Grayhill  Binding  Potts 

seeiES  29 


29-3 

Vj'  Mounting 
Hole  Avoiloble 
in  Red,  Slack 
and  6  other 
colors. 


29-1 


Mounting 
Hole  Avoil 
oble  in  Red 
or  Slock. 


39Sn 

Phenolic  Rose 
for  duo  mount¬ 
ing  of  39-1 
Rinding  Posts 
on  34"  Cen¬ 
ters.  Red  or 
Slock 


39-33 

Spring  looded 
Rinding  Post. 
\  2"  Mounting 
Hole  Avoiloble 
in  Red  or  Slock. 


39^3 

Spring  Lood¬ 
ed  Rinding 
Plug 

39-41 

Screw  Type 
Rinding  Plug 


39-43 

Twin  Rinding 
Plug  Slock  Phe 
nolic  Rose.  ^/4*' 
Centers. 

39  44  With 
Spring  Looded 
Heeds. 


*  Metol  partt  .  Nickel  Ploted  Rross 

*  Melded  ports  .  Thermosetting  Plastic 

*  Washers  . . .  Non-turn  "0"  Style 

*  Cross*hole  .  Plush 

*  Integral  solder  lug  ond  3  Hex  Nuts 


SERIES  22-11  TRANSISTOR  SOCKET 

Designed  for  JETEC  30  packoging. 

Leads  fit  on  100  MIL  grid  for  printed 
circuit.  Socket  fits  thru  hole  For 
rivet  or  2X3  screw  fastening.  Wrap 
oround,  silver  plated  beryllium  cop¬ 
per  contacts  with  gold  flash.  Rottom 
has  molded-in  terminal  numbers — Key 
rib  for  olignment  with  tronsistor  tob 
on  top.  Molded  of  Mico-Pilled  pheno¬ 
lic  per  MIL-M  14. 


Grayhill 

Push  Button  Switches 

SERIES  2000  SNAP  ACTION  SWITCH 

AAomentary  contact,  snap  action, 
singlo  pole- — single  ^row.  Overall 
length  including  solder  type  termi¬ 
nols  1.933".  Mounting  bushing  15^33- 
33  threod.  Rated  10  omps.  115  volts 
AC  resistive— Approx,  life,  50.000  op- 
erotions. 

Ne.  3301 — Nermelly  Open — Rc4  Ruttee 
Ne.  3303 — Nermelly  Cle»td— RIeck  Ruttee 

SERIES  4000  SILENT  ACTION  SWITCH 

Momentary  contoct,  single  polo- 
single  throw.  Overoll  length  includ¬ 
ing  solder  type  terminols  1.531". 
Minting  bushing  15/33-33  threod. 

Rated  1 2  omp.  115  volts  AC  resistive. 

Approx,  life,  ROO.OOO  operations. 

Ne.  4001 — Nermelly  Opt" — R*d  Rotten 
Ne  4003— Nermelly  Clost4 — RIeck  Rotten 

SERIES  35-1  DOUBLE  POLE  SWITCH 

Mementory  contact,  silent  CKtion, 
double  pole— single  throw.  Overall 
length  including  solder  type  terminols 
1.3m".  Mounting  brushing  15/33-33 
threod  Roted  V2  omp.  115  volts  AC 
resistive.  Approx,  life  100.000  opero- 
tions. 

Ne  35- 1 — Nermelly  Open — Rt4  Rotten 


SERIES  34 — For  Toper  Pin  Solderloss 
Wiring 

Momentory  contoct,  silent  action, 
single  pole— single  throw  switch. 

Throe  femole  receptacles  with  built  in 
short  between  two  of  them  for  "in-  ^ 

or>d-out"  wiring  with  A-MP  No  53 
Topor  Pins  Mounting  bushing  3g.33 
threod.  Overoll  length  .969".  Rated 
*  2  omp.  115  volts  AC  resistive. 

Life  ever  100,000  operotions 
No  34-1 — Nermelly  Open — Rt4  Rotten 


SERIES  23-1  MINIATURE  SWITCH 

Momentary  contoct,  silent  oction, 
single  pole — single  throw  Mounting 
bushing  5/16-33  threod  Rated  *'4 
omp  115  volts  AC  resistive.  Approx, 
life  500,000  operotions.  Diameter 
500".  Overall  length  including  solder 
type  terminols  1.047". 

Ne  33-1 — Nermelly  Open — Rt4  Rotten 


SERIES  30-1  SUB-MINIATURE  SWITCH 

Momentary  contact,  silent  oction, 
single  pole— single  throw.  Mounting 
busning  */k-33  throod.  Rated  1  10 
amp.  115  volts  AC  resistive  Approx, 
life  500,000  operations.  Diometer 
.375".  Overall  length  including  solder 
type  terminols  9R4". 

Ne.  30-1 — Nermelly  Open — Ri4  Rotten 
Ne  30-3 — Nermelly  Clestd — 3leck  Ootten 


SERIES  39-1  ULTRA  MINIATURE  SWITCH 

Momentory  contact,  silent  action,  single 
pole-single  threw.  Rated  1/10  omp  115  volts  A 
AC  resistive.  Approx,  life  1,000,000  opero  H 
tions.  Diameter  .350".  Overall  length  includ-  tt 
ing  solder  type  terminals  .615" 

Ne  39-1 — Nermelly  Open — Re4  Ootten 


Grayhill  Printed  Circuit  Test  Jocks 

SERIES  31 

for  use  on  printed  circuits  os  o  test  point 
to  feed  AF,  RF  and  Fulse  sionols,  check  ond  feed 
DC  voltoges,  monitor  signals  during  lest,  olign¬ 
ment,  etc.  For  use  with  stondord  0R1"-.0835 
phone  tip  plugs.  Rivets  to  boord  like  on  eye¬ 
let. 

Dims.— Extends  .350"  above  mounting 

board,  rivet  dio.— .114". 

Ne  31-1— For  1  U"  koerd 

Ne  31-3— Fer  3  33"  keerd 

Ne  31-3— Fer  1  0"  keerd 


§ 


Plastic  Sleeves 


for  Soriot  31  Tost  Jacks 


Snap-on,  ploilic  intulatort  p,rman,ntly 
IcKk  in  plac,  ov,r  Grayhill  T,tt  Jacks. 
Dims.  Dio.-.245"  H.ioht— .290  ' 

No.  31  •— rustic  SUeves,  tvailibU  in  8 
dors  for  cJinf. 


u 


Grayhill  Test  Clips 


SERIES  16 

Completely  Insulated  (including  hinge  pin).  Alli¬ 
gator  type.  Contoct  resistonce  opprox.  .0015 
ohms.  .668"  silver  overloy  on  contoct  surfoces. 
Terminols— silver  plated. 

Rody  of  clip  is  molded  phenolic  per  Mll-M-14. 
No  16-R  (Rlock) 

Ne  16-R  (R4d) 


with  ^in 

Insuloting  Plug 

Woshers 


SERIES  2 

The  bosic  spring  clip  is  ovoiloble  in  4  styles 
of  mounting  os  illustroted.  Mounted  on  panel  of 
test  equipment,  they  permit  fost  leod  con¬ 
nections  without  monuol  opening  ond  closing  of 
jaws.  Also  useful  in  brood  boord  work  ond  loy- 
ing  out  hornesses. 

Grayhill  Plug-In  Adapter 

Desigrwd  for  testing  resis¬ 
tors,  copocitors,  ond  simi¬ 
lor  pigtoil  type  components 
on  stondord  test  equipment. 

Ronono  Plug  spacing  odjust- 
oble  to  IV4"  centers. 

Ne  3-7  PItff-ie  Adopter. 


Grayhill  Stand-Off  Insulators 


Mico-filled  phenolic  bodies 
for  low  loss  ot  high  fro- 
quonci  high  dielectric 
strenr  3w  moisture  ob- 

sorp*  *>d  high  fungus 

resisiunie.  Silver  plated 
brass  solder  terminols  Ex¬ 
tends  obove  mounting 
ponel— .938". 

Diameter  .313" 

No  1R.1— Female,  No  4-40  Three 
No  18-3— Mile,  No  4-40  Thread 

Grayhill  Coil  Forms 


Molded  of  mico-fillod  phonolic  for  low  loss  ot 
high  froquoncies,  low  moisturo  obsorption,  high 
dieloctric  strength  ond  resistonce  to  fungus 
growth.  Tinned  Copper  wire  leods.  Patented 
anchor  posts. 

Dimensiens — lefifth— .500"  to  1.000" 

Die.— .135"  to  .350" 

Lead  wire  diameter — 035"  to  040" 


Grayhill  Mating  Insulating  Washers 

To  insulate  jocks  with  .375" 
dio.  bushings  from  mounting 
panel.  Bock  of  panel  washer 
has  indexing  hole  fitting  non- 
turn  tab  of  the  jock.  Shoulder 
dimensioned  for  1/16"  min. 
ponel  thickness  Sold  in  sets. 
No  31878-1  Natural  Mica-filled  Phenolic 
Ne  31878-3  Black  Electrical  Grade 

Grayhill  Molded  Insulating  Washers 

Avoiloble  in  sites  for  No.  4  to  .375 
screw  in  rroturol  mica-filled  phenolic 
or  block  electrical  grade  insuloting 
material. 


537  Hillgreve  Avenue,  loGronge,  IllinoU 
Phone  Fleetwood  4*1040 
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Space  Aae  Ceramics 


Terminal  Intulafort 

Coors  Space  Age  Ceramics  arc 
special  high  strength  materials  which 
contain  at  least  SS'^c  aluminum  oxide 
in  the  corundum  form.  They  are  avail¬ 
able  either  dense  (,i.e.  vacuum  tight, 
Vitrified)  or  porous.  The  outstanding 
physical  and  electrical  properties  of 
these  materials  are  listed  on  the  oppo¬ 
site  page. 

In  addition  to  high  tensile  and 
electrical  strengths.  Coors  Alumina 
ceramics  possess  other  vitally  import¬ 
ant  characteristics  of  interest  to  the 
designer.  These  include: 

Permanent  Dimensional  Stability 

High  Hardness 

Abrasion  Resistance 

Refractoriness 

Chemical  Inertness 

PRODUCTION  TECHNIQUES 

Most  of  the  ceramic  parts  made 
by  Coors  for  electrical  and  mechanical 
applications  are  formed  by  the  Iso- 
Static*  process.  Isostatically  formed 
parts  are  completely  homogeneous,  i.e. 
\vith  no  voids  or  air  pockets  and 
without  internal  drying  stresses.  The 

•Coors  Porerhin  Company  opi^atrs  un/irr  licmir  for  thii 


Support  insulofort 

Isostatic  process  enables  Coors  lo 
produce  large  ceramic  parts  such  as 
tube  envelopes  10"  diameter  x  S’i" 
long,  radomes  40”  high,  and  solid 
pump  plungers  5"  diameter  x  30"  long. 

.Also.  Coors  employs  all  of  the 
other  established  methods  commonly 
used  to  fabricate  ceramic  materials, 
including:  slip  casting,  jiggering,  wet 
pressing,  dry  pressing  and  extruding. 
These  methods  are  employed  as  rc* 
quired  to  meet  specific  conditions. 

METALIZING 

Coors  has  complete  facilities  for 
high  temperature  metalizing  and  braz¬ 
ing.  Several  metalizing  techniques  arc 
employed;  however,  the  moly-manga- 
nese  technique  is  standard.  This  tech¬ 
nique  is  used  to  join  metal  to  ceramic 
With  a  bond  having  tensile  strengths 
of  8.000  to  10.000  psi.  Brazes  as  high 
as  1083  C  can  be  made  using  copper. 

PRECISION  FACILITIES 

Coors  manufacturing  facilities  in¬ 
clude  a  complete  range  of  high  pre¬ 
cision  finishing  tools  for  ceramic.  Tol¬ 
erances  and  finishes  which  can  be  ob¬ 
tained  by  Coors  on  production  runs 
are  as  follows: 

patrnied  procas  from  Champion  Sparh  Pfuf!  Company, 


HtrmtfiC/  High  Tomp^raturo  Coramic  to  Motol  Sools 

Diametrical — within  0.000030" 
total 

Taper — 0.000010  '  per  inch  o£ 
length  up  to  3" 

Camber — 0.000010"  per  inch  of 
length  up  to  3" 

0 ut -of -r oim (1  n ess  —  0  0000 10' 

Surface  flatness — less  than  1 
light  band 

Equivalent  surface  finish  —  3  to  4 
r.m  s.  microinch. 

Finishes  in  this  extremely  close  rango 
permit  you  to  use  precision  Coors  Cer¬ 
amics  on  a  production  basis. 

ENGINEERING  HELP  AVAILABLE 

Coors  ceramic  engineering  and 
production  know-how  —  plus  the  com¬ 
plete  facilities  of  the  finest  ceramic 
plant  in  the  world  —  are  at  your  serv¬ 
ice.  When  you  are  considering  the  use 
of  a  ceramic  part  you  can  save  both 
time  and  money  by  calling  in  a  Coors 
engineer  at  the  earliest  possible  stage 
of  design.  Or.  if  you  have  a  design  es¬ 
tablished  in  metal  or  other  material 
and  wish  to  use  a  Coors  high  strength 
ceramic,  please  send  prints  of  your 
drawing  for  review  and  quotation. 


COORS  PORCELAIN  COMPANY 


FOR  ELECTRONIC  DESIGN  APPLICATIONS 


COORS  HIGH  STRENGTH  ALUMINA  CERAMICS 

Mechanical  and  Electrical  Properties 


COORS  DENSE  HIGH  STRENGTH  ALUMINA  CERAMICS 


COORS  POROUS 
ALUMINA  CERAMIC 


Ttniil*  Strength  I 

76  f 

7000  r  1 

951 

951 

Compr«b»iv«  Strength  ^ 

951 

Slrvngth 

951 

#Aodwlwi  of  Eloiticily  1 

951 

Impoct  toiistonc*  | 

Spociftc  Crovity  1 

1 

V/ot«r  Abu>rptton  | 

I  P*f  C*n* 

forobity  1 

1 

Hordnvit  j 

MoK  1  Scot* 

1  Rockw*!!  45N 

Color  1 

1 

V/ocking  T«mp«roturo  | 
(mo.  ) 

^  *C(F) 

^oro  Sit* 

Microni 

Specific  H*ot 

1  BTU  p«r  lb 

Ihtrmoi  CondyCtivity 

72  F 

1  BTU  p*r  hr. 

1  p*r  ,q  It. 

Ai>>as 

(S5%  AljOj-  fomttfly 
Typ»  AB 


17,000  18  000 
8  000  9.000 

Ov«r  740.000 
47.000  45.000 
31  9>10* 

6  8 
3  40 
000 

Cat  Tight* 

9 

75 

Whit* 


600  f  I  p«r  *  f,  p9r  !n. 

Th*rmol  Co*Hici*nt  | 

•  I  E>pan«ion  ptr  'C 

25  700*  C 
200  400-  C 
400  600  C 
600  800  C 
800  1000  C 
75  1000  C  I 

^■•UctriC  Strength  Voltl  p*r  Mil. 

75  C  (ASTM  60  cycl*  A  C  T*iti 

thick  Sp*cim*ni)  und*r  oil 

T*  Volw*  *C 

ClitUctric  Conitonl 
1  Kc 
1  Me 
100  Me 
1000  Me 
10000  Me 
25000  Me 
90000  Me 

loit  Tong*nt  (Ton  b) 

1  Ke 
1  Me 
100  Me 
1000  Me 
10000  Me 
25000  Me 
90000  Me 


loti  Toctor 
1  Ke 
1  Me 
100  Me 
1000  Me 
10000  Me 
25000  Me 
90000  Me 


AO-94 

(94%  AljOi'  Forni*rly 
Typ*  Al  700) 

1  AD-96  1 

1  (9A%  AijO)- Formerly  I 

!  Typ*  El  95  1 

23.000  -  77.000 

1  76.000  78.000 

9  000  10  000 

!  13.000  14.000 

0«*r  300  000 

<  Ov*r  300.000 

43,000  -  50  000 

47.000  30.000  1 

1  40  7.10* 

47.10* 

7  6  . 

361 

3  77 

*  000 

000 

Cot  TtgKl* 

Cat  Tight* 

9 

i  ’  i 

78 

1  78  ! 

Whit* 

1  Whit*  1 

1700  (3100) 

1  1700(3100)  1 

1  .  '  . 

0  188 

0  19 

140 

1 

140  1 

74 

74  1 

AO-99 

(99%  AljOj) 

A9-10O 

(100%AI,Oi- Form 
Typ*  AL  100; 

34.000-33.000 

71.000  77.000 

0«*r  300  000 

125  000 

38.000  60.000 

i  23,000  -  23,000 

30.10* 

i  . 

3  0 

3  90 

3  1 

000 

3.3  7 

Cot  Tight* 

Porout 

9 

80 

1700  '3100) 
2-3 


S68«I0  * 
7 19.10  ‘ 

7  83.10  ‘ 

8  95.10  ‘ 

9  77.10  ‘ 
7  89.10  ‘ 


(330  lor 

*/•  '  Thick  Sp*<.) 

850 

(^1  23  C  (ri  500  C  (ri  800  C 

8  18 

13  86  .... 

8  16 

8  87  .... 

8  16 

8  14 

8  08 

8  76  .... 

6  67.10  * 

7  79.10  ‘ 

8  88.10  * 

10  33.10  * 

11  74.10  • 
9 14.10  ‘ 


1070 


6  7.10  * 

6  7.10  * 

7  8.10  * 

7  8.10  * 

89.10  * 

8  9.10  * 

10  3.10  * 

10  4.10  * 

11  8.10  * 

11  8.10  ♦ 

9  7.10  * 

9  7.10  * 

720  240 

720  240 

(330  for  '/»■■  Thick  Spec.) 

(330  for  Vb"  Thick  Spec.} 

(ti23  C 

(ft  500 

C  $  800  C 

4i25  C 

300 

8  97 

10  97 

.... 

9  30 

11  75 

8  95 

9.65 

.... 

9  33 

10  09 

8  95 

.... 

9  31 

. . . . 

9  31 

8  90 

9  40 

990 

9  31 

9  85 

8  90 

9  40 

9  90 

9  31 

9  85 

8  70 

9  31 

23  C  in  500  C  (ri  800  C 

(ct25  C  Id  500  C  (<i  800  C 

Id  75  C  (ri  500  C  n  800  C 

(<i  73  C  (d  500  C  Id  800  C 

OOOU  0  380  ..*. 

000019  0213  . 

0  0011  0  70  . 

00042  0  14  . 

0  0009  0  024  .... 

0  000083  0  0078  . 

0  000084  0  0039  . 

00013  00052  . 

0  0009  . 

0  00032  . 

000024  . 

0  00006  . 

00014  . 

0  00007  . 

0  0027  0  0033  .... 

0  00098  0  0014  0  0030 

0  00059  0  00079  0  0028 

0  00014  0  00019  0.00034 

0  0011  0  0075  0  0059 

0  0082  0  0012  00032 

0  00024  0  00025  0.00034 

0  0021  . 

0  0068  . 

0  00037  . 

(>i  73  C  (ri  500  C  (n  800  C 

(ri23  C  (tl500  C 

(d  25  C  (ft  300  C  6.1  800  C 

td  75  C  (d  500  C  (ri  BOO  C 

00113  80  .... 

00017  3  53  . 

0  0094  2.18  . 

0  040  1.57  . 

00074  0  21 

0  00075  0  075  . 

0  00073  0  038  . 

0  014  0  052  ..... 

0  0074  . 

0  0046  . 

00071  . 

0  00036  . 

00114  . 

0  00065  . 

0.0218  0  027  .... 

00083  0013  0.078 

0.0033  0  0074  0  078 

00013  0.0019  00055 

0  0098  0.023  0.036 

0  0073  0  011  0.32 

0  0077  0  0073  0.0035 

0.018  . 

0039  . 

0  0048  . 

*Cai  Tight  by  Ntlivni  Matt  Sp*<troiti(l*r 


604  9TH  STREET,  GOLDEN,  COLO. 


POLYSTYRENE  AND 
TEFLON  CAPACITORS 

•  Hlfhest  Insuittion  Resistanc* 

•  Lowest  Dielectric  Absorption 
("Soakage”) 

•  Lowest  Power  Factor 

•  Highest  Capacitance  Stabiiity 

•  Low  Temperature  Coefficient 

•  Stabie  Operation  Up  to  85°C. 
(Polystyrene)  and  200*C.  (Teflon) 


ADJUSTAtLE  CAPACITORS 

•  Large  Capacitances  at  Ciosa  Tolerane* 

•  instantaneous  Capacitance  Changet 
without  Drift  Range 

•  Adjustment  Range  ±1%  of 
Nominal  Value 

•  Noninductive  Winding  for  MlnlRiufll 
Power  Factor  and  Soakage 

•  Same  Electrical  Characteristics 
as  Above 


the  stabilized, 
precision  capacitor 
.  for  critical  applications 


HIGH  VOLTAGE 
CAPACITORS 


•  New  “High-Breakdown"  Plastic 
Film  Dielectric 


•  Small  Size -Light  Weight - 
Low  Price 

•  Operation  Up  to  12S*C. 

•  Voltage  Up  to  60,000  V 


TYPE  0  CAPACITORS 

•  Small  Size -Low  Cost 

•  Very  High  Insulation  Resistance 

•  Moderate  Dielectric  Absorption 
("Soakage") 

•  Available  in  Styles  CP04,  CP53, 
CP70,  and  Ceramic  Jacketed 


electrical  characteristics 


Hsrmstie*iiy*ss«isd 

SttH'ConlsInsS 


POWER  SUPPLIES 

»  fci 


OUTPUT 


OUTPUT 


OUTPUT  VOLTAGE  RATEO  CURRENT 


PART  NO 


5  MA 


2  KVDC 


PS-2  S 


5  MA 


5  KVDC 


PS-5S 


0»alfln*d  lor 

HIGH  VOLTAGE 

LOW  Curroot  OC  Appllcoilono 


1.75  MA 


1  MA 


1.5% 


12  KVDC 


PS  -  12  T 


1.75  MA 


1  MA 


1.5% 


15  KVDC 


PS-15T 


STOCK  AND 

SPECIAL-ORDER  CAPACITORS 
TO  MEET  EXACTING 
INDUSTRIAL  SPECIFICATIONS 
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fci 


CYpreti  2-5180 


film  c  a  p  a  c  i  t  o  r  s#  i  n  c . 

3  4  00  PARK  AVENUE,  NEW  YORK  56,  N.Y. 


A 


ONCANIC  VAPOR  FRCC  HIGH  TCMPCRATURC 
•  CALCO  RCLAvIsUPRAMICA 


HIGH  TEMPERATURE  ceramoplastic  INSULATION 


SUPRAMICA  ceramoplastics  provide  broader 
design  scope  for  product  engineers 

Increased  thermal  endurance  .  .  .  total,  permanent  dimen* 
tional  stability  .  .  .  better  electrical  properties  .  .  .  lower 
density  and  improved  machineability  of  SUPRAMICA 
ceramoplastics  bridge  the  design  gap  between  organic 
plastics  and  conventional  ceramics.  The  world's  most 
nearly  perfect  insulation,  SUPRAMICA  ceramoplastics 
allow  product  engineers  to  meet  the  requirements  of 
today's  thermal  problems. 

There  is  no  possibility  of  shrinkage,  growth  or  age  poly* 
merization  since  the  materials  are  completely  inorganic, 
made  with  SYNTHAMICA*  synthetic  mica.  Metal  inserts 
molded  in  SUPRAMICA  ceromoplostics  cannot  loosen  dur* 
ing  thermal  cycling  because  coefficients  of  expansion  are 


closely  matched.  Other  desirable  properties  are  high  di¬ 
electric  strength,  radiation  and  arc  resistance,  low  elec* 
trical  loss,  resistance  to  moisture,  oil  and  organic  solvents. 
In  thousands  of  military  and  critical  industrial  applica* 
tions,  SUPRAMICA  ceramoplastics  are  contributing  to 
better,  safer,  more  reliable  operation  of  electrical  and 
electronic  equipment. 

Write  for  complete  technical  information. 

SUPRAMICA*  560  —  for  temperatures  up  to500*C  (932*F) 
SUPRAMICA*  555  —  for  temperatures  up  to  350'C(  660' F) 
SUPRAMICA*  500  —  sheet  and  rod  material  for  machining 

*SUPRAMICA  is  a  r«giit«r»d  trademark  of  MycaUx  Corporation 
of  Amorico.  560  and  555  and  500  are  trademarks  of  Mycolex 
Corporation  of  Americo. 

SYNTHAMICA  is  a  trademark  of  Synthetic  Mica  Corporation,  a 
Subsidiory  of  Mycalex  Corporation  of  America. 


fsui'IIANW 


MYCALEX 

CORPORATION  OF  AMERICA 


cxKCUTivc  orrici*. 

90  nOCKCFCLLCW  PLAZA 
NCW  YORK  to.  NEW  YORK 


SALES  OFFICES: 

CHICAGO  •  LOS  ANGELES  •  DAYTON 
WASHINGTON  •  MIAMI 


WORLD'S  LARGEST  MANUFACTURER  OF  GLASS-BONDED  MICA  AND  CERAMOPLASTIC  PRODUCTS. 
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OfdtriRS  or  tookios  infpfmotion 
plooM  monftoA  (focfronicf  Buyort'  Guido. 


]\j^ 


>  . 


PlINTED 

CItCUIT 

SWITCHES 


ROTARY 

SLIDER 

SWITCHES 


before  you  freeze  your 


OAK  "EARLY-BIRD"  ENGINEERING  HELPS 
YOU  GET  BETTER  COMPONENTS  . . .  FASTER! 

By  calling  on  Oak  onfi'inoers  early,  yon  take  full 
advantage  of  their  25  years  of  specialization  in 
eicctro-ineclianical  «h‘vices.  This  intensive  hack- 
ground  enahles  them  to  save  you  cosily  re-engineer- 


QMkK  CH 
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ElECrSO-MECHANfCAl  COMPONEMTS  ENOINEEPEO  AMD 


smallest...  lightest 
in  its  class 

Series  M 


Low  Lovol  Invortor 


Withstands  30  G  vibrations 
from  0-500  cps  and  — 55®  to 
-|-100°C  temperatures.  Cus- 
tom-huilt  in  an  unusual  variety 
of  packages. 

Type  605 
Chopper  Eliminates 
Phase-Shift  Circuit 


Has  0°  (or  180®)  phase-lag 
“designed-in.”  .Available  with 
side  or  vertical  flange  mounts, 
flattened  pierced  pins,  solder 
loops,  or  standard  sor'ket  pins. 


NC  600  Series  of 
Oak  Choppers 


Basic  Oak  designs  cover 
^  practically  anv  application. 

Iff  The  V6(X)0  Series  is  a  ver¬ 

satile,  general  purpose  vi¬ 
brator.  Type  94  is  designed  primarily  for  auto 
radios.  Type  95  is  a  small,  medium  power 
shunt  drive  interrupter.  The  MV  Series  is  de¬ 
signed  for  portable  radios  and  similar  applica¬ 
tions.  All  can  be  supplied  for  military  needs. 


loW'Current 

^witche^ 


T  - 

choppers 

L  J 


ROTARY 

SWITCHES 


PUSHBUnON 

SWITCHES 


tv  400^ 

fill 


Available  for  frequencies 
from  15  to  600  cycles.  Oper¬ 
ates  up  to  125*C.  High  con¬ 
tact  rating.  Exceptional  sta¬ 
bility.  Low  voltage  starting. 


'  OSgfll 

'  I 


VIBRATORS 


Custom-Designed 
and  Custom-Built 


Mounts  in  a 
1 "  diameter 
circle 


Type  A  Miniature  Rotary  Switch 


Available  in  three  models:  45®,  36®,  and  30® 
throw.  Up  to  18  contacts.  Silicone  glass  stator 
insulation;  Kel-F*  rotor  insulation.  ^ 


The  above  switches  represent  but  seven  of  the 
hundreds  of  basic  Oak  designs — already  tooled 
for  fast  production.  Custom  variation  of  these 
designs  provides  a  source  of  special  switches  in 
almost  infinite  variety.  Excellence  of  design  plus 
highest  quality  materials  make  Oak  switches  the 
best  you  can  buy.  Standard  insulation  is  phe¬ 
nolic,  steatite,  and  Mycalex;  contacts,  silver- 
plated  spring  brass  or  spring  silver  alloy. 


MULTIPLE 

SHAFT 


SWITCHES 


SWITCHES 


LEVER 

OPERATED 


sub- 

assemblies 


Four  plants  .  .  .  3200  •mploy*«s  .  .  .  400, < 
•quipped  for  •conomicol  production 


Ctiicof*,  III. 


Cryttol  III. 


design. ..call  on  OAK  engineers! 


iii('  time.  Kven  on  sceminfily  oiinplp  components. 
Oak  engineers  have  been  able  to  make  valualtle 
suggestions  that  resulted  in  better  performance  and 
lower  costs.  Combine  this  tborouj'b  engineering! 
with  Oak's  manufacturing!  skills  and  facilities,  and 
you  can  feel  assured  of  petting!  the  exact  component 
you  need  .  .  .  and  in  a  lot  less  time. 


iiEwr 


?50°C  SWITCH  SECTIONS 


'I'hesc  liiph'teinp«‘rature,  low-|X)wer 
wafers  have  deinonstrated  hi<!h  relia¬ 
bility  in  actual  operation  during  800- 
bour  tests  at  a  continuous,  ambient 
IdO^C.  Special  alloy  clips;  ceramic  or 
Mycalex  insulation. 


MAMUfACTURED  TO  YOUR  EXACT  REQUIREMENTS! 

1 

V'  remote- special 
controlled 
switches  .if-''  IC 


Thousands  of  Combinations 

Oak  remote-controlled  switches  are  custom 
combinations  of  Oak  rotary  solenoids*  and 
the  many  types  of  Oak  rotary  switches.  They 
are  unusually  reliable,  giving  a 
positive  stepping  action  even  un¬ 
der  conditions  of  shock  and  Vi- 
bration.  Ideal  for  mobile  and 
military  equipment.  / 

*Mrd.  under  license  from  G.  H.  LELAND,  INC.  J 


MT273E  MOUNTtNG 
iASE  tUILT  FOI  ' 
KENOiX  RADIO  OIVtSION 


On*  Rasponsibility  .  .  .  On*  Sourc* 

Turn  your  prototype  over  to  Oak  engineers. 
They  will  analyze  it,  test  it,  redesign  for  op¬ 
timum  performance,  and  convert  it  into  a 
manufacturable  device.  Oak’s  mod- 
^  ern  production  facilities  then 

build  your  subassembly,  and  run 
any  life  and  environment  tests 
which  may  be  required. 


^rotar^^ 

^^enoid^ 


Supplied  olon*, 
with  Switch  Sec¬ 
tions,  or  in  Com- 
'plot*  Subossemblios 
os  shown  obov*. 


Oak  rotary  solenoids  are  ideal  actu¬ 
ators  for  remote  control  of  complex 
circuits  under  the  severe  conditions 
of  M1L-S-4040A  and  similar  spec¬ 
ifications. .  They  are  compact,  rug¬ 
ged  and  extremely  adaptable. 


I  *Mfd.  under  license  from  (•.  H.  LKL\N[).  INC. 


1260  Clyboum  Av*.,  0*pt.  A,  Chicago  10,  Illinois 
Phone:  MOhowk  4-2222 
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OA 1249 


UNI 


OA  1259 


«r 

.UPPW»"‘"®®  ov“*‘"«  *  •^•'*"'nc 

- -SruVr  -'*'--rK::  *•’*'’ 

and  VHF/UHF  «»"»“• 


OA 

109^ 


WHITE  NOISE  TEST  SET 
OA  1249 

Measures  baseband  intertnodulation  and 
noise  in  multi-channel  link  equipment. 
Suitable  for  radio  or  coaxial  systems  oper¬ 
ating  60,  120,  240,  600,  or  channels. 
Measurement  by  noise-in-slot  technique 
simulates  busy  traffic  conditions. 


DERIVATIVE  TEST  SET 
OA  1259 

For  fast  and  accurate  linearity  adjust¬ 
ments  on  multi-channel  link  modulators 
and  demodulators.  Generator  sweeps 
20  me  on  i-f  center  frequencies  from  65  to 
75  me.  Oscilloscope  unit  displays  Ist 
derivative  -  or  slope  -  of  response  against 
instantaneous  i-f. 


H.F.  SPECTRUM  ANALYSER 
OA  1094 

Simplifies  distortion  analysis,  identifica¬ 
tion  of  unwanted  components,  in  s.s.b. 
transmitters  and  drives.  Basic  frequency 
range:  3  to  30  me;  optional  i-f  extension 
unit  for  0  to  .30  me.  Maximum  spectrum 
width:  30  kc.  Amplitude  range;  0  to -60 
db.  Resolution;  6,  30  and  I50cps.  Sweep 
duration;  O' I  to  30  sec. 


MARCONI 

INSTRUMENTS 


111  CEDAR  LANE  ■  ENGLEWOOD  ■  NEW  JERSEY 

TEUPHONEl  LOwtII  7-0607 

CANADA:  CANADIAN  MARCONI  COMPANY, 

6035  COTE  DE  LIESSE  •  MONTREAL  9 
MARCONI  INSTRUMENTS  LTD 
ST  ALBANS  •  HERTFORDSHIRE  •  ENGLAND 
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for  digital 

systems  engineering 


. . .  Whether  you’re  poinff 
the  semi-conductor  or  the 
vacuum-tul>e  route,  EECO 
has  the  packaged  circuits 
to  make  your  job  an  easier 
and  more  productive  one. 

You  can  concentrate  on 
systems  desijjn  instead  of 
circuit  detail,  becau.se  every 
EECO  Plujf-in  Circuit  has 
Ijeen  tested  and  proven 

in  advance  for  you. 


STANOARO  SEBIES  PlNf-in  CirciiU 

Our  oM  wartMfs*  for  appllcotion  In  most  mllitory 
•ntf  moustriaf  tloctronic  systems  is  still  doing 
s  ytomon  jofe.  And  s  grsstor  vsrioty  is  Msilsdio 
thsn  ever  botoro . . .  Mort  than  32S  difforont  typos 
of  circuits  have  boon  pachaged  m  this  cootainor. 
Our  policy  of  low-cost  custom-circuit  packaging 
onsuros  complete  systems  compatibility  between 
your  special  and  our  standard  circuits.  Compat¬ 
ible  with  EECO  Systems  Development  Rack  and 
Single  or  Dual  Power  Supplies. 

Typical  lOO-kc  T  Flip-Flop,  unit  price  St-OO 
to  $11.50. 


T- SERIES  b«MkUMU4iuiu 
TrsMlttM  Plif-la  Circaits 

low-cost,  eitremely  compact  units  for  —  45*C 
to  -ft5*C  environment.  A  complete  family  of 
proven  2SO-hc  circuits,  including  dc  and  pulse 
logic  circuits,  packaged  for  higb-denslty  mount¬ 
ing  (1  souare  inch  or  2Mi  cubic  Inches  per  con¬ 
tainer).  Higher  froouency  circuits  also  available 
Typical  300-kc  RS  FllpFlop,  unit  price  $2«  M 
to  $93.15. 


While  EKCO  circuits  are  prinia- 
rilu  diyital  iti  nature,  many  types 
of  linear  circuits  are  available. 
In  addition,  we  stand  ready  to 
package  your  special  circuits, 
both  guickly  and  at  low  cost. 


WRITE  FOR  FULL  INFORMATION  AND  PRICE 
LIST ...  on  these  and  other  EECO  building 
blocks,  including  Diode  Matrix  Plug-in  Cir¬ 
cuits,  Stepping  Switches,  Decimal  Counters, 
DC  Amplifiers,  Systems  Development  Racks, 
and  Power  Supplies, 


W- SERIES  MAteOlt 
Traatittpr  Pla|-iR  Circaits 

Premium  units  for  —  45*C  to  -f-lOO'C  environ¬ 
ment.  Particularly  suited  for  compact,  high- 
tompersture  cnvironmenl  military  and  industrial 
systems.  A  complete  line  of  compatible  circuits. 
Including  dc  and  pulse  logic  circuits ...  the  first 
with  hermetically  sealed  silicon  semi-conductors 
and  other  components. 

Typical  150-kc  RST  Flip-Flop,  unit  price  $99.10 
to  $121  55. 


RU66EDIZE0  SERIES  Ptag-in  Circaits 

For  military  and  industrial  electronic  systems 
where  shock,  vibration,  or  temperature  are  de¬ 
sign  factors.  Pass  Mil-E-5272A  tests  for  shock 
and  vibration  in  —  54*C  to  -|-71*C  environment. 
Same  wide  selection  of  circuits  and  same  packag¬ 
ing  service  available  as  In  Standard  Series.  Com¬ 
patible  with  EECO  Systems  Development  Rack 
and  Single  or  Dual  Power  Supplies. 

Typtcai  l-mc  T  Flip-Flop,  unit  price  $14.50 
to  $17.75. 


ENGINEfm 

ELECTRONICS 


Company 


ENCINEEREO  ELECTRONICS  COMPANY 


5t(  tail  first  Strttl  •  Ssats  **«.  Calirsraia 


^  Y-SERIES  COMPUTER  PtM|-iR  Circaits 
A  compatible  series  of  digital  and  logic  building 
blocks.  Employ  ultra-conservativo  circuit  design. 
Units  are  designed  to  provide  heat  barrier  be¬ 
tween  tubes  and  heat-sensitive  components.  They 
feature  etched  circuits  on  cpoxyglau  and  rugged, 
pin-type  connectors.  Complete  family  of  proven 
circuits  and  diode  logic  units  incorporating 
“And”  and  "Or"  circuits.  Custom  diode  logic 
available  at  no  set-up  charge. 

Typical  4-mc  RS  Flip-Flop,  unit  price  |S9.95 
to$M.95. 


MINISIG 

ScRSitivc  iRAicatirs 

The  NEWEST  of  our  NEW  products— an  indicator 
Incorporating  neon  or  incandescent  lamp  and 
transistoriied  driver  circuit,  that  operates  di¬ 
rectly  from  low-level  signals,  yet  occupies  no 
more  panel  space  than  a  conventional  indicator. 
Input  rango  Is  controlled  by  bias  voltage.  Models 
available  for  positive-going  or  negative-going 
Signals. 

Typical  Noon  Minisig,  unit  price  $6.55  to  $8.50, 
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First  proven  in  all  types  of  atlvancecl  aircraft,  Leaeh 
Balanced  Amiafiire  rela\  s  are  now  solving  tl»e 
most  exacting  problems  for  systems  tiesigners.  Exclusive 
balancetl  armature  design  eliminates  faulty  operation 
of  contacts  due  to  vibration  and  sli(K-k  forc-es. 

Bifurcated  contacts  assure  high  reliability 
in  contact-making  circuits.  You’ll  find  that  these 
exc-eptional  relays  give  optimum  performance  in  resistance 
to  shock,  acc-elcration  and  vibration. 


5915  AVALON  BOULEVARD.  LOS  ANGELES  3.  CALIFORNIA 
District  Offices  and  Representatives  in  Principal  Cities  of  U.  S.  and  Canada 

INTERNATIONAL  DIVISION,  7240  WISCONSIN  AVE.,  WASHINGTON  14.,  O.  C. 


9226 


6  POT;  5  amp,  28 
vdc;  3  amp,  115  vac. 
1.490  X  1.490  X 
1.875  indies. 

Dual  coil.  ' 


2  PDT;  10  .amp,  28 
vdc;  115  vac.  1..500x 
1.031  X  1.7.50 
inches.  Single  coil. 


9220 


4  PDT;  5  amp,  28 
vdc;  3  amp,  1 15  vac. 
1.312  X  0.95.3  1.087 

inches.  Single  coil. 


9229 


2  PDT;  .5  amp,  28 
vdc;  3  amp,  1 1.5  vac. 
1 .467  X  0.7.50  X 
1 .687  inches. 

Single  coil. 


9224 


4  PDT;  10  amp,  28 
vdc;  1 1.5/208  vac, 
3-phase.  1.490  x 
1.4W)  X  1.875  inches. 
Dual  coil. 


See  for  yourself— Write  totlay  for  your  copy  of  the  Leach  Catalog  describing 
Balanced  Armature  relays  for  electronic  and  missile  applications. 


LEACH  RELAY  DIVISION 


CORPORATION 


LEACH 


balanced  armature 


electronic  relays 
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INSTMUMINT  CHBCKOUT 


power  systems 


Iiift  units  iiru  as  syslnns— in  siiiylc  rt'srarcli,  (IfVflupmcnt 

and  inatinfactnriii)'  pnijfcts— to  jirovidr  uronml  snpimrt  |>o\v«.t 
for  tlu-  nation’s  most  advanct'd  aircraft  and  missile  \vca[>ons... 
to  meet  the  nnnsnai  jiower  needs  of  lalwratories 
and  mannfactnrin)'  plants. 

If  yon  need  precise,  <lepc‘ndal)le  power,  investigate 
Inct’s  hroad  capabilities  in  the  eleitromcchanical  fichl— capabilities 
that  serve  the  military  and  industry  with  distinction. 


for  the  Uuc 

T.iilorctl  i>m«T  systems  tor  tlic 
s]M'cial  re<|iiirements  of  jet  aircraft. 
I'nit  sliosMi  is  designed  for  a 
milit.irs'  fiKliter,  pro\i<les  eii;ht 
p<iw«T  outputs  for  sep.ir.lteK 
j;«‘nerateil  IWHi  cyi  li-,  4(N(  cycle, 
and  IK'  power  at  clos«-ly  regiilatetl 
voltagi-s  for  poxstr  supply, 
iiistrnment.itioii  checkout,  and 
iipiipmeiit  testing. 


for  missiles 

I’niipie  systems  for  pre-flight  calibration 
aii<l  MniM)tli  paralleling  with  missile’s 
|iowiT  system.  I'nit  ilhistr.ited  has 
fre<piency  regiil.ition  of  With 

.shock  loail  etpial  to  one-third  of  rated 
output,  fr<'<piency  rectisers  to  ±((.2V  in 
(t. l.T  sit-omls.  \’oltag<*  r«'giil.ition  is  It.5* 
with  r<‘ct>very  tiiiu-  of  sivoiuls. 


for  the  lahoratonj 
Systems  for  closely  regal. tted  IX',  -KH) 
ami  IWKI  cycle  jiowcr  for  accar.ttj- 
t<'sting  and  eipiipmeiit  oiXT.ition.  I’nit 
shown  is  KW,  ItKt  cycle. 


Thi-re's  a  cnstoin-huilt  »'ngine  gtaicrafor 
or  motor  generator  set  for  e\i  ry  4(KI  or  16(K) 
cycle  application.  Write  for  complete 
inform. ition  and  application  d.ita. 


CORPORATION 


INET  DIVISION 


PriTi'iC  cictiriciil  imn  i  r  fur  iiuliistrii  ami  tlcfi  mc 


8435  SUSANA  ROAD.  COMPTON.  CALIFORNIA 


WKrfi  ordering  or  tttl^ing  informotien 
p/coM  m«nfien  Efcctronics  Buyers"  Guide. 
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. .  it’s  all  GENERAL  BRONZE 


It  is  called  Integrated  Antenna  System  Planning  at  General  Bronze.  Every  mechanical  and  elec¬ 
trical  function  essential  to  your  needs  is  studied,  and  the  related  products  developed  and  produced 
—all  as  part  of  one  coordinated  project. 

This  concentration  of  responsibility  and  authority  in  a  single  design,  development  an<l  production 
team,  concerned  only  with  your  specific  requirements,  assures  maximum  efficiency  for  your  appli¬ 
cation.  Because  there  are  no  pre-designed  models  forced  to  serve  a  multitude  of  needs,  there  is 
no  averaging  of  requirements. 

General  Bronze  specializes  in  Integrated  Antenna  Systems  for  scatter  propagation,  telemetering, 
radar,  radio  astronomy,  missile  tracking,  communication  studies. 


ANTENNAS  —  Airborne,  ground  support  and  mit- 
site  tracking.  From  specialized  airborne  to 
larger  radio  telescopes.  S.V.E.*— Swept  Volume 
Efficiency  — a  new  concept  in  VHF-UHF  an¬ 
tenna  design  allows  swept  volume  reductions  as 
great  as  10  times  for  larg:e  VHF-UHF  rotating 
antennas,  or  conversely  gain  improvements  of 
60  to  200%  in  the  SAME  volume.  Ideal  for 
shipborne  and  airborne  radar,  and  UHF 
communication. 

WAVEGUIDE  ANTENNA  FEEDS  AND  HORNS - 

Antenna  feed  designs  for  radar  and  scatter  pro¬ 
pagation  to  solve  your  antenna  feed  problem. 
Famous  DEW  line  design  achieves  highest  gain, 
broadest  band,  lowest  VSWR. 

RADIO  ASTRONOMY  AND  SCAHER  COMMUNICA¬ 
TION  —  Antenna  microwave  systems  and  com¬ 
ponents  to  meet  the  exacting  requirements  of 
the  field.  Specialists  in  both  airborne  and  scatter 


communication  whib  have  developed  numerous 
proprietary  designs  are  at  your  service. 

HIGH  POWER  ROTARY  JOINTS  -  Single  and  mul¬ 
tiple  channel,  VHF  and  UHF  for  high  and  low 
power  applications.  Standard  designs  are  now 
in  production.  Design  facilities  to  meet  your 
special  requirements. 

PEDESTAU,  TOWERS  AND  SUPPORTS  -  All  types, 
all  sizes,  specially  designed  to  attain  the 
application  requirements. 

SERVO  CONTROL  SYSTEMS  —  For  micro-precision 
control  of  mammoth  systems.  New  “Eddy- 
Current"  clutch  servo  control  systems  eliminate 
need  for  motor-generator  sets  and  DC  drive 
motors  assuring  no  drift,  high  reliability, 
simplicity. 

For  pour  antenna  eyetem  requiremente,  rely  on 
General  Bronze.  Write  today  for  tn/ormafion 
on  your  epecifie  antenna  eyetem  needs. 


GENERAL  BRONZE  CORPORATION 

ElECTRONICS  DIVISION  rflHn 

711  Stewart  Avenue,  Garden  City,  N.  Y. 

*A  propriGUry  dMlfo  tfut  d«T«lopoi«nt  of  Oonortl  Brooc#. 


Wh^n  ordering  or  fooking  information 
photo  montion  ihetroniet  Buyort'  Guido. 
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Get  More  Information  . . . 
W  rite  for  your  copy 
of  the  78-page 
Kester  “Solder 
. .  Its  Fundaasoitals 
and  Usage.”  Free  I 


4204  Wrightwood  Avenue  •  Chicago  39,  Illinois 
Newark  5,  New  Jersey  •  Brantford,  Canada 


ordering  or  fookiog  informofioo 
p/«oto  monfio.1  f/octronics  Buy«rt'  Gwiefo. 
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Printed  Circuit 
Precision  Resistors 

To  meet  the  requirement!  for  printed  circuitry, 
RPC  ho!  developed  Type  P  Encapsulated  Wire 
Wound  Precision  Resistors  Miniature,  single 
ended  units  designed  for  easy  rapid  mounting 
on  printed  circuit  panels  with  no  support  other 
than  the  wire  leads.  Many  newly  developed 
techniques  are  emplayed  in  the  manufacture 
of  Type  P  Resistors.  These  units  can  be  oper¬ 
ated  in  ambient  temperatures  up  to  125*C. 
and  will  withstond  all  applicoble  tests  of  Mll- 
R-93A,  Arndt.  4>  Avoilable  in  7  sizes,  rated 
from  1/10  watt  to  .4  wott.  diameter  by 
K»"  long  to  diameter  by  *^4"  long.  Re¬ 
sistance  values  ta  2  megohms.  Tolerances  from 
1%  to  0.05%. 


Encapsulated  Precision 
Wire  Wound  Resistors 

RPC  Typ«  I  Encapsulated  Resistors  will  with* 
stond  temperature  and  humidity  cyclina,  salt 
water  immersion  and  extrentes  of  oltitude,  hu* 
midity«  corrosion  end  shock  without  electricol 
or  mechonicot  deteriorotion.  Type  I  resistors 
are  available  in  many  sixes  and  styles  rang* 
ing  from  sub*minioture  to  stondard  with  lug 
terminols,  axial  or  radiol  wire  leods.  Avail¬ 
able  for  operation  ot  C.  or  125*  C.  om* 
bient  temperatures.  These  resistors  will  meet 
all  applicable  requirements  of  MII-R-93A, 
Arndt.  4  and  Mll-R-9444.  Type  L  can  be 
furnished  with  all  resistance  alloys  ond  re¬ 
sistance  toleronces  from  1%  to  .02%. 


Unseoled 

Precision  Wire  Wound  Resistors 

Uns*al*d  precision  rositlort  ore  wound  on 
stoolit*  forms  and  or*  used  for  oil  gonorol 
roqoiromonts.  Thoy  con  bo  fumishod  with  all 
rosistonco  olloys  in  toloroncos  from  1%  ^  to 
.02%.  Those  resistors  will  meet  the  require¬ 
ments  of  MII-R-93A.  Arndt.  2,  choroctwistic  B. 
Speciol  winding  teenniques,  impregnation  ond 
thermol  oging  result  in  resistors  of  oxcf^ 
tional  stability.  They  ore  available  in  a  wide 
variety  of  sizes,  styles  ond  terminol  types. 
Match^  resistors,  networks  ond  special  ov 
eembites  con  be  supplied. 


HIGH 


QUALITY  J 
RESISTORS ,« 
ELECTRONICS 


RPC  is  a  widely  recognized 
supplier  of  high  quality  resistors 
to  industry.  Government  Agen¬ 
cies  and  the  Armed  Forces. 
Advanced  production  methods, 
modern  equipment  and  scien¬ 
tific  skill  enables  RPC  to  mcinu- 
facture  resistors  of  highest 
quality  in  large  quantities  at 
reasonable  cost.  McKern  manu¬ 
facturing  plant  is  completely 
air  conditioned  and  equipped 
with  electronic  dust  precipi¬ 
tators  to  insure  highest  pro¬ 
duction  accuracy.  RPC  resistors 
are  specified  for  use  in  instru¬ 
ments,  electronic  computers, 
radiation  equipment,  aircraft 
equipment  and  scientific  in¬ 
struments. 

Test  equipment  and  stand¬ 
ards  for  checking  and  calibrat¬ 
ing  are  equalled  by  only  a 
few  of  this  country's  outstand¬ 
ing  laboratories.  Our  ability 
to  produce  resistors  of  highest 
quality  coupled  with  prompt 
delivery  have  established  RPC 
as  a  leading  manufacturer  of 
resistors.  Small  or  large  orders 
are  promptly  filled. 

Representatives  in  principal 
cities.  For  full  information  send 
for  latest  catalog. 


High  Frequency  Resistors 

Us«d  wh«f«  r*quir*m«ntt  coll  for  vary  low 
induUonco,  copocilonco  and  skin  offact  in  cir¬ 
cuits  involving  pulias  and  staap  wova  fronts. 
Dapanding  on  siia  and  rasistonco  volua,  thaso 
rasistors  ora  usobla  at  fraquancias  to  ovar  400 
me.  Rasistonca  voluas  ronga  from  20  ohms  to 
100  magohmt  with  tolaronca  of  20%  to  3%. 
2  typas  ovoilobla. 

TYRE  G  rasistors  (shown)  ora  tubular,  in 
6  siias  from  4'/2''  long  x  diomatar  to  IIVz" 
long  X  2"  diomatar.  With  bond  tarminols  or 
forrulas.  Rowar  rating  10  to  100  watts. 

TYRE  f  rasistors  (not  shown)  in  10  sitas  from 
9/16"  lortg  x  0.10"  diomatar  to  6'/z"  long  x 
9/16"  diomatar.  lugs  or  wira  loads,  fowar 
rating  Vc  to  10  watts. 


High  Voltage  Resistors 

Typo  B  Rasistors  ora  sioblo  compact  units  for 
uso  up  to  40  KV.  Thaso  rasistors  ora  usod  for 
VT  voltmator  muhipliars,  high  rasistonca  vok- 
oga  dividers,  blaa^rs,  high  rasistorKO  ston- 
dords  and  in  radiation  aquipmant.  They  con 
ba  furnishad  in  rasistoiKa  to  IOO,0(X>  magohms. 
Avoilobla  os  loppad  rasistors  and  motchod 
pairs.  Sizos  ronga  from  o  1  watt  rasistor  1  inch 
long  X  inch  diomatar  rotad  at  3500  volts, 
•o  o  10  watt  rasistor  t>V\  iiKhas  long  x  iiKh 
diomatar  rotad  at  40  KV.  low  tamparotura 
and  voboga  coafficiants.  Stondord  rasistoiKa 
tolaronca  15%.  TolarorKas  of  10%,  5%  and 
3%  ovoilobla.  ToUronca  of  2%  ovoilobla  in 
motchad  pairs. 


High  Megohm  Resistors 

Typo  H  Rasistors  ora  usad  in  alactromatai  cir- 
culti,  rodiotion  •quipm*nt  ond  o»  high  r«»i»* 
tone*  tfondordt.  R«sittonc«  ovoilobl*  to  100 
million  n>ogohmi,  (10'*  ohm»).  For  utn>o»t  tto- 
bility  undor  odvor&o  conditions  Typo  HSD  ond 
HSK  Hormoticolly  Soolod  or«  rocomrrwnd^d. 
Sovon  sixot  from  %  inch  to  3  incKot  long  oro 
ovoilobi#.  VoltoM  roting  to  13,000  volts.  Low 
tomporoturo  and  voltogo  cocfTici^nts  Stand- 
ord  rosistonco  toloronco  10%.  Toloronco  of 
5%  ond  3%  ovoiloblo.  Also  motchod  poirs 
2%  toloronco. 


RESISTANCE  PRODUQS  CO. 


914  S.  13th  Street 
HARRISBURG,  PA. 


J 
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Wfian  ordering  or  soaking  information 
pleat*  mention  Efactronics  Suyars'  Guide. 


700  A  3V  COLOl  FILM  CHAIN 
FiM«tl  ill  qwolify,  low#tt  in  pri<«.  3V  prpvidpi 
frpctptt  lotitvdp  ip  Mlp<tiop  of  cpiof  filmt.  Dp* 
tiffipd  •ppcificolly  for  bfood<oi»  opplicotiop, 
rpqwirps  littip  tpocp.  Mwltiplpxp«  35  Of  16pioi 
filn^  »liAp«,  opoqwps. 


TELCMCTCRING  TRANSMITTEAS  •  HifH  Ptwtr  iP  Small  PKMttt 
D<rp<l  fM  TfOPimiHprt  Civi*0^  contrpllp^  315-335  mppocvclpt.  135li<  dpviptipp. 

Modpi  1463  ^  ModpI  1463  ^ 

I®. 


\  15  to  30 

^  wpfft 


SUI-CARRIER  OSClUA- 
TOR.  Ooviotipp  ttobiiity 
^1%  of  bend  width.  Do- 
vlotiop  linporlty  Ipii  then 
1%  of  bend  width  under 
ell  cenditieni  mppturpd 
from  e  itreiaht  lino  drown 
between  end  coinH _ 


636  I  CHROMALYZER 

Portoblp  Precition  Color  Sor  Oonprotor  for  check* 
tnf  colof  broodcott  studio  end  trontmiuion 
focilitips,  ipcpivpft  end  monitors.  Con  bo  ti«d 
into  o  lystpm.  Provides  complete  composite  color 


RE  Amplifier 

15  to  30 
Wotts 


‘il 

Bj 

iH 

B  t 

L2 

■ 

UMtmm 

Sftlttc 


PtrctRt 

llatt 


PRECISION  WIREWOUND  RESISTORS 


Small,  Shallcross  "P-Type"  encapsu¬ 
lated  resistors  offer  unmatched  stability 
and  reliability  for  critical  applications. 
All  are  reverse-pi  wound  on  multiple- 
section  epoxy  resin  bobbins,  then  hermeti¬ 
cally-sealed  in  a  tough  epoxy  coating. 

"P-Type"  resistors  are  offered  in  a  com¬ 
plete  range  of  commercial  and  military 


types  with  radial  leads,  axial  leads,  or  lug 
terminals.  Military  types  meet  or  exceed 
MIL-R-9.^A  (8S'C  ambient)  and  Mll.-R- 
9444  (12S“C  ambient)  requirements — in¬ 
cluding  salt  water  immersion  tests.  Stand¬ 
ard  tolerances — I'/c,  0.5‘Jc,  O.iS*”,,  O.l*;^, 
and  O.OSf^.  Close  tolerances  and  matched 
pairs  a  specialty.  W"r»/e  for  Bulletiu  L-iO. 


ROTARY  SELECTOR  SWITCHES 


STANDARD 

SWITCHES 


Single-Pole,  instrument-type  switches 
using  silicone-impregnated  steatite  or 
phenolic  decks.  laminated  silver  or 
solid  brass  contacts  and  multiple-leaf 
wiper  arms.  Positive,  long-life  ball-bear¬ 
ing  detent.  Up  to  4  decks.  Many  optional 
special  features.  Bulletin  L-il, 


OVAL 

CERAMIC 

SWITCHES 


Assembled  by  Shallcross  from  stock,  inter¬ 
changeable  parts,  the  "t2,(MM)”  Series 
offers  custom-built  quality  without  the  de¬ 
lay  and  cost  of  specials.  Solid  silver  con¬ 
tacts  and  collector  rings  on  steatite  decks. 
0.0<)2S  (1  contact  resistance.  1  to  ^  poles 
per  deck,  up  to  10  decks.  Adjustable  stop. 
Optional  detent.  Bulletin  L-12. 


MINIATURE 

SWITCHES 


Only  Ij"  square  by  I"  deep  for  first  deck, 
K"  for  additional  decks.  Silver  alloy  but¬ 
ton  contacts  and  multi-leaf  wipers  main¬ 
tain  low  contact  resistance.  Cilass  fibre 
Silicone-laminate  decks  for  outstanding 
humidity,  moisture  and  salt-spray  resist¬ 
ance.  I  to  4  poles  per  deck.  1  or  2  hole 
mounting.  Hasily-positioned,  adjustable 
stops.  Bulletin  L-4^A. 


.  . 


±0  1%  910 

<10  to  11.11  MttO) 


±0  75%  or  btUtr 
(OOlOto  10) 


±0  2%  +0  OlO 
no  to  11  11  MtfO) 


r 

w 

o  ‘jpr.j'i.  •  1 

±1%.  (lODtOlOMfCO) 
±2%.  (10  MogUto 
10.000  MtC(i) 

±$%.  Iibevt 
lO.OOO  Mtili) 


±01%  to  ±20%  (Ml  ttp- 
•fitf  *‘4-**  «nd  "  to 
Itctort  nom  a  miiilmMiii 
rttiitanct  consisttnt  •itN 
niimOof  of  Oiaii  In  Mt  to 
^ift  fMKimufN  MttinCT 

t±0  2%  -fOOlO  from  a 
ninliimm  comltttnt  wltfi 
numbtr  of  diait  in  wt  to 
ttit  maiimum  totting 


Faoit  location  Or  Murra?,  Var 
ItT.  Hiioorn  A  filRtf  Long 
Tfttl 


Mott  Kcoratt  Avo  dial  SMii 
crott  Oridgt  for  diroct  rnitt- 

anct  mootoromont 

Ragid  "CO  NO  CO"  gorcont 
limit  toitffli  lolft  In  adjoit- 
agio  comgariton  ttandard 


Ovorlagging  Ktltin  and  wntat- 
ttont  rangtt  toifctod  wttg 
tiiMit  ratio  dial 


Modolar  conttroctlon  daal 
rang#  go«tr  togglr,  noil  indi 
cator  amgunor.  for  IISV  M 
CTCtf  ogoration 


Rtrcont  For  ragid  *'C0  NO  CO**  gorcont 
Limit  limit  totting  Hand  or  toot 
ogorattd  for  grodoction  tott- 
All  modoit  alto  otadit 

- -  for  diroct  rotittanco  mtatoro- 

monti.  lioding  gott  for  aitor- 
WSMllton.  "WIT 


DECADE  RESISTANCES 


Available  as  single  unmounted  dec¬ 
ades  or  as  complete  decade  resistance 
boxes  with  1  to  6  dials.  Steps  as  low 
as  0.01  ohm;  total  resistance  as  high 
as  11,111,100  ohms. 

Remarkably  rugged  and  accurately- 
calibrated  for  maintained  stability  in 
rough  lab,  classr(H>m  and  production 
line  work.  Uses  impregnated  Shallcross 
precision  wirewound  resistors  mounted 
on  steatite  switch  decks.  Large  button 
contacts  of  silver  or  brass.  ll"r/7e  for 
Bulletin  L-17A. 


SHALLCROSS  MANUFACTURING  CO. 


DECADE  VOLTAGE  DIVIDERS 

Laboratory-type  voltage  dividers 
used  in  bridge  circuits,  for  measuring 
rotary  potentiometer  linearity,  in 
synchro-test  delta  bridge  circuits,  and 
in  other  uses  requiring  maintained 
accuracy  and  high  resolution.  Kclvin- 
Varley  «>r  Potenti«»mctcr  circuits  avail¬ 
able  in  eight  4  and  5  dial  models. 

Impregnated  Shallcross  precision 
wirewound  resistors  used  throughout. 
Steatite  instrument  switches  assure  uni¬ 
formly  low  contact  resistance.  Bulletin 
L-lf,B. 

SELMA,  NORTH  CAROLINA 

RoprotontotivM  tn  principKil  U.  $.  Citimt;  Toronto  A  Voncoovor.  Conodo 


IVNon  ord9nng  o*  gooAmg  mtormotion 
p/ooM  mention  ChtfronUt  Buyeri*  Gurdo. 
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D  I  9  w  N  eiecfronic  controls 
i|  and  components  for 
aircraft,  missiles  and  industry 


SPECIFICATIONS: 

1.  Type  of  motor:  Two  phase  servo 

2.  No  load  speed  (min.  RPM;:  6S00 

3.  Stalled  torque  (min.  oi.  in.):  30 

4  Power  input  at  stall  (nom.  watts  phase):  3.1 
S.  Speed  at  max  power  output  (RPM  ^  4000 
6  Torque  at  max.  power  output  (oz.  in.):  .18 

7.  Theoretical  acceleration  at  stall:  20,600  radians  sec.> 

8.  Time  constant:  .036  sec. 

9.  Duty:  Intermittent  at  stall 


STANDARD  AND  CUSTOM- 
DESIGNED  MINIATURE, 
HI-TEMP  SERVO  SYSTEMS 
AND  COMPONENTS 


EDISON  SIZE  8  SERVO  MOTOR 


SPECIFICATIONS 


The  Edison  Instrument  Division  is 
now  offering  design  engineers  on 
extensive  line  of  miniature  and 
subminiature  Hi-Temp  Servos 
Motors  and  Servo  Components  . . . 
in  addition  to  a  complete  facility 
for  custom  designed  units  and 
servo  sub-systems. 

Precision  production  and  rigid 
quality  control  inspection  hove 
mode  these  "customized"  com¬ 
ponents  possible.  In  addition  to 
these  special  units,  Edison  also 
manufactures  on  extensive  line  of 
standard  servo  motor  and  servo 
motor-generator  combinations 
from  size  8—  up. 


EDISON  GEAR  HEADS 
SIZE  8  TO  18 


SPECIFICATIONS: 

1  Type  of  motor:  Two  phase  servo 

motor-tachometer  generator 

2  No  load  speed  (mm  RPM:  4S00 
3.  Stalled  torque  (mm  or.  m.):  I.4S 

4  Power  input  to  motor  at  stall 

(nom  watts  phase):  6.S 

5  Speed  at  max.  power  output  (RPM):  2600 

6  Torque  at  max.  power  output  (or.  in.)  8 
7.  Theoretical  acceleration  at  stall: 

19.S00  radians  sec.T 
8  Time  constant  .024  sec. 


9  Power  input  to  generator  at  stall 
(nom  watts):  S  4 

10  Output  volts  at  0  RPM  (max.  RMS):  013 
11.  Output  volts  at  0  RPM  (max  fund):  .008 
12  Output  volts  per  1000  RPM:  3.1 
13.  Phase  Shift:  4  5  degrees  i  1  degree 
lagging 

14  Max.  speed  for  linear  output  (RPM)- 
5500 

15.  Duty.  Continuous  at  stall 

16.  Government  designation:  MK 12  Mod.  0 

17.  Applicable  specification:  MIL-S-17806 

Edison  also  manufactures  a  quality  line  of  synchro  control  transformers,  synchro 
transmitters,  synchro  receivers,  synchro  resolvers,  and  synchro  differentials. 


EDISON  SIZE  IS  MOTOR 
GENERATOR  MG  13001  II 


NEW  EDISON  MINIATURE 
TIME  DELAY  RELAY-MODEL  250 

One  of  the  oldest  names  in  relays 
continues  to  improve  the  state  of 
the  art  .  .  .  now  from  Edison,  o 
new  miniature  time  delay  relay 
specifically  designed  for  missile 
and  jet  aircraft  applications.  This 
vibration  resistant  unit  incorpo¬ 
rates  many  design  features. 


SPECIFICATIONS: 

1  Virtual  elimination  of  contact  chatter  up  to  1500  cps  at  10  g’s 

2  No  resonance  to  500  cps. 

3  Ambient  compensation  between  —65  C  and  •  85  C 

operation  at  higher  temperatures  when  necessary 

4  Contacts  rated  for  I  ampere  at  27.5V  d-c  or 

3  amperes  at  115  volts  a-c 

5  Extra-rigid  construction  for  exceptionally  high  contact  pressure 

6  Can  be  mounted  in  any  position  without  affecting  operating 

characteristics.  7-pin  plug-in  or  solder  hook  base 

7  Hermetically  sealed 


Far  mere  infermatien,  write  tar  Bulletin  s304t. 


I - 

Thomas  A.  Edison  Industries 

INSTRUMENT  DIVISION 

81  LAKESIDE  AVENUE,  WEST  ORANGE,  N.  J. 

EDISON  FACTORV  OFFICES  ARE  LOCATED  IN  PARK  RIDGE  ILL  DALLAS  TEX  DAYTON  OHIO;  SHERMAN  OAKS.  CALIF  AND  TAMPA  FLA 
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EDISON  STANDARD  OCTAL 
TIME  DELAY  RELAY-MODEL  501 

Ten  years  of  Edison  research  and 
engineering  have  produced  a 
widely-accepted  line  of  hermeti¬ 
cally  sealed  thermal  relays  .  .  . 
more  than  a  half  million  have 
already  been  manufactured  for 
use  in  cathode  protection  circuits, 
autopilots,  gyro  stabilizers,  and 
other  electronic  equipment. 


SPECIFICATIONS; 

1  Time  delays:  2  seconds  to  300  seconds 

2.  Heater  voltages:  6.3,  26  S,  and  117  (intermediate  voltages 

available  in  special  circumstances). 

3.  Heater  Input;  S  Watts  nominal  (continuous  eicitation). 

4.  Contacts:  SPST  normally  open  or  closed 

Rated  for  6  amperes  mas  at  450  volts  a  c  or  d  c 

5  Ambient:  compensated  (or  — 60  C  to  •  85'C 

6  Shock:  resists  impact  of  50  g's. 

7.  Vibration:  resists  1  16”  overall  amplitude  at  55  cps 
8  Tolerances;  heater  voltage:  positive  contact  operation  with 
variation  of  ±.  10%. 

Operating  time  at  2S"C:  ±  15%  mas 
9.  Weight:  1V«  to  2V4  or 

10.  Seated  height:  3V«' 

11.  Diameter:  1.275"  mas 
12  Base:  intermediate  octal 


For  mere  information,  «rito  (or  Bullotin  rrSOOT. 


EDISON  SENSITIVE 
MAGNETIC  RELAY 

Polarized  operating  characteristic 
of  this  magnetic  DC  Relay  makes 
it  ideal  for  use  as  a  null  detector 
in  ordinary  bridge  circuits.  It  can 
operate  directly  from  a  thermo¬ 
couple  or  photocell.  Both  coils 
brought  out  to  separate  pins  in 
base  make  it  easy  to  calibrate 
and  versatile  to  apply.  Hundreds 
of  thousands  of  these  relays  are 
now  in  use  in  airborne  control 
equipment. 


Far  more  information,  writo  (or  Bullotin  473037. 


SPECIFICATIONS: 


1.  Contacts:  SPST  or  SPOT  normally  open  or  closed. 

Rated  for  V5  ampere  at  28  volts  d-c. 

2.  Hermetically  sealed:  Model  220 

3.  Gasket  sealed:  Model  219 

4.  Vibration  and  shock  resistant:  relay  unenergiied  will  withstand  shock 

of  50  g's  in  all  planes  without  damage  or  change  in  calibration 

5.  Closing  current:  contacts  close  on  input  currents  from  30  microamperes 

d'C  to  12.5  milliamperes  d-c  Lower  closing  currents  available  in 
special  circumstances. 

6.  Coils:  Formvar-coated  copper  Resistances  from  0  5  ohm  to  23.6(M  ohm 

Normal  closing  power  may  be  Increased  10.(X)0  times  without 
adverse  effects 

7.  Weight:  .15  lb.  mai. 

8  Seated  height:  2-1  32”  mas 

9  Base:  plug-in,  printed  circuit  or  solder  hook. 


THOMAS 


and 


SPECIFICATIONS; 

1.  Manufacturing  tolerance:  ±0.S°C 

2.  Control  sensitivity:  Will  hold  temper¬ 

ature  within  ±0.6  C  at  low  contact 
load  when  properly  applied 

3.  Maiimum  load:  1.0  ampere 

4.  Maximum  voltage:  250  a-c 

5.  Maximum  temperature:  ISO  C 

6.  Diameter:  .388  inch 

7.  Length:  2Vi  inches 


HERMETICALLY  SEALED 
THERMOSTATS 


Exacting  temperature  control  re¬ 
quirements  can  be  fulfilled  using 
Edison's  precision  thermostats. 
These  hermetically  sealed  units, 
filled  with  an  inert,  arc  quench¬ 
ing  gas,  are  ideal  for  such  critical 
applications  as  crystal  oven  am¬ 
bient  control  and  other  electronic 
component  requirements. 


model  SI-IA 


MINIATURE  TYPE  MODEL  292 


SPECIFICATIONS: 

1.  Manufacturing  tolerance:  ±0.S‘’C 

2.  Control  sensitivity:  Will  hold  tempera¬ 

ture  within  ±1.0  C  at  low  contact 
load  when  properly  applied. 

3.  Maximum  load:  0.5  ampere  at  28 

volts  d-c 

4.  Maximum  voltage:  120V  a-c 

5.  Maximum  temperature;  100  C 

6.  Diameter:  Va  inch 

7.  Length:  1  inch. 


rnLL.  Latest  DOUGLAS  catalog! 

MAIL  COUPON  TODAY 


252  East  Third  St.,  Mt.  Vernon,  N.  Y. 

Mount  Vernon  8-6900 


Produced  from  your  blueprints  in  production 
or  prototype  quantities. 


shock 

)n 

ipercs 
lie  in 


V  Dou(las  Microwave  Co.,  Inc.,  Dept.  EB-t 
U  2S2  Ust  Third  St..  Mt.  Vernon.  N.  V. 

'  Kindi)!  send  newest  edition  of  fully  illustrated 
Oouflas  Cataloc 


Company  Nami 


Address 


When  erderinp  of  seehinp  information 
please  mention  Electronics  ■uyers'  GuMe. 
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precision  ossiires  reliohilih 


VARIABLE  FERRITE  ATTENUATORS 


Reliable  performance  in  all  environments  is 
assured  with  Kearfott  precision  microwave 
equipment  and  components.  Available  from  the 
experienced  Kearfott  organization  are:  com¬ 
plete  design  and  development,  engineering,  high 
production  capacity  utilizing  the  newest  in 
equipment  and  dip-brazing  techniques,  modern 
check-out  and  test  facilities.  A  Kearfott  engi¬ 
neer  can  help  with  your  microwave  design 
problems. 


FERRITE  DUPIEXERS 


RADAR  SIMULATORS  AND 
TEST  EQUIPMENT 


SALES  OFFICES; 

Eaittrn  OHice; 

1378  Main  Avenue 
Clifton.  N  I. 

Midwtit  Office; 

23  W.  Calendar  Avenue 
La  Grange,  III. 

South  Central  Office; 

6211  Denton  Drive 
Dallas.  Teias 
Northwest  Area  Office; 

S30  University  Avenue 
Palo  Alto,  California 


Technical  bulletins 
cn  all  Kearfott 
products  are 
available  on 
request. 


can 


KEARFOTT  COMPANY,  INC.,  MICROWAVE  DIVISION 
DEPT.  23F,  14844  OXNARD  ST.,  VAN  NUYS,  CALIF. 


WHcn  ordering  or  to«iiir>9  informotien 
pitett  mention  (letttoni<%  Buyers'  Oyide, 
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1  ,CORRORAT 

231  N.  J.  Railroad  Ave.,  Newark  5,  N.  J. 

Silva-Brite^  Silrer  I^lating  Process 


6S5  Ramtey  Ave.,  Hillside,  N.  J. 

Fused  Quartz  and  SHira 
•JM  all  shapes  and  forms 


207  Grant  Ave.,  E.  Newark, 
Harrison  P.O.,  N.  J. 

Precious  Metal  Contacts, 
('ontact  Suh-Assemhlies, 
Sintered  Powder  Metals 


113  Astor  St.,  Newark  2,  N.  J. 

Fine  U’lrp,  Platinum  Clad  Tungsten  U'j’rf, 
Composite  H  ire  and  Sheet 


113  Astor  St.,  Newark  2,  N.  J. 

Atomer^  Immersion  Gold  Solution, 
Deoxo^  Puridrijer,  /)eoxo*  Purifier, 
Deorn^  Indicator,  M inoxo'  Indicator, 
S'itroneal'  Gas  Generator, 

Rhodium  Plating  Solution 


Attleboro.  Mass. 

Slip  Rings, 

Slip  Ring  Assemblies, 
Waveguide  Tubing, 
Precision  Drawn 
Wire-Spring  Part^ 
Channel  Sections 


U.  S. 'Highway  22,  Union,  N.  J. 

Thermometal'  Thermostatic  Hi-Meial, 
Composite  Metals,  Special  Alloys, 

Powdered  and  Sintered  Metals, 

Precious  Metal  Contacts  and  Contact  Materials 


Write  for  complete  technical  information  on  any  of  these  products. 
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er(ferm<7  or  seekiitg  mformefioil 
pfoose  m«rfiort  ('ocfrooirs  Bwyors'  Guido. 


329 


Rotor.  Assembled  in  precision 
fixture,  rigidly  soldered.  Nickel- 
plated  brass.  Precision-grooved 
rotor  to  control  thrust  washer 
compression. 


Stators.  Assembled  in  precision 
fixtures,  rigidly  soldered.  Nickel- 
plated  brass.  Jig  located  in  final 
assembly  to  maintain  exact 
plate  spacing. 


Panel  Assembly.  Low-loss 
silicone-treated  steatite  panel. 
Eyelets  securely  spun  into  panel. 
Nickel-plated  brass  bearing, 
selective  reamed  for  shaft  fit 
and  for  dissimilar  bearing 
metals  for  long  life. 


Contact  Spring.  Beryllium  copper 
heat-treated  for  long  life. 
Silver-plated  for  positive  contact. 


Precision  built 
from  every  angle. 


The  finest  materials,  design  and  workmanship  are  inherent 
in  every  Hammarlund  variable  capacitor,  assuring  quality  you  can 
depend  upon  for  the  most  critical  applications. 


Hammarlund  offers  a  complete  line  of  standard  precision-built  capacitor 
designs  to  fill  most  requirements.  In  addition,  Hammarlund  maintains 
a  large  stock  of  tools  and  excellent  short-order  facilities 
to  meet  any  “special”  needs. 


When  you  need  standard  or  special  variable  capacitors, 
come  to  the  expert  first  —  come  to  Hammarlund! 


•  WRITE  FOR  COMPLETE  CATALOG  EB  8 


THE  HAMMARLUND  MANUFACTURING  COMPANY,  INC 

460  West  34th  Street,  New  York  1,  N.«Y. 

Inttrnofienol  Division;  13  East  40th  Stroot,  Now  York  16,  N.  Y. 


Ettablithjed  1910 


Wfwn  ordering  or  sooking  information 
pfeoso  imntion  Cloctronict  Bwyori'  Guido. 
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EY : pai.c'k.^cfes  ciny . environ 

and  deliv^r^  Oft  time!. 


'yiic  mftst  oitrtrxic  TicUl  cvnilitiDM^voui' product 
^^ill  ever  init^-r-‘duplicatcd  cj(.uTiy  in  a  c'om- 
.  pact,  prccKc' Xc’iNil-y  t'n\^rt)«imfntal  testin^^ 
elvimbcr  custom-built  for  ^ic  job!*Startiw^  \s*ith 
;onc  i|^Tcnru:y‘s  c>4c'nsi\ely-tfstcd  cliamKcr  pro; 
•totypC'S,  tb^.ri^ht  unif  can  Ijt  Vngmccrcd  in  a 
5,  surprising'U„"sbort  timj.  In  operation,  actual  cn- 
_  viforunenul  conditions  arc  afbievcd.  (quickly. 


maintained  eftKientlv*  throughout  the  test  run, 
*• . and  ac'curate  data  is  provided  for  tji«ck,  simply 
.•  ’  ev,ffuation.  For  literature* ‘describing  *Tei\nc-y  s 
•  protots  pe  chanTlx^s,  op  tor  recommemdatitins  on 
•*  s|xcilie  *enf ironnlenta^  testing  problems,  write 
to  Tc*n’nev  Fngineering.  the  world  s  largest, 
*  most  experienced  creator  ot  environmental 
•testing  \'e]uipment.  ‘ 


•*••**,  *'.**•' 

menneu 

BNGINElRfNG,  INC:  M  '  ]  "  J 


i  ^  .  .  1090  SPRINGFIELD  ROAD.  UNION.  N  J. 

PLANTS  UNION.  N  J.*AR0  BALTIMORE.  MO.’.  THERE  13. A  TENNEY  CHAMBER  TO  SIMULATE. ALTITUDE.  HEAT. 
COLO,  humidity;  vacuum,* EXPLOSIIJN.  SAND.4)UST.  ^G.'anD  CiOST  other  ENWIRONMEilWL  CONDITIONS. 
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Wtfn  •fd«rifi9  or  tooliio^  iitlormcrtioil 
phof  mention  ihttronitt  Bvyort"  Gvido. 


VARIAN  STRIP  CHART  RECORDERS 

(POTENTIOMETBR  TYPE) 

Compact,  moderate  cost  recorders  using  the  high  input  impedance.  Chart  is  rectilinear.  Pen 
time-proven  potentiometer  principle  —  the  same  driving  power  is  ample,  even  for  inkless  record- 
as  is  used  in  expensive  chart  recorders  to  achieve  ing,  since  it  is  independent  of  the  source  l>eing 
superior  stability,  sensitivity,  ruggedness  and  measured. 


VARIAN  G-10  I  SPECIFICATIONS 


; 


■  f  '  .'V 


.-.I:;-, 


MODEL 

FiXEO-SPAN  G-10 
(span  permanentiy  set) 

ADJUSTABLE-SPAN  G-10 
(continuous  adjustment 
with  inside  controls) 

Base  Price  (not  including 
options  or  accessories) 

$340.00 

$395.00 

Span  (millivolts 

too  mv.,  d.c.,  fixed 

As  specified  within 

across  chart) 

10-100  mv.  d.c.  range 

Full-Scale  Balancing 

Time  —  Standard 

2V^  seconds 

2V^  seconds 

Optional 

1  t«cond 

1  tocornf 

Portable  for  laboratory 
or  bench  use  where 
chart's  horizontal  posi* 
tion  and  accessibility  are 
of  prime  importance. 


Sensitivity  deadband) 


Reference  System 


Input  &  source  resistance 


Input  Polarity— Standard 
Opttonof 


Chart  Dimensions 


Chart  Speeds 

Single  speed  is  standard 

Dual  sp«#<f  it  optional 


Power  Requirement 


Overall  Dimensions 


Accessories  Available 


Mercury  cell 


See  •xpl^nstion* 


Mercury  cell 


See  explanation* 


Ungrounded.  Signals  floating  above  ground  by  as  much  as 
200  volts  d.c.  are  permissible  with  proper  considerations. 


Positive-going  signals  cause  left-to-right  pen  travel. 

ttv#rte<f  poloriff,  Potitivo  going  nignoh  cavf 
right-to-loff  pon  fravot. 


Calibrated  width  S'*;  Overall  width  O'*;  length  $5'. 


l»  2,  A,  8,  16*',  min,  1,  2,  4,  Any  combination 

6,  16,  24,  30,  40,  48*/  hr  ovailobf#  on  Dual  Spoocf 


110-120  volts,  1  phase.  S8-62  cps,  5S  volt  amperes 
max.,  power  fKtor  approx.  0.7. 


ITil 


Basic  recorder  IS  lbs.  net.  Maiimum  shipping  uveight  25  lbs. 


Inkiess  charts,  stylil,  card-type  charts,  chart  take-up  unit, 
carrying  case,  replaceable  chart  drive  motor  assemblies. 


•INPUT  .SOURCE 
RESISTANCE 
(Both  G-10  A  CM  A) 
With  null  balance  op¬ 
eration.  the  separately. 
|x>were4  s»-rvo  system  atl- 
iusts  the  mea.suriiiK  volt- 
aKe  until  it  "iMicks  inil” 
the  niea.surccl  voltu|{e. 
Thus  the  input  resistance 
approaches  infinity  at 
balance,  is  several  bun. 
(Ired  thou.sand  ohms  off 
balance.  The  result  is 
that  source  resistances  as 
high  as  50K  nJims  are 
IM-rmissihle  with  spans  tn 
the  range  of  10-20  mv. 
Permissible  values  in- 
erease  to  75K  ohms  for 
20-50  mv.  spans  and  to 
P  lOOK  ohms  with  sp:uis  of 
^  50-100  mv. 


VARIAN  G-llA  i  SPECIFICATIONS 


G-llA  with  At 
INPUT  CHASSIS 

Gen.  purpose 
null-balance 
potentiometer 
(Merc,  cell  ref.) 


G-llAwithA2 
INPUT  CHASSIS 
Gen.  purpose 
null-balance 
potentiometer 
(Cont.  electronic  ref.) 


C-llA  with  B1 
INPUT  CHASSIS 
Gen.  purpose 
potentiometer 
with  input  attenuator 
(Merc,  cell  ref.) 


C-llAwithri 
INPUT  CHASSIS 
Current-type  for  use  as 
general  purpose 
recording  milliammeter 
(Merc,  cell  ref ) 


For  portable,  panel  or 
rack  use  ( two  fit  side  by 
side  in  a  19-inch  rack 
mounting); designed  for 
OEM,  lab  or  field  for 
long-term  monitoring; 
interchangeable  input 
chassis  as  shown  in  spe¬ 
cification  chart. 


Base  Price  (not  including 
options  or  accessories) 


Field  Span-Adjust 
Full-Scale  Balancing  Time 
Limit  of  Error 
Reference  System 
Sensitivity  deadband) 
Input  Resistance 
Maiimum  Source  Resistance 
Input  Circuit 
Chart  Dimensions 
Chart  Speeds  —  Standard 
Optional 
Optional 
Optional 
Portable  Case  Dimensions 
Panel-Mounting  Case 
Dimensions 
Power  Requirement 
weight 

Accessories  Available 


Continuously  adjustable 
10  mv.  to  1  volt  d.c. 
Continuous,  from 
front  panel 
1  second 

1%  of  actual  span  set 
Mercury  cell 
Vt%  of  span 
lOK  ohms 


1  milliampere,  d.c. 

Requires  resistor 
changes 
1  second 
1  %  of  span 
Mercury  cell 
>/.  %  of  span 
1350  ohms 


9-100  mv  d.c.  9-100  mv.  d.c.  Continuously  adjustable  ,  h  - 

as  specified _ as  specified _ 10  mv  to  1  volt  d.c.  *  milliampere,  d.c. 

Continuous,  with  Continuous,  with  Continuous,  from  Requires  resistor 

inside  controls  inside  controls  front  panel  changes 

1  second  1  second  1  second  1  second 

1%  of  span  1%  of  span  1%  of  actual  span  set  1%  of  span 

Mercury  cell  Continuous  electronic  Mercury  cell  Mercury  cell 

■/«%  of  span  V«%  of  span  1/4%  of  span  Vs  %  of  span 

See  notes  above*  See  notes  above*  lOK  ohms  1350  ohms 

See  notes  above*  See  notes  above*  —  — 

Ungrounded.  Signals  floating  above  ground  by  as  much  as  200  volts  d.c. 
are  permissible  with  proper  considerations. 

Calibrated  width  5";  Overall  width  6”;  length  85' 

Single  speed  1.  2,  4,  6,  and  8'  minute;  V5.  12,  2.  3.  8.  12.  15.  20,  24  and 

Dual  chart  motors  30"  hour.  Dual  motor,  provide^nost  combinotion,  of  two  speeds. 

1:4  chart  tp»»d  shifter  Chort  speed  shifter  divides  onjr  bosic  speed  by  four.  Ouodruple 
Ouodrupfe  chart  ipaadc  speeds  orhieved  by  two  matart  plus  thiitar. 

lOVj'*  high  «  dU'  wide  «  TV,”  deep. 

lOH'  high  X  8H"  wide.  Depth  behind  front  of  pinel  bVe".  Overall  depth  TVa". 

110-120  volts,  1  phase,  58-62  cps.  55  va  max  Power  factor  approx.  0.7. 

Basic  recorder  15  lbs,  net.  Maximum  shipping  weight  25  lbs. _ 

Inkless  charts,  stylil,  solenoid-operated  event  marker  pen,  extra  Input  chassis, 
replaceable  chert  drive  motor  assemblies 


Varian  recorders  are  sold  and  serviced  hy  representatives  in 
principal  17. S.  cities  and  abroad.  Prices  are  F.O.B.  Palo  Alto. 
Prices  and  specifications  subject  to  change  without  notice. 
Write  today  for  literature  and  name  of  representative  in  your  area. 
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611  HANSEN  WAV,  PAIO  AITO  1,  CAIIFORNIA 


When  Cfdoeing  or  tooking  information 
pftOM  montion  iloctrenUt  Boyon'  Gvido. 
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Orders  for  DRIVER-HARRIS  Nickel  and 
Nickel  Alloy  Wire  FILLED  IN  24  HOURS 


If  wc  receive  your  order  in  the  morning,  it  will  be  shipped 
out  before  evening  .  .  .  this  is  the  new  service  policy  of  Driver- 
Karris  in  the  manufacture  and  distribution  of  IS  most  fre¬ 
quently  purchased  Nickel  and  Nickel  Alloys  in  wire  form. 
In  addition  to  this  new  warehouse  stocking  program,  is  the 
improved  delivery  schedule  for  Monel.  Grade  “A"  Nickel. 
Inconel.  K  Monel  and  some  Stainless  Steels  with  lead  time 
reduced  to  only  7  days  in  certain  cases.  The  following  list 
covers  immediate  availabilities.  For  complete  detailed  current 
listing  showing  all  si/es  and  specifications,  contact  the  nearest 
Driver-Marris  branch  —  or  call  HUmboldt  3-48(K)  (New 
Jersey).  RFIclor  2-9.‘57‘).  SO.  SI.  S2  (New  York  City), 


Type  304  . 24  wire  sizes  from  .0016  to  .164 

Type  316  .  6  wire  sizes  from  .007  to  .0135 

Type  330  . 25  wire  sizes  from  .0063  to  .144 

NICHROME*  . 65  wire  sizes  from  .0007  to  .289 

NICHROME*  V  . 62  wire  sizes  from  .00045  to  .289 

CHROMAX*  . 35  wire  sizes  from  .0031  to  .258 

KARMA*  . 36  wire  sizes  from  .0005  to  .036 

ADVANCE*  . 49  wire  sizes  from  .0008  to  .258 

MANGANIN  . 37  wire  sizes  from  .001  to  .1285 

LOHM*  . 29  wire  sizes  from  .001  to  .182 

MIDOHM*  . 28  wire  sizes  from  .00175  to  .182 

30  ALLOY  . 28  wire  sizes  from  .0015  to  .182 

LEAD  TIME  FOK  M ANUFACTUIIINC  WIDE  A  RIBBON 
As  low  as  10  days  for 
COLD  DRAWN  MONEL  ... 

GRADE “A"  NICKEL  . 

COLD  DRAWN  INCONEL 
R  MONEL  . 

As  low  as  7  days  tor 

STAINLESS  STEEL  wire  and  ribbon 

Types:  T-302,  T-304.  T-305.  T-316,  T-430,  T-446 


wire  sizes  from  .001  to  .1875 
wire  sizes  from  .001  to  .1875 
wire  sizes  from  .001  to  .1875 
wire  sizes  from  .0285  to  .204 


IN  STOCK  READY  FOR  DELIVERY 

MONEL . 25  wire  sizes  from  .0021  to  .091 

GRADE  "A"  NICKEL . 12  wire  sizes  from  .0025  to  .091 

GRADE  ‘‘D"  NICKEL .  9  wire  sizes  from  .005  to  .015 

INCONEL  .  3  wire  sizes  from  .0253  to  .050 


INCONtl.  *  MONKL 
TM  WCO  U  •  PAT  OPP 
INTf  PN  ATION  AL  NiCAtL 
COMPANY  INCOPPORATC 


Driver-Harm  Company 


HARRISON,  NEW  JERSEY  •  branches:  Chicago.  Detroit.  Cleveland,  louisvitle 

Distributor  ANGUS  CAMPBELL.  INC  .  Los  Angeles.  Sa«  Francisco  •  In  Canada  The  B  GREENING  WIRE  COMPANY.  Ltd..  Hamilton.  Ontario 
MAKERS  OF  THE  MOST  COMPLETE  LINE  OF  ALLOYS  FOR  THE  ELECTRICAL,  ELECTRONIC,  AND  HEAT-TREATING  INDUSTRIES 


When  ordering  or  fo«liin9  information 
pfeoso  mention  Flectronict  Buyort'  Guide. 
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Potentiometers  -  Trimmers  -  Relays 
RELIABILITY  IN  MINIATURIZATION 


ACEPOT^-500 
ACEPOT  X-500* 


Sub-miniature,  linear  and  non¬ 
linear  potentiometers.  Single  turn 
unit,  '/i"  size,  ±2%  resistance  tol¬ 
erance  and  ±0.3%  ind.  linearity. 


Sitt 

* 

WvIgKt 

0.2S  ouiK. 

ioiitlonco 

Roitgo 

t0S.>  to  300K 

Rofislonct 

Toloronco 

±7% 

linoofity 

±0  3%  Ind. 

ToMpoToturc* 

-33*Cto  125'C 

Mo<koAi<ol 

Anglo 

330°  Nominol 

Cloctricoi 

Anglo 

325*  ltd.  ^  ovoiloblo 

totolwlion 

0.12X  for  SO  K 

Otbort  comporoblo 

Torqwo** 

.033  ot.'  i*.  ol  20*C 
(trom.l 

Rowof 

2  W  lor  60*C.  fito 

Mounting 

Throodod  busking,  tonro. 
Ruth  or  Rongod.  Gongod 
up  to  6  cwpt. 

•  X-500  new  high  temperature  potentiometer.  Range: 
-SS'Cto  ISO'C. 

**Jewel  bearing  Acepot  torque  of  .014  ounce  inch. 


ACeOHM* 


Sub-miniature  trimmers  .  .  .  high 
temperature,  humidity  proof  for 
severe  environment. 


Sit. 

t’A’« 

Stondofd  Mounting  lioloi 

W.igbt 

0.2  oun<o 

loliitonco 

tong# 

10  It  lo  73K  —  Sp«ci^ 

H»  I30« 

Mockonicol 

Rolotion 

30  Turni  on  lood  tcrow, 
odjuitoMo  ovor  100% 
of  winding 

Rowor 

Roting 

.3  wottf  ot  200*C 

Tooiporoturo 

longo 

-  S3  t«  200*C 

toBOlwtion 

.13%  for  7SK  Othor 
roii«ton<o«  contporoblo 

Oioloctrk 

StfongtH 

1000  voH  DC  lor  60  M<. 

Lood  lift 

100  Kevrt  M  223*C 

Copocitonco 

Eatrooioly  low  ditfribvtod 
copocity  (mouldod  hi  tomp. 
phonolic  <o»o  A  fovorj 

Completely  sealed  element.  Meets  and  surpasses  all  applica¬ 
ble  requirements  of  MIL-E-5272A  and  MIL  Stand.  202. 


Exact  requirements  for  your  particular  applications,  can  be  cus¬ 
tom  designed  and  mass  produced  with  short  lead  time.  All  units 
are  anti-fungus  treated  and  fully  sealed  against  dust,  moisture 
and  humidity.  Meets  applicable  JAN-MIL  specs  including  shock  acepotii: 

and  vibration.  Send  us  your  specifications  for  engineering  assist-  ACETOMin 

ance  on  designs  and  applications.  Complete  Fact  File  and  Appli-  acesetit 
cation  Data  Sheets  available  on  request.  CALL,  wire  or  teletype  aceohmiT) 

Dept.  BF  at  Ace  Electronics  Associates,  Inc.,  99  Dover  Street, 

Somerville,  Mass.  Somerset  6-5130,  TWX  SMVL  181. 


ELECTRONICS  ASSOCIATES  INC. 


Sub-miniature  Trimmers.  Heat  dis¬ 
sipation  ...  2  watts  at  60*0.  Im- 
''  mediate  delivery  in  resistances  of 
.V)<2  to  100  K. 


Sii. 

W.igkt 

VS  ounco,  including  lock 

lotitfonco 

tongo 

30!.’  (e  tOOK  ±I0V, 

linoority 

±5% 

Tomporotwro 

longo 

-SS’Cto  ‘  133’C 

MoiHonicol 

lototion 

330*  Nominol 

ElMtrical 

Aag!. 

320*  Nominol 

Rowor 

2  wotti  for  60*C.  riso 

Mounting 

ACEPOT* 


Sub-miniature  and  standard  non¬ 
linear  and  linear  potentiometers. 
0.25%  terminal  conformity  with 
out  padding  resistors.  Immediately 
available  in  sine,  cosine,  square  law 
and  log  functions  in  AIA  sizes. 

OeubI*  Sided 

k  ______  Siiw-cotiw  SdMQW-lOW 

k  siM _ y _ J* 

i  '“I.-.*' 

|r  CoAlfiify  y^%pk.pk  ±0.25% 


$>i. 

3' 

lotistonco 

20«  ±3% 
driving 

Conlaniily 

function 

onglo 

360’ 

Rowor 

4  wotts 

Amounting 

Sonro 

Submit  your  design  requirements  to  our  Engineering  Group 
for  evaluation  and  quotations. 


AC£S£T® 


Postage  stamp  size.  Bifurcated  con¬ 
tacts  with  extreme  wipe  providing 
low  contact  resistance  for  dry  cir¬ 
cuitry.  Contact  area  hermetically 
welded  from  coil  avoiding  contam¬ 
ination  and  assuring  unmatched 


ACERELM^ 

Mode/S^ 


reliability. 


2  Form  C 


2  A. 


Coil 

Kotiitowco 
Vibfotiow  I  5-2000  <pt  of  20  G  miw. 

Slioct _ JOG  min. 

lift _ 100,000  opf ,  iiiiw. _ 

•  pinporMll.t^c.  MS  24230 
Htodtr  Ty^  Typo  Y  conApwrolion  Plwp^n. 

_ Of  Soldof  lood« 

ToMporotur*  “65®C  fo  125*C 
Movniing  Sockot  or  intogrol  ifO<kot 


To  10,000 12  ttd. 


♦Double  pole  double  throw  break  before  make. 


o<tuei  tiz# 


Sub-miniature  trimmers  ...  A  wide 
range  of  resistances  are  available 
in  this  low-cost,  space  and  weight 
saving  unit. 


ACETRIM^ 


Sjj. 

vs'  •  IS’ 

W..glil 

0  23  ounce 

Rotiitonco 

tongo 

tost  to  I30X  ±5% 

linoority 

^3% 

TomporoV’’’? 

*53*C  iol3S"C(io 

150*C  on  ipociol  ordorf 

Mockonicoi 

iototion 

330*  Nominol 

Eloctricol 

Ang!« 

323*  ltd  ^  ovoiloblo 

Power 

2Wlof60"Cri». 

Mounting 

Tkreoded  bulking,  printed 
circuit,  Ruik,  Ronged. 
gonged. 

334 


Whon  ordoring  or  Booking  informofion 
p/oofo  monrion  E/ocfronico  8uytrs"  Gwido. 
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NEW  "LO"  MOUNTS  meet  MIL-C-172B  at  low  cost 

.  .  .  with  extra  vibration  isolation  that  adds  relia¬ 
bility  to  your  designs.  Extra-low  transmissibility, 
low  natural  frequency,  very  low  rocking  modes, 
isolation  characteristics  controllable  in  manufacture. 
Mil. -si/e  I  —  seven  load  ranges.  0.25  to  10  lbs. 
k  per  mount;  MIL-si/e  2  —  six  load  ranges.  2  to  40 
r0  lbs.  per  mount.  ask  for  ruiietin  si-Os. 


SPECIAL  DESIGNS 


Speciat  circumferential  system  for  mounting 
missile  instrumentation  to  meet  shock,  sus¬ 
tained  acceleration,  and  vibration  environ¬ 
ments  in  Talos  .  .  .  another  example  of  what 
Borry't  “tpecial”  engineering  can  do  for  yowl 


ALL  METL  MOUNTS  —  for  MIL-spec  service 

Types  .VI24,  .VI44,  and  M64.  Have  non-packing  wire- 
mesh  damper,  meet  latest  Government  specifications 
for  air-borne  electronic  equipment;  ruggedi/ed,  light¬ 
weight;  operate  over  wide  temperature  range,  load 
ratings  0.1  to  40  pounds. 

ASK  FOR  lUUETINS  S34,  S3A,  and  342. 


AU  ANGL  MOUNTS  —  for  jets  and  missiles 

The  practical  solution  to  mounting  problems  in  jets 
and  missiles;  work  at  any  angle,  in  maneuvers  through 
every  position;  have  high  damping  in  all  directions, 
low  transmissibility  at  res-  TTpr-MlTii;;-  Mo7-|o-.-d-ro.i«,- 

onance.  Built  to  handle  the  i-jj - -q - - 

new  jobs  that  are  too  ,7^ - j - To’lbT - 

tough  for  MIL-standard  - j - iolbi - - 

mounts.  In  all  MIL  si/es.  ajk  for  lUllETtN  S6-Ol7~ 


CUP-MOUNTS 


MOUNTING  BASES 
and  RACKS 


Special  shear-pad  mounting  for  guidance 
system  of  an  advanced  missile  .  .  .  another 
example  of  what  Borry't  "special"  engineer¬ 
ing  can  do  for  yowl 


Standard 
MII-C-172B  Units 

Meet  dimensional  and  material 
requirements  of  MIL-C-I72B;  in 
special  sizes  to  fit  customers’ 
needs.  With  At  l-Metl  mounts, 
ask  for  lUlUTlNS  f34  t  S34,  with 
Air-IJampeo  mounts.  lUUETiN  S23-B. 


for  shipboard, 

vehicular,  and  industrial  use 

Barry  cup-mounts.  Series  1000. 
2000,  4000,  and  .1000;  protect  sen¬ 
sitive  equipment  against  shock  and 
vibration  in  shiptward,  vehicular, 
railway,  and  industrial  service; 
load  ratings  up  to  1800  pounds 

ASK  FOR  lUlllTIN  S4-02. 


Special  mounting  sysitem  with  built-in  stabi¬ 
lizers  fits  compactly  in  tail  fin  of  B-58  bomb¬ 
er  ..  .  another  cxomple  of  what  Borry't 
"special"  engineering  con  do  for  yowl 


THE  COMPLETE  BARRY  LINE  also  inciud 


PRODUCT 

DIGEST 


^  QQo 


CoAd«n»«d  <otolo9 
of  lorry  movnft; 
•  ivOt  lilOft.  food 
rortQtt,  beti<  doto, 
Ortd  li»t»  l•<hr>i<ol 
orticlot 


AIR-DAMPED  MOUNTS 

for  otr-borno 
•quipmonf . 

Aik  for  But.  523  I 


BALL  MOUNTS 

for  vtry  light 
loodt. 

Ask  for  Bui  543 


TYPE  5200 
for  shock  ond 
ibrotioo  isototion 
Ask  for  Bui.  541  . 


for  motors  ond  for  impoct,  rotory  A 

rotory  oouipmont.  rociprocoting  mochinoi 
Ask  for  Bui  537.  Ask  for  Bui  538 


Ltf  fho  r.targsf  lorry  roprosontotivo  Atlp  yeo  tii  ovory  of  yoor  thock.  vibrofioo.  ond  noUo  prooloms. 


ALBUQUERQUE  CHICAGO 

C.  V  Roberts  B  Associates  The  Barrymount  Corp 

A*.  CLEVELAND 


DAYTON  LOS  ANGELES 

The  Barrymount  Corp.  t  V  Roberts  B  Associates 

DETROIT  *^/*!!!*.*  «*!!?*■'* 

The  B«rr»mounl  Corp  ® 

„  .  .  _  _  NEW  ENGLAND 

KANSAS  CITY,  MO.  Schael  Associates.  Inc 


NEW  YORK  CITY 

C  R  A  .  Inc 

Creel  Neck.  I  I  .  N  T 
PHILADELrHIA 
Ken  Rsndell  Co 
PHOENIX 


ROCHESTER.  N.  Y 

Hansen  Seles  Co 
ST.  LOUIS 
MirriS'Hanson  Co 

SAN  FRANCISCO 

(Sen  Canos) 


SAN  DIEGO 

t  V  Roberts  t  Associates 


SEATTLE 

Arva 


ATLANTA 

William  Nenleir 


The  Barrymount  Corp 
Dayton.  Ohio 


■ALTIMORE 

Ken  Randall  Co. 


DALLAS 

Campion  Sales  Co. 


WASHINGTON 

C  R  Hitchcock 


(  V  Roberts  •  Associates  C  V  Roberts  a  Associates 


CANADA  Samuel  C  Hooker,  (Canada)  ltd  .  Montreal— Toronto 


CONTROLS 


BARRY 


Western  Division  -  Burbank,  California 


711  Pleasant  St.,  Watertown  72,  Moss. 


inc.. 


for  control  of 


MOUNT 


BARRY 


d  VIBRATION 
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components 

foi'  defense  and  industry 


TOROIDS  In  addition  to  standard  toroid  footuras,  O.F.C.  units  hav*- 
•  Winding  to  minimize  distributed  capacity.  Coil  may  be  used  at  higher 
frequencies  with  higher  "O"  factors.  •  Winding  to  inductance  value  on 
self-calibrating  winding  equipment  yielding  1%  units  as  standard 
tolerance  at  no  cost  premium  for  core  calibrating,  etc.  •  Availability  of 
waxed,  encapsulated,  encased  or  taped  units  •  Complete  line  of  stock 
core  sizes.  Fast  delivery  on  special  orders  •  Facilities  for  winding  from 
#44  to  #10  AWG  wire. 


In  addition  to  mooting  requirements  of  MIL-T>27A.  grade  4.  Class  T, 

O.  F.  C.  high  temperature  transformers  feature— 

•  Reduced  iron  losses  •  Large  heat-radiating  surface  area  •  Very  small 
height  dimension  •  Negligible  radiation  of  power  frequency  components 

•  Reduced  copper  loss  •  Ability  to  use  higher  ambients  because  of 
smaller  unit  temperature  rise  •  High  reliability,  simple  construction, 
excellent  shape  factor  •  Excellent  regulation  and  reduced  weight. 


VA±tlA±5i-,l!J  HI*  A  r  I'lLW  U  A  runs  These  rotary 
adjustable  variable  attenuators  are  extremely  accurate  ever  wide 
frequency  range.  Available  as  individual  unmounted  units  or  in  various 
combinations  on  rock-mounted  panels,  featuring— 

•  Gold  contacts  •  Resistive  networks  that  function  from  D.  C.  to  maximum 
operoting  frequency  •  Each  resistor  mounted  in  covity.  This  eliminates 
reactive  components  over  the  unit's  useful  frequency  range  •  Highly 
stable.  Installed  to  prevent  any  element  value  shift  due  to  heat  •  Fully 
tested  for  insertion  loss  and  voltage  standing  wave  ratio. 

•  Conservatively  rated.  Guaranteed  for  full  year  under  normal  conditions. 


•  Stondord  octal  socket  makes  interchange  simple  •  Low  distortion 

•  Toroid  coil  construction  provides  70  db  min  rejection  hum  pickup 

•  Avoiloble,  from  stock,  in  wide  range  of  frequencies 

•  Hermetically  sealed. 


ANTENNA  FILTERS 

•  Cutoff  frequency  range  up  to  450  MC  •  Attenuotion  of  40  to  90  db 
over  stop  bond  •  Insertion  loss  less  than  1.0  db  over  entire  pass  band 

•  VSWR  less  than  1.5  over  entire  pass  band  •  Designed  to  your  size, 
weight,  termination,  power  ond  impedance  specifications  •  Slope  of 
cutoff  60  db  at  1.2  of  cutoff  frequency. 


iviAuruiii  riu  suiit  to  customer  V 

specifications,  Ortho  Filter's  high  voltage  and  high  temperature  units  feature—  1 

•  Use  from  milliwatt  to  kilowatt  ratings  •  Special  test  procedures  to  B 

insure  excellent  balance  and  minimum  mill  voltages  •  Tape  wound  1 

toroids  and  cut  cores  to  facilitate  low  cost  prototypes  promptly 

•  Controlled  winding  techniques  that  guarantee  uniformity  with  respect 
to  distributed  capacity  and  leakage  inductances. 

.  U’n7e  for  complete  information. 


X 


DE 
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GRANlJ 

R_ 


show  stopper 


CK'A'N’T'’!^"' 


THOUSANDS  SAY  “THERE’S  NO  ROOM  FOR  DOUBT!" 


What  a  reaction  to  the  Mark  II  Thinslide  in  action! 


Never  before  so  many  features  in  one  slide.  Continuous  ball 
bearing  action  . .  .  installation  without  cabinet  modification 
(only  %“  side  space  required) ...  will  easily  support  100  lb. 
loads . . .  extruded  aluminum  shapes  with  stainless  steel  balls 
...locking  and  tilting  mechanisms  available ...  in  lengths  from 
12"  to  24". . .  and  prices  so  modest  as  to  make  all  of  your 


equipment  more  accessible  for  servicing  and  maintenance. 

Grant  is  prepared  to  give  you  the  facts  on  the  Mark  II  Thin¬ 
slide— u;nfe  for  complete  information  on  the  newest,  most 
exciting.  Grant  Slide— the  Mark  III 


If  the  question  is  accessibility . . .  the  answer  is  Grant. 

GRANT  PULLEY  &  HARDWARE  CORPORATION 

23  High  Street,  West  Nyack,  New  York  •  944  Long  Beach  Avenue.  Los  Angeles  21,  California 
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Facing  Today’s  Expanding 
Design  Frontiers - 


r 


r.iInT 


■ilnT 


INCONEL* 


Precision  Resisunco 
Chtmlcal  and 
Machanical  Alloys  In 

•  WIRE 

•  ROD 

•  RIBBON 

•  STRIP 

•  FOIL 

Resistanci  Alleys: 

ALCHROME* 
TOPHET  A* 
EVANOHM* 

•  30  ALLOY 
«1S0  ALLOY 

BALCO* 

TOPHET  C« 
CROMIN  09 
S60  ALLOY 
BALLAST  NICKEL' 
CUPRON* 
MANGANIN 
>90  ALLOY 

Class  Sealinf 


ROOAR* 

NIRON  52 
NIRON  46 

Filament  and 
Grid  Alleys: 

COBANIC* 

SYLVAL0Y9 

MAGNOCARB 

MANGRIO* 

PERMOCARB 

MODIFIED  HILO* 

PERMAGRID 

CUPROCHROME 

Vacuum  Tube 
Materials: 

BRITECARB 

RADIOCARB 

PERMOCARB 

DUOCARB* 

MAGNOCARB 

POLICARB* 

CATHODE  NICKEL 

Special  Sprint 


BERALOY* 

COBENtUM* 

N I  SPAN  C* 

17/7  P.H. 

Cerresien  Resisting 
Alleys: 

NILSTAIN* 


T.  M.  Intarnational 
NIcAal  Co. 


-from  one  of  the  nation's 


vHLi!':n-iiieiting 


'3*i0ll\ 


WBD  vacuum-melted  metals  are  providing 
the  answer  to  increasing  demands  for 
entirely  new  alloys.  New  applications  in 
missiles,  rocketry,  nucleonics  and  aircraft 
call  for  the  creation  of  new  alloys . . .  new 
metals,  new  highs  in  degree  of  purity,  alloys 
subjected  to  the  selective  removal  of  certain 
materials. 

WDB  research  and  production  facilities  are 
available  to  help  industry  work  out  special 
problems  requiring  these  custom 
alloys.  This  integrated  service 
provides  complete  development 
and  manufacturing  departments 
and  features  one  of  the  nation’s 
largest  vacuum  melting  installations. 
Over  40  years  experience  in  melting 
and  manufacturing  precision  alloys 
is  at  your  service.  Consult  our 
Sales  Engineering  Department  for 
information  on  custom  alloy  service. 


WILBUR  B.  DRIVER  CO. 

Main  Office:  NEWARK.  NEW  lERSEY-Tel.  HUmboldt  2-5550 


1875  McCarter  Hwy.,  Newark  4,  N.  J. 


BOSTON 

CHICAGO* 


2734  Industrial  Way,  Santa  Maria.  Cal. 

-I  jr'fi' •: 

CLEVELAND*  LOS  ANGELES*  PHILADELPHIA* 

LOUISVILLE*  MINNEAPOLIS  *  Denotes  Warehouse 

IN  CANADA:  CANADIAN  WILBUR  B.  DRIVER  CO.,  LTD.,  TORONTO* 
SUBSIDIARY:  WESTERN  GOLD  AND  PLATINUM  CO..  225  Harbor  Blvd.,  Belmont.  Cal. 

ManwfocFur^fi  of  Geld,  Silvor,  ^loFinum  ond  Allofc  in  Wire,  SHool,  tibbon,  Powdor  end  Preforms;  Precrows 
A^tfo/  iroxinf  Aflofi;  Precious  Mefol  Compounds.  Hijb  Alummo  Ceromici  ond  Wet90  VX  Super  PefroctorjF 


P 


eS  PANEL  METERS 


GS  CONTROLS 


Modal  561 
Expotot  only  ilt 
indicating  aroo. 


tm 

IQ- 


Model  561  panel  meter  has  a  big  5"  K7Vt''  dial, 
yet  takes  15%  less  panel  space  than  usual  4 'A" 
rectangular  meters.  Behind-the-panel  mounting 
hides  entire  case — meter  projects  only  Mi'  from 
panel  front. 

Can  be  illuminated  by  back  of  panel  light  through 
window  at  top.  Window  and  dial  are  slanted 
back  for  easy  reading.  No  positioning  holes 
needed — meter  is  snugged  to  panel  by  rear 
screw^sn  clamps. 

Black  satin  finish  is  standard — no  extra  charge 
for  gray  in  quantities.  Other  colors  extra.  Ranges: 
0/5  microamperes  to  0/50  amperes;  0/5  milli¬ 
volts  to  0,  500  volts. 


D'Arsonval  movements,  Alnico  magnets,  tubing  or 
knife-edge  pointers.  AC  meters  ore  rectifier  type. 
OC  accuracy,  2%;  AC  3%.  Better  accuracies 
available.  Zero  right,  zero  center  meters  or  up  to 
two-thirds  of  range  suppressed.  AC  and  DC 
meters  in  multiple  ranges.  Special  dials  in  calors, 
black  face,  your  name,  etc.  Mirror  scales. 


INDICATING  PYROMETERS 

TWENTY-ONE  RANGES;  -400"  to  +3000"  F. 


Accuracy  2% 
of  Full  Scale. 

Model  461: 

4'/]'  black 
bakelite  case,  k 
0/750"  F.,  with  ^ 
mirror  scale. 


Medium  resistance  (4  ohms  per  millivolt)  thermo¬ 
couple  millivoltmeter.  Compensated  for  cold 
junction  and  capper  error. 

Available  with  1%  accuracy.  Can  be  thermistor 
compensated  for  ambient  changes.  Most  styles 
supplied  with  mirror  scales. 

STYLES:  PYROMETERS  &  API  PANEL  METERS 

Ruggediied-Sealed:  2’A,  3'/i,  4'/i-inch  round 
metal  case,  sealed  zero  adjust,  shock-mounted 
movement. 

Black  Bakelite:  2'/i',  round  or  square,  3'/i' 
round  or  square,  4)6'  rectangular.  (Other  colors 
and  illumination  in  4'/i'  size.) 

Clear  Plastic:  2V^',  3M'  and  4 '/i'  rectangular. 


SIMPLYTROL  AUTOMATIC  TEMPERATURE 
CONTROL,  THERMOCOUPLE-ACTUATED 

Model  PR  Proportioning 
Tomperaturo  — 

Control 


Table  lop  converts  to  ponelmovnl. 

Ranges  from  —400’  to  +3000"  F. 

Simplytrol  time  proportioner  holds  temperature  to 
±1°.  Anticipating  circuit  gives  straight  line  control. 
Indicates  continuously,  reads  directly.  No  vacuum 
tubes  or  amplifier.  Load  relay  is  SPDT  5  amps; 
optional  ratings  to  40  amps.  Meter-relay  is 
medium  high  resistance — has  bimetal  cold  junction 
compensation. 

No  leveling  required — just  connect  thermocouple, 
connect  load,  and  plug  in  to  115  or  230  V.  AC 
line.  Size  6'/i'  x  d'/z'  x  10*.  Shallower  models 
available. 

Other  Simplytrol  controls  with  indicating  accuracy 
of  2%  available  for  limit  and  on-off  control,  or 
uses  where  extreme  accuracy  is  not  required. 

VERSATROL  AUTOMATIC  CONTROLS 
For  any  variable  that  can  be  meosured  elec¬ 
trically.  Adjustable  control  points.  Automatic 
operation. 


Versatrol  High  Limit 
Model  200  Case 
0/1  Ma  DC 

Price  $114.00 

Versatrol  consists  of  a  meter-relay  and  all  com¬ 
ponents  for  o  complete  control  assembly.  Any 
range  or  type  of  meter-relay  can  be  supplied  in 
a  Versatrol. 

They  can  be  calibrated  to  read  in  any  function 
that  can  be  converted  to  electricol  units.  Load 
relays  have  5  ampere  contacts.  Control  point  is 
adjustable  from  the  front. 

Control  con  be  high  limit  (on  an  increase  in  signal), 
low  limit  (on  a  decrease  in  signal),  or  double 
(control  oction  on  rise  or  fall  of  signol). 

Versatrol  con  be  used  for  continuous  on-off  con¬ 
trol  or  for  shut-down  or  olorm.  Available  in  wall 
cabinet,  panel  mount,  "U-Mount-h''  etc. 

SPECIAL  CONTROLS 


.'A  -  iii/ 

-a 


Custom  control  work  is  our  forte.  We  design 
and  build  controls  for  manufacture  and  inspec¬ 
tion,  overload  control,  and  multi-point  bearing 
temperature  monitors.  Tell  us  your  problem. 


Send  For  Catalog: 
36-PACE  CATALOG  4-E 
DESCRIBES  COMPLETE 
PRODUCT  LINE— includes 
circuitry,  response  time, 
prices,  discounts,  etc. 


Model  441-C  lakelile 


METER-RELAYS 

Indicating  meters  with  built-in  locking  contacts 
for  control  or  olorm.  Trip  point  adjustable. 
Ranges:  0-5  Ua.  to  0-50  A.,  0-5  Mv.  to  0-500  V. 
AC  or  DC.  (Min,  AC  voltage  range  0-250  Mv.) 
Thermocouple  temp,  ranges,  -400  to  +3000°F. 


Life:  10  to  20  million 
operations. 

Accuracy: 

Point  of  contact:  %% 
to  1%. 

Indicating:  ±2%  of 
full  scale  at  ony  point 
of  dial.  Can  be  1%. 


Rating:  Standard  is 
5-25  milliamperes  at 
75-125  volts  DC.  Op- 
•  tional  ratings  to  250 
~  ,  Ma,6  to  250  volts.,0C. 

Arrangement;  High 
Limit  (makes  on  in- 
'<  crease  of  signal).  Low 
J  Limit  (mokes  on  de- 
il  crease  of  signal). 
Double  (both  high  and 
'  low  contacts.) 


Cato  Stylet 

Ruggedized-sealed  metal  cases  are  2 '/],  3  '/^,  and 
d'/i’  round,  shock-mounted  movement,  gasket- 
sealed.  Black  Bakelite ...  glass  front,  4'/^'  rec¬ 
tangular  case.  Other  colors  on  special  order.  Cloor 
Plastic  2'A,  3M,  ond  4 'A'  rectangular. 

MIL  Specs: 

Ruggedized-sealed  meter-relays  will  meet  these 
specs:  Shock:  1  and  3-foot  drops,  400  lb.  hammer, 
3  planes.  Vibration:  MII-M-10304A. 

Salt  Spray:  QQ-M-151A  Tempj  -30*/+70*C. 
Sealing:  MIL-M-6A. 

VMS  METER-RELAY 

I  (Very  ttioli  SensHIvltv) 

I  Flattie  Cote,  or  Solder-Sealed  Metal 

I  Cate.  IH  X  2*  apprex. 

I  Cennecllent:  9.p«i  octal  ityle,  or 

I  mioiature,  or  tolder. 

_  IWelehl:  4  evneet. 

fligfjf^  SeitsHIvlty:  From  0.3  Ua  to  10  Amp., 

('Ill”  0.1  Mv  to  SOO  voitt.  AC  reloyt  ore 

•  rectilier  type. 

Accuracy:  Trip  point  to  2%  (depends  on  sensi¬ 
tivity).  Differential  and  repeatability  1%. 

Shock  A  Vibration:  Operates  at  10  G  Or  more, 
5-55  cycles.  Non-operating,  withstands  10  C  or 
more,  5  to  2,000  cycles;  shocks  of  10  C  or  more. 
Contacts:  SPST  or  SPDT,  5-25  Mo  DC.  Other 
ratings  to  'A  Amp.  AC. 


LIAD 

MULTI-CONTACT 

METER-RELAY 


The  LIAD  consists  of  a  D'Arsonval  meter  move¬ 
ment  with  one  or  several  contacts  carried  on  the 
moving  pointer,  a  printed  circuit  scale  (95  angular 
degrees),  ond  a  device  for  gripping  the  pointer 
and  its  contacts  to  the  scale  contact  bars. 

The  unique  combination  of  contoct  closures  result¬ 
ing  from  this  gripping  tells  the  level  of  the  signal 
—  and  can  be  transmitted  or  used  for  telemeter¬ 
ing;  automatic  production  testing  or  grading; 
maxitnum  value  reading;  simple  quantitotive 
read-out,  etc. 


eTX"l]3l\J  S  In.C.  ChoatorUnd  6,  Ohl< 
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Finest  line  of 

High  Frequency  Cables  in 

the  communications  field! 


B  No  radiation  ■  Uniform  electrical  properties  over 

wide  temperature  variations 

B  Low  attenuation 

B  Unlimited  operating  life 

B  Excellent  frequency 

response  ■  Continuous  1000'  lengths 

Matching  fittings  for  all  cables  are  available  from  several  sources. 


COAXIAL 

CABLE 


PHflPS  OOBBE  COPPER  PBOBUOIS 

CORPORATION 

300  PARK  AVENUE,  NEW  YORK  22,  N.  Y. 
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f 


.... 


$1260 


FOR  ACCURATE  QUANTITATIVE  MEASUREMENTS... 
USING  SWEEP  FREQUENCY  GENERATOR  TECHNIQUES... 


Otcil/oscop*  Pr«amplift*rt  and  Other  Test  equipment  Availablu.  For  Further  Information  On  7hete,  or  fhe  Above  Equipment,  IVrite:  Oept.  1 6 

JERROLD  ELECTRONICS  CORPORATION,  phuadeiphia 32, pa. 

Export  lepresentotive:  ROCKE  INTERNATIONAL  CORP.,  13  E.  40th  St.,  New  York  16,  N.  Y. 

All  prices  and  data  subject  to  change  without  notice.  All  prices  F.O.B.  Flanl. 
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VARIABLE,  LABORATORY  ATTENUATORS 
MODELS  AV.50  and  AV.75 

Variable,  switch-type  attenuotors  from  DC  to  500  MC.  The 
attenuators  feature:  0  to  62.S  db  attenuation,  in  O.S  db  stepsj 
low  insertion  loss  of  'A  db  at  250  MC,  and  W  db  at  300  MCi 
X  VSWR  of  less  than  1.13  at  330  MC.  and  less  than  1.4  at  300 
M  MC;  newly  developed  rotory,  coaxial  switches  that  utilise  a 
^  hootina  rotor  with  duoi  wiping,  self  oliqning  contacts  mounted 
in  a  "Tei-F"  dieiectrk;  completely  shielded  switch  sections; 
and  rugged,  compact  design.  Modei  AV-30  Is  30  ohms  with 
RNC  connectors,  ond  Model  AV-73  Is  73  ohms  with  Jerrold 
"F"  Series  conn^ors. 


A  HIGH  SPEED  COAXIAL 

SWITCH  •  MODEL  FD-30 

For  the  simultaneous  display  of  two 
channels  or  voltages  on  an  oscillo¬ 
scope  .  .  . 

Frequency  range  of  coaxial  circuit  is  from 
DC  to  230  MC  with  a  VSWR  of  less  than 
1.1  at  50  or  73  ohms  impedance.  Switch 
contacts  “AAercury-Wetted"  with  on  ad¬ 
justable  switch  rate  of  30,  15  or  10  cps. 


WIDE  BAND  SWEEP  FREQUENCY  GENERATOR  •  MODEL  900 


WIDE  BAND  SWEEP  GENERATORS 
MODELS  601  and  602 

PortobUe  wid«  band  in»trum*ntt  detignad  for  fh«  tost  and 
alignment  of  IP,  IP,  and  RP  circuitry.  The  Generators  feotvre 
on  electronky  saturable  reactor  sweep  circuit  with  o  maximum 
sweep  deviation  of  opproximately  5  to  1.  RP  output  on  all 
ranges  is  fundamental. 

MODEL  601 

12  MC  to  225  MC  in  eleven  overlapping  ranges.  RP  output  of 
1.0  volt  RMS.  Output  Rat  with  ±  V4  db. 

MODEL  602 

4  MC  to  112  MC  in  eleven  overlopping  ronges.  RP  output  of 
2.5  volts  RM$.  Output  Rat  within  r  H  db. 

Other  Gerrerotori  ovoilobte  on  speciot  order  to  cover  ony  por* 
tion  of  the  frequency  range  from  15  KC  to  225  MC. 


VHF  SWEEP  RANGE 


Centar  frequency  continuously  variable  from  0.2  MC  to  230  MC. 
Sweep  width  continuously  vorioble  from  o  minimum  ol  0.1  MC,  at 
any  center  frequency  setting,  to  o  maximum  of  230  MC  at  a  center 
frequency  setting  of  123  MC.  Maximum  output  voltage  voriotion  is 
2k0.3  db  with  o  minimum  output  of  0.4  volts  RMS  into  o  30 
ohm  load. 


UHF  SWEEP  RANGE 


Recommended  wherever  unusual  versatility,  high  stability  ond  con¬ 
stancy  of  output  ore  essential.  SWEEP  WIDTHS  — AS  WIDE  AS  300 
MC  .  .  .  FROM  300  KC  lo  1 ,000  MC. 


Center  frequency  continuously  variable  from  273  MC  to  900  MC. 
Sweep  width  continuously  variable  from  o  minimum  of  0.1  MC,  at 
any  center  frequency  setting,  to  o  maximum  of  100  MC  at  o  center 
frequency  of  273  MC,  and  to  a  maximum  of  300  MC  at  o  center  fre¬ 
quency  of  830  MC.  Maximum  output  voltage  voriation  is  ^1.5  db 
with  o  minimum  output  of  0.3  volts  RMS  into  o  30  ohm  load. 


-  I  # 
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TELi-TWIST. . .  easily  twisted 
for  immediate  field  use  on 
and  "H"  plane  bends. 


FLEXIBLE  WAVEGUIDE  ...  for  that  difficult  installation. 


HETERODYNE  FREQUENCY 
METER  .  .  .  accurate  to  .01% 
frequency  measurement  100- 
10,000  me  (TFM-186). 


GUIDED  MISSILE  BEACONS 

.  .  .  high  sensitivity,  proven 
reliability  available  in  S  and  L 
bands. 


X-BAND  POWER  METER . . . 

frequency  meter  and  cali¬ 
brated  signal  generator,  self- 
contained,  immediate  delivery. 
_ _  (TSG-147D) 


For  prompt  price  and  delivery 
quotations  on  mixers,  duplexers, 
phoseshifters,  tube  mounts,  direc¬ 
tional  couplers,  rotary-joints, 
wave-guide  switches,  hybrid- 
filters  and  complete  front-end  as¬ 
semblies,  wire  or  phone  TELERAD. 


MANUFACTURING  CORPORATION 

D^sigrfrs  and  Manufactures  f 

1440  Broadway,  Now  York  18,  N.  Y.  •.  BRyant  9-0893  ' 

■  -  ■■  ■  - 

1m  Ko>Ml«f  IndwUrienict,  lit  North  Foirfox  Avonwo. 

Son  Fronciaco;  KooMlor  Induatrionkt,  2130  Ooory  Ilvd. 

Soottlo:  Ataociotod  Indvatrioa,  1732  Rointor  Avonuo. 

Ckkmffo:  loo  Folkonborg,  Airborno  Soiot,  IMS  North  AAilwaukoo  Avonuo. 

WiehHa:  Ataociotod  Indvatrioa,  433  South  Washington  Strool 
Conodoi  Initroaks,  ltd.,  P.  O.  tox  31.  Stittsvillo,  Ontario. 


TELE-FLEX  .  .  .  standard 
moulded  sections  for  use 
where  vibration  mounts  are 
not  practical. 


pre-formed 
where  extremely  tight  radii 
must  be  held. 


a 
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ACCELERATION  ACTIVATED  SWITCHES  FOR  IN-FLIGHT 


MISSILE  CONTROL 


This  miniature  acceleration  operated  switch  is  designed 
for  missile  opplications  requiring  positive  switch  functions 
at  first  motion,  during,  or  after  boost.  Versatile  locking 
arrangement  permits  cycling  or  recycling  of  switch  dur¬ 
ing  various  phases  of  flight  (requires  30  watt  signal).  It 
is  conservatively  rated  and  is  designed  for  expendable 
one-time  use. 

The  switch  may  l>e  pre-set  to  activate  at  any  first- 
motion  level  between  5  and  20  G's  longitudinal  accele¬ 
ration.  Average  transverse  accelerations  can  be  tolerated 
during  operation.  Design  permits  locking  or  unlocking  at 
accelerations  10  G's  in  excess  of  pre-set  level.  Switch 
functions  within  50  milliseconds  after  reaching  opera¬ 
tional  acceleration. 

AOVANTAOES: 

•  Small  size,  uses  standard  BuOrd  synchro  mount. 

e  light  weight,  approximotely  12  ounces  (depending  on 
model). 

e  Rugged.  Meets  military  specifications  for  aircraft  and 
missile  use. 

•  Standard  twitch  orrongements:  3  SPST  make,  break,  or 
pulse.  Custom  arrangements  availoble  with  minimum  delay. 

e  Sealed  construction  permits  use  in  explosive  atmospheres. 

•  Standard  temperature  range  — 6S*F  to  '  2S0*F.  Extended 
ronge  to  *  300*F  available  with  modified  ratings. 


HIGH-SENSITIVITY  S-BAND  BEACONS 


Call  or  writm  Tolorad  today  in  connection  with  your  beacon  or  drone  project. 


fr 


PtRBORNUNCI  DATA 


Receive -Tf  itmifHer 

•  Ovr-«H  triggering  semitivity;  —63  DBM 
e  Receive  freqviKy:  27(Xh2900  me 

e  Receive  Feeqstency  stebllity:  ^2  megacycles  per  second 
e  Image  reiection:  SO  db  minimum 
e  Pvk  transmitter  pewr  eutpsit:  100  watts  minimum 
e  Transmitter  puise  width:  0.73  microseconds 
e  Transmitter  repetition  rsrte:  200-1,000  pps 
e  Transmitter  stability;  ±2  megacycles  per  second 

•  Transmitter  Freqvncy  range:  2830  to  2930  me 
e  Size;  9"  x  S'.i"  x  3" 
e  Weight:  8  lbs. 


New  superheterodyne  S-Bond  Beacons  for  guided  missile 
and  drone-control  opplicatioru.  These  receivrs  feature 
light  weight,  small  size,  excellent  reliability,  ruggedized 
construction. 


los  Angeies:  Koessler  Industrionics,  818  North  Foirfox  Avnv. 

Sen  FroneiKe;  Koessler  Industrionics,  2830  Geeey  Bhrd. 

Seoff/e;  Associated  Industries,  1732  Rainier  Avnue. 

Chicoge:  tv  Felkenbvrg,  Airborne  Sales,  1603  North  Milwoukv  Avnue. 
Wichita:  Associated  Ittdustries,  433  South  Washington  Street 
Canada;  Instronics,  Ltd.,  P.  O.  Box  31,  Stittsville,  Ontario. 


MANUFACTURING  CORPORATION 

Designers  and  Manufacturers 

1 440  Broadway,  New  York  1 8,  N.  Y.  •  BRyant  9-0893 


Power  Supply 

e  Input  Vehage;  113  voHs  at  4(X)  cycles 
e  Input  Pewr;  80  watts 
e  Site:  7"  x  3"  x  4^4" 
e  Weight;  31^  lbs. 


A  28  volt  DC  supply  is  oveiloble  on  special  order. 


ICJl[irElectronic  Test  &  Measuring  Instruments 

•  Sweeping  Oscillators  •  Noise  Figure  Measurement  •  TV  Piastre  $>  Sound  Signal  Sources  •  Marker  Generators  •  Pulsed  Car¬ 
rier  Generators  •  TV  Transmitters  •  Color  Generators  •  Signal  Generators  •  Attenuators  •  Sound  Spectrographs  •  Gain  and 
Loss  Test  Sets  •  Spectrum  Analyzers  •  Vibration  Analyzers  •  Vacuum  Tube  Voltmeters  •  Transistorized  Test  Instruments 

•  Power  Supply  •  Voltmeters  •  Probe  •  Video  Amplifier  •  Crystal  Oscillator  •  Audio*  Oscillator  •  Fluttermeter  •  Roto-Groph 

SWEEPING  OSCILLATORS _ . _ 


Van-Suwp 

SWEEPING  OSCILLATORS  WITH  MARKS 


INST. 

RANGE 

TUMNG 

WIDTH 

OUTPUT 

PRICE 

MtCA.SWEEf 

SORc  lOOOfK 

continuous 

0  40 

lOOnv 

$4*5 

CMISR.  MfCA.SWECP. . . 

.  SORc  9S0<m 

single  dtol 

0  40 

SOn. 

495 

MECA.SWEEP  niA . 

lero  level 

0  40 

.15V  rms  70  ohms 

STS 

400nic  950m< 

base  fine 

.3V  rms  300  ohms 

MECA-$WEEP  tl2A _ 

.  ROOmc  1 200m< 

single  diol 

0  40 

.3V  rms  70  ohms 

575 

VARI-SWEEP . 

continuous 

Up  to  30m€  plus 

1.0  V  rms  70  ohms 

695 

VAPI-SWEEP  400 . 

continuous 

30m<  plus 

1.0V  rms  70  ohms 

795 

OITRA-SWEEP . . 

.  450  900  Fund 

continuous 

0  50  me 

B.OV  rms  70  ohms 

■95 

KaJa-Sutfp  Sr 


^Marta-Suvep 

Mod»l  VidM  SO 


Sr. 

SPECTRUM  ANALYSIS 


INST. 

RAP4GE 

TUMNG 

WIDTH 

MARKERS 

OUTPUT 

PRICE 

MARKA-SWEEP 

MOOEl  VIDEO  . 

50kc  20mc 

3  ronges 

complete 

6  crystob 

0.2V  nn$ 

$525. 

50hc  20mc 

range 

70  ohms 

MARKA  SWEEP 

MOOa  VIDEO  TTV.  .  .. 

50kc  Bmc 

0  •  UK 

5  crystob 

1  vorioble 

1.5V  rms 

70  ohms 

*95 

MARKA-SWEEP 

MODEL  VIDEO  50 . 

50Rc  50iK 

•ontin. 

4  50mc 

8  crystob 

1.0V  P.-P. 

*95 

conhn.  variable 

VARI. SWEEP 

10  I45m« 

eontin. 

30mc  t 

1 1  crystob 

1.0V  rms 

954. 

MODEl  RADAR  . 

varv;  weep 

4-t20«< 

•ontin. 

SOlM  1 

1 1  aystob 

1.0V  rm> 

950. 

MODEl  IP  . 

Fund 

1  variable 

70  ohms 

|.260m< 

6  switched 

40  70m< 

24  crytiah 

0  5V  rms 

545 

■ADA  SWEEP  SR . 

Fund 

bonds 

70  ohms 

plus  crysteb 

1  350  iM 

10  iwtKhed 

*0  70<k 

30  crystob 

0.5V  rms 

795 

Fund 

bonds 

70  ohms 

plus  crystols 

mO-SWEEP . 

50kc  2m< 

eontin. 

eontin.  to  1 0Ohe 

6  crystob 

0.25V  rm. 

575  *95 

5fe< 

70  ohms 

lOmc 

SONA  SWEEP  .  . 

5R<  300R< 

eontin. 

0  20Rc 

6  crystob 

0.23V  rms 
70  ohms 

575 

Radasweep 

20  40mC 

20mc  or  3mc 

9  Oystob 

.25V  rms 

295 

50  70«< 

70  ohms 

RP-P  MARKA  SWEEP 

IF  plus 

1 3  posrtions 

1  Sme 

ptcture  and 

1.0V  rms 

750 

1 2  chonneh 

sound 

70  ohms 

MENT  .  .  .  NOISE  GENERATORS 

INST. 

RANGE 

NOISE  PIG 

RANGE 

PRICE 

MEG  A  NODE . 

5  220mc 

0  1 6db  fri  50  ohms 

0  23.Bdb  9*  300  ohms 

$325 

MECA  NODE  SR  . 

10  3000m< 

0  20db  6t  50  ohms 

790 

microwave 

1120  26.500iK 

Fluorescent  Tubes 

15.8  ..2Sdb 

270  *90 

MEGA-NODES 

Inert  Got  Tubes  15.28  w.ldb 

(with  power  supply) 

RADA-NODE 

5  24.500«c 

0  33.B  ..25db 

$1,395  covering  ronge 

IF  strips  Ifl  30  and  60mc 

5mc  to  400m< 

MEGA-NODE  175-A. 

50  500mc 

0  19db.  300  ohn.1 

325 

MEGA-NODE  403  A. 

3  500mc 

0  1 9db,  50  ohms 

325 

SvitlljCtT 

Modvf  30 

OTHER  INSTRUMENTS. 


INST. 

visRAiYzet 

sona-grapm 

ECHO  vox  SR 

SONA-STRETCMER 

AUTO-VOX 

SONALYZEt 

MODEL  30 


DESCRIPTION 
Vibration  Anolyi* 


FREQ  RANGE 

5  4400cp« 

Sound  ipoctrogropb  lor  Iruquuncy  85  SOOOept 
onolym  of  oudio  orrorgy 

Provtdos  voriobl#  portodt  cl  t'mo  40  I3.000cpt 
doloy  ot  oudio  iroquonent 

Spoi^  ttrgtdiur  lor  tiowing  tpu«<b  100  4000cpt 
^  Yi  normal  tumpo 

Vonoblo  oudio  Hmo  doloy.  Ouol  40  1 2,000cp« 
ChonnnI  Input. 

A  30>Cllonnol  oB-oloctrontC  •pnctrum  onolyxor  providing 
wovulorfng  up  to  20,000  cp$ 


Ditployt  omplitud*  vt  Ir^uoncy  v$  $2500 
ttm«.  Providot  pormonont  rocord 
Rocordt  Iruquoncy  ond  mtontity  to  1995 
tim« 

20  to  1600  tniHiftocond  dotoy  rango  1495 

Ho«  phono  &  topo  rocordof  inputs  950 

N«gativo  to  posittvo  pouing  through  1795 

x«ro.  Ooloy  rongo-  -"-lOOto  -^720nis 
immodioto  vigiblo  dttploy  ol  comploA  1995. 


I  ^  '  A  •  'U 

I  •  •  •  •  V  - 


RANGE 

20cpt  Imc 


RANGE  OF  MEASUREMENT 


lOOcps  50m€ 
50kc  SOmc 


1 0m<  1 0OOmc 
4  5  220mc 


KAO-O  20cpt  Imc  O,  0  12.5,  0  25.  0  50,  0  125,  60  mml  .1  ml  Cop.  Rong« 

0  250,  0  500 

MICROLTER  50  VTVM  lOOeps  50m€  FuH  Scolo:  Imv  IV  in  7  rongot  May  b*  usnd  at  50nK  vidoo  amp. 

TRANSALYZER  . . .  .  50kc  SOmc  Moaturot  Alpha  ond  Alpha  Cutoff  CoHoctor  and  Emittar  Curront. 

3  VoHagot  -  Emitter  to  Base,  Emitter  to  CoRector,  and  Base  to  Collector 

MEOA-MATCH  .  10m<  lOOOmc  Contm.  tuned  sweeping  oscillator  Oispioys  reffected  energy.  Chedis 

motching  impedcmce 

UTAATOR.. .  4  5  220m<  Fundamentol  Freq.  Utility  OKtl*  0.7V  rms  into  70  ohms  metered 

lotor  AGC'd 

Gain  set  .  Complete  Equipment  lor  Making  Precsion  Measurements  ol  Coin  or  Lou  in  Components  and 

Systems 

MEGA-PIX  .  TV  Sound*Pi€ture  Color  or  Block  ond  White  Trane-  .25V  output  into  70  ohms 

mitter 

RADA-PULSER  SR .  PuHed-Corrier  Generator,  12  BO  mC;  continuously  vorioble  Corrier  Irequency  ond  pube  width 

AUOIOlATOR .  1 5cps  15kc  Tronsistorited  oudio  oscillator,  battery  operated.  Plot  to  *0.5  db 

over  ronge.  Output  I.OV  rms  ot  600  ohms 

TRANSIFIER .  15cps  15mc  Tronsistorixed  battery  operoted  ompliffer  giving  10  db  ond  20  db  goin 

WRITE  FOR  I95B  RAT  CATAIOQ 


Zninisaly:tr 

DESIGNERS  A 

Dept.  EB-6 


MANUFACTURERS  OF  PRECISION  ELECTRONIC  TEST  AND  MEASURING  EQUIPMENT 


MAPLE  AVE.,  PINE  BROOK,  NEW  JERSEY 


CApital  6-4000 


ELECTRONICS  BUYERS'  GUIDE -June,  1958  -  MID  MONTH 


When  ordering  or  leeking  inFormofion 
pleoee  mention  Eleefrontes  iwyert'  Guide. 
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Modtl 

212SB 


7240B  Preset  Counter  I  Digital  Frequency 
Divider  for  control  &  loborotory  opplicotions. 
Preset  capacity  is  1  to  9,999. 

7340C  Frequency  Indicator  A  Counter — low 
cost  reliable  unit  for  PPM,  flow  meosurement, 
etc.  Reods  0.1  to  99,990  events  per  second. 

7SS0B  Time  Interval  A  Frequency  Meter — 
compact  5  decode  universal  counter.  Measures 
frequency,  period,  interval,  etc.  Counting  rote 
to  100  kc. 


Write  for  detailed  data  and  catalog  3-57  BG 
covering  related  instruments. 


S('^cC%<y~'PuUc.  ^KC. 


11861  TEALE  ST. 
EXmont  8-6764 


CULVER  CITY,  CALIF. 
TExas  0-8006 


t<x  SMALL 


SLIP  RING  ASSEMBLIES 
Gyro-Synchro 
and 

Sub-Miniature  Devices 


SLIP  RING  ASSEMBLIES 
Power  and  Transducer 


LECTRO-MINIATURES  CORP 


RIDGIFIILD,  N.  J 


1066  ILM  AVfNUE 


HAIL  ENGINEERING  CO. 
Bellevue,  Wash. 


R.  1.  6YSAN  Ca 
Wenham,  Mass 


A.  6.  BROWN  A  Assoc. 

Sherman  Oaks.  Cal. 


When  ordering  or  seeking  information 
please  mention  Electronics  Buyers'  Guide. 


June,  1958 -MID-MONTH -ELECTRONICS  BUYERS'  GUIDE 


ElEaRONIC  COUNTERS 


1310A  Time  Delay  Generator — precision  de- 
loys  10  us  to  10  sec  in  5  ranges,  accurate 
width  gote  output 


2130A  Pulse  Generotor— fully  colibroted  .1  — 
1000  us  pulse  wiBth,  0—10,000  us  delay,  10 
cps — 100  kc,  BOv  from  93  ohms,  .02  us  ris6 
lime. 


3)2SB  Pulse  Generator — fast  rise  time  gen- 
erol  purpose  unit,  10  cps — 100  kc.  Pulse  width 
.07 — 100  us,  delay  or  advance  0 — 100  us. 
2140A  Double  Pulse  Generator — high  power 
independently  controlled  outputs,  seporote  or 
mixed.  10  cps — 100  kc.  Calibrated  widths  & 
separation. 

21S0A  Pulse  Burst  Generator — 5  pulse  output, 
on-off  coding,  independent  deloy,  width,  ond 
provision  for  delay  modulation. 

3420  Pulse  Oscillator  —  wide  range  trigger 
generator  100  cps  to  3.3  me,  holf  period  out¬ 
puts  each  -1. 2Sv  .1  us  wide. 

34S0B  Megacycle  Pulse  Generator — 200  cps 
to  2  me,  0 — 100  us  pulse  delay,  1  — 100  os 
pulse  width,  -1 50v  output. 

3460A  Megacycle  Double  Pulse  Generator — 
.1 — 100  us  seporotely  controlled  pulse  widths, 
0 — 100  us  separation,  200  cps  to  2  me,  —  35v 
into  93  ohms  separate  or  mixed. 

4120A  Variable  Pulse  Generator — economical 
compact  unit  33  cps  to  330  kc,  1  — 100  us 
pulse  delay,  .25 — 100  us  pulse  width,  ^  50v 
output. 

5100A  Series  Pulse  Code  Generators  —  for 
core  testing  A  word  generation,  clock  rotes  to 
1  me,  multi-channel  10  bit  code  with  intervol 
repeat,  current  output  50  mo  to  5  amp  per 
channel. 

6020B  Voltage  A  Current  Calibrator — .5% 
accuracy  measurements  of  DC,  sine  wove,  or 
pulse  voltages. 


ROTARY  SWITCHES 


VIGO 

THERMISTORS, 

VARISTORS 


VECO  also  publishes  technical  and  educa¬ 
tional  literature  to  tell  customers  of  the  uses 
and  characteristics  of  Thermistors  and  Varis¬ 
tors.  A  new  Technical  Catalog,  covering  over 
250  VECO  stock  items,  and  an  educational 
series  entitled  "Meet  The  VECO  Thermistor” 
are  available.  Write  or  call  for  your  free 
copy  today! 


What’s  behind  this  quality?  —  it’s  VECO's 
ever-constant  research,  development  and  en¬ 
gineering  program,  designed  to  keep  abreast 
of  today's  fast-changing  industry.  Backed  by 
one  of  the  country's  largest  and  finest 
equipped  plants.  VECO  works  hand-in-hand 
with  customers  to  improve  existing  products 
and  develop  new  applications  utilizing  Ther¬ 
mistors  and  Varistors. 


PULSE  GENERATORS 


RHED 

WfitlESTl 


BY 

INDEPENDENT 

LABORATORIES 


Alio  Manufacturwrg  of  VECO 

Cat  Analyiit  and 
Chrsmatairaphy  Ctllt 
Cambuttian  Analyiart 
Tamparatura-Santing  Oavicat 
law  Tamparatara  (Lax  Prabat) 

(Pat.  Applied  For) 

Tap-A-Tbarm  (Multi-Tapped 
Thermistors)  (Pat.  Applied  For) 
Custam-Built.  Canstant  Tamp- 
aratara  Baths  and  Centrals 
Campactral  (Electronic  Controls) 
(Pat.  Applied  For) 

Daicriptiva  lilarature  covering 
each  ifam  ovoiloble  on  request 

Victory 

ENGINEERING 
CORPORATION 
lot  Springfiald  Road,  Union,  N.  J. 
Telephone  MUrdeck  1-71  SO 


SiE  instrumentation  continues  to  set  standards 
tor  accuTKy,  versatility  and  reliability.  These  new 
ADI  instruments  foin  the  already  popular: 

i-t  Veltmeter— laboratory-precise  AC-OC  meas¬ 
urements.  otunmeter  and  direct  coupled  amplifier. 

C4  Resistance  Meter— direct  reading  from  0  to 
10,000,000  megohms. 

E-2  CaMpariseR  Bridge— for  fast,  accurate  com¬ 
ponent  matching. 

M-2  Oscillater— tow  distortion  sine  waves  from 
1  to  120,000  cps. 

Let  your  SIE  representative  demonstrate  these 
instruments  in  your  lab  and  watch  for  additions  to 
the  AOI  line  in  the  near  future. 


STRUMENTS 


New  circuit  developments  now  enable  SIE  to 
offer  transistorized  power  supplies  to  cover  all 
possible  applications:  DC  to  DC.  DC  to  AC  and  AC 
to  DC:  refulated  and  unrefulated.  hifti  and  low 
voltape  and  current  ratings,  lor  laboratory,  indus¬ 
trial  and  military  applications. 


slaeiail  a*ft*ralor 

Continuously  variable  over  a  frequency  range 
from  2  to  2tX).000  cps  Transistorized,  battery  oper 
ated.  providing  1  v.  rms  output  at  less  than  1% 
distortion  five  band,  eatended  frequency  range 
makes  this  instrument  particularly  useful  in  the 
design,  test  and  repair  of  audio,  geophysical,  medi 
cal.  and  control  equipment  Special  features  include 
calibrated  attenuator  and  adiustable  combination 
handle  support 

FREQUENCY  NANCE;  2  rpi  to  200  hepS  in  5  bands 
(10:1)  •  CALIBRATION  ACCURACY:  Frequency  2%, 
20  CPS  to  200  keps  •  LEVEL  •  OUTPUT:  Volts 
(Rated)  1 0  V  rms  at  less  than  1%  distortion 
•  SOURCE  IMPEDANCE  ISOO  Ohms  in  attenuator 
positions  less  than  SO  ohms  in  low  impedance 
position  •  DIMENSIONS;  n>~  H  (with  leet)  > 
IIV  W  (with  handle)  i  lOsr  D  •  PRICE;  S27S00 
f  ob  Houston.  Teias. 


Combines  more  desirable  features  than  any  other 
instrument  in  its  class  Transistorized  circuitry 
provides  outstanding  reliability,  eliminates  warm 
up,  gives  instantly  stable  operation  Battery  opera 
tion  makes  the  R  3  immune  to  transient  power  line 
disturbances  Sell  contained  battery  source  in  a 
quick  change  compartment  gives  more  than  300 
hours  battery  life  usmg  readily  available  batteries 
"Ballery  Test"  indicates  battery  condition 
VDLTACE  NANCES:  AC.  1  mv  to  1000  mv  lull  scale 
in  14  ranges.  DC,  1  v  to  1000  v  lull  scale  «  or  — 
in  7  ranges  Electrometer.  0  to  I  vdc  i  or  — 

•  RESISTANCE  NANCES;  10  ohm.  100  ohm  1  k. 
10  k.  100  k.  1  m  hall  scale  •  INPUT  IMPEDANCE 
AC,  10  m.  shunted  by  2S  mmf.  DC,  100  m.  Electro 
meter.  Greater  than  10.000  megohms  •  FREQUENCY 
RESPONSE  (on  AC)  10  cps  to  SOO  kc  •  ACCURACY: 
3%  •  DIMENSIONS:  IIV  W  >  TLV  H  i  10H~  D 

•  PRICE:  S79^  00  f  ob  Houston.  Teaas. 


TPS  1  Rack  Mounted 


For  use  in  every  laboratory  or  industrial  applica¬ 
tion  to  eliminate  wet  storage  batteries. 


Small,  compact,  with  efficiency  better  than  80% 
—ideal  replacement  for  dynamotors  and  vibrator 
type  power  supplies. 

TPC  2  60  waft.  TPC  3  100  watt.  TPC  4  25  watt 


mofl*l  K-1  tnlcrosoupc* 

Can  be  used  m  conjunction  with  any  standard 
oscillator  in  its  frequency  range  to  produce  small, 
known,  controlled  test  signals.  Internal  battery  and 
associated  polarity  reversing  switch  lor  testing 
present  day  high  gam  DC  amplifiers  Output,  read 
directly  on  Iron!  panel  meter,  is  continuously 
variable  from  zero  to  10  volts 
OUTPUT  V0LTA6E  RANCE;  0  10  v  continuously  ad 
lustable  (minimum  lull  scale.  10  microvolts)  • 
FREOUENCY  RAN6E:  ±  DC;  AC.  10  rps  to  1  mega 
cycle  •  ACCURACY;  3%  •  INPUT  REQUIRED  10 
volts  rms  for  AC  output  (DC  source  sell  contained) 

•  INPUT  IMPEDANCE:  Between  1900  Ohms  and  3000 
ohms,  (leprnling  on  control  settings  •  OUTPUT 
IMPEDANCE:  0  10  V  Range,  less  than  2000  ohms. 
0  1  V  Range.  500  ohms.  0  0  1  v  Range  and  Lower 
Ranges.  5(3  Ohms  •  DISTORTION:  less  than  0  02% 

•  DIMENSIONS:  8H"  W  >  H  >  6"  D  •  PRICE; 
S125  00  1.0. b  Houston,  Tenas. 


Temperature  stability  of  magnetic  damping  with 
sensitivity  previously  available  only  by  fluid  damp 
mg  are  made  possible  by  development  of  unique 
magnetic  circuit.  Five  compact  9  oz  models  are 
available  with  natural  frequencies  ranging  from 
1 1  to  5  6  cos  and  response  to  2500  cps  on  un¬ 
damped  models  —  1500  cps  on  damped  units. 

NOMINAL  OPEN  CIRCUIT  SENSITIVITY:  300  mv 
(rms)  in  sec  (rms)  •  THRESHOLD  VELOCITY:  0  01 
in  sec  at  50  cps  •  COIL  RESISTANCE;  900  ohms 
•  DISPLACEMENT  AMPLITUDE:  0.560  m  man  be¬ 
tween  stops  •  COIL  SUSPENSION:  jewel  bearing, 
hairspring  control  •  PRICE:  $195  00  f.o.b.  Houston, 
Tanas 


TPC  5,  7,  and  8.  These  compact  units  are  useful 
in  a  wide  range  of  applications  requiring  a  well 
regulated  DC  output  from  an  AC  power  source. 


Write  SIE  far  lafanwatiea  and  specificatitas. 


SOUTHWESTERN  INDUSTRIAL 
ELECTRONICS  COMPANY 

2831  Post  Oak  Road  •  P.  O.  Box  13058 


Houston  19,  Taxas 

PRIME  AND  SUB  CONTRACTORS  FOR  MILITARY  ELECTRONIC 
INSTRUMENTATION  AND  GROUND  SUPPORT  EQUIPMENT 


( 


t 


DESIGNews 


The  ultimate  in  tape  wound  cores 

CENTRICORES 

Precision  manufacturing  methods  are 
used  to  obtain  closely  matched  magnetic 
characteristics,  including  high  thermal 
stability.  Centricores  matched  at  room 
temperature  will  remain  matched  over 
wide  temperature  ranges. 

►  SEND  FOR  BULLETIN  D7. 


Mass-produced . . .  Precision-made 

Magnetic  Core  Laminations 

Motor  laminations  are  produced  to  close 
specifications  from  customer-owned 
dies.  Our  representative  will  discuss  your 
needs.  Transformer  laminations  in  a 
wide  variety  of  shapes  and  sizes  are 
made  from  standard  dies. 

►  SEND  FOR  BULLETIN  A1. 


Drawn  or  formed 

MAGNETIC  SHIELDS 

Provide  efficient  protection  of  sensitive 
electrical  equipment  against  stray  mag¬ 
netic  fields,  and  effect  a  high  ratio  of 
field  strength  reduction.  A  wide  range 
of  single  and  multiple  shield  structures 
are  available  from  existing  tools. 

►  SEND  FOR  BULLETIN  FI. 


ELECTROMAGNETIC  CORE  PARTS  AND  SHIELDS  •  HAYES  AVENUE  AT  21$t  ST.  •  CAMDEN  1,  N.  i. 
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A  complete  tine  of 


Including 


Over  Full  Voltage 
and  Current  Range! 


Model  700A 
Price,  $750.00 


LESS  THAN  .01  VOLTS  VARIATION,  FROM  NO  LOAD  TO  1.5  AMPS...  LESS  THAN 
500  MICROVOLTS  RIPPLE  . . .  CONTINUOUSLY  VARIABLE  FROM  3  TO  325  VOLTS. 

A  new  design  philosophy  enables  the  700  Series  of  DC  power  supplies  to  provide  a  high 
degree  of  regulation  at  high  output  currents.  Two  feedback  loops  are  employed— one,  to 
keep  the  voltage  across  the  series  tubes  constant;  the  other,  to  keep  the  output  voltage 
constant.  The  result?  Greater  efficiency  and  more  accurate  regulation! 


Model  800A 
Price.  $580.00 


right 

Model  800B 
Price.  $395.00 


LESS  THAN  500  MICROVOLTS  RIPPLE  . . .  LESS  THAN 
.01  VOLTS  VARIATION  FROM  NO  LOAD  TO  FULL  LOAD 

Model  800A  consists  of  two  continuously  variable  2  to  36  volt.  0  to  1.0  ampere,  power 
supplies  in  a  single  housing  that  can  be  connected  in  series  to  obtain  a  single  4  to  72 
volt  supply  at  1.0  amps. 

Model  800B  is  a  single,  continuously  variable,  2  to  30  volt.  0  to  2.5  ampere,  power 
supply.  Both  models  use  transistor  circuitry  throughout  and  feature  automatic  short 
circuit  and  overload  protection.  When  overloaded  or  short  circuited,  the  output  current  is 
cut  off  before  any  transistor  damage  can  occur.  Under  these  conditions,  the  supply  tries 
to  re-establish  the  output  voltage  at  approximately  four  second  intervals,  and  will  do  so 
when  the  short  circuit  or  oveiload  condition  has  been  removed. 


industrial  Rond,  Berkeley  He^ts,  N.  J.  •  CRestview  3*9123 
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Wlien  ordering  or  Boekirtg  information 
ploof  montion  Hottronict  Bwyert'  Guioe. 
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I-S  SPRINGS  of  beryllium  copper  con  help  you 

IMPROVE  YOUR  PRODUCT’S  QUALITY,  REDUCE  YOUR  COST,  INCREASE  YOUR  PRODUCTION 


Instrument  Specialties  Company  specializes  in  the 
design  and  custom  manufacture  of  age-hardened 
alloy  springs.  With  our  specially  developed  pro¬ 
cesses  and  machines,  our  engineers  are  able  to 


realize  the  fullest  performance  potential  from  the 
superior  spring  materials  around  which  1-S  serv¬ 
ice  to  designers  and  manufacturers  has  been  de¬ 
veloped. 


STRIP  SPRINGS 

Kaliriratcti  from  IxTylliiiin  ropitrr. 

Ka»ily  hantllcd,  rradily  Itrokrn  apart  liy  hanil  or  ii!-rd 
in  aiitomalit'  or  M-mi-aulomalir  asKrmldini:  lir^irrs 
and  I'onlarl  riveting  machines. 

Individual  pierrs  may  lir  lirokrn  off  without  trarr  of 
hiirr. 

Kliminate  Mtrtinf;,  untanitlini;  and  handling  of  I<h»« 
pierrs. 

Springs  may  Ih-  prndiirrd  in  !.tri|o<  to  various  ska|>rs; 
formrd  anftlos  may  Im-  hold  within  plus  or  minus  «,nr 
doprro. 

Ifoat  trratrd  in  multipir  fixturrs  to  insiirr  uniformity, 
rioso  toirranrrs  .  and  rlimination  of  variations  in 
spriniihark. 

COIL  SPRINGS 

Madr  from  lalmratory  tested  Itrryllium  rop|H*r  wire. 
^s|>e■'lal  eoilint:  anil  heat  treating  equipment  insures 
uniformity. 

('•uaranteed  npid  toleraners  held  on  diameter  and  load 
tests  at  siM-eihi'il  ilelleetion. 

I  hese  laetors  romliine  to  assure  inrreased  service  life 
lhrou(;h  higher  endurance  slrenftth  —  make  products 
|H-rform  more  consistently  hy  eliminatini;  drift,  set  or 
fati|!ue.  Furthermore,  they  eliminate  exjiensive  hand 
adjustment  and  reduce  insimtinn  costs  of  hnished 
product. 


|lUUlU\UVVvVWv\V,Vt't‘t'i 
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HIGH  FREQUENCY  SPECIALTIES 

We  are  equipt>ed  to  supply  standard  mating  parts  for 
use  with  2C-39,  2C-40,  2C-4.3  and  3(  37  tiilres,  or 
custom  made  parts  in  related  fields. 

Grounding  strips  and  contact  fingers  can  lie  supplied 
in  standard  or  sfiei-ial  contours. 

**l’*1ca"  contacts  for  co-planer  type  suhminiature  tulies 
and  transi.stors. 


SHORT-RUN  SERVICE 

For  those  who  need  quick  delivery  of  parts  in  |iilot 
quantities  or  require  a  low-i-ost  proving  ground  for 
spring  designs.  I-S  methmls  eliminate  exjiensive  timl- 
ing.  l-almratory  controlled,  prei-ision  |iro<luced  —  yet 
at  lower  cost  than  is  (lossihle  with  permanent,  high- 
activity  tools. 

W’e  are  equip|ied  to  handle  conventional  lierylliiim 
copper  stampings  and  screw  machine  products  in  short 
runs  or  in  high  production. 


INSTRUMENT  SPECIALTIES  CO.,  INC. 

75S-A  Bergen  Boulevard  Little  Polls,  New  Jersey 

Telephone:  Clifford  6-3500 


A  COMPUU  tNOINtiRIMO  AND 
SAMPLE  SERVICE 

When  your  product  is  m  the  design  stage,  M 
show  you  how  I  S  spring,  of  bervl hum 
copper  may  be  designed  to  fit  your  need.^ 
Ampde  stock,  flexible  ‘ 

„me  speed  production  of  sample  lot.  .fd 
trial  orderv 
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Our  principal  product —  RELIABILITY 


Eastern  Precision  Resistor  Corp.  is  the  only  resistor 
manufacturer  which  compounds  and  produces  its 
own  plastics,  extrudes  its  own  rods  and  machine  its 
own  bobbins.  The  rigid  quality  control  exercised 


over  these  operations  as  well  as  over  resistor  pro¬ 
duction,  insures  the  reliability,  stability  and  toler¬ 
ance  of  all  EPR  products 


NXAPS 

Designed  to  surpass  the  requirements  of 
MIL-lt-93A  and  MIL-lt-9444  specifications. 
CPft  "fiXaps”  encapsulated  lug  resistors 
feature  optimum  reliability  over  a  wide 
range  of  adverse  environmental  conditions 
Available  in  all  standard  military  sizes,  plus 
hundreds  of  commercial, subminiature  and 
special  sizes  and  shapes. 


ENCAPSULATED  SUBMINIATURE 
PRECISION  WIRE-WOUND  RESISTORS 

Series  NM  (radial  lead)  and  Series  NS  (axial 
lead)  resistors  are  wound  on  plastic  bobbins 
and  encapsulated  to  meet  the  requirements 
of  MIL-R-93A  specifications,  charKteristic 
"A”.  Available  in  both  military  and  industrial 
subminiature  sizes  and  ratings. 


AC  RESISTANCE  NETWORKS 

Excellent  matched  characteristics  over  wide 
temperature  and  frequency  ranges,  com¬ 
bined  with  very  low  distributed  capKitance 
are  the  outstanding  features  of  the  Type  SS5 
Matched  Precision  Resistors  shown  above 
The  distributed  capacitance  of  these  wire 
wound  units  is  held  to  values  as  low  as  , 
O.Smmfd  to  Immfd  on  a  I-megohm  resistor. 
Individual  resistors  are  accurate  within 
±0.05%,  and  are  available  in  resistance 
values  from  25  ohms  to  2  megohms  in  Vah 
to  Iw  ratings.  A  typical  1- megohm  unit  is 
r*  X  H"  diam. 


COMPLETE  PACKAGING 
i^l  Series  of  EPR  resistors  can  be  supplied 
in  modular  AC  and/or  DC  matche<i  net¬ 
works;  encapsulated,  varnished  or  wax-im¬ 
pregnated  to  meet  your  requirements  for 
termination  and  mounting. 


MINISCOPES 

These  compact,  miniaturized  oscilloscopes 
are  ideal  for  general  servicing  applications 
at  low  RF.  Automatically-focussed,  flat-face 
1-inch  CRT  provides  full-scope  usable  trace 
with  minimum  pattern  distortion.  Freouency 
Response:  OC-150  KC,  ±3  db.  usable  to 


COMP-U  TRIM  (MODEL  113) 

The  first,  truly-adjustable  precision  wire- 
wound  resistor.  Combines  all  the  desirable 
features  of  a  bobbin-wound  encapsulated 
resistor  and  a  trimming  potentiometer.  Val¬ 
ues  from  100  ohms  to  1.0  megohms  are 
available  with  matched  tolerances  of  better 
than  ±0.005%.  Particularly  suited  to  com¬ 
puter  circuitry,  voltage  dividers  and  net¬ 
works, and  other  applications  where  extreme 
resistance  matches  must  be  obtained. 


200  KC;  Sensitivity:  0.5  volts/in.  horizontal, 
0.5v— Imv/in.  vertical;  Sweep  Frequency-. 
0.5  cps.-SOKC. 


Write  TODAY  for  your  "Handbook  of  Precision  Wire  Wound  Resistors",  FREE. 

EASTERN  PRECISION  RESISTOR  CORP.eTSBarbeySt,  Brooklyn?,  N.Y.HYacinth  50133 
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Whwn  ord«pjfi9  or  mformatipn 

pUoM  m«fifion  Clwcfronict  Buyers* 
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DEFLECTION  YOKES 
TRANSFORMERS 

For  .  ..Military  and  Commercial  Avionics 

Leading  system  manufacturers  now  depend  on  CELCO  for  their  difficult  and  critical 
applications  on  many  of  these  components. 

Our  design  development,  production  and  quality  control  experience  —  combined 
with  CELCO's  highly  skilled  operators,  production  foremen  and  engineers  —  comprises 
a  team  that  has  proven  their  outstanding  performance  for  quality  components. 

Apply  the  CELCO  "know-how"  to  your  production  requirements! 


[SB3 


OSS 


We  specialize  in  the  design  and  manufacture  of 

PRECISION  DEFLECTION  YOKES  for  mili¬ 
tary  and  commercial  applications. 

CELCO  can  give  you  immediate  engineering  eval¬ 
uation  on  your  critical  display  problems. 


COILS  FOR  TRAVELING  WAVE  TUBES  - 

precision  wound  for  minimum  transverse  mag¬ 
netic  fields.  High  temperature  windings  are  a 
CELCO  engineering  development  — 


Unit  illustrated  is  12"  long. 


HIGH  TEMPERATURE  TRANSFORMERS- 

high  temperature  windings  and  impregnations 
on  CELCO  TRANSFORMERS  permit  high  operating 
temperature  with  reduced  size  and  weight. 


QSB3 


MINIATURE  TRANSFORMERS  &  SATUR¬ 
ABLE  REACTORS  —  specially  produced  for  the 
Transistor  and  Plug-in  type  amplifier  assembly. 
CELCO  designs  these  units  wherever  reduction  in 
size  and  weight  must  be  made. 


QSS3 


TOROIDAL  COILS  _  CELCO  is  equipped  to  cover  an  extremely  wide  range  of 
toroidal  windings.  gS&i.  No.  50  WifC  OR  1 .062"  ID  TOfOid 


Plants  in:  CUCAMONGA -Calif.  YUkon  2-2688 
Miami,  Florida  •  PLaza  1-9083 
Susquehanna,  Pa. 


No.  15  wire  on  a  9"  00  Toroid 


»  '  '  I  I  I  1  I  I  I  f  I  I  I  I  I  I  I  I  I  I  I  I  I  I  1  I  I  I  I  I  I  I  I  I  I  I  I  I  I 


ISLAND  AVE.  PHONE:  DAvis  7  -1123  MAHWAH,  N.  J. 


Call  DA  vis  7*1123  —/or  immediate  en0ineerin0 

evaluation  price  and  delivery  quotations  on  any  of  these  ^  ^  _ j 

component  requirements. 

Your  plant  is  only  hours  away  by  the  Celco  Air  Fleet 

PItnts  ini  CUCAMONSA — Ctlil.  VUktn  2-3MS  •  Pa.  •  Miani,  FlarUa  Plata  1-P083 


MAGNETIC  AMPLIFIERS 
AIRCRAFT  MOTOR  COMPONENTS 


..Nuclear  and  Computer  Industries 


c5i? 


MAGNETIC  AMPLIFIERS  —encapsulated  with 
epoxy  resins  or  silicone  rubber.  CELCO  experi¬ 
ence  with  proper  treatment  of  Toroidal  Coils 
assures  designed  performance. 


Cfelct. 


OSS 


TOROIDAL  COMPONENTS  -  for  use  in 

system  assemblies.  Sub-assemblies  of  chokes. 
Transformers  and  Saturable  Reactors  are  manu¬ 
factured  at  CELCO  for  packaging  into  a  single 
unit. 


PRECISION  TRANSFORMERS  -  CELCO  de¬ 
velops  Precision  Transformers  for  such  applica¬ 
tions  as  Computer  Components  with  high  accu¬ 
racy  of  turns  ratio  and  output  voltages. 


HERMETICALLY  SEALED  MAGNETIC 
AMPLIFIERS  &  TRANSFORMERS  -  with 

various  types  of  terminations,  evacution  and 
inert  gas  pressurization  give  CELCO  components 
minimum  weight  with  high-breakdown  voltage 
resistance. 


rr  ft 


QS3S 

R.F.  CHOKES  .TRANSFORMERS-  specialized 

universal  winding  types  of  coils  and  assemblies. 

These  CELCO  windings  are  used  when  minimum 
distributed  capacitance  is  required  and  space 
does  not  permit  use  of  mechanical  supports. 

i 

MOTOR  COMPONENTS— Centrifugally  cast 
squirrel  cage  rotors  for  low  inertia  motors,  arma¬ 
tures,  stators,  field  coils  and  special  type  rotor 
coils  —  are  a  CELCO  production  specialty. 


TO  SEMICONDUCT 


LOW 


CURRENT 

TYPES 


TO  1  AMP. 


*aKCuu. 

MIUTAIir 


•Milcc  IM  M  (M  rn,  M  MO  M.  talhin:  M  M  000  ¥«ltt  rw  •  MO  M  TM 

SpacificaUy  dMifn»d  lor  mia«to  and  airbonw  An  lint  of  Mtiooo  powr  diodM  I 

•QuipfMDt  appUcalMMM  wh*r»  miniatunMUon  mihtary  and  tndMalrial  applKatiocw  iaatuni 
and  roUability  art  prima  laelon.  HaraiaCi  ail  twaldad.hannaficailyaaladciooatnictioo.^ 
caUy  aaaUd,  ail  waldad,  piftail  land  oooatnic  daaifnad  and  manufacturad  to  maat  lha  im 
tioo.  Manufacturad  to  maat  Cba  moat  rifid  mil  nfid  oulitary  laquiramanta.  For  mformaU 
Italy  raquirainanU.  Raquaat  todlatto  M-a09  on  typaa  for  your  application  Caatait  Pocta 


•athvftrrMilMiM.  liMAatt.  tatliict:  IS  It  IM  voitt  M,  M  to  IM  m.  K  tatlagt :  4M  FfV,  to  7M  M.  lattofit  t  tf  ISM.  MtFIV  iC 

Low  forward  ventage  drop  and  low  leakage  Tlia  widest  raim  in  the  industry!  Dsaignsd  for  SD-800.  A  harmatically  saalsd.  all-waldsd  ail-  Semkap’r  imall  alae.  Ilglit  weight,  hlg 
ekarseteristks  make  this  aeriea  ideal  for  a  wide  Radio.  Tslavwioo.  TV  booster.  UHF  convsrtar  icon  iunctioa  roctihar  oftoring  maiimum  retis-  hility  and  tow  power  raquiremenli  i 
variety  of  power  applicstiont.  For  detaib  re-  and  exnsrimantal  applications.  Input  ratinga  bility  in  the  high  lemparaturss  sneountersd  in  ideal  for  automatic  frequency  conb 
quest  ioWstto  <26  volt  cells):  tuWsHa  from  26  to  IM  volts  AC  and  up  DC  output  TV  applications  PigUil  leads  eliminate  the  quency  modulation  oscillslort  ant 

M-1M.  (45  to  52  volts  per  cell)  and  tsUstla  currant  50  to  1.200  MA.  Writs  for  application  oaad  braekeU.  btoefca.  ate.,  simplify  iaatal-  networks  All-welded  hermeticallr 
S6>1SS,  on  high  current  drasity  cells.  information.  MMia  Inlion  For  cosnfileto  daU  Caatort  Portory.  shock-proof  houstag.  Keqiieft  lailoria 


•sttogi  I  i  gf  1M6.  2M  FIV  iC 


SILICON^ 


SELENIUM 


HIGlP” 

VOLTAGE 

TYPES 


tattng:  SM  to  24M  vtfto  FIV  •  IMtolMtot.  itohut;  ISM  to  tS.tOM  i llli  FIV  #  48  to  *46  mg.  agtingt:  2f  to  M,6M  ftlto  •  tJIglMtog.  ftatiaat  U  Miealta  FIV  at  I  smst 

Thrao  typaa  availablo.  Harmatically  aaalad.  Especially  auitad  for  miniaturised  military  ttosigned  tor  long  life  and  laliability  to  half  tonve  ie  a  tvi.i  rf«i.h#fl 

pigtail  cooatruction.  Style  J  rated  at  600  to  aquipmentsrhere optimum  reliability  ia a  prims  wavs,  voltage  doubler,  bndgs.  caolsr  tap  cir-  dmien  nraduMd  hv  tm^nuttorl 

lOUO  volts  PIV  at  125  ma.  taw  aria  M*12W  factor.  Standard  typaa  tor  normal  oonvactioa  cuito.  and  3pbaaa  circuH  lypas.  Hianolic  iif^r  Corporation  lor  nuhiarv 

Stylaa  K  and  L  with  PtV  rattofs  from  600  to  cooling  and  high  currant  typas  for  lorcad  air  cartridgaa  and  harmatically  aealad  lypas  avail  u^u  on  rs^gsdiasd  ailicon  uh.t.i.  l 

24U0  volts  at  100  ma.  dc  output  currant  are  or  oil  cooling  Hermetically  staled,  metalliaad  able.  Operating  temperature  range  >66*C  to  many  stan^rJ  vacuum  may  c 
dsacribed  in  tochnical  dstail-Mtetts  S6-1S7.  ceramic  houaing.  Requsat  iuttofto  M-22$  +100*0.  For  daUils  apscify  MMis  H-2.  from  our  MahUry  Products  — 


Internationa 


EXECUTIVE  OFFICES;  EL  SEQUNDO,  CA 


The  World's  Largest  Supplier  of  Industrial  Metallic  Rectifiers  •  Selenium  •  Germanium  •  Si 


YOUR  1958  BUYING  GUIDE 


A  PARTIAL  LISTING  OF  INTERNATIONA 

...THE  MOST  EXTENSIV 


ELECTRONIC  TYPES 


eOR  INDUSTRIAL  AND  MILITARY  ARPLICATIC 


MtTtfifCTIIC  CIUS  AM  SM  MTTtlllfS 


(ECTIFIER  CORPORATION  PRODUCTS 


INE  OF  QUALITY  RECTIFIERS  ON  EARTH! 

All  designed  and  manufactured  to  meet  the  most  rigid  military  requirements! 


POWER  TYPES 


POM  INDUSTRIAL  AND  MILITARY  APPLICATIONS 


'  MIllUHIt  IMKIIMI  Itta*  t«  I  IS  MHfl  K  Mtfat 

'••k'  "I  hrmtunllv  wrmlnl  _ _ ......  , 
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•im  Atsrfcptl  lu  wm-IimIs  Itir  tnIrrrcmnfrtMMp*  nwticnllv  MnM.  si 
rmiwiml  lt»f  <i|wrihc  rimnU  JMnitwm  rsl  ptoymIsb  rslasbihty 


•Misf-  M  Iff  Mt  vgttt  pnr  •  n  i«  4S  Am#* 


iMMCt:  M  It  AM  fMl  AfV  •  49  !•  IM  Amt*. 


r<in>>«r«.l.v^y  r.l«<  to  pn>««to  ■  totMtoil..!  c«.mK  torto.K,uto  •;~niw  ..ci  An  «ton««n  MMdard  mhI 

•sMy  fori  ST  in  MMhsrtrtsI  spplicslwm  Hm  thsmuil  clisrarWnAlirs  snd  msrhsnirsJ  polsnty  typos  (Iptmisl  mountir^  bsms  m- 

moticslly  hsIstI  sit  wokM  cnw  ranMnn-tion  sUbtlily  srs  umyI  m  ths  piwtunicm  of  thssr  Huilinf  mochins  thfssd  snd  pips  Ihrssd  l>|ws. 
PsoykAsb  f^aslnlity  ovsc  s  Innf  lifs  Typo«  ^Nfftly  rslisbls.  hsrmstarsllv  mslsd  isctilisrs  Macfiins  Ihfssd  boss  lypss  lidlsttn  M>A00b 


inC'>  I  'JT*  amiP*  IM‘  iiuIiriI  Til  !«  :iAil  AC'  avsiUlds  m  o  srids  volls(s  rsngs  For  dstsila  lor  militsry  or  mduMnsI  apt>4irstM 


l(•«llmsl  MMrip  M-U?A  Crami  Asrrory 


Fips  Ibrsad  bs»s  lypsa  •sllstls  AI-A01* 


CURRENT 

Ltype^ 


eTtTAMPS. 
R  JUNCTION 


SPECIAL 

SEMI- 

ONDUCTOR 

DEVICES 


pWla  Isrhfwcsl  dais.  rsi|usM  •wMortn  M-A04  ('omfdsis  atact  aaaamlilioa  tsUsHn 


■Mistti  AS  tA  iSd  Ampsrtt  ft  IsncttAo 

tanlinf  of  harmaticsily  aanisil  innrlmn  dmtlas 


Sd  tA  SM  fIV  •  rt  M  m  AMpt.  aim 

Standstd  srwl  rs%srm  polsnty  Ivpsa  oJarad  in  ^ 
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tooon>rHo..lu»..tontompp.7<^l.n«l.n.  C-n^  to^  lto«,p< 

.torCori  to  inrItoW  thr  intomtontoinro  rariuitod  cooUpurnlnntonUo  •saitobto  KuUtoi  C-*H.  llS 


•  t.  M  Mt  toll.  •  M  I.  MN  >«*.  ^ 

Spto,lto.llv  .l-..ptol  lor  .nrt*.r«l  IK'  pooto  m  , 

n^Tl.  l-.lmltol  romlrurlMto  Itoluro.  I»u»  •>•*»>.«.«>«.  •»«  rtortrochton,^ 

hmc  l»l*  ItRxriplivs  hultstim  svsilaMs  ars  inaUllstiona  Air  moUd.  thsas  hsrmstirsUy 


volt  rsiWi  iollaiiR  St'IM,  ^ImI  lunrtiorw  provids  sfVisncy  lo  Vft  5*; 


lor  apsniir  rimnU  Junrtmn  rslinf«  4A  tn  I.W  nmatnirtion  snd  hsiiiislir  msling  aaaurs  lotif  I0  ,1^  volla  psr  csih  ami  i«lla**R  SA*1SS.  Cast  aluminum  airloil  housiim  atfscts  mast 

smpt  avsrsfs  IN'  Writs  for  applirstian  data  Ills  snd  rsliability  Aafc  tor  •oNsftn  St-JOS  on  high  currant  dsrsiity  cslla.  mum  hast  trannlsr.  For  dstsiH  Cssrora  Psafsry. 


C  ■mg  lift  MTisi  gf  AC  AM  K  typAt 


tAtmC*  AM  ANWirAftt  lA  !•  OAttt 


Dsaignad  to  sliminats  amng  snd  srasion  A  nimptols  asnss  tn  A  lypsa  Miniaturs  sutgls  Fain 


I  1  .M1%*’€  ranct  Af  ftiUcAS  sM  »aIaaiaai  typAA.) 

I  units  for  powsr  vuppliss  and  ^islf  gsnsrslmg  csIIm  svailshls  tn  alsndsrd  snd 


ornwA  Ihs  conlsrts  of  rslsya.  MailrtMs.  sir  pmcticm  iv|»s.  multipls  lunrtton  typos  srtd  voltsgs  «»urrss  rsmpsrslurs  cnmpsnaslod  tor  cisitom  mssa.  mounisH  or  unmountsd  For 
A  complsts  sorioa  in  ssch  of  Ihrss  bsaic  ctouhls  snnds  units  7filt  milliwatt  snd  I  watt  sarsflant  stability  ovsr  a  tsmpsraturs  rsngs  of  dsisils  on  widr  is  fact  win  of  asimium  lypss. 
lypsa  duds  lyps.  rarlndgs  lyps  snd  hsr  lypss  ioMsrtn  M>*SI.  3  5  snd  |t>  watt  lypss  from  ^*1' to  <f  lfiU*C  Msnufsctursd  to  msoT  isctuawf  todlstto  P<-040.  Stlwun  sotor  csito  m 


msUcsIly  asolsd  lypss  for  induunsl  sppli  PoltstlR  M>yS3.  Mulli|ds  lunrtMm  5  watt  ths  rmml  ngtd  military  rsrjuirsmsnts  Typoa  muuntsd  and  unmountsd  typsn  ars  dssrribad 
rslwn.  for  cvmplsu  data  boNstln  M- IM>A  lypss  bH  3&3.  Itoubls  snods  lyims  SK  2&4  IN43U.  IN4.fUA.  INAJlAJ.  twltorto  M-3SS  m  Ischnicsl  dstail-spscify  Csllstm  St-IS*. 
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ectifier  Corp. 


OREGON  8-6281  a  CABLE  ADDRESS:  RECTUSA 

W  VOSN  ASEA  OFFICE:  132  E.  70lh  SI..  TRafsIgar  9-3330 
r^CO  AREA  OFFICE:  205  W.  Wackar  Or..  FRanklin  2  3888 

W  ENSLANO  AREA  OFFICE:  17  Dunatar  St.,  Cambridga.  Mata.,  UNiveraity  4-6520 
■N3VLV7;r;:A  area  office:  Suburban  Squara  Building,  Ardmora,  Pann.,  Midway  9-1428 


REPRESENTATIVES  THROUGHOUT  THE  WORLD 


ECTIFIERS  FOR  ALL  DC  R  E  Q  U  i  R  E  M  E  N  TS...  F  R  O  M  MICROWATTS  TO  MEGAWATTS  ! 


^  PRECISlOH 

earfott  compohents 

IN  PRODUCTION 


ELECTRONICS 


3  Gyro  Platforms,  Floated  Rate 
Integrating  Gyros,  Vertical,  Free, 
Directional,  Rate  Gyros  and 
Gyro  operated  Rate  Switches — 
compact,  lightweight,  hermeti¬ 
cally  sealed. 


Transmitters,  Control  Transform¬ 
ers,  Resolvers,  Repeaters,  and 
Differentials  in  Bu  Ord  Sizes  15, 
1 1  and  8.  High  accuracy  and 
environmental  resistance. 


Miniature  and  subminiature  Tran¬ 
sistorized  Servo  Amplifiers  and 
Magnetic  Amplifiers  "potted"  for 
convenience  of  installation  and 
long  life. 


Aircraft  Navigational 
Systems 

Industrial  Servo  Systems 

Servo  Analog-to-Digital, 
Digital-to-Analog  Con¬ 
verters 

Electro-Hydraulic  Servo 
Systems 


SERVO 

MOTORS 


MECHANICAL 

DEVICES 

Counters,  Electro-Mechanical 
Computers,  Hermetic  Rotary 
Seals,  Aircraft  Instruments  and 
High  Temperature  Resistant, 
Chemically  Inert,  Machinable 
Ceramics. 


High  torque,  low  inertia  Servo 
Motors,  Servo  Motor-Genera¬ 
tors,  Inertial  and  Viscous  damped 
Servo  Motors  to  iy4" 
Diameter, 


Bulletin  giving  physical  and  technical  data  on  the  various  Kearfott  Products  will  be  sent  on 
request.  The  Kearfott  organization  is  available  to  assist  in  the  development  and  manufacture 
of  other  precision  components  you  may  require. 


KKAfVPFOTT  COMPANY,  INC.,  LITTUB  PALLS,  N.U. 
Sales  and  Engineering  Offices:  1378  Main  Avenue,  Clifton,  N.  J. 
Midwest  Office:  23  W.  Colendar  Ave.,  la  Grange,  III. 

South  Central  Office:  6211  Denton  Drive,  Dollos,  Texas 
West  Coast  Office;  253  N.  Vinedo  Avenue,  Pasadena,  Calif. 


■  frPOWATIOISl’ 


When  ordering  or  seeking  intormatien 
please  mention  Electronics  Buyers'  Guide. 
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...the  record  tells  you  more 


COMPUTER  READOUT  . . .  AUTOMATIC  PROCRAMMMd 


DESIGNED  SPECIFICALLY  FOR 


from  a 

SAN  BORN 
SYSTEM 


YOUR  TYPE  OF  WORK 


When  erderins  or  teekins  inlormotion 
pfeote  menifon  (lecfromct  Suyert'  Guide. 
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1‘TOI  CHANNELS.  12  PlUO  M  PREAMPLUIERS 


I  SANBORN  COMPANY 

I  Industrial  Division 


Compact  "450"  senes  diiecl  writers 
use  7*  high  plug  in  preamplifiers  in 
modules  of  up  to  eight  and  "3S0" 
flush  front  recorder  package  wUh 
transistorised  power  amplifiers, 
power  supply,  features  velocity  feed¬ 
back  galvanometer  damping,  linear¬ 
ity  0  2  div.  over  entire  M  divisions, 
9  chart  speeds  from  075  to  100 
mm/sec  controlled  by  electric  push¬ 
buttons;  inkless  recordings  on  Per- 
mapaper  charts.  Available  preamps 
include  Servo  Monitor  (demodulator) 
and  DC  Coupling  Carrier.  Chopper 
Stabilized  and  Low  Level  types  are 
in  development. 


"ISO  series"  6-.  (-channel  consoles  in  46V5*  high  mobile  cabinet.  Dual- 
Channel  Ampkriers  have  selectable  sensitivity  from  0.01  to  10  volts/div. , 
Internal  calibration  2  volts  w \%  ireq  response  flat  to  20  cps.  Optional 
Programmer  sequences  system  operation  in  20  steps,  including  rKorder 
turn-on,  cahbratMn,  computer  DC  level  readint  recording  lor  pre-set 
time,  turn-ofl  and  reset. 


PORTABLE  INDICATORS  TOR  STRAIN,  ETC. 


Model  ISO-300/700  Wide  Band  Amplifier  and  Power  Supply  k- 
cepts  “ISO"  series  preamplifiers  —  tor  use  with  low  power  gal¬ 
vanometers.  oscilloscopes,  panel  meter.  Freq.  range  DC  to  10, OCX) 
cps  (but  limited  by  particular  preamp  range).  Panel  meter  has 
center  zero  scale.  2S  divisions  eKh  side  ol  center. 
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Features  ol  the  "ISO  series'* 
direct  writers  include:  fre¬ 
quency  response  to  100  cps; 
linearity  1%  overall,  ink- 
less  recording  in  true 
rectangular  coordinates  by 
heated  stylus  on  plastic 
coated  Permapaper  charts; 
current  feedback  driver 
amplifier  and  regulated 
power  supply  for  each  chan¬ 
nel.  Recorder  has  9  chart 
speeds.  0.2S  to  100  mm/sec, 
individual  stylus  heat  con¬ 
trols.  time-code  marker  Up 
to  6-channels  can  be  housed 
In  one  vertical  cabinet. 
Amplifiers,  recorder  also 
available  in  individual  por¬ 
table  cases.  _ 


175  Wyman  Street,  Waltham  54,  Mass. 


MOOU  278  CNART  VIEWER 


Permits  convenient,  variable  speed  editing  and  study  of 
Sanborn  charts  and  other  types  up  to  16*  wide,  200  It.  long. 
Single  control  lor  direction,  paper  speeds  (IS*  to  lOO'/min). 
Transparent  cursor  slides  l«^  or  right,  adjusts  lor  accurate 
alignment  with  coordinates. 


I  CHANNELS 


New  "3S0"  series  direct  writers 
with  compKt  plug-m  preamps 
in  modules  ol  up  to  a ,  individual 
power  supplies;  current  leed- 
bKk  transistorized  power  am- 
plifiers,  limiter  circuit  ahead  ol 
power  amplifiers;  velocity  feed¬ 
back  galvanometer  damping, 
enclosed  galvanometers.  Lin¬ 
earity  0.2  div  over  entire  SO 
divisions.  Recorder  power  am- 
pliher. power  supply  package 
has  0.1  volt/div  sensitivity,  can 
be  used  separately,  pushbutton 
controls  lot  9  chart  speeds  0  25 
to  100  mm/sec;  individual 
stylus  heal  controls.  coniKts 
lor  remote  control,  inkless  rec¬ 
tangular  coordinate  recording 
on  Permapaper  charts. 


8-.  I  CHANNELS.  FlUSN  FRONT  RfCOROER. 
FREOUENCY  RESPONSE  TO  120  CPS 


For  complete  data,  call  your  local  Sanborn  Enpineoring 
Represonloliv*  or  writ*  th*  Industrial  Division  in  Waltham. 


SELF  CONTAINED  UNIT  PREAMPLIFIERS 
TO  DRIVE  SCOPES, 

OPTICAL  OSClLOeRAPHS. 

TAPE  RECORDERS,  ETC. 


Portable  "350"  series  include 
Carrier.  DC  Coupling  Servo  Monitor 
(demodulator).  True  Differential 
DC  types,  others  in  development. 
Mount  in  portable  “450"  cases  or 
in  four-unit  modules  in  19*  frame. 
Use  individual  power  supplies 
One  "4S0"  case  and  power  supply 
can  serve  any  "350"  Preamp. 


Special  and  Standard 

POLLAK 

CONTROLS 

Accurate,  Dependable,  Long  Life 

Nearly  a  half  century  of  ex¬ 
perience  in  specialized  design 
and  production  of  precision 
components  .... 

RELAYS 

COAXIAL 

COMMUNICATIONS 

COMPUTER,  POWER  CIRCUIT 

HIGH  VOLTAGE 
MINIATURE 

MINIATURE  HERMETICALLY  SEALED 
PULSE 

SOLENOIDS 

MINIATURE 

PLUNGERS  FOR  PUSH  OR  PULL 
300  CUSTOM  TYPES  FROM 
20  STANDARD  PARTS 
DOUBLE  ACTING 

SWITCHES 

IMPULSE 
MOMENTARY 
PUSH  PULL 
ROTARY  SELECTOR 
TOGGLE 

1  Take  1 

I  neenng  design  serv^c  l 

1  'IV'to^helP  yorsoWe  diff.coH  1 

I  control  problems. _ 1 

WE  INVITE  YOUR  INQUIRY 

JOSEPH  POLLAK 
CORPORATION 


75-95  Freeport  Street 
Boston  22,  Moss. 


SALT 

SPRAY 

FOG 

TEST 

CHAMBERS 

to  meet 
MIL-E-52T2 
and  others 


TOP  OPENING  WALK-IN  FRONT  OPENING 


DEVELOPMENT  ENGINEERING  COMPANY.  INC. 

9  Cross  Street  •  Norwalk,  Connecticut 

Manufacturers  of  £nvironmental  Test  Equipment 
Fungus  Jesting  -  Co/d  -  Heat  -  Altitude  -  Humidity 


VARIABLE 

VACUUM  CAPACITORS 


PATENTS  PENDING 


npiii^nuT  I 


liL^t  /<  i  mitMiiL-Mlil 


VACAP 


CORPORATION 


1905  SUMMIT  AVENUE.  UNION  CITY,  N.  I.  ■  Telephone:  UNion  7-6699 
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Whan  ordering  or  Moking  information 
ploat*  montion  Eloctronici  Buynri'  Guido. 
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There  is  i 
No  Substitute 
for  i 

Reliability  — 


liiMiiOitu/tized 


Magnetic  Modulators 


All  Magnetic  Moduiators 
strictly  conform  to  MIL 
T  27A  Some  typical  cir 
cuii  applications  for 
Magnetic  Modulators  are 
algebraic  addition,  sub 
traction,  multiplying, 
raising  to  a  power,  con 
trolling  amplifier  gains, 
mechanical  chopper  re 
placement  in  DC  to  fun 
damental  frequency 
conversion,  filtering  and 
low  signal  level  amplifi 
cation 


FASTER  RESPONSE  TIME 
NEGLIGIBLE  HYSTERESIS 
EXTREME  STABILITY 

(Ambient  Temp.  Range  from  — 65*C  to  •  135*C) 

COMPACT  SIZE 
LIGHTWEIGHT 
INFINITE  LIFE 
COMPLETE  RELIABILITY 


Miniaturization  of  the 
new  Magnetic  Modulator 
makes  it  possible  to  in 
corporate  this  compo 
nent  into  wafer  type 
structures  and  transis 
torized  printed  circuit 
assemblies  without  sacri¬ 
ficing  ruggedness  or 
reliability 

CONSULT  GENERAL 
MAGNETICS  on  magnetic 
amplifier  components  for 
automatic  flight,  fire  con 
trol.  analog  computers, 
guided  missiles,  nuclear 
applications,  antennas, 
gun  turrets,  commercial 
power  amplifiers  and 
complete  control  sys 
terns  Call  or  write  for  Cat 
ilog  B  on  miniature  and 
standard  components 


Cicilaltons  rrequetKy-Carrief 

400  cps 

400  cps 

400  cps 

Sicnal  Winding 

DC  Resistance 

1000  ohms  ±15% 
each  sicnal  windini 

1000  ohms  ±15% 
each  signal  winding 

10  ohms  ±15% 

AC  CicNation  VoNs 

5.5  V.  O  400  cps 

2.5  V.  9  400  cps 

6  V  RMS 

Input  DC  Signal  Range 

Oto  ±I00aa. 

0  to  ±80  aa. 

0  to  ±10  mv. 

AC  Output  Range 

0  to  2.2V.  9  400  cps 
(sine  wave) 

0  to  1  5V.  9  400  cps 
(sine  wave) 

0  to  2.7V.  9  400  cps 
(sine  wave) 

Overall  Dimensions  (Inches) 

27/32*27/32x1  5/16 

27/32*27/32*1  3/16 

1  1/4*  7/8*  5/8 

Null  Amplitude  (Noise  Level) 

20  mv.  RMS 

15  mv.  RMS  max. 

25  mv.  RMS  max. 

7000  ohms 

7000  ohms 

10.000  ohms 

\  Null  Drift  (In  t•rm•  of  inp%it 
oicnal)  -65X  to  f  lOOX 

±0.5  aa.  max. 

±0.5  a*-  max. 

±0.1  mv.  max. 

Hysteresis  —  %  of  mailmum 
input  signal 

0.5%  maximum 

0.5%  maximum 

0.5%  maximum 

Type  o(  Mounting 

Male  Stud 

■bbbbi 

Male  Stud 

Maiimum  %  Distortion 

I  in  Output 

25% 

usad 

20% 

1  Weight  Ouirces 

1.3  oz. 

1  1.2  oz. 

1.5  oz. 

nuKii 

ShMItt 


vasm  arM-vx^arAE.  sasarxi 


TEN-TO-ONE  THE 

Copper  Clad  Laminate 

YOU  WANT  IS  HERE! 


From  these  ten  basic  Phenolite®  Grades, 
you  can  select  the  base  material,  resin, 
properties  and  price  to  fit  your  present 
printed  circuit  need. 

If  your  problem  is  finding  a  suitable 
cold-punch  material,  try  samples  of 
XXXP-470-1.  It’s  designed  for  use  in 
automated  production  equipment.  If  you 
are  looking  for  higher  heat  resistance, 
check  Grades  G-10  and  G-11. 

Out  of  National’s  research  laboratories 
come  new  advances  every  day.  See  your 
National  Representative  about  new  prod¬ 
ucts  and  applications.  He  can  keep  you 
posted  on  the  full  line  of  Phenolite 
Laminated  Plastic,  Vulcanized  Fibre  and 
National  Nylon  for  electronic  applica¬ 
tions  across  the-board.  In  the  meantime, 
write  for  our  new  ’’Phenolite  Copper 
Clad  Data”  folder.  Address  Dept.  V-6. 


NATIONAL  BASIC  ENGINEERING  MATERIALS 
Ov»r  100  Grades 

•hMtt  •  rods  •  tubes  •  relit  •  fobricoted  ports 
National  Vulcanixod  Fibre 
Poerlett  Electrical  Insulation 
Phenolite  Laminated  Plastic 
National  Nylon 


VULCANIZED  FIBRE  CO. 

/  WIIMINGTON  99,  DELAWARE 
In  Canada: 

BRIIINAL  Fill!  CIHRAHT  IF  CRNIIR,  ITI.,  Tiriili  3,  litirll 


PROPERTIES  or  RASE  MATERIAL 


COPPER  CLAD  PROPERTIES 


I  RELATIVE  COST  I 
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M  ArHk«| 

Sahill 


Muma 

0p«ili| 

TtafVilMi 


PillAtliPill 

r  stilf 


Miftliat,  ElcM 
Rtlu  CmA  PiIOa 

N  Hn  3S°C/N<«  RH 


Sm  m  lltiM 
r  Skivi 

>GrMU>  Thw 


H.*  TM.  I  Ot 
CmaISH* 


l•‘CTCin  'V.XIIHn 


l.lllll 


XXP-209-G-1 


XXP-239-1 

PHENOCLAD 


XXXP-219-C-1 


XXXP-455-1 


XXXP-470-1 


N-1-852-1 


G-5-813-1 


G-10-865-1 


>  10(«i'  475‘’F 


>10(»  475^^ 


>  10(0.  475"F 


>10(fli475‘’F 


>  10(0.  450'’F 


200.000 


500,000-1.000,000 


1,000,000-1,500,000 


300,000-500,000 


2,000,000 


1,500,000-2,000.000 


2,000,000 


>30(q,500‘’F 
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DATA  SHEET 


I 


PHILLIPS 


REMOVE  AND  FILE  FOR  REFERENCE 


SERIES  31  &  32  SUB-MINIATURE  RELAYS 


**VIBItATION-ltK8ISTANCK**  — AN  INTKCRAL  RART  OF  DKSICN 

Tlie  internal  structure  of  ami  1)(!-;V2  relays  includes  several  unique  features,  not  the  least 

of  which  is  its  niovahle  contact  spring.  The  springs  are  formed  of  round  heryllium  copper  wire  with 
a  precious  metal  hea<l  coined  <lirectly  on  the  wire.  Such  contacts  have  very  small  mass  and  extremely 
hinh  natural  resonant  fre<|uency,  making  them  extraordinarily  eflicient  over  a  wide  range  of  vibra¬ 
tions  and  «*perative  shock.  These  relays  are  conservatively  rated  at  20  (»'s  of  vihraticm  to  2.000  c.p.s.. 
operating  shock  up  to  .lO  CTs. 


DC-31  and  DC-32 
DESIGN  FEATURES 

Th«‘  Miairnriir  rirriiil  i^  oiir  of  hi|ch  rftirirnry  (if-ifcn, 
rnlirriy  for  loMrr  inuKnriir  l<-aka|Ee.  Magnt-lir 

Klrurlurr  in  r»iiipoM‘<l  of  annralril  Aniiro,  u«<*d  tw  rliin- 
inaIr  tlir  u^•i<■^i^al•lr  ii(  |><Tiiianrnl  iiiaanetiMii. 

Aniiaturr  f-lniiliirr  only  1.8  fcraiiis  inrIudiniE 

nintart  arlualur,  pro\idiiifC  a  ^rry  liigli  and  dritiraldr 

ratio  of  wripciil  to  rrtiini  ^|l^in|e  prrMiurr.  It  ih  thi!> 

uhirli  hif:li  -liork  and  \iliration  rr»i>tan<'f  for 

thr  31  and  32  -rriro. 

(!oil  dr-ifEii,  featuring  a  >er>  large  ttpaee  faetor,  ofTer> 
high  ani|>ere  turn-  for  pull-in  at  military •»peeified  \olt- 
age^.  No  impregnating  \arnii>h  in  u^ed  and  all  in-ulation 
ii>  either  Mylar  or  Tellon. 

Kelay  mount-  are  de-igned  to  permit  placement  of 
llange  at  any  position  along  hody  length.  \n  in\erted 

mounting  is  ea-ily  a\ailahle. 


DC-81  and  DC-82 
A8SEMBI.V  FEATURES 

l>f%3l  and  IH!-32  relays  are  general-purpose  henneti- 
rally-sealed  unit-  —  extremely  eompaet  and  lightweight  in 
proportion  to  large  contact  ratings.  They  are  ruggedly 
constructed  to  withstand  destructixe  -hock  test-  of  more 
than  too  (/s  without  meehanical  damage. 

Both  relays  are  de-igned  and  tested  to  exceed  rei|iiire- 
meiits  of  military  s|N-cification-.  MII.-K-.>7.>7,  MII.-K-2.iOI8 
and  MII,-K-6I00.  Temperature  range  for  standard  units  is 
from  —  6i*  to  -♦■123*. 

Header-  are  furnished  in  plug-in  or  solder-type  ter¬ 
minals.  They  ran  he  -iipplird  with  leail-  already  soldered 
to  header  and  impregnated  with  a  potting  compound. 

Standard  roil  and  contact  ratings  of  the-e  relays, 
listeil  on  the  rexer-e  side,  are  conserxatixe.  For  special 
re<|uirements,  additional  ratings  can  he  proxided. 

In-Illation  within  these  units  i-  non-organir.  prrxrnt- 
ing  contamination  of  contacts. 


GUIDE 


toar-OHt.  otul  filr  foi  ^B/crcncc. 


CHARACTERISTICS 


N  A  HURRY  FOR  TEFLON*  INSULATED 

High  Temperature  Wire  &  Cable? 


YOU  GET  IT  FASTER  FROM 


COMPUTE 


SERVICE:  SUPER-TEMP'S  manag«m«nl  is  not  tho 
ivory  towor  lypol  Thoy  or*  always  availoblt  for 
porsonol  discussion  and  advica.  Your  ordar,  small  or 
lorga,  racaivas  immadiata  intarasi,  altantion  and  con¬ 
tinuous  suparvision  at  all  production  stogas. 

"KNOW-HOW";  Yaors  of  axparianca,  tolant  and 
craftsmanship  at  all  lavals  ara  at  your  disposal. 
SUPER-TEMP's  advancad  anginaaring  skills  ora  your 
assuranca  of  high  pracision,  dapandobla  products. 

TESTING  FACILITIES;  Quolity  production  is  insurad 
by  avary  concaivabla  anvironmantal  and  physical 
tast  in  SUPER-TEMP's  modarn  rasaorch  laboratory 
aquippad  with  tha  lotast  sciantific  tasting  instrumants. 

PRODUCTION  EQUIPMENT;  SUPER-TEMP  is  now  end 
will  continua  to  bo  tha  industry's  most  complatoly 
intagratad  plont  for  all  phosas  of  wiro  and  cablo 
production.  High  spaod,  modarn  mochinas  ossura 
voluma  production  with  sustainad  raliability. 


Send  for  36  Page  Catalog 

Contains  valuable  information 
and  spocificotians. 

*OuPont  Polytatrafluoroathylena 


MAGNET  WIRES  •  HOOK-UP  WIRES 
CABLES  •  TUBING 


SHIELDED  AND  JACKETED  MINIATURE  CABLES 
Coax,  Single  Conductor  and  Multi-Conductor  Constructions 
All  Wires,  Braided  Shieldings  and  Jacket  Specifications  Available 

TEFLON  INSULATED  MAGNET  WIRES 
Nos.  1  4  to  50  AWG  Single,  Heavy,  Triple  and  Quad  Thicknesses 

TEFLON  INSULATED  HOOK-UP  WIRES 
Tape  wrapped  and  extruded.  All  color  codings  including  stripes 

SILICONE  ENAMEL  INSULATED  MAGNET  WIRES 
Nos.  14  thru  50  AWG  Single  and  Heavy  Insulations 

SPECIALTY  WIRES  AVAILABLE  USING  TEFLON,  GLASS  &  SILICONE 

TEFLON  TAPE  (Unsintared)  —  SUPER-TEMP  walcomas 
your  inquiriai  on  our  now  Taflon  Topa  production 
facilities.  Extra  long  lengths  available. 

American  Super-Temperature  Wires,  Inc. 

8  West  Canal  Street,  Winooski,  Vermont  •  Phono  University  2-9636 
General  Sales  Office:  195  Nassau  Street,  Princeton,  N.  J.  •  Phone  Princeton  1-44S0 
Agents  in  Principal  Electronic  Monufocturing  Areas 
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GENERAL  nfVlCES.  INC.  ANNOUNCES 


its  new  and  expanded  product  line  and 
facilities  as  part  of  a  well  organized 
plan  now  in  operation.  The  company  has  moved  to  modify,  improve 
and  expand  its  organization  and  to  considerably  increase  its  financial  working  base. 
Its  Multichannel  Products  Division  is  the  first  specialized  operation  of  its  kind  in  the 
country  dealing  exclusively  with  multichannel  instrumentation  and  related  problems. 
The  Division  is  made  up  of  three  major  sections  each  of  which  provide  the  latest  tech¬ 
nology  in  the  field. 


MULTICHANNEL  SYSTEMS 
PRODUCTS  SECTION 

This  section  is  capable  of  complete  theoretical  analyses  of  multichannel 
problems  including  the  choice  of  basic  modulotion  methods,  the  applica¬ 
tion  of  information  theory,  practical  considerations  in  providing  optimum 
systems  for  given  applications,  ground  and  airborne  radio  link  systems; 
creation  of  standard  and  special  telemetery  and  data  handling  systems, 
particularly  FM-FM,  PWM  and  PCM  systems.  Equipment  is  currently  avail¬ 
able  for  systems^ind  for  portions  of  systems  from  the  end  instruments  to 
the  final  record  or  computer.  All  electronic  (non-mechonical)  systems  are 
now  available.  Applications  range  from  commercial  plant  installations  on 
the  ground  to  complex  minimum  equipment  space  instrumentation  installa¬ 
tions. 

—A  booklet  dealing  with  the  choice  and  application  of  tampling  devices 
entitled:  "Electronic  and  Electro-mechanical  Sampling  Devices  for  In¬ 
strumentation",  is  available  upon  request. 


The  only  combined  high  ond  low  level  PDM  multicoder  minia¬ 
turised  and  qualified  for  the  most  rugged  applications. 


Switches  shown  above  represent  typical  applications,  nomely 
drift  compensation  of  analog  computer  amplifiers,  high  per¬ 
formance  aircraft  telemetering  and  ICBM  nose  instrumentation. 


MULTICHANNEL  ELECTROMECHANICAL 
PRODUCTS  SECTION 

This  section  is  largely  concerned  with  research  and  development,  design 
and  manufacture  of  multicontoct  high  speed  sampling  switches  for  widely 
diverse  applications.  Although  the  Company  developments  involve  all  forms 
of  multichannel  switching  principles  including  magnetic,  capocitative  and 
mercury  forms,  two  forms  based  on  the  unique  developments  over  the  post 
year  are  being  produced  on  a  regular  basis  in  large  quantities.  For  appli¬ 
cations  allowing  high  contact  resistance  the  Company  has  a  well  proven 
and  qualified  Perma-Brush  self-lubricating  wiping  arrangement.  For  low 
contact  resistance  applications  a  unique  metallic  wiper  design  is  used.  The 
multi-contact  switch  group  represents  the  greatest  concentration  of  experi¬ 
ence  in  the  Country  capable  of  stating  quickly  and  reliably  how  any  re¬ 
quirement  con  or  connot  be  met.  Applications  include  radio  ond  wired 
telemetering  systems,  cathode  ray  tube  disploys,  computers,  multipoint 
checkout  equipment,  multi  channel  tape  storage  systems. 

— Send  for  customer  requirement  data  sheet  for  mechanical  switch  appli¬ 
cations.  {GDI  4  56 A) 


MULTICHANNEL  ELECTRONIC  SWITCH 
PRODUCTS  SECTION 

This  section  comprises  a  group  of  speciolists  in  the  development  and  de¬ 
sign  of  multichannel  switches  using  non-mechanical  methods.  Together  with 
its  engineering  model  shop  and  specialized  production  copacity,  it  is  obie 
to  appraise  and  fulfill  any  practical  switching  requirement.  Technicolly  it 
employs  a  number  of  approaches  including  solid  stote,  electronic  and  in 
some  cases  entirely  passive  elements  to  effect  the  required  switching  process 
with  no  moving  or  wearing  parts.  Many  U.  S.  and  Foreign  Potents  hove 
been  applied  for.  An  intimote  knowledge  of  the  reloted  systems  circuitry 
makes  it  possible  to  provide  custom  designs  for  maximum  performance  and 
minimum  cost. 

— Send  for  customer  requirement  data  sheet  for  electronic  switch  appli¬ 
cations.  (GDI  4-58C) 


Q 


Typicol  high  Uv*!  tolid  ttot«  •UcIroriK  <ommwtotor«  (EI•<trocom•)  ovqiI- 
obl«  wiH)  mating  h»y«rt  or  BwkKorrior  OKiHofort,  ttondord  45*20  ond 
30  channol  typot  copobi*  of  ony  of  tkroo  »tondord  tompling  rotot 


GENERAL  DEVICES,  INC. 

P.  O.  BOX  253,  PRINCETON,  NEW  JERSEY 

PHONE  DAVIS  9.J323  —  TWX  Monmouth  Junction  N  J.  37IX 
OFFICES  IN  DALLAS,  LOS  ANGELES.  NEW  YORK  STATE  NEW  ENGLAND  AND  CANADA 


GDI  is  in  need  of  a  few  top  engineers  with  experience  in  these  fields  who  would  like  to  join  our  company  at  a  responsible 
level  and  share  in  the  success  af  our  rapidly  growing  organization.  Send  resume  to  Executive  Office,  Princeton,  N.  J. 


, NOUS'*'”" 
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TELEVISION  CO..  INC 


•  7-0306 


MODEL  LAB-30PN  ^  ^ 

•  REVERSIBLE  POLAR- 
ITY —  Continuously  Vori- 
able  1  to 

Regulated  CXI  Power 
ply 

0.5%  at 

this  capable  of  2  ma. 

eration  within  regulation  specifications. 

This  16  tube  unit  is  of  the  RF  type  consisting 
of  a  separate  oscillator  and  buffer  feeding  the  p>ower  oscilla¬ 
tor  into  a  double  rectifier.  Regulations  accomplished  through 
feed-back  into  a  DC  omplifier  plus  simultaneous  output  con¬ 
trol  of  the  buffer.  Polarity  reversible  from  front  ponel.  Stond- 
ard  Rack  Model — 19"  wide  x  12"  high  x  13"  deep.  Standard 
Bench  Model — 21"  wide  x  14"  high  x  15"  deep. 

WiHi  HV  Meter  $645  Net — Less  Meter  $595  Net 

MODEL  LAB-30  is  a  positive  piolarity  output  regulated  High  Voltage 
DC  Power  Supply  with  same  electrical  choracteristics  and  dimen¬ 
sions  os  the  LAB-30PN.  Available  in  either  positive  or  negative 
polarity. 

.  With  Meter  $545  Net — Less  Meter  $495  Net 


MODEL  2040 

40  KV 

DC  POWER  SUPPLY 


ruggedly  type  power 

supply  use 

laboratories 

plants  throughout  the  world  for 
\ condenser  changing,  electrostatic 
paint  spraying  and  insulation  testing, 
electrostatic  flocking,  etc.  In  wide  use  for 
spot  knocking  by  TV  tube  manufacturers.  Designed 
for  constant  use  and  will  stana  severe  obuse.  Available  with  either 
positive  or  negative  40  KV  output.  Voltage  range  of  approx.  15 
to  40  KV.  The  15  to  40  KV  voriance  in  voltage  is  controlled  through 
a  knob  on  the  front  panel.  If  desired,  automofic  overload  cutout 
relay  and  reset  button  may  be  installed  at  slight  additional  charge. 
Voltage  supplied  through  a  6  ft.  HV  Safety  Cable.  Specify  desired 
polarity  when  ordering.  19"  wide  x  12Vi"  high  x  13"  deep 

$150.00  Net 

With  HV  meter  installed  in  front  panel . $50  additional 


MODEL  PN-30R 

REVERSIBLE  POLARITY 
CONTINUOUSLY  VARIABLE 
1-30  KV  UNREGULATED 
DC  POWER  SUPPLY 


MODEL  RG-30 

Continuously  Variable  15-30  KV  Regulated  DC 
Power  Supply  With  Regulated  Focus  Voltage  Tap 

A  high  grade  supply  which  incor-  ' '  _ 

porates  a  voltoge  tap  in  the  range  > 
af  4  fa  6  KV  for  use  with  5WPI5, 

5TP4  and  flying  spot  tubes.  Regula-  _ 

tions  better  than  .5%  at  I  milli- 
ampere.  In  wide  use  for  color  tube 
development  work,  transcription  re- 
cording  systems.  wide  x 

$295  Net 

With  meter  installed 

front  panel . $50  additional 


(  A  light,  compact  wide 

use  for  insulation  testing, 
^  precipitotors  and  loborotory 

research.  Polarity  reversible 
from  front  panel.  Current  output — 
approx.  2  milliomperes  at  20  KV;  250  microamperes  at  30 
KV.  Input — 1  lOV  AC  60  cycles.  Dimensions:  19"  x  12’/i" 

X  13"  . $205  Net 

With  HV  meter  installed  on  front  panel  $50  additional 


MODEL  LAB-80 

REGULATED  DC  POWER  SUPPLY 


MODEL  RG-40  -  Same  specifications  as  above  except  high  voltoge 
range  is  apiprox.  15  KV  to  40  KV.  In  wide  use  in  projection  tele¬ 
vision  systems . $295  Net 

With  meter  installed  on  front  panel . $50  additional 


Continuously  variable  0  to  90  KV 
DC  Power  Supply.  Output  current 
1  mo.  at  80  KV.  2  ma.  from  40 
KV  down.  Voltage  regulations  bet¬ 
ter  than  1  %  throughout  voltage 
range.  Panel  dimensions  1 9"  wide 
X  26"  high  x  18"  deep. 

LAB-80  Complete  wiHi  HV  meter 
$900  Net 

Specify  polarity  output — positive  or 
negative 


MODEL  LAB-60 


Variable 
KV  DC 

Power  Supply  ^ 

2 

drawn 

to 

Supplied  with  either 
or 

polarity 

Regulation 

2W4"  X 

X  18" 

deep  I^BB^HBHBBBlBBBiBliB 

LAB-60  Complete  with  HV  meter . $695.00  Net 

LAB-60  PN  Reversible  polarity  model  of  above.  $745.00  Net 


^  MODEL  4575 

^  POWER  SUPPLY 

compxict,  well  designed, 
ruggedly  built  DC  supply  utilizes 
fwo  6AQ5  tubes  as  a  parallel 
'  oscillotor  feeding  a  1X2  recti- 
fier  tube.  For  on  output  voltage 
of  KV  DC  at  1  milliompere, 
the  low  voltage  input  requirement  is 
250  V  at  50  milliomperes.  By  vorying  the 
DC  input  the  output  voltage  con  be  varied 
from  approx.  1  KV  to  7V^  KV.  Dimensions:  554"  high  x  5" 
deep  X  4Vi"  wide.  In  completely  enclosed  metol  housing 
(not  shown).  Less  low  voltage  DC  supply . $32.50  Net 
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Secondory  Height . 7" 

Secondory  Windings . 3"  dio. 

Consisting  of  10  Pie  Windings 
Primary .  (Seporote  from  secondory) 

Height . 4" 

Diameter  . 4l'4’' 

Secondary  Voltoge  Output.  .35  KV 
Secondary  Current  .5  Milliomperes 

Approx.  Frequency  . 70KC 

$42.00  Net 

25KV — Same  os  35  KV  except 
Secondary  Height . 6" 

$36.00  Net 


Secondory  Height . 3 Vi" 

Secondory  Windings . I 

Consisting  of  4  Pie  Windings 

Primary  Diameter . 2 Vi" 


Secondory  Voltoge  Output..  5  KV 
Secondory  Current  .2  Milliomperes 

Approx.  Frequency . 300  KC 

$7.00  Net 


Secondary  Height . 5  Vi  " 

Secondary  Windings . 1  ^/i" 

Consisting  of  7  Pie  Windings 

Diameter  . 2  Vi  " 

Secondory  Voltoge  Output 
10-I5KV 

Secondary  Current  .2  Milliomperes 
Approx.  Frequency  . 175  KC 

$12  Net 


L4.  U,  L« 
ora  Spellman 
RF  Filament 
Transformer* 


RF  STEP-UP  COILS 


RF  FILAMENT 
TRANSFORMERS 


A  self-resonant  outo  tronsformer  for  use  with  type  IB3  Rectifier 

tube.  Will  operote  with  Spellman  HV  colls . $1.50 

TUNING  PADDER  for  Filament  Transformer . 0.58 


MODEL  7512 

7Va  KV  POWER  SUPPLY 

Voltage  output  ot  approx.  7.5  to  12  KV. 
1  ma.  ot  current  may  be  drawn 
ttwoughout  the  voltage  range.  To  obtain 
an  output  voltoge  of  7.5  KV  ot  1  mo., 
low  voltage  input  requirement  is  300 
V  DC  at  50  mo.  By  varying  the  DC 
input,  the  output  voltoge  con  be  in- 
creosed.  Maximum  input  voltage  ot 
425  V  at  100  ma  will  give  an  output 
of  12  KV  at  I  mo  5J4  W.,  8’4"  H., 
6J/4"  D. 

542. SO  Nat 


RF  STEP-UP 
COILS 

Secondary  Windings . 4"  dia. 

Consisting  of  12  Pie  Windings 
Primory  (separate  from  secondary) 
Height . 4" 

Secondary  Voltage  Output.  .70  KV 
Secondary  Current  .5  Milliamperes 
Approx.  Frequency . 70  KC 

$75.00  Net 

TELEVISION  CO..  INC. 
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INSTRUMENTS  . 

FOR 

LABORATORY  and  PRODUCTION 


NEW 

IP  SENSITIVE  W 
^  VOLTMETERS  if  * 


DC  MILLIVOLTMETERS 

Model  97-A  DC  Voltmeter-Amplifier 

•  Range:  10  microvolts  to  1000  volts 

•  Accuracy;  3%  full  scale 

•  Input  Resistance:  10  megohms  to 

100  megohms 

Price  $325 

Model  98-A  Differential  DC  Voltmeter 

•  Ronge;  10  microvolts  to  1000  volts 

•  Accuracy:  3%  full  scale 

•  Common  Mode  Rejection;  80  DB 
Price  $395 


RF  MILLIVOLTMETERS 

•  Ronge:  Model  91-C— I  millivolt 

to  3  volts 

Model  91 -CA— 0.3  millivolt 
to  3  volts 

•  Frequency  Range:  50KC  to  600  MC 

•  Accuracy;  5%  to  200  MC 

10%  to  600  MC 

•  High  impedance  probe  and  52 

ohm  adapter 

•  300  volt  probe  adopter  available 

Model  91-C  Price  $395 
Model  91-C  A  Price  $495 


THREE  TERMINAL 

CAPACITANCE  BRIDGE 

db  dh  A 

•  Cap.  Range;  .0002  mmf  fo  11,000  mmf 

e  Approx.  Accuracy;  zt.  (0,25%  -+-  .001  mmf) 

e  Measures  direct  or  grounded  capacitance  and 

conductance 

e  Self-contained  oscillator  and  detector 

.>'r  tr.. 

e  Ideal  for  temperature  coefficient  measurements 

Model  74-C  Price  $935 

RF  DISTORTION  METER 
and  VOLTMETER 

•  Freq.  Range;  Model  85-B— 1  to  100  MC 

Model  85-C— 0. 1  to  6  MC 

•  Sensitivity:  60DB  below  1  volt 

•  Input  Impedance:  approx.  50  ohms 

•  Same  Voltmeter  features  as  91-C  above 

Models  B5-B  and  85-C  Price  $740 


UHF  GRID  DIP  METER 

e  Widest  Freq.  Range:  300  to  1000  MC 

•  Small,  lightweight  probe 

•  High  sensitivity  for  both  capacitive  and 

inductive  coupling 

e  Frequency  Accuracy:  J.2% 

Model  101-B  Price  $275 

Boonton  ELECTRONICS  Corp. 

Morris  Plains,  N.  J.  •  Phone:  JEfFerson  9-4210 


For 

Missile 

Testing 

and  general  use 

30  to  300  Amps 


•  Underwriters 
Approved 


CHRISTIE 

SILICON 

POWER 

RECTIFIERS 

Avoilobl*  in  Induttriol 
and  Military  typ«».  Mill* 
lary  typ*  mp^ti  tp«ci 
MIL  E  4970  and  MIL-I. 
6181.  OtK«r  stotionory 
ond  rnobil*  fttyl««  avail* 
obl«  up  to  1500  Ampt. 


Q  a 


Wrifm  lor  *  j 

Bullotin  ^ 

AC5fl-A 

CHRISTIE  ELECTRIC  CORP. 

D«pt.  EL,  3410  W.  67th  St.,  lot  AngtUt  43 
Ovor  a  QvorfRr  CROtury  ol  Roctifior  Manufacturing 


^^\^Y  MAKE  IT  Diff'CUtr 


i^WHEN  THERE’S  A^  EASY  WAY^I 


^hSYSTRON 

IN-LINE  I  /  -4 

READOUT  ;  | 

In  a  4  r  .  .  u  u  r  h 
SINGLE  •• 

UNIT 


Model  1031 

Metffcycle*  Microtocond 
Counter. Timer 

In  juHl  one  glance  you  have  the  annwer  — 
and  you  get  the  answer  in  juj»t  one  unit. 
With  Syslron’i  ningle  package  IN-MNK 
re'adout  digital  counte-r,  there’*  no  tran*- 
prwing.  no  confusion,  no  necond  haik.  I.arge 
1-inch  IN  LINK  digit*  are  clearly  readable 
at  difftance*  up  to  40  feet,  overcoming 
fatigue  and  error  factor*.  One  unit  elim¬ 
inate*  auxiliary  boxc** ;  increane*  accuracy 
a*  well  a*  *|>eed. 

Other  Important  SYSTRON  Featuren : 

•  Magnetron  Ream  Switching  Tiilre* 

•  Local  nr  Remote  Indication 

•  Adjufftahle  Trigger  Contn»l* 

•  Driven  Digital  Recorder  Directly 

For  comjtlfte  *peri/?caf tow*  atui 
price*,  plenne.  write 


SystrBn 

caRPORaTiaN 


9$0  CAIINOO  STIEiT*  CONCORD.  CAIIFORNIA 
REPRESENTATIVES  IN  PRINCIPAL  CITIES 
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TENTATIVE  DATA 


ES  3103 


3101 

3102 

3104 

3105 


Subminiature  Germanium  Alloy  Transistor,  P-N-P  Type 

Low  power  —  Low  frequency  —  General  purpose 


LIMITING  VALUES 

Maximum  Collector  power  dissipation  at  45  *C .  30  mW 

Junction  temperature  rise .  0.6  *C/mW 

Cutoff  frequency .  800  Kc/s  minimum 

Maximum  collector  voltage .  10  V 

Maximum  collector  current .  10  mA 

Noise  figure  (R,  IB  500  ohms;  Vc  «>  —  2V;lc“  —  0,5  mA) . I  db  design  center 

*  \  10  db  maximum 

Collector  capacity  (V^  aB-.5V) .  50  pf  maximum 


AVERAGE  OPERATING  VALUES  AT  25 ‘C 

Collector  reverse  current  (V^  «  —  2V)  . . .  Icto  max. 

Hybrid  parameters  for  Vg  —  5  V;  ■■  —  1  mA : 


CLASSIFICATION  ACCORDING  TO  THE  VALUE  OF  hsi 


TYPE: 

h21  •: 


ES  3101 
15-22 


ES  3102 
22-33 


ES  3103 
33-47 


ES  3104 
47-68 


ES  3105 
68-100 


MARKING: 


DIMENSIONS: 


EBAUCHES  SA  NEUCHATEL  SUISSE 


DEPARTEMENT  SEMICONDUCfEURS 


TRIAD  OFFERS 
940  STOCK  ITEMS, 
PLUS  SPECIALS 

Shown,  right,  are  several  of  the  940 
transformers  immediately  available 
from  our  catalog.  Many  specific 
items  are  made  to  meet  military 
specification  requirements,  and  all 
are  made  to  meet  Signal  Corps 
standards.  (See  below.)  You  name 
the  application— Triad  has  the 
solution.  Occasionally  require¬ 
ments  are  so  unusual  that  no  T riad 
standard  catalog  transformer  will 
serve.  Then  we  build  to  special 
requirements,  using  the  most 
modern  equipment  in  the  industry. 

NEW  CATALOG  OUT-General 
Catalog  TR-58  on  Triad  Quality 
Engineered  Transformers  contains 
all  Triad  types,  plus  specifications 
and  prices.  We  will  gladly  mail  you 
a  copy  on  request. 


(Reduced  Inspection  — Quality  Assurance  Plan) 

Your  own  incoming  inspection  and  field  service  require¬ 
ments  are  reduced  to  a  minimum  when  you  specify  Triad. 
All  T riad  T ransformers  are  manufactured  under  this  Signal 
Corps  approved  plan  for  quality  assurance.  RIQAP  is 
awarded  only  to  those  companies  who  continue  to  main¬ 
tain  Signal  Corps  standards. 


TRIAD  TRANSFORMER  CORPORATION 

4055  REDWOOD  AVENUE  |  81?  EAST  STATE  STREET 

VENICE.  CALIFORNIA  |  HUNTINGTON.  INDIANA 


A  SUBSIDIARY  OF  LITTON  INDUSTRIES 


Engineers, 

designers, 

specifiers, 

and  technicians 

have  found  the  “Guide” 

to  be 

up-to-date, 
the  most  accurate 
and  the  or^ 
complete  source 
available. 

These  key  people 
of  the  industry 
(the  buying  influences) 
rely  on  the  “Guide” 
as  the  answer 
to  all  their 
product  problems 

(  choose 
I  and 
/  use 

the 

electronics 

BUYERS’ 

GUIDE 
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PRECISION  ELECTRONIC  EQUIPMENT 


PHASE  METER 

A  PtICISION  PHASI  MEASURING  INSTRUMENT 


NULL  METER 

A  PHASE  SENSITIVE  NULL  OnECTOR 


MODEL  300A 


The  operation  of  these  instruments  1$  based  upon  a  newly  developed  multiplying  device 
When  S  and  R  represent  the  input  and  reference  signals  the  meter  deflection  is  equal  to 


MODEL  100A 


$349.50 


APPLICATIONS;  Measures  phase  shift  in 
transformers,  amplifiers,  etc.  •  Read¬ 
ings  not  affected  by  noise  and  harmon¬ 
ics  •  Measures  in-phase  or  quadrature 
voitage  components  •  .01  degree  can  be 
measured  empioying  speciai  techniques. 

SPECIFiCATIONS 

ACCURACT  .  ±7  degrees 

FREQUENCY  ...  20  CPS  te  20  HC 


APPLICATIONS:  A  sensitive  null  meter 
for  use  In  conjunction  with  bridge  cir¬ 
cuits  •  Simplified  and  precise  zeroing 
of  synchro  devices  •  Nulling  wherever 
null  voltages  may  be  complicated  by 
noise  and  harmonics. 

SPECIFICATIONS 

SENSITIVITY  6  millivolts  efi-scale  defl. 
SELECTIVITY  40  OB  dawn  on  all 
noise  and  harmonics 
FREQUENCY  30  CPS— 10  KC 


$259.00 


IMPEDANCE  COMPARATORS 

PRECISE,  RELIABU  AND  RAPID  COMPARISON  OF  COMPONENTS 

The  circuit  consists  of  a  bridge,  two  arms  of  which  are  precision  resistors  matched  to  .01%.  The 
two  remaining  arms  are  the  standard  and  the  component  under  test  Any  voltage  resulting  from 
bridge  unbalance  is  amplified  and  fed  to  a  phase  discriminator.  The  percentage  deviation  is  read 
directly  In  both  sign  and  magnitude  on  a  meter. 

FEATURES:  High  Accuracy  •  Overall  Voltage  Regulation  •  High  Stability  •  Rapid  Response 


MODEL  1010 


SPECIFICATIONS 


$179.00 


FREQUENCY 
FULL  SCALE  RANGES 
IMPEDANCE  LIMITS: 
Resistance 
Capacitance 
Inductance 


to  CPS 

■  1%,  S%,  10%,  20% 

5  ohms  te  S  megohms 
SOO  mmfd.  to  SOO  mfd. 
IS  milihy  to  10,000  by 


SPECIFICATIONS 

FREQUENCY  Either  1  KC  or  10  KC 

FULL  SCALE  RANGES  ■  5%,  10%,  20% 
IMPEDANCE  LIMITS: 

Resistance  S  ohms  te  S  megohms 

CapKitance  SO  mmfd.  to  10  mfd. 

Inductance  100  microhy  to  100  hy 


OTHER  MODELS  AVAILABLE 

MODEL  1000  —  1000  CPS  —  1%,  S%.  10%  —  $ltS  00 


$299.00 


MODEL  1040 


PRECISION  POWER  OSCILLATORS 

DESCRIPTION;  These  oscillators  employ  precision  wire  wound  resistors  and  mica  con¬ 
densers  In  the  frequency  determining  networks  The  use  of  liberal  inverse  feedback 
plus  low  temperature  coefficient  elements  have  produced  a  highly  stable  oscillator.  Three 
impedance  taps  are  provided  on  the  output  transformer  with  the  highest  tap  point 
capable  of  delivering  120  volts.  The  output  voltage  at  each  tap  point  is  continuously 
variable. 

APPLICATIONS:  Driving  Motors,  Synchros  etc.  •  Power  Source  for  Impedance  Bridges 
•  Test  Tone  Generator  tor  Distortion  Measurements 


MODEL  1SOO 


$119.00 


SPECIFICATIDNS 

FREQUENCY  400  ur  1000  CPS  (Other  Freq.  Avail.)  DISTORTION 

DISTORTION  Less  Than  1%  FREQUENCY 

OUTPUT  POWER  Three  watts  OUTPUT  POWER 


SPECIFICATIONS 

Less  Than  1% 

400  CPS  (Other  Freq.  Avail.) 

IS  Watts 


$299.00 


OTHER  MODELS  AVAILABLE 


MODEL  t040A  — I  WATTS  — S1SS  00 


MODEL  150  — leOVA  — S49S.00 


AUTOMATIC  HI-POT  TESTER 

L  A  fast,  ACCURATE,  DIELECTRIC  TESTING 

FOR  MULTI-CONDUCTOR  DEVICES 


FREQUENCY  STANDARD 


DESCRIPTION;  The  function  of  this  Instrument  is  to 
apply  a  known  voltage  between  the  various  con¬ 
ductors  under  test  for  a  specihc  period  of  time  and 
to  indicate  breakdowns  when  and  where  they  occur. 
High  sensitivity  to  breakdown  is  provided  by  a 
specially  designed  relay  in  series  with  the  high 
voltage. 

SPECIFICATIONS 

TEST  VOLTAGE  0-2000  VUlts  RMS 

TEST  TIME  2-120  seconds 

NUMBER  OF  TEST  TERMINALS  11 


A  SELF-CONTAINED  FORK  STABILIZED 
FREQUENCY  SOURCE 

•  Accurate  •  Stable  •  Low  Distortion  •  Variable 
output  voltage  •  Compact 

SPECIFICATIONS 


MODEL  1400 


ACCURACT 

DISTORTION 

FREQUENCY 

Dimension 
Power  Supply 


Available  to  .005% 
Less  Than  1% 

400  CPS  or  10OO  CPS 
(Other  Freq.  Avail.) 
6s9i6  inches 
115  volts,  60  CPS 

OTHER  MODELS  AVAILABLE 


$275.00 


$2400.00 


MULTIPLIER 


A  TRUE  FOUR  QUADRANT 
MULTIPLIER  HAVING  A  WIDE 
FREQUENCY  RESPONSE 

The  Multiplier  is  furnished  in  a  con¬ 
tainer  approiimately  lH"«lH"x4'' 
with  a  standard  octal  plug. 

SPECIFICATIONS 

FREQUENCY  RANGE  D  C.  to  SOO  KC 
WEIGHT  Approiimately  5  oz. 


DESCRIPTION:  Utilizes  scaling  circuits  to  provide  tuning 
LOW  FREQUENCY  fork  accuracies  at  frequencies  below  the  range  of  pre- 
STANOARO  cision  tuning  forks. 


PHASE  SHIFTER 

MODELS  PS  60  and  PS  400 


For  measurement  and 
comparison  of  phase 
angles  or  as  a  second¬ 
ary  phase  standard. 


NULL  DETECTOR 

MODEL  60B  $649.00 


$350.00 


lukdh 


$99.50 


RANGE  . . .  0-360*  (continuously  variable) 

ACCURACY . ±  t  degree 

(Higher  accuracies  available) 
FREQUENCY  60  CPS  for  PS  60 

400  CPS  for  PS  400 
(other  frequencies  available) 


A  sensitive  battery  operated  null  detector 
ideal  for  sharing  bridges  or  other  applica¬ 
tions  where  complete  isolation  from  power 
lines  is  desirable. 

•  Long  Battery  Life  •  High  Harmonic  Re¬ 
jection  •  Shielded  against  external  fields 
SENSITIVITY:  1  microvolt  for  1%  deflection 
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FOR  CHARACTER  DISPLAYS 


For  critical  applications,  many  of  our 
customers  hove  saved  years  of  trial  and 
error  in  YOKE  selection  by  specifying 
Celco  YOKES. 

The  construction  of  our  yokes  makes  it 
possible  to  achieve  sensitivities,  linear¬ 
ities,  responses  and  distortion-free  de¬ 
flecting  fields  not  possible  with  the  usual 
types  of  yoke. 

For  precision  military  and  commercial 
displays,  Celco  also  offers  standard  yokes 
in  7/8",  1",  1  2",  &  iVi"  CRT  neck 

diameters. 

Writ*  for  CELCO  DEFLECTION  YOKE  Catalogu*  & 

Deiign  SKmIs  or  for  immediot*  engineering 
assistance  Call  your  nearest  CELCO  Plant; 


Mohwoh,  N.  J.  Miami,  Flo.  Cucomaago,  Calif. 

Davis  7-1123  Plasa  1-0033  Ywhoa  2-3313 


Manufacturers 
with  products 
to  sell 
in  the 
Field 

of  Nuclear  Energy 
find 

that  advertising 
in  NUCLEONICS 
is  a  sure-fire 
method 
of  moving 
those  products 
because 
they  reach 
20,000  potential 
purchasers 
through  the 
advertising  pages 
of  NUCLEONICS 
From 

A  hsorhent  Paper 
to 

Zinc  Bromide  . . . 
products  in  the 
Field 

of  Nuclear  Energy 
are 

SOU CUT 
and 

BOUGHT 

by  important 

Physicists, 

Metallurgists, 

Geologists, 

Biologists, 

Physicians, 

Radiologists, 

Bio-(jhemists, 

Engineers, 

Technicians 

and  Management 

because 

these  important 
h uyi ng  i n fl uences 
go  first 

to  the  sales  pages 
of  NUCLEONICS 
for  product  data 
in  Nuclear  Energy. 

.  NUCLEONICS 

A  McGraw-Hill  Publication 
330  West  42nd  St. 

New  York  36 


ABC 
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CONTINENTAL-DIAMOND  FIBRE 

A  SUSSIOIARV  or  THE  BUOO  COMPANY 

NEWARK  100.  DELAWARE 


HELPS  YOU  IMPROVE  DESIGN 
HELPS  YOU  SIMPLIFY  PURCHASING 
HELPS  YOU  SPEED  PRODUCTION 


DI-CLAD 


For  better  printed  circuits  .  .  .  lower  costs  .  .  .  fewer  rejects 


HIGH  BOND  STRENGTH  T  DP's  special  adhesive  for  Di-Clad  bonds 
the  copper  f<iil  to  the  plastic  without  affecting  the  laminate's  superior 
electrical  properties.  Heat-resistance,  dissipation  factor,  dielectric 
constant,  dielectric  stren>{th,  and  insulation  resistance  of  the  Di-C.lad 
base  remain  unaffected.  The  closely-honded  foil  can  be  etched  cleanly 
and  dippesi  in  hot  solder  to  tM»°F  for  ten  seconds  with  a  )(uarantee 


of  no  hlisterinx  or  separating.  Di-Clad  can  be  punched  or  machined 
either  before  or  after  etching. 

EXCELLENT  WORKABILITY -On  all  five  Di-Clad  grades,  you  can 
solder,  punch,  saw,  and  assemble  compone-nts  cither  by  hand  or 
automatically.  Thanks  to  the  inherently  superior  workability  of 
the  plastics  laminate  over  that  of  ceramic-type  materials.  Di-Clad  can 
be  dropped,  jammed  into  tight  chassis,  and  otherw  ise  treated  roughly 
on  the  assembly  line  and  in  service. 

HIGH  HEAT-RESISTANCE  Di-Clad  Laminates  are  made  rif  phenolic, 
epoxy,  or  Teflon*  resin  for  various  conditions  of  service  and  assembly, 
and  have  either  cellulosic  paper  or  woven  glass-fiber  base.  All  are 
ideally  suited  to  printed-circuit  applications  in  which  heat-dissipation 
IS  a  major  problem.  Continuous  exposure  to  high  ambient  operating 
temperatures  in  enclosed  electronic  equipment  has  no  significant 
effects  on  Di-Clad's  electrical  and  physical  properties. 

VC'rite  for  new  Di-Clad  folder. 


TYPICAL 

Di.Clod  PROPERTY  VALUES 

Di  Clad  2350 

Di-Clad  26 
(NEMA  XXXP) 

Di-Clad  28 
(NEMA  XXXP) 

Di-Clad  28E 
(NEMA  G-10) 

Di-Clad  112T 
Teflon* 

BONO  STRENGTH  0.0014*  foil 
(lbs.  reqd.  to  separate  1'  width 
of  foil  from  laminatel 

6  to  10 

6  to  10  ' 

6  to  10 

8  to  12 

4  to  8 

MAXIMUM  CONTINUOUS 

OPERATING  TEMP.  (Deg.  C.) 

120 

120 

120  1 

150 

200 

DIELECTRIC  STRENGTH  (Maximum 
voltage  per  mill  for  thickness) 

800 

900  ' 

850 

650 

700 

INSULATION  RESISTANCE 
(Megohms)  %  hrs.  at  35*C.  &  90% 
RH  (ASTM  D257.  Fig  3) 

500 

'  150,000 

600,000 

100,000 

75,000 

DIELECTRIC  CONSTANT  10*  Cycles 

4.5 

4.0 

3,6 

49 

2.6 

DISSIPATION  FACTOR  10*  Cycles 

0040 

0.026 

0.027 

0.019 

0.0015 

ARC-RESISTANCE  (Seconds) 

5 

10 

10 

130 

i80 

TENSILE  STRENGTH  (psi.) 

18,000 

16,000 

12,000 

48.000 

23,000 

FLEXURAL  STRENGTH  (psi.) 

27,000 

21,000 

18,000 

70,000  1 

13,000 

IZOD  IMPACT  STRENGTH  edgewise 
(It.  lbs.  per  inch  of  notch) 

0.80 

045 

0.42 

12.0  1 

6.0 

COMPRESSIVE  STRENGTH 
flatwise  (psi ) 

32,000 

1  28.000  , 

25,000 

62,000 

20,000 

BASE  MATERIAL  OF  LAMINATE 

Paper 

Paper 

Paper 

Medium-weave, 
medium-weight 
glass  cloth 

Fine-weave, 
medium-weight 
glass  cloth 

COLOR  OF  UNCLAD  LAMINATE 

Natural 

Natural 

greenish 

Natural 

1  Natural 

Natural 

All  these  standard  grades  are  available  with  0.0014*  and  0.0028*  or  thicker  electrolytic  or  rolled  copper  foil  on 
one  or  both  surfaces.  Other  metal  foils  and  other  resin-and-base  combinations  can  be  supplied  on  special  order 

MICABOND 


Available  in  a  wide  range  of  sires  with  many  different  backings  in¬ 
cluding  glass-fiber  cloth,  silk,  cellophane,  cotton  fabric,  "Mylar,"  and 
paper.  Micabond  Tapes  arc  hanil  laid;  flexible  sheets  are  both  hand 
and  machine  laid;  both  retain  their  electrical  insulating  properties 
at  elevated  temperatures. 

New _ Micabond  with  glass-fiber  cloth  backing!  When  you  need 


maximum  reliability  under  high-temperature  service,  resistance  to 
mechanical  abuse,  coupled  with  the  maximum  safety  factor,  specify 
Micabond  glass-fiber  sheets,  tapes,  wrappers.  Composed  of  India 
.Mica  splittings,  bonded  with  flexible  resin  and  faced  on  one  or  Kith 
sides  with  impregnated  glass-fiKr  cloth,  these  new  C-D-F  products 
are  superior  to  varnished  glxss-fiKr  combinations  in  deeply  imbedded 
"hot-spot"  applications.  W  rite  for  technical  bulletin  and  samples. 


CONTINENTAL  DIAMOND  FIBRE 
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MOLDED  AND  LAMINATED  PLASTICS  -  FOR  ELECTRICAL  INSULATION  . . . 


DILECTO 


LAMINATED 


PLASTICS 


Dilecto,  a  laminated  resin-bonded  material,  meets  the  need  for  a  non-metallic  light¬ 
weight  insulating  material  that  is  moisture  resistant,  good  electrically,  strong  and  adaptable 
to  all  fabricating  operations.  Some  grades  have  exceptionally  high  mechanical  strength- 
tensile,  flexural,  impact;  others  have  high  dielectric  strength,  high  insulation  resistance, 
high  arc  resistance,  or  low  loss  factor. 

Dilecto  is  a  laminated  material  made  from  a  base  of  either  cellulosic  paper;  heavy  or 
fine  weave  woven  cotton  fabric  or  mat;  asbestos  paper,  woven  asbestos  fabric  or  mat; 
woven  glass  fabric  or  mat;  and  is  coated  with  a  synthetic  resin. 

The  selection  of  the  pro^r  base  material,  the  proper  resin  in  the  correct  proportion, 
is  C-D-F’s  job,  but  the  end  user  must  realize  how  important  it  is  that  he  fully  under¬ 
stands  what  dividend  results  can  be  gained  mechanically,  and  electrically,  and  from  a 
cost  standpoint,  by  getting  the  very  best  C-D-F  material  for  the  project.  Here  is  a  brief, 
yet  complete  listing  of  Dilecto  sheet  grades,  each  one  with  a  combination  of  proven 
characteristics  built  into  the  material  for  the  specific  job. 


POST-FORMING:  Certain  Dilecto  grades  (CF-1 
and  XF)  may  be  formed  to  special  shapes  by  heat¬ 
ing  and  placing  in  an  inexpensive  cold  mold.  The 
thermoelastic  properties  of  these  Dilecto  laminates 
open  many  production  and  design  opportunities. 
Already  widely  used  by  the  aircraft  industry,  Post- 
Forming  Dilecto  merits  full  investigation  by  every 
alert  manufacturer.  Write  for  complete  C-D-F 
engineering  service. 

DILECTO  HIGH-TEMPERATURE  LAMINATE 

Dilecto  AAA-HR  is  a  felted  asbestos  heat-resistant 
phenolic  laminate  finding  increasing  use  in  rockets 
and  missiles  as  well  as  in  industrial  applications. 


SHEET  GRADE  CLASSIFICATIONS  (Rod 

X  For  mechanical  applications  when 
electrical  properties  are  secondary. 

P  For  punching  ( paper-based  grades). 

XX  For  electrical  applications  requiring 
mechanical  strength. 

XXX  For  high  humidity  applications  with 
minimum  cold  flow. 

L  For  mechanical  applications  requir¬ 
ing  fine  machining. 

C  For  mechanical  applications  requir¬ 
ing  toughness  plus  impact  strength. 


and  Tubing  similar  to  shoot  stock) 

CE  and  LE  For  electrical  uses  requiring 
greater  toughness  than  paper-based 
grades. 

GB  For  applications  requiring  heat  re¬ 
sistance  and  high  mechanical 
strength.  Supplied  in  combination 
with  phenolic,  silicone,  melamine, 
|x)lyester,  epoxy,  or  Teflon  resin. 

Note:  Various  C-D-F  grades,  identified 
by  numbers  aflfixed  to  the  grade  classifica¬ 
tion,  are  available.  Ask  for  catalog  D-55-B. 


TEFLON 


OUTSTANDING  PROPERTIES 


HEAT  RESISTANCE:  Due  to  the  non-flammability  and  high  heat 
resistance  of  Teflon,*  it  easily  meets  both  Class  B  and  Class  H, 
AIEE  standards  for  maximum  hot  spot  insulation  temperature. 
Teflon  coated  glass  fabric  laminates  withstand  250'’C.  continuously 
and  up  to  300°C.  intermittently.  One  factor  which  influences  the 
heat  resistance  of  Teflon  is  that  there  is  no  apparent  degradation 
from  oxygen,  which  does  have  a  definite  degrading  effect  on  silicone 
materials,  for  instance. 

*  Du  Pont  Trade  Mark 

MOISTURE  RESISTANCE:  A  Teflon  laminate  has  practically  zero 
water  absorption  and  its  electrical  properties  are  little  affected  after 
long  exposure  to  high  humidity.  Teflon  is  unaffected  by  fungus  and 
temperature  changes.  Not  only  has  it  lower  moisture  absorption  than 
any  other  laminate  known,  but  it  tends  to  repel  water  . . .  retaining 
high  surface  insulation  resistance  properties  even  under  extreme 
humidity  conditions. 


DIELECTRIC  STRENGTH;  The  dissipation  factor  and  dielectric  con¬ 
stant  of  Teflon  glass-fiber  base  laminates  are  both  extremely  low  over 
a  wide  frequency  range.  From  6()  to  100  megacycles,  the  dissipation 
factor  range  is  between  .005  to  .0005  and  the  dielectric  constant 
ranges  from  2.8  to  2.5  when  measured  in  a  field  perpendicular  to 
laminations.  As  corona  will  slightly  degrade  Teflon,  care  should  be 
taken  in  designing  parts  used  at  voltages  over  2500.  Sharp  corners, 
and  other  contributing  factors  to  corona  should  be  avoided. 

CHEMICAL  INERTNESS:  Resistant  to  hot  corrosive  salts  and  most 
concentrated  acids.  Pure  Teflon  is  unaffected  by  all  known  chemical 
agents,  excepting  molten  alkali  metals  and,  under  special  conditions, 
fluorine  and  chlorine  trifluoride.  Glass-supported  Teflon,  when  ex¬ 
posed  at  cut  edges,  is  affected  only  by  those  chemicals  which  attack 
glass.  Otherwise,  its  properties  remain  the  same.  Write  for  Tefloa 
folders. 


TEFLON  TYPICAL  PROPERTY  VALUES  COMPARED  WITH  OTHER  GLASS-BASE  LAMINATES 


TEFLON 

(Unsuppsrttd) 

Elois  Supporltd 
Ttflon  Grods 
GI-I22T 

Silicons  Gloss 
Supportid  Grodt 
GI-I2S 

Milomint  Gloss 
Supporltd  Grodt 

Gl  28M 

Phtnolic  Gloss 
Supporltd  Grodt 
GI28D 

Epoiy  Gloss 
Supporltd  Grodt 

G8  2IE 

Dissipation  Factor,  1  megacycle 

.0005 

0.0015 

0.002 

0.014 

0.018 

0.019 

Dielectric  Constant,  dry,  1  megacycle 

1.90 

2.60 

3.40 

6.6 

5.0 

4.92 

Loss  Factor,  1  megacycle 

.001 

0.004 

0.0068 

0.09 

0.90 

0.094 

Dielectric  Strength,  (Short time 

900 

700 

450 

400 

700 

750 

Perpendicular  to  Laminations  ( Step  by  step 
(1/32”  thick)  VPM 

800 

600 

400 

275 

600 

550 

Arc  Resistance,  Seconds . 

250* 

180 

255 

185 

5 

130 

Maximum  Constant  Operating  Temp.  C*. 

250 

250 

200 

135 

150 

150 

Flexural  Strength 
(Thousands  of  psi) 

13000 

28000 

52000 

24000 

70000 

11000 

24000 

47000 

20000 

65000 

1  Water  Absorption,  %  24  hours  (1/16"  thick)  Negligible 

0.05 

0.20 

2.0 

1.5 

0.10 

*Will  not  form  complete  conducting  path.  Arc  continues  indefinitely  but  material  gradually  erodes  away  on  full  lime  continuous  arc. 


CONTINENTAL  DIAMOND  FIBRE 


374 


When  ordering  or  seeking  information 
please  mention  Electronics  Buyers'  Guide. 


June,  1958 -MID-MONTH -ELECTRONICS  BUYERS'  GUIDE 


FOR  EVERY  APPLICATION  IN  ELECTRONIC  MANUFACTURING 

FABRICATED  AND  FORMED 


OOOD  EXAMPLES  of  Diamond  Fibre  formed  and  machined  by  C-D-F. 
Left— An  insulating  barrier  made  from  three  pieces  of  fibre,  punched  and 
formed.  Fibre  tubin>;  is  esen  used  for  rivets.  Rijtht— A  fibre  tube  which 
has  been  smooth-sawed  to  lenftth,  punched  twice  and  countersunk.  C-D-F 
can  handle  the  entire  job  for  you,  do  it  faster  and  at  low  cost.  This  in¬ 
cludes  selecting  and  testing  the  proper  grade  of  fibre,  machining  and  in¬ 
spection,  assembling  if  needed. 

If  your  job  is  to  select  a  general-purpose  insulating  material  that  is  low 
cost,  useful  for  both  electrical  and  mechanical  applications,  easy  to  machine 
and  form,  consider  the  advantages  of  a  unique  old-timer— C-D-F's  Dia¬ 
mond  Vulcanized  Fibre. 

WHAT  IS  FIBRE?  Vulcanized  fibre  is  made  by  combining  layers  of  chemi¬ 
cally  jelled  paper.  Tlie  chemical  compound  used  in  gelling  the  paper  is 
subsequently  removed  by  leaching  and  the  resulting  product,  atter  being 
dried  and  finished  by  calendering,  is  a  dense  material  of  partially  regen¬ 
erated  cellulose  in  which  the  fibrous  structure  is  retained  in  varying  de¬ 
grees,  depending  upon  the  grade  of  fibre.  — NFMA  Standard  VU  1-1.1 

GOOD  ELECTRICALLY.  Although  given  a  modest  insulation  rating  for  re¬ 
sistance  to  heat  (A  I.F.E.  Cla.ss  A  with  a  temperature  limit  of  221  *F.), 


Diamond  Fibre  is  often  used  because  of  its  excellent  arc  resistance  and 
good  dielectric  strength.  It  also  has  desirable  deionizing  properties  and 
low  heat  conductivity.  Fibre  can  be  combined  or  surrounded  with  moisture- 
resistant  laminated  plastic. 

MANY  GRADES  AND  FORMS.  Diamond  Fibre  sheet  and  roll  grades  in¬ 
clude  Bone,  Commercial,  and  Electrical  Insulation  (fish  paper)  NEMA 
grades.  Fibre  tubing  is  normally  made  only  in  Bone  grade,  with  rods 
available  in  both  Bore  and  Commercial  grades.  The  chart  shown  outlines 
the  major  characteristics  of  these  grades. 


C-O-F  Hard,  stiffest  grade.  High  density. 

■ONF  Resists  wear,  abrasion,  has  high  compressive  strength. 
GihkI  dielectric  strength  when  dry. 

Super  machining  qualities.  Not  recommended  for  bending. 

Mechanical  and  electrical  grade.  Medium  density. 
rnitutBriai  Tough,  pliable.  Good  mechanical  properties. 

Fair  dielectric  strength,  normally  high  when  dry. 

FIBRE  bent,  punched,  and  formed. 

C-D-F  Electrical  insulation  "fish  paper"  grade. 

DIAMOND  I’nusually  free  from  foreign  matter. 

Withstands  extreme  bending  and  forming  without  cracking. 
INSUIATION  dielectric  strength,  except  under  high  humidity. 


TOUGH,  RESILIENT,  STRONG.  How  long  has  it  been  since  you  examined 
the  unique  properties  and  wide  range  of  C-D-F  fibre  grades?  Vulcanized 
Fibre  is  arc  resistant,  mechanically  strong,  non-corroding,  half  the  weight 
of  aluminum.  Repeated  moistening  and  drying  in  forming  insignificantly 
alters  the  nature,  structure  or  quality  of  the  fibre. 

A  BIG,  RELIABLE  SOURCE.  C-D-F  does  business  with  the  largest  tonnage 
users  of  sheet,  riHl  and  tube  fibre  in  the  world.  This  means  good  deliveries, 
good  prices,  reliable  products  for  every  new  customer.  You  deal  with  a 
materials  engineer,  a  C-D-F  man  wlio  knows  how  to  give  you  the  must 
value  in  Diamond  Vulcanized  Fibre.  If  you  want  to  improve  design, 
simplify  purchasing,  speed  production,  use  Diamond  Fibre  and  the  facili¬ 
ties  of  C-D-F.  VC'rite  for  new  Diamond  Fibre  catalog  DVF-55,  free  test 
samples,  or  send  us  your  print  fur  quotation. 


MECHANICAL  PROPERTIES  OF  DIAMOND  VULCANIZED  FIBRE 


Property 


ShMl  lliickiwti,  tub* 
wall  or  rstf  diamatir 


CW 

Up  to  y,” 

6500 

Tonsil*  Strongth  Over  14  to  Vi 

6000 

Over  '/> 

Floxural  Strength  Up  to  Vi" 

13,000 

Over  Vj 

Comprossiv*  &  Up  to  14" 

Axiol  Strengths  Over  to 

All  thicknesses  or  diameters 

30,000 

Diamond  Intviatian* 
t  Commarciol  6rodti 


CW  LW 

6000  8000 

5500  7500 

5000  7000 

12,000  14,000 

11,000  13,000 


RODS 

lana  Commarrial 

Groda  Ciada 


8500  8000 

8000  7500 

7000 


15,000  14,000 

I  13,000 


NOTE—*  Twnsilw  strwngih  only. 


VULCOID 


RESIN-IMPREGNATED  FIBRE 


Only  C-D-F  supplies  Vulcoid  in  sheets,  tubes,  rods,  and  fabricated 
parts.  Made  from  Diamond  Vulcanized  Fibre  that  has  been  uni¬ 
formly  impregnated  with  a  special  resin,  Vulcoid  is  a  material  ap¬ 
proved  and  identified  by  the  L’nderwriters’  Laboratories  as  Class  A 
Insulation.  Natural  greenish-tan  in  color,  it  is  economical,  easy  to 
machine  and  punch.  Property- wise,  Vulcoid  is  an  intermediate  grade 
between  Commercial  Fibre  and  XX  phenolic  Dilccto. 


USES:  (requiring  arc  resistance  and  mechanical  strength)— contact 
and  connector  panels,  knife  switch  arms  and  guides,  arc  deflector 
spacer  bushings;  (requiring  dielectric  strength  and  moisture  resist¬ 
ance)— electrical  fixture  insulation,  wiring  devices,  plugs,  recept¬ 
acles;  (requiring  moisture  and  arc  resistance ) —motor  and  trans¬ 
former  lead  bushings  and  terminal  bItKks,  Write  for  folder  V-55 
and  test  samples. 
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THERE’S 

BALTIMORE  U.  MD.  NOrthfiald  S  0964 

2451  Ellis  Rood 

BIRMINGHAM  6,  ALA.  VErnon  3  5713 

no  95fh  St.,  N. 

BOSTON  SALES  OFFICE  Gronil*  3-21 50 

1245  Hancock  St.,  Quincy  69,  Moss. 

BUFFALO  3,  N.Y.  WAshington  3929 

495  Ellicott  Square  Building 

CHICAGO  11,  ILL.  DEIowore  7  6266 

1301  Polmolive  Building 

CLEVELAND  14,  OHIO  Cherry  1-5220 

550  Leoder  Building 

DAYTON  3,  OHIO  CLeorwoter  3-3114 

39  North  Torrence  Street 

DENVER  2,  COLO.  AComo  2  2236 

260  Denver  Club  Bldg. 

DETROIT  35,  MICH.  BRoodwoy  3  0447 

201  Ofticenter  Bldg. 

FT.  WORTH  7,  TEXAS  Fonnin  3339 

3414  Comp  Bowie 

EXPORT  DEPARTMENTi  BRIDGEPORT,  PENNSYLVANIA. 


A  CDF  SALES  OFFICE  N 

GREENSBORO,  N.C.  BRoodwoy  3-0326 

2103  Mimoso  Drive 

HARTFORD  SALES  OFFICE  Hortford  Jackson  9  0397 
15  Hording  St.,  Wethersfield  9,  Conn. 

HOUSTON  4,  TEXAS  JAckson  3  9254 

2311  Travis  Street 

INDIANAPOLIS  5,  IND.  WAInut  5  9803 

709  E.  38th  Street 

LOUISVILLE,  KY.  Highland  6479 

1270  Everett  Ave. 

MILWAUKEE  19,  WIS.  Lincoln  1-7660 

6108  W.  Lincoln  Ave. 

MINNEAPOLIS  2,  MINN.  Federal  3-3388 

6108  Plymouth  Bldg. 

NEW  YORK  DISTRICT  SALES  OFFICE 

2  Overhill  Rood  SCorsdole  5-1600 

Scorsdole,  N.  Y. 

OMAHA  3,  NEBR.  ATIonlic  6548 

110  North  40th  Street 

PHILA.  DISTRICT  SALES  OFFICE  Broodway  5  0800 
Bridgeport,  Po. 


AR  YOU 

PHOENIX,  ARIZONA  ALpine  8-7893 

P.  O  Bo>  1587 

PITTSBURGH  21,  PA.  Churchill  I  0969 

309  Shields  Bldg. 

ST.  LOUIS  10,  MO.  Mission  5-3353 

1246  Hompton  Ave. 

SPARTANBURG.  S.  C.  Sporlonburg  3  6397 

834  Hoyne  St. 

TULSA,  OKLA.  5  6189 

204  S.  Cheyenne  St. 

Pacific  Coast  Ra^esentotlves 
MARWOOD  LIMITED 

SAN  FRANCISCO  3,  CAL.  Hemlock  1-7893 

357  Ninth  Street 

SEATTLE  4.  WASH  Elliot  4747 

1714  First  Avenue,  South 

PORTLAND  4,  ORE.  CApilol  3  5133 

209  S.  W.  First  Avenue 

LOS  ANGELES  13.  CAL.  MAdiion  8  3241 

320  East  3rd  Street 

Canadian  RoDcesentatlve 

CONTINENTAL  diamond  FIBRE  OF  CANADA,  LTD. 

46  Hollinger  Rd.,  Toronto  13,  Ontario,  Con. 


M  CONTINENTAL-DIAMOND  FIBRE 

A  SUBSIDIARY  OF  THE  BUDD  COMPANY  •  NEWARK  100,  DELAWARE 


GOOD  DIELECTRIC  STRENGTH  •  LOW  DIELECTRIC  LOSS  PROPERTIES 
GOOD  MECHANICAL  STRENGTH  &  MOISTURE  RESISTANCE 


AVAILABLE  GRADES  OF  SPIRAL  TUBING 


C-D-F  Spiral  Tubing  is  a  high-strength 
plastic  made  from  paper  or  vulcanized 
fibre  that  is  spirally  wound.  It  is  available 
in  two  forms;  1.  as  plain  untreated  tub¬ 
ing.  2.  as  impregnated  tubing  containing 
phenolic  resin  or  insulating  varnish. 

Used  in  many  coil  form  and  electronic 
applications,  C-D-F  Spiral  Tubing  can 
be  used  to  replace  rolled  or  molded  lami¬ 
nated  phenolic  tubing  in  many  cases.  The 
degree  of  mechanical  strength  and  mois¬ 


NEW  CONSTANT  TORQUE 
TUBING,  for  permeability  tun¬ 
ing  with  iron  cores,  features 
stable  torque  ratings,  exact  in¬ 
ternal  threading  with  three 
point  suspension  of  core  to  pre¬ 
vent  binding,  no  external  em¬ 
bossing.  Write  for  samples. 


IMPREGNATED 


1  Gen*rol  Electrical  Oftd  MechoAicol  Cro^-  O 

lA  ElectfKol  ond  AAechomcot  Grode^Speciol  PwAchiog.  O 

2  Mild  Stopltn9,  Riveting,  ond  Pest  Forming  Owoiity.  O 
2A  Intermediote  Fobncoting  ond  Stopting  Ouolity.  ^ 

3  Severe  Stoplmg.  Riveting,  ond  Post  Forming  Qgolit/  O 

S  Constont  Torqwe  ond  Formed-to*Sltope  Coil  Form  Twbmg.  O 
d  Spec-oi  tor  High  Humidity  Applications  Q  ^ 

6A  Evtro  Hard.  High  Strength  Tubing.  O 

7  Sett  Varnished  Krott  Tubing  O  O  1  I 

7A  Hord.  Rigid  Rectongulor  Tubing.  Q  I  I 

8  Vornished  0iOn\ond  Insbiotion— Tubing.  Q 

9  "Defection  Coil"  Tubing.  O 

10  lorger  Sise.  Heovy  WoN  Tebmg  for  Mechonicol  USOB.  O 


UNIMPREGNATED 


20  Speciol  Wound  in  SpeciSed  Combinotions  of  hroft  poper.  fish 

poptf,  eH.  O  Q  f  I  _ 

21  Ploin  Kroh  Poper  Tubing.  O  O  I  I 

22  PloWi  Diomond  Insuiotion  Tubing.  O 

23  Ploin  Chipboord  Tubing.  Q 

O  Round  Formed  or^  Notched 

^  Formed  (fluted  shope)  O  *  i  Squore,  Rector>gulor 


ture  resistance  is  established  during  the 
manufacturing  process,  so  that  the  de¬ 
signer  and  production  man  obtains  the 
correct  properties  required  for  the  appli¬ 
cation. 


Write  for  new  catalog  and  samples.  Call 
the  C-D-F  sjIcs  engineer  listed  for  com¬ 
plete  information  about  C-D-F's  fabricat¬ 
ing  and  inspection  facilities.  Unit  costs 
can  he  reduced*  products  improved  with 
new  C-D-F  plastic  Spiral  Tubing! 


ONE  OF  MANY  GRADES  is 

Grade  3,  a  sAtfter  tube  for  dif¬ 
ficult  fabricating.  May  be 
notched  and  formed  -  suitable 
for  severe  stapling  and  riveting. 


MOLDED  AND  LAMINATED  PLASTICS ...  FOR  THE  ELECTRONIC  INDUSTRY 

LOW  COST,  HIGH  STRENGTH  PLASTIC 


SPIRAL  TUBING 
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MACHINE  SCREWS 

TAPPING  SCREWS-A,  b,  c  &  F 

DOWEL  SCREWS 

DRIVE  SCREWS-Wood  &  Type  U 

STOVE  DOLTS 

HANGER  BOLTS 

CARRIAGE  BOLTS -Roll  Thread 


nuts — Machine  Screw 


BRASS 


ALUMINUM 


SILICON  BRONZE 


STAINLESS 


YOUR  BEST  BUY . .  . 
SOUTHERN’S  QUALITY  SCREWS 


Your  needs  for  screws  and  bolts  ore  answered 
by  Southern  with  a  wide  variety  of  fasteners 
meeting  Federal  Specifications. 

Modern  machinery  for  fast  production,  secure 
packing  in  sturdy  containers,  and  prompt  delivery, 
mean  economy  and  satisfaction  to  you. 


PHIlllPS  and  SLOTTED 


SOUTHERN  SCREW  COMPANY 

P.  O.  Box  1360-E,  StoteivilU,  N.  C. 

Phone  TRiongle  3-7213.  TWX;  Srotcsville,  N  C.  48. 
Warehouses: 

NEW  YORK  CHICAGO 

4100  Dell  Avenue  4240  W.  Peterson  Avenue 

North  Bergen,  N.  i.  Chicago  30,  Illinois 

Phones:  N.  J.  UNion  4-4330  Phone;  PAlisodes  5-0912 

N.  Y.  lOngocre  4-4497  TWX:  CG  2069 

TWX:  Union  City,  N.  J.  Ill 

DALLAS  LOS  ANGELES 

2119  Forrington  St.  6465  Corvette  Street 

Dallas  7,  Texas  Las  Angeles  22,  Calif. 

Phone:  Riverside  2-4564  Phone:  RAymon  3-4881 

TWX:  DL  790  TWX;  MTB  7441 


When  ordering  or  seeking  information 
please  mention  Electronics  Buyers'  Cuide. 
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YOUR  MOST  COMPREHENSIVE  SINGLE  SOURCE  FOR 
SELENIUM  AND  COPPER  OXIDE  RECTIFIERS  .. 


PROCESSED  -  FOR  PERFORMANCE  AS  RATED 


170G  Coivmbus  Ave.,  New  Haven  11,  Conn. 


SPECIAL  REaiFIERS  ARE  STANDARD  AT  BRADLEY  LABORATORIES 


High  Temperature,  Limiters,  Control,  Limited  Life,  Instrument,  Magnetic  Amplifier, 

Radio  &  TV  Stacks,  Modulators,  Diodes,  Humidity,  Fungus  and  Salt  Sproy 
Resistant,  Vibration  and  Shock  Resistant,  Stabilized,  Metal,  Glass  and 

Plastic  Hermetically  Sealed.  n 


REPRESINTID  BY: 


long  ond  Associates 

Burlingame,  Colif. 

L.  G  Snyder  Soles  Co. 
Hollywood,  Colif. 

R.  Vinson 
Denver,  Colo. 

John  Kitchen 
John  f.  Boeif^  Co. 

New  Hoven,  Conn. 

Chorles  Hile  Co. 

Orlondo,  Flo. 

R.  C.  Whitmore 
Chicogo,  III. 

John  E  Boeing  Co. 

Lexington,  Mass. 

Jim  Morrow  Soles  Co. 

Highlond  Pork,  Mich. 

Aotomotic  Oenerol  SUctronk 
Soles 

Konsos  City,  A4o. 

AAel  Schwerti 
Fair  Lawn,  N.  J. 

H  C  Johnson  Agency,  Inc 
Binghamton,  N.  Y 

H.  C.  Johnson  Agency,  Inc. 
Buffalo,  N  Y 

H.  C.  Johnson  Agency,  Inc 
Rochester,  N.  Y 

H.  C.  Johnson  Agency.  Inc 
Schenectady,  N.  Y 

H.  C  Johnson  Agency,  Inc. 
Syrocuse,  N.  Y 

SK  Engineering  Solos  Co 
Flushing,  I  I.,  N.  Y 

R.  O.  Sidnell  B  Co. 

Cleveland,  O. 

T  J.  Roy,  Jr. 

Tulsa,  Okla. 

Oliver  Ackmon 
WoHingford,  Pa. 

Awtomotic  Oonerol  Electronic 
Solos 

Dallas,  Tox 

Stvigis  and  Tobb 
Seattle,  Wash. 

Wholesale  Rodio  B  Eloctronics 
Ltd 

Toronto,  Conoda 


When  ordering  or  stoking  informotion 
pfeoto  mention  kloctrenics  Bvyort'  Goid#. 
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TRU-OHM  Power  Rheostats 


RU'DRm  products 


W0  atwmft  .x- 
ihipmtt  Hm»  ^ 

.  . .  find  wm‘‘ 
niH>dit»  tor  yew 


iMWiilttlnOffll^pW  W.  Mtfwouif  Avenue,  CMcege  14,  IN. 

yoclery:  Nwntiegtoa,  InMoite 

Lorgeit  produccrt  of  wire-wound  resistors  in  the  U.S  A 

MANUfACTUttifS:  Fewer  Afceestets,  fixed  Rotlttort, 
Adjustable  Resittors,  “ftonohm”  ReMSters,  “Tru-rib”  Resistors 


Owr  fetesr  (otetoy  h  evettebte 
srrtte  ter  teers  todofi 


Wfi«n  ordering  or  tNeking  informetion 
pl9at€  mention  Cf«<fronict  0vy«rs*  Guid*. 
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From  radar  antennas  to  “readout''  equipment... 

AMF  has  experience  you  can  use 

•  On  land  and  sea,  radar  antennas  made  by  AMF  play  a  vital  part  in  the  nation's  defense 
system  •  And  converting  the  incoming  radar  signals  into  instantly  understandable  infor¬ 
mation  are  brain-like  AMF  Electronic  Data  Display  Systems.  The  ultimate  in  "readout" 
equipment,  these  compact  console  units  accept  either  analog  or  digital  information,  instantly 
convert,  coordinate,  and  display  the  data  on  the  face  of  a  cathode-ray  tube.  Incoming 
signals  can  be  interleaved  with  synthetic  symbols  for  immediate  reference,  and  any  segment 
of  the  display  can  be  offset  and  enlarged  whenever  desired.  •  See  for  yourself  why,  for 
radar  control  of  air,  ground,  and  harbors,  or  for  general-purpose  computer  reading,  AMF 
has  the  experience  and  equipment  you  can  use. 


•  Armomeftf 
•  Baffisftcs 

•  Rodar  Antennas 

•  Gv'ded  Mittih 
Suppoft  Equipment 

•  Auxiliary  Power  Supp/ies 
•  Control  $ystnm% 


DEFENSE 

PRODUCTS 


OafanM  Producta  Group 

AMERICAN  MACHINE  &  FOUNDRY  COMPANY 

1101  North  Royal  Strool,  Aloxandrio,  Vo. 


Asbury  Pork  •  Atlanta  •  Boston  •  Brooklyn  •  DoUas 


Wjshington,  D.  C. 


When  ordering  or  9—king  informotlM 
please  mention  Electronics  Buyers'  Guide. 
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_V  . 


C.  P.  Clor* 


TERAOO 


12  POPULAR  MODELS  FROM  OUR  STOCK  OF  OVER  A  MILLION  RELAYS 


CIYSTAL  CAN 


Automatic  Eloctm 


C.  P.  CURE 


Pottor  A  trwmfiold 


CERAMIC 

KEYING 


DC  _ 

ACTUATOR 


^  Loach 


Owordian  Eloctric  \ 


Phillip*  Control 


REVERSING  CONTRACTOR  710  MINIATURE 

%  i?  fl 

Strwthort'Dwnn 


Order  from  the 
world’s  most 
complete  stock  of  • 


Vi'hy  order  from  several  sources  when  you 
can  buy  all  your  relays  from  us! 

Save  the  cost  of  multiple  purchase  orders, 
delivery  dates  and  payments.  Save  confusion  and 
delay  waiting  for  relays  to  be  manufactured. 
We  have  over  a  million  latest  models  in  stock. 
Specify  the  contact  arrangement  and  coil  rating 
you  need. No  order  is  too  small,  nor  too  big. 

All  relays  are  new,  inspected  and 
unconditionally  guaranteed  as  represented. 


elays 

FOR  24  HOUR  DELIVERY 
CALL  WEST  CHICAGO  1100 


Phone  or  write  for 
latest  Relay  catalog 
and  price  list 


RELAY  SALES,  inc 

P.  O.  Box  186-AB  West  Chicago,  Illinois 
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Wh«n  ordsrine  or  ssskinp  informotion 
pi«os«  m«nfion  Elsctronict  Bwytrs'  Guid*. 


SERVO  COMPONENTS 
TO  COMPLETE  ASSEMBLIES 


DAYSTROM  TRANSICOIL  designs  and  manufactures  a  wide 
variety  of  precision  servo  components  and  complete  assemblies 
for  both  industry  and  the  military.  The  precision  that  goes  into 
these  products  is  the  result  of  many  years  of  specialized  experi¬ 
ence  in  the  servo  field.  You’re  getting  a  head-start  on  quality 
when  you  specify  Daystrom  Transicoil  .  .  . 


SERVO  MOTORS  &  MOTOR  GENERATORS 

Frame  Size:  6,  8,  9,  11,  15,  and  18  for  60  and  400*  cycle  operation 
Standard  Operation:  —55  C  to  -1-120  C 

*400  cycle  units  may  be  wound  for  operation  with  transistor  drive 

GEAR  TRAINS 

Mounted  on  the  motor  or  generator 

Maximum  backlash  will  not  exceed  30  minutes  as  measured  with  a  1  in.* 
oz  load  on  the  output  shaft. 

Ratios  from  7:1  to  2187:1.  Other  ratios  available  to  suit  customer 
specifications 

SYNCHROS — Transmitters,  Control  Transformers,  Differentials 
Frame  Sizes:  8  and  1 1  for  400  cycle  operation 

Also  Inductive  Potentiometer,  Frame  Size  1 1, 400  cycle,  infinite  resolution 
Output:  linear 

AMPLIFIERS — Tube  or  Transistor  Types 

Miniaturized  amplifiers  to  drive  a  combination  of  Daystrom  Transicoil 

rotating  components  and  assemblies 

Designed  to  meet  industrial  and  military  requirements 

COMPLETE  ASSEMBLIES 

Design  and  manufacture  of  complete  servo  assemblies  to  customer 
specifications 


24  HOUR  SERVICE — Servo  motors  and 
motor  generators  will  be  shipped  within  24 
hours  of  receipt  of  your  order  at  the  plant. 
Our  stock  program  includes  all  the  popular 
motors  and  motor  generators.  You’ll  find 
Daystrom  Transicoil  units  are  more  com¬ 
petitively  priced  than  ever  before.  Write  for 
detailed  Stock  List. 

CATALOG — For  complete  specifications, 
mechanical  data,  dimensions,  and  charac¬ 
teristics,  write  for  the  Daystrom  Transicoil 
Catalog. 


-m 


1 


dayssbom  transicoil  corp. 

A  Subsidiary  of  Daystrom,  Inc. 

WORCESTER,  MONTGOMERY  COUNTY,  PA.  •  PHONE:  JUNO  4-2421 
IN  CANADA: 

Daystrom,  Ltd.,  840  Caledonia  Rd.,  Toronto  19,  Ont. 

FOREIGN: 

Daystrom  International  Div.,  100  Empire  St.,  Newark  12,  N.J. 


Wh«n  ordering  or  seeking  in^ormofion 
pfeote  menrion  Electronics  Buyers'  Guide. 
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V. 


018  OiA 


Wire  pin  diameter: 

.017  :±  .001 
Wire  pin  length: 

1.500  rt  .062 
Fixed  pin  diameter; 

.040  ±  .002 
Fixed  pin  length:^ 
.234  .030 


^  Type  ML-18 


is  a  sub-miniature  hermeti¬ 
cally  sealed  crystal  unit 
with  glass  and  metal  base. 
Available  with  fixed  pins 
or  wire  leads. 

Range: 

5.0  me  —  150.0  me 


Pin  diameter;  .040  ±  .002 
Pin  length:  .250  ±  .030 


Standard  Octal  Base  Crystal  Oven  for  ML-6  or 
ML-13  crystol  units:  Oven  accommodates  one  or  two 
crystal  units.  Available  in  1%"  or  2Va"  tall  can. 
Furnished  in  6,  12,  27  or  115  volt.  Temperature  setting 
tolerance  accurate  to  ±  1  C.  Operative  temperature 
calibrated  at  any  desired  temperature  between  60  C 
and  100’C. 


Pin  diameter:  .050  .002 

Pin  length:  .238  -t-  .010 
-  .015 


1.7812 


Type  ML.2G 

a  new  all  glass,  7-pin  miniature 

1  III!  II  ■  '  ' 


Range 

200 


‘•.750- 


Type  ML.13 

Range:  4  kc  —  300  kc 
This  unit  is  hermetically 
sealed.  The  can  is  taller  to 
accommodate  the  low  fre¬ 
quency  crystal  blank. 


MORE  HIGH  QUALITY  CRYSTALS 
HAVE  BEEN  PRODUCED  2,'^  THAN  ^ 

^  BY  ANY  OTHER  MAKER  IN  THE  WORLD! 

When  absolute  accuracy  in  frequency  control  units  must  be 
rigidly  maintained— entrust  the  job  to  Midland.  You  are  assured 
of  years  of  quality  manufacturing  experience  plus  constant 
advanced  research  in  critical  problems.  Midland  crystals  used  by 
the  Military  Services  are  consistently  found  to  surpass  military 
specifications  in  precise,  constant  and  unfailing  performance. 

Check  u'ith  us  on  all  your  crystal  needs . . . 

Jt  and  any  special  requirements. 


uacami  MANUFACTURING  COMPANY 
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Wf»«n  ercf«rin9  or  totlting  information 
ploato  montion  iloOronict  Buyrt*  Guido. 
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PRODUCTS  FROM 


TRANSISTORS  •  DIODES  • 


HIGH  SPEED  COMPUTER  SWITCHING  •  •  •  GERMANIUM  ALLOYED  JUNCTION  TRANSISTORS 


PNP  Types:  2N315  NPN  Types:  2N356 
2N316  2N357 

2N317  2N358 

Write  for  Computer  Brochure  G140.^ 


D.  C.  Current  Gain 

hfE 

Rise  Time 

T, 

Storage  Time 

Fall  Time 

T, 

15-60 

.3-1.0  Msec. 

.2 -.4  ^sec. 

.3-6  Msec. 

HIGH  FREQUENCY  •  •  •  GERMANIUM  ALLOYED  JUNCTION  TRANSISTORS 

with  high  Alpha  cut-off  —  extremely  useful  for  RF  applications. 


PNP  Types:  2N519  NPN  Types:  2N444 
2N520  2N445 

2N521  2N446 

2N522  2N447 

2N523 

Write  for  High  Frequency  Brochure  G-150 


Alpha  Cut-off  Frequency 
f.b 

A.  C.  Current  Gam 

Common  Emitter 
h.. 

Vc,  =  5v 

It  =  1  ma 

1-25  me 

Vci  =  5v 

Ic  =  1  ma 
f  =  lKC 

15-200 

GENERAL  PURPOSE  •  •  •  GERMANIUM  ALLOYED  JUNCTION  TRANSISTORS 

where  tight  parameter  control  and  high  reliability  are  desired. 


PNP  Types:  2N563 

2N568 

2N564 

2N569 

2N565 

2N570 

2N566 

2N571 

2N567 

2N572 

Collector  to  Base  Voltage 
(Emitter  Open) 

Veto 

Collector  Cut-off  Current 

Icto 

D.  C.  Curent  Gain 
h,. 

40  V 

Vc.=  lOv 

3mA 

Vet  =  0.5  V 
It  =  1  ma 

20-120 

Write  for  General  Purpose  Brochure  G-160. 

BILATERAL  •  •  •  GERMANIUM  ALLOYED  JUNCTION  TRANSISTORS 


Germanium  alloyed  junction  transistors  for 
high  speed  bilateral  switching  applications. 
PNP  types  2N592,  2N593;  NPN  types  2N594, 
2N595.  2N596. 

Write  for  Bilateral  Brochure  G-170. 


D.  C.  Current  Gam 
h..  (in  both  directions) 

Alpha  Cut  off  Frequency 
f.b  (in  both  directions) 

35-70 

Vet  =  5  V 

It  =  1  ma 

1  8  me 

DRIFT  •  •  •  GERMANIUM  TRANSISTORS 


Germanium  drift  transistors 
offering  exceptionally  high 
speed  for  both  very  fast  com¬ 
puter  and  very  high  frequency 
RF  applications. 

PNP  types:  2N602.  2N603, 
2N604,2N605,2N606,2N607. 
2N608. 


D.  C.  Current  Gam 

htt 

Gam  X 
Bandwith 

Power  Gain 

Kp 

2N602 

2N603 

2N604 

Vet  =  1  V 

It  =  0.5  ma 

25- 

100 

Vet  =  5  V 
le  =  5  ma 

10-30  me 
30-50  me 
50-70  me 

2N605 

2N606 

2N607 

2N608 

Vet  =  7.5  V 
le  =  1  ma 
f  =  2  me 

20-25  db 
25  30  db 
30-35  db 
35-40  db 

Write  for  Drift  Brochure  G-180. 


PHOTOTRANSISTORS  •  •  •  GERMANIUM  ALLOYED  JUNCTION  TRANSISTORS 


PNP  germanium  alloyed  junction  transis¬ 
tor  type  2N469  for  photo  applications. 
This  unit  provides  end  viewing  and  high 
sensitivity  in  a  very  small  package. 

Write  for  Photo  Brochure  2N469. 


AC  Current  Gain 
(Common  Emitter)  ht. 

Light  Sensitivity 

Vet  =  5  V 
le  =  1  ma 
f  =  1  KC 

40 

25  mA  ft.  Candle 

COMPLEMENTARY  SYMMETRY  •  •  •  GERMANIUM  ALLOYED  JUNCTION  TRANSISTORS 

Matched  Pair  1-PNP  l-NPN  Germanium 
alloyed  junction  transistors  for  comple¬ 
mentary  symmetry  applications.  When 
used  as  a  team,  these  matched  units 
eliminate  many  other  components. 

Types:  2N529,  2N530,  2N531,  2N532 
and  2N533. 

Write  for  Bulletin  2N529. 

NOTE  ALL  TRANSISTORS  CAN  NOW  BE  SUPPLIED  IN  FULL  COMPLIANCE  WITH  MIL.T.I9SOOA 
GENERAL  TRANSISTOR  ALSO  MANUFACTURES  TRANSISTORS  FOR  RADIOS  AND  OTHER 
LESS  CRITICAL  APPLICATIONS 


D.  C.  Current  Gam 
hft  (matched) 

Collector  Cut  off  Current 

leio 

Vet  =  1  V 

It  =  1  ma 

15-40 

Ve.  =  5  V 

2mA 

PHOTOTRANSISTOR 


WELDED  JETEC  30 
TRANSISTOR 


f<i^. 


MILITARY  transistor 


GENERAL  TRANSISTOR 


RECTIFIERS  *  RESISTORS 


PRECISION. MADE 
TO  YOUR 
SPECIFICATIONS 
IN  PRODUCTION 
QUANTITIES 
AT  LOWEST  PRICES 


SfCCIAUY 

FORMUUTID 

VISCOUS 

FLUID 

PRCVrNTS 
NtULATlON 
ILURE 
TiULY 

BOBBINLCSS 

XCLUSIVC 
INO 
ION 
IN  NON* 
AROCNINO 
FLUID 

METAL  CASE 

ISSIRATCS 
MORE  HEAT 

WELDED 
WIRE  TO  LEAD 

I8TANT 
SHOCK 
--  LOW 
OiSC 

WELDED  CASE 

ITIVE 
CRMETIC 
SEAL 

CLASS  TO 

SEAL 

ITIVE 
HERMETIC 
SEAL 


SUBMINIATURE  PRECISION  WIREWOUND  BOBBINLESS  RESISTORS 


SPECIFICATIONS 


General  Transistor 
has  developed  a  new  concept 
for  precision  bobbintess 
resistors  which  offers 
exceptional  stability,  reliability 
and  performance.  Write  for 
Resistor  Brochure  GR  20. 


Resistance  Range 
Resistance  Tolerance 
Power  Rating 

Temperature  Range 

Maximum  Operating  Voltage 

Temperature  Coefficient 
of  Resistance 


Style  R  2 

0,1  1!  to  750K  (I 

jlO  05"o  mm.  at  25  C 

V4  watt  continuous  in 
free  air  (increased 
dissipation  possible 
with  heat  sink) 

-65  Cto  fl25  C 

250  V,  DC 

1 

^20  parts  per  million  C 


Style  R-5 

0  1  II  to  750K  11 

ji0.05”o  mm  at  25  C 

la  watt  continuous  in 
free  air  (increased 
dissipation  possible 
with  heat  sink) 

-65”Cto  il25  C 

500  V,  DC 

Ji20  parts  per 
million  'C 


Dielectric  Strength  500  v  rms,  winding  to  case 

Construction  —  Terminations:  -  Welded 


1000  V  rms,  winding 
to  case 


SUBMINIATURE  GERMANIUM  GOLD  BONDED  DIODES 


These  diodes  have  been  designed  for  computer, 
industrial  and  military  applications  where  high 
reliability  is  of  prime  importance.  They  are  her¬ 
metically  sealed  in  a  glass  case  with  tinned 
leads.  Rugged  construction  is  resistant  to  humid¬ 
ity.  shock  and  vibration,  and  impervious  to  ex¬ 
treme  environmental  conditions. 

Write  for  Diode  Brochure  GD-10 


Minimum  Forward  current  at  1  volt  50-400  ma 


Peak  Inverse  Voltage  30-100  Volts 

DC  Reverse  Current  (j  50  v  max.  25-50  ua 


SILICON  MEDIUM  POWER  RECTIFIERS 


dT.  types  SR  101  through  SR  112  are  available 
in  both  stud  mount  and  axial  lead  styles. 

These  quality  units  are  particularly  useful  for 
magnetic  amplifiers,  power  supplies,  and  low 
leakage,  high  temperature  applications. 


Peak  Inverse  Voltage 
Maximum  Forward  Current 
Maximum  Leakage  Current 
at  150  C 

Maximum  Forward  Voltage  Drop 


400-1000  Volts 
750  ma 

150  ua 
1.0  Volts 


GENERAL  TRANSISTOR 


CORPORATION 

91-27  138TH  PLACE  JAMAICA  35.  NEW  YORK 

IN  CANADA!  OCSSCA  t  K  LTD  .  A4t  AT.  FAANCIS  RAVICA.  MONTREAL  «.  OUCRCC 

rOR  IMMCOIATI  OILIVCRY  PROM  STOCK.  CONTACT  VOUR  NCARCST  AUTMORIXCO  TRANSISTOR  OISTRiSUTOR 

OR  GSNIRAL  TRANSISTOR  OiSTRISUTiNO  CORR..  SB  XT  SUTRMIN  StVO..  JAMAICA  JS.  NCW  YORK 

rOR  IXRORTi  OKNCRAL  TRANSISTOR  IN  T  t  RN  A  T  ION  A  L  CORR.,  SI  XT  ISSTM  RLACC.  JAMAICA  9S.  NCW  YORK 


o 


Typical  group  of  UNION  H^h-Quality  Miniature 
Relays.  Spectai  manufacturing  technique*  are 
used  to  provide  quality  relay*  in  large  quantities. 
Ultrasonic  and  iet  abrasive  cleaning  provide  clean 
material.  Unique  baking  and  evacuation  proc 
esses  guard  against  gasaing  m  the  relay 


family  of  high-quality  miniature  relays 
is  designed  for  dependable  performance 
in  guided  missile  environments 


Do  you  need  a  relay  to  operate  with  unusual  reliability 
under  severe  cx)nditions  of  temperature,  shock,  and 
vibration?  Or  one  that  functions  on  low  “dry-circuitry” 
loads?  For  AC  or  DC  circuits?  Or  special  applications? 
You  can  find  almost  any  relay  you  need  in  the  UNION 
line. 

UNION  Miniature  Relays  were  originally  developed 
for  use  in  airborne  and  guided  missile  electronic  <*quip- 
ment  and  meet  or  exceed  the  requirements  of  Mil-R- 
25018,  Mil-R-6106C  and  Mil-R-5757C.  Their  reliabil¬ 
ity  and  small  size  have  led  to  their  use  in  many  industrial 
applications  such  as  traffic  c-ontrol  systems,  computers, 
resistance  welders  and  other  electronic  equipment. 

Look  over  the  many  types  of  UNION  Miniature  Re¬ 
lays  available,  as  shown  here,  and  write  for  our  Bulletin 
1014  containing  complete  information. 

Outstanding  Features 

1.  Superior  Contacts  Standard  HI-IX)  contacts  (lernnit  high 
loads  and  low  loads  to  be  handled  at  the  same  time  in  one 


relay.  Dry-circuit  contacts  an*  available  when  utmost  re¬ 
liability  is  desir(>d  for  low-level,  dry -circuit  loads. 

2.  Coil  Resistances  Available  in  standanl  cas**  from  .9  to  87.')0 
ohms  and  in  long  cas(*  from  1.6  to  13,600  ohms. 

3.  Temperature  Rating  Class  “A”  —55*0  t«»  -f  rt.'i'C;  CMass 
“B”  -65°  C  to  +125*C. 

4.  AC  or  DC  Models  Nominal  n|K>rating  voltage's  from  1.5  to 
160  volts  DC;  115  volts,  60  to  400  C.l’.S.,  A(^  AC  r»*lays 
incorporate  built-in  n><'tifiers  and  have  stime  reliability  as 
DC  relays. 

5.  Types  and  Mountings  All  relays  available  in  6PDT  or 
4PDT  models,  plug-in  or  solder-lug  connections,  and  all  the 
usual  mountings. 

6.  Special  Relays  Sloiv-acting  relays  for  applications  nquir- 
ing  a  differential  lx»twe*en  o|H*rate  time  of  various  n'lays; 
Plate-circuit  relays  which  o|H*rate  on  l«*s8  than  8  milli- 
amperes;  Douhle-coil  relays  with  each  coil  enabling  o|H*ra- 
tion  of  the  relay  . . .  available  on  .s|KH’iaI  order. 


UNION  SWITCH  &  SIGNAL 

DIVISION  OP  WB8TINOHOUSS  AIR  BRAKK  COMPANY 


PITT8BUROH  18,  PKNN8VL.VANIA 


inarliol  guidance  for  (he  Novy'i  Regului  II 


(he  brain  behind  (he  accuracy  of  (he  Mardn  Moce 


yro-accelerometers 

roduced  in  volume 


non 


H  (ake<  all  (he  technical  know-how  of  American  industry  to  produce  gyroscopes  in  volume  to  the  quality  standards  needed  for  inertial  guidance  systems. 
The  sensitivity  of  the  gyro-occelerometers  (used  to  sense  the  slightest  deviotion  in  flight)  is  the  key  to  the  success  or  failure  of  the  missile.  AC  gyro-occelerometers 
ore  setting  the  world's  highest  standards  of  quality  ...  meet  minimum  tolerances  required  .  .  .  and  they  have  withstood  os  much  as  5,000  to  7,000  hours  of 
operation  without  significant  loss  of  efficiency.  Gyros  available  for  immediate  delivery:  75  x  10*;  10  x  10*;  2  x  10*;  1  x  10*. 

—  If  you  ore  on  engineer  with  electrical,  mechanical  or  electronic  backgrounds,  contact  Mr.  Cecil  Sundeen,  Supervisor  of  Technical  Employment,  Dept.  A,  in  care 
of  AC  .  ,  .  the  Electronics  Division  of  General  Motors,  Milwaukee  I,  Wisconsin. 


Producers  of:  AChiever  Inertial  Guidance  Systems  •  Afterburner  Fuel  Controls  •  Bombing  Navigational  Computers 
Gun-Bomb-Rocket  Sights  •  Gyro-Accelerometers  •  Gyroscopes  •  Speed  Sensitive  Switches  •  Speed  Sensors  •  Torquemeters 


When  ordering  or  seeking  Information 
please  mention  Electronics  Buyers'  Guide. 
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PLATE  TRANSFORMERS 

25  cycles  to  2000  cycles 

Single  and  polyphase  for  all  rectifier  circuits 
Indoor  or  outdoor— submerged— airborne  operation 


liqwM  Immartcd— OIL,  ASKARIl 
3  KVA  through  10000  KVA 
Voltogo*  through  230  KV 
Air  Coolod— Clou  A,  t,  H 
1  KVA  through  4000  KVA 
Voltogot  through  IS  KV 
Compound  Fillod 

1  KVA  through  2S  KVA 
Voltogot  through  IS  KV 


Air  Cooled— 
7  KVA-8  KV 


Oil  Immortod— 
10  KVA-12  KV 


Air  Cooled  75  KVA— 5  KV  Regulated  Atkorel  Immersed— 35  KVA— 15  KV 


FILAMENT  TRANSFORMERS 

FILTER  REACTORS 

DRY  TYPE  AND  COMPOUND  FILLED 

Liquid  Immersed— OIL  or  ASKAREL 

Output  0.5  KVA  through  25  KVA  High  Potential  Test  4  KV 

LH  from  10  through  50000 

through  31  KV 

Hi  Potentiol  Test  10  KV  through  140  KV 

LIQUID  IMMERSED-OIL  OR  ASKAREL 

Air  Cooled  or  Compound  Filled 

Output  0.15  KVA  through  25  KVA  High  Potential  Test  10  KV 

IM  from  1  through  5000 

through  140  KV 

Hi  Potential  Test  4  KV  through  31  KV 

Air  Cooled— 

7  volts- 1000  amps 


Askorel  Immersed— 
300  VA-35  KV  Test 


UNIT  RECTIFIERS 

A  complete  assembly  consisting  of: 

Plate  Transformer  •  Filament  Transformer  (if  required) 
Filter  Reactor  and/or  Capacitor 
Tube  or  Semiconductor  Rectifiers 


liquid  Immurtud^Oil  or  Athorul 

Output  Powor— 3  KW  through  10000  KW 
Output  Voltogu— 1  KV  through  1)0  KV 
Air  Coolod 

Output  Pow«r— 1  KW  through  4000  KW 
Output  Voltogu— 600  volH  through  IS  KV 


i  tl 


Oil  Immortod*- SoUnium 
Roctifior«-10  KW>12  KV 


Askorel  Immersed- 
5  KW-10  KV 


Oil  Immersed— Silicon 
Rectifiers-?  KW-15  KV 


Oil  lmmersed-775  KW-110  KV 


Oil  Immersed— 
17  KW-16  KV 


Oil  Immersed— 
12  KW-13  KV 


Askorel  Immersed- 
37  KW-17  KV 


OLONEY  ELECTRIC  COMPANY 

STe  LOUIS,  20,  MISSOURI 


_  j _ 

Air  Cooled—  1*  A 

ll»  25-19  KV  Test  ^ 

■ 

••  1 

P 

Oil  Immersed-  B  ^ 

Ll»  40-34  KV  Test 

When  ordering  or  toohing  information 
please  mention  f/octronict  Buyeri'  Guide. 
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LIQUID  IMMERSED 

Average  Power  0.5  KW  through  2500  KW 
Pulse  Voltage  Output  15  KV  and  above 


MODULATION  TRANSFORMERS 
and  REACTORS 


LIQUID  IMMERSED 

Peak  L|-  (rom  1  to  100.000-4  KV  to  140  KV 


For  Amplitudo  Modulotod  Trontmittors  with  Radio  Froquoncy 
Outputs  of  1  Kilowatt  and  Abovo. 


When  you  specify  Moloney  .  .  .  for  trans¬ 
formers  and  other  magnetic  components 
for  electronics  .  .  .  you're  tapping  one  of 
the  richest  reservoirs  of  experience  and 
technical  know-how  available  today  to 
the  electrical  industry.  Since  1896 
Moloney  has  designed  and  fabricated 
transformers  and  related  products.  Now 
Moloney's  vast  store  of  knowledge  and 
engineering  ability  is  available  to  the 
electronics  industry. 


For  smaller,  lighter  weight  magnetic  components, 
use  Moloney  HyperCores. 


Write  for  Magnetic  Component  Bulletin 
#3815  and  HyperCore  Bulletin  #SR>208. 


JggglMi 

23  KW  ovarog*  100  KV  p 

20  KW  ovorago 

60  KV  pook 

•ok 

43 

KW  ovorogo  90  KV  peak 

2300  KW  Q. 

hI 

r  •  •  •  •  *  I- 

1 

11^  _ 

1 
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to 

meet 

YOUR 

standards 

of 


look  to 


Write  for  comprehensive  catalog  or  coll 

the  Universal  engineering  representative  in  your  area  I 


XJ-A.C  Electronics 

>  or  t  \/  H  T  ■ 

TnANSiSTon  moDXJcrrs  coni’. 


Quality  engineered,  with  no  moving  parts,  they  eliminate  dangerous  and  costly 
maintenance  operations. 

Designers  find  hundreds  of  standard  supplies  at  Universal  ready  to  fill  most  of 
their  power  needs,  plus  the  "know-how"  to  meet  special  requirements.  Their  trust 
in  Universal,  the  pioneer  of  transistorized  circuitry,  to  supply  more  compact,  rugged 
and  efficient  units  at  low  cost  has  made  it  truly 


THE  LARGEST  COMPLETE  SOURCE 


FOR  QUALITY  STATIC  POWER  SUPPLIES! 


For  several  years.  Universal  Transistorized  Power  Supplies  hove  been  outlasting 
and  outperforming  conventional  mechanical  equipment  in  many  applications.  Their 
higher  efficiency  in  minimum-sized,  lightweight  packages  has  revolutionized  the 
circuitry  of  commercial  and  military  electronic  equipment  ranging  from  mobile 
radio  to  missiles. 


POWER  SUPPLIES 


DC  Transformers 


DC-AC 
High  Efficiency 
Static  Inverters 


AC-DC  Space  Saving 
Power  Supplies 


DC-DC  Miniature 
High  Voltage, 
Low  Current 
Power  Supplies 


•  DC-DC  High  Voltage  Power  Supplies  •  Transistorized  Amplifiers 
•  AC-DC  Battery  Eliminator  Power  Supplies 


THE 


YEAR 


for  the 


electronics 

BUYERS’ 

GUIDE 


•  For  Product 
Information 

•  For  Trade  Name 
Listings 

•  For 

Manufacturers* 

Representatives 

the 

choice 
of  over 
52,000 
paid 

subscribers 

electronics 
BUYERS’  GUIDE 


Dept  E68  .  17  Brooklyn  Ave.,  Westbury  L  I  ,  N.Y.  •  [Dgewood  3-3304  •  IWX  255  Westbur,  N.T. 


IN  CANAOiA- Conway  Electronic  Enterprises  Reg. : ,  1514  Ellington  Ave..  Toronto  10,  Ont.,  Canada 
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RANSFORMERS,  INCORPORATED 

200  Stage  Road,  Vestal,  N.  Y. 
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Wh»n  ordaring  or  taoking  InformaHon 
plaosa  mantion  Elacfronics  Buyars'  Guide. 


SP£CMl  PURPOSE  TRANSFORMERS 

to  meet  todays  sritital 
requirements  demands  highly 
spetialiied  skills  and  equipment 


The  accuracy  required 
in  voltage  reference 
transformers  and 
computer  excitation 
PULSE  transformers  demand  exacting  specifications,  super\'ision 

HYBRID  and  material  control.  In  order  that  high  precision  transformers 

POWER  he  acceptable  they  must  have  pretlictahle  performance 

and  all  the  for  all  temperature  and  load  conditions.  A  specialized  method 

sub-classifications  has  been  developed  at  Transformers,  Inc.  to  make  this  possible. 

MAGNETIC  AMPLIFIERS  The  measurement  of  voltage  ratio  is  not  sufficient,  data  must 

RADIOMETERS  be  also  obtainetl  which  will  indicate  in  which  manner 

BRIDGES  the  variables  of  a  particular  transformer  is  affected 

and  special  by  temperature  and  changes  in  the  load, 

test  equipment 


A  detailed  view  of  the  assembly  area  which  has  been  efficiently  planned  for  space  at  Transformer,  Inc. 


Measured  Accuracy  ii 
Transformer  Winding 


SEMI-AUTOMATIC  WINDING  MA¬ 
CHINE  (PHOTOTYPE  WORK).  The 
Prototype*  and  Scimple  IDc'partmont  covers 
approximately  2,5(K)  square  feet  and  is  com¬ 
pletely  equippeKl  to  perform  all  operations 
from  windinfc  to  finishinf;  independently  of 
the  Production  Department.  The  illustration 
shown  is  the  hand  winding  of  very  heavy 
wire.  The  proper  tension  is  obtained  by  a 
tension  device  behind  the  operator. 


Environmental  Testing 


One  chamber  performs  MIL-T-27  humidity 
c-ycling  and  Monmouth  cold  shcK-k.  Another 
chamber  is  a  c'ombination  altitude  and  ex¬ 
treme  cold  chamber.  Altitude  up  to  HK),(X)() 
feet  can  be  simulated.  Temp<*ratures  as  low 
as  1()0  degrees  below  zero  fahrenheit  can  b<* 
readily  obtained.  Another  installation  not  yet 
c-ompleted  will  perform  vibration  testing  up 
to  3,(KK)  cycles  at  any  simulatc'd  altitude  up 
to  125, (X)0  feet  and  at  any  temperature  from 
125  degree's  below  zero  to  190  degrees  above 
zero. 


General  Laboratory  covers  approximately  5,000  sq.  ft.,  has  the  necessary  equipment  to  make  measurements  from  .01  cycles  to  50  megacycles. 
There  is  sufficient  equipment  available  that  all  the  set-ups  can  be  operated  simultaneously  without  interference. 


When  ordering  or  seeking  information 
please  mention  Electronics  Buyers’  Guide. 
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A  dclailsd  view  of  Iho  automatic  winding  machinot. 


Accuracy,  Reliability,  Minimum 
Size . . .  Important  Features  of 
Transformer,  Inc.  Products 


Transformt'ra.  Inc.  has  cIcvpIoihhI  s|)ociaI  t*<iuipmcnt  to  |)cr- 
mit  the  measun-ment.s  of  ratio  to  a  Rreatt'r  accuracy  than 
hcrt'lofort*  iMtssihlo.  'I'he  laboratory  measures  voltage  ratios 
with  an  accuracy  of  5  parts  |>er  million  with  a  sensitivity  of 
one  part  |M>r  million.  Also  s|>(>cial  equipment  for  the  meas¬ 
urement  of  pha.se  angles  as  low  as  .001  milliradian  is 
available. 

'Pransformers.  Inc.  insunst  greater  reliability  through  sjte- 
cializecl  impri‘gnating  methixls  (vacuum  and  pressure), 
standards  adoptcsl  to  insure  maximum  rigidity  of  as.semhly 
and  candid  insiMH-tion  of  raw  material. 

Transformers,  Inc.  has  a  complete  metal  working  depart¬ 
ment.  'Phniugh  thisu*  facilitiisi,  mi'chanical  |s*rfections  to 
within  .005  of  an  inch  fur  can  dimensions  and  to  within  I 
thousandth  of  an  inch  for  .studs  and  other  transformer 
comiMinents  can  Ih*  obtainisl. 

For  Airborne  equi|)ment  to  obtain  optimum  fierformanci*  for 
minimum  weight  and  size,  the  use  of  s|H*cializ€Hl  core  ma¬ 
terial  and  siKH'ially  coati>d  wires  such  as  silicone  coated 
wire  and  teflon  insulatisl  wire  has  |K*rmitted  Transformers, 
Inc.  to  design  transformers  to  minimum  sizes. 


Equipmant  uiad  in  th«  daiign  of  pulto  Irantformors  lo  oliminalc  tht 
“cut  and  try”  molhod  gonorally  omployod. 


Tolling  pulio  Irantformon.  This  lol-up  can  limulato  Iho  oporaling  con- 
diliont  of  pulio  Iranformori  up  lo  ono  million  volts. 


Vacuum  Impregnation 


Units  are  vacuum  impri'gnated 
in  thesi*  tanks  and  then  suhji»cted 
to  a  pressure  of  100  lbs.  per 
square  inch  while  they  are  still 
submergisl  in  the  varnish.  This 
insures  complete  |K*nefration  of 
the  varnish.  The  multiplicity  of 
tanks  |M‘rmit  simultancsius  vac¬ 
uum  im|)regnatiun  with  dilTerent 
resins. 


Varlial  li»t  of  SATISt  IhD  ('.liSTOMERS:  Itnllnnlinp  l^ahornlorieit  •  Itrll  Aircraft  •  Itocinfi  Airplane  Company 
(:nrli»»-W  rifthi  •  Daylrom  ln»lrnmrnt  •  IhtmonI  l.aboratoriet  •  General  Electric  •  lfiig/ie.s  Aircraft  •  HIM 
Kolhman  InHtrnment  •  Link  Aviation  •  Leed*  &  Morthrup  •  Maimnchnnettii  Institute  of  Technolotiy  •  Melpar,  Inc. 
Morden-ketay  •  Raytheon  •  Sperry-Gyroscope  •  Sylvania  ...and  others. 


RANSFORMERS,  INCORPORATED 

200  Stage  Road,  Vestal,  N.  Y. 


Whon  ordoring  or  looking  information 
ploaio  monlion  Eloctronici  Buyori'  Guido. 
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when... 


YOU  BUY 


Longer  lasting  CHESTER  Plasticord-Plasticote  wires,  and 
nylon  and  teflon*  insulated  conductors,  are  available  in  stand¬ 
ard  or  custom  constructions  for  every  requirement.  All  are 
service-proven  for  complete  reliability  for  the  specific  appli¬ 
cation  for  which  they  are  engineered.  And  equally  reliable,  is 
the  service  behind  them . . .  from  “crash”  deliveries  to  engi¬ 
neering  assistance  on  the  design  of 
^  special  purpose  constructions! 


'  says:  FOR  EASIER  INSTALLATION  AND  LONGER 
LASTING  DEPENDABILITY  WIRE  IT  WITH  CHESTERI 


—  for  Smooth  Pliability  with  Super-Durability 


“Airsac”  TV 

Lead-in  Wire 
Appliance  Wire 
Annunciator  Wire 
Annunciator  Cable 
Antenna  Loop  Wire 
Braided  Wire 
Coaxial  Cable 
Custom  Cable 

Constructions 
Flame  Retardant 
High  Voltage  Wire 
Flexible  Bell  Cordage 


High  Frequency 

Test  Lead 
High  Frequency 

Lead  Wire 
Intercom,  Control 

and  Audio  Cable 
Microphone  Cable 
MIL  Hook-up  Wire 
Miniature  Wire 

and  Cable 
Multiple  Conductor 

Cable 

Nylon  Coated  Wire 
Overbraids 


"Parallead”  TV 

Lead-in  Wires 
Phonograph 

Pick-up  Cable 

Photoelectric  Cell 
Rotor  Cable 

RVC-300  Apparatus 

Wir6 

Shielded  Cable 
Teflon  Lead  Wire 
Telephone  Bridle  Wire 
Telephone  Cable 
Telephone  Inside  Wire 


CABLE  CORP. 

A  Subsidiary  of  Miami  Copper  Company 

42  HILL  STREET,  CHESTER,  NEW  YORK,  U.S.A. 

PIONEER  PRODUCERS  OF  PLASTIC  INSULATED  WIRES  AND  CABLES 


REQUEST 

ADDITIONAL 

PRODUCT 

INFORMATION 

be  sure  to 
mention  the  . . . 

electronics 

BUYERS’ 

GUIDE 

THIS  WILL 
ASSURE  YOU 
OF  PROMPT 
AHENTION 

A  McGraw-Hill  Publication 


394 


Whan  ordering  or  Moliins  information 
p/aoM  montion  tiortronico  Buyorg'  Guido. 


June,  1958 -MID-MONTH -ELECTRONICS  BUYERS'  GUIDE 


RECORDERS-  CONTROLLERS  -  INSULATION  TESTERS 


Indkafing  ControUers 

Accurately  indicate  and  control 
temperatures  and  other  variables 
expressed  in  millivolts,  microam¬ 
peres  and  changes  of  resistance. 
*‘On-off’’  type . . .  ranges  from  30®- 
100®  F.  to  30®- 3,000®  F.  Repeat¬ 
ability  of  control  0.2%;  accuracy 
of  indication  1%.  Zero  time 
lag  response.  Can  be  combined 
into  systems  for  varied  demands. 


Strip  Chart  Rerorders 

Standard  size  (illustrated)  up  to  3 
channels;  also  double  size  up  to  6 
channels  and  miniature  sizes.  Rec¬ 
tilinear,  inkless  and  ink  recording 
in  one  unit.  Three  speed  transmis¬ 
sion  plus  60:1  speed  change  from 
hours  to  minutes.  Accuracy  1%. 
Wide  choice  of  ranges  and  chart 
drives.  Shockproof  movement; 
splash  and  dustproof  steel  case. 


Insulation  Tasters 

Small,  extremely  rugged,  portable  megohm-meters  with 
built-in  hand-cranked  test  voltage  generator.  Patented  me¬ 
chanical  rectifier  permits  generation  of  up  to  SOOOV.  Easy 
hand-cranking,  accuracy  ±  1.5%.  Scale  length  lY*".  Wide 
range  of  test  voltages  and  measuring  ranges. 


cmmss-WRiGHT  pmaslOH  iHSTRUMtnrs 

backed  by  years  of  experience  in  producing  complex  electronic  equipment 


THERMAL  TIME  DELAY  RELAYS  for  military  and  industrial  appikations 


H  SERIES 

high  vibration 
roiistanco 


S  SERIES 

t-p.,  d-t  snap-action 
contacts 


K  SERIES 

economical, 

low-cost 


Ten  series  of  standard  Curtiss-Wright  thermal  re» 
lays  are  available  for  immediate  delivery  ...  or 
special  custom  designs  can  be  engineered  and  pro¬ 
duced  on  order.  Curtiss-Wright  design  and  pro¬ 
duction  experience  is  at  your  service  to  help  solve 
problems  in  time  delay  relays.  In  addition  to  those 
illustrated,  series  immediately  available  include: 

IR  —  TR  and  STR  . . .  instant  rtsst,  voltagt  compsniated 

MR  and  CR . .  .  double-throw  contocts,  fast  reset, 
no  contact  chotter 

0  and  W . .  .  cconomicol,  low-cost 


KLKCTRONICS  DIVISION 


GURTISS-WRIGHTn 

COnrailATION  •  CAftleSTAOT.  N.  J. 
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WK«n  ordoring  or  fttfcing  m/ormot?on 
ploaso  mention  SloOronks  Buyers'  Cuide, 


PLASTIC  MOLDED  KNOBS 


Available 

From 

STOCK 

MOLDS 

or 

CUSTOM 

MOLDED 

To 

Your  Own 
Design 


— 


Huge  selection  oi  shapes,  sizes  and  We  can  also  supply  special  knobs  cus- 

colors  aTailable  from  stock  molds.  Mili-  molded  and  branded  to  your  own 

tary  knobs  Included.  No  tool  chorqe.  .  ,  ,,,.  .  ..  . 

,  .  .  „  ^  ,  ....  design.  Whaterer  your  knob  require- 

last  deliTery.  Con  be  modified  or  sup- 

pUed  with  special  shaft  holes  at  nomi-  ***• 

nal  cost.  Markings  con  be  branded  to  money  by  getting  them  from  Rogan. 
specifications.  Send  for  details  ond  free  catalog. 

Complete  Cuetom  MolMng  Bervire 

ROGAN  BROTHERS  8031  N.  Monticello  Ave.,  Skokie,  Illinois 


Troniformcrt,  Toroids,  Mognclic  Amplifiors,  mode  to  your 
specifications  or  we  design  to  meet  your  requirements. 

Atinioture,  High  temperature,  hermetically  sealed,  encop- 
sulote^  or  open  type.  Mode  to  meet  Mll-T‘27  specs.  Govern¬ 
ment  inspection  in  our  plont. 

Special  attention  to  tronsformers  for  aircraft  ond  missile 
applications. 


Now  tuccestfully  »orvtng  o 
lorgo  number  of  loodirtq 
monufocturer^. 

We  otter  experience,  quolity,  good  tnipeclion  and  deliveries  when  promised.  We  con  help 
on  really  tough  jobs  and  specials. 

QUTRONIC  TRANSFORMER  CORPORATION 


525  Broadway 


New  York  12,  N.  Y. 


WOrfh  2-3639 


McGRAW-HILL 

OIRECT MAILLIST  SERVICE 


If  You  Are  Having  Difficulty 
Maintaining  Your  Mailing  Lists.,. 

Probebly  no  other  ergsnixstten  It  si  well  equipped  at 
McGrew.Hill  to  toivs  the  complicated  problem  of  Hit 
maintenance  during  thit  period  of  unparalleled  change 
In  Induitrlel  penonnel. 

McGrew-HMI  Mailing  Uiti  cover  moit  major  Indut- 
frlet.  They  ere  compiled  from  eicluiive  lourcsi,  and 
era  bated  on  hundrsdi  of  thouiendi  of  mall  qu^lon- 
nalrat  and  the  reporti  of  a  nation-wide  field  itaff.  All 
nemet  ere  guaranteed  accurate  within  2%. 

When  planning  your  diract  mall  advartlilna  and  talat 
promotion,  coniidar  thIt  untqua  and  economical  tervlce 
In  relation  to  your  product,  Oatalli  on  raquait. 

McGraw-Hill  Publishing  Co.,  Inc. 

DIRECT  MAIL  DIVISION 

330  Watt  42nd  Street  New  York,  36,  New  York 


ELECTRONIC 
DESIGNERS 
GO  FIRST 
TO 

THE  “GUIDE” 

Wherever  designers  and 
specifiers  have  immediate 
need  for  readily  accessible, 
necessary  produa  informa¬ 
tion  at  their  breadboards, 
there,  year  after  year,  will 
you  find  the  ELECTRONICS 
BUYERS’  GUIDE.  "Who 
makes  what  produa  or  pro¬ 
vides  what  service.^’’  "Where 
can  I  buy  it?’’  "Where  can  I 
find  complete  and  accurate 
produa  specs?’’  These  are 
questions  that  are  asked  daily 
by  the  men  who  design-in 
elearonic  produas;  these  are 
questions  that  have  been  an¬ 
swered  for  the  past  seventeen 
years  by  the  ’’Guide,’’  the  ac¬ 
cepted  reference  book  of  the 
industry. 

Year  after  year,  the  design¬ 
ers  of  the  industry  have  pre¬ 
ferred  the  "Guide”  for  its 
Simplicity  of  Style  (as  easy 
to  use  as  a  telephone  direc¬ 
tory),  for  its  Accuracy  (the 
industry  helps  the  Research 
Staff  revise  its  listings  every 
year)  and  its  Complete  Prod¬ 
uct  Specs  (advertisers  have 
told  their  complac  produa 
stories  in  the  "Guide"  con¬ 
sistently). 

T be  key  people  of  the  in¬ 
dustry— the  buying  influ¬ 
ences— rely  on  the  "Guide" 
for  the  answers  to  their 
product  problems. 

For  Product  Data ... 

the  electronics 
BUYERS' GUIDE 
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MICROMATION' 


PLUGIN  SERVO  REPEATER  SYSTEMS 

Synchro  Follow-up:  Complete  servo  Repeater  System,  length  4",  dia.  2",  weight  13  oz. 
Includes  amplifier,  motor,  synchro,  power  supply,  transformer  and  gearhead.  Power  Re¬ 
quired:  115V,  400  cps,  10  watts.  Typical  performance  with  200:1  gear  ratio:  Error;  less 
than  10  minutes;  Stall  Torque:  21  in.-oz.;  Kv:  60  sec-';  Bandwidth:  6  cps;  Maximum 
Output  shaft  speed:  90*/sec;  Damping  ratio:  0.55.  Additional  Gear  Ratios,  available  at 
no  extra  cost,  provide  the  following  range  of  performance;  Stall  Torque:  2  in.-oz.  to  252 
in.-oz.;  Kv:  600  sec-'  to  5  sec-';  Output  shaft  speed:  900“ /sec  to  7.5*/sec.  Meets 
MIL-E-5272A. 

Potentiometer  Follow-up:  Complete  Potentiometer  Servo  Repeater  System,  length  4“, 
dia.  2",  weight  13  oz.  Includes  amplifier,  motor,  potentiometer  (single  or  multiple  turn), 
power  supply,  transformer  and  gearhead.  Power  required:  115V,  400  cps,  10  watts. 
Accepts  AC  signals  and  with  modification,  DC  signals.  Follow-up  accuracy  to  ±0.05%  of 
signal  voltage.  Input  signal:  O-IOV  full  scale  to  O-IOOV  full  scale.  Other  performance 
characteristics  basically  the  same  as  those  specified  for  Synchro  Follow-up. 

SYNCHRO  FOLLOW-UP:  MODEL  W1901 
POTENTIOMETER  FOLLOW-UP;  MODEL  W1902 


HOLLOW  SHAFT  DIFFERENTIAL 

The  smallest  Hollow  Shaft  Differential  available  for  Va"  dia.  shafts.  The  differential  is 
clamped  to  the  Vs”  shaft  through  the  spider;  thus  the  shaft  length  normally  required  for 
an  outboard  shaft  clamp  can  be  utilized  for  the  output  gear.  Weight:  0.2  oz.  Load  rating: 
6  in.-oz.  (max.).  Backlash  7-10  minutes  of  arc  at  20*C.  Operating  Speed;  500  rpm  (max.). 
Clearance  Diameter  (swing  circle):  0.540".  Length  (end  to  end);  0.524".  Three  pinion 
gears  used  for  stability  and  precision.  Stainless  steel  Construction  with  ABEC  5  or  7 
Ball  Bearings. 


SERVOED  INDICATORS 

Analog  or  digital.  Consists  of  packaged  synchro  or  pot  servo  repeater  system  (W1901  or 
W1902)  and  indicator  display.  Input:  AC  or  DC  voltages  or  any  26  11.5-volt,  400~ 
synchro.  Accuracy:  to  ±0.05%  of  input  voltage  or  to  10  min.  of  output  shaft  position. 
Power  required:  115V,  400'.,  lOW.  Analog  presentation:  2"  or  SVi"  dial  with  or  without 
bezel,  single  or  dual  pointer,  linear  or  non  linear  scale.  Digital  presentation:  Up  to  four 
digits,  uni-directional,  bi-directional,  or  dual,  numerals  yu"  high. 

ANALOG:  MODEL  W2200 
DIGITAL;  MODEL  W2100 


TRANSISTOR  SERVO  AMPLIFIERS 

6  Watt  High  Gain  Servo  Amplifier:  Miniaturized,  transistor  servo  amplifier,  length:  V^t”, 
dia.:  IVi",  weight;  7  oz.,  including  heat  sink.  No  external  heat  sink  required.  Gam:  53  to 
80  db,  adjustable.  Gam  stability:  <1  db.  Power  required;  +28  Vdc.  0.75W  (zero  signal) 
to  8W  (stall).  Input:  30V  (max.),  400~,  3000(1  imp.  Output:  40V  (max.)  (-  6  watts  (max.). 
Phase  shift  ±5*  (w  400--.  Mounting:  9-pin  turret  or  plug.  Meets  MIL-E-5272A. 

MODEL  W1807 


r 


%  WATT  SERVO  AMPLIFIER:  Drives  size  8  and  10  servo  motors.  Length:  2",  dia.:  'VU",  S 
weight:  2  oz.  Gam:  50  db  (at  max.  output).  Power  required:  +28  Vdc.,  3.5W.  Input:  400'.,  p 
5(X)0ll  imp.,  20V  (max.).  Output:  lOV  (max.)  into  control  phase  of  size  8  or  10  servo  E 
motors.  Provides  viscous  damping  for  servo  loop  stability.  Phase  shift:  factory-set  between  B 
40*  and  90‘,  leading.  No  motor  phasing  capacitor  required.  Meets  MIL-E-5272A.  p 

_  MODEL  W1803  B 

MINIATURIZED  SERVO  BREADBOARD  KIT  I 

The  only  servo  breadboard  kit  specially  designed  to  accept  all  subminiature  rotary  ■ 
components  m  sizes  5,  8.  10  and  11.  Easily  assembled  by  Servo  Engineer  or  Technician  S 
to  accurately  observe  dynamic  performance  of  miniature  servo  systems.  Individual  servo  f? 
sub  systems  can  be  integrated  into  a  complete  system  by  mounting  the  frames  in  tandem 
and  or  over-under  fashion  as  required.  The  illustration  shows  the  mounting  frame, 
mechanical  components,  servo  amplifier,  power  supply,  and  transformer  to  operate  the 
breadboarded  servo  system  directly  from  a  115V,  400  cps  power  supply. 

Using  this  unique  breadboard  system,  closed  loop  final  test  data  can  be  completed  prior 
to  production  packaging  with  the  same  rotary  components,  gears,  shafts  and  spacing  as 
are  used  m  the  final  assembly. 


DATA  CONVERTERS 


Analog-to-Digital:  Driving  standard  commercially  available  linear  encoders,  the  plug-in 
servo  repeater,  described  above,  provides  a  miniature  package  for  converting  synchro  or 
voltage  signals  to  digital  data.  Special  complete  packages  available  to  meet  specific 
requirements. 

Oigital-to-Analog;  A  2"  dia.  x  3"  long  packaged  accessory  to  the  plug-in  servo  repeater 
converts  binary  parallel  data  to  shaft  position.  Complete  packages  are  available  to  meet 
specific  requirements. 
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Do  the  booklets,  pamphlets,  and  manuals  you  use  really  work  for  you? 
Are  these  vital  publications,  that  tell  the  story  of  your  products  and  your 
company,  as  effective,  readable,  well  designed  and  illustrated  as  they  can 
be?  Today  more  than  ever,  your  entire  o[K-ration  is  judged  by  each  annual 
rejx>rt,  employee  manual,  and  public  relations  piece  that  you  protluce. 
Have  you  examined  your  communications  lately?  If  you  have  any  doubt 
as  to  the  impact  of  your  instructional  and  promotional  literature, 
remember  .  .  . 

CdMMUNICATION  IS  OIIR  BUSINESS 

For  a  g<MKl  many  decades  McGraw-Hill  has  stood  for  complete  coverage 
in  the  business  literature  field.  Now  the  McGraw-Hill  'Fkchnicau  Writing 
Service  offers  a  new  approach  to  your  publication  problems  —  an  inle- 
grated  writing,  editing,  illustrating,  and  printing  service  for  the  custom 
production  of:  instruction  manuals,  product  bulletins,  training  aids, 

INDU.STRIAL  RELATIONS  LITERATURE,  ANNUAL  REPORTS,  COMPANY  HISTORIES, 
PROCEDURAL  GUIDES  and  Other  collateral  literature.  More  than  150  editorial 
and  graphic  experts  are  at  your  disposal,  ready  to  prepare  high-quality 
material  to  your  own  or  government  specifications.  Save  time,  save  money 
•  ,  .  and  make  your  communications  work!  Let  our  staff  be  your  staff  for 
technical  and  business  publications. 

McGraw-Hill  llonli  Gn.  fECHNIGAL  WRITING  SERVICE 

Write  or  phone  'lechiiital  Writing  Service,  McGraw-Hill  IhMik  (;*>.,  Inc, 

830  West  42nd  Street,  New  York  36,  N.  Y.  •  LOngacre  4-3000 

This  service  is  available  through  ad  agencies. 
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OW  ARE  YOUR  COMMUNICATinNS  ? 
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keSEARCH 

DEVELOPMENT 

PRODUCTION 


THE  GABRIEL  COMPANY 


AeuA  PnoducU^ 


The  MOP-S1RKICHER  feeds  offer  higher  gain,  lower  sidelobe 
levels  and  more  desirable  beam-widths  for  center-fed  parabolic 
antennas.  This  feed  was  developed  for  S,  X,  Ku  and  K.  bands. 
Tecknicof  laotures  of  X-band  onfenno  o  Sidelobes  at  least  24  db 
down  on  4, 6,  8  and  10  ft.  reflectors  •  High  gain  efficiency,  65-70% 


Broadband,  HF-to-SHF.  Directional  Antenna  Group 
Remotely  controlled. 


Low-drif  Airborne  Flush-mount  Antenna. 

Beacon  —  Countermeasures  — Homing  —  Navigation 


The  new  hi  gain  3  kme  Cylindrical  t  ' 

Cooiiol  feed  provides  simil.ir  I'.  ^ 

.ind  11  plane  patterns,  minimum 
Mde  and  baeklobes.  and  negligible 
squint.  Kear-nmtinted.  with  easy  p<»- 
lari/ation  adjustment  to  any  angle.  - 

7000  me  Offsef  Anfenno.  Ideal  for  installations  where  p.issivc 
reflectors  arc  ulili/ed  —  VSWR  less  than  1.10:1  over  5‘>()()  8.^00 
me  —  Sidelobes  at  least  24  db  down  —  gain  is  41  db  at  70(K)  me. 
LIliptically  shaped  reinforced  fiberglas  reflector. 


Missile  Antennas  —  Telemetering.  Destruct,  Guidance 
ICBM,  Surface  to  Air,  Air  to-Air,  and  Surface  to-Surface. 


The  new  universal 
3-poinf  suspension 
mounting  bracket 

for  2.  4.  6.  8  and 
10  ft.  parabolic  re¬ 
flectors 

features  •  Inde¬ 
pendent  a/imuth 
adjustment.  •  In¬ 
dependent  eleva¬ 
tion  adjustment  o 
Adaptable  for 
mounting  in  all  lo¬ 
cations. 


Aleutian  Line— Dew  line 
Low  loss,  heavy  duty 
duplen  feed  horns  for 
Tropospheric  Scatter  Ra¬ 
dio  Communication  Sys¬ 
tems. 


The  new  X-band  para¬ 
bolic  antenna  with 
standard  feed,  f'ea- 
lures  variable  polariz¬ 
ing  adjustment,  0  to 
90  Manually  Kxlscd 
in  position. 


Mntariaed  Passive  Reflector 

For  maiimum  point-to-point 
transmission  in  microwave  re¬ 
lay  links.  Fast,  accurate,  easy 
adjustment  from  remote  loca¬ 
tion.  Manually  adjusted  re¬ 
flectors  also  available. 


1  he  Gabriel  Electronics  Division  is  one 
of  the  world  leaders  in  microwave  relay  link 
antennas,  and  the  more  complex  antennas.  They 
arc  dedicated  to  improve  and  extend  the  state- 
of-the-art  in  antennas  and  antenna  components. 

Call  or  write  to  CixHRitL  Electronics 
Division  for  counsel  on  your  antenna  needs. 


. . ,  Contributing  millions  of  troublo-lroo  operational  hours  for  in¬ 
dustry  and  the  military. 

a  7000  me  —  Broadband  (592S-7A25  me)  high  gain  >  40  db  low 
sidelobes  —  low  VSWR  <  1.13.1  over  band, 
a  4000  me  —  Narrow-beam  broadband  (3700-4200  me)  —  low 
VSWR  <  1.2:1  —  gam  >  37  db. 

a  2000  me  —  Available  in  offset  and  center-fed  feeds.  Narrow- 
beam  broadband  (1750-2110  me)  —  high  gain  >  28  db  low  VSWR 
<  1.3:1  over  band 

•  940  me  —  Alt  weather  radome  covered  feed  —  gam  >  22  db 
low  VSWR  <  1.25:1. 

135  CRESCENT  RD.,  NEEDHAM  HEIGHTS  94,  MASSACHUSETTS  —  phone  NEedham  3  0005 


When  ordvring  or  fenhimi  Informntlf” 
pfeoM  mention  flectronics  Buyers'  Guide. 


June.  1958 -MID  MONTH 


ELECTRONICS  BUYERS'  GUIDl 


■ 

- 1 

1 

n 

n 

J 

n 

r 

n 

y 

_ 

I 

: 

A 


rA 


Transistors:  Select  your  transistors  from  the  industry’s 

widest  line _ GERMANIUM  high  frequency,  VHF, 

radio  converter  and  IF,  audio  output,  general  purpose 
and  phototransistors  . . .  SILICON  high  temperature 
switching,  medium  power,  high  power,  high  frequency, 
and  small  signal  transistors.  (There  are  more  TI  types 
of  silicon  transistors  than  the  silicon  types  of  any  other 
manufacturer.) . 


Silicon  Diodes:  Look  to  new  ruggedized  TI  600V, 
400mA  and  0.3  p  sec  recovery  time  glass  diodes  for 
your  general  purpose  and  computer  applications. 

TI  100%  tested,  diffused  junction  diodes  provide  sta¬ 
bility,  reliability  and  long  service  life  in  extreme  heat, 
shock  and  vibration  conditions. 

For  your  miniature  circuitry,  select  from  a  wide  line  of 
voltage  regulator  and  general  purpose,  metal-case  diodes. 

Silicon  Rectifiers:  New  design  freedom  and  reliability 
for  your  miniature  high  voltage  power  supplies!  Get 
instant  operation  at  high  temperatures  . . .  with  zero 

filament  power _ when  you  use  TI  single  junction 

1500  volt  silicon  rectifiers  and  3  amp  diffused  silicon 
rectifiers  with  PIV  ratings  to  600  volts. 

Precision  Carbon  Film  Resistors:  Outstanding  accuracy 
and  reliability  are  yours  with  TI  precision  carbon  film 
resistors.  Seven  sizes  from  to  2  watts  with  resistance 
values  from  25  ohms  to  30  megohms  are  available  in 
1,  2,  and  5%  tolerances.  Special  values,  modifications 
and  tolerances,  will  be  supplied  to  your  specifications. 

Sensistor  Silicon  Resistors:  For  your  temperature  sens¬ 
ing  and  temperature  conpensating  applications,  sensis¬ 
tor  silicon  resistors  provide  a  positive  temperature 
coefficient  of  resistance  (-\-  0.7%/ '‘C)  plus  a  constant 
rate  of  change.  Values  range  from  100  to  1000  ohms  in 
and  Vi  W  ratings. 

fonJI-cop  Solid  Tantalum  Capacitors: /mmecfiate  aratZ- 
ability  in  production  quantities  assures  prompt  delivery 
of  small  size,  leakproof  tan-Tl-cap  tantalum  capacitors 
for  your  miniaturized  circuit  requirements.  Values 
range  from  4  to  20  /if  in  ratings  from  6  to  35  volts. 


TEXAS  INSTRUMENTS  SALES  OFFICES 
DALLAS  •  NEW  YORK  •  CHICAGO  •  LOS  ANGELES 
CAMDEN  •  DAYTON  •  DENVER 
DETROIT  •  OTTAWA  •  SYRACUSE  •  SAN  DIEGO 
WALTHAM  WASHINGTON  0  C 


Texas  Instruments 

INCORPORATED 


Write  for  data  sheets  giving  complete 
specifications  on  oil  product  lines. 
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FXC,  the  Ferroxcube  Corporation  of  America,  is  one  of  the  few  pioneer  companies  in  the 
world  specializing  in  the  brand-new  science  and  technology  of  ferrite  components.  The 
"Ferrite  Man"  from  FXC  is  at  your  service  with  the  widest  range  of  ferrite  cores  available 
from  any  source  today  and  is  ready  to  discuss  with  you  your  individual  requirements 
and  specifications  with  regard  to  any  of  the  following  custom  engineered  ferrite  products; 

tdevitlM  flybKk  trantlamitr  earn  •  rMartfini  and  playback  bead  caret  (cantact  and  nan-cantact)  •  palse  and  trant- 
former  caret  •  braadband  trantfarmer  caret  •  pre-adjatted  filter  caret  •  blfh-frequency  power  trantformer  caret  • 
delay  line  carat  •  ferrita  ckaka  ar  thioldint  caret  and  timpla  indnetar  caret  •  tqaare  hytteretit  loop  caret  far  memory 
arrayt  •  tquaro  hyttorotit  loop  carat  far  twitching  and  other  applicatient 

alto  available;  ceramic  permanent  magnett  •  thermittort  •  varittort 

Ask  the  ^Territe  Man'  front 

FERROXCUBE  CORPORATION  OF  AMERICA 

57-J  EAST  BRIDGE  STREET,  SAUGERTIES,  NEW  YORK 


I 
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OUEVELITE* 


is  engineered  to  make  your  product  better  with  the  necessary 
electrical  and  mechanical  properties.  Produced  in  seven 
grades  to  meet  almost  any  requirement. 


Clevelite  is  the  accepted  standard  in  the  radio  and  tele¬ 
vision  industry.  AT  NO  EXTRA  COST,  it  has  provided  that 
additional  margin  of  quality  and  protection  in  a  great 
number  of  applications. 

★  ★  ★ 


Coil  forms  and  collars  with 
terminals  or  printed  circuit 
lugs  attached  are  shown  at 
the  left. 

Write  for  latest  Clevelite  brochure. 

Samples  furnished  if  requested. 

Why  pay  more? 

For  quality  products  .  .  . 

call  CLEVELAND! 

‘ifag.  U.  S.  Pat.  Off 


PLANTS  t 
SALES  OFFICES; 

CiCVilAND 

OfTIOtl 

CNICACO 

lot  AMGdfS 
FITMOUTH.  Wl$ 
JAMIttUtG.  N  i. 
OGOiNtlUAG.  N  V. 


THE 


cimimiD  commiiiii 


6201  BARBERTON  AVE. 


CO. 

CLEVELAND  2,  OHIO 


ClfViUNO^ 
CONtAINIK 
CANADA.  I?D 
TOIONtO  A 
MiSCOTI.  ONI 

SALES  OFFICES: 

NfW  YOtR 
WAIHINGTON 
MONfRIAl 


ASP  ASt  VC  Ot\ 


ISION  at  CLCVCLANO. 


MCW  CNOLAND:  P.  8.  PCTTiQPCW  A  COMPANY 
lO  N.  MAIN  ST..  W.  HAPTPOPO.  CONN. 

NCW  VOPK:  THC  MUPPAV  COMPANY.  804 
CCNTPAL  AVC..  C.  OPANQC.  N.  J. 
PHILAOCLPHIAt  MlOUANTlC  8ALC8  COMPANY. 
0  C.  ATHENS  AVC..  APOMOPC.  PA. 


CHICAGO:  PLASTIC  TUBINQ  SALC8.  S918  N. 

PAVCNSWOOO  AVC..  CHICAGO 
WC8T  COAST:  COCHPANC>BAPPON  CO..  844 
8.  MAPIPOSA  AVC..  LOS  ANOCLC8 
CAMAOA:  PAISLCY  PRODUCTS  OP  CANADA. 
LTO«  BOX  tSS  ~  STATION  TORONTO 


ELECTRONIC 
DESIGNERS 
GO  FIRST 
TO 

THE  “GUIDE" 

Wherever  designers  and 
specifiers  have  immediate 
need  for  readily  accessible, 
necessary  product  informa¬ 
tion  at  their  breadboards, 
there,  year  after  year,  will 
you  find  the  EI.EC  l-RONIC  S 
BUYERS’  GUIDE.  "Who 
makes  what  product  or  pro 
vides  what  service  ?“  "Where 
can  I  buy  it.^’’  "Where  can  I 
find  complete  and  accurate- 
product  spec's.^”  These  arc- 
questions  that  are  asked  daily 
by  the  men  who  design- in 
electronic  products;  these  are 
questions  that  have  been  an¬ 
swered  for  the  past  seventeen 
years  by  the  "Guide,”  the  ac¬ 
cepted  reference  book  of  the 
industry. 

Year  after  year,  the  design¬ 
ers  of  the  industry  have  pre¬ 
ferred  the  "Guide”  for  its 
Simplicity  of  Style  (as  easy 
to  use  as  a  telephone  direc 
tory),  for  its  Accuracy  (the 
industry  helps  the  Research 
Staff  revise  its  listings  every 
year)  and  its  Complete  ProJ- 
uct  Specs  (advertisers  have 
told  their  complete  product 
stories  in  the  "Guide"  con¬ 
sistently). 

T he  key  people  of  the  in¬ 
dustry  —  the  buying  influ¬ 
ences— rely  on  the  "Ctuide" 
for  the  answers  to  their 
product  problems. 

For  Product  Data  . .  . 

the  electronics 
BUYERS’GUIDE 
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When  ordering  or  g—king  information 
ploato  montion  Sloctronict  Buyers'  Guide. 
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For  MAGNET  CHARGING, 
TREATING  and  CALIBRATION 


For  ELECTRICAL  INSTRUMENT  CALIBRATION 

-  .4  Model  for  Every  Pur  pore  and  Price  Range 


MODEL  1221  if  used  for  small 
maRncts.  Its  10.000  ampcr<-lurn 
output  will  saturate  about  2"  of 
Alnico  V.  Operates  by  condenser 
diKharce  method  thru  pluR-in  fix¬ 
tures.  Uses  only  50  watts  at  115  v. 
For  continuous  duty;  charftinR 
cycle  averaites  3  sec.  Price  SlHO. 


MODEL  829  checks  AC  and  DC  meters  of  all  tviKS  and  ranees. 
Compact  cabinet  contains  power  supply,  special  VCestun  standard 
meters.  >X'hcatstonr  Hridite  and  all  circuits  for  quick,  consenienc 
instrument  calibration  to  0.5*^  accuracy  by  non-technical  per¬ 
sonnel.  Automatic  protection  for  both  operator  and  instrument 
under  test  is  provided  by  interlocks  and  hiith  voliafte  discharRc 
circuits.  Net  price  S2650. 


MODEL  I07A  is  a  versatile, 
condenser  discharge  magnetiaer 
for  most  medium  site  magnets 
of  either  simple  or  complex 
pole  configuration.  It  provides 
ranges  of  12.000  and  24.000 
ampere-turns  and  is  capable  of 
saturating  most  instrument 
magnets,  including  the  core 
type  mechanisms,  using  the 
standard  flat  bat,  adapters  or 
wire-wound  fixtures.  Can  be 
used  for  continuous  duty  pro¬ 
duction  magnetiiing;  average  charging  ocle  is  under 
5  sec.  Weight  is  75  lbs.  Sue  12x7x17.  Operates  from 
1 15-volt,  60-c>cle  line.  Price  $550. 


MODEL  1500  is  designed  for 
production,  research  and  in¬ 
strument  repair  work.  It  will 
magnetite  the  new  cobalt  plat¬ 
inum  and  barium  ferrite  ma¬ 
terials  as  well  as  all  the  Alnicos. 

It  will  saturate  large  switch¬ 
board  meter  assemblies  and  all 
panel  t)pe  instruments  and 
uses  most  existing  adapters  de¬ 
signed  for  the  Model  I07A. 

Wire-wound  fixtures  are 
plugged  into  the  front  panel 
through  a  safety  interlock  system  providing  maximum 
operator  protection.  Operates  from  115-volt.  60-c)cle 
line.  Sue  II  x  20  x  15;  weight  125  lbs.  Price  $945. 


MODEL  942  will  saturate 
Alnico  magnets  weighing 
up  to  54  lbs.  and  high  flux 
ceramic  magnets  of  any 
shape  or  pole  configura¬ 
tion.  Operates  on  condenser 
discharge  principle  from 
regular  115-volt,  60-cycle 
line.  Produces  charging 
outputs  (depending  on 
number  of  100  tif  condens¬ 
ers  employed)  from  100,000 
to  200,000  ampere-turns 
through  plug-in  transform¬ 
ers.  up  to  5600  watt- 
seconds  using  wire-wound 
fixtures.  Adapters  for 
multi-pole  rotors,  rod.  bar,  ring  and  various  other 
shapes  available.  Equipped  with  extensive  system  of 
safety  interlocks  for  complete  operator  protection.  De¬ 
signed  for  continuous  production  use  with  low  power 
consumption.  Price  of  basic  unit  is  less  than  $2100. 


-  DUAL  POTENTIOMETER  DC  STANDARD 


Model  262B 


MODEL  262B  Dual  Potentiometer  Standards  for  cali- 
braiing  meters  to  0.1*^  through  a  range  of  I  millivolt 
to  1500  volts  and  I  microampere  to  150  amperes.  Uses 
•7  LAN  Brooks  Mod.  7  pot.  and  'X'eston  Mc^.  5  stand- 
=  ard  cells.  Voltage  and  current  ranges  are  separate  for 
the  calibration  of  wattmeters.  Operates  cm  105/125 
volts,  50  1600  cycles,  550  watts,  with  internal  voltage 
regulator.  Operator  is  protected  by  interIcKks.  Price 
r  $15,600. 

Also  available  are  MODELS  261 B  and  44  1  Stand- 
ards  for  calibrating  AC  meters  to  OAt^E  through  ranges 
of  10  millivolts  to  1500  volts  and  I  microampere  to 
200  amperes:  MODEL  260C  Standards  for  DC  meters 
to  over  ranges  of  I  millivolt  to  1500  volts  and 

1  microampere  to  150  amperes.  Accuracy  of  0.25'^r 
using  chans.  These  standards  have  tieen  used  for  8 
years  by  the  government  services  and  leading  industrial 
organirations. 


Fdt  crystal  testing 

FOUR  MODELS  developed  for  Signal  Corps  under  national 
crystal  testing  standardization  program  to  measure  rew- 
nance  and  anti-resonance  resistance  of  quanz  crystals  in¬ 
cluding  those  covered  by  MIL-C-5098B.  Capacitance, 
inductance  and  PI  of  crystal  can  be  determined. 

•MODEL  495 .A  (Improved  TS-550  TSM)  covers  800  kc  to 
15  me.  for  0.002^^  crystals,  0-9900  ohms.  Operates  from 
115  250  v,  50-1000  cps.  Price  $1125. 

MODEL  551  (TS-685  TSM)  Crystal  Impedance  .Meter  cov¬ 
ers  range  of  10-140  me  for  10-15(>ohm  crysrals.  Twelve  6xcd 
calibrating  resistors  of  10,  22,  50,  40.  51.  60.  68.  82.  91.  100. 
120  and  150  ohms,  plus  a  100-ohm  var.resistor  for  deter¬ 
mining  crystal  resistance.  Anti- resonance  adapter  also  pro- 
vided.  Operates  from  115  250  v,  50-1000  cps  source. 
Price  $590. 


.MODEL  541A  (TS-710  TSM)  for  10-1100  kc  range  crystals 
with  resistances  from  200  ohms  to  0.5  megohms.  An  internal 
load  capacitance  is  calibrated  from  15  to  105  mmf  with  ac¬ 
curacy  belter  than  ^0.5  mmf.  Power  dissipated  in  crystal 
measured  by  buili-in  VTVM  and  ohmmeler.  For  115  2.50  v, 
50-1000  cps  operation.  Price  5860. 


MODEL  1207  (AN  TSM-15)  covers  range  of  '5-200  me  for 
10-125  ohm  crystals.  Crystal  voltage  at  senes  resonance  is 
measured  within  10*^.  effective  resistance  within  ^5  ohms, 
and  the  power  calculated.  18  Cu  cancellation  inductances 
and  I  uncompensated  var.  resistor  supplied;  5  compensated 
var.  resistors  available.  1 15/2.50  v,  50-1000  cps.  Price  $1050. 


MODEL  889A  de  magnetizes  sat¬ 
urated  magnets  to  any  desired  level 
of  flux.  Provides  a  precision 
method  for  rapidly  treating  per¬ 
manent  magnets,  including  the 
new  core  type  instrument  mecha¬ 
nisms.  Used  with  Model  206A 
Booster  or  Model  107A  Charger. 
Price  $165. 


MODEL  1295  is  a  stable,  all  trans-  — 
istorized  Gaussmeter  which  pro¬ 
vides  a  conservative  accuracy  of  ~ 
over  nine  full-scale  ranges:  = 
0-100.  200.  500. 1  K.  2  K.  5  K.  10  K. 

20  K  and  20  K  •  gausses,  using  a  g 
single  probe.  Two  standard  refer-  = 
ence  magnets  having  ''4%  accuracy  ^ 
arc  supplied.  Vv'eight  is  12  lbs.  = 
Operates  from  battery  or  115-volt,  = 

50-400  cycle  line.  Price  $420.  E: 


digiverter 

DIRECT  READING,  digital 
converter  fits  all  vertical  CiCU 
system  counters;  changes  ran¬ 
dom  vertical  numerals  to  easy 
reading  "in-line  "  display.  No 
modifications  to  counter.  Re¬ 
mote  readout  also  available. 


DIGIOEC 

DIGITAL  CONVERTKK  for 
individual  decade  counter 
units  provides  in-Iine  ’read' 
ing  for  OEM  installation,  or 
in  special  purpose  test  and 
iomputing  equipment.  DlCr- 
1I>E(  mountsover  neon  strip; 
replaces  mask. 


Variable  Frequency 
Power  Supplies 


MODEL  150  IS  a  stable, 
single  phavc.  150  5A  power 
source  of  laboratorv  quality. 
Output  frequency  is  continu¬ 
ously  adiustable  between  580 
and  2a00  cps  with  stability  of 
0.1'",  i;2  cycles.  Price  5575. 


Pricei  are  FOB  Boonton,  N.J.  i  $ub|ect  to  change  without  notice.  Send  for  product  literature. 


1 

Rad/e  i 

frequency  Laboratories,  Jhc.  boonton 

N.J..  U.S.A. 

Designers  and  Manufacturers  of  Electronic  Equipment  since  1922  J 
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WfMn  erdaririf  or  tooking  information 
plooM  amnion  {focrronict  Suyors'  Guide 
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. . .  Electrical  Coil  Windings 


r 


FOR  rouff 
APPLICATIONS 


For  40  years  .  .  .  specializing  in  all  types  of  coils  to 
customers’  specifications.  Design  or  engineering  assist* 
ance  available  on  request. 

COTO-COIL  CO.,  INC. 

SINCE  1917  ' 

72  Pavilion  Avenue  Providence  5,  Rhode  Island 


ELECTRICAL 
INSTRUMENTS  | 

I 

Soles  Division: 

BURTON-ROGERS  COMPANY 

42  Corleton  St.,  Cambridge  42,Mo$s.,U.S.A. 


Magnotran  transformers  have  bocomt  "Standard"  for  monv  of  Amorica'i  largest  Electronic 


Whether  you  require  conventional  equipment  or  specially  engineered  products,  choose  and  use 


Magnatran.  Be  modern  and  secure. 

Ail  Magnatran  components  meet  or  exceed  the  standards  of  AIEE,  ASA,  NEA^  and  RETAAA. 


Write  tor 


BULLETINS 


WHEN  QUESTIONS  ARISE  —  REMEMBER ... 

The  SURE  WAY  is  to 
%  CHOOSE  and  USE  the 
transformers  of 


proven 

performance  and  quality 


Write  to  Extort  Manager  re¬ 
garding  world-wide  availabil¬ 
ity  tor  original  equipment  and 
replacement  uee. 


No.  653  (Ilivttroted).  IVi,  V/i,  4,  4^/i 
inch,  onti-«totic  treotod,  AC  or  DC  motors 
with  door  polystyrono  cosos  for  modorn 
instollotions.  Feature  stondord  or  matched 
colors  on  lower  frosted  ponol  for  op- 
peorance  and  functional  identification. 


MAGNATRAN  incorporated 

P.O.  Box  211  KEARNY,  NEW  JERSEY,  U.  5.  A.  ' 


tUiXAl R\i\  K 


SINCE  1904 


Be  sure  of  the  highest  accuracy,  depend¬ 
ability,  and  readability  PLUS  economy 
with  HOYT  precision  AC  and  DC  instru¬ 
ments — the  complete  line  of  Panel  Meters. 
Moving  coil,  rectifier,  and  repulsion  types 
available  in  a  wide  variety  of  sizes,  ranges, 
cases,  and  colors.  Also,  custom-designed 
to  meet  your  most  rigid  specifications  for 
a  quality  instrument. 


Write  for  fully  Ulus- 
traced  literature  con- 
taining  descriptions, 
en^neering  data,  assd 
prsces. 
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when  ordoring  or  (..king  information 
photo  montion  thetronict  Buyon'  Guido. 
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PRECISION  WIRE  WOUND  RESISTORS 

ROTARY  SWITCHES 

ATTENUATORS 

TEST  AND  MEASURING  INSTRUMENTS 

Outstanding  achievement  in  the  design 
of  precision  wire  wound  resistors, 
rotary  step-type  switches,  attenuators 
and  test  equipment  has  established 
DAVEN  as  the  leading  producer 
and  supplier  of  precision  electronic 
components  and  instruments. 

When  confronted  with  a  procurement 
or  design  problem  concerning  precision 
wire  wound  resistors,  rotary  switches, 
attenuators  or  test  equipment, 
consult  DAVEN’s  sales  department  or 
engineering  staff  first. 


THE 


CO.  526  West  Mt.  Pleasant  Avenue,  Livingston,  New  Jersey 

TODAY  MORE  THAN  EVER  THE  DAVEN  (B) 
STANDS -FOR  DEPENDABILITY' 


700  FRAME  SERVO  MOTOR 


INPUT:  6-57  volts:  2  phase  at  400  cps 

FREaUENCY  RANGE:  400-1000  cps 

NUMBER  OF  POLES:  2.  4  and  6  poles 

TYPICAL  PERFORMANCE:  26  26  at  400  cps:'Nc  Load 

Speed;  6,200  rpm;  Stall  Torque;  0.30  02.  In.;  Power; 

3  watts/0;  Inertia:  0.65  gm  cn2;  Acceleration:  33.000 

rad.  sec2;  impedance:  133  -t  (117  ohms 

WEIGHT:  1.6  ounces 

DIMENSIONS:  0.750  Dia.  X  1  062  Length 

Bulletin  7F3 


and  technicians 
have  found  the  ‘‘Guide 


900  FRAME  AC  MOTOR 


10  cfm  •  (Ttp; 


' 


6 


FREQUENCTs  320-1000  cpt 

AIR  DEUVERTt  tlV^”  Blowtr)*;  1 

8  Cfm  at  0.2"sp 

RPM:  7000  9  400  cpt 

WEIRMT  OZ.;  7 

WEIBNT  or  MOTOR  02.;  4V^ 

*Alao  availabla  Ri  1*  Mower  aln 


1600  FRAME  MOTOR 

HORSEPOWER:  l'300-l  10 

FREQUENCY:  25-1000  cycles— var.  50  1000  cycles 

VOLTAGE:  26  208 

POLES:  2,  4.  and  6  poles 

PHASES:  1.  2,  or  3 

TYPES:  Induction  or  Synchronous 

BEARINGS:  Ball  or  Sleeve 

Available  non-cooled  or  self-cooled 

APPLICATIONS:  Blower,  Fan,  Gear,  Recording  and 

Control 


2000  FRAME  DC  MOTOR 


INPUT:  6-115  volts  DC 

OUTPUT  POWER:  1/75  to  1/10  hp  depending  on 
speed,  duty  cycle  and  cooling 
LIFE:  1000  hr  brush  life;  250  nrs  at  high  altitude. 
'Available  with  gear  speed  reducer  and/or  speed 
governor,  shunt,  series,  or  compound  wound. 

Bulletin  20F2 


2900  FRAME  HYSTERESIS  MOTOR 


Vi 


VOLTS: 

CPS: 

WATTS  INPWTi 
AMPERES: 
miRWER  OF  POLR: 


T.P.I.  (•t.lR.K  4.$ 

T.P.O.  («.ill.)i  5.0 

T.St  4.0 

CAPACITOR  (IMO:) 

220  VOLTS  AX.2  ( 
WEIQHT:  1 H). 

Hyitcreele  CatMof 


the  most  accurate 
and  the  ^ 
complete  source 


These  key  people 
of  the  industry 
(the  buying  influences) 
rely  on  the  “Guide” 
as  the  answer 
to  all  their 
product  problems 


3800  FRAME  AC  MOTOR 


INPUT:  26-230  volts  AC;  1,  2  and  3  phase 
INPUT  FREQUENCY:  25-400  cycles 
NUMBER  OF  POLES:  2,  4.  6.  8  and  12  poles 
OUTPUT  POWER:  Induction  motors— to  1  *<0:  Torque 
motors — 10  to  200  02.  in.  stall  torque;  Hysteresis 
synchronous  motors — 1  200  to  3/4  hp  (can  be  wound 
for  single,  dual  or  three  speed.) 

BEARINGS:  Ball  or  Sleeve 
WEIGHT:  8-11  lbs 

MOUNTING:  Round  or  square  flange  and  or  base 

Bulletin  38F6 


electronics 


IMC's  versatile  engineering  staff  is  available  to  meet  your  specific  design  requirements. 


INDUCTION  MOTORS  CORP. 

570  Main  St.,  Westbury,  L.  I.,  N.  Y.,  Phone:  EDgewood  4-7070 
6058  Walker  Avenue,  Maywood,  California 


ordering  or  sookifig  joFormofioii 
piooM  f?>tfif«on  Slocfroojct  Btryort'  Gwirf*. 
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-LULU 


f/lutfrofLC^  be/ow  i$  a  partiat  listing  ol  mort  than  10,000 
ililV«r«nt  typns  ol  HCRMfTIC  S«alt; 

1.  Tubulor  Button  Soolt  for  roctifiort,  condonsors,  Bltors 
and  othor  compononft. 

2.  Crystal  Holdors — wiro  ond  prossuro  mountod. 

3.  Individual  Torminals  and  Food  Throughs  for  roloys, 
transformors,  notworks,  and  gonorol  opplicotions. 

4.  Torminal  Strips  for  tronsformors  ond  gor>orol  applicO' 
tions. 

5.  Stond-Off  Torminols  for  chossis  work. 

6.  ^Iti'Torminal  Hoodors— all  glass  and  individuol  bood 
dosign  for  rolays,  notworks,  ond  tronsformors. 

7.  Tronsistor  and  Diodo  Enclosuros. 
i.  AN  Connoctors. 

9.  Boctongulor  Plugs  and  Connoctors. 

10.  Polorixod  Plugs. 

11.  Rofrigorotor  Sools. 

4fse  spociolists  in  gloss^OKOppor  sools. 

Writo  for  nowost  Cotalogs  spocifying  typo 
of  HERMETIC  SooT  roquirod. 


mmm 


HERMETIC 

SEAL  CORPORATION 

79  South  Sixth  St  ,  Nowork  7,  N.  J. 


ASANUFACrURfNG  DIVISIONS  A  AffHIAllS 
California: 

Oloss  Soldor  Enginooring,  300  N.  Loko  Avo.  Posedono  4. 
Hormotk-PociAc  Corp.,  4237  Tompio  City  BUd.«  Rosomood. 

Canodot 

Ouolity  Hormotics,  Ltd.,  4S  Hollingor  Rd.,  Toronto.  Ont. 
Plymouth  7>2i49. 

Puorfo  Rico: 

Hormotic  Sool  Products  Co.  P.  R  ,  Rio  Piodros.  Rio 
Piodrot  4-36IS. 


GLASS-TO-METAL 

COMPONENTS 

For  EVERY  Electronic  Use! 

HERMETIC  is  your  prime  source  lor  every 
type  oi  Hermetic  Seal  in  sizes,  terminations 
and  shapes  .  .  .  iinest  quality  .  .  .  peak 
perlormance  .  .  .  and  reasonably  priced. 
Available  in  VAC-TITE*  Compression  Seals 
as  well  as  conventional  kovor  designs. 

•VAC-TITE  is  HERMETIC'S  exclusive, 
vacuum-proof,  compression  •  construction, 
glass-to-metol  seaL 

Consult  our  Engineering  Department  lor 
technical  data  to  solve  your  special  Hermetic 
Sealing  design  problems. 


WEST  COAST  WE  ARE  AS  CLOSE 

CUmberlond  3-7224  AS  YOUR  TELEPHONE 


Rei«m«ad,  Calif. 


EAST  COAST 
MArket  3-9400 

Ntwork,  N.  J. 
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When  nrocring  or  (Mkiiig  information 
ploato  nwnfien  Elcclronict  Buyvri'  Guid*. 
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subm.h,a™^r.^  /  manium  diodes 

GOLD  BONDED/  ^ 


Cses 

Minimum  Forward  DC 

Maximum  Invert* 

Max.  Revert*  DC  Current  in  uA  4  Correipendini 

Max.  Continueui  DC 

No. 

Current  @  -f  IV  (mA) 

Operatini  Voltai* 

Rcslstsncs  (Ohms)  st  tndleatsd  Vsltifes 

Fsreard  Currint  (mA) 

GENERAL  PURPOSE  TYPES 

DR3IS 

50 

120 

SO  (2nie8)  OP  lOOV 

DR3I6 

50 

100 

100  (Imcf)  OP  lOOV 

DR3I7 

50 

80 

50  (Imet)  OP  50V 

DR3I8 

so 

60 

2  (Smtt)  «  lOV 

DR3I9 

so 

60 

5  (2ms|)  «  lOV 

HIGH  TEMPERATURE  TYPES 

DR32I 

200 

100 

123  (400K)  «  50V 

100 

DR323 

100 

80 

200  (  250K)  OP  50V 

so 

DR324 

100 

80 

500  (I00K)0P  SOV 

SO 

HIGH  CONDUCTANCE  TYPES 

OR30I 

400 

100 

100  (SOOK)  OP  SOV 

100 

DR302 

400 

80 

100  (SOOK)  OP  SOV 

100 

DR303 

400 

60 

50  (400K)  9  20V 

100 

DR309 

400 

80 

10  (Imcf)  OP  lOV:  50(lmc|)M50V 

100 

DR327 

300 

100 

100  (SOOK)  OP  SOV 

100 

DR328 

300 

80 

100  (SOOK)  9  SOV 

100 

DR329 

300 

60 

50  (400K)  OP  20V 

too 

OR330 

300 

80 

10  (lm«|)  9  lOV:  SO  (Imsi)  •  SOV 

100 

DR305 

200 

100 

100  (SOOK)  9  SOV 

100 

OR307 

200 

60 

SO  (400K)  OP  20V 

100 

DR308 

200 

80 

10  (Imcf)  OP  lOV;  50  (lme|)  OP  SOV 

100 

DR3I0 

100 

120 

50  (2me8)  9  lOOV 

80 

DR3II 

100 

120 

100  (Imep)  9  lOOV 

80 

DR3I2 

100 

100 

5  (2mcf)  OP  lOV:  20  (Smef)  OP  lOOV 

80 

DR3I3 

100 

80 

2  (5me|)  9  lOV:  20  (2. Smef)  OP  SOV 

80 

DR3I4 

too 

80 

50  (Imei)  9  SOV 

80 

DR326 

100 

60 

250  (200K)  9  SOV 

80 

COMPUTER 

TYPES 


CONTROLLED 
LOW  FORWARD 
VOLTAGE  DROP  TYPES 
FOR  TRANSISTORIZED 
CIRCUITS 


OR40I 

DR402 

DR403 

DR404 


20  <8>  0.5V 
20  »  0.5V 
20  #  0.5V 
20  <»  O.SV 


OR385 

DR434 

OR435 


ForwArd  Voltait 
Drop  ®  lOmA 


.34  V 
.34V 
.34V 


Max._ 

.37V 


Maximum  Invert* 
Operatini  Voltaie 


400K  between  10  4  50V  »  55<3  C 
200K  between  10  4  50V  OP  55^  C 
500K  between  10  4  50V 
500K  between  10  4  50V 


50K  in  0.5  utec:  400K  in  2.0  utect 
50K  in  0.5  uiee:  200K  in  2  uiecl 
80K  in  0.3  pteci 
50K  In  0.3  uteel 


Max.  Invert* 
Operatini  Voltafe 


Max.  Revert*  DC  Current  In  uA  4 
Corretpondinf  Rctittanc*  (Ohmt)  at 
Indicated  Voltapet 


10  <lNie|)  9  lOV 
10  (Imei)  IP  lOV 
10  (Imci)  9  lOV 


*Tctt  voltaie  it  a  continuout  60  CPS  tine  wave. 
tSwitebini  from  a  forward  current  of  30  mA  to  a 
revert*  of  35  voltt. 

tSwitehini  from  a  forward  current  of  5mA  to  a 
revert*  of  40  voltt. 

RADIO  RECEPTOR  COMPANY,  INC. 

Subsidiary  of 

General  Instrument  Corporation 
240  Wythe  Avenue,  Brooklyn  11,  N.  Y.  EVergreen  8-GOOO 

General  Imtrument  Corporation  oho  intludet  .  .  .  Automatic  Manufacturing  Divitien 
F.  W.  Sicklot  Division  •  Micamold  Eloctronics  Manufacturing  Corporation  (Subeidiary) 


General 

Instrument 

Distributor 

Division 


THESE  STANDARD  EIA 

TYPES  ARE  AL8D  AVAILABLE; 

1N3t 

IN.14A 

1N.18 

l\3RA 

1N4S 

INSI 

1N32 

1 N54 

INSIA 

1N5S 

IXS.'iA 

1X5.SR 

1\58 

INTfOA 

1N58 

lX.WA 

1X83 

1X8.1 

IN67A 

INOMA 

1N69 

INTO 

1X81 

1X89 

1N90 

iS95 

1N98 

IVJ7A 

1X98  A 

1X99  A 

INIIOA 

IXllTA 

I.NllBA 

JA\1N128A 

JAN1X127A 

JAN1N128 

1N191 

1N192 

JAN1N198 

1X270 

JAX1X278 

1X277 

1N281 

404 
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FROM  THE  SMALLEST  TO  THE  LARGEST  UNITS 

the  most  desirable  charactenstics 
ever  offered  in  selenium  rectifiers! 


*hi0h  current  density 


INDUSTRIAL  TYPE  SELENIUM  RECTIFIERS 


Made  possible  by  the  improved  new  vacuum  process  requiring  no  artificial  barrier  layer 

Developed  by  Siemens  Organization  of  West  Germany,  used  extensively  throughout 
Europe  .  .  .  and  now  manufactured  exclusively  in  the  U.S.A.  by  Radio  Receptor 
Company. 


the  complete  line  ranges  from 


•  Better  performance 
e  Estimated  life  100,000  hours 
e  Lower  forward  voltage  drop 

e  Suitable  for  high  temperature 
applications 

e  Conveniently  smaller  cell  sizes 
than  conventional  units  of  the 
same  ratings 


Flat  matal  roctlfiari, 
iKi"  »  'Hi"  *  Hi", 
bridg*.  30V  AC. 
300MA  DC 


to  the  large  space-saving 


HCD  FiTTI.SIl| 
Rcctifian  .  I 


rrncAL  foswASD 
CHASACTISISTICS  / 


Other  American 
rectilien 
new  available 


3  phene,  holt  wove, 
fan  cooiod  roctifian, 

8"  K  16"  X  24". 

26V  AC.  4300  amporw  DC 


Also  available:  Very  high  voltage  rectifiers  up  to 
296,000  peak  inverse  volts  at  SO  MA;  Dwarfs  —  5  MA 
up  to  125V  AC  with  resistive  load;  Cartridge  types  up 
to  17,000  peak  inverse  volts  at  5  MA. 


For  eempfeta  information,  $ttbmit  your  roquiromonft  today  to  Section  BG 


Semiconductor  Division 

RADIO  RECEPTOR  COMPANY,  INC 

Subsidiary  of  General  Instrument  Corporation 

240  Wythe  Avenue,  Brooklyn  11.  N  Y  •  EVergreen  8-6000 
Radio  Rtceptet  Fredects  for  Indvstry  and  tovermnenl:  Selenium  Rectifiers  •  Germanium  Diodes 
Thermatron  Dielectric  Heating  Generators  •  Presses  •  Communications,  Radar  &  Navigation  Equipment 


When  erderin,  or  eeafein,  information 
pleoM  mention  flectronice  Iwyeri'  Caide. 


ELECTRONICS  BUYERS'  GUIDE -Jon*.  1958  -  MID-MONTH 


i 


j 


When  ordering  or  •••king  information 
ploato  montion  Eloctronics  Buyori'  Guido. 
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The  re(iuireiae|^t«  of  the  military  and 
industry  are  reflected  in  Daystrom.P%cifl^^ 
two  standar^,  lines  of  potent iomet^gi., 

The  series  300  subminiature,  precisiof^ 
spaoe-w'ound  standard  putent^wi|^'  line  is 
designed  to  meet  the  seM|Mi^'ation, 
shock,  high  temperatuJjHw  environmental 
requirements,  and  missile 

miniature,  precision 

Hmlipot  line  was  developed  for  industry 
as  a  complete  low-cost  line  of  high 
performance  potentiometers. 

Factory  field  service  and  technical  liaison 
on  all  Daystrom  products  are  conducted 
from  the  west  coast... and  covers  the  entire 
United  States.  Sales  repre.sentatives  are 
located  in  all  principal  cities. 

Daystrom  Pacific  also  supports  the  customer 
requirement  with  advanced  research: 

•  New  product  development 

•  Materials  research 

•  Environmental  research 

For  further  information  about  Daystrom 
Pacific  products  contact  the  representative 
in  your  area  or  the  factory  direct. 


oprninuit  rxiV  for  hitjhtjf 
qualified  rnoinrrrs 


STROM  PACIFIC 


rt  rliiirriot,  of  DAYSTIiOM,  ISC. 

9320  LINCOLN-  BOCLKYARO 
IXW  ANtiKLKS  45.  C'ALIKORNIA 


In  Canada: 
DAYSTROM  LTD. 
S40  Caltdonia  Rd. 
Toronto  10.  Ontario 


Export: 

DAYSTROM  INTERNATIONAL 
100  Empirt  Straat 
Newark  12.  New  Jeraey 


M  anujacttircrs 
with  products 
to  sidl 
in  the 
Field 

of  Nuclear  Fnergy 
find 

that  advertising 
in  NIICFFONICS 
is  a  sure-fire 
method 
of  moving 
those  products 
because 
they  reach 
20,000  potential 
purchasers 
throufih  the 
advertisin/i  pages 
of  NIICLFONICS. 
From 

Absorbent  Paper 
to 

Zinc  liromide  . . . 
products  in  the 
Field 

of  Nuelear  Fnergy 
are 

SOUGH  I 
and 

HouGfrr 

by  important 

Physicists, 

Metallurgists, 

(t  eulogists, 

Hiologists, 

Physicians, 

Radiologists, 

llio-(Aiemists, 

Fngineers, 

T  echnicians 
and  Management 
because 

th  ese  important 
buying  influences 
go  first 

to  the  sales  pages 
of  Nf  CPFONlCS 
for  product  data 
in  Nuclear  Fnergy. 

.P  NUCLEONICS  . 

A  McGraw-Hill  Publication 
330  Watt  42nd  St. 

New  Yark  36 


DEPENDABLE 
ELECTRON  TUBES 
TRAVELING  WAVE  TUBES 


TRANSMITTING 
INDUSTRIAL  « 


•  BROADCASTING 
SPECIAL  PURPOSE 


Clipper  Diodes  *  Hard  Tube  Modulators 
High  Voltage  Rectifiers  •  Mercury  Vapor  Rectifiers 


iacift  friod9  dm 
tignmd  mtpmciolly 
for  indusfria/  op 
pficolfoni 


Traveling 

Wav* 

Tvho 


F.S9IS 

High  pow«r 
od«  for  broodcotl 
comrPHinicofions  ar*d 
ir>dus#riof  oppfico 
fioni 


FEDERAL  TRAVELING  WAVE  TUBES 


Typa 

Frag  KMC 

Oain-db 

Dla.-IncKet 

F-665S 

1  i 

17-4  0 

30 

1  405 

F-6I2S 

I  3  0-4  0 

30 

1  405 

F-4S2t 

:  3  0-4  0 

30 

1  405 

F-4I26A 

3  0-4  0 

40 

1  405 

F-4867 

8  0-9  4 

35 

1  405 

F-«86S 

I  7-4  0 

30 

1  405 

F-6996 

8  0-9  4 

30 

1  405 

F.6997 

3  0-3  3 

30 

1  405 

F-7066 

8  0-13  0 

35 

>  .530 

F.7087 

8  0  13  0 

30 

530 

F-7068 

'  8  0-13.0 

35 

530 

0-92 

;  8  5-9  4 

30 

1  405 

D-9S 

8  5-9  4 

30 

1  405 

D-2001 

3  0-4  0 

30 

450 

0-2002 

4  0-8  0 

33 

530 

0-2003 

7  0-10 

30 

530 

0-2004 

8.0-9  4 

30 

1  405 

0-200S 

8  0-13  0 

30 

.530 

0-7004 

4  0-8  0 

30 

530 

0-2007 

4  0-8  0 

30 

.530 

0-7008  3  0-4  0  40  450 

•  F.f.  = 

t,-w*4e 

?  w  cw 

1KW  PoIm 
new  PutM 

new  PvIm 
too  Mwew 

lOWCW 
lOWCW 
10  W  pvtM 
so  MW  CW 
S  W  pvh* 
1KW  Puh* 
IKW  PutM 
IKW  Pub* 
IKW  Pvh* 
IKW  Pu«M 
IKW  PvIm 
10  W  p<i«M 
lOWCW 
100  MW  CW 
lOWCW 
IKW  PviM 


FEDERAL  RECTIFYING  TUBES 


MaE  Paoh 
Invaraa  VaN. 


Maa  Paah 
Carranf 
Aai^. 


375A 

Mercury  Vopor 

15,000 

473 

Mercury  Vopor 

15,000 

8578 

Mercury  Vopor 

33,000 

8498 

Mercury  Vapor 

30,000 

S72A 

Mercury  Vopor 

10,000 

8008 

Mercury  Vapor 

10,000 

Basic  Technical  Data  Covering  Complete  Line  of 
FEDERAL  POWER  TUBES 


Typa 

Deecrip*  Cooi- 
Hon  1*^9* 

Oittipa 

Nan 

K  W 

Mu 

11 

DC  Freq. 

Plofe  Rofingt 
VoH  MC  S 

FilomorH 

VoHoge 

F-3X3500A3 

HF  Triode 

A 

3.5 

30 

4,000 

no 

7.5 

F-3X3500P3 

HF  Triode 

A 

3.5 

30 

4,0C0 

30 

7.5 

F-7C33 

PuHe  Triode 

A 

1.3 

35 

17,000 

5 

It 

F-PC35 

HF  Trioda 

A 

3.5 

35 

7 

5,500 

30 

I 

F-7C34 

HF  Trtode 

A 

I 

30 

3 

3,000 

150 

9 

F-8C35 

AF  Triode 

A 

13 

6 

30 

8,000 

7 

F-9C33 

HF  Triode 

W 

35 

33 

50 

15,000 

33 

22 

F.9C38 

AF  Triode 

W 

40 

4  75 

100 

15,000 

15 

F.9C39 

AF  Triode 

A 

30 

4.75 

50 

15,000 

15 

F-9C30 

HF  Triode 

W 

40 

40 

130 

15,000 

33 

15 

F.9C3I 

HF  Trioda 

A 

30 

40 

100 

15,000 

33 

15 

F-I34A 

HF  Triode 

W 

40 

40 

135 

30,000 

23 

37  3 

F.I348 

HF  Triode 

A 

30 

40 

100 

30,000 

33 

27.2 

F.I35A 

AF  Triode 

A 

30 

43 

100 

30,000 

30 

13.4 

F.I37A 

RF  Triode 

A 

0.3 

38 

0.95 

3,000 

30 

10 

F.I398 

HF  Triode 

W 

7.5 

34 

18 

13,000 

30 

18 

F.I34 

HF  Triode 

W 

150 

31 

450 

30,000 

23 

25 

F.330CA  '3308A  MF  Trioda 

W 

5 

40 

33.5 

15,000 

4 

21.5 

F.330C  3308 

MF  Triode 

A 

10 

40 

33.5 

15,000 

4 

21.5 

F-343A 

MF  Triode 

W 

35 

40 

50 

30,000 

4 

20 

F-343A 

MF  Triode 

w 

10 

40 

34 

18,000 

4 

21  5 

F.343AA 

MF  Triode 

A 

5 

40 

30 

18,000 

4 

21  5 

F.843A 

MF  Triode 

W 

100 

45 

300 

30,000 

1.6 

33 

F.880 

MF  Triode 

W 

30 

30 

47.5 

15,000 

25 

13.4 

F-889A 

MF  Triode 

W 

5 

31 

14 

8,500 

50 

11 

F.889RA 

MF  Trtode 

A 

5 

31 

14 

8,500 

25 

11 

F-891 

MF  Triode 

W 

4 

8  5 

18 

13,000 

1  4 

11  32 

F.89I8 

MF  Triode 

w 

4 

8  5 

15 

10,000 

1  4 

11/22 

F.e93» 

MF  Triode 

A 

4 

50 

18 

13,500 

1.4 

22 

F.898A 

MF  Triode 

W 

100 

50 

300 

30,000 

1.6  33  per  phoBt 

F.5404 

HF  Triode 

A 

10 

19  5 

33  5 

13,500 

33  5 

11 

F.5404A 

MF  Triode 

W 

10 

34 

30 

15,000 

1.4 

22 

F.54I9 

HF  Triode 

w 

30 

19  5 

33  5 

13,500 

33  5 

It 

F.5458 

HF  Trtode 

w 

30 

30  5 

40 

13,500 

20 

30 

F-5444 

HF  Trtode 

w 

13  5 

31 

30 

10,000 

32  5 

11 

F.5447 

HF  Triode 

A 

7  5 

31 

30 

10,000 

32  5 

11 

F.5448 

MF  Trtode 

w 

30 

50 

38 

14,000 

5 

33 

F.3449 

MF  Triode 

A 

10 

50 

38 

14,000 

5 

32 

F.5480 

HF  Triode 

A 

3.4 

35 

13 

4,000 

30 

13 

F.3743 

VHF  Trtode 

A 

3 

39 

8.7 

4,300 

30 

13.4 

F.377I 

HF  Trtode 

W 

33.5 

30 

40 

13,500 

25 

7.5 

F.5874 

AF  Triode 

w 

15 

4 

30 

8,000 

7 

F.59I8 

HF  Triode 

w 

70 

41 

300 

19,000 

32 

11 

F.59I9 

HF  Triode 

A 

35 

41 

no 

19,000 

22 

n 

F.5994 

HF  Trtode 

A 

3.5 

35 

13 

4.000 

30 

13 

F.4009 

HF  Triode 

W 

6 

35 

13 

4,000 

30 

13 

F.4I79 

AF  Triode 

w 

50 

4.75 

130 

15,000 

27.2 

F.4344 

HF  Triode 

A 

3 

35 

7 

5,500 

30 

11 

F-4347 

HF  Trtode 

A 

3 

35 

13 

4,300 

30 

13 

F.4379 

AF  Triode 

W 

70 

5 

150 

17,500 

13 

F.4398 

HF  Triode 

w 

335 

31 

500 

35,000 

32 

15  5 

F-4399 

HF  Triode 

w 

5 

35 

7 

5,500 

30 

11 

F-4400 

HF  Triode 

w 

5 

35 

13 

4,300 

30 

13 

F-4401 

UHF  Trioda 

w 

1 

13 

1.4 

17,000 

400 

4  25 

F.449I 

HF  Triode 

A 

15 

31 

40 

15,000 

30 

5 

F-4493 

HF  Triode 

w 

30 

31 

75 

15,000 

30 

5 

F.4800 

HF  Triode 

w 

30 

19  5 

45 

15,000 

22  5 

7  5 

F.480I 

HF  Triode 

A 

10 

19  5 

40 

15,000 

22  5 

7  5 

F-4803 

HF  Triode 

W 

70 

41 

300 

19,000 

22 

11 

F-4804 

HF  Triode 

A 

35 

41 

135 

19,000 

23 

11 

F-4930 

HTM  Triodu 

>  A 

10 

41 

35,000 

M 

P-4931 

AF  Triode 

A 

30 

4.35 

40 

15,000 

5 

F.4935 

HF  Triode 

A 

3 

17 

13 

4,500 

50 

13 

P-4934 

HF  Triode 

W 

4 

17 

13 

4,500 

50 

13 

P-7304 

HF  Triode 

W 

30 

18 

55 

13,500 

30 

7  5 

P-7307 

AF  Triode 

A 

17 

4 

30 

10,000 

7  5 

F-7013 

HF  Triode 

A 

3  5 

35 

13 

4,000 

30 

15 

P-7030 

HV  Dioda 

A 

3  5 

35,000 

13 

F-7185 

AF  Triode 

A 

15 

4  35  40 

15,000 

30 

5 

*  A  vForced  Air  Coohng  W  *  Water  Coded  ALL  RATINGS  MAX. 


SPECIAL  PURPOSE 
TUBES 


Image  Tube  Infrared-to-Visible  •  Photomultiplier  Tube — Infrared  Detector 
Storage  Cathode-Ray  Display  Tube  (daylight  viewing) 
Photoconductive  Infrared  Tube,  Amplifier,  and  Cryostat 


FEDERAL  TUBES 

Components  Division 

INTERNATIONAL  TELEPHONE  AND  TELEGRAPH  CORPORATION 

100  Kingslond  Rood  •  Clifton,  N.  J. 


ElFCTRONICS  BUYERS'  GUIP' -  June,  1958  -  MID-MONTH 


Whan  erdaring  or  Making  informolion 
plaosa  manrion  Elacrranict  Bvytrt'  Cwida. 
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MEASURING  AND  TESTING  EQUIPMENT 


As  a  member  of  the  I.  T.  &  T.  system,  Federal  has  drawn  on  world-wide  scientific  developments  and  engineering  experience  to 
assemble  the  finest  domestic  and  imported  electronic  test  instruments  to  extend  the  range  of  instrumentation  beyond  anything 
previously  available.  Federal  instruments  are  not  mere  duplicates  of  existing  equipment.  Many  unique  design  features  set  them 
apart  and  permit  measurements  to  heretofore  unobtainable  levels  of  precision. 


TERA-OHMMETERS 


Type  n 

Test  Voltage 

Resistance  Range 

H-4 

Variable,  100  to  1,000  v. 

20  MU  to  5,000  TU* 

H 

Variable,  100  to  1,000  v. 

2  MU  to  500  TU 

F2-500 

100  and  500  v. 

2  MU  to  5  TU 

10  MU  to  25  TU 

F3-500 

100  and  500  v. 

20  MU  to  50  TU 

100  MU  to  250  TU 

F2-10 

10  and  100  v. 

0.2  MU  to  0.5  TU 

2  MU  to  5  TU 

F3-10 

10  and  100  v. 

2  MU  to  5  TU 

20  MU  to  50  TU 

F2-3 

3  and  100  v. 

5,000  U  to  0.15  TU 

2  MU  to  5  TU 

F3-3 

3  and  100  v. 

50,000  U  to  1.5  TU 

20  MU  to  50  TU 

D-1 

100  v. 

0.2  MU  to  0.5  TU 

D-2 

100  V. 

2  MU  to  5  TU 

D-3 

100  V. 

20  MU  to  50  TU 
•  1  TU  -  10‘*U 

VOLTMETERS  AND  POWER  METERS 

Type  FT  Description  Application 

Frequency  Range 

URI 

Multimeter  General  purpose 

DC-200  me  AC-DC  to 

measurements; 

1,000  V. 

AC,  DC  voltage. 

10U  to 

1,000  MU 

resistance 

.002-1  amp 

URV 

RF  Milli-  Millivolt  measure- 

0.1  to  3  mv.  to 

voltmeter  menis  through 

the  UHF  range 

2,400  me  500  v. 

UBM 

Tunable  Indi-  Voltage  indicator; 

45  cps  to  1  /iV.-lOO  V, 

eating  Amplifier  Bridge  detector 

600  kc 

NRD 

Microwave  Accurate  Measure- 

DC  to  1  to  200MW 

Power  Meter  ment  of  UHF  Power  3,200  me 

SIGNAL  SOURCES 

Type  FT  Description  Frequency  Range  Accuracy 

SBF 

Wide  Bond  Signal 
Generator 

10  cps  to  10  me 

1% 

10  V. 

SMLR 

Power  Signal  Generator 

100  kc  to  30  me 

1% 

10  V. 

SMLM 

Power  Signal  Generator 

30  to  300  me 

1% 

3  V. 

SDAF 

AM-FM  Signal 

Generator 

170  to  620  me 

1% 

0.5  V. 

SDR 

UHF  Signal  Generator 

300  to  1,000  me 

1% 

4  V, 

SCR 

Standard  Signal 
Generator 

1,000  to  1,900  me 

1% 

3  V. 

SBR 

UHF  Signal  Generator 

1,600  to  2,400  me 

1% 

0.25  V. 

SMCB 

SHF  Signal  Generator 

1,700  to  4,600  me 

1% 

20  mv. 

XUA 

Frequency  Synthesizer 

10  cps  to  30  me  : 

2  ports  in 
10’ 

1  V. 

IMPEDANCE 

MEASURING 

EQUIPMENT 

Ranga 

Type  FT  Description 

Impadonca 

Froquancy 

Accuraqr 

RQV 

Precision  Resistance 

0.0111  to  100  Mil 

DC 

0.1% 

LCB 

Bridge 

Precision  L-C  Bridge 

lOuh  to  lOOOh 
.01  to  1  Ml; 

00  cps  to  20  kc 

0.3% 

LARU 

laOOOpM*  to  IOOOmI 

Inductance  Meter 

O.ttih  to  1h 

2.2  kc  to  4.7  me 

1% 

KARU 

Capacitance  Meter 

O.SmmR  to  IOm^ 

1.0  tolTOkc 

VKB 

Dielectric  Test  Bridge 

10m4  to  1iil 

00  cps  to  300  kc 

VLU 

Admittance  Meter 

0  1000Mt.f 

1  Kll  200  Mi; 

0.1  to  10  me 

KKH 

Direct  Capacitance 

■003  to  SOmm^ 

000  kc 

Bridge 

KZS 

Tolerance  Bridge 

lOjiM^  to  Ijit 

17  kc 

Dependen  t 

toil  to  1  Mil 

on  Range 

lOOiih  to  2mh 

Selected 

LMM 

Slotted  Lina 

.03  to  1  reflaction 

80  to  300  me 

2% 

coeMfienl 

LMO 

Slotted  Lina 

.02  to  1  raflaction 

300  3.000  me 

2% 

coeBIclant 

ZDU 

Diagraph 

1  to  2S001I 

30  300  me 

ZOO 

Di^aph 

Raflectometer 

1  to  200011 

300  2.400  me 

ZUP 

.000  to  1  raBactlon 

10  800  me 

coalBclant 

ZDP 

Raflactometar 

.02  to  1  reflection 

300  2.400  me 

1% 

coeIBcloni 

VLUK 

Admittance  Meter 

0  to  lOOniit 
lOOKMO  MW 

10  100  me 

1% 

FREQUENCY  MEASURING  EQUIPMENT 


Type  FT  Description  Range  Accuracy 


XZB 

XZA 

WIK 

Tabla  Model  Decada  Fre¬ 
quency  Measuring  System 
Decade  Frequency  Meas¬ 
uring  System  with 

Master  Crystal  Oscillator 
Portable  Frequency 
Measuring  System 

10  cps  to  600  me  1 

10  cps  to  1,000  me  1 

10  cps  to  1,000  me  1 

part  In 
10’ 

port  in 
10* 

part  In 
10’ 

LARGE  SCREEN  OSCILLOSCOPES  and  ACCESSORIES 

Type 

Screen  Site  Sensitivity 

Sweep  Range 

1735D 

17'  10  mv.  in.  te 

10  itsec.  per  inch  to  1 

100  V.  in. 

inch 

213SD 

21  ’  10  mv.  In.  ta 

10  iisec.  per  inch  te  1 

««c.  p«r 

100  V.  in. 

inch 

1740D 

17'  1  mv.  In.  ta 

10  lisec.  per  inch  to  1 

••c.  p»r 

100  V.  in. 

inch 

2140D 

21 '  1  mv.  in.  to 

10  lisec.  per  inch  to  1 

t«c.  p*r 

100  V.  in. 

inch 

1770A  17'  1v.  in.  to  Monitor  Scope,  contains  no 

10  V.  in.  sweep. 

DC-40BG  17'  1  mv,  full  scale  Bor  Graph  presentation  of  40 

DC  signals. 

AC-40BG  17'  50  mv.  full  scale  Bar  Graph  presentation  of  40 

AC  signals. 

200K  Swept  Frequency  Generator 

—  70  cps  to  200  kc 


j 


In  addition  to  those  instruments  listed  above,  many  others,  including  capacitance  standards  and  precision  attenuators,  are 
available.  Write  for  complete  information  and  specifications  on  the  entire  line  of  Federal  instruments. 


Federal  instruments 

Industrial  Products  Division 


INTERNATIONAL  TELEPHONE  AND  TELEGRAPH  CORPORATION— 250  GARIBALDI  AVE  ,  LODI,  N.  J. 
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^ondmim  GLASS'TO'METAL  SEALS 

YOUR  "INSURANCE  POLICY"  FOR 


Wherever  glass-to-metal  sealing  is  needed  to  insure  long  life  and  con¬ 
tinuously  high  performance,  Constantin  seals  give  your  components  a 
big  bonus  "premium"  in  endurance  and  protection. 

Constantin’s  experienced  research  and  production  engineers  have  de¬ 
signed  and  manufactured  thousands  of  different  glass-to-metal  seals 
for  specific  applications.  Its  complete  research,  design  and  manu¬ 
facturing  facilities  .  .  .  machine  shops  for  die  construction,  stamping, 
wire  cutting  and  forming  ...  and  separate  glass  shops  .  .  .  provide 
prompt  action  on  any  worh  order. 

For  any  glass-to-metal  electronics  application  where  a  positive,  efficient, 
vacuum-tight  seal  is  a  critical  need,  Constantin  can  meet  your  technical 
specifications  with  a  custom  designed  unit.  Improve  the  quality  of 
ymr  components  .  .  .  "insure"  their  high  performance  by  making 
Constantin  seals  a  major  part  of  your  production  "policy."  Write  today 
for  complete  details. 


au-iN  one  asstMaiiis 

Constantin  can  dasifn  an  orifinal 
saal  to  maet  the  special  needs  of 
rour  equipment  All-In-One  Assem¬ 
blies  come  with  dittercnt  types  ol 
internal  and  eiternal  mountin|s, 
doinf  away  with  eipensive  sub¬ 
assemblies  and  costly  production 
line  operations  such  as  hole  stamp- 
in|,  brarini,  soidermi.  mounting  of 
seals,  etc 


SINSLE  TERMINALS 
Eitensive  line  of  Single  Terminals 
includes  high  compression  and  ko- 
ear  types.  Available  Standard  Pin 
types  Include  pierced  flats,  hollow 
tubes,  turret  heads,  tubulations  with 
self- lugs,  straight  ends  and  cane 
or  goose  neck  hooks. 


TRANSISTOII  AND  DIODE  MOUNTS 
tor  any  soldering  or  welding  ap¬ 
plication,  Constantin  has  a  com- 

Blete  line  of  Transistor  and  Diode 
lounts  which  provide  complete  pro¬ 
tection  from  moisture,  dust,  heat 
conditions  and  shock. 


END  SEALS 

These  quality  units  are  designed 
and  produced  for  electronic  com¬ 
ponents  which  must  stand  up  under 
extended  operation  .  .  ,  such  as 
rectifiers,  capacitors,  resistors,  de¬ 
lay  lines,  etc.  Many  different  types 
and  sites  are  continually  being 
developed  to  meet  varying  tech¬ 
nical  requirements. 


CRYSTAL  BASES  ^‘bOVERS 
Constantin’s  Crys^i  Bases  and 
Covers  are  world-known  and  have 
been  widely  used  for  many  years 
by  components  manufacturers.  They 
meet  all  military  specifications  and 
can  be  manufactured  in  varying  de¬ 
signs  with  standard  and  special 
crystal  mounts 


CDNNECTORS 

Constantin  Connectors  are  made 
with  special  steel  alloys  which  are 
combined  with  glass  using  high 
compression  techniques.  Any  de¬ 
sired  finish  can  be  supplied  to  meet 
all  present  anti-corroslon  require¬ 
ments.  Constantin  Is  especially 
known  tor  the  construction  of 
standard  and  unique  flanges  and 
pin  types 


ALL-METAL  HICH 
CDMPRESSIDN  HEADERS 
Special  fusing  techniques  are  used 
In  the  manufacture  of  Constantin's 
All-Metal  tfeaders.  Standard  types 
find  use  in  countless  applications 
in  relays,  transformers,  ther¬ 
mostats  and  many  others  If  your 
technical  specifications  encompass 
a  special  unit,  Constantin  will  de¬ 
sign  a  seal  tor  your  equipment 


MULTIPLE  HEADERS 

Constantin's  plug  and  standard  type 
Multiple  Headers  are  manufactured 
with  precision  by  advanced  engi¬ 
neering  techniques.  Their  rugged 
construction  enables  them  to  with¬ 
stand  thermal  shock  and  assure 
continuously  reliable  operation 
Available  in  many  standard  config¬ 
urations  and  special  designs 


^  ibomlcmlm  & 

Route  46,  Lodi,  N,  J.  •  187  Sorgeont  Ave.,  Clifton,  N.  J. 

5th  and  Capitol  Streets,  Saddle  Brook,  N,  J. 

transistor  AAOUNTS  •  SINGLE  TERMINALS  •  COMPRESSION  HEADERS  •  END  SEALS  •  CRYSTAL  BASES  •  CONNECTORS  •  MINIATURIZATION 
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Mint: 


RADIATION  DETECTION 


SPECIAL  PURPOSE 


ELECTRO-MEDICAL 


I 


HELPFUL  CHARTS  A 
LITERATURE  FREE: 

Writ*  for  CONDENSED 
TUBE  CATAIOO,  informa¬ 
tion  at  o  glonco.  rapid 
tub*  data  roforonco 
loblot,  2d  pofloi  of  con- 
dontod  information 
orrangnd  for  quick  rofar- 
•nco.  Addroii  your  dii* 
tribvtororAmporoxdiroct. 


mperex  electronic  corporation^  I 

230  DUFFY  AVENUE,  HICKSVILLE,  LONO  ISLAND,  N.  Y. 

In  Cnn(M*ni  anoan  Etactronlc  T*b«  B  CnmonnmiH.  tl-IO  tmntillWn  RnoB,  tnotWn,  Tnmntn  IT. 
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ELECTRON  TUBES 


Typ«  No. 

Price  1 

BEAM  POWER  TUBES  i 

413 

$33.65  1 

4394 

16.35  1 

6146 

4.90  1  — 

VACUUM  CONDENSERS  ' 

VC35/30 

.  30  00  1  “ 

VC35/33 

33.35  1 

VC50/30 

34.35  1 

VC50/33 

37.50  1  — 

VC1 00/30 

30.00  1 

vet 00/33 

33.00  1 

VC3S0/33 

70.00  ' 

DECADE  COUNTER  !  - 

IIT/6370 

16.50 

GEIGER  COUNTERS  ! 

75N 

10.00 

75N43 

10  00  1 

45N43 

10.00  1 

90N4 

20  00  1 

100C 

35.00  i 

100N 

35.00  1 

100N4 

37.50  ; 

t30C 

75.00  ■ 

130N 

75.00  1 

130NB 

77.50  1 

150N 

50.00  1 

t$0N8 

$3.50  , 

1S3C 

65.00  - 

300C 

45.00 

300CB 

47.50  • 

300N 

45.00  1 

300NB 

47.50  1 

330N 

30.00  1 

340C 

35  00 

740N 

35  00  1 

913N4 

35  00  1 

CLIPPER  DIODE  i 

6339 

35  00  1 

TWIN  DIODE  1. 

5736 

3.10  1 

Detailed  Data  Sheets 

on  any  of  these  tubes, 
and 

applications  engineering 
service  ore  yours 
for  the 


Type  No. 


Price  ! 


INDICATOR  TUtCS  Iconl'ei  • 

[Mil  60AS  $2.4$ 

iMt4  6FC«  2.95  ' 

INDICATOR  TRIODE  > 

6977  3.$0  I 

REFLEX  KLYSTRON  I 


Type  No.  Price 

MERCURY  RECTIFIERS 


HEPTODE 

I91H/6667 


IGNITRONS 

tS9SI-A/6S3  65 

t5552  A/65l  99. 

t5553-e.'65S  316 

5555/653e  316 

5422  116 

45433-A  116 


INDICATOR  TUBES 

IM34  6C07  2 

DM70.1  M3  . I. 

DM71  3. 

IMtO,6SR5  3. 


I 

«  I 
I 

00  I 
00  ■ 

00  I 

00  I 

oo  I 

— t 


»*  1 
95 
00  ' 
45  I 


3X35 

39.50  1 

KLYSTRONS 

0X133 

•  •  • 

0X133 

•  •  1 

0X134 

••  1 

MAGNETRONS  i 

3M3 

160.00  1- 

3J44 

350  00  1 

3155 

165  00  1 

3156 

16500 

4147 

500.00  ! 

4157 

370.00 

4154 

370.00  1 

4159 

370  00  1 

1P9.15 

360  00  1 

5546 

417  00  , 

5657 

417  00  ' 

5740A 

•  *  1 

6507 

6549 

•  •  1 

6973  _ _ 

335  00  1 

PENTODES 

4AU6 

3  00  I 

1411,6646 

5  00  ' 

I43F  6649 

4  50  I 

U144  4545 

3  65  ' 

1146  6CW5 

3  45  1 

I140F  6644 

4  00  1 

434 

37.50 

5654 

3.90  1 

5447 

30  00  1 

6043  AX9909 

14.35  1 

6044  I40E 

3.7$  1 

6337  1401 

3.75 

PENTODES -HI-FI  • 

6CA7  E134 

4.35  ' 

1144,6405 

3.40  1- 

IF46  6367 

3.75 

PENTODES 

1 

vSec4ndary  Emiasitn  i 

iFP60 

4.7$  1 

PENTODES -Subminiature  i 

6007/5913 

1.50  , 

6004  '591 1 

1.50  ,■ 

HI-FI  VACUUM  • 

RECTIFIERS  ! 

CZ34  5A44 

3.50  ' 

EZ40  6V4 

1.50  1 

EZ41  6CA4 

1.60  1 

575A 

$33.15 

673 

33.15 

4574 

314  50 

466AX 

3  6$ 

4694  . 

134.00 

469BL 

134  00 

473AX 

9.35 

6504 

40  00 

6693 

35.00 

7136 

35.00 

4004AX 

9.35 

VACUUM  RECTIFIERS 

5t4Cr  3.6$ 

t020AX  15.00 


XENON  RECTIFIERS 

3434  7.60 

4433  13.00 


VOLTAGE 

REFERENCE  TUBES 

Oi3/45A1  3  50 

OC3/4$A3  3  50 

5651  3  50 


VOLTAGE  REGULATORS 

OA3  1.75 

043  1 .90 

90C1  3  50 

6354  1  5043  3  00 


TETRODES 

4X1 50A 
4X1500 
4X3504 
4X500A 
407 

6075  AX9907 

6076  AX9907R 
6079  AX9904 

6155  AX4-135A 

6156  AX4.350A 
6979 


34.95 

34.95 

43.50 

131.00 

3.90 

350.00 

305.00 

60.00 

30.35 

41.35 
43  50 


TWIN  TETRODES 


433A 

14  36 

0X140 

•  • 

5494  AX9903 

35  00 

6353  AX9910 

35  00 

6360 

4.00 

6907 

35  00 

6939  .. 

14  00 

THYRATRONS 

C31,5633 

15.50 

C31A  5644 

19.40 

3C33 

11.94 

AX360 

150.00 

632t 

34.00 

1 

1 

Type  Na. 

Price 

1 

HYDROGEN  THYRATRONS 

1  16364,4X9911 

$33.50 

1  16379  AX9913 

45.00 

. 

INERT  GAS  THYRATRONS 

3031 

1.61 

5727 

3.90 

MERCURY  THYRATRONS 

AXt05/FC105 

49.50 

674 

47.00 

FC17  1701/ 

967  5557 

4.50 

5559 

23.00 

5560  FG95 

34.00 

5469  AGR9950 

35.00 

5470  AGR9951 

100  00 

6746 

300.00 

-1 

XENON  THYRATRONS 

3050 

3  55 

5544 

33.50 

5545 

39  40 

5465  C63 

36.40 

jT 

-1 

TRIODES 

3C39A 

33.50 

604  IC40 

3.35 

644  IC4t 

3.50 

HF300 

47.50 

HF301A,464 

33.00 

350TM 

33.00 

350n 

33.00 

HF300 

39.50 

1*" 

450TH 

77  00 

450TI 

77.00 

5014  $759 

335  00 

503  5760 

310  00 

5034  $760 

335.00 

5044 

34$  00 

504  6346 

500.00 

750TI 

137.50 

405 

30.00 

410 

35  55 

•  1IA 

5  65 

•  17A 

5  65 

433A 

55  00 

d* 

434 

19.75 

434 

30  00 

445  . 

30.45 

•49 

145  00 

•49A 

145  00 

440  . 

565.00 

449A  . 

331.00 

••9RA 

347.00 

* 

491 

375.00 

•91 R 

430  00 

493 

370.00 

•97R 

435.00 

ZB3300 

345.00 

5604 

570.00 

5619 

433.00 

Type  No. 


Price 


TRIODCS  Iccni'di 


5654 

5666 

5667 
5736 
5771 

5466/AX9900 
5467  AX9901 
5464.  AX9903 
5933  AX9904 
5934,  AX9904R 
5934A 

6077  AX9906 

6074/AX9906R 

6333 

6445 

6446 

6447 

6756 

6757 
6754 
6759 

6400 

6401 

6960 

6961 
7093 


$565.00 
36$  00 
347.00 
170.00 
600  00 
20.00 
30  OO 
55.00 
165  00 
331  00 
375.00 
1«,75.00 
1900  OO 
760  00 
430  OO 
305  00 
305  00 
.144  00 
535  00 
173  00 
706  00 
350  00 
505  00 
150.00 
210.00 
135  00 


GLOW  DISCHARGE  TRIODE 
Miniature 

5433  7  50 


HI-FI  TWIN  TRIODES 

ICC41/13AT7  3  45 

CCC43/13AU7  3  30 

fCC43  13AX7  3.30 


TWIN  TRIODES 


ECC45  6A04 

3  60 

E44CC  6933 

4.75 

ECC44/60J4 

4.55 

ECC91  636 

3.65 

E93CC 

...  1.75 

5930  E90CC 

...  3.00 

6045  E40CC 

3.75 

6301 

4.75 

7962 

3.40 

7119  E143CC 

2.95 

TRIGGER  TUBE 

34040  4.30 


MISC.  SPECIAL 
PURPOSE  TUBES 


tCF40,  6414 

3.10 

6U4 

3.1$ 

EC143,  6BM4 

3.75 

UC143 

3.45 

EA$3/6933 

13.00 

6314, E40T 

15  00 

EY4t/6R3 

3.00 

DV47/1$3A  .. 

2.75 

E4F49.60C4 

3.65 

|The  AMPEREX  Iyp4i  6268  and  6279  are  nal  aniy  improved  veriiont  but  complelely  infer- 
changeabte  in  every  respect  with  the  Types  4C3S  and  5C22  respectively.  They  have  a  minimum 
guoronleed  life  of  1,000  hours  due  to  the  self-contained,  self-regulating  sources  of  hydrogen. 
^Includes  sensing  plate.  For  thermostatic  control,  ordered  separately  either  — 

(a)  “Water  Saver"  Thermostat  Assembly,  Cot.  No.  S-17024,  Price  $5.25. 

(b)  “Overload  Protection"  Thermostot  Assembly,  Col.  No.  S-17025,  Price  $5.25. 

**Price  on  request.  Prices  subject  to  change  without  notice. 


'1  ^  K  r 


ask  Amperejc 


RADIATOR  CREDIT  FOR 
FORCED  AIR  COOLED  TUBES 

TUBE  TYPE  USERS  ALLOWANCE 


889ltA 
89IR,  892R 
5604 
5667  . 
6445 
6447 
6757 
6801 


$20.00 

30.00 

45.00 

20.00 

30.00 

30.00 

75.00 

75.00 


>/ 


tj 
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1 

NOISE  AND  FIELD  INTENSITY  METER,  Model  NF-105 

(Cocnmtrtial  •^uivaltnt  of  AN/URM-7)  150  KC  to  1000  MC 

Four  quick-change  tuning  heads  •  Singie  knob  tuning  for  easy  scanning 
Built-in  impulse  generator  serves  as  calibrator  •  Carrier  and  peak  reading 
VTVM  •  Aural  slideback  •  Coaxial  step  attenuators  •  Regulated  ‘A”  and 
••B"  supply. 

NOISE  AND  FIELD  INTENSITY  METER,  Model  NF-1T2 

1000  MC  to  10,000  MC 


UHF  ATTENUATORS, 
Models  AT-50,  AT-60 

50  Ohm  resistive  T-netvrorks 
of  concentric  line  construc¬ 
tion. 

FREQUENCY  RANGE: 

AT-50;  DC  to  4000  MC. 
AT-60;  DC  to  3000  MC. 
VSWR:  Better  than  1.2  at  all 
frequencies. 

ACCURACY:  ±Vl  OB. 

RATED  POWER: 

AT-50;  IW  continuous 
IKW  peak 

AT-60;  2W  continuous 
2KW  peak 


STEP  ATTENUATORS, 

Models  AT-103,  AT-104 

These  units  use  AT-50  pads  in  6  step  and 
12  step  coaxial  turret  arrangements  re¬ 
spectively. 


UHF  ATTENUATOR  PANELS 
Model  AT-106 

Attenuator  panels  -  high  attenuation  with 
fine  resolution. 


VARIABLE  FREQUENa 
POWER  SUPPLIES, 

Models  VP-410,  VP-1 000 

POWER  OUTPUT:  400W, 
lOOOW  respectively 
VOLTAGE  REGUUTION: 

2%,  no  load  to  full  load 
HARMONIC  DISTORTION: 

5%  maximum,  total 


METER,  Model  MM-120 

(Commercial  equivalent  ef 
AN/USM-65)  IS  KC  fe  1 000  MC 
Two  quick  change  tuning  heads  • 
Measurement  of  modulation  depth 
and  envelop  distortion  of  signal  gen¬ 
erators  and  transmitters  •  Measures 
levels  as  low  as  0.01  volts  •  Full 
scale  reading,  30%,  50%  and  100%. 


•f 

*  •  *<«** 


COAXIAL  CRYSTAL  MIXER, 

Model  CM- 107 

Broad  Band,  Fixed  Tuned  •  225  MC  to 
5600  MC  in  8  models  •  Input  and  L.O. 
VSWR  better  than  2  to  1  •  l.O.  rejection 
at  IF  output  better  than  30  DB. 

CRYSTAL  DETECTOR,  Model  DT-1 23 


UHF  IMPULSE  GENERATORS, 

Models  IG-102, 

IG-115,  IG-118 

Model 

Flat  Spectrum  (±Vk  DB) 

Peak  Output  Laval 

Repatitlae  Rata 

IG-102 

10  KC  to  1000  MC 

70,000  pV/MC 

2.5  to  2500  cycles 

IG-115 

10  KC  to  1000  MC 

100,000  pV/MC 

60  cycles 

IG-118 

100  MC  to  10,000  MC 

9,000  pV/MC 

2.5  to  2500  cycles 

POWER  DIVIDERS,  Model  PD-90 

FREQUENCY  RANGE:  800  to  10,000  MC  in  5  models 


Send  for  our  Catalog  No.  N-SS7 

EMPIRE  DEVICES  products  corp. 

ARNSTBROAM,  NEW  YORK  VICTOR  2*0400 

MANUFAHURERS  OF: 

FIELD  INTENSITY  METERS  •  DISTORTION  ANALYZERS  •  IMPULSE  GENERATORS  •  COAXIAL  ATTENUATORS  •  CRYSTAL  MIXERS 


When  ordering  or  seeking  information 
please  menfion  Electronics  Buyers'  Guide. 
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LA-260  Oscilloscope... 

the  first  CRO  designed  to  military 
requirements  with  plug-in  single  or 
dual  trace  vertical  preamplifiers.  New 
technique  permits  all  d-c  supply  voltage 
regulation  to  better  than  0.1%  . . . 
including  d-c  filament  voltage.  Flat  5" 
CRT  increases  viewing  area,  screen 
visibility  from  greater  distances. 
Improved  electron  optics  assure 
brighter  high-speed  pulse  traces. 


LA-80  Electronic  Counter . . . 

high  reliability  and  wide  frequency 
r^nge  are  featured  in  this  superior 
designed  counter.  Eight  place,  in-line 
read  outs.afford  clear,  sharp  digits, 
visible  at  any  angle.  Other  features 
include  MIL  spec  design,  temperature 
insensitivity,  wide  time  interval  range 
and  simplified  circuitry. 


LA-70  Frequency  Meter . . . 

generates  and  measures  frequencies 
from  10  KC  to  3000  MC  with  1  x  10  « 
accuracy  . . .  particularly  suitable  for 
VHF  receiver  measurements  in  mobile 
service  . . .  weighs  only  42  pounds. 
Oscillator  is  stabilized  by  use  of 
thermostatically  controlled  1  MC 
precision  quartz  crystal.  Stability  over 
six  months  —  1  part  10*. 


LA-90  lOx  9 
Frequency  Standard . . . 

based  on  new  approach  to  precise 
crystal  oven  regulation  to  provide  (1)  | 
long  term  temperate  life  (2)  excellent  I 
stability  over  wide  ambient  I 

temperatures  (3)  elimination  of  ’ 

permanent  temperature  shifts  found 
in  thermostat  or  thermistor  devices, 
and  (4)  use  of  JAN  tubes  and  magnetic 
beam  switching  tubes  for  reliability. 


a/iXM 


For  complete  information  write  to: 


awt£ 


MORGANVILLE.  NEW  JERSEY 
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SINGLE  ENDED  RING 
ING.  DELAY  TIME 
6.10  USEC. 


TEMPERATURE  CON¬ 
TROLLED  SINGLE  END¬ 
ED;  DELAY  TIME  13  34 
USEC.  I  I 


DOUBLE  ENDED 
RINGING  DELAY 
TIME  6  USEC. 


SET  OF  THREE  MATCHED  LINES 
DELAY  TIME.  2760  USEC 


BLILEY 

SOLID  ULTRASONIC 
DELAY  LINES 


PROVIDE  VIBRATIOH-PROOF  HOLDING 
AND  QUICK,  FOOL-PROOF  RELEASE! 


BIIIEY  SOIID  ULTRASONIC  DELAY  LINES  ARE  CUSTOM 
ENGINEERED  FOR  EACH  APPLICATION.  EXCEPTIONAL  PER¬ 
FORMANCE  CHARACTERISTICS  SUCH  AS  LOW  LOSS  AND 
ATTENUATION  OF  SPURIOUS  RESPONSE  RESULT  FROM  A  COM 
PLETE  APPRECIATION  OF  THE  CRITICAL  FACTORS  INVOLVED. 
BLILEY  DELAY  LINES  MAY  BE  SPECIFIED  WITH  QUARTZ  OR 
BARIUM  TITANATE  TRANSDUCERS  AND  WITH  TEMPERATURE 
CONTROLLED  ASSEMBLIES.  BLILEY,  WITH  COMPLETE 
FACILITIES  FOR  PRODUCTION,  TEST  AND  EVALUATION, 
IS  YOUR  MOST  DEPENDABLE  SOURCE.  REQUEST 
BULLETIN  #48  FOR  DETAILED  INFORMATION. 


BLILEY  ELECTRIC  COMPANY 

UNION  STATION  BLDG.  •  ERIE,  PA. 


COMPANY 

DAYTON,  OHIO 


APPROVED  UNDER  ARMY-NAVY  STANDARDS 


Here's  a  simple,  easy  means  of  securely 
fastening  assemblies  to  withstarxJ  shock  or 
vibration,  and  yet  allow  quick  removal  for 
inspection  or  repair.  Instant  snap  action  en¬ 
gages  or  releases  fastener  .  .  ,  rK>  tools 
ore  required!  After  installation,  fasteners 
never  need  adjustment  .  .  .  even  with  re¬ 
peated  use. 

Three  sizes  available  for  different  load 
requirements.  Large  and  medium  sizes  are 
mode  of  corrosion-resistant  stainless  steel. 
Small  size  is  made  of  nickel-plated  brass. 
Stock  parts  fit  various  thicknesses  of  flanges 
and  mounting  plates  .  .  .  special  ports 
can  also  be  supplied. 

WRITE  FOR  mi  OETAfU  TODAYI 


JTTWmT 


THE 

18™ 

YEAR 

for  the 

electronics 

BUYERS’ 

GUIDE 

•  For  Product 
Information 

•  For  Trade  Name 
Listings 

•  For 

Manufacturers* 

Representatives 

the 

choice 
of  over 
52,000 
paid 

subscribers 

electronics 
BUYERS’  GUIDE 


3  to  4500  MICROSECONDS 
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a  BLILEY  CRYSTAL  FILTERS 


BLILEY  ELECTRIC  COMPANY 


ERIE,  PENNSYLVANIA 


UNION  STATION  BUILDING 


STANDARD  DESIGN— CUSTOM  DESIGN 


Hliley  filter  networks  are  custom  designed  to  meet 
individual  equipment  re(|uirements  over  the  ranL;e  2  me 
to  20  me;  handwidths  from  IttO  cycles  to  100  kc.  Com¬ 
plete  facilities  are  available  for  the  development  and 
evaluation  of  special  filler  reiiiiiremenls. 


lililcy  liltfi'  lift  Works  iirt-  now  :ivuilul)l<'  in  tliiro 
stuiiilard  clesijrns  with  rharactcristirs  st-lci-tril  for  jjcti- 
I'ral  application  in  foinnuinirations  systems  and  par- 
tiriilai'ly  in  SSI>  i-iinipnient.  'I'lic  ronipat-t  si/a*  and 
niKned  const riK-t ion  of  tlic  units  makes  them  especially 
suitalile  for  us«-  in  moliile  and  minial  uri/.ed  eipiipmeiil. 


TYPICAL  PERFORMANCE  CHARACTERISTICS 
Itlandord  detignti 


1600  ohmt 
2700  ohms 
1300  ohms 


CRYSTAL  OVENS 


MILITARY  AND 
COMMERCIAL  CRYSTALS 


HIGH  STABILITY  CRYSTALS 


Vacuum  mounting  and  special 
processing  combine  high  slo 
bilily  with  minimum  oging  in 
Bliley's  scolcd-in  gloss  series. 
These  odvonced  designs  lor 
frequency  range  4  lie.  to 
1 23  me  ore  ideol  where 
precision  perlormonce  ond 
long  term  reliability  ore 
premium  considerations. 
Supplied  with  temperature 
control  ovens  (Bliley  types 
BTC- 2  or  TCO-nC) 
where  required. 


TCO-1  SERIES 


BH9,  BX  and 
BH6  Series.  Minia¬ 
ture  and  subminiolure 
units  hermetically 
sealed.  For  range  4  kc. 
to  123  me.  Military 
units  meet  or  exceed 
MII-C-309BB.  BH6 
L  ond  BX  Series 

\  ovoiloble  os  plug 
\  in  or  with  wire 
«  leads. 


BiniY  BUllDS  COMPONENT  OVENS  FOR  TRAN¬ 
SISTORS,  cons  AND  OTHER  CIRCUIT  ELEMENTS 
REQUIRING  TEMPERATURE  STABIUZATION. 


'u  Y  Special  designs 
arc  avaiwbl6  to  meet  vibrotion 
up  to  2000  cps.  at  SG.  for  air¬ 
borne  and  missile  environments. 
New  exclusive  Bliley  develop 
men!  for  high  temperoture 
operation  up  to  183*C. 
may  be  specified  for  ronge 
40  kc.  to  600  kc. 


lOtipn 


BTC-a  CRYSTAL  AND 
OVLN  PACKAGE 


Wfceis  ordering  or  teeking  informofien 
pleoxe  menfien  Electrenici  Buyers'  Guide. 
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Oven 

Type 

For  Use  With 
Bliley  Crystals 

Stability 

Operating 

Voltages 

BTC-2 

Supplied  only 
complete  with 

BG  6  Crystals 

•  0  S'C. 

6  3  or  26.0 

TCO  n 
Series 

BG6  or  BG7 
Series 

-0  25  C. 

113 

TCO  14 
Series 

2  BH6A 

*^2  C. 

6.3,  12.6 
or  26  3 

TCO  21 

2  BH9A 

.t4  C. 

6.3  or  12.6 

*  MODEL 

FREO 

BANDWIDTH 
at  6  db 

BANDWIDTH 
at  60  db. 

FORM 

FACTOR 

BFN  3 

3.0  me 

3.3  kc. 

12  kc. 

3.3 

BFN  1  1 

10.7  me 

30.0  kc. 

33  kc. 

1.8 

BFN  13 

13.0  me 

30.0  kc. 

33  kc. 

1.8 

(Yttrium-Iron  Gsrnet) 


ISOLATORS.  ROTATORS  ond 
PARAMAGNETIC  AMPLIFIERS 


•  Lower  loss  thon  ferrites  in  the 
microwave  region. 

•  lower  noise  foctor  than  ferrites. 

•  Narrow  line-width;  SS  oersteds  at 
9.000  me  30  oersteds  at  3,000  me. 


Avoilable  in  Rectangular  or  Cylindrical  shapes 
Write  tor  Prices  ! 


IVIIC.  iROWAV  " 
MICALS  ABORATOI^y  IN 


Vef»K  T  N 


YOU  BUY 


or 


REQUEST 

ADDITIONAL 

PRODUCT 

INFORMATION 


be  sure  to 
mention  the . . . 


ONE  SOURCE 


I 

! 


I 

MIL  SPEC  QUALITY  i  VENTILATED  RELAY  RACK  CABINETS 


MODEL  EC 
Ventilated  Cobinet 
on  dolly  with  casters... shows 
air  flow  control  panel,  panel- 
mounted  blower,  modular 
universal  chassis  mounted  on 
'Chossis-Trok'  with  manual 
'Detent'  tilt  control,  plain  handles. 


UNIVERSAL  CHASSIS-two  types:  Full  Chassis 
Plate  or  Modular  Multiple  Sub  Chassis  •  Steel  or 
aluminum  .062  side  frames;  ’4"  or  aluminum 
front  panels  •  All  parts  drilled  for  assembly  •  Cus- 
tamer  may  specify  all  dimensions,  materials. 

HANDLES:  blank,  push-button  panel  lock,  trigger 
for  tilt  lock,  positive  screw-down  clamp  type. 

'CHASSIS-TRAK'*  — offers  ready  access  to 
entire  chassis  •  Extra  strong  •  Ultra  thin  — mount 
17"  chassis  in  17^4"  opening  •  Finger  touch  releases 
chassis  for  removal  •  10"— 24"  long— double  exten¬ 
sion  •  MIL  Spec  finish  •  Roller  and  high  capacity 
types  available. 


‘Stocking  Distributor,  Engineering 
Services  for  11  Western  States 


>peivices  Tur  ii  nesiern  siaies  ORegon  8-7827 

Western  Devices,  Inc. 

600  W.  FLORENCE  AVE.,  INGLEWOOD,  CALIF. 
*For  Inquiries  on  'Chassis-Trak',  East  of  Rockies: 

__  Chassis-Trak  Corp.,  525  S.  Webster  Ave.,  lndianal)oli$ 


•  Modular  construction  •  Fully  controlled  built-in 
cross-ventilation  system  •  19",  24",  30"  panels  • 
Vertical  panel  space  as  needed. 

MODULAR  CONSOLES 

Customer  may  specify:  Shape  to  fit  'U'  or  'L'  floor 
plan;  Panel  angle  15“,  30“,  45°,  60“;  Panel  spaces 
in  multiples  of  1  ^4". 

Specify  also,  for  cabinets  or  consoles;  12-gauge 
or  heavy  duty  steel  frame;  Channel  base,  casters 
or  dolly  with  casters;  Depths:  18",  24",  28",  30", 
36";  any  MIL  or  commercial  finish. 


PANEL  MOUNTING  BLOWERS 

•  Cooling  capacity— 600-1200  CFM  output  •  '4  or 
'3  HP  •  Compact— mount  as  standard  B’a"  panels. 


electronics 

BUYERS’ 

GUIDE 

THIS  WILL 
ASSURE  YOU 
OF  PROMPT 
AHENTION 


A  McGraw-Hill  Publication 
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Q  Accuracy 


a07-l 

207-F 

203-B 


Mcoturat 


2(»-l 

M3-F 


S4-316  me 
17S-350  me 


0.1  tu  200,000  iiv 
0.1  to  200,000  MV 


Ounural 

Tclamalaring 


$1090. 

$1073. 


Fra^.  Ronga 


Medulotien 


Application 


Frica 


M-140  me 


0.1  to  200.000  wv 


GlIDE  SLOPE  SIGNAL  GENERATOR 


Frag.  Ronga 


Output  Ronga 


Modulation 


Prico 


Application 


329-333  me 


1.0  to  200,000  wv 


0-100%  am 


Glida  Slgpa  Revre. 


$1700. 


R  Ronga 


C  Rongo 


L  Ronga 


13  to  100,000  ohms 


0.001  wh-IOOmh 


RF  VOLTAGE  STANDARD 


Frag.  Ronga 


Colibratad  Out. 


Prica 


Typa 


Output  Impodonca  Applicotion 


$300. 


24S-A 


0.1  to  1,000  me 


0.3,1. 0,2.0  wv 


Colibrotai 

30  ohmc _ Signal  Ganarotorc 


$430. 


Non-mognatic  Matoli 


0.000004'  to  0.0002* 


Frog.  Ronga 
0.3  to  230  me 


FM-AM  SIGNAL  GENERATORS 


Modulotien 
FM  AM 


Typa  I  Frag.  Ronga 


Output  Ronga 


Application 


SWEEP  SIGNAL  GENERATOR 


Frog.  Range 

0.1  to  S3  me 
0.1  to  33  me 
0.1  to  23  me 


Output  Ronga 

0.1  to  100,000  wv 
0.1  to  100,000  wv 
1.0  to  100,000  wv 


Modulation 
_ FM _ AM 

0-240  he  0-50% 

0-240  he  0-50% 

1.3  to  30  me  30% 


Accoetory  to 
202- E 
202- F 

240  A 


FILM  GAUGE  TYPE  35S-A 

RX  METER: 

Wide  Frequency  Band  RF  Bridge 

Q  METERS: 

Low,  Medium,  High  and  Very  High 
Frequencies 

UNIVERTERS: 

Low,  Medium  and  High  Frequency 
Converters 

SIGNAL  GENERATORS: 

Frequency  and  Amplitude  Modu¬ 
lated  for  Aircraft  Navigation, 
Mobile  and  TV  Receivers,  Precision 
broad  band  sweeps  with  markers 

SIGNAL  GENERATOR 
CALIBRATORS: 

RF  Voltage  Standard  in  the  low 
microvolt  range  over  a  wide  fre¬ 
quency  range 

FILM  GAUGE: 

Measures  metal  film  and  plating 
thicknesses 


Yyp« 

1 

Frag.  Ronga  | 

Output  Ronga 

Modulation 

FM  AM 

Markon 

Prica 

240-A 

4.3  to  120  me  | 

1.0  to  300,000  wv 
CW  I.Oto  100,000 wv 

*1%toa.30%  30% 
Cantor  Frsg. 

Cryttol  A 
Pip. 

$1SBS. 

FILM  GAUGE 


UNIVERTER  TYPE  207-E 


SWEEP  SIGNAL  GENERATOR 
TYPE  240-A 


FM-AM  SIGNAL  GENERATOR 
TYPE  202-E 


RF  VOLTAGE  STANDARD 
TYPE  245-A 


Q  METERS _ 

I  Tuning  Copocity  Ronga 


IS  30-430  mmf 

W  7.3  to  100  mmf 


Typo  I  Frag.  Ronga 


360-A  SO  kc  to  SO  me 
190-A  20  me  to  260  me 


O  Ronga 


10  to  623 
3  to  1200 


BRC  ELECTRONIC  TEST  and  MEASURING  INSTRUMENTS 


y 
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lAGf 


Coaxial  Cable  RF  CONNECTORS 


-•«» f  T**-. ‘ P*, •''<*?  ‘T.Vt- 


meet  all  your  circuit  design, 
mounting  and  environmental  requirements 


senes 


DESIGNED  FOR  SUB-MINIATURE  APPLICATIONS 

•  Only  half  the  size  of  standard  BNCs 

•  Twelve  polarity  groups— two  and  three  lug 

•  Vibration  proof  bayonet  locking  (MlL-C-5015) 

•  Teflon  insulators  permit  use  over  wide  temperature  range 
with  low  electric  loss 

•  .002"  silver  plating  and  gold  flash  affords  excellent  corro¬ 
sion  resistance 


"'*ia 


-4 


SHOWN  ACTUAL  SIZE 


■4. 

I-  i 


BNC  series 


BNC  connectors  are  designed 
for  use  with  miniature  RF 
cables.  Small,  lightweight  and 
weatherproof,  all  have  the 
quick'disconnect  bayonet 
locking  feature.  Teflon  insula¬ 
tors  assure  low  electric  loss 
at  high  temperatures.  Manu¬ 
factured  to  MIL-C-.1608  specs. 
Frequency  limit:  10, (XK)  me. 


N  series 


’*T.r 


Low  voltage,  constant  imped¬ 
ance  connectors  for  use  with 
medium  sized  cables.  Provide 
excellent  VSWR  at  frequencies 
up  to  10,000  me.  Available  in 
both  weatherproof  and  non- 
weatherproof  types.  Screw 
type  coupling  ring  locking. 
Maximum  voltage :500v.  Meet 
MIL-C-71A  specs. 


Write  for  your  free  copy  of  Catalog  No.  301. 
It  contains  complete  engineering  data  on 
all  Oage  RF  Coaxial  Cable  Connectors. 
Remember,  too,  that  Dage  engineers  will 
be  glad  to  help  on  any  connector  problem. 


mE 


C  series 


A  newly  developed  line  of 
weatherproof  connectors  for 
use  with  medium  sized  RF' 
cables.  Features  several  design 
improvements  over  other  con¬ 
nectors,  including  improved 
clamping  mechanism  for  excel¬ 
lent  cable  grip,  and  a  silicone 
rubber  gasket  for  moisture- 
proof  sealing. 


ELECTRIC  COMPANY,  INC. 

67  North  Second  St.  •  Beech  Grove,  Ind. 
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Hlllfrt.  MtilHal  4  Trwmattr  \ 

CAPACITORS,  MICA'DIELECTRI 
CORNELL-DIBILIER 


HIGH  RELIABILITY 
Katra  lopc-llf^  twist  profic 
Itas#'  eI«*troI>tJc>» 


MYLAR  DIELECTRIC 
AloUl*-*!  'MtMilar  and  St<  a(it< 


TANTALUM 

Solid  rirrtrol.vta,  tDll, 
4.td  sIlIK 


IMPREGNANTS 

A  KUldw  to  tllP  s«‘l»H*tk«MI  of 
capadtom  for  Hpr«‘inr  appli 
raiinn'*. 


TRANSISTOR  CIRCUIT 

Tubular  elmroIvtlcN  in  uMra 
■'mail  paprr.  ni«’tal  and  pli*' 
nolle  ra’sen. 


PRINTED  WIRING 

f'nrap'Ulated.  pluf  in 

"nap  III  I'apar'tor" 


PULSE  NETWORKS 
ritra  hlib  voltaa**  Ito  TOU. 
U<Hl  voltil  for  niterlna.  Htrra> 
Huiatfr  and  X*Ka)r. 


METALIZED  PAPER 
High  Temperanirr  ’  uni»".  in 
niHaJ.  paprr  and  '’liathtuh'' 

ivpr  ra^T" 


MOTOR  START-RUN 
lie«ign  Da^a  Aluminum 
and  hakHite  ease  unit* 


PAPER  DIELECTRIC 

S*ratite  rased  miniature  and 
"ubminlature 


FILTERS 

K  K  attenuation  fre«l  thru, 
and  pi.  in  a  rarletir  of  ratines 
and  miHuitine*. 


MICA 

T^nrapsulated.  high  «otia. 
ami  high  tempeiaiiirr  l>pe" 


Any  of  the  aUve  CORNKI.I.-DUBII  IF.R  ENGINEERING  Bl'E- 
I.ETINS  can  lead  l«>  the  iiiiick.  deiwndable  selection  of  juM  the  right 
GAI’AGITOR  for  the  application  at  hand.  Concise,  detailed  data  to 
save  you  hours  of  fruitless  search.  Just  check  off  on  the  coupon 
helow  the  class  of  capacitor  on  which  you  need  information.  There’s 
no  charge,  of  course. — and  «»ur  engineering  staff  is  always  at  your 
service  for  consultation. 


kEPENDABIllTY 


rt««a*  MiMi  m* — without  obllgatlua — the  <.*-!>  <'APACIT«>R  K.VCINEKR' 
INO  Birt.L.BTlN8  cboekod  twlow 


Zoti* 


Mlau 


□  TANTALUM  □  TIIAM»iaTOR  CIIICUIT  Q  MOTOR  aTART-RUN 

O  MYLAR  OIILtCTRIC  □  RRINTEO  WIRIMfi  Q  FILTIRa 

O  HION  RtLIARILITY  □  RULaC  NtTWORKa  Q  MICA 

□  IMRREONANTa  O  MtTALIZEO  RAMR  O  RARER  DIELECTRIC 


Wliaa  orUariag  or  Makiaf  talermatien 
pitawt  mpMlott  lUefronin  6uyr$'  CaMa 
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EltCm-MAGNETK 


RCLIABIUTY  •  HIGH  PERFORMANCE  •  VEREATIUTT 

•  9  Models  •  5  Sizes  •  3  Shaft  Alternates  •  Equals  135  Standard 
Configuration  Selection  •  Available  on  Prompt  Delivery 


Model  B*Brake 
Normally  free  —  Energized 
to  broke 

•  .500  thru  1.562  servo 
mounting  dio. 

•  4  thru  120  oz.  in.  min. 
broke  torque. 

•  .8  to  16  oz.  Nveight 


Model  MB-Clutch  Brake 
Normally  clutched  —  Ener^ 
gized  to  broke. 

•  .500  thru  1.562  servo 
mounting  dio. 

•  2  thru  60  oz.  in.  min. 
clutch  or  broke  torque 

•  1  to  16  oz.  weight 


Model  B 


Model  MB 


Model  MCC'Duplex  Clutch 
Normally  both  input 
flanges  and  output  shaft 
free  —  Energize  one  or  the 
other  coil 

•  .500  thru  1.562  servo 
mounting  dio. 

•  3.5  thru  120  oz.  in.  min. 
clutch  torque  either  side. 

•  1.6  to  30  oz.  weight 


Model  BF'Broke 
Normally  braked  —  Ener^ 
gized  to  free. 

•  .500  thru  1.562  servo 
mounting  dia. 

•  2  thru  60  oz.  in.  min. 
brake  torque. 

•  .8  to  16  oz.  weight. 


Model  BF 


Model 

MCC 


Model  MBC-Duplex  Clutch 
Output  shaft  normally 
clutched  to  one  input  flange 
—  Energized  same  output 
shaft  clutched  to  other  input 
flange 

•  .500  thru  1.562  servo 
mounting  dia. 

•  2  thru  60  oz.  in.  min. 
clutch  torque 

•  1  to  20  oz.  weight 


Model  MBC 


Model  MBB 


Model  MBB-Clutch  Brake 

Normally  input  (long*  ond  output  ihoft  free  —  Energiie  one  coil 
to  clutch  input  flange  to  output  ihaft  or  Engage  other  coil  to  broke 
output  allowing  input  flange  to  free. 

•  .500  thru  1.562  servo  mounting  dia. 

•  3.5  thru  120  oz.  in.  min.  clutch  or  brake  torque 

•  1.6  to  30  oz.  weight. 

Autotronics  Industrial  Miniatures  are  ovoilable  in  4  mod¬ 
el!  with  a  pilot  mounting  dio.  of  1.12S  — torque  rating  20  thru  40 
oz.  in.  min. 

C-1 25-Clutch.  Normally  free— 

Energize  to  clutch.  A 

B-125-Brake.  Normally  free— 

Energized  to  brake. 

BF-1 25-Brake.  Normally  braked 

MC-125-Brake  Clutch.  Normally 
braked  —  Energize  to  clutch. 

- PANCAKE  CLUTCH-BRAKE - 

The  Newest  addition  to  the  precision  line  it  the  Pancake  unit  —  in 
4  models  featuring  a  1.000  in.  servo  mounting  dia.  —  length  .500  in. 
from  servo  flonge  to  end  of  cop  —  torque  rated  6  thru  12  oz.  in.  min. 

Available  Models: 

PC-8-Clutch.  Normally  free  — 

Energized  to  clutch. 

PMC-8-Brake  Clutch.  Normally 
braked  —  Energized  to  clutch. 

PB-8-Brake.  Normally  free  —  s— 

Energized  to  broke. 

PBF-8-Brake.  Normally  braked 
—  Energized  to  free. 


Model  CF-Clutch 

Normally  clutched  —  Ener¬ 
gized  to  free 

•  .500  thru  1.562  servo 
mounting  dia. 

•  2  thru  60  oz.  in.  min. 
clutch  torque 

•  .9  to  18  oz.  weight. 


Model  CF 


Model  C-Clutch 
Normally  free  —  Energized 
to  clutch. 

•  .500  thru  1.562  servo 
mounting  dia. 

•  4  thru  120  oz.  in.  min. 
clutch  torque 

•  .8  to  16  oz.  weight. 


Model  C 


Model  MC-Brake  Clutch 
Normally  braked  —  Ener 
gized  to  clutch 

•  .500  thru  1.562  servo 
mounting  dia. 

•  2  thru  60  oz.  in.  min. 
clutch  or  brake  torque 

•  1  to  16  oz.  weight 


Model  MC 


All  standard  units  operate  at  28  v.d.e.  Other  voltages  can  be  supplied. 

OTRONICS,  INCmr  Box  812,  Route  1,  Florissant,  Mo. 
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Y  electronic  components 

The  standard  of  quality  for 

long  life  and  dependable  performance 


HOT  MOLDED  COMPOSITION 
RESISTORS— Quolity  stondord  of 
»h*  induilry.  Rated  of  70°C,  in  2, 
I,  1/2,  1/4,  and  l/lO  wallt.  Ret. 
to  22  meg.  Toll  5,  10,  and  20%. 


METAL  GRID  PRECISION  RESIS¬ 
TORS — Hermeficolly  sealed.  Non- 
inductive.  I,  1/2,  And  1/4  watts 
at  lOO'C.  Tolerances  0.1%  to 
1.0%.  Temp  coef.  ±.  25  PPM/“C. 


COPPER  CLAD  — Metal  panel 
mounting,  insuloted  composition 
resistor  supplied  in  two  ratings; 
3  and  4  waits  ot  70°C,  and  4  and 
5  watts  respectively  at  40°C. 


HERMETICALLY  SEALED  in  ceramic 
tubes.  Solid,  hot  molded  resistor, 
lets  thon  1%  resistance  change 
alter  250  hr, 95%  rel.  hum.,40°C. 
Resistance  values  to  22  megohms. 


HIGH  TEMPERATURE— Type  K. 
Similar  to  Type  J  but  roled  3 
watts,  70*C;  2  watts,  lOO’C;  ond 
I  wolf,  1 25°C-— derote  to  lero  ot 
150'C.  Mony  types  and  tapers. 


INDUSTRIAL— Type  H  with  solid, 
hot  molded  resistor  element. 
Ouiel,  improves  with  use.  Lite 
over  100,000  cycles.  Rated  5 
wolls,  40*C:  ond  3  watts,  70*C. 


MINIATURE— Type  G.  Solid 
molded  element.  Only  1/2"  in 
diom.  Plain  or  lock  bushing;  also 
with  line  switch.  Rated  0.5  wott 
ot  70°C.  Values  to  5  megohms. 


STANDARD— Type  J.  Solid  molded 
element.  Ouiel,  reliable.  Roted  2 
watts,  70*C.  Values  to  5  meg. — 
less  than  10%  change  in  lOO.OOQ 
cycles.  Evceeds  Mll'R-94B. 


TV  CORES,  including  lightweight 
llored  yokes;  U,  L,  ond  O  cores 
for  color  convergence;  U  ond  E 
flyback  cores;  ond  others.  All 
have  uniform  mognetic  properties. 


PRINTED  CIRCUIT  TYPE— Solid 
molded  element.  Rated  1/4  watt 
at  70°C.  Type  F  is  only  1/2”  in 
diom.  Screwdriver  adjustment. 
Total  resistance  volues  to  5  meg. 


THIN  TYPE — Uses  molded  cover 
os  actuator.  Type  T  has  solid 
molded  element.  Rated  1/2  watt 
ot  70°C.  Life  in  excess  of  50,000 
cycles.  Total  values  to  5  megohms. 


HIGH  FREQUENCY  low  pass  cas¬ 
caded  ceramic  filters  for  elimina¬ 
tion  of  rodiotion.  Mox  ratings; 
500  V  DC  at  125*C;  RF  current 
0.25  omp;  DC  or  IF  current  5  amp. 


FEED-THRU  A  STAND-OFF  dis- 
coidol  capacitors  for  VHF  and 
UHF  range.  No  parollel  resonance 
effects  at  1,000  Meps  or  less. 
Nominal  values  4.7  to  1,000  mmf. 


CERAMIC  ENCASED  capacitors  lor 
use  where  reliability  and  superior 
performance  at  high  temp  ore 
importont.  Rated  500  v  DC  ot 
150'C.  Tol;  5%,  10%,  ond  207,. 


BARE  DISC  ceramic  capacitors  for 
direct  mounting  in  printed  circuit 
boards.  Mechanically  strong  to 
ovoid  breakage  in  handling,  in- 
stolling,  and  soldering. 


CERAMIC  DIELECTRIC  copocitors 
of  superior  quality,  in  a  wide 
voriety  of  types — GP  (single  and 
duol)  —  with  no  "rundown”  on 
leods.  Also,  os  TC  and  stable. 


Allen-BracJley  Co. 

1 10  W.  Greenfield  Ave. 
Milwaukee  4,  Wis. 

In  Canada; 

Allen-Bradley  Canada  Ltd. 
Galt,  Ont. 


ALL^fM-BRi^LEY 

iiufliiiv-  : 

ELECTRONIC  COMPONENTS 
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Cen^al^ 


1  2-w.  standard— For  radio,  TV'.  Sinxlr.  t«in,  or 
dual-KKiicnrriL'.  1^/16"  diam.  2^0  ohms  to  tOmcftt. 
1  lO-w.  sub-miniacurc  —  For  hearing  aids  mm- 
munitalions,  lumputers.  '  M*  diam.  )00  ohms 
to  10  mrfts. 

1  'd-w.  tub-miniature  —  For  instruments  and 
military,  -tj  M*  diam.  10,000  ohms  to 
1  meg,  —  linear  taper, 

V'rilr  for  Croup  A  ikililini. 


Since  1922, 
industry’s  No.  1 
source  of  standard 
and  special 
electronic  components 


Miniature 


Wire  Wound 


T(!-BC  —  Disis,  tubulars.  IVO  v.  to  W  Ooo 
v.d.c.w.  I  mml.  —  0,1  ml.  TC  available 
-I-  100  to  - 

High  voltage  —  high  accuracy  —  High  voltage 
types,  up  to  VO.OtNl  v  d.c.w,  High  asiuravy 
types,  ±  I’H  toleranic,  VOO  v.d.c.»'.,  uplo2.yoo  mmf. 
Trimmer  —  Tubular  or  Hat.  Meet  JAN  f.  HI 
speiihiations,  1  mml.  to  4(K)  mml.,  MIO  v.d  i  w. 
Specialties  —  Feed-thru,  stand  id?,  button- 
shape.  pigted.  other  lapaiitors. 

U  r;/r  for  Croup  C  tullriinr. 


Rotary — n/lti"  to  l-V'R"  diam.  Phenolic  or 
.Steatite  insulation.  Single  nr  multiple  seitions. 
Medium-duty  power— For  transmitter,  industrial 
lontrol.  laNiratitry  testing,  military,  commercial. 

2  H  Its"  diam.  7i,j  amp.  rating  at  110  v. 

2'.(MK)  cycles  minimum. 

.Specialized  —  Lever,  slide,  tone,  tuner  sections, 
others. 

U"/i/c  for  Group  B  hulhlini. 


.004 

t.C  KVOC 


Rotary  Action 
flat  Switches 


Rotary 

Power  Switches 


Miniature 
Rotary  Switches 


High  Voltage 


lever  Action 
Switches 


Trimmer 


Slide 

Switches 


Grade  L-6A  85%  and  95%  Hi^  Aluminas  .  .  . 
Grade  L-5A  Steatite  .  .  .  Grade  L-2A  Corderite 
.  .  .  Grade  L-2A  Electrical  Porcelain  ,  .  .  Grade 
L-4A  Zircon  Porcelain.  High  dielectric  and 
compressive  strength,  high  heat  resistance.  Im¬ 
pervious  to  common  acids.  Can  be  metaliaed 
to  close  tolerances.  Used  increasingly  to  replace 
metals,  plastics,  low  grade  porcelains. 

for  Croup  H  hullt-tins. 


Ciwnplete  radio-TV  circuits,  amplihert,  oscillators, 
dcteitor  networks,  resistor  nctwiwks  —  iniluding 
capacilors.  resistiws.  wiring,  and  inductance 
manulaclurcd  to  your  specihe  pcrfixmancc  limits. 

1'2-w.  resistors  meet  applicable  Mil.  R  It 
spec  ihc alums.  50  ohms  to  50  megs,  (.apacitors 
up  to  .01  mmf. 

V  tit(  for  Croup  />  bulltlini 


Eitruded  Parts 


Pressed  Parts 


Complete 

Amplifiers 


Radio  and 
TV  Circuits 


Metailired  Parts 


Coil  forms 


Computer 

Circuits 


998F  F,a*l  Krpfr  Aceniir.  Mdwaiilcer  1,  4  icninsin 
In  Canada:  801  Mt.  Pleasant  Rd..  Toronto,  Untario 
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For  over  20  years  ILLINOIS 
CONDENSER  COMPANY  has  been 
foremost  in  the  development  of 
ever  greater  dependability  and  longer 
life  in  all  types  of  eapacitors. 
Listed  below  are  only  a  few  of  the 
more  popular  —  and  most 
n'cently  developed  ILLINOIS  types. 


ILLINOIS  CAPACITORS 

KNOWN  THE  WORLD  OVER  FOR 

TkeTwIiki  QiWito 


SUB-MINIATURE  ELECTROLYTIC  CAPACITORS 


A  co(nplctei4-iin<  for  low  voltage  D.C.  cifcuus. 
Have  many  advantages  including  patented  con¬ 
struction;  hermetically-sealed;  immersion-proof; 
excellent  life  characteristics;  low  leakage  cur¬ 
rents;  shock  and  vibration-resistant;  ideal  for 
applications  r^nring  minimum  site  and  wei^. 


Twiit  pfonf 

type* 


^  n 

Octal  plug-in 
typci 


i^lHC  I 

Popular  * 
replacement 
type* 


HesiWIe 

lead  type*,  ecrew 
neck  mounting 


UMS 

Melded 

terminal 


^IHT 
Tubular  \ 
pigtail  typei  ^ 


^^UMC 
Energy  storage 
and  photo  Hath 
type*  ✓ 


ITC 

Ceramic 

CaMd 

Paper 


MS  Motor  starting 


Electrolytic 

and  paper 


ILLINI  "300"  BANTAM 
and  ILLINI  "300" 


TyPE  UMP 

Typi  PE 

TyPE  IHC 

TyPE  LN 
TyPE  UMS 

TyPE  UMT 

TyPE  IHT 

TyPE  UMC 

TyPES  IMT 
and  SMT 

rypE  MS 

TyPE  IT 

ILLINI  300 
ELECTRONIC 
FLASH  KIT 


Standardized  twist-prong  type  Patented  molded  terminal  construc¬ 
tion  for  efficient,  stable  operation  under  extreme  temperature  ranges 
Capacity  ranges  from  10  to  3,000  MFD  and  from  6  to  525  WVDC. 

Hermetically  sealed  plug-in  octal  base  type.  Especially  useful  in  fixed 
or  mobile  communications  equipment.  Operating  temperature  range 
—  40°C  to  -*-85‘’C.  Available  in  wide  ranges  of  capacities  and  volt¬ 
ages. 

Popular  multiple  section  types  with  flexible  leads,  insulating  sleeves 
and  mounting  straps.  Equally  adaptable  for  original  equipment  or 
replacement  purposes.  Available  in  capacities  from  10  to  250  MFD 
at  25  to  500  WVDC. 

Extruded  aluminum  can  type  with  screw  neck  mounting  and  flexible 
leads.  Capacity  ranges  from  8  to  80  MFD  and  from  450  to  600  WVDC. 

Hermetically  sealed  inverted  can  type  with  screw  neck  mounting  and 
molded-in  terminals.  Wide  ranges  of  capacities  and  voltage  ratings. 
Meets  all  government  specs. 

Inverted  can  type  with  clamp  mounting.  Hermetically  sealed,  shock 
resistant  with  new  molded  terminal  construction.  Ideal  for  use  in 
highest  quality  equipment  Meets  all  government  specs.  Wide  ca¬ 
pacity  and  voltage  ranges. 

Popular  tubular  aluminum  can,  pigtail  type  electrolytic.  Internal 
riveted  construction  In  capacity  ranges  of  1  to  2000  MFD  and  from 
6  to  600  WVDC  Also  available  with  solder  lug  terminals  Supplied 
with  insulating  sleeves. 

Low  leakage -high  capacity  electrolytic  for  power  filter  packs,  volt¬ 
age  stabilization,  energy  storage  and  photo  flash.  Capacity  ranges  up 
to  10,000  MFD  to  50  V,  and  1000  MFD  at  450  V. 

Newly  developed  "miniature”  and  sub-miniature  electrolytics  with 
hermetic  seals.  Especially  designed  for  printed  circuits,  portable 
equipment,  transistor  equipment  and  any  application  where  size  and 
weight  must  be  kept  at  an  absolute  minimum.  Capacity  ranges  from 
.5  to  100  MFD  and  from  3  to  50  WVDC.  Ceramic  case  and  alumi¬ 
num  case  types. 

Motor  starting  capacitors  available  in  bakelite  and  aluminum  cases. 
Long  wire  leads  with  terminals.  Capacities  to  5,000  MFD  at  115, 
220  and  320  VAC. 

Hermetically  sealed  bathtub  type  especially  designed  to  withstand 
vibration  .jnd  shock.  Available  in  electrolytic  and  paper  capacitor 
types  for  government  and  commercial  use. 

A  new  high  intensity,  low  voltage  electronic  photoflash  kit  featuring 
latest  advances  in  tube,  capacitor  and  reflector  design.  100  watt 
second  output.  Uses  standard  type  batteries  Easily  assembled 
rugged,  reliable  and  economical  to  operate  AC  Power  Pack  also 
available. 


ILLINOIS.  THE  CAPACITOR  LINE  OF  TIME  TESTED  QUALITY 


NEW,  Large  Catalog 

Write  for  Your  Free  (^opv  of  One 
of  the  Most  Complete  Capacitor 
(Catalogs  in  the  Industry 


ILLINOIS  CONDENSER  CO. 

N.  THROOP  $T.  •  CHICAGO  11.  ILLINOIS 


Export  Dopt.  IS  Moero  St.  Now  yorh  4.  N.y.  Coblo  “MINTHORNI" 


I 
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True 

Quality 


COILS 


High 

Precision 


Endicott  Coil  Co.,  Inc.,  produces  top  quality  coils  to  your  specifications  in  any  quantity. 
Our  capacity  exceeds  one  million  coils  per  month,  each  prccision-maile  and  quality  con¬ 
trolled  in  every  step  of  production. 

Our  record :  Eight  years  of  successful  production  and  delivery  for  some  of  the  world’s  largest 
users  of  coils,  for  commercial  as  well  as  top-seeret  military  applications. 


Our  guaranteed  package:  QUALITY,  DELI  VERY,  PRICE  . 
passes  that  of  any  other  coil  manufacturer. 


a  paekage  we  helieve  sur- 


Endicott  Coil  Co.,  Inc.,  supplies  coils  for  SOLENOIDS,  RELAYS,  COMPUTh^RS,  CLOCKS, 
TIMERS,  MOTORS,  GENERATORS,  FILTERS,  ELECTRONIC  UNITS,  CONTROLS  ami 
TRANSFORMERS. 

We  serve  the  BUSINESS  MACHINES,  RELAY,  AUTOMOTIVE,  MISSILE.  AIRCRAFT, 
ELECTRONICS,  CLOCK  MANUFACTURING,  MARINE  MOTORS  and  INSTRUMENT 
MANT  FACTURING  INDUSTRIES. 

Send  us  coils  you  are  now  using.  Let  us  duplicate  them.  Then  try  our  coils.  Test  them.  W  e 
will  meet  and  surpass  all  competition  on  a  quality  and  performance  basis  per  dollar  value. 


24  Charlotte  St.,  BINGHAMTON.  N.Y.  Phone  y-lO.il 
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Endicott  Coil  Co.,  Inc. 

24  Charlotte  Street 
Binghamton,  New  York 
Phone  9-10S1 


BOBBIN 


Acetate,  nylon  and  paper  wound  .  .  . 
precision  anil  random  wouinl.  Wire 
#25  to  #50.  Self  or  attached 
leads  or  terniinals.  For  relay  and 
solenoid  applications. 


INTERWEAVE 


(lotton  or  acetate  interweave.  Paper, 
paper  acetate  or  pliemdic  tubes,  all 
sizes  and  shapes  .  Vacuuni  iinpre^* 
nated  or  potted.  W  ire  size,  #2.5  to 
#.50.  Self  or  attaelu'd  leads  or 
terminals. 


TOROIDAL 


(lomplete  ran^e  of  sizes:  siihminia* 
ture  to  4-"  0.1).  Stahilize<l  or  un- 
stabilized  cores,  temperature  range 
—.5.5  (1  to  8.5  (]  <»r  better.  Finished 
as  desired,  with  leads  or  terminals. 
Plain,  wax  or  plastic  dipped.  Fncap- 
sulated  with  polyester  or  epoxy  r«*sin. 
(lased  or  uncased. 


Ht:PRt:st:!STArn  Es  /\  all  maj(ph  cities. 

n  RITE.  n  iRE  OR  rilOISE  EOR  YOUR  NEAREST  REPRESEISTATIVE 


rop  QUALITY  GUARANTEED  IN  ANY  VOLUME 


Winn  ordaring  or  Moking  in/ormolieii 
pinan  monrion  Clocironici  Buyort'  Curd*. 
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PRINTED  CIRCUITS?? 


vlt 

oWbK' 


A 

A 

1  WIL 

W 

MING 

w 

L 

QSTON 

Ik. 

2  MINUTES! 

lET  NORTHEAST  show  you  how  to 

TRIPLE  YOUR  PRODUCTION  AND  PROFITS. 


32  y«art  •xparitnct  in  Iht  mtlol  tich* 
ing  frod*. 

A  eemplel*  lin*  of  chomicolt  including 
pheto-rotiit,  ocidt,  ink*,  oxido  inhibitors 
and  louch-up  solutions,  otc.,  which  hovt 
boon  provon  in  ovor  3  docodos  of  constant 
sorvico. 


A  complotoly  intogrotod  sorvico  from 
start  to  finish. 


CONTACT  MR.  R  R  GIGIIO 
CHIEF  ENGINEER 

Fur  infuriiixtiuii  i^ritt*.  wIrt*  itr  plinnf: 


NORTHEAST  CIRCUIT  LABS  CORP. 

4S4  MAIN  STREET  •  WIIMINGTON,  MASS. 
PHONE  OLIVER  8-2024 


COMPLETE  SERVICE 

for  Precism  Fabrication 


Special  Apparatus  Manufactured  for 
the  Semi-Conductor  Field 

•  FUSED  QUARTZ  •  LABORATORY  WEAR 

•  GROUND  JOINTS  •  BALL  AND  SOCKET  JOINTS 

•  GRADED  SEALS  •  BOATS  &  CRUCIBLES 

(of  highest  quality  fused  quartz  for  use 
in  manufacture  of  Germanium  and  Silicon) 

PLUS 

Hard  Material  Fabrication 
to  Extremely  Close  Tolerance 

•  FUSED  QUARTZ  •  SAPPHIRE  •  OPTICAL  PARTS 

•  FUSED  ALUMINA-FIRED  STATE 
Any  materials  drilled,  machined,  and  shaped, 
and/or  may  be  coated  with  silver  to  electronic 
specifications. 


PRODUCTS  CO. 

Box  51,  Malden  48,  Moss.  Plant  at  30  Eastern  Ave. 


ELECTRONIC 
DESIGNERS 
GO  FIRST 
TO 

THE  “GUIDE" 

VX'hcrcver  dcsi^ncfN  and 
specifiers  have  immediate 
need  for  readily  atcc-ssible, 
neiessary  product  informa¬ 
tion  at  their  breadboards, 
there,  year  after  year,  will 
you  find  theEI-FC  TRONICS 
BUYERS’  GUIDE.  ’Who 
makes  what  prixluit  or  pro¬ 
vides  what  service?"  "Where 
can  I  buy  it?"  "Where  can  I 
find  complete  and  accurate 
product  specs?”  These  arc 
c|ucstions  that  are  asked  daily 
by  the  men  who  dcsi/jn-in 
electronic  products;  these  arc- 
questions  that  have  been  an¬ 
swered  for  the  past  seventeen 
years  by  the  "Guide,"  the  ac¬ 
cepted  reference  Ixwk  of  the 
industry. 

Year  after  year,  the  design¬ 
ers  of  the  industry  have  pre 
fcrrcd  the  "Guide"  for  its 
Simplicity  of  Style  (as  easy 
to  use  as  a  telephone  direc¬ 
tory),  for  its  Accuracy  (the 
industry  helps  the  Research 
Staff  revise  its  listings  every 
year)  and  its  Complete  ProJ 
net  Specs  (advertisers  have 
told  their  complete  product 
stories  in  the  "Guide"  con¬ 
sistently). 

T he  key  people  of  the  in¬ 
dustry  —  the  buying  influ¬ 
ences— rely  on  the  "Guide” 
for  the  answers  to  their 
product  problems. 

For  Product  Data  . .  . 

the  electronics 
BUYERS' GUIDE 


\V**en  ordering  or  seeking  informofion 
p/ease  mention  ffecfronics  Buyers'  Ouide. 


June,  1958-MID.MONTH-ELECTRONICS  BUYERS'  GUIDE 


ONE  CONVENIENT  SOURCE 

for  ALL  Your 
High  and  Ultra-High 
Vacuum  Needs 


Now  that  you’ve  decided  that  you  can  make  a  better 
product  cheaper  by  using  high  or  ultra-high  vacuum 
processing,  why  not  do  it  the  easy  way?  ^ve  time, 
money,  and  frustration  by  taking  advantage  of  the 
"one  stop”  service  offered  by  NRC.  This  is  your  one 
convenient  source  of  a  complete  line  of  high  and  ultra- 
high  vacuum  components,  equipment,  and  systems, 
PLUS  a  wealth  of  practical  information  on  how  to 
use  them  profitably. 


VACUUM  PUMPS,  GAUGES,  VALVES 


TANTALUM  SINTERING  AND  OTHER 
VACUUM  FURNACES 


VACUUM  VALVES  AND  HARDWARE 


lew-coat  atendord  fwmece  ter  lelior  end  tonli  vecww<i<  metoKien,  Two-ioea  S'  diomeler  muffle 
erewine  alneie  cryaloh  ef  cKcen,  diemelera  1 2'  le  66*.  for  dopeiJt-  vecuum  hoot  trootins  fvmoco. 
gormowlum,  end  MormotoKc  com-  ing  Ihbi  Mmt  to  procholy  centrolod 
pouoda.  thtchwoaaoa  of  from  one  moloculo  to 

aovorol  mOa. 


DEPT,  118,  CHAHIEMONT  ST.,  NEWTON  61,  MASS. 
A  Sub»idiary  of  National  Reoearth  Corporation 
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WfiRN  or^«rif»9  of  iir/orpnoffON 

p/ROM  mRnfien  (Ucfronict  Buyers'  Guide. 
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Three-ioee  iedejiMg  furnoce  Model  291 fo# 
production  tontolum  sintering. 


NRC  has  built  and  operated  more  hi|^ 
vacuum  furnace*  than  any  other  organiza* 
tion  in  the  world.  Among  theae  are  batch 
and  semi-continuous,  resistance  and  in* 
duction.  tantalum  sintering  furn««ces. 
Other  induction  and  resistance  furnaces 
with  capacities  from  2  to  .'>000  lbs.  Cold 
mold  and  skull  arc  furnaces  with  capacities 
from  2  to  10.000  lbs. 


LEAK  DETECTORS  AND  SYSTEMS 


Ineapenttvs  Model  4902  Andt  leaks  os  smolt  at 
10**  cc/sec.  Rugged,  convenient,  simple,  lost 
recovering,  it  guorontees  repetitive  results. 


Bvnch.  roUry,  in-line,  etc.,  eyetenu  for 
production  line  Quality  control  of  relay 
caaee.  tranaiator  nouaingB,  hermetic  and 
glaaa  to  metal  aeala.  wave  guidea,  etc. 
Halogen  and  helium  eenaitive  detectora  for  leak  locating  in  manufactured 
producta  and  in  vacuum  and  other  proceas  equipment. 


VACUUM  IMPREGNATING  AND  DRYING 


Air  reteaae.  ball,  throttling,  high  conduct¬ 
ance.  angle,  wye,  globe,  and  Hide  valvea. 
Manual  and  air  operation  Bronze,  mild 
and  stainleaa  iteei,  aluminum.  Bellows  and 
O-ring  aealed  Sizea  from  <y*  to  36*. 
Aun  aeala.  flexible  connectors,  cold  traps, 
and  acceasories. 


SEMI-CONDUCTOR  PRODUCTION  EQUIPMENT 


Pilot  plant  or  production  line  drying,  de* 
gassing,  and  impregnating  systema  for  im* 
proving  the  depei^ahility  and  electrical 
characteriatics  of  capacitors,  tranaformersg 
cables,  and  other  components. 


HIGH  ALTITUDE  TEST  CHAMBERS 

Standard  chambers  with  diameters,  12'  to  66*  for  simulating  altitudes  to 
100  miles  Special  chambers  for  altitudes  to  400  miles. 


.  ULTRA-HIGH  VACUUM  SYSTEMS 

Standard  and  special  systema  for  pressures  to  10* '*  mm 
^  Hg.  incorporatmg  improved  ultra-high  vacuum  com- 
f  ponenta. 


MECHANICAL  BOOSTER 

IVovides  "clean”  vacuum  to  below  10-*  mm  Hg.  Capacities  1000  to 
12,000  CFM. 


Modal  320  AlpholroalL  lonliolioa  Couga. 
Raaga  1000  —  0.0001  mm  Hg. 


Wide  line  of  direct  reading,  total  pressure 
gauges  for  accurate  measurement  from 
atmosphere  to  Icae  than  10* **  mm  Hg 
Thartnocouple.  Pirani,  and  ionization 
gauges,  including  AlphatronA,  bum-out 
proof,  ultra-high  vacuum,  and  conven¬ 
tional  types. 


UITRA-HIOH  VACUUM  RUMPS 

Molecular  drag.  tiUnium  adsorber,  and  ion  pumps  for  very  clean  vacua 
to  10*  mm  Hg. 


VACUUM  GAUGES 


VACUUM  PUMPS 

Typical  orroogamanl  of  vermHIo  two  kwh  "bufld- 
iag  blodi"  pump  kM  for  loborolory  or  produclion. 
Prowuro,  to  1 0*’  mm  Hg. 


MECHANICAL 

Single  and  two-stage  from  1.2S  to  400 
CFM.  Ooa  Ballast  keeps  pump  oil  uncon¬ 
taminated  by  condenoablee. 


BOOSTER  AND  DIFFUSION 

Oil  and  mercury.  Capacities  10  to  40.000  CFM.  Breasures  below  10*’  mm 
Hg.  Special  low  bockstreaming  naodala  availabla. 


IT'S  A 

MUST! 

If  you  sell  to  the  $7  billion  electronics 
industry,  you’ll  want  a  iree  copy  of 
electronics  MARKET  MEDIA 
FILE. 

What  are  the  prospects  for: 
MILITARY  ELECTRONICS? 
REPLACEMENT 
ELECTRONICS? 

HOME  ELECTRONICS? 
INDUSTRIAL 
ELECTRONICS? 

Who  are  the 

BUYING  INFLUENCES? 

Why  are  more  than  9,000  men  who 
make  the  buying  decisions  for  30 
giant  companies  subscribers  to 
electronics?  . .  .  and  what  does  that 
mean  to  your  advertising  dollar? 

The  1958  electronics  MARKET 
MEDIA  FILE  gives  the  answers  in 
12  fact-packed  pages  that  you  will 
refer  to  time  and  again  throughout 
the  year. 

Send  for  your  tree  copy  today. 


4BC  electronics  ABP 

A  McGRAW-HILL  PUBLICATION 
330  W.  42nd  St.,  New  York  36,  N.  Y. 
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RAYTHEON  CONTROL  KNOBS 


The  clean,  functionally  styled  knobs  you  now  see  on  precision 
instruments  everywhere.  5  styles  in  7  sizes  — the  broadest, 

most  completely  integrated  line  now  available  anywhere. 


1  CONTROL-KNOB  MOOELS  for  V 

ahafta 

1 

1  (all  models  supplied  in  either 

mirror  or 

matte  finish)  | 

style 

70  Series 

M  Series 

129  Series 

175  Series 

225  Series 

Round 

70-1-2 

90-1-2 

125-1-2 

175-1-2 

225-1-2 

Skirted  Round 

70-2-2 

90-2-2 

125-2-2 

175-2-2 

225-2-2 

Dial  Skirted  Round 

70-3-2 

90-3-2 

125  3-2 

175-3-2 

225-3-2 

Pointer 

70-4-2 

90-4-2 

— 

— 

— 

Skirted  Pointer 

70-5-2 

90-S-2 

— 

— 

— 

Crank 

— 

— 

125-6-2 

175-6-2 

225-6-2 

Bar  Knob 

231-115461,  mirror  231-1154G2,  matte  j 

RAYTHEON  PANEL  COMPONENTS 


vs® 


e‘JL» 

% 

( 

A  full  line  of  test  jacks  and  other  electro-mechanical 
com|)on«*nts  — each  with  new  and  unique  features  of 
ruggedness  and  functional  design. 

1.,  2.  Standard  Test  Jacks -shown  with  turret  (1)  and  spade 
(2)  terminals.  9  colors.  Conform  to  MIL-STO  242A  (Ships).' 

3.  Printed  Circuit  Test  Jacks -for  printed  circuits.  Accepts 
std.  080  "  prod.  Just  insert  and  dip-solder. 

4.  Subminiature  Test  Jack -Fixed  or  snap-in  contact  types. 
Fast,  easy  expansion  mounting.  For  080 "  prod.  Colors. 

5.  Knob  Lock  -  Prevents  control  movement  by  shock  of  vibra¬ 
tion.  A  positive  lock. 


6.  Binding  Posts  -  Provides  5-way  connection.  Nylon  ano 
brass  construction.  For  080"'  prod.  Red  or  black. 

7.  Shaft  Lock -Models  for  knob  or  screwdriver  adjusted  con¬ 
trols.  Provides  constant  drag.  Seals  out  dirt,  moisture. 

8.  Captive  Hardware’ -Stainless-steel  construction.  Neoprene 
seal.  Wide  assortment  of  stock  sizes.  Conforms  to  gov¬ 
ernment  specs. 

9.  Terminal  Board  Bracket  -  Provides  rigid  support  against 
shock  or  vibration.  Cold-rolled  carbon  steel,  cadmium  pi. 
Materials  per  military  specs. 


FOR  COMPLETE  INFORMATION  on  Raytheon  control 
knobs  or  mechanical  components,  please  write  to  Department 
6120W  at  the  address  below. 

PIAVTHKON  MANUPACTURINO  COMPANY 
Commppelal  Bciulpmwnt  Olvlalort 
Waiittiaim  S4,  Mass*. 
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RAYTHEON 
GE  STABILIZERS 


Standard  Catalog  Models 


STYLE  D 


DiMiRtlont  in  Incktt 


Oetpet 

Style 

Overall 

Mounting 

voltage* 

"Me." 

Capacity 

Watt* 

1 

W 

H 

1 

W 

Input 

Output 

m. 

u*. 

VR-6110 

IS 

F 

614 

2K. 

3 

5’K. 

5K. 

9S130 

US 

4 

VR41F0‘* 

IS 

F 

5*4 

2*/, 

4K. 

5K. 

4’K. 

95-130 

6.3 

4 

VR-BIDO** 

IS 

0 

3S. 

21i 

4’K. 

2’K. 

IHu 

95-130 

6.3 

6 

VR-6710** 

2S 

W 

7*/. 

314 

3y, 

7K. 

1’/, 

95-130 

60 

4 

VR-6101 

30 

E 

7J4 

314 

414 

614 

2’/. 

95-130 

6.0/7.5 

5 

VR-eill 

30 

E 

V/, 

314 

4’/. 

614 

214 

95-130 

115 

5 

VR-6ni-CP 

30 

E 

7'/, 

3% 

414 

614 

2’/. 

9S-130 

115 

5 

VR-6221 

30 

E 

VA 

3H 

414 

614 

2’/. 

190-260 

230 

5 

VR-6n2“* 

60 

E 

7’/, 

314 

4H. 

614 

2’,4 

9S-130 

115 

8 

VR-61l2CPt 

60 

E 

V/t 

314 

4K. 

6V, 

2’/. 

9S-130 

115 

8 

VR-6222 

60 

E 

V/x 

3H 

4K. 

6’/, 

214 

190-260 

230 

8 

VR-6113*** 

120 

E 

IVx 

314 

5’K, 

6’/, 

2’/. 

95-130 

US 

14 

VR.6H3CPt 

120 

E 

7'/, 

3H 

5'K. 

6’/, 

214 

95-130 

115 

14 

VR-6223 

120 

E 

7’/, 

314 

5’K. 

614 

2’/4 

190-260 

230 

14 

VR-eiU 

2S0 

E 

12H 

S 

714 

UK. 

3’/, 

95-130 

115 

25 

VR-6224 

2S0 

E 

12H 

S 

714 

UK. 

3’/, 

190  260 

230 

25 

VR-611S 

soo 

E 

12H 

s 

714 

IIK. 

314 

95-130 

US 

45 

VR.6225 

soo 

E 

12H 

s 

7*4 

IIK. 

314 

190-260 

230 

45 

vR-ene 

1000 

H 

13h. 

UK. 

914 

UK. 

1214 

95-130 

115 

92 

VR-6226 

1000 

H 

13H. 

UK. 

9«/. 

UK. 

12/, 

190-260 

230 

92 

VR-6117 

2000 

H 

3614 

U14 

10’/, 

34 

12’i. 

95-130 

US 

185 

VR-6227 

2000 

H 

36'/4 

UH 

1014 

34 

12K, 

190-260 

230 

185 

VR-7B 

2000 

C 

1614 

U14 

UK. 

914 

13*4 

115/230 

115/230  200 

VHF-BIU* 

2S0 

E 

UK. 

13K. 

914 

1214 

UK. 

95-130 

US 

49 

VHF-6115* 

SOO 

E 

UK. 

13K, 

914 

1214 

IIK. 

95-130 

115 

75 

VHF-eilB* 

1000 

E 

2914 

1414 

10% 

27’/4 

12’<. 

95-130 

US 

150 

*Harmonic  filinrnd  modnli.  Harmonic  contnnt  Inti  than  3%. 
**liolalnd  incondary  unite. 

***Availabl«  with  iiolatnd  tneondary  if  dniirnd. 
tPortabI*  modalt,  tuppliad  with  cord  and  plug  and  output  rncnptacla. 

FEATURES 


l.  Deliver  accurate  AC  voltage 
within 

m.  Stabilize  output  with  more 
precision 

S.  Regulate  better  at  full  load 

4.  Hold  up  better  under  over* 
load 

8.  Better  no-load  to  full-load 
regulation' 


8.  Accept  wider  input  voltage 
range 

7.  Less  voltage  change  as  units 
heat  up 

8.  Less  change  in  output  as  fre¬ 
quencies  fluctuate 

8.  Smaller,  lighter,  more  com¬ 
pact;  no  moving  parts 

10.  Cost  less  to  operate 


STYLE 

E 


A 


STYLE 

H 


.  STYLE  F 


STYLE  C 


The  romplete  line  of  Raytheon  Voltage 
Stabilizers  is  available  through  155  author¬ 
ized  distributors.  Special  custom-built 
units,  ranging  from  5  to  10.000  watts  are 
al.so  available  to  meet  special  needs.  Write 
for  complete  information. 


RAYTHEON  MANUFACTURING  COMPANY 


fncs/fenc*  In 
CInelronIcM 


Bquipnneni  Marketing  Division  Dept.  8270-MC  •  Waltham  84,  Maas. 

District  Ofticct:  Bofton,  N*w  York,  Cltvtland,  Chicogo,  Now  Orleans,  Los  Angelo*  CWilmington),  San  Francisco,  Seattlg 
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Wh»n  ordering  or  tooking  infermorien 
pl»af  monlien  floctronic*  Buyort'  Guido. 
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THE  WORLD’S  LARGEST  PRODUCERS  OF  MAGNETRONS  AND  KLYSTRONS 


REFLEX  KLYSTRON  OSCILLATORS 
Self-Contained  and  External  Cavity 


Tube 

Type 


Maiimum 

Frequency 

Range 

Megacycles 


Power 

Output 

Milliwatts 


Ave. I  Min 


Reso¬ 

nator 

Poten¬ 

tial 

DC 

Va(ts 


Focus 

or 

Control 

Grid 

Potential 
D  C  Volts 


Maximum 

Temperature 

Coef. 


Fila¬ 
ment 
Cur¬ 
rent 
at6  3V 
Amps 


RK-5777  '  600-2350 


2K2R  A  11500-3750 
5981  11245-1460 

RK-5778  11800-4620 
r  1600-4000 
6BL6  200flr-4500 

,  [3600-5500 
5836  1600-5500 


ri60|  50 
i  40  1  15 
160  100 
1140  80 

\  80  . 

140  95 

100  40 

150  100 


13800-7600 

12700-2960 


3400-3960 

{3840-4460 


125  100 
1  40:  20 
125  I  90 
100  '  85 
1175  150 
1  50  ;  25 
106  I  85 
100  I  80 
4.5  3.0 


OK-381  4100-4450 

2K22  42404910 


6115A  ;5100-5900 

OK-412  5100-5900 

RK-6037  15120-5430 

OK-549  5925-6450 

OK-461  15925-6450 

OK-404  15925-6450 

5976  6200-7425 

OK-531  6575-6875 

2K26  6250-''060 

OK-422  7125-8125 

RK-6390  6870-10.750 
OK-532  6875-7125 

OK-623  17125-7650 


2K45  8500-9660  32  |  20 

6116  8500-9660  32  j  20 

6940  8500-9660  32  !  20 

OK-414  9660-10.250  |  20  15 

OK448  12.000-13.800  85  50 

OK-510  12.000-13.800  85  50 

RK-6178  15.750-16.250  25  20 

OK-246  15.000-16.200  51  20 

RK-6573  15.500-17.000  25  20 

RK6310  8500-10.000  70  .50 

RK6312  8500-10.000  70  5C 

RK6316  8500-10.000  70  50 

OK-306  18.000-22.000  40  10 

•RK62.53  18.000-22.000  40 '  10 

2K33  b2.000-25.000  {  40  10 

•RK6254  ;  22.000-25.000  i  40  10 

OK-463  124.500-27. 500  i  40  10 

OK-289  1 127.270-30.000 1  20  10 

OK-290  H29.700-33.520j  20  10 

OK-291  ij33.520-36.250  18  i  5 

OK-288  1 34. .300-35. 300  '  20  I  10 

OK-292  il35. 100-39. 700|  10;  5 

OK-293  34.900-42.800  5  { . 

OK-294  40.000-51.800  5  . 


±  040  0  580 

±  025  '  0  580 

±  040  ‘  0.580 

±1  I  0.580 

-.1  to  —.05  I  0  440 

±  15  0  650 

.1  to  4-  05  0  440 

.1  to  4-. 05  I  0  440 
10  to  4-. 05  0.440 

.1  to  4-  . 05  0  440 

.  0.575 

.  0.575 


— .10to-|-.05  0.440 

— .lOto  4-. 10  ;  0  440 

— .Ito+.l  0  440 
±0. 1  440 

—.10  to +.10  0.440 

—.10  to  +10  '  0  440 
—.1  to  -)-.l  0  440 

±0. 1  440 

Oto— .20  I  0  440 
±  025  0.580 

—  Ito+.l  0  440 
— .lto+,1  0  440 

0  to  —.20  0  440 


tl  =  Mechanical  Inductive 

2  =  Mechanical  Capacitive 

3  =:  Non^Contacting  Plunger 

4  =  Thermal  Capacitive 


1  To  be  Spec 
•  2  Tubes 


—  lOto 
±05 
±05 

—.20  to  —.60 

I— 120j  . 

.  —.20  to  —.60 

Oto— .20 
Oto  — 20 
0  to  —.20 
—  100  —1.0 

-100  -1.0 

—  100  —10 

—  100  —10 

-125  -10 

—250  TobeSpc‘cified 
—250  |To  N.*  Specified! 
— 250|ToN.'  Specified! 
—  l8o|  —1.5  to  —3.5  j 
—200  To  be  Specified! 
—200  To  be  Specified! 
—200  To  be  Specified 
—200  iTo  be  Specified 


•  2  Tubes  A  zz  Coaxial  Cable 
Nex'essary  to  B  =  Waveguide 
Cover  From  C  =  Coaxial  to  Waveguide 
50.000  to  •  With  UO-425  'U  Output  Flange 

60.000  Me  i  Typical  Operating  Range 


MAGNETRON  OSCILLATORS 
for  Pulse  and  CW  Operation 


1  Heater 

Maxil 

Bgnd  or 
Range 

MC. 

Anode 

Kv 

Volts 

Amps 

RK4J30 

23.5 

2.2 

1220-1232 

30.0 

RK.q26 

23.5 

2.2 

1220-1350 

31.0 

RKb.TIT 

2.S 

85.0 

1250-1350 

700 

OK264 

3.0 

85.0 

1250-13.50 

75  0 

OK470 

3.0 

85.0 

1250-1350 

75.0 

OK390 

8.0 

35.0 

2420-2490 

6  2 

RK.X609A 

6.3 

1.5 

2425-2475 

16 

RK5.386 

16  0 

3.1 

2700-2900 

32  0 

RK6SI8 

13  0 

400 

2700-3010 

45  0 

RK64I0 

8.3 

85  0 

2750-2860 

76  0 

RK6406 

8.3 

85  0 

2850-2910 

,56  0 

RK2J69 

6  3 

1.5 

2695-2755 

20  0 

RK2J68 

6  3 

1.5 

2745-2805 

20  0 

RK2J67 

6.3 

1.5 

2795-2855 

20  0 

RK2J66 

6  3 

1.5 

2845-2905 

20  0 

RK2J34 

6  3 

1.5 

2700-2740 

22  0 

RK2J33 

6  3 

1.5 

2740-2780 

22  0 

RK2J32 

6  3 

1.5 

2780-2820 

22  0 

RK2J3I 

6  3 

1.5 

2820-2860 

2:0 

KK2J.30 

6.3 

1.5 

2860-2900 

22  0 

One  Source  for  All  Your  Requirements 

Raytheon,  world’s  largest  manufacturer  of  magnetrons  and  klystrons, 
offers  the  widest  selection  of  microwave  oscillators  in  the  industry, 
including  selected  traveling  wave  tubes  and  reliable  combinations 
of  magnetrons  and  klystrons.  This  leadership  results  in  mass  pro¬ 
duction  economies  which  mean  impiortant  savings  for  you. 

The  list  shown  on  this  page  includes  only  part  of  the  tube  selection 
available  to  you. 

Contact  Power  Tube  Sales  for  further  details  on  any  of  the  above 
types  and  classified  and  developmental  types  not  yet  listed.  Com¬ 
plete  Magnetron,  Klystron  and  Special  Tube  Data  B(x>klets  available 
on  request. 

Also  Available— A  line  of  Backward  Wave  Oscillators,  Travel¬ 
ing  Wave  Tubes,  Storage  Tubes  and  Other  Special  Types. 

RAYTHEON 

MANUFACTURING  COMPANY  I  iTJimx 


Microwave  aod  Power  Tobe  Divisiou 
Sectioo  PT-41.  Waltham  54,  Mass. 


RK4J35 

RK4J34 

Rlv4I33 

RK4J32 

RK4J3I 

RK.5657 

RK2J29 

RK2J28 

RK2J27 

RK2J26 

RK2J25 

RK2J24 

RK2J23 

RK4J44 

RK4J43 

RK416I 

RK4J62 

RK4163 

RK4J64 

RK2J70 

RK2J7I 

RK4J4I 

RK6402 

RK6403 

RK6695 

RK4J40 

RK4J39 

RK4J38 

KK4J.37 

RK4J36 

RK6I77 

OK456 

RK6344 

OK3I3 

RK6K43 

OK457 

RK4J.59 

KK4J58 

RK4J57 

RK2J5I 

KK2J5IA 

RK6249 

RK2J50 

RK6229 

MIC6230 

RK2J49 

RK2J36 

OK  367 

UK366 

RK2J.56 

RK2J56A 

UK362A 

RK2J55 

RK6002 

RK5982 

OK  172 

RK2J42 

RK2J42H 

RK7.30A 

RK725A 

OK  324 

KK684I 

OK3R9 


2700-2740  300 

2740-2780  300 

2780-2820  30  0 

2820-2860  30  0 
j  2860  2900  30  0 

,2900-3100  3.3 

12914-2939  2;  0 

j  2939-2965  0 

j  2965-2992  22  0 

;  2992-3019  22  0 

3019-  3047  22  0 

I  3027-3071  22  0 

3071-3100  22  0 

2965-2992  30  0 

12992-3019  300 

’24.50-2720  1.5 

I  2695-  3015  1  5 

2985-3335  1  5 

I  3305  .3675  I  5 
1  .3030-3 1 10  7  5 

3190-3:01  X  5 
3400-34.50  30  0 

1  .34.30-3570  X7  0 
'  ,3430-3570  65  0 

1  3430-3570  33  0 

^  3450-35(10  30  0 

3.5(K)-.35.50  30  0 

3550-  3600  30  0 

3600-3650  .30  0 

.3650-3700  30  0 

4268-4350  33 

5360-54«)  16  0 

1  5450-5825  24.0 

5450-5825  2-  0 

;  5450-5825  26  0 

i  5500-5800  2  0 

6375-6275  25.0 

6475-6375  25  0 

{6576-6475  25.0 

,  8500-9600  (  6  0 

I  8500-96(81  16  0 

8500-96(8)  32  0 

18750-8900  16  0 

8900-9400  5  0 

1  8900-94(81  5.0 

,9000-9160  16  0 

9001-9168  13  5 

9015-9075  16  0 

9205-9285  15  5 

9215-9275  16  0 

9215-9275  14  0 

9300-9500  ;  2  0 

9345-9405  16  0 

92.30- 9404  ,  .30  0 

9320-94.30  16  5 

93.30- 9420  .36  0 

9345.1)405  6  0 

9345-9405  6  0 

9345-9405  16  0 

9.345-9405  16.0 

I5850-I6I60  30 


:  Tunable  fW 
:  Fixed  Fri'guency-Pulsed 
:  Tunable-Pulsrd 


Anode  Duty  qi^ 
Amps  Cycle 

1  60.0  1 

.002  1 

1  60.0 

.002 

600  1 

.0013 

100  0 

.0012 

100  0_ 

0012 

.37? 

CW 

0  15 

CW 

70  0 

.001 

92  0  j 

.0007 

135  0 

001 

95.0 

0006 

25  0 

001 

25  0 

.001 

25  0 

001 

25  0 

001 

50  0 

002 

50  0 

002 

50  0 

002 

50  0 

002 

30  0 

002 

70  0  1 

001 

70  0  1 

oot 

70  0 

.001 

70  0 

001 

70  0 

oot 

70  0 

OOl 

30  0 

002 

50  0  ' 

002 

.300 

002 

500  1 

002 

.300 

002 

50  0 

002 

50  0 

no2 

70  0 

001 

70  0 

001 

0  15 

CW 

0  15 

c  w 

;  0  15 

c  w 

'  0  15 

CW 

15  0 

002 

8  0 

002 

70  0 

(M)| 

550 

IN)  16 

90  0 

0014 

65  0 

()0I 

70  0 

001 

70  0 

001 

70  0 

001 

70  0 

001 

70  0 

001 

5  035 

(  w 

20  0 

001 

50  0 

001 

10  0 

001 

50  0 

(H)I2 

10 

()02 

550 

(H)l 

5<  0 

001 

55  0 

001 

16  0 

'  001 2 

16  0 

(MU  2 

52  0 

(1013 

160 

0012 

1 0 

(Mil 

1  0 

001 

160 

.mil  2 

;  12  0 

1  .002 

16  0 

'  001 

14  5 

'  .001 

160 

:  .001 

|3  0 

001 

1  25 

002 

16  0 

001 

40  0 

1  (N)2 

200 

002 

50  0 

1  001 

5  5 

1  0025 

55 

.m):.5 

160 

i  .00: 

16  0 

;  ()oi2 

14 

1  0028 

16.0 

001 

20  0 

1  .0007 

Typical 
Operation 
Min  Power 
Pk  Kw 


600  0 
400  0 
1000  0 
:ooo  0 
2000  0 
80 
0  08 
7000 
1500  0 
45000 
17500 
150  0 
150  0 
150  0 
MOO 
285  0 
285  0 
285  0 
285  0 
28X  0 
*881  0 
(MM)  0 
'8M)  0 
*8X)  0 
(8H)  0 
700  0 
275  0 
275  0 
275  0 
275  0 
275  0 
275  0 
275  0 
(H)0  0 
*H)0  0 
0  05 
0  05 
0  05 
0  05 
20  0 
6  0 
750  0 
700  0 
2000  0 
650  0 
7  50  0 
750  0 
750  0 
750  0 
750  0 
Oil 

75  0 

175  0 
250  0 
250  0 


=  Fixed  Fn*gucncy-C'W 


Which  ceramic  characteristics  do  you  need . 


1 

Material 

Charactaristic 

Electrical 

Porcelain 

• 

o 

• 

A 

M 

t 

o 

9 

o 

“0 

• 

9 

1^ 

Magnesia 

a 

a 

o 

u 

Glass  Bonded 
Mica 

Raytheon  R-95 
High  Alumina 

a 

a 

M 

o 

UL 

Zircon 

Dialactric  Constant  (1  me) 

6-7 

5.5-65 

3.7 

5.8 

4-5 

7-8 

9 

6.5 

9 

Powar  Factor  (1  me) 

009 

.0008 

.00035 

.0008 

.008 

.002 

.001 

.0002 

.0014 

Lost  Factor  (1  me) 

.055 

.004 

0013 

.004 

.03 

.016 

.009 

.0014 

.013 

Watar  Absorption  (%) 

0-1.0 

O-.Ol 

0 

16 

3-8 

0.5 

0.0 

O-.Ol 

O-.Ol 

Tantila  Strength  (p.t.i.  x  10^') 

2.6 

13 

8 

2.8 

3 

8 

25 

10 

10 

Flaxural  Strength  (p.t.i.  x  )&') 

11 

20 

- 

6 

7-10 

18 

45 

12 

18.5 

Compressive  Strength  (p.t.i.  x  10') 

30-65 

65 

200 

48 

50-95 

25 

250 

80 

80 

Dielectric  Strength  (volts/mil) 

100-200 

250 

200 

65 

200 

245 

450 

250 

200 

Hardness,  Moh't  scale 

7.5 

7.5 

5 

6 

7 

- 

9 

.  7.5 

8 

Modulus  of  Elasticity  (p.t.i.  x  10") 

10 

14 

4 

- 

5 

- 

42 

- 

21 

Specific  Gravity 

2.4 

2.6 

2.2 

3.0 

2.5 

- 

3.7 

2.8 

3.7 

Linear  Thermal  Expansion 
20-100OC(in./in./oC  x  10  ') 

1  3.6 

6 

.20 

9.4 

2.5-4 

— 

6.2 

8.5 

2.5-5 

Te  Value  (®C)*  i 

*!■  it  that  t•mp•ralur•  at  which  lha  voluma  ratiilivity  raochei 

450“ -SOO* 

1  Mag. 

— 

— 

750“ 

— 

980* 

990' 

*  700“ 

-*ppro<  mot#  choracitritlici  of  "electronic"  ceramic  moterioU.  Source:  manufacturer  tales  lileroturo  Reprinted  from  Electronic  Design,  November. I,  I9S6 


How  Raytheon  R-95  High-Alumina  Ceramic 
can  save  you  money— do  a  better  job 

Consider  well  the  unusual  properties  present  in  Raytheon  R-95  High- 
Alumina  Ceramic.  If  your  needs  are  for  a  less  specialized  material,  you 
may  find  a  satisfactory  performer  at  lower  cost. 

However,  when  you  require  a  material  with  remarkably  high  resistance 
to  high  temperature,  shock  and  vibration;  high  dielectric  strength  and 
high  electrical  resistance  at  all  temperatures;  extreme  hardness;  high 
mechanical  strength  and  positive  sealing  capability— then  you  will  surely 
want  to  be  familiar  with  the  ratings  of  Raytheon’s  R-95.  Proper  applica¬ 
tion  of  this  superior  material  assures  continuing  design  and  assembly 
economy,  particularly  where  ceramic  seals  are  a  factor. 

Ceramic  parts  manufactured  from  Raytheon  R-95  High  Alumina  are 
available,  either  alone  or  as  hermetic  ceramic-to-metal  assemblies,  in 
accordance  with  your  specifications.  The  assemblies  can  be  soft  or  hard 
soldered  into  your  production  in  your  own  plant. 

Send  .sketches  or  drawings  outlining  dimensions  and  tolerances,  together 
with  operational  conditions.  We  will  be  pleased  to  supply  information 
and  help  on  any  of  your  ceramic  needs. 

Write  for  complete  specification  sheet  and  your  copy  of  Ceramics  in 
Electronic  Design,  comprehensive  questions  and  answers  on  the  growing 
role  of  ceramics  in  modem  design.  No  cost  or  obligation,  of  course. 


RAYTHEON  MANUFACTURING  COMPANY 


Csramlo  Salas  Waltham  84,  Massaohusatts 


FERRITE  ISOLATORS 


HIGH  POWER  l-BAHD 
FERRITE  ISOLATOR 
Model  ILH2 
High  Power 
Eicellent  isolatioo 
Low  iosertion  loss 
Constructed  in  half-height  waveguide  to  reduce  size 
and  weight.  Built-in  transitions  to  full  height-guide 
provide  matching  over  the  band,  combining  high 
performance  and  high  power  capacity.  Available  with 
or  without  cooling  structure  depending  on  average 
power  requirements. 


HIGH  POWER  C  BAHO 
FERRITE  ISOLATOR 
Model  ICH1 
High  power 
Small  size 

Excellent  performance 


LOW  POWER  C-BAND 
FERRITE  ISOLATOR 
Model  ICL1 
Small  size 
Light  weight 
High  isolation 
Low  insertion  loss 
Small  size  and  light  weight  coupled  with  its  ex¬ 
tremely  good  performance  makes  it  especially  suit¬ 
able  for  systems  use. 


LOW  POWER  X  BAND 
FERRITE  ISOLATOR 
Model  IXL1 
Extremely  small  size 
Very  light  weight 
Excellent  isolation 
Low  insertion  loss 
Broad  hand  coverage 


MEDIUM  POWER  C-BAND 
FERRITE  ISOLATOR 
Models  ICM1-ICM3 
ICM2-ICM4 
Excellent  isolation 
Low  insertion  loss 
Small  size 
Full  hand  coverage 
Excellent  performance  is  achieved  in  a  package 
of  minimum  size  and  weight  by  dividing  the  band 
into  four  separate  ranges.  Offers  an  excellent  isola¬ 
tion  to  insertion  loss  ratio  (45:1)  combined  with  low 
VSWR.  Small  size  and  excellent  performance  makes 
them  desirable  for  systems  use.  _ 


LOW  POWER  X  BAND 
FERRITE  ISOLATOR 

Models  IXL8-IXL10 
Small  size 
Light  weight 
Broad  hand  coverage 
Excellent  performance 


Offers  high  isolation  to  insertion  loss  ratio  of  30:1 
combined  with  high  power  handling  capability  over 
a  broad  band.  Its  high  excellent  performance  to¬ 
gether  with  its  compact  packaging  give  the  en¬ 
gineer  new  flexibility  in  systems  design. 


HIGH  POWER  X-BAND 
FERRITE  ISOLATOR 
Model  IXH2 
High  power 
Small  size 
Excellent  isolation 
Low  insertion  loss 
Compact  unit  designed  for  application  at  very  high 
power  levels.  Combines  high  power  capacity  with 
excellent  isolation  and  extremely  low  insertion  loss 
over  a  broad  bandwidth. 


Especially  suited  for  system  use.  Input  and  output 
flanges  rotate  45*;  other  models  with  similar  per¬ 
formance  characteristics  available  with  flanges  in¬ 
line  or  rotated  90°,  providing  extreme  versatility 
for  system  packaging. 

LOW  POWER  K,  BAND 
FERRITE  ISOLATOR 
Mtdel  IKkL2 
Extreme  small  size 
Light  weight 
Excellent  iselation 
Low  insertion  loss 
A  Faraday  (45*  flange  rotation)  device.  Excellent 
performance  over  broad  bandwidth.  Compact  pack 
aging  makes  unit  ideal  for  miniaturized  systems. 
Other  models  with  like  performance  characteristics 
available  with  flanges  in-line  or  rotated  90°,  pro 
vides  greater  versatility  in  systems  packaging. 


High  isolation  and  broad  bandwidth  in  new  standard 
setting  packages  of  light  weight  and  small  size. 
Units  especially  desirable  for  systems  use.  Input 
and  output  flanges  rotated  45*.  Other  models  avail¬ 
able  with  flanges  in-line  or  rotated  90*. 


HIGH  POWER  K,  BAND 
FERRITE  ISOLATOR 
Model  IK.  HI 
High  power 
Small  size 
Flexible  packaging 
High  isolation 
Low  insertion  loss 
Small  size  relative  to  high  performance  characterize 
these  Raytheon  Kr-Band  microwave  ferrite  isolators 
and  make  them  especially  suitable  for  systems  use. 


MODEL  NO. 

FREO.  RAN6E 

ISOLATION 
dk  (min) 

INSERTION 

LOSS 

POWER 

AVERAGE'  PEAK- 

VSWR 

WCICHT 

LENGTH 

FLANGES 

WAVEGUIDE 

Mc/S 

dk  (rnjs) 

(WitiS) 

(wai) 

ISOLATORS  1 

ILH2 

1250  1350 

11 

0.55 

2500 

3MW 

1  15 

34  lbs. 

17 

''UG418'U 

“RG  103  U 

ISMl 

2450  3350 

10 

0.1 

500 

500KW 

1  25 

15  lbs. 

6 

UG  53'U 

Special 

ISH2 

2700-2900 

10 

0.2 

500 

IMW 

1.10 

15  lbs. 

6 

UG  53/U 

RG  48  U 

ISH3 

2840-2950 

10 

0.6 

3000 

3MW 

1.08 

17  lbs. 

125 

Special 

RG  48  U 

ICLl 

7125-7650 

22 

0.5 

5 

1  20 

18  lbs. 

2  1 

UG  344 /U 

RG  50'U 

ICMl 

5925-6175 

45 

1.0 

10 

1.15 

4  5  lbs. 

55 

UG  344/U 

RG  50/U 

ICM2 

6175  6425 

45 

1.0 

10 

1.15 

4  5  lbs. 

5.5 

UG  344/U 

RG  50/U 

ICM3 

6575-6875 

45 

1.0 

10 

1.15 

4.5  lbs. 

5.5 

UG  344'U 

RG  50  U 

ICM4 

68757125 

45 

1.0 

10 

1.15 

4.5  lbs. 

5.5 

UG  344/U 

RG  50  U 

ICM7 

7125-7650 

25 

0.5 

10 

1.15 

2.7  lbs. 

5.5 

UG  344/U 

RG  50  U 

ICMIO 

5925-6875 

40 

1.0 

10 

120 

3.5  lbs. 

5.5 

UG  344/U 

RG  50  U 

ICHl 

5400  5825 

15 

0.5 

300 

300KW 

1.10 

6.0  lbs. 

5.0 

UG  149A  U 

RG  49  U 

IXLl 

8500-9600 

18 

0.7 

5 

IKW 

125 

6  or. 

1.25 

"UG-39/U 

“RG  52'U 

IXL8 

9750-10,750 

22 

0.4 

5 

IKW 

125 

6  or. 

1.04 

“UG-39/U 

“RG  52'U 

IXLIO 

9000-10.000 

22 

0.4 

5 

IKW 

1.25 

6  or. 

1.04 

“UG  39/U 

“RG  52  'U 

IXH2 

8600  9600 

15 

0.4 

200 

200KW 

1.08 

2  5  lbs. 

3.10 

UG  39/U 

RG  52'U 

IK,L2 

f 12500  14500 

17 

0.5 

5 

IKW 

1.30 

3  or. 

0.7 

“UG419/U 

“RG91  U 

\ 13000- 14000 

22 

0.4 

5 

IKW 

1.15 

3  or. 

0.7 

“UG419/U 

“RG  91  U 

IK„H1 

16000-17000 

20 

0.5 

135 

135KW 

1  04 

2.2  lbs. 

3.250 

UG  419/U 

RG91/U 

IK„H2 

16000  17000 

15 

0.4 

135 

135KW 

1.04 

1.4  lbs. 

2.410 

UG-419/U 

RG91/U 

IK„H3 

16000  17000 

15 

0.4 

135 

135KW 

1.04 

1.3  lbs. 

1  860 

UG  420/U 

RG  91 /U 

IK„H4 

16000-17000 

20 

0.5 

135 

135KW 

1.04 

2.1  lbs. 

2  605 

UG420/U 

RG9I7U 

IK„H5 

15500-17500 

18 

0.6 

135 

135KW 

1.04 

2.2  lbs. 

3.250 

UG419/U 

RG91/U 

1  SWITCHES  1 

1  SXLl 

10250  10500 

25 

0.5 

5’ 

IKW 

1  15 

15  or. 

1.7 

IS  39  U 

RG52'U  1 

1  CIRCULATORS  I 

CCMl 

1  7125-7650 

20 

0.5 

10 

1  2* 

4  #14  or. 

«UG-344  U 

RG  50/U 

CK.Ll 

1  13000-14000 

20 

0.5 

5 

IKW 

1.2t 

6.2  or. 

22 

“UG-419  U 

“RG  91/U 

M — mates  with  •  1— Based  on  2.1  mismatch  •  2- Unpressurijed  •  3 -External  Drive  Power— 1  watt  •  4  Same 
Note:  Performance  specifications  and  dimensions  of  models  listed  can  be  modified  to  suit  individual  needs 

_ RAYTHEON  MANUFACTURING  COMPANY 

SPiCIAL  MICROWAVE  DEVICE  GROUP 

RIVER  STREET  •  WALTHAM  54,  MASSACHUSETTS  • 
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When  ordering  or  tooking  information 
pitat*  mention  Electronirt  Bwyeri'  Guide. 


June,  1958  -  MID-MONTH  -  ELECTRONICS  BUYERS'  GUIDE 


tgsfaykiitr  cyyyyyyriyy 


20  lO  lM«af  tiin  Oyra 
Eiitrainsly  low  drift  W 
rott,  high  MOMlivity  ^ 


Now  REAC 

400  Sorioo 

•  Ouirding-blecfc 
construction 

•  "Problom  chock" 
vorificotion  of 
solutiont 

•  High  Spood 
Sorvoi 

•  Potchboy 
twitching 

•  Simplifiod 
ooorotion  and 


REAC®  analog  computers 

This  "400"  is  the  newest  model  of  the  famous  REAC  (Reeves  Electronic 
Analog  Computer).  The  new  modular  construction  allows  assembly 
of  exactly  the  computer  necessary  ta  do  a  particular  job  or  expand 
an  existing  installation.  Problem  check,  a  new  Reeves  development, 
permits  verification  of  problem  solutions  before  problem  is  run.  New 
high  speed  servos  and  improved  components  facilitate  high  speed  real 
time  operation. 


ElECTRONICS  BUYERS'  GUIDE -June,  1958  -  MID-MONTH 


Wh«n  ordering  or  looking  information 
ploato  montion  Eloctronict  Bwvort'  Guido 


Reevet  Sv^eefroef  SMvkg;  Our  focifrfrot  erg  ovotfabfg 
to  you  for  h»lp  on  computing  lytfomt,  gun  firo  control,  and 
prochion  olocfronic  tytfomt  of  any  kind,  for  compigfg  infop 
leetign. confect  Roovoi  Svb-confrecI  Dopartmoid, 


SERVO  meclianical  parts 

standard  (14"  shaft)  and  miniature  shaft)  sizes 
Shaft  hangers,  shafts,  precision  gears,  differentials,  coup* 
lings,  terminal  blocks,  limit  stops,  dial  assemblies,  etc.  Easy 
mounting  on  convenient  slotted  plate.  Changes  easily  made, 
parts  re*usable.  Tremendous  time-saver  in  prototype  work 
on  servo  and  instrumentation  systems. 

Write  for  technical  literature  on  above  products. 

REEVES  INSTRUMENT  CORPORATION 

A  StAcidiary  of  Dynamics  Corporation  of  Amortco 
Roosevelt  Field,  Gorden  City,  New  York  wvswu 


precision  RESOLVERS 

Highest  precision  resolvers  commercia  lly  a vaila  ble.  Comprehensive 
size  and  type  ranges  irKlude  Size  23,  Size  15  and  Size  11  mini¬ 
atures;  new  Size  15  compact  combination  Resolver-Boosters 
(requiring  no  external  boosters);  new  Differential  Resolvers. 
Special  wide  band  units  for  irregular  wave  shapes  having  rise 
times  as  low  as  one  micro-second.  Reeves  Resolvers  are  built 
directly  to  required  accuracy  without  selection  or  culling. 


MAGNETIC  CLUTCHES 

High  quality  magnetic  clutches  for  all  control  applications. 
Single  and  double-ended  models,  as  well  as  combination 
that  provides  effective  SPOT  action.  Standard  and  Miniature 
models,  with  or  without  crown  tooth  construction.  Quick 
acting,  high  torque. 


precision  GYROS 

Single-degree-of-freedom,  viscous  damped.  Features  fully 
floated  construction  that  reduces  friction,  yet  provides 
extreme  resistance  to  shock.  Small  size,  high  precision.  Ideal 
for  airborne  or  shipborne  equipment  for  space  stabilization, 
rote  tracking  control,  or  rate  measurement. 
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SPECIALLY  TREATED  TRANSFORMERS 


HIGH  TEMPERATURE  TRANSFORMERS 


COMPUTER  TRANSFORMERS 


PULSE  TRANSFORMERS 


TRANSFOBMERS  FOB  MILITARY  i  INDUSTRIAL  APPLICATIONS 


APPROVED  FACILITIES  FOR  CERTIFYING  COMPLIANCE  TO  MIL-T-27A 

Manufacfurers  of  Tianstormers  since  1§30 


Constant  tech¬ 
nological  devel¬ 
opments  in  the 
electronic  in¬ 
dustry,  prima¬ 
rily  in  the  area 
of  military  de¬ 
fense, 


for  reliable, 

high  temperature  transformers.  ITC  ha.s  accumu¬ 
lated  much  data  and  experience  in  the  design,  fabri¬ 
cation  and  testing  of  these  transformers  to  meet 
rigid  Military  Specifications. 

Transformers  have  been  constructed  using  prac¬ 
tically  every  high  temperature  material  that  has  been 
available  in  the  last  decade  to  insure  transformer 
reliability  and  performance  in  the  field.  ITC’s  work 
on  high  temperature  transformers  has  met  with  com¬ 
plete  acceptance  by  both  government  and  industry 
.  .  .  you  can  put  their  “know-how”  to  work  with 
confidence  on  high  temperature  transformer  applica¬ 
tions. 


For  those  innumerable  transformer  applications  in 
electronic  equipment  where  size,  weight  and  re¬ 
sistance  to  various  atmospheric  and  temperature 
conditions  are  the  determining  factors,  ITC  can  en¬ 
capsulate  or  mold  to  meet  practically  any  specified 
condition.  This  can  be  accomplished  without  any 
deviation  in  transformer  performance  due  to  special 
ITC  techniques  and  materials.  Special  ITC  test  equip¬ 
ment  can  simulate  temperature,  humidity  and  atmos¬ 
pheric  conditions  thereby  permitting  transformer 
testing  under  identical  operating  conditions.  ITC 
specially  treated  transformers  have  been  “use- 
proven”  in  the  field  under  rigid  MIL-T-27A  speci¬ 
fications. 


i  formers  vary- 

ing 

from  the 

.  ^  molded  types 

T  .  '  ^ '  used  for 

'  blocking  o.s- 

‘  j  cillator  and 

low’  power  matching  purposes  to  high  power  pulse 
output  transformers  feeding  magnetron  loads.  ITC 
engineers  have  produced  a  great  variety  of  pulse 
transformers  designed  for  a  wide  range  of  specialized 
electronic  equipment  and  as  a  result  are  considered 
outstanding  specialists  in  this  field.  This,  coupled 
with  their  many  other  design  specialties,  points  out 
the  versatility  of  design  and  manufacturing  facili¬ 
ties  available  at  ITC. 


ITC  engineers  have,  for  several  years,  devoted  con¬ 
siderable  time  to  developing  precision  transformers 
for  computer  applications.  These  transformers  have 
found  complete  acceptance  among  the  outstanding 
computer  manufacturers.  Illustrated  are  some  ex¬ 
amples  of  computer  precision  transformers  typical 
of  the  engineering  skill  and  resourcefulness  gained 
as  a  result  of  constantly  w’orking  to  rigid  technical 
requirements  demanded  in  computer  components. 


INDUSTRIAL 


TRANSFORMER 


Wh^n  ordering  or  30wking  information 
o/ooto  montion  ffocfrenict  Buyort'  Guido. 
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When  ordering  or  seeking  information 
pfeose  mention  flectronics  Boyers'  Guide 
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INDUSTRIAL 


TRANSFORMER 


General :  Desjjfned 
to  furnish  the  po- 
V  j  .  tentials  required 

for  dielectric  tests 
conducted  under 
MIL-r-13294  A. 
Console  type  unit 
completely  self- 
contained.  Ratinf?: 
Output  is  5  kw  at 
1000  or  5000  V 
RMS. 

Input;  Operates 
from  220  V  RMS. 
00  cycle,  sinprie 
phase  line. 

Output:  1000  V’ 
RMS  at  5.0  amps 
or  5000  V  RMS  at 
1.0  amps,  selection 
to  be  made  by 
manual  chanpre- 
over  switch  mounted  on  the  control  panel. 

Voltajje  Control :  Output  voltage  is  continuously  ad¬ 
justable  from  zero  to  max.  by  panel  mounted  control 
driving  a  variable  auto-transformer  within  the  con¬ 
sole. 

Overload  Protection;  Instantaneous  trip  type  circuit 
breaker  is  mounted  on  panel  to  interrupt  circuit  in 
case  of  breakdown.  Also  serves  as  on-off  switch  for 
unit.  Two  pole  type,  rated  to  trip  at  25  amps. 
Indicators:  Control  panel  has  2  pilot  lights  to  indi¬ 
cate  “line  voltage  on”  and  “high  voltage  on.” 
Metering:  Voltage  and  current  are  simultaneously 
metered.  An  iron  vane  type  ammeter  having  ranges 
of  0-1.0  amp.  and  0-5.0  amperes  is  included  in  the 
output  circuit.  An  iron  vane  type  volt  meter  with 
0-1000  V’  and  0-.5000  V'  range  is  mounted  on  control 
panel. 

Input  Cables;  50-ft.  line-cord  furnished  having  3 
conductors;  2  for  line  circuit.  1  to  ground  set.  Two 
.50  ft.  8KV  cables  furnished.  Insulated  fittings  at 
remote  ends  of  cables. 

COMPLETE  FACILITIES 

Coil  Winding  •  Complete  Machining  •  Can  Fab¬ 
rication  •  Plating  •  Tinning  •  Potting  •  Hu¬ 
midity  Cycling  Testing  •  Constant  Temperature 
Testing  •  Vibration  Testing. 

We  are  completely  equipped  with  facilities  for 
in-plan  testing  to  meet  MIL-T-27  specifications. 
All  raw  materials  are  given  numerous  inspec¬ 
tion  tests  to  insure  uniform  high  standing 
quality  and  ability  to  withstand  the  stresses 
of  actual  service.  We  are  constantly  working 
to  improve  design  and  production,  and  our  en¬ 
gineering  staff  is  always  ready  to  assist  you 
in  your  Transformer  problems. 


Model  226  Three  ““ 

bridge  circuits  in 
one  instrument. 

Owen-Hay- Maxwell. 

Range — 1  Millihenry 
— 20(K)  henrys.  Test 
voltage  —  .01 -  .300 
volts— R.M.S.  D.C. 
saturation — 0-1000 
■M.A.  Q  — .06-.300. 

F're<)uency-60  cycles 
internal,  20-.5000  cy¬ 
cles  external.  Accu¬ 
racy —  I'i.  With  the 
HAY  arrangement, 
any  inductance  be¬ 
tween  1  .Millihenry 
and  2000  henrys  can 
be  measured  pro¬ 
vided  the  Q  is  larger 
than  5.  With  the 
OWF.N  arrange¬ 
ment.  the  same  in¬ 
ductance  range  can 
l>e  covered,  but  the  tj  must  lie  comparatively  low  and  can 
have  a  value  as  low  as  .06  at  60  cycles.  The  MAXWELL 
arrangement  is  suitable  for  the  measurement  of  low  Q 
coils  (l)elow  5  at  60  cycles)  without  superimposed  D.C. 
and  for  the  measurement  of  leakage  inductance.  Both  the 
OWEN  and  the  HAY  circuits  can  l>e  used  with  or  without 
superimposed  D.C.  Automatically  disconnects  the  D.C.  sup¬ 
ply  from  the  bridge  when  it  is  put  into  the  MAXWELL 
position. 


INSULATION  BREAKDOWN  TEST  SETS 


MODPH.,  IT-25-A:  Accuratt 
indicator  of  grounds,  short.'' 
or  opens.  High  voltage  out¬ 
put  and  short  circuit  cur¬ 
rent:  500  \  1  amp-1500  V 
360  ma.  1000  V'  .500  ma-175C 
V  310  ma.  12.50  V  420  ma 
2000  V  370  ma.  Input:  IH 
V,  60  cycles.  Rating:  50( 
Va. 


MODEL  IT-630:  Has  two 
operating  ranges.  0-.3000  \ 
RMS  and  0.6000  V  RMS, 
continuously  variable,  with 
circuit  breaker.  It  is  a  con¬ 
venient,  compact  and  accu¬ 
rate  means  of  testing  in¬ 
sulation  breakdown.  Input: 
115  V,  60  cvcies.  Rating: 
1  KVA. 


Industrial  Insulation  Breakdown  Testers 


1  DIELECTRIC  TEST  SET  NO.  50 

INCREMENTAL  INDUCTANCE  BRIDGE 

Aa  , 
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CUSTOM 
DESIGNED  I 
TRANSFORMERS 
for  RELIABILITY 


HERMETIC 

Chromic  compression  terminols  Stud 
type  mounting.  Schemotic.  Boked 
enamel  finish,  MIL-T>27A. 


ENCAPSULATED 

HIPERSIL 

Brocket  mounting.  Epoxy  impreg* 
notion  and  cooting.  Resists  environ* 
mentol  extremes. 


ATTENTION!  MR.  PURCHASING  AGENT 

ffl»re's 

iorthig  N 

ting  Varnish  I 

>R  YOU  TOO  I 

ig  Company  ore  specialists  in  the  Insulating  ■ 
looking  for  the  right  insulating  varnish,  coll  I 
d  of  prompt  attention  to  your  problem  and  a  I 
product.  ■ 


SUB-MINIATURE 
MIL  CASE 

Hermetic.  Ceromic  compression  ter* 
minols.  VV*  m  Va**  k  Vht**  H.  Wt.  I'/t 
oz.  MIL*T*27A  Grode  4,  closs  R. 


MINIATURE  MOLDED 

Epoxy  cost.  Resists  environmerrtol 
extremes  For  plug-in  printed  cir¬ 
cuits.  .040  pins  V'  X  IV32"  X  H. 
Wt.  IV4  oz. 


a 


ENCAPSULATED 

POWER 

Brocket  mounting.  Used  in  portable 
equipment  where  termirtols  must  be 
brought  out  from  Tronsformer. 


HIGH  TEMPERATURE 
OPEN  FRAME 

For  Airborne  Applicotions.  Teflon. 
Mylar,  ond  Silicorie  insulotions  used. 
Flot  brcKket  mounting. 


ULTRA-MINIATURE 

(UM-F) 

Retin  impregnoted.  4"  color  coded 
leads  for  dip  soldering.  Size  ^/t"  x 
%"  X  Vi".  Wt.  .08  oz. 


SALES  REPRESEtftATIVES 

Sirmiiitheiii,  Ale.  Emory  Oes.  &  Equipt. 
Cleveland,  Ohio  John  0.  Olsen  Co. 

Colorado  Springs,  Colo.  Peyser  &  Co. 

Grand  Prairie,  Tex.  Tex-O-Koma 
Meriden,  Conn.  Henry  Levin  Assoc. 
Minneapolis,  Minn.  E.  0.  Hagstead  &  Assoc. 
New  York,  N.  Y.  Ed  Glass  Assoc. 
Philadelphia,  Pa.  Arnold  Assoc. 

Portland,  Ore.  R.  M.  Minthorne  Co. 

San  Eranciuo,  Cal.  Frank  Lebell  Co. 

St.  Louis,  Mo.  Gordon  Fixman  Engrg. 

Van  Nuys,  Cal.  Nelson-Mann  Assoc. 

Yonkers,  N.  Y.  Jack  Brown  Assoc. 


Write  TODAY  for  catalog  and  price  list 
of  the  complete  MICROTRAN  line. 
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*  High  Temperoture  Vornishes  for 
the  new  operating  temperatures 
over  Closs  B. 

*  Modern  type  thermosetting  clear 
and  block  boking  varnishes  for  all 
purposes. 

A  Air  Drying  Vornishes. 

A  Finishing  Type  Varnishes. 

A  Epoxy  Casting  Resins. 


A  Materials  to  meet  MIL  Specifi¬ 
cations  #V.|  I37A. 

A  Fungicidal  Varnishes  meeting 
MIL  Specifications  V-I73A  Typo  I 
ond  Typo  2. 

A  Special  Insulating  Vornishes  for 
lough  corrosivo  conditions  including 
freon,  sulphuric  ocid,  cousfic  sodo 
and  many  other  conditions. 


Solved  Problems  Are  Another  Product  We  Deliver 

GEORGE  Co  BORTHIG  CO.,  INC. 

<r 


EAST  RUTHERFORD  6,  N.  J.  R.  O.  BOX  11 


r 

HERMETIC 

High  compression  gloss  beod  ter* 

minols.  Rectongulor  flange  mount¬ 

ing.  Full  schemotic  informotion. 

Wh«n  ordering  or  seeking  information 
pfeose  menFfon  Efectronics  Buyers'  Guide. 


COMPLETE  LINE  lor  every  Military  and  Special 
purpose  ...  in  PRODUCTION  QUANT  ITIES  ...  or 
CUSTOM  DESIGNED  to  your  specific  requirement. 

smtronic 


IKSTRUME^TS,  I^C, 

100  Industrial  Road,  Addison,  III.,  Phone  KIngswood  3-D444 
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If^  MINIATURE 
m  TRANSISTOR 
TRANSFORMERS 

from  slock! 


TECHNICAL  SERVICE  CORP 


100%  leak-tested 
High  alumina  ceramic 
^  •  Installation  by  brazing, 
soldering,  or  welding 
•  High  resistance  to  thermal  shock 
Pressures  to  10,000  psi  ^ 


ALUMINUM  DOLLIES 


SCOPE  DOLLY  MODEL  1 

•  Convenient  Height  and  •  L 

Viewing  Angle  < 


•  Recommended  by 
Laboratories  Wher¬ 
ever  Used 


MIL  CASE  (M-AG) 

Hermetic.  Ceramic  compression 
terminals  Wt.  2H 

oz.  MIL-T-27a  Grade  4.  class  R. 


•  Adjustable  to  Hold 
Portable  Scopes 


$42.00 

FOB  Louisville,  Ky. 


•  Boll  Bearing  Swivel 
Rubber  Tired  Casters 


HERMETIC  (M-H) 

Hish  compression  ^lass  termi- 
nals.  Drawn  tiermetic  case  1%" 
slot  mt|r  ly,*..  dia.Kl'/,4"H.  Wt. 
I'A  oz.  Baked  grey  enamel. 


LAB  DOLLY 


MOLDED  (M-M) 

Epoxy  cast.  Resists  environ¬ 
mental  extremes,  tor  plug  in 
printed  circuits,  .040  pins. 

X  1%,”  X  'VH.  Wt.  1%  oz. 


8  Power  Outlets  with  10  ft.  heavy  doty  extension 
cord  1500  watts— 110  volt  A.  C. 


•  Boll  Bearing  Swivel  Rubber  Tired  Casters 


•  2  Shelves  for  Equip¬ 
ment 

•  Pan  for  Test  Leads, 
Notebooks,  etc. 


POTTED  (M-A) 

Aluminum  case.  Lug  terminal 
board,  "/u"  mtg.  with  2-56 
screws.  %"  dia.  x  iyi4"H.  Wt. 
I'AOZ; _ 


FOB  Louisville,  Ky. 


PLUG-IN  (M-P) 

Octal  plug  base.  Sealed 
housing  11^}"  dia.  x  1 
Wt.  2  oz. 


lastic 


OPEN  FRAME  TAB  MTG 
(M-FPB)  I 

Miniature  size.  Resin  impreg¬ 
nation,  4"  color  coded  vinyl 
leads,  iy,4"  X  llix"  X 
Wt  I'A  oz. 


OPEN  FRAME  (VM-F) 

Veri-miniature  size.  Resin  im¬ 
pregnation,  4'*  color  coded 
leads  for  dip  soldering.  Vi4'*x 
'/4"xyi4“H.  wt.ae  oz. 


HERMETIC 

^UTERMINAI^ 


OPEN  FRAME  (UM-F) 

Ultra-miniature  size.  Resin  im¬ 
pregnation,  4"  color  coded 
leads  for  dip  soldering  x 
"Aj’'xH"H.  Wt.  .08  oz. 


FRANCHISCO  STOCKING  DISTRIBUTORS 


Cambridge,  Mass.  Electrical  Supply 
Jamaica,  N.  Y.  Peerless  Radio 
Los  Angeles,  Col.  Graytxir  Electric 
Mineola,  N.  Y.  Arrow  Electronics 
Minneapolis,  Minn.  Harry  Stark's  Inc. 
New  York,  N.  Y.  Electronic  Center 
New  York,  N.  Y,  Sun  Rodio 
Oakland,  Calif.  W.  D.  Brill  Co. 

San  Jose,  Col.  Peninsula  TV  &  Radio 
Utica,  N.  Y.  Valley  Electronic 


SPECIAL  TERMINALS,  SAPPHIRE-TO-METAL  SEALS 
AND  MAGNETRON  WELLS  AVAILABLE 


High  alumina  ceramic  and  metal  parts  are  brazed  together  to  form  a  high- 
strength,  long-life,  molecular  seal. 

Stock  sizea  for  up  to  100  KV-DC  operating  voltages  available  for  short  delivery. 

For  complete  information,  brochure,  spec  sheets  and  price  lists,  write  or 
phone:  Ceramaseal,  Inc.,  New  Lebanon  Center,  N.  Y.  West  Lebanon  3*5851. 


Wr(f«  TODAY  for  cotolog  and  price  list 
of  tho  comploto  MICKOTRAN  lino. 


When  ordering  or  soeking  informotion 
please  menfien  electronics  Buyers'  Guide. 
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CINCH  MIL  SOCKETS  MEET  AND  SUR¬ 
PASS  RIGID  MILITARY  REQUIREMENTS 


NEW  DEVELOPMENTS  IN  I 

PRINTED  CIRCUIT  SOCKETS:  i 

These  sockets  for  the  three  types  of  receiving  tubes.  V 

Minioture,  Flat  Press  and  Button. 

The  contacts  are  so  spaced  that  they  can  be  mounted  ^ 

in  an  incremental  drill  pattern.  This  fact  together  with  the 
exact  precision  and  uniformity  of  Cinch  sockets  make  them 
ideal  for  automatic  assembly. 

No.  27920—7  contact  miniature  molded  vertically  mounted 
socket  with  JAN  type  shield  base.  Mica  insulation.  Silver 
plated  phosphor  bronze  contacts  drop  through  .062”  dia. 
clearance  holes  arranged  on  a  .1”  X  and  Y  axis. 

No.  24255  -  8  contact  button  base  subminiature  molded, 
vertically  mounted  socket.  Mica  insulation.  Silver  plated 
beryllium  copper  contacts  drop  through  .070”  dia.  clearance 
holes  arranged  on  a  .1"  X  and  Y  axis. 

No.  242SSA-Same  as  above  except  insulation  to  withstand 
temperatures  above  200“  Centigrade. 

No.  22024-7  contact  flat  press  subminiature  molded,  verti¬ 
cally  mounted  socket  for  conventional  wiring.  Assembled 
with  a  SF>ecial  shield  base  to  accept  a  subminiature  shield 
with  the  "J"  lock.  Flat  sided  retaining  nuts  and  screws  are 
provided  for  mounting.  Mica  insulation.  Silver  plated  beryl¬ 
lium  copper  contacts. 

No.  22023— Same  as  above  except  insulation  to  withstand 
temperatures  above  200“  Centigrade. 

No.  22022  —  8  contact  button  base  subminiature  molded 
vertically  mounted  socket  for  conventional  wiring.  Assem¬ 
bled  with  special  shield  base  to  accept  a  subminiature  shield 
with  the  "J"  lock.  Mica  insulation.  Silver  plated  beryllium 
copper  contacts. 

No.  22021— Same  as  above  except  insulation  to  withstand 
temperatures  above  200“  Centigrade. 

No.  24202-7  contact  miniature  molded  right  angle  mounted 
socket  with  JAN  shield  base.  Mica  insulation.  Silver  plated 
beryllium  copper  contacts  drop  through  .062”  dia.  clearance 
holes  arranged  on  a  X  and  Y  axis. 


MINIATURE  SOCKETS 

Saddles  and  shield  base  of  these  Cinch 
miniature  sockets  are  brass,  nickel  plated. 
All  contacts  are  silver  plated;  tails  are  hot 
tin  dipped.  Molded  castings  ere  type  MFE 
material;  ceramic  castings  are  grade  148 
material  or  better. 


No  22920 


NOVAL  SOCKETS 

The  saddles  and  shield  bases  of  Cinch 
novel  sockets  are  brass,  nickel  plated. 
Contacts  are  silver  plated;  tails  are  hot 
tin  dipped.  Molded  castings  are  type  MFE 
material;  ceramic  castings  are  grade  L4B 
or  better. 


CINCH  MIL  SOCKET  SHIELDS: 

CINCH  MIL  shields 


are  made  of  brass,  nickel 
plated.  Springs  are  non-magnetic  stainless  steel. 
Heat-reducing  inserts  are  available  for  these 
shields. 

Descriptive  circular  with  complete  information  on 
CINCH  MIL  sockets,  shields  and  shield  inserts 
available  on  request. 


No.  22024 


22384 

QUICK,  EASY 
ASSEMBLY 

No  22022  WITH  CINCH 

TRANSISTOR  SOCKETS 


JONES 


JONES  PLUGS  AND  SOCKETS 


Jones  300  Series  ere  smell  in  size 
with  good  teperetion  between 
contects.  Mede  in  two  to  thirty 
three  contects.  Plugs  and  sockets 
are  polarized.  A  popular,  itsex- 
pensive  connector  adaptable  to  a 
thousand  uses.  Phosphor  bronze 
"knife  switch"  socket  contacts 
engage  both  sides  of  heavy  brass 
plug  contacts  for  positive  con¬ 
nections.  Molded  Bakelite  in¬ 
sulation.  Can  alto  be  supplied 
with  contacts  that  will  take  the 
Fasten  or  Quick  Connect  solder¬ 
less  terminals. 


22468 


No.  24257  —  7  contact  flat 
press  subminiature  molded 
right  angle  socket.  Mica  in¬ 
sulation.  Silver  plated  beryl¬ 
lium  copper  contacts  drop 
through  .046”  dia.  clearance 
holes  arranged  on  a  .1'  X 
and  Y  axis. 

No.  24257A-Same  as  above 
except  insulation  to  with¬ 
stand  temperatures  above 
200“  Centigrade. 

No.  24308-8  contact  button  base 
subminiature  molded,  right  an¬ 
gle  mounted  socket.  Mica  in¬ 
sulation.  Silver  plated  beryllium 
copper  contacts  drop  through 
.046"  dia.  clearance  holes  ar¬ 
ranged  on  .1”  X  and  Y  axis. 

No.  24308A  —  Same  as  above 
except  insulation  to  withstand 
temperatures  above  200“  Centi¬ 
grade. 


20928 


22317 


No.  24202 


Jones  2400  Series  are  designed 
for  highest  electrical  and  me¬ 
chanical  efTiciency.  Ideal  for 
Public  Address  R^lo,  Electronic 
Controls,  Vending  Machines,  or 
wherever  a  quality  connector  la 
required.  Maximum  creepage  dis¬ 
tances  between  contacts  and  con¬ 
tact  to  ground  makes  this  series 
a  mutt  when  Underwriter  label 
it  required.  Made  in  2.  4,  6.  8, 
10  and  12  contact.  Molded  Bake- 
lita  Insulation.  Caps  are  of  steel 
with  black  wrinkle  finish. 


20248 


14273 


22674 


No.  24257 


22485 


20782 


22455 


No.  24308 


Centrally  located  plants  at  Chicago,  Illi¬ 
nois;  Shelbyville,  Indiana;  LaPuente,  Cali¬ 
fornia;  St.  Louis,  Missouri. 


PLUG  AND 
SOCKET 


CONSULT  CINCH 

Cinch  Manufacturing  Corporation 

1026  South  Homan  Avo. 


Chicago  24,  Illinois 

Subsidiary  of  United-Corr  Fastener  Cerperotien,  Cambridge,  Most 

CINCH  HINGE  CONNECTOR 

(Left)-  insures  positive  contact;  has  simple  locking  device, 
easy  release.  Maximum  number  of  contacts  in  minimum 
space.  Equipped  with  cable  hole,  cable  clamp,  top  or  end 
or  both.  Plug  or  socket  can  be  mounted  in  cover,  reversing 
hardware  for  catch.  Cover  assembly  finished  in  black  Wrinkle 
(E  73);  cable  clamp  assemble  it  Cadmium  plated.  Contact 
tails  will  take  either  conventional  solder  wiring  or  AMP  "78" 
series  Taper  Tab  receptacles. 


HINGE  CONNECTOR,  PLUG  WITH  CABLE 
CLAMP  ASSEMBLY  AND  SOCKET.  50  Contact* 


CONNECTORS 


Monwfoctvrtd  by 
witH  CoMflOA 
El•ctric  C^mpoMV 
$*nd  f«r  lllwfirotpd 
CofolP9  No.  157  wilb 
dotoilt  of  **0’*  Stfb* 
Miniotwro,  *’D7A**  ond 
'*07X'*  Soriot. 


Of  DOnt  COOfOCtt 

■J  provooH  d.fTKultioi  of  V  n 

i  n  No  dopondonco  on  PLUG  AND  SOCKET  ^hH 

'tAct  orrongomynt  or  vti*  A4onufocfvrod  br  off#o<»on»  wi»fi 
•lignmont  it  noctttory  Amphooof  Cfocfrootci  Cofpofofioo 

BLUE  RIBBON  CONNECTORS 

arrier  Polorixation  Type  Insure  Quick  Positive 
Contact  With  Ease 

e  W«dg«  principl*  with  th«  strong  spring  action  of  th«  contacts 
!d>  tha  connactor  in  positive  contact,  and  provides  ease  of  inser* 
>n  and  withdrawal.  The  protective  barriers  between  ribbon  con* 
tj  insure  uniform  spacing.  The  entire  length  of  the  contacts  are 
ppo'ird  by  quality  dielectric.  Multiple  mounting  makes  it  pos- 
>le  to  make  or  break  any  number  of  circuits  simultaneously, 
ilrled  in  mounting  plates  are  of  corrosion  resistant  passivated 
ilnleit  steel. 


'A  CANNON  D  SUB-MINIATURE, 

DPA  and  DPX  SERIES  CONNECTORS 

IRightI  0  Swb'Miniotures;  Standard  Pin  and  Socket  Inserts: 


34  CONTACT 
PLUG  AND  SOCKET 
IMPROVED  TYPE 
The  above  illustrates  the 
improved  design  of  plug 
and  socket  casting  which 
eliminates  any  possible 
breakage. 


IPiarf  erron9«m«nH 
—5  plyi  cooBioU  in 
9,  15,  35,  37  ond 
50  conlocti.  Ifitvlo- 
fipfi  molpriol—Zytal 

101  Pf  DIAU.  fo- 
loriiotlpn  ~  Kpy 
tfpnp  cprnprpd 
Opprofino  tpHio 
pprpfwrp  — 67*  tp 
+  310*7. 


ARRIER  TYPE  TERMINAL  STRIPS, 
LUGS,  SOCKETS,  FANNING  STRIPS 


DPA  CONNECTORS 


Jortei  203  Senes  Shielded  type  low 
lost  plugs  end  sockets  tor  high  tre- 
quency  connections.  Ideal  tor  an¬ 
tenna  connacliont,  photo-cell  work, 
microphone  connections.  Phosphor 
bronie  knife  twitch  type  socket  con. 
tects  engage  both  tides  ot  Bet  plug 
contact -double  contect  area  Plugs 
and  sockets  have  molded  Bekelite 
insulation 


JONES  MEANS  PROVEN 
QUALITY 

Thp  tttpdfly  psppnding  vpriety  of 
plu5|s  pnd  sockets  productd  it  thp 
JONES  Division  hps  e  wide  range  of 
thp  highpst  quality  tipctrical  and  mp> 
chankal  parts  to  efficiently  fill  every 
need. 

Hundreds  of  standard  JONES  terminal 
panels  available;  complete  latest  equip¬ 
ment  for  specials,  send  your  speciftca- 
tions  for  prompt  quotation. 


JONES  FANNING  STRIPS 


Jonas  tanning  strips  simplify 
conneciiottt  to  the  b^rier 
strips.  Makes  the  rcpiecement 
ot  units  en  easy  matter  end 
assures  correct  connections  af¬ 
ter  servicing.  Supplied  with 
streight  or  right  angle  ter- 
minels. 


''50''  EDGE  CONNECTOR 

Cinch  SOM  Edge  Connectors  are  available 
in  any  number  of  contacts  from  one  to 
56.  The  contacts  are  on  standard 
centers.  A  polarizing  guide  may  be  as* 
sembled  at  any  contact  position. 


HOWARD  B.  JONES  DIVISION 

CINCH  MANUFACTURING  CORPORATION 


Eight  different  contact  tail  termin* 
ations  provide  for  use  of  A.M.P. 
'78"  or  "98"  solderless  taper  tab 
connections.  A  standard  solder 
slot  is  also  provided. 


MATERIAL  BETWEEN 
BARRIERS  AT  BASE 


BOnOMS 

CLOSED 


HIGHER 

BS 


40  contact  connector 
"A"  style  lor  oppli* 
cotions  where  plug  is 
"live  voltage"  side. 


S3  contact  connecter 
"B"  stylo  for  applica¬ 
tions  whoro  rocoplaci. 
Is  "live  vohago"  sidt 


WIDER  CAN  BE  IMPRINTED  KNOCKOUTS  FOR 

barriers  here  V  TERMINALS 

(Abavo)  JONES  SOO  SERIES  BARRIER  STRIPS 


COMPRESSION  TYPE 
MICRO  CONNECTOR 

28,  32,  40,  48  and  52  contacts.  Center  en* 
gaging  screw  with  wing  nut  or  screw  driver 
slot  and  spring  action  contacts— permits  easy, 
quick  and  reliable  engagement  and  dis-en* 
gagement.  Receptacle  side  available  for  pres* 
Surized  applications. 


Cinch  Manufacturing  Corporation 


1026  South  Homan  Ave.,  Chicago  24,  Illinois 

Subtidiory  •!  UnitGd-Corr  Foftt«n«r  Cerporotion.  Combridg*, 


f 


> 


J., 


I 


» 


TWO  NEW 
TYPES 


J)ob,l<o(^Oyill<rLA^c. 

1907  SUMMIT  AVENUE,  UNION  CITY.  NEW  JERSEY  •  Tel.:  UNion  7-6630 


Shatterproof,  Clear  Plastic  Containers 

f6r  packaging  individual  ^mportants! 


COMPLETE  LINE 


VC1232 

VC2^32 

VC9a32 

VC7S^32 

VC10a32 

VC1S0^32 

VC200-32 

VC250^32 

VC50a32 


Engineered 
for  reliability 

RCA  Deflection  Com¬ 
ponents  are  designed  for 
all  makes  of  Image  Orthi- 
cons,  V’idicons,  TV  Moni¬ 
tors,  Resolvers  and  PI*I 
Scanning  Yokes.  RCA’s 
long  background  in  tele¬ 
vision  and  radar  assures 
highest  quality  compo¬ 
nents  manufactured  un¬ 
der  rigid  standards  of 
quality  control. 


VCIOOA 


VC»I0 

vcsai&A 

vcioo  lo-A 

vcisoiaA 

VC25&10 

vcs»>o 


VC1»7  5 


For  standard 
gg  or  special 
4|C  applications 

You’ll  find  a  complete 

tiine  of  standard  and  rug- 
gedized  RCA  equipment 
available  for  a  wide  va¬ 
riety  of  military  or  com¬ 
mercial  uses.  Inquiries 
are  invited  for  the  de¬ 
velopment  of  special  application 
deflection  systems  or  components. 


•  For  individual  packaging  or  kits  •  Wide  range 
of  sizes  •  1/5  the  weight  of  glass  •  Lower  ship¬ 
ping  costs  •  Can  be  printed  or  decorated  •  Low 
cost  •  Reusable 

Write  for  complete  prices  and  literature 

LERMER  PLASTICS,  INC. 

549  South  Avenue,  Garwood,  N.  J. 

PIONEERS  AND  SPECIALISTS  IN  PLASTIC  CONTAINERS  SINCE  1919 


®Send  for  Ihif  free  brochure.  Form 
So.  3K3i95.  r onlains  helpful  in¬ 
formation  on  RCA’*  ezleneive  line 
of  deflection  equipment. 

TinkU)  9 

RADIO  CORPORATION 
of  AMERICA 

INDUSTRIAL  ELECTRONIC  PRODUCTS 
CAMDEN  2,  N.J. 


Wh9n  ordering  or  Booking  information 
plooBO  montion  lloctronict  Buyort'  Guido. 
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350  SUBMINIATURE  TYPES 


4  and  6  Pole  AC,  DC  and  Dry  Circuits 


ELECTRONICS  BUYERS'  GUIDE -ione,  1958  -  MID-MONTH 


Wl»«ii  or4«rif»9  or  tookio^  in^ormofion 
pho$0  montion  (loctrofiict  Buyort'  Gv^e. 


V'" 'I  ■ 

'-■•ISK- 

■  X'-.\\" 


TRASSISTORIZED,  MtRCURY  RELAY  DIGITAL  MULTIMETER 


Automatically  measures  DC  voltages,  voltage  ratio,  resistance.  Displays  three  readings 
second,  with  accuracy  approaching  0.01%.  Outstanding  reliability  and  quiet  operation  pro¬ 
vided  by  transistors  and  mercury-wetted  relays.  Plug  in  component  modules  assure  ease 
of  maintenance. 


THREE-DIGIT  voltmeter  and  ratiom- 
eters  provide  an  accuracy  of  0.1%. 
Reliability  and  long  trouble-free  life 
are  assured  by  immersion  of  step¬ 
ping  switches  in  special  eiectricai 
oii. 


DIGITAL 

VOLTMETERS 


Three,  jour,  and  five  digit  instruments  for  automatically  meas¬ 
uring  and  recording  DC  and  AC  voltages,  voltage  ratio,  and 
resistance. 


FOUR-DIGIT  voltmeters,  ratiometers, 
and  ohmmeters  provide  an  accuracy 
approaching  0.01%.  Stepping 
switches  immersed  in  oil.  As  with 
all  NLS  instruments,  changing  of 
range,  polarity  and  decimal  location 
is  completely  automatic. 


The  widest  selection  of  automatic  measuring  instruments  is  offered  by  Non-Linear 
Systems,  originator  and  leading  producer  of  the  digital  voltmeter. 

Whatever  your  requirements  for  accuracy,  reliability,  and  speed,  there's  an  NLS 
instrument  to  meet  your  needs.  Thousands  are  now  in  use,  proving  NLS  superiority 
in  a  variety  of  fields:  Missile  and  weapons  systems  checkout;  Development  and  test 
laboratories;  Automatic  data  logging;  Instrument  calibration  and  maintenance;  Re¬ 
ceiving  and  production  inspection;  Industrial  process  monitoring. 

Write  today  for  the  complete  catalog  of  NLS  instruments  ...  for  our  comprehensive 
price  list . . .  for  a  free  demonstration  of  NLS  instruments  at  your  place  of  business. 


FIVE-DIGIT  voltmeters,  ratiometers, 
and  ohmmeters  offer  same  basic 
features  as  four-digit  instruments, 
but  provide  increased  accuracy 
through  addition  of  fifth  digit. 


Models  Available  to  Measure  from  3  Microvolts  to  1,000  Volts  and  from  0.1  Ohms  to  10 
Megohms. 

One  to  Three  Readings/ Second  with  Accuracies  Approaching  0.01%. 

Completely  Automatic  Operation,  Including  Automatic  Changing  of  Range  and  Polarity. 
Available  with  Variety  of  Accessories:  Recording  Equipment,  Remote  Readouts,  Ac/ DC 
Converter,  Low-Level  Amplifier,  etc. 


Originators  of  the  Digital  Voltmeter 


non-linear  systems,  inc 


PORTABLE  INSTRUMENTS  are  avail¬ 
able  in  a  variety  of  models;  com- 
PKt,  lightweight,  easy  to  carry. 


SAN  DIEGO  COUNTY  AIRPORT,  DEL  MAR,  CALIFORNIA 


DIGITAL  READOUTS  provide  instant 
readings  in  brilliant  illuminated 
characters,  V6-in.  or  1-in.  in  height. 
Available  in  standard  modules  with 
1-6  windows  or  custom  modules  with 
up  to  12  windows. 


RESISTORS  with  extreme  reliability 
characteristics  are  offered  by  NLS 
in  ranges  of  1  ohm  to  5  megohms. 
Designed  to  meet  MIL-R-93A  require¬ 
ments  and  operating  temperatures 
of  —55*  to  4^5°  C.  Vacuum  encap¬ 
sulated  in  special  epoxy  resin,  pre¬ 
cision  wire-wound  NLS  resistors  re¬ 
tain  high  reliability  and  performance 
over  unusually  long  periods  of  time. 


When  ordering  or  Mehinp  infermarien 
pfaoie  montion  Clottronit*  Bwycri'  Guido. 
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INSULATION 


Natvar  Oexible  electrical  insulating  ntaterials  have  excellent  physical  and  electrical  properties,  and  meet  ASTM, 
NEMA,  end  other  opplicable  industry  standards  with  ease.  For  high  uniformity  and  top  performance,  specify  Notvor. 


COATED  FABRICS  AND  PAPERS 

VARNISHED  CAMBRIC  AND  VC  TAPE 
Straight  cut  and  seamless  bias;  supplied  in  all  normal  com¬ 
mercial  widths  and  thicknesses;  yellow  or  black,  and  in  four 
standard  finishes,  dry,  greasy,  tacky,  or  mica-dusted.  Tapes, 
dry  or  oil-pocked. 

VARNISHED  CAMBRIC  CABLE  TAPE 

Straight  cut  with  particular  emphasis  on  high  mechanical 
end  electricol  strength,  minimum  dielectric  loss,  and  uni¬ 
formity.  Accurately  slit  into  widths  and  lengths  tailored  to  the 
needs  of  various  types  of  taping  machines. 

VARNISHED  THIN  MATERIALS 

SILK,  SPECIAL  THIN  RAYON,  and  SPECIAL  THIN  VC.  Very  thin, 
light  material  for  use  where  high  dielectric  strength  is  re¬ 
quired  with  a  minimum  of  bulk  and  weight.  Supplied  in  yellow 
straight  cut,  or  in  bias  cut  strips. 

VARNISHED  CANVAS  AND  DUCK 

High  strength  fabrics  coated  with  the  same  high  quality  var¬ 
nishes  os  VC.  Supplied  in  yellow  or  block,  straight  cut,  in 
thicknesses  up  to  45  mils. 

VARNISHED  PAPERS 

Chemically  inert  condenser  and  kraft  papers  selected  for  uni¬ 
form  thickness,  tensile  and  dielectric  strength,  and  for  free¬ 
dom  from  pinholes.  Condenser  type  tissues  supplied  in  yellow 
only;  heavy  (kraft)  papers  in  yellow  or  black. 

LAMINATED  COMBINATIONS 

PAPER-VC;  ABOGLAS  ;  QUINORGO*  - FIBERGLAS*;  ISO- 
GLAS  -ISOBESTOS  ;  MYLAR*  *- FIBERGLAS';  MYLAR*  *- 
ASBESTOS.  Combinations  os  required,  firmly  bonded  to¬ 
gether  for  opplicotions  such  as  slot  insulation  for  motors  and 
generators. 

VARNISHED  FIBERGLASI 

Class  B  insulation  (130  C)  with  great  mechanical  and  di¬ 
electric  strength  for  operating  temperatures  above  the  safe 
working  range  of  VC.  Supplied  in  yellow  or  block,  straight 
cut,  or  in  bias  cut  strips. 

ISOGLAS* 

Fiberglas  fabric  coated  with  isocyanate  type  resin,  with  ex¬ 
cellent  thermal  stability  up  to  155°C  (Class  F)  continuous 
operating  temperoture.  Has  outstanding  resistance  to  crazing, 
cracking  and  abrasion,  and  to  solvents  including  the  askarels. 
Has  good  wet  dielectric  strength,  and  low  temperature  flexi¬ 
bility.  Supplied  in  natural  color,  straight  cut. 

ISOLASTANE* 

Seamless  bias  Fiberglas  fabric  coated  with  elastomeric  iso¬ 
cyanate  type  cooting  with  the  same  properties  as  Isoglas 
(above)  plus  superior  elasticity.  Suitable  for  continuous  duty 
at  operating  temperatures  up  to  155  C  (Class  F).  Excellent  for 
taping  irregular  surfaces.  Maintains  wrapping  tension  at  ele¬ 
vated  temperatures.  Supplied  in  natural  color. 

SILICONE  VARNISHED  FIBERGLASI 

Class  H  insulation  for  continuous  operation  at  180*C.  Ex¬ 
tremely  high  resistance  to  both  heat  and  moisture.  Supplied  in 
natural  color,  stroight  cut. 

SILICONE  RUBBER  COATED  FIBERGLASI 
CLASS  H  insulation  for  continuous  operation  at  180*C,  and 
will  withstand  short  periods  of  exposure  to  temperatures  as 
high  as  250°C  without  noticeable  impairment  of  its  character¬ 
istics.  Also  retains  its  functional  properties  and  flexibility  at 
ambient  temperotures  os  low  os  — 60*C.  Supplied  in  natural 
color,  straight  cut  or  seamless  bias. 


COATED  TUBING  AND  SLEEVING 

VARNISHED  RAYON,  COTTON  AND  FIBERGLASI 

Meet  electrical  and  physical  requirements  of  Specifications 
such  as  NEMA  VS1,  ASTM  D  372  ond  MIL-I-3190B.  Rayon  and 
cotton  base  materials  ore  Class  A  (105  C);  Fiberglas  tubings 
and  sleevings.  Class  B  (130  C).  Supplied  in  yellow  or  black, 
standard,  with  other  colors  on  special  order.  Sizes  from  >24 
to  *i". 

VINYL  COATED  FIBERGLAS' 

Meets  electrical  and  physicol  requirements  of  Specifications 
such  as  NEMA  VS1,  ASTM  D-372  and  MIL-I-3190B.  Class  B 
(130°C).  Supplied  in  yellow  or  black,  standard,  with  red, 
green,  blue,  brown,  orange,  grey  and  white  on  special  order. 
Sizes  £24  to  1",  Grades  A,  B  and  C. 

ISOLASfANE  COATED  FIBERGLAS 

Withstands  continuous  operoting  temperatures  up  to  155  C 
(Class  F).  Combines  toughness  with  abrosion  resistance,  and 
exhibits  extraordinary  flexibility  over  a  wide  range  of  tem¬ 
peratures.  Isolastane  tubing  is  also  fungistatic.  Supplied  in 
black,  yellow,  red,  green,  grey  and  white.  Sizes  £24  ta  1". 
Grades  A,  B  and  C. 

SILICONE  VARNISH  AND  SILICONE 
RUBBER  COATED  FIBERGLAS 

180  C  continuous  operating  temperature  (Class  H).  Flexible, 
resilient  and  durable;  Silicone  Rubber  will  retain  its  flexibility 
ot  very  low  temperatures.  Meets  electrical  and  physical  re¬ 
quirements  of  ASTM  D'372  and  various  MIL  Specificotions. 
Sizes  ^24  to  1".  Grodes  A,  B  and  C. 

EXTRUDED  TUBING,  TAPE  AND  FILM 

POLYVINYL  TUBING  AND  TAPE 

Available  in  several  formulations.  All  are  tough  and  resistant 
to  abrasion,  oils,  acids,  alkalis,  and  most  chemicals,  and  retain 
these  properties  over  o  wide  temperature  range.  For  ex- 
omples,  Natvar  241  and  261  ore  general  purpose  compounds; 
NoNar  361  and  362  are  low  temperature  compounds;  Natvar 
400  and  461  are  high  temperature  compounds.  These  and 
other  special  purpose  types  are  available  to  meet  various 
MIL  specifications.  Supplied  in  all  commercial  sizes,  lengths, 
wall  thicknesses  and  colors.  Natvar  400  Tape  is  on  extruded 
vinyl  base  material  suitable  for  continuous  operation  at  105  C, 
with  the  same  characteristics  as  Natvar  40()  tubing.  Standard 
color,  black. 

STYROFLEX'  FILM 

Natvar  Styroflex  Film  is  biaxially  oriented,  ond  is  completely 
flexible.  Suitable  lor  high  frequency  applications  such  as 
capacitors.  Stable,  with  extremely  low  dielectric  absorption 
values.  Tapes  up  to  opproximotely  1 1"  wide.  Thicknesses  from 
.00033"  to  .006". 

SPECIAL  PRODUCTS 

IDENTIFICATION  MARKERS,  PUNCHINGS 
Fabricated  to  specification,  marked  as  required. 

SPECIAL  FORMULATIONS 

Natvar  products  listed  above  ore  standard.  Many  others,  not 
listed,  are  available  on  special  order.  For  your  special  require¬ 
ments  call  your  Natvar  representative  or  write  us  direct.^ 

*Ou!nor90  it  trod*  not*'*  (R*9.  U.  S.  Pot.  Off.)  for  Johnt-Monvillo 
pwriPed  otb*tlo«  •lectricol  intulotion. 

fftborglot  it  iH*  trod*  nomo  (^*9.  U.  S.  Pot.  Off.)  for  9lotl  monufoctwrod 
In  ftbor  or  ftlomonl  by  Owont-Cornin9  Pibor9iot  Corp. 

^*My\ot  it  tho  trod#  nomo  (Ite9<i  U.  S.  Pot.  Off.)  for  polyotttr  fiitn  monu* 
focturod  by  t.  1«  DuPont  do  Nomourt  &  Co.  Inc. 


For  full  information  on  Natvar  Insulating  Materials,  ask  for  CATALOG  24 


AT  VAR  CORPORATIO 


211  RANDOLPH  AVENUE 


VYOODBRIDGE,  NEW  JERSEY 
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HUGGINS  LABORATORIES 


TRAVELING  WAVE  TUBES  -  the  industr/s  broadest  line 


UHF-BAND  l-BANO  l/S-BAND 

▼  ▼  ▼ 

BROADBAND  FORWARD  WAVE  AMPLIFIERS 


HA-7A 
O.S-1.0  kmc 
I  $730.00 
|6-8  wks.del. 

1  HA-«» 

0.5- 1.0  kmc 

HA -40a 
0  5^  .0  kmc 
$1,000.00 
6>8  wks.  del. 


!  10  mw  standord  :  # 

I  30  db  min.  small  signol  goin 
^  23  db  noise  Figure 

1  W  star«dard 

30  db  min.  smoll  signal  gain  ^ 
30  db  noise  Figure 

Medium  noise  « 

23  db  min.  snr>oll  signal  gain 
13  db  noise  Figure  ^ 

Low  noise 
23  db  signal  gain 
10  db  noise  Figure 

ll  w  min. 

30  db  min.  sot.  gain 
0.1  max.  duty  cycle 

2  w  min. 

PULSED  30  db  min.  sot.  goin 
0.1  max.  duty  cycle 

10  w  min. 

30  db  min.  sot.  gain 
0.1  max.  duty  cycle 


DISPERSIVE  FORWARD  WAVE  AMPLIFIERS 


1.0  2.0  kmc 
$730.00 
4-6  wki.de!. 

HA-1BO 
1. 0-2.0  kmc 

KA-17A 
1. 0-2.0  kmc 
$1,000.00 
6-8wkt.  del. 

“HA-14a~ 

1.0-2.0kmc* 

$1,300.00 

6-8wki.d£l 


I  HA-2SA 
1. 6-2.6  kmc 
$730.00 
4-6  wkt.  del. 

1 .6-2.6  kmc 
$730.00 
4  6v^i.del. 
HA-i*A 
1 .6-2.6  kmc 
$1,000  00 
i6-B  wkt.del. 


HA-1  A 
2. 0-4.0  kmc 
$630  00 
4-6  wki.  del. 

HA-2 
2.0-4.0  kmc 
$630.00 

_ 4-6^kt.  del._ 

HA-11  A 
2.0-4.0  kmc 
$1,000.00 
4-6  wki.  del. 

HA-370A 
2.0-4.0  kmc 

PA^A(MA-12) 
2.0-4  0  kmc 
$830.00 
4-6  wki.  del. 


PA-3 

2.0-4.0  kmc 
$1,000.00 
6-8  wki.  del. 


HA-26A(i<A-3 
4. 0-3.0  kmc 
$730.00 
4-6  wki.  del^ 
HA-6 
4.0-8  0  kmc 
$830.00 

_ 4-6  wki.  del. 

HA-32»A 
4. 0-8.0  kmc 


PA-7A 

4. 0-8.0  kmc 
$930  00 
4-6  wki.  del. 


HA-4A 
8  2-12.4  kmc 
$730  00 
4  6  wki.  del. 
HA-fAt 

8.2- 1 1.0  kmc 
$1,300.00 

6-8  1^1.  del. 

HA-44A“HA-33eA 

3.2-12.4kmc  80-130 
$1,000  00  kmc 
6-8  wki.  del. 

HA-33A 
8  2-11  0  kmc 
$1,300  00 

6-8  wki.^el. _ 

>A_5^'A-T3)t 

8.2- 12.4  kmc 
$930  00 

4-6  wki.  del. 

PA-|Ba 

8  2-11.0  kmc 


Ku-BAND 

▼ 


HA-Ma  HA-U-a 

12.4-13.0kmc12.0-1B.0 
$730  00  kmc 
4-6  wki.  del. 


HA-430A 

12.0-18.0  kmc 


— Bin — 

Voltogo  tunod 

20%  Bandwidth 

13  db  gain 

0.3- 1.0  kmc 
$830.00 
4-6  wki  dal. 

1.0  2.0  kmc 
$730.00 
4-6  wki.  del 

BACKWARD  WAVE  AMPLIFIERS 


Voltago  tunod 

:  iA-1 

j  2. 4-3.6  kmc 

BA-3 

8.2-12.4  kmc 

BA-4> 

0.1  to  1.0%  Bandwidth 

$1,300  00  , 

$1,30000 

12.0-18  0  kmc 

13  db  gain  ' 

2-3  monthi  dal.  1 

1  2-3  monthi  dal. 

rMANiNT  MAGNET  FOCUSED  AMPLIFIERS 


HA-36BA  HA-31BA 
i0.3-1.0kmc  1.0  2.0  kmc 


10  mw  standord  I 

30  db  small  signal  gain  |C 

1  watt  standard  1 

(pulsed  tubes  have  PA  i 
designotion.)  | 

30  db  min.  small  signol  gain 


BACKWARD  WAVE  OSCILLATORS 


1  mw  min.  power  out 
Voltoge  tuned 


SPECIAL  PURPOSE  TUBES 


HA-3fA 

2.0-4.0  kmc 
$973  00 

6-8  wki.  dal. 

HA-3SA 

4.0-S.0  kmc 
$1,300  00 

6-8  wki.  dal. 

HA-30A 

8  2-11  0  kmc 
$1,123.00 

6  8  wki.  dal. 

HA-3e  PA-6A 

2.0-4.0  kmc  2. 0-4.0  kmc 

1  $1,300.00  $1,300.00 

1  2-3  monthi  dal. 

HA-3SB 

4.0'8.0  kmc 

HA-31  At 

8.2-11  0  kmc 
$3,000  00 

3  4  monthi  dal. 

‘ 

HO-1 

2. 0-4.0  kmc 
$730.00 

4-6  wki.  dal. 

3.73-7.0  kmc 
$730  00  4-6  wki.  dal. 
HO-10  HO-11 

3.7-3  9  kmc  3.2  8.3  kmc 
$730  00  $730.00 

4-6  wki.  dal. 

HO-13 

4.0-8. 0  kmc 
$730  00  4  6  wki.  dal. 

HO-14 

8  2-12.4  kmc 
$730.00 

4-6  wki  dal. 

HO-4  HO-13B 

12.0-18  0kmc18  0  26  3 
$1,230  00  kmc 

4-6  wki.  dal. 

t  0.3  watt  over  specified  bond 


^  urtder  development 


*  11  db  mox.  noise  figure 


MANY  MODIFICATIONS  of  these  tubes  have  been  made  to  cus¬ 
tomers  specifications.  A  technical  staff  is  available  for  your  problems, 
as  well  as  special  research  and  development.  Feel  free  to  address  us 
with  your  inquiries.  A  Catalog  and  Engineering  Handbook  is  also  avail¬ 
able  for  you.  Please  submit  your  request  on  company  letterhead. 


Wlion  ordoring  or  sooking  ififormofioa 
pfooM  mofifron  ElocfroAics  Buyort'  Cwfdo. 
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FOR  FURTHER  INFORMATION 


Call  Your  Nearest  HUGGINS  Representative 


OVERSEAS 

REPRESENTATIVES 

ITALY 

TRANCE 

SASSOON-SOPHER 
636  Fifth  Av«nu« 

N«w  York  26,  Now  York 


SWEDEN 

MAGNETIC  AB 
Slora  Nygoton  39 
Stockholm,  Swodon 


WESTERN  GERMANY 

HENLEY  AND  COMPANY 

27  Sprue#  Strool 

Now  York  38,  Now  York 


UNITED  KINGDOM 

ALLIED  INSTRUMENT 
37  Union  Siroot 
London  S.  E.  I. 

BELGIUM 
HOLLAND 
DENMARK 
BELGIAN  CONGO 

TELCOLAB  CORP. 

Chryilor  Building 

Now  York  17,  Now  York 


Tub**  from  Huggins  Laboratories  or* 
standard-setters;  the  result  being  they 
are  used  in  microwave  systems  the 
world  over. 


USA, 

REPRESENTATIVES 

H.  L.  HOFFMAN  B  CO. 

33  Old  Country  Road 
Wostbury,  Long  Island,  New  York 
EOgowo^  4-3600 

TOWER  ENGINEERING  CO. 

627  Salom  Avonuo 
Dayton  6,  Ohio 
CRottviow  7-9346 

COZZENS  &  CUDAHY,  INC. 

843  Chicago  Avonuo 
Evanston,  Illinois 
DAvis  8-4800 

SCIENTIFIC  SALES  ENGINEERING  CO. 
2162  Piodmont  Rood,  N.  E. 

Atlanta  9,  Goorgia 
TRinity  3-7291 

INDUSTRIAL  ASSOCIATED 
ELECTRONICS 
P.  O.  Box  8068 
Fort  Worth,  Toxas 
LAmor  2036 

T.  LOUIS  SNITZER  CO. 

3343  West  Pico  Blvd. 

Los  Angelos  19,  California 
WEbsfer  8  2074 

ELTON  K.  KELLEY 
336  East  4th  Streot 
Lovelartd,  Colorado 
NOrmondy  7-1376 

J.  K.  DOOLEY  I  CO. 

3213  Wostern  Avonuo 
Seattio  1,  Washington 
MUrdock  8313 

In  CANADA 

RADIONICS 
8230  Mayrand  Street 
Montreol  9,  Canada 
REgent  3-3937 


HUGGINS  LABORATORIES,  INC. 


711  HAMILTON  AVENUE  MENLO  PARK,  CALIFORNIA 

DAvenpert  6-3090  *  TWX  Pale  Alto  S3 
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When  ordering  or  seeking  information 
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U.S.  RADIUM 

FOR 

NEW  IDEAS 


EDGE-LIGHTED  DIALS  AND  PANELS 


Ail  USR  dials  and  panels  manufactured  by  the 
LACK0N9  process  satisfy  MIL-P-7788.  Skilled  per* 
sonnel  and  advanced  production  techniques  pro* 
vide  dials,  panels,  knobs  and  knob  skirts  with  pin* 
point  reproduction  and  aauracy,  as  well  as  resist* 
ance  to  solvents  and  weathering.  USA’s  integral 
edge-lighted  panels  represent  the  most  significant 
development  in  the  instrument  and  control  panel 
field  since  introduction  of  printed  circuits.  These 
new  panels  simplify  lighting  circuit  assembly  and 
provide  greater  flexibility  for  the  design  engineer. 

REQUEST  BULLETIN  10JOC 


CATHODE-RAY  TUBE  PHOSPHORS 

Phosphors  for  all  cathode-ray  tube  applications  are 
unsurpassed  in  adhesion  and  brightness.  Closely 
controlled  through  every  step  of  processing,  USR 
phosphors  feature  high  batch-to-batch  uniformity. 
Colors  are  prepared  to  customer  requirements. 


DIALS  AND  PANELS 

Metal  and  plastic  dials  and  panels  are  available  for 
instrument  and  control  panel  application.  USR  offers 
the  widest  selection  of  marking  techniques  and  an 
extensive  array  of  materials  from  which  to  choose. 

REQUEST  BULLETIN  10J0C 


RADIATION  AND  LIGHT  SOURCES 


Radioisotopes  and  radioisotope-excited  phosphors 
packaged  in  a  wide  variety  of  custom-engineered, 
permanently  sealed  containers  are  designed  to 
provide  optimum  radiation  or  illumination  for  re¬ 
search,  process  control,  data  display  and  signalling 
applications. 

REQUEST  BULLETIN  30J0C 


UNITED  STATES  RADIUM  CORPORATION 


MORRISTOWN,  N.  J.  Offices:  Chicago,  Illinois  and  No.  Hollywood,  Calif.  Affiliates;  Radelin  Ltd., 
Toronto,Canada  and  United  States  Radium  Corp.  (Europe),  Geneva, Switzerland 


Shurite 


INDICATING 

METERS 


ISO  S«ri«i  thown  %  ocluol  tiz* 


N«wMt  in  tha  broad  llna  of  Shurito  alactrical 
panal  matars  ara  tha  claar-piaatic  Modal  850 
t)^s.  Thay  draaa  up  panala  and  aquipmant 
offar  axcaptional  vlalbility,  and  continua  tha 
sturdy  Intarior  construction  which  marks 
Shurito  as  an  axcaptional  valua.  Foaturas 
includo: 

RECTANGULAR  CASE  FRONTS-MT/SZ'  wida 
by  2-5/16*  high,  of  crystal  polystyrano  to 
admit  light  from  all  sidos. 

Casa  dasign  givas  tha  appaaranca  of  a  sub¬ 
stantially  larger  scale.  Special  calibration  and 
one  to  five  color  dials  are  available  on  quan¬ 
tity  orders. 

ZERO  ADJUSTER-AII  850  sarias.  AC  or  DC. 
can  hava  this  feature  at  a  nominal  adder. 

MOUNTINQ-Meter  barrel  Tits  standard  2-5/32* 
hole  of  Shurito  matal-casad  550  or  950  sarias, 
and  any  smaller  hole  down  to  2-1/64*.  Only 
one  hole  needed  In  panel,  mater  held  with 
U-bracket. 

PERFORMANCE-Accuracy  is  wall  within  tha 
standard  5%.  AC  meters  ara  doublo-vana  re¬ 
pulsion  type;  DC  ara  polarizad-vana  solenoid 
or  moving  magnet  construction.  AC  uses  a 
jawallad  bearing  for  continuing  accuracy  and 
a  long  useful  life. 

Please  request  Bulletin  63-A  for  further  infor¬ 
mation  on  tha  widaly-usad  metal-cased  matars 
shown  below. 


METAL-CASED  TYPES 


Illustrated  above  ara  the  550  rimiass  round, 
the  950  rectangular,  and  tha  650  flanga- 
mounted  round  types.  Thera  is  a  choice  of 
234  ranges  and  models  listed  in  Bulletin  63-A. 
All  require  2-5/32*  mounting  hole.  Zero  ad- 
iusters  are  available  in  tha  ^  ranges  of  550 
and  650  meters.  ^ 
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silicon  power  rectifiers 


All  litt«d  rvctificr  ratings  arc  at  ralvd 
cos*  tamparolur*  except  for  the  25°C 
Forward  Voltage  Drop  characteristic. 


Writ*  for 
complot* 


- 


Catalog  58R  for 
information. 


100  C  SILICON  POWER  RECTIFIERS 


TYff 

riAK 

■IVEISi 

VOITACE 

•pilVI 

MAXIMUM 

RMS 

VOITAGE 

E...IVI 

MAXIMUM 

AVG 

rOflWARO 

CURRENT 

1  ImAI 

MAXIMUM 

AVG 

REVERSE 

CURRENT 

11  ImAI 

REAK 

RECURRENT 

FORWARD 

CURRENT 

illAI 

FORWARD 

VOITAGE 

DROR 

•  35*C 

E.  IVI/r  iAl 

MA.4000 

so 

3S 

300 

0.30 

1.5  i 

3  0/0  3 

MA-4001 

100 

70 

300 

0.30 

1.S 

3  0/0.3 

MA-400I 

300 

140 

300 

0.10 

IS 

3  0/0.3 

MA-4001 

300 

310 

300 

0  10 

IS 

3.0/0  3 

MA-4004 

400 

310 

300 

0  30 

IS 

3  0/0.3 

MA-400S 

SOO 

3S0 

300 

0  30  j 

IS 

3.0/0  3 

MA-400A 

*00 

430 

300 

0  30 

IS 

3.0/0.3 

MA.400r 

700 

490 

300 

0  30  ; 

IS 

3.0/0.3 

MA.400S 

too 

S*0 

300 

0  30 

IS 

3  0/0  3 

MA-400e 

SO 

3S 

400 

0  30 

3  S 

3  0/0* 

MA-4010 

100 

70 

400 

0  30 

3.S 

3.0/0  * 

MA.401 1 

300 

140 

400  1 

0.30 

3  5 

3  0/0* 

MA-401] 

300 

310 

400 

0.30 

3.S 

3  0/0* 

MA-4011 

400 

3R0 

400  1 

0  30 

3  5 

3.0/0  * 

MA.401 4 

SOO 

3S0 

400 

0  30 

3.S 

3  0/0* 

MA.401  5 

*00 

430 

400 

0.30 

3  S 

3.0/0  * 

MA-401 6 

SO 

3S 

1000 

0  30 

6  0 

3  0/3.0 

MA-401  r 

100 

70 

1000 

0  30 

6  0 

3. 0/3.0 

MA.401  S 

300 

140 

1000 

0  10 

6  0 

3  0/3.0 

MA-401  e 

300 

310 

1000 

0  30 

*  0 

3  0/3  0 

MA.40)0 

400 

310 

1000 

0  30 

6  0 

3.0/3.0 

MA.4071 

SOO 

3S0 

1000 

0.30 

6  0 

3  0/3.0 

MA-40)7 

*00 

430 

1000 

0  30 

*  0 

3  0/3.0 

MILITAR' 

r  SILICON  POWER 

RECTIFIERS  135  =  C 

1N1SJ 

— 

*s 

1000 

0.10 

4  0 

15/10 

INI  14 

13S 

400  . 

0  10 

13 

1  S/0  S 

1N1S1 

370 

400 

0  IS 

13 

1  5/0.5 

INIS* 

400 

300 

0.3S 

0  * 

3  0/0  S 

15 

0  C  SILK 

:ON  POWER  RECTIFIERS  | 

— 

1N140 

100 

70 

300 

0.10 

1  S 

3  0/0.4 

1N]4« 

100 

70 

300 

0  so 

15 

3  0/0.4 

1N117 

300 

140 

300 

0  10 

IS 

3  0/0.4 

1N34A 

300 

140 

300 

0  so 

IS 

3  0/0  4 

1N33S 

300 

310 

300 

0  30 

IS 

3  0/0  4 

1N144 

300 

310 

300 

o.so 

IS 

3  0/0  4 

1N131 

400 

310 

300 

0.30 

1.5 

3  0/0.4 

1N342 

400 

3S0 

300 

O.SO 

15 

3  0/0  4 

MA.4011 

SOO 

3S0 

300 

0  so 

15 

3  0/0.4 

MA.4013 

*00 

430 

300 

o.so 

1  ’■* 

3  0/0  4 

MA-4033 

SO 

3S 

400 

o.so 

3.5 

3  0/0* 

1N34S 

100 

70 

400 

0  so 

3.S 

30/0* 

1N13« 

100 

70 

400 

0.10 

1  ^  ^ 

30/0* 

1N14S 

300 

140 

400 

o.so 

1  3.5 

3.0/0* 

1N13* 

300 

140 

400 

0.10 

i 

{  3  0/0* 

1N343 

300 

310 

400 

o.so 

3  S 

3  0/0* 

1N334 

300 

310 

400 

0.30 

3  $ 

3.0/0  * 

1N341 

400 

310 

400 

0  so 

3  5 

3  0/0* 

1N333 

400 

310 

400 

0.30 

3.5 

3.0/0  * 

MA.4043 

SOO 

3S0 

400 

o.so 

3  5 

3.0/0.* 

MA-4043 

*00 

430 

400 

0  so 

3  S 

3.0/0* 

MA-4044 

SO 

3S 

1000 

0  so 

6.0 

3  0/3.0 

iNiie 

100 

70 

1000 

0.30 

6  0 

3  0/3.0 

1N347 

100 

70 

1000 

o.so 

6.0 

3.0/3.0 

MA-4047 

300 

140 

1000 

o.so 

6.0 

3.0/3.0 

MA.404S 

300 

310 

1000 

o.so 

6.0 

3.0/3.0 

MA-4049 

400 

3R0 

1000 

o.so 

6  0 

3.0/3.0 

MA-40S0 

SOO 

3S0 

1000 

o.so 

6.0 

3.0/3.0 

.  MA-40SI 

600 

430 

1000 

o.so 

6.0 

3.0/3.0 

3ii^:icr^ow-A.VE  ^ssooij^tes,  iisro 

BURLINGTON,  MASSACHUSETTS  •  BRowning  2-3000 
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2000 


carad  corporation 

2850  bay  road  •  redwood  city,  Californio 
emerson  8-2969 


designers  and  manufacturers  of  pulse 
transformers  and  associated  pulse  components 


KLYSTRON  AND  TWT  PULSE  TRANSFORMERS 


Cat.  No. 

Secondary  Secondary 
Voltage  Current 

KV  Amps 

Turns 

Ratio 

Pulse 

Width 

MS 

Duty 

Cycle 

Secondary 

Winding 

803 

235 

102 

1:  8.5 

6-10 

.00168 

Monofilar 

815 

200 

165 

1:18.5 

3 

.0011 

Monofilar 

808 

200 

7 

1:25 

6 

.0001 

Monofilar 

809 

165 

157 

Ml 

1  - 

5 

.00273 

Monofilar 

811 

150 

120 

1:13 

6 

.0025 

Monofilar 

800 

135 

87 

1:13 

6  — 1 

12 

.003 

Monofilar 

801 

115 

78 

1:  88 

9 

.0026 

Monofilar 

MAGNETRON 

PULSE  TRANSFORMERS 

780 

65 

184 

l:-5.5 

6 

.002 

Monofilar 

743 

32 

80 

1:  4.5 

.8  — 

8.0 

.001 

Bifil.3.0A 

742 

32 

80 

1:  4.5 

.4  — 

4.0 

.001 

Bifil.3.0A 

741 

32 

80 

1:  4.5 

.2  — 

2.0 

.001 

Bifil.3  0A 

733 

32 

53.4 

1:  5.5 

.8  — 

8.0 

.001 

Bifil.3.0A 

732 

32 

53.4 

1:  5.5 

.4  — 

4.0 

.001 

Bifit.3.0A 

731 

32 

53.4 

1:  5.5 

.2- 

2.0 

.001 

Bifil.3.0A 

784 

30 

60 

1:-1.75 

.3 

.0014 

Monofilar 

785 

30 

60 

1:  1.75 

.3 

.0014 

Bifil.  16A 

723 

24 

35.6 

1:  4.1 

.8  — 

8.0 

.001 

Bifil.  2.0A 

722 

24 

35.6 

1:  4.1 

.4  — 

4.0 

.001 

Bifil.  2.0A 

721 

24 

35.6 

1:  4.1 

.2  — 

2.0 

.001 

Bifil.  2.0A 

787 

22 

27.5 

1:  5 

1.0 

.001 

Bifil.  3A 

786 

19 

16 

1:  5 

.5 

.001 

Bifil.  3A 

713 

16 

17.8 

1:  4.7 

.8  — 

8.0 

.001 

Bifil.  1.50A 

712 

16 

17.8 

1:  4.7 

.4  — 

4.0 

.001 

Bifil.  1.50A 

711 

16 

17.8 

1:  4.7 

.2  — 

2.0 

.001 

Bifil.  1.50A 

703 

6 

5 

1:  5.5 

.8  — 

8.0 

.001 

Bifil.  1.25A 

702 

6 

5 

1:  5.5 

.4  — 

4.0 

.001 

Bifil.  1.25A 

701 

6 

5 

1:  5.5 

.2  — 

2.0 

.001 

Bifil.  1.25A 

HIGH  INSULATION  VOLTAGE  TRANSFORMERS 


Cat.  No. 

Insulation  Voltago 

Primary 

Secondary 

Operation 

814 

220  KV  DC 

4  KV  Pulse 

8  KV  pulse  —  5  MS 

Oil 

227 

37  KV  DC 

1  KV  Pulse 

IKV  pulse  — 10  ms 

Oil 

228 

20  KV  DC 

.25  KV  Pulse 

IKV  pulse  — 10  ms 

Air 

’916 

260  KV  Pulse 

208  V-60  cps 

9  V  —  80  amps 

Oil 

911 

260  KV  Pulse 

115V-60cps 

12  V  — 75  amps 

Oil 

919 

200  KV  Pulse 

208  V-60  cps 

16  V  — 10  amps 

Oil 

917 

150  KV  Pulse 

115  V-60  cps 

8.5  V  —  35  amps 

Oil 

912 

60  KV  Pulse 

115  V-60  cps 

10  V  —  25  amps 

Oil 

Pulst  Packafet  for  Mainetrons  and  Klystrons 

Packages  are  designed  to  meet  specific  electrical  and  mechanical  requirements.  Packages 
contain  pulse  transformer,  pulse  forming  network,  charging  reactor,  and  filament  transformer. 
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WHEN  THE  CIRCUIT  CALLS  FORHh 


I  . 


vpaator  s  -Ractifws 

sr  original  equipment  For  replacement 


...LOOK  FIRST  TOJYRAMID 

WHAT  IS  AVAILABLE  FROM  PYRAMID? 

CAPACITORS!  A  complete  line  of  DRY  ELECTROLYTICS,  TANTALUM,  MYLAR  and  PAPER  in  stand¬ 
ard  and  miniaturized  styles,  featuring  many  new  types  for  today’s  newest  circuit  applications.  All 
are  made  to  standards  which  meet  or  exceed  the  rigid  requirements  of  military  specifications 
MIL-C-25,  MIL-C-62  and  MIL-C-3965. 

SELENIUM  RECTIFIERS!  A  complete  line  of  radio  and  TV  types  featuring  the  now  famous  KOOL- 
SEL*  design... the  first  truly  new  rectifier  design  in  over  two  decades. 

CAPACITOR  TEST  EQUIPMENT!  Model  CRA-2  Capacitor-Resistor  Analyzer  featuring  QUICK-CHECK 
in  circuit  testing.  Moderately  priced. 

Far  information  cancorninf  your  spociflc  applications  writo  la:  PYRAMID  ELECTRIC  COMPANY  North  Berfon,  N.  J. 


TIMES 

BRIGHTER 


How.j. 

j  (SlAI^  Pilot  Lights 

■ 

j  with  Built-in  Resistor 

j  (■  patented  OIALCO  feature) 

I  and  the  NEW  High  Brightness 
I  Neon  Glow  Lamp  NE-51H 


A  New  Advance  in  Pilot 
Light  Design  by  DiALCO: 

Three  basic  advantages  are  in*  iBlgrrH 

corporated  in  this  series  of  i  A  H 

OIALCO  assemblies:  (1)  Built-in  ''  I  I  I 

naiator  for  direct  use  on  125  f  11  H 

to250  volt  circuits...  (2)  ATeiv  ^  '  -Ir 

plastic  lena  designed  to  give  |i|  ||  ^ 

attractive  "halo”  effect ...  Ill  I  ^ 

(3)  New  High  Brightness  Neon  ,111  |,  CstslogNo. 

Glow  Lamp  NE-51H.  This  lamp  I32-408-991H 

may  be  operated  at  about  3  NE-51H 

times  the  level  of  current 

that  may  be  applied  to  the  standard  lamp,  and  it  will  pro* 
duce  8  times  as  much  light — with  long  Ufa!  Very  low 
power  is  required,  less  than  1  watt  on  250  volt  circuit 
Recommended  for  AC  service  only. 

In  the  OIALCO  assembly,  the  built-in  current  limiting 
(ballast)  resistor  ( 18,000  ohms)  is  completely  insulated 
in  moulded  bakelite  and  sealed  in  metal  (U.  S.  Patent  No* 
2,421,321)  ...Small  space  required — units  are  available 
for  mounting  in  9/16"  or  11/16"  clearance  holes ...  A  wido 
choice  of  optional  features  includes  lens  styles,  shapes, 
and  colors;  terminal  types;  metal  finishes,  etc. . . .  Meet 
applicable  MIL  Spec  and  UL  and  CSA  requirements. 

All  Assemblies  Are  Available  Complete  with  Lamp 

SAMPLES  ON  REQUEST-AT  ONCE-NO  CHARGE 


Catsloc  No. 
132-408-991tt 


DIALIGHT  CORP.,  58  Stewart  Ave.,  Brooklyn  37,  N.  Y. 

I  '“"’P  □Sob-Miniotur*.  □Oil-Tiohf 

I  Norn*  .  Position  . 


j  Addrosi 


1  Foremost  Manufacturer 

of  Pilot  Lif^hts  1 

DiaLiCHl 

CORPORATION 

ft 

FOR  LONGER  LIFE  AND  MORE  RELIABLE  SERVICE  — 
DUMONT'S  TYPE  H  Q  SS^C  ELECTROLYTIC  CAPACITORS 


A  STANDARD  FOR  SMALL  RECEIVERS 


,  jir  «e»»  ■  ^  S0-30/1S0  Electrolytic:  etched  foil 

tsssejemvTie  insures  small  plate  area  and  long 

I  life.  Extremely  low  power  factor;  UL 

50  MFl.  n/\  L.  approved  construction.  The  internal 

vSv  construction  and  lead  attachment 

a^mmaa  provides  minimum  coupling  be- 

UOwCUUB.  tween  sections  and  nearly  elimi- 

H  '  •  nates  inductive  effects.  With  wax 

- -  operable  at  75‘C. 

Capacity  tolerance  -10%  +  100%,  3  terminal  unit  with  common  nega¬ 
tive  for  automatic  assembly.  Also  available  with  3  wire  leads. 


uowLiue. 


MORE  STABLE  THAN  MICA  CONDENSERS 

Dumont  type  PCST  "Stabilizers’*.  A 
paper  mineral  oil  section  moulded 
into  a  ceramic  tube.  Capacity 
change  is  positive  up  to  85*C,  to 
about  1%  max. 


THE  BEST  LOW-COST  CAPACITOR  FOR  GENERAL 
PURPOSE  USE,  DUMONT'S  "DURAMOULD"  P6 

I„„  „  Size  varies  with  capacity  and  work- 

01  -20  MFD  k  '"4  voltage.  Paper-foil  section  im- 
A  -  pregnated  with  mineral  oil,  mounted 
paper  Tube,  high  quality  resin 


high  quality  resin 


umont'Airplane  &  Marine  Instruments,  Inc. 


58  STEWART  AVE.,  BROOKLYN  37,  N.  Y.  •  HYacinth  7-7600 


NEW  YORK  SALES  OFFICE:  635  MADISON  AVENOE,  NEW  YORK  22  N.Y. 


Wh^n  ord«rln0  or  tm^king  information 
photo  montion  Chctronict  Bvyort'  Guido. 
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BUILD 

RELIABILITY 
INTO  EVERY 
CIRCUIT 

Lei  u*  help  you  build  reliability 
into  your  circuiti  as  we've  done 
for  eo  many  othere. 


1.  6.  WHITE  AND  COMPANY 

8416  Caorgla  Avtnu* 

Slivtr  Sprinf,  Maryland 
Ttltphont:  Junipar  5-3141 

THE  DAN  6REENE  0R6ANIZATI0N. 
INCORPORATED 

P.  0.  Box  124 

Cambridtt  38.  MassachuMttt 
Talaphont:  UNIvarsity  4-2220 

LYNO  A.  WALKLING 

P.  0.  Box  3045 
Atlanta  17,  Caorgia 
Talaphona:  DRaka  3-8346 

HARRY  HALINTON  ENGINEERS 

6400  North  Laotl  Ayanua 
Chicago  46.  Illinois 
Talaphona:  Rodnay  3-2132 

ENGINEERING  SERVICES  COMPANY 

4550  Main  Straat 
Kansas  City.  Missouri 
Talaphona:  Jaffarson  1-7765 

M.  A.  STOUROFF  COMPANY 

4622  Wast  Slauson  Avanua 
los  Angelas  43,  California 
Talaphona:  AXminlstar  3-6226 

WIN  W.  TOMPKINS  AND  COMPANY 

2363  Birch  Straat 
Palo  Alto,  California 
Talaphona:  Davanport  6-7940 

ROBERT  K.  DEUNK  AND  ASSOCIATES 

14820  Oatrolt  Avanua,  Room  210 
Clavaland,  Ohio 
Talaphona:  Lakawood  1-4034 


Specify  Birtcher  tube  cooling  and  retention  devices 


85%  of  all  electronic  equipment  failures  are  caused  by  tube  failures,  the 
main  causes  being  heat  and  vibration.  The  Birtcher  Corporation  is  cur¬ 
rently  solving  tough  reliability  problems  for  both  government  and  private 
industry  through  the  use  of  its  tube  component  cooling  and  retention 
devices— specially  adapted  where  necessary  to  fit  customer's  needs. 


KOOL  KLAMPS 

Birtchar  KOOL  KLAkAPS  parform  two 
important  functions,  thay  raduca  minia- 
tura  and  sub-miniatura  tuba  tampara- 
turas  by  as  much  as  40*  C.  whila 
rataining  against  shock  and  vibration. 


TUBE  CLAMPS 

Availabla  in  mora  than  6.000  modifica¬ 
tions,  Birtchar  TUBE  CLAR4PS  hold 
tubas  and  componants  sacuraly  in 
placa,  undar  savara  shock  and  vibra¬ 
tion. 


TRANSISTOR  CLIPS 

TRANSISTOR  CLIPS  ara  made  in  a 
langa  of  sixes  and  shapes  to  retain 
nearly  all  currently  used  transistors 
and  carry  off  much  of  the  heat  to  in¬ 
sure  greater  life  and  performance. 


TYPE  2  TUBE  CLAMPS 

Birtcher  TYPE  2  TUBE  CLAkAPS  hold 
miniature  tubes  and  plug-in  compo¬ 
nants  securely  in  place  even  under 
high  G  shock,  while  allowing  easy  ac¬ 
cess  for  service  and  tube  replacement. 


PETE  SMITH  SALES 

P.  0.  Box  35113 
Dallas  35.  Texas 
Talaphona:  BiKkbum  3-2006 

R.  P.  LUCE  AND  COMPANY,  INC. 

7  Beechwood  Road 
Summit,  New  Jersey 
Talaphona:  Crastviaw  3-9250 

WRIGHT  ENGINEERING  COMPANY 

P,  0.  Box  7807 
Indianapolis  44,  Indiana 
Talaphona:  Humbolt  8800 

I.  A.  HOTZE 

112  Dewitt  Straat 
SyrKuse  3,  New  York 
Talaphona:  Granite  9-7387 


Contact  'Your 

Birtcher  Engineering  Repreeentativg 

THE  BIRTCHER 
CORPORATION 

4371  VALLEY  BLVD.,  LOS  ANGELES  32,  CALIF. 


JAN  SHIEL  D  INSERTS 

The  Navy  Electronics  Research  Labo¬ 
ratory  developed  these  Birtcher-manu- 
factured  corrugated  JAN  shield  inserts 
to  combat  the  high  rata  of  tube  failures 
due  to  excessive  heat. 


TOP  TAINERS 

These  new  Birtchar  designed  TOP 
TAINERS  retain  tubes  and  componants 
in  the  military  approved  manner.  The 
unique  "U"  shape  serrated  edge  post 
holds  cap  and  tube  up  to  50  G’s. 


DIODE  RADIATORS 

Prevent  "thermal  runaway"  in  power 
diodes  by  maintaining  collector 
junction  temperatures  at  or  below 
manufacturer-recommended  levels  with 
Birtcher  Diode  Radiators. 


TRANSISTOR  RADIATORS 
To  fit  all  JETEC  30  package  transistors 
and  provide  a  large  radiating  surface  to 
get  rid  of  excessive  and  damaging  heat. 


For  catalogs  — u'rite  Charles  Booker,  Sales  Manager 

THE  BIRTCHER  CORPORATION 

4371  VALLEY  BLVD.,  LOS  ANGELES  32,  CALIF.  •  TELEPHONE  CAPITOL  2  9101 
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LYNCHBURG  TRANSFORMER  CO.,  INC 


Edgewood  Drive  Extension 


>*  revolutionizing 
ffCfJt  graphic  recordingl 

FMcmr  « t«e  me* 

AirAX  PAn«  AND  AIMN  ADJUSTtlLISS 
•ICORDINO  TICHNIOUIS  MAKI  POSMtll- 


Send  for  Year 
Hygrede-Florito 
Sample  File 

^HretAOE  VAtMISNED 
^  rUilN6  AMD  SlUVINO 


•  New  Accuracies  and  Resolution  In 
Direct  Graphic  Recordingl 

Record  full  range  of  your  electronic  signal 
c.utput$ — monitor  processes  and  operations 
Jirectly  and  instantaneously  on  Alfax  Paper 
— no  pens  or  ink — up  to  1 7  step  permanent 
tone  shades. 


MtttliM  Fact  Fiadtr^ 

2  CiMMMit  Pits  Tiniac 

Here  It  »  rompect  Mtnaclne  Re* 
corfter  which  will  permanently  re* 
cord  two  separate  operations  and 
automatically  print  a  recurrlnc 
time  sicnal  on  the  Alfax  Tape. 
Simple  to  Install — they  will  oper* 
ate  unattended  —  remotely  or  on 
the  spot. 

Mnltl'CliaaMl  FKt  Fiatftr-* 

3t  Ckaiacts  PIns  Ti«lac 

Record  thirty  channels  of  on«off 
data  by  merely  supplying  current 
to  writing  styli— no  pens  or  Inks — 
simple  motion  twitches  are  easily 
Installed  to  make  or  break  wrrltlng 
current  to  Alfax  Paper.  Ideal  for 
monitoring  production  operations 
and  processes,  this  compact,  rugged 
recorder  It  portable  for  lab.  factory 
and  field  use. 

Aldek  “Flyikf  Spit" 
CtmpiPtPt  RtCifitrt 

Get  hl-resolutlon  tone  shade  re* 
cordlngs  on  Alfax  Paper  of  detect* 
Ing  Instruments  using  scanning  or 
sweep  methods  to  collect  data.  Syn* 
chronite  Alden  ''Flying  Spot”  with 
sweep  or  rep  rate  of  your  egulP' 
ment-'-use  direct  signal  outputs  to 
mark  Alfax  with  tone  shades  pro* 
portlonal  to  signal  rarlatlons.  Ideal 
for  sonar,  radar,  facsimile,  ultra¬ 
sonic  and  magnetic  flaw  detection 
etc. 

AWm  Cvrvt  Rlitttri 

The  B»ic  H.lli  Bnwitfr  with 
•pwl.l  rlwtronin  cin  prorlile  ran- 
tlnuoui.  .ulom.tle  curve  plottinc 
nt  phenomena  ronverteil  to  volute. 
Any  number  of  channela  can  be 
recorded  tlmullaneoii.ly  alont  with 
etandard  or  reference  ilcnals  to 
that  the  Information  It  Inttanlly 
and  permanently  telf-callbrated. 


CLASS  H  — SIHcon* 

Tr««t«d  rib*r(lA* 
CLASS  S— nb*rtlM  Sot* 
CLASS  A  — Oru«nlc  §••• 


nAStit  liw 


FllXITl  EXreUOED 
fiAsrfc  ruiiMG 


Amiriei'i  Oldett  aid  Mott 
Po^oidabli  Maiifaolaror  of 
litilatlig  Tibii9  kid  Slooiriig 


JV£tV  FAST  SERVICE 

TOROIDS  and  ELECTRONIC 
TRANSFORMERS 


•  Fastest,  Most  Accurate  Means 
of  Communication! 

New  high  and  low  speed  Alden  facsimile  re> 
cording  systems  using  Alfax  Paper  are  the 
most  accurate  means  of  communication  today 
— are  simple  to  install  and  operate  virtually 
unattended. 


UP  TO  SIX 

MADE  TO  YOUR  SPECIFICATIONS 

SHIPPED  WITHIN  ONE  WEEK 


Hifk  Softk  Solfotlvt  DispaUk 
FKsiMilt  Syttt« 

Spcctslly  designed  to  permit  selec¬ 
tion  of  penlnent  dsts  from  sny 
copy  »  letters,  dispstches.  reports, 
etc.  —  for  Instsnt  trsnsmlsslon  to 
wherever  needed — yet  complete  re* 
productions  esn  siso  be  sent.  72 
square  inches  of  copy.  ISOO  words 
of  newspaper  type,  or  900  words  of 
typewriter  test  can  be  transmitted 
and  received  per  minute. 

CoitlMMiS  Rtproiictioi 
FKtiallt  iftUm 
Extremely  high  quality  reproduc¬ 
tion  of  large  ropy:  such  as  news¬ 
papers.  weather  maps,  blueprints, 
finished  advertising  layout,  draw¬ 
ings.  photographs,  etc.,  can  be 
transmitted  easily  with  thU  equip¬ 
ment.  Copy  is  scanned  flat  and  re¬ 
production  automatically  on  remote 
continuous  recorder. 

Aldti  CUit  Billftia 
SystMi 

Fsstest.  sccurste  mesns  of  dissem¬ 
inating  Information  to  large  groups 
of  people.  Automatitslly  provides 
changing  *'up  to  the  minute”  bul¬ 
letins  4  feet  wide  snd  up  to  10  feet 
high  snd  ss  much  st  12  square  feet 
of  copy  per  minute,  enlarged  10 
times  from  remote  flat*copy  scan¬ 
ner  as  sent  either  by  wire  or  a 
mlcrowsve  system. 


NON  CIRCULAR  GEARS 

36  Hubbard  Av«.  •  Stamford,  Conn.  •  DAvit  3-4872 


WRIT!  rOR  IITIRATURI  •«  AMax  •.  AMwn  RMordwr.  «•< 

ALDEN  ELECTRONIC  AND  IMPULSE 
RECORDING  EQUIPMENT  CO. 
Alden  Research  Center  Westboro  6,  Mass. 
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—WILLIAMS — 

Iron  and  Iron  Oxide  Powders 
for  the  Electronics  Industry 

IRN  MAGNETIC  IRON  POWDERS- 

Hydrogen  reduced  magnetic  iron  powders  of  high  purity 
ore  available  in  8  different  grades  for  high-frequency 
cores,  core  material,  tele-communication,  and  magnetic 
applications. 

IRN  MAGNETIC  IRON  OXIDES- 

Magnetic  iron  oxides,  both  the  black  and  brown  types, 
are  produced  in  several  grades  for  magnetic  recording 
devices— sound  recording,  memory  drums,  film  striping,  etc, 

PURE  FERRIC  OXIDES- 

Synthetic  red  iron  oxides  of  high  chemical  purity  are 
available  in  wide  range  of  particle  sizes  for  the  manu¬ 
facture  of  all  types  of  ferrites. 

For  technical  information  on  these  products,  and  samples,  write  to 

C.  K.  WILLIAMS  &  CO. 

DIPARTMINT  33  •  640  N.  13th  STRUT  •  lASTON,  RINNSYLVANIA 


mmm  cisen 


Leather  Instrument  Case  Div. 


tVIIITMW  SlIiniE  MIg.  Co. 

17S5  POWERS  STREET 
CINCINNATI  S3,  OHIO 


From  your  drswins, 

instrument  or  case 


JLmcMfft  PnodtioU,  almcit  a 


-  SPECIFICATION - 

ELECTROPLATING 

WAVE  GUIDES,  COMPONENT  PARTS.  CONTACTS,  TERMINALS  ETC. 
GOLD  •  SILVER  •  RHODIUM  •  PALLADIUM 

Complutu  mociwrn  plonl.  Unlimitwcf  production  focilifiot,  highly  ikillod  workors  plus  50 
yoors  of  background  and  OJiporiorKO,  your  guorontoo  of  compUto  satisfaction.  All  rucyuirod 
GOVERNMENT  SPECIFICATIONS  mointoinod.  Also  ELECTROPLATING  ON  ALL  PLASTICS. 

Writo,  Phono  for  roprosontotivo 

COHAN-EPNER  CO.,  INC. 

142  West  14th  St.  Dept.  E.B.G.  New  York  1 1,  N.  Y. 

Phone  CHelsea  3-3411 


SUBMINIATURE 

SNAP-ACTING 

SWITCHES 


UNIMAX  USM  — 

Compact,  fully-en. 
closed,  single-pole 
double*  throw,  snap¬ 
acting  switch.  Fur¬ 
nished  with  many 
actuator  types,  inte¬ 
gral  or  auiiliary  mech¬ 
anisms.  Leaf  and  leaf-roller  integral 
actuators  factoryadjusted;  ganged  four 
pe|r  inch  In  miniaturiied  apparatus.  Elec¬ 
trical  rating:  5  amp.  125  250  volts  a-C; 
5  amp.  30  volts  d-c.  resistive;  ZVz  amp. 
30  volts  d-c,  inductive. 

Write  for  Bulletin  USM. 


ENVIRONMENT-FREE 
SUBMINIATURE  SWITCH 


UNIMAX  EA-I  — 
Sealed  in  an  epoiy 
casting  resin,  in  a  cor¬ 
rosion-resistant  alumi¬ 
num  case,  with  an 
elastomer  plunger-seal 
bonded  to  the  ope  rat* 
ing  pin  and  the  case. 
Operates  completely  immersed  in  liquids, 
also  at  high  altitudes.  Electrical  rating: 
5  amp.  125/250  volts  a-C;  5  amp.  30  volts 
d-c,  resistive;  2V5  amp.  30  volts  d-c,  in¬ 
ductive.  Write  for  Bulletin  USM. 


SEALED-USM 
SUBMINIATURE  SWITCH 


UNIMAX  USM-SS 
Has  a  flexible  boot 
around  the  pin  actuator 
inside  the  case,  sealed 
with  a  bonding  cement 
that  joins  the  case 
halves.  Dust-proof, 
splash-proof,  tarnish- 
proof;  can  be  stacked  four-per-inch  for 
multiple  ganging.  Electrical  rating:  5 
amp.  125  250  volts  a-C;  5  amp.  30  volts 
d-c,  resistive;  2V5  amp.  30  volts  d-c, 
inductive.  Write  for  data  sheet. 


FREE  CATALOG 
PRECISION  SWITCHES 


NEW  28-page  cata¬ 
log  gives  engineering 
data,  photographs,  de¬ 
tail  drawings,  and  elec¬ 
trical  ratings  for  the 
entire  Unimax  line.  Il¬ 
lustrated  index.  Write 
today  for  your  free  copy 
of  catalog  No.  0158. 


PRECISION  SNAP-ACTING 
SWITCH 


UNIMAX  Type  2HB 
—  The  basic  switch  for 
precision  snap-acting 
operation.  Many  actua¬ 
tor  types.  Electrical 
rating:  20  amp.  125, 

250,  480  V.  a-C;  0.25 
amp.  250  v.  d-c;  0.50 
amp.  125  V.  d-c.  Write  (or  catalog  No.  0158. 


AN  and  JAN  SWITCHES 


UNIMAX  AN  switches 
meet  Military  Speclhca. 
tions  MIL-S-6743,  and 
MIL-S-6744. 

UNIMAX  JAN  switch, 
es  conform  to  Joint 
Army-Navy  Specifica¬ 
tion  JAN-S-63.  Write  for  catalog  No.  0158. 


UNIMAX  SWITCH 

Urn  IV  £  WLum 

ivis  eoAO  wAiiiNGfono  Connecticut 
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PRECISION 
Electronic  Equipment 

Airborne  &  Ground 

FREQUENCY  CONTROLS 


FREQUENCY  METERS 


TRANSISTOR  INVERTERS 


Model  4307 


Model  4677 


Model  6506 


400  cycle  phase  lock  design.  Regu' 
lates  constant  speed  drives  to  .1%. 


400  cycle,  direct  reading,  .05%  ac¬ 
curacy.  Other  models  for  use  in 
laboratories,  ground  power  units. 


250  VA,  400  cps.  Available  at  other 
ratings.  Also  electronic  and  rotary  in¬ 
verters. 


GROUND  SUPPORT  SYSTEMS 


COMMUNICATIONS  SYSTEMS 


OTHER 

EQUIPMENT 

Measuring  -  Protection 

•  Speed 

•  Frequency 

•  Voltage 

•  Current 


AN/TRC  42 


g  Model  2615 

15  KW  400  cycle±.  1%  motor-clutch- 
generator  with  automatic  tracking  and 
load  transfer.  Other  models  1.5  to  18 
KVA. 


Complete  VHF  radio-telephone  foi 
ground-air  communications.  Remote 
tone  control,  electronic  hybrid  among 
other  units. 


TACHOMETERS 


MAGNETIC  COMPONENTS 


Transistorized  modulators  and  demodu¬ 
lators.  Bi-metal  tuning  forks  and 
frequency  generators,  350-4000  cps. 


Electronic-transistorized.  Magnetic 
pickup.  For  high  temperature  and 
extreme  vibration  applications.  No 
brushes  or  slip  rings. 


Magnetic  amplifiers,  toroids,  reactors 
and  transformers.  Potted,  canned  or 
open. 


2201  Walnut  Straat,  Garland,  Texas 
■Roadway  6-6141 


FACTORY  REPRESENTATIVES 

M.  C.  BAIRD,  Jr. 

P.O  Bex  45421 
International  Ainort  Station 
let  Anaelet  45,  Californio 
ORchard  7-4444 


E.  F.  DESMOND 
P.O.  Bex  493 
Peughkaoptio,  Now  Yerh 
Oleba4-74ll 


J.  B.  SHED 
P.O.  Box  7072 
Arlington  7,  Virginia 
JEfforton  4-6444 
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MICROPHASE  R.  F.  FILTERS  FOR  AIRCRAFT,  MISSILES 

•  FLEXIBILITY  OF  DESIGN 

•  HIGH  PERFORMANCE 

•  RELIABILITY  . . . 

Meet  your  critical  filter  needs,  including  severe  shock  ond  high  temperature  requirements.  These  are  typical  examples. 


low  rtss  WIVECUIDE  FIITEC  -  Sharp  ritt;  f,= 
S  him.  Moiimuni  pottbond  iniartiofl  loti  07S  dh. 
Minimum  ottufluatiun  lium  1.011,  lu  12  hmi.dO  db. 
Hondlti  up  lu  lOOW  puurtf,  wllhtlandi  irrtru  un- 
uiiunmuntul  cundiliunt.  Unili  oviilublt  with  timilur 
ptiltrmunct  in  S  Ihiuutb  X  bundt. 


IXNO  rXSS  -  Nurrus'lond  Cioiiul  in  X-bund 
fUfiun  Eiciplmnill,  thuip  tiw  -  Ini  Ihin  t% 
It  SO  db  Inttrliun  Int  in  pun  bund  ii  I  S  db 
munimum.  land  width  (un  bt  uccuiultip  (unliollud 

and  thu  pun  bund  piwud  unrwhutt  in  l-bund 


HIGH  PASS  -  A  splil-bluch  unit  with  u  minimum 
uttinuutiun  of  M  db  in  thu  itopbund.  Iniuitiun  Ini 
in  thu  7-tu-l2-lim(  puiibund  ii  u  moiimum  of  1.0 
db.  Shorpoi  rutoffi  uvoilublt.  Similar  dtiipni  in 
tho  VHF  to  X  bondi,  SiWor-plotod,  ihodium-lloihod, 
woifhi  onlf  474  ouncoi. 


lAND  FASS  •  S'bund  thiou-ioctiun  tunublo  luuilr 
t|rpo.  Approiimuttlir  1%  bund  width  ut  thu  1  db 
puinti.  u  1%  tiM  tu  M  db  from  lontor  fro^uonif 
Tunin|  ronfo,  2  to  3  hrm  Iniortion  Ini  it  up- 
proiimulolr  2.S  db. 


low  FASS  -  Frimurilir  for  lolomoloiin|  iiolution 
purpum.  prooidn  irootor  than  40  db  iiolulion 
oiof  100  me  runpo  with  iniortion  Ini  Ini  than 
I  db.  in  pun  bund  Woiyht  unly  4'/,  oi. 


DIFIEXER  -  topuruloi  S  from  X  bund  with  o  mini¬ 
mum  iiolution  of  30  db  (40  db  on  roqunt).  Inior¬ 
tion  Ion  in  both  bundi  undor  1.0  db.  SOO-mc  buffor 
lono  may  bo  ifdurtd  if  nocniory.  Mooti  rigid  on- 
yiionmontol  (onditioni,  woight  only  4'/|  ouncot. 


TIIFIEXEI  -  Dioidn  UHF,  VHF  ond  I  lundi  with 
40  db  Iiolution.  Wholo  froguonry  ipntrum  ii  nublo 
borouio  powor  ii  dioidod  oguully  ut  crniuoon 
with  nogligiblo  Int.  Unit  hui  moiimum  VSWt 
Ion  Ihun  2.4  I,  woighi  14  ot ,  lomot  with  ebuko 
of  (onnoftori.  Unit  it  uuuilublo  with  40  db  iiu- 
lotion  in  tligblly  lurgor  liio. 


OlFlEXER  -  Tolomotoring  Diploior  prooidn  mini¬ 
mum  of  40  db  iMlulion  botwton  two  udimont 
ihunnoli  S%  opart,  with  iniortion  Ini  of  Ini 
than  1.0  db  luggodiiod  ond  tomporoluro  lompon- 
lutod  lu  -70*(  with  no  opproriublo  drift,  for  uir- 
borno,  high-ulliludo  uto.  Spoiiul  thupn  oouilublo. 


OIFIEXER  -  VHF-TA(AN  Anionnu  Oiploiing  filtor, 
improocd  ooiiion  of  tho  ilundord  Hicrophno  Typo 
(l'234S  with  improiod  VSWR.  Iiolution  in  tho 
TACAN  bund  it  VO  db  topublo  of  handling  2  hw 
pooh  powon 


MICROPHASE  CORPORATION 

Box  1 1 66  Q  •  Greenwich  •  Connecticut 

NOrmandy  1-6200  •  WEstmore  9-1998 
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Controlled' 


Atmosphere  Furnaces  mean 


fast,  low-cost  heat-scour¬ 


ing.  brazing  or  soldering 


operations 


because 


Furnaces  heat 


from 


THE  COMPLETE  PACKAGED 

VecTroL® 

Thyratron  Grid  Control 


Available  from  Stock 

•  Patented  ■upersensltlve  circuitry 

avoid*  need  ior  preampiliier 

•  1  Package  controi*  I  or  2  thyratron* 

•  FaiUaie  No  bia*  needed 

■  4  Uolated  D.C.  control  winding* 

•  In*ulation  t**t*d  at  1SOO-2SOO  volt* 


All  Thyratron  Control  Applications 

•  Motor  and  generator  control* 

•  Regulated  power  eupplie* 

•  Servoamplilier* 

•  Electronic  temperature  control* 

•  Proce**  control  in*trum*ntation 

•  Automation  *p**d  program  control* 


Consulting  &  Design  Service 
VecTroL  Engineering,  Inc. 

P.  O  Bos  1089  Stamford,  Conn. 

DAvii  4-U07  4^7* 


20''Ce  to  1200°Ceit5;tp:r 
in  just  5  minutes  *  *  * 
Cool  equally  fast,  too! 


Manuracturers  of  metal,  ceramic  or 
rare-metal  parts  for  electronic  ami 
other  precision  use,  find  SK('.()  (Con¬ 
trolled- Atmosphere  F'urnaces  speed 
up  production,  cut  power  costs,  save 
man-hours.  They  do  this  Itecausc  the 
unique  heating  principle  applied  to 
SECO  alloy  tuhular  muffles  cuts  pre¬ 
heating  time,  reduces  gas  consump¬ 
tion,  reaches  operating  temperatures 
faster,  reduces  waiting  time.  SECO 
muffles  cool  faster,  too;  are  less  sensi¬ 
tive  to  thermal  shock,  last  longer! 


MODEL  3-D-24 

H  •  i  g  h  t :  62'/2",  Depth:  20”, 
Width;  52".  Muffle  length:  24", 
Diameter:  3".  Power  require¬ 
ments:  5.8  l.v.a.  full-load;  205-234 
vt.,  60  cy.,  I -phase. 

Shipfted  complete  with  accesso¬ 
ries,  ready  to  connect  to  power, 
gas  and  water  supply. 


8f>KCIALI8T8 

from  000ai60  to  2  56  TPI 
and  Notional  Miniolure. 


ir  LAR08  8TOCK 

Brass  and  stainless  Hex, 
Round,  Flat,  and  Fillister 
heods  from  3/32"  to  V5". 
Also  nuts  and  washers. 


it  8I>8CIAL8  TO  ORD8R 

any  quantity  and  material. 
Plating,  heat  treating,  and 
second  operations. 

it  PROMPT 
D8LIV8RI88 
to  meet  your  requirements. 


AMONG 


USERS 


SYLVANIA  electric  products,  INC. 

Mountain  View.  Calif. 

TEXAS  INSTRUMENTS  INCORPORATED 
Dallas.  Teias 

HEWLETT-PACKARD  COMPANY 
Palo  Alto,  Calif. 

SPERRY  ELECTRONIC  TUIE  DIVISION, 
SPERRY  RAND  CORPORATION 
Gainesville.  Florida 
LITTON  INDUSTRIES 
San  Carlos,  California 
GENERAL  ELECTRIC  COMPANY, 
MICROWAVE  LABORATORY 
Palo  Alto,  Calif. 

Among  Othar  SECO  Products 
Backward  Wave  Oscillators 
Traveling  Wave  Tubes 
Precision  Spot  Welders 


it  TBLBPHONB 

POR  QUOTATION8 

Southbridge,  Moss.,  POrter 
4-4394 


Write  for  the 
SECO  Story,  Dcpi.  E 


STEWART  ENGINEERING 

COMPANY 

CONTROLLKD  ATMOSPHKRE  FURNACE  DIVISION 

SOQUEL  CALIFORNIA 


Write  lor  free  catalog  containing 
prices  and  dimantionol  data. 
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ELECTRICALLY 

Variable  Inductors 


Vari-L  Company,  lnc< 


Stamford,  Conn. 


Phono:  FIrosido  8-0091 


Tlie  Convenient  and  Reliable  Method 
top  Non-Mechanical  Frequency  Control 

We  offer  six  years  experience  in  the  exclusive  custom  design  applications.  A  stock  line  is 

field  of  high-frequency  saturable  core  react-  maintained  for  rapid  service  to  designers, 

ors  for  such  equipment  as  sweep  oscillators,  representative  types  being  described  below 

receivers,  modulators,  spectrum  analyzers  and  and  in  more  details  in  our  catalog.  Samples 

frequency  synthesizers.  We  carry  on  continu-  of  special  inductors  usually  take  only  a  week 

ous  research  in  such  areas  as  evaluation  of  or  two  for  delivery  Write  for  a  quotation  on 

core  materials,  packaging  techniques,  and  a  Van-L  inductor  to  your  specifications. 


MANY  SIZES  IN  STOCK 

LENGTHS  IN  INCHES: 

FROM  3/32  TO  5/8 
DIAMETERS: 

FROM  .031  I.D.  X  .003 
TO  .195  I.D.  X  .010 


yr  QO  Typical  Freq.  Range.  0-40  ma:  100  to 
ITII  UA  150  me.  Starting  Inductance  0.2  ph, 
±10%.  PM  Bias,  sealed  m  steel  can  (dotted 
curve  shows  performance  of  MF-82C,  same  as 
above  but  in  copper  can). 


MolybeJenum  Sleeves 
Precision  Stamping 


GEORGE  PRODUCTS  CO..  Inc. 


7S9  Ramsay  Ava.  •  Hillsida  5,  Naw  Jarsay 


rsuKs  xmuM 
uow  TNI  dim 
tu  Q  (UNIS 


Typical  Freq.  Range.  040  ma  20  UL./R/ 
to  40  me.  Starting  Inductance  1.5 
uh.  ±10%.  PM  Bias,  sealed  m  steel  can  (dotted 
curve  shows  performance  of  MF-7R2C,  same  as 
above  but  in  copper  can). 


I  Typical  Freq  Range.  0-50  ma  2.0  to 
5  8  me.  Starting  Inductance  45  ph. 
PM  Bias,  epoxy  embedded. 


RAWSON  METERS 


MUITIMET[RS»  and  REGULAR  METERS 
AC  and  DC  types,  multiple  rentes,  accuracy  — 
tX  of  I’jk.  2  microamperes  to  I  ampere  DC. 
2  milliamperes  to  J  amperes  AC. 

ELECTROSTATIC  VOLTMETERS 
Rentes  100  V  to  3S,000  V,  AC  or  DC,  Resistance 
esceeds  million  metobms.  Con  measure  static 
electricity, 

FLUXMETERS 

Laboratory  and  production  measurements  on 
matnets  and  matnetic  circuits.  Sintle  push 
button  retum-to-cero. 

ROTATING  COIL  GAUSSMETERS 
Our  most  recent  develoment  for  measurint 
matnetic  Held  strenttbs.  Moasures  from  a  few 
tausses  to  120  kilotausses. 

WATTMETERS 

New  type,  bith  frequencies,  low  power  factors, 
very  low  wattates  —  u-rife  for  new  buHrtin. 


Typical  Freq.  Range.  0-50  ma:  1000  pA, 
to  8000  cps.  Starting  Inductance  4.0  '  “ 
henries,  ±10%.  PM  Bias,  epoxy  embedded. 


CATALOG  E-8/58  ON  REQUEST 


ELECTRICAL  INSTRUMENT  CO. 

fint  intirumenis  since  1918 
112a  PoHer  Sfroel  s  Cambridgo,  Matt, 
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The  Models  W  and  WX  are  the  only  commercial 
machines  capable  of  winding  Lattice- 
V  Bobbin-Interleaved-Single  Layer-  > 
Bank-Interwoven  coils. 


The  perfect  machine  to  cut  costs  and  still  provide 
exact  set-up  gear  ratios  for  standard  produc- 
tion  machines.  The  Model  WX  and  W  > 
are  equally  suitable  for 
high  production. 


ELECTRONIC 
DESIGNERS 
GO  FIRST 
TO 

THE  “GUIDE" 

Wherever  designers  and 
specifiers  have  immediate 
need  for  readily  accessible, 
necessary  product  informa¬ 
tion  at  their  breadboards, 
there,  year  after  year,  will 
you  find  the  ELECTRONICS 
BUYERS’  GUIDE.  "Who 
makes  what  produa  or  pro¬ 
vides  what  service?”  "Where 
can  I  buy  it?”  "Where  can  I 
find  complete  and  accurate 
produa  specs?”  These  are 
questions  that  are  asked  daily 
by  the  men  who  design- in 
electronic  produas;  these  arc 
questions  that  have  been  an¬ 
swered  for  the  past  seventeen 
years  by  the  "Guide,"  the  ac¬ 
cepted  reference  book  of  the 
industry. 

Year  after  year,  the  design¬ 
ers  of  the  industry  have  pre¬ 
ferred  the  "Guide”  for  its 
Simplicity  of  Style  (as  easy 
to  use  as  a  telephone  direc¬ 
tory),  for  its  Accuracy  (the 
industry  helps  the  Research 
Staff  revise  its  listings  every 
year)  and  its  Complete  Prod¬ 
uct  Specs  (advertisers  have 
told  their  complete  produa 
stories  in  the  "Guide”  con¬ 
sistently). 

T he  key  people  of  the  in¬ 
dustry  —  the  buying  influ¬ 
ences— rely  on  the  "Guide” 
for  the  answers  to  their 
product  problems. 

For  Product  Data . . . 

the  electronics 
BUYERS'GUIDE 


From  a  wide  variety  of  fine  coil  winding  equipment 
for  every  need:  Model  W,  available  with  adjustable 
cam  traverse,  winds  every  coil  pattern  excep?  toroids. 
WX  has  a  continuously  variable  feed  or  gain  control; 
allows  rapid  set-up  without  changing  gears. 


We'//  be  pleased  to  send  you  complete  Information.  Write  or  phone 

(^<Ul  (^0. 

OYSTER  BAY  N.Y.-  OYsler  Bay  6-1285 
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Engineers, 

designers, 

specifiers, 

and  technicians 

have  found  the  “Guide” 


up-to-date, 
the  most  accurate 
and  the  ^ 
complete  source 
available. 

These  key  people 
of  the  industry 
(the  buying  influences) 
rely  on  the  “Guide” 
as  the  answer 
to  all  their 
product  problems 


choose 

and 


electronics 

BUYERS’ 

GUIDE 


High  Speed,  Versatile  ^ 
(  Toroid  Winders  for  Production 
or  Laboratory 


These  simple,  rugged  and  versatile  toroid 
winders,  Models  T  and  T-2,  hove  been  carefully 
scaled  to  cover  the  most  used  range 
of  wire  and  core  sizes. 


MODEL T 

High  speed,  single  ring  machine  without  slider  or 
other  projection  on  the  bobbin  permits  maximum 
production  through  relatively  small  ID's.  / 
Has  extra  large  wire  capacity  often 
eliminating  expensive  splices. 


% 


MODEL  T-2  \ 

Adaptation  of  Model  T 
designed  for  winding 
smaller  coils  while 
maintaining  all  the 
production  advantages. 
These  two  high  speed 
toroid  winders  supple- 
^  ment  our  complete  line  of 
winders  that  are  tailored 
to  encompass  every 
winding  production  ^ 
need. 


Also  power-fed  models  with  wire  capacity  as  heavy  as  No.  5  AWG 

We'll  be  pleated  to  send  you  complete  information.  Write  or  phone 

^(Ul  > 

OYSTER  BAY  N.Y.-OYsler  Bay  6-1205 
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Wlwn  ordering  or  tookinq  informetien 
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CHICAGO  13,  H.I. 


Electro-Sealing 

Service— 

Provides  the  design,  enclosure,  base,  brackets 
and  terminals. 

Assembles,  wires  and  seals  your  component 
in  an  atmosphere  of  dry,  inert  gas. 

Evacuates  enclosure  by  high-vacuum  system 
and  thoroughly  tests  for  leaks  by  means  of  mass 
spectrometer. 

In  addition  to  volume  production,  provides 
small  quantities  for  engineering  samples  or  for 
limited  production  schedules. 

Invites  you  to  send  complete  engineering  in¬ 
formation  and  samples  of  parts  to  be  hermeti¬ 
cally  sealed. 


EXCLUSIVE  FEATURES 

•  Built-in  Multimeter 

•  Regulated  Power  Supplies 

•  Expendable  Plugs  for  Component 

Leads 

•  Short,  Direct  Connections 

•  Eight  Potentiometers 

•  Built-in  Resistance  and  Capacitance 

Selector  Boxes 

•  Convenient,  Portable,  Reliable 

DESCRIPTION 
Case  Dimensions 
Cover  on:  15"  x  12"  x  6  Vi" 
Weight:  15  pounds 

PANEL 

Material:  XXXP  Paper  base 
phenolic,  1  million  megohms  re¬ 
sistance 

Wiring:  Printed  Circuit 
PANEL  ELEMENTS 

Multimeter: 

D'Arsonval  Movement,  sensitivity  of 
20,000  ohms  per  volt  on  DC  volts  and 
5.000  ohms  per  volt  on  AC  volts. 
Potentiometers:  8  each. 

Resistors  with  values  from  33  ohms  to 
10.0  M. 

17  capacitors  with  values  from  .001  to 
.15  mfd. 

lacks:  341  jacks  arranged  in  busses  and 
tie  points. 

Plugs:  Expendable,  easily  crimped  to 
component  leads;  contact  resistance, 
plug  to  jack:  Less  than  .004  ohms. 

POWER  SUPPLIES 

2  seporate  6.3  volt  AC  supplies,  continu¬ 
ously  variable  DC  output  0  to  400  volts 
up  to  120  mils,  negative  105  VAC  volt 
fixed  bias  potential. 

ACCESSORIES  INCLUDED 
Expendable  Plugs 
Pre-Cut  lumpers 
Tube  Adapters 

MFGRS.  REPRESENTATIVES 
Technical  Initrumcnts,  J.  Y.  Schoenmaker 

Inc.  Dallas,  Texas 

Reading,  Mass.  ..  ... 

Gerald  8.  Miller  ***'^'*t«* 

Hollywood,  California  York,  N.  Y. 


Electro-Seal 

Corporation 


946  North  Avenue,  Des  Plaines,  Illinois 


ENABLES  YOU  TO  TRANSFER  POWER  OVER,  UNDER,  AND 
AROUND  OBSTACLES  ECONOMICALLY  AND  EFFICIENTLY 


Circle  Ess  Flexible 
Shafts  offer  economical 
construction  and  low 
maintenance  costs  for 
remote  control  opplico- 
tions.  Many  manufac- 
turers  reduced  expendi¬ 
tures,  and  saved  space 
by  using  flexible  shaft¬ 
ing  to  eliminate  align¬ 
ment  problems  ond  ALL 
gearing.  For  complete 
information  about  Cir¬ 
cle  Ess  Flexible  Shaft 
assemblies  and  our 
Adopters  used  with 
Flexible  Shafts  write  to 
us  on  your  letterhead. 


Watt  Coast  Plant:  2404  Be.  Grand  Ava..  Lea  Anielas  7.  Callternia 


When  ordering  or  seeking  information 
please  mention  Electronics  Buyers'  Guide. 
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Amplifiers,  Magnetic 
Chokes,  Audio  Frequency 
Cotts 

Audio  Freguotoy 

nittr 

Leodbig  ^ 

Toroidal 

Demodulators,  Mognetic 
Embedded  y^emblies 
Embedded  Components 
Encopsulotioe  wvfces 
Equoliiers 
Filters 

Bond  ERmination 

Bond  Pass 

Boctric  Wovo  Soction 
Equaliser 
High  Pass 
^’..Low  Pass 

hidiictors 

Audio  Frequency 
Toroidal 

Loading  Coils,  Toroidal 

Magnetic  Amplifiers'^’"*-*- 
Hiqh  Speed 
Power  Puking 
Push  PuV 

Soturobio  Eooctor 
Solf'Sotureiting 

Modulators,  Magnetic 


Reactors 

Audio  Froquoney 
High  Q 
Power  Pulsing 
Soturable 
Switching 

Relays 


Time  Delay  ^  ^ 

Ultra  Sensitive,^*  /  *  j 

Under  Frequency '  Cut-jOufi 

Sealing  Service,  Hermeti^^ 

Terminals  * 

Feed  Through 
Hermetic  Sealed 
Miniature 
Silicone-Ceramic 

TerminaT  Boards 

Terminal  Heoders 

Terminal  Str^l 

Toroids 

Audio  Frequency  Inductors 
Coils 

Magnetic  Amplifier-"-'  * 
Transfonu^  -ii\^  ^ 

Transformers,  400  cycle 
Auto 
Bios 

Filament 

Isolation 

Phasing  ^ 

Plote  '  .  » 

Plate  -  Fikunent 

Power 

Precision 

Signal  tiC  'TBBl  •  2 

Jronsf  ormen  o  n  w .  cTl 

I  Audio  f 

j  i  Coupling 
Input 

4  Interstogn 
lil  Miniature 
J  Oscillator 

^  Output  ^ 

Printed  Circuit  ' 

Toroidal 


Tuned  Circuits 


ELECTRONICS.  INC. 

1090  Morrla  Av.,  Union,  N.  J, 


Send  for  descriptive  brochure. 


When  Qrderiitg  or  seeking  mfermotiefi 
pieose  mention  Electronics  Buvers'  Gutda. 
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ELECTRONICS  INTERNATIONAL  CO 


This  family  of  fine  instruments  reflects  the  best  in  contem¬ 
porary  design— reflects  further  the  mathematical  elegance  of 
ELIN's  basic  two-tube  oscillator  circuit! 

Mere  successfully  combined  for  the  first  time  in  any  instru¬ 
ment  are  three  characteristics -Constant  voltage  under  vary¬ 
ing  line  and  load;  Virtual  absence  of  harmonics,  noise  and 
hum;  High  order  of  frequency  stability -usually  considered 
incompatible  with  high  power  levels. 

These  characteristics... plus  power... abundant  witnin  their 
ratings... prove  ideal  for  critical  applications  at  the  test  site, 
as  well  as  in  the  laboratory  and  on  the  production  line. 

The  low  source  impedance  (measured  in  milliohms)  ‘‘system- 
mates"  these  sources  to  your  load  requirements  without 
requiring  impedance  matching. 

With  ELIN  oscillators  the  engineer  will  find  new  freedom 
in  making  exacting,  reproducible  measurements. 

In  addition  to  the  standard  DK-100  Series  oscillators  illus¬ 
trated  here,  Electronics  International  Co.  also  manufactures 
units  of  similar  power  with  special  modifications  as  follows: 
DK-200  Series -Two  or  more  frequencies,  switch  selected. 
DK-300  Series-Two  or  more  discrete  voltages,  switch  selected. 
DK-400  Series  —  Discrete  step  frequencies  and  voltages. 
DK-500  Series  —  Amplitude  and  frequency  networks  are  oven 
stabilized  for  greater  precision.  DK-600  Series -Same  as 
DK-200  but  oven  stabilized.  OK-700  Series -Same  as  DK-300 
but  oven  stabilized.  DK-800  Series  — Same  as  DK-400  but  oven 
stabilized. 

On  special  order.  Electronics  International  Co.  supplies 
two-phase  and  three-phase  oscillators  whose  overall  charac¬ 
teristics  aie  generally  identical  with  specifications  of  the 
single-phase  units. 

We  also  manufacture  single,  two  and  three-phase  electronic 
power  generators  in  ratings  up  to  1  kilowatt,  which  at  this 
elevated  power  level  preserve  many  of  the  essential  charac¬ 
teristics  of  constant  voltage,  frequency  stability,  and  low 
distortion  which  distinguish  our  standard  line  of  precision 
power  oscillators. 


0K-102  (2  watts) 
DK-106  (6  watts) 


Pottnfed  ond  Pottnu  Pendi 


RACK  MODEL 
DK-102R  (2  watts) 
DK-106R  (6  watts) 


GENERAL  FEATURES  AND  SPECIFICATIONS 


INPUT:  105-125  volts  50-400  cycles; 
power  consumption  varies  with  model. 
OUTPUT;  DK102  and  DK106,  10.  20.  30, 
100  volts,  R  M  S.  (other  voltages  avail¬ 
able  on  order);  DK115  and  DK150.  115 
volts,  R.M.S.  (other  voltages  available 
on  order). 

Output  is  floating  with  respect  to  ground 
and  is  center-tapped.  Any  terminal  may 
be  grounded.  Internal  impedance  in  the 
low  milliohm  region,  near  zero  at  low 
voltages;  somewhat  higher  impedance  at 
elevated  voltages.  A  trimmer  provides 
fine  voltage  adjustment. 

Note:  Last  two  digits  of  model  numbers 
indicate  output  power  in  watts. 
FREQUENCY:  Any  frequency  between  250 
and  15,000  cps  can  be  supplied  at  no 
additional  cost.  For  other  frequencies  or 
multiple  frequency  units,  quotations  on 
request.  Units  may  be  slaved  Tuning 
fork  reference  can  be  supplied  at  extra 
cost.  A  trimmer  provides  fin?  frequency 
adjustment. 

Characteristics 

FREQUENCY  ACCURACY;  Within  0.5%  of 


rated  frequency  at  room  temperature. 
Airborne  units,  -65  to  -)-165°  F.  Spe¬ 
cial  temperature  compensated  units  to 
order.  DK500  Series,  oven  stabilized  for 
greater  accuracy. 

FREQUENCY  STABILITY:  Shift  from  appli¬ 
cation  of  full  load,  less  than  0.1  cycle 
at  1,000  cycles. 

Shift  due  to  line  voltage  variation  of 
10  volts,  less  than  0  05  cycle  at  1,000 
cycles. 

DISTORTION:  Total  harmonic  content  is 
less  than  0.1%  (60  db  down). 

AC.  hum:  Less  than  0  03%  of  signal 
(70  db  down). 

Noise:  Less  than  0.001%  (80  db  down). 
AMPLITUDE; 

PEAK  k  Output  voltage  constant  to 
R  M  S  \  .1.0.1%,  all  conditions  of 
AVERAGE  '  line  and  load. 

Maximum  deviation  for  line  voltage  vari¬ 
ations  from  105  to  125  volts,  0.02%. 
Maximum  deviation  from  zero  to  full  load 
conditions  0.05%. 


ORDERING  INFORMATION 

1.  OKIOO  Series . Standard  model 

2.  DK500  Series . Oven  model 

3.  "R"  alter  model  no.  denotes  rack  mounting. 

4.  “A”  after  model  no.  denotes  Airborne  unit. 

5.  Last  two  digits  of  model  no.  denotes  power  output. 

6.  All  requests  for  information  or  formal  P.  O.'s  should  include 
output  voltage,  output  frequenc)r  and  input  power  requirements. 

FOR  COMPLETE  INFORMATION  on  individual  ELIN  Precision  Power 
Oscillators,  write  for  free  bulletins  and  mention  your  requirements. 
You  will  receive  a  prompt  reply  at  no  obligation,  of  course. 


ELECTRONIC  INSTRUMENTATION 


ELECTRONICS  INTERNATIONAL  CO 

145  West  Magnolia  Boulevard,  Burbank,  California 


when  errferinf  or  ttking  information 
ploOM  mention  Eloctronics  Buyera'  Guido. 


June,  7958 -MID-MONTH -ELECTRONICS  BUYERS'  GUIDE 


PANORAMIC’S  long  and  specialized  experience 

in  electronic  measurement  guarantees  reliable 
instrumentation  to  speed  your  research  and  development 
projects . . .  solve  your  production  testing  problems 


Panoramic’s  widely  accepted  and  completely  dependable 
SPECTRUM  ANALYZERS  provide  stable  displays  for 
rapid  accurate  analyses  —  O.S  cps  to  44,000  me 


For  low  frequencies  — 

Modal  LF-2  O.S-2,2SO  cps  Modal  LP-lo 

•  0.1-20  cps  resolution  *  Orood  ron94 

•  Six  swoop  widths*— 2  to  500  cps  o  200,  1000  < 

a  lO-tac.  to  16-min.  icon  infar-  tanlarad  on 

vols  ,  ,  , 

•  Ouilt  in-chort  rocordor  • 

•  High  stobility  scolos 


Model  LP-lo  20,22,500  ept 

o  Orood  rongo  log  froq.  scale  40'€ps*20  kc 

•  200,  1000  or  5000  cps  linoor  segments 
centered  onywhere  from  0*20  kc 

•  Lineor  ond  2-decocie  log  omplitude 
scoles 


For  the  ultrasonic  range  — 

Modal  SB-7aZ  1-300  kc  Modal  SB-15  0.1  525  kc  ^ 

a  Con.inooo.lr  yoriobla  .waap  widd.  •  Ciwdnooo.lr  ''"""‘‘la 
,0  200  kc,.  C  r  ond  I  F.  bondwidd,  fj.'  V 

e  lineor.  2  decode  log  ond  2.5  db  ex*  ,  Lineor,  2  decode  log 
ponded  amplitude  scoles  ond  2.5  db  expended 

e  Discrinkinotor  controlled  lineority  ond  amplitude  scales 

stability  *  Highly  versatile  for  voried  opplicotions 

For  RF  •  VHF  •  UHF  analysis  up  to  1000  me  — 

I  «■  |g_  I  Model  SA-Bb  Ponolytor  in  3  Types 


Model  SA-12a 
Ponolyior  Ty|M  T-100 
e  60  db  dynomic  ronge 
e  10  cps  resolution  copobility 
e  100  kc  nsox.  sweep  width 
e  Criticolly  designed  for  sensitive  onol* 
yses  .  .  .  testing  SSB  systems 

Model  $A-3  Ponolyiors  in  5  Types 

e  Generol  purpose  workhorse 

•  AAax.  sweep  width  'onges  of  50  kc-6  me 

•  Resolution  ronges  1  kc  to  50  kc 

•  3  '  CRT 

•  line  syrKhronised  sweep  rote 

e  Continuously  vorioble  sweep  width 


•  Max.  sweep  width  ranges  200  kc  to  10  me 

4  Resolution  ror>ges  of  50  cps  to  100  kc 

•  Continuously  vorioble  sweep  width, 
resolution  ond  scon  rote 

e  lin,  log  and  power  amplitude  scoles 

Model  SA-Bb  in  3  Types  Ponodaptors 

Model  SA-3  in  11  Types 

e  Designed  to  operote  with  receivers 
with  I.F.*s  from  455  kc  to  30  rrK 

•  Show  signols  on  either  side  of  fre¬ 
quency  to  which  receiver  is  tuned 

•  AAox.  sweep  width  ronges  50  kc  to  10  nsc 


For  high  frequencies- 


Modal  $I*A-1  50  4,000  me 

e  High  inherent  stability 

•  Sensitivities  up  to  —100  dbm 
with  internol  preamplifier 

e  Continuously  vorioble  sweep 
width  (10  mC'O),  resolution, 
scon  rate  orsd  diPerentiol 
nsorkers  (±50  kc  to  ±S  me) 

•  lin,  log  ond  power  amplitude  scoles 


Modol  SPA-4  10-44,000  me 
I  •  Single  tuning  heod  hos  some  sensitivity 
I  os  multi  tuning  heod  orsolysers 
!  •  Continuously  vorioble  sweep  width  (70 
me  to  0)  ond  resolution  (1  to  BO  kc) 
4  Colibroted  power,  voltage  ond  log 
omplitude  Koles 
ono  log  omplitude  scales 
•  I.F.  blonkinp  input  for  multi-pulse 
code  seporotion 


Panoramic’s  specially  designed  TELEMETERING  TEST 
INSTRUMENTS  provide  a  simple,  reliable,  almost 
Instantaneous  method  of  checking  airborne  packages 
and  ground  station  equipment  in  FM/FM  Systems. 


ModalTMI-lo 
Telemetering  Indicotor 
4  Bosic  instrunsent  disploys  fre¬ 
quency  vs.  omplitucie  of 
composite  sigrtol  components 
*  Frequency  range  350cps  to  85 
kc  log,  ±50cps  to  ±10  kc 
lineor  segments  centered  ony¬ 
where  between  0-70  kc 
4  lin  ond  log  omplitucie  Koles 
4  Automotic  optimum  resolution 

Simultoneoul  11 -Point  Colibrotor 
4  Generates  simulfoneous/y  extremely 
precise  calibrating  frequencies  for  oil 
IRIC  channels  in  system 
4  11 -point  calibrations  outomoticolly  se¬ 
quenced  or  individually  odjustoble 
4  Simple,  relioble  operation 
4  Compoct  pockoginp 
4  Ideal  for  automotic  discriminator  cali- 
brotion  and  os  reference  for  data  re¬ 
duction 


Model  TMC-1  Subcorrier  Deviotion 
Indicator  and  3-Point  Colibrotor 
4  Built-in  channel  selector 
4  Furnishes  3  frequeiKies.  _  ^ 

chonnel  by  chonnel  for 
discriminator  colibrotion  MBH 

4  Sets  nsox.  deviation  limits 

ond  C.F.  of  subcorrier  os*  IH 

dilators  with  TMI-1a  ^ 

4  long  term  freq.  occurocy  0.02% 

Model  TMC-307o  7-Point  Calibrator 
4  Furnishes  7  equally  spaced  frequencies 
for  discriminator  colibrotion 
4  Long  term  freq.  accuracy 
0.02% 

•  Use  with  TMI-1o  ond  (»/ /^  \v 

CMS-1  Channel  ^  .  rr  \  rT 

Selector  for  ^  yV  y*i 

multi-point 
colibrotion  of 
subcorrier 

ouillotor.  rs  i  1 1  tfS  fS  1 


[dependable  1 

CERTIFIED 

SPECIFICATIONS  ^ 

for  accurate  / 
\  data  I 


Designed  and  constructed 
to  meet  performance 
specificotions  over  long 
periods  of  hard  usage, 
Panoromic  instrun«ents  are 
PROVED  PERFORMERS 
in  loborotories,  plants 
ond  militory  instollotions 
oil  over  the  world. 


Panoramic’*  unique  0.5  to  500,000  cps 
CURVE  TRACING  INSTRUMENTATION 
SYSTEMS  provido  single  line  response 
to  fundamental  frequency  only  ... 
discriminate  against  noise  and  hum  .  .  . 
have  virtually  unlimited  dynamic  range. 


•*  J 


COMPAIIOI 

SMC  CP 
FtCQUtPCT 

souacc 


HAIHO  PROlunS 


Frequency  Response  Indicators  oper¬ 
ate  with  appropriate  Panoramic  Spec¬ 
trum  Analyzer  and  accessory  instru¬ 
ments — 

0.5-2,230  cp.  MODEL  C-3  wirti  LF-1  or  IF  2 
20-22.300  cp.  MODEL  C-2  with  LP-lo  or  AP-1 
t  300  kc  MODEL  G-3  with  SB  7oZ 
0.1  323  kc  MODEL  C-13  with  SB-13 

Sweep  Generator  operates  with  oscil¬ 
loscope  indicator  and  Panoramic  ac¬ 
cessory  instruments — 

Modal  SG-1  20-200,000  cps 

4  2  fiKgd  log,  2  adjustabU  linoar,  twggp 
widths,  individually  calibrated 
4  Passive  null  type  internal  morkers 

Accessory  Instruments — 

Model  TW-1  Triongular  Wave  Generator 
4  Permits  tracing  responses  of  highly  selective 
networks 

4  Produces  continuously  vorioble  linear  bi-di¬ 
rectional  time  base  to  adjust  scon  rote  for 
true  response 

Model  SW-1  Signal  Alternator 
4  Bi  Stable  switch  olternates  anolysis  between 
two  inputs  on  successive  scans 
4  Facilitates  precise  comparisons  of  production 
models  with  stondord  and  the  injection  of 
colibroting  morkers 


Specialized  experience,  rigid  quality 
controls,  continuous  product  im- 
'//'/TVW  ^  provement  and  far-sighted  develop- 

/  /  ie  the  leeder  ment  techniques  assure  the  finest  in 
1^/  /  I  \  '  instrumentation  for  the  analysis  of 

I  *  measurement  problems. 

Send  for  our  new  CATALOG  DIGEST  and 
ask  to  be  put  on  our  regular  moiling  list 
for  The  PANORAMIC  ANALYZER  feoturing 
opplicotion  dota. 

S52  South  Fulton  Ave.,  Mount  Vernon,  N.  Y. 

Talaphona:  OWant  9-4600 

Coblai:  Panoramic,  Mount  Varnon,  N.  Y.  Slata 


TUBINGS  AND  SLEEVINGS 

Braided  Fiberglass  •  Coated  Braided  Fiberglass 
Dependable  Electrical  Insulation 


Check  these  superior  Bentley,  Harris  products  for 
the  electrical  insulation  you  need  to  protect  your 
products.  Call  on  the  BH  Laboratories  for  help  in 
specific  insulation  problems  —  we  welcome  tough 
assignments.  Write  for  complete  BH  Insulation 
details,  product  samples,  or  additional  catalog 
information. 

BH  VINYL-SIL  8000 
AND  BH  VINYL-SIL  105 

Combines  stabilized  organic  resins  with  those  of 
the  silicone  group  to  form  products  of  unequalled 
heat  resistance  and  non-corrosiveness.  Meets 
requirements  for  Grades  B-A-1,  MIL-I-3190A, 

ASTM  and  NEMA.  Available  in  Black  and  colors. 


FOR  HI 
AND  LOW 
TEMPFRATURES 


FOR  PUSHBACK  WITHOUT 
BREAKDOWN 


BH  VINYL-FLEX  4000 

Offers  the  versatile  properties  of  vinyl-glass  sleev- 
ings  at  low  cost.  Meets  all  requirements  of  MIL-I- 
3190A,  ASTM  and  NEMA  standards  for  Grades 
B-B-1,  B-C-1  and  B-C-2.  Available  in  standard 
sizes  and  colors. 

BH  "1151" 

A  permanently  flexible  silicone  rubber  glass-fiber 
Class  H  (inorganic)  insulation  for  continuous 
operation  through  a  temperature  range  of  — 68®C. 
to  200*C.  Meets  specifications  MIL-1-18057A. 

Grades  H-A-1  through  H-C-2  in  Natural  White 
and  colors. 

BH  EXTRA  FLEXIBLE 
FIBERGLASS  SLEEVING 

Comparable  to  single  saturated  (B-C-3)  sleevings 
but  completely  flexible,  even  after  exposure  to 
heat  aging.  Patented  treatment  prevents  fraying 
without  varnish. 

BH  SPECIAL  TREATED 
FIBERGLASS  SLEEVING 

An  unsaturated  sleeving.  Non-raveling.  For  tem¬ 
perature  applications  up  to  1200*F. 

BEN-HAR  BRAIDED  LACING 
AND  WINDING  TAPE 

Glass  fibers  plus  DuPont  Teflon.  Knots  stay  tight 
—  non-slip.  Non-shrink,  non-absorbent,  inert,  wax- 
free  and  fungus  proof.  Pliable  from  — 100*F. 
to  500*  F. 

Bentley,  Harris  Manufacturing  Co.,  Conthohocken  13,  Pa.  •  Phone  TAylor  8-0634 


CUTS 

CLEAN 


BENTLEY,  HARRIS 


BH  Noo-Frayiog  Glass-bber  rleevings 
are  made  by  an  exclusive  Bentley, 
Harris  process  (U.S.  Patent  Nos. 
2393330;  2647296;  and  2647288). 


POTENTIOMETERS,  PRECISION, 

WIRE  WOUND 

Military  and  civilian  applications 
General  RETMA  dimensioning 

RESISTORS,  PRECISION, 

WIRE  WOUND 

General  purpose,  steatite  forms; 
Encapsulated  to  MIL-R-93-A; 
Encapsulated  resistor  assemblies 

RESISTORS,  PRECISION, 

WIRE  WOUND 

High  voltage  to  1000  kv 

Air  or  oil  immersion  applications 

MOBILE  UHF  RECEIVERS 

Dual  conversion,  rugged  construc¬ 
tion,  6  or  12  volt  operotion 

ENTERTAINMENT  SYSTEMS 

Carrier  current— Tope  and  radio 
progroms  centrally  controlled 
and  distributed  over  existing 
wiring  systems  in  hotels  •  hos¬ 
pitals  •  ships. 

SWITCHES,  TAP, 

TELEPHONE  QUALITY 

Up  to  26  positions  and  to  16 
levels  or  52  positions  and  to  8 
levels 


Deuelopment  Co 

2606  Spftny  Strttt 
Rrduiood  City.  California 


SLEEVINGS 


SHOCKLEY  FOUR-LAYER 
BISTABLE  TRANSISTOR 
OlODE 

for  applications  in: 

Computers/Teiephony/Control 

CHARACTERISTICS 

Breakdown  voltage  . 20-100  v 

Breakdown  current  . <500  po 

Holding  voltage  . <3  v 

Holding  current  . 1-50  ma 

"On"  resistance  . <20  ohms 

Dissipation  . 100  mw 

Time  to  close  .  . <0.1  user 

Time  to  open  . <0.2  psec 

AAony  forward-looking  developments 
are  under  way  in  the  Shockley  Labo¬ 
ratory.  You  are  invited  to  discuss  your 
special  problems  In  semiconductor 
devices  with  our  staff  of  specialists. 

Shockley  Semiconductor  Laboratory 
of  Beckman  Instruments,  Inc. 

STANTORD  INDUSTRIAL  PARK 
PALO  ALTO,  CALIFORNIA 
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M  A  C 


OESCH 


For  toroidal  coil  tixoi  0.218”  10  to  5”  OO,  wire  tizet  #20 
through  #42  AWC.  Boesch  often  lour  machines  .  .  .  the  new 
TW300  and  TW25I  and  the  well-known  TW200  and  TW20t. 
Shuttle  heads  and  shuttles  ore  interchangeable  on  all  machines. 


Electronic  controls  of  the  TW300  provide  features  never  before 
offered  in  o  toroidal  winder  .  .  ,  100%  accuracy  in  counting 
turns  of  any  size  wire  without  physical  contact  .  .  .  speeds  up 
to  2000  turns  per  minute  .  .  .  4-digit,  2  or  7  position  prede¬ 
termined  turns  counting  .  .  .  controlled  acceleration  and  de¬ 
celeration  .  .  .  automatic  winding  of  any  segment  configuration 
with  exact  repeatability  .  .  .  progressive  winding  of  segments 
or  continuous  coils  in  either  direction.  A  significant  step  toward 
outomotion  of  toroidal  winding,  the  TW300  cuts  production  time 
ond  operator  fatigue,  and  offers  unlimited  flexibility  in  the  pro¬ 
duction  of  new  coil  types  with  superior  electrical  characteristics. 


MODEL  TW200 
TOROIDAL  WINDER 


A  work  horse  of  the  industry,  the  TW200  is  also  o  fully  auto¬ 
matic  high-production  machine  .  .  .  wire  spacing  is  variable, 
core  rototes  automatically  for  continuous  winding,  or  oscillates 
through  ony  ongle  between  45°  ond  180°  for  segmentol  wind¬ 
ing.  Available  with  predetermined  mechonicol  footage  counter 
for  loading  shuttle,  with  optional  fixed  or  0-1200  rpm  variable 
speed,  and  choice  of  6-digil  single-setting,  or  S-digit  5-setting 
electronic  predetermined-turns  counters. 


MODEL  TW201 
TOROIDAL  WINDER 


MODEL  300  TOROIDAL  WINDER  . 

...  A  gignificant  sf«p 
toward  automation 


The  TW20I  is  on  economicol  production  winder  .  .  .  o  pro- 
fessionol  aid  in  the  laboratory,  o  dependable  winder  in  produc¬ 
tion.  Core  is  oscilloted  manually  by  a  single  lever,  but  clamped 
mechanically  Winds  standard  coils  without  attachments.  Avail¬ 
able  with  same  choice  of  counters  and  drives  as  the  TW200. 

The  new  low-cost  TW251  is  o  pockoged  unit,  complete  and  ready 
for  operation.  Similar  to  TW201  but  has  built-in  non-predeter- 
mined  turns  caunter  and  AC  drive  variable  up  ta  1000  rpm. 
A  slower-winding  loborotory  machine,  but  usable  in  production 
like  TW20I  by  oddition  el  predetermined  turns  counter.  Uses 
some  special-purpose  accessories  os  TW200  and  TW201. 


MODEL  TW251 
TOROIDAL  WINDER 


MODEL  TW 
TAPE  WINDER 

A  meter-driven  winder  for  apply¬ 
ing  non-odhesive  tapes  to  toroidal 
ceres  and  coils.  Its  quick  opera¬ 
tion  mokes  it  a  highly  valuoble 
production  tool,  one  minute's  time 
to  tope  a  cere  or  ceil  is  typical. 
Speed  is  varioble,  handles  coil 
sizes  from  %”  ID  to  4*  OD,  winds 
mylar,  rayon,  cotton,  silk  or  glass 
tapes  in  widths  Ks't  %'• 

and  Tape  overlap  is 

continuously  adjustable. 


MODEL  8W2 
SORBIN  WINDER 
A  quick,  rugged,  versatile,  com¬ 
pletely  automatic  winder  for  bob¬ 
bins,  solenoids,  resistors,  reloys 
ond  other  random-wound  coils. 
Speed  is  variable  to  8000  RPM, 
winds  ceils  from  to  5  inches  in 
length,  diometers  to  5  inches,  wire 
sizes  #17  through  #50  AWG. 
Features  single  and  multiple  wind¬ 
ing,  automatic  acceleration  con¬ 
trol,  finger-tip  controls,  operator 
safety  provisions,  life-time  lubri¬ 
cation,  plug-in  electrical  compo¬ 
nents.  Only  8  by  34  by  18*/^”, 
one  operator  con  tend  up  to  four 
machines  placed  side  by  side. 


MODEL  SM 
TOROIDAL  WINDER 
The  first  and  only  toroidal  coil 
winding  machine  ever  manufac¬ 
tured  to  wind  toroids  down  to  Xt 
of  on  inch  ID.  Speed  is  variable 
from  0  to  800  RPM,  handles  wire 
sizes  #26  through  #50  AWG. 
Features  completely  oulomotic 
operation,  continuously  variable 
shuttle  speed,  segmental  and  360 
degree  winding,  predetermined 
length-of-wire  and  turns  counting, 
one-hand  control  to  insert  core  and 
remove  finished  coil,  mechonicol 
core  holder,  automatic  core  roto- 
tion,  dynamic  braking,  and  vari¬ 
able  wire  spacing. 


MODEL  BPA 
PERMEAMETER 

Assure  product  uniformity  and 
eliminate  cost  of  trimming  coils  to 
inductance.  This  unique  instru¬ 
ment  grades  toroidal  cores  before 
winding  .  .  .  meter  displays  per- 
centoge-of-nominal-turns  deviation 
from  stondord  .  .  .  operator  winds 
correct  number  of  turns  to  obtain 
proper  inductance  for  each  coil 
even  though  core  permeability 
varies  from  core  to  core.  Avoilable 
with  either  air-  or  monually- 
operated  fixture,  hondles  cores 
ranging  in  permeability  from  14 
to  125  and  sizes  from  0.3”  ID  to 
5.28”  OD.  Overall  accuracy  is 
0.25%i  large  meter  reads  to 
0.1%. 


Write  for  complete  cotofog  today.  Watch  8oesch  this  year  for  importont  new  developments. 


Boescli  Manufacturing  Co.,  Inc.  Danbury,  Conn. 
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General  Purpose 
Transistor  Test  Set  - 


with  Semiconductor  Regulated  Power 
Supplies  for  ease  of  operation 

rV-AU'  - .. 


9  % 


LABORATORY 


and  quality 


applications 

•  Common  Base  or  Common  Emitter 

•  Current  Range  —  100  fxa  to  1  amp.  (special  models  to 
2  amp.) 

•  Collector  Voltage  Range  —  0  to  100  v. 

•  Frequency  Range  —  100  cps  to  200  kc 

•  Direct  measurement  of  h  parameters  plus  a  and  fi  cutoff 

•  Meter  indication  of  DC  parameters,  Ico.  Ieo.  BVc«,  Vebf 

Designers  of  custom  test  equipment  for  specific  applications 
(e.g.,  automatic  and  production  test  sets).  B-A  transistor 
test  sets  are  designed  by  transistor  circuit  engineers. 

Other  Baird-Atomic  Transistor  Test  Equipment  Available: 

— TRANSISTOR  TEST  SET  —  GP-4 

The  transistor  tester  that  meas¬ 
ures:  h  parameters  and  equivalent  T 
coefficients  .  .  .  NPN  and  PNP  junc¬ 
tion  and  surface-barrier  transistors 
.  .  .  grounded-base  or  emitter  circuits 
.  .  .  alpha  and  beta  cut-off  ...  Ico 
.  .  .  and  Cc.  Measurement  frequency 
from  100  c.p.s.  to  1  me. 


TRANSISTOR  BETA  hie  TESTER  —  KT- 

Portable,  lightweight  transistor 
tester  measures  Beta  hie  and  Ico. 
Completely  self-contained  with  a  tran¬ 
sistorized  1  kc  oscillator  and  bat¬ 
teries,  featuring  printed-circuit 
construction  and  meter  overload 
protection. 

Two  transistor  sockets  —  one 
standard  socket  for  in-line  or  JETEC 
cases,  plus  easy  insertion  socket  for 
long  lead  transistors. 


Minority  Carrier  Lifetime  Test  Set 

Semiconductor  Resistivity  Test  Set 

For  specific  applications,  modified  versions  of  standard 
instruments  are  available. 

Write  for  complete  technical  jnfojmation.  _ _ 

Baird -JBPomic,  Inc.  \ 

33  UNIvewSlTV  RO.  CAMBRIDSe  38.  MASS  | 


IN  STOCK 

Bendix  distributor  has 
thousands  of  PB,  PC,  PT 
connectors  awaiting  your 
call  to  LOcust  7-  5285. 

Authorized  high  volume 
distributor  for: 

BENDIX ‘CANNON 
WINCHESTER 

Idowell 

•  ■l  HAROUO  H.  rOWKI.1.  CO. 

■BP  2102  Morket  St.  *  Philodclphio,  Po. 

Tal.Dhon*!  Locutt 


2102  Morket  St.  *  Philodelphio,  Po. 
TeUphono:  Locust  7-5285 


j 

I  QU> 
I  CRY* 


QUARTZ 


CRYSTALS 


Standard  of  excellence  for  the  crys¬ 
tal  industry.  Produced  in  frequen¬ 
cies  from  500  k.c.  to  200  m  e.  to 
ineet  government  or  your  own  spe¬ 
cifications.  Standard  size  or  Sub¬ 
miniature;  Glass  or  Metal  Cases; 
Plug-in  or  wire  leads. 


CRYSTAL 
FILTERS  ^ 


from  10  m.c.  to  30  m.c..  with  band 
width  of  0.1%  to  0.3%  of  center 
frequency. 

For  additional  information  on  your 
specific  needs,  write,  wire  or  phone 
us.  Our  research  section  will  be 
glad  to  assist  you. 


I  ^  I  •  KKTRONICS 
-L  COMPANY 

Mt.  Holly  Springs,  Pa. 
Phono:  HUnter  63411 


WIma  ord«rfA9  or  tMkmg  informafion 
ploo$o  mottfion  Efoefronks  Buyort'  Guido. 
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SENSITIVE  RESEARCH  INSTRUMENT  CORPORATION 


AMMETERS 


LABORATORY  STANDARDS 


POLYRANGERS 


CREST  VOLTMETERS 


VOLTMETERS 


FREQUENCY  METERS 


"S»H  Chttklng"  Voll>Amp> 
MilltamfiMlar.  Accuracy  .2  %  DC 
and  AC  7  cpt  —  4  kcp*.  6.3" 
Kolt  lunsMi.  1 9  Full  *cal« 
rang**  from  10  mo.  cmd  1  volt 
to  S  amp*,  and  1000  V.  Intor* 
nol  (tondord  coll.  Olfior  AC 
standard*  ovailaWo  with  on  oc- 
cvrcKy  of  .1  %  with  full  tcolo 
ronpo*  from  1 0  ma.  and  1 0V. 


"Solf  Cliockins"  DC  Volt-Amp- 
Mllliommotor.  .OS  %  accurals. 
13"  vomior  icalo.  2S  full  seals 
remgo*  from  1 .5  mo.  and  .3  V.  to 
1 S  amps,  and  1 SOO  V.  Intsmal 
standard  coU.  Othor  DC  labora¬ 
tory  standards  ovailabls  with 
cm  accuracy  of  .1  %  and  full 
scofo  ranges  starting  from  30 
microomp*  or  SO  mv. 


Heavy  current  DC  use.  .2%  ac¬ 
curate.  Solf-containod.  Kattgss 
switched  by  changing  a  single- 
plug  connection.  6.3"  scale 
length.  Full  scale  ranges  be¬ 
tween  1  and  100  amp*.  Other 
instruments  available  a*  milH- 
voHmeler*  with  external  labora¬ 
tory  standard  shunts.  Range*  up 
to  1,000  amp*. 


MuHlrange  DC  Reference  Stand¬ 
ard  .2S%  accurate  current  and 
voltage  meosurlrtg  instrument. 
14  ranges  from  1  .S  ma.  and  3  V. 
to  3  amp*,  and  7S0  V.  6.3" 
scale  lertgth.  Other  Folyrongei* 
with  os  many  os  Rt  ranges 
self-contained  available  for  AC 
or  AC-DC  use. 


Model  CRV 


Model  FRE 


m 

m' 

9 

PANEL  INSTRUMENTS 


TEST  SETS 


Measures  RMS,  positive  and 
negative  peaks  of  1 0  per  second 
or  fcMter.  Bosk  instrument  is 
oloctrostatk  voltmoter  with  accu¬ 
racy  of  1  % .  Raitgo*  up  to  100 
KV.  full  scale.  Input  Impedance 
1 0,000  megohms.  For  AC  or 
repetittvo  pulsed  DC. 


Single  or  multirango.  Bosk  ton- 
sillvity  10,000  maxwells  per 
dhrlslon  using  a  sirtgle  him 
search  coll.  Accuracy  .S%.  S.3" 
scale  length.  Available  with 
gerteral  purpose  10  turn  search 
coil  with  a  moon  area  of  B 
sguore  centimeters. 


Expended  scale,  direct  reading, 
tingle  and  multirange  low  audio 
frequency  measuring  kistrumenls 
of  the  differential  coil  permanent 
magnet  type.  Accuracy  .25%. 
6.3  scale  length. 


True  RMS  responding.  Full  scale 
ranges  from  1  V.  to  300  V. 
Accuracy  .5  %  on  DC  to  1  mega¬ 
cycle.  .Udoble  up  to  10  megacy¬ 
cles.  Other  thermocouple  instru- 
ments  available  for  all  current 
and  voltage  measurements. 


Model  UTS 


Wow®  sR/c 


Replace*  over  200  litdividual 
DC  current,  voltoge  attd  re- 
sistarKe  measuring  Irtslrument*. 
Accuracy  .3%.  Centain*  3  in¬ 
struments  that  may  either  be  a 
millivoltmeter,  voltmeter,  mllli- 
ommeter,  or  ammeter,  and  1 
microammeter.  Portable.  Other 
test  sets  available  for  AC  cmd 
magnetic  testing. 


AC  and/or  DC  edgewise  panel 
instruments  with  the  same  elec- 
trkcri  specificatiocH  os  Reference 
Stemdard  portable  model*.  Ac¬ 
curacies  to  .25%.  Scale  length* 
to  7".  Up  to  eight  ranges  switch 
controlled  and  seH-contairted. 
Full  scale  ranges  start  from  1 
microamp  or  1  mv.  DC  and  1 
ma.  or  300  mv.  AC. 


SENSITIVE 

INSTRUMENT 


NEW  ROCHELLE,  N  Y 


f'LFCTRiCAL  I^STRUV^•^^S  OF  PRfrlSl0^  Sl\CE  1927 


■> 


Need  SPECIAL 

ROTARY  SWITCHES? 


ESCO  standard  components 

are  assembled  to  meet 

your  requirements.  j 

A  deviation  from  one  of  our  standard 
switch  assemblies  will  give  you  a  special 
switch  at  a  standard-switch  cost. 

Over  90%  of  our  production  is  special  ; 
in  one  way  or  another. 


These  ttandard  swifehes  can  be 
modified  fo  fil  your  application; 

•  Type  A  —  up  to  8  positions.  7  sections 
maximum,  detent  mechanism,  rating  5 
amp.  125  volts  a-c  30  volts  d-c. 

•  Type  AF  —  up  to  8  positions,  6  sec¬ 
tions  maximum,  detent  action,  rating 
with  resistive  load  5  amp,  at  28  volts 
d-c  or  115  volts  400  cps,  per  MIL- 
S-6807. 

•  Type  P  —  Multi-section,  up  to  4  posi¬ 
tions,  snap-action,  rating  10  amp.  125 
volts  a-c,  5  amp.  125  volts  d-c,  30,  60, 

100,  200  amp.  500  volts  a-c,  or  250 
volts  d-c.  Can  be  assembled  to  meet 
Specification  MIL-S-15291. 

•  Type  JR  —  up  to  8  positions,  30  sec¬ 
tions  maximum,  detent  action,  rating  10 
amp.  125  volts  a-c,  5  amp.  125  volts  d-c. 

•  Type  JD-JS  —  up  to  8  positions,  5  sec¬ 
tions  maximum,  detent  action  or  snap 
action,  rating  30  amp.  230  volts  a-c. 

•  Type  HT  —  up  to  16  positions,  10  sec¬ 
tions  maximum,  detent  action,  rating  5 
amp.  125  volts  a-c. 

•  Geared-Pair  Type  HT  —  up  to  16  posi¬ 
tions,  20  sections  maximum,  detent  ac¬ 
tion,  rating  5  amp.  125  volts  a-c.  A 
single  knob  controls  two  Type  HT 
switches  assembled  with  a  gear  mech¬ 
anism. 

•  Navy  Switches  —  to  MlL-S-15291  and 
Bureau  of  Ships  drawings  9000-S6202- 
73075,  73826,  73827,  73295,  74422,  and 
others. 

Write  for  data  sheets  on  individual 

(switches  or  complete  new  catalog  on  ESCO 
rotary  multipole  switches.  Send  us  your 
requirements  and  we'll  give  you  full  specifi¬ 
cations  on  the  ESCO  switch  that  meets 
your  need. 


ESCO  o/  WEYMOUTH 

ELECTRO  SWITCH  CORPORATION 
Weymouth  88,  Massachusetts 


Precision  Quality 


QUARTZ 


Clear  Fused  Quartz 
Custom  Fabricated 
'in  Commercial 
or  Optical  Grades 


Fused  Quartz  provides  high 
transparency,  high  transmis¬ 
sion  of  ultra-violet  and  thermal 
properties  particularly  adapt¬ 
able  for  special  light  sources  in 
therapeutic  and  photochemical 
equipment.  Resists  scratching 
and  weathering;  has  excellent 
mechanical  strength. 


Let  Dell  supply 
Fused  Quartz  for  — 

•  Absorption  Cell  Plates 

•  Windows  •  Electrical  Insulators 
a  Plungers  •  Microscope  Slides 

•  Cover  Slips  •  Cell  Spacers 
a  Phase  Shifters  a  Delay  Lines 


Complete  Optical  Service 
on  Precision  Glass 
Fabrication  including  — 

a  IR  Domes  a  Filters  a  Prisms 
a  Lenses  a  Optical  Flats 

a  Mirrors  a  Commercial  Flats 
a  Windows  a  Attenuator  Blanks 


Precision  drilling  a  specialty- 
tolerances  held  to  specifica¬ 
tions.  Technical  assistance  is 
available  to  help  solve  your 
problems.  Send  for  brochure. 


DELL  OPTICS 
CO.  LIMITED 

327  55th  ST..  WEST  NEW  YORK 
NEW  JERSEY-Tel.  UNion  7-1599 


Wfitn  ord0tinq  or  tooirf.nq  informafion 
p/ooM  monffon  ffocfronics  Buyors'  Guido. 
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What’s  your 
blower^^^ 
problem^^ 


. . .  the  flexible,  insulating 

SLEEVING  and  TUBING 

used  by  leading  American  manufacturers 


Varflex  Corp.  factory  in  Rome.  N  Y. 

Pick  any  combination  of  characteristics,  and  there  is  a  V^arflex 
sleeving  or  tubing  to  meet  them.  In  the  toughest  applications  of  all  — 
in  jet  plane  components  which  miijf  operate  efficiently  at  temperatures 
ranmng  from  —85*  to  5<H)"F.  —  Varflex  has  proved  its  reliability  again 
and  again. 

Any  or  all  of  the  following  characteristics  are  available  in  the 
degree  that  fits  your  application:  high  dielec-tric  retention  .  .  .  high 
thennal  stability  .  .  .  high  tensile,  mechanical  or  impact  strength  .  .  . 
non-interfen-nce  with  magnetic  field  .  .  .  excellent  resistance  to  oil, 
grease,  alkali,  acid,  heat,  pressure,  vibration. 


i  SMALL 

Itk*  this  mod*!  uMd 
on  numtroui  titc- 
Ironic  installations 
lor  tuba  cooling. 


Choose  from  the  World’s  MOST  COMPLETE  LINE 


Varglas  Silicone  Rubber  Tubing.  Class  H-A-l.  The 
ultimate  in  flexibility,  yet  dielectric  protection 
to  8000  volts  Class  H-B-1  (4000  volts)  available, 
also.  Continuous  exposure  from  minus  70*F  to 
400*F.  does  not  affect  coating  or  braid 
Varglas  Silicone  Rubber  Sleeving.  Made  in  Class 
H-C-1  (2500  volts)  and  Class  H-C-2  (1500  volts) 
Varglas  Silicone  Resin  Tubing  Class  H-A-l  is  rec¬ 
ommended  for  applications  requiring  extremes  of 
heat  endurance  and  high  dielectric  strength  (7000 
volts).  Class  H-B-1  Is  identical  except  for  dielectric 
guarantee  (4000  volts)  Good  abrasion  resistance. 
Varglas  Silicone  Resin  Sleeving  Made  in  Classes 
H-C-1  (2500 volts).  H-C-2  (1500volts)  and  H-C-3. 
Silflex  Sleeve  A  light  coating  of  Silicone  resin 
on  fiberglas*braid.  Extremely  flexible  within  a 
temperature  range  from  minus  85’F.  to  500*F. 
Varglas  Silicone  Lead  Wire.  Made  from  solid  or 
stranded  wire  covered  with  one  or  more  walls  of 
Fiberglas  braid  and  impregnated  with  Silicone 
resin. 

Varglas  Silicone  Tying  Cords.  Continuous  filament 
Fiberglas  cords  impregnated  with  Silicone  resin, 
lbs"  to  Vh' diameter.  Specify  dry  cure  or  tacky  cure. 
Varfil  Tubing  and  Sleeving  Fiberglas  braids  im¬ 
pregnated  with  polyester  resin  Four  grades  avail¬ 
able  in  coils  as  well  as  36'  lengths  in  most  sizes. 
In  a  cla>,  by  Itself  because  of  its  toughness, 
flexibility,  high  temperature  resistance  and  ability 
to  withstand  bending  and  twisting  without  dielec¬ 
tric  loss.  Compatible  with  varnish 
Varflo  Tubing  and  Sleeving.  Class  B  insulation  For 
those  who  need  flexibility,  solvent,  oil  and  moisture 
resistance,  and  yet  do  not  require  Class  H  Insula¬ 
tion.  Will  pass  the  NEMA  heat  endurance  test  of 
15  minutes  at  425’F  Also  passes  300  hours  at 
300*F  Varflo  has  good  shelf  life  and  will  not  lose 


dielectric  strength  when  subjected  to  severe 
twisting 

Varglas  Varnished  Tubing.  Flexible  continuous 
coatings  of  flame  resistant  varnish  built  up  over 
Fiberglas  braid  in  eight  or  more  carefully  con¬ 
trolled  operations. 

Varglas  Varnished  Sleeving  NEMA  Classes  B-C-1. 
B-C-2.  and  B-C-3  are  similar  except  for  dielectric 
strength 

Varglas  Non-Fray  Sleeving— Type  H  The  normal¬ 
izing  treatment  given  the  Fiberglas  braid  removes 
the  organic  impurities  and  tends  to  hold  the 
individual  filaments  together  May  be  subjected  to 
temperatures  as  high  as  1200*F  Recommended 
for  applications  where  dielectric  requirements  are 
not  of  prime  Importance  Resists  fungus  and 
is  non-corrosive 

Varglas  Non-Fray  Sleeving — Type  HO.  Has  a  very 
light  treatment  of  resin  after  the  braid  has  been 
normalized — just  enough  to  hold  the  sleeving 
round  for  accurate  cutting.  Will  distend  to  cover 
soldered  joints  or  terminals.  Available  in  eight 
colors,  sleeving  unaffected  up  to  1200*F 
Varglas  Litewall  Sleeving.  Wall  thicknesses  of 
008'  and  .006'  available  untreated  or  treated 
Syntholvar  Extruded  Tubing.  Several  formulations 
of  vinyl  polymers  All  have  high  dielectric  and 
tensile  strength.  Will  not  support  combustion  nor 
absorb  moisture.  Smooth  surface,  thin  wall  and 
flexibility  all  make  for  ease  in  assembling  operations. 
For  installations  where  temperatures  of  105*C. 
must  be  withstood  Also  will  function  at  temper¬ 
atures  down  to  — 65*C  Specify  fungus  resistant 
tubing  where  needed 

Varflex  Cotton  Tubing.  Furnished  with  lacquer  or 
varnish  as  the  impregnant.  Braided  from  long 
staple  cotton  yarns.  Four  standard  NEMA  grades. 
Varflex  Cotton  Sleeving.  Available  in  three  NEMA 
grades.  Classes  A-C-1,  A-C-2,  and  A-C-3. 


of  housing  ,  j 

configuration  to  •  ^  - 

auit  spKt  limitations 
Models  for;  27  Volt.  D.  C. 

115/200  VAC.  400  cps 
115  VAC.  60  cps 

At  Dynamic  your  needs  receive 
the  experienced  analysis  and 
careful  recommendations  gained 
from  over  15  years  of  research 
and  manufacturing  experience, 
devoted  exclusively  to  aircraft 
and  airborne  equipment.  In  many 
instances  the  modification  of  one 
of  Dynamic’s  1(X)  proven  active 
models  will  save  you  weeks,  or 
even  months  of  time  and  remove 
the  uncertainties  which  enter 
into  a  new  installation. 
Remember  too.  Dynamic  makes 
the  entire  unit  including  the 
motor,  so  responsibility  for 
warranty  rests  squarely  with  us 
and  schedules  are  met. 


FREE..  •  Writ*  for  our  froo  bookUt 

containing  tost  somplot  of  our  products. 


CORPORATION 


7412  Male  Avenue,  Los  Angeles  1,  California 

SPECIALISTS  IN  AIRCRAFT  AND 
ELECTRONIC  BLOWER  APPLICATIONS 


506  W.  Court  St.,  Rome,  N.  Y, 


Wfisn  ordoiing  or  SMking  information 
pIsoM  mnntien  Clocironics  Buysrs'  Guido. 
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803  N.  PmkU  StrMt  •  ChIcafO  22.  Illinoli 
P.  0.  Box  IS9.  Station  H,  Toronto  IS.  Ontario 


3  KW  and  larger 


regular 


•  round  • square 


•  rectangular 


•  glass  cloth 


•  fishpaper 


•  quinterra 


Whan  erdoring  or  aaaking  information 
plaata  mantion  [lattronitt  Buyora'  Guido. 
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TRAVELING  WAVE  TUBE  SOLENOIDS 


Anodized  aluntinum  for  lightest  weight 
Choice  of  foil  or  wire,  aluminum  or  copper 
for  optimum  design 

Air  cooled  or  liquid  cooled  by  any  of  the 
new  coolant  materials 
Designed  for  your  system  to  military  or 
commercial  specifications. 

Conferences  between  system  designers, 
tube  manufacturers,  and  solenoid  engi¬ 
neers  result  in  best  possible  designs.  Most 
of  the  tube  manufacturers  welcome  these 
conferences  since  this  may  make  the  best 
possible  use  of  tubes  in  systems. 


CURRENT  REGULATED  POWER  SUPPLIES 


Laboratory  models  from  500  watts  ta  10 
kilowatts 

Specially  designed  units  for  military  or 
commercial  systems 

Five  to  one  current  adjustment  with  one 
small  potentiometer 


ELECTROMAGNETS  and 
SPECIAL  FOCUS  COILS 


Designed  and  built  to  your  commercial  or 
military  specifications 


JOBBINS  ELECTRONICS 


We  offer  you  oil  size  boxes  ...  oil  thopes  ...  oil  types  —  with,  without 
covert;  hinged;  teclionolized  .  .  .  ovoiloble  from  slock.  On  volume  orders, 
we'll  build  the  mold  to  your  speciflcotions  at  no  cost  to  you. 

TODAY  ...  of  no  cost  or  obligation,  write  for  your  FKEE  COMFIETEIY 
ILLU5TKATED  CATALOG  featuring  over  100  different  boxes. 


771  Hamilton  Avenue 
Menlo  Park,  California 
Telephone 
DAvenport  6-7110 


TWX:  Palo  Alts.  California  131 


LARGEST 


ASSORTMENT 


TRANSPARENT 


PLASTIC 


BRADLEY  industries 

1654  N.  Damen  Avenue  Chicago  47,  Illinois 

*'Produc*rs  of  tho  world's  targosf  assortmmnt  of  Rigid  Plastic  Romos'* 


BEAT  THE  HEAT 

’  *  '  c> 


new. 

'  J  lo  w  '  cost 

“HIGH  TEMP” 

winding  tubes 


available  for 
transformers 


^ccurate 


PAPER  TUBE  COMPANY 


CHICAGO  MINIATURE  LAMPS 


•  FLASHLIGHTS-LANTERNS 

Vi.  *  indicators,  radios,  coin 

rap  machines 

•  6-8  VOLT,  12-16  VOLT 

^  AUTOMOTIVE  AND  MOTOR 

COACH  LAMPS 

•  APPLIANCES-INDUSTRIAL 

\  SEWING  MACHINES 

Thii  photo  shows  two  models  of  the  smallest  Whether  your  requirements  are  for  one  of 

the  standard  types  of  miniature  lamps,  or 
made,  d«t*gn*d  ond  produced  by  Chicogo  Mima-  ■  # 

tur#  lamp  Works  for  use  on  new  jet  transport  «  special  lamp  for  a  new 

planes,  etc.  product  development,  Chicago  Miniature 

burnili^*  is*’‘'^rMom^no‘l^  continuous  Lg„p  „  dependoble  source  of 

gurn.ng  is  p  enome^ 

fy  fuA  j  \  This  company,  with  many  years  of  experi- 

^  \  I  w  CxL  j  j  'v  ence  in  the  miniature  lamp  design  and 

I  n  J  I  -I  I  Hg  manufacture,  has  the  focilities  to  produce 

\  w  /  I  Si  ony  type  or  style  of  miniature  lamp. 

I  I  L  \  /  Standard  lamps  ore,  of  course,  available 

1_SJ  \  /  in  all  regular  sizes  and  in  any  quantity. 

Moke  Chicago  Miniature  lamp  Works  your  source  of  suppty  for 
dll  your  miniature  lamp  requirements. 

CHICAGO  MINIATURE  LAMP  WORKS 

1504  North  Ogden  Ave.  Chicago  10,  Illinois  — Phone:  MOhawk  4-1741 


(Standard  or  Special  Design) 


This  photo  shows  two  models  of  the  smallest 
commercially  designed,  long-life  lamp  ever 
mode,  designed  ond  produced  by  Chicogo  Minio- 
ture  lomp  Works  for  use  on  new  jet  transport 
planes,  etc. 

The  life  expectancy  of  7  yeors  of  continuous 
burning  is  phenomenol. 


GATES 


Announces  a 

NEW  LOW  PRICED 
REGULATED  SILICON 
DC  POWER  SUPPLY 


r«atur«t: 

*  Magnetic  Amplifier  Control 

*  Ferro-mognetic  overload  protection 
circuit 

*  Eliminatei  one-time  fusing 

*  Input  IIS  volts.  Single  phase  60 
cycles  AC 

*  Output  5-30  volts,  40  amperes  DC 

*  Regulation  ripple  1% 

Send  to  Dept.  El  for  complete  informotion 


let  us  quote  on  yevr  other 
ROWER  SUPRLY  REQUIREMENTS 

GATES  ELECTRONIC  CO. 

2090  Barnes  Avc.,  New  Yerk  62,  N.  Y 
TY  2-6490 


22 

rfw™ 


nil  I  wibh 


EQUIPMENT 


From  one  of  the  largest  pre-packaged  factory  tested 
Walk-in  Altitude  rooms  ever  installed  in  o  vendor’s  plant 
(illus.  above)  to  small  portable  chambers,  American  Research 
Corp.  engineers  and  builds  a  complete  range  of  pre-tested 
and  packaged  installations  for  testing  under  a  wide  variety 
of  environmental  conditions.  Altitudes  to  200,000'  and 
higher,  temperatures  from  —  lOO’F  to  -t-500°F,  internal 
vibration  available  at  all  temperatures  and  altitudes.  Sand 
and  Dust  Chambers  (illus.  lower  right)  feature  automatic  dust 
density  and  temperature  control,  automatic  temperature, 
humidity,  air  velocity  and  dust  density  indicators. 

WrHa  for  complete  new  cotafog 


M////m  immii  mmmm 

FARMINGTON  10.  CONNECTICUT 


MEMBER  OF  THE 
ENVIRONMENTAL 
EQUIPMENT 
INSTITUTE 


5  ..  < 


(petent  applied  tor) 


TRANS-ELEC 


MINI-LITE 

New  Mieietere  treesisteriied  ceetrel  peeel 
light  Ihet  meeets  la  (est  30  seceadsi 

Simply  iner-rt  thia  indicator  light  in  a  t-ji* 
pani-l-hole,  tighten  the  collar  nut  and  plug 
in  the  taper  pine.  It'a  completely  mounted 
and  hooked  up  in  30  aeconda  ...  no  soldering 
m-f-ded!  Kncloeed  transistor  and  3  miators 
can  contml  the  NE-2B  neon  lamp  with  a  3.0 
volt  signal.  This  brand  new  self-contained 
display  light  unit  is  available  in  a  variety  of 
circuits  for  computers,  data  processors,  signal 
systems  and  transistorized  automatic  con¬ 
trol  devices.  Body  only  in  diameter  and 
1  *4*  long.  For  complete  data  on  the  Mini-Lite 
and  other  control  panel  componentn,  write  us 
or  phone  WEnt  9-6764. 

TRANSISTOR  ELECTRONICS 

^CORPORATION 

3341  RMpublic  Av«.  •  Mmn*apoli«  34.  Mmn. 

lit  0itfnrr»  nwrf  ytinHfii*'turfr$  of 
Klrrtronic  KqoipmrHt  and  Co*ap*mrnl$ 


MOBILE-RADIO 

MAINTENANCE 


PM  MODULATION  MITIR 

Ifidicacti  intcancaneooi  modMiation  < 
viacion  on  0-12.5  or  0-25.0  prak  I 
•rain. 

Arr«racT  10%  of  foil  icalr. 

Tvnablr  2  5  co  500  MC  in  oar  bai 
with  fait  and  slow  conirols. 

Srniiiiviif  20  millivoitt  or  brif 
ihro«tbotti  range 

Speaker  for  anral  monicoriog.  osril 
•rope  ooipoi  for  vtsoal  monitoring. 

Meets  FCC  specs  for  mobile-radio 
mainernaoce. 

Siae  only  7"  i  12"  a  7*4  ** 

Weight  I  )  lbs- 
Price  S240.00  net. 

AUll  COUPON  rODATi 

INSTRUMENTS  DIVISION 
LAMPKIN  LABORATORIES.  INC 
Brodonfon,  Plorido 

Af  no  obligotion  to  mo  pleoso  sond  "HOW 
TO  MAKE  MONEY  IN  MOBILE  RADIO  MAIN- 
TENANCE"~and  tocKnicol  data  on  lompkin 
AAotors. 


LAMPKIN  LABORATORIES,  INC. 
Instruments  Div..  Bradenton,  Fla. 
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WKon  ordofinp  or  looking  informotion 
plooio  montion  ffoctronics  Buyors'  Guido 
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ALDEN  BACK 
CONNECTOBS 


MINIATURE 
INDICATING 
FUSE  HOLDER 


MINIATURE 

INDICATING 

UGHT 


Standard  Case 


is  the  best  way 
to  encapsulate  * 
Pulse  Transformers 
Shift  Registers 
Diode  Packages 
Magnetic  Circuits 
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whan  erftorinft  or  Moking  information 
ploato  montion  EUctronio  Buyori'  GuUo. 
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WHIM  THE  MILTON  ROSS  METALS  CO. 

Davisville  Rd.,  Southampton,  Pa.  Elmwood  7-4939 


Why  not  talk  to  us  about  your 
unusual  encapsulating  problem? 
The  chances  are  we  have  o 
standard  solution  for  it. 


There  is  more  to  potting  a 
circuit  than  making  a  mold. 

You've  got  to  consider  the 
whole  package.  With  an  MRM 
case  you  get  not  only  the 
right  size  shell  but  also 
the  pin  base  to  match  it. 

This  means  easier  component 
assembly;  molded-in  connecting 
pins  in  the  right  places;  no 
potting  material  leakage; 
keyed  pin  identification 
— and  no  custom  molding  required. 


Design  Electronic  Control*  tor  REM.IBIMTV  l.\  SERVICE 
teith  Alden  Component*  for  PECfti-I.V  IMT  COVSTRICTIOV 


Sneert  art  morkmi  wnh  fti«  Alden  Handbook  o#  falug-in  unit  design.  Rreaeni 
MK  (oanponenu  of  tremendous  ictibibry  for  ndapcing  your  equipment  to  plug  » 


REQUEST  FREE  250-RA6E  "ALDEN  HANDBOOK' 


tjititize  yanr  Hreultry  in  cnmiinrt  rerlirmi  pimmet 
usimy  Altlen  Trrminnl  CnrtI  Mnnnling  .Sgstnn. 


PREPUNCHED  TERw  MINIATURE  llimioain  wmnt  CARD  MTG. 

MINAL  MTG.  CARO  TERMINALS  for  common  arcuia  SOCKETS  ^  L- 

You  CM  use  Alden  Terminnl  Mounting  Cnrd  viili  Alden  Mintnrure  Terminal*,  Jumper  StrTp 
Rockett  tcaked  lo  accommodate  My  circuitry  ~  making  complete  unit*  re^y  tor  housing. 


YOITR 

COMPLETED 
C.IRaiTS 
FOR  PLIG  IN 
PACKAGE  OR 
CHASSIS 


.  are  held  ready  foe  soldering. 


2T«  tkU  vprtleal  eirraitry,  PACKAGES  A:AD 

•  CHAS5IIIS  Riva  IreaieadaBN  sarlely  milk  ntaaRarR  raaiikaMeaCN  ^  SIZES 

Alden  componenn  provide  standard  plug  in  or  sltde-tn  bousinga— ‘wiih  spares,  your  circuits  become  units  replaceable  in  50  seconds. 

X  Giv»  rhaMiii  anally  trarrabir  inlrrronnr4><«  and 
r^glapv'Bifat  nilh  ALDEIV  SERVK-A-l.yiT  HIT 


to  suit  your  chamis.  Alden 
Seree*A*Unic  Locks  (5) 
mount  in  your  chassis  to  en¬ 
gage  prepunched  hole*  an 
Alden  Lock  Frame  12)  to 
pilot,  draw  in.  lock  or  elect. 
ArrMge  Alden  Back  Cotstmc* 
tors  ( 4 )  in  orderly  row  on 
Alden  Lock  Frame.  Mount 
mating  Alden  Back  Cotmec* 
tor*  on  your  Chassis. 


dVINO  YOM  1 )  OiaMis  that  plugs  In.  leeks  and  elects 
with  half  turn  of  the  wrist.  2)  leads  so  beauafulty 
ergaoiied,  accessible  and  idennhed  chat  ocm  technical 
personnel  can  service. 


Attiym  ta  earh  anil  ALOElti  SE.V.tlWG  ELEMCATS  —  (a  opat  Iramhte  iaclaadg; 


UlSI  N.  Main  St,  Brockton  M,  Mass.  — n* 


From  Alden's  Line  of  Reody-modt  Compon^ 
ont$  for  Unitized  Piug-in  Unit  Constructioiii 


WAXES  and  COMPOUNDS 


formulated  for: 


n  wa  BBBnmnnmmwmn  nwaa  ^  a  hi 

Compound  No. 

•  DIPPING— good  moisture  permeability . B-5913 

•  EPOXY  ENCAPSULATION — long  pot  life — low  temperature  cure . A-6982 

o  IMPREGNATION — fluorescent  ballast  windings . C-1 183 

o  IMPREGNATION — low  viscosity,  high  melt  point  wax . E-5923 

O  IMPREGNATION— good  IR  at  85*  C . D-726 

o  POTHEAD  SEALING — packaged  for  field  service . M-239 

e  POTTING— excellent  heat  conductivity . A-1364 

•  POTTING — low  and  high  temperoture  performance . 7022 

•  SEALING— excellent  adhesion  to  ceramic  and  plastic  forms . A-d535 

*  Samples  and  specific  data  will  be 
furnished  on  request 

J  BIWAX  compounds  are  scientifically  prepared 

from  waxes,  natural  and  synthetic  resins,  as¬ 
phalts,  pitches,  and  minerals  for  specific  appli¬ 
cations.  BIWAX  is  available  in  a  wide  range  of 

_  melting  points,  penetration,  viscosity,  cold  flow 

t  ^  and  specific  gravity.  Special  potting  compounds 
are  heat  conducting  and  crack  resistant  at  ex- 
wriu  0.  call  lor  brochure  tremely  low  temperatures. 

thowint  romglBtg  ling  with  '  ' 

gMClflcationg. 


BIWAX  CORPORATION  ! 

3450  Howard  Street  •  Skokie,  lllineit  *  Chicago  phone:  AMbossodor  2-3339  | 


cated  sections,  factory  assembled  from 
stock  to  suit  the  special  requirements  for 
your  individual  application. 


Designed  by  engineers  for  engineers,  with 
serviceability  in  mind  —  the  individual 
sections  arc  constructed  to  afford  the 
greatest  number  of  varied  selections  and 


'ri:si  UMTS 


Formica  Company  offers  the  industry  the 
latest  development  in  electronic  labora¬ 
tory  furniture  and  equipment  —  test 
benches  and  units  made  up  of  prefabri- 


combinations.  Made  of  heavy-gauge  fur¬ 
niture  steel,  Formica's  benches  are  sturdy 
and  can  take  a  beating,  yet  arc  modem  in 
style  and  practicability,  to  meet  today's 
laboratory  needs. 


These  testing  units  offer  unusual  space¬ 
saving  arrangements.  Through  their  de¬ 
sign,  available  working  area  has  been  in¬ 
creased  at  least  50%  over  that  in  other 
types  now  in  use.  For  more  information 
write  for  brochures  and  spcciffcations. 


Lumped 
Constant  Delay  Lines 

DELAYS  TO  20,000  MICROSECONDS. 
DANOWIDTHS  to  500  MCS. 

2o  FROM  SO  TO  10,000  OHMS. 


Multi- 
’  Upped 

’  Lumped 

*  Constants 

’  aeailable 

'  in  many 

^  cenfiturations 


System  Delay  Lines 


Complete 
delay  and 
pulse 
systems 
destined  to 
your  needs. 


NOTE)  DaU  Sheets  on  request 


CONTROL  ELECTRONICS 
SALES  CORP. 


METAL  PRODUCTS  CO. 


1925  New  York  Avenue 
Hunlinglon  Station,  New  York 


MEDFORD  55,  MASS. 


Send  for  our  new  brochure 
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When  ordering  or  seeking  Information 
photo  mention  ilottrortUt  Ivyert'  Guido. 


MINIATURE  PRECISION  POTENTIOMETERS 

Diameters:  y/.  H’.  IWi*.  1^'. 

Resistance  Ranges:  From  1  ohm  to  500  kilohms  (wire  wound) 

Temperature  Ranges:  — 55*tO  125*C  Standard 

150"C  Special  —  also  300*C  "Hot  Pot" 

PANEL  METERS 

Sites.  2]//'  square,  2Yi  and  3^^"  round,  square,  AY/  square, 
AYi  square  (front  illuminated). 

Ranges:  D.C.  Types  —  microamperes,  milliamperes,  amperes,  milli. 
volts,  volts 

A.C.  Rectifier  Types  —  microamperes,  milliamperes,  volts 
Types:  Zero  Left,  Zero  Right,  Zero  Center,  Suppressed  Zero 

EPOXY  ENCAPSULATED  CHOKES  AND  IMPEDANCE  TESTED  R.F.  CHOKES 
Ranges:  0.1  Alh  to  200  MH  —  small  physical  size  —  high  temperature 
125°C  —  MIL  C  15305A,  Grade  1,  Class  B. 

CERAMIC  SLUG  TUNED  COIL  FORMS  AND  PHENOLIC  COIL  FORMS 

Complete  lines,  starting  with  diameter  of  .205  —  y,  y,  Y"  —  various 
lengths 

TORQUE  WATCH GAUGES 

Immediate  delivery  —  38  models  lor  measuring  starting  (breakaway), 
moving  and  stall  torques.  Accurately  hand  gauge  all  torques  between 
0.005  and  40  ounce  inches. 

POTENTIOMETER  TEST  STATIONS 

Test  angles,  linearity,  conformity,  resistance,  and  noise. 

OTHER  WATERS  PRODUCTS 

Pot  Hook!*.  Panel  Mounts,  Instruments,  Precision  Toroids 


MANUFACTURING.  INC. 

BOSTON  POST  ROAD,  WAYLAND,  MASSACHUSETTS 


Delay  Lines 

Control  Electronics  Co.  Inc.  Is  a  leading 
designer  and  mass  producer  of  electromag¬ 
netic  Delay  Lines.  A  representative  group  is 
shown  here  with  the  available  ranges  of 
delays,  bandwidths  and  impedances.  Further 
Information  is  readily  available  from  our 
Engineering  Dept. 

BUILD  TO  MIL  SPECS.  FAST  PROTOTYPE 
SERVICE  .  .  .  DELIVERY  1  TO  3  WEEKS. 

Distributed  Constant 

Delay  Lines  ^ 


CEC  DISTRISUTED  CONSTANT  DEUY  LINE 
FEATURES 

•  Lowest  cost  —  reliable  performance 

•  Maximum  delay  to  rise  tin>e  ratios 

•  Maximum  delay  per  cubic  inch 

•  Delays  to  30  a  secs. 

•  Impedances:  200  to  10,000  A 

•  Bandwidths  to  20  mes 

•  Linear  phase  shift 


Variable 

Delay 

Lines 

Infinite,  incremental 
or  decade  variable 
delay  lines  available 
in  any  range  of  de¬ 
lays  and  impedances. 


BUYERS  are  delighted . . . 
DESIGNERS  ar^  inspired . . 

TyiF^“Tyii 

.  Fiberglass-Epoxy  Laminated  Tubing 


MODERN  DESIGN  For 
GREATER  READABILITY! 


Picture  of  an  economy-minded  P.A. 
in  his  moment  of  glory!  Just  placed 
a  production  order  for  Lamtex  TUFF- 
TUBE  and  is  counting  the  money  he’s 
saved.  He  used  to  buy  NEMA  grade 
G5  glass-melamine  tubing  — then  he 
heard  about  TUFF-TUBE’s  new  low 
price  that’s  the  talk  of  the  industry. 

PURCHASE  PRICE  COMPARISON 
(3/16  ID  X  1/32  Wall) 


Glass-melamiM  G5 


TUFF-TUBE 


*87“ 

par  100  ft 

$4430 


Picture  of  a  real  smart  designer  who 
has  just  checked  the  specs  on  Lamtex 
TUFF-TUBE.  He  used  to  think  that 
NEMA  grade  G5  glass-melamine  tub¬ 
ing  was  good  enough.  Now  he’s  con¬ 
vinced  that  TUFF-TUBE  is  more  than 
just  “good  enough’’— it’s  ideal.  Below 
are  a  few  reasons  why. 

SPECIFICATIONS  COMPARISON 

I  LanlH  IMcal 

KuFF-niK 


When  you  specify  IDEAL 
PRECISION  METERS,  you  con 
be  assured  of  Accurate  •  Rug¬ 
ged  •  Dependable  Lifetime  Ser¬ 
vice.  Latest  Engineering  Me¬ 
thods  and  Production  ollow  us 
to  maintain  absolute  Quality 
Control  and  ship  orders  promp¬ 
tly.  Special  designs  available  to 
meet  individual  reguirements. 
Remember,  Quality  plus  Econo¬ 
my  IDEAL  PRECISION  gives 
you  the  Best  for  Less! 

Write  today  for  FREE  CATA¬ 
LOG  and  be  convinced! 

IDEAL  PRECISION 
METER  CO.,  INC. 

126  GreenpoinI  Ave.  •  Brooklyn  22,  N.  Y. 


per  100  ft 


INSUUTION 

RESISTANCE 

megohms 

100,000 

75 

DIELECTRIC 
STRENGTH 
volts  per  mil, 
short  time 

500 

225 

WATER 

ABSORPTION 

%.  24  hr.  immersion 

.20 

3.9 

AXIAL 

COMPRESSIVE 

STRENGTH 

psi 

20,000 

— ^ 

13,000 

Electrical  Insulating  Paper 

Dieloctric  itrongth  —  300  voitt  per  mil 
Tentilo  itrongth  —  13-16,000  Ibs.  /iq.  in. 
Doniity:  1.30-1. 33 
Thicknoitoi  from  .004  to  .030“ 

100%  rog  stock  popor 
No  tiling  or  fillert  uiod 
"Gloxod  roll"  finish  —  others  ovoiloble 
Con  be  combined  with  other  moteriols 
Available  in  rolls,  sheets  or  coils 


Electronic  design  engineers  are  using  TUFF-TUBE  for  waveguides,  coil  forms, 
spacers,  component  jackets,  antenna  housings,  brush  holders,  tuning  coils,  motor 
insulation,  commutator  and  printed  circuit  forms,  and  many  other  applications 
that  require  any  or  all  of  these  characteristics; 

INSULATION  RESISTANCE  HIGH  TEMPERATURES  THIN  WAUS,  FROM  .008" 

DIELECTRIC  STRENGTH  LIGHT  WEIGHT  SMAU  DIAMETERS,  FROM  .062" 

HUMIDITY-PROOF  HIGH  STRENGTH  DIMENSIONAL  STABILITY 

AVAILABU  IN  ALMOST  ANY  CROSS-SECTION  SHAPE 


Write  far  cempteta  Inie  —  datige  taaturas,  tack  data,  appllcatlen  netM. 


Electrical  Insulating  Material 

Meets  oil  Class  B  requirements 
Dielectric  strength  —  600  volts  per  mil 
Tensile  strength  —  23,000  Ibs./sq.  in. 
Thicknesses  from  .010  to  .023“ 

An  asbestos-gloss  laminate 
No  delominotion  or  fraying 
High  impact  strength  and  ore  resistance 
Will  take  ony  electrical  varnish 

Write  for  literature 
and  free  samples 


I  oiOioti 
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Vibratrin*'  Transducer  Systems:  Frequency  modulated,  pressure 
sensing  devices,  particularly  useful  in  aircraft  and  missile  FM/FM 
telemetry  applications.  Comprising  a  vibrating  wire  type  trans¬ 
ducer  and  an  associated  amplifier  in  an  oscillator  circuit,  (See  1) 
these  systems  provide  precise,  instant  measurement  and  an 
output  through  the  amplifier  modulated  by  the  input  pressure. 
General  purpose,  corrosion  resistant  and  temperature  controlled 
models  are  available  for  airborne  and  static  test  monitoring  of 
airspeed,  altitude,  fuel  flow,  acceleration,  combustion  pressure, 
tanking  and  control  system  actuation. 

Measurement  and  Data-Processing  Systems:  Originally  designed 
for  Vibrotron  Transducer  Systems,  they  incorporate  the  latest  in 
data-handling  design  techniques.  These  systems  process  input 
measurement  data,  providing  scale  adjustment,  linearization  and 
zero  suppression.  A  variety  of  outputs  include  visual  numerical 
indication,  tabulations,  punched  cards  and  punched  tape.  Systems 
are  available  to  accept  up  to  500  various  inputs,  at  sampling  and 
readout  rates  of  100  per  second.  Shown:  (2)  S-lOO  and  (3)  0311 
Systems. 

Signal  Generators:  Precision  models  for  aircraft  and  missile  elec¬ 
tronic  system  checkout.  The  multi  purpose  Model  75A  (See  4) 
incorporates  frequency  stability  with  modulation  versatility  to 
provide  operating  and  design  features  not  available  in  other  units 
in  the  10  to  440  megacycles  range.  The  Model  82  Series  (See  5) 
is  designed  with  interchangeable  r-f  oscillator  assemblies  for  a 
basic  power  supply  to  provide  coverage  of  the  most  used  portions 
of  the  frequency  spectrum  from  20  to  3000  megacycles.  Extremely 
versatile,  the  Model  82  is  available  to  the  engineer  in  his  choice 
of  frequency  ranges  and  operating  power  levels,  with  plug-in 
simplicity  and  compactness  of  design. 


tion's  built-in  reliability  and  accuracy  than  its  relative 
comfort.  (Although,  to  be  sure,  our  equipment’s  as 
comfortable  a.s  the  next  fellow’s.)  Illustrated  above  is 
a  partial  sampling  of  complex  instrumentation  pro¬ 
duced  at  BJ  Electronics,  the  electronic  and  instrument 
center  of  Borg-Warner  Corporation. 

Our  capable  |)eople  have  a  long  record  of  achieve¬ 
ment  in  the  development  of  radar  orientation  installa¬ 
tions.  mobile  missile  and  armament  system  checkout 
i-quipment.  All  facilities  for  the  successful  design,  de¬ 
velopment.  manufacture  and  test  of  ground  and  air¬ 
borne  instrumentation  are  offered  at  our  new  plant. 

A  separate  indejiendent  laboratory  is  available  to 
industry  for  testing  of  electronic  systems  and  com¬ 
ponents,  including  development  of  measurement 
UH:hniques,  qualification  and  reliability  testing,  envi¬ 
ronmental  testing  and  complete  product  evaluation 
rejjorts.  We  encourage  you  to  request  pertinent  tech¬ 
nical  literature. 


BJ  ELECTRONICS 

BORS-WARNER  CORPORATION 

Reliability  you  can  count  upon 


3300  NEWPORT  BLVO.,  SANTA  ANA,  CALIFORNIA  •  Export  Sales:  Borg-Warner  International  Corp.,  Chicago,  Illinois 
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COILS! 


MANUFACTURED  TO  MEET 
AND  EXCEED  MIL/JAN  SPECS 


ENCAPSULATED  COILS  •  RF  and 
IF  TRANSFORMERS  •  RF  CHOKES 
•  OSCILLATOR  COILS  •  PRINTED 
CIRCUIT  COILS  •  ANTENNA  COILS 


.00017 

.0007 

.OOOSJ 

.0007S 

.00010 

.00035 

.00040 

.00045 

.00050 

.00065 

.00070 


•  AUTOMATIC  COIL  COM- 
f  PANY  gpecializes  in  the  cus- 
f  tom  manufacture  of  coils  and 
f  electronic  assemblies  of  any 
f  design  to  meet  goyemment 
f  or  commercial  requirements. 


All  commcrciil  widlhi  (vtiUbl*  from  1/4*  mounted  on  tUnderd 
1-5/16*  I.D.  mcU|  com. 


!  SEND  rOUR  SPeCIFICATIONS  OK  SAMPLCS  { 
•  FOR  PKOMPT,  COMPETITIVl  QUOTATIONS  • 


Dopl.  EB 

41 S  Bedford  Ave.,  Brooklyn,  N.  Y. 
STa99  2-3333 


BRANCH  SALES  OFFICES:  5306  West  Lawrence  Ave.,  Chicago  30,  III. 

Van  D.  Clothier,  Inc.,  1301  6th  St.,  San  Francisco,  Calif. 
Van  0.  Clothier,  Inc.,  1025  E.  16th  St.,  Los  Angeles,  Calif. 
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j^asket 


O  U.S.G.  specializes  in  difficult  moldings  involving  precision 
tolerances,  intricate  shapes,  delicate  wall  sectionsMnserts,  molding 
around  metallic  structures,  etc. 

They  are  equipped  with  unusual  "know  how”  gained  as 
pioneers  and  leaders  in  fluorocarbon  plastics  fabrication,  and  the 
most  modern  facilities  and  techniques  for  cold  molding  and 
sintering  of  Teflon*,  and  the  injection  molding  of  KEL-Ff  (as 
well  as  nylon,  polyethylene,  polystyrene  and  other  plastics)  in 
large  and  small  production  quantities. 

Send  us  your  difficult  fluorocarbon  molding  problems  for 
quotations.  They  may  not  be  difficult  at  all  for  us.  Turning 
them  out  in  our  regular  stride  can  mean  improved  quality  at 
considerable  savings  in  cost. 

And  call  upon  us.  too,  for  your  requirements  of  fluorocarbon 
plastic  and  nylon  sheets,  discs,  tape,  rods,  tubing,  bars,  cylinders, 
etc.  from  the  world’s  largest  and  most  complete  stocks. 


For  prompt  (orvico,  contact  one  of  The  Garlock  Packing  Company's  30 
sales  offices  and  warehouses  throughout  the  U.S.  and  Canada,  or  write 
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AM,  bclUilo  m*  U  fmm* 


Pr«cition  Ohmm«t«r. 

.  Direct  Reoding 

For  sxonpls,  mooMiro  1.2 

ohmtlo  on  occurocyof  4mll*  7 

llohmt.  Componsotion  (or  ro« 

tiitortcs  of  Isodi  and  dipt, 

and  for  Intomol  ra(litar«co  of 

bottoiy.  Stondord  rstlttor 

built  in  for  Imtont  coltbro* 

lion.  Multl-rongo,  cowsrlng  from  O-SO 

to  0*100,000  ohms.  Writs  for  bullstia 

Sffdal  InstnwwfMion 

for  High  Potontiol  trookdown  Tatting 


U  nited 
S  tates 


UnKed  States  Gasket  Company 

Camden  1,  New  Jersey 


•da  Pont  Tradtmark 
tAfinn.  Mininn  Jk  Mft.  Tradtmark 


Moasurod  at  500  V-DC 


with  VIBROTEsf 


Insulation  rsilitartcs  under 
high  potential,  plus  AC  orrd 
DC  voltage  ranges.  Self* 
powered  VIBKOTEST  ellmln* 
otes  crorddng,  leveling,  and 
needleu  weight.  Write  for 
opplicotion  data  and  do* 
icriptton  of  modeli. 


HIGH  POTENTIAL  Tests 


o 


Leakage. .  Breakdown.  .Shorts 

with  hypot* 


o 


Test  to  ISO  KV,  DC  or  AC.  Measure  look* 
oge,  detect  shorts,  ond  forecoit  Iraulation 
breakdown.  Meet  applicable  MIL  and  ASPM 
requirements.  Sofely  protects  personnel  ond 
equipment.  Mobility  for  loborolory,  plant,  and 
field  usage.  Write  your  requirements.  Models 
with  special  facilities  supplied  promptly. 


O 


Automotic  AccaptwRaiact  Tests 

Laokoga. .  Brookdown.  .Shorts 


High  potentlol  AC  tests  to  jjB 

10,000  V  with  HYPOT  Jr. 

Visual  ond  oudible  Indica-  |S 

tiom  of  breakdown.  Leak-  I 

age  indicator  light  now  ad- 
justoble,  .3  to  3  mo.  Ties 
Into  outomoHc  test  fixtures.  ^ 

Loborotory  occufocy  In  portable,  self- 
powered  units.  Write  (m  bulleHns. 


Resistonca  to  50,000  Megohms 


SE 


»( 


37$i  W.  S«lmofit  Av^iiim,  Chko90,  ImnoiB 
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STODDART  RADIO  INTERFERENCE 

AND  FIELD  INTENSITY  MEASURING  EQUIPMENT 

covering  a  frequency  range  of  30  cps  to  1000  me  I 


NM-40A  (AN/URM-41) 

30  cps  to  15  kc 


SELECTIVE  OPERATION/SMcificationt 

SinsitWity;  For  a  one-to-one  signal-to-noise  ratio,  the  sensitivity  of  the  NM-40A 
is  better  than  0.15  microvolt  from  1000  to  15,000  cps,  0.25  microvolt  from  300  to 
1000  cps  and  1.0  microvolt  from  30  to  300  cps,  when  used  as  a  selective  two- 
terminal  voltmeter  with  its  narrowest  bandwidth  and  an  input  impedance  of 
100,000  ohms. 


2  Fo’  >  60db  down  from  F«  ‘ 

3  Fo'  >  55db  down  from  Fo  \ 
All  others  >  75  db  down 


where  Fo  is  any  input  signal  using  selective  operation 


WIDEBAND  DPERATION/SpeciffcatiMS 
FrtRiMiicy  Respenst:  30  cps  to  15  kes,  ±0.5  db. 

SaasItIvity:  15  microvolts  sensitivity  at  input  impedance  of  100,000  ohms. 

Input  Impedance;  50,  600,  10,000  and  100,000  ohms. 

The  NM-40A  may  also  be  used  as  an  ultra-sensitive  AUDIO  frequency  WAVE  ANALYZER. 


NM-30A  (AN-URM-47) 

20  me  to  400  me 

Sensitivity:  Radiated  pick-up  using 
a  calibrated,  tuned  dipole  (without 
reflector),  one  to  ten  microvolts- 
per-meter,  depending  on  frequen¬ 
cy.  Conducted  pick-up  via  50^hm 
matched  coaiial  linn,  one  micro¬ 
volt  from  20  to  240  Me,  five 
microvolts  from  240  to  400  Me. 
Spurious  Respense  Rejectinn: 
Better  than  40  db. 

I.F.  Reiectien:  Greater  than  60  db. 


NM-50A  (AN/URM-IT) 

375  me  to  1000  me 

Sensitivity:  Radiated  pick-up  using  a 
calibrated,  tuned  dipole  (without  re¬ 
flector)  100  to  350  microvolts-pcr-meter, 
depending  on  frequency.  Conducted  pick¬ 
up  via  50-ohm  matched  coaxial  line,  10 
microvolts. 

Efiective  Random  Noise  Bandwidth:  Ap¬ 
proximately  one  megacycle  over  entire 
frequency  range. 

Image  Rejection:  Better  than  40  db. 
Spurious  Response  Rejection:  Better  than 
40  db. 

I.F.  Rojoction:  Greater  than  80  db. 


NM-lOA  (AN/URM-6B) 

14  kc  to  250  kc 

GENERAL  SPECIFICATIONS; 

Sensitivity:  Electrostatic  pickup  using 
rod  antennas,  one  microvolt-per-meter 
to  2  volts-per-meter.  Electro-magnetic 
pickup  using  shielded  loop  antennas,  10 
microvolts-per-meter  to  100  volts-per- 
meter.  As  a  two-terminal  voltmeter, 
either  balanced  or  unbalanced,  one 
microvolt  to  one  volt. 

Effective  Random  Noise  Bandwidth! 
Varies  from  approximately  55  cps  to  400 
cps  over  the  frequency  range.  Calibra¬ 
tion  charts  give  exact  figures  for  eKh 
frequency. 

Image  Rejection:  Better  than  50  db. 

I.F.  Rejection:  Greeter  than  60  db 
The  equipment  is  of  sturdy  drip-proof 
construction  and  may  be  operated  for 
prolonged  periods  in  driving  rain  or 
snow  with  no  deleterious  effects. 


APPROVAL  DATA  CHART 


NM-20B  (AN/PRM-IA) 

150  kc  to  25  me 

GENERAL  SPECIFICATIONS; 
Sensitivity;  As  a  two-terminal 
voltmeter,  either  balanced  or 
unbalanced,  one  microvolt  to 
one  volt.  Electrostatic  pickup 
using  rod  antenna,  two  micro¬ 
volts-per-meter  to  2  volts-per- 
meter.  Electromagnetic  pickup 
using  shielded  loop  antenna, 
1(X)  microvolts-per-meter  to 
100.000  microvolts-per-meter. 
Image  Rejectinn;  Better  than 
50  db. 

I.F.  Rejection:  Greater  than 
45  db. 

BFO  is  provided  for  c.w.  re¬ 
ception. 


FltCQUlNCY 

Mil  (.16910 
(Shrinl 

MIL  14181 

MIL  IdOSISlC 

myi 

IQI 

C.I  S  P  « 

Not  Rtq  d 

ipKii 

jjRRRQII 

IQQQII 

Not  Rtq  d 

063? 

iPropoitd) 

Not  Rtq  d 

NM208 

IAN  PKM  lA) 

ISOKcTSMc 

ClASS  1* 

1  ClASS T 
CAICCOIIT  A 

Net  Rte'd 

C63  7 

(PropOMd) 

• 

NM  36a  ”1 

(AN  081147' 

70Mc400Mc 

CLASS 

CLASS  1 
CATEGORY  A' 

APPROVED 

C63  3 
iPropoMdl 

• 

NMSOA 

IAN  UIIM17) 

37SMC  lOOOAk 

CLASS 

CLASS'!' 
CATEGORY  'A' 

N«l  Rng  d 

C633 

IProuostdl 

Not  Rtq  d 

‘Can  be  supplied  to  C.I.S.P.R.  Recommendations 
S.A.E.  (Society  of  Automotive  Engineers) 

A.S.A.  (American  Standards  Association) 

C.I.S.P.R.  (Comite  International  Special  des  Perturbations 
Radioelectriques)  (International  Special  Committee  on 
Radio  Interference) 


All  itemt  immediately  available  from  etoek 


STODDART  COAXIAL  ATTENUATORS  AND  TERMINATIONS 


made  with  exclusive  Stoddart  Filmistors  for  highly  accurate  and  stable  resistive  values  from  dc  to  SOOO  me. 


2,  6  AND  lO-POSITION 

TURRET  ATTENUATORS 

WITH  SIMPLE 

“PULL-TURN  PUSH”  OPERATION, 
SMALL  AND  RUGGED 


ATTENUATOR  PADS 


>  Available  in  any  conceivable  combina¬ 
tion  of  male  and  female  Type  C  and 
Type  N  connectors.  Maximum  length  of 
3"  for  any  attenuation  value. 

GENERAL  SPECIFICATIONS 
VSWR;  Less  than  1.2  to  3000  me. 
Characteristic  Impedance:  50  ohms. 
Attenuation  Value:  Any  value  from  0  db 
to  60  db  including  fractional  values. 
Accuracy:  ±  0.5  db;  values  above  50  db 
have  rated  accuracy  of  attenuation 
through  1000  me  only. 

-  Power  Rating;  1.0  watt  sine  wave. 


COAXIAL  TERMINATIONS 

Small-stable-50  or  70  ohms 

Vi-Watt:  50  ohms  impedance,  TNC  or 
BNC  connectors,  dc  to  1000  me,  VSWR 
less  than  1.2. 

1-Watt:  50  ohms  impedance,  dc  to  3000 
me  or  dc  to  7000  me.  Type  N  or  Type  C 
connectors,  male  or  female;  VSWR  less 
than  1.2,  70  ohm.  Type  N,  male  or 
female  terminations  available. 

Fast  delivery  on  all  items/  Send  for  complete  literature 


STODDART 

AIRCRAFT  RADIO  CO.,  INC. 

6644  Santa  Monica  Blvd.,  Hollywood  38,  Calif.  HO  4-9292 
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Speeify/jy^ 

ELECTRONIC  COMMUNICATION 
Iw  PRODUCTS  ^ 


WIRES  &  CABLES 


MICROWALL  WIRES  AND  CARLES 

Typ*  Jt  —  300  volt  »«rvic* 

Typ*  FJR  —  1000  volt  servico 
Both  hav«  eictplionolly  small  OD  and 
operote  at  temperatures  from  — SO  C  to 
-i-125*C.  Has  solid  polyamide  insulation 
—  highly  resistant  to  abrasion. 

UNDERWRITER'S  APPROVED  WIRE 

Types  TF-TFF-AWM.  80®  to  105®C. 

TELEPHONE  WIRES  AND  CARLES 

All  plastic  types.  Eichonge  area  (aerial, 
duct  ond  direct  burial).  One  pair  distribution 
wire  ("C”  Rurol),  Rural  Distribution  Wire 
(oil  R.E.A.  listed).  Urban  Distribution  Wire, 
Inside  Wiring  Cable. 


HIGH  TEMPERATURE  WIRES 

Rex-KFlO  —  Mll-W.12349.  Insulated  with 
PolytriRuoromonachloroethylene  for  )(XX)  volt 
service  at  operating  temperatures  from 
— d3*C  to  -i-173°C.  17  solid  colors  ond  10 
striping  colors  in  1,  2,  or  3  stripes. 

Teflon  Insulated  Wires  —  Mll-W. 16878  — 
Types  E  —  EE 

For  600  and  1(X)0  volt  service  at  operating 
temperatures  from  — 63®C  to  -^200“C.  10 
solid  colors  and  10  striping  colors  in  1,  2 
or  3  stripes. 


MILITARY  SPECIFICATION  WIRES 

JAN  C-76  —  Types  Wl-SRIR,  SRHV-SRRF 
MII.W.76A  —  Types  IW-FX-MW-HF-HW 
MII.W.I6878B  —  Types  B-C-D-N 
Mll.C-913  —  Types  SRI-MRI 

Above  constructions  include  P.V.C.  Nylon  or 
Polyethylene  insulotion,  with  or  without 
Nylon  iocket.  Also,  shielded  construction 
with  P.V.C.  or  Nylon  Jacket.  Insulated  in 
solid  colors  or  stripes. 


MISCELLANEOUS  WIRES  AND  CARLES 

Complete  focilities  lor  design  and  manu¬ 
facture  to  customers  specificotions. 


COAXIAL  CARLES 

To  Mll-C  I7B  ond  Commercial  Specifications 


REXOLITE  tt1422 

Rigid,  thermosetting  cost  plastic  offering 
eeceptionol  electrical  properties  at  ultra- 
high  frequencies.  Con  be  mochined  to 
eitremely  close  toleronces.  Avaiioble  in  rod 
or  sheet  form. 


REXOLITE  «2200 

Offers  virtually  the  some  high  etectricol 
properties  os  Reiolite  ^1422  plus  eecep- 
lionolly  high  impact  strength.  Con  be  hot 
or  cold  punched  for  lew  cost  fabrication. 
Available  in  sheet  form  only. 


COPPER  CLAD  REXOLITE 


An  outstanding  addition  to  the  Held  of 
printed  circuits.  Combines  the  Rne  electrical 
properties  of  Reiolite  ^2200  with  good 
chemical  resistonce  ond  punchobility.  Avaii¬ 
oble  in  sheets  with  copper  on  one  or  both 
sides. 


REXTRUDE  «10S 

A  polyvinyl  plastic  tubing  with  eiceptionol  insulating  charocteristlcs 
at  high  operating  temperatures.  Underwriters  laboratories  approved 
and  rated  for  — 30*C  to  ■f"l03®C. 


REXTRUDE  «1000 

Vinyl  plastic  tubing  to  Military  Specification  Mll-l-631.  Offers 
eiceptionol  resistance  to  tear  and  abrosion.  Has  eicellent  elasticity 
permitting  stretch  over  lugs  and  splices. 


RIGID  AND  FLEXIBLE  PLASTIC  EXTRUSIONS  OF  ALL  TYPES. 


Stiitf  for  eomplefo  tochnical  data 


EX  CORPORATION 


230  HAYWARD  ROAD.  WEST  ACTON.  MASS, 


Wfion  ordorin^  or  fo«fcif»9  ifdofmotiofi 
plooM  monEtofi  floctrolbici  Nwyort'  Gvtdo. 
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ELECTRIC 
PLANTS  ^ 


Emergency  standby  models 


•  RADIO  STATIONS 

•  TV  STATIONS 

•  MICRO-WAVE  RELAY 

•  MUNICIPAL  SIGNALS 


ProvWe  electric  power  for  commu¬ 
nications  and  other  uses  when  utility 
service  is  interrupted.  Driven  by 
gas  or  gasoline  engines.  Start  auto¬ 
matically  when  power  is  interrupted, 
stop  automatically  when  it  is  re¬ 
stored.  Sizes  from  1,000  to  150,000 
watts  in  all  standaH  voltages,  50 
or  60-cycle  .  .  .  for  any  emergency 
power  need. 


00^ 


Fully  automatic 
Envirenmsntal  Tstt 
cabinets  for  high- 
low  tomporatures 
of  4  MO*  to 
— 150*  F  and  for 
altitude,  humidity, 
pressure,  etc. 
Complete  line  of 
various  models 
and  capacities  for 
testing,  production 
or  laboratory  in 
new  catalog  #103 
Send  specifications 
for  prompt 
quotation. 


Cincinnati 

Sub-Zero 

Products 


Plonl  k  3930  E-B  Rvodiivg  Road 

CMnnoti  29,  Ohio 


HOT 


NUMBERS 


OUT 


CAPACITORS 


Lightweight,  air-cooled  types,  500 
to  10,000  watts.  All  stanoard  volt¬ 
ages  A.C.  Also  D.C._,  batte^  chaf¬ 
ing  and  combination  A.C.-D.C. 
models.  Smaller  units  can  be  hand 
carried.  Vacu-Flo  cooling  for 
enclosed  installations. 


SPMli-CYUNDfl,  A.C. 

500  to  3,500  wofit.  UohrwAighf. 
Con  bo  ogwippod  irrfh  ahmimm 
tob#  frouf  for  hand  corrying. 


TWO-CYLINDit,  A.C 

3,500  to  10,000  woHi.  Smoofh- 
rvunlng,  high  eopodty.  High  cpood 
tfoihrt  OYoitabh. 


BATTERY  CMAROBRS 

O.C.  output  only,  Of  on#  ond  Kro 
KW,  A.C.  with  30  omp$  O.C.  for 
battoff  chorgtog. 


Sm  yowr  Onan  distributor  or  writ*  for  information 

D,  W,  OBiAM  A  SOWS  EWC, 

2868A  Univsrsity  Avs.  S.E.,  Mtnnsapolis  14,  Mlnnssolo 
Aicntic  FtANTS  •  AHt-COOliO  BtOmES  *  KAl  KOOIEI  *  OINtRATOKS 


BULLETIN  DC-IS 

covering  self  •  healing  metolised 
film  cepocitors 
BULLETIN  RL-1 

Deltoply  "BS"  polystyrene  cepoci- 
•ers  in  temperature  range  —  SS’C 
to  4B5"C 
BULLETIN  ltL-3 

Deltoply  "145”  miniolvre  self- 
heoli^  copocitars,  greatest  num¬ 
ber  of  values  in  range  —SS’C  to 
41SS  C 
BULUTIN  IIL-3 

Deltoply  "3M"  Teflon  capacitors 
with  one  of  the  lowest  values  of 
dielectric  absorption  of  any  mate¬ 
rial  in  current  use. 

BULLETIN  ltL-4 

Circuit  miniaturising  high  voltage 
glass  tubulars 

SEND  FOR  ANY  OR  All  OF  THESE  FREE  lUUETINS 


**  •l•etPonle  I 


•l•etPonle  Imborsitopl** 

142T  N.  WELLS  ST.  e  CHICAGO  10,  ILL; 
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Implement  your 

digital  system  with 

COMPUTER  CONTROL 


•  SMALL  SIZE  •  LIGHT  WEIGHT.  ^ 

•  LOW  COST  •  EXTREME  RELIABILITY 


M-PACs  are  fully  compatible, 
transistorized,  distal,  pluf?-in, 
printed  circuit  modules. 
M-PACs  provide  the  utmost  in 
compactness  —  as  many  as  75 
PACs  may  be  mounted  in  a 
standard  8\  inch  rack  panel 
space. 


Low  VSWR  not  only  through  the  UHF  frequencies  but  in 
many  types  into  the  microwave  range. 

Excellent  Crosstalk  Figures  —  Most  types  ground  the 
output(s)  when  not  connected  to  the  common  input. 

Any  Connector  Type  with  almost  any  orientation. 

Fast  Operation — 15  milliseconds  for  CR  types  operated 
by  DC. 

Long  Life — 1,000,000  cycles  minimum  for  CR  types, 
100,000  for  CM  types. 

Low  Coil  Consumption  —  Approximately  2W  for  most 
DC  operated  coils,  6VA  for  most  AC  coils. 

Teflon  RF  Insulation  in  all  types  using  BNC,  UHF,  N, 
or  C  connectors. 

Resistant  to  Military  Environmental  Conditions  of 
temperature,  shock,  humidity,  and  salt  spray. 

Resistor  Terminations  in  types  intended  for  video  switch¬ 
ing  and  similar  applications. 

Remote  Electrical  or  Toggle-Actuated  Manual  Opera¬ 
tion  available  in  most  types. 

Access  to  Contacts  Without  Disassembly  provided  in  CR 
and  CM  types. 

Twin  Silver  Contacts  on  switches  rated  for  powers  ex¬ 
ceeding  250  watts. 

Fine  Silver  Contacts  —  On  special  order  Palladium  con¬ 
tacts  can  be  supplied  in  most  types. 

Complex  Switching  Accomplished  by  crossover,  DPDT, 
and  multipositiun  types. 

Write  for  our  catalog  describing  these  and  other  types 
of  coaxial  switches  and  relays.^-^ 


A  typiral  SC  moduW.  Model  FF- 
lOS  Mip-Aop  cmployinc  an  Eeclea- 
Jordan  d-c  croaa-roupicd  clreuit. 


The  M-PAC  family  includes 
flip-flop^  pulse  amplifiers, 
(rates,  buffers,  emitter-follow¬ 
ers,  variable  frequency  oscilla¬ 
tors,  crystal-controlled  oscilla¬ 
tors,  inverter  ampliflers,  one- 
shot  multivibrators,  and  others. 

Typical  applications  of  M- 
PACs  .  .  . 

data  handling  • 
contrm  • 
instrumentation  • 
computing  systems  • 

IF  rite  for  illnet  rated  SO- papa  Cmtmto0  M 


UANUIIKY 


KNUUSEN 


Divition  of  Amphenol  Elactronicf  Corporation 

DANBURY,  CONN.^^A 


COMPUTER  CONTROL  CO.  Inc. 

03  Broad  St..  Wellaalay  B7.  Maaa 
33S1  Barry  Ava..  Loa  Angalaa  BA,  Cal. 


When  ordering  or  leeking  iotormation 
pleoio  mention  tierironict  Buyeri'  Guide. 
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AN  OUTSTANDING  LINE  OF  ALL-MAGNETIC  COMPONENTS, 
SYSTEMS  AND  MAGNETICALLY  REGULATED 
POWER  SUPPLIES 


Ma(n«tta4  MtfMlic  Sana  Amplifiar  Sariat 


$tabl«oll  60  Cyela  DC  PovMr  Suppliat 

Thasa  new  DC  power  supplies  feature  line 
transient  suppression,  fast  response,  and 

■  achieve  the  highest  degree  of  reliability. 

Designed  for  a  broad  range  of  applica¬ 
tions,  they  are  recommended  wherever 
accurate,  trouble-free  performance  is 
desired.  Dual  magnetic  regulation  plus 
the  most  modern  electrical  and  mechan¬ 
ical  design  techniques  arc  combined  in 
these  competitively  priced  power  supplies. 
Built  and  guaranteed  for  the  most  rugged 
duty  by  Stablvolt’  and  available  in  a  wide 
range  of  voltages  and  currents. 

*Reg.  Trade  Mark. 


Complete  series  of  precisely  angineared 
Magnetic  Servo  Amplifiers  is  available 
from  stock.  Magnestats  are  available  rang¬ 
ing  from  smallest  model  rated  at  3  watts 
with  a  frequency  response  of  from  0  to 
30  cps  to  largest  40  watt  model  with  a 
frequency  response  of  from  0  to  10  cps. 
These  units  have  sinusoidal  phase  revers¬ 
ing  output,  with  transistor  or  tube  control 
.  .  .  a  c.  or  d  c.  input.  They  have  been 
qualification  testad  and  meet  stringent 
requirements  encountered  in  aircraft  and 
missile  centrel  systems. 


Mkremag  Lew-level  Magnetic  DC  Signal  Amplifiar 

The  Micromaq  is  a  drift -free  d.c.  signal 
amplifier  designed  for  use  in  aircraft  and 
missile  telemetering  instrumentation.  It 
produces  ripple-free  5  VOC  output  from  10 
millivoK  d.c.  input  for  the  amplification 
of  signals  from  thermocouples  and  strain 
gauges.  It  provides  extremely  stable  linear 
d.c.  voltage  amplification  with  gain  changes 
of  less  than  2%  for  temperature  change 
of  100°C.  and  less  than  V2%  for  line 
voltage  changes  of  from  105  V.  to  125  V. 


Lino  Rogulators 


Designed  to  insure  proper  operation  of 
equipment  where  changes  in  AC  voltage 
could  causa  malfunctioning  or  loss  of 
accuracy.  Regulation  held  within  plus  or 
minus  .5%  against  line  changes  between 
100'130V.,  load  changes  from  2.5  25 
amperes,  and  frequency  changes  between 
380  end  420  cps.  Response  time  less  than 
10  milliseconds  Output  wave  form  distor¬ 
tion  is  5%  maximum  Output  voltage  con¬ 
tinuously  adiustable  between  110  and  120 
volts.  Available  in  military  and  commercial 
design 


6  Channel  Universal  Temperature  Measuring  System 

This  new  versatile  system  is  the  result  of 
six  years  of  extensive  laboratory  and  field 
experience  in  temperature  measuring  prob¬ 
lems  with  features  found  in  no  other 
.  comparable  system.  This  unit  has  been 

■pmT  designed  to  cover  the  entire  practical  tem- 

perature  range.  The  Magnetic  DC  Ampli- 
MM  fiers  have  exceedingly  high  gain  stability 
even  under  adverse  conditions  and  are 
absolutely  drift  free  The  Wheatstone  plug- 
A  in  bridges  are  completely  interchangeable. 

Thermocouple  measurements  are  made 
^  without  the  use  of  ice  baths  or  ovens  and 
-S  ^  thermistor  and  resistance  thermometer 

-  ~  measurements  are  made  without  the  use 

of  any  additional  power  supply.  The  low 
level  d  c.  magnetic  amplifiers  produce 
0  to  5  V  output. 


Servomag  Industrial  Magnetic  Servo  Amplifier  Series 

New  Servomag  amplifier  series  has  been 
designed  to  fill  the  long  standing  need  for 
a  rugged  maintenance  free  power  amplifier 
for  the  stepless  control  of  high  power  AC 
or  OC  ^rvo  motors  Servomags  exceeds 
the  response  time  of  rotating  amplifiers 

0by  very  wide  margin,  allowing  the  use  of 
simplified  control  circuitry  with  greatly 
reduced  servo  stability  problems. 

Delivers  phase  reversible  AC  (or 
polarity  reversible  DC)  in  response  to 
phase  reversing  AC  signals  or  polarity 
reversible  signals:  has  outstanding  lero 
stability  as  well  as  high  gain  stability. 
Amplifier  designed  to  take  severe  overloads 
and  output  can  be  short  circuited  without 
damage. 


Magnetic  Frequency  Discriminators 

Produce  a  well  filtered  0-5  V  DC  output 
voltage  in  response  to  a  frequency  devia 
tion.  One  application  is  the  measuring  of 
the  power  frequency  of  aircraft  and  missile 
power  sources  and  frequency  deviation  from 
their  normal  value 

Power  input  requirement  for  units  is 
approximately  2>^  watts  Supply  voltage 
can  vary  between  95  and  150  volts.  Out- 
put  variation  is  less  than  >4%  or  less 
than  25  millivolts  for  line  voltage  varia- 
tions  from  105  to  125  volts;  slightly 
higher  for  the  extremes  of  the  supply  volt- 
age  limits. 

Two  representative  models  of  the  new 
line  are  the  FD  400  for  400  cycle  power 
sources  and  the  FD-2000  for  inverters 
operating  at  2000  cps:  also  available  for 
frequencies  up  to  10  KC. 


Stablvolt  400  cps  Posaer  Supplies 


Features  magnetic  flux  oscillator  circuitry 
to  provide  precision  regulated  5V  transient- 
free  d.c.  output  voltage.  The  unit  is  a 
tubeless,  dual  magnetic  system  which 
effectively  isolates  line  voltage  transients 
from  the  output  and  regulates  d.c.  to 
0.1%  accuracy.  Current  capacity  is  1 
ampere.  Short  circuit  proof,  no  fusing 
r^uired.  The  units  are  hermetically  sealed 
with  all  components  cast  in  thermosetting 
plastic,  meet  MIL-T-27  and  MIL-E-S272-A 
specifications.  Operates  on  standard  115 
V-400  cycle  aircraft  supply  mains. 
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CUSTOM  DESIGNED 
TO  SAVE 

SPACE  AND  WEIGHT 


/  TOUCH  and  TINY...  \  custom  dcsignsd 
[theA.W.HAYDONCO.'S  unique  line)  mutary 
of  SUB-MINIATURE  TIMING  DEVICES  *rou«f/vifNrs 


REPEAT  CYCLE  TIMERS 

Write  for  Bulletin  AWH-RC-301 

TIME  DELAY  RELAYS 

Write  for  Bulletin  AWH-TD-502 


fcatuficA 

H*rm«tic«lly  S««Ud  Housinqs 
ih«  til*  of  standard  dasiqns 
72  tho  waight  of  standard  dasigns 
Direct  Currant  or  400  Cycle 
Aircraft  &  Missile  Applications 
Wide  ranga  of  timing  programs 
Timers  have  I  i  2  inch  cross  section. 
Indicators  only  I'/i  inch  diameter. 

Miniature  Motors  and 
Custom  Devices 
also  available. 


ELAPSED  TIME  INDICATORS 

Dial  face  or  Digital  (as  shown) 
Square  or  Compact  Flange  Mounting 
(as  shown) 

Write  for  Bulletin  AWH-ET-602 


TIME-PROVEN  STANDARDS  OR  TEST-PROVEN  SUB-MINIATURES  ...  AIL  DESIENED  FOR  RELIABLE  OPERATION  IN  TOUR  APPLICATION 


IIMING  AND  CONItOl  DtVICB  B>  THE  A.  W.  HAVDON  COMPANY  AlC  RECOGNIZED  AS  IHE  MOST  DEPENDAOIE  PERFORMERS  IN  THE  FIELD. 


400  CYCLE  MOTORS 


Reversible  —  Light  weight  (8 
ounces).  IIS  volts  ^  10%;  SS  mil. 
liamps.  Torque:  0.025  ot-in  at  3000 
rpm.  Meet  Military  Requirements. 
Write  for  Bulletin  AWH  MO  103. 


MINIATURE  HERMETICAUY 
SEALED  TIMERS 


GOVERNED  DC  MOTORS 


The  A.  W.  Haydon  Company  now  otters 
]  series  ot  Chronometrically  Governed 
DC  Motors.  Each  designed  to  do  the 
same  job  in  a  ditlerent  application. 
S700  Series  —  non-military  applica- 
tions  where  estreme  temperature,  vi. 
bration  and  shock  are  not  esSMrienced. 
S400  Series  —  Aircratt  and  military 
applications  where  eitrema  tempera¬ 
ture  and  moderate  vibration  and  shock 
are  encountered. 

StOO  Series  —  Aircratt  and  missile  ap¬ 
plications  where  estreme  temperature, 
vibration,  and  shock  are  encountered. 
Write  for  lulletin  AWH  MO  MO.  401. 
■N2,  404. 


SPECIAL  TIME  DELAY  RELAY 


Supplied  In  2Vt"  diameter  housing. 
Optional  iTSOunting  and  electrical 
termination. 

TIMI  DELAY  RIUYS 

Single  or  multiple  switching.  Delay 
periods  from  2  seconds  to  3  hours. 
Write  tor  lulletin  AWH  TO  4M. 

REPEAT  CYCLE  TIMERS 

Single  or  multiple  switching.  Wide 
Range  ot  Time  Cycles.  Write  for  lul* 
letin  AWH  RC  200. 


Supplied  in  2.2"  diam¬ 
eter  housing.  Precision 
unit:  ±  1%  accuracy. 
Meets  military  require* 
mants.  Adjustable  over 
wide  range.  Write  for 
Bulletin  AWH  TD  500. 


PROPORTIONAL  DELAYED  RESET 
TIME  DELAY 


STOP  CLOCKS 


Provides  a  controlled  reset  rate. 
Designed  to  meet  special  appli¬ 
cations.  Hermetically  sealed  or 
enclosed  in  dust  cover.  Meets 
military  requirements.  Write  for 
Bulletin  AWH  TD  402. 


Precision  Movement  —  Electrical 
Reset.  Temperature  Range  ~55* 
C.  to  85  C.  Option  on  Mounting, 
Electrical  Termination,  Calibration 
Range.  20-30  Volt  D.C.  Write  for 
Bulletin  AWH-ET-700.  IIS  Volt, 
400  CPS.  Write  for  Bulletin  AWH- 
ET.70I. 


AWH-MS-IOt-102 

AWH-RC-201 

AWH-RC-300 

AWH-TD-401 

AWH-T0.403 

AWH-TO-40440S 

AWH-TD-4U 

AWH-ET-iOO-MI 

AWH-MO40S 


(or  write  for  complete  catalog). 

Application  Data  Shaats 

Basic  Rapeat  Cycia  Timers 

Precision  Interval  Timers 

Hermetic  Adjustable  Time  Delay  Relays 

Basic  Time  Delay  Relays 

Dial  Adjustable  Time  Delay  Raleys 

Basic  Hermetic  Tima  Delay  Relays 

Elapsed  Time  Indicators 

Basic  Direct  Current  Timing  Motors 


Many  other 
specials  alto 
avallabla,  such 
at  Electronic 
Time  Delay 
Relays,  Inter- 
valomatars. 

Reversible  M 
CPS  Motors. 

Custom 


Dtsign 


InlAYDON 


238  NORTH  ELM  STREET 
WATERBURY  20,  CONNECTICUT 
and  Manufacture  of  Electro-Mechanical  Timing  Devices 


OTHER  BULLETINS  AVAILABLE  ON  REQUEST 
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QWMAR 


fracltion 

Sarvo 

PcKkogM 


SMALL 

OUTSIDE 

CORNER 

RADIUS 


SHARP 

SQUARE 

INSIDE 

CORNERS 


SIDE 

WALLS 


{  Mounted  oul  \ 
dl  tight  under  \ 
doth  or  in  • 
r  trunk  j 

\  tomporfmtnf  / 


•  tape  recorder  •  P.  A.  system 

•  portable  TV  set  •  hand  tools 

FROM  YOUR  CAR,  Boat  or  Plane! 

INVERTERS 


FOR  CHANGING  YOUR  STORAGE 
BAHERY  CURRENT  TO 

A.C.  HOOSIHOtD  A 

anywhere  —  '  y  pione! 


OPERATKS 

•  TAPf  mCOKDlKS  ~ 
e  DICTATING 

MACHINiS 

•  fUHIC  ADDKCSS 
SrSTlMS 

•  fltCTtlC  SHAVnS 

dintlly  from  your  corf 


OPERATES 

fOUTAILS  TV  SfT 
Jkoclly  from  your  corf 


MAKE  YOUR  CAR,  BOAT  OR  PLANE 

**A  R01.I.ING  OFFICSI’* 


OPERATES 

•  KADIOS 

•  XfCORO  P1AY»S 

•  MIXMASTTRS,  fTC. 

dfrodly  from  yourcotl 


Bowmor  datigrtt  and  pro¬ 
duces  prociiion  counting 
duvicui  of  all  typos  and  in 
all  quantitios  to  customor 
specifications.  Miniature 


MINIATURE  DECIMAL 
COUNTER  3414 

Decimal  indications  from  000 
to  999  with  return  to  000.  Re¬ 
versible  ottd  centinuovs  rota¬ 
tion.  Speed:  1900  rpm  mox. 
int.,  900  rpm  cont.  Torque; 
.3  in. -ox.  at  30*C.  Wgt.:  .9  oi. 
Specifications  are  typical,  and 
may  be  changed  to  suit 
requirements. 


site,  unusual  configurotions,  light  weight  and  high  speed 
operation  are  features  most  often  designed  into  Bowmar 
counters.  Applications,  although  unlimited,  generally  in¬ 
clude  novigational,  fire  control,  missile  tracking  and  com¬ 
puting  systems. 
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Precision 

Miniature 

Speed  Re¬ 
ducers  and 


SEND  FOR  NEWEST  HANDBOOK 
PAGES  AND  NAME  OF 
NEAREST  BOWMAR 
REPRESENTATIVE 


INSTRUMENT 

CORPORATION 


tooo  BlUFnON  ROAD  e  FORT  WAYNE,  INDIANA 
Raprasentotivas  in  ftincipal  U.S.  and  Conodion  Cities 


Spiral  Wound  I 

PAPER  TUBES 

Speed  and  Improve 

COIL  WINDING 


SPIRAL  WOUND 
Not  Die  Formed 


e  N«  shwp  eutside  tdtet 
to  cut  wire 

•  No  need  ter  wedges  te 

tighten  wire 

•  Permits  winding  ceils 

te  closer  tolerances 

•  Has  lull  rigidity  and 

physical  strength 

•  Allows  taster  stacking 

of  wound  ceils 


ANY  SIZE— SQUARE  OR  RECTANGULAR 

Parapormed  paper  tubes  simplify  coil  winding 
operations  and  speed  production,  yet  cost  no  more. 
In  the  exclusive  Paraeorm  method  of  tube 
making,  no  artificial  heat  or  pressure  is  used  — 
Paraforming  takes  place  at  the  time  of  spiral 
winding.  Hi-Dielectric.  Hi-Strength.  Kraft,  Fish 
Paper,  Acetate,  Red  Rope  or  any  combination 
wound  on  automatic  machines.  Produced  from 
stock  arbors  or  special  sizes  engineered  for  you. 
Can  also  be  supplied  in  regular  or  with  slight  how. 


Paramount 


rui  UIIIWIII  PAPER  TUBE  CORP. 

6M  LAFAYETTE  STREET,  FORT  WAYNE  2,  INDIANA 

Manufacturers  uf  Paper  Tabhif  for  the  flectrlcof  Indbstry  Since  I9JI 


write  ea  cempuay 
letterhead  for 
STOCK  ARBOR  LIST 
OF  OVER  3000  SIXU 


UNIVERSAL 

INVERTERS 

Espaclolly  dusignud  to  chongu  6  or  12  volt 

D.C  to  1 1 0  volt  AC  60  cyclus. 

ter.,, 

a  EXECUTIVES  •  POLICEMEN 

•  SALESMEN  •  REPORTERS 

•  OUTDOOR  MEN  a  FIREMEN 

a  PUBUC  OFFIQALS 

models  6U.RHG  (4  volts)  1 29  to  1 90  warn.  Shipping 

weight  27  lb>.  Usi  price . 989.99 

DEALER  NET  PRICE . $59.97 

t2U-IIHG  (12  volh)  190  to  179  watts.  Shipping  weight 

27  lbs.  list  prke . $89.99 

DEALER  NET  PRICE . $59.97 

Write  for  literature  on  orher  Siief  and  Models 
of  ATR  INVERTERS,  priced  os  low  at  $9.95  list. 


VNEW  models  VNEW  designs  -v/htw  LITERATURE 
e*‘h"BalttryBiaiMtsr3  •  DC-AC  inrtrtcri  •  Auto  Radio  Vikriton 

American  Tumsiott  t  Radio  Co. 

V  iZtuUitTf  'PoorUtt*  Simet  t93t 

$AINT  PAUL  h  MINNESOTA  U.  S.  A. 


Because  this  firm 


MAGNETIC  SHIELD  DIVISION  PERFECTION  MICA  CO.  o 

l.*{22  No.  F^lrtlon  *  ('.hicago  22,  lllinoitt  Z 


Knowles  audio  transducers  have 
set  new  performance  and 
size  standards. 


The  mierophone  and 
receiver  shewn  here  m 
have  made  possible  .• 
the  miniature 
head-warn  and  eye-glass 
transistor  hearing  aids. 


KNOWLES 
MICROPHONE 
MODEL  AW 


ELECTRONICS 


210  PIAGET  AVE..  CLIFTON.  N.  J 


NETIC  CO-NETIC 
MAGNETIC  SHIELDING 


Why  do  I  Favor 
SUPERIOR 
ELECTRONICS 
for  electron 
GUN  MOUNTS? 


Non-Shock  Sensitive,  Non-Retentive,  No  Pe¬ 
riodic  Annealing,  Shaped  to  Your  Application  | 

Permanently  unaf-  ^  m 

fected  by  shock  or  vi-  -j  y.  .*  ^ 

bration  from  usage,  -V  1  |  ‘  . 

drilling,  cutting,  -  m  ^  "  '/ 

punching,  bending,  -  U  "  V 

etc.  For  maximum  ef-  ■  J 

fcctiveness,  all  pos-  ,  ,L.  »  M 

sible  joints  are  heli-  ®  V  \V^ 

arc  welded.  Sheds  -Vi 

magnetic  forces  like  a  jt.  k 

duck’s  back  sheds 
water.  Will  not  be¬ 
come  magnetized. 

Permanently  non-retentive  —  negligible  residual  magnetism. 
No  periodic  annealing  required. 

Provides  simultaneous  high  and  low  intensity  shielding  as 
well  as  high  and  low  frequency  shielding  or  any  one  of  them. 
Aids  miniaturization  by  making  possible  placing  components 
close  together,  even  mounted  on  the  shield  itself.  Can  be 
furnished  tinn^,  ready  for  soldering — without  affecting  shield¬ 
ing  qualities.  Available  as  raw  material  if  desired  for  fabri¬ 
cating  parts  in  your  own  plant. 

Typical  applications  include  tape  container  shields  to  pro¬ 
tect  broadcasting,  military  and  automation  tapes,  cathode  ray 
tube  shields,  photomultiplier  tube  shields,  transformer  shields, 
magnetron  shielding,  7  &  9  pin  tube  shields,  portable  measuring 
chambers  for  simulated  pressure,  vacuum,  altitude  and  non- 
pre.ssurized  testing  of  delicate  instruments  in  laboratory  or 
field,  shields  for  motors,  tape  heads,  submin.  encap.  uses.  *■ 


it  Has  pioneered  many  new 
manufacturing  techniques 
it  Is  constantly  improving  the 
quality  of  its  gun  mounts 
it  Offers  uniform  product  per¬ 
formance  and  dependable 
service 

it  Assures  me  of  fair  prices 


New'  110° 
dsflactien 
gun 


Electro¬ 
static 
focus  gun 


Eloctro- 

mognotic 

gun 


^^uxjtAi.  ELECTRONICS,  INC 

^  MANUFACTURING  ENGINEERS 

The  leader  in  MINIATURE  audio  transducers 


World's  oldest  and  largest 
exclusive  manufacturer  of 
quality  electron  gun  mounts 


llectro- 

slotic 

defloction 

gun 


Spociol 

purpose 

gun 


WRITE  FOR  DESCRIPTIVE  MATERIAL 


We  are  custom  designers  and  manufacturers  I 
of  products  geared  to  particular  requirements.  I 
Because  of  our  diversified  experience  and  I 
numeroui  designs,  we  con  often  engineer  and  I 
produce  a  product  for  a  specific  use  faster  I 
and  at  lower  cost.  I 

®  Design  Ingineersl  Write  for  details  eiS 

tampany  letterhead, 

KNOWLES  ELECTRONICS,  INC. 

9400  Balmont  Avonuo,  FrankKn  Porli,  Illinois 

OUR  PRODUCTS  ARE  SUPPLIED  TO  MANUFAaURERS  ONLY 


GRegory  2-2500 
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A  MEASUREMENTS 
LABORATORY 

Member 

Serving  the  Electrical  and  Electronic  Industries 

60  YEARS  OF  EXPERIENCE 

IN  MEASUREMENTS  TESTING  AND  ENGINEERING  ANALYSIS 

ELECTRICAL  CHEMICAL  B  TESTS 

ELECTRONIC  PHOTOMETRIC  H  INSPECTION 

ENVIRONMENTAL  MECHANICAL  CERTIFICATION 

63  page  illustrated  bulletin,  “Services  and  Facilities,”  available  on  letterhead  request. 

ELECTRICAL  TESTING  LABORATORIES,  INC. 

2  East  End  Avenue,  New  York  21,  New  York  BUtterfield  8-2600 


low  , 

lower  _ 

lowest  prices  O 

INDUSTRIAL 
RETAINING  RINGS 


Expanded  facilities  +  increased 
production  =  lower  per*unit 
costs.  We  pass  these  savings  on  • 
to  you  by  lowering  prices  up  to 
42%  on  industrial  Retaining 
Rings.  Start  saving  more  right 
away.  Send  for  our  new  catalog 
and  price  list  today. 

INDUSTRIAL  RETAINING  RING  CO. 

57  Cordier  St.,  Irvington  11,  N.  J. 

Ongtnotort  of  modern 
rrtoming  rmg  dispensing 

MAIl  THIS  COUPON  TODAY 


// 


INOUSTIIAl  RCTAININO  RING  COMPANY 
37  Cordi.r  StrMt,  Irvington  1 1,  N.w  JorMy 
PiMt.  tmid  the  n.w  IRR  catalog,  prico  list  and  froo  ring  lamplat. 


NAME. 


-TITII. 


COMPANY . 

STREET _ 

CITY - 


E.6 


ALL  PURPOSE  REGULATED  O.C.  POWER  SUPPLY 
MODEL  L3520A.  PRECISION  REGULATED,  0.1% 
CONTINUOUSLY  VARIABLE,  O-3S0V,  0-200  Ma 


MODEL  L3520AM 


iM  Output  Imputfanct; 
Trantiant  Ratpania: 
Rippla: 

Stablliiad  Bias: 
Fllamant  Saarea; 

Liaa  laput: 

Far  Rack  Maunting: 


0.2  OHM  AC 
1  millisecond 
1  millivolt,  R.M.S. 

0  to  —  150V,  0-5  Ma 
6.3  VAC.  C.T.,  0-10  Amps 
105-125  VAC,  50-400  cycles 
Panel,  7"  x  19”!  Depth,  8" 


Model  L3520A,  less  meters,  only  $199.50 

Model  L3520AM,  with  meters  .  .  $229.50 
As  shown,  deluxe  cabinet  .  .  .  $264.50 


O»0f»  rot  IMMtOIATl  DlUVltY  ftOM  STOCk 


UNIVERSAL  ELECTRONICS  COMPANY 

1720  TWENTY-SECOND  STREET,  SANTA  MONICA,  CAIIFORNIA 

Write  for  complete  beltotin  D58-1 
^  REPRESENTATIVES  IN  PRINCIPAL  U.  S.  CITIES 
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Wh.n  ordering  or  Making  intormation 
pita**  mention  CItttronic*  Buy.rt'  Gwid*. 
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SINf  WAVf 
viCTo* 


FOtCi 


motictorI 


^ORCf  iSS 

RMS 


your 

product’s 


Thii  20  KVA  power 
aencrator  and  control 
console  at  Rocket- 
di/ne  is  one  of  23 
complete  Line 
si/stcms  at  Sorth 
American  Aviation 
Divisions. 
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W<«ii  erd*rii«9  or  tookiog  inlarmatioji 
•n'-ption  (/•ctronicf  Svyvrs'  Gutda. 


Mobile  Vibration 
Laboratory 


eA-250-e  250  wott»  500  wo«t 

PA  500'*  500  »om  800  oom 

Pe.|/2  I  1.000  worn  2.000  »am 

PP-3/4'  3.000  oom  4.000  oom 

88  7/8  8  7.000  worn  10.000  worn 

88  20/20  C  22.000  worn  22.000  worn 

88  40/40  8  44.000  oom  44.000  »on« 

88  80/80  A*  75.000  »am  80.000 

88  60/80  A*  75.000  «om  80.000  »om 

88  90/ 1 40  A  90.000  »am  1 40.000  «am 


70 

100 

200 

1.200 

1.200 

3.500 

5.000 

7.000* 

17.500* 

21.500 


SHAKER  FORCE  OUTPUT 


840 

2  520 

2.500 

7.500 

3.500 

10.500 

5.000* 

15.000 

12.000* 

36.000 

14.000 

4  2.000 

Random,  Complex  and  Sine  Wave 
VIBRATION  TESTING  SYSTEMS 


W’lutlur  yon  think  of  vibration  testing  as  a 
means  of  prototyp<r  shake-down,  or  as  a  full 
(|nality  control  test  on  prrKhiction  runs,  there’s 
a  Ling  system  for  the  joh.  Parts,  components 
or  even  an  entire  missile,  airplane  or  other 
major  package  can  lx-  testrxl  to  desired  speci¬ 
fications  with  one  of  Ling’s  line  of  complete 
systems. 

These  systems  include  high-|X)wered  vibra¬ 
tion  generators  with  output  ratings  from  1  to 
tK)  KV.\,  operating  consoles,  electro-mechani¬ 
cal  shakers  and  accessory  •■(|uipment  as  nec¬ 
essary  for  any  sp<'cific  test  rerpiirement. 

Ling  vibration  systems  are  callable  of  pro¬ 
ducing  a  wide  variety  of  tests,  ranging  from 
simple  sine-wave  sweeps  to  the  exact  repro¬ 
duction  of  random  or  complex  vibrations 


which  are  ta|H‘  recorded  from  actual  missile 
flights. 

Among  the  new  developments  in  high 
powered  electronics  by  Ling  is  a  packaged 
vibration  test  system  — the  Sine-O-Matic.  This 
compact  unit  contains  esers  thing  necessary 
for  fully  automatic  or  programmed  sine  wave 
testing  in  a  single,  tiesk-type  con.sole.  Only 
the  shaker  is  separate. 

Another  example  of  Ling’s  leadership  is  a 
complete  mobile  testing  lalmratory  capable  of 
field  testing  an  entire  airplane,  missile  or  any 
large  component.  Ling  sales  engineers  will  be 
happy  to  discuss  your  own  vibration  testing 
recpiirements,  whether  for  a  standard  systi-m 
or  in  solving  advanced  vibration  test  problems. 


Model  PP-90  140 


...leader  in  hxqh-poicer  electromcs 


iisicr 


9937  WEST  JEFFERSON  BOULEVARD  •  CULVER  CITY.  CALIFORNIA  •  TELEPHONE  TEXAS  0  7711 


POfl  iNDUSr^y 


Wh9n  ord0ring  or  $ooking  iMormafton 
ploo$o  monfion  SlotfronitB  0tfy«rf' 
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NEW!  FOR 
TRANSISTOR  WORK 


#  Hi'Rong*: 
0-120  V 

*  High  Cur¬ 
rent:  1 
Amp.  DC 

•  R*C(ulat*d 


•  Extr«m«ly 
low  rippi* 


ONONDAGA  POTTERY  COMPANY 

^~Sleci)wtuci.  ^^5PC|) 


APPLICATION  ENGINEERED,  Radio-TV  circuits.  Vertical  Integra¬ 
tors,  Deemphasis,  Sync-Take  ofF,  Horizontal  AFC,  Audio  Coupling, 
and  all  types  Resistor-Capacitor  circuits  manufactured  to  your 
specific  needs.  A  complete  line  of  plug-in  units  for  printed  wiring 
boards.  To  serve  your  interests  better,  we  have  a  representative 
located  in  your  vicinity.  Contact  them  or  call  or  write  us  in  regard 
to  your  problems  in  printed  electronic  circuits  or  special  capacitors. 
Our  organization  will  be  very  glad  to  cooperate  in  finding  the 
proper  solutions. 


NUTRON  MANUFACTURING  CO.,  Inc. 

67  Monroe  Ave.,  Staten  Island  1,  N.Y. 


•  Rang*  120-300VDC 
^  0.1  &  0.2  Amp*r* 

ov*r  antir*  rang* 

•  Fin*  V*rni*r  Ad- 
iustm*nt 

•  RippI*  &  Noit* 
b*lo w  5  mv. 
rmt. 

•  B*tt*r  than  0.1% 
r*gulation  NL 
to  FI,  and  lin* 

•  Isolatod  outputs 

•  V*ry  fast  rospons* 

•  Input  103-125  V,  50-60  Cycl*s 
Oth*r  us*s 

Colibration  of  m*t*rs,  pot*ntiom*t*rs,  *tc. 
Compon*nts  t*st  s*tups,  inspoction 
Computor  d*v*lopm*nt  &  S*rvicing 
Continuously  adjustabl*  r*f*r*nc*  supply 
Writ*  for  tochmcol  bull*tin  BG-f6 


«M.u 


Chrome,  anodised,  aluminum  and 
copper  Midqel  Louvers  provide  ven¬ 
tilation  ior  electronic  equipment  cabi¬ 
nets. 

Louvers  In  air  ports  oi  transmitter 
sets  prevent  radiation  Interierence  on 
adiacent  TV  sets. 

Easy  Installation  In  either  wood  or 
metal  cabinets,  simply  drill  hole  and 
tit.  Louvers  are  screened  to  keep  out 
insects. 

Sises  —  1"  to  6" 

Proportionate  weighs  per  doten 
2  os.  to  16  os. 


Write  for  complete  data 


MIDGET  LOUVER  CO. 

6  WAU  ST.  NORWAUC.  CONH. 


REPRESENTATIVES 


ONONDAGA  POTTERY  COMPANY,  Syracuse  1,  N.  Y. 


Model  PR-100  t  PR-200 


Specificationt  For  Mod*l>  PR-IA  S  RM-1A: 
Input:  95-130V,  60  Cycles 
DC  Output:  0-I20V,  0-1  Amp. 

AC  Output:  0-1 30V,  0-1  Amp. 
Regulotion:  ±  1%  (or  line  9S-130  V 
Completely  isolated  output 
Some  applications: 

Transistor  Circuit  Development 
Versatile  Production  Test  Supply 
or  AC  motor  control 
Fine  control  of  sotuioble  reoctors 
Regulated  DC  or  AC  filament  supply 
Regulated,  adjustable  line  source 
A  basic  unit  for  any  laboratory 
Write  for  Tecfinicaf  Bulittin  BG-IS 

FOR  VACUUM 
TUBE  APPLICATIONS 


PORTABLE  REGULATED 
POWER  SUPPLIES 


MIDATIANTIC 
Vict*r  S.  M*IU  Ctnpany 
1 135  StMun  8tr*«t 
PhtiMipIphI*  19.  Ppnntylvpnia 


BOSTON 

Maedonald-WadiNan  Company 
457  Stuart  Str*«t 
Boston  16.  MatoachuootU 


OHIO-1N  DIANA 

RoBort  0.  Whitoooll  and  Aoooolatot 
M20  Eaot  Waohlnfton  Stroot 
Indlanapollt  II.  Indiana 


CALIFORNIA 

Wootron 

7407  Molrooo  Avonuo 
Loo  Anaoloo  46.  California 


CANADIAN 

Cloctrolabo 

7365  8t.  Lawroneo  Boulovard 
Montroal  16.  QuoBoo.  Canada 


NEW  YORK  t 

Eloctrieal  Manufacturoro  Sonrica 

P.O.  Boi  126 

Caot  Willioton.  Nov  Vorb 


SOUTH  central 
Tho  Hilbor  Company 
P.O.  Bos  4123 

Winston -Salom.  North  Carolina 


SOUTHEAST 
Ooa  i.  Pholpo 
1401  Coyloa  Oriva 
Orlando.  Florida 


SOUTHWEST 

Pacbard  Asooclatos 

404  Lovoflold  Air  Tormiaai  Bid*. 

Dallas.  Tssas 


CHICAGOLAND 
Rinalaad  M.  Kruofor 
5306  Wsst  Lawroneo  Avonuo 
Chienao  30.  Illinois 


SOUTH  TEXAS 
R.  I.  Bailor 
200  SIdnoy  Stroot 
Houotoo  3.  Toils 


shielded 
ventilation  . . . 


MIDGET  LOUVERS 


B.I.W.  CAN  PROVIDE 


I 


and  QaJdei. 

TO  SUIT  YOUR  APPLICATIONS 


AIRCRAFT  &  MISSILE 
WIRES  &  CABLES 

1000”  Wire: 

1000*  F  and  750"  F  Cable.  Extra 
high  temperature  wire  requirements 
are  met  with  BIW's  line  of  Super  Jet 
Wire. 

Antenna  Wire  I  Transmission  Sables: 


Multi  Conductor  Cable: 

BIW  designs  and  manufactures  multi- 
conductor  cables  to  withstand  the  aircraft 
service  conditions  of  low  temperature, 
vibration,  light  weight  and  serviceability. 


High  voltage  units:  precipitator, 
static  neutralizer,  Etc. 

Chemical  apparatus  requiring  resist¬ 
ance  to  corrosion 
Multi  conductor  cables 


Laminated  teflon  insulation  having  un¬ 
usual  high  corona  level  and  breakdown 
voltage  complying  with  Air  Force  Specifi¬ 
cations 

Coaxial  Cables; 

A  complete  range  of  sizes,  impedances 
and  attenuation  of  teflon  insulated 
-55°C  to  250  C  complying  with  Gov¬ 
ernment  specihcations  and  in  addition 
BIW  designs  for  special  applications. 
Couial  Cables  Miniature  lor  Electronics: 
Extremely  small  teflon  insulated  of 
unique  design  having  low  noise  charac¬ 
teristics.  and  very  suitable  tor  minia¬ 
turization. 

Electronic  Hook  up  Wire: 

Extruded  high  temperature  vinyl,  Kel  F 
and  teflon  for  miniature  high  temperature 
applications. 

Engine  Ignition  Cable: 

A  variety  of  sizes  of  teflon  ignition  cable 
for  jet  engine  installations  approved  by 
leading  manufacturers 
Flame  Detector  Cable; 

Heat  and  fire  resistant  special  designs 
approved  by  major  manufacturers  of 
flame  detector  devices 
Flexible  Telemetering  Cable: 

Miniature  shielded  cables,  single,  2,  and 
3  conductor  approved  by  many  years  of 
satisfactory  service. 

Fuel  Gauge  Wires; 

Specially  designed  teflon  insulated  cables 
approved  and  adopted  by  the  major 
manufKturers  of  fuel  gauges. 

Jet  Engme  Control  Wire: 

BIW  standard  teflon  and  fibreglass  in 
sulated  approved  and  service  tested  as 
a  dependable  jet  engine  control  wire. 
Missile  Wiring; 

Complete  range  of  teflon  and  fibreglass 
insulated  small  size,  high  performance 
missile  wiring  approved  by  leading  mis¬ 
sile  manufacturers. 


Power  and  Lighting  Cable: 

Complete  range  of  sizes  and  ratings: 
100  C,  125  C,  150  C  and  200°C. 


SOX  Law  Temperature 
Multi  Conductor  Cable: 

A  special  series  of  low  temperature, 
multi  conductor  cables  approved  from 
operating  service  life  and  applications 
such  as  propeller  de  icers,  rudder  con¬ 
trol,  bombay  doors,  missile  launching. 
Thermocouple  Wire: 

Made  to  order  special  types  for  unusual 
applications  utilizing  teflon  and  fibre- 
glass  insulation. 


ELECTRICAL  EQUIPMENT 


Elevator  Cables  lor  Control. 

Annunciator  and  Lighting: 

2  to  40  conductors,  with  and  without 
steel  supporting  strands  Accepted  stand¬ 
ard  by  principal  elevator  manufacturers. 
Extra  Flexible  Povrer,  Lighting  fc 
Instrument  Cable: 

$24  to  eO  flexible  and  extra  flexible 
strandings  with  pliable  heat  resisting 
rubber  and  neoprene  insulation  for  nu¬ 
merous  applications  such  as  relay  con¬ 
tactors,  mercury  switches,  reciprocating 
equipment  and  hinged  panel  apparatus. 


Flexible  Motor  Lead  Wire  and 
Appliance  Wire; 

Underwriter's  approved  :24  to  :8  in 
temperature  ratings  of  75°C  rubber, 
80”C,  105'^C  vinyl  insulation  Numerous 
colors  and  stripes  available. 

High  temperature  Wires  and  Cables: 

BIW  Specializes  in  high  temperature 
wires  using  105°C  vinyl,  silicone  rubber, 
and  teflon  to  produce  cables  with  higher 
temperature  ratings  required  in  many 
applications; 

*  Motor  and  transformer  lead  cable 


Multi  conductor  cables: 

BIW  designs  and  manufactures  multi¬ 
conductor  cables  of  all  types  for  electri¬ 
cal  apparatus  and  equipment  such  as 
automatic  machinery,  x  ray  apparatus, 
remote  control  devices  and  signaling 
equipment. 

ELECTRONICS 

couial  transmission  cable  and 
pulse  cable  lor  airborne  electronics. 

Hook  up  wire:  •  80”C,  105°C  with  or 
without  fabric  coverings. 

•  Shielded  with  protective 
covering 

'  Available  in  a  wide  range 
of  colors  and  tracers. 
Low  capacity  Frobe  cables: 

Low  capacitance  of  8  to  10  mmf/ft.,  ex¬ 
tra  flexible. 

Low  Noise  Shielded  Cables; 

As  a  result  of  BIW  developments  a  wide 
range  of  types  and  sizes  are  available 
designed  to  fit  standard  connectors. 
Multi-conductor  Cables: 

BIW  designed  and  manufactured  over 
900  made  to  order  multi  conductor  cables 
complying  exactly  with  requirements  for 
particular  equipment. 

Radiation  Monitoring  Cable  for  Nuclear 
Energy  Locations: 

Approved  designs  for  use  with  the  princi¬ 
ple  detection  instruments. 

TV  Camera  Cables: 

BIW  design  has  been  approved  and 
adopted  by  the  major  manufacturers  of 
TV  cameras  and  recognized  by  leading 
studios  as  the  most  serviceable  cables 
available. 

Telemetering  Cables; 

Miniature  shielded  cables  single,  2  and 
3  conductor  as  well  as  a  variety  of  multi¬ 
conductor  types. 


New  cables,  designed  and  manufactured  to  your  requirements 
Facilities  for  large  or  small  quantities 
Your  inquiries  are  solicited  *  You  ask  for  if  .  . .  we  have  it! 

ADDRESS  ALL  INQUIRIES  TO  OUR  61  BAY  ST.  OFFICE 


BOSTON  INSULATED  WIRE  AND  CABLE  CO..  BOSTON  25,  MASS. 
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electronic 


INDUSTRIAL  CONTROL 
COMPANY 

80S  Albin  Ave  •  Lindenhurst.  L.  I.,  N  Y. 
MOhewk  1  6060 


"Whatfeyow 

SBRVO 

TEST 

problem? 

•  DESIGN  &  PROTOTYPE 

•  PRODUCTION  nST 

•  FinD  MAINTENANCE 

•  CLASSROOM 
DEMONSTRATIONS 


Choose  from  ICco's  compUt* 
line  of  servo  testers,  each  one 
equipped  for  one  specific  job. 


•  Model  100-A 
Qoneral  purpoM 
MTvo  tester  for 

deettepai^  *nd 

lecture  use. 
Meesures 

frequency  end  trenslent  response 


Model  101 -A 
Serso 

trenslent  1 
response 


The  Ferranti  High  Speed  Tape  Reader  accelerates  to  full  speed  within 
5  milliseconds  and  stops  within  3  milliseconds.  It  has  achieved  a 
sound  reputation  for  simplicity  and  reliability  in  regular  operation. 


Built-in  scope 
with  celibreted 

mesh  provides  HHBMK 
eccurete  GO.  II  lilB 

NO-GO  tost 

for  test,  relieble  system  checkout. 


Proven  Keliability  in  hundreds  of  data  processing  and  data  transmission  in¬ 
stallations  from  coast  to  coast. 


Photoelectric  Sensing  uses  “pin  hole  camera’’  optical  system  for  increased 
signal/noise  ratio  with  any  type  of  fully  punched  tape;  no  lenses  or 
mirrors.  Output  signals  greater  than  20  volt. 


Model  105-AR 
Reck  mounted 
servo  tester 


I  -  ,  Irenster 

tunctien  plots 

on 

Doubles  ss 
eiternelly 
proiremmed 

sine  leneretor  with  remote  control  of  dete 
frequency. 


Rugged  DHierentiol  Type  friction  Drive  eliminates  sprocket  hole  wear  and 
requires  very  little  maintenance. 


Stop-on-o-Cfioracter  feed  mechanism  allows  operation  in  any  mode  from 
free  run  to  stop  on  every  character  at  any  speed  up  to  200  characters/sec. 
Feed  speed  controlled  by  equipment  receiving  data.  Tape  positioned  by 
sprocket  hole  associated  with  character  being  read,  eliminating  errors  due 
to  variations  in  character  pilch.  Higher  speed  models  available  for  400 
characters  per  second,  stopping  on  or  before  next  character. 

Simple  Tape  loading  with  no  threading.  Character  being  read  is  visible  to 
operator.  Lap  or  butt  splices  accepted. 


Mod«l103-A  _ 

MIHMlMd  B 

vursion  of  tho 

101-A  (AN/TPM8)  ■ 

dqsifnod  to  I  .  « 

MILTMSA.  tnd  ■I*  *  . 

built  for  rutiPd  H[J4  %  %  *  ^ 

oporttion  pvor  T  m  4  %  M 

i  wldo  Bk  t  •  »  ~  " 

onvlronmontet 

range.  Used  is  * 

greund  support  oqulpmont  In  modem  mis- 

tile  pnd  ilrcraft  Insltlletione. 

WRITE  FOR  CATALOG  DESCRIBING  ICeo’t 
LINE  OF  VERSATIU.  SENSIBLY  FRICEO, 
AND  CUSTOMER-PROVEN  SERVO  TEST 
•  EQUIPMENT. 


No  Minimum  Tape  length.  Compatible  motorized  spooling 
units  available  for  lengths  up  to  1.000  feet. 

Desk  or  Console  Mounting  for  comfortable  operation. 
Site  9"  X  11  Vi"  X  1 1'^",  Weight  37  lbs. 

Consult  Ferranti  Electric  for  any  paper  tape  reading 
problem. 


FERRANTI  ELECTRIC,  INC 


When  ordering  or  seeking  information 
please  mention  Clectronict  Buyers'  Guide. 
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FINE  PITCH  PRECISION 
GEARING  ' 


U.S.  STOCK  GEARS 


. . .  available  from  48  to  200  pitch 
in  aluminum  and  stainless  steel; 
are  stocked  in  plain,  hub,  and 
clamp  hub  types;  made  to  AGMA 
'precision  1  and  2  classes. 

Stt/d  for  our  Catalog 

U.S.  GEARheads  .  .  . 


...  for  Sizes  11  and  IS  BuOrd 
Servo-motors  are  carried  as 
standard  items  in  planetary  and 
spur  types  with  ratios  up  to 
20,000.1.  Outstanding  features  are 
minimum  size,  extreme  accuracy, 
and  ratios  available.  Specification 
and  data  sheets  available  on 
request. 

Special  gear  assemblies  are  de¬ 
signed  and  manufactured  to  meet 
customers’  specifications. 


U.S.  SPECIAL  GEARS 


...  are  furnished  from  12  to  200 
pitch  complete  or  on  a  cutting 
only  basis  from  Vi"  up  to  8"  in 
diameter  to  AGMA  precision  1,  2, 
and  3  classes  in  all  types  and 
materials. 


MjimfM  turnip  Co  hu 

2^  ATlANTtC  AVI  »OSTON*MASS 


CALIBRATED  RF  ATTENUATORS 


PRECISION 

TAPERED 

REDUCERS 


COAXIAL 

SWITCHES 


DIPLEXERS 


TV  BROADCAST 
ANTENNAS  FOR 
VHF  AND  UHF 


VOR 

ANTENNAS 


ANTENNAS 


\'\  im. 

r~  r  -T  ^ 

1—  ' 

ft  ^  1 

1 

LINE  STRETCHERS 
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. . .  specify 
REVERE  TEFLON*  CABLE 

Electronic  cables,  the  "nerves"  of  monitoring  and  test¬ 
ing  systems  in  missiles,  rockets  and  aircraft,  are  con¬ 
stantly  being  stressed  by  the  searing  heat  around  jet 
engines  .  .  .  the  sub-zero  cold  of  the  stratosphere  .  .  . 
immersion  in  fuels,  chemicals  or  solvents.  Revere  Teflon 
Cable  meets  these  high  service  requirements  .  .  .  and 
those  of  computer  and  radar  applications,  too. 

Revere  Teflon  Cables  are  available  with  1,  2,  3  or  4 
teflon-insulated,  silver  plated,  stranded  copper  con¬ 
ductors,  rated  for  continuous  operation  from  — 90°C. 
to  -|-210°C.  Cables  are  shielded  with  silver  plated  cop¬ 
per  to  give  90%  coverage.  Jackets  to  suit  application 
—  silicone  treated  glass  braid,  teflon,  Kel-F**,  vinyl, 
nylon,  etc. 


Conductor  size:  24  to  18  gage  in  .008"  (300  volt), 
.010"  (600  volt)  and  .015"  (1(X)0  volt)  wall  thicknesses. 
Ten  and  fifteen  mil  wall  conductors  meet  applicable 
requirements  of  MIL-W-16878,  Type  E  and  EE. 


*E.I.  du  Pont  trademark 
**M.W.  Kellotl  trademark 
t  Wire  passes  500  hr., 
250’C  heat  a(ing  test 
. . .  also  cold  bend  test 


TYPICAL  SPECIFICATIONS  —  Sinele  Conductor  Teflon  Insulation 


Spark  Test  Voltage . 3000  volts 

Insulation  Resistance  ..Greater  thon  10^  megohm/1000  ft. 

Continuous  Operating  Range . — WC.  to  -i-210*C.  (f) 

Dielectric  Constant  @  1  MC/Sec . 2.3  maximum 

Power  Factor  @  1  MC/Sec . less  than  0.0003 

Flammability . Does  not  support  combustion 

Shrinkage . less  than  V4"  in  18"  @  250“C  for  96  hrs. 

Abrasion  (per  Mll-T-5438) . Passes  38"  of  400  grit, 

aluminum  oxide,  lb.  weight 

Moisture  Absorption  . 0.0% 

Specific  Gravity . 2.2  average 

Chemical  and  Solvent  Resistance . . . Excellent 


Write  today 
for  Engineering 
Bulletin  1905  describing 
Revere  TEFLON  CABLE. 


CLEAR 

FUSED 

QUARTZ 

•  Tiiliint^ 

•  I'riirihitvv 

•  lloaiM 

•  Apparaiiiw 


V.W  .  IIL.\4  Kill  ll.Vliir. 

tt7  KTIIEET 

IMMIIIK  FEIIIIY,  ,Y.Y. 

I  Tvl.  IMIbb%  frVrrv  10 


ULTRASONIC 
SOLID  DELAY  LINES 

Stable  compact  units  for  storage  of  any 
form  of  electrical  signoli 

*  Proven  designs  ovoiloble  to  meet  any 
lime  delay  requirement  from  0.3  to  4300 
microseconds 

e  Frequency  range  of  from  10  to  200 
megacycles 

*  Wide  bandwidth  choracteristics  permit 
exact  reproduction  of  input  signals  et  the 
output 

*  Designed  to  meet  the  most  rigid  mili¬ 
tary  environmental  tests 

*  Prompt  delivery  of  prototype  or  pro¬ 
duction  quantities 

*  Designed  and  produced  by  men  whose 
research  and  production  competence  is  the 
best  in  the  business 

*  For  recommendations  to  help  you  im¬ 
prove  your  application,  telephone  or  write 

MICR050NICS,  INC. 

Hinghom  Industrial  Center 
Route  3A 

Hingtsom,  Massachusetts 
Hinghom  6-3100 


MICROSONICS,  INC. 

T,  J.  (acoghegon. 
President 
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■  *vailabl» 
OmIivmrY 


HALF  PANEL  WIDTHS 

For  norrow  rocks  or  wHoro  spoco  is  o 
problom.  Fit  holf  tho  width  of  stondord  19" 
rocks  l•ovir>g  bolonco  of  spoct  for  othor 
comportonts.  ftlowor  modol  (3^4"  high) 
dolivors  100  cfm.  Fon  modol  (7"  high) 
dolivors  223  cfm.  Foworod  by  highly  roll* 
oblo^  rubbor  rrK>untod,  113  volts,  60  cycio 
motors.  Mil.  Spoc.  ood  DC  motors  ovoilobk. 
Formonor^t  typo  filtor. 


HAIF  FANEL  WIDTH  FIlTEF  OtIllE  ASSEMBLIES  ALSO  AVAILABll 


Protect  the  life  line  of 
your  electrical  products 
with  Nylon  HEYCO 
Strain  Relief  Bushings 


HEYCO 
cor^i 


2-Snop 
into  chosis 


McLEAN  FANS  &  BLOWERS' 

*Pat«nt*d 

FOR  ELECTRONIC  APPLICATIONS 

RACK  MOUNTED  FOR  EASY  ASSEMBLY  •  FIT  STANDARD  19"  RACKS 
STANDARD  MODELS  FOR  OTHER  RACK  WIDTHS  AND  ANY  ANGLE  OF  AIR  DISCHARGE 

Sovo  sonsitivo  compononts  in  computors,  control  units,  otc.  McLeon's 
loody-to-uso  pockogod  units  prossurizo  cobinot  with  cool,  filtorod  oir 
kooping  dust  out.  All  rock  fons  footuro  smort,  heovy  gougo,  stoinloss 
stool  grillos,  oosily  romovoblo  hitors,  ond  stondorj  RETMA  notching  to 
^^^^^a^^m^fl^^^^^^^oliminoto  cutting  or  fitting. 


I  RECESSED  MODELS 

Frovido  highor  porformonco  with  minimum  porrol 
hoight.  Filtor  ond  blowor  oro  rocossod  into  tho  un> 
usod  portion  of  tho  opon  boso  commorciol  typo  rock. 
Fit  SVa",  7'\  B^"  ond  10'- 3"  ponol  hoights  ond 

I  dolivor  130  cfm  to  800  cfm.  Highly  rrlioblo,  rubbor 
I  mountod,  113  volts,  60  cycio  motors.  Mil.  Spoc.  ond 
I  DC  motors  ovoiloblo.  Formonont  filtors. 


STANDARD  RACK 
MOUNTED  FANS  &  BLOWERS 

Ovor  13  modols  ovoiloblo  in  ponol  hoights 
of  V/i”  to  I2V4"  in  incromonts  of  I44". 
Kongo,  80  to  1200  cfm.  All  units  footuro 
quiot  oporotion,  no  oloctricol  noiso  ond  moxi- 
mum  oir  dolivory.  Blowpr  units  provido  bottor 
oir  dolivory  ogoinst  piossuro  ond  highor 
volocity  for  fostor  cooling.  Highly  rolioblo, 
rubbor  mountod,  113  volts,  60  cycio  motors. 
Also  Mil.  Spoc.  ond  DC  motors  ovoiloblo. 
Formonont  hitors. 


Anchor&lnsulate 


mmm 


FILTER  GRILLE  ASSEMBLIES 

Dovolopod  OS  oir  outlots  for  rocks  without  louvros. 
Frovont  bocK  flushing  of  dust  whon  blowor  is 
not  on.  Uso  olso  os  inlot  for  filtorod  oir  with 
oxhoust  fon.  Formonont  filtor  octs  os  R-F  shiold. 
Mount  on  uppor  port  of  cobinot  .  .  .  top,  front 
or  roor.  Fit  stondord  19"  rocks  (or  othor  widths)* 
in  5^/4'*,  7"*  8^4"  ond  IOV'4"  hoights. 

Filtor  moy  bo  romovod  without  romoving  ossombly 
from  rock.  Disposoblo  filtors  ovoiloblo 


MIL.  SPEC.  BLOWERS 

Most  most  rigid  spocifi* 
cotions.  Mount  in  ony 
position.  Dolivor  10  cfm. 
Fit  3^"  cubo.  Continu* 
ous  duty,  totoljy^  on* 
cloiod  motor,  1  300  hp. 
113  volts,  60  cycio, 
3400  rpm. 


RING  TYPE  FANS 

175  to  395  cfm.  Fon 
diomctors  6V2"  ond  8". 
Motors  totally  enclosod, 
highly  rolioblo,  113 
volts,  60  cycio,  3000 
rpm.  Mil.  Spoc.  and  DC 
motors  ovoiloblo.  Othor 
siios  ovoiloblo* 


fUgg  f  r«g«  C«oliii9  ArtMrn  I  For  M( 

14  C0lolm§  •  ImdnUital  SpM.  SfcMf. 

McLean  Engineering  Laboratories 

rrincwton,  N«w  Jaravy  '  •  Walnwt  44440 

Ag.afi  i«  frimdp^l  Ihctromk  A4aiiwfactwri<ig  Ar»o$ 
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WhoA  ordoriog  or  tooklAf  inforntofroA 
plooM  AioAtloA  EfoctroAict  Boyors'  Gordo. 


power  supply  cords 


SAVE  MONEY 


IBSORBS  PUSH 


U: 


weight 

d-Stops 


Cold 


CUSTOM 

TEST 

EQUIPMENT 


ATLAS 


ELECTRONIC  DIVISION 


SURGISTORS 


Stop  Breakdowns 


TheM  new  SurRitiors  place  a  fixed  resistance 
in  series  with  the  voliaRe  supply  (AC-UC) 
in  either  the  power  line  or  filament  circuit 
to  effectively  reduce  the  initial  surjie  currents 
which  are  so  destruaive  to  tubes,  selenium  & 
silicon  reaihers.  electrolytic  capacitors, 
fuses,  pilot  bulbs,  and  switch  contacts. 

After  a  time  delay  of  about  10  seconds, 
the  protective  resistance  is  automatically  re¬ 
moved  and  full  voltajte  is  safely  applied  to 
the  circuit. 


110-I30  volt  typos 
load 

watts  Oh 


Ohms 


An  oxclusivo  product  of 


WUERTH  TUBE-SAVER  CORPi 

Detroit  A,  Michigan 


IN  INSULATING  EFFICIENCY! 


American’s  “K”  Felt  is  a  unique 
engineering  material... a  combination 
thermal  barrier  and  sound  absorber! 

“K”  Felt  eliminates  unwanted  res¬ 
onance,  reverberation  and  accousti- 
cal  feedback  . . .  when  you  line  the 
inside  of  your  speaker  enclosures,  TV 
cabinets,  turntable  compartments  and 
body  panels  with  this  easy  to  apply 
material. 

In  large-area  work,  such  as  aircraft 
cabins,  sound  and  TV  studios,  you 
benefit  from  “K”  Felt’s  feather  weight 
. . .  which  substantially  adds  to  your 
payload!  These  resilient  Felts  are 
moth-proof,  mildew-proof,  non-dust¬ 
ing  and  flame-resistant.  They  with¬ 
stand  violent  vibration  and  tempera¬ 
ture  changes  without  deterioration . . . 
and  are  safely  handled  without  special 
tools  or  protective  clothing.  Manufac¬ 


tured  in  72"  wide  rolls  —  thickness 
from  Vi "  to  Vi "  —  “K”  Felts  are  ap¬ 
proved  under  all  applicable  Govern¬ 
ment  specifications. 

Learn  more  about  versatile,  highly 
efficient  “K”  Felts  and  how  they  can 
help  you.  Write,  on  company  letter¬ 
head,  for  Data  Sheet  #3  which  in¬ 
cludes  information  about  “K”  Felts 
K-factors,  noise  reduction  coefficients 
and  densities. 

Remember:  American  Felt  Com¬ 
pany  has  the  most  extensive  and  best 
equipped  staff  of  product  engineers 
in  the  Pelt  industry . .  .  with  engineered 
materials  for  seals,  wicks,  insula¬ 
tion,  decoration,  vibration  mounts, 
polishing  and  filtration. 


Custom  Test  Equipment  de¬ 
signed  and  fabricated  to  meet 
the  specific  requirements  of: 


•  QUALITY  CONTROL 

•  INCOMING  INSPECTION 

•  PRODUCTION  TESTING 

•  SYSTEM  EVALUATION 


Folder  describing  complete 
facilities  available  upon 
request  to: 

Atlas  Precision  Products  Co. 
3801  Castor  Avenue 
Philadelphia  24,  Pa. 


Americanist' 


G*n«rol  OfficM  and  Enginooring 
and  RaMarch  Laborotoriat 
102  Glanvill*  Road,  Gkn villa,  Connacticut 


TXAOI, 


Wh»n  ordtring  or  fooling  infmrmaUon 
pfooso  monrion  ffocironict  Bvyort'  Guido. 
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Perfect  Soldering 

when^ 


CLARCO  CPC  is  used  to 
clean  your  printed  circuits 


TECHNITROl  ENGINEERING 

PULSE  TRANSFORMERS 

Commercial  or  Mil-T-27A  specification,  low- 
power  transformers,  pulse  widths  20  micro¬ 
seconds  down  to  0.05  microseconds. 

Bulletin  166. 


is  0  Fast,  Efficient, 
Cleaner,  Copper  Brightener 

is  applied  by  brushing, 
spraying  or  dipping 
at  room  temperaturo. 

does  not  domoge  plastic 
or  copper  circuit 
components. 


S«(Nr  r«r  c«mp/«f»  informotion  and  $ampt»i. 

The  Clarkson  Laboratories,  Inc. 

930  N.  Dorian  Si.,  PkiloUalpliia  33,  Po. 

AlKniion  Dittribulori;  w*  naad  rapraMnlolion 
In  tom*  orvoi. 


DELAY  LINES 


Distributed  parameter  delay 
lines  with  delays  from  0.05  to  10 
micro.seconds.  Bulletin  174. 


TEST  EQUIPMENT 

Dynamic  Diode  Tester:  for  rapidly  checkinfc  semiconductor  diodes 
usinjf  dynainic  curvi*.  Bulletin  1001. 


Cathode  Ray  Indicator:  Sensitive  indicator  for  any  X-Y  display. 
Bulletin  1002. 


Variable  Pulser:  0-5  ms  pulse  generator;  pulses  of  controlled 
amplitude  and  duration.  Bulletin  low. 


CUSTOM 

WOUND 

TOROID 

COILS 

FOR 

MAGNETIC 

AMPLIFIERS 

• 

TRANSFORMERS 


FILTERS 

MIL -JAN  SPECS 

Send  Sp«crSco#ion»  tor  Prompt  Ouofofion 
ond  Sefvkt  Bo  Oepl.  i 


agnetico, 

16  RICHTER  COURT 

East  Northport  i 


Variable  Frequency  Oscillator:  Frequency  range:  100  cps  to 
.").♦)  with  t’oiitiniioiis  tuniiit;  across  each  band.  Bulletin  1011. 


SEE  THESE  REPRESENTATIVES: 

ARIZONA 

Emory  F.  &  Lincoln  Howe 
432S  N.  42n(l  Place 
Phoenix 

CALIFORNIA 

Don  C.  &  William  H.  Wallace 
Benilix  BuildinK 
120<)  Maple  .Avenue 
Los  .AnKele.s  15 

COLORADO 

Hytronic.'L  Measurements,  Inc. 
12115  S.  Bannock  Street 
Denver 

FLORIDA 

A  &  B  .Associates,  Inc. 

P.  O.  Box  fiofii) 

West  Palm  Beach 

ILLINOIS 

Robert  J.  Kennedy 
6713  N.  Oliphant  Street 
Chicago  31 


.I..II.T. 


1 


Or  Write  for 
Bulletins,  to: 


MASSACHUSETTS 
W.  B.  Pray  Sales 
44  Washington  Street 
Wellesley  SI 

MINNESOTA 
Edward  HolTman  Co. 
216  Lilierty  Bank  Bldg. 
St.  Paul  4 

NEW  YORK 
Syracu.se: 

Land-C-.Air  Sales  Co. 
317  State  Tower  Bldg. 

Tuckahoe: 

Land-C-.Air  Sales  Co. 
140  Marbledale  Road 

TEXAS 

.Airep  Engineering 
P.  O.  Box  4843 
Dallas 


ECHIMITROL 

ENGINiERlNG  COMPANY 
1953  E  Allegheny  Ave.,  Philo.  34,  Po 
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Magnetic  Amplifier 
Regulated  Types 


TUBELESS- MAGNETIC 

AMPLIFIER  REGULATED 


DC  POWER  SUPPLIES 

Magnetic  Amplifier  Regulated,  Transistor- Assist  Types 
B  +  (OUTPUTS  TO  300V  @  1.5  AMP.) 


AC  Input:  , 

Ripple:  I 

Refulatien:  i 

Dynamic  Impetfancc:  J 

Controls:  I 

Meters;  i 

Construction:  i 


lOS-125  volts,  single  phase,  SO-400  cps. 

6  millivolts  peak  to  peak  (2  millivolt  RMS). 

±.1%  for  line  changes  of  105-125  volts 
±.1%  for  load  changes  of  no  load  to  full  load. 

1  ohm  from  20  to  20,000  cycles. 

Potentiometer  controlled. 

Optional. 

Rack  panel;  panel  dimensions  200  MA  ratings;  T'H  x  ID'Mf. 
1.5  A  ratings:  lOVk'  H  x  19~W. 


LOW  VOLTAGE  (CAPACITIES  TO  30  AMPERES) 


Model 

Veits 

Amps 

Reg. 

AC  Input 
(60  cp%) 

Ripple 

RMS 

2B-5VFM 

0-32V 

5 

20% 

(24-32V 

range) 

115V 

1  Phase 

2% 

28-1 OWX 

24-32V 

10 

±Mi% 

100-125V 

1  Phase 

1% 

28-1 5  VFM 

0-32V 

15 

20% 

(24-32V 

range) 

115V 

1  Phase 

5% 

MR532-t5A 

2-36V 

15 

±Mi% 

105-125V 

1  Phase 

1% 

M60V 

0-32V 

25 

±1% 

115V 

1  Phase 

1% 

MRI040- 

30A 

5-40V 

30 

±1% 

100-130V 

1  Phase 

1% 

28-30WXM 

24-32V 

30 

±Vi% 

100-125V 

1  Phase 

1% 

28-50WX 

24-32V 

50 

±Vi% 

230V 

3  Phase 

1% 

MR2432- 

100XA 

24-32V 

100 

±V5% 

208/230V* 
3  Phase 

1% 

MR2432- 

200 

24-32V 

200 

±Vi% 

208 /230V* 
3  Phase 

1% 

M82432- 

300 

24-32V 

300 

±Vi% 

208/230V* 
3  Phase 

1% 

MRZ432- 

500 

24-32V 

500 

±V5% 

208 /230V* 
3  Phase 

1% 

±10%.  Also  available  In  460V,  ±10%  AC  input.  Will 
be  supplied  with  230V  input  unless  otherwise  specified. 


6,12,115  Volt  Models 


Model 

Veits 

Amps 

Reg. 

AC  Input 

(SO  cps) 

8;p=!e 

RMS 

6-5WX 

6 

±10% 

5 

±1% 

95-130V 

1  Phase 

1% 

6-1 SWX 

6 

±10% 

IS 

±1% 

95- 130V 

1  Phase 

1% 

6-40WX 

6 

±10% 

40 

±1% 

95-130V 

1  Phase 

1% 

12-1  SWX 

12 

±10% 

15 

±1% 

95- 130V 

1  Phase 

1% 

115-5WX 

US 

±10% 

5 

±V2% 

9S-13gV 

1  Phase 

1% 

MR1512S  5 

15-125 

5 

±l%t 

95-130V 

1  Phase 

l%tf 

6125-25** 

115-125 

25 

±lVi!-4% 

230 /460V 
3  Phase 

5% 

‘’Germanium  Rectifier  Unit,  ttincreases  to  4%  ®  15V. 
tincreases  to  2%  ®  15V. 


OC  Output  Voltage  Range; 

0-60  volts  DC 

DC  Output  Current: 

0-5  amperes  OC. 

AC  Input: 

95-135  volts,  single  phase,  60  cps. 

Ripple: 

1  millivolt  RMS  maximum. 

Regulation: 

Line: 

Static:  Less  than  ±  5  millivolts  for  line  changes  from 
95-135  volts  AC. 

Dynamic:  Less  than  10  millivolts  for  step  changes  of 
20  volts,  anywhere  between  95  to  135  volts  AC. 

Lead: 

Static:  Less  than  25  millivolts  for  changes  from  no 
load  to  full  load,  or  full  load  to  no  load. 

NOTE; 

The  regulation  accuracies  above  are  applicable  for 
any  output  setting  between  0-60  volts  OC. 

AC  LINE  REGULATORS 


HOOEL  MiaiOOO 


Specificatlens; 

Input  Voltage  Range;  95-135  volts. 

Output  Voltage;  Nominal  115  volts -can  be 
adjusted  from  110-120  volts. 

Output  Current;  8.5  amps. 

Regulation  Accuracy:  ±0.25%  for  any  com¬ 
bination  of  line  or  load. 

Frequency  Range;  60  cps  ±10%. 

Wave  Form  Distortion:  3%  max.  Power  Factor 
Range:  0.5  lagging  to  0.9  leading. 

Response  Time:  0.1  to  0.2  seconds. 

Ambient  Temperature  Range;  Up  to  45*C. 
Dimensions:  19"  x  lOVi*  x  10"  (rack/panel). 

191*"  X  11  Vi"  X  11  Vi"  (cabinet) 

Finish:  Gray  Hammertone.  Weight:  85  lbs. 

Also  available:  Model  MLR-3000  (3  KVA). 

Same  specifications  as  MLR-1000,  excepting - 
Output:  25.5  amps.  Regulation:  <  0.5%. 
Dimensions:  19"  x  lAVx"  x  12V’4"  (rack/panel). 

19Vi"xl6V4'xl2%"  (cabinet).  Wt.:  170  lbs. 
Militarized  and  400  cycle  models  also  available. 


AIRBORNE  RADAR 
MODCl  IKVt 

Na  Tubes  or  Meving  Parts 


Perkin  has  over  6,0<X)  units  operating  in  Mili¬ 
tary  and  Commercial  Radar  Systems.  Ratings 
of  6,  7,  8,  9,  10  KV  and  others  can  be  designed 
for  your  mechanical  and  space  configurations. 
Typical  6  KV  specs,  are:  AC  Input  -  100-120V, 
380-420  cps,  single  phase:  DC  Output -6  KV, 
±5%  9  100  ma.;  Temperature  Range:  -5S’C 
to  -‘US'C  9  50,000  feet  and  above.  Wt.; 
21/4  lbs. 


500  VA  DC  TO  AC 
STATIC  INVERTER 


•  DC  INPUT:  27.5  volts  ±4  volts,  either  nega- 

I  tive  or  positive  sides  grounded. 

I  INPUT  TRANSIENT;  27.5  -  10  volts. 

•  AC  OUTPUT;  115  volts,  single  phase,  380-420 

'  cycles,  either  side  of  line  grounded. 

'  OUTPUT  WAVE  SHAPE:  Sinusoidal;  15%  total 
'  harmonic  content. 

•  OUTPUT  POWER:  500  VA. 


h'urthcT  rnoinr^ring  data  and  quotationn  available 


nt>on  rereipt  of  pour  letterhead  inquiry 

PERKIN  ENGINEERING  CORPORATION 

34S  KANSAS  STREET,  EL  SEGUNOO,  CALIFORNIA  •  OREGON  (-721$  •  EASTGATE  2  I17S 

New  York  Area  Office:  Sales  and  Warehousing:  25  Great  Neck  Rd.,  Great  Neck, 

Long  Island,  New  York  •  HUnter  2-8608,  HUnter  2-8609 
New  England  Area  Office:  46  Amesbury,  Lawrence,  Mass.  •  MUrdock  3-3252 
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DESIGNERS  AND 
MANUFACTURERS 
OF  UNUSUAL  ELECTRONIC 
MEASURING  DEVICES 


ACCMACT  MiCf 


lOWfST  tAMOl  MiOMISrtANOI 


Millivac's  progressive  leader¬ 
ship  in  the  field  of  sensitive 
instrumentation  has  resulted 
in  the  development  of  accu¬ 
rate,  dependable  instruments 
to  meet  the  needs  of  modern 
research. 


LOW-NOISB  S  OTHER  AMPLIPiERS 


ACCUtACT  MICI 


CMKUirtV 


Phone  or  write  today  for 
specification  sheets  or  catalog 
of  instruments  and  accessories. 


INSTRUMENTS 

Division  of  Cohu  Eloctronics,  Inc. 

BOX  997  SCHENECTADY,  N.  Y. 


MV  ItC 

0  IOO»«A 

0  lOA 

MV  nci  US  00  •«t*« 

)V  cerr  *•  ken 

2% 

1  IH 

sivsoo 

MV  ITC 

0  1  aV 

0  1  hV 

MV  1TCI.  US  00 

9V  ce»r  *•  IwH  M«t« 

1295  00 

MV  2TC. 

0  2W«V 

0  1  kV 

MV  2TCI.  US  00 

9v  <««f  *•  IvM  Kel* 

7% 

9920  00 

MV  JTO 

0  2S0«V 

0  1  hV 

Mcl  m  »eniew 

29V  0  9«A 

7% 

9999  00 

MV  ITA 

Dill  Inewt 

0  1  «V 

0  1  kv 

iagI  m 

2  9  V.  0  9«A 

i% 

9909  00 

MVS7A  ! 

0  1  mV 

0  1  kv 

preci«i««  ceUivief  •«*#««  eAHTj 

0% 

9790  00 
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TYPE  BC-266 

BRIDGE  CONTROL  PANEL 


for  coaxial  cables 


damage-proof 

replacement  for  standard  cells 

millivolt  standards  of  0.01  ohms  impedance  for 

calibration  of  instruments  and  systems 


LABORATORIES.  Inc. 

55  BEACON  PLACE.  PASADENA."  CALIF. ' 


.  repretenfatives  in  principal  cities 


THREE  DAY  TO  THREE  WEEKS  DELIVERY 
SAMPLES  AND  SHORT  RUNS 

IN  STOCK  — Extensive  line  of  400  cycle  transformers 
DC  INVERTER  TYPES 

*  Custom  transformers  •  Reactors  and  associated  magnetic 

*  Military  and  industrial  core  components 

transformers  e  Quality  cail  winding 


Signal  for  Sarvica— ESplonod*  6.0615 


connectors 


ifs 

Western 

INTERNATIONAL 

CO. 


For  the  finest  in: 

STRAIN  GAGE 
instrumentation 
highest  quality 
maximum  flexibility 


OWEN 


LABORATORIES,  Inc. 


precise  eonlrol  of  halunee  anil 
Voltaire  on  1  to  4  arm  hriilgen. 
120  oliins  to  I0(K)  oliiiin.  Stand- 
aril  19"  rack,  inoilnlar,  con- 
8t  met  ion 


POWER  SUPPLIES 

outstanding  regulation 
highest  stability 


VOLTAGE  REFERENCES 


and  teflon  wire 

It'*  our  unusual  concept  of  service  that 
has  built  our  reputation  as  specialists 
in  distributing  cables  and  connectors. 
Our  warehouses  are  stocked  with  com¬ 
plete  lines  of  every  kind  and  type  of 
coaxial  connector  and  cable  you  could 
need,  manufactured  to  meet  the  latest 
MIL  specs.  We  promise  and  MAKE 
deliveries  in  3  to  48  hours,  solving 
your  deadline  problems.  As  part  of 
our  service,  we  will  take  care  of  all 
inspection  arrangements  for  you.  And 
our  prices  are  more  thon  competitive. 
Sound  interesting? 

Send  tor  our  current  catalog  or  call, 
wire  or  write  tor  quotations. 

Western 

INTERNATIONAL  CO. 

45  Vatey  St.  Naw  York  7,  N.  Y. 
DIgby  9-2277 


fxGirjix.  TJUursFaJuniEn  co, 

1661  McDonald  Ave.,  Brooklyn  30,  N.  Y. 


mncE  POWER /Supplies 

Up  to  250,000  voffs 

AC  or  REaiFIED  and  RLTERED 


SPECIAL  INDUSTRIAL 


EQUIPMENT 


We  Will  Design,  tngineer  end  Manuteetmre  to  yowr  regmIrememU. 
SIND  FOR  BULLITIN  111 

BRACKE-SIEB  XRAY  COMPANY i 

16  PELHAM  BAY  PARK  W.  PELHAM  MANOR,  NEW  YORK 


Wh0n  ordering  or  i^^king  informafioit 
plooM  nwnfiofi  floctrenics  fwyors'  Gwido. 
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PERMAG 


wr  CAtir 
IN  STOCK 
All  sizes. 
All  SHAPfS. 
All  AINICO 
cffAoes 


ftfdSION 


ftlCmON 
ClINOlNG 
MAGNI  THING 


FOR 

ANY 

SYSTEM! 


CRAIG  HELICOP-HUTS  •  Lightweight,  all-weather  flying  shelters  for 
all  types  of  electronic  systems.  Available  in  a  family  of  sizes. 


The  Helicop-Hut  is  just  one  of  many  difTcrent  types  of 
(  Vait;  shelters  and  vans  for  all  system  applications  . . . 
capable  of  accommodating  countless  possible  equip¬ 
ment  layouts  .  .  .  travrlinK  swiftly  by  air,  land  or  sea 
and  arriving  safely,  ready  to  operate. 

•  fm  ill  vptm* — miisilry,  m«ttorolo()f.  cornmuntcstions,  nsvi|stion.  ttc. 

•  UcMMiM.  rsiiti,  hnsIsM 

•  MN  h  nlltVT  ipwltlcitlm  —  mtst  youf  ntsds  aisctly 

•  CMipMs  iMtMslN  MfilM  —  no  instsllation  problonis.  All  "psclia|*d" 
systoms  sro  ittdy  to  oportto  whon  thoy  Itivo  oor  plant. 


SYSTEMS.  INC 


360  MtrnnTKk  Straot  Lawranco.  Mass. 
Taltphona  MUrdock  8-6961 

Los  Antalos  45.  Califofnia.  6214  W.  Man- 
chostac  A«a.  —  ORatnn  8-0025  .  .  .  Haddon 
hold,  Naw  Jarsay.  1016  Barlin  Road  —  HAial 
8-2400  .  .  .  Washiniton,  0.  C..  Tha  LaSalla. 
Suita815. 1028 Conn  Ava..  N  W  .DIstiict  7-1575 


a  nib*  approaeh  ta  mark* 
Inf  af  cauntar 
tfrw.nt  and  •pharat. 

HOLLER  SCREENING 
tar  accyrata  and  elata 
talaranra  marklnf  at 
coyntar^whaalt.  drvm*. 
•  pharaa,  dials  and 
»eala«. 


Nff  Tha  ntw  Phata  Cantact 
procatt  tar  dials,  pana  s. 

namaplatas  and  spatial 

marlilnfs. 

|^r«  **DUPLICAN"  is  vsad 
in  ”  ta  mark  any  eyraad. 

eanvai.  oancava.  irrafy* 

Adk  lar  ar  Rat  sartaca  and 
is  svnanymays  «  th 
■j^a  aracislan  and  accyracy 
in  markinf. 

Hl  f  **DUPLICAN*'  can  ka 

WW  M  ysad  with  any  paint 

Rnish.  flyaraseant  ar 
■r  phaspharaacant  mata* 

^  .  rials  and  tan  mark 

plastic,  flass.  matal. 

brass,  staal  ar  aly« 
minym. 

Luminous  Application  on  Dials.  Panols.  Namoplatas.  otc. 
To  all  GoTornmont  Spocilicotions 
Cnqinoorinq  and  Rosoarch  Faeilitios  Aaailablo. 
TELEPHONE:  •  ClrcU  R-04S0  lor  moro  inlormation. 


ROLLER 

SCREENING 


ROLLER  SCREENING 
Srinfs  tha  aeanamy  at 
scraaninf  ta  cireylar  or 
spharaid  shapas. 


CANADIAN  RADIUM  &  URANIUM  CORPORATION 

630  Fifth  Avenu*  *  New  York  30, 

AN  AMCRICAN  COMPANY 


TRANSISTORIZED 


DECADE  COUNTERS 


AND  ASSOCIATED  CIRCUITRY 


DECADE  COUNTERS  i  CARTRIDGE  ASSEMBLY  I  PLUC-IN  ASSEMBLY 


Walkirt  announces  a  large  selection  of  compatible 
transistorized  circuitry  including  decades, 
binary  counters,  flip-flops,  commutators,  visual 
indicators,  tuning  fork  oscillators,  output 
circuits  etc.  And  don’t  forget  the  large 
Walkirt  vacuum  tube  circuitry  line! 


VISUAL  INDICATOR 


fy 


spec 


SEND  FOR  COMPLETE  TECHNICAL  DATA  ON  TRANSISTORIZED  ANO/OR  VACUUM  TUBE  CIRCUITRY 


THE  WALKIRT  CO  143  WEST  HAZEL  STREET.  INGLEWOOD  CALIFORNIA 

OREGON  8  4814 


A  COMPREHENSIVE 
NEW  LINE  OP  128°C  HIGH 


RELIABILITY  UNITS... 


NYT  small  encapsulated 

R.  F.  chokes  ^ 


100,000  to  1  inductance  range.  Here  is  the  \ 
widest  range  available— 0.1  pH  to  10  MH! 
Miniature  to  subminiature  sizes.  For  example,  a  unit 
with  an  inductance  of  100  pH  measures  only  .Q122 
cubic  inches. 

125*C— the  operating  temperature  range  of  these 
units  is  — 55*C  to  -}-125*C. 

Excellent  environment  features  — NYT  chokes  are 
epoxy  encapsulated  for  resistance  to  moisture  and 
immersion.  All  units  are  designed  to  meet  MIL-C- 
15305A,  Grade  1,  Class  6. 

Do  your  application  engineering  with  a  minimum  of 
experimental  work.  New  technical  and  performance 
data  including  description  of  electrical  parameters 
in  Bulletin  125. 


Htgiiest  standards  of  quality. 

'  Modern  high  sptgd  automatic 
machinery,  and" dp-fo-date  pr^ 
duction  procedures,  based  on  ovdlS: 

15  years  experienco  in  the  manu-  * 
facture  of  precision  ports  for  the 
Army,  Wavy,  Aif  Force  and  Atomic 
Enfrgiy  Commission. 

(  Al^re  and  more  companies  in  the 
jCnlectrOAics  and  telecommunica- 
a  Hpns  Industries  are  specifying 
"J^omatic's  Connectors^"  ^ 
Our  engineers  ore  alw^sready  to 
i  discuss  foxir  special  requirements^^ 

ManHfactureieW 

RF  FtrriNGS  •RF  CONNECTORS 
COAXIAL  RELAYS  •  COAXIAL  SWITCHES  i 
COAXIAL  CAILE  ASSEMBLIES- 01 REC 
TIONAL  COUPLERS  •  INSULATED  CON¬ 
NECTING  RODS  ANO  SHAFTS  •  POWER. 
PLUGS -AUDIO  PLUGS  -  BAYONET  LOCK* 
AND  PUSH  ON  SUB  MIN  CONNECTORS 

i  WfUTB.  W/«f  OR  PHONE  FOR  FURTHER 


information. 


Chokes  now  available  from  stock 
ELECTRONICS.  INC.  2979  N.  OnUrlo  St.,  Burtunk,  Calif. 


METAL  PRODUCTS  CORP 


323  D«rry  StrEEt 

Brooklyn  11,  N.  Y.  •  EVorgroon  8-03B4 


IVPion  ordering  or  toeking  inPormofion 
plooM  nronfion  floctronks  Swyert'  Guido. 
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MoJil407 


Output  Veltag* 


0  to  300ma 

Either  tide  may  be  grounded, 
or  both  sides  may  be  left 
flooting 

.005%  or  1  mv  for  1 0%  line 
voltage  change 

.005%  or  1  mv  for  150ma 
load  current  chonge 

.005%  per  hour  after  short 
worm-up,  less  than  .01%  per 
day 

Better  than  ,1%  or  2  mv 
less  than  2  mv  RMS 


Output  Currant 
Output  felarity 


D.  C.  MEASURING  EQUIPMENT 

POTINTIOMITRIC  D.C.  VOLTMETIR 
MODEL  BOO 

Voltage  Range  0  to  500  volts. 

Null  Ranges  10-0-10,  I -0-1  volts. 

Accuracy  —  ±  .05%  of  input  voltage  from  1 0  volts  to  500 
volts:  below  1 0  voHs,  dt  •  I  %  or  S  millivolts. 

Input  Resistance  Infinite  ot  null;  1000  megohms  per 
volt  of  input  when  1  %  off  null. 

Search  Range  — 500-0-500  volts. 

Siia  end  Weight -Cabinet,  13'  H  «  9%*  W  x  14'  D— 

21  lbs.;  Rack,  BV*'H  x  19"  W  x  l6%'D-23  lbs. 

Brice  —  Cabinet,  $335.00;  Rack,  $355.00  f.o.b.  Seattle. 


BOTENTIOMETRIC  D.C.  VOLTMETER 
MODEL  B01 

Voltage  Ranges-  0  to  500,  0  to  50,  0  to  5,  0  to  .5  volts. 
Null  Ranges  -10-0-10,  1-0-1,  .1-0-.1,  .01-0-.01  volts. 
Accuracy  —  dt  .05%  of  input  voltage  from .  1  volt  to  500  volts; 

below  ,1  volt  +.1%  or  50  microvolts. 

Input  Resistance  — Infinite  at  null;  1000  megohms  per  volt 
of  input  when  1  %  off  nuR. 

Search  Ranges  500-0-500,  50-0-50,  5-0-5,  .5-0  .5. 
Sise  and  Weight-Cabinet,  1 3' H  x  9%  W  x  1 4' D— 

25  lbs.;  Rack,  8%'  H  x  1 9’  W  x  1 6%'  D-  28  lbs. 

Brice— Cabinet,  $465.00;  Rock,  $485.00  f.o.b.  Seattle. 


Output  Voltage 
Output  Currant 


Output  Polarity 
Ragulatian  vt.  Lina 


pot  or  ncg. 

.01%  mot.  from  100 
to  1  30  volts 
.01  %  moi.  no  load  'o 
full  lood 

.005%  per  hour 
lOOmv  at  any  output 
voltoge 
1% 

5niv  max. 

19' W  X  tOVS'H  m 
IC’D- 42  lbs. 
$595.00 


Calibration  Accuracy 

Ripple 

Site  and  Weight 


500  to  1 600  vott« 

500  to  1 600  volts 

:  500  to  2000  voitt  DC 

600  to  3100  voitt  DC 

0  to  1  mo 

0  to  1  mo 

!  0  to  5ma  ot  500  to 
:  1500  uolH,  0  to  2mo 

0  ot  1 500  to  2000  uoltt 

0  to  1 5ma  DC 

Poi  or  n«g 

pOB  or  nog. 

e  pot.  or  nog. 

pot.  or  nog. 

.03%  moB.  from  100 

.03%  moR.  from  100 

*  .01%  moR.  from  100 

.01%  mox.  for  20% 

to  1  30  voltB 

to  1  30  vohB 

\  to  1 30  uoltf 

Imo  change 

.03%  no  load  to  full 

.03%  no  lood  to  full 

:  .03%  no  load  to  fuM 

.01%  moR.  for  lOmo 

load 

lood 

:  lood 

chonge 

.02%  p*r  hour 

•01%  p«r  hour 

:  .005%  por  hour 

.005%  per  hour 

lOOmu  at  ony  output 

1  OOmu  ot  ony  output 

•  lOOmv  ot  any  output 

1 0mv  ot  ony  output 

voltogo 

voltogt 

:  uoltogu 

voltage 

2% 

1% 

\  Buttor  thon  1% 

Better  than  .5% 

5mv  moR. 

5mv  moR. 

;  l»«  than  5mv  fMS 

Lett  than  Smv  RMS 

19'W  X  7'H  X  13* 

19'  W  X  7'M  X  13* 

•  19'  W  X  7'  H  X  13' 

19' W  X  lOVS'M  X 

D-22  Ibi. 

0—22  lbs. 

•  D— 27  lbs. 

14' 0—46  lbs. 

$209.00 

$265.00 

:  $435.00 

$595.00 

MODEL  406 

MODEL  407 

MODEL  301 C 

0  fa  530VDC;  0  to  -225; 

0  to  -22.5VDC;  6.3VAC  (n 

3A. 

0  to  355VDC;  0  to  -250 
VDC;  0  to  -25VDC;  6.3V 
AC(n  5A(2) 

1.02  to  1012  VDC 

0  to  1  OOma 

0  to  300ma 

0  to  400ma 

Pos.,  nag.,  or  floating 

Pos.,  rteg,  or  floating 

Either  side  grounded  or  both 
flooted 

.01%  for  line  change  from 

1 05  to  130  volts 

.01%  for  line  change  from 
105  to  130  volts 

.005%  or  1  mv  for  1 0%  line 
voitoge  change 

.01%  for  load  change  from 

0  to  1 0Omo 

.0 1  %  from  0  to  300ma 

.005%  or  Imv  for  200ma 
load  change 

.01%  per  hour 

.01%  per  hour 

.005%  per  hour 

2mv  over  entire  range 

2mv  over  entire  range 

.5mv  for  any  output  voltage 

1  mv  or  lets 

1  mv  or  less 

Less  than  2mv  RMS 

Cob.  1 3' H  X  9H' W  X  14' D 
—  32  lbs. 

Rock  19' W  X  8%'H  X 
16^4'D-30  lbs. 

Cob.  13'Hx9%' Wx  U'D 
—  32  lbs.; 

Rock,  19' W  X  BH'H  X 
16%'D-32  lbs. 

19' W  X  ITVi'H  X  15' 0— 

1 20  lbs. 

Cabinet,  $260.00; 

Rock,  $280.00. 

Cabinet.  $335.00; 

Rock,  $355.00. 

$995.00. 
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MAGNETIC  COILS 

for  the 

ELECTRONIC  INDUSTRY 


If  precision  roils  are  pari  of  your  production 
problems,  we  ran  be  of  help  to  you. 

We  pride  ourselves  upon  the  fact  that  many 
of  the  larger  technical  manufacturers  have 
come  to  us  with  their  coil  problems  and 
we  have  provided  the  solutions. 

As  a  result,  our  electronic  roils  are 
rapidly  earninit  a  name  for  themselves  among 
the  most  discriminating  customers  who 
insist  upon  high  quality  at  reasonable  costs. 

For  OLALITY  •  For  SERVICE  •  For 
DEPENDABILITY  •  For  COILS  MADE  TO 
CUSTOMER  SPECIFICATIONS  .  . .  CjiII  or  Write: 


/ 


THE  WINATIC  CORPORATION 


P.O.  BOX  240 


ENDICOTT,  NEW  YORK 


Phone  8-1518 


indiistna 

electronic 
components 


Precision  engineered  electronic 
components  and  connecting  devices 
for  qll  your  needs. 

Our  extensive  design  and  produc¬ 
tion  facilities  ore  ovoilobte  for  devel- 
oping  your  special  requirements  and 
applications. 


MINIATURE 
PRECISION 
WIRE  WOUND 


POWER  RESISTORS 


... 


Send  for  comi 


Send  for  complete 
catalog  today! 


for  today's  critical  requirements 

Materials  and  I*rocess  Research  to  yield  ever 
I  higher  quality  at  moderate  cost  is  given  major  em¬ 
phasis  at  Sage  Electronics.  Quality  control  is  care¬ 
fully  linked  into  each  step  of  production.  Environ¬ 
mental  testing  on  a  continuous  basis  is  the  final 
guarantee  of  satisfactory  standards  of  reliability 
as  against  customer  or  military  requirements. 


•  lominaltd  lube  teckelt 

•  Molded  tube  teckelt 

*  Printed  circuit  teckelt 

*  Trontitlor  and  tub-miniolure  tocketi 

•  CRT  teckelt 

*  Terminal  tiript 

*  Anode  cenneclort 

•  Battery  cenneclort 

•  Antenna  cenneclort 

*  Metal  and  bakelile  tiampingt 

Sompiei  end  inrormotien  wpei*  rcevtit. 
Wr.fe  0*pl  I.C 


ReprcMtOali 


throweheut  U.S.A, 


ELECTRONICS  CORPORATION  ||  HAmD V\^*RE 

manufacturing  company,  Inc. 
30b  North  Goodman  St.,  Rochester  7,  N.  Y.ll  igg  Prince  Street,  New  York  12.  N.  Y. 
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FROM  MILLIWATTS  TO  KILOWATTS 

HIGH  VOLTAGE  POWER  SUPPLIES  AND  EQUIPMENT 

We  have  sold  quantities  of  these  power  supplies  to  laboratories,  industrial  concerns,  the  government  and  uni¬ 
versities.  Only  the  best  available  selected  material  goes  Into  these  units,  so  that  you  will  have  many  years  of 
dependable  service.  Only  a  few  of  our  standard  models  are  shown  below.  Quotations  on  special  supplies 
cheerfully  given. 

PRECISE  MEASUREMENTS  COMPANY 


HIGH  VOLTAGE  POWER  SUPPLIES 


Ont  of  th«  mott  popular  power  tupplln 
on  the  market.  Completely  redeeifned 
for  treater  rugfedness  and  convenience 
of  operation.  Widely  used  for  powering 
electronic  equipment  and  for  routine 
breakdown  and  insulation  testing.  Out- 
put  voltage  Is  well  filtered  D  C.  which 
is  adjustable  with  convenient  front 
panel  control.  Input  Is  US  Volt,  60 
cycle  A  C.  Equipment  is  available  with 
out  meter,  with  one  meter  (4W").  with 
two  meters,  or  with  larger  S'*  precision 
1%  mirror  scale  movement.  Regulated 
models  offer  closely  stabilized  output 
voltage  regardless  of  line  or  load 
changes 


Medal 

Maiimum  Veltage 

Price 

Price 

Regulated 

Medel 

Mil 

With  Kilovolt  Meter 

1.000 

S7SN 

ARM 

2.500 

MM 

HM  A 

With  Kiljivolt  Meter 

2.500 

M  M 

SIMM 

6MS 

5.000 

75  M 

6W5  A 

WIth-Kilovolt  Meter 

5.000 

t5M 

135M 

MIO 

10.000 

ISM 

U1I  A 

With  Kilovolt  Meter 

10.000 

1I5N 

145N 

U1S 

15.000 

ISM 

Ht5  A 

With  Kilovolt  Meter 

15.000 

115  M 

ISSN 

H25 

25.000 

115  M 

U2S  A 

With  Kilovolt  Meter 

25.000 

ISSN 

MSM 

MIRROR  SCAIE  HIGHER  ACCURACY  METERS  Recommended  where  more 
eiKt  settings  or  measurements  are  needed  Meter  sire  has  been  In- 
creased  to  6  inches  for  easier  reading  Price  $3500  additional  on  any 
meter  equipped  model. 

TWO  METER  MODEL _  ADO  $35  00 


INDUSTRIAL  POWER  SUPPLIES 

These  industrial  type  power  supplies  are 
built  for  service  and  efficiency.  All  employ 
husky  components  that  have  been  selected 
for  their  power  handling  capacity.  Con¬ 
trols  are  arranged  so  that  operation  is 
areally  simplified  and  a  number  of  safety 
features  are  built  in  for  maiimum  pro¬ 
tection  of  personnel  and  equipment.  Po¬ 
larity  reversing  models  (as  illustrated) 
can  be  had  at  additional  coat. 


Regulated  Types  Available 


Medel 

Veltaca 

Currcil 

Price 

F  5M 

0  500 

3  AMP 

MMM 

FIMI 

(FIOOO 

2  AMP 

I7S.M 

FMI2 

0  2000 

1  AMP 

MSN 

F  IMS-A1-H 

0^5000 

100  MA 

SSIM 

F  MIS  At-5M 

0-5000 

500  MA 

7SIM 

F  IMS  AI  R 

0-5000 

1  AMP 

11NM 

FM1I  A1 

010.000 

100  MA 

MIM 

F  M2I  AIS 

020.000 

50  MA 

175  M 

F  MSI  T 

0-50.000 

W  MA 

MIN 

F  I1MT 

0-100.000 

W  MA 

11MH 

HEAVY  DUTY  POWER  SUPPLIES 


- - Q 


For  use  in  applications  where  high  voltages  at 
eitra  high  currents  are  required.  Illustrated  is 
our  100  KW  Model,  rated  for  0  to  7,000  Volts  at 
14  Amperes  DC.  This  unit  is  housed  in  a  single 
convenient  cabinet.  Output  voltage  is  regulated 
against  line  and  load  changes.  Voltage  is 
smoothly  adjustable  from  zero  to  full  output 
Automatic  circuits  protKt  against  overvolta|e 
or  over  current  conditions,  turning  off  mam 
power  in  a  split  second.  Use  of  special  trans 
former  construction  allows  constant  load  drain 
at  full  rated  output  All  power  supplies  in  this 
series  are  available  with  fiied  or  adjustable  out¬ 
put  and  with  or  without  regulation. 


MMel 

Veltage 

Current 

A-N 

3000 

5  amperes 

A-31 

3000 

10  amperes 

A-32 

3000 

20  amperes 

A-SI 

5000 

5  amperes 

A-S1 

5000 

10  amperes 

A  72 

7000 

15  amperes 

A-1H 

10.000 

5  amperes 

A-111 

10.000 

10  amperes 

TRANSFORMERS,  HIGH  VOLTAGE 

For  eiperimental,  industrial  or  production  applications.  These  units  are  small  and  com¬ 
pact  and  rated  for  constant  service.  Primary  designed  for  105/115/125  Volts  60  Cycle. 
Secondary  winding  has  half  voltage  tap.  Only  standard  models  are  listed,  other  voltages 
and  currents  available  on  order. 


Medel 

Veltage 

Medel 

Veltage 

1  KVT 

1  KV 

11  KVT 

10  KV 

2  KVT 

2  KV 

IS  KVT 

15  KV 

1  KVT 

3  KV 

25  KVT 

25  KV 

S  KVT 

5  KV 

SI  KVT 

50  KV 

PACKAGED 

POWER  SUPPLIES 


These  conveniently  packaged  power 
units  will  be  found  ideal  for  applica¬ 
tions  requiring  minimum  size  and 
weight.  Features  isolated  high  voltage 
terminals  permitting  either  the  posi¬ 
tive  or  negative  side  to  be  grounded. 
Rectifier  tubes  are  operated  from  sepa¬ 
rate  filament  transformers  so  that  DC 
output  voltage  can  be  varied  from  zero 
to  full  rated  value  Selenium  rectifier 
types  have  eitra  cells  to  assure  opera¬ 
tion  under  high  line  voltage  or  light 
loading  All  standard  units  have  well 
filtered  DC  output.  Power  packs  with 
AC  output  available  on  order. 


100  KV.  KILOVOLTMETER 

•  Read  High  Voltages  Directly  with  Eitra-Hiih  Input  Impedence. 

•  Single  Instrument  Reads  Both  A  C.  and  D.C.  Voltages! 

•  Superb  Craftsmanship— Portable  Oak  Case. 


Range 

Price 

Price 

Medel 

Rilevalts 

D  C.  Medel 

A.C./D.C.  Medel 

AMO 

0-25/50 

$67.50 

SIMM 

4MI  A 

0^100 

80  00 

t2SM 

4MIB 

0-50  100 

85.00 

13IM 

tmc 

0^10  '50'100 

95  00 

1M.N 

Other  Ranges  to  Order  . . 

1%  MIRROR  SCALE  INS1RUMENT 


AC  INSULATION  AND  BREAKDOWN  TESTERS 

Used  in  testing  insulation  where  AC  volta$es  are  desired.  Dual  instru¬ 
ments  are  also  available  which  provide  choice  of  AC  or  DC  output  with 
simple  toggle  switch  selection.  Units  include  kilovoltmeter,  current  meter 
and  automatic  overload  cutout  circuits. 


Medel 

Veltage 

VA 

AC 

AC  and  DC 
Price 

SMI 

0  tq  3.000 

75 

$150  00 

$  2SI  M 

3111 

0  to  3,000 

300 

250  00 

4M  M 

3ISI 

0  to  3.000 

1.500 

500  00 

ISAM 

3IM 

0  to  6.000 

3.000 

700  00 

1.1MM 

PRECISE  MEASUREMENTS  COMPANY 

MILLBROOK  AVENUE  •  R.  D.  1  •  FLEMINGTON,  NEW  JERSEY  •  TEL.  FLEMINGTON  900 
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PPLI  ED 
ADIATION 
ORPORATIO 

Walnut  Creek,  California  •  YEllowstone  5-2250 


ARCO  specializes  in  the  development,  design  and  manufac¬ 
ture  of  high  power  microwave  components  and  ccjuipment 
for  generation,  manipulation  and  measurement  of  high  energy 
electrons  and  positive  ions.  ARCO,  largest  U.S.  manufacturer  of  traveling  wave  linear 
electron  accelerators,  supplies  complete  systems  or  individual  components.  ARCO 
also  designs  equipment  to  specific  requirement;  undertakes  development  projects. 


BUILT  TO  SPECIFICATION  ... 

ARCO  has  pioneered  demountable 
klystron  components  for  easy  field  re¬ 
placement.  Components  with  limited 
life  (cathodes,  etc.)  ore  mounted  by 
metol-gosketed  bolted  joints;  con  be 
replaced  without  removing  klystron. 

ARCO  is  prepared  to  design  and  build  sealed  and  continuously  pumped  X,  S  and  L 
band  klystrons  for  other  peak  and  average  power  needs. 


HIGH  POWER  KLYSTRONS 

Model  3— Peak  power  3  Mw 

Average  power  12  Kw 
Pulse  lengths  to  13  psec 

Tuning  range  30  Me 


PULSE  TRANSFORMERS 

Secondary  voltages  30  to  230  Kv 
Peak  Power  1  to  33  Mw 

Pulse  lengths  to  20  Msec 

Step-up  ratios  to  13:1 

(Oil  or  gos  insulated) 


PULSE  MODULATORS 

Peak  power  1  to  33  Mw 

(at  12.3  Kv)* 

Pulse  lengths  Fixed,  variable 

Pulse  rote  To  specification 

‘Other  voltages  to  specification. 


VACUUM  SYSTEMS,  COMPONENTS 

(oll-metol) 

Operating  vacuum  10  to  10  mm.  Hg. 
Pumping  speed  10  to  10’  liters/sec 


DC  POWER  SUPPLIES 

Power  23  to  230  Kw 

(10  to  20  Kv) 

Input  To  specification 


ARCO  all-metal  vacuum  systems  utilize  non-ref rigerated  diffusion  pump  traps, 
metal-gasketed  flanges,  bellows-sealed  valves  and  automatic  controls  which  shut 
down  and  restart  systems  in  proper  sequence  in  the  event  of  power  or  mechanical 
failure.  ARCO  high  vacuum  components  are  capable  of  450°  C  bakeout.  Available 
as  separate  components:  all-metal,  non-ref  rigerated  traps;  all-metal,  bellows-sealed 
valves  to  3"  dia. ;  special  vacuum  tanks;  automatic  vacuum  control  circuits  guarding 
against  power  failure  or  sudden  vacuum  loss. 


PRECISION  ELECTRO-MAGNETS 

Electron  and  ion  beam  analyzing  systems,  quadru- 
pole  magnets,  magnets  for  specialized  applications. 
Field  strengths  to  15,(K)()  oersteds.  Magnet  current 
power  supplies  regulated  to  within  ().2^/c. 

Complete  beam  energy'  analyzing  systems  can  be 
provided  including  non-magnetic  vacuum  envelopes, 
drift  tubes,  resolving  slits  and  Faraday  cups.  Com¬ 
ponents  can  be  water  cooled  to  handle  up  to  35  Kw 
beam  power.  Energy  resolution  to  0.5%. 

S'*  dc  Anolyz«r  Magnet,  750  wotti, 

5*port  vocuum  anvelope,  rogulotien  to  .±.0.1%. 


SELF-CALIBRATING  INTEGRATING  ELECTROMETERS 

Input  current  range  300MMato1ma  Current,  charge  accuracy  ^0.3% 

Integrator  range  1  mMcoulomb  to  Input  voltage  0  — 2mv 

too  coulombs 

Size:  Rock  mounted,  19"  x  8%"  x  10" 


PURITY 

99%-h 


yp 


alumina 

ceramics 

for  exacting  applications, 
hardness  of  sapphire  . . . 


high  mechanical  strength... 
compreiiive,  tensile  and  flexural 
strengths,  resistatKe  to  impact, 
vibration,  and  thermal  shock. 


low  electric  losses  .  .  . 
at  extreme  temperatures  and 
frequencies. 

chemical  inertness  . . . 

All  ore  characteristic  of  the  high 
purity  of  HVPAI-OX. 


II  WEST  42nd  STREET.  NEW  YORK  36.  NEW  YORK 


Precision 
NTEGRAL 
TUBE  PARTS 
made  to  your 
SPECIFICATIONS 


Processed  in 

NICKEL,  COPPER, 
STAINLESS  STEEL, 
MOLYBDENUM 

PARAMOUNT  PRODUCTS  CO.,  Inc. 

739  Ramsey  Ave.  •  Hillside  3,  New  Jersey 
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NAM€. 


ADORES! 


.STATE. 


SPECIAL 

INSTRUMENTS 

made  to  your  specifications 

•  POWER  SUPPLIES  TO  50  KW 

•  PULSE  GENERATORS— 1  WAH  TO 

40  MEGAWAHS 

•  KYLSTRON  AND  TWT  TEST  SETS 

•  VHF  COMMUNICATION 

EQUIPMENT 

•  PULSE  INSTRUMENTATION 

•  SSB  EQUIPMENT 

We  spcrialize  in  rutlom-huill  equip* 
iiieiit — in  filling  requircmenla  that 
rulalog-lype  ilemt  don't  meet. 

If  rile  for  complete  infornuilion 


CLEGG  LABORATORIES 

Diviiion  of  0*99,  Inc. 
Morristown  •  Now  Jorsoy 

Phone;  JEfferson  8-7214 


IDELIVERYA 


Specify 


PROBLEM?! 

f 


TOP  QUAIITY* 


fefWff" 

NEW  CATALOG  SUMMARY 

presenting  . . .  Jennings  Vacuum  Components,  inherently  qualified  by  their 
unique  use  of  a  vacuum  dielectric,  to  help  you  solve  many  difficult 
design  problems  of  high  voltage  in  limited  spaces. 
A  few  minutes  inspection  of  the  wide  range  of  vacuum  components  in 
this  new  product  bulletin  will  reveal  many  design  possibilities  that 
ordinary  electronic  components  cannot  achieve.  The  bulletin  contains 
1  valuoble  data  and  specifications  on  the  latest  types  of  Jennings  Fixed 

I  and  Vorioble  Capacitors,  Power  Switches,  Coaxial  Relays,  Triggered 

*  Spark  Gaps,  Transfer  Relays  and  High  Voltage  Measuring  Equipment. 


^  RH7G 


STACKS 


Cyaranteed 
iaferthangabtlily 
with  my  type 
S&hmiim  Stack. 


Write  fir  iiialpliei  Bteretere  end  prket/ 


RECTICO,  INC. 

963  FreGnehuysen  Av*.,  Newark,  S  N.  J. 


Jennings  vacuum  capacitors,  switches  and  relays  are  manufac¬ 
tured  for  operation  at  both  high  and  low  voltage  levels; 
some  are  engineered  for  unusually  high  resistance  to  shock 
and  vibration.  Their  use  in  either  commercial  or  military 
equipment  has  proved  exceptionally  reliable  under 
difficult  operating  conditions. 

k  Mailing  the  coupon  entails  no  sales  follow-up  unless 

A  you  outline  a  specific  application. 


JENNINGS  RADIO 
MANUFACTURING 
CORPORATION  ^ 

970  MCLAUGHLIN  AVI 
P.  0.  BOX  1278 
SAN  JOSE  8.  CALIFORNIA 


MAIL  THIS  COUPON  TODAY. 

PlfXSf  S5ND  Mf  rouf  8  PACE  BROCHUPE. 
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when  orderine  or  intormolion 

ploawo  nwiUien  flccfromci  ivycri’  Cvid*. 


REGULATED 

POWER 

SUPPLIES 


JE-13  with  8  holes  JE-13B  with  8 
for  7-pin  tubes,  and  holes  for  7-pin 
JE-IS  with  10  holes  tubes,  and  JE-ISB 
for  9-pin  tubes.  with  10  holes  for 
9-pin  tubes. 


SUI- 

MINIATURE 

TYPES 


Combinotion  Bock*  0-5  VDC 
Forword  T«tt»r  0-1000  VDC 
Modal  997 _ 


2MVPP  10  MV  10  MV  0-10-30-100- 

300-1000  V,  MA, 

_ UA.  MUA  895  OO 


HIGH  PItKSSURB  TVPBS 

HIGH  TKMPBRATURK  TVPBS 

HIGH  VOUTAGK  TVPBS 

MINIATURBS 

CO-AXIAI.  VAI.VKS 

HIGH  SPKKD  RKSPONSK  TVPKS 

•  Engineered  for  dependability 

•  Produced  in  accordance  with  MIL*S-4040-A 
specifications 

•  PSP  engineers  will  gladly  recommend  one  or  more 
of  700  proved  solenoids  to  fit  your  needs— or  work 
with  you  toward  solution  of  your  specific  problem 


Combination  pin  straightener  and  cut¬ 
off  tool.  Speeds  up  alignment  and  trim¬ 
ming  of  leads  on  flat  press  and  round 
base  tubes,  also  transistors. 


^Star  Socket  Wiring  Plugs 

precision  located  stainless  steel 


SUI-MINIATURE 
JE-7  inline  for 
pinch-base  tube 
sockets. 


Write  direct  for  PSP  Catalog 
Reprewntotivet  in  all  principal  oreos 


^Star  ExPAMgow  Products 

Division  of 

STAR  RRECISION  DEVICES,  INC. 

P.  0.  Bex  f  08,  Memtainville,  New  Yerk 


DIVISION  OP  INDUCTION  MOTORS  CORP. 
6058  Walker  Avenue  •  AAoywood,  California 


Wfmn  ordering  or  seekinj  informotien 
pfeoM  mention  Eloctronict  Bvyeri'  Cvide. 
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225-325 

400-550 

6Vl  » 

5V2 

71/4 

51/4  I 

19 

9k<. 

5'/4  . 

19 

<9V<. 

6Vim 

SVt 

71/4 

5'A  . 

19 

>9«, 

5'/4  . 

19 

■  9% 

iVi. 

S’/I 

>71/4 

5V4  ■ 

19 

i91K, 

5V4  • 

19 

.9V, 

5V4  > 

51/4 

71/4 

5'/4  . 

19 

9 

5'A  I 

19 

9 

Transittor  Tartars  and  Dioda  Tartars 

SEMI 

CONDUCTOR 

TEST 

^^^^equipment^^H 

”  e«tpat  t1RR»— HBH - ms- - - 

voltopo  4  nolw  roe.  roe.  lootertnc  price 

u- 1  .wv.  iuMt  iu  Mv  -  - !  . 

Current  Teller  0-3  VDC  30-100-1000- 

Model  FT1  3000  MA  $500  00 

— - 

Bock  0-100  V.  0-300  V  0  1%  0.1%  0  1%  0-10-30-100- 

Currenl  Tetter  0-300  V.  0- 1000  V  300- 1000  V 

Model  BTI  UA.  MUA  575  00 

1  |B 

Specialists  in 

WAVEGUIDES 


1 


Complete  Facilities  for 
Development  Engineering  and 
ECONOMICAL  Manufacturing 

•  Machine  Shop 

•  Tool  Department 

•  Brazing 


•  Paint  Finishing 

•  Microwave  Test  Laboratory 


IHMITClIESTEIt 

v3'  INSTRUMENT  Corp 

114  Wilkins  Avenue,  Port  Chester,  N.Y.  WEstmore  9-4092 


NEW  FAST  SERVICE 


TOROIDS  and 
ELECTRONIC 
TRANSFORMERS 

UP  TO  SIX 

MADE  TO  YOUR  SPECIFICATIONS 

SHIPPED  WITHIN  ONE  WEEK 


NEW  ENGLAND  TRANSFORMER  COMPANY 

SOMERVILLE,  MASS.  •  Somerset  t-tlOO 

Canadian  Representative 
SAMUEL  C.  HOOKER  (Canada)  Ltd. 

*  2425  Grand  Boulevard,  Montreal,  Ouebec  HU^er  8-8321 


PACKAGED 
TRANSISTORIZED 
ASSEMBLIES 


FOR  USE  WHERE 
SPACE  IS  AT  A 
PREMIUM 

•  6  volt  input 

•  Operation 
from  -25  to 
50*C 

•  1/5  cubic 
inch 

FLIP  FLOP,  Type  11-50  KC  input 
MULTIVIBRATOR.  Type  12-400  cps 
AMPLIFIER.  Type  15-30  cps  to  30  KC 
SAWTOOTH  GENERATOR.  Type  17 
ONE  SHOT  MULTIVIBRATOR.  Type  18 
MEMORY  AMPLIFIER,  Type  19 


ECONOMICAL  FLIP  FLOPS 
FOR  COUNTER  USE 


Low  current.  12  volts,  V2  cubic  in. 
Indicating  Flip  Flop,  Type  20,  directly 
indicates  the  count 
Low  Speed  F.F.,  Type  21-30  KC 
Medium  Speed  F.F.,  Type  22-150  KC 
High  Speed  F.F.,  Type  23-300  KC 


FIXED  FREQUENCY 
OSCILLATORS 


SERIES  101 
‘  •  12  volts  DC 

"ooT  •  28  volts  DC 


"ooT  •  28  volts 
•  Standard 


frequencies 
from  400  cps 
to  30  KC 


This  amplifier  is  small  and  completely 
self-contained.  A  matched  earpiece  is 
included  for  audio  use. 

Input  Impedance-150  kilohms 
Voltage  Gain-1000  or  greater 
Power  Gain-85  DB 
100  microvolts  input  tor  full  output 


TRANSISTORIZED  PACKAGES 
MADE  TO  YOUR  REQUIREMENTS 


M  F  ELECTRONICS  CO. 

122  East  25  St..  New  York  10,  N.  Y. 
GRamercy  3-5899 
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Whan  ora«riii9  or  talking  laformotiMt 
plaatt  maiHion  {(•ctrenict  Buyari'  Guida. 


507 


Have  All  These  Outstanding  Features 


*  Split-Second  Numbered  Lens 
Orientation 


*  Mounting  in  O.D.  hole 


•  Reliable  operation  in 

high  ambient  temperatures 


•  Full  180°  Visibility 


•  55  different  mounting  a 

configurations  and  a 

body  types  a 

•  Color  Coding  behind  panel 

to  simplify  wiring 


A'  No  Bigger  than  a  Jelly  Bean 


For  complete  information  and  Application  Engineering 
Service  see  yourColOf-LitC  representative  or  contact 


THE  SLOAN  COMPANY 

4101  Burbank  Bhrd.  Burbank,  California 


INTERMETALL 

Dusseldorf 
Konigsallee  14-16 
West  Germany 

A  Diviiion  of  CIEVITE  CORfOltATION 


INTERMETALl-your  dapend- 
obU  Murce  of  supply  for 
SEMICONDUCTORS-offors: 
PNP  Silicon  Junction 
Transistors 

PNP  Gormonium  Junction 
Tronsistors 

PNP  Gormonium  Minioturo 
Junction  Transistors 

Silicon  Junction  Diodas 
Silicon  Powar  Roctifiors 
Silicon  Zanar  Diodas 


Whan  ordoring  or  soaking  information 
plaoto  manfion  Eloctronics  Boyars' Guido. 
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HARHWARE 

fOR 

ELECTRONICS 

INSTRUMENTS  •  AUTOMATION 


FASTENINGS 


SCREWS 

NUTS 

BOLTS 

WASHERS 

RIVETS 

EYELETS 

TERMINALS 

GROMMETS 

ACCESSORIES 


Wa  carry  in  stock  thousands  of  STANDARD 
and  SPECIAL  itams  assantiol  to  tho  INSTRU¬ 
MENT,  ELECTRONIC  and  AUTOMATION 
Mfg.  industry. 

Spaciol  Cold  Haodad  Products 
Stampings 

Scraw  Machina  Parts 
Mado  ta  ordor  in  all  motals. 

FEDERAL  Screw  Productt  Inc. 

3917  N.  Kadiia  Ava.,  Chicago  18,  III. 


LABORATORY 
FOR 

ELECTRONICS. 
INCORPORATED 

microwave  oscillators 

The  first  complete  line  of 
stabilized  oscillators  to  cover 
SERIES  microwave  spectrum  — 

814  2500  to  17,500  me.  High 

power  .  .  .  ultra-stable  .  .  . 
tunable.  23  models  available. 

microwave  stability  testers 
New  .  .  .  highly  advanced 
. . .  simplified  precision  meas¬ 
urement  of  change  .  .  .  phe- 
MODELS  nomenally  accurate.  Instant 
5004  readings  .  .  .  continuous 
monitoring.  Model  5004  has 
5009  heads  for  four  frequency 
bands:  S  &  L,  C,  X,  XA. 
Model  5009  covers  five  fre¬ 
quency  bands:  P  &  L,  L  &  S, 
C.  X.  XA. 

time-rate  indicator 

For  rate,  timing  and  count¬ 
ing  measurements  with  ac- 
MODEL  curacy,  versatility  and  relia- 
bility.  100%  digital  display 
of  frequency,  Mriod,  pulse 
rate,  pulse  width,  interval, 
elapsed  time  and  total. 

7S  PIttm  St. 


POWER  AMPLIFIERS  •  OSCILLATORS  •  FREQUENCY  STANDARDS  •  CUSTOM  INSTRUMENTATION 


Accurate,  Stable,  Completely  Electronic 


puts  I 

PERFORMANCE 

into  every  coil! 


Tailored  to  Your  Precise  Needs! 


Regardless  of  type  or 
quantity,  every  coil  is 
quality  manufKtured 
to  your  exKt  specifi¬ 
cations. 


MODEL  161-D-l 

POWER  OUTPUT:  160  VA 
tintl*  phis*.  FREQUENCY. 
3SO  to  4S0  cps  vinibit. 
FREQUENCY  ACCURACY; 
0  5%  (0  2%  tnd  0  1% 
aviiliblt).  INPUT;  llSy 
60  cpt  sinfli  phase. 
overall  SIZE:  22'  «<dt 
X  10'  hifh  I  15'  dtap 


*  Encopaulatod  •  Popor  InlorUavo 

•  Bobbin  •  Cotton  Intorwoovo 

•  Form  Wound 

•  Vacuum  Impragnotod 

•  High  Tomporoturo  Application 
Alto,  TrentFormoft  Mode  To  Ordor 


THE  VERSATILE  BEHLMAN 


NOW  AVAIIABLEI  Now  20-pago  Dono 
illuttrotod  catalog  including  tochnicol  coil 
dotigning  data. 


INVERTRON 


THE  DANO  ELECTRIC  CO. 


FOR  SILENT,  DEPENDABLE  OPERATION 


Completely  electronic  in  nature,  the 
Behlman  INVERTRON  may  be  or¬ 
dered  to  suit  any  desired  degree  of 
accuracy  .  .  .  with  assurance  that  it 
will  maintain  this  accuracy  during 
the  foreseeable  future. 

•  POVEER  Ol'TPirr  R.ATINGS  from 
milliwatts  to  kilowatts 

•  OITPIT  FREQUENCIES,  fixed  or 
variable,  from  subsonic  to  supervmic 

•  ACCITRACY  to  .001*"f  for  fixed  fre¬ 
quencies  ...  to  .l*’c  for  variable  fre¬ 
quencies 

•  SINE  WAVE  distortion  never  greater 
than  2rc.  with  .5%  or  less  available 

•  REGl’LATION  from  nt>  load  to  full 
load — standard  l*"c  .  .  .  with  .S*^  or  bet¬ 
ter  available 

•  MOIH’LAR  CONSTRUCTION  TECH¬ 
NIQUES  pntvide  custom  instrumentation 
at  production  line  prices 

The  Behimin  INVERTRON  is  widely  used  for 
research,  development,  and  production  of  mag¬ 
netic  ampliAcrs.  servo  systems,  airborne  instru- 
mcmauoci,  synchros,  motors,  shaker  tables,  and 
choppers. 

MODEL  2fl«3-0-l  WDITF  FOP 

IXtWKK  IMTITT:  1000  vs  Uires  VVISHe  rWR 
phase.  FRKUI'KM'T:  SSO  to  480 

rp.  Tahahle.  FKKqt  EXCT  AC-  ADDITIONAL 
Ct  HACT:  0  .S<V  (O  lrA-  and  0.1*  MUl/l  I  IWriMl 
aiallahlei,  INnT:  FlOv  SO  cos 
Unxie  phase.  OVERALL  SIZE:  »4"  INFORMATION 
aide  X  73-  hixb  s  J4'  deep.  inrVICmM  I  IVn 


«D0E^tHe/X)? 


TESTING  UNMOUNTED  COILS 
... since  1W6. 

1 

FULLY  /  ..  *1 

GUARANTEED  /  f 


•  Non-shocking 

•  Santitive 
•Rugged 


SIzs 

dV5x6'.5x13'.4 


MODEL 


101  D  5/32"x7/32  "x2  "  $175.00 

lOl-E  7/64''x7/64"x1H''  115.00 

101 -F  Mondrel  SIZE  AS  SPECIFIED  200.00 

101-0 .040"x.055"xH"  105.00 


tlfCTSONICS  •  MKHANKS  •  OPTICS 
DESIGN  «  DEVE10PA4ENT  «  PROTOTYPE 


Shipping  Wsight:  Approximotsly  12  Pounds 


2911  WINONA  AVENUE 
BURBANK,  CAUFORNIA 


P.  O.  BOX  473.  7U3  KARTRON  STREET 
HUNTINOTON  BEACH,  CALIF.  JEffsrton  4-1 UI 


Wh0N  or^ring  or  •••^1119 

phw$0  iwnfion  (l•ctro«lict  tvytrt'  CwhI*. 
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SEALECTRO  ConHeX*R.F.  CONNECTORS 


Radically  differant  —  and  provably  batter.  You  can  tall  them  at  a  fiance  —  by  their  hauienal 
bodies.  The  only  connectors  that  can  be  wired  or  rewired  out  in  the  field,  either  with  repair 
pliers  or  a  small  wrench,  doing  away  with  the  need  for  special  tools.  All  the  miniaturization  you 
want  plus  additional  pull-out  strength.  And  they  cost  no  more. 


PLUGS 

Choice  of  types  and  sizes.  Used  in  conjunc¬ 
tion  with  Press-Fit  jacks,  and  also  as  male 
member  of  breakaway  connectors.  Connect¬ 
ing  wire  slips  through  hollow-tube  probe 
and  is  dip-soldered.  In  nine  RETMA  code 
colors. 


JACKS 


Rugged  miniature  and  subminiature  test- 
point  jacks  featuring  either  stamped  or 
machined  beryllium-copper  contact  mem¬ 
bers  with  bull-dog  grip.  Take  standard  in¬ 
strument  test  probes  or  companion  plug. 
Ideal  for  test  points  on  metal  panels,  con¬ 
necting  to  circuitry  or  components  for 
external  testing,  and  for  unbreakable  metal- 
plate  patch-cord  boards.  In  nine  RETMA 
code  colors.  Plus  New  Right-Angle  Printed- 
Circuit  Jack.  Write  for  samples. 


Type  3000 
Cable  Plug 
Type  3001 
Cable  Jack 


Type  3002 
Panel  Receptacle 

Type  3003 
Panel  Jack 


Type  3004 
Cable  Feedthrn 
Type  300S 
Right-Angle  Ping 


Whnn  onfnrinp  or  sookinp  information 
ploato  montion  EJocfronics  Buyers'  Gukia. 
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Fastest,  simplest,  most  economical  terminal 
installation,  in  three  steps;  (1)  Punch  or  drill 
hole;  (2)  Countersink  entrance  edge  according 
to  Sealectro's  time-tested  specs;  (3)  With 
Sealectro-approved  insertion  tool  In  chuck  of 


drillpress  (power  oft)  or  hand  arbor  press,  cen¬ 
ter  over  hole  and  apply  pressure,  smoothly  and 
easily  sealing  the  Press-Fit  terminal  in  place. 
That’s  all  there  is  to  It.  And  genuine  Sealectro 
Press-Fit  terminals  stay  put-for  keeps! 


FEEDTHRUS 

In  miniature  sizes  and  choice  of  lugs  In¬ 
cluding  hollow-tube  style,  facilitating  con¬ 
nections  through  metal  chassis  or  casing. 
Voltage  ratings  up  to  5500  in  larger  sizes. 
Subminiature  sizes  for  ultra  space-saving, 
in  voltage  ratings  up  to  750.  Choice  of  lug 
styles,  platings,  code  colors. 


ConHeX  TYPES 


Install  them 
FAST  and 
TO  LAST! 


SEALECTRO  CORPORATION  •  610  Fayette  Avenue  •  Mamaroneck,  N.  Y.  Phone:  OWENS  8-5600 


Sesut  . 

The  big  Sealectro  “Press-Fit"  catalog  ac¬ 
knowledged  as  the  "bible"  of  Teflon  ter¬ 
minals  —  is  yours  for  the  asking. 

Also  a  free  subscription  to  the  bi-monthly 
TERMINALOGY,  dealing  with  terminal  devel¬ 
opments,  applications.  Installations. 

Write  on  your  business  stationery! 


•  CaniMli  MldvrtU  t*  ttatvr  (•eUutttr  if  table, 
lituriae  priPir  ciPPMtlwn. 

•  Nt  aittMilii  if  cibli  liMilillii  that  ailikt 
tllict  eltitricil  (harattirlttin. 


•  Fltilbl*  UMie*  acctpit  all  RG-ISS/U  MIL 
cabli  diaaialara. 

•  Mtchiatd  braat  itaak.  6ald  plated. 


TAPER  PIN 


Individually- insulated  precision -machined 
receptacles  for  standard  taper  pins,  taking 
advantage  of  the  simple,  fast,  economical 
Press-Fit  installation.  Available  In  feedthru 
and  standoff  types,  as  well  as  high-voltage 
designs  with  extra-long  leakage  path.  In 
nine  RETMA  code  colors. 


STANDOFFS 


Wide  selection  of  miniature  sizes  in  voltage 
ratings  up  to  40(X}.  For  components  stress¬ 
ing  higher  voltages  rather  than  space-sav¬ 
ing.  Choice  of  lug  styles  and  platings.  In 
nine  RETMA  code  colors. 


Also  in  subminiature  sizes  for  miniaturiza¬ 
tion  programs.  Operating  voltages  up  to 
750.  Choice  of  lugs,  platings,  colors. 


•  Buccttifully  withitipd  pull-tut  ttrale  Ip  nntt 
•f  20  Ibt. 

•  Cpptlvatvd  nntactt  iPMira  pr*p«r  meaelpa  pf 
■natiae  part*.  Partitularly  laip^aat  uiih  thart 
lenetht  af  cabla. 


•  No  apoclal  toalt  roeuirtd.  Hox  (took  allovt  aa- 
aaaibly  with  pliara  or  anall  wrtnch. 


•  Claaiaine  parta.  Inaulatara  and  caatuta  raadily 
aaatmblad  aa  cabla  bafara  Inaartlan  Ip  canaactar 
body. 


ONE-PIECE  Sealectro  Teflon  Terminals  (eliminating  hardware,  such  as 
screws,  nuts,  washers,  lockwashers,  sealing]  save  material,  labor, 
time,  trouble. 

Here  is  the  lutstanding  selection  of  types  and  sizes-over  8(X)  dif¬ 
ferent  miniature  and  subminiature  standoffs  and  feedthrus;  jacks  and 
plugs;  connectors:  taper-pin  receptacles.  Wide  choice  of  lug  styles 
and  platings.  And  available  in  nine  RETMA  code  colors  for  circuit  and 
function  designations. 

Sealectro  Insertion  Tool  Directory  assures  correct  insertion  of  each 


TEFLON^  TERMINALS 


Press-Fit  type,  while  Sealectro's  application-engineering  service  in¬ 
sures  complete  satisfaction. 

Small  Quantities:  For  the  convenience  of  prototype  designers,  devel¬ 
opment  labs,  special  equipment  builders,  experimenters  and  others, 
Sealectro  Press-Fit  terminals  are  stocked  by  industrial  distributors. 
Sixty-odd  types  most  generally  used,  are  available  locally. 

Production  Quantities:  Deal  directly  with  the  Sealectro  plant.  The 
local  Sealectro  field  representative  is  always  “at  your  service!” 


109  LIBERTY  STREET— NEW  YORK  6^  N.  Y 

tlLTAB”  tILICOM  tTACMft  (S'C  TO  IST  C  CONVECTION  COOLEO  FULL  WAVE  ONIOCE  UNCLE  FNASE  OATEO  *  GUANAMTEEO 


$  4.M  JAIUI  $  4.M  J\2I0  t  4.7S  14210 

,  JF70  IS^E  JKitA  IT.lt  JF2in  If.W  JF2M 

;  1170  ».TI  111  10  ILM  11210  n.Tt  112M 

1K70  M.M  1KI40  41.71  lk2IO  41.M  1K2I0 

,  1M  70  4I.M  IWIIO  S7.a  1M2I0  11.71  1W2M 

I  1N70  M.Tl  1NI40  72.41  1N2I0  tl.M  IMU 


1AI20  11.41  lAlM  1U.41  141120  127  1  41400  IM.M  lAIOm  M4 

1FI20  17.71  IFIM  74.lt  1FII20  Ml  IFIMO  11.41  IFIOOO  Itt 

11120  7Lft  11140  Ml.ll  111120  U71  IIIMM  llt.41  IIIMKI  172 

TNNEE  FNAtE  FULL  WAVE  OIIIOCE  CONVECTION  COOLEO! 

DC  7tVAC  lltVAC  TttVAC  MtVAC 

AMFt  MVDC  ItlVOC  171VOC  TStVDC 


toocloli  In  24  honnlll 


•FULL  WAVE  BNIOOE  i 
FULL  WAVE  ONIOCE 


Iptet  Atiy  Cyrr^wt.  Qmkck  D*N««rlMt 
k  tc. Tr  DATCO  A  OMC  VCAM  GTO. 

SINGLK  PNASC  FULL  WAVE  BIIIOGE  PATCD  *  ONE  YEAH  GTD 


Write  ter  Quantity  Pilcar, 


THQEE  FHAEC  S# 


FULL  WAVE  GfllDGE 


DATED  A  ONE  YEAN  GTD 


CENTED  TAF 
MVAC 
12VDC 


NEW  LOW  FNICEO  DASIC  DC  SUFFLIEE  FDD 
INDUSTNIAL  AFFLICATIONE.  COMFLETELY 
■UILT.  ONE  YEAN  GUADANTEE. 


HI2VI04  I2VIN  la  104  S44.W 

HI2Vl04r<:  I2V/I0\  (1^,  Hip)  ll.M 

KI2V2t4  I2VIM  to  214  97.M 

HI2V2«4r.<:  I2VIM  2t()«^)  US.M 

HI2VS0\  I2VIH  to  S04nip  14A.M 

HI2Vr*4»\<:<:  I2VIN  .'»04m|i<l%)  2/S.M 

H2IVI2%  2IVIN  to  124  ll.M 

H20VI4M:  2IIV  t4m|>(tO(  Hip)  29.M 

R2llV24ri:  2av  14mp(l%Hip)  4S.M 

n2av:>4  2aviH  u  S4  ts.M 

H2«V  S4rr.  <  2flVIM  to  S4  (in  Hip)  «9.M 

H2aV  124  2KVIM  to  124  M.M 

R2av  I24<<:  2aVlN  n  124  (in  Hip)  DS.M 

H2RV  2«4  2aVlM  to  214  1I9.M 

R2lV2l4rr  2RVIH  to  214  (in  RlP)  1I7.M 

H2RV't04  2HVIN  to  &04  22S.M 

H2llVM>4rr  2RVIM  to  TA  4mp  in  Htp)  IM.M 

H2RVI(I04  2aVlM  to  irMi\  43I.M 

H2avi004<r  20VIH  to  ino\mp  tin  R)r)  Mt.M 

HIISVI4  (SOl.KXilhi  M.M 

HII&V2  54  IS.M 

HIISVS4  ll.'iVIM  to  54  IM.M 

H)l5Via4  IISViM'to  1U4  2M.M 

H220VI4  (  Ml  (  KS)  I7.M 

H220H'i4  22(»VIM  to  54  M7.M 

H220l*l<l4  22UVIN  to  104  lll.M 

NEW  24-2IVOC  DELAY  EUFFLIEE  CASED  FILTENED 

H2IV4H  24  2aVlM  tol^mp  M.M 

RJIVKH  2i  2RVIN  to  21  4mp  ll.M 

R24VJH  24  2RVIK  to  b  4nip  Tl.M 

•ATTERY  CHARGERS  AUTO  MARINE 
HI  24  4  724  H4Tri':in  2V  M.fS 

H(bVlT24  H4ITKH¥bV  7.9S 

H(  1  Murine  (I V  b4  M.tf 

H(  bVri24  H4TTKHY  bV  ll.M 

H(  a-l2VTS4  H4TTI'.HY  b  A  12V  19.41 

H4  12  M4HIM<.  12V  54  9.99 

H4  l2  2flVTS4  H4TT9:HY  12  OH  2«V  19.M 

HI  bl2M  H4rbV  20  4.12V  104  27.M 


**TABFAM^  TRANSISTORIZED  FOWER  CONVERT¬ 
ERS  INFUT  12.1  VDC  ON  ORDER  IV  A  24.2IVDC 

71(251  250V1M  to  100414  27.M 

TH5<M  It  450A22S  VIn:  to  150414  19.M 

7H1VI  K  KITl  Hl<ll.l>  M.M 

I  H50I  500  A  250  vim:  to  200M  4  M.M 

7HII0H  IIS  V4<:  to  M  W4T1>%  49.M 

7HI0014  IIS  V4(:  to  100  W4TTS  17. M 


1  TCCNNICAL  APFANATUt 

•  UILOCNS  MFCNl  I 

TRANSFORMERS  A  CHOKES  TO  YOUR  SFCCS.  1 

FROM 

ABOVE  19M  AMPS 

TRANSFORMERS 

SEC'O  FRI  NET 

AMPS  VOLTS  PRICE 

TH  toooH 

•|)unI>2)  Sei  toO  lav 

!• 

115 

91.7$ 

THIotil 
TH  1002 
TH  MNi.i 
TH  1005 

7H  toon 
7H  I4NI7 
TH  tlRMt 

*|tiMli2>  Set'll  em  b 
O  0  15  IR  v<4to  at 
raletl  rurrenl  per  eat  h 
wifutinirl  ‘ft  wrie* 

I'tmnet  Ce«|  Tm|m  rtrr 

0  3  b  V  12  15  la 

21  24  27  30  33  3a 

«(ilt«l  Sec'd  {Mrallel 
O  a  15  IR  vnlto  to 
2b  at  (•N'e  tbe  cur 

1- 

5 

12* 

2f 

54»* 

luo 

IIS 

115 

115 

115 

115 

1I.5A220 

II5A220 

9.19 

7.19 
9.99 

19.79 

39.M 

M.49 

112.99 

ri1  MMH 

Ib^iVAT.p. 

s 

1154200 

49.99 

TH  WHO 

IbSVATai* 

10 

1 15A220 

94.79 

7Htoil 

1.VIVAT.|>i 

5 

II5A220 

99.M 

TH  1012 

llOVATapa 

10 

II5A220 

117.41 

TABTRAN"  RECTIFIER 

CHOKES 

INO.  DC 

HYS.  AMPS. 

RES. 

OHMS 

NET 

9 

1  Hmmii 

0  1  1 

1  1 

91.99 

<  IIMMI2 

0  1  2 

0  b7 

9.79 

CHbimi 

0  07  S 

U  b 

9.49 

ntbOOl 

0  01  It 

0  1 

14.99 

<'Hb005 

0  001  24 

0  025 

29.M 

(  HMMMi 

0  001  50 

0  (Nil 

47.M 

"MAGREGFAH**  REGULATED  <in)  REGULATION 

MHT52VI54  2  Ut  3b  VIM  to  154  1\  Hip  S2S.M 

MHr52V254  OU*  52  VIM  to  254  Hip  9M.M 

MHr5ZVlo4  SUiVlVlM  to  104  r..Htp  7SA.M 

41HT32V504  24  UtS2V|M:to  504  1%  Hip  949.M 

MHT32V1O04  24  to  32  VIM  to  1004  I'lHip  99S.M 


AVIONICS  INDUSTRY  MISSILES  FOWER 
SUFFLIES 

'  7  4HTHl)4i‘’  VMritfhIr  |M'.  p^tw^r  <^>mptotrly  built. 

|>vM<rtMNi  fur  rtHilinitouH  NervM*r  t^lrnium  or  Niliron  tiArr 
Vitrim-  tNulutiun  traiiNformer  owitt-b.  Pilot  liirht.  fuw. 
Irrmiaato.  htmNnl  rrlity  rm  k  rtihinet  2n  prer'iwMMi  I*  volt  A 
•  mp  iiirt4>rN.  Hurrni  dmurn.  iMMorlrm.  triMthlp  frrr- 
StMiHiani  inptjl  Ml  I  y.  41.  1I'>V.  oihrr  inputs  to  ymir 
cpfN-ilii’HtioON  ■‘T4H7HON*’  power  Mippliew  carry  «me 
year  ruaranlee 

DESCRIPTION  NET 

TYPE  O.  C.  VOLTS  A  AMPS  PRICE 

Tbl2VI24  Ob.irIZVto  124  Si9.M 

Tbl2Vl24i:i:  124  0  5\  Hip  to  54  U.M 

TI5O0  tXo  aVIM  to  50  4  2‘ ,  Hip  79$.M 

TVMm  txo- aViM  to  1004  2%Hip  999.M 

T45IM>  iXoaViM  tol504  ZnHip  IMS.M 

TbiNMt  IXO  aViM  <il200  4  ZnHtp  ITM.M 

TI2V254  O  12V  to  254  IM.M 

7 12V  50  4  o  12V  to  50  4  175.M 

72aV5  4  O  2aV  to  5  4  411*  57. M 

T2a>54i:i  O  5  4mp  1 1 Hip)  79.M 

T2a4542i  r  O  5  4mp  (  in  Hip)  97.9S 

T2R4I24  O  2aV  to  12  4nip  139.M 

724412411  O  124  .1%  Hip>  1I9.M 

72iVl242ri;  o  124  (.1%  Hip)  22S.M 

T2aV2l4  O  2av  to  2I  4mp  174.M 

72iiV2l4i  I  0  214  r«  Hipi  T4S.M 

72HV2l42t  I  o  214  m  Hip)  32S.M 

T2aV504  O  zav  to  so  4mp  319.M 

72445041  1.  F  504  ll\  Hip)  4M.M 

T2aV)(M)4  o  28V  to  I004mp  S2S.M 

T24Vl004i:(:  o  1(H>4  l\  Hip)  795.M 

TbOVI4<«  OMiVlM  14  !'«,  Hip  IM.M 

TbOV24(:(:  OOOVIM  to  24  inHip  145.M 

TbOVS4<:t:  0#|0VIM  to54  I*;  Hip  22S.M 

7130VI4  0l<»|30VlM  to  14  M.M 

T130VI4(:(:  Utul4nipto  <1  .  Hip)  139.M 

T2IOVI4  Ut4»  240VlM  to  14  1I9.M 

T2I04I4(:<!  Uu>14mpto  In  Hip)  220.M 

T130V54  UUtl.ViViM.to  5  4mp  234.M 

T130V54(<'  OUi5  4mu(ln  Hip)  2t9.M 

TI30V104  otol.V)VIM:to  104  275.M 

TI.30VI04t:<:  utol04  in  Hip)  3M.M 

T2.30V54  UUi  230VlM  to54  399.M 

7230  V54<  (  0  ui  54  at  (in  Hip)  49t.M 

T230VIU4  O  230V IM  to  I04mp  997.M 

T23UVI04(  4  0  230V1M:  )04  Rt  (1^  Hip)  MS.M 


**REGOTAB**  TRANSISTORIZED  REGULATED 
4  1%)  REGULATION  SUPPLIES 
H7H30VI4  20  io3nVIM  tol4  1%  Hip  517S.M 

HTH30V  5  4  20  U»  .30  VIM  to  54  1%  Hip  27S.M 

SHTHbOV7  54  O  u»  bOV  to-  0  to  7.5  4m|»  7M.M 


WRITE  FOR  NEW  CATALOG* 

CUSTOM  PACKAGF5*.  POVt  FR  Sl^PPLltS  TO  YOI  R  SPH  IFK  ATIONS  ’  Vt  F  ALSO  DFSIGN  AND  PRODl  CF  TO  YOl’R  INDIVIDI  AL 
RFQUIRFMFNTS:  RFSFARCH,  DFVFI.OPMFNl  A  Sl’BCOMRACT.  HOVC  MAY  Vi  F  SFRVF  YOl  .> 

ALL  PHICFS  ASD  SPFCU  iCAIlOW  ARf  VI  «/f  <  T  TO  CHASOF. 

TECHNICAL  APPARATUS  BUILDERS,  109EB  IIBERTY  ST.,N.Y.C.,U.S.A. 
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Wh«n  or^rino  or  Mikino  iirformolion 
ploa$o  moHtioo  flictronici  iwytri'  Guido. 
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WELWYN  ELECTRICAL  LABORATORIES  Ltd. 
and 

WELWYN  CANADA  Ltd. 

maintain  complete  sales  engineering  facilities  in  the 
United  States  to  assure  prompt  handling  of  Ameri¬ 
can  industrial  requirements  for  Welwyn  High 
Stability  Resistors  and  Capacitors. 

• 

DEPOSITED  CARBON  RESISTORS 
METAL  FILM  RESISTORS 
MINIATURE  POTENTIOMETERS 
GLASS  SEALED  HIGH  VALUE  WELMEGS 
VITREOUS  ENAMEL  COATED  WIRE  WOUND 
VITREOUS  ENAMEL  MINIATURE  CAPACITORS 


Welwyn  precision  products  are  manufactured  in  Canada 
and  England.  They  are  designed  and  constructed  for  the 
most  exacting  electronic  requirements.  These  standards 
are  uniformly  maintained  through  rigid  quality  controls. 


■  Please  address  communications  to  ■ 


WELWYN  INTERNATIONAL,  Inc. 

3355  Edgecliff  Terrace,  Cleveland  11,  Ohio 
W  Inton  1-1SS3 


AIm  cempict*  lin«  mf  quality 
film  copacitert.  POlYITHYl* 
INI.  ACITATI.  TIFION*. 
POIYSTYRINI,  and  MYlAlt*. 


*POWER 
SUPPLY  FOR  DC 

MINIATURIZEOI 


The  SKVDC/Sma  unit  occuptM 
only  IVx  X  3*^  x  inches, 
weighs  3  Vs  LBS.  Hermetically 
scaled,  highest  quality  selenium 
rectifiers.  Long-life,  quality 
capacitors  .  .  .  LOW  RIPPLE  OF 
1  %  I  Lightweight,  compact. 
Positive  or  negative  terminal 
can  be  grounded  to  case.  Stand¬ 
off  high  voltage  terminals  for 
safety.  Input  117  Volts  AC, 
60  Cycles.  Can  be  made  for 
400  C.P.S. 


®  DU  FONT  TIADE  MARK 

Write  Dept.  A 

CHICACO 
CONDENSER 
CORPORATION 

3255  WEST  ARMITAGE  AVENUE,  CHICAGO  47,  lit. 
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When  ordering  or  seehing  informotion 
pfeose  itienTion  Electronics  Buyers'  Guide. 
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in  test  equipment! 


HEATHKITS 
GIVE  YOU 
TWICE  AS  MUCH 

equipment  for 
every  dollar  ^ 
invested 


The  famous  modal  V-7  A  Vacuum- 
Tuba- Voltmatar  is  a  perfect 
example  of  the  high-quality 
Instruments  available  from  Heath 
at  '/f  the  price  you  would  aipact 
to  pay  I  Complete,  *  _  _  __ 
only  •ZASO 


ALL  SIZES,  SHAPES 

in  POLYnHYLENE,  NYLON,  SARAN 
BUTYRATE  and  ETHYL  CELLULOSE 


For  wires,  cables,  conduits,  tub¬ 
ing,  light  hose.  Nome  the  use 
and  Commercial  has  a  clomp  or 
will  design  one.  Pioneering 
"know-how"  and  advanced 
production  methods  of  CPC  of¬ 
fer  unmatched  quality  .  .  .  and 
at  a  saving,  tool 


Get  the  most  out  of  your  test  equipment  budget  by  utilizing  HEATHKIT 
Instruments  in  your  laboratory  or  on  your  production  line.  Get  high 
quality  equipment,  without  paying  the  usual  premium  price,  by  dealing 
directly  with  the  manufacturer,  and  by  letting  engineers  or  technicians 
assemble  Heathkits  between  rush  periods.  Comprehensive  instructions 
insure  minimum  construction  time.  You’ll  get  more  equipment  for  the 
same  investment,  and  be  able  to  fill  your  needs  by  choosing  from  the 
more  than  100  different  electronic  kits  by  Heath.  These  are  the  most 
popular  “do-it-yourself  kits  in  the  world,  so  why  not  investigate  their 
possibilities  in  your  particular  area  of  activity!  Write  for  the  free 
Heathkit  catalog  now! 


•  FASTER 


SAFER 


TOUGH 


MORE  SECURE 


•  ENDURING 


FREE  catalog 

Mail  coupon  below  for 
your  copy— Now! 


Contains  detailed  descriptions 
of  Heathkit  models  available, 
Including  VTVM’s,  scopes, 
generators,  testers,  bridges, 
power  supplies,  etc. 


Send  for  tampio 
clomps  and  prices. 


HEATH  COMPANY 

A  SUBSIDIARY  OP  DAVSTROM,  INC, 
BENTON  HARBOR  14,  MICHIGAN 


Addrtu 


Also  describes  Heathkit  ham 
gear  and  hi-fi  equipment  in 
Wt  form.  100  interesting  and 
profitable  “do-it-yourself" 
projectsi 


961  George  St.,  Chicago 


Wlidfi  ordering  or  todfcing  informotron 
plooM  moAfien  EI«<tronicB  Buyart'  Guida. 
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ADVANTAGES 

of  the  New 

MASSA 

ELECTRODYNAMIC 
RECORDER 


TRUE  REailiNEAR  MOTION 
CRITiai  ACOUSTK  DAMPING 
WIDER  FREQUENa  RANGE 
INK  OR  EIEQRK  WRITING 


SONAR  transducers 
ACCELEROMETERS 
MICROPHONES 
HYDROPHONES 


precision  in 


ULTRASONIC  ClIANERS 
PREAMPLIFIERS 
AMPLIFIERS 
RECORDERS 


electroacoustics 


• MASSA 

LABORATORIES, 


FEATURES 

IIGHTWEIGHT  ELECTROOYNAMiC  DRIVE  for 

true  rectilinear  recordings  free  of  distor¬ 
tions. 

CRITICAL  ACOUSTIC  DAMPING  eliminates 
resonant  peaks  overshoot  and  ringing. 
WIDER  FREQUENCY  RANGE  reproduces  sig¬ 
nals  up  to  200  cps. 

MICROMETER  ADJUSTING  SCREWS  conven¬ 
iently  located  for  accurate  pen  alignment. 
DECIMAL  SPEED  CHANGER  with  3  speeds. 
Max.  —  200  mm/sec. 

DISPOSARU  INK  CARTRIDGE  hermetically 
sealed  prevents  evaporation  and  main¬ 
tains  correct  ink  viscosity. 

NEW  PEN  DESIGN  with  mechanical  filter 
permits  splatter-free  writing  at  ail  fre¬ 
quencies. 

WEIGHT  9  lbs.  —  Dimensions  13”  L  x 
4%”Wx4Vi”H. 

Also  available  is  the  Massa  Model  M-220 
DUAL  CHANNEL  DC  AMPLIFIER 
with  self-contained  power  supply.  Sensi¬ 
tivity  range  is  5mV/mm  to  200  volts  full 
scale  with  compensation  to  yield  flat 
response  from  dc  to  200  cps. 

Write  to  Dept.  1 1  jor  technical  data. 


Olhcr  .Massa  Products  for  Indusirv: 


NC, 


Manufacturers 
with  products 
to  sell 
in  the 
Field 

of  Nuclear  Fnergy 
find 

that  advertising 
in  NUCLEONICS 
is  a  sure-fire 
method 
of  moving 
those  products 
because 
they  reach 
20,000  potential 
purchasers 
through  the 
advertising  pages 
of  NUCLEONICS. 
From 

Absorbent  Paper 
to 

Zinc  Bromide  . . . 
products  in  the 
Field 

of  Nuclear  Energy 
are 

SOUGHT 

and 

BOUGHT 

by  important 

Physicists,  - 

Metallurgists, 

Geologists, 

Biologists, 

Physicians, 

Radiologists, 

Bio-Chemists, 

Engineers, 

T  echnicians 
and  Management 
because 

these  important 
buying  influences 
go  first 

to  the  sales  pages 
of  NUCLEONICS 
for  product  data 
in  Nuclear  Energy. 

.  NUCLEONICS  . 

A  McGraw-Hill  Publication 
330  Watt  42nd  St. 

New  York  36 


INSTRUMENTS 
FOR  MEASUREMENT  OF 
VIBRATION  AND 
SOUND  PRESSURE 


These  rugged  measurement  stand¬ 
ards  incorporating  ADP  Crystals  as 
the  piezoelectric,  elements,  have  in¬ 
herent  long  time  stability  and  offer 
accurate  reproducible  characteristics 
over  extremely  wide  frequency  and 
dynamic  ranges. 

ACCillROMITIIS 


FREOUENCY 

MODEL  RANGE  SENSITIVITY 

NO  CPS  «tV/a 


M.U2I  lOM.OOO  12 


MIPS  10-IS.000 


MODEL 

NO. 

FREQUENCY 

RANGE 

CPS 

M.2I3 

20-120,000 

M.2U 

M.2tS 

20-60.000 

M.I2S 

20-33,000 

I 


For  additional  dola,  ttnd  lor  bvllalini 
VM-4R  >  Accoloramalart  SFM-4  •  Microphonat 


Other  Massa  Protluits  for  Industry  - 

SONAR  TRANSDUClkS  ULTRASONIC  CLfANfRS 
ACCiLiROMITERf  PR{  AMPlIFtiRS 

MICROPMONIS  AMPLIFURS 

HYDROPHONES  RECORDERS 


precision  in 


electroacoustics 


HINCH  AM. 


lASSACHUSETTS 


MASSA 

LABORATORIES,  INC. 

HINCHAM,  MASSACHUSETTS 
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Wliwn  ordering  or  information 

ptoa§o  montion  Sloctronics  $vyr$'  Gvido. 
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.  t,  ^7WA  Flights  carry  Ait 

Ait  Fright  and  ~fN  thb  un/tep  states  -  Ait^rpress 


ALONG  THE  WAY...  OF 


ELECTRONICS  BUYERS'  GUIDE -June,  ?  958  -  MID-MONTH 


(§OMBININ^  SePARfiTE  SHIPMENTS 

OF  ELECTRONIC  COMPONENTS 
BRINGS  GREAT  BULK-RATE  SAVINGS 

TO  RADIO  CORPORATION  OF  AMERICA! 
THATis  THRiFTr  TWA  AIR  FREIGHT 

ASSEMBLY  SERVICE  I 


WiMfi  ord«fif»f  or  loo&ifi^  in^ormofioo 
pfooM  montiofi  f  foctronfct  Bvyort'  GwMo. 


SHIP  at  LOW  SPECIFIC  COMMODITY  RATES... 


SHIP  TWA  AIR  FREIGHT ! 


SHIP  YOUR  AIR  FREIGHT  ON  TWA  JETSTREAM 
AND  SUPER  CONSTELLATION  FLIGHTS...  FOR  FAST. 
ON-SCHEDULE  DELIVERY  THROUGHOUT  THE  U.S.AND  OVERSEA^! 


YOUR  NEAREST  TWA  OFFICE  TODAY...  OR  WRITE  TOt 
TWA  AIR  FREIGHT,  380  Madison  Avenue.  New  ybnH  it,  AC  y. 


It  a  wrwk*  mmtk  awmej  rgtlmtl**lf  kv  TWA.  AM  Jttwrtmmt  yyrrf  witk  radar  amd  XfmkraHutmd 


ra/uts  woHLO  Aiaunts 
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MANY  WEST  COAST  RCA  SUPPLIERS 
DELIVER  INDIVIDUAL  CONSIGNMENTS 
TO  TWA  FOR  AIR  FREIGHT  DELIVERY 
IN  NEW  JERSEY.  ..  SHIPMEtVTS 
RECEIVED  ON  THE  WEST  COAST 
DURING  A  SINGLE  DAY  ARE  RATED 
AS  ONE  CONSIGNMENT : 


^TAL  WEIGHT  MAKES  ONE  HIGHER  •WEIGHT,  LOWER-RATE  UNIT,. .WITH 
ONE  WAYBILL...  ONE  PEUVERY  TO  KEEP  RCA'S  CAMDEN  ASSEMBLY  UNES 
ROLUNG  ON  SCHEDULE  / 


precision  wire-wound 


fixed,  noninducfive 

Newly  developed  Kelvin  "RELAXED 
WINDING"  techniques  practically 
eliminate  resistance  drift  with  age 
and  "shorts"  or  "opens"  due  to 
thermal  shock 


Standard  types  range  from  the  mini¬ 
ature  0.25  W,  Va"  dia.  x  Vi'  long. 
100  K  ohms  max.  resistance,  to  the 
1.5  W,  8  megohms  max.  resistance, 
Vi'  dia.  X  1%"  long.  Available  with 
radial  and  axial  lead  wires,  or  lug 
terminals. 

Standard  resistance  tolerances  to 
0.1%  (specials  to  0.01%). 
Environmental  temperature  range: 
— 55°C  to  +85*C. 


CERAMIC  SERIES  “CB 


Whether  it  is  “Standard”  plumbing  or  de¬ 
signing  an  entirely  new  waveguide  system, 
Airtron’s  complete  facilities  can  substantially 
reduce  the  time  and  expense  between  concept 
and  reality.  Here  are  just  a  few  examples 


FERRITE  COMPONENTS 

Duplexers,  waveguide  switches,  high  and  low 
power  load  isolators,  variable  absorption  atten¬ 
uators  and  other  devices  are  the  result  of  a  con¬ 
tinuous  ferrite  development  program.  All  ferrite 
materials  used  are  specially  compounded  and 
fired  in  Airtron’s  Ferrite  Research  Development 
Laboratory.  Complete  facilities  permit  desig^n 
and  production  to  meet  any  specific  need. 


ROTARY  JOINTS.  Waveguide  rotary  joints  of  the 
coaxial  or  high  power  circ-ilar  waveguide  type  in 
many  frequency  ranges  designed  for  maximum 
VSWR  performance.  Produced  in  volume  to  your 
specifications  or  designed  to  meet  your  require¬ 
ments. 


WAVEGUIDE  SWITCHES.  For  fr^uent,  rapid 
switching  to  or  from  noise  sources,  signal  genera¬ 
tors,  dummy  loads,  etc.  Reversing  switches  for 
dual  channel  systems  in  GCA  or  microwave  relay 
radars.  Low  VSWR,  excellent  crosstalk  character¬ 
istics,  and  high  peak  power  performance.  Switch¬ 
ing  tees,  ferrite  switches  and  other  special  designs. 


PLASTIC  ENCAPSULATED 
SERIES  “EP” 


PRECISION  CAST  BALANCED  MIXERS.  Low  \  ■ 

noise  figrures  over  a  broad  bandwidth  are  achieved 

by  compact  balanced  mixer  desigm  and  use  of  lat-  ET 

est  type  crystals.  Equipped  with  coaxial  or  wave-  ^ 

guide  crystal  mounts  for  frequencies  up  to  40,000  - 

me.  Standard  and  sp^ial  types  available.  Mixer-  ' 

Preamp  packages  designied  to  meet  your  require-  ^ 

ments.  '' 

_ ANTENNAS  AND  ASSOCIATED  COMPONENTS. 

•  Horn  antennas  and  feeds  for  fire  control,  counter- 

measure,  guided  missile,  navigational  or  weather 
radars.  Designed  to  your  specifications  and  pro- 
duced  in  the  Airtron  precision  casting  foundi-y. 
Complete  with  rotary  joints,  fiexible  sections  and 
•  associated  waveguide  assemblies. 

FLEXIBLE  WAVEGUIDE  ASSEMBLIES.  Flexible 
double  ridge  waveg^uide  for  airborne  commercial 
weather  radar.  Beryllium  copper  fiexible  in  con- 
volute  or  type  S  construction.  Waveguide  sizes 
from  Ka-Band  to  9.750"  x  4.875"  I.D.  in  standard 
lengths  or  preformed  to  your  installation. 

OTHER  AIRTRON  PRODUCTS 

Twists,  Magnetron  Tronsitions  •  Double  Ridge  Waveguide  Components  •  RF  and  Pressure  Con¬ 
tact  Flanges  and  Gaskets  *  Quick  Disconnects  *  Directional  Couplers  *  Short-Slot  Hybrids 
Antenna  Components  *  Test  Horns  *  Dummy  Loads  *  Flexible  Coaxial  Transmission  Lines 
DEPT  I  *  '^®'t*8V'de  Bending  and  Twisting  To  Your  Specificotion  • 

1100  WEST  ELIZABETH  AVE. 

INC  LINDEN,  NEW  JERSEY 


Standard  types  range  from  the  micro¬ 
miniature  0.05  W,  .080"  dia.  x  .325 
long,  50  K  ohms  max.  resistance,  to 
the  2.0  W,  20  megohms,  1"  dia.  x 
2.125'  long.  Available  with  radial  and 
axial  lead  wires,  or  lug  terminals. 
ALL  CONNECTIONS  ARE  WELDED. 
High  temperature  epoxy  plastic  is 
used  in  an  exclusive  vacuum  encap¬ 
sulation  process. 

Standard  resistance  tolerances  to 
0.1%  (specials  to  0.01%) 
Environmental  temperature  range: 
-65'C  to  +125*C. 


send  for 

complete  literature 


ELECTRIC  COMPANY 

5907  Noble  Avenue,  Van  Nuys,  Calif. 


Wfwn  ordering  or  sooking  information 
photo  monlion  Electronics  Buyers'  Guido. 
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Which 

pin 

saves 

the 

money 


Ciciu'ial  KF  Filtinoslnc 


702  BEACON  STREET  BOSTON  15,  MASS 
KEnmore  6  2290 


Subminlalure  connector — TM  teriet 


Whenever  you  need  special  r-j  fit¬ 
tings  —  for  wave-guide  or  coax  connec¬ 
tion  —  you  can  profit  by  our  years  of 
experience  in  designing  and  producing 
fittings  for  specialized  service. 

Ask  us  about 

High-temperature  connectors 
High-voltage  connectors 
Pressurized  connectors 
Captive-pin  connectors 
Sub-miniature  connectors 
Special  anti-noise  connectors 
Directional  couplers 
Special-flange  wave-guide  fittings 
Adapters 
Power  connectors 
All  standard  military  types 
And  when  you  need  wiring  harnesses,  we 
offer  efficient  facilities  for  producing  the 
most  complex,  or  the  simplest,  harnesses 
in  large  or  small  lots  —  at  prices  that 
reflect  our  production  capabilities. 

NEW  CONNECTOR  DEVELOPMENTS 

“TNC”  Series  (GRFF  designation) 

A  complete  line  of  small,  thread-coupled 
coaxial  connectors  that  assure  tight,  permanent 
contact  and  low  noise-level.  Specially  designed 
for  airborne  services.  Available  hermetically 
sealed,  pressurized,  weatherproof,  and  for  all 
other  applications;  includes  adapters  to  other 
series.  Have  characteristics  of  latest  type  BNC 
plus  advantages  of  type  N. 

SUBMINIATURE 

“TM”  Scries  (GRFF  designation) 

A  50-ohm.  low-noise,  thread-coupled,  co¬ 
axial  connector  series.  Used  interchangeably 
with  .075”  thru  .156”  diameter  cable.  Available 
hermetically  sealed  and  pressurized. 

HIGH-VOLTAGE,  HIGH-ALTITUDE 
D-C,  SHIELDED  SERIES 

Small,  light-weight,  weatherproof,  pres¬ 
surized.  fully  shielded  connectors  with  ratings 
of  .T(KH)  and  60(X)  volts  d-c  at  50,(KH)  feet;  can 
be  furnished  thread-coupled  and  in  other  forms. 
Suitable  for  pulse-power  connection  —  as  be¬ 
tween  modulator  and  transmitter. 

SEND  US  YOUR  REQUIREMENTS 

FOR  OUR  RECOMMENDATIONS 


Crystal  mount 


Macl«  by 
lomping  oi 


Mod*  by 
Mulfi  Swogp 


Choose  right  and  moke 
Big  Savings  on 
SMALL  METAL  PARTS 


Diractional  coupinr 


COSTS  HAlVIDI  Instead  of  turning  and 
drilling  parts  like  these  from  solid  rod.  or 
stamping  and  forming  them,  the  BEAD  CHAIN 
MULTI-SWACE  Process  automatically  swages 
them  from  flat  stock.  By  doubling  the  pro¬ 
duction  rate  and  eliminating  scrap,  this 
advanced  process  can  save  you  as  much  as 
fifty  percent  of  the  cost  of  other  methods. 

Tka  BEAD  CHAIN  MUITI-SWAOE  Process 
produces  a  wide  variety  of  hollow  or  solid 
metal  parts — beaded,  grooved,  shouldered — 
from  flat  stock,  tubing,  rod,  or  wire— of  any 
metal.  Sizes  to  V4"  dia.  and  IVi"  length. 

OIT  COST  COMPARISON  ON  YOUR  PARTS 
—  If  you  use  small  metal  parts  in  quantities 
of  about  100,000,  don’t  overlook  the  almost 
ceruin  savings  of  this  high-speed,  precision 
process.  Send  sketch,  blueprint  or  sample 
part  and  our  engineers  will  furnish  facts 
about  Multi-Swage  economy.  Or,  write  for 
Catalog.  The  Bead  Chain  Manufacturing  Co., 
27  Mountain  Grove  St.,  Bridgeport,  Conn. 


TNC  r«<*plocl«t 


|l•ctricol  ond 
ll•ctronic  Porlft 


tMringt,  SKoftt 


Friction  Poittnort 


Stops 


TNC  odoptert 


BEAD  CHAIN 

MUlTf-SWAGf 

PROCESS 


TNC  bvlwaan-tarias  adaplars 
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Whan  onfarina  or  (aaking  intermofion 
plaoM  mention  Elattronin  Buyars'  Cuida. 
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M.  M.  NEWMAN  COMPANY 

79  Clifton  Avonuo,  MarMthotil.  Mott  NEptunt  2-0637 


Industry’s  preferred  "instrument  of  a  thousand 
uses”.  Accurate,  rugged,  versatile  STANDARD 
Elapsed  Time  Indicatars.  Synchronous  motor  drive. 
Electric  clutch  controlled  by  manual  or  automatic 
switch  or  output  of  electronic  tubes.  Manual  or 
electric  zero  reset.  Units  for  flush  panel  mounting 
or  portable  use. 


Accvracy 


6000  sec. 


1/1000  min. 


±.0002  min. 


More  than  25  years'  experience 
making  ell  types  of  hairsprings 
for  critical  instrument  applications. 
High  volume  production  with  absolute  unilormitir 

PRECISION  PRODUCTS  COMPANY  INC 
OF  WALTHAM 

WALTHAM  54,  MASSACHUSETTS 


Request  Bulletin  No.  19B. 


PORTAblE 


THE  STANDARD  ELECTRIC  TIME  COMPANY 


When  ofdtrint  or  seeking  information 
plooBO  montion  fiectronirs  Buyers'  Guide. 
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Octi9n*ri  6  Manufacfur*r%  of  Microwave  4ntennas  6  4ssociated  Equipment 


MINIATURE  ELECTRONIC 
^  INSTRUMENTS  ^ 


specially 

designed 

for 


-m-  LOW  PASS  FILTERS 


PANEL  MOUNTING 


<  —t »-)  K  high  pass  filters 


CRYSTAL  MOUNTS 


STUB  TUNERS 


SPECIAL  CABLES 


MODEL  CFI2IM  —  12  Ft.  diame+er  with  dipole  ex¬ 
citer.  Gain  23  db  at  500  me.  Minimum  side  lobes  20 
db  (or  better).  Cross  Polarization  20  db  (or  better). 

I  I  Low  VSWR  at  any  frequency  in  the 

V  — bend.  Aeeomplhhod  through  ed/utf- 
!  !  ablo  boiun  and  reflector  assembly. 


Dial  Cables 
Extra-flexible  small 
diameter  cables 
Antenna  strands 
and  cables 
Guy  Cables 


STOCK  REFLECTORS — 4  in.  to  10  ft.  diameter  solid 
spun.  4  ft.  to  18  ft.  diameter  mesh.  Larger  sizes  or 
special  shapes  on  request.  Antennas  up  to  10,000  me. 

Wouthuriied  &  corrosion  resistant.  Rugged,  lightweight. 


MADE  OF 
STAINLESS  STEEL 
GALVANIZED  STEEL 
MONEL 

PHOSPHOR  BRONZE 
CADMIUM  BRONZE 
NYLON  COATED 
VINYL  COATED 


PROMPT  DCLIVtUr 
Any  typo  antenna  or  reflec- 
tor  precision-built  to  your 
specifications. 


Write  lor  complete 
performance  data 
L  sheets. 


inslie 


MODEL 
CFI4IM 
with  14’ 
diameter 
reflector 
available 


COMPLETE  STOCKS 


Mf  Orchard  fttrMl 


coaxial 

components 


•  Reliability 


Millivolts  .  .  .  mitreamperes  .  .  .  ohms 
.  .  .  phase  angle  .  .  .  From  8  standard 
shapes  and  sizes  and  65  stock  models, 
hundreds  of  special  instruments  have 
been  delivered  to  meet  exact  customer 
requirements. 


•  low  cost 

•  delivery  from  stock 

•  write  for  catalot 

Our  "Microlob  Memo,"  a 
semi-technicol  quarterly  devoted 
to  coaxial  components,  will  be 
sent  on  request. 


Write  for  free 
"how  to" 
Engineering  Guide 
to  Dept.  BG-58 


71  Okner  Porkwoy  •  Livingston,  N.  J. 


When  ordering  or  seeking  information 
pleoM  mention  Efoctronics  Buyers'  Guide. 
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Get  the  Facts  About 
These  Cost  Saving 


MOVING  COIL  Terminals  and 

Molded  Components 


INSTRUMENTS  FOR  AC  and  DC 


MODEL 


GOERZ  Moving  coil,  moving  iron  arid 
electrodynamometer  precision 
instruments  offer  these  features;^ 

•  Accuracies  of  dr  0.5% 

•  Frequencies  to  10,000  cps. 

•  Moderate  cost 

•  Universal  terminals 

•  Multiranges 

•  Single  and  three  phase 
wattmeters 

SEND  FOR  CATALOG  EG-G 
The  GOERZ  moving  coil,  moving 
iron  and  electrodynamometer  pre¬ 
cision  instruments  include:  AC  and 
DC  Voltmeters,  Ammeters  and 
Milliameters,  DC  Microammeters, 

DC  high  sensitivity  millivoltmeters, 
needle  galvanometers,  single  and 
three-phase,  three-wire  and  three- 
phase  four-wire  wattmeters  and 
power  factor  meters. 


STANDOFF  AND 
FEED  THROUGH  TERMINALS 


Low  cost  and  high 
electrical  specs.  I  I 

have  made  these  the  JL  J 

most  popular  in  the 
industry.  Choice  of  Jpa 

over  100  varieties —  I  p 

fork,  single  and  dou-  '  f 

ble  turret,  post  ...  , 
standard,  miniature, 
sub-miniature  . . .  molded  or 
metal  base... wide  variety  of 
body  materials  and  plating 
combinations. 

Request  Catalog  SFT-1 


*  Midc  by  thb 
World  Umoui 
otticil  and 
rtoctrical 
Inatniment  Srm, 
C.  P.  GOERZ 


INSERT  MOLDING  SPECIALISTS 


RhPKliSESTATn  F.S  FOR 
C.  P.  GOERZ  VIENNA 

OTTO  WOLFF  BERLIN 

EM  A  Zl'RICH 


Tremendous  savings  can  now  be 
achieved  on  large  volume  custom- 
molded  parts  requiring  metal  inserts. 
This  is  made  possible  through  auto¬ 
matic  insert  handling  by  our  exclusive 
Blow-Loading  Method. 

Request  literature 


D  Accuraqf  of  -{-0.01%  or  better 

9  Wheatstone  Bridges  from  0.1 
ohm  to  10  9  ohms 

9  Kelvin  Bridges 

9  Kelvin-Wheotstone  Bridget 

9  Kelvin-Wheotstone  Bridge  — • 
Feussner  Potentiometer 
Combination 

9  Ratio  Sets  —  Direct  Reading 
and  Universol 


A-Dlel  0.1  le  100  Magebm 
Whaoiitena  Bridge 


MELAMINE 

JACKS 

Very  economical, 
yet  designed  elec¬ 
trically  and  mechan¬ 
ically  for  long,  relia¬ 
ble  service.  Supplied 
in  a  wide  range  of 
code  colors. 

Roquost  dotails 


*  Volt  Boxes  ond  Shunt  Boxes 


*  Potentiometers 


POINTER  KNOBS 

A  military  and  in¬ 
dustrial  favorite  by 
reason  of  price  and 
practicability.  Sup¬ 
plied  in  attractive 
black,  satin-finished 
phenolic. 

Roquost  dotails 


The  OTTO  WOLFF  precitien  bridges  end 
rttUfonc*  mtoturinQ  •qwipmtnt  n**di 
fie  introduction  to  the  export.  Standard 
loborotoriot  the  world  over  have  boon 
vting  WOlFF  equipment  for  neorly 
seventy  yeort.  Whether  it  it  a  ttandord 
retittor,  a  bridge,  ratio  set,  potentio* 
meter  or  ony  ether  device  connected 
with  retittonco  meoturement,  WOlFF 
still  stonds  olono.  Special  detignt  coo 
bo  mode.  Some  modeli  ore  corriod  in 
•tock. 


[vet  for  OnO  WOlFFi 
lENNA  •  EMA^ZURICH 


$«nd  for  Catalog.  EG-W 


P.O.  Box  »SSS 
Hdtnpsfead,  L  I..  N.  Y, 


93Rt  Byren  Street,  Schiller  Porh,  llllnels 

fCbtcogo  Suburb) 


When  ordering  or  seeking  information 
please  mention  Electronics  Buyers'  Guide. 
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MOLYBDENUM 

Tantalum 

TUNGSTEN 

Columbium 


POWER  SUPPLIES 


Wire 

Sheet 

Ribban 

Rad 

Strip 

Baats 

Tubing 

Fail 

Parts 

0-32  V.D.C.  Va  %  Ripple 

In^ff:  115  V.A.C.  60  CycUt,  SinflU  Phot* 
Ampt.  Modal  Styl*  H  W  D 


MOLYBDENUM 

SHEET 

Widths  up  to  20^' 


BOATS  - 
VAPORIZING 
&  FURNACE 

Standard  or  to  Specification 


Styl* 

H 

w 

D 

Rock 

av." 

19“ 

9V2‘ 

Bonch 

9- 

17- 

9'/i' 

Rock 

8V4' 

19- 

9Vi' 

Bonch 

9- 

IT- 

9Vj' 

Rock 

8V4' 

19- 

9'/,' 

Bonch 

toy,' 

77^ 

IT- 

Rock 

t2'/4' 

19- 

IT” 

Bonch 

14' 

77" 

t5' 

THORIATED 
TUNGSTEN 
S 

Let  us  quote  on  your  requirements 


THE  REMBAR 
COMPANY,  Inc. 

67  Main  St.  Dobbs  Ferry,  N.  Y. 
Tel.  DObbs  Ferry  3-6510 


I 
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FEATURES 

Vocuum  Vornitb  Imprognotod  Mognotic  Compo- 
oontt. 

4V}*  Roctongulor  2%  Accwrocv,  O.C.  Ponol  Mo- 
tort  |3V|*  on  tmoM  vnitt). 

Controlt  includ*  pow*r  twitch,  tin#  and  lood 
tutot,  pilot  light,  voltog*  control  knob,  outpvt 
binding  pottt. 

low  Voitog*  Rogulotioni  1/10  lood  36  voitt 
Pull  lood  33  Voitt 
Ponol  Typo  Corrying  Hondlot. 

Continuowi  Duty  totingt. 


0-110  V.D.C.  1  %  Ripple 

Inpwt;  115  V.A.C.  60  Cycloi.  Singl*  Phot* 
Ampt.  Modal  Styl*  H  W  D  Ft9. 

3.5  RS10  toch  8V4*  ’Vi*  A 

RSIOi  D*nch  I0»^*  3?*  13*  C 

5  RSZO  Rock  lOVi*  IP*  13Vi"  A 

RS30»  Sonch  I2V4''  23*  15*  C 

10  RS30  Rock  13V/*  IP*  13Vi*  - 

RS30B  Donch  14*  33*  15*  0 

30  RS40  Rock  l7Vt''  IP*  13V|*  - 

RS408  Bonch  IPy4*  33*  15*  - 

FEATURES 

*  Vocuum  Vornith  Imprognotod  Mognotic  Compo- 
nontt. 

*  Non-Aging  Roctifiort  (Oormonium  or  Silicon). 

*  dVt*  Roctongulor  3%  Accurocy  O.C.  Pon*l  Motors 
(3yi*  on  tmoH  urfltt). 

*  Controls  includo  Pewor  Switch,  Input  Circuit 
Srookor,  lood  Futo,  Pilot  light,  Voltogo  Control 
Knob  ond  Output  Binding  Potts. 

*  Both  D.C.  Torminolt  oro  obovo  ground  ond  ito- 
lotod  from  tho  A.C.  lino. 

*  Ponol  Typo  Corrying  Hondlos. 

*  Convoction  Coolod  Continuous  Duty  Rotingi. 


0-32  V.D.C.  4%  Ripple 

Input;  30t  330  V.A.C.  60  Cyclot,  3  Photo 
Ampt.  Modol  Styl*  H  W  0  Fig. 

100  FRIOO  Floor  46*  22*  18*  F 

200  FR200  Floor  46*  22*  24*  F 

FEATURES 

*  Fully  Solf  Pretocting  Circuit. 

*  Puthbutton  Oporotod  Mognotic  Contoctor. 

*  Indicoting  Typo  AC  Input  Fusot. 

*  Ovorcurront  Control  in  D.C.  Circuit. 

*  Adjustoblo  Thormol  Ovorlood  Dovico  on  Roctifior. 

*  Ovortood  Warning  light  and  Rosot  Button. 

*  4V}*  Roctongulor,  3%  Accurocy  Ponol  Motors. 

*  low  Voltogo  Rogulotion:  Appros.  5-  8%. 

*  Boll  Booring  Typo  Cottort. 

*  Input  Rocoptocio  and  Mating  Plug. 

*  All  rocoptoclot.  torminolt  and  controlt  cloerly 
dotignotod. 

*  Budgot  Pricod. 


Voltage  Regulated  Units  =i=1  % 

Input:  115  V.A.C.  ±10%,  60  Cyclot,  Stngl*  Photo 
V.D.C.  Ampt.  Modol  Stylo  H  W  D  Fig. 
6  20  FP33  Rock  8V4*  1^  ’Vi*  - 

30  FP35B  Bonch  IOV1*  22*  13*  - 

0  45  20  IP30  Rock  21*  19*  13»/j*  — 

30  IP30B  Bonch  22V/'  32*  15*  - 

0-150  3.5  TM25  Rock  8V4*  19*  9Vi*  E 

3.5  TM25B  Bonch  lOV/*  23*  13*  E 

0-150  5  TM35  Rock  I2V4*  19*  ISVi*  E 

5  TM35B  Bonch  14*  33*  15*  E 

Rippio  ot  Max.  Lood  1%  lExcopt  TM35,  TM25B  .03%) 

FEATURES 

•  Vocuum  Vornith  Imprognotod  Mognotic  Compo« 
nontt. 

•  Non-Aging  Roctifiort  (Gormonium  or  Silicon). 

•  4V}*  Roctongulor  3%  Accurocy  D.C.  Ponol  Motors 
(3V}*  on  tmoll  units). 

•  Controlt  includo  Powor  Switch,  Lino  and  lood 
Fusot,  Pilot  light,  Voltogo  Control  Knob  ond 
Output  Binding  Potts. 

•  Both  D.C.  Torminolt  oro  obovo  ground  and 
isolotod  from  tho  A.C.  lino. 

•  Ponol  Typo  Carrying  Hondlot. 

•  Cenvoction  Coolod  Continuous  Duty  Ratings. 


GENERAL  PURPOSE  UNIT 

OUTPUT:  V.D.C. .  SO  AmH. 


FEATURES:  S'/i-  M.t.ri.  2*. 
Aecaruy.  Lin*  S  Load  FuMt. 
Switch.  Pilot  Lliht.  BIndIni 
Poet*. 

MODEL  0K34  .  .  .  Boncll 
Bollotln  No.  ITS 


AIRCRAFT  BAHERY  SUBSTITUTE  I  "*NGE  POWER  SUPPLY 


OUTPUT:  B.2B  V.D.C.,  20  Ampt.. 
IN  Rlpgl*. 

INPUT:  11$  V.A.C..  68  CPS.  I  phtto. 
REGULATION:  l/IO  Load  33  Voitt 
Full  Load  28  Volts 
FEATURES:  Ammotor  ovorcurront 
protoction  circuit  provontt  naodia 
'Siam*  whan  ttartlnp  Invortort  4 
motort. 

MODEL  KM88  . Rack  Mount 

MODEL  KM88B . Bonch 

Bulletin  No.  100 


OUTPUT:  0.32  B4  V.O.C..  40/2t 
Ampt. 

RIPPLE:  Within  1%  of  avorapo  D.C. 
INPUT:  IIS  V.A.C..  60  CPS. 

I  Phase 

FEATURES:  Thermal  overload  pro¬ 
tection.  Indicating  lino  and  load 
fusot.  overload  warning  light, 
dual  range  voltmeter. 

MODEL  KM95  ...Rack  Mount 
MODEL  KM95B  ...Bonch 
Bulletin  No.  103 


OPAD  ELECTRIC  COMPANY 

*9-S  MURRAY  STREET  o  NEW  YORK  7,  N.  Y. 
Tolophono:  KcLman  3-754B 


Whon  ordering  or  Mokin.  information 
photo  monlion  Eloctronk.  Bwyor.'  CwMo. 


Hughes  E  and  H  Plane  Folded  Hybrid  T’s 

A  complete  line  of  these 

high  performance  Hybrid  c 

Ts  are  available  covering  ^ 

frequencies  from  400  Me  to  ^  ^  *r 

40  Kmc.  Precision  construe* 


Son  Gobriel,  Coltfernlo 

En9in*erin9  Sorvktt  Compony 
6635  Delmor  6lvd. 

St.  louit,  Miuowri 

En9in««rin9  Sorviett  Compony 
61  i  Georpe  Woihinpton  ilvd. 
Wichita,  Kontot 


EXPORT  SALES: 


^MICROWAVE  COMPONENTS  ultrasonics 

. . .  . — .  . III  —  _  _  —  _  ,  SOHO  DELAY  LINES 


Side  Wall  Hybrid  Junctions 
and  Duplexers  — 

MDL  offers  a  complete  line  of  Short 
Slot  Hybrid  Junctions  from  400  Me  to 
70  Kmc.  A  wide  variety  of  standard 
junctions,  flanges  and  adapters  may  be 
combined  with  appropriate  TR  tubes 
for  custom  Duplexers  to  meet  your 
most  rigorous  system  requirements. 


E  and  H  Plane  Waveguide 
Bends  — 

MDL  Precision  Cast  Bends  combine 
accuracy  with  economy.  Three  types 
available:  90",  acute  and  obtuse,  90" 
miter.  Available  in  beryllium  copper 
or  brazable  aluminum  alloys.  Indexing 
lugs  facilitate  assembly  to  connecting 
waveguide.  Formed  Bends  are  also 
available. 

Top  Wall  Hybrid  Junctions  ^ 

Have  wide  application  in  fields  of  high 
frequency  radar  and  communications 
because  of  symmetry  and  inherently  low 
Q.  Uniplanar  construction  simplifies 
packaging  especially  where  space  is  lim¬ 
ited.  Available  to  cover  most  frequen¬ 
cies  from  1 100  Me  to  17.5  Kmc. 


Balanced  Mixers  — 

A  wide  variety  of  balanced 
mixers  are  available  for  X- 
Band,  S-Band,  C-Band,  XB- 
Band,  and  K^-Band.  Fre¬ 
quencies  from  2.3  Kmc  to 
23  Kmc.  Available  in  Beryl¬ 
lium  copper  or  aluminum. 


Other  MIcrowQV*  Pre«fuctt 

T«mp«rotiiro  comptntoftd  twnobi* 
ifivor  covitidf  •  Fix«d-lwii«d  covl- 
Hot  •  Diroct  roodifip  wovomotort  • 
SifipU  tidt  bond  modwiotori  •  Di> 
roctionol  covpiort  •  HIpb  powor 
rotory  folntt  •  Rrocition  cott  milor 
bonds  •  StobiMtod  mlcrowovo  fon- 
orofort  *  Eloefron  poromo|^H< 
rotenonco  spoctromotors  •  ^oto 
thiftort  •  Forrito  ciKulotort 

Sates  ffepre<«nFof/v9t 

J.  E.  Hochlon  Cempony 
0413  lot  Tunot  Dnvo 


uun  abburo  111511  i^uiauun 

and  low  VSWR. 


High  or  Low  Power  Waveguide  Filters  — 

A  wide  range  of 
direct<oupled  wave¬ 
guide  bandpass  fil¬ 
ters  in  aluminum  or 
invar.  Sealed  units 
are  available  for 
high  power  use. 


MICROWAVE 

DEVELOPMENT  LABORATORIES,  INC. 
92  Bread  Street,  Babsen  Park,  Wellesley  57,  Mott. 
Telephone;  CEdar  5-6252 


Rrimborp  Attoclofot 
312  Invotfmont  BuHdinp 
Wothinpfen  S,  D.  C. 

Huntor  A  Solibwry,  Inc. 

P.  O.  Box  403 
HickiviMo,  Lenp  Itlond 

Enpinoorinp  Sorvicot  Compony 
4550  Main  Stroel 
Kontot  City,  MitiewH 

En9inoorin9  Sorvicot  Cempony 
3734  Koncrott  Drivo  NE 
Cedar  Ropidt,  Iowa 

Rood-Tollofton  Corp. 

3015  Mwnreo  Avenwo 
Rechottor  10,  Now  York 

lowit  SIwbin  B  Compony 
3305  Foirmownt  Avonuo 
Philodol^io  30,  Po. 


O090  CorporoHon 
219  fotf  44th  Sfroof 
Now  York,  Now  Yorh 


SOLID  DELAY  LINES 

Specialty  research  and  development  applica¬ 
tions  in  computer  and  radar  work,  etc.  Standord 
units  are  now  available  in  fused  quartz  and 
zero  temperoture  coefRciont  glasses.  Contoiners 
will  meet  all  opplicable  JAN  speciheotions. 


PRECISION  ATTENUATOR 
ATT-693,  An-650 

.  iXir  t  J  0  t  T 


The  use  of  93  ohms  rather  than  50  or  75 
ollows  operation  at  a  higher  signol  to  noise 
level  than  common,  while  1  watt  precision 
resistors  give  a  safety  margin  with  intense 
sources. 

The  122  db  range  ensures  thot  all  procticol 
measurements  can  be  made  in  one  box.  The 
switches  and  case  ore  selected  for  long,  trouble- 
free  life. 

"onge  . 0-122  db 

Steps  . I  db 

Impedonc.  .  30  93 

Accuracy  . 1  db  AAox.  obsolut.  Error 

'/^  db  R.lativ.  Error 

Standing  Wove  Rotio . 30  MC  103 

100  MC  1  08 

130  MC  1  13 

300  MC  1.3 

300  MC  19 


WIDE  BAND  AMPLIFIER— WA-600 

Designed  to  ollow 
complete  coverage 
of  the  6-60  MC 
range  without  ad¬ 
justment  or  change 
in  I.F.  strips.  The  ouput  is  available  either  ot 
the  originol  frequency  or  from  a  full  wove 
detector. 

Input  Frequency  . 6-60  MC  to  3  db  points 

Coin  .  80-90  db 

Video  Bandwidth  . 10  MC 

Noise  Figure  . 11-13  db 

Recovery  Time  40  db  overload . 3  usee 

80  db  overload . 13  usee 

Input  Impedance  . 93  ohms  ,'1  watt) 

Output  Impedance  . Cothode  Follower 

Terminated  Externally 

Output  Voltage  . 10  volts  Fositive-mox. 

Output  Power 

for  Preamplifier  (Min.).  .  123  DC  reg  20  MA 


lor  rreompiiner  (min.).  .  1,3  ot  reg  20  MA 
6  3v  (j£  330  MC 

Choice  of  D.C.  Amplifier  Plot  to  2  KC  for  bond 
poss  measurements  with  Wobbulotor 


HIGH  POWER  PULSED  OSCILLATOR 
PG-6S0 

Pulsed  oscillators  elim- 
inote  difficulties  from 
low  level  c.w.  radiation 
occurring  with  pulsed 
amplifiers.  The  PG-650 
is  exceptionally  phase 
stoble  as  well  os 
powerful  and  has  mony  features  that  ore 

unique  and  versatile— such  os  its  push-pull 
operation  with  low  harmonic  content. 

Frequency  Range .  3-80  MC*  in  7  ranges 

Rise  Time  (Max.) . 0  3  csec 

R.  F.  Output  Voltoge  0-300  peak  to  peek  into 

(Min.)  . .  93  ohms 

P.R.F.  (external  trigger). .  0  3000  C  P.S 

P.R.F.  Internal  .  30  2300  locking  on  60 

Pulse  length  . IVz  IO  usee 

Trigger  Deloy  Internal. ..  12-100  usee 
Trigger  to  Pulse  Jitter 

(Mox.)  . 005  usee 

Pulse  to  Pulse  Jitter 

(Max.)  . 03% 

Noise  Output  Between 

Pulses . Thermal  Noise  from  Termination 

R.  F.  leakage  . Negligible 

'This  range  may  be  extended  with  speciol  coils 
from  0.3  to  130  MC 


PItatm  writ*  tor  our  Bulletins  on  other  Test  (quip- 
mortt  artd  Dolay  lines. 

ARENBERQ  ULTRASONIC 
LABORATORY,  INC. 

94  Green  Street  *  Jomaico  Plain  30,  Most. 
Phone:  JAmoico  2-8640 
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PIPELINE  TO 
PRECISION 


Mod«l  WWVC  STANDARD  FREQUENCY 
COMPARATOR 

A  hifhly  than  l  u«  on  all  froauaneiat) 

aryttal  controlla4  rocalvor  for  utIlUinf  trantmltilont  of 
Ilia  National  Burtau  of  Standards  stations  WWV  and 
WWVH  Usod  tor  oro'Iso  audio  and  radio  troouoney 
standards  work  as  opoII  as  accurato  timo  intor>al  msasuro* 
■snts.  Avallablo  In  cablnot  or  lor  rack  moontina  uslnf 
a  oannl 

Modal  SR-7  WWV  RECEIVER 

This  rocolvor  Is  tho  dual  convorsion  tvto-  Olmonslons: 
)•  11/16*  I  II**  a  S' a*  doof.  AvallabU  In  uarlsht  or 
sortical  models,  or  as  rack  mounted  modol.  Nolso 
Hmitor.  antsnna  trimmor  and  orovtsion  for  an  osclll^ 
acofs  or  head  shone  are  Inrorforated. 

Modol  AK^  ANTENNA  KIT 

This  spoelal  antenna  Is  deeifned  to  srovide  estimum 
ressonse  to  sifnals  from  WWV  and  WWVH  on  2.S» 
%.  10.  IS  and  20  me.  Includes  modification  kit  for  ro* 
eelver  with  all  wire.  SO*  of  coaalal  cable  and  suitable 
Ottlnfs  to  provide  outstandma  performance  Antenna 
Is  completely  assembled:  needs  only  ons  support  for 
satisfactory  operation 


Bonchpok  Modpt  BP  200A 
AdjuttobU  POWER  SUPPLY 

Ml  ranpe  ISOV  to  TOOV :  Lo  ranpe 
I  to  ISOV.  ISO  MA  available 
ihrouthoot  (200  MA  at  hlph  end 
if  each  ranap)  plus  a  Hied  ISOV 
lU  MA  at  all  times,  r  wide  s  t** 
deep  a  7*1**  hlph:  welfht  14  lbs. 


Is 


high  impedance 

MAGNETIC-CORE 
DELAY  LINES 


Widely  used  in  high-quality 
electronic  apparatus  where 
fast  rise  times,  low  insertion 
loss  and  high  transmission 
fidelity  are  required. 


DELAY-LINE 

FLATS 


New  elliptical  core  construc¬ 
tion  offers  o  wide  range  of 
electrical  characteristics,  com¬ 
pactness  and  economy. 


CHANGEABLE 
CHASSIS 


Our  Delay  Lines  are  being  used  by  leading  manufac¬ 
turers  of  high-precision  test  equipment,  electronic 
computers.  Color  TV  transmitters  and  receivers  and 
in  many  other  military  and  commerciol  applications. 
Write  for  Data! 


SPEED-CHASSIS 

The  Speed-Chatsit  li  a  flexible  breadbaard  a«»embly 
with  laterthanpeable  racket  arranpement*  which  can 
be  mounted  an  a  relay  rack  If  datirad.  Shield  caver 
and  panel  are  available  to  make  tuccattful  breadboard 
auambllae  both  permanent  and  neat 

SemJ  for  tftedficatioMi,  prices  delirery 


SPECIFIC  I  PRODUCTS 

21051  COSTANSO  •  BOX  425 
WOODLAND  HILLS,  CALIF. 


COLUMBIA  TECHNICAL  CORP. 

61-02  Thirty-First  Ave.  —  Woodside  77,  N.  Y. 
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Printed  Circuit  Handbook 
available  upon  request 


Wh*H  ordarinv  or  Making  information 
ploato  montion  Cloctronict  Buyari'  Guido. 
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With  the  newest  and  largest  facility  in  the 
industry,  Methode,  long  a  leader  in  volume 
production,  is  now  in  position  to  give  special 
attention  to  short  run  as  well  as  large  quantity 
printed  circuit  requirements. 


f  Prompt 
^  Quotations.* 

f  Complete 
^  Service . . . 

I  Dependable 
Delivery .  • . 

t  Reliable  Product 


ETHODE 

f  Manvfactwrii 

7447  W.  Wilton  Ave 


Corporation 
Chicago  31 


for  ovory  eloctronict  no«d 

-130*  to  +1700*  F 


from  a  tingl.  leurc.  of  supply, 
a  COMPLETE  RANGE  of 

•  INSULATIONS 

Ceramicit.* 

A  fully  fl.xibl.  c.romic  iniulotlon  lor 
1000*f  tonlinuoui,  1700*F  inf.rmitf.nt 
l.mperotur.i 
T.flon* 

Exirud.d  and  wrapp.d 
T.flon*  100  X 
Hyrad* 

Irradiol.d  poly.lhyl.no 
Poly.lhyl.no 
Polyvinyl  Chlorida 
Nylon  Gloss  Rubb.r 

•  CONSTRUCTIONS 

Single  and  mulli-conduclor  cobl.s,  with 
wira  lypa,  color  coding,  shi.lding  and 
jockating  to  cuslomor  specifications. 

•  MILITARY  SPECIFICATIONS 

MIL-W-I6878B.  Types  B,  C,  0,  E,  EE; 
MII.W-76A,  Types  IW,  MW,  HW, 

MII-W  S0B6A;  MU  W  7l39Ai 
MII-C-I3777A;  MU  C-17Bi 
NAS  702)  NAS  703;  and  other 
pertinent  specificotions. 

•  COAXIALS 

RG/'U,  standard  and  miniature; 

Cellular  polyethylene  types; 

Noise-free  types;  Microphone  cobles; 
Community  TV  cobles; 

Trioxiol  cobl.s 

o  U.  1.  APPROVED  TYPES 
o  OUAIITT  and  RELIABILITY 
Sequoia  quality  control  procedures  are 
in  strict  accordance  with  MU-0'S923, 
assuring  utmost  reliability.  Automatic 
government  source  inspection  os  required. 

•  SEQUOIA  FACILITIES 
Sequoia  is  the  West's  leading 
manufacturer  of  wire  and  cable 
for  the  electronics  industry. 

Complete  stocks  are  maintoined. 

Inquiriei  are  invited  on  speciolty 
wires,  cobles  and  coble  assemblies  ‘kee- 
T.  M 


WRITE  FOR  CATALOG 

Division  of 

Mandrel  Industries,  Inc. 

■j 

wir*  mnel  oaibl* 

2301  Boy  Rood 
Redwood  City 
California 

Branches)  los  Angeles  &  Houston 


TUBING  in  mind 


The  increasing  uae  of  tubular  sectioru 
in  parts  production — many  of  them 
relatively  complex,  and  often  not  re¬ 
sembling  tubing  at  all  in  their  final 
form — commands  the  attention  of  de¬ 
sign  and  production  engineers. 

■■TTn  PAITS  AT  LOWII  COST 

There  are  outstanding  reasons  for  this 
trend  toward  tubing  as  a  raw  material 
for  small  parts:  You  start  with  a  mate¬ 
rial  of  close  tolerances;  it  is  available 
in  practically  any  ductile  metal;  has 
better  ^ain  structure,  further  im¬ 
proved  oy  cold  working;  offers  ex¬ 
tremely  low  scrap  loss;  requ..e8  less 
machining  and  usually  no  surface 
finishing;  it  is  an  aid  to  precision  min¬ 
iaturization;  provides  required  stren^h 
with  minimum  weight — to  mention 
only  a  few. 

INDUSTtY-WIDI  PnSPICTtVI 

Profit  from  Uniform’s  "Tubing  Know¬ 
how”,  gained  through  more  than  20 
years  of  specialization  in  the  manufac¬ 
ture  and  application  of  small  tubing. 
Discuss  your  parts  problems  with  us 
and  let  us  show  you  where  tubular 
sections  have  improved  similar  prod¬ 
ucts,  speeded  up  production  and  re¬ 
duce  costs  for  other  manufacturers. 

UNLIMITID  rAaUTIIS 
UniUrm  Tubing  is  available  in  sizes 
from  .626”  O.D.  dosm  to  .010”.  Wall 
thickness  down  to  .001”.  Tolerances  to 
.00025”  if  required.  Every  order  is 
"made  to  order” — to  exact  specifica¬ 
tions.  Delivery  is  3  to  4  weeks  or  better 
— a  matter  of  days  in  the  emergency. 

Tubular  Camgonanu.  Have  your  tubing 
parts  "made  at  the  mill” — by  skilled 
tubing  fabricators,  in  our  extensive 
forming  and  machining  plant. 

Cut  sub-contracting  cost,  concen¬ 
trate  responsibility,  get  better  delivery 
of  finished  components,  ready  for 
assembly. 


UNIFORM  TUBES, 

INC.  1200  laval  Rd.,  Coilagavilla  2,  Po. 
HUxlay  9-7276 

CKico^o,  W.,  DCIoworo  7-7444 
PoMd«no.  Col..  tyOA  I  •9S34 
St.  Poi/I.  MIdwov  5-4437 
WoHotlov.  Mott.,  ador  5-5450 
SulVolo,  N.Y.,  Sfriog  0461 
ftomtoy>  NJ.«  DAvtt  7*5527 


a  dependable  source  for 


oil  types  —  itondord  or  special  designs 
Uncased  •  Plastic  Cased  •  Metal  Cased 
to  meet  your  most  exocting  specifications 


UNCASED:  Plain  or  impregnated  with  wax  or 
Permafil.  Complete  range  of  sizes  and  tempera¬ 
ture  coefficient  characteristics.  High  Q  values. 

PLASTIC  CASED:  The  Dietz  molding  technique 
ossures  no  shifting  of  inductance  value  during 
molding.  Furnished  to  your  closest  tolerances. 


I 


METAL  CASED:  Hermetic  sealed  to  MIL-T-27A 
specs.  Single  or  multiple  assemblies.  Combina*'^ 
tions  with  other  components  to  your  sub-assem-  ^1 
bly  requirements.  Temperature  controlled  units 
for  "on-the-nose"  operation. 

FILTERS:  All  types  —  maximum  stability,  sharp¬ 
ness,  and  attenuation  characteristics.  Tempera* 
ture  controlled  units  for  no  -  frequency  -  shift 
performance. 

ALSO: 

Mag-Amp  Coils 
Soturable  Reactors 
Magnetic  Amplifiers 


Transformers 

Tuned  Circuits 

Decade  Inductance  Boxes 


doi 


CO. 


DIETZ  DESIGN 

and  Manufacturing  Company 


Grandview,  Missouri  —  Phone  SOutfii  1-7216 
Write  For  Latest  Catabg  —  Quotations  Angered 
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Wf»«n  ordMriF»9  or  Booking  information 
ploaoo  montion  Sto€tronic$  Bwy«rt'  Gwfd«. 
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C  141:. 


CIRCON - 

SPECIALIZED 

MINIATURE  and  SUB-MINIATURE 
ELECTRONIC-INSTRUMENT 

EQUIPMENT 

PRINTED  CIRCUIT 
CONNECTORS 


FEMALE — Compreuion 
loaded  Female  Connec¬ 
tors  qiye  a  wide  range 
of  flexibility  of  contact 
arrangement,  cabling, 
and  design  application. 
They  are  open  end 
design  for  oil  standard  circuit  thicknesses 
in  one  ond  two  ampere  models.  4.  12.  24, 
and  60  contacts — IN  STOCK 


MALE  Connectors  in 
compatible  sizes  gire 
two-way  cabling  to  pre¬ 
cision  printed  or  instru¬ 
ment  circuits  with  high¬ 
est  contact  performance. 
All  coiuiectors  exceed 
temperature  require¬ 
ments  MIL-E-S400.  hu¬ 
midity  MIL- P-15035. 
Type  PRE-P,  ond  conform  to  N.EMJ4. 
tolerances. 


MINIATURE  PRECISION 
HARDWARE 

Finest  premium  quality 
instrument  and  electronic 
hardware.  Instrument 
screws,  nuts,  split  lock 
and  flat  washers.  Gold 
plated,  shot  burnished  in¬ 
strument  riyets  and  eye¬ 
lets.  Hundreds  of  sizes 
start  at  1'32"  x  1/16"  and  up  in  1/32" 
increments — IN  STOCK 
MICROMINIATURE  Terminal  Lugs  for  ex¬ 
tremely  compact  printed  circuits  and  other 
electronic  and  instrument  appiicatioiu. 

MINIATURE  and  SUBMINIATURE 
INDICATOR  LAMP  ASSEMBLIES 

Smaller  size  for  printed  or 
regular  circuits.  Oyer  1000 
on  a  12"  panel.  Ayailable 
in  1.3.  2.7.  6.  14,  28  yoits 
and  neon.  Wide  range  of 
light  intensities  for  both 
low-leyel  and  high-Ieyel 
applications.  Standard  and 
special  message  indications 
and  colors  including  nu¬ 
merals.  warnings,  letters,  and  labels,  Clr- 
con  "Litestrip"  of  ten  indicator  lamps  read¬ 
ing  from  0  to  9  in  stock.  Finest  quality  ma¬ 
terials  and  sealed  construction  for  military 
end  use  and  finest  commercial  applications. 

Representatives  in 
United  States  and  Canada 


CDRCOin 

COMPONENT  CORPORATION 

Santa  Barbara  Municipal  Airport 
Goleta,  California 
Telephone;  Woodland  7-1113 


TELREX  LABORATORIES 


NEW,  FOR 

2-WAY  RADIO! 


A  Complete  Series  of 
Precision  Tuned,  Matched 
and  Calibrated  Antennas 
for  Every  2-Way 
Frequency  or  Need! 

New  broad-band 
ground-plane  antennas 
and  fixed  or  rotated 
Twin  Yagis  for  increas¬ 
ing  range  and  decreas* 
ing  interference. 


ILLUSTRATED-Unity 
gain  broad-band, 
ground-plane  antenna 
tor  omni-directional 
general  coverage, 
mounted  atop  mast 
supporting  Twin  Yagis 
producing  high  gain, 
uni-directional  pat¬ 
tern. 

ALSO  AVAILABLE  - 
Rotaterand  Indication 
Systems.  Towers, 
Support  Masting,  Ac¬ 
cessories. 


Telrex  is  equipped 
to  design  and  supply 
to  our  specifications 
or  yours,  Broad¬ 
band  or  single 
frequency,  fixed  or 
rotary  arrays  for 
communications, 

FM,  TV,  scatter- 
propagation,  etc. 

Consultants  and 
suppliers  to 
commimication 
firms,  universities, 
propagation 
laboratories  and  the 
Armed  Forces. 


COMMUNICATION  &  TV 
ANTENNAS  S»«Cf  IfTT 


ASBURY  PARK  25 
NEW  JERSEY,  U.S.A. 

Tel.  PRotpecl  5-7252 


ATTENTION 

^LIGHTHOUSE’  KEEPERS 

Test  your  'Lighthouse'  2C39  tubes  quickly,  easily.  Model  CD-3  1 

portable  Current  Division  test  unit  tells  lube  quality  by  pulse 
method.  Accepted  by  lube  producers.  Test  method  meets 

Government  specifications.  CD-3  is  proven  by  doily  use  in 

lube  plants  and  by  users  of  microwave  communications  \ 

equipment.  \ 

BRIGGS  ASSOCIATES,  INC. 

10  D«  Kalb  Str««t  Norristown*  Po.  BRoodwoy  9-0400 

S«6  our  other  odverfisement  on  Poge  57B 

Co  A,  HAUSSER  &  SON 

SERFASS  CORPORATION 

COOPERATING  TO  PRODUCE  PRECISION  1  •■}  '* 

GLASS  AMD  ELECTRONIC  SPECIALTIES 

m  Metolized  Electronic  Qrcuil*  on  Glott,  Ceramics,  EV APORATEDRNODIUNI EILRIS 
Plastics  and  Quartz  524  Wogt  Broad  Straat 

Cam  mutators 
»  Reticlos  and  Oroticles 
m  Scianlific  Glass  Blowing 

n  Mirrors  and  Beam  Splitters  PRECISION  RULINGS  ON  GLASS 

m  Noble  Metals  Plating  gQ^  Bolfiald  Avanua 

1  »  Optical  Flat  Palishing  Philadalphia,  Pannaylvania 

1  m  Mtfol-lo-Olott  Soolt  ond  Astombllot,  All  Typos  .  — 
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Brazilian 


QUARTZ  CRYSTALS 

of  tlx  finest  quality  for 

ELECTRONICS  and  OPTICS 


PAN  AMERICAN  TRADE  DEVELOPMENT  GORP. 

2  Park  Avanue,  New  York  16,  N.  Y.  MUrray  Hill  6-7960 


BUILDING 

BLOCKS 


Aave  »»• 


FAST,  FLEXIBLE.  RUBBED  AND  RELIABLE  DIBITAL  TEST  EQUIPMENT? 

If  you  use  or  make  digital  electronic  devices  or  com¬ 
puters,  you  will  be  interested  in  the  ways  that  DEC 
Building  Blocks  can  benefit  you.  DEC  Building 
Blocks  is  a  family  of  transistorized  digital  circuits 
which  can  be  conveniently  interconnected  to  form  test 
set-ups.  These  units  will  operate  at  speeds  up  to 
5  megacycles  and  are  economical  in  low-speed 
*  applications  tooj 


For  additional  information,  contact . . . 

digital  equipment  corporation 

_ _ ly _ 


MAYNARD,  MASSACHUSETTS 


woaanmw 


RELAYS 

Miniature— Gen'l  Purpose  and  Printed 
Circuit  Impulse  Latching 
Industrial  Control  medium  power 
Antenna  Switching  «  Midget  Sensitive 
Telephone  Type  Sub-Miniature 
High  speed  impulse  operated  electro¬ 
mechanical  counters  with  auto-homeing 
and  printed  circuit  read-out 

SOLENOIDS 


HILIBURN  ELECTRONIC  PRODUCTS,  SS  NASSAU  AVE.,  BROOKLYN  72,  N.  Y. 


CELAB 

® 

PRESSURE  RESISTORS 

(solid  slate  transducers) 
(resistance  changes  with  force) 


2()0  niimounted  types 
from  h-l  oi.  to  0-3000  Ihs 
.‘^ize  1/32"  *  '  to  I'i"  X  Vi” 


BAROMETRIC  TRANSDUCER 


(No.  209  vacuum  cell) 
changes  resistance  over  lOOK 
ohms  from  0  to  100.000  ft. 
choice  of  4  resistance  values. 


CELAB  PRESSURE-SENSITIVE  PAINT 

for  thin,  fast  response  units  of 
difficult  shapes,  having  neglible  weight 
and  volume.  I  kinds  available. 


Srnd  for  neu'  1958  catalog 


CLARK  ELECTRONIC  LABORATORIES 
Palm  Springs,  Calif.  USA 
Box  16S  Phone  FA  8-2210 
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Whan  ordaring  or  saaking  inFermotien 
p(aosa  manrton  Clacfronict  Suyars'  Cwida. 


stable  Power  Sources  for  Electronic  Instrumentation 


j^inn 


pt 

■  MODEL  1515 

Ron9p:  1-15  volts  DC, 
continuously  odjustoblo  ot 
0-1.5  omporos. 

^rico:  $159.50 

IMODEL 

volts 

[continuously  odiustoblo  ot 
omporos. 


69. 35  I30t>«  STREET 
RICHMOND  HILL  I6«  N.  Y. 


TRANSISTORIZED 

POWER  SOURCES 


GENERATE  PULSES 


flATUKiS: 

•  .01  ohm  seurco  imp. 

•  15  milivoitt  or  .05%  rogulation. 

•  1  millivolt  rms  max.  ripplo. 

•  Rosponso  timo  lost  than  50  microtoconds 
for  100*/s  stop  chango  in  ratod  load. 

•  Continuous  duty  at  full  load  to  50*C 
ambiont. 

•  Thormo-oloctrical  dosign  ollminotos 
forcod  air  cooling. 

•  External  and  intornol  short  circuit  pro* 
tection.  Shut  down  in  less  than  30  micro¬ 
seconds. 

•  Balancod  difforontial  DC  amp. 

•  Somiconductor  compononts  omployod 
throughout. 

•  Silicon  diodo  roforoncos  and  roctifiors. 
Doratod  to  50%. 

•  Computer  quality  oloctrolytic  filter 
capacitors  employed. 

•  Line  and  load  circuits  separately  fused. 

•  fifty  hour  pre-aging  of  Instruments  prior 
to  test  insures  field  service  reliability. 

•  Either  positive  or  negative  output 
terminal  may  be  grounded. 

•  Portable  (S*/*"  x  RVe"  x  9"). 

•  Modular  package  construction.  Multi-unit 
rock  mounting  on  8  */•"  x  19"  rack  paitel. 

•  Units  may  be  connected  In  series  to 
provide  Increased  voltage  output  at 
rated  curreitt. 

•  105.125  volts  input,  55-440  cycles. 


DELAY  PULSES 


WIDEN  PULSES 


COUNT  PULSES 


UXin  COMPUTER 
POWER  SOURCE 


DO  tlNARY  LOGIC 


Th*  logic  functions  are  built  into 
miniaturized  2*4”  x  10"  slide-in 
units.  Most  units  contain  10 
functions  or  stages  —  others  at 
least  three.  They  are  all  de¬ 
signed  to  work  together,  and  are 
easily  interconnected  by  simple 
patch  cords  at  the  rear  of  the 
units.  Operating  rates  are  up  to 
200  K.C. 


Mod*l  CU-2T,  prtcision  control 
unit  illutiralod  at  right,  is  do- 
signed  to  oporoto  in  conjunction 
with  any  pair  of  power  supplies 
listed  on  Pages  3  8  3  of  brochure 
BG-S8,  to  provide  regulation  and 
"tracking"  to  0.01  %  for  opera¬ 
tional  amplifier  or  similar  service. 
Error  voltages  from  both  power 
supplies  are  referenced  to  a 
.005  %  lener  junction  diode  net¬ 
work  in  a  temperature  stabilized 
oven.  Output  voltages  may  be 
identical  or  maintain  fixed  voltage 
ratios.  These  units  are  conven¬ 
tionally  supplied  with  one  output 
voltage  source  positive  and  the 
other  negative  with  respect  to 
ground  or  common.  The  Model 
CU-2T  may  also  be  employed  to 
stabilize  a  single  power  source  or 
any  pair  of  power  sources  having 
a  common  output  terminal. 

Typical  of  this  system  is  Model 
D30S-CS  (illustrated  at  right). 
For  additional  details,  technical 
information  and  price  quotation 
contact  our  sales  engineering 
department. 


A  single  regulated  power  supply 
can  handle  up  to  15  units,  and 
fits  into  the  small  portable  rack. 
Only  two  voltages  I-  10V,  -  20V1 
are  required  for  the  system 
operation. 

WRITE  FOR  COMPLETE  DATA  FOLDER 


1621  SNYDER  AVE. 


PHONE:  Howard  5-7700 


When  ordering  or  seeking  information 
piense  monlion  Electronics  Buyers'  Guide. 
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CHEMELEC... 


TUK  LEAD  INSULATORS 


COMPRESSION  MOUNTED  SOCKETS  FOR 
TRANSISTORS  A  SUBMINIATURE  TUBES 


Whatever  your  needs  in  elec¬ 
trical  wire  terminals,  loose  or 
continuous  strip,  we  can  fill 
them  from  our  stock  of 
thousands  of  types  and  sizes 
...  or  make  them  to  your 
specifications. 

Our  years  of  experience  and 
modem  factory  facilities  are 
teamed  to  make  P-M  Ter¬ 
minals  your  best  buy  every 
time.  Write  for  catalog  today. 


PATTON-MocGUYER  COMPANY 


23  Virginia  Ave.,  Providence  5,  R.  I. 


TEFLON  SPAGHETTI  TUBING 


MINIATURE  TUBE  SOCKETS 


CONNECTORS 


THE  QUALITY  LINE 
OF 

TEFLON*  INSULATED 
COMPONENTS 


High  reliability  factor  — 
withstand  extreme  shock, 
vibration,  high  temperature. 
Have  low  loss  insulating 
qualities,  zero  moisture 
absorption. 


1 

f  ■ 

4 

1 A 

STAND  OFF  A  FEED-THRU  INSULATORS 
COMPRESSION  MOUNTED  A  METAL  BASE 


SEPARATORS 


CRYSTAL  SOCKETS 


Write  for  Catalog  Xo.  EC -7 57 

Fluorocarbon  Products,  Inc. 
Division  of 

United  States  Gasket  Company, 
Camden  1,  N.  J. 


COPPER  CLAD  TEFLON 
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'DIAMOND  H’ 


«  BELAYS 


NEW . . .  High  Speed 
Polarixed  Relays 

Fast  action  with  freedom  from  bounce,  plus 
high  sensitivity  and  consistent  operation  with 
low  distortion,  are  provided  by  small,  rugged 
Series  P  Polarized  Relays.  SPOT,  with  two 
independent  coils,  they  will  handle  over  1,000 
pulses  per  second.  Various  coil  resistances  up 
to  5,000  ohms  each  coil.  Contact  ratings  vary 
with  switching  speed  but  range  from  60  MA 
to  2A  with  voltages  to  120  AC  or  DC, 
dependent  upon  amperages  employed. 


Aircraft-Missile 
Series  R  &  S  Relays 

Miniature,  hermetically  sealed  4PDT,  Series 
R  &  S  relays  provide  excellent  reliability  over 
their  long  service  life.  Electrically  and  physi¬ 
cally  interchangeable,  the  two  series  differ 
only  in  that  Series  S  coils  are  separately 
sealed  within  the  sealed  cases,  with  organic 
matter  eliminated  from  the  switch  mechanism 
for  greatest  reliability  in  dry  circuits.  Con¬ 
tacts  MA  to  10  A. 


General  Purpose 
AC,  DC  Relays 

Series  W  Power  Relays  are  DPDT,  double 
break-double  make;  measure  only  I'/i"  x 
IVi"  X  1%",  but  are  rated  to  25  A,  resistive, 
at  112-230  V,  AC,  1  HP  115  V,  AC,  2  HP, 
230  V,  AC.  Socket,  panel  and  sidewall 
mountings  are  standard;  others  available  to 
meet  special  needs.  12  possible  contact 
arrangements,  including  sequencing. 


"Diamond  H"  onginoorc  are  prepared  to  work  with  you  to 
develop  variations  on  these  relays  to  meet  your  specific 
requirements.  Tell  us  your  needs  ...  by  phone  or  letter. 


THE 

TT  A  rn  MANUFACTURING 
XXXaJL^  ^  COMPANY 

240  Bartholomew  Ave.,  Hartford  1,  Conn. 
Phone  JAckson  5-3491 


THE 

18™ 

YEAR 

I 

for  the 

electronks 

BUYERS’ 

GUIDE 

1  •  For  Product 

Information 

*  For  Trade  Name 
Listings 

•  For 

Manufacturers* 

Representatives 

the 
choice 
of  over 
52,000 
paid 

subscribers 

electronics 
BUYERS’  GUIDE 
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General  Purpose 

Oscilloscope 

particularly  suited  for  teletype 
service,  monitoring  and  opera¬ 
tion.  Rackmounted,  5-inch  CRT, 

7  inches  high,  inexpensive,  high 
quality. 

30A  Pulse  Transformers 

miniature  size,  exceptionally 
fast  rise  time  (up  to  5  m^  sec.), 
useful  to  4  me,  epoxy  encapsu¬ 
lated,  pigtail  and  printed-circuit 
types. 

• 

55C  Blocking  Oscillators 

miniaturized  pulse  generators, 
transistorized,  excellent  low  and 
high  frequency  characteristics, 
epoxy  encapsulated,  plug-in, 
V%"  diameter  x 


James  S.  Spivey 

INCORPORATED 
4908  HAMPDEN  LANE 
WASHINGTON  14,  D.  C. 


MARTIN 
HARD  COATING 

INSULATES 

AND  PROTECTS  ALUMINUM 

Martin  Hard  Coat* 
'“^ing  ii  a  touRh  abra* 
aion  resistant  coat* 
inir  applied  to  alumi* 
num  and  its  alloys  by 
an  electro-chemical 
process.  As  an  insula¬ 
tor,  it  will  withstand 
,  Voltaire  breakdown 
from  bOO  to  3700  volts. 

Typical  applications  include: 

Transistors— 

Coatinir  the  wafer  to  act  as  an  insulator 
and  heat  sink  to  withstand  breakdown 
volta'ire  of  COO  volts  minimum  and  tem¬ 
peratures  to  meltinir  point  of  aluminum. 

Tuning  Mechanisms— 

Coatinir  intricate  and  precision  dial 
mechanisms  offers  remarkable  resist¬ 
ance  to  industrial  and  salt  atmospheric 
exposures. 

Electronic  Components— 

Coating  moveable  parts  on  controls, 
tuning  devices,  switches,  relays,  con¬ 
nectors  and  any  aluminum  part  that 
may  be  subjected  to  wear,  gas  fumes, 
moisture  or  dust^ _ 

Requeit  your  copy  of  "Martin  Hard  Cooling'^ 
by  writing  to — 

METAL  FINISHERS,  Inc, 

78  S.  Franklintown  Road 
Baltimore  23,  Maryland 


ULTRASONIC  SYSTEMS  FOR  INDUSTRY 

— BY 

a.  COUSTICA  ASSOCIATES  INC. 


ULTRASONIC 

CLEANING  SYSTEMS 

Typical  apcratiani 

perlermed  eltra- 

ACOUSTICA  STANDARD  EQUIPMENT 

taaically: 

Cleaning 

Degreasing 

MODEL 

Generators' 

CAPACITY 

Decontaminating 

Heat  Quenching 

DR  50AH 

1  gal 

Degassing 

Pickling 

DR  129AH 

4  gals 

ACOUSTICA  ULTRASONIC  CQUIPMENT 
it  new  being  nsed  te  clean  metal, 
ceramic,  glass,  plastic,  weed  and  rab- 

DR  900AH 

DR2000Aa' 

18  gals. 

ISO  gals. 

TRANSDUCERS* 

bar  parts  in  tbs  fsllewing  indnstries: 

RADIATING  AREA 

Automotive 

Hospital-Medical 

MODEL 

AT  200T 

TANK  SIZE  SQ.  IN. 

S  X  S  X  S  In.  . 

Aircraft  A 

Jewelry 

AT  210T 

9  X  SVi  X  6  In.  . 

Missiles 

Marine 

AT  SOOT 

6  X  9  X  10  in.  . 

Ceramics 

Metal  Finishing 

AT  SIOT 

8  X  14  X  9Vi  in.  . 

Chemicals 

Nuclear 

AT  2000T 

18  X  18  X  14  in.  . 

Cosmetic 

Optics 

AT  2S0B 

.  30 

Packaging 

Plastics 

AT  250S 

.  30 

Electrical 

Plating 

AT  4000S 

.  432 

Electronics 

Railroad 

1  ‘Fully  guaranteed  and  backed  by  Acoustica's  nationwide 

Food 

Tevtiles 

1  service  organiiation. 

^ULTRASONIC  LIQUID  LEVEL  SENSING  SYSTEMS 


for  Aircraft,  Missile,  Marine  and  Industrial  Applications. 

Level  positioning;  Flow  control;  Hi-Lo  level  warning  systems;  Voiding  and  Filling  monitoring; 
Only  system  incorporating  all  6  features; 

No  spurious  indication  from  vapor,  foam,  froth  and  clinging  droplets  •  Infinitesimal  power 
requirement  •  Explosion  proof  •  Highly  accurate  (±1/64  in.)  •  Light  weight,  compact,  durable. 


ELECTRONIC  MANUFACTURING  DIVISION 


PROTOTYPE  ANO  PROOUCTION  OF;  ELECTRONIC  SYSHMS  AND  SUBASSEMBLIES  FOR  MISSILE, 
AIRCRAFT  t  INDUSTRIAL  APPLICATIONS. 

Send  for  informative  brochure  "Ultrasanic  Building  Blocks  far  Industry" 


7S  WINDSOR  AVE  ,  MINEOIA,  I  I  ,  N  V  .  Pioneer  7  7900 
11601  W  leltersen  Bled  ,  Culver  City.  Calit  •  EXmeunt  I  S253  •  TEin  0  81S2 
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WIRE 

PRODUCTS 


MULTI  CONDUaOR  CABLES  for  MISSiUS  and  ElEaRONIC  APPLICATIONS 


Combining  tbo  light  woighi,  luporior  dioloctric  prop- 
ortios,  hoot  rotiitonco  and  ooivont  rotittonco  of 
ttflon*intulatod  conductor*  with  tho  tough  obrotion, 
tomporoturo  and  (olvont  rotistanco  of  a  wovon 
nylon  jockot,  nylon  finithod,  a  coblo  ho*  boon  mod* 
ovailablo  that  h  particularly  tuitod  for  uto  in  mi*« 
sik*  and  oloctronic  appficotion*. 

Individual  wiro*  having  (ilvor  plated  coppor  strand*,  insulated  with  teflon  suitably 
color-coded  in  accordanco  with  MIL-W-16878B,  Typo  E,  are  cabkd  together  and  jacketed 
with  a  tough  nylon  braid  with  a  nylon  finish  applied  overall. 

Availabk  in  various  conductor  sites  as  required  or  in  combinations  of  sixes  consistent 
with  standard  manufacture. 

Cabks  may  be  shielded  with  #36  tinned  copper  braid  applied  directly  over  the  nylon 
braid  and  jacketed  with  a  nylon  braid  or  extruded  PVC  applied  overall. 


MULTI  CONDUCTOR  CABLES  OF  THERMOCOUPLE  MATERIALS 


For  permanent  conduit  installations,  thermocouple 
wire  cablet  are  constructed  to  customers'  tpeciflea- 
tions.  Illustrated  LEWIS  Part  PFN-9,  a  six  pair, 
#16  toEd  iron-constantan  (JX)  cabk  with  individual 
conductors  PVC  insulated  and  color  coded  white 
and  red,  twisted  together  then  cabled  with  a  #36 
tinned  copper  shield  woven  overall  and  finally  a 
3/64  inch  black  PVC  jacket  applied  over  the  shield¬ 
ing  braid.  A  center  core  of  asbestos  fiber*  it  used 
as  on  aid  in  forming  the  cabk  into  a  rounded 
contour. 


Any  thermocouple  moterial  may  be  made  into  such  multi-conductor  cablet,  or  if  de¬ 
sired,  a  cable  combining  electrical  wires  and  thermocouple  wire*  may  be  designed  to 
fit  your  requirements.  Cables  to  withstand  environmental  conditions  of  severe  temperature 
extremes,  moisture  and  abrasion  are  prepared  with  shielding  braid  on  tingk  or  paired 
conductors  or  with  an  over-all  shielding.  Tell  us  of  your  requirements. 


HIGH  TEMPERATURE  CABLE  . . . 

Suitobk  for  operating  temperatures  up  to  650* F  with  nickel-dad  copper  conductor  and 
laminated  insulirtion  having  superior  diekctric  strength  and  moisture  resistance.  In 
AW6  sixes  72  thru  4/0.  In  accordance  with  MIL-C-25030. 


EXTRA  FLEXIBLE  CABLE  . . . 

High  Temperature  and  Moisture  Resistant  Electrical  Cable.  Lewis  "EXFLEX"  Cable,  single 
and  multi-conductor,  superior  for  circuits  on  hinged  or  pivoted  part*.  Resistant  to 
abrasion  and  temperatures  to  500  °F. 


THERMOCOUPLE  WIRE  AND  EXTENSION  WIRE  .  . . 

In  iron-censtonton,  copper  censtonton,  and  chremel-alumel  to  MIL  specifications  or 
in  custom  constructions.  Twisted  and  shielded,  cabled,  shielded  and  jacketed.  Multi¬ 
pair  cables,  shield  and  jacketed  for  missile  applications. 


ELEaRONIC  HOOKUP  WIRE  . . . 

Tefkn* insulated  silver  coated  copper  conductor  with  insulation  in  stondord  colors  in 
accordance  with  MIL-W-16678B.  Type*  E  and  EE. 


LE- 


ENGINEERING  CO 

iMaugatuck  Connecticut 


WIRE  DIVISION 


By  utilising  and  combining  tho  various  quolitks  | 
of  fire,  heat,  abrasion  and  moisture  resistance 
of  asbestos,  glass,  silicones  and  Teflon*,  we  hove 
developed  many  special  wires  and  cabks  for  I 
avionic  and  electronic  applications.  We  invito 
inquiries  for  coble*  and  wire  constructed  to  cus¬ 
tomers'  specifications  for  special  applications. 
*I>uPont  Trade  AAark 


When... 

YOU  BUY 


REQUEST 

ADDITIONAL 

PRODUCT 

INFORMATION 

be  sure  fo 
mention  the... 

electronics 

BUYERS’ 

GUIDE 

THIS  WILL 
ASSURE  YOU 
OF  PROMPT 
AHENTION 


A  McGraw-Hill  Publication 


532 


ordering  or  90€king  information 
pfooM  monfion  Efodronfct  ivyors'  Guido. 


June,  1958 -MID-MONTH -ELECTRONICS  BUYERS'  GUIDE 


Sp#<ioliits  in  cktigning  and  monufocturina  of  all* 
purpofto  fattonort  and  wiro  forms.  Toolod  to  pro* 
due#  ovor  1000  stylos  In  ony  scrow  silo,  motoriot« 
finish,  quantity,  to  your  spocificotions. 

Sorving  Industry  for  Ttiirty-fivo  Yoort 

-  othbh  pitoouers  - 


S-A-TnTLjp  i  SLy^ 

WIRE  STRIPPERS  4  CUTTERS 


•  TOOLS  •  DIES  •  STAMPINGS 
Bulletins  on  comp/«M  lint  upon  request 


WENCO  MANUFACTURING  CO. 

H31  W.  Mubbofd  St.,  Chica9«  22,  lll.,U.S.  A. 


BANC-LOK 


THE  FASTENER 
FOR  ’’DIFFICULT*’ 
MATERIALS! 


tANC4.0K  ,  ,  .  ENGINEERED  BY  BOOTS  FOR  PLASTICS, 
DIE  CASTINGS,  ALL  SOFTER  MATERIALS. 


1  J 

Mill 

D 

1 

H  BANC-LOK  .  .  .  ENGINEERED  BY  BOOTS  FOR  SHEET 
MATERIALS  OF  ALL  KINDS. 

Banc-Lok  designs  have  been  extensively  proven  .  .  .  are  easy 
to  install,  simply  push  into  round  hole  —  no  special  tools 
required.  Bonc-Lok  alone  provides  vibration  resistant,  self- 
locking  action  in  o  complete  line  of  inserts. 

Boots  Bonc-Lok  engineers  ore  always  available  for  consulta¬ 
tion  on  oil  fastening  problems.  Write  for  catalog  sheets  and 
test  sample  package  of  Bonc-Lok  inserts. 

BANC-LOK  CUTS  ASSEMBLY  COST 

Patented.  Petente  Pending. 


AIRCRAFT  NUT  CORPORATION 

BANC-LOK  DIVISION  *540  NEWTOWN  TURNPIKE  •  NORWALK,  CONNECTICUT 
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N  O 


VACUUM  TUBE 

RETAINERS 


These  retainers  are  used  to  se¬ 
cure  Vacuum  Tubes  and  to  resist 
side  motion  of  Vacuum  Tubes 
used  in  radio  equipment  which 
is  subject  to  shock  and  vibra¬ 
tions.  These  retainers  meet  the 
requirement  of  all  JAN  specifi¬ 
cations.  The  insulated  portion  is 
made  of  a  melamine  base  Fibre 
Gloss  Phenol  which  provides  300 
volts  insulation  to  ground  and 
withstands  a  temperature  of 
350  F.  The  insulated  plate  can 
readily  be  fastened  or  released 
by  hand. 


Available  for  envelope  types  T7,  T8.  MTS, 
T9.  T12.  ST12,  T122DI.  ST14.  S14.  ST16. 
T51/2.  TGI/2.MT-IC.  ST19.  T14.  ST128CT-9. 


ManufatUiren  of 
Electronic  Components 


ELECTRO-MEC 


JAMES  IPPOLITO  &  CO..  INC. 

1624  Stillwell  Ave.,  Bronx  61,  N.  Y. 


LABORATORY,  INC. 

47-51  33  SfrMt,  Long  Island  City  1,  N.  Y, 


poTiMriomifiks 


OIGITOMSTiRS 


ELECTRO-MEC 


PRECISE  FIXED  FREQUENCY 
THREE  PHASE 
POWER  SUPPLY 

Operating  from  115V,  60  cpt  power,  the 
Model  1452C  is  one  of  a  series  of  CML 
Electronic  Generators  designed  for  pro> 
duction  testing  of  gyro  spin  motors  and 
similar  devices. 

Catalog  "M"  describing  this  unit  as  well 
as  other  CML  generators  In  the  power 
range  of  from  50  VA  to  80  KVA  In  single 
and  three  phase  units  and  frequency 
range  of  20  cps  to  60  KC  with  all  speci¬ 
fications  listed,  is  yours  on  request. 

Our  design  engineering  department  Is  at 
your  service  to  design  and  custom-build 
a  power  supply  unit  for  your  specific  need. 


.WHERE 

*  DEPENDABILITY 
IS  OF  PRIME 
CONCERN 


OUTPUT  .  ISO  V.A. 
DISTORTION  -  1% 
REGULATION  •  1% 

FREQ.  STABILITY  -  .001% 
SIZE:  M*  W  X  IS*  D  X  11*  H. 
ALSO  AVAILABLE 
AS  A  VARIABLE 
FREQUENCY  UNIT. 


COMMUNICATION  MEASUREMENTS  LABORATORY,  INC. 

350  LELAND  AVENUE,  ELAINFIELD,  NEW  JERSEY 
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ELECTRONIC 
DESIGNERS 
GO  FIRST 
TO 

THE  "GUIDE" 

Wherever  designers  and 
specifiers  have  immediate 
need  for  readily  accessible, 
necessary  product  informa¬ 
tion  at  their  breadboards, 
there,  year  after  year,  will 
you  find  the  ELEC  l'RONIC:S 
BUYERS’  GUIDE.  ’  Who 
makes  what  produa  or  pro¬ 
vides  what  service?”  "Where 
can  1  buy  it?”  "Where  can  I 
find  complete  and  accurate 
product  specs?”  These  are 
questions  that  are  asked  daily 
by  the  men  w'ho  design- in 
electronic  products ,  these  are 
c^uestions  that  have  been  an¬ 
swered  for  the  past  seventeen 
years  by  the  "Guide,"  the  ac¬ 
cepted  reference  book  of  the 
industry. 

Year  after  year,  the  design¬ 
ers  of  the  industry  have  pre 
ferred  the  "Guide”  for  its 
Simplicity  of  Style  (as  easy 
to  use  as  a  telephone  direc¬ 
tory),  for  its  Accuracy  (the 
industry  helps  the  Research 
Staff  resise  its  listings  every 
year)  and  its  Complete  Prod¬ 
uct  Specs  (advertisers  have 
told  their  complete  product 
stories  in  the  "Guide”  con¬ 
sistently). 

T he  key  people  of  the  in¬ 
dustry  —  the  buying  influ¬ 
ences— rely  on  the  "Guide” 
for  the  answers  to  their 
product  problems. 

for  Product  Data  . . . 

the  electronics 
BUYERS’ GUIDE 


RIBBONS -STRIPS 


of 

★  PURE  TUNGSTEN  ★  THORIATED  TUNGSTEN 

MOLYBDENUM  it  SPECIAL  ALLOYS 

and  OTHER  METALS 
IN 

ULTRA  THIN  SIZES 

to 

TOLERANCES  CLOSER  THAN  COMMERCIAL  STANDARDS 

by 

OUR  SPECIAL  ROLLING  TECHNIQUE 

Note:  for  highly  engineered  applications— strips  of  TUNGSTEN 
and  some  other  metals  can  be  supplied 

ROLLED  DOWN  TO  .0003  THICKNESS 

*  Finish:  Roll  Finish— Black  or  Cleaned 

*  Ribbons  may  be  supplied  in  Mg.  weights  if  required 

For  HIGHLY  ENGINEERED  APPLICATIONS 

DEVELOPED  AND  MANUFACTURED  BY 


H.CROSS  CO. 


IS  lEEKMAN  ST..  N.  Y.  3t.  N  Y. 

tiiiPHOsl  WOrth  2-2044 
COrtlandt  7-0470 


FILTERS 
DELAY  LINES 
TOROIDS 
MAG-AMPS 
RF  COILS 

FUGLE-MILLER 

LABORATORIES  •  INC 


CLARK 

NEW  JERSEY 


Tel.  FUlton 
1-2727 


ELECTRONICS  BUYERS'  GUIDE  -  June,  1958  -  MID-MONTH 


Wb«n  ordarifig  or  •••fctng  tnformotiofi 
pfooM  m«nriofi  f  fecfrwnics  8uy«rs'  Gvid«. 


535 


for  I 

electrical 

and 

electronic 

applications 


DC  fo  OC  oad  DC  fo 
solkl-sHitB  pomwr  converf^j 
¥oHag0  ngvhfed,  hequemy 
€oatrolhd^  for  mksihs, 
f^omotormg,  gyros,  sorvos 


S*ri«i  #  I 
Actugl  Six* 


For  exacting  requlrcmenta,  you're  aure  of 
beat  reaulta  with  preciaiun  niaile  Kenbranilt 
Flexible  Servo-t'oupllnga.  They  have  zero 
backlaHh  and  low  Inertia  .  and  they  do 
not  Introduce  velocity  varlatlona  between 
driving  and  driven  ahafta.  Available  In  a 
variety  of  altea  for  l/ltl"  through  Vi"  ahafta 
in  all  combinatlona.  Widely  iiaed  for  aervo- 
mechanlama,  computera,  ao<l  fur  all  preclalon 
applicationa. 

Spedjy  Renbrnndt  Flexibtt  Couplingi  Fast 
delirery  on  prototype  or  production  ordert. 
fiend  for  complete  catalog. 


Renbrandt,  Inc. 

6>G  Parmelee  Street 
Boston  18,  Moss. 

Tal:  Hlghlondt  5-8910 


IntaraUctronica  Inter* 
verier  aelid-ilote  Ihyro* 
tron-like  elements  and 
magnetic  campanents 
convert  DC  to  any  num¬ 
ber  of  voltoge  regulated 
or  controlled  frequency 
AC  or  filtered  DC  outputs 
from  1  to  1800  watts. 
Light  weight,  compoct, 
90%  or  better  conversion 
efficiency. 

Ultra-reliable  in  opero- 
tion,  no  moving  ports, 
unharmed  by  shorting 
output  or  reversing  input 
polarity.  Complies  with 
MIL  specs  for  shock,  oc* 
coloration,  vibration,  tem¬ 
perature,  RF  noise. 

Now  in  use  in  major 
missiles,  powering  tele¬ 
metering  transmitters,  ra¬ 
dar  beacons,  electronic 
equipment.  Single  and 
polyphase  AC  output 
units  new  power  airborne 
and  marine  missile  gyros, 
synchros,  serves,  mag¬ 
netic  amplifiers. 

Interelectranics  —  first 
and  most  experienced  in 
the  DC  input  soiid-slale 
power  supply  field,  pro¬ 
duces  its  own  solid-slote 
gating  elements,  all  mag¬ 
netic  components,  has  the 
most  complete  facilities 
and  know-how— has  de¬ 
signed  and  delivered 
more  working  KVA  than 
any  ether  firm! 

For  complete  engineer¬ 
ing  doto  write  Interelec- 
tronics  today,  or  call 
LUdlow  4-8300  in  N.  Y. 


Tinymite  Ceuptlng 
Actual  Size 

Low  coat  (or  trnrral  ap- 
pliratlon  Tliouaanda  o( 
u.ea  W"  dla  z  11/16" 
Iona.  For  14  ”  and/or 
3/16*’  ihafta.  No  back¬ 
lash.  Insulated 


Steatite,  ceramic 
&  lava  insulators 


Custom-molded,  exfrOded 
or  machined  (e  close  tol¬ 
erances  to  meet  your  ex¬ 
act  specifications.  Prompt 
delivery  at  low  cost  on 
large  or  small  orders. 

FIND  OUT  TODAY.  Illus¬ 
trated  bulletin  with  complete 
technical  data  will  be  sent 
on  request. 


INTERELECTRONICS  Superior  Steatite  &  Ceramic  Corp 

CORPORATION  85  West  Forest  Avenue,  Englewood,  N.J. 

2432  GR.  CONCOURSE,  N.Y.  58,  N.Y.  Yarbrough  Sales  Co.,  3636  Mission  St.,  Son  Morino,  Calif. 


When  ordering  or  seeking  information 
pleato  mention  electronics  Buyers'  Guide. 
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^  Engineers, 
designers, 
specifiers, 
and  technicians 
have  found  the  “Guide” 
to  be 

up-to-date, 
the  most  accurate 
and  the  ^ 
complete  source 
available. 

These  key  people 
of  the  industry 
(the  buying  influences) 
rely  on  the  “Guide” 
as  the  answer 
to  all  their 
product  problems 

(  choose 
I  and 
/  use 

the 

electronics 

BUYERS’ 

GUIDE 


^  WAYS  TO  END  ALL  CORD 
AND  CABLE  SERVICE  FAILURES^/ 


GEORGE  WALKER  COMPANY 

strain  BtiltF  SRtCIAUMS 

118  AMSTERDAM  AVE.,  PASSAIC,  NEW  JERSEY 


1075  STEWART  AVE. 
GARDEN  CITY,  N  Y, 
Phon* 

Plonvar  1.3700 


Drm- Empire.  Inc. 


PROTECT 
YOUR  PRODUCT 


Protect  product  tolo* 
ability  too— ^y  intur* 
ino  1009  lift  for  cords, 
coblos  ond  cortductors. 
Gonuir>o  "CtIPMAS- 
TER"'  Stroin  Roliofs 
provido  thoso  vitol  fta- 
turos — 


STRAIN  RELIEFS 


it  Anchor  cords  to 
Kousinps 

it  Eliminoto  toping  or 
throoding 

it  Provont  unrovoling 

it  Provont  cord  pull 
do  mo  go 

it  All  siios  ond  stylos 
it  Easy  to  opply 
it  Inoxponsivo 

Gripmostor  Stroin  Ro- 
liofs  oro  "tromondous 
triflos"  that  moko  good 
products  bottor! 


Intorruptipnft  dwo  to  coblo  ond 
cord  connoction  follurot  or#  oiim* 
inotod  bocaufto  thoy  cmchor  tho 
cord  to  tho  product  at  tho  point 
of  ttroin.  CtlfMASTER  Stroin 
Rolioft  ccm  withstcmd  pulU  up  to 
TOO  Ibft.,  ond  oro  occoptoblo  to 
Undorwritort  Loborotorios.  All 
typo«  R09.  U.  S.  Pot.  Off. 


WIRI  RtNDINO 
SlfCVtS— provonling  troy- 
iog  of  cord  oods,  thoso 
spociolly'Crootod  rwbbor 
fwbos  oro  ovoiloblo  lo  Rvo 
litos  to  Rt  wiros  to  .790 


•  Reads  5  to  30,000  Gauss  Flux  Fields 

•  Probe  is  only  .025"  thick 

•  Active  area  .01  square  inches 

•  Net  Weight  10-1/2  lbs. 

•  Power  Supply  105-125  Volts, 

50-60  Cycle 

•  Overall  size  13"  high,  10-1/2"  wide, 
6-3/4"  deep 

Precision  built  to  give  accurate  flux  density 
measurement  and  determine  "flow”  direc¬ 
tion.  The  unit  also  locates  and  measures 
"stray  flelds,"  plots  variations  in  strength, 
and  is  ideal  for  checking  production  lots 
against  a  standard.  Simple  to  operate,  the 
D-79  gives  no  ballistic  reading  . . .  doesn’t 
jerk  or  pull.  Comes  in  protective  carry¬ 
ing  case. 

Writ*  for  lif*rofur*— D*pt.  EBC-58 
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^^^‘^Qpecis  liQ^Q 

IN  STAMPING  AND  DRAWING 

•  KOYAR  •  RODAR  •  FERNICO 

^^^ther  IRON  NICKEl-COBALT  Alloys  ond  Now 

MOLYBDENUM 


ZELL  PRODUCTS  CORP 


279  Main  Street,  Norwalk,  Conn. 


Adherence  to  rigid  Jon,  1-10  specifico- 
tions  with  THOR'S  integrated  facilities  in¬ 
sure  highest  quality  control  for  oil  your 
requirements.  Send  for  catalog.  Immedi¬ 
ate  attention  to  inquiries. 

ThorCeramicsin 

225  Belleville  Ave.  Bloomfield,  N  J, 


/  48,000  Sq.  Ft. 
‘  of  waveguide 
manufacturing 
facilities 


steatite. 


WINDING  FORMS  •  BOBBINS 
BLOCKS  •  BUSHINGS  •  SLEEVES 
STANDOFFS  •  SUPPORTS 
^  TERMINAL  STRIPS 
METALLIZING 


•  Precision  Cast  Waveguides 
:  Magnesium  Aluminum  Dip  Brazing 
/  Heiiarc  Welding 

•  Broadband  Waveguide  Components 
Mixers  •  Duplexers  •  Rotating  Joints 
Hybrid  Junctions  •  Attenuators 
Waveguide  Switches  •  Printed  Circuit  Waveguide 


Offering  complete  facilities  for 
manufacturing  waveguicJe  com¬ 
ponents  from  your  drawings 
and  specifications — or  expert 
design  and  development  to  / 
meet  your  needs.  ^ 


WrH»  for  tHuatratod  Broehurt 


PREMIER  INSTRUMENT  CORP. 


WAVEGUIDE  HOUSE  SINCE  1943 
t  WEstmore  9-8900 


whan  ordering  or  (ooking  information 
plooi*  montion  lloctronit*  Buyort'  Gordo. 
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FILTERS 

NETWORKS 


Compression  and  Kovor  Type 


The  Seal  of  Excellence' 


INSTRUMENT  LABORATORIES 


AUTOMATIC  and  PRECISION  MANUFACTURING  CO. 

253  Howthorne  Ave.,  Yonkers,  N.  Y. 


AUSTIN  17.  TEXAS 


ZELL  Hennetk  Stok  tnjoy^ 
Th*st  Dtsirable  Chorortenstics: 


SPECIALISTS  IN  STAMfINC  AND  DRAWING  KOVAR 
-  RODAR  -  TNERIO  •>  riRNICO  AND  OTNER  AllOYS 

Seal  Engineers;  excelleni  posilion  open,  wri>e; 


EELL  tnfisssrt  coetrot  ntry  proctst  c<t'y  Site  0*  tN 
mij.  asM'inf  ueilorei  eusMy  mi  ptrtorn<enct. 

RERRESENTAriVES:  Your  Inquiries  InvUedI 


ACTIVE 

FILTERS 


The  copiplefeiteM  ef  our  fmcUitiet  ostwret  the  complefenets  of  yevr  tethfactieel 


W  Plug-in  amplifier-feed- 

||Bf  bpck  network  pairs  for 

*  use  as  filters  or  band¬ 

pass  annplifiers. 

Widely  used  where  LC  filter  sections 
are  impractKal. 

Available  with: 

Tuned  circuit  resporHe  Q  to  40,  center 
frequerycy  I  cps  to  500  cps. 

Baridpass  response  with  center  fre- 
queffcy  5  to  500  cps. 

Ask  for  Bulletin  212,  572 


POSITIVELY  SEAL  OUT  ALL 


HIOH  PRBSSURB 

SWITCH  and  SHAH  SEALS, 
SEU-SEALING  SCREWS 


TWIN-T 

NETWORKS 


ARM  HEXSEALS  for  Switches  and  Shafts  censisl  of  a 
grooved  nut  te  which  Is  molded  a  rubber  boot.  High 
pressure  sealing  it  maintained  by  a  gasket  rib  —  an 
integral  part  of  the  boot  —  which  seats  Rrmly  against 
any  panel  surface  regardless  of  Rnith. 

ARM  SEELSKREWS  -  Rre-cssembled,  vibroNon  resistant 
fasteners,  designed  for  panels  and  meter  housings.  A 
rubber  O-ring  is  pressed  into  a  groove  urtdomooth  the 
hood  of  the  screw.  They  will  seal  in  excess  of  500  psi, 
inlotnal  and  external  p<.tture. 


for  harmonic  reiection,  low-pass  filter¬ 
ing,  feedback  circuits.  Hernyotically 
sealed,  stable,  plug- in  or  stud  mounted. 
Null  frequencies  T  cps  to  50  kc,  wide 
range  of  impedaryce  levels.  Quick  de¬ 
livery,  ask  for  bulletin  500. 

Complete  engirwering  service  for  special 
filter  aryd  network  dmigm.  Instrunsenta- 
tion  and  control  problems  invited.  Maryu- 
facturing  facilities  for  prototypes  or  a 
thousaryd  units.  Fast  delivery  at  coryypeti- 
fiyre  prices  Inquiries  answered  promptly. 
Let  us  put  you  on  our  mailing  list  for 
bulletirys  and  our  "Network  Notes." 


HEXSEALS  and  SEELSKREWS 
i_j  uj.  -  -s  Maat  Military  Spacs: 

\  MIL.B^>05423A  (ASO) 

'  \  MIL-B-192S7  (Ship*) 

I  \  $CL-6303  (Sip.  Corps) 

.  \  Send  for  complete 

Military  Catalog  M-l  I 
or  Commercial  Catalog  C-II 


PLANT  AT  5500  BALCONES  TRAIL 


HEXSEALS* 


SEELSKREWS* 
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PERFORMANCE  TO  400*F  WITH  TEFLON  AND  SILICONE  RUBBER  INSULATION 


PIONEERS  IN  MICROMINIATURIZATION 


STANDARD  ITEMS  IN  STOCK 


SPECIALS  ON  REQUEST 


QUICK  CONNECT  SERIES 


1/10  WEIGHT  OF  BNC 


SLIDE  ON  SERIES 


SCREW  SERIES 


HUNDREDS  DF  TYPES 


CABLES  BENT  ON  5/16'  RADIUS.  CONNECTORS  FITTING  IN  V16 


HEADROOM 


'MINLNOISE  "  CABLES  AND  LOW  NOISE  CONNECTORS  UNDER  VIBRATION 


MICRODOT  REPRESENTATIVES 
ARE  LOCATED  COAST  TO  COAST 
TO  ASSIST  YOU 


think  small— think  microdot 


FOR  SERVO  COMPONENTS 


DYNAMIC 


INSTRUMENT  CORP. 

THE  SERVO  SPECIALIST 
Builder  of  miniature,  high  temperature, 
precision  servo  components  of  proven 
performance  and  dependability.  Dynamic 
Instrument  Corp.'s  manufacturing  skills  are 
concentrated  on  servo  components  only. 

NEW  SERVOMOTOR 

DYNAMIC'S  new  A/C  Serve  Meter,  devel* 
eped  fer  the  Navy  Bureau  ef  Ordnance 


coax  connectors  •  assemblies  •  cables 


RECEPTACLE 
I  31-50  1 


CABLE  S0-3920CW  SO  OHM 


•  F«f  Mall 

•  S«hHw  imwiMl  ScMpinf . 

•  Ri|i4  WliArmi*  !• 

MiliMry  raRvirviMMi. 

•  Vwy  iMt  cMl  -  4m  •• 
rellially  linplilicC  Sasic*. 


Miniaiurc  6U  cycle 
Servo  Motor,  SU«  II 
Model  M-lOO  (4 
Frame  Sbeet  5.  I. 

10,  11)  Pal.  Pead. 

MECHANICAL  CHARACTERISTICS 
Rotor  Inoitii  (fm-cin')  1.4 

Torque  et  Stall  (oi.  in.)  .73 

No  Load  Spwd  <rM)  14S0 

Tinw  Constant  (SEC)  .005 

Theoretical  Stall  Acceleration  35.000 

(RA0/SEC>) 

Operatinf  Tamperatura  Range  400*F. 
Dampini  (OYNE-CM  SEC)  300. 

ELECTRICAL  DATA  CONTROL 

Voltage  115  US 

Current  (Stall)-MA  42  42 

Power  (SUII)-Watts  3.S  3.S 

EHactiye  R 

(StalD-Ohms  3800  3800 

NEW  MAGNETIC  CLUTCH 

DYNAMIC'S  Magnetic  Clutches,  Brakes, 
and  Clutch  Brakes  effer  exceptlenally 
high  terques  and  leng  life. 


TYPICAL  COAXIAL  CONNECTORS  (not  covoron  ay.  out  eoaienoe  lowafea  mil.  c-saoe) 

IFOR  SO  OHM  CABLES  ,  FOR  70  OHM  CABUS  i 

Prka  I  I  Qutcfc  ,  I  ,  Qutcii  ,  I 

Each  Screw  Connect  SUde-on  I  Screw  Connect  SUde-on  I  S 


31-89 


31^9 


31-49 


31-49 


Hermetic  Seal  Rt 


51-49 


Printed  Circuit  Rt 


31«0 


31-67 


31-60 


33-41  I  3381 


e  .gJ*F.  le  4M*F.  aperetleq 
temperateie  reage. 
e  Fast  retpeeta  tiaw. 
a  Eiira  laaa  life  vader  tell 
rated  leadt. 
a  New  detiga  grevidei 
eatitaadiag  reliahilltY. 


(1)  Factory  assembly -4Sc  each  •  Field  assembly  Instructions  i  Bullatin  48 

(2)  Factory  assambly— 90<  each  •  Fiald  assambly  Instructions:  Bulletin  45 


TYPICAL  COAXIAL  CABLES  (wMn.teMiL.(M7a) 

I  Prka  J  tuggaitad  jCharactarkdcl 
B  Par  FeoV  Temparatura  bnpadanca  I  Capet 


Model  D-IOJ  Sbe  II  Clutch 

(4  Frame  Siaeai  U  modela  la  each  frame  ibe) 

TYPICAL  CHARACTERISTICS 
Output  Torque  6  5  or.  in. 

Breakaway  Torqua  (tntrgiiad)  .10  et.  in. 

Brtahaaray  Torqua  (da-tntrgiitd)  .03  oi.  in. 
Inertia  (outar  ihalt)  S.l  a  "  * 

Inartia  (innar  thatt)  4.7  ana 

Backlash  (angagsd)  0 

Powar  Consumption  3  watts 

Rasponia  Tima  As  low  as 

3  millisscs 

Waight  4.2  01. 

Maa.  Rscommandad  Spaad  10.000  rpm 


ENGINEERING  SERVICES 

Appllcotion  •n9inG«ring  for  oil  Oynomk 
Inttrwmont  Corp.  prodwcfia  All  TO 
MIIITARY  STANDAtDS  WHERE  REQUIRED  I 
Whotovor  yovr  torvo  cemponoot  noodle  (•* 
DYNAMIC  build  Ibo  rtgbf  ono  to  your 
•pocificotlont. 


Abooo  Of  wf'ro  ul  for  ^nformoT/oo 
or  coAfulfoffon.  24  HOUR  SERWCC. 


DYNAMIC 


MICRODOTe  INC. 

220  PASADENA  AVENUE 
SO.  PASADENA.  CALIFORNIA 


INSTRUMENT  CORP. 

59  Naw  York  Avanuo,  Weilbury,  L.  I.,  N.Y. 
EDgawoed  3-1600 


5a3804 

*‘Mini-noisa" 

XX 

30d 

-65  -L165 

55 

28 

.30 

.088  ^ 

50-3902 

XX 

IBC 

-40  -i-240 

SO 

28 

.25 

.067 

50-3920CW 

R6  t96/U 

4U 

-100  -f-400 

50 

28 

.25 

.080 

7a3902 

XX 

22d 

-40  -i-240 

70 

20 

.20 

.068 

75-3920CW 

RG  187/U 

56d 

-100  -1-400 

75 

20 

.20 

.110 

93-3902 

XX 

4ie 

-40  -1-240 

93 

15 

.20 

.130 

95-3920CW 

RG  195/U 

S3d 

-100  -F400 

95 

IS 

.20 

.155 

93-3913 

XX 

194 

—40  -1-140 

98 

_ « _ 

.20 

.130 
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WISE  BUYERS 
AND 

ENGINEERS 

LOOK 

TO  STEHEDCO 
FIRST 


Utiliit  our  vorioty  of  oxporionco  in  many 
motoriolt  and  vortotilo  ociuipmonl  to 
SAVE  timo  in  prototypo  and  production 
tchodulot  by  avoiding  mubiplo  tourco*. 


ALUMINUM  TAPE  WOUND  CORE 
BOXES 

STAINLESS  STEEL  BOBBIN  CORES 


NARROW  FOIL  AND 
CAPACITOR  TAB  STOCK 

*  Aluminum,  Tinnod  Coppor,  Stoinlosi  Stool 


SCREW  MACHINE  PRODUCTS 

*  Singlo  and  Mullipio  Spindio 


!  a  standardized  line 


Now 

CONTROL  REACTORS 

rated  to  fit  the  job... 


PRECISION  ROLLING 

•  Flat  Wiro 


VERSATILE  EQUIPMENT 

*  Prociiion  Machining 

*  Production  Mochining 

*  Motol  Stamping 

*  Spot,  Eloctric  ond  Got  Wolding 

*  Projocto-Form  Grinding 


PRODUCTION  FOUNDRY 


Control!  You  name  it.  CMC  has  a 
unit  for  it.  Designed  to  do  one  job 
.  .  .  better,  more  efficiently,  at  less 
costi 

The  curves  show  the  principle  .  .  . 
but  for  complete  details— see  the  one 
manual  that  tells  the  whole  story! 

Write  for  it  today! 


*  Gray  Iron 

*  Aluminum 

*  Broti 


PLATING  AND  METAL  FINISHING 

e  Hord  Chromo  •  Nicitol 

*  Coppor  •  Zinc 

*  Cadmium 

*  Continuout  Hot  Tinning 

*  Tumbling  and  Buffing 

*  Shot  Blotting 

*  Sand  Blotting 


COMPLETE  SERVICE  FACILITIES 

*  Toolt,  Oiot  ond  Gougot 

*  Carbide  Spociolittt 

*  Mechanical  Engineering 

*  Tool  Detign 


"a  look  inside  tomorrow's  engineer¬ 
ing."  Concise,  easy-to*read  perform¬ 
ance  data.  Choose  the  exact  unit  to 
fit  your  need. 


VARIETY  OF  EXPERIENCE 

•  Steel  • 

#  Non-F«rrout 

*  Plaitic  Fobrication 

•  Wood  Working 


STEEL  HEDDLE 
MFG.  CO. 


pertornnarteo 

charactertettce 

uaing 

alllcona  dloOea 


2100  W.  Allegheny  Ave. 
Philo.  32,  Po. 
SAgomore  2-2460 


1616  N.  DAMEN  AVE.,  CHICAGO 
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For  ALL  your  dry  battery  needs 

BURGESS 

Serves  You  Better! 

MOST  COMPLETE  LINE  OF  STANDARD  BATTERIES 

2  out  of  3  industhat— oloetronic  enfinoors  soecify  Buraets  Battofies!  That**  becauio  tha  Burfot* 
line  of  dry  batterie*  U  the  most  compitte  and  depondabla  ona>touixa  lino  on  tho  marbot!  Thoro**  a 
Burgow  Battory  for  almott  ovory  concoWablo  dry  battery  application.  ChooM  from  oeor  5.000  type* 
already  detipned. 

FREE  DESIGN  SERVICE  FOR  NEW  APPLICATIONS 

For  thooa  spooiai  application*.  *lLilled  Burpe**  Enpinoor*  offer  yM  a  FREE  deeipn  coniultatlon 
*orvice.  When  your  particular  problem  has  been  *olved.  Burpe**  will  manufacture  the  exact  battery 
to  fit  your  needs,  repardle**  of  quantity  required! 


CHOOSE  FROM 
MANY  CELL  SIZES 


Ooo 


HUNDREDS  OF  TYPES 
AVAILABLE 


BURGESS  Exclusive 

WAFER  CELL  CONSTRUCTION 

Gives  Greatest  Selection  of  Dry  Batteries 

The  revolutionary  Wafer  Cell  offers  a 
30%  increase  in  battery  life  at  no  in¬ 
crease  in  size.  This  exclusive  Burgess 
construction  consists  of  a  sandwich  of 
manganese  dioxide  mix  between  two  flat 
electrodes  of  zinc  and  carbon  with  spots 
of  hot  silver  wax  applied  to  each  exposed 
pole  of  the  cell,  allowing  perfect  elec¬ 
trical  contacts  throughout  and  almost 
complete  absence  of  vibration.  Cells  are 
wrapped  in  Mylar  film  and  packed  in 
such  modern  materials  as  aluminum  for 
compactness,  long  shelf  life,  exceptional 
service  life,  outstanding  dependability. 


TRANSISTOR  ACTIVATORSl  RESERVE  BATTERIES 


Burgess  Activator  Batter¬ 
ies  for  transistor  circuits 
are  smaller  and  more  com¬ 
pact  in  size.  Yet  they 
deliver  30%  more  power 
because  of  the  patented 
"wafer-cell"  construction. 
Burgess  Activators  give 
you  compact  power,  uni¬ 
form  pe^ormonce,  longer 
shelf  life  ...  all  com¬ 
bined  with  modern  pack¬ 
aging. 


Can  be  stored  dry  for 
yeors.  Activated  only 
when  immersed  in 
water.  No  hondlina  of 
dangerous  electrolyte, 
no  spilling  or  ieokingl 
Wider  range  of  effi¬ 
cient  operating  tem¬ 
peratures  than  any 
other  type  of  battery. 


Send  for  Engineering  Data  on  Dry  Batttrims  and  Free  Specificatien*  Check  Cfiort 

BURGESS  BATTERY  COMPANY 

FREEPORT,  ILLINOIS  NIAGARA  FALLS,  CANADA 


HF  •  VHF - 

COMPLETE  ANTENNA 
COVERAGE 

Why  you  get  better  performance 
with  SCALA 

Industrial  Antennas  .  .  . 
Built-in  balun  ■  Rugged  Con¬ 
struction  •  Available  with 
Built-in  Heaters  •  Proper 
Structural  Design  •  Testing 
and  Inspection 

(1)  YAGI-VHF:  GAVIV).  S2-ohm  5 
clement  Nine  db  >;ain  on  major  U>be  as¬ 
sured  by  careful  desij^n  and  exclusive 
feed  system  eliminating  radiation  from 
feed  line.  Provides  equal  distribution  of 
current  to  driven  clement.  VSWR  less 
than  H  to  1.  For  complete  weather- 
prtKifing  and  year-round  operation,  biMim 
can  be  provided  with  24  v  heater.  Is 
anodized  and  dichromate  scaled. 

(2)  YAGI-UHF:  CAS-450  general  com¬ 
munications  antenna  product  of  years  of 
extensive  research,  (amstruclion  possible 
because  of  developments  in  foam  plastics 
and  Teflon  insulated  cable.  Teflon  in¬ 
sulated  balun  located  within  chamber 
filled  with  special  foam  plastic  for  com¬ 
plete  moisture  and  corrosion  protection. 
High  strength  ■’/16~  solid  aluminum  rod 
used  for  parasitic  elements.  VSVt'R  less 
than  l.i  to  1.  Gain  10  db.  Two  units 
may  be  mounted  in  array  for  increase  in 
gain  up  to  ^  dh.  and  greater  directivity. 
Shipped  completely  assembled,  unit  is 
am^ized  and  dichromate  sealed.  All 
elements  supported  by  machined  castings. 
(.^)  GROrND-Pl.ANF— 10-170  MC: 
GF^-OO  ground-plane  antenna  ideal  for 
non-directional,  all  weather  communica¬ 
tions.  First  ground-plane  antenna  obtain¬ 
able  with  24  V  heaters  throughout — in¬ 
cluding  radial  elements,  providing  com¬ 
pletely  weathcrpriMif  and  safe  year-round 
operating  antenna.  Another  version 
comes  equipped  with  reflector  and  pro¬ 
vides  cardioid  radiation  pattern  with  in¬ 
creased  gain.  In  all  cases.  VSWR  less 
than  1.3  to  1.  Is  aniKlized  and  di- 
chromate  scaled. 

(4)  CORNER  RFFI.FCTOR— 140  170 
MC:  C.R-130  uses  unique  built-in  balun 
to  convert  unbalanced  coaxial  feed  to 
balanced  load  of  radiating  dipole.  Pro¬ 
vides  excellent  match  and  assures  proper 
distribution  of  energy  to  feed  point.  Fea¬ 
turing  extreme  ruggesiness  and  ease  of 
installation.  L’nit  can  he  assembled  in 
less  than  two  minutes. 

(3)  PARAFI.FCTOR— 330-1000  MC 
PR-430  Paraflector  a  major  contribution 
toward  improvement  of  antenna  construc¬ 
tion  and  performance  in  330  to  1000  me 
range.  Essentially,  parabolic  sc-ction  in 
one  plane,  driver  is  positioned  to  ap¬ 
proach  a  point  source.  Over  330  to  1000 
me  range,  paraflc-ctor  equal  to  parabolic 
dish  of  same  aperature  and  has  advantage 
of  lower  cost,  lighter  weight,  ease  of 
assembly,  installation  and  rugged  con¬ 
struction. 

(6)  Also  make  TV  off  the  air  pick-up 
and  monitoring  antennas  and  are  the 
largest  suppliers  of  community  type 
TV  antennas.  Write  for  complete  cata¬ 
log  on  Scala  antennas  and  engineering 
services.  Address  Dept.  E. 


SCALA  RADIO  COMPANY 

2S14-19th  Street  •  San  Francisco  10.  Calif. 


I 


When  ordering  or  Molcing  information 
plooM  montion  Elocironict  Buyors'  Guido. 


June,  1958 -MID-MONTH -ELECTRONICS  BUYERS'  GUIDE 


TWEEZER 


Precision 

Resistance  Welding 
Equipment  A 


HOURS 


EDERAL  TOOL  ENGINEERING  CO 

1400  Pompton  Ave. 
Cedar  Grove,  New  Jersey 


NEW  Miniature  SWITCH 

ONLY  avi"  *  3^*"  «  3^4" 
for  3,  3  or  4  (43  x  20)  Polot 
NIW  "motor-wilhin-<o«nmutotor"  DESIGN 
Hyttorotit  tynchronout  drive  motor  it  com¬ 
pletely  contoined  within  commutotor  ringt. 
Reduced  volume  moket  it  ideal  for  mittile 
and  other  airborne  applications, 
fart  No.  500363 

3  Poles  plus  keyer  30  rps 

45  BBM  Positions  /Pole 

85%  duty  cycle 

3.5  lbs.  Ctfor  )— 3%"  long 

low  or  High  level  Signols 

400  cycle  1 1Sv  oc  motor 

Missile  environmental  specification 


RESISTANCE  WELDER 


model  AC  100 

•  Built-in  open  welding  head 
fires  automatically 

•  Built-in  electronic  timer  pre¬ 
determines  duration  of  the 

■  current 

6  Built-in  secondary  tap  heat 
control  for  easy  selection  of 
suitable  transformer  winding 


BENCH  MOUNTED! 
STORED  ENERGY  WELDER 


model  DC  80 

•  New  TW5  low  friction  welding 
head 

a  Stored  energy  panel  of  80  Watt 
second  capacity 

a  Discharge  time  of  0.0008  to 
0.0012  second 

6  Permits  welding  of  difficult 
materials,  i.e.:  copper,  silver, 

"  tungsten,  etc. 

6  Reliable  welds  without  discol- 

■  oration,  deformation,  metallur¬ 
gical  change 


INSTRUMENT  DEVELOPMENT  LABORATORIES,  INC 

A  subsidiary  of  Royal  McRoo  Coraorotion 
60  MECHANIC  STREET,  ATTLEBORO,  MASSACHUSETTS,  U.S.A. 


SEND  FOR 
CATALOG  #350 
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WK«n  ordmtin^  or  inlormofion 
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^  CAPACl 


CAPACITORS 

contain  Porcelain  Enamel  and 
Fine  Silver— That's  All. 


Fused  and  solidified  into  a  dense,  seal,  "VITRAMON"  Capacitors 
homogeneous,  truly  monolithic  unit  ofFer  seven  important  features  in 
that  requires  no  case  or  hermetic  a  very  superior  product. 

(1)  Stability  (2)  Wide  Temperature  Range  (3)  Humidity  Immunity 
(4)  Ruggedness  (5)  Low  Loss  (6)  Low  Noise  (7)  Miniaturization 


Only  two  materials  go  into  "VITRAMON" 
Capxjcitors.  Porceloin — for  the  dielectric 
and  encasing  insulation,  ond  Fir>e-silver — 
for  the  electrodes.  Perfectly  bonded,  they 
become  one  homogeneous  unit  with  retrace- 
able  temperature  coefficient  of  115  ±25 
PPM/'C  thru  +125»C. 

STABLI  OVER  A  WIDE  TEMPERATURE 
RANGE 

The  silver  electrodes,  immersed  in  a  solid 
block  of  "quolity  crockery"  give  "VITRA¬ 
MON"  Capacitors  strength  to  withstand 
2000  cps  at  20  Gs,  making  them  bath 
Rugged  and  Voporproof.  Pure  materials 
and  perfect  bonding  eliminate  both  Loss 
and  Noise.  Q  in  excess  of  2500.  Their 
unique  construction  "loyers"  the  elec¬ 
trodes,  giving  a  greater  active  dielectric 
area  to  the  same  cubic  content.  They're 
Minioture.  TOLERANCES:  ±5%  of  normol, 
with  a  minimum  of  ±0.25  mmf.  Closer  tol- 


eronces  avoiloble  as  detailed  in  our  Price 
List. 

CAPACITORS:  Available  from  stock  range 
from  0.5  mmf.  to  6800  mmf,  os  meos- 
ured  of  1  me. 

LEADS:  Tin-clad  copper,  soft-solder  coated. 
Withstands  5  lbs.  of  axial  pull,  ond  2 
lbs  of  pull  at  90°,  subsequently  reversed 
at  180*. 

Strength  maintained  thru  200°C. 
Connection  moy  be  mode  os  close  os  Ve" 
to  the  body. 

Smoller-size  body  leads  are  of  No.  22 
wire. 

2  lorger-size  body  leads  ore  of  No.  20 
wire 

All  provide  maximum  resistonce  to  cor¬ 
rosion. 

MARKINGS:  Capacity  and  Voltage  Ratings 
indicated  by  numerals,  ond  all  carry  the 
"VITRAMON"  Trade  Mark. 


fHREE  NEW  CAPACITORS  DEVELOPED  BY  "VITRAMON".  .  . 


featuring  smaller  mounting  areas — lower  inductance — and  more  versatility  of  application 
— piin  the  other  phenomenal  electrical  characteristics  for  which  "VITRAMON"  is  known. 


NEW  RADIAL  SERIES:  An  exten¬ 
sion  of  the  A/R  Series  giving  mini¬ 
mum  size  at  300  volt  rating  up 
to  100  mmf. 

Thin  design — 5/64"  to  7/64" 

Versotile  mounting— con 

used  axially,  radially,  or  on  edge. 

Ideal  for  minute  circuit  assemblies. 

NEW  PARALLEL  SERIES:  Features  both  leads 
from  one  small  foce  for  miniature  printed 
board  applications. 

Tiny  mounting  area — 11/64"  X  U  || 
9/32" 

Leod  spacing  0.2" 

Capacitance  through  1000  *k  ' 

mmf.  at  100  vdc 

Designed  for  automatic  in-  I  i 

sertion  *  | 

Packed  for  cartridge  feeding 


NEW  CO-AXIAL  SERIES:  Offers  feed-through 
and  stond-off  geometry,  retaining  trodi- 
tional  excellent  electricol  properties  typicol 
of  "VITRAMON"  Copocitors.  Compotible 
with  MIL-C-1095B  requirements  ^ 

Very  low  inductance  /w-'a 

Eyelet  terminal  y  ylA 

Maximum  height  from  mount- <  V 
ing  surface  Vi"  for  1000  mmf.  AT  f  ’ 
unit  '  / 


HIGH  RELIABILITY  SPECIFICATION 

S-1002  now  offers  complete  quality  assur¬ 
ance,  mode  possible  by  large  sampling  for 
tests  in  order  to  give  statistical  evidence 
of  an  AQL  of  .5%  with  95%  ossurance. 


If  substitutes  are  not  good  enough  ...  if  you  need  the  very  best  .  .  .  see  your  distributor — 
There  is  one  located  in  every  principol  industrial  market  center  in  the  United  States  arvl 
Canada  ...  or  write  dincti 


INCORPORATED 


Manufacturers 
with  products 
to  sell 
in  the 
Field 

of  Nuclear  Energy 
find 

that  advertising 

in  NUCLEONICS 
is  a  sure-fire 
method 
of  moving 
those  products 
because 
they  reach 
20,000  potential 
purchasers 
through  the 
advertising  pages 
of  NUCLEONICS, 
From 

Absorbent  Paper 

to 

Zinc  Bromide  . . . 
products  in  the 
Field 

of  Nuclear  Energy^ 
are 

SOUGHT 

and 

BOUGHT 

by  important 

Physicists, 

Metallurgists, 

Geologists, 

Biologists, 

Physicians, 

Radiologists, 

Bio-Chemists, 

Engineers, 

T  echnicians 
and  Management 
because 

these  important 
buying  influences 
go  first 

to  the  sales  pages 
of  NUCLEONICS 
for  product  data 
in  Nuclear  Energy. 

.r  NUCLEONICS  . 

A  McGraw-Hill  Publication 
330  West  42nd  St. 

New  York  36 
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P*rfo'‘ot«d 


POTTER  INSTRUMENT  COMPANY,  INC 

Sunnyside  Boulevard,  Plainview,  New  York 
OVerbrook  1>3200 


Printer  Inpvt  equipment 


Sir^qtq  ond  Duot  Cop  Mognotic  Hoods  Porforotod  Strip  Roodors 


THE 

18™ 


YEAR 

for  the 


electronics 

BUYERS’ 

GUIDE 


D*vic«« 


the 

choice 
of  over 
52,000 
paid 

subscribers 


electronics 
BUYERS’  GUIDE 


Writ*  for  littrotur*  d*tcribing  that*  and  other  Pott*r 
ip*ciol  application  products.  For  detailed  technical  speci¬ 
fications  on  any  of  the  Potter  Products  listed  above,  call 
or  writ*  your  Potter  Representative  or  the  factory. 


•  For  Product 
Information 


•  For  Trade  Name 
Listings 

•  For 

Manufacturers* 

Representatives 


Very  High 
Sp*^ 

20-40  Column 
Printers 


data 
pmming 
mfipimm 
and  Ayiiem 


High  Speed  Mognitypers 


POTTER 


Potter  instruments  and  systems 
are  unexcelled  in  reliability, 
accuracy  and  flexibility.  The 
equipment  shown  is  typical 
of  other  available  high-precision 
instruments  for  use  as 
individual  components  or  in 
integrated  systems  to  meet 
specific  requirements, 

"Quick  look"  Recorders 
Tronsistoriied  Record  Ploybock  Amplifiers 
Transistorized  Frequency  Tim*  Counters 
Random  Access  Memory  Systems 
Other  Peripheral  Equipment 
for  Dota  Processing  Systems 


r 

\i 
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V-  ' 


Hermetic! 

Sealingr^ 


GENERAL 

HERMETIC 

SEALING 


ELECTtONICS  FO» 
LAND,  $E*  AND  SAACE 


Valley  Stream,  N,  Y.  •  VAIley  Stream  S-i)A3 


METAL  FABRICATION 

PANELS  •  CHASSIS  •  ENCLOSURES 


GASEAL® 

Pressurized  metal 
hermetic  seals  lor  easy 
installation  anywhere 
without  special  tools. 
Withstand  more  than 
850  degrees  F.,  high 
pressures  and  altitudes. 
For  any  sealing 
configuration 


•  INSTRUMENT  PANELS  •  METAL  ASSEMBLIES 

•  SPARE  PARTS  BOXES  •  BRACKETS  and  SMALL  STAMPINGS 

•  MULTI-RACK  CABINETS  •  TRANSFORMER  LAMINATIONS 

•  FOLDAWAY  and  HINGED  CHASSIS  •  SCREW  MACHINE  PARTS 

•  CHASSIS  of  ALL  TYPES  •  TOOLS  and  DIES 


To  Your  Specifications 

Abalon'i  excellent  engineering  facilities  and  expert  praduction  supervision  are  at 
your  service.  We  hove  a  large  stock  of  dies  on  hand  and  complete  up-toKfate  facili¬ 
ties  for  metal  fabrication  from  any  type  metol  with  any  type  finish.  Estimates  per 
your  blueprints  cheerfully  given. 

Celebrating  our  29th  year  in  metal  fabrication 


Best  Insurance 
for  Component 
and  Systems 
Reliability! 


PRECISION  MFG.CORP. 


Corrosion . .  .dust. .  .fungus . . .  altitude . . . 
humidity... pressures.  True  hermetic 
sealing  completely  eliminates  their 
usually  disastrous  effects  on  electronic 
and  mechanical  apparatus. 

GHS  offers  uniquely  qualified  tech¬ 
niques  and  specially  developed  facilities 
in  the  field  of  hermetic  sealing.  They 
are  guaranteed  to  add  a  permanent 
plus  to  your  product  reliability. 

For  inert  gas  filling,  100%  mass  spec¬ 
trometer  leak  testing  of  any  assemibly, 
and  every  phase  of  true  hermetic  seal¬ 
ing  to  meet  military  or  industrial  specs, 
GHS  in-plant  services  are  unequalled. 


NEW  YORK  59,  N.  Y, 


540  CASANOVA  STREET 


LUdlow  9-4330,  9-54S3 


Rugged  and  reliable  relays  are  manufactured 
at  Hi-G  in  a  wide  range  of  standard  units... 
and  to  customer  order  with  special  designs 
to  meet  your  particular  requirements. 

Complete  experimental  and  prototype 
facilities  permit  Hi-G  engineering  personnel 
to  study  and  evaluate  your  relay  needs. 

New,  complete  illustrated  specification  sheet 
available.  Write  for  your  free  copy  today. 

And  for  information  on  special  relay  units, 

send  your  specifications  to  Hi-G  for 

study  and  recommendations  at  no  obligation. 


The  GHS  Megpot® 


H0.2$M 


Quickly,  efficiently  tests  your  components,  insu¬ 
lation.  Features  10  million  megohms,  100,  200 
or  500V  DC,  automatic  ‘‘charge’’  and  safety  con¬ 
trols,  non-destructive  (as  high  as  5000V  AC) 
high-potential  test  set  with  current  limiting  and 
automatic  shut  off  circuit.  Portable. 

Write  for  Specific  Information  ...  and 
u<)e  the  GHS  .Advistory  Services  without 
obligation. 


rugged 


reliable 


shock  and  vibration  resistant 


A  FEW  OF  THE  WIDE  RANGE  OF  HI-G  STANDARD  RELAYS 


HO-2XC 


HO-4U 


RwprwMnrwd  by  FODEYN-SCHMIDT  Inc.  263  Ornol  Neck  Rd,  Orwot  Hack, 
P.O.  174,  Woodridga,  N  J. 


Whan  ordarinq  or  aaakjng  informofion 
plaoM  manlion  Elaclrenict  Buyart'  Guida. 
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BRAININ 

ELECTRICAL 

CONTACTS 


HIGH 
POWER 

at  TRANSISTOR 
VOLTAGES 

Model  DV  60-2 
Transistor 

POWER  SUPPLY 


PRECISION  SERVICE 

from  Order  to  Delivery! 

Your  production  problomt  may  bo  timplifiod 
whon  you  contult  on  orgoniiolion  with  a  long 
rocord  of  (uccoufully  torving  oloctrkol  monu- 
focturori  in  oil  typos  of  procition  work.  Whothor 
you  oro  Moking  odvico  on  now  opplicotions, 
rodotign,  or  with  your  own  dotignt  oxocutod, 
tond  ut  your  roquiromonit  ond  thoy  will  rocoivo 
our  most  coroful  ottontion. 

Extra  KNOW-HOW 

for  your  specific  design  problems 


LAMINATED  AND  INLAID  METALS 
PRECIOUS  mETAL  kRODUCrS  TO*  ELECTRICAL  M  ANUTACTUR  E  RS 


C.  S.  BRAININ  CO. 


318  Washington  Street,  Mt.  Vernon,  N.  Y. 


Wmo- 


Tel:  Murray  HiU  5-1422 


TO;  MICROWAVE  Engineers  on  the  SPOT 
v/  check  for  / 


rectal  A 


Atandurds 


COMPONENTS  AND  TEST  EQUIPMENT; 

\J  48  hour  delivery  on  standards  (in  US) 

\J  Specialized  DESIGN  STAFF  and  model 
shops  for  ’’speedy'*  specials 

‘RADAR  Design  Corporation 

3309  JAMES  STREET  SYRACUSE  6,  N.  Y. 

Tell  nOward  3-5896 


Thorough  and  vertofil*!  Efficiently 
powers  oil  transistor  circuits.  Unpor- 
olleled  performance  and  price. 

•  AC  OPERATED,  delivers  0-60  volts 
DC  at  currents  up  to  1000  milli- 
amperes. 

e  SUPERIOR  to  conventional  DC 
power  supplies  specified  for  vocuum 
tube  high  voltage  ronge  and  offering 
erratic  reactions  when  used  at  lew 
transistor  voltages, 
e  CONTINUOUSLY  VARIABLE, 
equivalent  to  o  battery.  High  power, 
e  RIPPLE  SUPPRESSION  below  .OS^o 
at  rated  current,  by  two  section 
choke  input  filter. 

e  COMPLETE  CONTROLS,  front 
panel  switch-type  magnetic  circuit 
breaker,  neon  pilot  light,  Pewerstat 
output  control,  multironge  voltmeter 
and  milliometer  and  output  binding 
posts.  Meters  accurate  to  2*e,  read¬ 
able  ot  distance.  Height  10’t",  Width 
7".  Depth  9's".  21  lbs. 


WRITE  FOR  CATALOG 
OR  BN7IRE  LINE 

MODEL  RECTIFIER 
CORPORATION 
1065  Utica  Ave 

Brooklyn,  New  York 


ELECTRONICS  BUYERS'  GUIDE -June,  1958  -  MID-MONTH 


when  ordering  or  seeking  infermosioM 
please  menfion  Eleclronics  Buyers'  Guide. 


547 


During  the  past  5  years,  the  proven  performance  of  the  EKCO  Model 
1079-C  Vibrating  Reed  Electrometer  has  made  it  preferred  by  actual  users, 
both  here  and  abroad. 


Low  in  cost,  compact,  rugged  and  easily  serviced;  its  high,  full-scale 
sensitivity  and  inherent  stability  makes  the  EKCO  Model  1079-C  ideal 
for  all  applications  involving  small  current  and  voltage  measurements. 


STABILITY . .  1  mv,  day-to-day. 

SENSITIVITY . 0.03  mmQ  full-scale  reading  (&  max. 

RANGES:  . 0-30,  0-100,  0-300,  0-1000  mv. 

INPUT . Internal,  switch-controlled,  10',  10  10”  ohm  resistors. 

OUTPUT . Operates  with  1  ma  or  100  mv  recorder. 

POWER: . 110/120  or  200/250  v,  40/60  cps,  40  w. 

WEIGHT: . Only  29  lbs.,  complete  with  cables. 


For  dotoilod  technical  data  on  tho  comploto  lino  of  EKCO  nucleonic 
test  equipment,  including  the  new  full-range  polar  rectangular 
single  table  radar  antenna  plotter,  write  TODAY  to: 


AMERICAN  TRADAIR  CORP. 

34-01  30th  Street,  Long  Island  City  6,  N.  Y. 

U.  S.  SAltS  t  Uftvice  tor 

EKCO  ELECTRONICS,  LTD.,  Essex,  England 


RADIO  AND  ELECTRONIC 

COILS 

TO  MLNUfAClURERS  SPECIF KATIONS 


PRECISION’QUALiTY 

PRODUCTS  FROM  YEARS  OF  EXPERIIENCE 
AND  "KNOW-HOW "  IN  THIS  FIELD 


UNIVERSAL  COILS 

chokes,  oscillator  and  antenna 
colls,  width  control  coils,  etc. 

SOLENOID  COILS 

chokes,  peaking  coils,  oscillators 

COIL  ASSEMBLIES 

lumped  delay  lines,  r-f  3  i-f 
transformers,  electronic  units,  etc. 

TOROIDAL  COILS 
RAPID  DELIVERY 

LONG  OR  SHORT  PRODUCTION  RUNS 
Your  inquiries  given  prompt  attonlion 


f  7  ELECTRONICS  CORP. 


THOMPSONVILII 


fO  Pro«p«<t  St. 


T*l.  Iliv«rvi«w  $-$024 


Constant  Current 

1  ma  to  30  amps 


^  Rapid  manual  or  automatic  switching 
to  desired  current  levels. 

High  accuracy  and  stability. 

>■  Current  can  be  electronically  switched, 
pulsed,  swept,  modulated  and  programmed. 

Ideal  for  Rapid  Testii;  of: 

^  Semiconductors 
^  Electromagnetic  Components 
^  Other  Current-Sensitive  Devices 


>  Model C6-1  lma-600ma 

>  Model  CG-1 1  Transistoriied  .05  —  5  amps 

>  Model  CG-12  Transistorized  .5-30  amps 
For  further  data, 

write  for  Bulletin  E-1 M 

NORTH  NULSaECTRIC  CO..  INC. 

402  Saftmom  Ave.,  Mineola.  N.V..  PI  7GS55 
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always 
the  leader, 
—  oil  ways 


Now,  you  con  select  from  over 
19  types  of  ENGINEERED  ECONOMY*  ^ 

IRON  CORES  which  do  the  job  of  over  100  types 
.  .  custom-made  cores  at  stock  prices.  We  invite  your  inquiry 

Also,  custom  iron  cores  to  your  specifications. 


9S40  Tulley  Avenue  Oak  Lawn,  Illinois 


Fine  Routing  Work 
Profiling  Small 
Objects 

Making  Small  Dies 
and  Molds 


Engineered  Economy’  Iron  Cores 

originated  by 

^  Radio  Cores,  Inc.  ^ 


-k  the  leader  in  quality 

^  ★  ttse  leader  in  price  ★  the  leader  in  engineering 

•k  the  leader  in  volume  *  the  leader  in  design 

Just  o  few  short  years  ago.  Iron  Cores  cost  over  100%  more  than  at  the  present 
time.  This  has  been  achieved  by  the  creotion  of  our  line  of  ENGINEERED  ECON¬ 
OMY*  IRON  CORES  which  enobles  us  to  reduce  the  amount  of  your  minimum 
inventory  through  guaranteed  immediate  delivery  service  ....  this  has  been 
achieved  by  the  new  use  of  outomotion  which  enables  us  to  cut  costs 
and  pass  these  savings  on  to  you  ....  this  has  been  achieved  by 
more  efficient  production  methods,  which  reduce  processing 
and  moteriol  costs  which  again  meons  savings  to  you. 


LET  SHEROLD  SOLVE 
YOUR  CRYSTAL  PROBLEMS 


Complete,  advanced  engineering 
laboratory  if  ot  your  ditpotal. 

Whether  your  need  le  lor  one  special  ire- 
quency  crystal — or  thousands,  you  can  bo 
assured  of  quality  manufacture  and  unex¬ 
celled  performance  when  you  specify  Sherold 
.  .  .  now  one  of  the  cotsniry's  largest,  exclu¬ 
sive  producers  of  crystals  for  military  and 
commercial  requirements. 


Write  for  comp/ate  data  an  yoar  requirementt. 


Sherold 


Phene  Victor  1-07*1 
Truman  Rood  A  McGee  Trafftcwoy 
Kansas  City,  Mo. 


CepyrlsM  1930 

todio  Cam^  Inc. 


When  ordering  or  seeking  information 
please  mention  flectrenics  Buyers'  Guide. 
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CONTROL  ELECTRONICS 
SALES  CORP. 

I92j  Naw  York  Avenue 
Huntington  Station,  New  York 


I  Precision 
Instruments 


^ATclca 


Model 

120 


Phsse  Angle  Meter  and  Monitor 


PImm  angle  ie  reed  direcHy  en  e  terfe  4  ^  teeter.  The  Ceeree 
Meter  Scale  h  gredweted  Ireei  0*  te  3d0*  le  5*  dMeiees.  A 
•electer  switch  cancels  eat  ad  but  die  lest  SO*  el  any  teetered 
ptieae  angle,  previding  e  vernier  tsedief  an  e  0*  te  SO*  scale 
wMcH  Is  gredeeted  le  OJ*  dhiilens. 

•  MIf A  Acctsfcy  Ovad  m  WMa  Pra^sf  acy  Am^ 
Ampllfaefa  Oaafai 

An  accvrecy  e<  a  1  degree  Is  ebteined  ever  Me  Iregvency 
range  w4  SO  c#s  te  SO.OOO  cps  end  Irem  S  te  SO  ved  peeb 
inpw'.  At  Ireqwencies  e>  20.000  te  tOO.OOOcps  pNese  teesere 
tents  can  be  tede  at  sligMy  reduced  accwracy. 

•  Aeca^  SiaaeaMal  ar  Cam^la*  Wava  Partsiei 
Since  Me  tsdied  a*  pttese  detectien  is  bated  an  die  pemt  ef 
sere  crest  ever,  any  type  el  wave  lerm  is  acceptable  wtilcN 


Originellv  designed  let  MIBtary 


Precision 

Pulse 

Delay 

Generator 

-  Modal  131 

•  Songai:  100  to  999,900  yordt  In  100 
yard  itapt. 

•  Accuracy;  ±  5  yordt  or  0.01%. 

•  Input  Triggar:  30  to  3,000  P.S.S.  random 
teurc*  occapii  up  to  10%  jittar. 

•  Suit*  Widtht:  0.1,  O.d,  ond  4.0  p  tact. 

•  Rita  Tima-  0.03  p tact. 

•  Amplituda:  Up  to  :t  30  vollt  into  73.0 

•  Output:  Stroba  and  Troint— Train  tpoc* 
•ng  1,000,  10,000  or  100,000  ydt. 

•  Intarnal  Triggar  Oanaroler;  30  to  300 
and  300  to  3,000  P.P.S. 

•  Pewar  Raguiramantt:  113  voitt  ±  10%; 
30  to  430  cyclat,  300  wottt. 

•  Alto  availobla;  Modal  130  with  ronga 
of  1  to  10,000  ptact.  in  0.1  ptac.  ilap. 


CRYSTALS  Bulova  crystals  are  available  for  any 
frequency  from  4  KC  through  100  me.  Featured  are 
the  ST  “shock  mounted”  series  from  16  KC 
through  500  KC.  Crystals  are  available  to  meet  all 
current  military  specifications. 

OVENS  A  complete  line  of  ovens  from  the 
multi-purpose  AM-100  to  the  specific  application  BHC 
series.  Temperature  stabilization  can  be  held  as  close 
as  .I'C.  Crystal  ovens  are  available  which  will  hold 
up  to  20  units  in  the  subminiature  series. 

CRYSTAL  FILTERS  Bulova  filters  can  be  supplied 
with  center  frequencies  from  10  KC  through  20  me. 
Bandwidths  of  .01%  to  8%  of  center  frequency.  Slope 
factors  60/6.  Ratio  of  bandwidth  at  60  db  to 
bandwidth  of  6  db  as  steep  as  1.4/1  with 
single  sideband  filters  having  greater  slope. 
PACKAGED  OSCILLATORS  A  complete  range  of 
frequencies  from  8  KC  through  70  me  is  available  as 
tube  type  or  transistorized  oscillators.  The  Bulova 
OS-1  (picture  above)  will  maintain  an  accuracy  of 
.0012%  over  “55*C.  to  +80*C.  ambient.  This  tube  type 
oscillator  is  available  from  180  KC  through  50  me. 

Bulova  "custom  engineering”  services  are  available  to 
fulfill  your  every  frequency  control  requirement. 


VHF-UHF  ■ 

Frequency  ■Ijr 

Calibrator  Kf. 

•  Modal  121  ^ 

•  Wido  Proquancy  Rang#; 

Covort  aniira  tpacirum  from  30  me  to 
11,000  me  without  tha  um  of  tuning  eoniroli. 

•  Eom  of  Oparotion; 

A  flick  of  tha  twitch  dalivort  th#  full 
tpactrum.  A  twitch  providat  a  choica  of 
SO  me  or  100  me  tpocing.  Tha  omplitudat 
of  tha  morkar  tignolt  ora  adjuilad  by  on 
output  laval  control. 

a  Accwrala; 

(±)  0.003%  at  any  froquancy,  unoffoclad 
by  tamparotura  or  input  powar  voriotiont. 

a  Compact;  Rwggad;  Light  Waight: 

Built  to  tha  tama  tpocificaliont  at  Itt 
Military  oquivalanl  of  Totl  Sal  AN/USM>43. 


Bulova 


NOTE:  Data  Slieata  on  request 


Electronics  Division 
Woodside  77,  N.Y. 


Write  Dept.  DA -776 
For  Full 

Information  &  Prices 


Whan  ordering  or  toaking  information 
pfaota  mantion  Clactronict  Suyart'  Guide. 
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PRICE  EUaRIC 

. . .  Reliable  Relays 
for  Industrial  and 


Military  Use 


TEIEPHONE 
Strltl  MOO 

For  communications 
and  other  circuit 
control  applications. 
Available  In  any 
standard  voltaie  to 
ns  VDC.  Resists  15  G 
vibration  through 
500  cycles.  Available 
hermetically  sealed. 


HI6H  CURRENT 
Series  1200 
200  amp.  high  shock 
relay  for  aircraft 
and  missile  use. 
Temperature  range 
from  -65*  C  to 
+ 125*  C.  DC  only. 


MICROMINIATURE 
Style  t 

Lightweight,  crystal 
can  type  relay  Is 
simple,  reliable  and 
versatile.  Ideal 
for  miniaturized 
assemblies. 
Termination  can  be 
provided  to  meet 
most  requirements. 


SUIMINIATURC 
Style  500 
For  Low  Level 
Circuits  and  General 
Purpose  use.  Meets 
requirements  of 
MIL  R-2S0U.  Availablt 
with  solder  or  plug 
type  termination. 


MULTIPOLE 
Series  2t00 
For  military  and  com¬ 
mercial  applications. 
Available  in  2  frame 
sites  providing  up 
to  6  POT  contact 
combinations. 

Available  hermetically 
sealed. 


MINIATURE 
Series  2M 

eleTttf poise 

A  counter  balanced 
relay  with  separately 
sealed  contact 
chamber.  Meets  the 
following  MIL 
Specifications: 

MIL  R  5757C. 

MIL  R-25018  (USAF) 
Class  B;  Type  11, 
Grade  3;  and  Drawing 
MS-24115  (USAF) 


Ftr  iRimcdiate  SenrkR 


CALL  FREDERICK.  MD.  MOnument  3*5141 . 


INSTRUMENTS  FOR  INDUSTRY,  Inc. 

155  GLEN  COVE  ROAD.  MINEOLA,  N.  Y.  .  PHONE;  Pioneer  2  5  300 


MODEL 

395A 

lnctud««  two  Mod.  600 
ond  powor  tupply 


SPECIFICATIONS  FOR  MODEL  600,  AND  FOR 
EACH  AMPLIFIER  SECTION  OF  MODEL  395A 

Bondpots  200  <ps  to  50  met 

Coin  40  db  IV2  db  (into 

motcHod  lood) 

Input  &  Output  Zo  90  ohmt 
Pulto  Riio  Tinr>«  10  microtoct 
Coin  Control  Bongo  20  db 

PRICE 

395A-$493;  600-$225 

600 


WIDE  BAND  AMPLIFIERS 


500  SERIES 


400  MODEL 


S  P 

E  C  1  F  1 

1  C  A  T  1 

O  N  S 

M-SOOA* 

M-StO 

M-SM 

M-400 

Band  Pass 

200KC  to 

200KC  to 

lOKC  to 

200KC  to 

220MC 

220MC 

300MC 

300MC 

Input  Impedance 

90  ohms 

90  ohms 

135  Ohms 

50  ohms 

Output  Impedance 

las  ohms 

185  ohms 

ISO  ohms 

90  ohms 

Cam 

12  DB 

16  DB 

18  DB 

10  OB 

(90  ohm  load) 

Rise  Time 

Averaie  Power 

Peeb  Pulse  Power 

2  5  mxsec. 

2.5  m,  secs. 

2  mnstes. 

1.6  macisecs. 

3  Watts  CW 

0.75  W 

d  ot  W 

100  W-.  CW 

300  Watts 
(Negative  pulse 

— 

— 

— 

RMS  Voltaie  out 

into  IBS 

-across  rated 

ohm  load) 

load  impedance — 
Peeb  to  Peeb 

- 22  Volts 

12  volts 

3.2  Volts 

95  Volts 

Voltege-ecross 
rated  loed 

—  62  Volts 

33  volts 

7  Volts 

270  Volts 

Price  including 
Power  Supply 

- $390 

S325 

5245 

S4900 

*AII  prices  F.O.B.  Mine* 
Ola,  N.Y.  unless  other¬ 
wise  specified.  Prices 
subicct  to  change  with¬ 
out  notice. 


*A  modified  version  of  the  M-SOOA  which  operates  only 
in  the  linear  mode,  is  the  M-300  which  is  available  at  a 
price  of  5330.  All  prices  F.O.B.,  Mineolo,  New  York. 


SPECIFICATIONS  OF  STANDARD  UNITS 
Band  center  M-2U  M-330  M-335 

Band  width  60  me  30  me  30  me 

Voltage  gain  10  me  2  me  10  me 

Input  impedance  90  db  110  db  60  db 

Input  V.S.W.R.  50  ohms  50  ohms  50  ohms 
less  than  1.3:1  1.3:1  1.3:1 

Nste;  M-tSe  lesdel  evsllekle  with  I.S  db  neise 
tievre.  The  lee  neise  dees  net  neinlein  the 
lew  Innvl  V.S.W.R.  bet  it  detlened  ter  a 
M  ehm  tenrte.  Price  St*0  each 


SPECIFICATIONS  P-205.  P.20SA 
Band  center  30  mes 

Band  width  10  mes  (3  db  point) 

Cain  20  db  minimum 

Noise  figure  2  db 

Input  impedance  P-20S  . . .  200-300  ohm  balanced 
P-20SA  . . .  200  ohm  unbalanced 
Output  impedance  50  ohms 

Price  St  90  each 


REPRESENTATIVES 

METRO,  N.  Y.-Hunler  A  Solsbury.  Inc..  Box  4403,  Hicktville,  L.I.,  N.Y.,  WEIIt  8-1080 
NORTH  NEW  YORK  B 

NEW  ENGLAND— Richard  F.  MacDowall  Co.«  58  Orivnt  Av*.«  MclroM,  Most.,  NOrmondy  5-8893 
D.C  ,  MO.,  DEL.,  VA.,  N-C.*  TENN.-T.  Taylor,  2100  St.  Paul  St.,  Baltimor*,  Md.,  BEImont  5-9126 
FLORIDA— Te  Taylor,  711  Mogr*alki  Avo.,  Orlondo,  Flo.,  CHorry  1-2941 
MICHIGAN  Bon  Z.  Rubin,  16222  CKoyonno  Avo.,  Dotroit,  Mich.,  UNivorsity  4-495B 
OHIO  8  INDIANA 

—Jock  Cornoy  B  Associotos,  P.O.  Box  64,  Dayton  Viow  Stotion,  Dayton,  Ohio,  CRttWiow  5  B142 
MIDWEST-Edwin  Murty,  3505  Ridgodolo  Avo.,  St.  Louis,  Mo.,  EVorgroon  5-772B 
NORTHWEST-Rush  Droko  AssoctoNs,  1806  Bush  PI.,  Soottlo  44,  Wash.,  EAst  1737 
CALIFORNIA,  NEVADA.  ARIZONA  B  NEW  MEXICO 

— O.  E.  Moxon  Satos,  7553  M«lros«  Avo.,  Los  Angolos  46,  Colif.,  WEbstor  8-2565; 

15  •  41tt  Avo.,  Son  Motoo,  Colif.,  FIrosido  5-2B66 
COLORADO,  WYOMING  B  UTAH-Vinos  B  Co.,  P.O.  Box  1025,  Donvor  1,  Colo.,  KEystono  4-8067 
TEXAS,  OKIA..  ARK.  B  LOUI$IANA-J.  Eorl  Smith,  P.O.  Bgx  35331,  Dollos  35,  Taxos.  FL  7-1727 
CANADA— Eloctrodosign,  737  Notro  Domo  St.  W.,  AAontrool,  Quoboc,  UNivorsity  6-7367 
109  Eglir>gton  Avo.  Eost.,  Toronto,  Ont. 

EXPORT— Eloctronics  Monufocturors  Export  Co.,  127  Groco  Ploinviow,  L.I.,  N.Y.,  WEIIs  1-3701 
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RUGGEDIZED 

METERS 


MINIATURE 
ROTARY  SWITCH 


Wof*r  «iz«  1”  X  %•'. 
Twciv*  posiliont  p«r  dack 
.  .  .  on*  to  thraa  dacks. 
Ona,  two,  thraa  or  four 
polos  par  da<k.  Shorting 
or  non-shorting  contorts. 
Positiva  indaxing  with  30* 


:1:3%  of 

scola  daflaction. 
Bosic  d-c  rongas 
0-100  d-c  uo,  0-1 
mo,  and  0-10  d-c  mv.  RF  and  VU 
matars  arrd  othar  rangos  also  availabla. 


SPECiALISTS 

in  Siib-Mitiiafwre  Pwnel  Meters 

FIRST  in  U.S.  to  manufacture  1"  diameter  meter. 

FIRST  to  produce  1"  and  l’/2"  illuminated  meters. 

FIRST  to  produce  IVi"  self-contained  DB  and  VU  meters. 
FIRST  to  produce  Miniature  Side  Indicators. 


Model  SS-100 


SPECTRUM  ANALYZERS 


1  cycle  to  5  KC 
Resolution  to 
2  cycles. 

13.5  cycles  to  110  KC 
Resolution  to 
27  cycles. 

75  cycles  to  500  KC 
Resolution  to 
150  cycles. 

100  KC  to  10  MC 
Resolution  to 
500  cycles. 


MODEL  SS-5 


MODEL  SS-100 


V/2" 

ROUND  and 
SQUARE 


MODEL  10D 


Synchronous  Sweep  Generotors  ond 
Variable  Rate  Attachments  available 
for  all  Spectrum  Analysers. 


MODEL  150 


Y'*  barrel  diomettr. 
Full  90^  seal*  ore, 
seal*  tonglh  .770". 
VU.  DB  and  lllumi- 
noted  meters  also 
ovoiloble  with  ester* 
nol  accessory  ot* 
toched. 


IV2"  borrel  diometer.  Full 
90  scole  ore.  scole  length 
1.322".  Model  153  meets 
MIL-M-3823  requirements. 
Also  ovoiloble:  self*con* 
toined  VU  and  OB  meters 
—  flluminoted  meters  with 
lamp  housing  ottoched. 


SINGLE  SIDEBAND 
SPECTRUM  MONITOR 
MODEL  MD-500 


MODEL  153 


500  kc  center  fraquatKy 
0-100  kc  sweep  width 
Resolution  to  10  cycles. 

The  MD-500  has  a  built-in  frequency 
converter  for  operation  to  over  500  m.c. 


SIDE  INDICATORS* 

•  GREATER  READABILITY 

•  REDUCES  PANEL  AREA  Vj  DVER  CDN- 
VENTIDNAL  METER  INSTALLATIDNS 
DF  SAME  SCALE  LENGTH 

•  HDRIZDNTAL  DR  VERTICAL  MOUNTING 

THREE  SIZES  AVAILABLE 

MODEL  1120-Scale  length  1.3*. 

MODEL  1135 — Scale  length  2.1'.* 

Front  extemol  zero  adfutler. 

MODEL  1145— Scale  length  2.75'. 

Front  external  zero  adjuster. 

International  Instrumenti'  components  lead  the 
way  for  miniaturization  through  procticol  engi. 
neering  design. 


TELEMETERING  CALIBRATORS 


Tolomotoring  calibrators  dosignod  to  givo 
soparato  crystal  controllod  calibratlrtg 
froquoncios  for  tho  33  tolomotoring  sub- 
carrior  channols. 


MODEL  1135 
Singlo  Horizontal 
Mounting 


MODEL  1120 


Calibrators  availablo  with  11,  9,  7,  5, 
or  3  points  with  crystal  oscillators  oc* 
curoto  to  ±  .005%,  ±  .001%,  or 

±  .00025%. 


MODEL  1145 
Single  Horizontal 
Mounting 


PROBESCOPE  calibrators  ex¬ 
ceed  all  Inter-range  Instrument 
Group  Specifications. 


ENGINEERING  DATA  SHEETS 

COMPllTlir  DESCRIBING  THESE  INSTRU¬ 
MENTS  ARE  AVAILABLE.  WRITE  FOR  YOUR 
COPIES  TODAY. 


PROBESCOPE  CO.,  Inc. 

8  Sagamore  Hill  Drive 
Port  Washington,  N.  Y. 
Phono:  Port  Washington  7-8150 


iinternational  instruments 

INCORPORATED 

P.O.  BOX  2954,  NBW  HAVEN  IS.  CONN.,  CABLE  “INTERINST” 
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featuring 


New  Handbook 
Available  — 

28  pages  of  engi¬ 
neering  data  on 
Rattray  precision 
potentiometers 
with  helpful  tech¬ 
nical  information 
for  designers  and 
engineers. 


QUAN-TECH 
LABOR  ATORI ES 


Quontito^vc 

Technology 


236  Mt.  Kemble  Ave.,  Morristown,  New.  Jersey 


wM  Precision 
Potentiometers 

by  RATTRAY 


AC 

Microammeter 


Enables  rapid,  accurate  AC  current  measure* 
ments  and  ob^rvations  of  wave  forms  in  tran¬ 
sistors,  magnetic  amplifiers,  small  servo  systems, 
etc.  A  clamp-on  probe  and  an  insertion  probe 
are  provided  with  each  instrument. 

$Mi$illvllTi  3  wo  to  too  mo  toll  Koto 

(300  wo  to  100  mo— clomp  tn  pcobo).  i 

Frpqvmcy.  ±2%  100  ««  to  100  KC  { 

(±3%  100  «/>  to  100  KC— clomp  on  pcobo).  S 
Inpwl  impodoncoi  2  obmt— 3  wo  to  I  mot 

nopllpiblo  300  «o  to  100  mo. 

Frlco.  $390.00 


DC-Coupled  Decade  Amplifier 


Extremely  compact  and  stable,  a  completely  self- 
contained  miniature  amplifier.  Its  DC  response, 
low  noise,  and  freedom  from  micrc^honics  make 
it  exceptionally  useful  with  DC  oscilloscopes  and 
in  sub-sonic  as  well  as  conventional  applications. 

Coin.  10  ±2%.  Hot  mlcbln  ±3%  DC  to  100  KC. 

400h  •hint  30  tninf,  30  mv  hoIm. 
too  1  veil  f-P  «ox.  dltfortlM. 

ThrM  ZM  9  ■••rcwry  c«Mt,  lif«  600  hn. 

I  frlMi  $85.00 


•  MINIATURE  TYPES 

•  SUB-MINIATURES 

•  MULTI-GANG  UNITS 

•  STANDARD  TYPES 


•  HIGH  ACCURACY 

•  LOW  TORQUE 

•  EXCELLENT 

RESOLUTION 

•  LOW  NOISE 

Rattray  experience-engineered 
precision  potentiometers  arc 
supplied  in  types  that  meet  most 
electronic  applications.  Com¬ 
plete  research  and  development 
facilities,  and  unique  winding 
techniques,  make  it  possible  to 
produce  custom  designs  to  the 
most  critical  military  and  com¬ 
mercial  specifications.  All-metal 
construction  of  mounting  and 
aligning  surfaces  provides  pre¬ 
cise  mechanical  interchange¬ 
ability.  Precise  electrical  per¬ 
formance  is  obtained  bv  detailed 

auality  checks  throughout  pro- 
uction.  Special  winding  ma¬ 
chines  assure  high  resolution 
and  function  accuracy. 


Isolation  Amplifier 

Useful  as  a  Differential  or  Isolation  Amplifier. 
Supplements  voltmeters  and  oscilloscopes  in  the  ^ 
measurement  of  AC  voltages  whose  reference 
is  not  at  ground  potential  as  in  ser\'0  systems, 
motors,  magnetic  amplifiers  etc. 

Fr*«»*flcy  Kmpomm:  ±'^db  30  ^  —100  KQ  « 

— 3  db  at  3  end  I  MC 

Veltoee  tain,  I,  0.1.  0.01,  0.001.  ^ 

Inpaf  Impodence:  tOOh  ohm  end  30  mnif. 

Oetpati  Nemlnolly  30  ebni,  IV.  P-F  man.  Medal 

Morewry  iafton't  lito  400  heart. 

Price.  $133.00 


Regulated,  Transistorized  Power  Supplies 

Model  104  Power  Supply  features  0.1%  regula- 

lion  and  three  metered  ranges  of  voltage  and  *  — 

current.  Models  101,  102,  and  103  (not  shown)  I  •  ?. 

are  compact,  lightweight  supplies  providing  volt-  ~  J 

age  metering  and  0.25%  regulation.  Continuous 

adjustment  and  overload  protection  on  all  models. 

Model  101.  O-S  *eltt  DC.  0-3  empe.  Price  $173.00 

Model  103.  0-14  vein  DC.  0-1  emp.  Price  $173.00  L  *  t4< 

Model  103.  0-30  «olH  DC.  0-Vi  emp.  Price  $173  00  f  9 

Mo6«l  104i  0‘50  volH  DC,  0*1  o«p.  Me#  $335.00 


Call  or  write  Rattray  now  for 
catalog  or  quotations  on  your 
potentiometer  applications. 

GEORGE  RATTRAY 
&  COMPANY 

A  Division  of  Hardwick,  Hindle,  Inc. 

116-08  MYRTLE  AVENUE 
RICHMOND  HILL  18,  N.  Y. 


WiMfi  ordering  or  tootring  informotion 
pfooM  moofion  fl«ctromct  Bwytrt'  Gutdo. 


ELECTRONICS  BUYERS'  GUIDE  -  June,  1958  -  MID-MONTH 


LJinwal 

L  df /^c  tron  icx 


ALL  TYPES  OF 
THERMISTORS 


F«nwol  El#ctronici  momifoctwr^t  o  compl»t«  of  highly 
itoblo  thormittort  in  th«  form  of  »moN  boodt,  diKt,  woihori 
ond  rods.  Each  h  proci»ion  monufoctvrod  to  ouwro  yow  of 
ruggod  high  quolity  coniirvction  ond  comploto  umformiiy. 


Fenwal  precision-made  Thermistors 
are  extremely  sensitive  to  temperature 
change.  A  minute  variation  produces  a 
wide  resistance  change  in  Fenwal 
thermistors.  Because  of  their  high 
sensitivity  and  great  stability  Fenwal 
thermistors  are  ideal  for  such  applica¬ 
tions  as  voltage  regulators,  wire  com¬ 
munications,  temperature  compensa¬ 
tion,  time  delay  circuits,  liquid  level 
control  —  and  many  others. 


NEW  FENWAl  THE*. 
MISTO*  KIT  NO.  C200 
now  ovoiloblo  for  ongi* 
noort.  IncWdot  1 7  diffor* 
ont  thormitfort  and  oH 
voHogo,  cvrronf  ond 
rotUtonco  •tomporotvrt 
doto  for  dovolopmont 
work. 

Comploto  kit  $19.95 
f.  O.  b.  Frominghom. 


ELECTRONIC 
ENTERPRISES 
INC 


Qualified 

approved 

source. 


Design  —  Engineering  —  Production 
of  Precision  Thermistors 


65  Seventh  Ave.,  Newark,  N.J.,  HUmboldt  2-0630 


Wh«n  ordering  or  toofcing  information 
ploato  montion  ElocTronici  Buyorf'  Cuido. 
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ANTON  ELECTRONIC  LAROHATOHIES.  IN( 


A  MANUFACTURER  OF 
UNIVERSAL  JOINTS  SINCE  1919 


NEW  COMPONENTS  FOR  MAXIMUM 
RELIABILITY  DESIGNED  FOR  MISSILE, 
AIRBORNE,  MILITARY,  INDUSTRIAL 
ELECTRONIC  CIRCUITS  AND  SYSTEMS 


Integrated  design  and  development  program  leads  to  production  of  an  im¬ 
proved  series  of  multipin  connectors  and  ruggedized  corona  discharge  V-R  tubes. 

Based  upon  sueeestiens  tf  design  and  specifi-  Anton  Corona  V  R  tubes  have  been  used  successfuii] 
..I...  .......r.  .1  ar  in  thn  tof  stabiliilhi!  povrer  supplies  or  as  voltage  refer 

catiin  engineers  of  eading  companies  in  the  missile  and  air 

missile,  airborne,  military  and  industrial  elec-  borne  electronics.  Tubes  are  available  ranging  if 

tronics  field,  new  designs  meet  reliability  de-  sire  from  submmiature  to  standard. 

mands  of  actual  field  requirements.  To  help  design  and  specification  engineers  deter 

^  iMiikm  tkAir  kiak  uiolt&CA  Iamo  AoirrAA^  rAAiils 


ON  %'AND  Vt’O.D. 

/f/o/}  -Magheiic 

TYPI  303  STAINIISS 

UNIVERSAL  JOINTS 


Equipment  connector  designers  and  components 
specification  engineers  have  been  encouraged  by 
the  development  of  a  new  reliable  and  rugged  con¬ 
nector  series.  This  Anton  Series  WW20  eliminates 
molding  breakage  conventionally  encountered  be¬ 
cause  of  screw-lock  and  guide  pm  strain  as  well 
as  mounting  lip  damage  It  is  interchangeable  with 
eiisting  Specification  MIL-C-83g4  types  and  is  avail¬ 
able  tor  front  or  flush  mounting  applications. 

Reliability  and  ruggedness  of  this  Anton  WM20 
series  results  from  a  unique  design  improvement 
which  incorporates  the  guide  pins  and  screw-lock  as 
part  of  a  dic-cast  aluminum  housing.  This  restricts 
alt  locking  force  and  strain  to  the  metal  shell.  It 
provides  insurance  against  obvious  as  well  as  hidden 
strain  cracks.  Mounting  lip  breakage  is  done  away 
with  by  elimination  of  the  plastic  mounting  lip  in  the 
latest  Anton  connector  development.  The  connector 
also  incorporates  body  float  which  helps  eliminate 
alignment  problems.  This  greatly  improves  reliability 
in  applications  where  vibration  is  encountered. 


Manufacturors  of  electronic 
equipment  have  come  to  de¬ 
pend  on  Curtis  for  precision- 
made  non-magnetic  universal 
joints  of  18-8  Type  303  stainless 
steel,  in  the  sizes  most  fre¬ 
quently  used  in  the  industry. 
Other  sizes  are  also  readily  avail- 
ahle;  also  bronze  joints. 

Curtis  joints  benefit  by  a 
rigid  insistence  on  uncom¬ 
promising  inspection  and  qual¬ 
ity  control  at  every  stage  of 
manufacture,  insuring  mini¬ 
mum  backlash. 

Curtis  torque  and  load  rat¬ 
ings  are  entirely  dependable, 
since  they  are  based  on  con¬ 
tinuous  testing  under  actual 
operating  conditions. 

Not  sold  through  distribu¬ 
tors.  It  will  be  to  your  ad¬ 
vantage  to  write  or  phone 
(REpublic  7-0281)  for  free 
engineering  data  and  price  list. 


High  and  low  voltage  plus  high  and  low  current 
connections  are  provided  in  a  single  unit  by  Anton's 
Series  “S-20'’  connectors.  This  same  series  also 
provides  designs  which  combine  coaiial  and  stand¬ 
ard  contacts.  Space-saving,  moisture-proof  and 
strength  qualities  have  also  been  designed  into  this 
new  "S"  series.  The  dominant  feature  is  a  single 
molding  (Standard  Diallyl  Phthalate)  in  each  half  of 
the  connector.  This  eliminates  "moisture  trap" 
usually  found  in  old  style  two-piece  moldings. 

Considerable  shut-height  space  is  conserved  by 
a  unique  counter-sunk  mating  design.  Pins  are 
completely  protected.  There  is  positive  shell  polarl- 
ration  and  alignment.  The  molding  is  housed  in  a 
precision  die-cast,  irridited  aluminum  shell.  This 
shell  protects,  mounts  and  aligns  the  connector. 
For  test  and  trouble  shooting  convenience,  plug  and 
socket  can  remain  "live"  when  disconnected  be¬ 
cause  the  shell  also  serves  to  prevent  the  accidental 
short  circuiting  of  pins  when  plug  is  in  open  position. 


PLEASE  VISIT  US  OR  WRITE 


All  Anten  cemaoncnts  can  be  seen  at  eur  plant 
When  yau  visit  New  York,  yeu  arc  cardially  invited 
to  ralci  and  discuss  your  component  needs  with 
our  enfineors.  But  don't  wait  till  then.  Write  Dept. 
BG  (or  free,  complete  data  —  NOW  —  on  all  at 
Anton's  special  electronic  components 


You  can  now  achieve  precise  voltage  regulation 
for  low  current  application  over  a  range  from  400 
volts  to  30  KV  in  a  reliable,  Inespensive,  simple  and 
straightforward  manner -the  use  of  Anton  Corona 
Discharge  Voltage  Regulator  tubes.  Over  500.000 


As  near  to  you  os  your  telaphone 


A  subsidiary  oF  United  Sfafei  HoFFmon  Mochinery  Corporation 
1236  FLUSHING  AVE.,  BROOKLYN  37,  N.  Y. 


When  ordering  or  sookinp  information 
please  mention  Electronics  Buyers'  Guide 
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SYNONYMOUS 


K  A  G  E 


FLUTTER 

METERS 


FREQUENCY 


MANAGEMENT 


PRODUCTS 


For  the  most  complete  line  of  Flutter  Meters, 
there  is  only  one  source  —  d  &  r  LTD.  From  the 
meters  used  in  simple  maintenance  test  equip¬ 
ment  to  the  most  complex  standardization  and 
analysis  equipment  for  missile  flight  systems  and 
telemetering  systems  -  we  make  them  all. 


JK  Sulzer  Frequency  Standard:  For  your  mait  pre¬ 
cise  loborolory  measurements,  the  JK  SULZER  1 
megacycle  Frequency  Standard  provides  stability 
of  better  than  1  part  in  10'  per  day.  Frequency  is 
varioble  over  o  range  of  0.9  cycles  or  more,  and 
capable  of  being  reset  to  5  parts  in  10'*. 


T»>» 


b  0 


JK  Thermystal:  An  advanced-design  frequency 
control  unit  combining  plug-in  simplicity  with  ex¬ 
treme  precision.  Frequeniy  stability;  30  to  900  kc, 
=t.0001%:  1000  kc  to  150  me,  :i..00005%. 

JK  Transistor  Oscillator:  Complete,  compact,  pre¬ 
cise  plug-in  signal  source  providing  fixed  tempero- 
ature  and  humidity  environment  for  transistor  and 
circuitry  elements.  Fraquancy  stability:  (24-hr, 
period)  I  port  in  10*. 


JK  Crystal  Filtars:  Compact,  rugged,  hermetically- 
sealed  and  stable,  JK  CRYSTAL  FILTERS  (band 
pass  filters)  have  a  Fraquancy  Range:  1  me  to 
17.5  me.,  and  are  available  for  special  filtering  pur- 
pases  to  150  me.  Band  Width  at  6  db;  0.01%  ta 
4%  of  nominal  on  all  frequencies,  and  up  to  12% 
for  certain  frequencies. 

JK  Glaslina  Crystals:  For  ultra  stable  frequency 
control,  JK  GLASLINE  CRYSTALS  provide  unprece¬ 
dented  stability  and  reliability.  Compact,  evacuated 
and  hermetically-sealed  against  moisture,  contomi- 
nation,  shock,  ond  barometric  pressure.  Over  a 
complete  range  of  800  cycles  to  5  me.  and  up. 


JK  Military  Types:  Hermetically-sealed,  JK  MILI¬ 
TARY  TYPE  CRYSTALS  are  metal-cased  and  in 
Frequency  Ranges:  16  kc  to  100  me. 


JK  Ovens:  Capable  of  mointaining  set  temperatures 
around  components  or  circuitry  with  less  than  -t-1  ° 
C.  variation  over  the  range  of  — 55*  to  +1(X)°  C., 
JK  OVENS  ore  light,  compact,  inexpensive,  uni¬ 
form  and  reliable. 


THE  JAMES  KNIGHTS  COMPANY  -  SANDWICH,  ILLINOIS 


WIDEBAND  FLUHER  MHERS 


MODEL  FL  3D  FLUTTER  AND  WOW  METER 


Features 

A  convcmsftt  Instrument  of  moderite  cost  lor  use  m  field  main¬ 
tenance  of  muSK-system  tape  recorders  and  reproducers,  and 
ptionofrapli  turntables. 

Spaelficalions 

Carrier  frequency  -  3000  cps.  stabilired  oscillator 
BandwKttli  •  Mttiin  3  db  to  2S0  cps  modulation 
Bandmdtti  Selection  -  O  S  to  6  cps.  i  to  2S0  cps.  O  S  to  2S0  cps 
Scale  Ranfes  -  2%  and  0  S%  full  scale  rms 
Price;  $225.00 


MODEL  FL  48  WIDEBAND  FLUTTER  METER 


Features 

A  very  sensitive  broadband  instrument  for  laboratory  use  m  Itie 
pracise  measurement  of  small  amounts  of  flutter  witti  compo¬ 
nents  up  to  SOOO  cps  Most  frequently  used  m  lelemeterini  and 
data  reduction  systems. 

Spocificalkins 

Carrier  Frequncy  - 14.500  cps  crystal  controlled 
Banderidth  -  D<  to  SOOO  cps  vHlliln  6  db 
Bandeidtli  Saleclion  -  Full  ranfe  above.  O  S  to  30  cps. 

30  to  300  cps  300  to  SOOO  cps 
Scale  Ranfes  •  0.2X,  06%  and  2.0%  rms  full  Kale 
Drift  Meter  •  ±  2.0%  frequency  chanf e  d.c  to  4  cps 
Display  -  3-incb  flat-fKe  oKlIloKope  lor  flutter  analysis 
Prica;  $965.00  rack  mountad,  $1000.00  In  cabinet 


MODEL  FL  SA  LABORATORY  STANDARD  FLUTTER  METER 


Features 

An  eitiemely  stable  Itemoerature  controlled  discriminator)  In¬ 
strument  witb  fleet  sensitivity  and  eitended  bandwidtti  tor  labo¬ 
ratory  wort  In  comwetion  with  precision  instrumentation  data 
racoiders.  Galvanomelei  outputs  provided 
Spadflcatlans 

Cirrnf  Frequencies  •  40  kc  and  70  kc..  crystal  controlled 
Bandwidth  -  D.c.  to  10  kc  with  TOAc.  carrier 
to  4  kc.  with  40  kc  carrier 

Indicatlnf  Instruments  -  Level  Meter,  and  t:  2%  Drift  Meter 
Output  Steals  •  Scope,  two  falvanometer  outputs 
Sensitivity -0.05%.  0.2%  and  2.0%  selectable 
Orilt  -  On  d<  falvo  output,  less  than  10  parts  pet  million 
in  VS  hour 

Price:  $3450.00  rack  mountad 


MODEL  FL  6A  BROADCAST  FLUTTER  METER 


Features 

An  instrument  desi|ned  lor  accurate  measurement  and  analysis 
of  flutter  and  wow  in  hiftvquatily  audio  tape  rKorders. 
Specifications 

Carrier  Fiequnecy  -  8000  cps.,  stabilind  OKillator 
Bandwidth  -  D.c.  to  1200  cps. 

Bandwidth  Selection  -  Full  rente,  O.S  to  30, 

30  to  300.  300  to  1200  cps 
Scale  Ranees  -02%,  0.6%,  and  2.0%  rms  full  Kale 
Display  -  3-inch  oKilioKope  for  waveform  observation 

Price:  $845.00  rack  mountad.  $880.00  In  caMnat 

WRITE  FOR 

COMPLETE  INFORMATION  ANO  PRICES 


^  402  Fast  Gutierrez  Street 

Santa  Barbara.  Catitor 
1  riNallf  Telephone  WOodlanri  5  45U 


When  ordering  or  seeking  intermalien 
please  mention  electronics  Buyers'  Guide. 
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ULTRASONIC  CLEANING  EQUIPMENT 


BRANSON  ULTRASONIC 


a  Brown  House  Rd.  •  Stamford  •  Conn. 


In  wide  use  for  electronic  components  and 
assemblies  that  must  be  ‘‘microscopically" 
clean,  such  as:  Switches  and  Relays  •  Tube 
and  Transistor  Elements  •  Ball  Bearings  • 
Circuit  Boards  •  CRT  Necks  •  Instrument 
Parts  and  Movements  •  Quartz  Crystals  • 


FOR  RADIO  —  TELEVISION  —  HI-FI  —  MUSICAL  INSTRU¬ 
MENTS  —  ELECTRONIC  CONTROLS  AND  COMPUTERS. 


GENERATORS 


’  PHONE  PLUGS 

THE  LARGEST  VARIETY  OF  STYLES,  SIZES  AND 
TYPES 

'LITTEL-PLUG" — small — fits  standard  Jacks — (also 
MIL  type,. 

’TINI-PLUGS"— sub-miniature  2  conductor  Phone 
Plug  for  use  with  "Tini-Jax". 

'LUG-PLUG'' —small — low  cost. 

'STANDARD  "  —conventional  sire,  heavy  terminals — 
rugged  design.  2  and  3  conductor  types. 
'FLAT-PLUG" — removable  cover  permits  use  with 
screw  or  solder  lug  terminals.  2  or  3  conductor 
types. 


JACKS 

FOR  MILITARY  AND  INDUSTRIAL  EQUIPMENT- 
MOST  COMPLETE  LINE 

Available  in  all  cenmen  and  many  special  circuits. 
"LITTEL-JAX" —require  minimum  panel  space. 
"TINI-JAX" — similar  to  "Littel-Jax" — subminiature 
in  design. 

"SF-JAX" — short  frame  design— innumerable  circuits. 
"LF-JAX" — long  frame  design — all  circuits. 
"EXTENSION  JAX" — for  cable  extensions. 
"SHIELDED  JAX"  -shield  assembled  into  and  made 
a  part  of  Jack. 


Seven  SONOGEN"  Generators  with  average  RF 
Outputs  from  65  to  2500  Watts  and  a  wide 
range  of  Immersible  and  Tank  Type  Trans¬ 
ducers  Pulsed  power  at  38  kc  s  gives  maxi 
mum  cleaning  with  quiet  operation  Simple 
design  and  rugged  construction  assure  mini¬ 
mum  maintenance 

SONOGEN"  Ultrasonic  Generators 

tank  RF  OUTPUT 

VOLUME  (Walls) 

MODEL  (Call)  Av|  Ptak 


MOLDED 

CABLE 

ASSEMBLIES 


JACK  PANELS 
Black  phenolic  strip, 
reinforced  with  steel, 
supports  Switchcraft 
"T-JAX"  and  "MT-JAX", 
Single  or  double  row 
panels  accommodate  up 
to  52  Jacks — common 
and  special  circuits. 


(Audio  Jumpers) 


TELEPHONE  B  MILITARY  JACKS 

'T-JAX"— a  conventional  telephone  switchboard  de¬ 
sign — all  standard  circuits  and  military  specifica¬ 
tions. 

'M-JAX" — (illustrated)  a  heavy  duty  design  used 
in  heavy  industrial  equipment. 


Plugs  molded  directly  to 
various  cable  combina¬ 
tions.  Shielded  and 
unshielded.  Various 
lengths. 


TRANSDUCERS 


TELEVER  SWITCHES' 


"LIV-R-SWITCH  " 

A  lever  action  switch 
requires  only  single  hole 
for  mounting.  Available 
in  numerable  circuits; 
various  contact  mate¬ 
rials. 


"FF-SWITCH" 

Flat  frame  support 
spring  "pile-up"  in  vari¬ 
ous  circuits  and  contact 
combinations.  "Easy" 
action  of  colored  push 
buttons. 


(Above)  E  Senes  Im-  JHI 

mersibie  Transducer; 

(Right)  T  Series 
Transducer/ Tank  Unit.  ’ 

Hermetically  sealed  in  welded  stainless-steel 
housings  B-Series  units  mount  on  tank  wall 
with  feed-through  power  leads,  E-Series  units 
have  watertight  power  leads  for  immersion  in 
cleaning  fluid,  can  be  easily  re-arranged  at 
any  time.  T  Series  Tank  Transducer  units 
from  Vi-  to  25gallon  capacities. 


S«ri««  6000 

Rugged  telephone  type; 
3"  depth  behind  panel. 
Welded  cross  bar  Palla¬ 
dium  contacts  rated  at 
3  amps.,  3(X>  watts  max¬ 
imum,  non-inductive  A. 
C.  load,  locking  and 
non-locking  types. 


Series  16000 
Same  design  as  series 
6000,  features  single 
hole  mounting;  Unique 
feature,  "non-locking" 
type  can  easily  be  con¬ 
verted  to  "locking"  by 
removing  "stop  plate." 


INTEGRATED 

UNITS 


"LITTEl  t 
TINY-SWITCHES" 

"Li  ttel -Switch" — rugged 
yet  small,  a  Push  Button 
switch  available  in  sim¬ 
ple  circuits;  contacts  to 
suit.  Various  colors  of 
Buttons. 

"Tiny-Switch"  —  similar 
to  "Littel-Switch",  ex¬ 
cept  sub-miniature  de¬ 
sign. 

"MINI-MIX" 
Miniature  2-input  Audio 
Mixer  connects  directly 
to  equipment — no  exter¬ 
nal  cables. 


"MULTI-SWITCH" 
Features  choice  of 
switching  functions.  1  to 
37  stations  possible. 
Single  frame  or  ganged 
assemblies.  Illuminated 
or  non-illuminated  but¬ 
tons. 


BUTTON  AND 
CORD  SWITCHES 

"ButtorvSwitches"— un¬ 
usually  small  push  but¬ 
ton  switch,  completely 
enclosed. 

"Cord-Switches"  —  cord 
mounted  or  pendant 
switch.  Ideal  for  "hold" 
in  hand  operation. 

"ADAPTERS" 

For  connecting  equip¬ 
ment  having  different 
type  connectors. 


"RS-SWITCH  " 
Rotary  switch,  rugged 
frame  supports  spring 
"pile-ups";  minimum 
panel  depth.  2  or  3 

fiosition;  locking  or  non- 
ocking  action. 


Self-contained 
complete  clean- 

ing  installations.  '■'T 

H-Type  Cabinet 
units  connect  to 

power,  water  and  '  | 

air  supply  and  v 

drains.  R-Series  ^ 

Roll-Around  Units 
connect  to  pow- 

er  supply  only.  "’50 

Both  110V-60C. 

Write  for  24-page  Book  on  Ultrasonic  Cleaning 


Complete  lino  of  CONNECTORS 
Microphone  ond  Phono. 
JACK  COViRS 


5537  N.  Elston  Avenue,  Chicago  30,  Illinois 

Canadian  Representative: 

Atlot  Radio  Corporotion.  ltd. 

50  Win9old  Avonuo,  Toronto,  Canada 
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North  American  Electronics,  Inc.  ^ 

HIGH  TEMPERATURE 

SILICON  POWER  RECTIFIERS  ^ 

and 

SILICON  VOLTAGE  REGULATORS 

APPLICATIONS:  Power  Supplies  for  Missiles,  Fire  ^ 

Control  Systems,  Navigation  Systems,  Aircraft,  ^ 

Computers,  Automatic  Pilots,  Radar,  Battery  ^ 

Chargers,  Voltage  Regulators,  Ignitions  Sysfems,  etc. 

SILICON  POWER  RECTIFIERS  -  Characteristics  at  150’C 


TYPE 

Ptok 

Invers* 

Voltage 

(Volts) 

Maximum 

Load 

Current 

(Ma) 

Recurrent 

Forward 

Peek 

Current 

(omDs) 

Moximum 

Surge 

Current 

(amps) 

Forword 

Voltage 

Drop  (o 

7S^C 

(volts^ 

Maximum 

Average 

Inverse 

Current 

(Ma> 

Applicotian 

Stud  Base  Mount  Types 

NA26 

200 

200 

0  6 

1.0 

2  0  !.I 

500  Mo 

0  1 

Mag  Amp. 

NA4« 

400 

200 

0  6 

10 

2  0  (A 

500  Mo 

0.1 

Mag.  Amp. 

NAM 

600 

200 

0  6 

10 

2  0  9 

500  Mo 

0  1 

Mog.  Amp 

NASA 

800 

1000 

3  0 

100 

2  .0  (g  2000  Mo 

0  5 

Gen.  Purp 

NAI04 

1030 

1000 

6  0 

10.0 

2  0  @  2000  Mo 

0.5 

Gen  Purp 

NA126 

1200 

2C0 

1.5 

3  0 

2.0  @ 

400  Mo 

05 

Gen.  Purp. 

1N253 

95 

1000 

4  0 

40 

1.5  @)  1000  Mo 

0  1 

Mil.  Type 

IN254 

190 

4C0 

1.2 

15 

1.5  <i 

500  Mo 

0  1 

Mil.  Type 

IN25S 

380 

400 

12 

15 

1.5  <1 

500  Mo 

0  15 

Mil.  Type 

1N256 

570 

200 

0  6 

10 

2  0  «i 

500  Mo 

0  25 

Mil  Type 

Axial  Lead  Types 

1N538 

200 

250 

15  0  1 

1.1  or 

500  Mo 

0.3 

Mil.  Type 

1N53Y 

300 

250 

15  0 

1.1  <a 

500  Mo 

0.3 

Mil  Type 

1N540 

400 

250 

15.0 

1.1  in 

500  Mo 

0  3 

Mil.  Type 

1N547 

600 

250 

15.0 

12  n 

500  Mo 

03 

Mil.  Type 

IN5A0 

800 

250 

5.0 

1.3  '<» 

250  Mo 

0  3 

Pow.  Supp 

1NSA1 

1000 

250 

5  0 

1.3  «t 

250  Mo 

0  3 

Pow.  Supp. 

High  Power  Types 

1N248 

50 

10A 

45  0 

90  0 

1  1.5.. 

10  Amps 

5  0 

Gen  Purp. 

1N248A 

50 

20A 

90.0 

2500 

1 .5  (ft  20  Amps 

50 

Gen.  Purp 

1N249A 

10O 

20A 

900 

250.0 

1 .5  «« 

20  Amps 

5  0 

Gen.  Purp. 

NA202 

200 

20A 

90  0 

250  0 

1  1  .$  (d  20  Amps 

50 

C^n  Purp. 

10  WAn  SIUCON  VOLTAGE  REGULATORS 


Voltog*  Rongo 

Moximum 

Dynomic 

Tost 

Curront 

Maximum  Average 
Operating  Current 

TYPE 

(volts) 

Rosistonco 

(ohms) 

(omps) 

(omps) 

(3  S5°C  COSO 

(mo) 

125‘Ccoso 

PR.704 

4.3-  5.4 

1 

2.0 

500 

PR-705 

5.2-  6.4 

1 

1.6 

400 

PR-706 

6.2-  8  0 

.8 

1 

1.2 

300 

PR-70e 

7.5-100 

.8 

1 

1.0 

250 

PR-710 

9.0-12.0 

1.5 

.5 

.8 

200 

PR-713 

11.0-14.5 

3 

.5 

.7 

175 

PR-715 

13.5-18  0 

3 

.5 

.6 

150 

PR-7ie 

17.0-21.0 

3 

.5 

.5 

125 

PR-734 

20.0-27.0 

8 

.15 

.4 

100 

North  American  Electronics,  Inc.  Semiconductor  Devices 
are  designed  to  fulfill  the  most  exacting  require¬ 
ments  and  life  tested  to  insure  maximum  reliability. 

Write  for  Data  Sheets  on  over  200  Types  to: 

212  BROAD  STREET,  LYNN,  MASSACHUSETTS 


When... 


YOU  BUY 


REQUEST 

ADDITIONAL 

PRODUCT 

INFORMATION 

be  sure  fo 
mention  the . . . 

electronics 

BUYERS’ 

GUIDE 

THIS  VYILL 
ASSURE  YOU 
OF  PROMPT 
AnENTION 

A  McGraw-Hill  Publication 


When  ordering  or  seeking  information 
pleate  mention  £le<troni<t  Buyers'  Guide. 
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McMillan  Industrial  Corporation  makes  various  materials  for  the  absorption  of  microwave  energy,  for 
indoor  or  outdoor  use  and  for  ground  or  airborne  applications.  Listed  below  are  the  three  most  popular 
absorbers,  their  typical  applications,  specifications  and  characteristics. 

I  Especially  adaptable  for  airborne  applications,  the  type  "T” 
IS  an  extremely  versatile  absorber  where  space  and  weight 
limitations  are  essential.  Easily  formed,  it  is  impervious  to 
effects  of  moisture,  hydraulic  fluids,  gasoline  etc.,  when 
edge  sealed. 

SPECIFICATIONS 

Frequencies;  2500  to  35,000  MC. 

Bandwidth; 

Power  Reflection  Coefficient ; 

Perpendicular  Polarization 

Parallel  Polarization  2' 

Perpendicular  &  Parallel  Polarization  2'  ( 

Power  Dissipation :  2  watts  sq.  i  n. 

Temperature  Range;  — 62'F  to  172°F 

Thickness  &  Weight :  at  9375  MC.,  *ii'  thick,  4  7  oz.  sq.  ft. 

at  5400  MC.,  >4 'thick,  5.7  oz.  sq.ft. 
Standard  Sheet  Size:  18'x36' 


’  oi6iT»oMict  cow 

AIMRISOM.  H(W  t0«K 


N«w  daiign  for  ferrite  delay  line*  9ive: 

Exceptionelly  high  otiey  to  rite  time  ratio! 
Minimum  yelume  minimum  cost 
Eitrtmt  Accuracy  -)%  production  tolerances  on 
delay  2°e  production  toltrancn  on  characteris¬ 
tic  impedanct 

Meets  all  applicable  MIL  specs 
Temperature  Coefficient  0.005%  or  less  on  re¬ 
quest 

Enamples  of  lines  built: 


THIN -FLEXIBLE 


Two  stable  absorbers  whose  high  performance  and  longlife 
IS  not  affected  by  moisture,  humidity  and  dust.  Type  "BL” 
is  fine  for  walls,  ceilings  and  test  panels.  Type  "BH"  is 
excellent  for  test  room  floors  and  outdoor  installations, 
as  its  high  absorption  characteristics  are  unchanged  when 
it  IS  walked  on. 

SPECIFICATIONS 

Frequency  range 
Power  reflection  coefficient ; 

I  perpendicular  and  or  parallel 
polarization) 

Power  dissipation: 

Temperature  range 


D«l«v 


1000  to  35.000MC. 
0.4' ,  at  24.000  MC. 

1.0*  t  at  9,400  MC. 
2.0',,  at  5.400  MC. 
2  watts  sq.  n. 
type  “BL"j  —  62  F  to  155°F 
type  “BH  ")  -62  F  to  175'F 
2’  or  4'  thick,  4'  long,  1'  wide 
(type  "BL”)  .5  lbs.  sq.  ft. 
.type  "BH")  .7  lbs.  sq.  ft. 


Sucoutu  duloy  risu  time  no.  of  section!  is  so 
•  ■traofdinaffly  High,  •ifh^r  a  higher  d#lay> 
tori%«  fim«  ratio  lor  o  givon  numbor  of 
^tion»  con  bo  $vppl<ody  or  o  givon  doloy* 
fo-rito  timo  rotio  con  bo  mointoinod  with  o 
corrospondmg  rodoction  of  volumo  ond  coit. 


TYPE  “Bl_”  A  “BH 

PERMANENT -LIGHTWEIGHT 


Standard  block  size 
Weight 


Photo  ebove:  Hermeticelly  Seeled  Model. 
Also  eveilable:  Molded  in  Epoxy  Resin  or 
Open  Type  Construction 


CONTINUOUSLY 
VARIABLE  LINES 


Recommended  fei  use  in  the  low  frequency  range  where 
permanent  attenuation  characteristics  are  required,  for  both 
indoor  and  outdoor  applications 


A  tgporb  initrumorrt  for  tho  loborotory  or 
wh«r»vtr  on  adjuUeblo  lino  it  roquirod. 
Footgring  infinito  rotolution,  no  sliding  coO' 
tacts.  Bongos  ovoiloblo  oro  from  0  07 — 0.10 
^soc  to  3  50  to  5  00  msoc.  Ratio  of  moiiimum/ 
minimum  doloy  it  opproximotoly  1.4.  Im* 
podoncos  from  500  ohms  to  2000  ohmt. 


SPECIFICATIONS 

Frequency  range: 

Power  reflection  coefficient : 

Power  Dissipation : 

I  perpendicular  and  or  parallel 
polarization) 

Size 


Other  Dykor  Products 

•  PULSE  TRANSFORMERS 

•  PERFORATED  TAPE  READERS 

•  MAGNETIC  TAPE  HANDLERS 

•  TRANSISTORIZED  READ  WRITE 

AMPLIFIERS 

•  HIGH  SPEED  CLUTCHES 

Sencf  for  complete  cotofog  to.- 


TYRE  “BI_-48“ 

BROADBANDED  -  PERMANENT 


Weight; 

Temperature  range 


Also  available —  Type  "H” 
Hair  Mat  Absorbers  in  thick¬ 
nesses  from  1'  to  8'  for  fre¬ 
quencies  from  500  to  35,000  MC 


DIGITRONICS 

CORP. 


Albertson  Ave.,  Albertson,  N.  Y. 
TRADE  MARK  PI.7-S090 


McMILt-AN  LABORATORY,  INCORPORATED 

Brownville  Avenue  •  Ipswich,  Massachusetts 
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PRECIOUS  METAL 
SPECIALISTS 


•  Molded  oKombliot 


•  Fin*  wiro  (rotistonco) 


•  Prociou*  motal  wiro 
and  ploto 


RESEARCH  AND  DEVELOPMENT 


A  manufacturer  of  precious  metal  products  for 
over  145  years,  The  J.  M.  Ney  Company  offers 
research  experience  and  facilities  second  to  none 
in  this  field.  Research  Department  services  are 
freely  available  to  Design  and  Production  En¬ 
gineers;  and  include  complete  facilities  for  sub¬ 
jecting  experimental  and  standard  alloys  to  a  full 
range  of  chemical,  physical,  electrical,  mechanical 
and  metallographic  tests  as  well  as  tests  simulat¬ 
ing  actual  and  accelerated  conditions. 


Febricatod  ports  and 
ossomblios  using 
procious  metal  with 
base  metal  blades 


REQUEST 

ADDITIONAL 

PRODUCT 

INFORMATION 


Welded  assemblies 


Small  screw  machine 
and  headed  contacts 


COMPLETE  MANUFACTURING 
FACILITIES 


•  Research  and 

Engineering  facilities 


Ney’s  modem  new  plant  is  ideally  equipped  to 
serve  manufacturing  needs  for  large  or  small 
quantity  production  of  the  simplest  part  or  the 
most  intricate  assemblies.  Ney  manufacturing 
facilities  include  wire  drawing  equipment,  two 
and  four  high  rolling  mills,  punch  presses  up  to 
50  tons,  automatic  screw  machines  up  to 
capacity,  cold-heading,  wire  forming,  welding  and 
soldering  equipment  and  a  complete  tool  room. 


Rofining  of  procious 
motols 


be  sure  to 
mention  the, 


STANDARD  AND  CUSTOM-MADE  PARTS 


Ney  products,  either  standard  or  made  to  customers’  specifications,  include  molded 
contact  assemblies  for  use  with  printed  commutators,  potentiometer  windings, 
slip  ring  assemblies  and  printed  rotary  switches;  sliding  contacts;  slip  rings  and 
assemblies;  commutator  segments  and  assemblies;  brush  and  brush  holder  assem¬ 
blies;  and  precious  metal  resistance  wire.  Ney  engineers  are  available  for  consulta¬ 
tion  on  all  problems  involving  the  use  of  precious  metals. 


Write  for  your  copy  of  Ney  Data  Book,  “NEY  PRECIOUS  METALS”  (Bulletin 
R-12)  or  call  our  Engineering  Department  (Hartford,  CHapel  2-2281). 


THIS  WILL 
ASSURE  YOU 
OF  PROMPT 
AnENTION 


A  McGraw-Hill  Publication 


P.  O.  BOX  NO.  990  •  DEPT.  A  •  HARTFORD,  CONNECTICUT 


Wli*n  ordering  or  iooking  information 
ptoaao  montion  ilottronicB  Buyorn*  Guido, 
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J 

%  ■  _ 

GUDEBROD 
LACIMG 
TAPES  ARE 
USED  IM 

COMMUMICATIOM. 
UTILITIES 
&  MILITARY 
AS  WELL  AS 
RESEARCH 
PROJECTS. 

CAM  WE 
HELP  YOU.? 

Gudebrod  flat  braided  lacing 
tapes  bald  harness  securely — 
no  bite-through  or  slip,  yet  are 
easy  on  the  hands.  Some  resist 
high  temperature,  some  are 
color-coded  . .  .  and  they  come 
wax-coated  or  wax-free  .  .  . 
rubber-coated  ...  or  with  spe¬ 
cial  coating.  Gudebrod  makes 
many  tapes  for  many  pur¬ 
poses,  including  defense  work. 
Send  us  your  lacing  problems 
or  your  specifications  .  .  .  we 
con  supply  the  answer  to  both. 

GUDELACE  •  GUDE-HYLACE 
GUDELACEH  •  TEFLACE 
GUDEBROD  BROS.  SILK  CO.,  INC. 

ELECTRONICS  DIVISION 
225  W.  34th  St.,  New  York  1,  N.  Y. 

EXECUTIVE  OFFICES 
12  South  12th  St.,  Philadelphia  7,  Pa. 


A  Brue!  <C  Kjaer  integrated  sound  instrumentation  pane!  enables 
a  large  electrical  manufacturing  corporation  to  automatically 
measure  and  analyze  the  noise  from  large  power-transformers. 

‘  Tntegrated" 

*B  &  K  INSTRUMENTS,  Inc. 

S.  z4^eHCty  /at  t/U  ^uzUctty 

BRUEL  &  KJAER  INSTRUMENTS 

B  &  K  INSTRUMENTS,  Inc.  —  A  new  company,  organized  to 
serve  as  your  central  source  for  integrated  instrument  systems  for 
automatically  measuring  sound,  vibration  and  strain. 

B  &  K  INSTRUMENTS,  Inc. — Provides  a  professional  consultation 
service  to  aid  you  in  establishing:  measurement  progams,  testing 
techniques,  special  accessories  to  complete  instrument  systems. 

B  &  K  INSTRUMENTS,  Inc.  —  Offers  technical  counseling  from 
qualified  engineering  representation  working  with  our  field 
application  engineers. 

B  &  K  INSTRUMENTS,  Inc.  —  has  completely  equipped  facilities, 
staffed  with  factory  trained  specialists  to  give  immediate  service 
or  calibration  on  all  instruments  we  sell. 

*  Th«  pr9t9nt  Bru*/  &  Kjovr  Oiifribufor  will  moli0  dativvrias  up  to  Sopt.  I,  1958.  Alitr 
this  dato,  ordors  will  bo  accoptod  by  B  &  K  Inttrumonft,  Inc. 

If  you  have  problems  in  measuring  sound,  vibration  and  strain,  write  NOW  —  We're  ready  to  serve  you. 


B  &  K  INSTRUMENTS,  Inc. 

3044  WEST  106th  STREET  •  CLEVELAND  11,  OHIO 
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DD  DOUBLE  BLOWER 

Pow«r*d  by  Typ*  D  shaded  pole  inductloa 
motor.  Draws  3S  W  on  US  V.  60  cycle.  De> 
Uyers  100  cim  (free  air)  at  3100  rpm.  DS  Sfa> 
gl*  Blower  is  same  as  DD  except  slnqle  nail 
draws  30  W  on  115  V,  60  cycle;  deliyen  S6 
cim  (iree  air)  at  3200  rpm. 


A  UNIFORM 
FOR  PRAStiCAL  ELECTRONIC 


TEFLON"  FILM 
APPLICATIONS 


The  uniq»«»  electrical  properties  of  "Teflon"  has  earned  for  it  the 
title  of  "Ideal  Dielectric."  No  other  material  exhibits  equal  per¬ 
formance  in  low  dielectric  absorption,  high  insulation  resistance, 
low  loss  factor  and  low  voltage  de-rating  factor  in  high  temperature 
operation. 

'Die  Dilectrix  Corporation  presents  these  qualities  in  a  Cast  Film 
Xvhich  in  itself  possesses  unique  physical  properties.  Using  a 
highly  polished  metal  substrate  and  "Teflon"  in  the  smallest  pos¬ 
sible  particle  size  available — unusually  thin  films  are  formed  in  a 
multiple  dip  casting  process.  Layer  upon  layer  of  sub-micron  sized 
particles  are  completely  fused  together  to  build  up  films  in  thick¬ 
nesses  ranging  from  0.00025"  to  0.004". 


YSD  DOUBLE  BLOWER 
Powered  by  Type  Y  ekoded  pole  Induction 
motor.  Drawe  45  W  on  115  V.  60  cycle.  Do- 
liyere  100  elm  (iree  air)  at  1650  rpm.  YSS 
Single  Blower  is  same  as  YSD  except  single 
unit  draws  40  W  on  115  V.  60  cycle:  delivers 
50  cim  (iree  air)  at  1650  rpm. 


IN  VARIATIONS  TO  FIT  TOUR  SPECIFIC  APPLICATIONS 


Type  C-Clear 

Available  in  thickness  gauges  of  0.00025",  0.000375' 
0.0005",  0.001",  0.002",  0.003",  0.004". 


D2D  DOUBLE  BLOWER 

Powered  by  Type  D  shaded  pole  Induction 
motor.  Draws  15  W  on  115  V.  60  cycle.  De¬ 
livers  25  cim  (iree  air)  at  3200  rpm.  D2S  Sin¬ 
gle  Blower  is  same  as  D2D  except  single  uidl 
draws  15  W  on  115  V,  60  cycle:  delivers  10 
cim  (iree  air)  at  3100  rpm. 


Type  C-Colored 

Available  in  0.002"  thickness.  Mil-104  colors  —  black, 
brown,  blue,  orange,  yellow,  violet,  gray,  green,  red, 
white. 


Type  CSC-Clear 

Available  in  2.5,  3.5  and  4.5  M.l  thicknesies.  A 
unique  combination  of  cured  "Teflon"  Film  super¬ 
imposed  by  a  thin  layer  of  semi-cured  "Teflon"  Film. 


Type  CSC-Colored 

Available  in  2.5  Mil  film  thickness,  10  colors  ideally 
suited  for  high  temperature  wire  insulation,  readiiy 
fusible  to  itself. 


P  MOTOR 

Low-Cost  single  coil  2  pole  Induction  motor. 
Free  speed  3400  rpm.  115  V.  60  cycles.  1/300 
to  1/50  hp. 


Pressure  Sensitive 

Available  in  “Teflon"  film  thicknesses  of  2.0  Mil,  3.0 
Mil,  and  4.0  Mil,  a  low  temperature  adhesive  backed 
"Teflon”  that  sticks  to  almost  anything  in  solid  form. 


Bendable 

Available  in  thicknesses  of  2.0  Mil,  and  3.0  Mil. 
These  films  are  not  chemically  treoted  and  yet  one 
surface  is  highly  receptive  to  adhesives  of  any  type 
and  may  be  strongly  bonded  to  other  materials. 

’Trademork  du  Pont  "Teflon"  tetrofluoroelhylene  resin 


AR  MOTOR 

Reversible  capacitor  type.  Free  speed  3300 
rpm.  24  V,  60  cycle  operotion  wiA  100  mi 
condenser.  Excellent  ior  TV  antennas.  1/200 
hp.  Other  voltages  available. 

ELECTRIC  COMPANY 

Lfwrence  St.,  Lowell,  Matt. 


For  further  information, 
write  or  call: 


ALLEN  BOULEVARD,  FARMINGDALE,  L.  I.,  N.  Y. 

CHapel  9-7999 


Division  of  Coniolidofed  Electric  lamp  Company 

STANDARD  MODELS  OR  OESIGNEO  FOR  YOUR  NEEDS 
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#  ttn|»re9n<Ml|lt  «n#<|Nn|h4i4l|||| 

r|«»  •  9mh04men^  m  foij^  4 


LOW  EXOTHERM,  SEMI-RIGID  (-65°cto 

APPLICATIONS:  Diodes,  Transistors,  Rectifiers,  Transducers 
and  Capacitors. 

EP'FOME — low  density,  foam-in-place,  room  temperature  curing  resin. 
EP*330 — No-shrink,  flexible,  room  temperature  curing  casting  resin. 
EP-681 — Flexible  casting  resins  to  meet  MIL-16923B,  Type  "C”. 
EP-133>1 — large  volume  casting  resin. 

EP-422 — low  shrink,  fiber  reinforced,  room  temperature  curing  resin. 


plastic 

laminates 

offet^ 


ElECTRONIC  PIASTICS  CORP 

Encapsulating  &  Potting  Compounds 


SCOPE  FOR  THE  DESIONER 

.■t  u’ide  elioicf  of  clad  and  unclad 
phenolicn  and  rpoxica,  with  char- 
actenBticH  to  meet  your  exacting 
specif icatione  .  .  .  new  materials 
developed  to  fit  your  unique  needs 
.  .  .  plus  Selco  moulded  laminated 
copper-clads  .  .  .  give  you  unlim~ 
ited  scope  in  designing  within 
strict  limitations. 

EASE  FOR  THE  FABRICATOR 

The  uniformity  and  high  quality 
of  Selco  Laminates  cut  to  a  min¬ 
imum  the  rejects,  slow-<lowns  and 
shut-downs  that  reduce  production 
and  increase  costs.  L'very  manufac¬ 
turing  process  benefits  from  the 
quality  built  into  Selco  products. 

CONFIDENCE  FOR  THE  USER 

When  you  specify  Selco  copper- 
clads  for  etched-circuit  bases,  be  if 
fora  hearing  aid  ora  mammoth  com¬ 
puter,  you  hnow  your  supplier  can 
<lo  his  best  work  and  your  product 
will  do  justice  to  your  reputation. 

DESIGNER  FABRICATOR  USER 

Use  the  Nelco  Catalotr  as  your 
Bt'YiNG  Gi'iiik  for  clad  and  unclad 
phenolics  and  epoxies.  Our  nation¬ 
wide  enjjineerinir-service  staff  and 
plant  technical  personnel  are  at 
your  command.  Write  today. 


LOW  EXOTHERM,  RIGID  (-ss^cio  .85«c) 

APPLICATIONS:  Resistors,  Capacitors,  Toroidal  Coils,  Rectifiers  ond 
Electronic  Assemblies. 

EP-FOME — Medium  density,  foam-in-ploce,  room  temperature 
curing  resin. 

EP-320 — No-shrink,  ropid  curing,  room  temperature  setting  resin. 
EP-121LOX — Rapid  curing,  low  exotherm  casting  resin. 

EP-495 — Room  temperature  curing,  low  exotherm  epoxy. 


RAPID  CURING,  RIGID  (-ss'cio  -85°Cond  +i50®c) 

APPLICATIONS:  Transformers,  Coils,  Assemblies  and  Packaging. 
EP-1 1 0 — Low  viscosity,  general  purpose  casting  resin. 

EP-210 — Transparent  casting  resin. 

EP-220 — Fire  retardant,  high  temperature  casting  resin  (-f150°C). 
EP-1  503 — Two-component,  resilient  epoxy  casting  resin. 


HIGH  TEMPERATURE  — CASTING  AND  POHING  — 
COMPOUNDS  (-65  Clo+260®C) 

APPLICATIONS:  Components,  Assemblies  and  Machined  Parts. 

EP-477 — Two-component,  rigid  epoxy,  -f  260°C.  operating  temperature. 
EP-1 01 4 — Two-component,  rigid,  fire  retardant  epoxy,  -t-200°C. 
EP-819-1 — Resilient,  rapid  curing  casting  resin,  -I■200°C. 

COATINGS 

APPLICATIONS:  Printed  Circuit  Boards  and  Assemblies. 

EP-450 — Resilient,  multi-epoxy,  air  drying,  transparent  coatirrg. 

EP-K-3 — Air  drying,  resilient,  cushioning  coating. 

EP-462 — Rigid,  oven  curing,  chemical  inert  coating. 

EP-465 — Heavy,  resilient,  excellent  adhering  qualities. 


NEW  ENGLAND  LAMINATES  CO. 

4f>l  Canal  Street,  Stamford,  Conn. 


RESiARCH  AND  DEVELOPMENT 

Our  engineering  deportment  con  develop  your  project  from  the  blue-print  to  final  package. 
Design  and  building  of  molds,  formulating  the  exact  resin  requirement  and  testing  of  the 
finished  piece  can  be  accomplished  in  our  machine  shop,  chemical  and  testing  laboratory. 
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RIPLEY  PRODUCTS 


Other 


•  BLOWER  WHEELS 

•  SUNSWITCHES 
Street  Light 
Controls 

•  ELECTRONIC 
SWITCHES 

•  TIMERS  & 
RELAYS 

•  PHOTOELEaRIC 
CONTROLS 

•  SAFETY 
CONTROLS 

•  ELECTRONIC 
COUNTERS 

•  REGISTRATION 
CONTROLS 


•  WEB  ALIGNMENT 
CONTROLS 


/  neea  ^ 
MotorBlower 
Assemblies? 


Here 


truly 


des 


pact 


pro 


duction-engineered  to  give  you  top 
dependability  at  lowest  possible 
prices. 

Now  —  available  for  immediate  de¬ 
livery  —  from  the  smali  Unit .  .  . 
8  CFM  at  static  pressure,  running 
ot  20,000  RPM,  to  the  #3  Un/t  .  ,  . 
150  CFM  in  free  air  running  at  6000 


RPM 


Write 


today 


for 


plete 


story 


RIPLEY  COMPANY  INC. 

k  MIDDLETOWN,  > 
X.  CONN.  ^ 


MEASUREMENTS' 

STANDARD 
PULSE  GENERATOR 


The  Model  179  if  uniquely  suited  lor  produc¬ 
tion  and  laboratory  work  where  pulses  ol 
known  repetition  rate  and  width  are  required. 
It  is  extensively  used  in  TV,  radar,  computer 
and  nuclear  heldi. 

•  Wide,  calibrated  fraquancy  ranga-tO  cpt  to  100  Ke 

•  Contlnaeusly  aariabia  callbratad  pulsa  width 

•  Trluatad  and  fraa-nmnlng  oparatlon 

•  Hi|h-amplituda  positive  and  nogatlvo 

pulsai . . .  -f 200  V  to  -ISO  V 


MEASUREMENTS 

•  A  McOrww-ldison  Division 


Cef  positive 
connections! 

Save  time! 

with  Addaplug 
Connecting  Leads 


Features! 


1.  Speciol  potented  sprine-oction  tip  pro¬ 
vides  self-wiping  oction  and  gives  uniform, 
low  contact  resiitonce  (less  than  0.(X)1  ohm). 
Spring  is  of  stainless  steel  for  infinite  life. 

3.  Spring  action  provides  good  grip  and  con- 
foct  pressure.  Compensates  for  wide  vorio- 
lions  to  mote  perfectly  with  random  size 
female  connections. 

3.  Color  coded:  red— R,  black— 8,  green— 
G,  yellow— Y,  blue— BL,  or  brown-^R. 

4.  lead  is  polyvinyl  insulated,  highly  flex¬ 
ible  stranded  wire  integrally  molded  to  plug 
for  perfect  Insulotion.  Strong  and  durable 
•  .  .  resists  failure  due  to  flexing  ot  lunction 
of  plug  ond  wire. 

5.  Fit  stondord  terminol  posts,  locks,  olli- 
gotor  clips  ond  spade  lugs.  Ne^  no  speciol 
odopters  for  most  connections. 

6.  Outlast  homemode  leods  4  or  5  times. 
Cost  less. 


Threo  typgs  — 

Regufor  for  heavy  duty 


instrument  hookup. 


Bi-AMiol  for  general 
purpose  instrumenta 
tion  setup. 


Axroi  for 
medium  duty, 
computer  patch 
panels,  breod- 
boords. 


Immediate  delivery. 
Write  for  BuHefln  #582. 


Slacking  S 
Side  holes  ond  stack¬ 
ing  feoture  (Bi-Axiol 
Type)  provide  un¬ 
limited  connections 
for  multiple  inter¬ 
connections  of  all 
types  of  equipment. 


ASSOCIATED  ENGINEERINGCORPORATION 

45  Kent  Street  —  Brookline  44.  Mossochosem  7.4444 


SOLID 

ULTRA-SONIC 

DELflV 

Lines 


Production  quantities  and 
prototype  development  of 
both  fixed  and  variable 
lines. 


497  PARK  AVENUE, 
WEST  HARTFORD  10,  CONN. 
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MEASUREMENTS’ 

VACUUM  TUBE 
VOLTMETER 


increase 


NEW  ECONOMY  HPE 

7  and  9  pin  for 
commarcial  tuba  tasters 


ELECTRONICS  BUYERS'  GUIDE -Jon«,  ?958  -  MID-MONTH 


Whan  onisrins  or  saahinp  infermotien 
plaosa  mantien  Elacfrenics  •uyart'  CoMa. 


Electronic  Coils,  Inc. 

SPRINGFIELD-1,  MASS. 

33  Lyman  St.  P.  O.  Box  1665 


TYPE  Na.  D-279-S 

for  ctMssIs  and  bench  nMuntlng. 
Ruuadly  ctMistructad.  Stainless 
staal  stralchtanlnf  dlas  of  pre¬ 
cision  accuracy.  Knurled  and 
threaded  aluminum  guides  screw 
Into  aluminum  base  plate.  Bro¬ 
ken  pins  easily  removed  without 
disturbing  bese  plate  mounting. 
Tested  and  approved  by  U.  S. 
Army  Signal  Corps  for  use  by 
the  Armed  Services. 


^  MINIATURE 
XPURQW  ELECTRON  TUBE 

?iM 

Dual  Types  for  Straightening  7-Pln  and  9-Pln  Tubes 
—  For  use  In  Test  Equipment,  Radio  and  Radar 


U.  S.  Polaiil 
No.  3,573,1  «a 


For  Circuit  Elements 
Having  Inductance 
As  A 

Primary  Consideration 
Consult 


OURO  SPfCIALTY  CO.,  INC.  I 
811  Boston  St.,  Lynn,  Mass.  | 
LYnn  8-3479  -  ! 


LEWYT  DRILLS 
PRINTED  CIRCUITS 
110%  FASTER 


with 


A  SPECIALTY: 


g- _ -  -  13-19  University  Ploce 

nPtt  nPrtnes  engraving  machine  corp.  3  n  y. 


MEASUREMENTS 


McOrew 


DlvUUffi 


•OONTON 


NB  W 


•IBitSBV 


y-. 

ii' 


'V 


Attenuator^  and  Terminations 

^  DlC-lOOO  mcs 


76  S.  Bayles  Avenue,  Port  Washington,  N.Y.,  Port  Wash.  7-8707 


Broadband  RF  Amplifiers 

40-1000  mcs 


UHF  Converters 

300-900  mcs 


'and  coo!  that  probtam 


Modal  HFW  Amplifiars  covar  on  oc- 
tova  of  fraquoncy.  Thair  truly  axcap- 
tionol  parformonca  faoturaa  low  noiaa, 
high  gain  with  low  powar  drain. 


Modal  UHC-R  Convartart  provida  tha 
ultimata  in  santitivity  and  parform* 
onca,  faaturing  low  noita,  high  imoga 
and  spurious  rajaction,  minimum  odja- 
cant  chonnal  intarfaranca. 


TYPICAL  SPECIFICATIONS 
(condensad) 


(Model  LHC  R-4.5) 


SPECIFICATIONS  Model  HFW-302 
(condansad) 

Input  trap.  300  ta  600  mcs 

Input,  output  VSWR  Last  than  t.S  in 

?att  band 
bb 

Gain  20  db 


Input  Iraq 
RF  bandwidth 
Noise  figure 
Output  bandwidth 
Converter  gain 


Bandpass  Filters 

30-2000  mcs 


RF  Multiplexers 

40-2000  mcs 

Typo  RFM  Muhiplaxart  oparoto  ovor 
on  octavo  of  fraquoncy  with  outputs 
dividad  into  channals  of  aquol  bond- 
widths,  ovarlopping  to  aliminota  daod 
spots.  Muhipla  rasonont  circuits  in  ooch 
channel  minimiia  cross-chonnal  intar- 
ference  and  provida  vary  sharp  skirt 
selectivity. 


Model  HFF  and  HFF-T  Bondposs  Filters 
are  rugged,  reversible  in  oparotion, 
remarkable  in  performance  (which  ap¬ 
proximates  theoretical  expectations) 
Advanced 

are  also 
availoble  for 
antenna 

couplers  and  HV' 

diplexers  fi 


AMCO  B-350  BLOWER 
DELIVERS  350  CFM  •  TAKES  UP 
ONLY  3'/2"  OF  PANEL  SPACE! 


Another  one  of  the  outstanding  com¬ 
ponents  of  Amco’s  complete  modular 
system  for  instrument  enclosure.  The 
H-3?0  blttwer,  as  tested  and  certified 
by  Inland  I'esting  Labisratories,  de¬ 
livers  350  cubic  feet  of  filtered  air  per 
minute.  Vet  this  compact  blower  takes 
up  only  3'/2*  of  panel  space  when 
mounted  in  the  base  of  an  Amco  en¬ 
closure. 

This  and  other  integrated  acces¬ 
sories  of  the  Amco  system  greatly 
simplify  cooling  and  mounting  prob¬ 
lems  in  housing  equipment.  Blowers, 
chassis  roller  slides  &  guides,  small 
instrument  cabinets,  everything  down 
to  the  smallest  hardware  is  an  in¬ 
cluded,  integral  part  of  the  Amco 
system.  19',  38'  and  57'  wide  stand¬ 
ard,  stock  cowlings,  panels,  and 
writing  surfaces  provide  custom  ap¬ 
pearance  in  Amco  modular  console 
assemblies. 

^'rite  today  for  full  information. 
Take  advantage  of  an  instrument  en¬ 
closure  system  that  gives  you 

STRENGTH  •  VERSATILITY  #  CUSTOM 

APPEARANCE  #  REASONABLE  COST 
SHIPMENT  WITHIN  3  WEEKS 


TYPICAL  SPECIFICATIONS 
(condensud) 

(Model  RFM-W2) 

Frtq.  rang*  100-200  i 

No.  of  output  channtls  S 
Bandwidth/ekaiMOl  20  met 

Ptak-vallay  ratio/filttr  1  db 
Ovorall  iosortion  loss  2  db 
Input-output  imptdanca  50  ohms 


Model  Hll-n 


SPECIFICATIONS 
(condensed) 
Center  Ireq 
Bandwidth 
Insertion  loss 
VSWR 


42S  mcs 
50  mcs 
0.15  db 

1.03  in  passband 


HFA-50  and  HFA-75  Fixed  Pad  Attenuators;  HFT-50  and  HFT-75  Coaxial 
Terminations  have  imjjedances  of  52.5  and  "'5  ohms;  VSVi'R  is  1.2  maximum, 
up  to  1000  mcs.  Nominal  attenuation  is  2,  3,  6.  10.  or  20  db.  BNC  con¬ 
nectors  are  standard.  Prices  are  realistically  reasonable. 

Attenuators  and  terminations  are  also  available  with  Type  N  connectors, 
for  use  in  the  DC-30(X)  mcs  range. 


Literature  is 
available  on  all 
AKI  systems  and 
equipments. 


7333  W.  Alnslie  St.  •  Chicago  31 


When  ordering  or  seeking  information 
please  mention  Electronics  Buyers'  Guide. 
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advances  in  RF 

tecJini<ines  1 

1  In  recent  years.  Applied  Research  Inc.  has  contributed  notably  to  the  state  H 

1  <■  of  the  art  with  unique  originations  in  RF  components  and  equipments.  Much  H 

1  must  remain  undiscussed;  the 

production  items  below  are  representative.  | 

NEUTRONIC 

HIGH  VOLTAGE 
POWER  SUPPLIES 

BENCH  TYPE  CABINET 
RACK  MOUNTED 
.  I  %  Htgulation 


PERFORATIONS 

for  electronic 
applications 


VollttCe 

Model  Henir  fJurreiil  Price 

iniPR  1*111  KV  to  me  m  lo  KV  U—A 
flOim  6-00  KV  t  rue  «e  no  KV  ( 


BENCH  TYPE  CABINET 
RACK  MOUNTED 
.5%  Of  .1%  Regufation 


31KK  l>10KV  10  me  M  6  KV  64*  #• 
31MK  1-13  KV  n  me  •»  10  KV  6**.** 

33CK  5  3n  KV  3  me  M  IK  KV  615  — 

33MK  6  30  KV  3  me  *•  30  KV  M*  M 

33CH  6  40  KV  1  3  me  m  36  K\  635.** 

3aMK  6-46  KV  1  6  me  ••  30  KV  %77  — 
34CR  6-60  KV  .  me  «•  36  KV  **7  •• 

24MK  6-60  KV  3  me  «  30  KV  *i3  •• 

Above  units  e%eilel>le  n-m  reculelrd  enU  elso  ehh 
reversible  output. 


3  New  NEUTRONIC  Economy 
POWER  UNITS  at  omoiing  Low  Cost 
with  1%  Regulation 

MODEL  7SBR 

VoltMP:  2-7  5  KV-DC 
Current:  1  me  ti  6  KV 
BIse;  7V4X8xB 

Price  SMSO 

MODEL  15BR 

Voltacr:  2-15  KV-IX: 

Current  1  ma  «t  10  KV 
Size:  7V.X12X8 

Price  S1M50 

MODEL  30BR 

Voltaie:  5-30  KV-DC 
Current.  1  ma  V  20  KV 
Size:  7V'«xMx8 

Price  5219.50 

Prlcei  tubleci  to  rhante  orithoul  notice. 


NEUTRONIC 


93-14  lOIxt  Ava.,  Ozone  Pork  17,  N.  Y. 
Tol.  Virginia  7-7703 


Your  electronic  equipment  requires 

THE  BEST  IN  PERFORATION 

V.  ilh  85  yeart  and  over,  of  exfierienre  in  (lerforalinn.  »e  can  manufacture 
the  ['articular  ['crforaled  xrreen  or  |<anel,  in  accordance  with  your  specific 
rrt|uiremenlt,  in  any  of  ihr  lolUming  materials: 


ALUMINUM 

BRASS 

BRONZE 

COPPER 

CUPRO  NICKEL 

FIBRE 


GALV.  STEEL 
HARDBOAROS 
IRON 
LEAD 

MAGNESIUM 

MONEL 


NICKEL 

NICKEL  SILVER 

PAPER 

PLASTICS 

PLYWOOD 

RUBBER 


SILVER 

STAINLESS 

STEEL 

TERNE  PLATE 
TIN  PLATE 
ZINC 


Many  variationi  of  patterns  can  be  had  with  holes  ranuin;!  from  .018’* 
lo  2"  and  larger,  in  straight  or  staggered  formations,  of  round,  square, 
slot,  or  decorative  designs,  perforated  material  guaranteed  lo  be  [lerfectly 
flat,  tirarghi  and  parallel,  and  free  from  buckle  or  camber. 

^ATten  considering  your  nexi  (lerforated  part  in  your  equi|)ment,  consult 
our  engineering  de(>artment  whose  vast  knowledge  in  the  perforating  field 
can  assist  you  with  the  (terforaling  applicable  to  the  Electronic  Industry 
which  will  enable  you  to  procure  the  best  in  Quality  Ac  \X  orkmanship. 

APPLICATION  OF  MUNDT  PERFORATIONS 

PANELS:  For  receivers  &  transmitters 

HOUSINGS:  For  Transformers,  computers,  amplifiers  &  special  instruments 
GRILLES:  For  speakers  &  Microphones 
BACKING  SCREENS:  For  Radios  &  Television 
COVERS:  For  shielding  Hi  Frequency  Equipment 

and  other  perforated  electronic  ports  or  equipment 

SEND  US  YOUR  PRINTS;  HELPFUL  SUGGESTIONS  GIAOIY  GIVEN 

or 

CALL  OR  WRITE  FOR  FULL  PARTICULARS  AND  QUOTATIONS 


CHARLES  and  SONS 


53  Fairmount  Ave.,  Jersey  City  4.  N.  J. 
DEIaware  3-6200 
N.  Y.  Phone  -  VL  O.  4  4764 
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Whan  erclaring  or  xaaking  information 
plooto  montion  llofUonitt  Buytri'  Guido. 
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FARMER  ELECTRIC 

Pioducli  G(unpu*uf,  !}ttca'ifja^ia/ed  | 

1100  WASHINGTON  ST.  NEWTON  lOWII  EAUS,  MASS.  | 


ACKERMAN  ENGRAVERS 


4%8  BroadwaYf  New  York  13,  N.  Y, 


AUTOMATION 

COMPONENTS 

PHOTOELECTRIC  SCANNERS, 
MINIATURE 

Small-size  scanning 
,  heads  for  short- 

range,  high-preci- 
^  sion  scanning  of 

moving  parts.  IVo 
types  of  photocells, 
three  types  of  elec¬ 
tronic  relavs. 

TIMERS,  ELECTRONIC 


Introducing  a  low-priced 

SCOPE  DOLLY 


it  Sturdy  steel,  aray  baked-enamel  fln> 
ish,  meets  military  specifications 
it  6"  ball-bearina  rubber  tired  casters 
it  Rubber  aasket  protects  scope 
it  S  power  outlets ;  1  input 
it  Storage  area  fur  pre-amplifiers 
it  storage  shelf  for  tools,  cord,  etc. 


Accommodates  any  standard  scope  by 
easy  bracket  relocations.  From  6"  to 
12%"  wide ;  from  16%"  to  22%"  long. 


Shipped  knocked  down  (45  lbs.),  assembled 
in  minutes.  Special  modificatiuns  to  suit  your 
requirements.  Quantity  prices  on  request. 


CK  Timers  use  Type  5823  cold-cathode  lube 
that  provides  instant  starting  with  no  tube 
warmup,  immediate  recycling,  and  long 
tube  life.  Eight-ampere  contacts  on  all 
models. 

Economy  Models  A,  B,  C,  0,  are  furnished 
with  choice  of  six  time  ranges. — full-scale 
range  of  0.2,  0.5,  1.5,  3,  8,  12,  or  24  seconds. 
Small  size — 4-i"  X  3-J"  X  2". 

Model  3  Repeat-eycle  Timer  has  independent 
adjustment  of  ON  and  OFF  cycles,  plug-in 
relays;  is  totally  enclosed.  Size  5"  X  4-1" 
X  3-3". 

Model  120  General  _  ^ 

Purpose  Timer  fea-  -  ’-w  '  ei-- 

tures  plastic-en-  .  *|v  Anili 

closed  plug-in  re-  jrfiijiff 
lays,  seven  basic  B 

modes  of  opera-  * 

tion,  including  re- 

peat-cycle  timing.  Size — 4-4"  X  3-J" 

X  3-i". 

Model  2  Voltage-regulated  Timer  Timed 
interval  varies  less  than  2%  of  full  scale 
for  line  voltage  change  between  05  and 
125  volts. 

SYNCHRONOUS  CONTACTORS 

Rotating  camshaft 
i  actuates  distributor- 
type  switches  to  con- 
trol  punch  presses, 
computors,  and  ma- 
chine  tools ;  provides 
protection  looms, 
punch  and  die  tools. 
Single-  and  doiible- 
I  i  circuit  models  avail- 

_ _ _ .J  able.  Descriptive 

bulletin  on  request. 

RELAY,  ELECTRONIC 

Operated  by  ^ 

tronic  relay  picks  up 

impulses  too  small  j 

to  operate  a  mechan- 
ical  relay  directly 
and  holds  the  circuit  f 
closed  long  enough  to  actuate  heavy  equip¬ 
ment.  Size:  3J"  x  41"  x  3". 


Choice  territories  OTOilable  for  sales 
representation.  Write  for  information. 


W  ORDER  FROM: 

P.B.R.  manufacturing  co. 

H  t  LHMrn*  •  Philadclplila  24,  Pa.  o  GArRald  4-0f32 


■fOACTCltJ 


By  Ackerman  Engravers 


STOCK  DIALS.  In  many  ilio,  and  ifylat,  calibrafod  and  angravod  lo 
cloM  tolaranca,  Slockod  for  your  convanlanc*. 

SAVE  DESIGN  TIME  —  Sand  for  Standord  Dial  Catatof . 

PROCESS  ENGRAVING.  frocai,  Engraving  I,  a  Phafocontacf  frocoii 
which  will  produco  dial.  In  ihort  or  long  run  production,  to  an  accuracy 
of  3'  minutoi  of  arc. 

SURE  ACCURACV  —  Sond  for  Procou  Engraving  Foldor. 
MECHANICAL  ENGRAVING.  Mott  modorn  ongroving  ond  mochino 
ihop  focililiot,  automatic  tooling  for  occurocy  ond  ipood,  preducod  by  o 
skillod  and  oiporioncod  porionnol. 

LARGE  RRODUaiON  FACILITIES  - 

EDGELIGHTED  PANELS.  Dialglo  1211  -  Producod  by  Phetocontoct 
(ProcoM  Engraving)  moot,  oil  roquiromont,  of  Mll-P-7788  Approvod  by 
Buroou  of  Aoronoutic. 

BEST  FOR  IllUMINATION  -  Sond  for  Dialglo  1311  Foldor. 
Whofovor  your  Dial  ipocificotion,  itocE  or  cuitom 
coniu/t  Ackerman  Engrovori. 


When  ordering  or  Mokinp  information 
please  monfion  electronics  Buyers'  Guide. 
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PENACOOK,  N.  H 


Certified  to  Industrial  and  Government  Specifications 

AS•  Humidity  •  High  Temperature 

•  Salt  Spray  •  Low  Temperature 

•  High  Temp.  •  Temperature 

•  Low  Temp.  •  Sand  and  Dust 

Vibration  •  Explosion  Proof 

•  Fungus  Resistance  •  Mechanical  Shock 
•  Temperature  •  Acceleration 

Altitude  •  Fuel  Resistance  | 

•  Immersion  •  Rain 

•  Sunshine  •  Accelerated  Life 

•  Radio  Interference  All  Related  Tests 

accurate,  dependable  testing  on  contin- 
within  24  hours  after  receipt  of  your  unit. 


•  Vibration 

•  Humidity 

•  Salt  Spray 

•  High  Temp. 
Vibration 

•  Low  Temp. 
Vibration 

•  Fungus  Resistance 

•  Temperature 
Altitude 

•  Immersion 

•  Sunshine 


•t  kMii  Ml  m 

I  k  MH  lum 


sociated 


ASSOCIATED  TESTING 
LABORATORIES,  INC. 

107  CliniM  RmO,  Caldw«ll.  N.  J. 
rClCPNONf  CApifaf  0-7407 


Ocscriptiv*  Utmraturm 


ELECTRONICS  BUYERS'  GUIDE -7un«,  ? 958  -  MID-MONTH 


ENCINHRING  CONHRENCES  INVITED 

Wfc«n  erdartnp  or  rookiitg  Information  _  . 

pl»a$»  montion  Eiocfronk,  Bvyor,'  Ouidr  569 


CATALOG  on  INfOMMATION  ON  REQUEST 


_ I  V  pilOMnEB  lOG  CORP. 

ELECTRICAL  INSTRUMENT  cO.,  INC.^  N.wYo,k.j  N  r 


ENVIRONMENTAL  TESTING 


And 


MANUFACTURING  DIVISION  builds  chambers  and 
equipment  to  meet  all  environmental  conditions. 


BEEDE 

ELECTRIC  METERS 


VOLTMETERS 

AMMETERS 

COMPENSATED  PYROUCTpTCJJjv^ 
POWER  LEVEL  METERS 
VOLUME  LEVEL  METERS  ^ 

DB-METERS  (Wide  Frequency  Band) 
RECTIFIER  TYPE  METERS^ 
THERMO  COUPLE  METER^.** 
MICRO-AMMETERS 
MILLIAMMETERS 
MILLIVOLT  METERS 


New  PITIOG  Low  Noise  Oscillotor 
eliminotes  |LO|  noise.  Improved 
design  employs  low  noise  triodes 
instead  of  klystrons.  No  need  lor 
balonced  mixers  in  many  applica¬ 
tions— with  improved  sensitivity. 
Designed  to  cover  UHf  to  S-Bond; 

also  higher  frequencies. 


□  STALOS 


^ITIOO  TurtobI#  STAiOS  covwr  UMf,  1-.  S-.  C- 
ond  X-8ond  or  con  b«  to  yovr 

ipocificottone 

STAHIITT:  ON^  part  in  700,000,000 


□  TEST  EQUIPMENT 


^TLOG  Tost  E9utpmont  for  Rodor  Systoms  irt 
dkfdo  Rodor  St^rtol  SimwKators.  Compor>oftt  Tost- 
•n.  fouit  locotors  ond  other  equipment  and 
components  with  emphosis  on  occvrocy  ortd 
reiiobiiity 


□  ENGINE  CONTROLS 


PtTlOG  Tronsistonted  Enqtne  Corttrols  ore  de¬ 
signed  for  use  with  Gos  Turbines.  AAissiles.  iet 
Engines  ond  Submonnes.  Speciol  control  circuits 
desigried  to  your  requirements 


High 

Vacuum  i 
Switch 


I’RECISIOX 
LINE  INC'. 


63  MAIN  ST.,  MAYNARD,  MASS. 


ULTRA-PRECISE 

LONG-LIFE 

HIGH-SPEED 


POTENTIOMETERS 


PRECISION  LINE’S  advanced 
design  technicjucs  and  craftsman¬ 
ship  produce  the  finest  line  of 
linear,  non-linear,  and  rectilinear 
potentiometers  ...  to  A1 A  stand¬ 
ards  NAS-710  or  to  your  specifi¬ 
cations.  PLI  pots  are  competitively 
priced  when  considering  the  built- 
in  quality  and  accuracy. 


STILL  GOING  STRONG! 


The  new  Pioneer  high  vacuum  switch 
may  be  your  answer  for  a  compact, 
rugged,  long  lasting,  single  pole  double 
throw  high  voltage  relay.  Ideally  suited 
for  switching  purposes  in  DC  pulse 
systems  and  in  many  circuits  where  a 
fast-acting  relay  is  required  in  a  high 
voltage  circuit,  or  under  varying  atmos¬ 
phere  conditions. 

For  application  in  .Mining,  Chemical, 
Aircraft  and  Petroleum  Industries. 

Write  for  descriptive  literature  and 
specifications.  Dept.  EBG 


U  Electronics  Corp. 
Leader  in 

Special  Purpose  Tubes 


SALIENT  FEATURES; 


HIGH  INDEPENDENT 
LINEARITY 
0.25%  on  standard; 
kO.05%  on  special. 


LOW  TORQUE 

0.2  oz.  in.  on  standard 

0.1  oz.  in.  on  special. 


;  2  •  LONG  LIFE 

V,  Normal  life-1,000,000 

cycles  at  60  rpm. 
Units  have  been 
designed  and  built 
to  operate  for  50- 
y:  million  cycles  and 

‘  ^■^2  speeds  up  to  3000 

rpm. 

We  welcome  the  opportunity  of 
working  with  you  .  .  .  write,  wire, 
or  telephone  your  specifications. 
Brochure  available  on  request. 


A  copy  of  this  quick-reading,  8-page  booklet  i* 
yours  for  the  asking.  It  contains  many  facts  on  the 
benefits  derived  from  your  business  paper  and 
tips  on  how  to  read  more  profitably.  Write  for  the 
••WHY  and  HOW  booklet.” 


Engineering  Sales  Repre¬ 
sentatives  wanted  for  some 


McGraw-Htll  Publishing  Company,  Room  2710,  330  IVetf 
42nd  St.,  New  York  36,  N.  Y. 


570 


Whnn  ordering  or  rooking  infermotion 
ploaoo  nmnMon  thrlronla  Bnyort'  Qnido. 
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electronics  buyers*  guide 


it’s  free . . .  it’s  easy. .  .  it  saves  you  time 


FOI  YOUl  ISE 
WHEN  YOU  HIST  lECOV! 
THE  lUYERS’  SUIDE 
01  WIEN  YOO  WANT 
MOIE  DATA  ON  MANY 
PIODOCTS  ANI  SENYKES 


TO  PIOVIDE 
DETAiUO  PIODUCT  DATA 
TNIOOGNOUT  TIE  YEAN 
01  TO  lEODEH 
SALESMEN  TO  CAU 


When  you  first  receive  the  BUYERS'  GUIDE 
you  will  wont  bulletins,  catalogs,  brochures,  etc. 
concerning  many  of  the  products  and 
services  described. 

Or  you  may  want  firms'  sales  representatives 
to  call  on  you. 

The  card  below  is  for  your  convenience. 

Additional  postcards  for  your  continued  use 
throughout  1958-1959  are  contained  in 
the  colored  sheets  that  follow. 


Additional  postaga  MUST  b«  Added  to  cards  for  all  FOREIGN  MAILINGS 


PraiKt  ir  Sirviee  Maifictinn'  Nmc  Aiv.  P|.  No. 


Predict  or  Streki  MMrfietirere'  Nmo  Aiv.  P|.  Ni. 


(*Check  in  this  column  if  you  want  a  sales  representative  to  call  on  you) 


Name 


.Company 


Street  Address 


Zone 


State 


To  the  Uocn  of  the  BUTESS*  GUIDE 

Every  indostry  has  ONE  recosriuzed  source  book  for 

bu3ring  and  data  information. 

18  years  ago  electronics  Magazine  introduced  its  an¬ 
nual  BUYER'S  GUIDE  edition  for  the  electronics 
market-place.  Its  acceptance  was  immediate,  and  it  has 
remained  the  ONE  authoritative  product  and  data  book 
over  the  years.  As  the  electronics  industry  has  grown, 
the  electronics  BUYERS’  GUIDE  has  become  the  ac¬ 
cepted  source  for  bujring  information  in  the  electronics 
industry  due  to  its  thoroughness,  its  usefulness  and  its 
accuracy. 

The  BUYER’S  GUIDE  is  relied  upon  for  its  complete¬ 
ness.  Throughout  the  year  the  entire  industry  is  re¬ 
searched.  Questionnaires  are  sent  to  every  known  man¬ 
ufacturer  of  electronic  and  allied  products.  The  Research 
Department  and  field  force  constantly  search  the  coun¬ 
try  for  new  suppliers  that  should  be  included. 

The  BUYERS’  GUIDE  is  easy  to  use  ...  as  easy  as 
the  telephone  book.  It  is  not  broken  down  into  com¬ 
plicated  sub-sections.  Just  look  in  the  “1958-59  Listings 
of  Electronic  and  Allied  Products”  and  there  you  will 
find  a  complete  listing  of  all  known  manufacturers. 
Manufacturers  who  are  advertisers  are  listed  in  bold¬ 
face  type,  and  the  page  numbers  of  their  advertiso- 
ments  are  given. 

Because  we  who  prepare  the  BUYERS’  GUIDE  want  to 
serve  you  best,  we  would  appreciate  any  comments  you 
may  have  about  the  1958-59  issue. 


Cordially, 


R.  S.  Quint 

BUYERS’  GUIDE  Manager 


Postage  Will  Ba  Paid  By 

ELECTRONICS  BUYERS'  GUIDE 
McGraw-Hill  Publishing  Company 
330  West  42nd  Street 
New  York  36,  N.  Y. 
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PeUMIT  NO.  64 
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BUSINESS  REPLY  CARD 

No  peiteg*  itamp  nacauory  If  mailed  In  thn  Unitnd  Stotn* 

H  Pottofl*  Will  ••  Poid  »y 

electronics  BUYERS'  GUIDE 

Reader  Service  Department 

330  West  42nd  Street 

New  York  36,  New  York 

PIRST  CUSS 

PERMIT  NO.  64 

NEW  YORK.  N.  Y. 
(Snc.  34.*  P.I.&I.) 

BUSINESS  REPLY  CARD 

Nn  pottogn  ttvmp  nncMcary  If  nalUd  In  Itin  Unitnd  Stotn* 

4i  Poctogn  Will  Sn  Paid  ly 

electronics  BUYERS'  GUIDE 
Reader  Service  Department 

330  West  42nd  Street 

New  York  36,  New  York 

PIRST  CUSS 
PERAlUT  NO.  64 
NEW  YORK.  N.  Y. 
(Snc.  34.*  P.L.IR.) 

BUSINESS  REPLY  CARD 

No  poitogn  itomp  nocnttary  if  niallad  In  ttta  Unltod  Stotm 

= 

H  Poctoga  Will  In  Paid  ly 

electronics  BUYERS'  GUIDE 
Reader  Service  Department 

330  West  42nd  Street 

New  York  36,  New  York 

— 

PIRST  CUSS 
PERMIT  NO.  64 
NEW  YORK.  N.  Y. 
(Snc.  34.*  P.I.AR.) 

BUSINESS  REPLY  CARD 

No  poitogn  Itomp  nncmiary  if  moilnd  In  Itin  Unlind  Stotn* 

J  “ 

4<  Pe«ta9«  Will  U  Paid  ly 

electronics  BUYERS'  GUIDE 
Reader  Service  Department 
330  West  42nd  Street 
New  York  36,  New  York 


Listed  below  are  a  cross-section  of  typical  companies 
which  ordered  and  paid  for  extra  copies  of  the  1957*1958 
BUYERS'  GUIDE  in  addition  to  those  received  on  sub¬ 
scription:* 

Ace  Transformer  Corporation 

Airborne  Instruments  Laboratory 

Airpax  Products  Company 

Allen-Bradley  Company 

American  BoKh  Arma  Corporation 

Avion  Division— ACF  Industries,  Incorporated 

Bayonne  Naval  Supply  Depot 

Collins  Radio  Company 

Convair 

Curtiu-Wright  Corporation 

Federal  Electric  Corporation 

General  Electric  Company 

Hallamore  Electronics  Company 

The  Hallicrafters  Company 

International  Business  Machines  Corporation 

Litton  Industries 

Minneapolis-Honeywell  Regulator  Company 
Motorola  Incorporated 
Radio  Corporation  of  America 
The  Ramo-Wooldridge  Corporation 
Raytheon  Manufacturing  Company 
Reeves  Instrument  Corporation 
Servomechanisms,  Incorporated 
Sparton  Electronics 

Sylvania  Electric  Products  Incorporated 
Western  Electric  Company 
Westinghouse  Electric  Corporation 

In  addition  to  being  in  the  hands  of  Research /Design/Pro¬ 
duction/Engineering— Management  people,  the  BUYERS' 
GUIDE  should  be  available  in  company  libraries  and 
laboratories. 

*Many  of  these  companies  receive  hundreds  of  copies 
of  the  BUYERS'  GUIDE  as  regular  subscribers  to  e/ecfron/cs. 
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Product 
Or  Sarviea 
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Nam# 


(*Ch#ck  In  this  column  If  you  wont  a  mIm  r#pr#Mntativ#  to  call  on  you) 
For  Products  Listod  But  Not  Adv#rtit#d 

Product  Monufocturort'  ^ 

Or  Sorvk#  Norn# 


(*Ch#ck  in  this  column  if  you  wont  a  sal#s  repr«s#ntativ#  to  coll  on  you) 

Norn# . TitI# . Company . 

Addrou . 


TO  PROVIDE 


DETAILED  PRODUCT  DATA 


•/•cfronics  BUYERS'  GUIDE  R#ad«r  S«rvic#  Cord 
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Product 
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Product 
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For  Product*  Ustod  But  Not  Advortitod 


Product 
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No  mo 
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For  Product*  LUtod  But  Not  Advortitod 


Product 
Or  Sorvko 


AAonufocturor*' 

Nomo 


(*  Chock  in  thi*  column  if  you  wont  o  tolo*  roprotontotivo  to  coll  on  you) 
Nomo . TMo . Compony . 


o/ocfronk*  BUYERS'  GUIDE  Roodor  Sorvico  Cord 
For  Advortbod  Product*  and  Sorvko* 


Product 
Or  Sorvico 


AAonufocturor*' 
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4^36  NOITH  KNOX  AVI.,  CHICAGO  41 


DUNN 


TRANSISTOR 

CHARACTERISTIC 

*■ 

PLOTTERS 


MINIATURE-SPOT 

remote  control  unit,  eicellent  RF 
char «cteri%tics  over  wide  frequency 
renge 


MINIATURE-SP4T 

—  for  wide  eppiicetion  flexi¬ 
bility  Weight  only  0  75  lbs 
Frequencies  to  10.000  MC 


PRODUCTS,  INC. 

7'A,  FtHttI  tn  K  F  S^iirm  Compontmit 

I1310  NEBRASKA  AVE., 
lOS  ANCEIES  IS,  CAIIF. 

Rff>nCSE.NT*TIVIS  IN  MAJOR  AR(AS 


Model  SlSI  —  for  Power  Tronsisfors  and 
Diodes,  hos  built-in  Oscilloscope 

GENERATE  THE  r  ..,  r, .  and 
h,.  FAMILIES  OF  CURVES 

For  Laboratory,  Development  and 
Production  Applications; 

#  Supply  design  informotion  for  transistor  circuits 

#  Observe  transistor  onomolies  ond  hysteresis 

#  Examine  transistors  for  changes  or  deterioration 
resulting  from  heat 

#  Check  tolerance  of  transistors  to  preKribed 
values 

#  AAotch  and  compare  transistors 


Model  iSt34J  —  For  Power  Tronsisfors 
ond  Semi-Conductor  Diodes 


/ 1 


Alto:  tho  DUNN  Model  #331  —  for  Low-Power  Trontlttort  and  Semi- 
Conductor  Diodes. 

Models  #331  and  #341  generate  the  basic  families  of  curves  on  the  face 
of  an  auxiliary  oscilloscope. 


DUNN  ENGINEERING  ASSOCIATES,  INC. 

ADVANCED  RESEARCH  AND  DEVELOPMENT  IN  ELECTRONICS 
275  O'BRIEN  HIGHWAY,  CAMBRIDGE  41,  MASSACHUSETTS 


T 

COAXIAL 

SWITCHES 


-the  complete  line 
for  broad-band, 

high  efficiency 
RF  switching 

You'll  find  TRANSCO  switches  reli 
able  under  all  conditions  described 
m  existing  military  specifications 
Reliability  —  plus  minimum  insertion 
loss,  low  V  S  W  R,  and  high  isolation 
between  channels  — make  TRANSCO 
the  most  specified  coaxial  switches 
in  the  industry 

Send  your  coaxial  switching  problems 
to  TRANSCO  Technical  data  on  any 
unit  or  the  complete  line  sent  on 
request 


MOTOR  OPERATED 

-SP2T  to  SP6T.  *l»o  OP  tf»n»f., 
and  DPDT  Frequencies  to  11  000  MC 


/l/lakea 


PORTABLE  D’ARSONVAL 


GALVANOMETER 


IN  THE  AUTOMOTIVE  FIELD, 
th*  Bear  Manufacturing  Co.  of  Rock 
Island,  III.  uses  Series  500  G-M  Gal¬ 
vanometers  in  its  new  remote-read¬ 
ing  Electric  Wheel  Alignment 
System  (left).  Whatever  your  own 
particular  instrument  field,  you  can 
achieve  this  same  self-contained 
portability,  ruggedness  and  high 
sensitivity  with  G-M  Galvanom¬ 
eters.  Complete  catalog  on  request. 


L\K0ltAT0KIES  •  l.\C. 
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When  ordering  or  seeking  intermotion 
phase  mention  ihetronics  Boyers'  Guide. 


GREEN  ENGRAVERS 


•  spindle  speeds  up  to  26,000  rpm  to  engrive  or  lor  ma¬ 
chining  modern  materials 

•  Fastest  possible  copy  set  up 

•  Greatest  ease  and  speed  of  adjustments 

•  Cutter  grinders,  rotary  tables,  master  letters,  compound 
slides,  name  plate  blanks  and  all  required  accessories 


When  you  need  crsaxiol  connectors, 
think  of  Coaxial  Connector  Co., 
Inc. 

Our  precision-engineered  connec¬ 
tors  ore  quality  controlled  to  meet 
and  surpass  MIL  specs  and  are 
top-rated  throughout  the  industry 
If  you  need  design  and 
engineering  assistance  to  solve 
your  special  requirement  prob¬ 
lems,  our  expert  engineering  staff 
will  put  their  skill  to  work  for  you 
This  is  typical  of  the  many  special 
types  of  connectors  that  we 
design  and  manufacture  for  nu¬ 
clear  work  and  other  applications. 
To  see  them  all,  send  for 
our  catalog. 


MODEL  D3  HEAVY-DUTY  2-DIMENSIONAL 

•  575  pounds-rigid,  sturdy, 
precise 

•  Vertical  adjustment  ot 
copy  table  automatic 
with  Pantograph 

•  Unobstructed  on  three 
sides  to  take  large  work 

•  Vertical  range  over  10 
inches 


•  Micrometer  adjustment 
lor  depth  ol  cut 

•  Ball  bearing  construction 
throughout  —  super  pre¬ 
cision  ball  bearings  in 
spindle 

•  Ratios  2  to  1  to  infinity 
—  master  copy  area 
26'xIO’ 


MODEL  106  PORTABLE  BENCH  MODEL-  p 
2-  OR  3-DIMENSIONAL 

•  40  pounds  of  unbeatable  speed  and  •  One  copy  carrier  (supplied)  accep 

Kcuracy  at  a  reasonable  price  all  master  siaes 

•  Perfect  for  all  mKhining  applications  •  Height  of  pantograph  and  position 

within  its  range  cutter  are  continuously  adiustab 

•  Ball  bearing  spindle  has  three  speeds  •  Work  up  to  10’  by  any  width 

up  to  14,000  rpm  _  . 

•  Taper  shank  cutters 

•  5  positive,  Kcurate  pantograph  ratios 


GREEN  INSTRUMENT  CO.,  INC 


363  Putnam  Avenue 


Cambridge,  Mass. 


HI-VOLTAGE 
UHF  TYPE 


The  Hi-Volf  259  and  239  are  de¬ 
signed  expressly  for  high  voltage 
application  where  RG  cable  is 
used  in  conjunction  with  power 
supplies.  These  connectors  are 
rated  for  5000  volts  DC. 

The  assembly  of  the  cable  to  the 
connector  employs  the  same  tech¬ 
niques  as  the  conventional  UG, 
UHF  type  connectors. 

These  connectors  are  not  im¬ 
pedance  matched,  but  may  be 
used  in  the  same  circuitry  where 
the  S0239  and  PL259  are 
employed. 


TAP-A-LINE— The  Handiest 
Thing  Since  Electricity  . 


U.  S.  Patent 
2680233 
Pat.  Canada 
1953 


Mount  TAP-A-IINE  back  of  work  benches,  along  production  or 
assembly  lines,  in  experimental  Icibs,  on  test  tobies,  in  display 
rooms  —  wherever  utility  or  convenience  demands  multiple  taps 
to  the  power  source. 

TAP-A-LINE  is  safe  —  plastic  sheathed  with  concealed  conduc¬ 
tors  —  engineered  to  grip  plugs  securely  —  insures  positive 
electrical  contacts  —  is  easy  to  install  anywhere  in  any  posi¬ 
tion,  or  con  be  used  unmounted. 

Sold  by  Electronic  Jobbers  and  Dealers  for  more  than  5 
years.  Write  an  letterhead  for  Price  and  Discount  Sheets. 


LENGTHS; 
6  INCHES 
TO 

10  FEET 


37  N.  2nd  AVE. 

MT.  VERNON,  N.  Y. 

MOunt  Vernon  8-6416 
Government  Designation  CBWU 


TtADt  MAK  ICC  U  S  rAtCNt  OTtlCt 


TAP-A-LINE  MFG.  CO.,  P.O.  Box  563,  Pompano  Beach,  Fla 
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Engineers, 

designers, 

specifiers, 

and  technicians 

have  found  the  “Guide” 

to  be 

up-to-date, 
the  most  accurate 
and  the  ^ 
complete  source 
available. 

These  key  people 
of  the  industry 
(the  buying  influences) 
rely  on  the  “Guide” 
as  the  answer 
to  all  their 
product  problems 


the 

electronics 

BUYERS’ 

GUIDE 


18.000.000 


AIrbomt  ra4af  l^lll|Er^rei#id  fir*  guftt  rof*t*.  cenfinSwIriVl 

«1  425  r^.  N*  $Ml  oW  on  •««nl  (o4i<af*t  an(*nna  pOtHion  on  o  Ko'p*.  Iffoctiv* 

\  Hwooriry  of  oo*:t;.l2%.  Anibi*nt«  —  73*C  fo  yi*C,  »*o  I***!  to  60.000  loit,  hootidity. 

.  dtock,  vibration  pof  Mll>e>5372A.  ^ot  Mutt  *b*ro«*  to  t|»«ci  for  500  t'Ovr,  ot  625 
I  rpni,  oovivolont  to  mor*  fbon  >6,000,000  roroluftont.  [  | 

6r*cl*ion  carbon  film  bot*ntleni«tor  gongod  «<lb  CI.C.  UMMOutoior  cvpt  M«*t  alt 
porformonc*  roguiioinonu.  with  o  >>>•  w«fl  b«yon6  HXMO^DOO  rovoiutioat  at  625 
rpm  on  preducti*«>Un«  uniii. 

Tti*  tMOOth  turfoco  of  ttio  carbon  fitm  cembln*d  with  its  natural  hrbricotiv*  prep- 
trliot  intwtat  tong  lifo  ot  high  tpnod.  Wip«rt  gt*  not  roguirod  to  foitow  th*  contour, 
of  wir*  winding*.  lh*r*for*,  wdh  vary  low  bruth  pr*$tur*t  which  onbonc*  pot  Ufa, 
00  wipoc  boonc*  occurt  at  high  ip««di. 

Th«  continuity  of  the  r**)ttap<*  •i*m*nl  do«t  net  dopond  upon  a  lingt*  hgi'-Nko 
wir*.  Fallur*  of  the  potontlonut*/  thorntor*  do**  not  occur  iudd*nly,  b«f  ony 
doloriorotioa  of  porformonc*  i»  grodooi.  Thi*  foil-tof*  charactorhtie- •Of' one**  relie- 
bifity,  and  inturo*  ogointl  cofoitrophic  tytten,  fgitur*  ot  critical  lim** 


t9tT  trt>!«*t  *•< 

MOw-’eMMitt  COR 
lOMStir  b*  mot  with 

OSim  Ftioi  foH 

*t>d  Commv'treir*. 

ajiy#  wolcofrw 
mouirl#*. 


c^Hputcr  instromc 

— p  ^ 


NTS  COIt^C  T^ATION 
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ELECTRONIC  HARDWARE 


CHOPPERS 


CE!SERAL  COMPONENTS,  INC. 

225  EAST  144th  STREET,  NEW  YORK  51,  N.  Y, 
Telephone:  MO  5-0740 


COMPANY 

4050  N  Rockwell  St.,  Chicago,  III.,  (Ornelio  7  6333 


VIBRAPOWR 


PARTS  for  ELECTRONIC. 
ELECTRO -MECHANICAL 
and  AIRCRAFT- 
STANDARD  or  to 
SPECIFICATION 


•  Dial  and  Shaft  Locks 

•  Standard  Terminal 

Lugs 

•  Terminal  Boards 

•  Handles  I 


Immediate  delivery 
from  stock  or  to 
order  on  all  items. 


INSTRUMENT  CHOPPERS 


Modulate  and  demodulate  signals  as  low 
as  one  microvolt:  center  pivot  design  for 
operation  over  wide  range  oi  temperature, 
vibration,  shock:  shielded  for  minimum 
residual  noise.  Models  operate  irom  D.C. 
switching  to  500  Cps. 


Write  for  catalog  E 


MILITARY  CHOPPERS 


Using  the  lAMES  low  noise  level  chopper 
mechanism:  packaged  in  new  miniaturized 
7  and  9  pin  plug-in  or  wire-in  models.  De¬ 
signed  to  provide  high  reliability  oi  opera¬ 
tion  over  extremes  oi  environment:  ior 
missile  and  airborne  applications. 


TI-CO  WIRE  STRIPPER 


INSTRUMENT  TRANSFORMERS 


Th*  TI'CO  Wir*  Stripper  completely  stripe  single  or  mul- 
tioie  le'ds  o  fine  magnet  and  resistance  wire  in  sites  No. 
18  to  No.  48;  removes  all  types  of  insulation,  lormvar, 
nylclad,  glass,  etc.,  without  damage  to  wire;  exceptionally 
fast,  clean  stripping  with  minimum  reiects.  Speeds  up 
production;  guarded  machine,  safe  for  operator.  Wire 
diameter  kept  to  within  .0002".  Machine  compact,  portable 
and  relatively  quiet;  rugged;  stands  up  under  steady  use; 
precision  ball  bearings  throughout.  General. purpose  brushes 
are  of  fiberglas.  Machine  can  be  adapted  to  strip  any  coil 
form,  or  to  strip  wire  outside  18-48  range.  Efficient  built  in 
vacuum  dust  collector.  Strips  flat,  flexible  wiring  such  as 
Tape  Cable. 

Fiberglas  brushes  to  fit  all  equipment 
For  additional  information  write  or  phone: 


For  use  in  low  level  applications.  A  com¬ 
plete  standard  line  ior  input,  interstage, 
power  and  output.  Consult  JAMES  with 
your  transformer  problems. 


TRANSISTOR  AND  VIBRATOR 
POWER  SUPPLIES 


Four  Models  Available 


Designed  ior  custom  applications  in  military 
and  industrial  use.  Complete  eguipments 
lor  D.C.  to  D.C.  power  conversion. 


THOMAS  INSTRUMENT  COMPANY 

Telephone  OWen  5-5134  PHOENIX,  NEW  YORK 


COMMERCIAL  TRANSFORMERS 


Designed  ior  all  power  and  audio  applica¬ 
tions.  Manufactured  to  rigid  specifications. 


Waxed  Nylon  Lacing  Tape 


JAMES  is  the  complete  source  of  critical 
components  for  low  level  D.C.  amplifica¬ 
tions,  supplying  choppers,  transformers  and 
chopper  drivers. 


Conforming  to  MIL-T-713A 

•  Exceptionally  strong,  holds  knots  firmly,  grips  smooth  surfaces 

•  Ease  and  speed  of  handling  reduces  costs 

•  Flat  construction  prevents  insulation  cutting 

•  Now  used  in  Aircraft.  Electronic  Devices  and  Motors 

•  Manufactured  under  Precise  Controls— Fungus  Proof 


Write  for  engineering  literature. 


Reading,  Pa.  •  Tel.  FRanklin  4-831 1 
Athens.  Ga. 

Elastic  Braids— Knitted  Mesh— Fiberglas  Gasket  Braid 


When  ordering  or  eaeking  information 
please  inentio.i  Electronics  Buyers'  Guide. 
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PRECISION  TRANSFORMERS 

MAGNETIC  AMPLIFIERS  —  PULSE  TRANSFORMERS 
REGULATED  POWER  SUPPLIES 


ATLAS 


39  YORK  ROAD 

WILLOW  GROVE  •  PA 


PHOTOCHRON  RESEARCH,  INC.  •  2  HOWARD  ST.,  NEW  YORK  13,  N.  Y.  •  CAnal  6-7725 


ATLAS  has  built  an  enviable  reputation  as 
a  thoroughly  reliable  source  of  supply  for  custom  built 
precision  transformers  and  ma/;netic  amplifiers.  Designed 
to  your  performance  rec^uirements,  Atlas  products  in¬ 
corporate  the  latest  manufacturing  techniques.  Compre¬ 
hensive  engineering,  production  and  testing  facilities 
allow  us  to  produce  the  most  exacting  circuits,  meet 
military  specifications,  and  handle  large  or  small  quanti¬ 
ties.  Transformers  can  be  made  in  hermetically  sealed 
cans,  fosterite,  scotch  cast  or  open  type 

LIST  OF  PRODUCTS 

.  .  .  power  Ironsformon,  magnotic  ompliflort,  pulto  trontformors, 
audio  Iraniformors,  flilor  chokot,  loroidol  (oilt,  fUomont  Irant- 
formon,  roactort,  bobbin  windings,  instrument  transformers,  layer 
wound  ceils,  MIL-T-27  types,  hermetic  sealing  and  special  mois¬ 
ture-proof  coatings. 

Write  for  engineering  bulletins  to  Oept.  01. 


ATLAS  ENGINEERING  CO.,  Inc 


176  BLUE  HILL  AV£.,  ROXBURY.  MASS. 


BOARDS  •  TOOLS  •  ASSEMBLIES 

EXCLUSIVE,  LOW-COST  ASSEMBLY  METHODS 
GUARANTEED  SOLDERING  AT  EVERY  JOINT. 


Drafting  •  Artwork  •  Product  Development  or  Conversion 
Moderate  to  Large  Quantities  •  Drilling  and  Punching  Facilities 

AMPLIFIERS  •  CABLE  HARNESSES  •  CONVENTIONAL  WIRING 
ASSEMBLIES  •  INDUSTRIAL  TIME  AND  TEMPERATURE  CON¬ 
TROL  SUB-ASSEMBLIES  •  OSCILLATORS  •  TONE  GENERATORS 
Send  your  printt  lor  quotation 


design  •  photo  electronic  controls  for  photography 

•  complete  instrumentation  for  photographic  printing 

•  special  purpose  light  sensitive  instruments 
luction  •  high  output  flash  sources  for  color  printing 


Write  for  specifications,  prices  and  complete  catalog 
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WH«n  ordwrin^  or  iidormefiort 

montion  Eloctronjct  tuvwrt'  Cwido. 


ith  the  installation  of  one  of  the  largest  Sendzimir  mills 
the  non-ferrous  industry,  Somers  is  prepared  to  meet 

le  broadest  range  of  dimensional  specifications,  since  it 

already  supplying  thin  strip  down  to  .0001'  in  narrower 


BALTIC 

BUILDS  IT 
L  BETTER! 


KEYSTONE  ELECTRONICS  COMPANY 

65-7th  Avenue,  Newark,  N.  J.  Phone:  HUmboldt  2-0630 


and  it  needn't  be  expensive  because  |  V 

Baltic  is  especially  equipped  and  set  up  with 

25  years'  experience  in  the  economical  produc-  |j 

tion  oi  sheet  metal  iabrication.  Complete  iacilities 
ior  assembling  and  finishing  both  long  and  short  runs, 
in  all  metals  up  to  W',  in  our  block-long  modern  plant. 

All  welding  Government  certified. 

Send  us  your  rough  sketches,  blueprints  or  specifications  ior  prompt 
quotations. 


DALI  It  METAL  PRODUCTS  CO 

126  SUTTON  ST.  BROOKLYN  22.  N.Y.  •  EVerqreen  4  2300 


Permanent  Magnet  Design 

(Bulletin  So.  15H) — t.'overs  applica¬ 
tion,  design  problems  and  testing  pro¬ 
cedures  for  the  design  engineer.  Pro¬ 
vides  details  of  permanent  magnet  al¬ 
loys  and  comparative  prtiperties,  in¬ 
cluding  exclusive  T&S  Alnico  5Cb 
(patented). 

Electrical  Laminations 

(Bulletin  No.  L-1057)  —  Data  on 
standard,  special  and  Mil-T  electrical 
laminations.  Covers  materials,  specifi¬ 
cations,  typical  value  curves  and  T&S 
OrthoSil®  laminations. 

OrthoSil  Wound  Cores 

( Bulletin  lT''C-356 )— Describes  wound 
"C”  and  toroidal  cores,  complete  with 
specifications  and  value  curves.  Lists 
part  numbers  for  standard  4  and  12 
mil  cores. 

SiFeMag'^  Tapes 

(request  SiFeMag  Catalog) — Offers 
data  on  T&S  magnetic  tapes  for  400 
to  200,000  cycle  applications  and  for 
pulse  components  ...  in  strip  1,  2,  4, 
5  and  7  mils. 

Select  the  bulletins  you  need  . . . 
and  write  Thomas  &  Skinner  today. 

Specialists  in  Magnetic  Materials 


FOR  TOP  PERFORMANCE 
UNDER  ALL  CONDITIONS 


MINIATURE 
QUARTZ  CRYSTAL 
Fundamental  or 
overtone,  hermet¬ 
ically  sealed. 
FREQ:  6  to  91  MC. 
TEMP.  RANGE... to 
meet  customer's 
specs.  Same  per¬ 
formance  and  tol¬ 
erance  as  larger 
units. 


0-2  CRYSTAL 
OVEN 

A  new  Idea  in  crys¬ 
tal  ovens. 

call  or  write 
for  latest 
crystal 
brochure 


1122  E.  23rd  Street 
INDIANAPOLIS  7.  INDIANA 
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2S43  BOSTON  ROAD  •  CHONX  h7.  NEW  YORK 
THa^hont:  OLInvilU  3-330S— 7 


MACARR 


MODEL  999  BATTERY  CHARGER 

Model  999  Charger  fully  automatic.  I 

currertt  type  unit,  capable  of  charging  three  batlerie> 
independently  and  simultaneously  Includes  a  dis 
charge  circuit  designed  specifically  tor  the  mamie  ’'wKtV  lV 

nance  of  silver-zinc  batteries.  /  MR]  a  *2 

Constant  current  is  maintained  throughout  the  MFr-A' ^ 

entire  charging  cycle  eicept  at  the  initial  start 
when  battery  is  practically  a  short  At  this 

point  the  charger  surge  is  limited  to  less  than  ten 
amperes  for  the  short  duration  required  to  bring  (  V 
battery  terminal  voltage  up.  v, 

Charger  terminal  voltage  automatically  regulates  -J 

to  maintain  current  constant  from  a  theoretical 
starting  voltage  of  zero  to  a  critical  range  of  38  28.SV. 

At  this  level  the  battery  is  considered  charged  and  charger  automatically  shuts  off. 
Charger  is  equipped  with  input  line  cord,  three  sets  of  charging  leads  with  Cannon  1 1751  plug 
and  one  set  of  discharge  leads. 

Input;  IIS  volts,  I  phase,  SO/ AO  cycles 

Output;  3-  independent  outputs,  each  S-A  A  a38S  Volts 

Discharge  Circuits;  l•7S  Amps,  1-30  Amps 

MAGNETIC  AMPLIFIER  REGULATED  RECTIFIER-MODEL  MAR  120-10 

IfiRut:  1)5  volts,  1  phase,  60  cycles 
Output:  10  A  (c£)  120  volts  nominal  ±  10% 

Refulatien:  less  than  1%  from  lero  to  full  load 
with  *  10%  line  change 
tipple:  1%  RMS 
Response:  2  seconds 

Cooling:  Convection 
Meters:  SVj"  Voltmeter  and  Ammeter 
Cabinet  Site:  28"  H  x  22  '  W  x  15  '  D 
Wall  or  bench  mounted 

Model  MAR  120- 10  Is  a  rufiedly  constructed  mifnetk 
•mpllller  refulated  power  supply  using  high  efficiency 
silicon  diodes  for  reference  circuits  and  germanium  or 
silicon  for  tho  power  roctlRofs. 

SEND  FOR  COMPLETE  INFORMATION 


OPHAR 


WAXES 


"COMPOUNDS 


Zophar  Waxes,  resins  and  compounds  to  impregnate, 
dip,  seal,  embed,  or  pot  electronic  and  electrical  equip¬ 
ment  or  components  of  oil  types;  radio,  television,  etc. 
Cold  flows  from  100  F.  to  285  F,  plain  or  fungicidal. 
Special  waxes  non-crocking  at  — 76°F 
Let  us  help  you  with  your  engineering  problems. 

For  immediate  service  contact: 

A.  Sounders  Soles  Manager 
L.  E.  Moyer  Technical  Director 
H.  Saunders  Chemical  Laboratories 

Phone  SOuth  8-0907 


ZOPHAR  MILLS,  me 
112-130  26th  Street, 
Brooklyn  32,  N.  Y. 


KHAYS 

The  Couch  Type  4 A  Relay  illus¬ 
trated  is  one  of  a  family  of 
rugged  relays  .  .  .  relays  which 
exceed  all  environmental  ex¬ 
tremes  demanded  by  our  mod¬ 
em  military  airborne  applica¬ 
tions  because  of  a  unique  pat¬ 
ented  rotary  armature  design. 
Our  Bulletin  132  will  tell  you 
more.  Write  for  it  today. 

SPECIFICATIONS 

Confoefs:  2P0T  or  4P0T  (Form  Cl; 

dry  circuit  to  1 0  amperes 
Vibration;  20G,  5  -  2000  CPS 
Shock;  75G  operating 
Mounting:  oil  standard  designs 
Pull-in  power:  Vi  watt  DC 
Ceil  resistance:  1 9  to  27,000  ohms 
Size  and  weight:  l^i'D  by  1  Vi”H; 
3.2  ex 

SWITCHES 


The  JR  Multipole  Rotary  Switch 
.  .  .  another  Couch  product. 
Contact  ratings  —  10  amperes 
at  125V AC,  5  amperes  at  125 
VDC.  Available  in  1  -  25  sec¬ 
tions,  8  contacts  to  each  section, 
with  4  rotor  types.  Dimensions 
—  2^*D  by  5’'L  for  10  section 
switch.  For  Navy,  and  similar 
usage,  these  switches  are  fur¬ 
nished  in  watertight  enclosures 
with  illuminated  dials. 


\  J  3  Arlington  Streat 

- North  Quinoy,  Mass. 

A  Subsidiary  of  S.  H.  Couch  Co.,  Inc. 
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When  ordering  or  leeAing  information 
please  mention  Flectronics  Buyers'  Guido 


Miniature  and  Sub-Miniature 


FOR  ULTRA  PURE  WATER 
IN  ELECTRONICS  WORK 
BARNSTEAD  MAKES  BOTH 
WATER  STILLS  AND 
WATER  DEMINERALIZERS 


Our  Swiss  methods  and  techniques  are  geared  to 
meet  exacting  requirements.  We  invite  your  inquiries. 


SPECIALISTS  ^ 


Precision  molded  products  with  exacting  tolerances  In 
precious  and  non-precious  solid  metals  of  all  alloys.  All 
types  of  Thermo-Plastic  and  Thermo-Setting  materials. 


Slip  Ring  Assemblies  fabricated  or  one-piece  precision 
molded  to  your  specifications  in  Nylon,  Kel-F,  Mineral  filled 
Mellamine,  Phenolic,  and  other  materials.  Rings  and  leads 
spot  welded  or  brazed  together  for  positive  electrical  circuit. 


BOSTON  NEW  YORK  CLEVEUNO 

jAmaica  KIngsbridie  ACademy 

4-3100  B-1SS7  6-6622 

CHICAGO  PHILAOELPHIA  LOS  ANGELES 

MUIbarry  LOcust  RYan 

j,.«l80  B-ITSS  1-9373 

JOHNSON  CITY  SAN  FRANCISCO  CHATTANOOGA 
3113  TEtnplebar  6-S663 

2-S391 

84  Lanesvilic  Terrace,  Boston  31.  Mass. 

FIRST  IN  PURE  WATER  SINCE  1878 
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When  ordering  or  eoeking  inFormorion 
pleate  mention  Clectronict  Buyers'  Guide. 
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SLIP  RING  ASSEMBLIES 
BRUSH  BLOCK  ASSEMBLIES 
COMMUTATORS 

and  other 

Electro-Mechanical  Components 

PRECISION  MADE 
TO  YOUR  OWN  SPECIFICATIONS 


JI^AMPhCNOL  cannon  CONNCCTOn«  S^eCTHOL 
J^OCNCIVAl  ClCCTHiC  TANTALVTIC*  CA^AC<TOn« 
J^BOUMNS  TMiMPOTS  jf  I^C  CONNCCTOBS  J^OAVCN 
A^CCNCMAL  tceCTBlC  MICBOMINIATUBC  BCLATS 
Jf  AUCCN  BBAOUCV  J^VlTRAMON  CAI»AClTOBB  J^OHMiTt 


THIS  BARNSTEAD  EQUIPMENT 
EMPLOYING  DEMINERALIZA¬ 
TION,  DISTILLATION  AND  SUB¬ 
MICRON  FILTRATION  PRODUCES 
PUREST  WATER — HOH  ABSOLUTE 
IN  PRODUCTION  QUANTITIES 


The  above  combination  of  Water  De- 
mineralizers,  Water  Still,  and  Barn- 
stead  MF  Filter,  operated  in  series, 
will  produce  15,000,000  OHM  Water 
in  production  quantities  ,  .  .  free  of 
bacteria,  organics  and  submicroscopic 
particles.  Write  for  Catalog  127,  and 
Bulletin  141. 


60  HERRICKS  ROAD  •  MINEOLA.  L  I..  N.Y.  •  PIONEER  6-6520 


NEW:  TRANSISTOR  WASHER 


COLLECTRON  CORPORATION 

MUrray  Hill  9-7120  •  304  East  45th  Street  •  New  York  17,  N.  Y. 


This  apparatus  washes 
and  rinses  transistors 
and  other  small  electri¬ 
cal  parts  in  hot  distilled, 
demineralized  water. 
New  repurrheation  proc¬ 
ess  conserves  thousands 
of  gallons  of  demin¬ 
eralized  water  each  day. 


FOR  FAST  DELIVERY 
AT  FACTORY  PRICES 


ENGINEERING  TODAY  FOR  TOMORROW’S  PRODUCTION 


WELDING  CONTROLS 
AUTOMATIC  TESTING 
MAGNETIC  MEMORIES 
SEQUENCING  CONTROLS 
COMPONENT  CLASSIFIERS 
CHEMICAL  PROCESS  CONTROLS 
STATIC  PUNCHED  CARD  READERS 
HIGH  SPEED  COMPONENT  COMPARATORS 


Systems 

and 


STILL  &  STERILIZER  CO 


Designee/  and  Constreefed  by: 


BRIGGS  ASSOCIATES,  .nc 


10  De  Kalb  Street  *  Norristown,  Pa.  *  BRoodway  9-0400 


See  our  other  advertisement  on  Page  526 


TWO  BED 


WATER 


DEMINERALIZER 


STILL 


MIXED-BED 

DEMINERALiZER 


BARNSTEAD 
MF®  FILTER 


DttHOIT  CONTHOIS  DIVISION 


SLIDING  DHAWERS 
Jr  S»ri*$  KD 


DESK  CABINET 
RACKS 
I  Str„,  OC* 


HEAVY  DUTY 
RACKS 
fD 


STANDARD 

METAL  HOUSINGS 


SPIN 

MOTOR 

LIFE 


MODIFICATIONS  OF  OUR  STANDARD  UNITS 

are  available  upon  request;  such  as  colors,  handles,  holes 
ond  cut-outs,  ventilation  and  hardware. 


.  .  .  units  on  test  exceed 
5800  hours  at  150°F  ambient, 
4900  hours  at  200° F  ambient. 


SEND  FOR  COMPLETE  CATALOG  EB 

PREMIER  METAL  PRODUCTS  CO 

337  MANIDA  ST,  NEW  YORK  59,  N.  Y. 


MICROSYN 

PICKOFF 


WESTERN  SALES  OFFICE  1485  Boythof*  Son  Fronciico.  Col 

k  EXPORT  DEPARTMENT: 

EMEC  127  Gtoc«  floinvi«w,  N.  Y. 


IN  CANADA  MUSIMART  el  CANADA,  ltd 
901  B<eury  St.,  MoRlt«ol 


.  .  .  perfect  physical  in¬ 
tegrity  and  extremely 
stable  zero  set  under 
shock  cycling  from 
-65  F  to  -200'F. 


MULTIPLE 

HEAVY  DUTY  RACKS 


TORSION 

WIRE 

LIFE 


TjceUcK"  COMPRESSION  SPRING  DRAW  PULL  CATCHES 

■  '  SPRINGS  CONCEALED 

SIOMAt  CORPS  NO.  SC-R-R3314 


^  li  ^  ft  ^  established  application  dimension. 

I  ‘ Wilh»tond»  600-Pound  Pull  Te»t 

Nielsen  Catches  Carry  "Certificatiar* 
af  Compliance’*. 

SIZE;  256’  LONG  X  IH'WIOI 

Gel  our  Polders  on  Standard  Catches  and  Draw  Bolls  ond  other  Compression  Spring  Colches 

•LSEN  HARDWARE  CORP.  770  Wethersfield  Ave.,  HARTFORD  14,  CONN. 


.  .  .  tests  indicate  infinite 
torsion  wire  life  under  se 
vere  conditions  of  vibra¬ 
tion  and  shock. 


ENVIRONMENTALLY 
QUALIFIED  ^ 


SCALE  1:1 


Hermetically  Sealed  M  ^  WW  n|^  M 

'Low  Frequency  Mft  M  M  Am  ft  J  ^9 

Covering  a  Maximum  Number  of  Applications  with  a  Minimum  Number  of  Types 


Requiring  NO  HEATERS,  and  incorporat¬ 
ing  constant  damping,  these  precision 
gyros  excel  under  MIL-E-5272A  Environ 
mental  Specifications.  Write  for  test  data. 


Typ« 

,  Co''*' 


\v,”  9‘”‘’ 


1.2  to  500  KC 
6SN7GT  Bulb 
with  Octal 
Bose.  Height 
varies  with 
frequency. 


I ■  7^  5  to  500  KC  in 
}!  o  12BH7  Bulb. 

J  Standard  9  Pin 
^  base.  Wide 
variety  of 
characteristics 
’’71  ovoilabte. 

VACUUM  SEALED  CLASS  ENCLOSURES 

INCORPORATED 

Phone:  ROckwelt  3-7155  TWX:  BURL  WIS.  426 
372  Wilmot  Ave.  Burlington,  Wisconsin. 


Detroit  Controls  advanced  designs  con¬ 
tinue  to  meet  the  ever-increasing  de¬ 
mands  for  precision  and  greater  durability 
in  inertial  components  and  systems. 

Mililory  Products  Department 

Am  e  RICAN  -Standard 


Write  for  technical  data  aheets  or  ex« 
perienced  engineerinK  aid  in  solving 


your  cyrstai  application  problems, 


100  Morta  Straal,  Norwood,  Mosiochusatts 


plaota  meahon  Elactroaift  Buvert' 

Whaa  ordariag  or  saaAiag  iaferatofion 
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SOLDERING  LUGS 
•  TERMINALS  • 
PRINTED  CIRCUIT 
HARDWARE 


Conformity  to  specifications  on 


Automatic  equipment  with 
automatic  controls  makes  it 
possible  for  Spectronic  to  pro¬ 
vide  tighter  conformity  to 
specifications.  For  example, 
our  new  Automatic  Rack 
Plater  insures  uniform  plating 
thickness  throughout  any 
piece. 

IF  YOU  HAVE  UNIQUE 
PROBLEMS  CONCERN¬ 
ING  THE  PRECIOUS 
METAL  PLATING  OF  A 
PRODUCT  OR  COMPO¬ 
NENT,  CONTACT  SPEC¬ 
TRONIC. 


SPECTRONIC  PLATING  CO.,  INC 


652  Hudson  Street,  New  York  14,  New  York 


ELECTRONICALLY  REGULATED 
D.  C.  CONSTANT  VOLTAGE 
POWER  SUPPLIES 


Th<-  oiilpiil  i>  r4>iiliiiiioii*.ly  variahir  from 

2INI  lu  32.)  Mtlls  for  load  clirrciilM  itf  0  to  |(N> 

M.A.  >,ilh  an  iiipiil  %oliac<'  of  105  lo  125  voIIh  00 
ry<'U'.  Kctiiilalion  iM-llcr  Ilian  1%.  An  isolated 
A.f'.  iidlaico  of  0.3  \<dls  at  3  uiniieres  is  aiailalile  at 
tlieoiilpiil  lerminal  eon in'cl ions. 


Tell  us  about  your  application  and 
production  requirements.  We’ll 
supply  your  needs  from  our  com¬ 
plete  line — or  adapt  to  your  speci¬ 
fications— and  show  you  how  to  cut 
costs  and  speed  up  production! 


MODEL  3  ILLUSTRATED 
MODEL  3  CAB.  MTG.,  VOLTMETER 
MODEL  1  RELAY  RACK  MTO. 
MODEL  7  SUB-CHASSIS  MTO. 

DUAL  RACK  MOUNT  FOR  MODEL  2 
MounltTwo  Modd  2  Unlit  In 


$69.50 

$5XS0 

$49.50 

$9.00 


ASSOCIATED  SPECIALTIES  CO. 
1751  MAIN  STREET 
OREFIELD,  PENNSYLVANIA 


•  Miniature  Tubular  Terminals, 
Wire  Wrap  Terminals  and 
Contacts  for  Automated  Printed 
Circuit  Applications 


VYe/(/i  Toroidal  Coils 

and  Transformers 
specifications 

a  C  TOROIDS  universals 


e  Solderless  Crimp-on  Terminals 


e  Line  Cord  Interlock  Terminals 


e  Automatic  terminal  inserting, 
crimping  and  staking  machines 


transformers  and  chokes  progressive 
molded  in  epoxy  antennae 

metal  cased  oscillator 

open  construction  special  chokes 

varnish  or  wax  special  designs 

impregnated 

•  high  quality  •  last  delivery 
•  design  engineering  assistance*  production  or  pilot  runs 


Contact  us  today.  Send  blue  print 
or  specifications  for  specific  infor¬ 
mation.  Request  bulletins  for  gen¬ 
eral  information. 


TOOL  pnd  MANUraCTUHING  CO. 


4023  W.  LAKE  ST.  •  CHICAGO  24,  ILL. 


When  ordering  or  eaeiiing  information 
pfeoM  mention  Electronicf  Buyare'  Guid*. 
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Sensitive  Hipot  Testers  (non¬ 
destructive)  with  5  micro¬ 
amp  circuit  breaker 

High  Capacity  Test  Sets,  AC. 
DC.  AC  DC  up  to  150  KV 
and  50  KVA 

Insulation  Testers 

1X3  Overpotential  Testers  up 
to  150  KV 

Corona  Test  Sets,  many  sizes 


SERIES  H 
HIPOT  TESTER 


FOR  PRINTING 

of 

ELECTRONIC  COMPONENTS 
of  almost  any  shape: 

REJAFIX  MARKING 
MACHINES 

Hand*op«rat«d.  tMmUovtomotic  ond  fully  oute> 
motic  models 

Why  not  send  us  somplos  of  your  products 
They  will  bo  tost*printod  and  roturnod  to  you 
for  your  oxaminotionl 

Est  m2 

POPPER  &  SONS,  INC. 

300  Fourth  Ave.  New  York  10,  N.  Y. 


SAND  and 

^#4 

DUST 

A  cemplete  self-ceiv 

teined  unit  te  meet 
pH  qevt.  specs. 

1 

Ter  further  Infermm 
tien  en  these  ond  the 

I 

meny  ether  emrirers. 
mentel  test  units 

send  fer  cotolef. 

onmtntol  Equipment  Institute 


111  N«w  Verh  Wtttbury,  L. I..  N.V.  | 
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HOT  &  COLD 

Seporote  units  with  cen- 
tvol  centrel.  —100*  te 
•fXK)*  f.  in  ene  em. 
bient  te  ^000*  f.  in 
ether. 


JET  FUEL  TEST 

Six  fenli  pertoble  eiple- 
lien  pceef  unit  fer  testinp 
fuel  controls  of  iet  enpifies. 


PESCHEL  HIGH  VOLTAGE  TEST  EQUIPMENT 


CHAMBERS 

FOR 

ENVIRONMENTAL 


MODEL  CT  O 
CORONA  TEST  SET 


to  50  KVA 

Continuity,  Leakage  Testers 
Cable  Fault  Sets 

MEETS  TESTING  STAND¬ 
ARDS  FOR  MIL,  JAN.  ASTM 
and  IPCEA.  Write  today  for 
Catalog  No.  19. 


PESCHEL  ELECTRONICS,  INC. 


(lElOSION  (HAMMIS 
SUNSHINE  (HAMIEIS 
IAIN  (HAMIEIS 
EUNCUS  (HAMIEIS 
rUSTK  lEU  JAI 


TEMPERATURE 
ALTITUDE  CHAMBER 

-100’  F  to  +400’  E 
up  to  100,000  ft. 


SUniMATOtS 
MOniE  lEFIICEIATION 
IMMEISION  TESTS 
MALI  IN  nOMS  l*r  oil 
Hivironmontol  ttth 

RAIN  &  SHINE 

llAoties  rein  up  te  4**  per 
Kr.  Sunshine  te  oevt. 


R.  F.  D.  #1  PATTERSON,  N.  Y.  Phono  TRinity  8-3251 


r - 

SINGLE  SIDE  BAND 

TRANSISTOR  DEVICES 

EQUIPMENT 

TRANSISTORIZING 

DESIGN  AND 

SERVICES 

PRODUCTION 

CIRCUIT  PACKAGING 

ALFRED  W.  BARBER 

INSTANT  CIRCUITS 

o  division  of 

LABORATORIES 

ALFRED  W.  BARBER  LABORATORIES 

^  32-40  Froncis  iMwit  Blvd.,  Flushing  SB,  N.  Y.  INdpppndence  3-3306  ^ 

SLIP  RINGS 


no  matter  how 
INTRICATE  your 

small 

space] 

L  problem ...  I 


lllCTKOMKS  C0MP4Nr 


versatile 

ceramic 

materials 


9^S  AVCNUK  A.  SArONNC.  N.  J. 


ANCHOR  RING  , 
%  CONE  and 
^  MAGNET 
m  INSULATOR* 


ANCHORS 

INDUSTRIAL 


CORPORATION 

9  ST.  FRANCIS  ST.,  NEWARK  S,  N.  J. 


IMBEDMENT 


Electronic  Ass'y 
Embedded  in 
Clear  Plattic 


it  can  be  solved  with 


Encased 

Synchro  V(''indingt 


SUBminiature 

ceramic 

capacitors 


CONCENTRATION  on  subminia 


tore  ceramic  capacitors  only,  has 
enabled  MUCON  to  develop  this 
art  to  the  highest  degree  of  ver¬ 
satility  .  .  .  dependability  .  .  . 
properties  .  .  .  shapes  ...  to 
fulfill  any  critical  requirement 
in  subminiature  size. 


MUCON's  custom  facilities  are 
geared  to  an 


easy  to  attach 


IMMEDIATE  SERVICE' 


policy  no  matter  the  quantity. 


Send  for  catalog/ representative. 


i{£PCol^ 

TRANSFORMERS 


NO  HIGHER 
STANDARD  .  .  . 


POWER  •  PULSE  •  AUDIO  •  CHOKES  •  VIBRATORS  •  PLATE  t  FILAMENT 
HI-VOLTAGE  FILAMENT  •  OIL-FILLED  •  OPEN  •  CASED  •  ENCAPSULED 


for  Industrial  and  Electronic  Equipment 
•  Designed  to  commercial  and  military  ■ 
specifications  (MIL-T-’27  and  AN-E-  ■  ^ 
191.  Also  Class  A-B-H  and  miniatures.  ■  g 
Sample  short  and  long  runs.  Let  us  J 
quote  on  your  specifications.  No 

obligation.  DELIVERY  AS  PROMISEDI 


MAGNETIC 

AMPLIFIERS 

MILITARY  &  INDUSTRIAL 


PRECISION  TYPES,  for  analog  com¬ 
puting.  telemetering,  industrial  and 
nuclear  controls,  data  logging;  60  and 
400  CPS. 

Input.  100  microamperes,  DC 
Output,  15  volts.  DC 
Gain,  to  1,000.000  per  stage 
Linearity,  to  1% 

Balance,  to  0.2% 

Temperature,  to  100  C. 

RELAY  AND  MONITOR  TYPES,  for 
relay  preamplification  missile  check¬ 
out  systems,  data  logic  and  switching 
controls  . , .  in  linear  and  snap-action 
types;  60  and  400  CPS. 

Input,  one  microwatt.  DC 
Output,  one  watt.  AC  or  DC 


SEND  FOR  LITERATURE  . . . 

DETAILED 
ENGINEERING 
BULLETINS 
are  available 

^  g  r  from  the  factory 
iiT  t  or  from  our 

many  field  rep¬ 
resentatives  .  .  . 
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. . .  measure 
of  performance 
in  miniature  capacitors 

There  can  be  only  one  rule  —  one  measure  of  efcon 
capacitor  performance  —  close  tolerance 
PERFORMANCE.  Consider  efcon’s  proven  advantages: 

•  low  dialectric  absorption 

•  negative  temperature  coefficient  in  the  order  of 
100  PPM/C 

•  the  lowest  dissipation  factor  of  any  film  capacitors 

•  tested  DC  voltage  of  at  least  200%  of  rated  voltage 
at  25°C. 

Efcon  Polystyrene,  ]\Iylar  and  Teflon  capacitors  are 
available  in  tubes  from  .001  to  2  mfds.  Hermetically 
sealed  rectangular  containers  are  available  up  to 
10  mfds.  in  tolerances  of  closer  than  ±:1%. 

Specify  EFCON  for  precision  applications,  and  you 
specify  the  standard  for  the  electronics  industry. 
Send  for  applications  bulletin. 

DEPARTMENT  E-2,  EPCON.  DIVISION  OF 

ELECrRONIC  FABRICATORS,  INC. 

682  BROADWAY.  NEW  YORK  12,  N.Y.  TEIEPHONE.-  SPring  7-4900 


,  1 

STYLE  C 


'GO! 


STYIE  Y 


ELECTRICAL 

INSULATION  CO. 
I N  C. 


One  of  the  Largest  Fabricating 
Plants  in  the  East 

FABRICATING  SPECIALISTS  IN 

Laminated  Bakelite 
Fibre  and  All  Plastics 

•  Machining 

•  Punching 

•  Cutting 

•  Milling 

•  Drilling  &  Engraving 

LOCAL  STOCK  OF 
SHEETS,  RODS  &  TUBES 


ELECTRICAL 

INSULATION  CO.,  INC. 

1245  Marconi  Blvd.,  Copiogu*,  L.I.,  N  Y. 
Amity  villa  4^190 


SILICON  AND  GERMANIUM 

CRYSTAL  OROWINO  AND 

^  ... 

REFINING  EQUIPMENT 


SINGLE-CRYSTAL  GERMANIUM 
N  —  f/p*  oAd-P  —  typY 
I  for  diodo  and  traniistor  applicaHont 


Better  performance  at  less  cost  where  washer  insulation  and  dur¬ 
ability  are  critical,  Reliance  offers  an  excellent  quality  I^ICA — the 
perfect  dielectric  that  does  a  better  job  for  less!  Reliance  MICA 
keeps  its  shape,  strength  and  heat-resistant  qualities  far  beyond 
the  capacities  of  other  insulators.  Standard  shapes  available  for 
immediate  delivery  .  .  .  also  custom  jobs. 


Write  for  details  and  price  list. 

RELIANCE  MICA  CO.,  INC" 

341  39th  Street  •  Brooklyn  32,  New  York 


SINGLE -CRYSTAL  SIUICON 

for,  diode  and  transistor  applica^fons 


lEMIMETALS,  INC. 

130-11  90th  Avenue 
Richmond  Hill  18,  New  York,  U.S.A. 
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STANDCO" 

VIBRATING  REED 


FREQUENCY  METERS 


HERMETICALLY  SEALED 

and  Ruggedized 
SVa"  and  2 ’/a"  Sizes 
Meeting  all  MIL  Specs 

Normal  Froqucncios 
25,  SO,  60  or  400  Cyclet 
Special  Ronget 
from  15-1500  cycles 

Also  IN  OTHtft  rrPES 
PANEL  MOUNTING:  3'/a"  Flush  Bokelite. 
SWITCHBOARD  MOUNTING:  7<4"  round 
surface,  or  4Va"  square  semi-flush  coses. 
PORTABLES:  In  large  or  small  coses. 

Wrile  for  Sullelin  805 


HERMAN  H.  STICHT  CO.,  INC. 

27  PARK  PLACE.  NEW  YORK  7.  N.Y. 


ISOLATED-  eliminate  ground  loops  and  cross  talk  with  .  . 


WIDEBAND  DC  AMPLIFIER 


COMPUTER  ENGINEERING  ASSOCIATES.  INC. 

380  NORTH  HALSTEAD  -  PAS ADENA,  CALIFORNIA 


Electronic  Instrumentolien 

DC  &  AC  Power  Supplies  Direct  Anolog  Computers  -  Aeronautical  Engirteerlng  Analysis 


PLATING  FOR 
ELECTRONICS 

CENTURY  FIRSTS: 

•  Continuous  Terminal  Strip 
Solder  Plate  and  Rellow 

•  Individual  Terminal  Solder 
Plate  and  Reflow 

•  Tin-Nickel  Plating  of  Func¬ 
tional  Parts;  Friction  Free  and 
Inert 

•  Process  For  Gold  Over  Nickel 
With  Best  Adhesion 

SPECIFICATION  PLATING 
WITH  TECHNICAL  KNOW¬ 
HOW.  CERTIFIED  FOR  ALL 
MIL.  SPEC.  PLATINGS 

CENTURY  PLATING  COMPANY 

229  FERRIS  AVENUE  •  WHITE  PLAINS,  N.  Y 
White  Plains  6-8880 


A  TRULY  MULTIFUNCTIONAL 


PHASE  ANGLE  VTVM 


Oht/  PHASE-SENSITIVE  NULL  INDICATOR 


DIRECT  READING 

•  Voltage 

•  Phase  Angle 

•  In-Phase 

•  Quadrature 


FEATURES 

•  Direct  reading  0-360*.  no  ambiguity. 

•  1  mv  to  300v  full  scale. 

•  VTVM  operation  to  50  kc. 

•  10  microvolt  null  sensitivity. 

•  10  meg  input  impedance. 

•  Available  in  any  frequency  to  10  kc. 

•  Unaffected  by  harmonics  with  optional  filters. 


•  Low  noise. 


REPRESENTATIVES  N.  Y.,  NEW  ENeiAND;  J.  P.  Brogan  Assoc.  •  MET  N  Y.:  8.  8.  Taylor  Corp 


MID  ATLANTIC:  Fred  F.  Bartlett  Co  •  MICH  ,  OHIO,  W.  PENNA;  Dayton  Anderson 
Elect.  •  KANSAS,  MO.,  IOWA,  $.  III.:  Desco  Sales  •  SOUTH  EAST:  Col-lns-Co. 
WEST  COAST:  Gerald  8  Miller  •  CANADA:  Electrodesign 

T  H  A.  T  X-i  A.  T  Z  C  induttnes,  ine. 
60S  main  atrett,  weatbury,  n.y.  EPgrirtod  i-itat 
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metal  film 


Hichly  stable  — low  tomporature 
coefficient  —resistance  film  negliKibly 
thin  even  at  highest  microwave 
frequencies —tinned  electrodes 
solder  directly  into  RF  circuit. 


CUSTOM  COMPONENTS  INC. 

is  your  most  up  to  date  source 
to  the  most  complete  line  of  ..  . 

Precision  Radio  Cores 
Quality  Microwave  Components 


MICROWAVE  RESISTORS- 
Metal  film  fu.'^etl  to  PYKKX 
base,  sealed  with  micro-thin 
coatin^r  of  Quartos.  Tinne<i 
electrodes.  HuUetin  M-l 


COAXIAL  ATTENUATOR  « 
ELEMENTS  for  inch  to 
largest  line  sixe.  Solder  or 
pressure  mount.  Stanflard  and 
Custom  sizes.  Hulletin  L-1  ^ 


METALLIZED  OLASS 
RECTANGULAR 
ATTENUATOR  ELEMENTS 
—  Standard  plates  available 
for  L  thru  K  band.  Metallized 
eyelet  for  solder  mounting, 
or  drillefl  holes.  Hulletin  A-1 


FILMOHM  RESISTANCE 
CARD  —  Micro-thin  metal 
resistance  film  deposited  on 
high  temperature  fibre  glass 
plastic  she<*t.  Electrically 
uniform  film,  dimensionally 
stable,  simple  to  fabricate. 
Available  from  25  to  750  ohms 
per  square,  and  .025,  .032, 
or  .062  thick.  Hulletin  P-2 


I 


FILMOHM  METALLIZED 
MICA  —  Micro-thin  metal 
resistance  film  deposited 
specially  surfaced  natural 
mica.  Use  as  rotary  and 
guillotine  attenuator  elements 
and  loads.  Ideal  for  mm 
fre(iuencies  and  in  stripline. 
Available  in  large  uncut  sheets 
or  fabricateti  parts,  .001  to 
.005  thick.  25  to  400  ohms  per 
square.  Hulletin  C-l 


STRIP  LINE  RESISTORS  - 
Thin  mica  base  metal  film 
resistor  as  thick  as  the  copper 
strip  line,  cement  directly  on 
the  plastic  base  into  strip 
line  circuit.  Used  as  pads, 
attenuators,  and  loads. 

Width,  length,  and  thickness 
as  required.  Hulletin  SL-1 


HIGH  POWER  COAXIAL 
LOAD  RESISTORS -MeUi 
film  tubular  glass  resi.stors 
suitable  for  air,  oil.  or  water 
cooling.  Used  as  dummy  loads, 
damping,  and  terminations. 
Non-inductive,  films  are  not 
spiraled  or  striped.  Standard 
and  custom  sizes  up  to  4  feet 
long.  Hulletin  HP-I 


CERAMIC  FILM  RESISTORS 
—  Metal  Resistance  Film  on 
Ceramic  Hase.  Highly  stable 
disc  resistor,  mechanically 
strong,  LOW  COST.  Tinned 
or  silver  electrodes  for 
pressure  mounting. 

Hulletin  CD-I 


^ILMOHM 

CORPORATION 


48  West  25th  Street 
New  York  10,  N.  Y. 
W Atkins  4-3244 


In  5  years  Custom  Components  Inc  has  become  the  largest 
and  most  diversified  manufacturer  of  Radio  Cores  and 
Microv^ave  Components— stressing  Quality,  Economy  and 
Service  through  every  phase  of  product  development. 


COMPONENTS,  INC. 

f 

P.  O.  Box  248,  Caldwell,  N.  J.  Telephone:  Caldwell  6-3403-4 


CUSTOM 


•  Resistors  meet  Mil  R-93.\  or  .Mil  R-9-t  1 1 

•  Resistor  networks  inatelu'd  to  0.0 1*? 

•  Encapsulated  resistors  to  0.01't  «)\cr  temperature  range 
of  —55°  C  to  +100°  C 

•  Microminiaturized  resistor  only  3,  32"  .\  5  16" 

•  Temperature  compensating  resistors 


Our  enginccriug  staff  welcomes  your  iiuiuiries. 

We’re  at  your  service  .  .  . 

GENERAL  RESISTANCE,  INC. 

577  EAST  156  STEEET,  NEW  YORK  55,  N  Y.  CYprew  3-1500 


I 


mum  MUCHINIS  S  WHEEIS  for  WIHE.  HOSE.  fUBINIi 


DUNm  M.  GILLIES  CO.,  li. 


Post  Office  Box  181 
WEST  BOYLSTON,  MASS. 


Telephone;  West  Boylston  TE  5-4445 


Gillies  Engraved  Concave  or  Flat  Wheels  are  widely  used 

for  printing  on  rubber  or  plastic  coated  wire,  for 
code  or  manufacturer  identification.  Machines  print 
on  ONE  or  BOTH  SIDES  in  large  legible  letters. 
Wheels  adaptable  to  any  machine  or  we  will  supply 
machines.  Wheels,  shafts,  ink  pans  and  all  acces¬ 
sories  readily  removable  for  quick  and  easy  clean¬ 
ing.  Wheels  of  TOOL  STEEL,  HARDENED  to  Rockwell 
test  61-64  and  HARD  CHROME  PLATED. 

Sand  for  fompfai  of  wiro  and  pricti  on  whooft  and  aqaipm^nt 
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Whon  ordaring  or  Booking  informofion 
pfooBo  montion  f  fectronicB  Boyors'  Guido. 
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r  Ik  r 


FRCQUCNCV  APPROX. 

BAND  LENGTH 

kmc  •.  InchM 


MICROWAVE  ^ 


DESIGNERS  AND  MANUFACTURERS 


BROADBAND  WAVEGUIDE  SECTOR  SCAN  ROTARY  JOINT 

LIECO  onnounces  a  scries  of  Step  Twist  Rotary 
Joints  for  scanning  a  90*  sector.  These  sector 
scan  joints  are  broadband,  covering  the  entire 
usable  waveguide  frequency  band  (approximately 
40%).  The  moximum  VSWR  is  below  I  15  For 
norrower  bandwidths  the  VSWR  con  be  held  well 
below  I  10  The  sector  scon  joints  are  short,  have 
input  arvl  output  on  the  same  axis  and  are  cap- 
^  obic  of  bcirrg  pressurized  LIECO  is  producirsg 

these  units  in  all  standard  waveguide  sizes  in  the 
.BP  frequency  range  from  2  60  to  40  0  kmc  The  joints 

con  be  supplied  fobricated  from  cither  brass  or 
aluminum  Sector  Scon  Joints  for  particular  re- 
quirements  will  be  produced  to  your  specifications 


’Cover  type  tl  ..■■j*  with  threoded  bolt  holes  Motirsg  ftan.je  shall  be  o  che-ke  with  clear¬ 
ance  bolt  holes 

I  Request  Catalog  No.  5-6A 

I  I  r  ’  I  I  'll  Additional  Items 

y  ■■  P  y  Upon  Request 

I  Lynbrook  9-A920 

|H  Centre 

INC  3610  OCEANSIDE  ROAD  •  OCEANSIDE,  1.  I.  New  York 


Since  1853  the  first  names  in  American  industry  have  specif ied 


PRECISION  %IEWEL  BEARINGS 


One  of  the  world’s  most  complete  selections 
for  every  industrial  requirement  in: 

Ruby,  Sapphire  and  Tunjrsten  Carbide  Bearings. 

•  HOLE  JEWELS  •  VEES  •  BALLS,  Etc. 

•  ENDSTONES  •  CUPS  •  SET  AND  UNSET 

Ix*t  us  show  you  how  Keller  jewels  can  serve  you  better. 

_  e^maevn  in  50  East  42nd  Street,  New  York  17,  N.  Y. 

HUGO  Pe  KELLER,  JRe  MUrroy  Hill  2-8450 


For  Those  Who  Demand  Service! 


casMic 

"35  YEARS  OF  PROVEN 
DEPENDABILITY" 


ELECTROLYTIC 
&  PAPER 
TUBULAR 


COSMIC  CONDENSER  CO. 
•53  Wkitticr  St..  Broni,  N.  T. 

PM  ONE 

lUiliw  9  33EO 


toadensm 


^  If  it’s  X 
TOWERS  you 
need, check 
ROHN  y 
Nv  FIRST!^ 


AMERICA  S  FINEST  ” 
COMMUNICATIONS 
TOWER  OF  ITS  KIND 
. . .  WITH  EXCLUSIVE 
BUILT-IN  ECONOMY 


^  .  /  Reduce  Costs 

1  ^  — by  ((cttinjc  j  tower  ipt- 

I  JT*"'  tipijily  for  your  job  These 
^  S>  '  towers  zre  suitable  for  use 

>■  I'  up  to  kOO  teet  ^useJ — or 

:  ‘  selt  supptsrtinjj  to  ^O-W)  ft ! 

Z  ROHN  towers  zre  in  daily 

J  use  tor  miiro-wase.  radio 

Z  .  and  dozens  ot  all  tspe  tom- 

*  muniiations  requirements 

""  •  (hroufthout  the  I’  S. — at 

•  biK  satin^s — set  more  than 

;  do  the  job'  <  an  he  used  ft>f 

-  a  multitude  ol  jobs. 


.  /  Proven  design 

^  — jtet  full  enjtineering 

data  to  prove  superiority. 
Crieaminj;  hot-dipped  ,:al- 
sanized  finish  available — 
stays  shiny  and  new  — no 
paintinji  needed  Desijcn 
fully  tested  —  proved  by 
thousands  of  installations. 
Fasily  shipped  and  inexpen¬ 
sively  installed  Cross  pieves 
lv>rm  natural  ladder  lor  serv¬ 
icing. 


^Special 


Towers 


— you  re  invited  to  sub¬ 
mit  your  requirements. 
Towers  will  be  built  to  your 
spevifivations  if  pravtival. 
Let  us  know  your  needs — 
ROHN  can  satisfy  them 
BEST  when  it  comes  to 
towers  ot  this  type. 


r  lllutlrjItJ  htrt  IS  J  mitro  uju 
iHstjlIulion  of  Rohn  So  40  tourr  for 
uit  *)  Puhlic  Srrir.r  Company  of  ColoraJo 
tor  a  itatr  uiJr  iommunuations  — 

on<  t\amplt  of  th<  thouianJi  of 
V  ROMS  toutri  nou  in  uit  , 


Send  for  new  Spevifivations  av 
Frive  v.italog  fvsr  Rohn  Communi- 
cations  Towers.  Your  inquiry  will 
receive  prompt  attention.  Rohn 
representatives  ate  wsast  to-coast  to 
serve  you.  Write — phone — wire 


Co. 


1116  Limestone,  Bellevue 
Peoria,  Illinois 


■  Peoria,  Illinois 

Fioncer  Manufacturers  of  TV  and  Ci'm 
munivation  Towers  ot  All  Kinds. 
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ALL  DIELECTRICS 

POLYETHYLENE 
IRRADIATED  POLYETHYLENE 
TEFLON 
MICA 
MYLAR 

POLYSTYRENE 
PAPER-MINERAL  OIL 
PAPER-POLYBUTENE 
PAPER-AROCLOR 

ALL  TYPES  OP  CASINGS 
SOLDER  SEAL  CANS 

SOLDER  SEAL  GLASS  TUBES 
EPOXY  BAKELITE 

HIGH  POWER 

PULSE  FORMING  NETWORKS 


CORSON 

ELECTRIC  MFC.  CORP. 

540  -  39th  Street,  Union  City,  N.  J 


CORSON 

IWlIlJMCilOIIS 


also  \ 

150  & 

450  MC 
Omnidirectional 
Arrays — 
gains  to  lOdb 


till/  PARABOLAS 

/  /  1/  *9^-360  IVIC 

I  [Jr  450  -  470  MC 
MULTI -ELEMENT 
GRID  CONSTRUCTION* 


light  weight,  low  windage,  rugged  HELIARC  welded  aluminum  * 
open  construction  permits  lighter,  lower  cost  towers  4 

Parabolas  up  to  IS'  diameter  ; 

retain  electrical  properties  of  solid  spun  dish  up  to  1000  MC  | 

MARK  i  PRODUCTS 


A412  W.  UNCOLN  AVE. 


MORTON  GROVE,  IIUNOIS  •  PHONE  ORchord  5-4999 


AUTOMATIC  MACHINE  i 

CORPORATION  ! 


ALUMIHA- 

STEATITE- 

PORCELAIN 


precision 


beNDII^^ 


Bends,  Twists,  Offsets,  Coils, 
Transitions,  Fabrications  and 
complete  assemblies  to  your  prints. 


QUOn ! 


custom  producing  press¬ 
ed,  molded,  extruded  or 
machined  precision  parts 
to  Jan-1-10  or  commer¬ 
cial  specs. 


TECHNICAL 
CERAMICS  &  LAVA  CORP. 

85  FIFTH  AVENUE-PATERSON.N  J 


for  quality 
and  economy 


lET 


Wh^n  ordering  or  soelrino  information 
please  mention  Blechonics  Buyers*  Guide. 
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GLOW 

UMPS 

and  discharge  tubes 

EVERY  KIND 
for  every  purpose 
standard  and  made  to  order 

NEON— ARGON 
XENON— KRYPTON 
HELIUM— HYDROGEN  & 
NITROGEN  FILLED  TUBES 


•  Otcillotort 

•  Strobotrons 

•  Spectrum  Light  Sources 

•  Constant  Voltage  Regulators 

•  Digit  Tubes 

•  Trigger  Tubes,  etc. 

Established  1937 

World's  Largest  Glow  Lamp  Specialists 

THE  AEROLUX  EIGHTS  CORP. 

6SS  Eleventh  Ave.,  New  York  36 


-- 


1/1111/ A  electrical 

IKULIKfl  WIR/RODCVICES 

Vesiijned  forPerformance 
and  Economu 


TERMINAL  BLOCKS  (Left):  l^rge  line  of 
molded,  barrier  type,  in  varied  sixes,  materials, 
and  terminals.  r4ew  "KLIPTITE"  style  (left 
bottom)  with  angled  tabs  made  for  AMP,  self* 
locking  wire  terminals. 

TOGGLE  SWITCHES  (Below):  Aircraft  type. 
Single  and  Double  Pole.  Bakelite  housing.  Screw 
terminals  or  soldering  tugs.  One-hole  mounting. 
DC,  or  AC  up  to  1600  cycles. 

POWER  OUTLETS  (Below,  righti:  Smallest 
made  for  standard  plug.  Mounts  from  top  or 
bottom  of  bracket.  Soldering  terminals  or  wire 
leads.  ff’rite  for  complete  Catalog 


?1P  \  I  / 

^  PHASE  METER 

and 

PHASE  SHIFTER 


PHASE  METER 

and 

PHASE  STANDARD 


JD  e  s 

P.O.  80X  1676  •  COLUMBUS  14.  OHIO 


FOR  CRAFTSMANSHIP  •  SERVICE  •  RELIABIlin-  SPECIFY  ASHUND 

MOTORS  •  FANS 
and  BLOWERS 


/  1  ^ 

[ 

li’le  in/ormatiois 

ASHLAND  is  your  one 
source  for  precision 


engineered  and  preci 


sion  made  custom 


crafted  Synchronous. 


Torque.  Induction  or 
Gear  Motors:  Centrifugal 
Blowers  and  Axial  Fans. 


Ashland's  quality-controlled 


rotating  electrical  components 

are  compact,  rugged  and  designed 

for  the  utmost  efficiency  and  long 

life  under  specified  conditions.  Both  standard  and  custom- 

designed  models  are  available  to  order  for  critical  commercial 

or  military  applications. 

One  of  the  nation's  leading  suppliers  of  Synchronous  Motors 
to  the  Recorder,  Electronics  and  Instrumentation  industries, 
Ashland  is  well  qualified  and  equipped  to  satisfy  your  most 
precise  specifications  and  delivery  requirements. 


WRITE  FOR  ASHLAND'S  NEW  CATALOG  EBG  8-83  TODAY' 


ASHLAND 

ELECTRIC  PRODUCTS,  INC. 

32-02  QUEENS  BLVD..  L  I.  C.  1.  N.  Y. 
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W6«n  ordering  or  Moklna  Information 
ploato  monlion  f  ttctrenicf  Buyer,'  Guido. 
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1958  electronics  BUYERS'  GUIDE 
MANUFACTURERS'  REPRESENTATIVES 
SECTION 


M.miif.ictuicrs’  ic|)rcs(.iit.iti\CN  pl.iv  ;i  key  role  in  tlic  ilistribu- 
tioii  of  clft  trollies  protliicts  and  tc|nipnicnt.  I  licy  account  for  a 
fir  larger  portion  of  llic  sale  of  coniponents  and  materials  tlian 
elo  reprcsentati\es  in  tlic  average  American  industry. 

Selling  in  the  eleetronies  field  is  a  highly  speeiali/.ed  business. 
In  most  ea>e'.  an  engineer  or  a  teehniealK  trained  salesman, 
eap.ible  of  disenssiiig  in  detail  the  sixxifieations  of  components 
and  materials,  or  tlemonstratiiig  te^t  eijmpnient  or  other  finislietl 
products  is  iHliiiul  the  sale. 

Ibis  s|Keiah/e<l  salesmanship  is  nceessarv  bexansc  the  clcc- 
tronies  nidiistis  reni.ims  its  own  best  cnstonier.  with  more  than 
•4.000  mamifactiirers  priKlneing  the  thousands  of  prodnets  listed 
III  tliis  \ohniie. 


Oxer  Ss  ixreent  of  ni.imifaetnrers'  representatixfs  (according 
to  an  l•!lI(  iKOMCs  snrxev  eompletexl  in  (Vtoln’r,  19s7)  main- 
t  mi  engineering  or  teehnieal  talent  with  special  knowlcxlge  of 
elet  trollies  gear.  Nearh  2s  |K’reent.  according  to  the  same  study, 
arc  cc{ni))|H'd  to  service  nuhistrial  electronic  et|iiipment,  while  SO 
percent  h.ixe  their  own  hxal  storage  or  warehousing  facilities. 

Here  is  a  list  of  the  basic  txpes  of  mannf.ietnrcrs*  representa- 
tnes  who  serve  the  eleettomcs  nuhistrx : 


1.  Instrnnient  representatives 
to  the  original  e(|nipnient 
market 


C  o  III  po  n  c  n  t  representa- 
tixes  to  the  original  etpiip- 
ment  market 


s.  Materials  and  niaimfactur- 
ers’  service  representatives 
to  the  original  ei|nipment 
market 


ginal  etinip-  -4.  Instrnnient  representatives 
to  the  joblrcr  market 

s.  Cbiniponent  representa¬ 
tives  to  the  joblKr  market 


.\bont  14  mannfaetnrers’  representatives  give  a  mannf.ietnrcr 
idec|nate  coverage  of  the  Ihiitexl  St.ites  in  the  eleetronies  busi¬ 
ness.  .recording  to  past  surveys  condnctcxi  bv  lb  i  c:i  ronics.  T  his, 
IS  of  course,  an  average,  and  in  s|Heifie  cases  the  nnmlx'r  mav  lie 
Is  high  as  b). 


■Wm  I ... 


MANUFACTURERS'  REPRESENTATIVES 

IN  THE  ElECTRON/C  INDUSTRY 

As  a  service  to  readers,  ELECTRONICS  presents  an  index  and  the  advertisements  of  tome  of  the  lead¬ 
ing  manufacturers'  representatives  in  the  electronic  industry.  These  firms  are  qualified  to  help  the 
Manufacturer  with  his  distribution  problems;  the  Buyer  with  his  product  needs.  Representatives  are 
listed  under  the  location  of  their  main  office. 


ALABAMA 

BIRMINGHAM 

Georg*  O.  Jess*  Assocs. 

919  Polmetto  St. 

ARIZONA 

PHOENIX 

SHefler-Kahn  Co. 

240  S.  1st  Ave. 

TUCSON 

HARRY  APPLETON  CO.,  INC. 
See  odv.  pg.  598 

CALIFORNIA 

ALHAMBRA 

Robert  G.  Moye  Company 
116  South  Stoneman  Ave. 

ATHERTON 

G.  B.  Ellis  Sales  Co. 

3241  El  Camtno  Real 

BERKELEY 

Leslie  D.  AAorrison 
704  The  Alamedo 

BEVERLY  HILLS 

R.  C.  Dudek  &  Co. 

407  N.  Maple  Dr. 

W.  S.  Harmon  Co. 

121  No.  Robertson  Blvd. 

C.  H.  Mitchell  Co. 

9015  Wilshire  Blvd. 

BURBANK 

Elecnair  Co. 

4113  West  Olive  Ave. 

I.  R.  Stern  Co. 

4109  Burbank  Blvd. 

Weightmon  &  Associates 
4101  Burbank  Blvd. 

COSTA  MESA 

H.  W.  Wright  Co. 

126  Rochester  St. 

CULVER  CITY 

Horry  Gee  &  Assoc. 

5333  ^pulveda  Blvd. 

Possner  Co. 

5788  Washington  Blvd. 

Soldaro  Co. 

9400  Culver  Blvd. 

Thomas  L.  Stevens  Co. 
5333  So.  Sepulvedo 

DALY  CITY 

H.  W.  Dickow 
186  Avalon  Drive 

EL  MONTE 

Ash  M.  Wood  Co. 

11938  East  Garvey  Ave. 

HOLLYWOOD 

Gerald  B.  Miller  Co. 

1550  No.  Highland  Ave. 

Lee  Grond  Snyder  Co. 

1418  No.  Highlond  Ave. 

INGLEWOOD 

M.  B.  GILBERT  CO.,  INC. 
1608  Centinela  Ave. 
ORegon  8*5767 
Teletype— I NGL  7773 
See  Adv.  pg.  598 


LA  JOLA 

T.  LOUIS  SNITZER 
See  odv.  pg.  599 

LOS  ANGELES 

Wes  Alderson  Co. 

3050  Overland 

HARRY  APPLETON  CO.,  INC 
136  San  Fernando  Road 
CApital*5*5513 
See  Adv.  poge  598 

W  J.  Barron  Co. 

1406  South  Grand  Ave. 

Barstcw  &  Doran,  Inc. 

1406  S.  Grand  Avenue 

Jack  Berman  Co. 

1141  S.  Lo  Cienega  Blvd. 

Bray  &  Carter 

2234  West  11  Street 

Cochrane-Barron  Co. 

544  South  Mariposa  Ave. 

Sigmund  H.  Cohn  Sales  Co. 
1769  S.  Holt  Avenue 

Earl  S.  Condon  Co. 

3450  Wilshire  Blvd.,  Suite  915 

Costello  and  Co. 

3406  W.  Washington  Blvd. 

Erlanger  Sales  Co 

4217  West  Jefferson  Blvd. 

Henry  Feldman  Co. 

1244  South  Grand  Avenue 

W.  K  Geist  Co. 

3177  Glendale  Blvd. 

Chas.  A.  Hansen 
1406  S.  Grand  Ave. 

Heeger,  Inc. 

2528  West  9th  St. 

Kittleson  Co. 

416  No.  La  Brea  Ave. 

W.  Bert  Knight  Co. 

10377  W.  Pico  Blvd 

Koessler  Sales  Co. 

818  No.  Fairfax  Ave. 

Lynn  and  Brooks 
3055  Wilshire  Blvd. 

J.  W.  Marsh  Company 

4216  West  Jefferson  Blvd. 

Marshank  Sales  Co. 

7422  Melrose  Ave. 

C.  E.  Mello,  Mfg.  Agent 
406  South  Moin  St. 

Microwove  Engineering  Sales 
12032  Wilshire  Blvd. 

lee  H.  Ovyens  Co. 

1102  South  Western  Ave. 

Pocific  Electro-Soles,  Inc. 

6053V2  Whittier  Blvd.  ^ 

Pocific  Scientific  Co. 

P.  O  Box  22019 

Perlmuth  Electronic  Associates 
2419  So.  Grand  Ave. 

V.  T.  Rupp  Co 
307  Parkman  Ave. 

C.  B.  Rush  and  Assocs. 

3757  Wilshire  Blvd 

Howard  M.  Saul  and  Assocs. 
5015  San  Vicente  Blvd. 

Shephard-Winters  Company 
7407 Vz  Melrose  Ave. 

T  LOUIS  SNITZER  CO 
5354  W.  Pico  Blvd 
WE  8  2074 
See  adv.  pg.  599 
S.  L.  Sproggins  Co. 

914  South  Robertson  Blvd. 
M.  A.  Stolaroff  Co. 

4622  West  Slouso.n  Ave. 


Conrad  R.  Strassner  Co. 

1865  North  Western  Ave. 

George  S.  Tivy 
2230  West  11th  Street 

Don  C  Walloce  ond  Wm.  H  Wallace 
1206  Maple  Avenue 

Wedge  Weber  Co. 

1217  Venice  Blvd 

WESREP  CORPORATION 
2022  S.  Sepulveda  Blvd 
BRadshaw  2*3757 
Teletype  WLA  6708 
See  adv.  page  609 

Westron  Sates  &  Engineering 
7407  AAelrose  Ave. 


MENLO  PARK 

Ault  Associates 
906  Willow  Road 

Nickerson-Gray  &  Assocs. 

1389  Willow  Road 

NORTH  HOLLYWOOD 

Neely  Enterprises 
3939  Lar.kershim  Blvd 

Edwin  F.  Storr 
4101  Rhodes  Ave. 

PALO  ALTO 

Bill  Brainard 

535  Middlefeld  Road 

Ellenje  Co 
345  California  Ave. 

Corl  Herrmann  Associates 
P.  O.  Box  1179 

C.  W.  Mauldin  Co. 

441  W.  Colifornia  Ave 

Win.  W.  Tompkins  &  Co 
2363  Birch 

Whit*  &  Co. 

788  Mayview  Ave 

PASADENA 

Arvin  Bell  Co. 

385  E.  Green  St. 

David  Ellis  Co. 

919-D  E.  California  St. 

LUSCOMBE  ENGINEERING  CO 
1129  S.  Fair  Oaks  Ave 
RYan  1-3386 
TWX  PASCAL  2199 
See  adv.  pg.  610 

McCarthy  Associates 
1055  East  Walnut 

George  Voughon  Co. 

2366  East  Foothill  Blvd 

SAN  CARLOS 

C.  R.  Dalton  Associates 
132  El  Camino  Real 

Electronic  Enaineering  Associotes 
1295  laurel  Street 

Peninsula  Associates 
2857  El  Camino  Real 

R.  L.  Pfiieger  Co. 

1652  laurel  Street 

E.  V.  Roberts  &  Associates,  Inc 
1560  laurel  Street 

David  H.  Ross  Co. 

534  El  Camino  Real 

SAN  FRANCISCO 

HARRY  APPLETON  CO.,  INC 
See  adv.  pg.  598 

Arthur  &  Allen 
420  Market  Street 

Belchamber  &  French 
1495  Boyshore  Blvd 


Belilove  Co. 

420  Market  Street 

E.  L.  Berman  Company 
450  Ninth  Street 

E.  W.  Brandt  Company 
1337  Mission  Street 

Bernard  1.  Cohn  Co. 

420  Market  Street 

Eichorn  &  Melchior,  Inc. 

749  Bryont  Street 

Fraior  &  Hansen,  ltd. 

301  Cloy  Street 

Frank  lebell  Co. 

1485  Boyshore  Blvd. 

logon  Soles  Co. 

150  Eighth  Street 

Horry  E.  Marshall 
104  Olive  Street 

Meyer  &  Ross 
113  10th  Street 

Moulthrop  6  Hunter 
165  11th  Street 

I.  A.  Nott  &  Co. 

1061  Howard  Street 

W.  J.  Purdy  Co 
312  7th  Street 

Sinoi-Johnson,  Inc. 

65  Ninth  Street 

Yorbrough  Sales  Co. 

275  Brannon  Street 

SAN  GABRIEL 

J.  T.  Hill  Co. 

420  S.  Pine  Street 

Rondolph  Engineering  Corp. 

736  Santo  Anita  St. 

Al  J.  Rissi 

8417  E.  Las  Tunas  Drive 

SAN  MATEO 

Harriss-Koetke  Sales  Co. 

204  E  Hillsdale  Blvd 

G.  E.  Moxon  Soles  Co 
15  41  Ave. 

H.  1.  Newnan  Co. 

56  41st  Ave. 

SANTA  MONICA 

The  Charrett  Co. 

1409  Wilshire  Blvd. 

SHERMAN  OAKES 

Western  Control  Equipment  Co. 
14615  Ventura  Blvd. 


SOUTH  PASADENA 

R.  E.  Osborne 

1757  Garfield  Ave 


SUNNYVALE 

T  LOUIS  SNITZER 
See  odv  pg.  599 

VAN  NUYS 

Martin  Mann  Associotes 
14751  Keswick  St. 

WOODLAND  HILLS 

King-Moon  Co.,  Inc. 
P.O.  Box  443 

Van  Groos  Co. 

21051  Costanso  St. 

COLORADO 

ASPEN 

Charles  V.  Kettering 
P  O.  Box  172 
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BOULDER 

w  B  Cotlihar 

1003  Grandvi«w  Av#. 

COLORADO  SPRINGS 

Ptfy%«r  &  Co. 

1501  No.  Wobor 

DENVER 

R.  G.  Row«n  Co. 

731  Broodwoy 
Stan  Cluphf  &  Aisoct. 

75  South  Cody  Court 
W.  H.  Connon  Co. 

375  Birch  St. 

Hyd*  Solos  Co. 

1341  Chorokoo  St. 

Hytronic  Moosuromonts,  Inc. 

1295  South  Bannock 
Koothor-Cox  Co. 

110  Wost  13th  A  VO 
lAHANA  A  CO 

1886  South  Broadway 
PEorl  3  7791 
TWX  ON  676 
Soo  adv.  pg.  605 
McLoud  &  Raynu>nd  Co. 

5403  East  Evans 
Mol  Poarson  &  Co. 

1011  So.  Josophino  St. 

Sciontific  Instrumont  Co. 

1460  Ponnsylvania  St. 

GREELEY 

Gordon  G.  Moss  Solos  Co. 

1530  13th  A  VO 

CONNECTICUT 

ANDOVER 

Ernest  K  Soyd 
Long  Hill  Rood 

BRIDGEPORT 

C  E.  Scholl  Co. 

952  Main  St. 

FARMINGTON 

Bohr  Solos  Co 

Rod  Oak  Hill  Road 

GUILFORD 

Tho  John  F.  Whitohoad  Co. 

85  Whitfold  St. 

Richard  H.  Whitohoad,  Jr.  Assocs. 
57  Whitfiold  St. 

HAMPDEN 

RICHARD  PURINTON.  INC 
Soo  Adv.  pg  606 

HARTFORD 

Michool  S.  Coldwoll  Co. 

289  Foirhold  Avo 
GERARD  O.  LEEDS  CO.,  INC 
Soo  Adv.  pg.  600 

MANCHESTER 

Aloxandor  W.  Gatos 
46V2  Summor  St. 

MERIDEN 

Honry  Lovin  Assocs. 

P  O  Box  196 

NEW  HAVEN 

BROGER  INSTRUMENT  SALES  CO 
Soo  adv.  pg.  609 

Goorgo  Foldman  &  Assocs. 

523  North  Porkwoy 

INSTRUMENT  ASSOCIATES 
Soo  odv.  pg  608 

Robort  $.  Roiss  Assocs. 

70  Jostio  Drivo 

NEWTON 

SALES  ENGINEERING  CO. 

Sugar  lano 
GArdon  6  2664 
Soo  adv.  pg.  604 

ROCKY  HILL 

Walworth  Controls  Co. 

131  Moin  St. 

STAMFORD 
E  A  I 

200  Fifth  St 


TOLLAND 

Stockwoll  Tochnicol  Solos  Co. 

P.O.  Box  118 

TRUMBULL 

RAY  PERRON  A  CO 
Soo  Adv.  pg.  604 

WEST  HARTFORD 

Arthur  T.  Hotton  &  Co. 

1000  Farmington  Avo. 

Frank  S.  Mahor 
106  Woodlawn  St. 

R.  S  Pottigrow  A  Co.,  Inc. 

10  No.  Main  St. 

WESTPORT 

Jamos  F.  Whito  A  Co. 

10  Highlond  Rood 

DELAWARE 

NEWARK 

Forroll  S.  Cormino  Co. 

14  Knickorbockor  Drivo 

DISTRICT  OF  COLUMBIA 

ART  CERF  B  CO 
Soo  odv.  pg.  606 

F  R.  Jodon,  Inc. 

8510  Booch  Troo  Road 
GERARD  G  LEEDS  CO.,  INC 
Soo  odv.  pg.  600 
SAMUEL  K  MacDONALD,  INC 
Soo  odv.  pg.  603 
Noblo  C.  Shilt 
3308  14th  St.,  N  W 

FLORIDA 

CLEARWATER 

W  Ban  Wibarly  Co. 

532  South  Fort  Horriton 

COCOA  BEACH 
Spa<ialiiad  Equipmant  Corp. 

P  O  Boa  323 

INDIAN  RIVER  CITY 

W.  A.  Brown  &  Attoc%.  Inc. 

201  Copron  Rd. 

JACKSONVILLE 
I  E.  Borhort 
1003  Cunko  Rd 

MIAMI 

William  F  Hamminqar  Co 
619  N  E  7Bth  St 

MIAMI  BEACH 

Jock  Gaortnar  Co 
B3S  B6th  St. 

NORTH  MIAMI  BEACH 

Bant  Salat  Co. 

P  O.  Bo>  I7B 

ORLANDO 

BIVINS  »  CAlOWEll.  INC 
Saa  Adv  pg.  602 
Chrit  Small  Co. 

Boa  1346 

ORMOND  BEACH 

John  F.  Thompson 
322  Rivortido  Oriva 

SARASOTA 

A  E.  Scrivan 
P  O.  Boa  4572 

GEORGIA 

ATLANTA 

Th«  Clark  Adair  Co. 

1426  High  Point  Placo,  N.  E. 
BIVINS  i  CALDWELL,  INC 
Soo  Adv  pg.  602 
Floyd  Fausott  &  Co. 

777  Pinohurst  Torroco,  S.  W. 
Grady  Duckott  Solos  Co. 

26  E.  Anc'row  Drivo,  N.  E. 
Hollingsworth  &  Still 
508  Whitohoad  Bldg 
E.  G.  Holmos  &  Associatos 
309  Pharr  Road,  N  E 


i.  E.  Joynor  &  Assocs. 

Box  10821,  Station  A 
Jamos  Millof  Assocs. 

1036  Poachtroo  Stroot,  N.  E. 
Murphy  &  Cota 

2110  Poachtroo  Road,  N.  W. 
Frank  C.  Nickorson  Co. 

1202  Zonolito  Rood,  N.  E 
Moitlond  K.  Smith  Co. 

208  14th  Stroot,  N.  W. 

DECATUR 

W.  Avis  McCorvoy  Co. 

215  Church  Stroot 

EAST  POINT 

Paul  Haydon  Associatos 
Box  331 

ILLINOIS 

BELLVILLE 

H.  W.  Knaggs  Co. 

7503  AAol^  lano 

BERWYN 

Kolburn  Enginooring  Co. 

3136  Claronco  Avo. 

CHICAGO 

Goorgo  A.  Allon  Co. 

9  South  Clinton  Stroot 
Jay  C.  Angol  &  Co.,  Inc. 

2743  W.  Potorson  Avonuo 
Loroy  W,  Boir  Co. 

6518  W.  North  Avonuo 
BIERHAUS-BAIHORN  SALES,  INC 
5967  W.  Modison  Stroot 
Austin  7  2089 
Soo  Adv.  pg  606 
S  C.  Btakor  Co. 

2353  North  Californio  Avonuo 
Roro  Bluiot 

3035  North  loromio  Avo 
Cloudo  Booth  &  Associatos 
4000  W  North  Avo 
A  H.  Brunning  Co. 

1758  W  Lowronco  Avo 
William  E.  Burgoyrro 
7001  N  Clark  Stroot 
Coppols  &  Assocs. 

2(X)4  Wost  Dovon  Avo 
I  A  Chambors  Co. 

5906  W  North  Avo 
Earl  T.  Champion  A  Assoc. 

6459  N.  Shoridon  Rood 
CROSSLEY  ASSOCIATES.  INC 
2711  W.  Howard  Stroot 
SH  3  8500 
Soo  Adv.  pg  607 
Bruco  Cumming  A  Associatos,  Inc 
6029  W  Bolmont  Avo 
Russ  Diothort  Co.,  Inc. 

2030  Wost  Montroso  Avonuo 
W  H.  Ellingor  Solos  Co. 

6571  N.  Olmstod 
Enginoorod  Solos  Co.,  Inc. 

3592  Milwaukoo  Avonuo 
Korl  D.  Englo  Co. 

4724  N.  Shoridon  Road 
Folloison  Associotion 

5841  Wost  Montroso  Avo 
Fitssimmons  Associatos,  Inc. 

6124  Milwoukoo  Avo. 

Gossrsor  A  Clork  Co. 

6644  No.  Wostorn  Avo. 

Harry  W.  Gobhord  Co. 

5129  Wost  Dovon  Avo. 

Jorry  Golton  Co. 

2750  W  North  Avo 
Loron  F.  Groon  A  Assocs. 

5218  W  Divorsoy 
Harry  Halinton 
6400  Looti  Avo. 

Royal  J.  Higgons  Co. 

10105  South  Wostorn  Avo. 
Howard  A  Gould  Co. 

105  Wost  Adams  Stroot 
Ray  R.  Hutmachor  Assocs. 

6647  North  Oliphont 
KaDoll  Solos  Assocs.,  Inc. 

5875  North  Lincoln  Avonuo 
Kasrol  Solos  Agoncy 
7341  S.  Kingston  Avo. 
Rinqiand  M.  Kruogor  Co. 

5360  W.  Lawronco  Avo. 
William  M.  Lini 

6322  N.  Cicoro  Avo. 


Mognuson  Associotos 

3347  W.  Irving  Park  Road 

Hugh  Marslond  A  Co. 

6699  Lincoln  Avo. 

Momoc  Solos  Co. 

4740  North  Austin 

Murphy  A  Dickoy 
537  S.  Doorborn  St. 

Arthur  H.  Potorson  Solos 
3647  W.  62nd  Stroot 
Pivan  Enginooring  Co. 

2820  Potorson  Avo 

At  Ouockonbush 

605  N.  Michigan  Avo. 

Ridloy  Associotos 

1551  N.  Austin  Blvd 

Rittor  Solos  Co. 

5839  W.  AAontroso  Avo 
Goraid  G.  Ryan  Co. 

549  Washington  Blvd. 

SafTro  A  Gottloman  Co. 

5209  No  Kimball  Avo. 

Honry  Sorkis  A  Co. 

5608  N.  Wostorn  Avo. 

Oron  H.  Smith  A  Co 
221  West  Huron  St. 

R.  Edward  Stomm 
5681  Wost  Loko  St. 

Royal  A.  Stomm 

21  E  Van  Buron  St. 

W.  F.  Swinko  A  Co. 

541  Divorsoy  Pkwy. 

Fronk  B  Totro  A  Associatos 
6022  N.  Rogors  Avo. 

Goorgo  H.  Timmings  Co. 

75$4  W.  Lawronco  Avo 
John  G.  Twist  Co. 

5232  W.  Divorsoy  Avo 

Jock  West 

6747  N.  Octavio  Avo. 

Somuol  J.  Wiloy  Co. 

2353  North  Californio  Avo 

Withors  A  Ropok 

5439  Wost  Division  St 

CHICAGO  HEIGHTS 

Dayton  1.  Warrsor  Co 
815  MocArthur  St. 

EAST  MEADOW 
Horry  N.  Roitos 
1473  Sylvia  Lano 

EVANSTON 

Worron  B  Coiions 
845  Chicogo  Avo. 

Nolson  Instrumont  Co 
607  Howord  St. 

GLEN  ELLYN 

Joromo  H  Klokor  Co 
177  Sunsot  Avo. 

HIGHLAND  PARK 

J  K  Roso  A  Co. 

1116  lindon  Avo 

LOMBARD 

Robert  H.  Boumon  Solos  Co 
210  S.  Lodge  Lone 

MORTON  GROVE 

Lund-Honson  Co. 

9218  Waukogon  Rd. 

OAK  PARK 
E.  Ralph  Hoirros 
949  Lake  Stroot 
Haskell  Associatos 
202  No.  Marion 
HILL  A  GRAY  INC 
4P/*I  Harrison  St 
EUclid  3-0373 

TWX:  Oak  Park,  Illinois  202 
Soo  Adv.  pg.  603 
Walter  F.  Marsh 

308  No.  Scovillo  Avo 

RIVER  FOREST 

Ralph  F.  Roussoy  A  Assoc  ,  Inc. 
426  Edgowood  Place 

RIVERSIDE 

J.  J  McBride  Solos  Co. 

328  Burlington  St. 

SKOKIE 

Arthur  J.  Schubert 
8C44  Kildare  Avo 
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WESTCHESTER 
Brouilett#  &  Assocs. 
1558  Newcostic  Ave. 

WHEATON 

Electronic  Devices,  Inc. 

1005  Aurora  Way 
Dave  Hausten  Co. 

607  E.  Willow  Ave. 


INDIANA 

ANGOLA 

Joe  Clancy  &  Co. 

P.O.  Box  269 
Southern  Sales  Co. 

Bex  105  Lokeshore  Drive 

FORT  WAYNE 
Hoemig  Soles  Co 
Butler  Court 
Burt  F.  Homsher 
2018  Jessie  Ave. 

William  A.  Meily  Co. 

4017  S.  Harrison  Blvd. 
FORREST  C.  VALENTINE,  INC. 

511  Ft.  Wayne  Bonk  Building 
ANthony  9122 
See  Adv.  pg.  601 

INDIANAPOLIS 

R.  M.  Crandall  &  Assoc. 

6220  E.  56th  St. 

CROSSLEY  ASSOCIATES 
See  Adv.  pg.  607 
Leslie  M.  De  Voe  Co. 

4010  Woshington  Blvd. 
Fishman  Assocs. 

4440  No.  Campbell  Ave. 
Grantland  &  Assocs. 

911  N.  Pennsylvania  St. 
Macnabo-Schroeder  &  Loomis 
820  E.  64th  St. 

P.O.  Box  5971 
P.  R.  Mallory  &  Co.,  Inc. 

34  South  Gray  St. 

Meyer  Materials  Inc. 

6101  North  College  Ave. 
AAorris,  Cunningham  &  Assoc. 

6101  N.  College  Ave.  Bldg. 
Joe  Murphy 
202  Pam  Rood 
Edwin  A.  Schulz  Co. 

721  Sherwood  Drive 
Thomas  &  Sukup,  Inc. 

5226  North  Keystone  Ave. 

R.  O.  Whitesell  &  Assocs. 

6620  E.  Washington  St. 
Wright  Engineering  Corp. 

4241  Melbourne  Road 

IOWA 

CEDAR  RAPIDS 
Jsrry  Vrbik 

6)S  Guaranty  Bank  Bldg. 

DES  MOINES 

Deco  Engineering  Products 
1112  Locust  St. 

KAY  SALES  CO. 

See  Adv.  pg.  609 

KANSAS 

KANSAS  CITY 

Automatic  General  Electronic 
Inc. 

6550-B  Troost  Ave. 

NORMAN  W  KATHRINUS  I  CO. 
See  Adv.  pg.  610 

MERRIAM 
Kcerig  Sales 

6359  Antioch  Ave. 

OVERLAND  PARK 
Terwilliger  Soles  Co. 

7133  W.  80th  St. 

KENTUCKY 

LOUISVILLE 

Cobb  Sales  Co. 

1629  Portland  Ave. 

LOUISIANA 

NEW  ORLEANS 

Earl  K.  AAoore  Co. 

5864  Louisville  St. 

Stephen  M.  Redmonn 
2322  Valmont  St. 


MARYLAND 

BALTIMORE 

L.  J.  Daniels  Co.,  Inc. 

P.  O.  Box  6864 
S.  W.  Goodman  Co. 

32  W.  Biddle  St. 

HORMAN  ASSOCIATES,  INC. 

See  Adv.  pg.  598 
SAMUEL  K.  MacDONALD,  INC 
See  Adv.  pg.  603 

BETHESDA 

C.  E.  Snow  Co. 

8218  Wisconsin  Ave. 

ROCKVILLE 

HORMAN  ASSOCIATES,  INC. 

941  Rollins  Ave. 

HAzelwood  7-7560 
Teletype  Rockville.  Md.  5S9-U 
See  Adv.  pg.  598 

SILVER  SPRING 
GAWLER-KNOOP  CO 
See  Adv.  pg.  604 
Chas.  W  Lienou  &  Co. 

9427  Georgia  Ave. 

Morris  F.  Taylor  Co. 

9431  Georgia  Ave. 

TOWSON 

R.  B.  Barnhill  &  Associates 
19  West  Pennsylvania  Ave. 
Thomas  H.  Closs 

21  W.  Pennsylvania  Ave. 

J-H  Electronics  Soles  Co. 

Box  6844 

MASSACHUSETTS 

ARLINGTON 

INSTRUMENT  ASSOCIATES 
1315  Mossachusetts  Ave. 

Mission  8-2922 
TWX:  ARL  MASS  253 
See  Adv.  pg.  608 

ASHLAND 

John  J.  Goode  Assoc. 

65  Eliot  St. 

BEDFORD 

Harold  A.  Chamberlin 
Civilian  Air  Terminal 
Bedford  Airport 
WATERS  A  DREW,  INC 
P.  O.  Box  467 
CR  4-7232 

TWX:  LEX  MASS  958 
See  Adv.  pg.  609 

BEVERLY 

William  Kelly  &  Co. 

77  Lovett  St. 

BOSTON 

Arthur  E.  Akeroyd  Co. 

2311  John  Honcock  Building 
Anderson  Soles  Co. 

]77  State  Street 

Bordewieck  Engineering  Soles  Co. 

221  Grove  St.,  Brointree 
How.  J.  Duncan,  Inc. 

Room  445,  Statler  Office  Bldg. 
Donold  T.  Hankins 
159  Huntington  Ave. 

GERARD  G.  LEEDS  CO.,  INC 
See  Adv.  pg.  600 
Blair  H.  Parker 
Sales,  610  Atlantic  Ave. 

Leo  C.  Pelkus  &  Co.,  Inc. 

683  Atlantic  Ave. 

RAY  PERRON  t  CO. 

1870  Centre  St. 

FAirview  3-1008 
See  Adv.  pg.  604 
Charles  Segel  Co. 

1262  Commonwealth  Ave. 

PAUL  R.  STURGEON,  INC. 

25  Huntington  Ave. 
commonwealth  6-7705 
See  Adv.  pg.  608 

BROCKTON 

Forsberg  Electric  Sales 
783  Mam  St. 

BROOKLINE 

BROGER  INSTRUMENT  SALES  CO. 
48  Pearl  St. 

BEocon  2-4804 
See  Adv.  pg.  609 
Kenneth  L.  Brown 
54  Atherton  Road 
Eastern  Electronics  Sales  Co. 

145  University  Rd. 


Entis  Associates 
1 1  Babcock  St. 

Gerber  Sales  Co. 

48  Pearl  St. 

Henry  P.  Segel  Co.,  Inc 
386  Washington  St. 

BURLINGTON 
Yewell  Assoc.,  Inc 
Middlesex  Turnpike 

CAMBRIDGE 

The  Ray  Bridge  Co. 

100  Memorial  Dr. 

THE  DAN  GREENE  ORGANIZATION, 
INC. 

P.O  Box  124 
UNiversity  4  2220 
See  Adv.  pg.  609 

CHELMSFORD 

SALES  ENGINEERING  CO. 

See  Adv.  pg.  604 

FOXBORO 

Messenger  Sales  Co. 

81  Mechanic  St. 

FRAMINGHAM 
John  V.  Muddle  Associates 
509  Worcester  Rd. 

LEXINGTON 

John  E.  Boeing  Co. 

P  O.  Box  235 
RICHARD  PURINTON,  INC 
11  Muzzey  St. 
volunteer  2  8300 
See  Advtg.  pg.  606 
School  Associates,  Inc. 

1 1  Muzzey  St.  t 
K.  C.  Stevens  &  Co. 

235  Bedford  St. 

MARBLEHEAD 

Willson  Sales  Co. 

60  Beach  St. 

NATICK 

Word  F.  Humprey,  Inc. 

253  Worcester  Turnpike 

NEEDHAM 

Abbett  &  Hustis 
16A  Eaton  Square 
DeVeer  Sales  Engineering  Co. 

1492  Highland  Ave. 

White  Soles  Co.,  Inc. 

945  Greot  Plotn  Ave. 

NEEDHAM  HEIGHTS 
Smith  &  Purdy  Associates 
21  Kearney  Rd. 

NEWTON  HIGHLANDS 
Coakley  Soles  Office 
148  Needham  St. 

NEWTONVILLE 

THE  HOWARD  J.  SCHUFT  CO.,  INC 
815  Washington  St. 

LAsell  7  5304 
See  Adv.  pg.  607 

NORWOOD 

Monahan  A  Co. 

P.O.  Box  491 

SCITUATE 

Wm.  A.  Hendrickson  Co. 

291  First  Parish  Rd. 

SHARON 

Pearce  Engineering  &  Soles  Co. 
21  Chestnut  St. 

SOMERVILLE 

NEW  ENGLAND  REPRESENTATIVES. 
INC. 

NEAR,  INC. 

99  Highlond  Ave. 

PRospect  6  2262 
See  Adv.  pg.  610 

STONEHAM 

L.  W.  Kirmes  Co. 

P.O.  Box  192 

WAKEFIELD 

Mr.  Williom  F.  Baker 

Instrument  Dynomics  Inc. 

WATERTOWN 

P.  J.  Engineering  Sales  Co. 

Box  212 


WALTHAM 

Saunders  &  Co. 

375  Moody  St. 

WELLESLEY  HILLS 

W.  B.  Pray  Sales 
44  Washington  St. 
Michael  Scott  Co. 

9C  Edmunds  Road 


MICHIGAN 

BIRMINGHAM 

R.  C.  Nordstrom  &  Co. 

580  No.  Woodward  Ave. 

DETROIT 

Wayne  Beitel  Co. 

13209  Finkell 
ELECTRO-REP 

22519  Telegroph  Rd. 

ELgin  6  7211 
See  Adv.  pg  600 
Ralph  D.  Ernest  Associates,  Inc. 

12818  Puriton  Ave 
Henschen,  Jensen  &  Co. 

2842  W.  Grond  Blvd 
Holton  Sales  Co. 

21373  Stohelin 
Koehler- Pasmore  Co. 

11833  Hamilton  Ave 
Edwin  F.  Liddle 
18925  Grand  River 

R.  C.  Merchant  &  Co. 

18411  W.  McNichols  Rd 

Robert  Milsk  Co. 

19371  James  Couiens  Highway 
Moore  Sales  Co. 

401  Margaret,  West 
J.  L.  Peirce  Co. 

16666  James  Couzens  Hwy 
Jack  Rathsburgh  Assocs 
4140  Von  Dyke  Ave 
Ben  Z.  Rubin 

16222  Cheyenne  Ave 
Grant  Shaffer  Co. 

14241  Fenkell  Ave 

S.  STERLING  CO 

15310  West  McNichols  Rood 
BRoodwoy  3  2900 
See  Adv.  pg  606 
HARVEY  TEPLITZ  AND  CO 
See  Adv.  pg  610 
Jack  M.  Thorpe 
640  Hidden  Lane 
Lawrence  Zoffina 
7351  Gratiot  Ave. 

FERNDALE 

Shalco,  Hogqerty  Ludwig-Sullivan 
23325  Woodward  Ave 

HAZEL  PARK 

Electro -Mec  Associotes 
4012  E.  Nine  Mile  Road 
ROYAL  OAK 

The  Satullo  Co 

4512  No.  Woodward  Ave. 
AAartin  Vogt 

1328  Maxwell  Ave 


MINNESOTA 

MINNEAPOLIS 

Bill  Bartleson  Co. 

330  Oak  Grove,  Suite  502 
Engineering  Products  Assocs. 

533  Metropoliton  Building 
Mel  Foster 

2402  Hennepin  Ave. 

Clork  R.  Gibb  Co. 

2400  Hennepin  Ave. 

E.  O.  Hogestod  &  Assocs. 

1717  The  Mall 

DON  V  HAMILTON  A  CO.,  INC 
3359  Republic  Ave 
WEst  9  7891 
See  Adv.  pg.  610 
The  Heimann  Co. 

1711  Hawthorne  Ave. 

Fred  B  Hilt  Co. 

6110  Excelsior  Blvd. 

Marvin  H.  Kirkeby 
1300  France  So. 

Nick  J.  Loub  Co. 

3749  West  Broadway 
Arch  S.  Miller  ond  Son 
6608  17th  Ave  So. 

Norhtern  States  Soles  Co. 

1400  Pork  Ave. 
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6.  W.  Osiman 
12  Ea«t  23th  St. 

Fr«d  P«t«rton  Co. 

2431  Honnopin  Av». 
Pinkn«y  and  Hino  Co. 

1923  Nicollot  Av« 

H  M.  Richardson  &  Co.,  Inc. 

9  East  22nd  St. 

Ray  Riploy 

6937  Ponn  Av«. 

A  J  Warnor  Co. 

3022  29th  Av«.,  So. 

ST.  PAUL 

CROSSLEY  ASSOCIATES 
Scr  Adv  pg.  607 
William  Engolbrot&on  Co. 

906  Ottowa  Av* 

Edword  Hottman  Co 
216  Liborty  Bonk  Bldg. 


MISSOURI 

JEFFERSON  CITY 
Cormino  A  Vignola  Associatot 
1202  Poyton  Drivo 

KANSAS  CITY 
Arthur  K.  Elliott  Co. 

211  Wostport  Rood 
Enginooring  Sorvicos  Co 
4330  Moin  St. 

R-  W.  Farris  Co.,  Inc. 

406  W««t  34lh  St 
Eorl  Gootio  Co. 

2836  Main  St 
KAY  SAIES  CO. 

2600  Grand  Avonuo 
BA  1  3800 

Adv.  pg.  609 
W  G  Kolly  Co. 

3934  Protpoct  Avonuo 
Zoll  S  Myort  and  Assocs. 

4338  AAoin  St. 

H.  A.  Root  &  Co. 

2601  Chorry 

J  O  Schmitt  Co 
406  W  34th  St 

E.  B.  Schworin 
4210  Moin  St 

F.  C.  Somort  &  Co. 

Grand  Avo  Bonk  Bldg 

A.  R  Thibou 

303  Mfg.  Exchongo  Bldg. 

KIRKWOOD 

Rudio  lorom  Co 
413  Eott  Moditon 

ST.  LOUIS 

Do'.'gn  ond  Enginooring  Solos  Co. 

23  North  Moromoc  Suito  203 
Gordon  Fixmon  Enginooring  Co. 

8160  Stonford  Avo. 

Forrostol  Young  Solos  Co. 

8147  Dolmar  St. 

Morris  Hanson  Co. 

7814  So.  Brontwood  Blvd. 
NORMAN  W  KATHRINUS 
4336  Duncan  Avonuo,  S. 

Olivo  2  7003 
Soo  Adv.  pg.  610 
KAY  SALES  CO. 

Soo  Adv.  pg.  609 
Thoodoro  B.  lowoll 
P  O.  Box  21,  Normandy  Branch 
WILLIAM  T  McGARY  CO 
6633  Dolmar  Blvd 
PArkviow  3  6430 
Soo  Adv.  pg.  610 
Russ  D.  Sobright  &  Co. 

7120  Wost  Florissant  Avo. 

H.  F  Winklor  &  Assocs 
3938  lindoll  Blvd 


NEW  JERSEY 

ASBURY  PARK 

I  E  ROBINSON  CO 
Soo  Adv.  pg  Ml 

BARRINGTON 
Somuol  A.  Dixon 
208  Russoll  Avo 

BOGOTA 

R  M  C  ASSOCIATES 
Soo  Adv  pg  43  &  398 

CAMDEN 

Boonocko  Associotos 
636  Ponn  St. 


MANUFACTURERS'  REPRESENTATIVES 

FAYEHEVIILE 


J.  A.  Maguiro  &  Co. 

116  No.  7th  St. 

EAST  ORANGE 
Tno  Murray  Co. 

604  Control  Avo. 

EMERSON 

Michool  W.  Stollmock 
67  Dorchostor  Rood 

FAIR  LAWN 
LAM  ASSOCIATES 
r  O  Box  641 
Soo  Adv.  pg.  606 

GLEN  RIDGE 

Gocrgo  G.  Wolfo  Solos  Assoc. 
PO.  Box  189 

GLEN  ROCK 

Tho  R  L.  Ringor  Co. 

Box  114 — 14  Glon  Avo. 

HADDONFIELD 
EdvYord  Broddock 
F  O.  Box  303 
R.  R.  Hitchons 

323  Homostood  Avo 
Koofo  Eloctronic  Solos  Co. 

228  E.  Kings  Highway 
Harold  A.  Moyor 
PO  Box  14 
Thomos  F.  Muckonluss 
10  Tonnor  St 
Tnnklo  Solos 

133  BoHo  Arbor  Drivo 
Kingston  Estotos 

HOBOKEN 
Simborkoff  Solos  Co 
68  Hudson  St 

JERSEY  CITY 
Adolph  Schwortt 
13  Exchongo  PI. 

Wolly  Shulon  A  Co. 

880  Borgon  Avo. 

MONTCLAIR 

F  X  Bronrsan  Compony 
180  Glonridgo  Avo. 

THE  JACK  FIELDS  SALES  CO 
303  Claromont  Avo. 

Pilgrim  6  6717  B 
Soo  Adv  pg  603 

MOORESTOWN 
ANDREW  A  FOLEY  ASSOCS 
P  O  Box  133 
NOrmondy  3-4343 
Soo  Adv.  pg  608 

NEWARK 
ART  CERF  A  CO 
744  Brood  St. 

MItcholl  2  6734 
Soo  Adv.  pg.  606 

OLD  BRIDGE 
Jock  Wobor  Associatot 
Routo  18 

PRINCETON 
F  O  HOYT  CO 
103  Nassau  St 
WAInut  4  4430 
Soo  Adv  pg  609 

RED  BANK 
Horry  Millor 

27  Mochanic  St. 

RIDGEFIELD 
Barkor  Salos  Co 
339  S.  Broad  Avo 

RIDGEWOOD 
Robort  Finloy 
Lincoln  Building 

ROSELAND 
GAWLER-KNOOP  CO 
178  Eoglo  Rock  Avo 
CAidwoll  6  4343  6  7 
Soo  Adv.  pg.  604 

RUTHERFORD 

Holliday-Hathoway  Co.,  Inc. 

9  Lincoln  Avonuo 
L.  C  Sanford  Co. 

202  Woodlond  Avo. 

SADDLE  BROOK 
L  A  M  ASSOCIATES 
311  Victor  Stroot 
Soo  Adv  pg.  606 


SUMMIT 
R.  P.  Luco  A  Company,  Inc. 

7  Boochwood  Rood 

TENAFLY 

Barrot  Bordor  A  Co. 

121  Ook  Stroot 

UNION  CITY 
JULES  J  BRESSLER 

4808  Borgonlirto  Avonuo 
UNion  4  9377 
Soo  Adv.  pg.  602 

KENNETH  E  HUGHES  COMPANY 
4808  Borgonlino  Avonuo 
UNion  7  3204 
Seo  Adv.  pg.  603 

WESTFIELD 

Honry  G.  Richtor,  Inc. 

467  Hillsido  Avo. 

WEST  ORANGE 

Louis  A.  Gorton  A  Assocs. 

643  Eoglo  Rock  Avo. 

WESTMONT 

H.  S.  Bancroft  A  Co. 

209  Coopor  Stroot 

NEW  MEXICO 

AIBUOUEROUE 

Tho  John  Cordor  Jr.  Co. 

1624  First  Stroot,  N  W. 

Hydo  Enginooring  Assocs. 

220  Utah  Stroot,  N.  E. 

NEW  YORK 

ALBANY 

Carso  Eloctric  Corp. 

1044  Broadwoy 
J  A  REAGAN  CO.,  INC 
242  Hackott  Blvd. 

PHONE  8  3133 
Soo  Adv.  pg.  607 

BALDWIN 
Borliant  Associatos 

96  So.  Grand  Avonuo 
B  B  Taylor  Corp. 

2270  Grand  Avonuo 

BAYSIDE 

Forshay  Solos  Corp. 

212  02  41st  Avo 
Morris  J  Hackor 
217  18  48th  Avo 
Turnoy  and  Boolo 

214  27  Northorn  Blvd 
Fronk  Tylinski 
73  63  Boll  Blvd. 

BINGHAMTON 
Nod  Allon,  Inc. 

P  O  Box  573 

EDWARD  A.  OSSMANN  A  ASSOCS 
Soo  Adv.  pg.  602 

BRIGHTWATERS 

Aironic  Accossory  Co. 

161  Orinoco  Drivo 

BROOKLYN 
Irv  Brown  Co. 

1300  Carroll  Stroot 
Vortor  Solos  Compony 
2332  Eost  66th  Stroot 

BUFfALO 
ART  CERF  A  CO 
Soo  Adv  pg.  606 
Robort  W  Jackson  Co 
923  Ellicott  Squaro  Bldg. 

R  W.  Mitschor  Co.,  Inc. 

487  Ellicott  Squaro  Bldg. 
Willis  Wink  Co 
233  Hondricks  Blvd. 

CANANDAIGUA 
Ball  Associatos  Inc. 

38  South  Main  St. 

DE  WITT 
Goorgo  Morron 
Kollusch  Bldg. 

J  D  RYERSON  ASSOCS.,  INC 
111  Kinno  Road 
Gibson  6  1771 
Soc  Adv.  pg.  607 

ELMONT 

Murrov  Diroctor  Assocs. 

13  62  237th  St. 


Martin  P.  Androws,  Inc. 
Foyottovillo,  N.  Y. 

FLUSHING 
Morty  Bottan  Solos 
167.16  73  Avo 
HAROLD  R.  ELLIS  A  ASSOCS 
Oakland  Gordons 
MUrry  Hill  2  3844 
Soo  Adv.  pg.  610 
Arthur  M.  Horris 

42  34  193th  St 
Goorgo  H  Woiiond 

76  49  168th  St. 

FOREST  HILLS 
Sydrsoy  H.  Bourn  A  Co. 

70  13  Floot  St. 

Tho  Jack  Millor  Co. 

63-M  Wethorolo  St. 

FREEPORT 

Solos  A  Industrial  Rops  Corp. 
119  Stuyvosant  Avo. 

GLEN  COVE 
Goorgo  G.  Scott  Co. 

6  Stuort  Dr.  W, 

GREAT  NECK 
ERA  Inc. 

340  Groat  Nock  Rood 
Bon  Josoph  Assoc. 

43  So.  Middlo'^ock  Rood 
GERARD  G.  LEEDS  CO.,  INC 

12  Crompton  lono 
HUntor  2-7784 
Soo  Adv.  pg.  600 
Pacont  Engiisooring  Corp. 

31C  Northorn  Blvd. 

HARTSDALE 

Ccmpononts  Solos  Corp. 

21P  East  Hortsdolo  Avo 
Loor«ard  Zlowo  Co. 

38  Joyco  Rood 

HEWLETT 

Jorry  Groonborg  Assocs. 

1193  Broadway 

HICKSVILLE 

Buumo-Millor  Assoc.,  Inc. 

2C  Jorusolom  Avonuo 
HUNTER  A  SALSBURY,  INC 
87  Broodwoy 
WEIIs  8  1080 
Soo  Adv.  pg.  398 
C.  R  Mayor  Co. 

87  Broadwoy 

HOLLIS 

A  friodman  A  Associatos 
187  61  Hollis  Avo. 

JACKSON  HEIGHTS 
Cliff  Landis  Solos  Co. 

81-11  Roosovolt  Avo 

JAMAICA 
Trovco  Associotos 
148  03  Hillsido  Avo 

LIHLE  NECK 
Bon  Millor 
P  O  Box  72 

LIVERPOOL 
Wodsworth  Mfg.  Assoc. 

309  Balsam  St. 

LONG  ISLAND  CITY 
HAROLD  GRAY  ASSOCIATES 
21  10  33rd  Rood 
YEllowstono  2  3823 
Soo  Adv.  pg.  398 

LYNBROOK 
Horold  B.  Hoff 
Box  623 

MALVERNE 

Erdo-Haviland  Associatos 
271  Hompstoad  Avo 

MAMARONECK 
Rockbar  Corp. 

630  Halstoad  Avo. 

MANHASSET 
Kaolber  A  Mack 
1  Park  Avo. 

Frod  Spollman  Co. 

200  Plandomo  Road 
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MINEOLA 

Clarence  Carruthers,  Inc. 

155  First  Street 

MT.  VERNON 
Burlingame  Assocs.,  ltd. 

510  South  Fulton  Ave. 
JOHN  J.  KOPPLE  ASSOCIATES 

9  West  Prospect  Ave. 
MOunt  Vernon  4-5577 
See  Adv.  pg.  603 

Lincoln  Sales  Co. 

I  Fisher  Drive 
David  Sonkin  Associates 

10  Fiske  Place 
Zauderer  Associates,  Inc. 

18  Bertel  Ave. 

NEW  HYDE  PARK 
Otto  A.  Lohkemper 
46  Stonwood  Road 

NEW  YORK  CITY 
LEO  L.  ADELMAN  CO. 

25  Chittenden  Avenue 
TOmpkins  7-1145 
See  Adv.  pg.  608 
Ad  Auriema,  Inc. 

85  Broad  St. 

Samuel  Bialek  Assocs. 

205  East  42nd  St. 

R.  E.  Breuer  Co.,  Inc. 

10  Columbus  Circle 
Marty  A.  Camber 
1700  York  Ave. 

R.  S.  Christie  Co. 

175  Fifth  Ave. 
COOPER-SIMON  A  CO.,  INC. 
400  East  79th 
LFhigh  5-2900 
See  Adv.  pg.  605 
Corey  Co.,  Inc. 

225  Broadway 
T.  J.  Crofton  Assoc. 

20  Rockefeller  Plaza 
Earl  S.  Dietrich  Co. 

110  East  End  Ave. 

Eby  Sales  Compony 
130  Lafayette  St. 

Samuel  S.  Egert  Co. 

9/  Reade  St. 

Bernard  J.  Forrest 
102  Warren  St. 

Frathom  Company  Inc. 

33  West  42nd  St. 

Leo  Freed  &  Co. 

420  Lexington  Ave. 

Ed  Glass  Assoc. 

250  West  57th  St. 

Adolph  L.  Gross  Assoc.  Inc. 

514  Broadway 
H.A.F.  Associates 
330  East  70  St. 

Joseph  L.  Heller  Assocs. 

250  West  57th  St. 

Kohant  Associotes 

I I  Park  Place 
KAHGAN  SALES  CORP. 

1261  Broadway 
See  Adv.  pg.  598 
KEE  ENTERPRISES,  INC. 

97  Reade  St. 
worth  4  0996 
See  Adv.  pg.  610 
Kubrick  &  Yurman 
200  W.  34th  St. 

Melvin  S.  Levinson 
545  Fifth  Avenue 
Robert  J.  March  Associates 
1776  Broadway 
Al  Middleman 
1834  Broadway 
trv  Morse  Sates 
150  Broadway 
The  Newhope  Corporation 
6  East  39th  St. 

James  M.  Pickett 
205  E.  66th  St. 

RMC  ASSOCIATES 
236  East  75th  St. 
TRafalgar  9-2023 
See  Adv.  pg.  45  &  598 

E.  W.  Rowland  Associates 
90  West  St. 

Perry  Softler  Co. 

157  West  57th  St. 

F.  Edwin  Schmitt  Co. 

136  Liberty  St. 

Howard  F.  Sntith 
259  W.  14th  St. 
Smith-Meeker  Eng.  Co. 

157  Chambers  St. 

George  Solomon  &  Co. 

395  Broadway 


JOSEPH  SPRUNG  ASSOCIATES 
254  W.  31st  St. 

LOngacre  5-1820 
See  Adv.  pg.  608 
Jules  Sussman  &  Co. 

130  Lafayette  St. 

D.  F.  TOBIAS  &  CO.,  INC. 

30  Church  Street 
COrtlandt  7-4349-50  51 
See  Adv.  pg.  607 
William  W.  Weiss 
1780  Broadway 
Irving  W.  Woolf  Assocs. 

IBM  Broadway 

NORTH  SYRACUSE 

William  A,  Franklin  Co. 

3  Holly  Road 

PELHAM 

O.  F.  MASIN  CO. 

1  Wolf's  Lane 

PE  8-4510 

See  Adv.  pg.  600 

PHELPS 

Le  Roy  &  McGuire,  Inc. 

R.  D.  1 

PLAINVIEW 

Electronics  AAanufocturers  Export  Co. 
127  Grace  Street 

PORT  WASHINGTON 
Poul  D.  Aaron 

Professional  Building 
CARDUNER-BOSWORTH 
80  Shore  Road 
POrt  Washington  7-7700 
See  Adv.  pg.  609 
CAROUNER  SALES  CORPORATION 
80  Shore  Road 
POrt  Woshington  7-7700 
See  Adv.  pg.  608 
Cooper-Diblasi 
90  Main  Street 

ROCHESTER 
Electro-Rep  Sales  Co. 

187  Culver  Road 
Honsen  Sales  Assocs. 

1650  E.  Main  Street 
GERARD  G.  LEEDS  CO.,  INC 
See  Adv.  pg.  600 

EDWARD  A  OSSMANN  B  ASSOCIATES 
830  Linden  Avenue 
LUdlow  6  4940 
See  Adv.  pg.  602 
Reed  Tollefson  Corp. 

2815  Monroe  Avenue 
William  Richter  Corp. 

790  Linden  Ave. 

Wolfe-Morsey  Soles  Co. 

74  Park  Ave. 

ROCKVILLE  CENTRE 
Hy-Art  Company 
53  North  Park  Ave. 

BEN  T.  LEVINSON  CO.,  THE 
270  Harvard  Ave. 

ROckville  Centre  6-4421 
See  Adv.  pg.  607 
Wiligold  Electronic  Sales  Corp. 

100  North  Village  Ave. 

ROSLYN 
W.  M.  Hicks 

4  Spruce  Drive 
William  Lichter  Company 

26  Teakwood  lane 

SCARSDALE 
Herbert  Shprentz  Co. 

Box  147 

SCHENECTADY 
GERARD  G.  LEEDS  CO.,  INC. 

See  Adv.  pg.  600 

SOUTH  FARMINGDALE 
Chester  Drexler  Co. 

3  Lee  Drive 

SYRACUSE 
ART  CERF  t  CO. 

See  Adv.  pg.  606 
J.  V.  Costello 

639  S.  Warren  Street 
KENNETH  E.  HUGHES  CO. 

See  Adv.  pg.  605 
EDWARD  A.  OSSMAN  &  ASSOCS 
See  Adv.  pg.  602 
W.  S.  Owen  Co. 

321  West  High  Terrace 
Paston-Hunter  Co. 

609  Demong  Drive 


J.  D.  RYERSON  ASSOCS.,  INC 
P.O.  Box  1400 
See  Adv.  pg.  607 
Wilton  H.  Zimrrterman,  Inc. 
112  Dewitt  Street 

TARRYTOWN 
Vaen  Associates 

177  White  Plains  Road 

TUCKAHOE 
Land-C-Air  Sales  Co. 

140  Mabledale  Road 
Stang  Sales  Co. 

271  Columbus  Ave. 

VALLEY  STREAM 

M.  Clifford  Agress 
891  Fulton  St. 

D.  R.  Bittan  Co. 

104  So.  Control  Ave. 

WESTBURY 

H.  L.  Hoffman  &  Co.,  I  nc. 
35  Old  Country  Road 

YONKERS 

BLAIR-STEINBERG  CO. 

45  S.  Broadway 
YOnkers  3  0150 
See  Adv.  pg.  602 
Jock  Brown  Associates 
207  Rosedale  Rood 
S.  A.  Shaw  Co. 

361  Control  Pork  Ave. 


NORTH  CAROLINA 

CHARLOTTE 

Jamct  1.  High.mith  &  Co. 

P.O.  Box  ion 

W.  K  Hil*  Co. 

1110  Moor«h,ad  St. 

Ror.son,  Woltac,  &  Co. 

II6V2  East  Fourth  St. 

GREENSBORO 

Atrhoson  &  Adorns 
«01  North  Elm  St 

HIGH  POINT 
BIVINS  B  CAlOWEll,  INC 
P.O  Box  5187 
PHONE  2  6873 
TWX— HIGH  POINT  N  C  454 
S««  Adv.  pg.  602 


OHIO 

BRECKSVILIE 
Allen  Nace  Co. 

P  O.  Box  146 

CANTON 

E.  T.  Conrod  &  Assocs. 

516  38th  N  W. 

CINCINNATI 

Goldschmidt  Electricol  Sales  Co. 

3658  Vine  St. 

SHERIDAN  ASSOCIATES 

Roselawn  Center  Building 
MEIrose  1-2460 
See  Adv.  pg.  598 
A  C.  Wahl  Co.,  Inc. 

121  Mill  St. 

P.O.  Box  213 

CLEVELAND 

Boehr,  Greenleof  &  Assoc. 

14700  Detroit  Ave. 

Arthur  H.  Boier  Co. 

12417  Cedar  Road,  Rm  29 
C.  O.  Brandes,  Inc. 

4900  Euclid  Ave. 

Welter  J.  Brauer  &  Assocs. 

15631  Lakewood  Heights  Blvd. 
Clerk  Soles  Co. 

Box  708 

Cleveland  Electronics  Inc. 

1974  East  61  St. 

J.  R.  DANNEMILIER  ASSOCS. 

3955  Lee  Road 
LOngacre  1-4567 
TWX.CV727 
See  Adv.  pg.  610 

F.  A.  Daugherty  Co. 

1120  Croyden  Rood 

Charles  H.  Dolfuss  Jr.,  &  Co. 

Room  219 — 2108  Payne  Ave. 
Edwords-Lohse  A  Co. 

2123  E.  9th  St. 

Electrolock,  Inc. 

20475  Farnsleigh  Rd. 


J.  L.  Finnicum  A  Assocs. 

4500  Euclid  Ave. 

The  Goory  Sales  Co. 

19555  Henry  Road 
Jublel  Assocs. 

3407  Warrensville  Center  Rd. 
The  Lackritz  Co. 

1836  Euclid  Ave.,  Room  518 
J.  M.  Landfear  Co. 

12429  Cedar  Road 
Sid  Levin  A  Assocs. 

6252  Moyfield  Rd. 

Martin  Rettger,  Inc. 

3477  Fairmount  Blvl. 

Midwest  Sales  Co. 

3219  West  117th  St. 

Les  A  Morrow  Co. 

3123  W.  n7th  St. 

John  O.  Olsen  Co. 

16201  Shaker  Blvd 
Robert  W.  Peters  Co. 

330  East  215th  St 
Mike  Roth  Sales  Co 
13947  Cedar  Road 
Schroeder  Sales  Co. 

2309  Prospect  Ave. 

The  Fred  R.  Sharp  Co 
2138  lee  Rood 
SHERIDAN  ASSOCIATES 
See  Adv  pg.  598 
S.  STERLING  CO. 

See  Adv.  pg.  606 
HARVEY  TEPLITZ 
See  Adv.  pg.  610 

COLUMBUS 
J.  W.  lehner  Co. 

367  Brynhild  Rd 
McFadden  Sales  Co. 

150  E.  Broad  St. 

C.  L  Pugh  Co. 

2144  Riverside  Dr 

DAYTON 

Boehme  Associotes 
3-4  Talbott  Bldg. 

L.  D.  Bruno  A  Co. 

Far  Hills  Br  P  O.  Bo«  61 
Jork  Carney  A  Assocs 
P  O.  Box  64 
D.V.  Station 
The  Crandall  Co. 

Fletcher  Bldg. 

49  Pork  Ave 
CROSSIEY  ASSOCIATES 
See  Adv  pg.  607 
Lionel  S.  Fedotin 

1434  Vancouver  Drive 
SHERIDAN  ASSOCIATES 
See  Adv.  pg.  598 
Robert  G  Siff  A  Assoc 
341  N.  Robert  Blvd 
S  STERLING  CO. 

See  Adv.  pg.  606 
HARVEY  TEPLITZ  A  CO 
3543  Cornell  Drive 
CRestview  7  9178 
See  Adv.  pg.  610 
Thomoco  Electronic  Co 
F.O  Box  181 
North  Doyton  Station 

EUCLID 

Electro  Sales  Assocs.  Inc. 

281  E  316th  St 

SOUTH  EUCLID 

F.  A.  Rosenwasser  Soles 
13769  Cedor  Rd. 

TOLEDO 

Jim  Chilcote  Sales  Co 
636  Nesslewood 

WESTERVILLE 

Earl  W.  Schenck  Assocs. 

Box  112 

WESTLAKE 

M.  P.  Odell  Co. 

26614  Center  Ridge  Road 

WEST  RICHFIELD 
Neal  Bear  Corp. 

3435  Streetsboro  Rd 

WORTHINGTON 
Weller-Rahe  Co 
P.O  Box  212 

OKLAHOMA 

TULSA 

KAY  SALES  CO. 

See  Adv.  pg.  609 
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OREGON 

PORTLAND 

Don  H.  Burchom  Co. 

P.O  Box  4098 
Donal  Co 

P.O.  Box  7013 
Jomot  W.  EckorsUy 
3150  S.  W.  Hamilton  St. 
Hawthorn#  Eloctronicf 
70C  S.  €■  Hawthorn# 

Th#  Joni#&  L.  K#arn&  Co. 

6055  N.  E.  Glisan  Str##t 
Richard  L«9g  Co. 

1633  N  W.  21%t  Av#nu# 

A.  C.  McMillan  Co. 

10111  S.  W.  62nd  Str##t 
l#onard  L.  Minthron#  Co.*  Inc. 

7521  N.  E.  Glitan  Str##t 
iam#t  T.  N#uvill« 

5204  N.  E.  Pr#ftcott  St. 


PENNSYLVANIA 

ABINGTON 

C.  E  Sowl#ll# 

2068  E  MapUwcFod  Av#. 

ARDMORE 
Roth#nh#b#r  &  Co. 

53  Crick#t  Av#. 

BALA  CYNWYD 
S.  Woyn#  Gorriguot 
P  O.  Box  74 

BRYN  MAWR 

Er#d  F  Bortlott  &  Co. 

160  Morlyn  Av# 
iohr.  F  Orti 
Boa  346 

CAMP  HILL 
THE  I  E  ROBINSON  CO 
Se#  Adv  pg  601 

CHESTER  HEIGHTS 
G  W  K  Voigt  Co. 

PO  Box  88 

DOYLESTON 

J  All#n  Biggt  A  Co.*  Inc. 

PO  Box  450 

DREXEL  HILL 
Arthur  i  Stobbort 
56-14  R#v#r#  Rood 

EASTON 
ART  CERE  B  CO. 

S#«  Adv  pg  606 

GIADWYNE 
Donold  S  H#vr>#r 

1528  Spring  Mill  Road 

GLENSIDE 

T#chnicol  R#pr#»#ntation 

25  S.  Eotton  Rood*  Suit#  200 

HAVERTOWN 
John  Mu%tico  Co. 

312  B#wl#y  Road 
W  F  Satt#rthwait# 

PO.  Box  664 
John  T.  Stin»ton  Co. 

219  Sogomor#  Road 

NARBERTH 
Wm  Dr#w  A  Co. 

145  North  Narb#rth  Av#. 

Somu#l  A  J#ffri#t*  Inc. 

105  Forr#«t  Av# 

Ma«»#y  A$»oct. 

529  Brookhurtf  Av#. 

PHILADELPHIA 
Andco- Salts  Engin##ring 
5823  Gr##r>#  Strt#t 
Hal  Blumtnsttin 
14  Tr#nt  Road 
ART  CERF  A  CO 
Set  Adv.  pg.  606 
H#rb#rt  L  Di#n#$  Co. 

1505  Paptrmill  Rood 
William  I.  Duncan  A  Assoc. 

.5452  Charlts  St. 

K#rn#th  B  Erdman 

7908  High  School  Road 
Martin  Fri#dmon  A  Assoc 

1006  W#tt#m  Savings  Fund  Bldg. 
Gtorg#  Hout#nschild 
949  East  Godfr#y  Av# 

KENNETH  E  HUGHES  CO 
S##  Adv  pg.  605 


Lcban  A  Groham 
1414  Manoa  Road 
SAMUEL  K  MocDONALD,  INC 
1531  Sprue#  Str##t 
St#  Adv.  pg.  603 
L.  Park#r  Noudoin 

846  Suburbon  Stotion  Bldg. 

C.  H.  N#wsen  A  Assoc. 

150  T#rminal  Av#. 

JOHN  J  NOLAN  A  ASSOCS 
314  W.  Sporks  Str##t 
WAvtrly  4  1595 
S##  Adv.  pg  610 
Brtndon  C.  O  Haro 
5040  City  Lin#  Av#. 

K#n  Randall  Co. 

121  No.  Brood  St. 

OtorM  A.  Sh#lps 
162^5  Sprue#  St. 

C  H.  Strotton  Co. 

514  E.  Wadsworth  St. 

W#b#r  Lini  Assocs. 

238  Shtimir#  St. 

Alb#rt  W#iss  Co. 

6211  Cobbs  Cr##k  Porkwoy 

PITTSBURGH 
Russtll  B  Clork  Co. 

1409  Clark  Bldg 
John  T.  Fuhrmon,  Jr. 

6822  Thomos  Blvd 
SAMUEL  K.  MocDONALD.  INC 
S##  Adv.  pg  603 
Hy  Motts 

5510  Hobort  St 
Jomts  H.  Podelny  Co. 

4716  Coltridg#  St 
H  E  Ronsford  Co. 

5400  Cloirton  Blvd. 

S  STERLING  CO 
S##  Adv.  pg  606 
S.  H  Stovtr  A  Co. 

5495  Ptnn  Av# 

Tanntr  A  Covtrt  Assoc. 

300  Mt  Itbonon  Blvd  Room  216 

READING 
Thomos  H  B#tl 

3623  Jocksonwold  Av#. 

SPRINGFIELD 
Tom  Cox 

447  Fosttr  Driv# 

UPPER  DARBY 

THE  I  E  ROBINSON  CO 

74  04  06  W#st  Chtsftr  Pik# 
SHtrwood  8  1294 
S##  Adv  pg.  601 

WYNCOTE 
GAWLER.KNOOP  CO 
S##  Adv  pg.  604 

WYNNEWOOD 
L  D.  lowtry,  Inc. 

50  East  Wynntwood  Rood 
H  E.  Stuchtll.  Jr. 

Box  115 

50  E  Wynntwood  Rood 


TENNESSEE 

CHAHANOOGA 
Jtss#  P  Johnson  Co. 

413  Dom#  Bldg. 

MEMPHIS 

Cortwright  A  Boon 

1336  Madison  Av#.  Room  201 
Al  S.  Engltmon  Co. 

3205  Crump  Av#. 


TEXAS 

DALLAS 

Alli#d  Compon#nts«  Inc. 

2517  Convtrs#  St 
Ammon  A  Woods  Associotos 
5602  East  AAockingbird  Lon# 
G#org#  E.  Andorson  Co. 

1901  Griffin 
Ant|#-Smith  Solos 
2721  Brookfttld  Av#. 
Edword  F.  Aymond  Co. 

4312  MapI#  Av#. 

Arnold  Barnts  Co. 

3603  Ltmmon  Av#. 

Btrthold  Solts  Co 
4411  Mopl#  Av#. 

Th#  Branum  Co. 

1518  Slocum  St. 


Campion  Salts  Co. 

9002  Chanctllor  Row 
Hoi  F.  Corry  Co. 

6315  Hillcrtst  Av# 

Crock#tt  Lundand  Co. 

2204  Griffin 
Frrd  Gross  A  Co. 

PO  Box  1926 
W.  R.  Hays  Co. 

3416  Ros#dal# 

Hunk  Litbtrmon  A  Assoc.*  Inc. 

432  Fidolity  Union  Ltf#  Bldg 
Jack  F.  McKmnoy  Solts  Co. 

1330  North  Industrial  Blvd 
Robtrt  E.  N#sbitl  Co 
1^5  Ctdar  Springs 
Norvtll  Associotos 
3603  ltmmon  Av#. 

Packord  Assocs. 

Room  404 

Lov#  Fitid  Air  Ttrminol  Bldg 
J.  Y.  Schoomoktr  Co. 

5328  R#df.#ld  Av# 

Southwost  Eltctronic  Industrits 
4515  Prtniic#  St. 

Th#  T#sport  Co. 

2147  Farrington 
Th#  Erntst  L.  Wilks  Co. 

1212  Comp  St 

FORTH  WORTH 
Industriol  Associottd  Eltctronics 
5907  East  Lancosttr  Av#. 
Mi*ch#ll  Sp#oirs  Co 

3801  W#stclif1  Rood  S. 

HOUSTON 
M  F.  Klicp#ro  Co. 

PO  Box  3113 
Rob#rt  E.  Solt#r 
208  Sidn#y  St 


UTAH 

SALT  LAKE  CITY 
F  Y  Gat#s  Company 

200  So  AAoin  St  Room  822 
Ltorard  M  Slusstr  Co. 

318  Dooly  Bldg 

VIRGINIA 

FALLS  CHURCH 
S.  S  L##  Assocs.,  Inc 
1107C  W#st  Brood  St 

HIGHLAND  SPRINGS 

Mortin  A  Diol,  Inc 
P  O  Box  68 

RICHMOND 

Poul  M  Simpson  and  Son 
715  717  Byrd  Pork  Court 


WASHINGTON 

SEAHLE 

Jos.  J.  Back#r  Co 

221  W#tt  Gol#r  Str##t 
J  K  Doolty  Co 
3215  W#vt#rn  Av#. 

Rush  S.  Drok#  Assoc.*  Inc. 

1806  Bush  Ploc# 

How#li  Solts*  Inc. 

2029  McGilvtro  Blvd 
Roy  Johnston  Co. 

11009  Evanston  Av# 
Williom  R  lanphtor  Co 
3215  Wttttrn  Av# 

Ron  Mtrritt  Co. 

120  W#st  Thomos 
Northwtsttrn  Agtncits*  Inc. 

4130  1st  Av#.,  So. 
Paramount  Agtncits 
3131  W#st#rn  Av# 

C.  8.  Parsons  A  Co. 

3028  First  Avt. 

Burt  C.  Porttr  Co. 

1209  Poolor  Ploc# 
Stotronics.  Inc. 

1806  Bush  Piac# 

Stondard  Eltctric  Sol#s 
204  W#st  Lucil#  St. 
Samu#l  N.  Stroum  Co. 

1612  Broadway 
T#stco 

Booing  Fi#ld,  Room  108 
Th#  Thorson  Co. 

1767  15th  Av#.*  S 
M.  K.  Widdokind  Co. 

222  1st  Av#.,  No. 


WISCONSIN 

MILWAUKEE 

Irvin  I.  Aaron  A  Assocs. 

829  N.  A^rsholl  St. 

Eug#n#  R.  lotb  Co. 

5052  N.  Shorolond  Av#. 

RACINE 

Ambassador  Salts*  Inc. 

914  Ktntucky  Strett 

FOREIGN 

BELGIUM 

BRUSSELS 
Btiram  Eltctronics 
43  Ch.  d#  Chorltroi 

CANADA 

BRITISH  COLUMBIA 

VANCOUVER 

D.  Eldon  AAcLtnnon  Ltd. 

1624  W#st  3rd  Avt. 

NORTH  VANCOUVER 
Chos.  L.  Thompson  Ltd 
3093  Woodbin#  Driv# 

ONTARIO 

ARNPRIOR 

AA#asur#m#nt  Enginttring  Limittd 
Arnprior,  Ontario*  Canodo 

DON  MILLS 

R*0‘R  Associotts*  ltd. 

1470  Don  Mills  Rood 

OHAWA 

Computing  Dtvicts  of  Canodo,  ltd 
PO.  Box  508 

SCARBOROUGH 
R.  C.  Kahntrt  Salts,  ltd 
73  Crockford  Blvd 

TORONTO 

Activ#  Radio  A  T.V  Distributors 
58  Spodino  Av#. 

Atlas  Radio  Corp.,  Ltd 

50  Wingold  Av#nu# 

A.  T.  A.  Armstrong,  Ltd. 

700  W#ston  Rood 
Cotodion  R#s#arch  Institut# 

46  St.  Gtorg#  St. 

Al#x  T  Clork  Ltd 

3745  Bloor  St.,  W#4t 
John  S.  Pi#w#s  Co 
52  Humb#rcr#st  Blvd 
John  R.  Tilton,  ltd 

51  McCormock  St 

QUEBEC 

MONTREAL 

E.  S.  Gould  Salts  Co 

353  St.  NicKolos  St.,  Suit#  315 
Ttcnttk  Associotts 
1405  Bishop  St. 

DENMARK 

COPENHAGEN 

A.  S.  Donbridg# 

60C*  Fr#J#rikssundsv«i 

FRANCE 

PARIS 

Columbia  Commtrc#  A  Crtdit  Corp 
22  Plac#  Vtndom# 

HAWAII 

HONOLULU 

Hastin  A  Browns 
P  O  Box  2098 
G#n#  Pitty  Foctors  Inc. 

2030  Horn#  Rul#  St 

MEXICO 

D.  F. 

Industrios  Commtrciolts,  S  A 
Tonols  143 
Ktnntth  H.  Jonts 
Aportado  2250 
W.  P.  Oskom 

Av#.  Chapulteptc  No  153  405 
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SALES  I 
REPRESENTATION 


METROPOLITAN 
NEW  YORK  AND 
NEW  JERSEY 


SERVICE 
IS  OUR 
KEY  NOTE 


CURRENTLY 
REPRESENTING 

ALLIES'  PRODUCT  CO 
COLLINS  RADIO  CO 
COMMUNICATION  ACCESSORIES  CO. 

DACE  ELECTRIC  CO.  INC. 

JAN  HARDWARE  MFC.  CO. 

NATIONAL  COIL  CO. 

SHEROLD  CRYSTALS  INC. 

"If  you  want  it  -  you've  got  to  go  get  it" 

Harold  Gray 

Associates 
21-10  33RD  ROAD 
LONG  ISLAND  CITY  A,  N.  Y. 

_  YELLOWSTONE  2-3825 


AHGAN 

SALES 

CORPORATION 


CONTINUITY... 

From  the  idea¬ 

te  the  shipping  room! 

CONCENTRATED 
COVERAGE  .  .  . 

I  4  FIELD  ENGINEERS 

SERVING: 

NEW  YORK  CITY  i  NORTHERN  N.  J. 
LONG  ISLAND  X  SOUTHERN  N.  Y. 

TOP  QUALITY: 

TUBES  >  KNOBS 

DIODES  I  MOTORS 

CAPACITORS  I  RECTIFIERS 
TRANSISTORS  t  TRANSFORMERS 

KAHGAN  SALES  CORP. 

1261  Broadway  New  York  1,  N.  Y. 
MUrryhill  4-7772 


941  Rollins  Ave. 


Rockville.  Maryland 
Teletype  No.  Rockville.  Md.  SS9-U 


INC. 

HAielwood  7-7560 


•  ELECTRONIC  INSTRUMENTATION 

•  FIELD  ENGINEERING  SERVICE 

•  RECALIBRATION  LABORATORY 

•  CERTIFIED  CALIBRATION  SERVICE 

SERVING 

Delaware,  Morylond,  Dittrict  of  Colom¬ 
bia.  and  northern  counties  of  Virginia 
and  West  Virginia. 


REPRESENTING 

HEWLETT  PACKARD  CO.  GERTSCH  PRODUCTS, 
JOHN  FLUKE  INC. 

MANUFACTURING  CO.  SENSITIVE  RESEARCH 


WEINSCHEL 
ENGINEERING  CO. 
ELECTRO  MEASURE. 
MENTS,  INC. 
SANBORN  COMPANY 
DYNAC,  INC. 


INSTR  CORP. 

KIN  TEL  (FORMERLY 
KAY  LAB) 

SORENSEN  &  COMPANY 
VARIAN  ASSOCIATES 
BETA  ELECTRIC  CORP. 


SALES  ENGINEERS 

QUALITY  MANUFACTURERS 
REPRESENTATION 
The  Modern  Way  .  .  . 

Serving  Industriol 
Government  and  Aircraft  Accounts 
Ort  Components  and  Instrumentation 

With 

CONCENTRATED  EFFICIENT  SERVICEI 

M.  B.  GILBERT  CO..  Inc. 

1608  CENTINEIA  AVE. 
INGLEWOOD,  CALIF.  (LOS  ANGELES) 
Oregon  8S767  Oregon  83418 

TEIETYPE-INGL  7773 


PRECISION  COMPONENTS 

•  CINCINNATI 

MEIrote  1-2460 

•  CLEVELAND 

TUxedo  4  8060 

•  DAYTON 

AXminster  9-0161 

SketidaH 

ROSELAWN  CENTER  BUILDING 
CINCINNATI  37,  OHIO 


El 

1  \  III  N  T  E  R  & 

V  J  ALSBURY 

INC. 

SPECIALISTS  IN  SALES  OF 

PRECISION 

ELECTRONIC  AND  ELECTROMECHANICAL 

COMPONENTS 

•  ALLARD  INSTRUMENT  CORP. 

•  DIAL  PRODUCTS  CO. 

•  G.  M.  GIANNINI  A  CO..  INC. 

•  MICROWAVE  DEVELOPMENT  LABORA 

TORIES.  INC. 

•  UNIMAX  SWITCH.  DIVISION.  THE  W  L. 

M  AXSON  CORP. 

TERRITORY:  METRO  NEW  YORK 

NEW  JERSEY 

87  Broadway 

HkluvHla.  L.I..  N  Y 

P  0  Box  401 
WEIU  8-lOMU 

ri 

c 

ASSOCIATES 

EA1 

3.1 

Serving  greeter  N.Y.  C.,  end  Nertfc  N  J. 

236  East  7Sth  St.,  N.Y.C.  TR  9-2023 

391  .Grand  Ave.,  Englewood,  N.  J.  LO  7-3933 


1  for  top  flight  sales  representation  | 

in  the  West,  it’s... 

■ 

2 

■ 

HARRY  APPLETON  CO.  JNC. 

Hill  Electronic  I 
Metal  Textile  I 

serving  America’s  largest 

National  Wire 

&  Cable 

electronic  market 

Weekesser 

HARRY  APPLETON  CO.,  INC. 

■ 

136  San  Fernando  Rd.,  Los  Angeles  31,  Calif. 

■ 

Phone:  CApital  5-5513 

■ 

Four  offices  to  serve  you: 

Los  Angeles  San  Francisco  San  Djego  Tucson 

■  T 

Mambar  of  1 

*>€  Raotasantotivti'  I 
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Wi  ■ 


HUGGINS  lAtOtATOIIfS.  INC 


essential  elements 


I  BKCf  M»C»  « 


Monufaciurers  who  ore  contributing  to  the  nation's  moin 
’  electronic  trunk-line  ore  truly  essential  elements  in  the 
struggle  for  growth  and  for  progress  upward  into  space. 

Among  these  orgonizotions  ore  the  companies 
represented  in  Calltornia,  A^zona  and  Nevada 
by  the  T.  Louis  Snitzer  Company. 

A  phone  coil  to  ony  of  our  oHtees 
atlt  brirg  a  qualified  application  engineer  to 
ipiqet  wh^^y  provide  the  essential  elewent 
rcqii'if’e  for  your  engirteering  prsqjitom 


7^ 


T.  LOUIS  SNITZER  CO. 


rfDchirwr'  Enginaarinf  lawtantotiim* 
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BUSINESS 


Electronic 


\i»n  IJtH'iir  Syttfmn.  li 


MANUFACTURERS'  REPRESENTATIVES 


—7  Men— 

ARE  MEETING  THE 

ENGINEERING  NEEDS 

OF  THE 

ELECTRONIC  AND 
AVIATION  INDUSTRY 

IN  THE  METROPOLITAN 

NEW  YORK  AREA 

I 

representing 

ONLY  TOP  QUAUTY 
COMPONENT  MANUFACTURERS 

26th  year 

O.  F.  MASIN  CO. 

1  WOLF'S  LANE,  PELHAM,  N.  Y. 
PE  8-4510 
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GOOD 


rfedJm 


FROM  MAINE  TO  VIRGINIA  there's  a 
competent  graduate  engineer  of  the 
15-man  LEEDS  sales  team  nearby  to 
work  with  the  customer.  He’ll  help  all 
the  way  —  from  the  idea  to  the  writ¬ 
ing  of  the  purchase  specification— to 
responsible  service  after  the  sale.  For 
convincing  on-the-spot  demonstra¬ 
tions,  he’ll  bring  the  LEEDS  "travel¬ 
ing  lab’’  right  to  the  customer’s  door. 
If  you  need  intensive  sales  coverage 
in  precision  components  or  instru¬ 
ments,  request  the  full  story  of  the 
fastest-growing  sales  engineering 
organization  in  the  East. 

GERARD  G. ^ 


•  l>iiv«itroni  I'«(  ifir  ('iirp. 

—  IHv. 

•  Ktf'ttronic  Mea«urptitp|)t«  <'o..  In 

•  JprrnI'l  Klntronir^  Ctirp. 

•  l«N>Hini(or.v  for 
KIiTtronlrR.  Inr 

•  InHlriiinrnt  Co. 


High  Vacuum 


12  CRAMPTON  LANE  •  GREAT  NECK.  N  Y  •  HUNTER  2-77S4 
BRANCHES 

BOSTON  •  HARTFORD  •  PHILADELPHIA 
ROCHESTER  •  SCHENECTADY  •  WASHINGTON 


Nuclear  Division 


•  ItailUtion  Iixlninirnt 
Drvt'loiMiH’iit  I^ltoraiory 

•  St  J*ihn  X  Hay  Laboratory 


PHOTO: 

inside  the  ** travelini  lab**, 
Hrooke  Thortey  demonstrates 
equipment  to  Harold  5. 
Ooldherg,  chief  development 
engineer,  nnd  Cart  Pilnick,  chief 
staff  engineer,  both  of  Consoli‘ 
dated  Avionics  Corp. 


CONTROL  COMPONENTS 

PRECISION  MAGNETIC  AMPLIFIERS 
AC  MOTOR  DRIVES-TO  1  HP 
CROSSBAR  SWITCHES 
DC  POWER  SUPPLIES 

ALSO-AC  TACHOMETERS,  CLUTCHES  & 
BRAKES,  PANEL  METERS,  WAVEGUIDES, 
ROTARY  JOINTS,  DUMMY  LOADS  B 
FERRITE  ISOLATORS. 

LABORATORY  and 
TEST  EQUIPMENT 

DYNAMOMETERS-Vs  HP  to  30,000  RPM 
DYNAMOMETER  TEST  STANDS 
TEST  CHAMBERS 

MOTOR  GENERATORS-Fixed  and  select 
able  ranges,  7S  to  1200  CPS 

COVERING  Michigan,  Ohio  &  Indiano 
—offering  precision  control  components 
&  test  equipment  For  Military  and  Indus¬ 
trial  users.  Write  today  for  complete 
information. 

Monufacturers'  Representatives 


WRITE  Dept.  C 
22519  TELEGRAPH  RC 
Detroit  41,  Mich. 
Phone:  ELgin  6-7211 
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MANUFACTURERS'  REPRESENTATIVES 


THROUGH  SERVICE 
FOR  THE 

I.  E.  ROBINSON  COMPANY 

Manufacturers’  representatives  in  the 
Delaware  Valley  U.S.A.  for  leading 
electronic  instrument  manufacturers 

3  sfrdtegicdlly  located  offices 
12  top  electronic  engineers 
+  a  complete  Parts  and  Service  Dept 

You'll  find  The  Robinson  Company  keeps  in  the  forefront  of  the  newest  electronic 
developments  with  12  highly  trained  and  experienced  electronic  sales  engineers 
responsible  for  integrating  the  ever  growing  demand  for  instrumentation  into 
your  particular  laboratory  project,  field  experiment  or  factory  production.  If 
economy,  time  and  service  are  important  to  you.  call  or  write  to  any  of  our 
3  offices  and  a  Robinson  Engineer  will  be  in  immediate  touch. 


representing  the  most  widely  recognized  product  tines  in  electronics: 
BETA  ELECTRIC  CORPORATION  •  DAYTRONIC  CORPORATION 
DYNAC  INC  •  HEWLETT  PACKARD  COMPANY  •  KIN  TEL  •  KISTLER 
INSTRUMENT  CORP  •  NAVIGATION  COMPUTER  CORPORATION  • 
SANBORN  COMPANY  •  SENSITIVE  RESEARCH  INSTRUMENT 
CORP  •  SORENSEN  ft  CO  .  INC  •  VARIAN  ASSOCIATES 


THE  I.  E.  ROBINSON  COMPANYj 

7404  Vve»T  ^  ^  PA  • 

WCS  1441N  tlnfF*  ASHllMV  NIW  .tPSf*  •  KEii.<3C 

MAtJAtT  S’K>»T  ■  -<  LI-  PrSMA  •  KKativT 


■1 

IT  V  1 
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Ar)1 


MANUFACTURERS'  REPRESENTATIVES 


BLAIR  STEINBERG  CO  •  BE-E8C0 
ASSOCIATES.  INC. 


In  Behalf  of  the  Nation's  Leading 
ELECTRONIC  INSTRUMENT  MANUFACTURERS 

We  Offer  You 

THE  MOST  COMPLETE  SERVICE  IN  THE  SOUTH 


INCLUDING 

•  CONSULTATION  —  9  Engineers 

*  DEMONSTRATIONS  >—  At  your  focility  or  ours 

•  INFORMATION  -  QUOTATIONS  >  ORDER  HANDUNG 

*  REPAIR  and  RECAUBRAT10N  —  Replacement  Parts 

Bivins  ^Caldwell  f  Inc. 

«^>^£LECTIIII1C  ENSmEEIINS  lEPIESENUTIVES^^ 

HIGH  POINT,  N.  C  •  ATLANTA  GA  •  ORIANDO,  FLA 


P.  O.  Box  SI  87 
High  Poinf,  N.  C. 

Phono  2-^3 

TWX  -  HIGH  POINT  N  C  454 


3133  MopW  Drivo,  N.E. 
Atlonta  5,  Go. 
Phone  CEdor  3-7522 
TWX  .  AT  987 


1226  E.  Colonkil  Drive 
Orlondo,  Flo. 
Phone  CHerry  1-1091 
TWX  -  OH  7026 


14 

MEN 


Nothing  bests  experience  and  coverage 
in  creating  SALES!  ^e  offer  you  both 
with  the  services  of  14  men  having  200 
years  of  collective  experience — cover¬ 
ing  Metropolitan  N.  Y.,  New  Jerrsey, 
Eastern  Pennsylvania,  Delaware,  Mary¬ 
land,  District  of  Columbia  and  Virginia. 


REPRESENTING 

Dftvld  Bot«n  Co.  •Electronic  Entortriko* 

CornMI-Oubilior  •Keytlono  Eloctronlc* 

Phooktron  Inst  A  .Radio  Roceptor 

Electronic  Co.  Storlinf  Precition 

Protto  Rocordint  Co.  *Tho  Rodiart  Corporation 
Univortity  Loudhprakort  *  Jarkwn  Elect  ln«tru.  Co. 

BE-ESCO  ASSOCIATES,  INC. 

45  S.  BROADWAY  YONKERS,  N  Y. 

Phono.  YOnhors  3-0150 


Our  reputation  for  results  is 
your  guarantee  of  satisfaction. 


—  -  1 

SERVING  UPSTATE  NEW  YORK 

REPRESENTING: 

Amperex  Electronic  Corp. 

Helipot  Corp. 

Ballantine  Laboratories 

Industrial  Electronic  Engineers 

Beckman/Berkeley  Division 

Industrial  instruments,  Inc. 

I  Boonton  Radio  Corp. 

F.  L.  Moseley  Co. 

Brighton  Electronic  Laboratories,  Inc. 

Pulse  Engineering 

Allen  B.  DuMont  Laboratories,  Inc. 

Sanborn  Co. 

Ferroxcube  Corp.  of  America 

Technical  Products  Co. 

FAST  DEPENDABLE  SERVICE  DEPARTMENT 

EDWARD  A.  OSSMANN  AND  ASSOCIATES 

ELECTRICAL  ENGINEERS  •  M A NUFA CT U RE RS'  REPRESENTATIVES 

830  LINDEN  AVENUE  •  LUdlowr  6-4940  •  ROCHESTER  10,  N.  Y. 

Branch  Olflcet;  —  SYRACUSE  •  BINGHAMTON 


jules  }.  hressler 

R*pr*i*nlinq  lop  linoi  in  Metropolitan 
New  York  and  New  Jeriey.  Aqqreetive 
and  Intelliqenl  ealee  coveraqe  backed  by 
years  oi  experience  In  the  electronics  in 
duttry. 

m  i  1 1  o  n  h  a  u  m 

DISTRIBUTOR  SALES  ASSOCIATE 


ge  or  ge  harris 

INDUSTRIAL  SALES  ASSOCIATE 

4808  Berqenline  Avenue 
Union  City,  New  lertey  •  Union  4  9S77 
New  York  Phone  No.  OXford  S-0255 
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iSasfem  Wi$consin 


Northern  lllinoh 


Serving 
Industriols  nnd 
Industrioi 
Disfribufprs 


presenting 
id  Electrical  Componerrts 
„  ,he  Electronic  -  Electricol 
Tool  Automation  Industries 


Electronic  o 

Manufacturers 

and  Machine 


JACK  FIEIOS 


MANUFACTURERS'  REPRESENTATIVES 
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jack  fields 


SALES  CO. 


JACK  SIMON 


AVA  Harrison  Street,  Oak  Park,  llliisd^ 

Phones-  i  Euclid  3-0373 

\Chicago:  Estebrook  8-7050 

TWX:  Oak  Park,  Illinois  20^ 


j 

\Chi« 


EXPERIENCED 
AGGRESSIVE 
MERCHANDISERS 
Audio  Equipmont 

Elo<tronic  Compononli 

JOBBERS  •  INDUSTRIAL 

Covoring;  Molropoliton  Now  York 
and  Northorn  Now  Jortoy 

303  CLAREMONT  AVE. 

MONTCLAIR,  N.J. 

Pilgrim  6-6717-8 


SAMUEL  K.  (Mo<)  MACDONALD 
NOBLE  C  (NoMo)  SMILT  o  JOHN  J.  (Jock)  MAHONEY 
JAMES  J.  (Jockl  D'ANGELO  •  JOHN  E.  (JohnI  LARKIN,  JR. 

,  JAMES  P.  (Jim)  FARIES  •  ERNEST  J.  STEFKOVIC  •  “BEANIE  " 

SAMUEL  K.  MACDONALD,  Inc. 

MANUFACTURERS’  REPRESENTATIVES 
,1531  Spruct  St.,  Philadelphia  2,  Pa.  oihor  oiiicot;  Piii.bufoh 
1^.  KINGSLEY  S-I20S  •oltimoeo  e  WoeMntfon,  D.  C.  I 


Torrilory: 
PENNSYLVANIA 
NEW  JERSEY 
DELAWARE 
MARYLAND 
VIRGINIA 
WEST  VIRGINIA 
DISTRICT  OF  COLUMBIA 
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INSTRUMENTS 

KEPCO  LABORATORIES,  INC. 

Power  Supplies 

MEASUREMENTS  CORPORATION 

Laboratory  Standord  Instru¬ 
ments 

PESCHEL  ELECTRONICS,  INC. 

High  Voltage  Test  Equipt. 

COMPONENTS 

CINCH  MANUFACTURING  CORP. 

Sockets,  Cinnectors,  Terminal 
Strips 

FERROXCUBE  CORP.  OF  AMERICA 
Ferrite  Cores 
HUMPHREY  INC. 

Inertial  Guidance  System  Com¬ 
ponents 

INDUSTRIAL  CONDENSER  CORP. 

Instrumentation  Capacitors 

INTERNATIONAL  RESISTANCE  CO. 

Resistance  Products,  Precision 
Potentiometers 

MAGNECRAFT  ELECTRIC  CO. 

Relays 

DONALD  P.  MOSSMAN,  INC. 

Push  Button-Lever-Turn  Switches 

GOULD-NATIONAL  BATTERIES 

Nicad  Division,  Inc. 


Ser^iriQ  the  ^est 

n>ith  the  ^est 

RAY  PERRON  and  COMPANY. 
Inc. 

Branch  Offict  M«in  Offict 

36  LOUIS  ST  1170  CfNTRI  ST. 

TRUMIUll,  CONN.  BOSTON  33,  MASS 

AMhtrsI  S-9631  FAirvitw  3-10M 

Strving  th*  Nmw  England  Marktf  Sine*  1936 


TECHNICAL  SAtfS  REPBESEIfTATIVES  IN 
PfORTH  NEW  JERSEY,  NEW  YORK  &  NEW  ENGLAND 


COMPONENTS  SALES  CORPORATION 


PHONES: 

HARTSDALE,  N.  Y.-SCarsdal*  5-1050 
BOSTON,  MASS.  -  UNiversity  4-1727 
SYRACUSE,  N.  Y.  -  ENterprise  2206 

CoMp«t«r  lN>tr«n«Nf>  C»rp. 

FILM  POTENTIOMETERS,  COMMUTATOR^ 
TRANSDUCERS  -  POTENTIOMETER  TYPE 

<Vlob«  l«UN*tri«t,  Inc. 

( lt7resmtoli*ii  lii»H«4  It  Mtlitptlilm  N.  Y.  wm.} 
MINIATURE  MOTORS,  MOTORIZED 
DEVICES 

DyMnaic  iNstnHRMt  Co..  Inc. 
STRAIN  OAOE  TRANSDUCERS 

Scfcacviti  iNghiNNriNg 
INDUCTIVE  TRANSDUCERS, 

"G"  TABUS,  RECORDERS 

Dr«tt«N-B«rMs  Cer». 

(ItfrtitRltliM  IWM  It  Rt«  EtfitaE.  \ 

Ntw  TmL  MrHi  ti  Wttlrktfttr  (tMrty.  / 
REGULATED  A  UNREGULATED 
POYVa  SUPPLKS 


TWX-SCARSOALE,  N.  Y.  958 


r  PrNci«i»N  MNchoNlMMS  Carii. 

MINIATURE  MECHANICAL  COMPONENTS 

MairliNad  InstniNiNiits,  Inc. 
MIL-SPEC  SYNCHROS,  SERVO  MOTORS, 
STANDARD  CELLS 

MidWNtfNrN  iNttnilNNRfS 
DATA  RECORDING  EQUIPMENT, 
SERVO  COMPONENTS 
ESC  Cerp. 

(ItprtMtltliM  4tti  Ml  iMlwIt 
N.  V.  Qly  m4  Ittf  I>Im4  / 

DELAY  UNES,  PULSE  TRANSFORMERS 

DlgHreNicf  Corp. 
MECHANICAL  aUTCIttS,  BRAKES 

Waif  LakarofarlNs,  lac. 
MAOFMTtC  CORE  DEVICES  «=WCOOCK 


COMPONENTS  SALES  CORPORATION 


IT: 


thru 

sales 

engineering 


Personnel  ROBERT  L.  NELMS 
DONALD  E.  STEELE 
OSCAR  KRESS 
EDWARD  C.  BURNS 


SALES  ENGINEERING  CO. 

LR  LANE  NEWTOWN,  CONN 


CArdtn  6  3664 


Boston  Omet 

CHELMSFORD,  MASS 
GLonvitw  4-7739 


Ray  Perron 

Allen  Moade 

Bill  Conneri 

John  Ferrari 

Frank  Roftery 

Let  Creoter 

Gawler-Knoop  Co. 

ELECTRONIC  MANUFACTURERS  REPRESENTATIVES 


Experienced  engineering  liaison 
in  New  York  City,  Long  Island, 
Westchester,  Northern  New 
Jersey,  Eastern  Pennsylvania, 
Delaware,  Maryland,  Virginia  and 
Washington,  D.  C. 


GENERAL  OFFICES 
178  Eagle  Rock  Ave.,  Roseland,  N  J 
Phones:  CAIdwell  6  4545-6-7 
DIgby  4  2997 


Oressen-Barnes 

Corp. 


Ttcknieal  Pnduen  Company 


Otfner 

tlectfonici  . 

■n 


MOSELEY 


BRANCH  OFFICE 

835  Glenside  Ave 
Wyncote,  Pa. 
WAverly  7-1820 


BRANCH  OFFICE 

8732  Flower  Ave. 
Silver  Sprini,  Md. 
juniper  5-7550 


Ballantine 
Leboratories,  Inc. 


At  Your  Service; 

Technically,  Promptly,  Efficiently 


Manufacturing  Inc. 
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MANUFACTURERS'  REPRESENTATIVES 


(ZZI  CZI. 


REPRESENTING 

Hewlett-Packard  Co. 
Varian  Associates 
F.  L.  Moseley  Co. 

Beta  Electric  Corp. 
Sorensen  t  Co.,  Inc. 


Dynoc,  Inc. 

Sensitive  Research  Instrument  Co. 

Kin-Tel 

MB  Mfg.  Co. 

Weinschel  Engineering 


etrumentation 


IN  THE 

ROCKY  MOUNTAIN 

Region 


1886  SOUTH  BROADWAY 
DENVER  10,  COLORADO 
PHONE  PEARL  3-3791 
TWX  DN  676 


ELECTRONIC  EQUIPMENT 
and  COMPONENTS 


7 


TOP  NOTCI 

EXKRIEHCED 

SUISMEN 


3 


STIATEIICAUV 

LOCATED 

OFFICES 


REPRESENTI  N  G 

Quality  Manufacturers  of 

PHASE  STANDARDS,  PHASE  METERS  •  AUTOMATIC 
PRODUCTION  TESTING  EQUIPMENT  #  EMCOR  MOD- 
ULAR  ENCLOSURES  e  EECO  PLUG-IN  CIRCUITS,  TUBE 
OR  TRANSISTOR  TYPES  e  DIGITAL  COUNTERS  AND 
TIMERS  e  POWER  SUPPLIES  e  PANEL  METERS, 
MILITARY  OR  COMMERCIAL;  SPECIAL  OR  STANDARD 
e  ELECTRONIC  TESTING  EQUIPMENT  •  CRYSTAL 
FILTERS  e  TAPE  INDEXING  EQUIPMENT  •  ULTRA- 
STABLE  OSCILLATORS  e  PRECISION  DEPOSITED 
CARBON  FILM  RESISTORS  e  COOLING  FANS  AND 
BLOWERS  e  TRANSFORMERS  e  MECHANICAL  AMPLI¬ 
FIERS  AND  TRANSDUCERS  •  MICRO  MINIATURE 
RELAYS  AND  HIGH  TEMPERATURE  CERAMIC  CAPAC¬ 
ITORS  e  MAGNETIC  AMPLIFIERS 


KENNETH  E.  HUGHES  CO. 

4808  Bc't*''*"'*  Avenu*  Union  City.  N  J. 

PHONC  -  UNion  7  J704  •  NCW  VOHK  PHONE  -  Oxtord  i  0047 

PHILADELPHIA  OFFICE: 
lOIN  33(dSI  •  Philtdtiphia  4.  Pa  •  PHONE-tVe(|(a«n  6  3130 


P.  0  Boa  tU 


SYRACUSE  OFFICE: 

FayaltaviHt.  N  Y.  •  PHONE-NEptunt  7  »3I 


•  SALES  REPRESENTATIVES  FOR  MANUFACTURERS  OF  ELECTRONIC  EQUIPMENT  AND  COMPONENTS  e 
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COOPER 

-SIMON  &  CO..  INC 

SERVING  THE 
METROPOLITAN 
NEW  YORK  AREA 

WE  Grew 
With  the 
Industry... 

25  Years 

of 

technical 

sales 

experience 
in  the 
electronics 
industry! 

SPECIALIZING  IN 

ELECTRONIC 

COMPONENTS 


REPRESENTING: 


Acme  Electric  Corp. 

Cuba,  N,  Y. 

Automatic  Electric  Mfg.  Co. 
Mankato,  Minn. 

Chester  Cable  Corp. 
Chester,  N.  V, 

Marion  Elec.  Inst.  Co. 
Manchester,  N.  H. 

Resistance  Products  Co. 
Harrisburg,  Pa. 


COOPER-SIMON&co.,  me. 

PHIL  COOPER,  PRESIDENT 
400  E.  79th  ST.,  N.  Y.,  N.  Y. 
LEhigh  5-2900 
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Packaged  Instrumentation  ^ 

Completely  equipped  SERVICE  DEPT,  with 

Laboratory  Standard  CALIBRATION  FACILITY  I  w  ^  I 

S.  STERLING  CO. 

McautjfOctu'ie/ii.'  llefi/ie4M4ii<UioBA 
15310  W.  McNichols  Rd.,  Detroit  35,  Mich.,  BRoadway  3-2900 


TERMINALS 
TRANSFORMERS 
PfllNTED  BOARDS 

Sa/esmen 

RICHARD  K  McCREERY 
STUART  F.  FOSTER 
DANIEL  J.  HURLEY 
HARRY  E.  SUDDERS 


BRANCH 

OFFICES: 


CLEVELAND-5827  Mayfield  Rd.,  Hlllcresf  2-8080 
DAYTON-379  W.  First  St.,  BAIdwin  8-8794 
PITTSBURGH-355  Fifth  Ave.,  ATIantic  1-9248 


MARTIN  P.  ANDREWS,  INC. 

MARION  ANDRIWS  McCRIiRY,  PRfS 

FAYETTEVILLE,  N.  Y. 

NEptune  7-6405 
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MANUFACTURERS'  REPRESENTATIVES 


THE  MIDWEST'S 

Oldest,  Largest  and  Best 
Electronics  Sales  Engineering 
and  Service  Agency 
Instrumentation  and  Components 

- • 

Calibration  and  Maintenonce  Labs 

CROSSLEY  ASSOCIATES 


•  CHICAOO 

•  DAYTON 

•  $T.  PAUl 

•  INDIANAPOLIS 


SM  3-ASOO 
AX  «-3S«4 
Ml  S-4PSS 
Cl  1-91SS 


...  In  New  England  .  . 

•ngin««ring,  taUt  ond  Mrvka 

.  .  .  rapraMnting  .  . 
■AILANTINE  LAtORATORIES,  INC. 
EDOERTON  OERMESHAUSEN  A  ORIER.  INC 
INDUSTRIAL  INSTRUMENTS.  INC. 
MICRO-TEST  INC. 

NON-LINEAR  SYSTEMS,  INC. 

OREGON  ELECTRONICS  MEG  CO. 

SAVAGE  INSTRUMENT  CO. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS. 
MEG  CO. 

VECTRON.  INC.  WAVELINE.  INC. 


the  Howard  j  schuft  company, 


IIS  Wathingtan  StrMf 
NawleovilU  M,  Mlatt 
T*l  LAmM  7-5904 


Serving  upstate  New  York 
.os  manufacturers  sales  and  service  representatives 
\  for  the  FINEST  NAMES  IN  ELECTRONICS 


MEWLEn-PACKARO  CQ. 


I^ERaaid 

WssaeSATES  ,IMC 

Gibson  A-1771 


Gibson  6-1771  IX}  r'LOf  I  I  ■  ‘  I  |i  I  u 

P.O.  Bo«  1400,  Syracuse  1,  New  York  ^ 

OFFICES)  111  Kinne  Rood,  Dewitt,  New  York  SERVICE  —  ABJUTY  MAKES  THE  Uiffixliice 


THE  BEN  T.  LEVINSON  CO. 

it  SERVING  ELECTRONIC  INDUS 
TRIAL  AND  MILITARY  EQUIPMENT 
MANUFACTURERS 
it  COVERING  METROPOLITAN 
N.  Y.— N.  J.  AND  ENVIRONS 
it  SPECIALIZING  IN  PRECISION 
COMPONENTS 


Worn  (h  Wiiuung 
s2ftfeAT6Cmt... 


770  HARVARD  AVI  ROCKVIILI  CENTRE,  N  Y. 

Tel.  HOtkvilh  4>442l 

"OUR  RCPUTATION--OMr  Me«t  Prlied  PotMUien** 


IGefftee  0 
Pe«*fiibetpiie  0 


SALES  OPEICES 


— RfPRfSfNTINC— 

BORDEN  CO.— RESINITE  DEP  T 
DEFIANCE  ENGINEERING  6  MICROWAVE 
CORP. 

DEFIANCE  PRINTED  CIRCUITS  CORP. 
ELECTRO  PHYSICS  LABORATORIES 
GLASSEAl  PRODUCTS  CO. 

GREEN  INSTRUMENT  CO. 
PRECISION  METAL  PRODUCTS 


J.  A.  REAGAN  Co.,  Inc. 

electronic  engineering  representothre* 

242  Hockett  Blvd.  Albany  8#  New  York 

PHONi  8-5155 


O 

,  BUFFALO 


Utice 

O  #  ScWeectedy 

SYRACUSE  •  Q 

ALBANY 


D.  F.  TOBIAS  &  CO.  INC. 

PRODUCT  ENGINEERS 

IN  SO.  N.  Y.  AND  NO.  N.  J. 

TO  O.E.M.  AND  DISTRIBUTORS 
ffepreienting; 

JBT  Instruments  Inc. 
Schauer  Mig.  Corp. 
Shurite  Meters 
Triplett  Electrical 
Instrument  Co. 

30  Church  Street,  N.  Y.  7,  N.  Y. 
COrtlandt  7-4349-50-SI 


Representing  the  Leaden  in 
Electronic  Test  Equipment  and 
Precision  Components 
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MANUFACTURERS'  REPRESENTATIVES 


Sa/es  through  Service 


instrument  associates 

1315  Massachusetts  Ave.  Arlington  74,  Mass. 

Tel:  Mission  8-2922  TWX:  ARL  MASS  253 

BRANCH  OFFICE  New  Haven  10,  Conn.  Tel:  UNiversity  5-2272 


GERTSCH  INSTRUMENT  CO. 
BOONTON  RADIO  CORP. 

GRAY  INSTRUMENT  CO. 
HARRISON  LABORATORIES,  INC. 


REPRESENTING 

LABORATORY  FOR  ELECTRONICS.  INC. 
F.  L.  MOSELEY  CO. 

OFFNER  ELECTRONICS,  INC. 

SERVO  CORP.  OF  AMERICA 


For  the  Best  Possible  Coverage  in  New  England 
Complete  Serviee  and  Parts  Facilities. 


JOSEPH  SPRUNG  Associates 


JOSEPH  SPRUNG 


MURRAY  NUSSBAUM 


JEROME  SPRUNG 


MANUFACTURERS'  REPRESENTATIVES 

Sales  and  Engineering  Services  of  the  Highest  Order 

Covering 

Manufacturers — Industrials — Distributars 

Territory: 

Metropolitan  Now  York— Wostchottor— Loop  Itlond— Northorn  Now  Jortoy 


254  WEST  31  ST  ST. 
NEW  YORK,  N.  Y. 


LONGACRE 

5-1820 


cjCeon  <jCe  ^.^deimun  C^o. 


Specialising  in  the  Jobber  Trade  Since  1921 

MANUFACTURERS'  REPRESENTATIVE 
COVERING  METROPOLITAN  NEW  YORK 
AND  NORTHERN  NEW  JERSEY 


2S  Chittondon  Avo. 
Room  IB01 


Now  York  33,  N.  Y. 
141  Broadway 


TOmpkint  7-1 14S 

worth  3-S30B 


AUDIO 

RADIO 

VIDEO 

ELECTRONICS 


Manufacturers  and  Industrials: 

Call  U$  for  Information  on  Clarostat  Controls  and  Resistors 
Our  Key  Accounts  Carry  Complete  Stocks  for  Your  Urgent  Needs. 


Andrew  A.  Foley  |  p*ul  r.  sturgeor 


ASSOCIATES 


SALES  ENGINEERS  COVERING  EASTERN  PENN¬ 
SYLVANIA.  DELAWARE.  SOUTHERN  NEW  JERSEY. 
DISTRICT  OF  COLUMBIA.  VIRGINIA.  MARYLAND 


Motors  Electronic  Products 

Connectors  Motors — Test  Equip* 

Transformers  ment 

Relays 

Resistors — Rheostats — Top  Switches 

Burt  Scott 

189  Brood  St.,  Milford,  Conn. 

TRinity  4-0080 

Frank  Harrington  —  Len  Di  loia 
25  Huntington  Ave.  Boston  16,  Moss, 
commonwealth  6*7705 


CARDUNER  SALES 
CORPORATION 

Intensive  coverage  of  parts 
distributors  in  New  York  Met¬ 
ropolitan  area 

Warehouse  Facilities 
80  SHORE  ROAD 

PORT  WASHINGTON,  L.  I.,  N.  Y. 

Tele:  Port  Washington  7-7700 


FOR  RATES 
OR  INFORMATION 

About  Classified  Advertising, 

C^onlact 

DL  WcQra:...M 

Office  flcarc^t  Ijo... 

ATLANTA,  3 

1301  Rhode»-Hav«rty  Bldg. 

JAckion  3-6951 

M.  MILLER 

BOSTON,  16 

350  Park  Squor* 

HUbbard  2-7160 

J.  WARTH 

CHICAGO,  11 

520  No.  Michigan  Avo. 

MOhawk  4-S300 
W.  HICGENS 
CINCINNATI.  37 

2005  Saymour  Ave. 

Elmhurst  1-4150 
F.  ROBERTS 

CLEVELAND,  13 

1164  Illuminating  Bldg. 

55  Public  Square 

superior  1-7000 
W.  SULLIVAN 

DALLAS,  1 

901  Vaughan  Bldg. 

1712  Commerce  St. 

Klverside  7-5117 

G.  JONES 

DETROIT,  26 

856  Penobscot  8ldg. 

WOodword  2-1793 
J.  GRANT 

LOS  ANGELES,  17 

1125  W.  6  St. 

MAdison  6-9351 

R.  YOCOM 

NEW  YORK,  36 

500  FiHh  Ave. 

oxford  5  5959 

R.  OBENOUR  •  0.  COSTER  •  R.  LAWLESS 
PHILADELPHIA,  3 

Six  Penn  Center  Plozo 

LOcust  8-4330 
H.  BOZARTH  e  R.  EDSAlL 
ST.  LOUIS,  8 

3615  Olive  St. 

JEtterson  5-4867 
F.  HOLLAND 
SAN  FRANCISCO,  4 

68  Post  St. 

DOug/oi  2-4600 
R.  ALCORN 
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MANUFACTURERS'  REPRESENTATIVES 


CARDUNER-BOSWORTH 


Engineering  Sales  Representatives 

Instruments  and  Precision  Com¬ 
ponents  to  Industry  in  New 
York  Metropolitan  Area 

80  SHORE  ROAD 

PORT  WASHINGTON,  L  I.,  N.  Y. 

Tele:  Port  Washington  7-7700 


Instrument  Engineering 
for  all  New  England 

BROGER  INSTRUMENTS 

Sales  Service 
Analog  and  Digital  Test  Instruments 
Industrial  Instruments  and  Controls 
Analog  and  Digital  Computers 
Data  Processing  Systems 

48  Pearl  St.  Brookline  47,  Moss. 
BEocon  2-4804 

ftroncH:  N«w  Hpv#ffi,  Conn. 


Serving  All  New  England 


Waters  &  Drew,  Inc. 


P.O.  Box  467 
Bedford,  Moss. 
Phonoi  CR  4-7232 

TWX  LEX  Moss.  958 

Service 

Dependability 

Industry 


Koland 
I  Colai 

]/  C'k 

/  ^Gibbon* 


. - 1  I - Ed 


Airpai  Products  Co. 

Allied  Industries,  Inc. 

American  Machine  &  Foundry  Co. 
Atlas  E-E  Corp. 

Dynamic  Instrument  Corp. 

Electro  Snap  Switch  t  Mfg.  Col 
Good  All  Electric  Mfg.  Co. 

Gordos  Corp. 

Illumitronic  Engineering 
ludd  Wire  Mfg.  Corp. 

Microdot,  Inc. 

Organic  Development  Corp. 
Philamon  Laboratories.  Inc. 
Pyrofilm  Resistor  Co. 

Radio  Corporation  of  America 
Servo  Dynamics  Corp. 

Skydyne,  Inc. 

Taber  Instrument  Corp. 

Vari  L  Co. 

Waters  Manufacturing,  Inc. 


Mor*  Than  a  Ouarttt  Ctniury 
ffnprcMnfing  Monufacturvr$  of: 

•  EUctronic  Compomntt  t  Ec|p(.  • 


2600  GRAND  AVENUE 
KANSAS  CITY  8,  MISSOURI 
PHONE;  BA  1-3800 

Branch  OffScat:  Da,  Moinat,  Iowa; 
Twita,  Okla.;  St.  loai*.  Mo 


WESREP  CORPORATION 

Monufocturart'  Rapratanlativa, 

Calif.  —  Nav.  —  Arit.  —  N.M. 

Maqnalle  Corai — Prlnloct  Circuits — Tarmi- 
nals — Elsclronlc  Hard  wars — "Brsadboards" 
Limit  Swttehss— Prsctslon  Csars — Flsxlbls 
Coupllnqs  —  Maqnsttc  and  Mschanlcal 
Clutchss — Instrumsnt  Dsvslopmsnt  —  High 
Tsrapsrolurs  Pottinq  Compounds — Cans  for 
Elsctronie  Parts — Trimmsr  Potsntlomstsrs 

2022  —  S.  Sspuivsda  Blvd. 
los  Angsist  2S,  California 
Phono  BRadihaw  2-37S7 
Tsistyps  WlA  «70B 


tEINC 


P.  0.  Box  124,  Cambridge  38.  Massachusetts  •  Tel' UNiversity  4-2220 
Representing  in  the  Six  New  England  States: 


Triad  Transformer  Corporation 

Catalog  and  cuittom-engincered  Trans¬ 
formers  and  Reactors,  MIL  and  commer¬ 
cial  specs.  Geophysical  Transformers. 
Trarhistor  Transformers.  Toroidal  Induc¬ 
tors.  Wave  Filters.  Pulse  Transformers. 

Zoro  Manufacturing  Company 

Military  Transit  Cases.  Catalog  and  custom 
Precision  Deep-Drawn  Instrument  Cases, 
containers,  and  cans. 


Midland  Manufacturing  Company,  Inc. 

Manufacturers  of  Quartz  Crystals  for  Llec- 
tronic  Frequency  Control. 

Stepper  Motors  Corporation 

Stepping  Motors,  Automatic  Pulse  Timers. 
Synchro-Positioners. 

Birtcher  Corporation  (ladmtnaiOmsioH) 

Tube  and  Component  Retention  and  Cool¬ 
ing  Devices. 


OAKLEY  F. 

HOYT 

RICHARD  D. 

HOYT 


195  NASSAU  STREET 
PRINCETON.  N.  J. 
WALNUT  4-44S0 


MIDDLE  ATLANTIC  STATES 

Co. 

MonulQCturwrs'  Rmpr«Mntativ«s  for  •loctronic  motorioU,  ports 
and  compononts.  Fivo  solosmon,  providing  comploto  pono- 
trotion,  comploto  covorogo  ond  ropcfiing  an  mojor  occounts. 

A  NATIONAL  FREE  LANCE 

SALES  MANAGEMENT  TEAM 

A  fully  oxporioncod  toom  that  con  quickly  ostoblish  on 
offtciont  ''notionol"  solos  organization  .  .  .  saving  you 
procious  timo  and  monoy.  No  nood  for  o  high  pricod  in- 
tomol  solos  monogor.  Your  cotft  oro  bosod  on  rosulfs  only. 
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HAROLD  R.  ELLIS 

&  ASSOCIATES 

SERVING 

METROPOLITAN  NEW  YORK 


NORTHERN  NEW  JERSEY 


REPRESENTING: 

INDUCTION  MOTORS  CORP. 

FREED  TRANSFORMER  CO. 
(MAGNETIC  AMPLIFIER  DEPT.) 


COMPONENTS  FOR 
INDUSTRIALS 

OAKLAND  GARDENS 
FLUSHING  64  •  NEW  YORK,  N.  Y. 
Murray  Hill  2-5844 


Outttonding  products  dosorvo  tho  bust.  Our  Now  Corporation  roprotontt  ovor  40  yoort 
of  oloctronic  oxporionco  in  industry  and  solos.  If  oxporionco  counts  with  you,  you 
dosorvo  us. 


- b-  ^ 


BRIDGE-ING  THE 
GAP  BETWEEN 
MFG.  AND  CUSTOMER 
IN  THE  6  N.  E.  STATES 


NEW  ENGLAND  AREA  REPRESENTATIVES  INC. 

99  Highland  Avenue  PRospect  6-2262 

Somerville  43,  Moss.  UNiversity  4-3696 

TWX  SOMERVILLE  MASS-991 
Components  across  the  board. 


WELL  QUAUFIED 

SALES  ENGINEERS 

SELLING 

fflGH  QUALITY 
TEST  EQUIPMENT 
AND  COMPONENTS 

J.  R.  DANNEMILLER 

ASSOCIATES 


CLEVELAND  e  DETROIT  e  DAYTON 

3955  LEE  RD.  CLEVELAND  28,  OHIO 
LOngocre  1-4567  •  TWX  CV727 


ENGINEERING  co. 

MANUFACTURERS  REPRESENTATIVES 

I  5  SALESMEN 


I  CALIFORNIA  &  ARIZONA 

MAIN  OFFICE 

1129  SO.  FAIR  OAKS 

PASADENA,  CALIFORNIA 
RYan  1-3386  •  TWX  PASACAL  2199 


^  R  f  vJ  i  < 


[LtCIRONIC  INSTRUMimUION 
[RGIRIIRS  SERVING 

METROPOLITAN  NEW  YORK,  LONG 
ISLAND,  NEW  JERSEY  AND  PHILADELPHIA 


PRES 

ROBERT  CRANE 
VICE  PRES 
S.  S.  ECERT 


OFFICE  4  lARORATORY 
97  READE  STREET 
NEW  YORK  13.  N.  V. 

worth  4-0994 


HARVEY  TEPLITZ 
and  COMPANY 

Technical  application 
of  instruments  and  components 
to  Industrial  and  Military  facilities 
in  Ohio,  Michigan,  and  Western 
Pennsylvania 

3543  CORNELL  DRIVE  •  DAYTON  6,  OHIO 
TEL.  CReilview  7-9178 
Branches  in  Cleveland  and  Detroit 


"OUR  27th  YEAR" 

COMPLETE  SALES  COVERAGE 
INDUSTRIALS  —  DISTRIBUTORS 
FOUR  MEN  SERVING:  Missouri,  Kansas, 
Nebroska,  Iowa,  Southern  &  Control 
Illinois 

LINES:  Instruments,  Panel  Meters,  Re¬ 
sistors,  Modulor  Enclosures,  Printed 
Circuit  Boards  &  Supplies,  Timers, 
Motors,  Photo  Electric  &  Industrial 
Controls,  Commerciol  &  Military  An¬ 
tennae 

W  ^ATHRINUS  A  CO. 


OFFICE  A  WAREHOUSE;  Phoni;  Olive  2-7005 
4354  Duncin  Avt..  St  Leuii  10,  Me 
BRANCH  OFFICE;  Phene;  JOhnson  3-4108 
4304  Cambridge,  Keniet  City  3,  Kentet 


SPECIALISTS  @ 

in  Components  for 
Computers  and 
Automatic  Controls 

COVERING  MINNESOTA 
NORTH  AND  SOUTH  DAKOTA 
AND  WESTERN  WISCONSIN 

DON  V.  HAMILTON  &  CO.,  Inc. 

3359  Republic  Ave.  •  Minneepelit  24,  Minn. 
Phone  Weet  9-7S9I 


'William  T* 

M?6ARV^ 


Established 

1929 


Represeatinq  Manu/acfurers 

Cororino; 

e  CENTRAL  &  SOUTHERN  ILLINOIS 
e  IOWA  e  KANSAS  e  MISSOURI  e  and 
e  EASTERN  NEBRASKA 

AIRCRAFT 

ELECTRONIC  t  RADIO 
COMPONENTS 
PRINTED  CIRCUITS  EOPT 
INDUSTRIAL  CUHING  TOOLS 
WIRE  B  CABLES 

6635  Delmar  Blvd.  •  St.  Louis  5,  Mo. 

•  Phone;  PArkview  5-6430  • 


J.  J.  NOLAN  •  M.  M.  NOLAN  •  J.  A.  NOLAN 


MANUFACTURER 


REPRESENTATIVES 


SERVING  THE  ELECTRONIC  INDUSTRY 


Eattern  Po.,  Southern  New  Jericy,  Oelowore,  | 
Marylond,  Dlit.  of  Columbia  and  Virginia 
314  W.  SPARKS  ST.  PMIIADIIPMIA  20,  PA. 
WAVERIY  4-1595 
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Classification  of  products  normally  stocked  by 

^'SEARCHLIGHT’ 

advertisers  in  this  issue 

1 

AmpMert 

IS 

Rocording  EquipmonI 

2 

Anlonnat  &  Radiating  EquipmonI 

14 

Roctiflor* 

3 

Cabinolt,  Encloiuret  and  Paneh 

17 

Rolay*  and  Timor* 

4 

Cablo,  Cordt,  Wire,  Plugt  and  Jacki  and  Sockolt 

18 

Ro*i*tor* 

5 

Capacitor* 

19 

Switdio* 

6 

Communication  8i  Radar,  otc.  -(complolo  tyttomt) 

30 

Torminalt,  8oord*  and  Hardwaro 

7 

Connoctort 

31 

To*t  8i  Moa*uring  bntrumont* 

8 

Gonorotort  and  Rotating  Mochaniunt  -(motor*,  *«rvo>,  otej  33 

Tran*formor*,  Choko*,  Filtor*  and  Mag  Ampt 

9 

Motor*  |to*t  and  panol) 

23 

Trammittor* 

10 

Micropbono*,  Loud*poakor*  and  Koy* 

24 

Tubo*,  Rocoiving 

II 

Miaowavo  Tran*mi**ion  Lino*  &  Acco**orio* 

25 

Tubo*,  Tranunilting  and  Spocial  Purpo** 

13 

Potontiomotor* 

e 

Handbook*,  Monuol*  &  Publkalion* 

13 

Powor  Supplio* 

da 

Control  EquipmonI 

14 

Rocoivor* 

aaa 

Ham  8i  Exporimontal  EquipmonI 

The  numbers  after  the  advertiser's  name,  indicates  the  products  or  services  offered  by  the  advertiser. 

ADVERTISER 


A  At  ON  HKTIONIC  SAIIS . 

AIttOtNE  aKTtOMCS,  INC . 

AUTtONICS  HOWAIO  CO  . 

A  &  M  INSTIUMENT  SEtVICE,  INC  . 

ATUNTIC  &  PACIEIC  WIIE  &  CAKE  CO  . 

tAttY  EtECTIONKS  COtP . . 

tElVISION,  INC  . 

KAN  . 

CAIVEIT  EtECTtONICS.  INC . 

CANDEE  CO.  J.  J.  . 

CAP  EtECTtONICS,  INC  . 

CAttUTHEtS  INC.,  ClAtENCE  . 

C  &  H  SAIES  CO 
CHASE  ElECTtONIC  SUPPIV  CO 
COlUMBIA  HECTtONICS 
COMMUNICATION  DEVICES  CO. 

COMPASS  EtECTtONICS  SUPPtY 

COMPONENTS  SUPPtY  CO 

CONNECTOt  COtPOtATION  OP  AMEtICA 

COTTONE  &  CO  ,  INC.,  A 

DAYTON  Alt  POtCE  DEPOT 

DEtF  tADIO  CO 

KECTtlC  TtADING  CO 

KECTtO  SAtES  CO.,  INC  _ 

EtECTtONIC  tAIOtATOtY  SUPPtY  CO . 

BECTtONIC  SPECIALTY  SUPPtY  CO . 

BECTtONIC  SUtPtUS  ttOKEtS  _ 

EMEtTONE  EtECTtONICS  CO  . 

EMPItE  HECTtONICS  CO  . 

HEtBACH  &  tADEMAN,  INC . 

J.  S.  M.  EtECTtONICS  CO . 

KtANTZ  CO,,  MAttY . 

BtANZ  EtECTtONICS  CO  . 

LECTtONIC  tESEAtCH  LABS . 

tEGtl  $.  COMPANY  . 

tIBEtTY  EtECTtONICS,  INC.  . 

MATEtlElS  &  CONSTtUCTIONS  S.  A.  . 

McNEAl  ELECTtIC  &  EQUIPMENT  CO _ 

MESHNA.  JOHN  .  . 

MINEOIA  EtECTtONIC  SUPPLY . 

MOGULl  CO.,  ALEXANDEt  . 

MONMOUTH  tADIO  LABS . 

PAGE  HECTtONICS 
PEAK  EtECTtONICS  COMPANY 
PtECISION  EtECTtICAL  INSTtUMENT  CO 
tADAlAB,  INC 

tADIO  tESEAtCH  INSTtUMENT  CO . 

tADIONIC  PtOD.  CO.  . 

tAWAY  BEAtING  CO  . 

tELIANCE  MEtCHANDISING  CO  . 

tEX  tADIO  SUPHY  CO  . 

SEG  EtECTtONICS  CO.,  INC.  . 

SHECTtONICS  HECTtONIC  SUtPlUS . 

SEMlEt  INDUSTtlES,  INC. ...  . 

SOLO  HECTtONIC  SAtES  COtP  . 

SOUNDTtONICS  LABS.  . 

STANDAtD  tADIO-ELECTtICAL  PtODUCTS... 

STAtt  SUtHUS  SAtES  . 

SUPEt  HECTtONICS  COtP . 

"TAB"  . 

TAUEN  company,  INC . 

TKHNICAt  PUKICATIONS,  INC . 

TECHNICAL  SYSTEMS  COtP. . 

THECTtIC  CO.,  THE  . 

THEMAtINE  communications  CO.,  INC.. 

TOP  INDUSTtlAl  SALES,  INC  . 

TtANSITUBE,  INC.  . 

TtU-WAY  tADIO  &  T.  V.  SCHOOL . 

UNIVEtSAl  tELAY  COtP . 

V  &  H  tADIO  EtECTtONICS . 

VETS  DISTtIBUTING  CO . 

WESTEtN  ENGINEEtS . 

WtGtEEN  INDUSTtlES . 


KEY  TO  PRODUCTS  OR  SERVICES 

I.  $••  ClaitHicationi  Above 

1-1  3  4  S  B  7  t  9-IO-t1-13-l3-l4-15-16-l7-18-19-2(>-21-22-23-24-J5 
6 

1-2  B-IO  13-14-13  21-23 


3  9  13-16  21-22  24-23 
3-12  IB  19  24  23 

4  3  7  B  9-14  17-18-19-20-21-22 

3  12  IB  24  23 

4  6  8  9  13-U  17-21  23-24-23 

3  7-20  23 

13 

8  13-14  22  23 
17 

1-2  3  4-36  B  9  10  13-14  13-16-17-18  19  21-22-23-24-25 

1-2  4  3  6  7  10  13  14  19  22  23 

2  4-36  7-B  9  10  11  13  14  16  17  21-23-24  23 

1-2  3  4  3  7  B  9  10  12  13  16  17-18  19  20  22-23-24 

2  4  7  19  20 

B  9  12  13  16  17  21 

1-3789  12  13  14  16  17-18  19  21-23  24-25 
437  9  10  12  16  17  18  19  20  22 
8 

4  3  6789  10  12  13  16  17  18  21  22  24  23 

1  4  37  89  11-12  13  16  17  18  19  20  21-22-25 

3  9  12-13-14  17  18  19  22  23  24  23 

1  4  5-4  78  9  10  12  13  14  15  14  17-18  19  21-22-23-24-25 

14  21-24-23 

43789  10  14  17  18  19  20  22 

1  3  4  3  7  8  9  10  12  13  14  13  16  17-18-19  20-21-22-23-24-25 
24  23 

4  3  12-18  19  20  22 

1-2  4-5-10  12-13-14  17-18  19-20  22-25 

1  2  3  4-3  4  7  8  9  10  1 1-12-13-14-13-16-17-18-19-20  21-22-23-24- 
12  18 

1  2  34347  8  9  10-11-12-13-14-15-16-17-18-19-20-21-22-23-24- 


5-12-18 

4  5  7  9-12-17-18-19-20 

3 

23 

454  9-10  12-13  14-16-17-18-19-21-22-23 

9 

248  13  14  17-18  21 
13689  13  22  23 

2  456  78  9  10  11-12-13-14-16  17-18  19-22-13  25 
20 

12-3  4-36789  10  11-12-13-14-15  16  17-18-19-20-21-22-23-24-25 
2  4  3  9  13  17  19  23 

10  13  14  23  24  23 

1-3  6  7  8  9  13  14  16-17-24-25 

1-2  3  4-5-4  7-8  9  10-11-12-13-14-13-14-17-18-19-20-21-22-23-24-25 
18  24  23 
8  17-19  21-22 

4  3  12  14  19 
12  19  22 

24347  8  9-10  11-12-14-17-18  21-23-24  25 

1-2  3  45-478  9  10  11-12-13-14-15  16-17-18-19-20-21-22-23-24-23 
2  45  4  14  14-20  21-23-* 

26  9-13  14  20-21  23 

4  10  17-20 

1  4  10  13-14  21-22-23 
20 
25 
21 

14  17 

1-24 -6-7-8-9-10-1 1-12-1 3-1 4-16-21-23-24-25 

5  17 

24  23 

4-7-17-19-20 
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SEARCHLIGHT  SECTION 


'A'  NEW  'A'  NAME  BRANDS 
^  IMMEDIATE  DELIVERY 

^  inw  PRIPF^ 

'A  UNCONDITIONAL  GUARANTEE 


ELECTRONICS  CO, 


1108  Venice  Boulevard  •  P.O.  Box  15654 
Los  Angeles  15,  California  •  Richmond  9-7644 

Cable  AMntt:  JASHEIEC  Tuhtraph:  FAX 


B4S  .... 

•47  ... 

•  II 

•  IS 

•s« 

•si/iiii: 

•  12 
•  CIA 
•cc 
N21^ 

N2] 

N2S^ 

N2S^M 

N23C 

N23C 

N2S 

N2C 

N77 

N7t 

N31 

N32 

N34A 

N3CA 

N4t 

N41 

N«2 

N4C  4MI 

N47 

NS2 

Nil  . 

NIC 

NI4 

NC3 


SPECIAL 

5"  DUAL  GUN  TUBE 


VACUUM  CAPACITORS 
so  mmfd.  32  KV...  6.00 
75  mmfd.  20  KV.  ..10.00 
100  mmfd.  20  KV. .  .12.50 
Alto  Othor  Valuos 


Long  p«rti(t*ncy  face,  P7  tcreen. 
Valve  at  SIOO.OO.  Tbit  tube  hat 
been  rejected  for  military  ute. 

fully  (17  QR 

Guaranteed  ^  I  •  .WU 


Thoutandt  of  other  types  in  stock.  RECEIV¬ 
ING  TUBESI  We  carry  a  complete  line.  Stand¬ 
ard  brands  only. 


All  prices  F.O.B  Lot  Angeles,  subiect  to 
change  without  notice.  Minimum  order  SIO.OO 
Check  with  us  for  items  not  listed. 
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SEARCHLIGHT  SECTION 


BIGGEST  &  BEST  in  Surplus  Communications  Eqpt.! 


PRESS  WIRELESS  40  KW  RADIO 
I  TRANSMITTER  STATION! 

New,  Unused,  Hi9h  Power  complete  Transmitter  Station 
'  for  long  range,  point-to-point,  CW  and  Radioteletype. 

I  Also,  Power  Amplifier  Section  can  be  used  as  IS  KW 
I  (output)  Linear  Amplifier  to  increase  power  of  Single 
I  Side-Band  Transmitters  of  7  to  2'/^  KW  output  with  simi- 
'  lar  frequency  range.  The  PW-40B  covers  S.3  to  21.0  MC, 
is  preset  for  one  frequency  in  this  range  (MO  or 
crystal-controlled),  but  crystal  oscillator  oven  will  hold 
up  to  6  different  crystals.  This  station  consists  of; 
RF  Exciter,  RF  Power  Amplifier,  High-Voltage  Rectifier  I 
(240V,  3  phase  AC),  and  Water  Coofing  Unit  Complete  ^ 
station  when  set  up  measures  approximately  18  ft. 
long  X  7  ft.  high  x  5  ft  deep  Available  complete  with 
spare  parts  WRITE  FOR  LITERATURE  AND  PRICESI 


RADIO  BEACON  TRANSMIHER  STATIONS 

Consists  of  2  units;  one  (Model  ISR  420F)  for  exciter-driver, 
frequency  range  27$-SI0  KC,  4-channelt  crystal-controlled 
oscillator  or  MO,  output  110  watts  CW  or  ISO  watts  MCW; 
second  unit  (Mo^l  LSR  S20C)  is  a  Linear  Class  B  RF  Power 
Amplifier  to  increase  power  output  of  above  unit  to  600 
watts  CW  or  800  watts  MCW  Both  units  are  enclosed 
frame  type  measuring  approx.  64"  H.  x  24"  W  x  18"  0 
Operation  is  from  110  V.,  1  phase,  50  60  cycles  AC. 
Equipment  is  NEW  UNUSED.  WRITE  FOR  LITERATURE  t 
PRICES 

SCR-306F  RADIO  INTERCEPT  D.F.  EOPT. 

One  of  the  finest  and  most  versatile  World  War  II  Direction 
Finding  and  Intercept  Radio  Receiving  Eqpts.  Ideal  for 
monitoring  and  locating  enemy  radio  stations.  Frequency 
Range  200  KC  to  18.0  MC  continuous  in  7  bands.  Designed 
for  mobile-field  use,  to  operate  from  6  volt  storage 
battery.  Highly  engineered,  thoroughly  shielded  by  heavy 
gauge  aluminum  castings  which  house  various  RF  sections 
Supplied  complete  with  loop,  6  V.  dynamotor,  sense  antenna 
mast  sections,  high  powered  telescope  assembly  which  mounts 
within  loop  (for  local  bearing),  all  installed  within  sturdy 
portable  trunL  for  convenient  carrying  UNUSED  Condition 
WRITE  FOR  LITERATURE  AND  PRICESI 

PORTABLE  RADIO  BROADCAST  STATIONS, 

50  WAn  OUTPUT. 

New,  Unused  equipment,  designed  lor  Psychological  Warfare 
(Propaganda)  and  Arm^  Forces  Radio-Troop  entertainment 
this  equipment  will  meet  FCC  specs  for  carrier  stability 
(crystal-controlled)  and  fidelity.  Freq  Range  it  1,100  to 
I.SOO  KC,  and  design  provides  either  crystal  control  or 
VFO.  Modulation  it  100%  using  a  special  hi-efficiency 
circuit.  Operation  it  from  90  to  240  Volts,  SO 'SO  cycles 
AC,  and  total  drain  at  full  modulation-72S  watts.  Audio 
Response  it  within  I  db  from  100  to  5,000  cpt  and  distor¬ 
tion  lest  than  S%  rmt  at  100%  modulation.  Design 
provides  for  use  with  quarter-wave  antenna  against  ground, 
with  loading  coil  of  sufficient  inductance  included  within 
transmitter  to  permit  use  of  smaller  antenna  where  coiKfi- 
tiont  do  not  allow  oroper  size.  THE  EQUIPMENT  SUPPLIED 
FORMS  A  COMPLETE  MOBILE  OR  PORTABLE  BROADCAST 
STATION. 

The  following  art  the  various  units  supplied;  I  Broadcast 
Transmitter,  I  — Power  Supply  (operates  from  110  V.  60  C. 
AC),  I-  Pressure  Cooling  and  Voltage  Selector  unit,  1 — Con¬ 
trol  Console  Mixer,  I —Phonograph,  2— Speed  (78  A  33  </i 
RPM)  Turntable,  I  -Dynamic  Microphone.  I  — Set  of  Oper¬ 
ating  Tubes,  9  Connecting  Cables,  Spare  Parts  Kit,  Construc¬ 
tion  Manual,  and  S  sturdy  Trunk  for  housinq  A  transporting 
this  material.  WRITE  FfM  PRICES  A  LITERATURE 


RC-263  TRANSMITTING  EQPT.  50/75  W.  OUTPUT,  1.5- 
10.0  MC,  4-CHANNELS  CRYSTAL  OR  VFO  CONTROL, 

AUTOMATIC  DIAL  CON- 
»■'  <  I--  I.  mini  -  ^  TROLS  ALL  OP- 

I  mn  .  ov  QQ  ERATIONS,  FULL 

1;  REMOTE  CON- 

-  lenfTa  TROL,  100-260  V., 

V  25  to  60  C.  AC  OP- 

\  *  ERATION,  ETC. 


lU<llo  Tran^nilttlni  Rciulpnimt  Rr  r<»ii  Ttis*  fMNjumrv  rani**  ro»^r»Nl  hr  each  of  ibc 

<if  Radio  Tranwniltter  IM'-IMNi  A,  KriiMHo  four  Individual  rhannela  la  frTpm  I.WMl  to  KL- 

4*oatml  I'nlt  KM  4o  A.  and  MIrioptinne  T  27-  <M*o  kc  Any  one  the  four  channela  ran  be 

Q  Kadtio  Traii«nilttrr  IM’-llOO  A  U  a  fmir-  tuned  l»i  anv  fre«iueno  within  !he»M*  limits, 

r*'^*!.*’*  ^rry^tal  or  maater  oaclllator  wn  Trantmllilna  RV 

tnuled.  75  watt  radio  teirrraph  or  50  watt  e«  laa  tn  9aa  Tnit*  wlipr- 

rant..  inl-vh.«ir  Icmwn.tl.e  T'll  ,  , ,  !Li?J 

r.llna,i  h  .qwr.i..  In  the  frw.urncv  rwixe  >;•'*"*  ™rrent  »  to  «« 

from  l.sno  kc  to  in.lHHt  kr  and  l«  vuit.Mp  for  Trantnilttrt  illnimdon,  are:  IK  ll_  i  S 

remote  control  o*er  two  palm  of  telephone  W  x  3ii^4**  17,  The  Remote  t’f*ntrol  I  nit  nreM- 

llnea  The  radiated  radio  telephone  iilitnaia  are  urea:  10^  II  i  14"  W.  x  ISH*  O  ALL  F.QIT. 

aniulltude  modulated.  Remote  t'ontml  Tnlt  IS  NKW  I'NrSKI)  and  In  orlainal  export 

HM-4ft  A  ci»naUta  of  a  microphone  amplifier.  packing  Available  Complete  with  tube'., 

linn  Im.l  Inrticaiinx  mrtrr.  mlrrophnn.-  towIt  nilrniphonr.  Inunirtlon  H-«.k.  and  rana  of 

rvoinrr  and  wttrhinx  clrt-ult«.  and  piiliw  dial  ,  ,,  7  «hlrh  Inrliidrs  mati-rt  rvlav*. 

to  ennimi  rrlan  In  Radio  Tranatnlttw^  IH'  'nenm—  . 

linn  .\  and  preform,  all  nn-wwarr  funrtliwi., 

mirh  a»  rhannid  pvlortlon.  l»o«rr-on  or  off.  pw  phonr.  nr  WRITE  FOR  PRICE  A  DESCRIP- 

or  phono,  nr.  TIVC  LITERATURE. 

LARGE  QUANTITIES  NEW  &  RECONDITIONED: 

I  BC-A69  (SCR-S43)  RADIOTELEPHONES.  NEW -UNUSED,  45  WAHS  OUTPUT  ON 
i  PHONE,  6  chonn*!,  (CRYSTAL-CONTROLLED)  FOR  TRANSMITTER  A  RECEIVER 

I  SCR-300  (BC-TOOO)  Walki*-Talki*,;  SCR  536  (BC-611)  Hondy-Talkiqs.  SPARE  PARTS 
I  for  both  oqpts. 

I  BIGGEST  A  BEST  STOCK  IN;  TCS  Transmittors  A  Roceivors  with  12,  24,  110  DC  or 
I  110  AC  Powor  Supplios. 

'  Ovor  2,(X)0  nqw-unusod  BC  61  ID  chassis,  lost  tubos,  crystals,  or  plug-in  coils,  but 
with  loloscopic  onlonno. 

200  GN-58  Hand  Gonorotors  (for  SCR-694  and  AN  GRC-9  oquipmonts),  complete 
with  cranks,  seal  pedestal,  and  legs,  like  new  condition. 

Approx.  1,500  PE-104A  Vibrotor  Power  Supplies  (each  with  spore  vibrator)  for 
receiver  section  of  SCR-284  eqpt's.  New-unused,  in  original  export  packing. 

Large  inventory  of  SCR-522  eqpt's.,  BC-797.  SCR410,  SCR-510,  SCR  508,  SCR-608, 
SCR-511,  BC-447,  etc. 


ALL  MATERIAL  SUBJECT  TO  PRIOR  SAIEI 
CABLE  ADDRESS.  UltMAKINl,  N.  Y. 

-TELEMARINE- 

COMMUNICATIONS  CO.,  INC. 

140  W.  Broodwoyg  N.  Y.  13,  N.  Y, 
Phpn«:  COrtlofid  7*5444 


EXPORTERS,  GOVERNMENT 
;  AGENCIES,  INDUSTRIALS! 

Wa  hova  lorpa  tfodif  pf  Tronsmiftara, ' 
[  Racaivart,  Wolkta-Talltiaa,  VHF  Eqwip* 

I.wawt,  Rodor,  Accaaaoeiaa,  ate.  Wrifa 
•ltd  fall  yt  of  your  raquiramanH. 
Datcripfiva  litarotura  and  pricaa  upon 
raquaat. 


$  SAVINGS  $ 

nri  auA  •t.i.  t...  neu  .esT  w.  o.  Data 


RELAYS 


C*4Rla«tB  4ac  €  la  M 

UAPPIAM  11  14  VPC  lliu  }Maa« 
-  1  Prwaa  4lt  C  It  RR 


•  COMAP  c4ia4  Plwa-«w  Aealea  Ma  0  Mc/C 

•  PLATt  »M  0  I  Make  4  1  P««Ma  Maka  41cX  If/M 

•  l4M  0  AC  liaV  m  PC  IMA  tP«T  tac  C  SPOT  1U/C 

#4  Vam  PC  Mini  4ia  0  4te  C 

PCiAV  APCKCTS  14  PIN  CINCN4  14Nt  lla/C  !•  M 
PNAtC  ftNIPT  Caaaallart  Wf  PIMTM  11.11 

tCOPff  SNIILPt  1*  MU  Matal  11.11 

POTCNTIOMCTINt  JU  *  ItU  Ma«t  tl»e«  •!«'€ 
lACMt  JM«I  (f«f  Pill  M«l»  11«/C  11  M 

DVNAMOTON  IIVPC  tfwaM  tltV  P  fl  MA  It.fl 

ViaPATONA.lV.  tvncNr  Mallaet  1  arana  Ma  C 

Pit.  TPANtP.  tltV/llC.  tlMV  !■»«  IH  V  P  llA. 

CAIIP  11.11  C 

Pit  TNANtP.  CaNtn*  Ilt/IMV  M  MC.  -IV  C.T. 

P  4A  CAIRO  tl.ll'C 

CMOMC  Awaia  71  Manry  IMlU  IH  bHiH  IM/C  IP  M 
CAPACITpaa  2  ■  .1  MP'«MV  DVP  till  Itc'C  U/M 
CAPACITONa  CP  71  «lvlallMP'MlV  Ifta'Ct 
IMP/MIV  4ta/C 

PLAMC  Praal  KCV  11  (TataavapN)  Mc/C 

RPCCIAtHTA  In  karl  ta  aet  alactranic  lUNPLUl 
G  kewA  NaaifflcanbantB.  G 

Radionic  Products  Co. 

325  CANAL  ST.  N.  Y.  13.  N.  Y. 

worth  6-1290 


RESISTORS 


CAPACITORS 


•  MOLDED  COMPOSITION  •  MICA.  SILVER  MICA 

•  POTS:  TYPE-J-JLU  else  WIREWOUNO  •  RUTTON  FEED  THRUS 

•  PRECISION  CARRON  DEPOSITS  •  OIL  FILLED 

•  PRECISION  WIREWOUNO  •  RATH  TUBS 

•  RHEOSTATS  •  TRIMMERS 

a  WIREWOUNO  •  DISC 

it  HIGH  QUAllTY-AnRACTIVE  PRICES 
it  PRODUCTION  QUANTITIES  AVAILABLE 
if  DELIVERY  FROM  STOCK 
RELIANCE  STOCKS  CHOICE  ELECTRONIC  COMPONENTS. 

Jon  SwitcHai,  Sorriar  Strips,  AN-UG  Connpcton,  Sound  powarad  phonal,  Univanol  |ointi,  Vtc. 


RELIANCE  MERCHANDIZING  CO. 


ARCH  ST.  COR.  CROSKEY,  PHILA.  PA. 


RIHENHOUSE  6-4927 


TroRMiitttr — Rtetivers — Telttyp*  Machines  and  Converters — Test  Equipment 

AIRCRAFT  RADIO;  T47A /ART-13,  ARC-1,  ARC-3,  RTA-IB,  ARN-7,  BC  348,  DY-17. 

GROUND  RADIO;  SCR-399,  BC-312,  BC-342,  BC4I0-E.  BC-614  E,  BC  939A. 

RADAR  SEARCH  RECEIVERS;  APR-4,  TN  16,  TN  17.  TN-18,  TN  19.  TN  54.  (38-4000  MC) 

TEST  EQUIPMENT;  BC-221,  TS-173.  TS-174,  TS-175.  TS-47  APR  etc. 

TELETYPE:  Model  IS,  14,  12,  26,  21.  TG-7,  Telawriter  Receiving  Converter!. 

Wa  ora  ditfrilKitort  for  naw  omofaur  A  commarciof  radio  communicofiont  apuipmanf 

ALLTRONICS-HOWARD  CO  •  Box  252,  Boston  1,  Moss.  •  Richmond  2-0048 
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T-350  XM 

RADIOTELEPHONE 

RADIOTELEGRAPH 


BRAND  NEW  a 

•  2,000-I0,000  KCS  •  350  Wam-AI  Output 

•  350  Warn— A3  Output  •  Ouilt  in  Mattur 
OKillotof  •  5  Crystal  Positiont  •  Multi 
Rang*  Impadancu  Antanna  Tuning  Nutwark 

•  Manual  or  High  Spood  Kuying  •  Um«  3— 
■13  f.A.  and  3— >05  Modulatars  Hi>Laval 
Class  t  *  Spoach  AmpliAar,  Ramat*.  Mfg. 
by  RCA  •  Tochnical  Manuals  (3)  with  ia^ 
Transmittur  •  Sin  50"  >  14"  ■  34"  •  Wt— 
490  Lbs.  Nat  •  Power  Input:  310/350  Volts 
Single  Phose  50/40  Cycles  •  Brand  New- 
Complete— Unused . 


BROADCAST  BAND  TRANSMITTER  - : 

SSO-1600  KCS— 230  watts— A  modern  ! 
precision  built,  famous  lob  designed, 
complete  unit.  All  new.  Unused  and 
attractively  priced.  These  units  have 
never  been  offered  prior  to  this  an¬ 
nouncement.  They  ore  complete  ond 
ready  for  use  nowl 


BROADCAST  BAND  AMPLIFIER  10  Kw. 
complete  with  3  phase  30-60  cycle,  20  Kva, 
9000  v.d.c.  power  supply.  Easily  adopt- 
oble  for  low  or  high  frequency  use.  This 
is  new,  unused  navy  surplus.  Finest  com¬ 
ponents  used.  Available  in  quantities. 
Specially  priced. 


TRANSMITTERS 

•  50  K.W.  General  Electric  H.  F. 

•  40  K.W.  Press  Wireless  H.F.  (New) 


AN-PRC-14  WALKIE-TALKIE  transmitter-receiver  combination — (30  mile  ronge)  225-  # 
4(X)  Mcs. — 4  chonnels  with  crystals,  AM  emission,  I  watt.  Large  quontities.  Brond  new  c 
Includes  cases,  straps,  ontennos,  power  supply,  occessories  ond  technical  manual  Com-  > 


AN-GRC-13  FIELD  SET  (2-12  MCS)  tmtr-rcvr  combination,  20  watts  CW  and  6  watts  voice 
emission.  Consists  of;  RT-1 36/GRC-l  3  Receiver-Transmitter,  PP-272  'U  Power  Supply 
(12-24  V.  DC  &  110  Voc.).  G-28-A/U  Hand  Generator  with  mount  and  cranks.  MX-1012  0 
Instollation  Kit.  Accessories:  Microphone,  heodset,  cables,  ontennos,  guys,  hardware  ortd 
transit  trunks,  for  all  the  obove. 


SCR-300  and  Spare  parts.  Portable  "Walkie-Talkie"  Radio  Tronsmitter-Receiver  operoting 
on  frequencies  of  40  0  to  48.0  Mcs.  Employs  18  miniature  tubes  with  output  of  '  S  wott. 
Sturdy,  compact  and  dependable.  All  units  completely  checked  for  operation  and  guor- 
onteed. 

We  hare  sold  and  delivered  more  of  these  complete  units  than  any  other  deoler, 
onywhere. 

SPARE  PARTS  FOR  (SCR  300) 

5  Gang  Variables,  I.F.  Transiormers,  XTALS;  6815  K.C.  4300  K.C..  SOCKETS,  R.F.  &  OSC 
Coils,  Input-Output  Transiormers,  lacks.  Fittings,  CS-128  Cates,  Plugs,  Cablet,  Antennas 
(AN-130,  131),  Handsets,  Switches,  Resistors,  Condensers,  and  Manuals,  LAKGE  QUAN¬ 
TITIES  ALL  NEW.  We  stock  large  quantities  of  spare  parts  lor  practically  all  types  ol 
Military  equipment.  Inquiries  invited. 


AN-CRC  3  to  8;  AN-GRC  9;  PRC-8  9-10;  SCR-694;  ARD-2  Search  Receiver  80  3000  mcs, 
(New),  TCS  Reevr-Transmitter  1,5  to  12,0  met,  12  v,d,c,,  and  110/220  v.a.c. 


GUARANTEE 

—Our  »quipni»nt  carries  with  it  an  unqualiFi^  quaranta*  of  aatiafaction  to  tha  ond  uaor. 
-Our  now  laboratory  it  oquippod  with  tho  finoat  tasting  factiitias  availablo. 

—Catalog  and  data  shaats  fully  dascnbing  our  offarings  and  hundrada  of  othar  itama  in 
Btoch  will  ba  gladly  mailad  on  raquaat. 


COMMUNICATION  DEVICES  CO. 

269  EAST  SHORE  ROAD,  GREAT  NECK,  N.  Y. 

Cabts  COMMUNIDEV,  GREATNECKNY  Teisphene:  HUNTER-2-2320,  1,  2 


3"  Round 
Elapsed  2 

Time  Meter 


ItiMilsS 


PHOTO  ELECTRIC  Switcli 
narhnrsN  thnma  tha  -.hltrh 
turna  ItdhT  on  at  dunk  .  .  . 
(NT  at  dawn.  ImrRlam 

uhn  watrh  for  nignM  td  an 
aiiiptir  hoti^r  . 


TELECHRON  Motors 

1  RPM  13.95  IM  RPM  ,54,85 

2  RPM  ,...  2.90  13  RPHr  ..  2.85 
4  RPM  ..  3.90  I  I  RP  2Hr..  2.M 
3.fi  RPM  ..  3.15  I  I  RP  l2Hr..  3.25 


O.E.l.A.V.E.0  A-C-T.UO-N  IIOHT  SWITCH 

RhiitA  light  «)fT  aiitoniatlrally  alnMuM  a  mlnuta  latrr. 
Kaapth  porch  or  KAraga  light  on  aftar  >ou  ^hut  It  otT, 

$3.58 

DEALERS  WRITE  FOR  PRICES 


NAYDON  TIMING  MOTORS 


I  REV  4  Hatin  . 

W  I  RPM  230v  Mry  ... 

I  RPM  MW  Uky 

I  1  2  230v  Mey 

llff  A|  30  RPM  MOv  iOcy 

VU  I  H#  ^50  RPM.  VM  450  RPM  .. 

HANSEN  Synehran  4  RPM 

CRAMER  4  RPM  . 

Laboratory  Sfoclal  I  of  Eaeh  Motor  . 


1  PM  MOTORS 

1  Mad«  by  $Q.7S 

1  OCLCO  ar  DIEHL  ^ 

1  Ramovad  from  aawlpmant 

BLAN 

rST.  1923 

INCWDl  1 

rOSTACf  I 

44  BG  Dey  St.  ■ 
New  York  7,  I 
N.  V  I 

1  ^ 

Attention,  PURCHASING  AGENTS 

g  the  mark  oi 

a  wholesale  economy 

g  Experienced  Buyers  know 
g  this  trade  mark  well— 
1  since  1932 

Buy  factory  surplus  Electronic  Parts  and  benefit  two  ways:  1 
(1)  Prices  below  mill;  and.  (2)  Delivery  at  once.  1 

COMPONENTS  SUPPLY  CO.  '‘L«“y'li;TN*‘r*  “a-sm"  | 

SHOP  .  •  .  THEN 

SAVE 

PEAK! 

CHOKES 
RELAYS 
MOTORS 
RESISTORS 
NEON  LAMPS 
TRANSFORMERS 
PANEL  METERS 
TEST  EQUIPMENT 
ERIE  CERAMIC  TRIMMERS 
HI  VOLTAGE  OIL  CAPACITORS 
HI  VOLTAGE  TRANS.  MICA  CONDENSERS 

e  SEND  US  YOUR  REQUIREMENTS  s 
Highsil  pricsi  paid  for  sxesit  invsntorisi 

PEAK  ELECTRONICS  COMPANY 

44  W  Rreodway,  N  Y.  7,  N  V 
worth  2-5439 


CAPACITORS 

Practically  All  Types,  Kinds,  Sizes, 
Shapes  and  Capacities,  in  Stock 
in  Quantity  for  Immediate  Shipment 

Set  our  ods  in  regular  issues  of  Etecfrenics 

MONMOUTH 

RADIO  LABS 

Bes  159  Capitol  2-0121  Ookhurst,  N.  J. 
Art  Hankins,  Owiwr 
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■  ^ 


NEW  YORK’S  %  RADIO  TUBE  4*'#  EXCHANGE 


SEARCHLIGHT  SECTION 


T$-U7  X  TEST  SET 
Hard-to-g«t  X-Band 
SIGNAL  GfNERATOR 
Now  Avoiloblo 
T*<«  Set  TS  147  UP  it  a 
pofHibl*  Microwov*  Sif not 
for  toGt- 

1119  «f»d  «d|w«ttfi9  boocon 
Olid  rodor  tyt* 
t«m«  wbicb  o^roto  witbin 
tbo  fro^iroficy  ror»^  •! 
•500  MC  to  0400  MC. 


NEW 


MICROWAVE 
TEST  EQUIPMENT 
TS148/UP 

SPECTRUM  ANALYZER 


Ftold  ty|M  X  Bond  Spoctrum  Anolyior,  bond  8430-9580  Mogocyclot. 

Will  Cbocli  Froooorvcv  ond  Oporotion  of  vorioot  X  8ond  opwipmont  tucH  ot 
•odor  Moonotronft.  Klytfront,  TR  8o«o«.  It  will  ol«o  mootoro  pulfto  width,  <«w 
ftpoctroffi  width  ond  Q  or  rosonont  <ovitio«.  Will  oUo  chock  froowoncy  of 
•ionol  ponorotort  in  tho  X  bond.  Con  oUo  bo  wtod  os  froqwoncy  modwlotod 
Sionol  Gonorotof  otc.  Avoiloblo  now  comploto  with  oil  occotsorios,  in  carry* 
inq  COSO. 


AN/URM-64  SIGNAL  GENERATOR 

Portobl*,  tclf-contoinad,  directly  calibrated  generator  of 
continuous  wave  or  pulse  modulated  RF  signal.  Range 
900-2100  me. 


Other  test  equipment 
used  checked  out,  surplus 

TS3A  AP  TSS'AP  TS1I0  AP  TS339C  TFIM  1 

tF4  AP  TS36  AP  TSUI  TS3SI  APA10 

TS13  AP  196A  TSn7  TS2S4  APA3S 

TA13/AP  TS-4S  TSiaS  AP  TSaSS  APS3  APS4 

TSI4  AP  TS4A  TSia4  AP  TSa59  APTa-APTS 

TS15  TS47  APR  TS173  TSa70  BCISaC 

TSU  TS61  TS174  AP  TSa99  BC7iaC 

TSa7  TS6a  TS17S  AP  TS4I9  UPMI 

TSat  TS69  AP  TStta  TS497B  UPM7 

TS33  AP  TSIOO  TS1«6  TS535  UPM30 

TS34  AP  TSIOaA  AP  TSa04  TS54S  UPM33 

TS34A  AP  TSIOt  TSaa6  TSS97  URM64 

and  many  olhart 


Phone;  ORegon  4-7070 


119  PRINCE  ST. 
NEW  YORK  ia,  N.  Y. 
Cablet.  TEISERUP 
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SEARCHLIGHT  SECTION 


Symbol  of  leadership  —  in  quality  of 
material  and  integrity  of  performance 

Our  12th  year  of  service  to  our  customers 


Compass  Electronics  Supply 

A  DIVISION  OF  COMPASS  COMMUNICATIONS  CORPORATION 
7S  VARICK  STREET  NEW  YORK  13,  N.  V 

CANAL  6-74SS  CabU  Addratc  COMPRADIO,  N  Y 


The  COMPASS  guarantee  is  carefully  made  and  rigorously  kept.  We  maintain  our  own  fully  equipped  testing  labora¬ 
tory  to  test  and  guarantee  anything  we  sell. 

To  meet  the  needs  of  our  customers  for  special  items  we  supplement  standard  lines  with  one  of  the  largest  and  most 
diversified  stocks  of  industrial  and  government  surplus— in  our  own  warehouses. 


TEST  SETS 

Partial  Listing 

Hundreds  of  different 
of  test  etiulpment. 
niilitarj:  as  well  as  com* 
merrla!  t>'pe8.  Write  for 
new  cataloft  on  your  let¬ 
terhead. 


TRANSMITTERS 


FrM|.  shift  ksyinf  A 
phototransmissian  .200  to 
18000  kcs.  writs  far  Oa* 
tails 

Caffiloff  r/fF-SM 

TELEPHONE  and 
TELEGRAPH 

Cantrals,  Carriart 
and  Switchboards 

TELETTPE 

Printars 

Raparforators 

Catalog  TTf-SH 


RELAYS  • 
MOTORS  • 
SWITCHES  • 
SYNCHROS  • 
I.F.  STRIPS  • 
ANTENNAS  • 
OUPLEXERS  • 
CONNECTORS  • 
INSTRUMENTS  • 
MODULATORS  • 
TRANSMITTERS  • 
TORQUE  UNITS  • 
TEH  EQUIPMENT  • 
POTENTIOMETERS  • 
JUNCTION  BOXES  • 


METERS 

BLOWERS 

MAGNETS 

RECEIVERS 

NETWORKS 

RESISTORS 

CAPACITORS 

CONTACTORS 

WAVE  GUIDES 

DYNAMOTORS 

TRANSFORMERS 

SYNCHRONIZERS 

CONTROL  BOXES 

KLYSTRON  MOUNTS 

MICROWAVE  PARTS 


ALL  TYPES  OF  TUBES 

CATALOG  TUBE-Sa 
Write  for  free  catalogues 
on  your  letterhead 


RADAR 

•  Airborne 
AN/AP$-3,  -3.  -4,  ■«, 
•10.  -IS,  -M,  -31,  -33, 
•43,  $CR-730. 


$A,  SO,  SK,  $M,  SN. 
SO,  SP,  so,  SR.  ST,  SU. 


AN/APN-4,  ate. 

BEACONS 
ECHO  SOUNDERS 
SONAR 

Catalog  8RE  SU 


ROTATING  MACH'Y 

•  MOTOR  GENERATORS 

•  CONVERTERS 

•  INVERTERS 

•  DYNAMOTORS 

•  POWER  SUPPLIES 

•  REaiFIERS 


SYNCHROS 
&  SELSYNS 


Torqu**  Unlt.a 
AutoHynw,  etc. 


Catalog  T8E  S8  i  Catalog  TTK-S8  I  O"  yOUr  lenerneOO  Catalog  8HK  SK  I  Catalog  HUK  ili 

WHOLESALE,  INDUSTRIAL  and  INSTITUTIONAL  SALES  ONLY— SPECIAL  EXPORT  DEPARTMENT  FOR  OVERSEAS  CUSTOMERS 


f^ailalah 


INC. 


87-17  124th  St.,  Richmond  Hill  18,  N  Y. 
Phone  Virginia  9-8181-2-3 

OVERSEAS  CUSTOMERS  CAll  US  D'RECTIY  BY 
TEIEX  OVERSEAS  TEIETYPE  TWX  N  Y  4  4361 


SATELLITE  RECEIVER 


Tlili  l4  a  10  KW  1 10-220  «alt  «0 
cycia  ftBalina  power  plant.  Tha 
anfina  uMd  in  thi«  unit  it  a 
standard  Wlllyt  Jaap  typo.  Push 
huttan  startinp  it  incorparatad  in 
this  unit  utilixlnt  a  12  valt  bat- 
tary  system.  Ramata  startinp  may 
ba  us^  up  ta  200  feat  away.  This 
tawar  plant  hat  a  iarpa  pasofina 
tank,  fual  pump  and  its  awn  bat- 
tary  eharpinp  apuipmant.  This  It 
camplataly  avarhaulad  ready  ta 
pparata.  POR 


This  racaivar  it  dasipnad  for  tinpla  fraauancy  raaaptlan  af  madulatad  radio  tlpnalt  within  tha  frapuancy  ranpa 
of  30  ta  200  me.  At  tha  frapuancy  of  108  me  tha  racaivar  has  an  approx,  sensitivity  of  4  micravaitt  far  an 

output  of  $0  milliwatts.  Input  valtapa  it  110  60  eyelat.  Tha  output  was  dasipnad  far  SOO  ohms,  antenna 

impadanca  70  ohms.  This  racaivar  makes  a  fine  tatalllte  monitor  or  lab  type  racaivar.  This  racaivar  was 

manufactured  by  Wilcox  Electric  and  it  brand  new,  camplata  with  tubas  but  lau  crystal.  Price  1169.50  aa. 


APA-17 


This  it  a  direction  finder  that  it  used  with  tha 
APR. I  and  APR. 4  racaivart.  This  unit  pravidat  a 
visual  Indication  at  ta  tha  ralativa  baarinp  of  tha 
radio  or  radar  sipnal  that  Is  received  an  tha  racaivar 
unit.  Power  input  IIOv  400  cycle  and  24v  OC 
AFA.I7B  units  cover  frequencies  up  to  10.000  me. 
POR 


ANTENNA  PEDESTALS 

We  have  a  iarpe  inventory  of  radar  type  antennas  and 
associated  pedestals,  such  at  SCR. 584.  MPG.2. 
SCR.S45.  8A,  SK.  SC.  SCR. 682.  APG.  APS.  APQ. 
and  many  others.  Please  sand  your  raquiremantt. 
Other  data  on  request. 


RDO  RECEIVER 

This  Receiver  was  oripinally  dasipnad  as  a  RADAR  Countermeasure  unit.  The  frequency  covered  by  this 
receiver  it  38-4000  Me.  The  receiver  uses  5  separata  RF  tuninp  unit  heads  ta  cover  tha  entire  ranpa.  Tha 
IF  frequency  it  30Mc.  Provisions  are  incorporated  in  this  racaivai  for  tha  operator  to  use  a  Panadaptar. 
Pul«a  Analyxar  or  both  to  view  the  incomlnp  sipnal.  also  included  are  input  and  output  sipnal  strenath 
meters.  Input  voltape  IIOv  60  cycle.  All  tuninp  units  and  receiver  are  tested  before  shipment  as  to  operation 
and  calibration.  Frequency  calibration  it  apprae.  1%  front  38-1000  Me.  and  2%  fiom  1000-4000  Me.  POR 


MILITARY 

TYPE  TEST 

EQUIPMENT 

TS-3 

TS-41 

T$.125 

TS-247 

TS-382 

TS-12 

TS-43 

TS-124 

TS-250 

TS-41 9 

TS-13 

TS.69 

T$-146 

TS-3S1 

TS-484 

TS-14 

TS-89 

TS-147 

TS-3SS 

TS-497 

TS-15 

TS-100 

TS-148 

TS-259 

TS-S4S 

TS-33 

TS-103 

TS-15S 

TS-348 

TS-587 

TS-34 

TS-108 

T$-173 

TS.270 

T$-447 

TS-35 

TS-111 

TS-174 

TS-311 

BC-331 

TS-34 

TS-117 

TS-175 

TS-323 

ALL  URM 

TS-45 

TS-120 

TS-239 

TS-352 

ALL  UPM 

WE  HAVE  MANY  OTHERS-SEND  US  YOUR  REQUIREMENTS 


.oooCo€ujrU)CCi' 


Gat  The  Bid  That  Means  Business! 


HS-23,  -33  (new) 
RS-38  Mikes 
SCR-193 
(Loran)  SCR-300 
SCR-522 
SCR-718C 
TRC _ 

TEST  EQUIPMENT 

HtwItn-PtckarJ  413,  414, 
430  Ttktrenic  Scoft 
Dumont,  ■•onion,  ole. 

U'r  rarrg  honHittlii  of  aft' 

Iftitlonal  pifrt  n  of  tfnl  I 
iilMipuiinl.  Tell  ail  poor  I 
Hirila  liidag.  I 


Call  Columbia  for  Quick  Quotes!  ^ 

Republic  1-2206  • 

ELECTRONICS 

2251  W.  WASHINGTON  BLVO. 
LOS  ANGELES  18,CALIF0RNIA 


ARC-1 

ARC-3 

ARC-27 

APN-9 

ARN-6 

ARN-7 

ART-13 

BC-312 

BC-342 

BC-348 

BC-610 


Co^ujicbLa^ 


BEARINGS— 

MINIATURES:  PRECISION:  STAINLESS  STEEL; 
SPECIAL  SIZES.  TOLERANCE  4  CONSTRUC¬ 
TION. 

RAWAY  BEARING  CO. 

4-S  Fortylb  $1.  WAIkar  S-«I50  N.Y.C.  2,  N.Y. 
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WAR  TfRMINATION  INVENIORIfS 


WRITE  OR  WIRE  FOR  INFORMATION  ON  OUR 
COMPLETE  LINE  OF  SURPLUS  ELECTRONIC 
COMPONENTS.  ALL  PRICES  NET  F.O.B. 
PASADENA,  CALIFORNIA 


SALES  CO. 

2I76  E  Eo«t  Colofodo  S*. 

8, 

KYon  I  7393 


TS1 48/UP  SPEORUM  ANALYZER 


INVERTERS 


I0042  I-A  Btndii 
DC  Input  14  voitt; 

Output:  Its  volts; 

400  cycits.  I'phosa;  30  w4tt  $33  00 

12116  2  A  B«ndi> 

Output;  113  VAC;  400  Cyc;  singit  phase.  43 
amp.  Input;  24  VOC,  3  amps  $23.00 

12117  Bend;x 

Output:  6  volts,  400  cycits,  6  volt  amptrts 
I  pnast.  Input;  24  VOC;  I  amp  $13.00 
12121  Btndii 

Input;  24  volt  DC.  IB  amp.  12000  r.p.m 
Output:  113  volts,  400  cycit,  3-phasa  230 


volt  amp  7  pf.  $40.30 

12123  Btndii 

Output;  113  V;  3  phast;  400  cycIt;  amps. 
.3;  Input;  24  VDC;  12  amp  $4*  SO 

12126^2  A  Btndii 

Output;  26  volts;  3  phast;  400  cycit;  10 
VA;  6  PF.  Input:  27.3  volts  DC;  1.23  amps. 

$24  30 

I2I42-I  A  Btndii 

Output:  113  volts,  3  phast,  400  cycit,  230 
VA  Input:  27.3  VOC,  22  amps.  Voltaot 
and  Irtgutncy  rtgulattd  $00.30 

121471  Pionttr 

Output:  IIS  VAC,  400  cycits;  slnglt  phast 
Input:  24-30  VDC;  8  amps.  $10.03  ttch 
10283  Ltland 

Output;  IIS  volts  AC;  730  VA.  3  phast,  400 
cycit,  .90  pf  and  26  volts.  SO  VA  singit 
pnast.  400  cycit.  40  pf  Input:  27  3  VDC. 
60  amps.  cent,  duty,  6000  rpm.  Voltaot  and 
Itvqutncy  rtgulattd.  $30  SO 

10363  Ltland 

Output;  IIS  VAC;  400  cycit;  3-phtta  IIS 
VA;  73  pf.  Input:  28  3  VAC;  12  amps  $23  00 
F16  Jack  &  Htinti 

Output;  IIS  volts,  400  cycit,  1  or  3  phast, 
2M  VA  pf  9  Input;  27  3  volts,  20  amp. 
Eltctronic  frtgutney  and  voltage  rtgulattd. 

$00  M  tack 

PEI09  ltland 

Output:  IIS  VAC,  400  eye.;  singit  phast; 
1.33  amp.;  8000  rpm.  Input:  13  3  VDC;  29 
amp  $30  00 

PE2I6  Ltland 

Output;  IIS  VAC;  singit  phast  pf.  90; 
380  300  cycit;  1300  VA  Input;  23-28  VDC; 
92  amps.;  8000  rpm.;  Eic.  Volts  27.3 
BRAND  NEW  $30  00 

AN  3499  Eicor.  Class  "A'* 

Irrput;  27.3  volts  at  9.2  amps  AC.  Output; 
IIS  volts,  400  cycItS;  3  phast,  100  voltamp; 
cont;nuous  duty.  frict  $39  M  ttch 


MG54D  BENDIX  INVERTER 

Output:  200/ 1  IS  volts;  400  cydt.  singit  or 
3  phast;  .80  pf,  230  VA.  Input;  28  VDC,  22 
amps.  $99  30 


MOTOR  GENERATOR 
TRANSICOIL  TYPE  7500 

115  volts,  400  cycle.  (Xitput  4 
volt  per  1000  rpm.  Motor  speed 
0-7000  rpm  Cieor  Tram  rotio 
2000:1.  Pr;ce  $39.93 


RAH  GYRO  (Control  Flight) 

Part  no.  JG700SA-II  sarits 
9.  ns  volts  A.C.,  400  cy¬ 
cle,  singit  phast.  Pottn- 
tionwttr  taka  off  resist 
anct  330  ohms.  Speed 
21,000  r.p.m.  Angular 
momentum  7'^  million, 
CMVstc.  Weight  2  lbs. 
Dimensions  4-7/32  X 
3-29/32  1  3-31  /64. 

Price  $22  SO  each 


8430-9380  me. 
For  use  with 
various  X-band 
equipment.  New, 
complete  w;th 
tcctssorits  and 
carrying  case. 
Limited  quan¬ 
tity. 

Price  $893  00 


SELSYNS- 

SYNCHROS 


ICT  cont.  Trans  90'SSV  60  cy. 

IDC  Diff  Gan  90/90V  60  cy. 

IF  Syn.  Mtr.  IIS/90V  60  cy. 

IG  Gan  IISV  60  cy. 

1H0G 

IHCT 

IHG 

1$F  $yn  Mtr.  I  IS /90V  400  cy. 

2JIFI  Gan.  IIS/S7.SV  400  cy. 

3JIF3  Gan.  IIS  37  SV  400  cy. 

3J1FAI  Gan.  I1S'S7.SV  400  cy. 

2JIGI  S7.S/S7.5V  400  cy. 

2JIHI  DiO  Gtn  S7.SV  400  cy. 

2JSD1  Cont.  Trans.  103  SSV  60  cy. 
3JSFI  Cont  Trans.  103  SSV  60  cy. 
3JSH1  Gtn.  IIS  10SV  60  cy 
2JISMt  Gtn.  IIS/S7.SV  400  cy. 

SCT  Cont  Trans.  90/S3V  60  cy. 

SD  Diff  Mtr  90 /90V  60  cy. 

SOOG  Diff  Gtn  90  90V  60  cy. 

SF  $yn  Mtr  I1S/90VAC  60  cy. 

SG  Syn.  Gtn.  IIS/90VAC  60  cy. 

SHCT  Cont  Trans  90  SSV  60  cy. 

SSDG  Diff  Gtn  90  90V  400  cy. 

60G  Diff  Gtn  90/90V  60  cy. 

6G  Syn  Gtn  IIS  90VAC  60  cy 
7G  Syn.  Gtn.  IIS/90VAC  60  cy. 

CS670I  Type  11-4  Rtp  IISV  60  cy 
C6940S-2  Type  11  Transm.  IISV  60  cy. 
C69406  Syn.  Transm.  IISV  60  cy. 
C69406-1  Type  11-2  Rtp  IISV  60  cy. 
C76I66  Volt  Rtc  IISV  60  cy. 

C78248  Syn  Transm.  IISV  60  Cy. 
C78249  Syn  Diff  IISV  60  cy. 

C78863  Repeater  IISV  60  cy. 

C7933I  Transm.  Type  14  IISV  60  cy 
831  Btndii  Autosyn  Mtr  22V  60  cy. 

403  Kollsman  Autosyn.  Mtr  33V  60  cy. 
FPE  33-II  DithI  Servo  Mfr 
73  IISV  60  cy. 

FPE  43  I  Resolver  400  cy 
FJE  43  9  Resolver  IISV  400  cy. 


60  CYCLE  AC  SERVO 
MOTOR 

with  geor  reductiort 
MIgd.  by  Diehl.  Type  FPE-25-11. 
Low  inertia;  73/113  volts;  60 
cycle,  3  phast,  4  watt  output, 
3200  rpm.  Gear  case;  worm  gear, 
spur  gear  and  pinion,  reduction 
ratio  100:1.  S34  SO 


GENERAL  ELECTRIC  AUTO  PILOT  DIREC¬ 
TIONAL  GYRO  IN¬ 
DICATOR  onB  CON¬ 
TROL  UNIT 

Mod.  8K63AC.  IIS  volts, 
400  cps,  3  phast,  40 
watts.  Has  settable  in¬ 
duction  pick-off. 

Price  $10  00 


3"  Schmidt  Ultra  ■ 

Hi-9tMtd  Obtactive  I 
Lens  $ystom  3 

Eastman  Kodak  in- 
fro-red  receiver, 
formerly  known  as  0^^ 

U  S.  Navy  Metascope,  Type 
B,  7"  long  with  5”  SCHMIDT | 
ultro-high  speed  Objectively 
Lens  (approx,  f  0.5).  Elobo- 
rote  optical  system,  mony 
coated  lenses  Uses  2  pen- 
light  batteries.  Govt,  cost  ap- 
prox.  $300.  Foctory-new  Ship- 
ping  wt  9  lbs.  Price  $19.95 
Woterproof  Corrying  Case,  extra.  Shipping 
wt.  3  lbs  Price  $3.00 

Duol  purpose  U.S.N.  floodlight  throws 
strong  beam  of  invisible  infro-red  roys. 
With  infra-red  lens,  spore  sealed  beom 
lomp,  batteries.  Shipping  wt.  23  lbs. 

Price  $14.93 


POWER  PLANT  MODEL  EG-107 
120/208  V  AC,  400  CYCLE 

Generator  roted  ot  7.5  kw,  400  cycle,  120/ 
208  volt  A  C.  Single  ond  3  phase  at  95% 
pf.  Current  Drain  ot  rated  load  21.7  amps 
per  phase.  Also  has  28  volt  D  C.  at  750 
watts. 

^  ^  ^  Thi^s  unit  erm- 

Appro  X  I  m  a  t  e 


^  SIMPLE 

iWm  differential 

2^  WR  1  to  1  reverse  ratio;  48 

teeth  on  input  and  out- 
put  gear,  l-l  '33  inch  diameter. 
Total  outside  diameter  1-23/32 
inches.  Shaft  size  is  inch. 
One  shaft  it  9  16"  long;  other 
Stack  Nt.  131  shaft  it  3/16"  long.  $3  00 


VARIABLE  SPEED  BALL  ^ 

DISC  INTEGRATORS 

Forward  &  Reverse  4-0-4.  In- 

put  shift  3  16"  dia.  i 

long.  Output  shaft  13  64" 

dia  1  9  16"  long.  Control 

shaft  II  64  '  dia.  i  11/16"  No.  146 

long.  Cast  aluminum  con-  w,— 

struction.  Approx,  size  4'/^"  $17.50  60. 

1  4V5"  1  4" 

(All  Shafts  Ball  Bearing  Supported) 


SMALL  DC 
MOTORS 


(approx  size  overall  3%"  x  W*"  dia.;) 

3067126  Delco  PM,  27  VOC,  123  RPM, 

Governor  Controlled  $13.00  e* 

3069600  Delco  PM  37.3  VDC  230  rpm  12 

3069330  Delco  PM  27.3  VDC  145  rpm  15 

5068750  Delco  27  5  VDC  160  rpm  w  brake  4 
3068371  Delco  PM  27.5  VDC  10,000  rpm 
(1x1x2")  5. 

3069790  Delco  PM,  27  VDC,  100  RPM, 

Governor  Controlled  13.00  i 

58AI0A1I8  GE  24  VDC  110  rpm  10 

SBAI0AJ37  GE  37  VDC  250  rpm  reversible  10 
5BA10AJ52  27  VDC  145  rpm  reversible  12 
58A10AJ50,  G.E.,  12  VDC,  140  rpm  15 

206-1001  PM  Planetary  Gear  Reduced 
Motor  with  Magnetic  Brake.  Mfgd.  by 
Air  Equipment  26  volts  600  me  145  rpm  17 
SBA10FJ33,  G.E.,  13  VOC,  36  rpm  reversible  13 
806069  Otter  series  reversible  I  50  h.p. 

10,000  rpm.  27.5  VOC  l$»"  i  3'/i"  5 

C-28P-1A  27  VOC  1/100  h.p.  7,000  rpm  3 
7100-B-PM  Hansen  34  VDC  160  rpm  7 

$SF0-6-25  Diehl  PM  27.5  VDC  10,000  rpm  4 
6-volt  PM  rrKitor  mfgd.  by  Hansen  5,000  rpm 
|l/k"  in  dia.,  2"  Tong  overall  4.00 
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RCA  •  GE  •  KEN-RAD  •  SYLVANIA 
WEST1N6H0NSE  •  CDS  •  EIMAC 
WESTERN  ELECTRIC  •  RAVTREON*nC. 


NEED  METERS? 

STANDARD  or  SPECIALS 

ANY  QUANTITY-NEW-MILITARY 


TUBES 


BROADCAST 
SPEQAL  PURPOSE 
INDUSTRIAL 

OC3  VR105 . 4S 

OD3  VR1SO . 40 

1B34 .  4.75 

1B36 .  1.00 

1B37 .  7.50 

1B33 . 35 

1B35 .  3.50 

1B3t .  15.75 

IB53 .  10.00 

1B43 .  3.75 

1134 .  10.00 

1133 .  15.00 

1P33 .  1.05 

1P41 .  3.50 

1P43 .  5.00 

3C33 .  .35 

3C36A . 35 

3C37 .  5.00 

3C33 . 35 

3C39A .  10.00 

3C46 .  4.00 

3D31W .  1.00 

3E34 .  3.00 

3K36 .  35.00 

3K30 .  35.00 

3K  37 . 100.00 

3K40  .  45.00 

3K  56  .  39.00 

3X3 . 15 

3tP1 .  1.35 

3B34 . 50 

3B37 .  3.00 

3C33 .  3.00 

3C37 .  30.00 

3DP1S3A .  7.50 

3031A .  3.35 

3E39 .  7.45 

3331 .  50.00 

3JP7 .  3.45 

KC4 .  75.00 

4-135A .  30.50 

4.350A .  30.95 

4B33-EL5B .  3.75 

4335  .  35.00 

4339  .  50.00 

4330  .  40.00 

4333 . 100.00 

4351 .  35.00 

4353 .  50.00 

4PR60A .  35.00 

5B31 .  4.35 

5D33  RK65 _ 10.00 

5D34  .  15.00 

53P3 .  3.75 

53P4 .  3.75 

5R4WOV .  1.75 

55P7 .  35.00 

5Y3WOT .  1.00 

6AC7W .  1.00 

6A35 .  1.35 

6AK5W  .  1.75 

6AR6 .  1.35 

6BM6A .  33.00 

6SL7WGT .  1.35 

6SN7W6T  1.35 

7ACP19  Dumonl  55.00 

7BP7 .  3.75 

7MP7..., .  13.50 

90P7 .  5.00 

13DP7 .  13.00 


13DP7A .  34.00 

F033  .  3.75 

35TO .  1.75 

RK65  5D33  ...  10.00 

101D  W.E .  3.50 

101F  W.E .  3.50 

RX-130  30.00 

F-137A  10.00 

01-153  .  10.00 

FG-154 .  10.00 

FO-173  15.50 

303A  3.50 

304A  ...  35.00 

AV309  .  5.00 

313E  35.00 

315A  W.E.  3.00 

317C  1.35 

330B  90.00 

331A  100.00 


333A  W.E .  100.00 

349B  3.50 

350TH  33.50 

353A  W.E .  3.00 

354A  W.E .  3.50 

359A .  4.00 

363B . 3.75 

367B  4.77 

373A  5.95 

305A  W.E .  4.00 

393A  .  3.50 

333A  35.00 

337A  3.95 

343A  .  300.00 

340A  W.E .  3.75 

350B  W.E .  3.00 

355A  W.E .  9.00 

354B  W.E .  3.00 

359A  W.E .  1.75 

3MA  W.E .  3.00 

374A  W.E .  1.75 

375A  W.E .  10.00 

307A  W.E .  3.50 

394A  3.00 

403AW.E .  13.50 

416BW.E .  40.75 

431A  W.E .  3.75 

433A  W.E .  7.00 

439AW.E .  15.00 

446B  ...  1.10 

450TI  43.00 

464A .  1.75 

W1440 .  15.00 

H500  .  35.00 

0599  _  ..  35.00 

705A  W.E . 50 

706AY .  10.00 

706BY  10.00 

714AY....  35.00 

715A  1.50 

717A  .  .35 

71ICY.  35.00 

730BY  35.00 

733A  .65 

734B  .35 

735A  5.00 

730A  5.00 

•01A . 35 

•03 .  3.50 

•05 .  3.75 

•06 .  7.50 

•  13 .  3.50 

•  33A .  35.00 

•  36 .  1.35 


K-1001  Dumonl  50.00 
K-1051  Dumonl  50.00 
1616  .35 

1635  .30 

1636  . 15 

1631 .  1.00 

1633  .35 

1600  1.00 

1046  50.00 

ZB3300  75.00 

5517  1.00 

5510  375.00 

5530  C6l  5.00 

5636  S.L . 75 

5637  .  3.50 

5650  .  40.00 

5651  .  1.00 

5667 . 100.00 

5676 . 75 

5703 .  1.00 

5716 .  1.00 

5710.SL . 50 

5719-U . 60 

5744 .  1.00 

5763 .  1.35 

5401 .  3.50 

5403 .  3.75 

5414 . 50 

5435  .  6.00 

5437X  5.00 

5434  3.50 

5434  5.00 

5440-SL  .70 

5496-SL . 60 

5499-SL . 60 

5903-SL . 70 

5933  1.35 

5965  .90 

6031-SL.  .  .50 

6035  10.00 

6034  5.00 

6073  1.35 

6040W\  6.00 

6094CT  3.00 

7193  ...  .10 

•013  1.00 

•013  1.90 

9001  .65 

9003  .39 

9003  1.35 

9006  .10 

AX9903/5494  17.60 

D174461  W.E.  75.00 
SI  ^Suclinl  Lundt 


ENTERTAINMENT 

RECEIVING 

TYPES 

IA3  . 35 

1M50T . 45 

114  50 

154  . 55 

155  . 45 

1T5 . 50 

1U4  30 

3X3  479  . 15 

304  . 35 

305GT  50 

5T4  1.00 

5V40 .  .44 

5Y40 . 50 

6AB7 . 55 

6AF60 . 55 

6A05 . 45 

6A07 .  .75 

6AJ6 . 40 

6AK5 . 45 

6AK6 .  .50 

6BC7  .50 

6C4  .35 

6C6 . 45 

6C40 . 30 

6D6 .  .50 

6F6 . 77 

6060 . 60 

6H6 . 39 

6K7 . 50 

6X70 .  .40 

6X40 . 65 

6150 . 45 

6160A . 45 

617 . 75 

6N7  45 

4R7 . 59 

6S70 . 45 

65C70TY . 55 

6SD70T . 35 

6S070T . 39 

6SM7  . 19 

6SH70T . 19 

4SX7  . 55 

6SL70T  .  .65 

6SN70T . 55 

6SS7 . 65 

6W70 . 55 

62Y50 . 50 

7A6  35 

7A07 .  .65 

7F7  .  .55 

7H7  .35 

13A6  36 

13C4 . 39 

13X4  45 

13$F7 . 35 

14A4 . 43 

14A5 . 39 

14B4 . 50 

14J7 . 40 

14W7 . 50 

34A . 45 

37  . 10 


rnp  electro 

I  Ull  AIRCRAF 

A  I  I  MAKES- 
HLL  RANGES- 

METERS 


ELECTRONIC-MILITARY 

AIRCRAFT-HAMS 


MAKES-MODELS 

RANGES-SIZES 


REPAIRED 

RESCALED 

RECAUBRATEO 


WRITE  -  PHONE- WIRE 

A  &  M  INSTRUMENT  SERVICE 
INC. 

76-14  Woodsido  Ave. 

Elmhurst  73,  N.  Y. 

CAA  No.  4264  Ltd.  HA  9-2925 


AARON 

ELECTRONIC  SALES 
TRY-US 

We  May  Have  It 
THE  BIRD  DOG 

of 

Electronic  Gear 


3820  Chana  Straat 

WAI-9144 


Datroit,  Mich. 


your  dependable 


source  for: 


TECHNICAL 

SYSTEMS  CORP. 

12-01  43  AV.  L  I  C  1.  N.  Y. 

MIL.  ELECTRONICS 
AN-SCR-TS-IE-BC-ETC. 

RADAR-COMMUNICATIONS 
TEST  EQUIPMENT-SPARES 
COMPLETE  LAB.  FACILITIES. 
TRY  US  AND  SEE 


power 
rocket 
broadcast 
klystrons 
ignitrons 
magnetrons 
thyratrons 
ruggedized 
transmitting 
sebminiatures 
special  purpose 
photomultipliers 
tubes 

transistors  in  stock 
for  immediate  delivery 
transitube  inc. 
specialists  in  electronic 
tubes  and  transistors 
114  liberty  street 
new  york  6,  n.  y. 
worth  4-0252 
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RADIO-ELECTRONICS 


U.S.A.center  for 

„„  TUBES 

and 

ELECTRONICS 


ADF 

Altimeters 

Amplifiers 

Analyzers 

Antennas 

Components 
Crystals 
Communica¬ 
tion  Equipt. 

Dynamotors 

Filters 

Headsets 

IFF  Equipt. 
Interphones 

Jun.  Boxes 
Loran 

Mar.  Beacon 
Microwave 
Mikes 
Mounts 

Navigation 

Equipt. 

OMNI 

Radar 

Racks 

Receivers 

Spares 

Test  Equip. 

Transmitters 

Tubes 


MILITARY  &  COMMERCIAL  AIRCRAFT 

COMMUNICATION  &  NAVIGATION  EQUIP. 


ART-13 

ARN-7 

MN-31 

RTA-1B 

APN-1 

ARN-12 

MN-36 

SA-22  ART-13 

APN-3 

ARN-14 

MN-60 

T-17 

APN-4 

BC-34B 

MN-42 

17L 

APN-9 

BC-7330 

MR-39B 

SIR 

ARN-5 

CU-35 

MT-3BC-34 

SIX 

ARN-S 

HS-33 

MT-6B 

416N 

ARN-4 

MN-30 

R-B9/ ARN-S 

3611 

ADF-12 

AN-100A 

AS-27A 

ARC-1 

ARC-3 

ARC-S 

ARC-19 

ARC-27 


MILITARY  GROUND  EQUIPT. 

AN-PRC-17  I-20S  SCR-53A 

BC-312  SB-22PT  SCR-593 

BC32S  SCR-300  SCR419 

BC-342  SCR-SM  SCR-B24 

BC-410  SCR-50B  SCR-63S 

BC411  SCR-S09  SCRA94 

BC-101A  $CR-S10  TG-7B 

EE-8  SCR-538  UPN-1 


MILITARY 

MARINE  EQUIPMENT 
RDO  TCS 

RDZ  TDE 

SO-13  TOO 

TBK  TDZ 

TBS-5  TEG-1 


PARTS  DATA 

In  addition  to  comploto 
unit>  wo  alto  ttock  tho 
Wott't  widott  invontory 
of  now  ond  utod  oortt 
and  componontt.  Advito  ut 
of  yo«r  ports  noods— ond 
got  mom  fast  at  hugo 
tovingt 


MILITARY  RADAR  EQUIPMENT 


APC-S  APR-4 

APN-2  AP$-2 

APN-13  AP$-3 


APS-4  APS-19 

APS-10  APX-4 

APS-IS  $CR-M3 


MILITARY  SURVIVAL  EQUIPMENT 
CRT-3  VICTORY  GIRL 
SCR-S7S  GIBSON  GIRL 
URC-4,  ETC.  MANY  OTHERS. 


MILITARY  &  COMMERCIAL  TEST  EQUIPTo 


APR-I  TR.iai  3C-49A  Toigot  S«ort*t  Rot 

APR-2  Tt  (XAIII)  APA-SR  GR4MA 

APR.4  TR-IIO  CR-7I5A 

APR-S  TR.I20  l-TM 

APR.I6  TS.I27  lt-l» 

ROO-Ronro  T(.I4(  ME-SIU 

Tt-I  TR.ISXB  SG-SS/URM14 

TS-IRC  TR-ISK  SPERRY  GYROSCOPE  Rooioto 

TS-17  TS-173  flloht  Control 

TS-13  TS-I(7  Lino  Aoolyior  .  .  .  POR 

TS-I3A.  -B  TS-3M  0»C.  COSSOC  *3339 

TS-23  T*  Tun  l-ak.  Jock,  Cinco-Ltroor  •IWM9 

TS.7*  Otclllotor  ..  ...  UPM-33 

TS  3S  I;  ”?  ORB. IS 

TS.45  TS-34i  URM-S4 

TS-t2  TS-3S2TU  URM-S*  Fro«.  Mrtrr 

TS.S7C  TS-3S3/B  Net*  .  All  oko«*  toit  molo<n*"t  con  ko 

TS-tt  TS-4lt  cociiSod  to  oiMt  orlflnol  tooct. 


SOONTON  NO.  2020  Signal 

Oonorotor  . 

TEKRONIX  Scepo  SMD 

Cortiflod . 

OENERAl  RADIO  OR  IS33A  High  Spood 
Motion  Pictoro  Strabo  Light. 

With  or  without  Comoro. 

OR.2.  ISA 

HEWLETT-PACKARD  EQUIPT. 

2I2A .  SOS-A . 

410S .  And  •fher . 

80SA  .  H-P  Equipt . 


TUBES 

•  Broadcast 

•  Scope  Tubes 

•  Magnetrons 

•  5,000  Series  &  Up 

•  Rectifiers-Regulators 

•  Klystrons 

•  Ignitrons 

•  Thyratrons 

•  Miscellaneous  Tubes 


Over  18,000  types  of  tubes  in  stock. 
Call  or  write  today  for  lowest  tube 
prices  on  the  numbers  you  need. 


QUALITY  TUBES  AT 

QUANTITY  1  1 

PRICES!  Write 

for  data  today!  | 

IOO-1B44 

70-4tM4 

200-31 3C 

3SO-873A 

IOO-2C44 

IOOO-4J4 

1SO-4I0A 

4-889RA 

700-2D29 

1S00-4SH7 

700-359A 

100-933 

SOO-TfM 

300-4$K70TY 

240-374A 

3000-9S7 

100-2021 

3S0-4SK7W 

I00-3«IA 

3000-I43S 

300-3API 

300-4SK7Y 

3SO-307A 

300-30SOW 

SO-3C22 

600-4Y60 

S00-407A 

30-S5S9 

300-3C4S 

•00-7CP1 

300-40SA 

300-S703WA 

700-3fP7 

S00-I3AT7WA 

3S0-4I7A 

1 00-5703 W  A 

S00-N4 

100O-I3C0 

100-703 A 

3000-S718 

SOO-NSS 

100-13H4 

400-CK.70S 

300-5719 

100-4X1S0A 

400-1 2SH7 

20.714AY 

300-S743 

300-CSB 

400-I4J7 

400-715B 

5000-5814 

700-4AB7 

400-HK-24 

100-723A/B  500-SaS4  I 

1000-4AC7 

I0O-1SE 

1 000-81 S 

100-5993 

100-6AT6 

400-1  SR 

300-724C 

300-591 S 

300-6AU4WA 

100-VT-1S4 

300-83aW 

3000-4045 

400-40 A  k 

4003470 

14-853 

300-4311 

300-4iA7 

300-373A 

100-844 

1000-9003 

H  Tho  abovo  io  only  a  partial  lUt- 
■  V  lag  of  our  Hugo  InTOBlory,  Our 
—  *  ttock  it  constantly  boinq  onlarqod 

to  moot  cuotomor  doraondi.  II  you  do  not  too  what 
you  want — toll  uol  Wo'll  got  it  quickly — oconomi- 
callyl 


C^n  ■  ■  Phono  or  writ#  Bon  or  Bob  Sanott 

Am  ^  L  at  Republic  S-0215  for  on-tho-opot 
™  *  action.  Wo  maintain  our  own 
comploto.  oYorhaul  and  iuncllon-loot  plant  to  supply 
lirst  quality  motorlalo  that  moot  any  tpocilicationo: 
U.  S.  Military.  CAA,  your  own  or  original  manulac- 
turors. 


V&H  RADIO -ELECTRONICS 

2029-2047  WEST  VENICE  BLVD.,  LOS  ANGELES  6,  CALIF. 

PHONE:  REpublic  5-0215  CABLE:  VHRA  DELECT  BELL  TELEPHONE:  TWX  LA  1460 
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SEARCHLIGHT  SECTION 


ELECTRONIC  COMPONENTS  AND  EQUIPMENT 


LABORATORY 

TUBES 

Receiving 

Transmitting 

Industrial 

CONDENSERS 

Oil  ruled 

Mica 

Vacuum 

TRANSFORMERS 

Pulse;  400  cycle; 
High  Current 

I  WKITK 


INDUSTRIAL 

SYNCHROS 


TV  &  BROADCAST 


MILITARY 


SERVO  MOTORS 
COAXIAL  CONNECTORS 
COAXIAL  CABLE 
TEFLON  WIRE 
SWITCHES 
RELAYS 


TEST  EQUIPMENT 

General  Radio 
Hewlett  Packard 
Measurement!  Corp. 

BaPantine.  Etc. 

Military  TS  Types 

MICROWAVE  COMPONENTS 
PULSE  NETWORKS 
400  CYCLE  ROTATING 
EQUIPMENT. 

Inverters. 

Generators.  Motors 
Motor-Generators 


FIIKK  IIAKI^AI.X  FII.I.KII 


LOWEST  PRICES 


IMMEDIATE  DELIVERY 


TREMENDOUS  STOCK 


EXPORT  INQUIRIES 
WELCOMED 
Our  Export  Department 
if  designed  to  handle  oil 
types  of  orders  quickly 
and  efficiently 


LECTRONIC 

RESEARCH  LABORATORIES 

715'B  ARCH  ST.  PHILA.  6,  PA. 

MARKET  7-6771-2-3 
CABLC  ADDRESS:  LECTRONIC,  PHILADELPHIA 


Everything  Electronic 


PRODUCTION  QUANTITIES 
FACTORY  CLEAN  COMPONENTS 
oil  filled 

Capacitors,  Mica 
paper 

Potentiometers,  Type  J,  JJ 
Resistors,  All  Brands 
Sockets  B  Shields,  JAN 
&  Commercial 
Plugs  &  Jacks 


e  DELIVERY  FROM  STOCK 
e  TERRIFIC  SAVINGS 
toggle,  ST, 

•  Switches,  push 

Rotary 

•  Connectors 

•  Trimmers,  Silver  ceramic  Erie, 
Air — Hammarlund 

mica 

•  Front  Panel  Components 


AMPHENOL,  CINCH  JONES,  ERIE,  CRL,  CD 

Get  on  Mailing  List 
Write  for  value  packed  catalog 

DERF  RADIO  CO 

17  Hudson  St.,  N.  Y.  13,  N.  Y. 


Walker  5-2366 


AUTHORIZED 

DISTRIBUTOR 

TUBES 

SEMI-CONDUCTORS 


WE  STOCK 

ALL  TYPES 

OF 

ELECTRONIC 

COMPONENTS 


EQUIPMENT 

Tell  us  your  needs,  we  will  send 
complete  description  &  prices. 

W»  invite  foreign  inquiries 


SELECTRONICS 

ELECTRONIC  SURPLUS 

1206-18  S  Nopo  St 
Philo  46,  Po  HO  8-4645 


Y^\ 


SAMPLE  VALUES 

Hotopi  Markle  Korff  4R 
UPM.  (X’W.  IT  In  Ib  torque 
n.S/l/BO  in<*ch.  brake  to 

timlt  orcrtravel . $9.50 

Ampllfisnes  (fKT.\M4Tf>H 
20  Input  ll.Vl/HO  Output 
2TU  VIN'.  O.fiA.  mow 

ccmt.  duty . $100.00 

l*ul^  Trans-Utah  X124T:t 
0..T/«.3/0..:KV  0.6  to  .1 

nsec.  H«Ki\T . $4.50 


FREE . . . 

COMPLETE  108  PAGE  CATALOG 

QF  ELECTRONIC  COMPONENTS  &  EQUIPMENT 
If  you  purchase  electronic  supplies  and  equip¬ 
ment  .  .  .  YOU  MUST  HAVE  A  COPY! 

i  SEND  FOR  YOUR  COPY  TODAY  i 


ELECTRO  SALES  CO.,  INC. 

50-58  EASTERN  AVE.  CApilol  7-3436  BOSTON  9,  MASS. 

forward  your  catalog  of  Eloctrcnic  componants  & 
•quipmant  to: 


WE  BUY  &  SELL 

ELECTRONIC 

COMPONENTS 

OF  All  TYPES 

Prompt  intelligent  service 
and  reasonable  prices! 


DON'T  BUY  OR  SELL 


UNTIL  YOU'VE  TRIED 


CITY  . ZONE 


EMPIRE  ELECTRONICS 

74  CDRTIAND  ST.  N.  Y.  7,  N.  Y.  WDrth 


GADGETEERS 

Hamr  •  Experimenters 

Our  32  page  illustrated  list  oi  Gov't.  Sur¬ 
plus  Electronics  will  delight  you  ,  .  .it's 
iroo. 

Methno  SSOB  Lynn  St.,  Malden  48,  Mass. 
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OA2 

OA2WA 

OAl 

OA4C 

OB2 

OB2WA 

OSS 

OCS 

OCIW 

OOS 

OOlW 

OZ4A 

1AD4 

SACS 

CIS 

1S22 

1S2S 

1S24 

isn 

ISSS 

ISSSA 


2021 
2021W 
2029 
2f  22 

2E24 

TCK 

iin 

2tM 

IKM 

un* 

2iM 

2tn 

2JS1 

lilt 

2JSS 

2iS4 

2JS4 

2JS7 

2JS« 

2IS9 

2J4f 

2J47 

2iM 

2JS1 

2iS2 

2ilS 

2iS4 

2JSS 

2JS< 

2JS9 

2J«1 

2JC1A 

2JS2 

2ift2A 

2J44 

2JU... 


lAL  TITHES 


2K22 
2K2S 
2KM 
2K29 
2M29 
2KS« 
2SSSA 
2KS4 
2K3S 
2K4t 
2K44 
2K4$ 
2K47 
l.SA  2K4I 
2.M  2KM 


2.7S 


2.2$ 


2.$« 

.$• 

2.St 


12.$S  $021 
U.M  $FP7 

li.7f  I  ISPU 

•IMi 


!.$• 


2K$4 

2M$$ 

2P21 

2VSG 

2X2 

2X2A 


JS 


4S22 

4S2S 

4S24 

4S2$ 

4S2« 

4S27 

4551 

4552 
4C22 


ISA.M 

1I.2S 

1«.M 


4CS$ 

4127 

4iS« 

4JS4 

4JM 

4it9 

4i4$ 

4i4C 


$.••  4J«i 
$.H  4X1MA 
7.S#  4X1$«A 
St.St  4X$MF 

2S.H  $A4 
!$•.••  $AP1 
2$.M  $S21 

$.M  SSPIA 
2«.M  $SP2A 
4$.M  $SP4 
S$.H  $C*21 
SS.M  $C22 

1, H  SCSt 
2S.M  SCPIA 

2. H  $CP2A 
2$.H  SCP7A 
$t.M  $CP11A 

17$.M  SCP12... 


1$.M 

7$.M 

IM.M 
S4.M 
$4.M 
$9.M 
$«.M 
7$.M 
7.$« 
17. $• 
$«.M 
!.$• 
1.S4 


I.7S 

2.$S 

2.St 

1$.M 

2$.M 

!.$• 

7.S« 


fQIG 

•SC7GTV 

«tJ7WCT 

•SS7Sr 

4ftM7WA  .. 

CU.7WGT... 

«ftN7WGt. 

«U47WGtA 

•SU7GTy 

CV4V 

iX4WA 

$X$WGT 

7SP7 

7SP7A 

7CP1 

7WIP7 

7CP4 

7FIW 

7NP7 

7VP2 

9iPl 

9LP7 

9MP7 

VX-19 

19KP7 

19V 

GllA 

12A$ 

liAP7 

12AT7WA 

12AU7WA 

12AX7W 


li.M 


l.$« 

l.M 

$9.M 


S.$9 

!.$• 

2.$9 

!.$• 

S.M 

2.$9 

S.M 

S.M 

2.$9 

.$• 

.$• 

2.$« 

2.M 

29.M 

S.M 

4.M 

4. M 
2.M 

5. M 
2.M 
S.M 
S.M 
2.M 
S.M 
2.M 
S.7S 
l.SS 
l.M 


S.„ 

IS.M 

1. M 
S.7S 

19.M 

2. M 
S9.M 
U.M 

.M 

.SS 

19.M 

2.M 

2.M 

S.M 

2.M 

S.M 

1. M 
S.7S 

2. M 
19.M 
19.M 
IS.M 


19.M 

2.M 

S.M 

l.M 


M2S 

2UC 

FP-KS 

2S7S 

MSA 

171A 

172A 

n4A 

274S 

nSA 

77SA 

279A 

MIA 

ISIS 

29SA 

2tSA 

297A 

29SA 

29SA 

2t9 

CS.SM 

MSS 

MIA 

IS4TH 

SS4TL 

ISSA 

SS7A 

SMA 

SISA 

sits 

SllA 
SI  SC 
nSCA 
SISA 
SISA 
SISS 
SMS 
SMA 
SMA 
SSIA 
SSIA 
SSSA 
SS7A 
SSSA 
S47A 
SSSA 
SSSA 
SMA 
SSSS 
SSIA 
--  SSSA 
M  SSSA 


IM.M 

4.M 

IS.M 


S.M 

2.M 

IS.M 


IS.M 

4.7$ 

7.M 

S.M 


2.M 

4. $S 
7.M 
l.M 

5. M 


SSSA 

SSSO 

MSAS 

nio 

S7SA 

SSSA 

ISSA 

ISSA 

ISSA 

SSSA 

SSSO 

SSSA 

SS7A 

SMA 

SMA 

SlSfl 

SISA 

SISO 

WL«417A 

417A 

SISA 

SMA 

SllA 

S22A 

SMA 

SMA 

SSSA 

SSSO 

SMTH 

SMTL 

SSSA 

MIA 

MSAX 

$S$AX 

StSAX 

$4S 

$$9 

$7SA 

$790 

MV-SIS 

sn 

SSI -PI 
SS2A 
S$$  SM 
S7SA 

S7S 

sn  . 

7S1A 

7920 

79SA 

794A 

79$A 

79SAY.GY 

7970 

7MA 

7MA 

71 S  A 

714A 

71S0 

71SC 


717A 

71SAV 

719A 

7MAY-CV 

711A 
7110 
72SA  O 

7240 

72$A 

7MA 

72SO 

72SC 

7S9A 

7$9TL 

7$9 

7SS 

991A 

992 

MS 

994 

99$ 

SM 

M7 

M7W 

SM 

SM 

SIS 

Sll 

SllA 

912 

IIS 

114 

SIS 

SIS 

SM 

129 

IMO 

SSSO 

SS2 

SS2A 

SSSA 

SM 

IS$ 

SM 

917 

SIS 

941 

942 
MS 
M$ 

M9 

SM 

SSI 


S.M 

2.2$ 

2.7$ 

1.2$ 

2.7$ 

IS.M 

S.M 

3.M 

S.M 

M.M 

M.M 

M.M 

1.2$ 


S.7S 

U.M 

IS.M 


1.2$ 

l.M 

1.2S 


S7S 

S7S 

S7S 

SM 

US 

SURA 

M2P1 

9U 

917 

911 

9M 

921 

922 
913 
91$ 

9M 

927 

9M 

9S1A 

9M 

9$$ 

9M 

9$7 

9UA 

9S9 

Ml 

CKIMS 

CK199S 

CK19M 

CM1M7 

CK19M 

CK19M 

K19S1P1 

K19S2P2 

US7 

HV1M9 

1274 

IMS 

ISU 

1511 

1512 
ISIS 
ISIS 
ISIS 
1S19 
ISM 
1S22 

1S2S  .  . 


.2$ 

1S2$ 

.3$ 

SIM 

7.S9 

19.M 

1S2S 

.2$ 

MIS 

4.2S 

12.M 

1S2S 

.2$ 

SMS 

2.S9 

ISM 

.M 

SMI 

1.99 

SS.M 

ISSl 

1.2$ 

SU2 

12.99 

.M 

ISSS 

1.2$ 

$M7 

IS.SS 

S.M 

ISIS 

.7$ 

MSI 

2.$9 

S.M 

lUl 

l.SS 

MS2 

1.99 

.3$ 

1S$4 

2.M 

MM 

.9$ 

2.M 

IMS 

SS.M 

M7S 

$.99 

S.M 

ISSl 

1.2$ 

$97$ 

1.)$ 

r.M 

I9$2 

.U 

$U1 

2.$9 

19.M 

ISSS 

.M 

MM 

l.M 

S.M 

ISSS 

7$.M 

MSS 

1S.99 

SS.M 

29MT 

IM.M 

MSS 

S.99 

19.M 

29M 

1.2$ 

MU 

S.99 

19.M 

2tMW 

S.M 

MUA 

l.SS 

.2$ 

2t$1 

.7$ 

SSt2 

S.SS 

2.M 

Z032M 

7S.M 

SS19 

.3$ 

2.M 

R4IM 

7.M 

MIS 

.99 

S.M 

$$29 

S.M 

SSSl 

1.79 

2.M 

SMS 

M.M 

MU 

LM 

19.M 

SSM 

32.M 

MS) 

XM 

l.SS 

SSSS 

7$.M 

UUWA  . 

T.St 

l.M 

SSM 

12.M 

SM* 

1M.M 

1.2$ 

$$$7 

S.M 

SMt 

n.99 

S.M 

SSM 

S.M 

SM2 

9.Ji 

12. M 

SSM 

$.7$ 

ssu 

9*M 

2.M 

$$U 

IS.M 

SSM 

S.SS 

SMI 

M.M 

*Mt 

2.M 

SSM 

l.M 

U7I 

a.M 

S.M 

SSSl 

2.7$ 

M77 

l.M 

M19 

.9$ 

nn 

1.7$ 

MS3 

7.M 

uto  . 

tjm 

S.M  $M7 
2$.M  MM 
IS.M  MSI 
IS.M  MSIWA 
2.M  MM 
IS.M  SSM  SAKSW 
•11  S99S 
1S$  MM 
IM  SSSS 
l.M  MS7 
M.M  M79 

1. M  M79WA 

M72 

2. M  $S7$ 

•M  M7S 
•U  SS7S 
S9  SSM 


1.2$  $792WA 

1.7$  $791 

1. M  $79SWA 

2. M  S7M 
i  j;  »7» 

M  S7MA 
l.M  $72$ 

1.JI  $729 
.2$  $717 

•S 

.M  $734 
•M  $7MWA 
.1$  $749 
l.M  $7M 
ii  57$l 
■7$  S7$$  . 
.2$  S7SS  .  . 
l.M  S7SS 
.11  S7M 

1. M  $7S7 

2. M  5794 
if  M  57M 
7$.M  S79S 

1. M  mm 

2. M  MSI 

2.M  $U2 

S.$F  MSS 
2.M  MIS 

.7$  M14A 
1.1$  M14WA 
.7$  M19 
1.7$  M39 

.$*  M22 

.2$  M2S 
S.M  M2S 
l.SS  M29 
l.M  MSS 


S.M  S9n 
S.M  $997 
S.M  $992 
2.2$  999S 
2.7$  S9M 
2.7$  SSM 
2.M  SSM  SAQSW 
S.M  SMS 
$.M  .  StU 
S.M  I  9U4 
1.7$  9929 
1.19  un 
S.M  MSS 
S.M  SMS 
S.7S  SU2 
2.M  U72 
2.7$  9971 
SS.M  U7S 


1.9 

2.7$  S9MWA 


2.M  SSM 
S.M  SU$ 
.U  S99S 
IM.M  SU7 
l.M  SU9 
S.M  S9U 

1. M  SIM 
S.M  S191 

.S$  SIM 
.SS  sill 
S.M  SlU 
IS.M  SIM 

2. M  S1S4 
2.M  S1S$ 
S.M  SISS 
S.M  SI  17 
S.M  SISS 
S.M  SlSl 
1.2$  SISS 
S.M  S197 

.79  SlU 
S.M  S199 
1.19  SlU 
1.2$  S291 
1.7$  S292 
2.U  S2S4 
l.M  S2U 
1.2$  S291 
7.U  S292 
14.7$  SS22 
S.M  SJ$2 


1. M  MSI 
2.2$  9U2R 
S.M  SMS 

SM 

s:m 

i5:3  99UA 
S.M  Mil 
S.2$  MISA 
S.M  991SA 

2. $F  M29 

.M  U2$ 

l.M  M2SA 

2.7$  992S 

SS.M  SSSS  2MS1 

SM.M  9M1 

M.M  M92 

l.SS  SMS  .7$ 

S.M  $M$  2.$9 

.M  999S  .2$ 

IM.M  AX9U3 .  IS. 99 


9.$9 

S.M 

S.M 

S.M 

1.7$ 

S.M 

3.$f 

S.M 

2.M 

2$.M 

7.M 

l.SS 


1.2$ 

2.2$ 

S.2$ 

$.2$ 

S.M 

S.$9 

l.SS 

1.7$ 

1.2$ 

l.SS 

5.99 
l.SS 
S.S9 
l.SS 
S.I9 
S.7$ 
S.I9 
S.S9 
$.99 
1.9$ 

2.99 

1.55 

4.99 
S.M 

2.99 
S.M 
S.$9 
2.S$ 

29.99 
2.$9 
2.7$ 
7. $9 

59.99 

29.99 

59.99 
12.  $9 

4.9$ 

19.99 
2,7$ 
2.2$ 

17.$9 

9.7$ 

2$.99 

4. $9 
.$9 

1.99 

5. M 

3.99 

4.99 
M.M 

1.2$ 

1.99 

2.99 

15.55 
M.M 

.7$ 

.$9 


PrK«t  ort  FOB 
shipping  poinf 


AU  TUBBS  ARE  NEW,  tNDtVtDUALLY  CARTONED,  FULLY  GUARANTEED 


i¥esfera  enpheers 

ELK  GROVE,  CALIFORNIA 

SUPPLIERS  OF  TUBES  SINCE  1932 


Orders  for  lost  than 
$10.  canno>  bo  processed 
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SEARCHLIGHT  SECTION 


“1 

1 

ihats 

■ 

1 

1 

1 

9uy 

MR.  BUYER! 

TODAY 
MORE  THAN 
EVER— 

ARE  YOU 
BUYING 
ELEaRONIC 
COMPONENTS 
AT  THE  RIGHT 
PRICE??? 


"TAB"  CAN  SUPPLY  GUARANTEED 
nSHD  ELECTRONIC  COMPONENTS  AT 
GREAT  SAVINGS  TO  YOU  III 

wme  TODAY  fOK  PARTS  IISTINCS. 

n  T»fc«*  Rtctivinf .  R  Ti'Wi  Trantinit 

□  Tithes  ln'luftrial.  ~  Tubes  Micreweee 

□  Tubes  CR '  Scepe.  ~  Tubes  Tviif«i’ 

□  Tube  Clamps.  □  Tube  Seckats 

”  DiaRes  All  Typesl 

Transistors  All  Typesl 

Relays  All  Typesl 

Chokes  A  Transformers  All  Typesl 

Rectifiers  All  Typesl 

Power  Supplies  All  Typesl 

Servos,  Synchros,  Autosynsl 

Meters  All  Typesl 

Cabinets,  Chassis,  Racks,  Panels  I 

Precision  Pots,  Rheostats,  PatsI 

line  Filters,  n  Delay  Lines  □  WavetutAe. 

Connectors.  R  UG. 

Test  Equipment  All  Typesl 
Test  S^s  All  Typesl 
Army4lavy-Aircorps  Epuipmentl 
Wire.  n  Cable  A  Ca-Ai 

Knobs.  □  Fuses  □  Fuse  HalAers. 

Har  Aware,  Nuts,  Screws,  Dolts,  Eyelets  I 
Lufs.  □  Lack  Washon.Q  Fastenors. 


‘•a 


Fans 


n  Glebar  R. 


Motors.  n  ilewers. 

Mapnetic  Starters.M  Varistors 
Thermistors.  H  Thyrites. 

Precision  Rcristors  All  Typesl 
Capacitors  All  Typesl 
Resistors  Ib-Vj-Vj-l  A  2  W. 

Variable  Transformers  All  Typesl 
Circuit  fireakers  Mapnetic,  Thermal. 

M  Dynamos.  H  Vibrators.  Q  Inverters. 
□  DinAinp  Posts.  □  f 


I  PItps. 


ATTACH  YOUR  CARD  OR  LETTERHEAD 
A  WE  WILL  MAIL  THE  CHECKED  LISTSI 

L_ _ i 

NEW  VARIABLE  VOLTAGE  X-FRMRS. 

''ADJUSTAVOLTS'' 

LARGEST  STOCK  IN  U.  S.  A. 

IMMCDIATE  DELIVERY  FROM  STOCK 
0-132V/I.25  AMPS  ...St.SO 

0-13SV/3A  AMPS  _ 12.50 

CASED  0-I3SV/7.5 

AMPS  .  23.00 

D-I3SV/7.S  AMPS  _  10.00 

0-270V/3  AMPS  . 20.00 

0-135V/1S  AMPS  . 4A.00 

0-270V/9  AMPS . 4A.00 

0-270V/12  AMPS .  49  00 

0-270V/30  AMPS  . 114.00 

500RU3/3<»  ®  230V  0-270V0utpt/7.5A  M.75 
$20RU3  341  &  230V  0-540V0utpt/3A. .  A8.3S 
3OOODU3'30  @  230V  0-270VOvtpt  30A  1M.7S 
3030BU3  34>  ^  230V  0-540V0utpt  13A  1A4.7S 


INDUSTRIALS! 


SCHOOLS  I 


UNIVERSITIES! 


WE  STOCK  FOR  YOU  AT  THE  LOWEST  PRICE 
WRITE  FOR  CATALOG  A  DISCOUNTS! 

Doo/ers,  Jobbers,  Colleges,  lndu$friol$ 
Writ*  for  Qty.  Prices  A  Catalog 
WANTED:  TUBES  All  TYPES! 
WANTED:  TEST  EQUIPMENT  NEW  OR  USED 
WE  BUY  SURPLUS  ALL  TYPES  III! 

WE  BUY!  SELL  A  TRADE  AS  WELL! 

All  MDSE  SOLD  MONEY  BACK  GUARANTEE 

I  WRITE  FOR  MONTHLY  "TABOGRAM"  I 


TAB 


J/  n  IM  LIBERTY  ST..  N  Y 
6EB.  NYC. 

RECTOR  ?  6245 
CABLE  TABRARTS 


•  WHOLESALE  • 


Hoodsot  HS-33  W/cushiens  and  ax- 

tonsion  cord  w/plup  .  $4.50 

JB*70  Junction  Box  ready  to  connect 

w  BC.312,  BC.A10.  PE-9S  .  35  00 

BD*71  Switchboards  .  12.50 

BD-72  Switchboard  .  20.00 

SCR  A2S  Mine  Detectors  .  20  00 

TS-9  A  TS-13  Handsets  .  3  50 

AN-130A  Antennas  .  ..  .50 

RA-43  A  RA.A3  roctifiors  .  37.50 

ARC'I  Rocoivor.Tronsmittor  Radio  Sot, 
B-wott-IO  chonnals-IOO-ISA  MC  24V 

DC  . oo.  125  00 

SCR  510  Radio  Sot  20-27.9  me,  BC-A20 
Rocoivar-Tronsmittor,  PE-120  Power 
supply,  CS-79  Casa  w/tubos  com¬ 
plete  .  12.50 

ARC-3  Rocoivors  .  150  00 

BC-403  Rocaivor  .  10.00 

BC-404  Transmitter  .  5.50 

BC-'B3  Receiver  .  15.00 

BC-4S4  Transmitter  .  S.SO 

BC-420  Rec-Trons  .  6.50 

R  77/ARC-3-Cortificotod  .  375  00 

J6B  ARC-3-Cortificated  .  50  00 

2  Motors  for  J  68  ARC-3  .  40  00 

C  118/ARC-3  .  5  50 

C87/ART-13-New  .  2.75 

CU26/ ART-1 3-Naw  .  2.75 

BC  738  AM-Now  .  50  00 

EEB  Field  Phenes— Used  .  12.50 

RM  29  vrith  G.M  3B  etc.- Now .  5.50 

BC  61 1  Hondio  Talkies— Now  No  Cose  9.50 

RC  1B4-New  .  75.00 

TS  35  A/AP  with  Cobles  .  55  00 

TS  ASA  AP  .  17.50 

TS  14VUP  .  50  00 

TS  r  VTRT  .  27  50 

TS  270,'UP  .  50  <n 

B089  SWBD  .  50  00 

TS9— HonHset  New  .  3.50 

CA3SS— CoDociters  .  .20 

MC  131  Ringer  Coils  .  IS 

EE  65  Test  Sots  .  II. 40 

F-1  Tronsmittor  Copsulos— Used  ....  .2S 

310  WE  Pluq-Usad  . 24 

BC  96B— Troinor  Now  .  69.50 

SCR  206  Direction  Finder  Complete . .  350  00 

ARC-3  Rocaivor  Certified  .  375.00 

ARC-3  Control  Bex  J  60  with  2  Motors  SO  00 

APN-1  Sets  Complete-New  .  37  50 

R9B  Receivers  .  17.50 

R  89  ARN  5  Receivers .  37.50 

AS  27  A  ARN-S  .  10.00 

RT  22/APX-2-Recaivar  28  Tubes _  12.50 

BC  1000  .  65  00 

HS  30-New  . 90 

ARN  7  Complete  Circuit  Diagram  ...  1.00 

SCR  269— Instruction  Manual  .  1.50 

SCR  284— Instruction  Monuol  .  1.50 


TALLEN  CO.  INC. 

159  Corlton  Av«.  TR  5*9241  Brooklyn  5,  N.  Y. 


SCR  ANT[i4 
PEDESTALS 


Complete  360°  azimuth  &  full  eleva¬ 
tion  sweep.  Fully  equipped  with  azi¬ 
muth  &  elevation  motors,  potentiome¬ 
ters,  selsyns,  and  amplidynes.  The  ideal 
antenna  system  for  sky  sweeping, 
tracking,  telemetering. 

In  Excellent  Condition.  Delivery  from 
Stock.  An  ouNtanding  buy  at  our  spe¬ 
cial  price. 


550 

FIFTH  AVE. 
NEW  YORK 
JUDSON 
6-4691 


RADIO  RESEARCH 
INSTRUMENT  CO. 


MONTHLY 

SURPLUS  SALES 

Equipment  Components 


•  Amplifiers 

•  Connectors 

•  Meters 

•  Power  Supplies 


•  Rectifiers 

•  Relays  and  Timers 

•  Switches 

•  Tubas 


•  Transmitters 


This  is  a  partial  listing. 


Submit  request  to  be  placed  on  mail¬ 
ing  list  for  monthly  catalogs. 


DAYTON  AIR  FORCE  DEPOT 

Gentile  Air  Force  Station — Box  1659 
_ DAYTON  30,  OHIO _ 


NOW  AVAILABlE—COMniTE  SN00PERSC09IS 
PRICED  S50.00  TO  $95 

LAMPS  ♦  OPTICS  •  TUBES  •  PARTS 

INFRARED  LIGHT  SOURCE 
SNOOPERSCOPE  PART  SI35I  A. 

Input  6-ToltA.  5  imp<>r«*s.  .'S'*  dmiMp 
filter.  ProJertN  a  pEmerfut  twan*, 
of  InLiitlhle  radiation  (free  of  all  tNI 
ble  light!  Illurninates  for  infra-red 
siewlnK  nr  pliotogiaphv  up  tn  di^tMire 
iff  400  feet.  HTK. 

BRAND  NEW,  aniy . $5.95  Md _ 

Writ*  today  for  FREE  mFRARED  CATALOG 

C'ontaln<4  amaxinK  Ion  prices  of  a.>4Neftihle<l  unlt<« 
•H  well  an  indlTldual  parte  to  build  your  (twn 
unit.  AIho.  detailed  dees’riptl.tn  and  applirationH. 


Mo. 


LARGE  QUANTITIES 


•  MAGNATRONS 

•  KLYSTRONS 

6  SPECIAL  PURPOSE  TUBES 
6  TRANSMITTING  TUBES 

•  TEST  EQUIPMENT 

CatoIo9  S«nf  Immodiotafy  Upan  R«qip*ft 


EMELTONE  ELECTRONICS  CO. 

71  WEST  BROADWAY,  NYC  7 
RECTOR  2-1696 


FOR  SALE 

Used  Kay  Electric  Megaali  $275.00;  Metaplpper 
(4  pipi)  $45.00:  Metaiweep  $115.00  Al«a  Mied 
TelevUlan  Prolecta  monaacope  with  manitar  $200  00. 

TRU-WAY  RADIO  A  TV  SCHOOL 

724  Acodamy  St  Wilk«t*Barr«,  Pa. 


TONS  OF  ELECTRONIC  SURPLUS 

WAY  BELOW  MFC.  COST 

Ridie  and  TV,  Electrelytic-oil  caperitsrt,  Fetentiemeters  Fewer  Rheestits,  Rectifiers,  Switches 
TRY  US  THE  RELAY  HEADQUARTERS 

kha:vz  ei.k4;tro.m4's  i  o. 

323  Canal  St.,  Mew  York  13,  M.  Y.  CAnol  6-0S42 
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3100-1 


“MS"  (AN)  connecters,  clamps  and  fittings 
f  are  available  for  immediate  delivery,  from  our 
New  York  warehouse,  at  prices  far  below  their  current 
market  value. 

Canneefars:  3100  A/C  3106A/B  C  3057-B 

"MS"  (AN)  L 

3101  A/B  3107A/B  A  3057-A 


3106-B 


30SS 


ELIMINATE  YOUR  PURCHASING  PROBLEMS.  MAIL 
INQUIRIES  TO  WILGREEN  NOW. 

Firewall  CH  K  FW  OO  06  08 

Moisture-Proof  E  M  AF  FN  AO  TBF 

Cannon  K  RK  DPD  W  GS  2E 

Amphenol  U-79-U  U-94AU  89  165  26 

\  Winchester  MRE  ORE  201 B  202B  3116 


Send  for  our  complete  Brochure. 


3064 


3058 


3107-8 


136  SERIES 


3062 


M9S-M9r 


SEARCHLIGHT  SECTION 
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MS”  CAN)  CONNECTORS 


% 

UO-107  8/U 


3108  3106-A 


3102  A/C 

3108A;B 

M 

P 

3057 

Fittings: 

3050 

3053 

3056 

5 

3061 

3064 

(AN) 

3051 

3054 

3058 

3062 

3066 

3052 

3055 

3060 

3063 

3068 

Co-Axial 

UG 

PL 

SO 

BNC 

RF 

o 

3066 

c: 


W33AC 


m< 


UC-306/U 


UO-SS/U 


FAST  I 
DELIVERY 


LOW 

PRICES 


99  MURRAY  ST.  WOrth  4  -  2490  -  I  -  2  N.Y. 


SEARCHLIGHT  SECTION 


TUBES— JAN  BOXED 


Bought  ELECTRONICS  Sold 

W«  In  lnilyttrl«l  OH  Cm- 

d«nMn.  Rtlftvf.  Trantfyrm«rt,  TybM,  Nyw  Ma* 
t«rlal  at  8uraly«  prteat  .  .  . 

Wa  Buy  Ciea»t  Invantariat  •  .  •  Gat  aur  prampt 
affar, 


BELVISION,  INC. 

95  R«<5«  St,  NYC  13  •  ttrcUy  7-MM3 


CKsmzcKnsziK 


asm 


lectronic  laboratory  supply  company 


Specializing  in  premium  quality  NEW  components  at 
less  than  original  factory  prices 

•  Amphanol  Blu*  Ribbon.  •  pin  connocton,  original  soalod  pkga,  40  por  box,  iuU  box 
lots  typo  26-182  plug  50c  oa.  typo  26-163  rocoptacio  75e  oa. 

•  Loods  &  Northnip  STD  3336-1  chopport . @622.75 

•  Brubaksr  0.5  rausoc  wido-band  delay  line . @63.75 

•  Bodine  Synchronous  2  speed  1800/3600  RPM  motor . @632.50 

e  Submin  type  G  Pots,  per  Mil-R-94A.  1  meg,  Vk"  d  x  shait . @62.00 

e  Victoreen  600  V  regulator  tubes.  Type  5641 . @63.75 

e  Hipersil,  Hipernik  ond  Supermolloy  cores 

MANY  MORE  ITEMS  DESCRIBED  IN  DETAIL  IN  OUR  NEW  14  PACE  CATAIOO  COPIES  ON  REQUEST 


7208  GERMANTOWN  AVENUE  •  PHILADELPHIA  19  PENNSYLVANIA*  CH  8-2700 


STANDARD 

RADIO -ELECTRICAL  PRODUCTS 

86  FRANKLIN  STREET 
NEW  YORK  13.  N.  Y. 

CAnal  6-4615 

lorgest 

Most  Compute  Stock  of  New 

INDUSTRIAL  COMPONENTS 

e  Capacitors  •  Tube  Clamps  &  Sockets 
•  Plugs  i  Jacks  e  Potentiometers  •  Minia¬ 
turised  Controls  e  Switches  e  Tube  Sockets 
4  Shields  e  Fuses-Fuse  Holders  e  Cable 
Assemblies  e  Rheostats  e  Knobs  S  Dial 
Plates  •  Barrier  and  Terminal  Strips 

BUY  WITH  CONFIDENCE 
TOUR  SATISFACTION  ASSURED 


Send  ior  catalog  556A  today 

Standard  Radio-Electrical  Products 
66  Franklin  St.  NYC 


100,000 

1U4  . 

...  .17 

11,000 

6AC7  . 

. ..  .48 

10,000 

2SZ60T . 

...  .3S 

4,000 

003  . 

. . .  .2S 

soo 

4$C7  . 

. . .  ss 

OTHER 

NUMBERS  IN  STOCK— SEND 

WANTS 

RESISTORS— INSULATED— </i  W . 

1  W— SIS  M  2  W— S25  M 

CONDENSERS— TUBULAR.  CERAMIC. 

...SIO  M 

...tIO  M 

City  . State. 


DYNAMOTORS 
and  INVERTERS 

Modiiied  caid  manf.  to  your 
speck. 

Samples  At  Request 
Over  SOMO  units  now  In  stexrk 

VETS  DIST.  CO. 

3413  N.  Western  Pky.  Louisville  12,  Ky. 
/  SP  8-8904 


mogull 

has  it!  and  for  less! 

LARGEST  VARIETIES  AT  SURPLUS 

►CAPACITORS  :|vr 

►potentiometers-; 

►power  rheostats 

^RESISTORS  iSsi... 

►qw/ITCHF^ 

r  U  ll  1 1  UllUlJ  •  MICROSWITCHES 

►connectors  i  SI 

►  Wwsssiuv/Awsswr  ,  yyiNCHESTI 
TOMUC  *  plugs  4  SOCKETS 

JUllLu  *  terminal  STRI 

►filters  •  SHOCKMODHTS 
►knobs  •  FOSES 


Tin  •  POWER 
n\  •  PRECISION 
ilU  *  GLASS  FERRULE 

ip  e  TOGGLE  4  PUSH 
'  \  •  SELECTOR  4  LEVER 
JU  •  MICROSWITCHES 

nnnp  •  <l»«phenol 

IIIkV  •CANNON 
lUrilJ  •  AN-UG-UHF 
e  wese#  ,  WINCHESTER 

PLUGS  4  SOCKETS 
BARRIER  TERMINAL  STRIPS 


8IRTCHER 

CLAMPS 


WRITE-WIRE-PHONE  YOUR  SPECS. 


A.  MOGULL  CO. 

17  Warren  St  ,  N  Y  7,  N.  Y 
Phone:  WORTH  4-086$ 


LAMINATED  PLASTICS 

at  bic  Marine*!  Any  quantttv.  crad#*  or  thteknmM 
for  your  toohrui  or  pr^ucilfm  ommIm  ino.otMi  itw. 
Rtandard  and  HprrlaU  In  tihaH.  rnd  and  lutMni- 
AImo  so. 000  ihM.  out  ofTit  In  canraM.  alau  and  pap«>r 
ai  additional  lavInaM!  Praduett  af  laatftai  many, 
facturara.  Tat  InduttrUI  Salat.  Ina..  MS  Canal 
8t..  N.  Y.  13.  N.  V.  Dlfby  9-30M. 


HARRY  KRANTZ  CO. 

the  large«t  RESISTOR 
(tock  in  the  Country 
Tremendoue  Quantlttee — Ir.  14  2  W. 
40  to  70%  oil  mig.  pricos 

■9  Ckiflikert  St.,  N.  T.  C.  13  WO  3-S727 


Airlines  •  Exporters  •  Research 

send  for  our  latest  listings 
WAR  SURPLUS 

RADIO— Air  and  Ground 
RADAR-TEST  EQUIPMENT 
COMPONENTS-TUBES 
AERIAL  PHOTO  EQUIPMENT 
INDUSTRIAL  PHOTO  EQUIPMENT 
AIRCRAFT  INSTRUMENTS 
INVERTERS-MOTORS-DYNAMOTORS 
open  7  doyi  per  week 

SEMLER  INDUSTRIES  INC. 

6919  Lonkerihim  Blvd 
North  Hollywood,  Calif. 
STANLEY  7-ISS4 
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GE 

R AYTH  EON 


SPERRY 

RCA 


S Y  L V AN  I  A 
BEN  D I  X 


CC 
H  E 
RAY 
BEN  [ 
SPER 


$40,000,000 

Aeronautical  &  Electronic  Equipment  y 


TUBES 

TEST  EQUIPMENT 
ELECTRONIC  COMPONENTS 


PRATT 


COLLI 


^  We  sell  n  ew  equipment  of  lowest  prices 

SUPER  ELECTRONICS  CORP. 


SYLVAN 


53  WORTH  ST. 
WAIker  5  6000 


New  York  13.  N.  Y. 
Mr.  Perry 


BEN  D I  X 


HEWLETT  PACKARD  COLLINS  RADIO 
PRATT  &  WHITNEY  EIMAC 


LEGRI  S  COMPANY 

WANT  TO  BUY 

ALLEN -BRADLEY 


RESISTORS  &  POTENTIOMETERS 
all  your  excess  at  highest  prices 


SUBMIT  your  OFFEBING  diroctly  to 


LEGRI  S.  COMPANY 

391  RIVERDALE  AVE. 
YONKERS  5,  N.  Y. 


Phone;  Yonkers  9-6000 


OFF  THE  SHELF  DELIVERY . 

On  thousands  and  thousands  of  industrial  electronic  components,  including: 
RELAYS  ★  METERS  ★  TIMERS  ★  FRACTIONAL  HORSEPOWER,  SYNCHRONOUS 
&  INDUCTION  motors  ★  TIMING  DEVICES  ★  HEATERS  ★  THERMOMETERS  ★ 
THERMOSTATS  ★  BLOWERS  W  PUMPS  ★  STEPPERS  ★  PRECISION  &  POWER 
POTENTIOMETERS  ★  MAGNETS  W  SWITCHES  ★  RECORDING  INSTRUMENTS  ★. 
VOLTAGE  REGULATORS  ★  SELSYNS  ★  TRANSFORMERS  ★  VALVES  ★  RECTI- 
FIERS  ★  COUNTERS  ★  WEATHER  INSTRUMENTS  ★  BLACK  LIGHT  EQUIPMENT  ★ 
POWER  SUPPLIES  if  ETC..  ETC. 

Information  on  these  and  many  other  electronic  devices  and  components 
is  contained  in  our  monthly  bulletin— available  FREE  on  request  .  .  . 
Clip  and  attach  coupon  to  your  company  letterhead  NOW 


Please  Sertd  Your  Bulletin,  "THIS  MONTH"  To: 
name .  title . 


CITY . ZONE. 


HERBACH  &  RADEMAN,  INC.  DEPT.  LEC-1 

1204  ARCH  STREET  PHILADELPHIA  7,  PENNA. 
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SEARCHLIGHT  SECTION 


1AD4.. 
C1I/A. 
C1K... 
1P40. . 
1P41 . . 
»33.  . 
2C39A. 
3J36A. 
3i43... 
2J56A 
2J70... 
7K25. . 
2K36.  . 
3K3I . . 
2K40.. 
2K41 . . 
2K45.. 
2K4«.  . 
2KM.  . 
2KS4. . 
3APIA. 


CERAMIC  CAPACITORS 

DttIVtItY  MOM  STOCK 

FEED-THRUS 

STAND-OFFS 

TRIMMERS 

SILVER  MICA  BUnONS 
GENERAL  PURPOSE 
TEMP.  COMP. 

DISC  &  TUBULAR 

CAP  ELECTRONICS,  INC. 

•3  WARREN  ST.,  NYC  7 
RECTOR  3-M7R 


★  “AN"  CONNECTORS 

★  CANNON  "K"  "DPD", 
"DPB"  CONNECTORS 

it  "RG"  COAXIAL  CABLES 

★  "AN"  SWITCHES 

it  "AN"  CIRCUIT  BREAKERS 


it  "AN"  WIRE  MIL-W  SPEC, 
it  AIRCRAFT  INSULATORS 
it  AIRCRAFT  ANTENNAS 
it  AN-3436  TERMINAL  STRIPS 
★  "AN"  CONDUIT  FITTINGS 
it  AIRCRAFT  BULBS 


in  Stock  for  Immediate  Delivery 

WRITE  FOR  NEW  CATALOG 

Connector  Corporation 

OF  AMERICA 

137  HAMILTON  ST.,  NEW  HAVEN  11,  CONN.  SPRUCE  7-2513 

70  EAST  4SrH  ST.,  NEW  YORK  17,  N.  Y.  lExing»on  3-4254 


MILITARY  ELECTRONICS 

Sptciftlliini  In  Govnrnm«ntBl  R*«Hlr«nitntft  nt  U.ft. 
SlfflRl  Rpartt,  Compontnti  and  Equlpmant  Btrirtly 
to  U.8.  Slpnal  Corpi  Spocificationi. 

MATERIELS  &  CONSTRUCTIONS  S.A. 

15  Rwo  do  la  FoiMindorio— Porit  14,  Franco 


INSTRUMENT  CONVERSION  &  REPAIR 

Certified  Calibration 
—Since  1940— 

Precision  Electrical  Instrument  Co. 

146  Grand  St.  N«w  York  13,  N.  Y. 


Need  Delivery  Yesterday . . . 

ON 

Specialties  In  Electronics? 

Send  us  your  list  oi  requirements.  We 
oiler  Honest  Quaiity — 

Lasting  Satisioction  and  Service 
Mail  Wire  Or  Telephone  For  Quote 

ELECTRONIC  SPECIALTY  SUPPLY  CO. 

58  Walker  St.  N.Y.C.  13  Walker  5-8187 


WIRE 

INSULATED,  BARE,  MAGNET,  RESISTANCE 
COAXIAL,  HIGH  TEMPERATURE 

Complete  inventory  of  all  types  in  compliance  with  military  specifications 

MilW76A  MilW  8777A  MilW16878B  MilW7139A 

Mil  W  13074  Mil  W  3861  Mil  W  5086  Mil  W  583A 

Mil  W  13169  Mile  7078  Mil  W  13276  Mil  C 25038 

We  specialize  in  custom  built  prototype  types  of  wire  and  cable 

No  order  loo  emofr— none  loo  big 

ATLANTIC  &  PACIFIC  WIRE  &  CABLE  Co.,  Inc. 

Office  Dept.  1A,  137  Grand  St.,  New  York  13,  N.  Y.  WOrth  6-2508 


■rge  Stock  of 

ELEPHONE 

RELAYS 


’hn.9P 


SELLING 

Switches  —  Potentiometers 
Relays,  etc 
STARR  SURPLUS  SALES 
1038  N.  Hlfh  St  CPlumku,  I.  Okie 

Phent;  AX-4.1117 


A.  COTTONE  &  CO.,  INC. 

j  METERS  &  TEST  EQUIPMENT 

SCIENTIFIC  APPARATUS 
DI  9  2188 

340  CANAL  ST.  NEW  YORK  13,  N.  Y. 


ALL  mdse,  guaranteed.  24-hour  telephones  take  your  orders  any  time  for  prompt  servicing.  AAoteriol  subject  to  prior  sole. 


PAGE  ELECTRONICS 

136  Liberty  Street  COrtlandt  7-4245  New  York  6,  N.  Y. 


1.50  3JP7.... 
9.00  C3ni4.  . 

7.50  4C33... 
2.00  4  032... 

1.50  4X1506. 
20.00  5ACP11. 
11.00  50Cr7.  . 
75.00  5rP4A.. 
70.00  5J26.... 

72.50  51P1.... 
100.00  6A65WA 

17.50  60U.... 
35.00  68M6... 
25.00  68M6A. 
75.00  ■  EL68.... 
90.00  EUCF.. 
40.00  SRC12.. 
50.00  EIU8... 

160.00  V45 _ 

65.00  SRU55A. 
12.00  I  V57 _ 


.  7.50  SRX92.. 

15.00  OK103.. 
100.00  152TL... 
25.00  QK1S5.. 
3X00  OK301.. 
75.00  WE336A 
90.00  QK347.. 

20.00  WE261A. 
250.00  QK27S.. 
20.00  EE300... 
2.50  304TL... 
30.00  U311... 
33.50  U3I5... 
40.00  WE339A. 
7.00  WE353A. 
9.00  QK301.. 
100.00  OK306.. 

15.00  OK404.. 
475.00  WE433A. 
225  00  UE576.. 
125.00  5798... 


15.00 

5721 . . . . 

17.00 

5726.... 

25.00 

5744WA 

7.50 

5764.... 

15.00 

5760.... 

1.50 

5777.... 

2.50 

5770.... 

X75 

57(4WA 

1X00 

57»7.... 

22.50 

5a03.... 

100.00 

5ai4WA 

20.00 

5117.... 

100.00 

5039WA 

175.00 

5036.... 

450.00 

5a37.... 

20.00 

5054.... 

4.00 

5065.... 

70.00 

5937.... 

1.50 

5949.... 

4.00 

5960... 

X75 

5974.... 

140.00 

5911. . 

120.00 

5902.. 

5.00 

5907.. 

45.00 

6021.. 

35.00 

6037.. 

145.00 

6072.. 

145.00 

4101.. 

5.00 

6111.. 

X50 

6112.. 

4.00 

6115.. 

X50 

6115A 

100.00 

6116.. 

2.50 

6152.. 

72.50 

6161.. 

72.50 

6167.. 

2.25 

6177.. 

110.00 

6214.. 

50.00 

4229.. 

100.00 

4230.. 

33.50 

6271.. 

43.50 

6247.. 

275.00 

35.00 

30.00 

70.00 

145.00 

100.00 

90.00 

20.00 

200.00 

27.00 

35.00 

250.00 

62.50 

4.00 

5.00 

100.00 

100.00 

70.00 

7.00 

17.00 

12.00 


70.00 

125.00 

9.00 

4.00 

175.00 

5.00 

3.00 

4.50 
4.00 

55.00 

72.50 

90.00 

6.00 

60.00 

30.00 

125.00 

35.00 

300.00 

400.00 

15.00 

5.50 


75.00 
35.00 
315.00 
75.00 
65.00 
75.00 
140.00 
700.00 
.  5.50 

•  50 
425.00 
450.00 
,  40.00 
.  62.50 
250.00 
.  42.50 
.  42.50 
600.00 
.  12.00 
.  90.00 
.  70.00 


UE5S3. 

627... 


672A 

7218. 

726C. 

•07.. 


910 . 

■1111. . 
■  1131C. 
■4340.  . 

5527.. .. 
5543.  .  . 
350a.... 

5593.. . 

5607.. .. 

5626. .  . . 

5647.. .. 

5650.. .. 

5651.. .. 
5702WA 
5702WA 


62S2 


6292 


6326 


6346 


6365 


6303. 


6390 


64S4 


6551 


6573 


65«« 


6594 


6455 


6016 . 

6035  QK464 
4901 . 


713« 
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WE  ARE  th«  outlet  for  a  famous 
manufacturer  for  these 
SPECIAL  PURPOSE  TUBES 
HI-COMMERCIAL  QUALITY  .  .  . 
STEADY  SUPPLIESI 

MS9  MM  9101 

SJ4  071*  !IM7  9111 

9JIWA  fV7l»  M77  9llt 

9J9  U’A  M40  9071 


42  Whit*  St.,  N*w  York  13,  N.  V.  •  WAIkar  S  9237 


DUMONT 
HIGH  VOLTAGE 


POWER  SUPPLIES 


NEW . $49.9S  00  F.O.B.  BROOKLYN 


SfG  ELECTRONICS  CO.,  INC. 

177t  Flotbwth  Av«.  Brooklyn  10,  N.  Y. 

Cl  2.4333 


FIITORS  iVtrloprrt  to  mm  «per  MIL  K- 

IlmnrtiCAltF  wolrol:  -«•  to  -i-IJ.'iT;  MKJ 
t  rr  It  mtiherc:  rtintoit  r»iit)R  t  amp  844111*^  lug 
rofinmioti* .  Si>.5  VIM';  lt|*I)Ti2<') .  it**  ohm^:  3.H 

«;  SIII306  . rOO* 


POHER  BRUMFIELD 
SM-TERADIO  6000 

HnwII  dia.  1  144'  Id.  HI'PT  ll■hl 

aeliht.  h^rm«>tlcall>'  '•palwl  r^Uv  tn  cylin¬ 
drical  ahell  wltb  7  pin  miniature  ba'***. 


Ohnii  AmatCaBa  Ca* 


ALL  MKm  il \NI)IMK  IS  fH  AUANTKKn 
AND  MAY  ItK  UVTt  HNKD  FDR  FI  LL  t'RKDIT 

IMccy  ll«t«u1  with  aHtcii^k  l*i  arr  .•nibjm  to 
QI  ANTITY  DISf’tn  NTS 

1-9  . aa  <|iiot«4<1  VI -99 . 15'r 

10  ID . OTpr  too  . J0<V 

Sand  for  cotofog  BB 


Dalivars  23  kv.  fully  ragulotad  ond  adiu«t*Tbla 

•  aao^'a  •  aNooaiaacoaaa 

•  coLoa  AMO  aaojfCTtoM  tv 

•  MIOM  VOiTAOl  TiaTINa.  ITC. 


v<iltJMr9*.pefftiUiof .  ('otitaloe  ewMrtt  |iri*t»<tl4m  rlm«U* 
t4i  iliMitil#  ihd'  II  V.  ufot)  swe*i>  fallkirv.  I.4tw  v«>ltMe 
■teri  r9*gul«l^  ity  UM>  4i4  HitlA  |*r>wfr  Trstiefikrmar 

with  niAU’hlng  <'A|i«rttf>r  ov#r  9^ot.  rontalne 

in  Ctilwe  aimI  :i  raUye  Input  117  V  Ar  flti  r>rl»e 


FILTORS  2680I8B:  Same  a«  Alllnl  MHIHD.  % 
V  IN';  ai'in'(M-)  StNi  ohm:  SS  m;  SRI70S  7.S0* 


FILT0R8  2a8AI2A;  Dcm  lo|ird  to  mm  i^pH*  MIL  K 
'.7'iA;  •haiur  Mm  \UtfHl  MH12D;  2*.  %  VIM  ;  ll>l>T 
liri:  S'to  ohniA;  SS  ta. :  Soltli-r  lug  header; 
allS70  .  . 7.P#* 


PRODUCTION  QUANTITIE 


ALLIED  MH60  DI'I)T<^*):  12  os:  Operate  time: 
a  mllllHee  release:  5  mlllliiec:  28.5  VIM*;  4tMi 

ohm:  ff  11665  . 6  00* 

VIM';  D7IMI  ohai:rRi703  . 6.50 


UNION  SWITCH  UN3I2200:  27.5  VIM';  arilTtfK’l: 


2M»  nhm;  D  x  1^"  H:  Plug  In: 

TRI429  . 7.56* 

UNION  SWITCH  UN329735:  27  5  VIM';  apDTlM'i: 
2*m  *>hm;  I  Vi"  D  X  IS"  II;  Snider  lug  header  ; 
rRi7IM  . 7.50* 


universal 

RELAY  CORP. 


RELAY  CORP. 


niversal i 


MILLISECOND  TIMER 

riMCR  CURTISS  SYNCHRONIZER 
A.A.F  PART  NO.  47GI0533 
STANDARD  ELECTRIC  TIME  CO. 
IST360.  A  portable  prpcldiin  deslce 
or  measuring  rlapeed  tmir  in  milH 
m'ood'*  alth  an  accuracy  of  I  Dillll<4ee 
ttperates  on  24V  IM’  Range  m  tn  Dan 
mllllMT.  .001  mlllliyec  ecale  <U»l<4|nii 
FTlrctrlcal  reaet. 

. 36.50*  MM. 


4H  60  VIM*:  3700  ohm.  #RI702 


CONSISTENTLY 


HIGH  QUALITY 

ELECTRON  TUBES... 

At  SENSIBLE  PRICES! 

Write  for  industrial  prices. 


PRODUCTION 

QUANTITIES 

AVAILABLE 


AND  ON  OUR  PREMISES 


TUBE  TESTING  LABORATORY 

TEST  YOUR  ELECTRONIC  TUBES  AND 
CRYSTAL  DIODES  TO  COMMERCIAL 
SPECIFICATIONS. 

LAB  CERTIFICATES  SUPPLIED. 


W<  hov*  on*  of  th*  mott  compUl*  tgbo  ttecki  in  Ih*  country  All  lub*i  or*  fully  guorontood, 
(londord  brondt  only,  and  at  low*«t  pric*>  potiibl*  contittoni  with  our  fomoui  critical  tlondard 
for  high  quality.  W*  alto  ttock  and  monufoctur*  solonium  r*clifi*rt  and  OMOciotod  trontformori 
and  chok**  to  your  own  tpocificationi.  Fast  d*liv*ry  Writ*  for  pricot  and  d*tail>. 


AUTHORIZED 

DISTRIBUTORS 

FOR- 

PENTA 

EIMAC 

CETRON 

CBS-HYT. 

LEWIS  &  K. 

MULLARD 

GONSET 

E.  F.  JOHNSON 

INDUSTRO 

&  OTHERS 


ONE  OF  THE 
-  LARGEST  - 
TUBE  STOCKS 
IN  THE  WORLD! 


Write  for  a  copy  of  our  industrial  "GREEN  SHEET"  catalog,  which  lists  exceptional 
values  of  quality  test  equipment,  lab  components,  reactors,  transformers,  relays, 
capacitors,  racks,  tubes,  transistors,  diodes,  meters  and  other  components,  test 
equipment  and  electronic  assemblies. 


PHONE;  WAIker  5-7000 
CABLE:  TELETYPE 

BARRYLECT,  NY  ‘j*  NY  1-3731 
512  BROADWAY  •  NEW  YORK  12,  N  Y. 


B.44^Y 
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TUBES 


CONTACT  US  FOR 
HARD-TO-GET  TYPES 


At  Excellent  Savings 

Prompt  Delivery  from  Our  Well-Stocked  Inventory 
on  Hundreds  of  Types  of  Receiving,  Transmitting 
and  Special  Purpose  Tubes 
Brand  New— Original  Boxed  and  Bulk 
- ,  1st  Quality— Guaranteed 


W[  INVITE  INQUIRIES  FROM  FOREIGN  AND  DOMESTIC 
PURCHASING  AGENTS.  INDUSTRIALS,  EDUCATIONAL 
INSTITUTIONS,  RESEARCH  LAtORATORIES 


SOLO  Electronic  Sales  Corp. 

190  Washington  St.  N.Y.C.  WOrth  2-1042 


WHOLESALE  —  EXPORT 


Louis  H.  Grossberg 


W«  Poy  Coth 
for  yoor  fyho  in- 
controct 
tvrmifiotiofit,  Ov«r- 
rwfi«.  Coll  tff  lor 
Prompt  on^  High 
Qoototions. 


KEEP  CANDEE  HANDY 

for  electronics  unlimited! 

lAFT  GROUND  AIRBORNE 


AIRCRAFT 

ARC-27 
MN-62 
ARC-1, -3 

MARINE 

Navigation 

Radar 

Communication 

INSTRUMENTS: 


EXPERIMENTAL 

Test  Equip. 

Lab  Equip. 

Meters 


COMMERCIAL 

Inverters 

Tubes 

Power  Equip. 


W«  kov#  •xfontivp  invontory  of  inttrumonH 
IN  I  d*  for  navi9afion,  communication,  ond  rodor. 

Wo  solicit  ifiquirios  for  oil  typos  of  oloctronic  oqvipmont. 

J.  J.  CANDEE  CO. 


509  No.  Victory  Blvd. 


Burbank,  California 


Phone:  Victoria  9-241 1 


HANDBOOKS, 
TECHNICAL  ORDERS, 
PUBLICATIONS 

The  Countrv'i  Largest  Supply  o( 
0<Hci-l  M  Ulary  Publication* 

3  New  Carload*  Arriving  Every  Week — 
Late*!  Dale*.  La1e*l  Eguipment  Part* 
Catalog.  Oporatlon-Overhaul-  Illuilraled 
Parts  Breakdown,  intercbangoabilily 

COVERING 

Aircraft  of  oil  typos  Eloctronict 


Armamont 

Instrumonts 

Photoqrapkic 


Accosftorioi  of  oil  typos 
Engirtot,  Jot  &  Intornol 
Combustion 


Fodorol  Stock  Numbor  Tost  A  Sorvico  Equip- 


Cross  Indoxos  mont — Eloctronic  & 

Holicoptors  Otkor 

Involuoblo  for  SALES, 

RESEARCH,  ENGINEERING, 
OVERHAUL,  OPERATION  A  SERVICE 

TECHNICAL  PUBLICATIONS,  INC. 

701  SENECA  ST.,  BUFFALO  10, 

NEW  YORK,  U.  S.  A. 

PHONE:  WA  4431,  4433 


BLOWERS  —  FANS  —  MOTOR  —  AIR  COMPRESSORS 

LARGE  VARIETY  IN  STOCK 

Contoct  U$  F«r  Your  Requirement*  I ^  I 

ELECTRIC  TRADING  C0.3i3-3i5'*c'’onof  “,  nyc 


ADJUSTABLE 
CAMS  FOR 
AUTOMATION 


Writs  for  ories  Hit  and 
catalog  showini  lOOO'i 
of  automation  Itooit. 


Two  section  cam,  fanwisc  spread  to  adjost.  Setting 
locked  by  hex  nut.  May  be  ganged  on  shaft. 
Actuates  microswitch  from  to  95*«  of  total 
cvcie  time. 

In  stock  for  immediate  delh'ory  in  thA  tniiow'no 
Sl/ef— I  7/16",  IS',  r  and  r  dla.  with 
hub  bores  of  3/32.  >/«,  3/16.  S  and  5/16  inch. 
Custom  made  cams  to  your  specifications. 

SOUNDTRONICS  LABS 
630  ARCH  ST. 

PHILA.  6  PA.  MARKET  7-2775 


Prompt  Delivery  at  Lowest  Prices 

FOR  ANY 

ELECTRONIC  EQUIPMENT  and  PARTS 
COMMERCIAL  AND  MILITARY 

ELECTRONIC  SURPLUS  BROKERS 

148  Chambers  St.,  N.Y.C.  7  REcfor  2-1Sf1 
Wo  Identify  Govornmonf  Stock  Numbers 


CLARENCE  CARRUTHERS, 


INVERTERS  and  INVERTER  PARTS 

ISS  First  Sfreel,  Min.ola,  L.  I.,  New  York 
Plon«.r  7-0071 

Cable;  Clorcarru,  Mineelo,  New  Yerk 


COMMUNICATION  A  NAVIGATION 
EQUIPMENT  I  ACCESSORIES 

AIRBORNE 

ELECTRONICS,  INC. 

ISS  FIRST  STREET,  MINEOLA,  N.  Y. 
TELEPHONE;  CABLE;  AIRLECTRON 

PIONEER  4-4410  MINEOLANY 


^  WE  BUY  AND  SELL 

ELECTRONIC  SURPLUS 

RESISTORS,  CAPACITORS,  ETC. 

SPECIAL  JOB  LOTS  FOR  EXPORT 

f  MINEOLA  ELECTRONIC  SUPPLY  } 

423  HUDSON  ST..  N.  Y.  14.  N.  Y. 
OREGON  5-4497 


SEARCHLIGHT  Equipment 
Spotting  Service 

This  sorvico  is  oimod  at  holpinq  you,  the 
reader  of  "SEARCHLIGHT"^  to  locate  Sur¬ 
plus  now  ond  used  oloctronic  equipment  & 
components  not  currently  odvortisod.  (This 
sorvico  Is  for  USER-BUYERS  only).  No  chorqo 
or  obligotion. 

How  to  wto:  Chock  the  doolor  ods  to  too 
if  whot  you  wont  Is  net  currontfy  advertised. 
If  not,  send  us  the  spociGcotions  of  the 
equipment  wonted  on  the  coupon  below, 
or  on  your  own  cempony  lottornood  to: 

Soorchftqhf  Equipmonf 
Spotting  Sorvko 
c/o  ELECTRONICS 
330  W.  42nd  St.,  N.  Y.  36,  N.  Y. 

Yeur  requirements  will  be  breught  premgttv  to 
the  attentien  ef  tha  squigmant  daalars  advartislng 
in  this  sactien.  You  will  raealva  rafliat  diractly 
from  thorn. 


Soorchlight  Equipment  Spotting  Service 

c/o  ELECTRONICS 

330  W.  42nd  St.,  N.  Y.  36.  N  Y 

Pleasa  hole  us  locata  tha  fellawing  aquigmant 

cemganants. 
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SYLVANIA  INDUSTRIAL  &  MILITARY 

Special-Purpose  Cathode  Ray  Tubes 


TYPICAL  OPUATINO 

COPIOITIONS 

An«4«  il 

Aiiod*  *3 

CutoD 

1  •^11  act  r  o  static 

Typo 

Voitt 

Avfe  V*ltB 

VoHag* 

M^Mofnatic 

3FP7A . 

. 2;000 . 

.  573 

. .  30-90  _ 

3JPt . 

ee  30*90  eee. 

3JP2 . 

3JP7 . 

3Jfl2 . 1,500 .  300-513  3,000 . 22.5-67.5 . E. 

3Rri . 2,000 .  330-620  —  133  f. 

3RP4 . 2,000 .  330-620  —  133  E. 

56PIA . 2,000 .  450  —  20-60  E. 

3CPIA . 2,000 .  573  4,000 .  30-90  E. 

5Cr7A . 2,000 .  573  4,000 .  30-90  E. 

5CflIA . 2,000 .  373  4,000 .  30-90  E. 

3CPI2 . 2,000 .  375  4,000 . 

5A0fl . 1,500  300-313  3,000 . 

5ADP2 .  •  .  '  .  •  . . 


30-90  . E. 

34-56  . E. 

•  E. 


5ADf7 . 1,500 .  300-313  3,000 .  34-56  E. 

5ADf11 . 1,300 .  300-315  3.000 .  34-36  E. 

5UP1 . 2,000 .  340-640  —  . 

3Uf7 . 2,000 .  340-640  —  . 

3UP11 . 2,000 .  340-640  —  . 


3ABP1 . 2,000 .  400-690  4,000. 

5A»f4 .  —  —  .  —  . 

3AIP7 . 2,000 .  400-690  4,000. 

3ABP1I . 2,000 .  400-690  4.000. 

3AOP1 . 2,300 . 

5AQf2 .  •  . 


0-300 


90 

90 

90 


52-87  . E. 


52-87  . E. 

52-87  . E. 


5AOP7.. 

3AQPII. 


34-56  . E. 

•  . E. 


7JP1  . 
7VP1. 
7JP7. 
8CP1. 
8CP7. 


8FP4 . 16,000. 


6,000 . 1620-2400 .  —  72-168  E. 

3,000 .  800-1200 .  —  .  84  . E. 

6,000 . 1620-2400 .  —  72-168  E. 

2.000  .  340-800  4,000  24-56  E. 

2,000 .  340-800  4,000 .  24-56  E. 


35-72  . E. 


AppUcation 

C«n«fal-Pwrpo»  Oicilloscopef 
G«n«fal- Purpose  Oscillotcopes 
Radar  (ndkofort 
General-Purpose  OsctlloKopes 
Speciol  Oictlloscopet  &  radar 
indicatort 
Radar  indkotort 
Radar  indkolors 
General-Purpose  Oscilloscopes 
General-Purpose  Tube 
Generol- Purpose  Oscilloscope 
Generol-Purpose  Oscilloscope 
Radar  Indkotors 
OKilloscopes  for  visual  or 
phofograpbk  observation 
Radar  IndkaSors 
General-Purpose  OscillOKOpes 
Special  Oscilloscopes  & 
rador  indkotors 
Radar  Indkotors 
Oscilloscopes  for  visual  or 
pbotogropbk  observotion 
.General-Purpose  Oscilloscopes 
Radar  Indkotors 
Oscilloscopes  for  vissKsI  or 
pbotograptik  observation 
.Generol-Purpose  Oscilloscopes 
.General-Purpose  Tube 
Radar  Indkotors 
.  Oscilloscopes  for  visuol  or 
photograpbk  observation 
.Generol-Purpose  OtcRIoscopes 
-Speciol  Oscilloscopes  and 
radar  indkotors 
.Radar  indkotors 
.  Oscilloscopes  for  visual  or 
pbotograpbk  observation 
.General-Purpose  OscRtoscopes 
.Generol-Purpose  Oscilloscopes 
.  Rodar  Indkotors 
-General-Purpose  Oscilloscopes 
-Radar  Indkotors 
-Video  Monitors 


Ty^  Volte 

3AHP4A .  7,000. 

3AMP7 .  7,000. 

5AHP7A .  7,000. 

3AXP4 . 14.000. 

38NP16 . 14.000. 

3PP4A .  6,000. 

3PP7A .  6,000. 

3PP11A .  •  . 


TTPICAl.  OnRATIPia  CONDITIONS 

OoDoctlon 

Accolarotor  CotofI  I— Ooetroetotk 

OrM  VoHe  Votto^o  M— Mognotlc 


.230. 

.250. 


.23-70 . M. 

.23-70 . M. 


3PPI4 .  6,000 . 230 . 23-70 . M. 

3ZP16 . 20,000 . 200 . 42-98 . M. 


7A8P7 .  7,000 . 300 . 

7A8P7A .  7.000 . 300 . 

7A8P14 .  7,000 . 300 . 

7ABPI4A .  7,000 . 300 . 

7A8PI9 .  7.000 . 300 . 

7A8P19A .  7,000 . 300 . 

78P2A .  7,000 . 300 . 


78P7A .  7,000 . 230 .  23-70 . M. 

7MP7 .......................  7 ,000 ..................2 30 27-63 ................M. 

8XP4 . 16,000 . 300 . 33-77 . M. 

8YP4 ...a. 1 6,000 ..................  300. ...................  33-72 ...... ..........M. 

10KP7  .  9,000 . 230 . 27-63 . M. 

10NPI I . 18,000 . t4o  Grid . 63-123 . M. 


10SP4 . 14,000 . — . 

10VP7 . 11,000 . 250 . 

10VP13 . 11,000 . 230 . 

10WP7 . 10,000. 

12A8P7 . 10,000. 

12AP87A . 10,000. 

I2ABP14 . 10,000. 

12ABP14A . 10,000. 


. 18-48 . M. 

. 33-77 . M. 

. 33-77 . M. 


. 300 . 

. 300 . 

. 300 . 

. 300 . 

. 300 . 

I2ABP19 . 10,000 . 3*0 . 

12ABP19A . 10,000 . 300 . 

12SP7 .  9,000 . 250 . 


.33-77 . 

.33-77 . 

.33-77 . 

.33-77 . 

.33-77 . 

.33-77;'. 

.27-63 . 


Appllcotlow 

.  .TV  Monitor 
. .  Rador  Indkotors 
..  Rodar  Indkotors 
, .  .TV  Receiver  Test  Pkture  Tube 
, .  .TV  Pkb-Up  of  pbotographs  by 
Rying  spot  scoisner 
. .  TV  Mortitor 
. .  Radar  Irsdkotors 
. . .  OKMoscopes  for  visual  or 
pbotogroplMc  observotion 
, . .  Radar  Indkotors 
. . .  TV  pkb-up  of  pbotographs  by 
hying  spot  Konner 
> .  .Rodar  Indkotors 
, .  .Rodar  Indkotors 
. . .  Rodar  Indkotors 
. .  Radar  Indkotors 
. .  Rodor  Indkotors 
, . .  Rador  Indkotors 
. .  .Speciol  Oscilloscopes  ond 
rodor  indkotors 
. .  .Rador  Indkotors 
. . .  Radar  Indkotors 
. .  .TV  Receiver  Test  Picture  Tube 
. .  .TV  Receiver  Test  Picture  Tube 
, . .  Rodor  Indkotors 
. . .  OscRIoscopes  for  visual  or 
pbotograpbk  observotion 
. . .  Video  Monitors 
. . .  Rodor  Indkotors 
...TV  pkli-up  of  photographs  by 
Ryirsg  spot  Konning 
. . .  Rodor  Indkotors 
. . .  Rodor  Indkotors 
. . .  Radar  Indkotors 
. . .  Rador  Indkotors 
. . .  Radar  bsdkators 
. .  .Radar  Indkotors 
. . .  Rador  Indkotors 
. . .  Radar  Indkators 


SYLVANIA  TV  PICTURE  TUBES.  In  televition  picture  tubes  too,  Sylvonio  stands  out  os  a  leading  source  for  the  widest  variety 
of  types.  From  conventional  90°  tubes  to  the  latest  in  1 1 0°  types,  Sylvonio,  trendsetter  in  picture  tube  design,  con  supply  your  needs. 


^  SYLVANIA 


SYLVANIA  ELECTRIC  PRODUCTS  INC. 
1740  Broadway,  Now  York  19,  N.  Y. 

In  Canada:  Sylvonio  Electric  (Canodo)  ltd. 
Shall  Tower  Building,  Montreal 
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SYLVANIA  GERMANIUM  TRANSISTORS 


RotliiQt 


w- 


Trondttor 

Typ* 


Max.  DIt*. 

At  as°c 

Ty^a  AaiMant 


Tyaa  ApyMtatlaa  Ty»a  AaiMant  VCI  VCI(1)  1C  (nM)  Tamp 


tr.lF  AMPUFIU 

2N94 . RF-IF  Ampliflar . NPN...  SO  mw . — . 20 . — ....  75.. 

2N94A - RF.IF  Ampliflar . NPN...  50  mw . 20 . 20 . 50....  75.. 

*2NI  39.  . .  .RF-IF  Ampliflar . PNP. . .  35  mw . -16 . — . 15 . 70.. 

2N216 - IF  Amplifiar . NPN _ 50  mw . — . 18 . 10 . 75.. 

•2N229 - IF-Audio . NPN.... 50  mw . 6 . — . 40 . 75.. 

•2N233 - IF  Ampliflar . NPN _ 50  mw . 10 . 10 . 50 . 75.. 

2N233A. .  .IF  Ampliflar . NPN. . .  .50  mw . — . 18 . — . 75. . 

2N247 - RF/IF  Ampliflar . PNP _ 35  mw . -35...VEB  -—0.5 . 10 . 85.. 

2N370 - 20  Me  Ampliflar . PNP _ 80  mw . -20...VEB  =-1.5 . 10 . 85.. 

2N373 - IF  Ampliflar . PNP _ 80  mw . -12...VEB  =-0.S . 10 . 85.. 

2N413A...IF  Ampliflar . PNP.  ..150  mw . -30 . -15 . 200 . 85.. 

2N4I4A...IF  Ampliflar . PNP. ..150  mw . -30 . -15 . 200 . 85.. 

2N415A...IF  Ampliflar . PNP.  ..150  mw . -30 . -15 . 200 . 85.. 

2N515 - IF  Ampliflar . NPN. ...50  mw . — . 18 . 10 . 75.. 


Typkal  Valuat  ^  cifxvit 

Max.  Cutatl  Currant  fawar 

Max.  Junctian  Currant  Onin  (ua  at  ratad  Cutall  Pra^uancy  Oain 
IC(ma)  Tamp.  ( O  Hfa  iPB  VCB)  ICBO  tahlnicl  taa(nia)  Ab 


- - 75 . 7.5 _ 35 . — . 3 . — . 26 

.50....  75 . 25 . — . 25 . 6 . — . 27 

.15 . 70 . 45 . — . 6.0 . 6 . — . 30 

.10 . 75 . 7.5 _ — . 25 . 3 . — . 26 


.40 . 75 . 15 . — 

.50 . 75 . 4.5 _ — 

. . 75 . 5 . — 

.10 . 85 . 60 . — 

.10 . 85 . 105 . — 

.10 . 85 . 90 . — 


2N516 - IF  Ampliflar . NPN 50  mw. . . . 

2NS17 _ IF  Ampliflar . NPN 50  mw. . . . 

2N544 _ RF/IF  Ampliflar . PNP.... 80  mw _ 

2N624 _ 12.5  me  Ampliflar . PNP.  ..100  mw.... 

OSaUATOR 

2N193 _ OKXIotor . NPN.... 50  mw.... 

2N2 II.... Oicillator . NPN.  ...50  mw . . . . 

2N37I _ 20  Me  OKillolor . PNP _ 80  mw. ... 


.50mw . — . 18.... 

.80  mw . -I8...VEB  =-1.0  . 

100  mw . -30 . -20 _ 


. 50  mw . — . 18.... 

. 50  mw . — . 10.... 

.80  mw . -20...VEB  =-0.S  . 


..10 . 75 . 7.5, 

..10 . 75 . 7.5 

..10 . 85 . 100.. 

_ 100 . 30.. 

..50 . 75 . 7.5 

..50 . 75 . 10.. 

..10 . 85 . 90.. 


—  . 100 . 3 . — . — 

—  . 50 . Rb'Ce  1200  —  uu< _ 

—  . 25 . 3 . — . 24 

—  . 25 . (1.5  me  oparotion) . 27 

—  . 25 . — . — . 13J 

—  . 3 . — . — . 38 

—  . 5 . 2.5 . — . 33 

—  . 5 . 7 . — . 35 

—  . 5 . 10 . — . 39 

—  . 25 . 3 . — . 25 

—  . 25 . 3 . — . 27 

—  . 25 . 3 . — . 28.: 

—  . 25 . (1.5  me  oparaflon) . 34 

—  . 15 . (I  2  J  me  oparoHonl . 20 


.  . 25 . 3 . — . - 

. . 25 . 3 . — . — 


..Mixar . NPN _ SO  ■ 


2N372 _ 20  Me  Mixar . PNP. . 

2N409 _ Mixar . PNP. . 

•2N410 _ Mixar . PNP. . 

CONVBRTU 

2N21 2 . . .  .Convartar. ......... .NPN . . 

2N140 _ Convartar . PNP. . 

2N374. . .  .Convartar . PNP.. 

2N41 1 . . .  .Convartar . PNP. . 

*2N41  2. . .  .Convartar . PNP. . 

AUDIO,  DRIVER,  AND  MEDIUM  POWER 

2N34 . Audio . PNP. . 

2N35. . . . .  Audio-Drivar . . .  .NPN. . 

2N68 . Audio-Powar . PNP . . 

2N95 . Audio-Powar . NPN. . 


,  .80mw . -20...VEB  ^-0.5, 

. .  80  mw . — . -20 . . . . 

,  .80  mw . — . —20. . . . 


.50  mw . — . 12 . 

,  .35  mw . —16 . — . 

,.80  mw . -12...VEB  =  -0.5... 

, .  80  mw . -13 . — . 

..80  mw . -13 . — . 

,  .50  mw . -40 . — . 

..50  mw . 40 . 25 . 

...1.5  w . -30 . -15 . 

...1.5  w . 30 . 15 . 


2N101 _ Audio-Powar . PNP . I  w. . 

2N 1 02. ..  .Audio-Powar . NPN . 1  w.. 

2N109 _ Audio . PNP.... 50  mw 

2N 1 4 1 _ Audio-Powar . PNP . 1 .5  w 

2N1 42 . . .  .Audio-Powar . NPN . 1.5  w 

2N143 _ Audio-Powar . PNP . 1  w.. 

2N144 _ Audio-Powar . NPN . I  w.. 


..Audio-Drivar . NPN _ 50  mw . 40 . 25 . 100 . 75.. 


2N21 4. . . .  Audio-Motehad  Poir. .  .NPN. . .  1  80  mw . 40. . 

*2N217. . . .  Audio-Drivrr . PNP. ...  50  mw . -25. . 

2N228 . . .  .Audio-Output . NPN. ...  50  mw . 40. . 

2N24IA...Audio . PNP.  ..180  mw . -25.. 

2N270. . .  .Audio-Powar . PNP.  ..150  mw . —25. . 

2N306 ....  Audio-Drivar . NPN ....  50  mw . 20 . . 

2N321 _ Audio . PNP. .  .200  mw . -20.. 

2N381 _ Audio-Powar . PNP. .  .200  mw . — . . 

2N382 . . .  .Audio-Powar . PNP. .  .200  mw . — . . 


.200  mw . -20 . — . 

.200  mw . — . -30. 

.200  mw . — . -30. 


..Audio-Power . PNP. . .  200  mw . — . -30 . 200 . 85. 

.  .Audio-Drivar . PNP. .  .150  mw . —12 . — . 70. ....85. 


.Audio . PNP. .  .150 

.Audio . PNP...  150 


150  mw . -20 . — . 

150  mw . -20 . — . 


. 90... 

- .... 

...25.... 

........ 

........ 

...  1 4.5 

_ ^ _ 

...25.... 

_ ^ _ 

...15 

. 90.. 

_ ... _ 

...27 _ 

_ —  _ _ 

_ _ _ 

...  1 4.5 

. 48.. 

.  .  .a—.  .  .  . 

...20 

....3a.ee 

a  a.  20 

. 20.. 

...25.... 

...30 

...aSaaaa 

a.  a  30 

. io5.. 

_ 

....3 _ 

_ 

...40 

. —  .  . 

.  .  .-am _ 

_ 5 _ 

_ .... 

_ —  _ _ 

...32 

aa.aSaa.a 

a  a  .32 

950  min.. . 

...75.... 

..  .400... 

...35 

. 75.. 

_ ^ _ _ 

...50.... 

.  .  .  — _ 

.  .010... 

...37 

. —  .  . 

...40.... 

aa5  mOaaa 

..  .400... 

_ — . . . . 

...23 

. —  .  . 

...40.... 

a.  5  ma.aa 

..  .400... 

_ ... _ 

...23 

. «...  . 

...40.... 

a  a  5  mOaaa 

. .  .400... 

_ ^ _ 

...23 

. —  .  . 

...40 _ 

a  .5  mOa  a  a 

..  .400... 

_ . _ 

...23 

. _  .  . 

...70 _ 

_ 5... 

.  .  . _ 

_ — . . . . 

. —  .  . 

_ 40.... 

a  a  5  mOaea 

..  .400... 

. . .  . 

...23 

. . 

....40.... 

a  a  5  mOaaa 

..  .400... 

_ _ _ 

...23 

. . 

_ 40.... 

a  a5  mOaaa 

..  .400... 

_ .. _ 

...23 

. 

....30.... 

a  a  5  mo  a  a  a 

..  .400... 

.  .  .—a.  .  .  . 

...23 

...50... 

_ .. _ 

.  .010... 

...40 

. «  .  . 

....75.... 

...25.... 

.  .  .  — .  . 

.  .110... 

...28 

. 

_ 70.... 

....5.... 

_ a—  .  .  .  . 

...33 

. 60.. 

_ 70.... 

...50.... 

..  600... 

_ ...... 

...26 

. _  .  . 

....73.... 

...16... 

....1.3.. 

...35 

. _  .  . 

....75.... 

.  .  _  _ _ 

.  .006... 

...30 

. 75.. 

...25.... 

..  .600... 

_ _ _ _ 

...37 

. —  .  . 

_ 73.... 

...16... 

_ 1.3.. 

.  .  .  — _ _ 

...35 

. . 

_ 35.... 

...10... 

_ —  .  .  .  . 

...10.... 

...30 

. _  .  . 

_ 60 _ 

...10.... 

_ —  .  .  .  . 

...10.... 

...34 

. —  .  . 

_ 80... 

...10.... 

_ —  .  .  .  . 

...10.... 

...38 

. 35.. 

...14... 

_ . _ 

...43 

. 65.. 

.  .  .  .a— _ 

aa.Uaaaa 

..  .400... 

_ ^ _ _ 

...  — 

. 65.. 

a  a  a  a  — a  a  a 

...14.... 

..  .400... 

..a  — a... 

a  a  a  — 

HIGH  POWER  AUDIO 


•2N155. . 

a  a  Audio-Power . 

...aPNP.. 

.  ..8.5  w . 

..-30... 

..-25... 

•2N173.. 

a  a  Audio-Power . 

....PNP.. 

.  .55  w . 

.  .  .  .  . 

a  a  -40  a  a  a 

_ 13A. 

•2N174. . 

a  a  Audio-Power . 

. .55  w  . 

.  .  a  .  .  . 

..-80... 

_ 13A. 

2N176. . 

a  a  Audio-Power . 

_ PNP. . 

..10  wot  80°C... 

..-30... 

. 3A. 

•2N235A. 

a  a  Audio-Power . 

_ PNP. . 

.  .25  w . 

.a-40aaa 

. 3A. 

2N242. . 

a  a  Audio-Power . 

_ PNP.  a 

.  .25  w . 

..-45... 

..-45... 

. 2A. 

•2N250. . 

a  a  Audio-Power . 

....PNP. . 

.  .  12  w . 

..-30... 

..-30... 

. 2A. 

•2N2S5.. 

a  a  Audio-Power . 

_ PNP.  . 

...6.25  w . 

..-15... 

.  _ _ ... 

. 3A. 

•2N257. . 

a  .Audio- Power . 

....PNP.. 

..25  w . 

..-40... 

.  .  .  a—  .  .  . 

. 2A. 

2N268. . 

a  a  Audio-Power . 

_ PNP. . 

..25  w . 

..-80... 

_ _  — .  . 

•2N278. . 

a  a  Audio-Power . 

....PNP.. 

..55  w . 

..-50... 

..-20... 

_ 13A. 

2N296. . 

a  a  Audio-Power . 

_ PNP.  . 

.  .25  w . 

.  .  .  —  .  .  - 

a  a  —60  a  a  a 

. 2A. 

2N301  . . 

a  a  Audio-Power . 

_ PNP.  a 

. .  1 2  w  ot  55°C  . . 

,  ..-40... 

. lA. 

2N301A. 

a  a  Audio-Power . 

_ PNP.  a 

. .  1 2  w  ot  SS-C  . . 

..-60... 

.  _ _ ... 

•2N307.. 

a  a  Audio-Power . 

_ PNP.  a 

..10  w . 

..-35... 

..-35. . . 

. lA. 

2N307A. 

a  a  Audio-Power . 

..17  w . 

...-35... 

..-35... 

2N325. . 

a  a  Audio-Power . 

_ PNP.  . 

..12  w . 

..-35... 

..-35... 

. 2A. 

2N326.. 

a  a  Audio-Power . 

..  .7  w . 

...35... 

...35. . . 

. 2A, 

2N350.. 

a  a  Audio-Power. . . . , 

_ PNP.  a 

. .  1  0  w  of  80°C  . . 

..-40... 

. 3A, 

2N351.. 

a  a  Audio-Power. . . . , 

. PNP. . 

. .  1 0  w  ot  80°C  . . 

..-40... 

a  a  a  — a  a  a 

. 3A, 

.2A. .  100 . — . — . 1.0 . — . 007. 


.  — . 2.5  mo . — . 


.200 . — . 21 


,...1.0  mo . — . 007 . 

. . . .  2.0  mo . — . 006 . 

. 5  mo . — . 005. 


..  — . 30.. 

..  — . 30.. 

..  — . 35.. 

..  — . 35.. 

..30 . 40.. 


0.5  mo . . 

....... 

........ 

...35 

7.5  mo.. 

_ 

.  .003.  . . 

a  a  a  — 

3.5  mo.  a 

.  _  _ _ _ 

.  .0035.. 

...25 

.250... 

.  .150.. 

.  .  .  — _ 

.250... 

.  .150.. 

_ —  .  .  .  . 

1  .5  mo  a  a 

.  .a— _ 

.  .005... 

...31.5 

1  .5  mo  a  a 

aa  — aaa. 

.  .005... 

...33.5 

. . .  Cora  Driver . NPN . 2.5  w  . . 


2N312. . 

a  a  Switching . 

.100  mw . 

. 15... 

...IS... 

...  200 

2N356. . 

a  .Switching . 

.100  mw . 

. 20... 

...18... 

...500. 

2N357. . 

a  a  Switching . . . 

.100  mw . 

. 20... 

...15... 

...500. 

2N3S8.. 

a  .Switching . 

.100  mw . 

. 20... 

...12... 

...500 

2N377.. 

a  .Switching . 

. NPN.. 

.150  mw . 

. 25... 

...20. .. 

...200. 

2N38S. 

a  a  Switching . 

.  1  50  mw . 

. 25... 

...25. .. 

...200. 

2N388. . 

a  a  Switching . 

.150  mw . 

. 25... 

...20... 

...200. 

2N404.. 

a  a  Switching . 

.120  mw . 

. -25... 

..-24... 

...100. 

2N425. 

a  .  Switching . 

.150  mw . 

. -30... 

..-20... 

...400. 

2N426. 

a  .Switching,  a . . . . . 

. PNP.  . 

.150  mw . 

. -30... 

..-18... 

...400 

2K427. 

a  .Switching . 

.150  mw . 

. -30... 

..-15... 

...400 

2N428. 

a  a  Switching . 

.150  mw . 

. -30... 

..-12... 

...400 

2NSS6. 

a  .Switching . 

.100  mw _ 

. 25... 

...20... 

...  200 

2N557. 

a  .Switching . 

a  100  mw.  a  a  . 

. 20... 

...20... 

...200 

2N558. 

a  a  Switching . 

.100  mw _ 

. 15... 

...10... 

...  200 

2N576. 

a  .Core  Driver.. . . 

.200  mw _ 

. 20... 

_ 20... 

...400 

2NS87. 

a  a  Switching . 

.150  mw _ 

. 40... 

....20... 

....200 

. 40 . 30 . . 100 . — 

*Avaftahlv  only  from  xuthorlxrvt  Sylvanta  rtlatrlhiilora. 


.  — . 50 . 7 . (tr  -(- fa  =  1 ,5  uf  moK.l . — 


..30 . 20.. 

..30 . 20.. 


it,  f  td  -  3.5utmox.l _ 

Iq  2.0  ut  moa.  1 

It,  =  6.5  ut  mox.l  _ 

(Iq  =  2.5  ut  mox  I  ’  *  * 
it,  -(- td  =  3.5utmaa.|  _ 
=  2.0  ut  mox.  I 

(t,  4-  Id  JOutmoa.  1 _ 

itf  =  1.0  ut  max  1 

if,  =  2.0  ut  mox.l  _ 
IIq  =  2.0  ut  mox.l  * 

it,  0.5  ut  mox.l  _ 

|tf  =  0.5  ut  moM.i 


Whan  ordering  or  saahing  inFormotion 
pita—  menlion  littfronic*  Buyers'  Guide. 
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I 


CRYSTAL  DIODES,  PHOTODIODES  &  VARISTORS 

- w— 

SYLVANIA  CRYSTAL  DIODES 


*ABSOLUTE 

MAXIMUM 

RATINGS 

CHARACTERISTICS  AT  25°  C: 

Type 

•r 

(wHt) 

Current 

(IM) 

Pmrwmrd 

Cwrr«nt 

•t  9  1  V*H 

(in*  min*) 

Cwrrnnt 
(y«  mail*) 

IN34A . 60  voH . 

1N35 . . . Matched  Poir . 

1N36 . 30  »o«t . 

IN3aA . 100  vott . 

IN38I*** . 100  »o« . 

1N391 . 200  yoM . 

1N40 . fhifl-ln  Vorntor . 

1N4I** . f ochogad  Vorittor . 

1 N42** . 100  volt  Varntor . 

1N48** . 70  volt . 

1HJ2A . 50  vott . 

IN54A . High  8ocli  decittonco . 

1N53A*" . 150  volt . 

1N56A*** . High  Cottduction . 

1N58A . 100  vott . 

14460 . Video  Uetector . 

1N63 . High  8a<li  devictance . 

IN64** . Video  Detector . 

IN65 . 70  volt . 

IN67A’** . Miniature— High  8acii . 

IN69 . 60  vdt . 

1N69A*” . 60  vott . 

1N70 . 100  volt . 

1N70A'** . 100  volt . 

1N7I  . . Low  Impedonce  Vorirtor . 

IN73 . UH4  Miier . 

1N77A . Photodiode  .093"  dio.  per. . . 

1N778 . Photodiode  .077"  dio.  per. . . 

1N81 . Low  Vottoge . . 

1N8IA*** . ..Low  Voltage . 

1N83 . UHP  Mirer . 

IN82A . UHP  Mieer . 

1N90 . Miniature — Generol  Purpore.. 

1 N98 . . . . Minioture — High  8ocli . 

1NI0O . Minioture — High  8ocli . 

INtll..., .  60  volt  Computer . 

.  60  volt  Computer. ..... . 

Ini  1 5 . . . .  60  volt  Computer . 

INI  18 . Minioture — High  Conduction. . 

INI  19 . 60  volt — Computer . 

INI  30 . .  .60-volt — Computer . 

INI 36 . . . Minioture — 60  volt . 

INI  36A*** . Minioture — 60  volt . . . . . 

INI37...... . Minioture —  1 00  volt . 

INI  37  A*** . . Minioture —  1 00  vott . 

INI  38***.  . Minioture — High  8ack . 

INI40 .  70  YOU . 

INI9I............. .Minioture — Computer . 

INI 93.. . High  Temperoture . . 

INl  94 . .  .High  Temperature . . 

INI 94 A . .  .High  Temperoture . . 

1NI95. .  . . High  Temperoture.  . . 

INI96.. . . . High  Temperature. . . 

INI98 . Miniature— 75°C . 

IN198A*** . Minioture— 75*C . 

1N376*** .  50  volt . 

1N279*** .  30  volt . 

1N383. . ........... .Minioture — High  Conductonce. 

IN394 .  60  volt . 

IN395** . Video  Detector . 

IN355 . riigh  8acli . 

IN417 . Computer . 

IN41 8...... . Computer. ................ 

IN419 . Computer . . 

IN435..... . Vorbtor . . . . 

IN447** . VU . . 

IN448 . VU . . 

1N449** . VU . 

1N430 . VU . 

1N431** . VU . 

1N433** . VU . 

IN453** . VU . 

1N434** . VU . 

1N453** . VU . 

IN571 . High  Conductonce . 

IN634 . Miniature— VU . 

IN636 .  60  volt . 

1N1093 . Computer . 


60.. 

50.. 
30. 

100. 

100. 

300. 

35.. 
25. 

100. 

70. 

.  50. 
50. 
150. 
40. 
100. 
25. 
100. 

.  30. 

.  70. 

.  80. 

.  60. 

.  60. 
.100. 
.100. 
.  40. 
.  5. 


40. 

40. 


60. 

80. 

80. 

60. 

60. 

60. 

60. 

.  60. 
60. 
60. 
60. 
100. 
100. 
40. 
70. 
90. 
50. 
40. 
40. 
40. 
50. 
80. 

.  80. 
50. 
30. 
30. 
.  60. 

40. 
.  80. 
60. 

,  60. 
.  80. 
.  40. 
.  30. 
.100. 
.  30. 
.100. 
.150. 
.  30. 
.100. 
.  50. 
.  30. 
.  15. 
.  60. 
.  60. 
.  15. 


50.. 

22.5. 
.16.. 
.50.. 
.50.. 
.50.. 
.23.5. 
.22.5 

33.5. 
.50.. 
.50.. 
50.. 
.50.. 
.60.. 
.50.. 
50.. 
.50.. 


.50. 

30. 

.40. 

.40. 

.30. 

.30. 

60. 

.35. 

.10. 

.10. 

.30. 

.30. 


.30. 

.30. 

.30. 

.35. 

.35. 

.35. 

.60.. 

.25. 

.35. 

.30. 

.30. 

.30. 

.30. 

.30. 

.85. 

.30. 

.30. 

.30. 

.30. 

.30. 

.30. 

.30. 

.30. 

.40. 

.80. 

100. 

..50. 

.35. 

500. 

.60. 

.16. 

.60. 

..60. 

.60. 

..60. 

..60. 

..60. 

..60. 

..80. 

..80. 

.100. 

.100. 


100 

.30. 

.50. 


. 5 . 30  at  —  I  Ov,  500  ot  —  50 

. 7 . 10  ot  —  lOv 

. 4 . 100  ot  —  35v 

. 4 . 6  at  —  3v,  jJO  at  lOOv 

4  (25  man.) . 6  at  —  3v,  500  ot  lOOv 

. 4 . 1 00  at  —  I  OOv,  600  at  200v 

12  J  at  l.5v . 40  ot  lOv 

13.7  at  l.5v . 40  at  lOv 

12.7  at  1.5v . 750  ot  —  lOOv 

. 4 . 800  uo  at  —  50v 

5  (25  moK-l . 100  at  —  50v 

. 5 . 7  at  —  lOv.  100  at  —  50u 

. 4  .  500  ot  —  I50v 

. 15 . 300  at  —  30v 

. 4 . 600  ot  —  lOOv 

. 4 . 50  ot  —  50v 

[45  me  I  w  100  uo) . 

. 2.5 . 300  ot  —  50v 

. 4 . 5  at  —  5v.  50  at  —  50v 

. 5 . 50  at  —  lOv,  850  at  —  50* 

5  (35  mox.) . 30  at  lOv,  500  at  —  50v 

. 3 . 35  ot  lOv.  300  ot  50v 

3  (35  man.) . 25  ot  lOv.  300  at  50v 

. )5 . 300  ot  —  30v 

(N.P.  -  14  —  I9db) . 

.  —  . 8  at  —  lOv.  30  at  — 50v  (dork) 

—  . Bat  —  1  Ov.  30  ot  — 50v  (dork) 

. 3 . 10  ot  —  lOv 

3  (35  man.) . 10  ot  —  lOv 


. 5 . 750  ot  — 50v 

. 20 . 8  at  — 5v.  lOO  at  —50* 

. 30 . 5  at  — 5v,  50  at  — 50v 

. 5 .  - 

. 5 .  — 

. 2.5 .  — 

. 30 . 100  o*  — 50v 

. 5 .  — 

. 5 .  — 

. 5 . 50  ot  — lOv.  850  ot  —50* 

5  (35  man.) . 50  at  — lOv.  850  at  — 50v 

. 3 . 35  at  — lOv,  300  at  — 30v 

3  (35  man.) . 35  at  —  I Ov,  300  at  — 50v 

. 3 . 10  ot  — lOv 

. 40 . 300  ot  — 50v 

. 5 .  — 

1.0  ot  4-3v . 30  at  — lOv.  40  ot  — 40v 

1.5  at  -)-2v . 10  at  — 40v 

. 1.5 . 10  at  — 40v 

3.0  ot  -i-3v . 10  at  — 40v 

1.0  at  -f  3v . 1 0  at  — 40v 

. 4 . 10  at  —  lOv,  50  at  — 50v 

4  (35  mon.) . 10  at  — lOv,  50  ut  — 50v 

. 40 . 30  ot  — lOv.  100  ot  — 50v 

. 100 . 300  ot  — 20v 

. 300 . 80  at  —10* 

5  (25  man.) . 10  at  — lOv,  800  at  —50* 


5  at  — 5v.  50  at  — 50v 


. 7 .  — 

. 135 .  — 

. —  . 300  at  —  30v 

. ...35 . . . 60  uo  ot  —  30v 

. 25 . 30  ot  — 30v.  100  at  —100* 

. 50 . 30  uo  ot  — 30v 

. 50 . 30  at  — 30v,  100  ot  —100* 

. 50 . 150  uo  ot  — I50v 

. 100 . 30  uo  at  — 30v 

. 100 . 100  uo  ot  — lOOv 

. 300 . 50  uo  at  — 50v 

. 300 . 30  uo  ot  — 30v 

. 200 . 100  ot  — lOv  at  53®C. 

. 50 . 35  at  —30*.  115  ot  — lOOv 

2.5  (25  man.) . 10  at  — lOv,  20  at  — 30v 

.  —  . 25  at  — 5v  ond  75  at  — 14v  at  55^ 


*8otingi  or*  limiting  voluet  oitigned  by  the  monulocturer  to  operating  or  itorog*  condition! 
(electrical,  mechonkol,  or  environmental)  under  the  control  ol  the  uter.  If  voluet  or*  on- 
ceeded,  permonent  impairment  of  the  device  ond/or  performonce  may  result. 

'*Availabl*  only  from  outhorixed  Sylvoido  Distributors. 

"Avoilobl*  to  Militory  Performonce  Specifications 


SYLVANIA 


SYLVANIA  ELECTRIC  PRODUCTS  INC. 
1740  Broadway,  Now  Yorli  19,  N.  Y. 
In  Canada:  Sylvankj  Clactrk  (Conodo)  Ifd. 
Shell  Tower  Building,  Mantrtal 


LIGHTING  •  TELEVISION  •  RADIO  •  ELECTRONICS  •  PHOTOGRAPHY  •  ATOMIC  ENERGY  •  CHEMISTRY-METALLURGY 
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Wfien  ereex.ip  ur  teeking  information 
pleat*  meniton  flec'renici  Buyers'  Curd*. 
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Printcrf  Circuit  Seckutt 

—Octal,  9-pin,  7-piD 


AntUcorona  Seckat* 

—Octal,  9-pin 


Interlock  Plug — 3-pin 
—positive  grounding 


A.  C.  Rocoptacio — 

Designed  for  economical 
installation  ' 


Counter  Tube  Socket 

—with  built-in 
sero-adjust 


••elect  SO"  Trenclcter 

Socket — for  standard 
100-mil  grid 


••In-line”  Trenclcter 

Socket — with  snap-in 
printed  circuit  contacts 


If  you’re  building  circuits  .  .  . 
chances  are  you’ve  come  across  at 
least  one  socketing  problem.  Maybe 
it  was  an  entirely  new  problem  like 
socketing  the  “class  30”  transistor  or 
perhaps  a  recurring  bugaboo  like  high 
voltage  arcing. 

Either  way,  if  you  brought  your 
problem  to  Sylvania  it  didn’t  take 
long  to  find  an  efficient,  economical 
solution. 


I f  you  haven’ t  been  checking  Sylvania 
for  your  socket  requirements,  why 
not  do  it  next  time?  Sylvania  has 
produced  millions  of  sockets  in  over 
150  varieties  to  fit  every  need.  Many 
are  now  standard  items  and  may 
offer  an  immediate  solution  to  your 
problem.  Write  for  specification  sheets 
on  the  above  sockets  or  let  us  suggest 
the  best  socket  for  the  application 
you  have  in  mind. 


Sylvania  Electric  Products  Inc.,  Parts  Division,  Warren,  Pennsylvania 


Custom  Molded  Plastics 
Custom  Metal  Stampings 
Custom  Welded  Parts 
Alloy,  Clod,  Plated  Wire 
Plated  Metal  Strip 
Electronic  Components 
PluoreKent  Components 


^  SYLVANIA 


PHOTOGRAPHY  •  CH  E  M I8TRY- M  ETA  LLU  RO  V 
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When  ordering  or  seeking  informotion 
please  mention  electronics  Buyers'  Guide. 


...to  improve  quali^;  cut  costs 


TUNGSTEN: 


MOLYBDENUM: 
PLATED  WIRE: 


GERMANIUM: 


SILICON: 


PHOSPHORS: 


CHEMICALS: 


TLiNGSTEN  •  MOLYBDENUM 

Write  for  complete  information  to: 
Syi.vania  Ki.itc-rmr  PRoniHTs  Inc. 

Chemical  &  Metallurgical  Div. 

Towancla,  Pennn. 

NG  •  TELEVISION  •  RADIO 


Powder^  sintered  ingots,  rod,  pellets,  electrodes, 
wire,  strand,  coils. 

— Pellets,  electrodes,  rod,  wire. 

Gold,  silver,  nickel,  and  rhodium  plating  on 
tungsten,  molybdenum,  nickel,  copper,  stainless 
steel  and  alloy  wires. 

Polycrystalline  as-reduced  and  purified  ingots, 
single  crystals,  cast  discs. 

Polycrystalline  rods  .  .  .  transistor  and  solar 
grades;  cast  discs. 

For  black-and-white  and  color  TV  picture  tubes, 
cathode  ray  tubes,  fluorescent  lamps  and  sign 
tubing,  and  mercury  vapor  lamps. 

^  ^Tungsten  chemicals,  potassium  silicate,  emission 
carbonates,  mica  spray  coating,  and  basing  cements. 

•  CHEMICALS  •  PHOSPHORS  •  SEMICONDUCTORS 

^  SYLVAN  1 A 

•  ELECTRONICS  •  PHOTOGRAPHY  •  CHEMISTRY-METALLURGY 
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“JUST  ABOUT  EVERYTHING  IN  THE  BOOK” 


It  would  take  over  500  listings  in  this  directory  to  cover  the  major  items  of 
electronic  equipment  available  via  Graybar!  Industrial  TV,  AM,  and  FM 
installations  can  be  supplied  almost  in  their  entirety  through  your  nearby 
Graybar  office  or  warehouse.  In  addition,  you  can  select  from  over  100,000 
other  electrical  items  for  wiring,  lighting,  communication,  ventilation  and 
power  distribution.  Just  consult  your  local  Graybar  Representative  for 
complete  price  and  specification  data  on  anything  electricaL 


AMPLIFIERS 

Audio 

High-fldelily 
Industrial  sound 
Limiting 
Line 

Microphone 

Mixing 

Monitoring 

Recording 

Remote 

Television 


CONTROL  EQUIPMENT, 
INDUSTRIAL 
Illumination 
Motor  &  genercrtor 
Temperature 
Troffic 
TV  visual 
Ventilating 
Volume 

Industrial  TV  systems 
Regulators,  automatic  voltage 

CRYSTALS 


Dynamic 

Lopel 

AAognetic 

MICROPHONE  ACCESSORIES 

MOTORS  AND  GENERATORS 

POWER  SUPPLIES  AND 
CONVERTERS 

RECEIVERS,  COMMUNICATION 
Railroad 

Remote  Pickup  fixed 


Megaphones,  electronic 
Public  address  systems 
Telephone  systems 
Telephones,  sound  powered 
SPEAKERS  -  AU  TYPES 
SPEAKER  ACCESSORIES 

STUDIO  EQUIPMENT,  AUDIO 
Amplifiers 
Consoles 
Controls,  moster 
Remote  audio  equipment 


ANTENNAS,  COMMERCIAL 
Broadcasting,  AM 
Broadcasting,  FM  &  TV 
Microwave 
Mobile 
Railroad 
UHF 
VHF 

Radiators,  FM  &  TV 

Towers  &  Supports,  Commercial 

ANTENNA  ACCESSORIES 

BAHERIES,  CHARGERS 
AND  ACCESSORIES 

CABINETS,  RACKS  AND  PANELS 

COMMUNICATION  SYSTEMS 
Carrier  current 
Civil  defense 
Commercial 
Induction 
Intercom 
Microwave 
Multiplex 
Portable 
Railroad 

CONNECTORS  AND  TERMINALS 

CONTROL  EQUIPMENT, 
COMMUNICATIONS 
Audio  recording 
Broadcast  input 
Frequency 
Illumination 
Motor  &  generator 
Photoelectric 


FILTERS 

Antenna 

Audio 

Vestigial  sideband 

FUSES  AND  FUSE  FOLDERS 

HARDWARE 

HEADPHONES 

INDUSTRIAL  ELECTRONIC 
EQUIPMENT 

INSULATION  MATERIALS 
AND  COMPOUNDS 

INSULATORS 

Antenna 

Bead 

HV  power  lino 

Standoff 

Tower 

LIGHTING  EQUIPMENT  AND 
ACCESSORIES  FOR  STUDIO, 
INDOOR,  OUTDOOR  AND  ITV 

MEASUREMENT  AND 
TEST  EQUIPMENT 
Audio 
Frequency 
AAodulotion 
Video  line 
Video  off-the-oir 
Waveform 
Attenuators,  A-F 
Converters,  frequency 
lenses 

METERS  —  AUDIO,  ELECTRICAL 
MEASUREMENT,  RF  SPECIAL 
PURPOSE 


TV 

FM  Multiplex 
RECEIVERS,  HOME 

RECORDERS,  AUDIO 
Binaural  lope 
Disc 

Magnetic  lope 
Portable 
Sound 
Studio 

Synchronised  film-lopo 
Telephone 

RECORDING  ACCESSORIES 
Tope,  magnetic 
Turntables 

RECTIFIERS 

RELAYS 

SEMI-CONDUCTORS  -  DIODES 

SOUND  REPRODUCING 
EQUIPMENT;  DISC 
Equolixers,  record 
AAognetic  ond  reluctance  pickups 
Record  changer,  oulemolic 
Record  Players,  tronscription 

SOUND  REPRODUCING 
EQUIPMENT:  MAGNETIC 
Magnetic  tope  playback 
Magnetic  lope 
Tope,  Prerecorded 

SOUND  SYSTEMS, 

INTERCOMMUNICATORS 
Amplifiers,  mobile 
Bells  &  buzzers 
Carrier  current  systems 
Consoles,  studio 


TELEVISION  EQUIPMENT 
Amplifiers,  Video 
Cables,  Coaxial 
Camera: 

Cranes,  Dollies, 

Tripods,  AAountings 
Cameras: 

Closed  Circuit  TV 
Imoge  Dissector,  ITV 
Industriol  TV 
Orthicon,  ITV 
TV  Film 
Vidicon.  ITV 
Distribution  Systems: 

Apartment  and  Hotel 
Closed  Circuit  ond  ITV 
Community  Antenna 
Monitors 

Microwave  Relay  Equipment 
Projectors: 

TV  Film 
Receivers; 

Studio  transmitter  links 
TESTERS 
SWITCHES 

TOOLS,  HAND  -  AU  TYPES 
TRANSFORMERS 

TRANSMIHERS 
Broadcast  AM 
Microwave 

TRANSMITTER  ACCESSORIES 
Control  consoles 
Diplexers 

TUBES  -  ALL  TYPES 
TUNERS  -  AM,  FM 
WIRE,  CABLE,  AND  WAVE  GUIDE 


Remote  radio 
Tower  lighting 
Ventilation 


MICROPHONES 

Condenser 

Crystal 


Equalizers 

Home  sound  systems 

Intercommunicators 


CALL  ORAYBAJl  FIRST  FOR... 


GraybaR  So 


ELECTRIC  CO.,  INC. 

Lexington  Ave.,  New  York  17,  N.  Y. 


IN  OVER  130  PRINCIPAL  CITIES 
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PREFACE 


Electronics’  reference  articles  cut  broadly  across  many  diverse  fields  of  interest 
in  our  industry.  Whether  an  engineer  is  working  in  communications,  industrial 
control,  weapons  systems  or  instrumentation,  circuit  design  techniques  provide 
a  common  denominator.  They  are  the  basic  tools  of  the  electron  art.  For  this 
reason,  reference  articles  have  long  ranked  among  the  most  popular  features 
in  Electronics  magazine. 

The  editors  have  selected  30  reference  articles  of  particularly  lasting  interest 
from  more  than  300  recently  published  in  our  Engineering  Edition.  These  articles 
are  characterized  by  a  wealth  of  tabulated  design  information,  techniques, 
graphs,  nomographs  and  other  aids  to  circuit  and  systems  designers. 

For  your  convenience,  the  editors  have  arranged  the  material  under  four  broad 
headings :  Properties  of  Components  and  Materials,  Design  of  Passive  Circuits, 
Design  of  Active  Circuits,  and  Antenna  and  Transmission-Line  Design. 

Included  are  three  articles  that  explain  the  derivation  and  use  of  hybrid  or 
h-parameters,  so  important  in  modern  transistor  circuit  design.  Other  articles 
describe  new  semi-conductor  materials  and  provide  information  needed  in  the 
design  of  equipment  to  withstand  severe  environmental  stresses. 

Heavy  emphasis  is  given  to  design  of  filter  circuits.  Other  articles  deal  with 
amplifier  design,  transistor  circuits  and  servo-mechanisms.  The  final  chapter 
includes  articles  on  planning  radar  and  over-the-horizon  communications  sy.stems. 
It  also  presents  valuable  charts  and  nomographs  to  aid  in  design  of  coaxial  lines, 
waveguides  and  antennas. 

Electronic  engineers  will  find  these  reference  articles  a  worthwhile  aid  in 
designing  circuits  and  systems.  They  represent  the  best  in  up-to-date  circuit 
and  system  design  techniques  gathered  together  for  convenient  reference  and 
arranged  for  maximum  usefulness  to  the  engineer. 

W.  W.  MacDonald 
Editor,  Electronics 


ELECTRONICS  BUYERS'  GUIDE -JUNE,  1938  -  MIDMONTH 


CHAPTER  1 


PROPERTIES 

OF 

COMPONENTS 

AND 

MATERIALS 


Semicoiidiictor  Compounds  Open  New  Horizons . R-4 

Environmental  Factors  in  Design . R-6 

Temperature  Conversion  Chart . R-7 

Transistor  Formulas  Use  h<Matrix  Parameters . R-8 

Conversion  Formulas  for  Hybrid  Parameters . R*10 

Rapid  Conversion  of  Hybrid  Parameters . R>12 

ELECTRONICS  BUYERS'  GUIDE— JUNE.  19S8  -  MID-MONTH  R-3 


I 


Semiconductor  Compounds 

i 

ohm-cm,  and  whose  resistivity  de¬ 
creases  with  temperature  in  some 
temperature  range.  Some  degree 
of  photoconductivity  and  rectifier 
action  are  usually  exhibited;  how¬ 
ever,  not  all  exhibit  transistor  ac¬ 
tion  to  a  useful  degree. 

Compounds  are  composed  of  two 


By  ABRAHAM  COBLENZ 


An  unusually  fertile  field  for 
■further  investigation  and  com¬ 
mercial  exploitation  is  that  of  semi¬ 
conducting  compounds. 

A  semiconductor  is  a  substance 
with  a  resistivity  in  the  range  be¬ 
tween  that  of  metals  and  insula¬ 
tors,  roughly  from  0.005  to  10* 


Table  1 — Characteristics  oi  Inorganic  Semiconducting  Compounds  (Mainly  Intermetallics) 


Symbol 

BisTes§ 


InSb  I 


MgjSn 


PbSe 


PbTe 


Te  § 


Bi*Se»§ 


InAs 


PbS 


HgTe 


CuFeS, 


MgjGe 


HgSe 


GaSb 


MgiSi 

Ge 


InSe 


CdTe 


AlSb 


Sb,S, 


CdSe 


2  I 


_  Name 

Tetradymite 


Indium  antimonide  I 


Magnesium  stannide 


Qaustbalite 


Altai  te 


Tellurium 


Castillite 


Indium  araenide 


Galena 


Coloradoite 


Chaloopyrite 


Magn^iom  germanite 


Tiemannite 


Gallium  antimonide 


Magnesium  ailidde 


Germanium 


Indium  selenide 


Silicon 


Indium  pboaphide 


Gallium  arsenide 


Cadmium  telluride 


Aluminum  antimonide 


Stibnite 


Cadmium  selenide 


Zinc  telluride 


Gallium  phosphide 


Indium  telluride 


Zinc  selenide 


Aluminum  phosphide  Z  |3.0 


Zincite 


Carborundum  I 


ZnS 

Sphalerite 

Wurtzite 

1  z 

1  w 

TiO,  f 

i  Rutile 

1  T 

D 

10*'  I  1,800 

l,4(HI 

! 

13  I _ _ 14  _ 

a  I  Applicatiuns  and  ileiiiarka 


573  4.38j  Electric  refrigeration  ma¬ 

terial 


Anomalous  Itehavior 


6.14  Type  changes  at  77K 


6.4&i  Infra-red  detector 


Eolo  tropic 


4. 14|  Also  called  guanajuatite 


Anomaly:  ftp  hi 


Photoresistor 


6.43  Ionic-bond  semiconductor 


Point -contact  rectifier 


Semiconductor  when  liquid 


Type  ehaagea  at  357  C 


Dope  with  silver  to  get  p 
Element 


Sensitive  in  uv,  i-r  and  near 
i-r 


5.43  Element 


Point-contact  diodes 


6.63  Solar  battery.  X-ray  dosi- 
I  meter _ 

Type  changes  at  300  C _ 

Point-contact  diodes 


.300-piv  diodes 


Photosensitive 


6.09|  Photosensitivity  varies  with 
iuteusity 


5.44|  Electroluminescent 


5.82  Many  applioitions  in  plios- 
phor> _ 


3.24  Ionic  Ismding 


Several  forms 


Thermoluininesceiit;  plios- 
phors 


Rectifier  at  2.">0  C 


3.51.3,800  16.5  3.56  Good  point-contact  rectifier 
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Open  New  Horizons 


or  more  constituent  elements  with  quently  found  listed  among  the  overlap  between  the  organic  and 
properties  different  from  those  of  intermetallics,  but  are  not  inter-  inorganic  compounds  is  accepted, 
the  elements.  metallic  by  definition.  A  solution  is  a  mixture  of  ele- 

Metals  exhibit  hardness,  good  Organic  compounds  have  one  ments  or  compounds  charcterized 
electrical  and  thermal  conductivity  constituent  element  as  C  and  fre-  by  complete  homogeneity,  an  ab- 
and  have  a  typical  luster.  These  quently  also  H.  On  this  general  sence  of  settling  or  separation,  and 
metals  are  usually,  but  not  always,  basis,  which  is  historic  rather  than  minute  subdivision  down  to  molec- 
ductile  malleable  and  may  be  base-  scientifically  desirable,  an  inor-  ular  magnitudes.  When  the  result 
forming.  ganic  compound  is  one  containing  is  a  solid  or  the  process  of  solution 

The  term  intermetallic  com-  any  other  elements,  but  may  con-  takes  place  while  the  constituents 
pound  is  often  misused.  Thus  Uin  C  as  well  (SiC).  Thus  the  are  in  the  solid  state,  it  is  called  a 
Mg,Si,  GaP  and  InAs  are  fre-  distinction  is  not  rigorous  and  the  solid  solution. 


Tabu  n — CharacUrlstics  of  Organic  Somiconducting  Compounds  (Matnly  Dyss) 


Name 

Formula  | 

Cynanthrone  | 

1 

a — o-diphenyl — /)-picryl 
hydreal 

Indanthrene,  black 

1  CfiHuNtOi 

Ind  an  throne 

C„HuNrf)4 

Pi 

1  Mu  ! 

M.P.  i 

Remarks 

1.2x10’ 

1 

i 

Also  called  indanthrene  blue  R.  cale- 
don  blue  R  or  durathrene  blue 

1.6x10* 

1 

1 

! 

1 

Indanthrazine 


Fla  van  throne 


laoviolanthrone  _ 
Violanthrone 


laoviolanthrene 


Pyranthmne 


Pyranthrene  _ 


Ovalcne _ | 

m — Naphtodianthrene  i 


m — Naphtodianthronc 


laodibenxan  throne 


Anthracene — powder 


Anthracene  —film 
Naphtaoene — film 


Anthanthrene 


Anthanthrooe 
Pantaoene — film 


Methyline  blue 


Perylene — film 


Comnene 


CidliiOi 


470p 

Also  called  durathrene,  caledon 

Also  called  indanthrene  blue 

10-“ 

10-’ 

.Also  called  indanthrene  yellow  G 

10-* 

Also  called  isodibenzanthrone  (var.) 

Dibenzanthrone;  repr  of  stable  poly¬ 
cyclic  hydrocarbons 


Citlli* 

0.82 

1.6.5  1 

C.Ji.. 

0.83 

CuH„ 

0.96 

0,82 

0.81 

0.85  '  l.T 


C,.HuN,Sa-3Hrf)  1 


^.ILn _ 

C»4H|1 


Ea  ~  1.6  ev  when  ZnCI  is  added 


Phtfaaloryanine  (metal  free)  CnHuNi 


Cu— phthalocyanine _ I _ 

5,  6N-pyridino-l,  9  benamn-j 
throne  I 


Hydroviolanthrone 

1.7 

Naphthalene,  single  crystal 

c.ai. 

1.85 

10-* 

10-* 

438 

Monoclinic 

1 

Monoclinic 

10 

Monoclinic 

i  10*  1 

.1 

!  10*  1 

1  10“ 

1 

80 

Values  for  resistivity  and  mobility 
are  in  question 
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TABLE  1  —  Air  Force  Environmental  —  Design  Criteria 


i 

Aircraft 

Missiles 

EntTMont 

Preseet 

EstioateS 

Presest 

EstieuteT 

] 

Test* 

Tests 

Teste 

Teste 

TestE 

TestE 

Teste 

TestN 

Test* 

TestI 

Teste 

TiStI  9 

AltiMe 

30,000  ft 

50.000  ft 

60.000  ft 

70,000  ft 

80,000  ft 

90.000  ft 

100,000  ft 

150,000  ft 

100,000  tt 

3,000,000  tt 

i 

Altitiie 

SkKk 

0  30,000  ft 
20  min 

0-50,000  ft 
15  min 

860,000  ft 

15  min 

870,000  ft 
15  min 

880,000  ft 

5  min 

890.000  ft 

5  min 

8100,000  ft 

5  min 

8150,000  tt 

5  min 

0-50,000  ft 

10  SIC 

83,000,000  tt 
20  min 

83,000,000  tt 
20  min 

0-3.000,000  ft  ^ 

20  min  4 

SfeKk 

Mai 

71  C 

1  hr 

95  C 

10  min 

125  C 

10  min 

150  C 

10  min 

260C 

10  min 

315C 

10  min 

400C 

10  min 

•  500C 

10  min 

—  54C 
to 

93  C 

—  54C 
to 

371 C 

—  54C 
to 

538C 

1 

1 

—  54C  ; 

to 

1093  C 

1 

TMaftr-  1  Military 
atsn  If  tBerctici 

54C 

4krs 

71C 

Ihr 

95  C 

Ibr 

95  C 

4  hrs 

125  C 

4  hrs 

260  C 

Ibr 

375  C 

Ihr 

400  C 

Ibr 

Crain 

54C 

4  hrs 

71  C 

4  hrs 

95  C 

4  hrs 

125  C 

4  hrs 

150  C 

4  hrs 

260C 

4  hrs 

375  C 

4  hrs 

Ttapcrarara- 

SkKk 

—54  to  71  C 
20  min 

—  54  to  95C 
15  min 

—54  to  150  C 
15  min 

—  54  to  1500 
10  min 

—54  to  268  C 
10  min 

—54  to  375  C 
5  min 

—54  to  400  C 
5  min 

-  54  to  500  C 
5  min 

—  54  C  to  93  C 
5  min 

—  54  to  371 C 
5  min 

—  54  to  538  C 

5ni« 

—  54  to  1093  C 

5  min 

VlkratiM 

37.5  to  10,000  cps 

30  to  lO.OMcet 

1 

130  db 

150  db 

M5165  db 

148  166  db 

152  172  db 

155175  db 

160-180  db 

168IW<b 

150  175  db 

1581750 

1551780 

138  183  db  t 

litanat 

no  120db 

115135  db 

130-150  db 

133-153  db 

137  157  db 

140  160  db 

145 165  db 

145165  db 

1381550 

1381500 

133-158  db 

138163  db 

VlkratiM, 

McckMiul 

10-55  cps 
0.06  da 
in.  double 
Amplitude 

555  cps 

0  06  in.  da 
55500  cps 
_ lOi _ 

555  cps 
0.06  in.  da 

55  1,000  to  2,000  cps 

10  I  to  20  1 

555  cps 

55  2,000  cps 

possibio 

complei 

wave 

situation 

f 

Environmental  Factors 
in  Design 


Electronic  equipment  for  missiles,  jets  and 
rockets  must  withstand  rigorous  environmental 
stresses.  Here  are  some  recent  USAF  test 
criteria  for  high-flying  gear 


TABLE  2  —  USAF  Environmental  Test  Procedures 
Used  To  Design  Electronic  Systems 


Cattfory 

■f  tfet 

eren*  Sapprrt 

CMWMtHtieRS 

*ircraft  eiMed  MissHc 

CtmMicatieas  CeaMuicititu 

Esvlriaettt 

Sheltered 

Uiskcttered 

AcceleratiM 

Mil-E  5272 

Mil-E  5272 

MUMt 

Mil-E  4970 

Mil-E  4970 

fmH 

Mil-E  5272 

Mil  E  5272 

Toces 

Mil-E  4970 

Mil  E  4970 

Mil-E  5272 
Procedure  1 

Mil-E  5272 
Procedure  1 

HMirity 

Mil-E  4970 

Mil  E  4970 

Mil-E  5272 
Procedure  1 

Mil-E  5272 
Procedure  1 

Isio 

Mil-E  4970 

SiltSprav 

Mll-E  4970 

SaOBBast 

Mil  E  4970 

Mil-E  5272 

Mil-E  5272 

SlMCk 

Mil-E  4970 

Mil-E  4970 

Mil-E  5272 

Mil-E  5272 

Tceeerstan, 

Nifli 

Mil-E  4970 
Procedure  II 

Mil-E  4970 
Procedure  1 

Mil-E  5272 
Procedure  1 

Mil-E  5272 
Procedure  1 

Tmftrttfri, 

Ltw 

Mil-E  4970 
Procedure  III 

Mil-E  4970 
Procedurt  1 

Mil  E  5272 
Procedure  II 

Mil-E  5272 
Procedure  II 

Toeeerstsra 

SkNk 

Mil-E  5272  . 
Procedure  1 

Toepiratara  — 

AlWere 

Mil-E  5272 
Procedure  1 

Mil-E  5272 
Procedure  1 

VllratiM. 

AfftttffBt 

For  appropriate  test  procedure  contact 
WCLOD-4,  WrieM-PattarsM  AFB,  Ohio 

Vihratioa, 

UMhaaical 

Mil-E  4970 

Mil-E  4970 

Mil  E  5272 

Mil  E  5272 

Tomporoture,  Prossuro,  Donsity  and  Sound 
Spood  as  Goomotric  Functions  of  Altitude 


iMMity  Hi  Igggg 

Altitali  TMfifatirt  frtswrt  IBttfttSf* 

tM  tf  ft  C  f  It  •llllltn  ft*  ti  fl  ptr  MC 


1,150 

+  1 

263 

+  2 

306 

471-10. 

102-** 

concept  tf 

1,700 

-H 

162 

+  2 

123 

6.92 

1.12  •• 

•OtoO  of  Mont 

1,500 

-El 

025 

+  1 

178 

1.45  • 

4.33 

*To2I*llt'’ 

1,000 

•f 

•772 

-El 

251 

1,78  • 

1.10 

moinint  at 
high  altifeOtt 
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FIG.  1 — Temperature,  pressure,  density  and  sound 
speed  as  geometric  functions  of  altitude 
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-M 

-80  8 

M 

150  8 

IM 

3M* 

2M 

510  8 

106 

690  8 

406 

870  8 

5(6 

i.oas 

OM 

1.2M  * 

7M 

1.410  0 

-2*2 

-444* 

-107 

-2ao 

07 

-880 

07 

152  ( 

107 

337  0 

2(2 

517  6 

167 

692  6 

407 

(22  6 

507 

1,057  0 

M7 

1.732  6 

707 

1.417  0 

-2a 

450  4 

-li* 

-220  4 

-M 

-904 

a 

154  4 

15* 

134  4 

708 

514  4 

360 

694  4 

468 

874  4 

560 

1.054  4 

668 

1.234  4 

268 

1.414  4 

-2a 

-452  2 

-i(» 

-222  2 

-  09 

-*2  2 

09 

1567 

109 

336  7 

709 

51(2 

369 

696  7 

409 

870  2 

569 

1,050  2 

M9 

1.23*  2 

709 

1.41*2 

-220 

-454  0 

-120 

-224  0 

-20 

-94  0 

20 

1580 

170 

3100 

770 

5180 

320 

698  0 

420 

878  0 

570 

1.058  0 

670 

1.7300 

770 

1.410  0 

-271 

-455  0 

-121 

-225  * 

-71 

-95  8 

71 

159  8 

121 

339  8 

221 

519  8 

321 

699  8 

471 

879  8 

521 

1.059  8 

(21 

1.739  0 

771 

1.419  8 

-222 

457  0 

-172 

-222  * 

-22 

-97  0 

22 

101  0 

122 

341  0 

777 

571  0 

377 

701  0 

472 

881  6 

577 

1,001  0 

072 

1.241  0 

772 

1.421  0 

-223 

-459  4 

-123 

-279  4 

-7) 

-994 

71 

1(3  4 

123 

343  4 

773 

573  4 

373 

703  4 

423 

883  4 

523 

1,003  4 

(23 

1,743  4 

223 

1.473  4 

-2212  -4**2 

-124 

-201  2 

-74 

-101  2 

74 

105  7 

174 

345  7 

274 

575  7 

374 

705  2 

474 

885  7 

524 

1.0(5  2 

(24 

1,745  7 

774 

1.425  2 

4k(4iat«  Ttr* 

-125 

-2*3  0 

-25 

-103  0 

25 

1(2  0 

125 

347  0 

775 

527  0 

325 

202  0 

425 

887  0 

525 

1.0(2  0 

(25 

1.242  0 

775 

1.477  0 

-12* 

204  8 

-25 

-104  8 

70 

IM  8 

12( 

148  8 

22( 

528  8 

376 

708  8 

476 

888  8 

526 

1.000  8 

670 

1.748  8 

22* 

1.428  8 

-122 

-2»(( 

-  77 

-10(( 

77 

120  ( 

122 

150  0 

222 

530  0 

377 

210  ( 

477 

890  0 

522 

1.070  8 

622 

1.250  ( 

777 

1.430  0 

-171 

-2U4 

-2* 

-1004 

2* 

177  4 

121 

357  4 

778 

537  4 

32* 

712  4 

478 

897  4 

528 

1.022  4 

078 

1.252  4 

22* 

1.437  4 

-12* 

2902 

-79 

1102 

79 

124  2 

129 

354  2 

779 

534  7 

379 

214  7 

479 

894  7 

579 

1  074  7 

(29 

1.7a  7 

229 

i.4a2 

-100 

-292  0 

.10 

-1170 

80 

12(0 

1*0 

350  0 

780 

536  0 

380 

716  0 

4a 

896  0 

50 

1  02(0 

oa 

1.256  0 

70 

1.430  0 

formuln 

-111 

-293  0 

-81 

-113* 

81 

122  a 

1*1 

357  8 

281 

537  8 

181 

7178 

481 

897  8 

581 

1.022  I 

Ml 

1,757  8 

761 

1.437  0 

-112 

>  295  0 

-82 

-115  ( 

87 

179  0 

182 

359  0 

282 

539  0 

38? 

7I9( 

487 

899  6 

a? 

1.079  0 

M? 

1.259  6 

787 

1,439  0 

-1*3 

-2*2  4 

-83 

-1124 

83 

181  4 

183 

3*1  4 

283 

541  4 

383 

721  4 

483 

90t  4 

583 

1,001  4 

083 

1.2(1  4 

703 

i.ai  4 

C  s 

H  (2  -  32) 

-1*4 

-2*9  2 

-  84 

-119  2 

84 

103  7 

184 

303  7 

284 

543  2 

384 

223  2 

484 

903  2 

584 

1  0(3  2 

(*4 

1.703  2 

764 

1.44  3  2 

-1*5 

-Ml  0 

-85 

-171  0 

85 

185  0 

115 

305  0 

285 

545  0 

185 

775  0 

485 

905  0 

585 

1.0*5  0 

005 

1.2650 

705 

1,445  0 

r  X 

*  32 

-110 

-302  1 

-80 

-122* 

80 

too  8 

i(« 

3M  8 

780 

546  8 

386 

72(( 

486 

900  8 

586 

1,000  0 

000 

1.266  S 

700 

i.ao  8 

-1*2 

-304  0 

-«2 

-174  0 

07 

lUO 

187 

300  0 

2*2 

548  0 

387 

778  0 

487 

908  0 

5*2 

1.088  0 

(*2 

1.7M0 

707 

1.40  0 

-111 

-3064 

-88 

-170  4 

88 

190  4 

181 

370  4 

281 

5a  4 

388 

2M4 

488 

910  4 

MS 

1.090  4 

680 

1.220  4 

700 

1.40  4 

-14* 

-300  2 

•89 

-12*  2 

19 

192  2 

189 

322  2 

289 

552  2 

389 

232  2 

489 

917  7 

5*9 

1.092  2 

(*9 

1.222  2 

789 

1.452  2 

-190 

-310  0 

-90 

-IMO 

90 

194  0 

190 

374  0 

790 

554  0 

390 

714  0 

490 

914  0 

590 

1.094  0 

(90 

1.274  0 

790 

1.454  0 

-191 

311  8 

-91 

131  8 

91 

195  8 

191 

375  8 

291 

555  8 

391 

715  8 

491 

915  8 

591 

1.M5  8 

091 

1.725  g 

791 

1.455  8 

-192 

-313  ( 

92 

-1330 

97 

197  0 

19? 

322  ( 

297 

557  6 

397 

737  6 

49? 

9176 

597 

1  M7  0 

697 

1,777  0 

797 

1.457  6 

-193 

-115  4 

91 

115  4 

93 

199  4 

191 

379  4 

79] 

559  4 

39  j 

719  4 

491 

<119  4 

591 

1  oa  4 

693 

1,779  4 

793 

1,459  4 

IS4 

-317  2 

94 

1)7  7 

94 

701  7 

194 

.Ml  7 

294 

*»0I  7 

)94 

741  7 

494 

<171  7 

S<M 

1  101  7 

694 

1.701  7 

294 

i.ai  7 

145 

319  0 

95 

U9  0 

95 

7010 

19S 

383  0 

295 

5610 

395 

7410 

495 

973  0 

bHS 

1.1030 

695 

1.781  0 

795 

190 

370  8 

96 

140  8 

96 

?04  8 

m 

384  8 

296 

564  8 

3% 

744  8 

496 

974  8 

596 

1.104  8 

696 

1.784  8 

796 

197 

322  0 

97 

142  ( 

97 

706  0 

197 

386  6 

797 

566  6 

197 

746  6 

497 

970  0 

597 

1,100  0 

69) 

1,786  6 

797 

-1911 

324  4 

-98 

144  4 

90 

708  4 

191 

388  4 

291 

568  4 

19> 

748  4 

49C 

978  4 

598 

1  108  4 

691 

1.788  4 

798 

199 

320  2 

-99 

140  7 

a 

710  7 

199 

390  7 

299 

520  2 

399 

250  2 

499 

930  2 

599 

1.110  2 

699 

1,7907 

299 

1  470  7 
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Transistoi  Formulas 
Use  h-Matiix  Parameters 

COMMON -BASE  ARRANGEMENTS 


'out  I 

'•N— ►  X — 'out 

A 

,  V  J 

^  '4'  ^  ^ 

fmi- 

VOLTAGE 

GAIN 

(^) 

-N  "l 

*  b| ) 

h,  ORj^ 

h,  +  ORi+R,|M  +  l>pRJ 

h,  -f  0R^+R,(M4AgRj^-4  h^RjI  +  Rj  tl  +  h^R^I 

CURRENT 

GAIN 

(^) 

•*5  "|~  **( 

h^R|-h^ 

hoR^+l 

l4hptRB-*-R^I 

INPUT 

RESISTANCE 

(•,.) 

h,+OR^ 

4 OR^  4  "b'** 

"e  1  4ly,(R,4-R^) 

OUTPUT 

resistance 

^"OOT^ 

h,  +  R, 

Kj  +  Rg  +  RglM  +  hQRj) 

h,4R,4Rj4R,[M4ho(R,4R,)] 

0+».o"6 

04ho(R,4R,l 

04I^(Rb4Rj4R^) 

eOUIVALENT 

h  MATRIX 

N.  ■  ^  •  "r 

"jl  •  li  ►'21  •  I'o 

li.-fMRg  h^4lllR| 

""  '  '■*■^"B  *''* 

,  ,  **0 

h,  4MR, 

'♦''o"b 

h, -HjjRb  *1^ 

*1  '  l-m^R,  **  '♦•'0% 

Charts  list  formulas  for  small-signal  performance  of  transistor  with  external 
resistances  in  series  with  one  or  more  of  its  leads  in  grounded-base,  grounded- 
emitter  and  grounded-collector  configurations.  Formulas  have  been  derived 
without  approximations;  simplifications  may  be  made  to  fit  specific  situations 


By  ALBERT  E.  HAYES,  JR. 


The  formulas  given  here 
define  the  performance  of  a 
transistor,  with  external  resist¬ 
ances  in  series  with  one  or  more 
of  its  leads,  in  terms  of  h-matrix 
parameters. 

The  equations  are  intended  for 
use  in  the  low-frequency  region 
where  the  parameters  are  sub¬ 
stantially  independent  of  fre¬ 


quency  («•  1  per  cent  of  /.„). 
Equations  may  be  used  at  any 
frequency  provided  that  the  pa¬ 
rameters  are  measured  at  the 
frequency  of  operation,  the  com¬ 
plex  value  of  each  parameter  is 
measured  and  impedances  and 
admittances  are  used  in  place  of 
resistances  and  conductances. 

Common-base  small-signal, 


short-circuit  input  resistance  is 
designated  by  h,,  open-circuit  re¬ 
verse-transfer  voltage  ratio  by 
h„  short-circuit  forward-trans¬ 
fer  current  ratio  by  h,  and  open- 
circuit  output  conductance  by  h.. 
Quantity  D  is  the  determinant  of 
the  h  matrix  (D  —  h,h.  —  h,h,), 
and  M  =  D  h,  —  fj,  -f  1. 


R-8 


ElECTRONICS  BUYERS'  GUIDE  -  JUNE,  1958  -  MID-MONTH 


COMMON-EMITTER  ARRANGEMENTS 


"l  0-A, 

A,  A  Rj 

0-h,  .  .o'*! 

.  "l  "t 

D-h,  ■♦■  Aq  R( 

EQUIVALENT 

"ll  M  1*  M 

"l*  M-t-AgRj 

"ll  ’  M  +  hjjRj 

**'*  M  4-  hg  R^ 

h  MATRIX 

1  •  (O'f  h|  ♦  Hq  I^Q  1 

-(0  +  h,  ♦Kg  Rj) 

«  M  M 

1  *' 

«  M  +  hgRj  1 

*****  M^-AqR^ 

h  . 

**  M  +  hgRj 

COMMON -COLLECTOR  ARRANGEMENTS 


A 

11  M 

1  ♦A, 

A,  ♦  ORc  1  ••■A,  •*■  hoRj 

A,  4  ORg 

^  I4A,  tAgRc 

EQUIVALENT 

'*«  ’  ~M 

**11*  M^AgRg  **'»  M-fAgRg 

**"  "a  *  M  AgRg 

"«  M+AgRg 

A  MATRIX 

A,  -1 

A  .  ^ 

A,  -l-AgR^  Ag 

A, -l-AgRc 

*'**  ’  ~M 

**  M 

'***  M»AgRj  '***  '  M  +  AgRg  1 

*'*'•  M4AgRg 

h  . 

**  M4AgRg 
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Conversion  Formulas 
For  Hybrid  Parameters 

By  T.  P.  SYLVAN 

Charts  summarize  formulas  required  to  convert  transistor  H^parameters  to 
equivalent  T-parameters  in  common  base,  emitter  an<l  collector  confif^ura- 
tions.  Equivalence  between  new^  and  obi  notations  is  given 


Hybrid  or  /i-parameters  are 
coming  into  increasing  fa¬ 
vor  as  a  basis  for  specifying  the 
small-signal  characteristics  of 
junction  transistors.  They  are 
compatible  with  the  inherent 
characteristics  of  junction  tran¬ 
sistors  and  can  be  measured  con¬ 
veniently  and  accurately.* 

Table  I  presents  equations  for 
the  calculation  of  single-stage 
transistor  amplifier  characteris¬ 
tics  directly  from  the  corre¬ 
sponding  A-parameters.  Table  II 
permits  conversion  between  the 
familiar  equivalent-T  circuit  and 
the  /i-parameters  measured  in 
the  common-base,  emitter  or  col¬ 
lector  configuration.  Typical  nu¬ 
merical  values  for  each  param¬ 
eter  are  given. 

Recently  adopted  IRE  stand¬ 
ards  on  semiconductor  symbols 
are  used  in  these  tables.*  The 
first  subscript  designates  the 
characteristic,  i  for  input,  o  for 
output,  f  for  forward  transfer 
and  r  for  reverse  transfer,  while 
the  second  subscript  designates 
the  circuit  configuration,  b  for 
common  base,  e  for  common 
emitter  and  c  for  common  col¬ 
lector.  The  corresponding  old 
symbols  are  indicated  on  the  left 
side  of  Table  II. 

References 

( 1 )  A. W.  LiO,  “Transistor  Electron¬ 
ics”,  p  55,  Prentice  Hall,  1955. 

(2)  IRE  Standards  on  Eeitter  Sym¬ 
bols  for  Semiconductor  Devices,  Proc 
IRK,  p  934,  July  1956. 


Table  I — Single  Stage  Transistor  Amplifier  Characteristics  in 
Terms  of  H-Porameters 


Z,  •  R,  +  jEg 


I-.:?- 

COMMON  BASE, 
EMITTER 

OR  COLLECTOR 

‘»0 

1 

Input  impedance 

~  «ii  .  h/KZt 

■  X  ■  "  rr  /Lzl 

Output  impedance 

z  -  -®*  -  * 

i  '  ^  .."xy 

1  TT+X 

1 

Current  gain 

A _ t  _  _ '•Z 

U  1  + 

Voltage  gain 

A.  -  - 

h.  ***  { 

For  Zg  “  Rg  and  Zt  —  Rl 

Operating  power  gain 

(power  into  load 
power  into  transistor 


Insertion  power  gain; 

1 

/  power  into  load 

\  f,  V(R,+Rl)* 

f  '"•  “  K/ii-f/?,)  (i+/i.Rt)-AARtl* 

1  power  gen  would  deliver  directly^ 

Transducer  pi>wer  gain: 

I 

/  power  into  load  '' 

\  1  p  lh,*R.RL 

1  maximum  available  generator  power^ 

}  1  "  iChi  +  /f.)  ( 1  +h.Rt) -h/h^Rt? 

Available  power  gain:  | 

(maxiniiiin  availidile  output  power  \  |  ^ 
inaxiniuin  available  generator  {lowery  j  **  {h,-{~R,)lh„{hi-\-Rg)—h/ltr] 
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Tabl«  II — Exact  Conversion  Formulas  lor  H  Parameters  and  Transistor  Equivalent  Circuits 


h,jl,  + 

•0“  •’fj'l 

(J- COMMON  ELECTROOC.t.borc) 


Symbols 
Old  I  New 


('^>mniun 

Kmitter 


«*.3  X  10  ‘ 


Common 

Base 


(1 +A/*)  (I  I 


i  —h,^  (1  -I-  h,th«h  _ 

(I+/1,*)  0-M  +  I 


:i-*  I — © — I 

- ■ - 


Common 

Collector 


^uivalent 
T  Circuit 


r,  +  r,  — 


/i,.  33  X  10  «  mlHi. 


—  (1  +^/«)  _ 

(I +/»,.)  (I-/1,.)  -f 


—  h/,{l  —  h,,)  —  htJt,, 

(1  +h,j,,7 


(1  +fc/,)  (1  —h,,)  +  ktJtt, 


— /i/»(l  — /i,»)  —  h.Jt,k 
(1  -¥hfi)  (1  — Aif»)  + 


(1  (1  —h,t)  +  n.tn,t 


40  ohms 


67  X  10  ^  mhos 


-d  +  M 


h..  _ 

■“  hj^rt 


Jt/,  (1  —h„)  + 

h%Ji^  -*  hfghrt 


_^r«(l+6/t)  ~  htJlM 

htJ>»€  —  h/Ji„ 


htJi,,  —  hfjtn 


-  (1  +  h,.) 


hf,  (1  —hr,)  +  htJlr, 

(\-\-hf,)  {I— hr,)  +  hiJlr, 


hr,il+h„) 


h/,  hr, 

r+^ 


r,+r,  —  r 


r,  +  (1  -a)r* 


h,t 

(1  +A/*)(1  —  hr^)  +  A.kA,» 

2,000  ohms 

1  +  A/» 

(i+A/»)  (1  —Art)  +  ArtArt 

1.0 

Art  -  1 

(l+A/t)  (1-Art)  +A.tA.t 

-  50 

_ 

(1  +A/t)  (1  —  Art)  +  A.tA.t 

33  X  10~*  mhos 

—  A.. 

j  (1+^/t) 

—  U/t 

1  —  Art 

1  h„ 

'  hr. 

h.. 

1  1  —  hr. 

/At  -  (l+A,t)  -fc 

hr. 

hrh _ 

i  L  1  ^f*  ( ^ 

1  “T  ’  r 

!  *” 

r.  +  r,  - 


h/t  +  6,»_ 

~1  -  Ar»" 


h/,  +  hr, 

h/. 
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Rapid  Conversion  of 
Hybrid  Parameters 

Chart  and  nomograph  simplify  conversion  of  grounded-base  transistor  par¬ 
ameters,  which  are  usually  used  on  manufacturers’  specification  sheets,  to 
grounded-emitter  form.  In  most  cases,  common-collector  parameters  are  then 
either  identical  to  common-emitter  parameters  or  can  be  obtained  from  them 
by  the  simple  process  of  subtraction 

By  SOL  SHERR 


Circuit  designers  frequently 
find  transistor  specifica¬ 
tions  contained  in  manufac¬ 
turers’  data  sheets  to  be  in  only 
one  set  of  parameter  values,  usu¬ 
ally  the  common-base  representa¬ 
tion.  To  use  the  transistor  in 
one  of  the  other  two  representa¬ 
tions,  it  is  necessary  to  convert 
the  parameters.  This  conversion 
is  simplified  by  the  accompany¬ 
ing  chart  and  nomograph. 

Relationships  between  com¬ 
mon-base  and  common-emitter 
values  are  shown  in  the  approxi¬ 
mate  expressions  listed  in  Table 
I.‘  These  equations  assume  h,,^ 
<<  1  and  hu»  <<  1.  These 
conditions  exist  in  all  acceptable 
transistors  and  the  approxima¬ 
tions  do  not  generally  result  in 
errors  greater  than  1  percent. 

The  e  subscript  denotes  com¬ 
mon-emitter,  the  b  subscript 
denotes  common-base  and  the 
number  subscripts  denote  four- 
terminal  parameters.'  Inter¬ 
changing  the  e  and  b  subscripts 
results  in  common-base  param¬ 
eters  in  terms  of  common- 
emitter  parameters. 

Another  set  of  symbols  em¬ 
ploys  only  letter  subscripts  and  is 
related  to  the  number  subscripts 
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OF 
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CIRCUITS 


Charts  Simplify  Passive  L-C  Filter  Design . R-14 

Design  and  Manufacture  of  Practical  Filter  Circuits  .  R-18 

Band-Pass  RHer  Design  Technique . R-22 

Parallel-T  Nomograph . R-25 


Designing  Transformers  for  Blocking  Oscillators  .  .  .  R-26 
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Charts  Simplify  Passive 

By  DONALD  R.  J.  WHITE 


Universal  design  data  permit  design  of  Butterworth  and  Tehebycheff  filters 
of  prescribed  steady-state  insertion-loss  cbaracteristics.  Design  of  band-pass 
prototypes  of  lumped-element  configuration  is  given 


Table  I — Realizability  of  Band-Pass  Filter  Prototypes 


Band¬ 

pass 

Filter 

Type 


3\ 

3B 

3C 

3D 

3E 

3F 

3G 

3H 


Band- 

Pass 

Filter 

Type 


3\ 

B3 
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Readily  realizable  (R): 
1  Mb'  ^  L  ^  100  mb 
5  ^  C  ^  0.1  fit 


Marginally  practical  (M): 
0.05  Mb  L  ^  30  h 
0.3  M#if  ^  C  ^  5  Mt 


SIMPLIFIED  DESIGN  INFORMATION 
for  band-pass  filters  having 
either  a  Butterworth  or  Tcheby- 
cheff  response  with  lumped-ele¬ 
ment,  lossless  L-C  components 
is  presented.  By  following  the 
prescribed  method,  filters  can  be 
designed  with  minimum  time  and 
motion. 


Filter  Specificatiorts 

In  designing  band-pass  filters 
the  following  information  should 
be  determined: 

(1)  Center  frequency  /. 

(2)  Either  the  pass-band’  width  B 
or  the  loaded  Q-f actor  Qt, 

(3)  Either  the  60-db  bandwidth 

or  skirt  .selectivity  S»  in  db 
per  bandwidth 

(4)  Allowable  pass-band  ripple 
variation  <  in  db 

(5)  Input-output  impedance  level 
R  in  ohms 

(6)  Maximum  acceptable  midband 
insertion  loss  in  db 

(7)  Quality  factor  Q,  of  L-C  com¬ 
ponents 

Width  of  the  pass  band  is  meas¬ 
ured  between  the  3-db  cut-off 
frequency  points.  For  Tehebycheff 
functions,  these  points  correspond 
to  the  ripple  variation.  Items  3  and 
4  establish  the  number  of  stages 
necessary  for  realizing  the  desired 
rejection  just  outside  the  pass  band. 
The  maximum-flat  Butterworth  re¬ 
sponse  has  no  ripple  in  the  pass 
band.  However,  the  Tehebycheff  or 


Practical  (P): 

0  2  Mb  g  L  g  10  h 
1.0  MMf  ^  C  ;S  1.0  Mf 

300  cps  ^  f«  <  3  kc;  fo  «•  1  kc 
3  kc  S  fo  <  30  kc;  f,  -  10  kc 
30  kc  ^  r*  <  300  kc;  f,  -  100  kc 
300  kc  ^  f«  <  3  me;  f«  »  1  me 
3  me  ^  f«  <  30  me;  f«  »  10  me 
30  me  $  f«  <  500  me;  ft  —  100  me 


others:  impractical  (I) 


10  ^  R  <  1.50;  R  -  .50 
150  ^  R  <  2.5  K,  R  -  .500 
2.5K  ^  R  <  50K;R-I0  K 
2  i  Ot  <  10;  (?t  -  5 
10  i  Qr,  <  50;  Qi.  -  20 
50  ^  Qz  <  500;  Qi  -  100 


overcoupled  response  has  an  equal 
ripple  variation  in  the  pass  band 
but  offers  additional  skirt  selectiv¬ 
ity.  Tehebycheff  response  use  may 
result  in  fewer  tuned  stages. 
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FIG.  1 — B*qulr*d  number  oi  il)t*r  tla^M  can  b*  iouad  with  lb*  old  ol  Iransmiulon  lou  aqainal  ircqucncf  graph*  ior  a  Buttarwortb 
hMction  (A)  and  ior  Tchobycboil  inacilona  with  dliioronl  rlpplo  /ariatlon*  (B).  (Q  and  (D) 


Item  6  is  restricted  to  approxi¬ 
mately  equal  input  and  output  im¬ 
pedances.  Finally,  item  7  estab¬ 
lishes  the  compatability  between  the 
physically  realizable  specifications 
1  through  6. 

Design  Procedure 

When  items  2,  3  and  4  are  speci¬ 
fied  the  required  number  of  filter 
stages  may  readily  be  found  by 
using  Fig.  lA  through  ID.  Con¬ 
versely,  these  graphs  are  useful  in 
establishing  different  skirt  selec- 
tivities  in  terms  of  an  allowable 
or  fixed  number  of  stages.  Although 
the  graphs  correspond  to  the  low- 
pass  prototype,  they  are  equally 
useful  for  their  band-pass,  band- 
rejection  or  high-pass  analogs. 


When  item  6  is  selected,  when 
Q,  of  the  coils  and  capacitors  is 
known,  and  when  the  number  of 
stages  n  is  computed,  the  actual 
insertion  loss  may  be  found  from 
the  graph  of  Fig.  2.  If  the  in.sertion 
loss  found  in  Fig.  2  exceeds  the 
maximum  acceptable  loss  indicated 
by  item  6,  one  or  more  specifications 
mu.st  be  compromised. 

Filter  Selection 

Figures  3A  through  3H  are 
prototype  band-pass  filters  which 
provide  essentially  the  same  re¬ 
sponse.  The  most  applicable  is  se¬ 
lected.  Figure  3A,  SB,  and  3C  have 
identical  responses  and  are  derived 
directly  without  approximation 
from  the  same  low-pass  protot3rpe. 


Since  the  component  values  may 
be  difficult  to  realize.  Fig.  3D 
through  3H  offer  substitute  forms. 
The  prototype  most  easily  realized 
or  applicable  should  be  selected. 

Table  I  has  been  prepared  using 
each  of  the  eight  prototype  band¬ 
pass  filters.  Frequency,  loaded  Q 
factor  and  impedance  level  are 
the  variables.  With  this  table  the 
recommended  filter  types  for  each 
application  can  be  readily  deter¬ 
mined. 

Components 

The  value  of  the  capacitors,  in¬ 
ductors  and  resistors  are  shown  in 
Fig.  3 A  through  3H  for  low-pass 
Butterworth  or  Tchebycheff  -ele¬ 
ments.  These  latter  elements  are 
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FIG.  2 — Filter  insertion  loss  may  be  iound  where  dissipation  iac- 
lor  and  number  oi  storage  eiements  are  known 

FIG.  3 — Since  the  eight  illustrated  prototypes  hcrre  the  same 
response,  selection  oi  the  proper  filter  depends  upon  realisobility 
and  opplicobllity  oi  the  configuration 
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listed  in  Table  II  for  the  Butter- 
worth  function  and  for  the  Tche- 
bycheff  functions  with  i,  1,  2  and 
3  db  ripple  variation. 

A  maximally-ilat,  band-pass  filter 


with  a  center  frequency  of  100  kc, 
a  3-db  bandwidth  of  10  kc  and 
therefore  Qt.  =  10  is  required.  It 
should  provide  at  least  a  25-db  re¬ 
jection  at  100  ±15  kc  where  dh/B 


measured  as  shown  in  Fig.  4A  ap¬ 
proximates  22  db/ bandwidth.  Max¬ 
imum  allowable  insertion  loss 
should  be  3  db  and  the  filter  should 
work  into  and  out  of  a  lOO-ohm 
impedance  level.  The  coil  quality 
factors  Q,  may  be  expected  to  be 
about  100  and  the  Q,  of  the  capaci¬ 
tors  about  800.  The  Q,  of  the  ca¬ 
pacitors  thus  may  be  neglected. 

Prototypes 

Table  I  indicates  that  virtually 
all  band-pass  prototypes  having 
these  specifications  are  readily 
realizable. 

The  total  number  of  stages  re¬ 
quired  to  realize  the  specified  skirt 
selectivity  is  found  in  Fig.  lA  to 
be  about  2.7.  Three  stages  will 
be  used  since  only  integers  are 
possible.  Figure  2  shows  that  the 
3-stage  filter  would  be  2.6  db  based 
expected  insertion  loss  for  this 

Using  the  band-pass  prototype 
of  Fig.  3A  and  Table  II,  the  ele- 
on  Qi./Q,  ratio  of  0.10  or  D  =  0.2. 
ment  values  are 

C,'  -  C,‘  -  C,/(2rBR)  -  0.16  Mf, 

L,'  L,>  -  L,  H/2w  B  -  16  M  fc, 

C,'  -  l/(2w  f.Qt  RLi)  -  800  mmT  and 
/V  -  R/{2wf,QL  r,)  -  3.2  mA. 

The  resulting  band-pass  filter  is 
shoMm  in  Fig.  5B. 

Physical  Realization 

Since  the  dynamic  range  of  the 
required  capacitors  and  coils  is 
LtCtQt  =  200,  which  makes  physi¬ 
cal  realization  inconvenient,  the 
prototype  network  of  Fig.  3D  is 


Table  II — Element  Values  of  Low-Pass  Prototypes 
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C  in  farads,  L  in  henrys,  R  in  ohms,  n  >■  number  of  frequency-semitive  ntenM-nls, 
w  —  radians/secx>nd  and  c  •  ripple  varialion 
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I  chosen.  The  resulting  band-pass 

I  network  is  shown  in  Fig.  6A.  Ele- 

I  nent  values  are  now  easily  real- 

i  iz»d  and  are  of  the  same  order  of 

'  majnitude.  Frequency  response  of 

j  each  network  is  shown  in  Fig.  5C. 

As  another  example  a  .30  me 
band-pass  Alter  is  required  to  give 
a  maxnnum  slope  rejection  per 
stage  for  which  a  3  db  pass-band 
ripple  variation  will  be  allowed. 
This  suggests  Tchebycheff  re¬ 
sponse.  Apart  from  this  ripple,  an 
additional  2-db  midband  insertion 
loss  is  permitted. 

Selectivity 

Skirt  selectivity  must  be  at  lea.st 
60  db  per  bandwidth  and  the  3-db 
bandwidth  must  be  6  me.  Therefore 
Qi  =  30/6  =  5.  The  Q.  factors  of 
the  coils  used  are  200.  The  desired 
impedance  level  is  50  ohms. 

The  required  number  of  stages 
obtained  from  Fig.  ID  is  5.  Figure 
2  shows  that  the  minimum  inser¬ 
tion  loss  resulting  from  the.se  non¬ 
lossless  inductors  is  1.3  db.  The 
prototype  of  Fig.  3F'  is  chosen  from 
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FIG.  4  -DacUmI  bandwidth  concept  oi  a 
Bu'.tnrworth  (unction  la  maaaurod  on# 
bandwidth  Irom  th*  — 3^lb  point  o(  the 
rosponaa  curaa  (A).  Bandwidth  oi  Tchoby- 
cbail  roaponaa  la  maaaurad  along  trough 
of  rlppla  Tariotion  (B).  Tachniquaa  da- 
acrlbad  ara  uaable  for  illtar  daaign  irom 
about  300  epa  to  about  SOO  me  ualng 
alther  Tchabychaif  or  Bu’tarworth 


Table  I  because  of  the  practical 
realizability  and  the  resulting  filter 
together  with  its  frequency  re¬ 
sponse  is  shown  in  Fig.  6. 

Thus,  by  using  modern  synthesis 
techniques  a  desired  class  of  steady- 
state,  band-pass  filter  responses  can 
be  obtained. 

The  author  thanks  J.  H.  Mills, 
Jr.  for  his  work  on  the  band-pass 
prototypes  and  table  of  recom¬ 
mended  prototypes,  C.  L.  Ranck  for 
his  work  on  the  synthesis  of  the 
Butterworth  and  Tchebycheff  low- 
pass  prototypes  and  A.  Feiner. 

This  work  was  performed  under 
RADC  contract  No.  AF  30(602)- 
1449. 
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FIG.  6 — Tchebycheff  band-pass  filler  (A)  was  designed  in  second 
example  with  the  aid  of  universal  design  data  and  has  indicated 
frequency  response  (B) 
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FIG.  S  Although  both  prototypes  have  the  same  steady  stale 
frequency  response  (C),  band-pass  filter  (A)  Is  more  easily 
realisable  than  fUter  (B) 
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Anticipated  performance  is  seldom  achieved  in  passive  filter  circuits  whose 
design  is  based  solely  on  theoretical  considerations.  Distributed  capacitance 
due  to  component  proximity  and  encapsulating  materials,  temperature  effects 
and  impedance  mismatch  radically  skew  the  results.  Such  pitfalls  can  be 
readily  avoided,  providing  they  are  anticipated  in  advance  and  allowance 
made  for  them  in  the  design 
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Design  and  Manufacture 


More  and  more  engineers  are 
finding  it  necessary  to  de¬ 
sign  filters  in  their  everyday  circuit 
requirements.  Design  formulas  for 
various  L-C  filters  are  available  in 
adundant  quantities  in  design  and 
texts  and  handbooks.  But  as  many 
engineers  have  found,  the  practical 
application  of  the  theory  is  not  only 
difficult,  but  to  the  uninitiated  the 
construction  of  a  suitable  filter  de¬ 
fies  all  attempts. 

The  techniques  described  in  this 
article  apply  particularly  to  L-C 
filters  using  toroidal  inductances 
although  many  of  them  can  be  ap¬ 
plied  to  other  filters  of  the  L-C  or 
R-C  t3T)e.  Whether  the  filter  is  of 
high-pass,  lovr-pass,  bandpass  or 
band-rejection  configuration,  the 
design  and  test  procedure  should 
follow  the  same  pattern.  First  the 
operating  frequency  is  determined. 
Next,  the  input  and  output  im¬ 
pedances  are  chosen  to  meet  circuit 
requirements. 

For  correct  operation,  the  theo¬ 
retically  calculated  impedances  and 
resonant  frequencies  must  be  ob- 


FIG.  1 — Typical  filtor  coniigarotion.  Cir¬ 
cuits  to  bo  rosonatod  soportoly  aro  on- 
closod  ia  dashed-iino  boxos 


tained  in  the  practical  configura¬ 
tion.  To  accomplish  this,  the  reso¬ 
nant  frequencies  of  all  circuits 
within  the  filter  must  be  accurately 
attained  and  each  L-C  combination 
resonated  as  either  a  series  or 
parallel  circuit,  as  determined  by  its 
use  in  the  filter. 

The  L-C  combinations  to  be 
separately  tuned  in  a  simple  low- 
pass  filter  are  shown  in  Fig.  1.  To 
tune  these  circuits,  a  signal  gen¬ 
erator,  vacuum-tube  voltmeter  and 
a  frequency  indicator  unit  are  re¬ 
quired.  To  prevent  loading  of 
parallel  resonant  circuits  a  100  K 
resistor  is  placed  in  series  with  the 
signal  generator  output  lead.  Series 
resonant  circuits  would  be  heavily 
loaded  by  this  resistor  so  it  is  not 
used  while  tuning  them.  At  radio 
or  very  high  audio  frequencies  a 
resistor  will  be  needed  in  series 
with  the  input  to  the  vtvm. 

Filter  Testing 

The  test  circuit  is  shown  in  Fig. 
2.  The  input  voltage  to  the  circuit 
should  never  exceed  1  v  rms  as  tor¬ 
oids  exhibit  hysteresis  and  satura¬ 
tion  effects.  With  voltages  above  1  v 
rms  the  inductance  change  is  great 
enough  to  cause  circuit  detuning. 
At  2  V  rms  most  toroids  will  change 
inductance  about  —7  percent  over 
the  value  measured  at  1  v  rms. 
Below  1  rms  the  inductance  change 
is  negligible  for  most  practical  filter 
applications.  In  the  case  of  “wed¬ 
ding-ring”  size  toroids,  however, 


FIG.  2 — TmI  Mtupa  for  rMonatinq  iUl«r 
■•cMons.  For  Mrioa-rosonoiit  clrcuM  (A) 
adlMt  L-C  combhiallon  ior  null  on  nrm. 
For  parallol-lunod  circuit  (B)  odlual  ior 
poak  on  motor 

the  signal  level  should  be  held  to  a 
maximum  of  0.6  v  rms. 

In  some  cases  it  may  be  found 
that  it  is  not  possible  to  resonate 
the  L-C  combination  to  the  desired 
frequency.  The  cause  is  the  re¬ 
latively  high  di.stributed  capaci¬ 
tance  in  the  toroid.  Each  toroid 
will  therefore  have  its  own  parallel 
resonant  frequency. 

There  are  two  steps  to  be  taken 
in  avoiding  this  pitfall.  First,  al¬ 
ways  design  for  the  lowest  im¬ 
pedance  filter  that  will  satisfy  the 
circuit  requirements.  In  any  type 
of  L-C  filter  the  inductance  is  di¬ 
rectly  proportional  to  the  filter  im¬ 
pedance.  Thus  lower  inductances 
mean  higher  self-resonant  fre¬ 
quencies. 

Second,  after  designing  the  filter, 
check  with  the  manufacturer  to 
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of  Practical  Filter  Circuits 


verify  that  the  toroid  seif-reaonant  For  vibration  it  is  recommended  lower  values  of  capacitance,  the 

frequency  is  higher  than  that  of  that  A-in.  thick  cork  washers  be  added  capacitance  caused  by  the 

the  circuit  in  which  it  is  to  be  used,  used  to  separate  the  torids.  A  container  walls  creates  a  greater 

round  phenolic  washer  may  be  used  detuning  effect  upon  the  filter. 

Packaging  under  the  head  of  the  screw  to 

hold  the  entire  assembly  in  place.  Physical  Size 

The  completed  filter  assembly, 
securely  mounted  and  wired  on  the 
board,  may  be  installed  in  the  con¬ 
tainer  without  resorting  to  en- 


In  the  past  it  has  been  common 
practice  to  haywire  the  filter  to¬ 
gether  on  the  bench,  and  after  care¬ 
fully  laying  it  into  a  suitable  con¬ 
tainer,  it  is  encapsulated  with  wax, 
pla.stic  or  rubber  compound.  In¬ 
variably  the  encapsulated  filter  fails 
to  show  the  same  electrical  char¬ 
acteristics  which  it  exhibited  dur¬ 
ing  the  bench  te.st.  The  higher  the 
operational  frequency  the  greater 
the  divergence  between  the  two  sets 
of  characteristics. 

The  di.screpancy  occurs  becau.se 
of  the  dielectric  effect  of  the  en¬ 
capsulating  compound  on  the  in¬ 
ductors  and  capacitors.  The  great¬ 
est  effect  occurs  when  the  compound 
enters  the  center  hole  of  the  toroids. 
Wrapping  the  filter  in  fish  paper 
before  encapsulation  reduces  the 
dielectric  effects  somewhat  but  does 
not  add  to  the  mechanical  rigidity 
and  over-all  filter  reliability. 

The  entire  filter  should  be  as¬ 
sembled  on  a  phenolic  board.  Ca¬ 
pacitors  are  soldered  between 
parallel  bus  wires.  Toroids  may  be 
mounted  either  singly  or  in  multi¬ 
ple  units  by  means  of  machine 
screws  through  the  holes.  The 
toroids  may  be  laid  against  each 
other  with  no  measurable  effect 
upon  the  electrical  characteristics. 


The  most  effective  method  of  re¬ 
ducing  filter  size  is  to  resonate  the 
toroid  to  a  fixed  value  of  capaci¬ 
tance.  Varying  the  capacitance  in¬ 
volves  the  use  of  a  pack  of  ca¬ 
pacitors  for  each  value  required  in 
the  filter.  Capacitor  packs  use  vol¬ 
ume  quickly,  so  a  filter  should  be 
designed  around  standard  capaci¬ 
tance  values. 

The  higher  the  impedance  of  the 
filter,  the  lower  will  be  the  capac¬ 
itance  values  and  hence  the  smaller 
the  volume.  Toroid  sizes  remain 
the  same  over  extremely  wide 
ranges  of  inductance. 

Choose  the  smallest  physical 
toroid  size  with  sufficient  Q  for  the 
requirements.  Once  the  configura¬ 
tion  and  adjacent-frequencies  at¬ 
tenuation  are  established,  reduce 
the  toroid  size  until  another  filter 
section  is  needed  to  attain  the  re¬ 
quired  attenuation.  Then  use  the 
next  larger  size  toroid. 

When  mounting  toroids,  the  idea 
may  occur  of  running  a  screw 
through  opposite  sides  of  the  filter 
container,  and  stringing  the  toroids 
on  the  screw.  This  produces  a  non¬ 
operative  filter  when  the  container 
is  metal.  The  effect  is  that  of  a 
shorted  turn  which  reduces  the  Q 


ORIVINO 


filter 


CIRCUIT 


DRIVING 

CIRCUIT 


filter  2 


FIG.  3 — Drivtaq  circuit  d*»lqa  ior  alnqU 
(A)  and  mullipU  (B)  llllor  connoctioas. 
Tho  hlqhor  Iho  roatio  Z,/Z>..  the  botlor 
tho  isolation  will  bo  botwoon  iUtors 


capsulation.  Thus  the  response 
curve  will  remain  unchanged. 

At  higher  audio  frequencies,  say 
10  kc  and  up,  capacitors  should  not 
be  near  the  container  walls  if  they 
are  metal.  The  proximity  factor  is 
even  greater  as  the  filter  impedance 
increases  since  the  capacitance  is 
inversely  proportional  to  the  im¬ 
pedance.  Since  both  higher  fre¬ 
quency  and  higher  impedance  create 
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of  the  toroid  to  a  very  low  value  and 
causes  considerable  detuning  of  the 
circuit. 

Tempertrture  Compensation 

The  average  temperature  coef¬ 
ficient  of  toroids  is  —180  ppm/deg 
C.  Temperature  compensating  ca¬ 
pacitors  are  available  in  low 
capacitances  which  make  high  fre¬ 
quency  filter  compensation  feasible. 
For  use  at  audio  frequencies,  how¬ 
ever,  it  is  not  possible  to  find  large 
values  of  positive  or  negative  coef¬ 
ficient  capacitors. 

One  arrangement  has  worked 
excellently.  It  consists  of  using  a 
combination  of  C  or  D  character¬ 
istic  silver  mica  capacitors  in  con¬ 
junction  with  metallized  paper 
capacitors.  The  ratio  of  silver 
mica  to  metallized  paper  capacitance 
should  be  5/1.  Tlvis  combination 
works  exceptionally  well  between 
0  C  and  +90  C.  Over  this  range,  the 
maximum  drift  of  filter  center  fre¬ 
quency  is  0.1  percent.  Between  —20 
C  and  +90  C  the  total  frequency 
shift  is  0.3  percent. 

The  C  and  D  characteristic  silver 
micas  are  usually  between  =t70 
ppm/deg.  C.  The  metallized  paper 
capacitors  have  a  high  positive  tem¬ 
perature  coefficient  from  +30  C  up, 
essentially  zero  coefficient  from  0  C 
to  +30  C,  and  are  highly  negative 
from  0  C  down. 

Circuit  Impedance 

Of  primary  importance  to  proper 
filter  operation  are  both  input  and 
output  impedance  matching.  Many 
a  filter  has  exhibited  different  re¬ 
sponse  properties  in  the  circuit 
from  those  noted  in  the  test  setup. 
Generally  this  stems  from  improper 
input  impedance  circuitry.  Output 
matching  is  easily  accomplished  by 
shunting  the  proper  value  of  re¬ 
sistance  across  the  output  of  the 
filter  which  usually  operates  into 
the  grid  circuit  of  the  following 
stage. 

For  years  it  has  been  cofnmon 
practice  to  drive  filters  from 
cathode  followers  with  the  cathode- 
follower  output  impedance  designed 
to  match  that  of  the  filter  input 
But  at  critical  band-edge  or  cutoff 
frequencies  the  filter  impedance 
usually  changes  radically,  causing 
the  input  voltage  to  rise  and  fall 
accordingdy.  This  distorts  the  actual 


L/2  l/2  L, 
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FIG.  4— DeTalopmral  oi  low-poH  Mllct 
coailguratlon.  baglaainf  with  cantor  sac- 
tion  dasiqnad  conatoBl-h  (A)  plua  and 
•action  which  to  ni.darlTad  (B).  Mid-«ac- 
tion  and  two  half-sactions  ora  comblnad 
ior  coniigurotion  at  (D) 


filter  response  characteristic  curve. 

The  simplest  means  for  alleviat¬ 
ing  this  condition  is  to  use  a  driv¬ 
ing-circuit  impedance  not  greater 
than  one-tenth  that  of  the  filter  in¬ 
put  impedance.  Matching  is  accom¬ 
plished  by  using  a  series  resistor 
to  make  up  the  impedance  differen¬ 
tial,  in  this  case  nine  times  the  driv¬ 
ing  circuit  value.  Reduced  gain  is 
made  up  by  one  amplifier  stage. 
The  correct  procedure  is  shown  in 
Fig.  3.  It  should  be  noted  that 
the  higher  the  Q  of  the  filter  com¬ 
ponents,  the  more  closely  the  meas¬ 
ured  characteristics  will  match 
the  theoretical  ones.  Low  voltage 
levels  will  aid  this  two  ways.  Over¬ 
loading  or  saturation  of  the  toroid 
will  not  occur  and  leakage  in 
capacitors  is  reduced  to  an  in¬ 
consequential  level  thereby  raising 
the  capacitor  equivalent  resistance. 
For  this  reason,  200-working-volts 
d-c  low-Q  metallized  paper  capac¬ 
itors  may  be  used  in  filter  circuits, 
even  though  this  type  of  capacitor 
is  noted  for  its  comparatively  high 
leakage. 

Temperature  and  Aging  Effects 

Tests  have  proven*  that  toroids 
will  change  characteristics  when 
exposed  to  moist  air.  This  was 
especially  true  of  the  wax  impreg¬ 
nated  types,  although  plastic  en¬ 
capsulated  toroids  show  a  very  pro¬ 
nounced  improvement.  Where  long 


period  drift  (time  measured  in 
years)  must  be  kept  to  0.03  per¬ 
cent  or  leas,  however,  the  best  pre¬ 
caution  is  to  seal  the  container 
hermetically  after  installation  of 
the  filter. 

Bandpass  filters  having  a  center 
frequency  of  3,100  cps  and  built  in 
this  manner  showed  not  1  cps  of 
bandpass  shift  or  change  in  width 
after  a  period  of  two  years.  In 
most  cases  it  is  wise  to  cycle  the 
filter  from  room  temperature  to 
90  C  before  hermetically  sealing 
the  unit. 

Design  Examples 

To  best  illustrate  the  preceding 
comments  on  filter  design,  two  ex¬ 
amples  are  given.  For  the  first  case, 
a  low-pass  filter  with  matching  end- 
sections  will  be  designed.  The  sec¬ 
ond  example  will  be  that  of  a  simple 
bandpass  filter. 

For  a  low-pass  filter,  assume  the 
following  requirements: 

Attenuation:  30  db  down  at  2.5 
F,;  0.5  db  down  at  F, 

Cutoff  frequency:  F,  =  3,000  cps 

Impedance:  R  =  600  ohms 

Special  Requirements:  Z,r  and 
Z«cr  should  be  equal  (600  ohms). 
End  sections  will  be  w-derived 
since  L-C  attenuation  will  be  about 
18  db/octave.  At  2.5  F.  attenuation 
therefore  would  theoretically  be  27 
db.  In  practice  it  will  be  about 
24  db. 

Cutoff  Frequency 

Experience  has  shown  that  atten¬ 
uation  at  the  design  cutoff  fre¬ 
quency  is  usually  3  db.  Thus  to 
meet  the  requirement  of  0.5  db 
down  at  F,  move  the  design  F,  out 
to  (1.4  X  3,000  cps).  The  1.4  multi¬ 
plier  is  an  empirically  determined 
factor. 

The  filter  will  be  designed  with 
a  single  constant-A  center  section 


FIG.  S — Fnq«Mxy  r— pooat  rarr*  ol  low- 
poM  aitor  ctocaU  ol  Fig.  40 
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as  shown  in  Fig.  4A.  Then 
Ij\  “  R/ rF  t 

-  800/(3.14  X  4,200)  -  0.046  h 
Lx/2  -  23  mh 

C,  -  \/irPJt 

-  1/(3.14  X  4,200  X  600) 

-  0  .126  Mf 

End  Sections 

The  m-derived  end  sections  are 
required  when  a  specific  frequency 
or  frequencies  require  additional 
attenuation  beyond  that  normally 
supplied  by  the  constant-fiC  sec¬ 
tion.  Additional  constant-Zf  sec¬ 
tions  would  supply  increased  attenu¬ 
ation  beyond  cutoff  but  would  also 
cause  excess  attenuation  at  the  cut¬ 
off  frequency 

In  this  filter,  one-half  an  end 
section  is  placed  on  either  side  of 
the  filter,  making  it  symmetrical. 
Some  volume  and  components  could 
be  saved  by  using  only  half  an  end 
section  but  the  attenuation  of  the 
critical  m-suppressed  frequency 
(F,  =  2.6  F,  —  7,600  cps)  would 
be  reduced  by  approximately  6  db. 
Then 

m  -  Vl  -  (F./F«)» 

-  Vl  -  (4,200/7,600)*  -  0.83 

The  full  m-derived  end  section  is 
shown  in  Fig.  4B  wherein 

L,.  -  mL,  -  0.83  X  0.046  -  38  mh 

L_  -  (1  -  m)*/Am(Lx)  -  4.3  mh 

Ct_  -  mCi  -  0.83  X  0.126  -  0.105  mI 

In  dividing  the  m-derived  end 
section  into  two  parts  it  is  neces¬ 
sary  to  halve  the  values  of  L,.  and 
Cm  and  double  the  value  of  Lm- 
Combining  Fig.  4A  and  4B  with 
the  half  end  sections  the  filter  as 
shown  in  Fig.  4C  is  obtained. 

Practical  Oparation 

The  final  filter  configuration  with 
the  various  components  combined 
to  give  the  most  compact  arrange¬ 
ment  is  shown  in  Fig.  4D.  To 
obtain  correct  filter  operation,  L,C, 
will  resonate  at 

F,*  -  l/(»VliC0  -  2,200  cps 
and  LtC$  will  resonate  at 

-  l/(»V£iCi)‘-  7,500 cps. 

With  the  components  resonated 
as  indicated,  the  filter  will  exhibit 
an  impedance  of  600  ohms  :t:20  per¬ 
cent  from  zero  to  3,000  cps.  The 
response  will  be  0.6  db  down  at 
3,000  cps,  3  db  down  at  4,200  cps 
and  86  db  down  at  7,600  cps.  The 
response  curve  is  plotted  in  Fig.  6. 


Care  should  be  taken  to  see  that 
the  physical  layout  does  not  allow 
capacitive  coupling  between  the  in¬ 
put  and  output  circuits.  Proximity 
to  the  sides  of  the  metal  case  is  a 
common  cause  of  input-output  cou- 


PIG.  S — A  doubls-tuasd  boadlpaas  flllsr 
la  w  Iona  with  copadlallTS  oowpUaq 


FIG.  7 — Frsqasacy  rstpoass  carvs  ai 
bandpass  iUlsr  ctreaM  oi  Fig.  1.  Broksa 
Uas  shows  Idoal  poss  bond 


pling,  thus  causing  the  low-pass  ef¬ 
fect  to  be  nullified  at  higher  fre¬ 
quencies.  Many  a  low-pass  filter 
designed  for  cutoff  in  the  audio 
frequencies  has  looked  like  a  direct 
wire  connection  at  60  or  100  kc. 

If  this  particular  low-pass  filter 
were  to  be  connected  in  parallel 
with  other  filters,  it  should  be  noted 
that  at  7,600  cps  the  m-derived  end 
sections  are  practically  short  cir¬ 
cuits.  Assume  that  another  filter 
designed  to  pass  frequencies  be¬ 
tween  7,000  and  9,000  cps  were  par¬ 
allel  across  the  input  circuit  of  the 
low-pass  filter.  The  output  of  the 
band-pass  filter  would  be  essentially 
zero  for  signals  around  7,600  cps. 
For  this  reason,  the  two  filters 
would  require  series  input  resistors 
and  low  impedance  driving  circuits 
for  isolation. 

For  a  band-pass  filter,  assume 
the  following  requirements: 

Attenuation:  3  db  down,  60  cps 
band  pass;  28  db  down,  200  cps 
either  side  of  F, 

Center  frequency:  F,  =  2.9  kc. 


Bandwidth :  60  cps  (2,870  to 
2,930) 

Impedance:  30,000  ohms 

Special  Requirements:  Miniatur¬ 
ize  if  possible.  Must  be  temperature 
compensated  between  —20  C  and 
-1-80  C. 

Band-Pau  Design 

The  filter  configuration  used  as 
a  first  attempt  will  be  a  simple  ca¬ 
pacitance-coupled,  double-tuned  v 
circuit  as  shown  in  Fig.  6.  Then 

Cl  -  (Fx  +  FUKAi^FxFJt) 

-  0.00183  Ml 

wherein 

Fx  is  2,870  cps,  Ft  is  2,930  cps 

and 

R  is  30,0(X)  ohms. 

In  addition, 

Ct  -  F,/1»F,(F,  -  FORI  -  0.173  4 

C,/2  -  0.087  4 

Lt  -  R{Ft  -  Fx)/{AwFxFt)  -  0.017  h 

2L|  ■■  34  mh 

Since  the  filter  must  be  tempera¬ 
ture  compensated  the  combination 
of  silver  mica  and  metalized  paper 
capacitors  may  be  tried.  As  prac¬ 
tically  all  the  drift  with  tempera¬ 
ture  would  be  in  the  tuned  circuits 
and  not  in  Ci,  only  the  Ct/2  values 
will  be  temperature-compensated. 
If  a  O.Ol-fif  metalized  paper  and 
two  0.026-^f  silver  micas  (total 
0.06  id)  are  used  the  capacitor 
packs  are  small,  keeping  the  filter 
size  to  a  minimum. 

Assuming  that  a  filter  impedance 
higher  than  30,000  ohms  may  be 
tolerated  (in  some  cases  this  is  very 
desirable),  the  C,  formula  may  be 
solved  for  R  by  substituting  0.06  nt 
for  C,/2  or  0.12  id  for  Ct. 

Thus  we  have 

R  -  2,870/(3.14  X  2,930  X60  X0.12X10-*) 

■■  43,400  ohms 

Solving  for  C,  and  2L,  using  this 
new  value  of  impedance: 

Cl  -  0.00126  4 

2Lt  49  mh 

Results  in  Manufacture 

A  production  model  of  this  filter 
shows  less  than  0.2  percent  drift  be¬ 
tween  —20  C  and  -1-90  C.  Between 
0  C  and  -1-90  C  the  drift  is  0.1  per¬ 
cent  or  less.  The  response  curve  of 
this  filter  is  shown  in  Fig.  7.  The 
3  db  bandwidth  in  production  is  60 
cps  ±1  cps,  and  the  attenuation  at 
±200  cps  of  center  frequency  is 
30  db  or  better. 
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Band-Pass  Filter  Design 

Technique 


Universal  curves  provide  design  information  for  Butterworth  and  Tchebycheff 
stagger-tuned  filter  networks  for  band-pass  amplifiers.  Required  number  of 
stages,  center  frequency,  cut-off  frequencies,  and  stage  gain  requirements 
can  be  determined 


By  D.  R.  J.  WHITE 

Stagger-tuned  band-pass  filters 
employing  electron  tubes  or 
transistors  as  buffer  amplifiers  can 
be  readily  designed  using  universal 
design  curves  presented  here.  These 
data  can  be  used  for  one  through 
six  stages  of  tuned  band-pass  am¬ 
plifiers  providing  either  a  maxi- 
mally-flat  (Butterworth)  or  1-db 
ripple  (Tchebycheff)  response. 

To  use  these  data,  amplifiers  and 


FIG.  1 — Typical  band-paaa  ompIUiar  wUh 
iaolation  b«tw««n  iUi«r  tlagat 


circuitry  to  be  designed  must  be  re- 
ducable  to  a  form  shown  in  Fig.  1. 
The  amplifiers  may  be  electron 
tubes,  transistors,  magnetic  ampli¬ 
fiers,  or  the  like.  Their  perform¬ 
ance,  however,  must  be  such  that 
they  effectively  decouple  each  of 
the  tuned  circuits  from  the  others. 

ConUgurertiona 

For  an  amplifier  having  a  band¬ 
pass  response,  each  network  is  an 
RLC  parallel-tuned  circuit  con¬ 
nected  across  a  node  pair.  From  a 
physically  realizable  point  of  view 
the  R  of  each  stage  includes  the  dis¬ 
sipative  loading  effect  of  all  ele¬ 
ments  connected  across  the  tuned 
circuit  at  the  respective  node  such 
as  plate  load  resistors,  transient¬ 
time  grid  loading,  and  loading  due 
to  finite  values  of  the  quality  factor 


of  the  coils  in  each  configuration. 

If  the  desired  input  and/or  out¬ 
put  networks  are  to  have  tuned  cir¬ 
cuits  then  the  value  of  R  must  in¬ 
clude  the  loading  due  to  Ra  or  /2t 
respectively.  Similarly,  the  value 
of  each  Q  includes  wiring  and  stray 
capacitance,  input  and  output  ca¬ 
pacitance  of  each  amplifier,  and  ef¬ 
fective  parasitic  shunt  capacitance 
of  the  coil. 

Tuifd-Arnpim^r  5p»cMcation$ 

The  following  information  con¬ 
cerning  the  band-pass  amplifier  is 
required;  center  frequency,  either 
width  of  pass-band,  B,  or  loaded  Q 
factor,  Qt,  either  the  60-db  band¬ 
width  or  skirt  selectivity  in  db 


FIG.  2 — TransmlMion  Iom  with  Iroquancy  for  BuMsrworth  (A)  and  TchobychaU  (1)  rMpooM 
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FIG.  3— Plot  el  reclprocotla^  iodor 
aqoinat  loeded  Q  lacier 

per  bandwidth  and  the  allowable 
pasH-band  ripple  variation. 

Overall  voItaRe  or  power  jfain  at 
center  frequency  is  not  required. 
The  first  two  items  are  self- 
explanatory.  The  .skirt  selectivity 
and  pass-band  ripple  variation  are 
required  to  establish  the  number 
of  stages  needed  to  realize  the  de¬ 
sired  sitrnal  rejection  just  outside 
the  pass  hand. 

Design  Procedure 

Ilavintr  .specified  bandwidth  and 
skirt  selectivity  the  required  num- 
l)er  of  filter  stajies  may  be  ascer¬ 
tained  from  the  low-pa.ss  prototypes 
of  p-ij?.  2.  Conversely,  the.se  irraphs 
are  useful  in  establishiiiK  skirt  se- 
lectivities  in  terms  of  allowable  or 
fixed  number  of  stajfes. 

Next,  tuned  frequency  and  loaded 
Q-factor  of  each  stajre  must  be  de¬ 
termined.  Fij^ure  3  is  a  plot  of  the 
normaliziHl  upper  and  lower  3-db 
cut-olT  frequencies  for  the  Butter- 
worth  response  and  the  1  db  cut-ofT 
freijiiencies  for  the  Tchebycheff 
1-db  ripple  response  plotted  atrainst 
overall  filter  loaded  Q,.  factor. 

These  frequencies  are:  lower  cut¬ 
off  angular  frequency:  <u,  =  m’.A'; 
upper  cut-ofT  angular  frequency: 
ft»„  =  u',/fc 

where  «„  is  the  band-pass  center 
freijuency,  «„  =  \"w.wi  in  radians 
per  second,  and  k  is  the  reciprocat¬ 
ing  factor  determined  from  Fig.  3. 


FIG.  4  Nonaollsod  lr«qu*nciM  ol  Buticrworth  raspons*  plollod  aqaintt  lUtar  loadad 
Q  iactor  lor  on*  through  >hi  tunad  slagaa 


Figure  4  depicts  the  normalized 
angular  frequencies,  norm  to 
which  each  stage  must  be  tuned  to 
give  a  Butterworth  respon.se  for 
1  through  6  stages.  Figure  5  is  the 
corresponding  ca.se  for  the  Tcheby- 
cheff  response  having  a  1-db  ripple 
variation  in  the  pa.ss  band: 

OInm 

(#• 

where  <u,„  is  the  actual  angular  fre¬ 
quency  to  which  the  m  stage  of  an 
n-stage  stagger-tuned  network  is 
tuned. 


Figures  6A  and  6B  depict  the 
factor  of  each  individual  stage 
for  a  filter  having  an  overall  But¬ 
terworth  response  of  Q,.  Figure  7 
corresponds  to  the  Tchebycheff  're¬ 
sponse  of  1-db  ripple  variation. 

Examples 

As  an  example,  suppose  it  is  de¬ 
sired  to  design  an  i-f  amplifier  hav¬ 
ing  stagger-tuned  stages  and  pro¬ 
viding  a  Butterworth  response 
centered  at  60  me,  a  bandwidth  of 
5  me,  a  signal  rejection  of  at  least 
45  db  at  60  ±  7.5  me,  and  an  over- 


FIG.  5— Normaliied  IruquanciM  ol  Tchobychoil  mponM  plottod  against  llltor  loadsd 
Q  Iactor  lor  on*  through  six  lunod  stogos 
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FIG.  S— Unloaded  Q  factor  oi  Indiridual  ataqo*  oi  Buttorworth  FIG.  7  Unloadod  Q  factor  of  Indtridual  atagoa  of  filter  horinq 

roaponao  filter  compared  to  loaded  Q  for  Ql  leaa  than  10  (A)  and  TchebTcheff  reaponae  compared  to  loaded  Q  for  raluea  of  Ql 

for  Ql,  qreoter  than  10  (B)  leaa  than  10  (A)  and  qreoter  than  10  (B) 


all  gain  of  100  db  using  premium 
subminiature  electron  tubes. 

From  Fig.  2A,  the  required  num¬ 
ber  of  stagger-tuned  stages  to  give 
a  45  db  rejection  at  60  ±  7.5  me  = 
±  SB/2  is  4.8.  Five  stages  (n  = 
5)  will  be  used  since  only  integer 
numbers  are  possible. 

The  loaded  Qt  factor  of  the  am¬ 
plifier  response  is  60/5,  or  12.  From 
Fig.  3,  the  3  db  cut-off  frequencies 
(expressed  in  me  rather  than  in 
radians)  are: 

ui  “  uok  =  60  X  0.959  *  57.55  me 
«„  =  “  60/0.959  =“  62.55  me 


Center  Frequency 

From  Fig.  4B,  the  center  fre¬ 
quency  t'  which  each  stage  is  tuned 
is 

norm  ww  -  0.962  Wu  -  0.962  X6().0 

—  57.7  me 

norm  uu  -  0.976  wm  =  0.976  X  60.0 

»  58.6  me 

norm  uu  -  1000  ww  >  1000  X  60.0 
=  60.0  me 

norm  —  1/0.976  <»»  •  1.025  X  60.0 

—  61.5  me 


norm  ut,  -  1/0.962  «»i  -  1.040  X  60.0 
62.4  me 

The  required  corresponding  Q- 
factors  from  Fig.  6B  are 

Qu  ■■  37.0  Bh  “  *  1.56  me 

Qm  “  14.5  Bi4  “  ii^M,  Qm  *  4.04  me 

Qu  “  12.0  Hu  *  wfci/Qu  5.00  me 
Qu  15.0  J9ii  *  wu/Qfrj  *  4. 10  me 

Qii  “  40.0  Bii  *  wti/Qki  “  1.56  me 

Gain— Bandwidth 

With  a  desired  overall  gain  of 
100  db  and  using  5  stages,  the  gain 
per  stage  is  20  db,  or  a  voltage  gain 
of  10.  The  resulting  gain-band¬ 
width  product  required  of  each 
stage  is  10  X  5  me  =  50  me.  This 
is  easily  realized,  such  as  with  the 
CK  5702  WA  type  premium  sub¬ 
miniature  electron  tube. 

Nominally,  for  buffer-separated 
networks  using  electron  tubes  as 
intermediate  frequencies,  individual 
stage  Q  factors  in  excess  of  about 
50  are  impractable.  This  is  because 
physical  realizability  of  the  tuned 


networks  becomes  difficult  due  to 
the  high  plate  load  resistors  re¬ 
quired  and  transient  loading  effects. 

The  author  wi.shes  to  express  his 
gratitude  to  James  H.  Mills,  Jr.  for 
his  calculations  for  the  universal 
design  curves,  C.  L.  Ranck  for  his 
calculations  in  connection  with  the 
synthesis  of  the  Butterworth  and 
Tchebycheff  transfer  functions  and 
A.  Feiner,  project  engineer  of 
RADC,  under  whose  sponsorship 
this  subject  has  been  investigated 
in  Contract  No.  AF30  (602) -1449, 
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Parallel-T  Nomograph 


By  DONALD  F.  CARTER 


Val  ue»  of  five  parameters  for  parallel-T  netwc>rk  obtained  directly  with  one 
setting  of  straighteclge.  for  frequencies  in  audio  and  ultrasonic  ranges,  to 
expedite  design  of  network  used  directly  in  amplifier  chain  to  eliminate  a 
single  frequency.  Same  network  can  Ih*  used  in  negative  feedback  path  to 
enhance  a  single  frequency 


This  nomograph  facilitaten 
calculating  parallel-T  net¬ 
works  for  experimental  work  in 
multiplex  f-m  equipment  design. 
The  subcarrier  frequencies  used 
are  in  the  range  from  about  20 
to  76  kc.  With  one  setting  of  a 
straightedge,  all  parameters  of 
the  parallel-T  network  needed 
to  eliminate  the  undesired  fre¬ 
quency  /  may  be  obtained  to 
three  significant  figures. 

Example.  If  a  specific  fre¬ 
quency  f  of  10  kc  is  to  be  elimi¬ 
nated  and  Cl  is  selected  by  the 
designer  to  be  100  fifit,  run  a 
straight-edge  from  100  Mfif  on 
the  Cl  scale  through  10  kc  on  the 
/  scale.  All  other  values  can  now 
be  read  directly  from  the  nomo¬ 
graph.  Thus,  R,  is  159,000  ohms, 
Rt  is  79,600  ohms  and  C,  is  200 

Any  two  of  the  five  parameters 
may  be  selected  as  the  initial 
starting  point  of  design.  The 
other  three  can  then  be  found 
with  one  setting  of  the  straight¬ 
edge. 

If  the  /  scale  is  divided  by 
100,  the  C  and  R  scales  must  be 
multiplied  by  10.  This  changes 
the  range  of  the  nomograph  to 
cover  from  7  cps  at  the  low  end 
to  about  2,000  cps  at  the  high 
end. 

For  a  100-cps  elimination  net¬ 
work  end  a  value  of  1,000  /i/if 
for  Cl,  these  scale  multiplying 
factors  must  be  used.  The  other 
parameters  are  then  /?,  =  1.59 
megohms,  R,=795,000  ohms  and 
C#= 2,000  /i/if. 
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FIG.  1 — Four  blocking  otclUolora  includ*  ■kmdard  circuit  (A)  oad  thro*  Notional  Buroou  oi  Stondords  proiorrod  circulta  (B).  (C)  and  (D) 


By  R.  D.  McCartney 


grid  windings.  Type  L-1  core.s  are 
used  with  a  constant  number  of 
plate  winding  turns  for  all  units. 

After  inserting  the  transformers 
in  the  test  circuit,  the  amplitude  of 
the  pulse  appearing  across  the  load 
resistor  is  recorded  as  the  load  is 
varied.  The  resulting  pulse-initia¬ 
tion  curves  of  Fig.  2  indicate  a 
turns  ratio  for  maximum  power 
output  of  each  load  conductance. 
From  Fig.  2  the  designer  can  pre¬ 
dict  the  output  amplitude  and  select 
the  optimum  turns  ratio  for  any 
value  of  load  impedance. 

Secondly,  a  set  of  transformers 
is  constructed  with  various  turn 
levels  for  each  turns  ratio  at  which 
pulse-width  curves  are  desired. 


initiation  and  pulse-width  curves 
needed  to  design  the  new  trans¬ 
formers  are  constructed.  Since  most 
tubes  in  use  in  blocking  oscillator 
circuits  are  receiving  double-triode 
types,  curves  for  common  types 
5687,  5965  and  5814  WA  are  pre¬ 
sented.  Trigger  voltage  is  set  at 
minimum  width  and  amplitude  for 
all  circuits  to  avoid  distortion  of 
the  output  pulse. 

Data  is  obtained  in  two  steps. 
First,  a  set  of  single-coil,  single¬ 
core  test  transformers  is  con¬ 
structed.  The  coil  contains  plate 
and  grid  windings  with  the  turns 
ratio  between  the  windings  varying 
in  steps  from  3  to  1  to  1  to  3.  The 
load  is  connected  directly  across  the 


CONTINUED  MINUTURIZATION  of 
electronic  equipment  has  ne¬ 
cessitated  the  redesign  of  many 
standard  electronic  components  in¬ 
cluding  transformers,  essential  ele¬ 
ments  in  blocking  oscillators. 

Sufficient  data  on  blocking-oscil¬ 
lator  circuits,  tubes  and  specifica¬ 
tions  have  been  accumulated  to 
design  new  transformers  with  con¬ 
siderable  reduction  in  size  along 
with  improved  performance.  Accu¬ 
rate  prediction  of  output  pulse 
shapes  is  also  possible. 


Test  Procedure 

Four  test  circuits  shown  in  Fig.  1 
provide  data  from  which  the  pulse- 


'  GRID  TURNS  , 

PLATE  Turns  ‘  i 

CIRCUIT  OF  FIG  I A 
with  VLq/Co  •  190 
OR  *250 

ORCUITOP  FIG  IB 
ORCUIT  OF  FIG  1C 
CIRCUIT  OF  FIG  ID 


2  0005  0004  0005  0006  0007  0008  0009 

LOAD  CONDUCTANCE  IN  MHOS 


PULSE  Width  in  microseconds 


FIG.  2 — Pulma-iiUtiation  correR  A  or*  lor  tube-type  5687.  B  lor 
5965  and  C  for  5814  WA.  All  indicated  ratios  are  grid  turns/ 
ploto  turns  on  a  single  coD 


FIG.  3 — Pulse  width  versus  grid  turns  (left  ordinate)  and  L-1  core 
inductance  (right  ordinate)  are  lor  type  5687  with  500-ohm  load. 
Grid  turns  to  plate  turns  ratios  are  1.5/1 
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Design  data  for  blocking-oscillator  transformers  is  obtained  by  using  four 
common  circuits  with  three  tube  ty|)es.  Pulse-initiation  curves  indicate  turns 
ratio  for  maximum  power  output  of  each  load  conductance.  Pulse-width 
curves  show  turns  level  that  gives  desired  pulse  width.  For  other  circuits, 
turns  level  can  be  selected  where  control  capacitance  value  is  designated. 
Transformers  designed  by  this  method,  entirely  upon  L-1  core,  achieve  1/6 
size  reduction 


For  Blocking  Oscillators 


From  the  pulse-initiation  curves, 
turns  ratios  of  1.5  to  1,  1  to  1  and 
1  to  1.6  give  maximum  power  out¬ 
put  for  most  load  conditions.  All 
transformers  have  L-1  cores  and 
three  windings  with  the  outer  wind¬ 
ing  having  the  same  number  of 
turns  as  the  one  closest  to  the  core. 

Rise  time  is  improved  with  the 
middle  winding  in  the  plate  circuit, 
the  inner  in  the  grid,  and  load 
across  the  outer. 

The  pulse-width  data  is  obtained 
using  a  load  of  600  ohms,  the  op¬ 
timum  turns  ratio  for  the  tube  in 
use  and  the  four  circuits.  When 
using  the  circuit  of  Fig.  lA  the 
control  capacitor  C.  is  adjusted  for 
flat  pulse  response. 

Pulse  Width  Curves  circuit  and  are  shown  in  Fig.  3,  4  gives  a  desired  pulse  width  for  each 

Width  versus  turns  on  an  L-1  and  6.  With  these  curves,  it  is  pos-  of  the  three  tubes  in  any  of  the 
core  is  plotted  for  each  tube  and  sible  to  select  a  level  of  turns  that  four  test  circuits.  For  any  other 


Machonical  coaatfuctloa  la  thowa  la  Radocad  alia  Is  ladlcalad  by  comporiaoa 
cloaaup  of  Iraasionaar  with  oaa-caat  piaca 
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PULSC  width  in  microseconds 


FIG.  4 — Pulsa  width  rarsus  grid  luraa  (lail  ordlnota)  and  L-1  cora 
iadudanca  (right  ordlaata)  for  tuba-typa  5814  WA  with  500-ohm 
load.  Grid  turns  to  plots  turns  ratloa  ora  1/l.S 


FIG.  5 — Pulsa  width  warsus  grid  turns  daft  ordlnota)  and  L-l  com 
Inductanca  (right  ordinals)  lor  tuba-typa  5965  with  500-obm  locd. 
Grid  turns  to  plots  turns  ratloa  am  1/1 
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circuit,  the  turns  level  can  be  se¬ 
lected  where  the  control  capacitance 
value  is  desigrnated. 

The  L-1  core  of  0.002-in.  Hipersil 
suffices  over  a  pulse-width  range 
from  0.5  to  6  /isec  under  average 
conditions.  Different  widths  are  ob¬ 
tained  for  different  turns  levels  of 
the  coil.  Beyond  5  /isec  a  large  core 
area  is  advisable.  From  0.1  to  0.5 
(isec,  the  M-3,  a  0.001-in.  Hipersil 
core  with  the  same  physical  dimen¬ 
sions  as  the  L-1  core,  should  be 
used. 


Materials 

Class  A  materials  are  satisfac¬ 
tory  for  use  up  to  125  C.  Coil  tubes 
should  be  made  of  Kraft  paper  with 
a  fish-paper  liner.  Kraft  paper 
should  also  be  used  as  layer  insula¬ 
tion  and  wrap.  * 

Enameled-wire  of  sizes  30  to  40 
is  satisfactory  to  125  C.  The  usual 
basis  for  size  selection  is  25  w/lb 
although  for  small-size  units  50 
w/lb  may  prove  usable.  A  low 
cost,  simply  designed  and  built 


BlocUnq  oscUlcrtor  polsM  ior  200-ppa  (1«H) 
and  l.OOO-ppi  (right)  mpotltion  ratM 


winding  scheme  is  sufficient  except 
in  extreme  cases,  for  coil  design. 
Margins  and  layer  insulation  should 
be  based  on  a  maximum  of  25  v/mil 
creep  and  250  v/mil  puncture  when 
using  Kraft  paper.  In  a  similar 


PnlM  thopM  or*  shown  tor  control  copacltonco  toIum  oi  0.(M5mI  (A)  and  0.32m1  (B). 
Load  rMUtanco  is  2S0  ohnu  ond  seal*  U  0.2  Mc/dlvlston  and  SO  v/dlvUion  omplitudo 


riG.  6 — EiioctiTo  pormeability  to  plotted  as  a  function  oi  putoo  width 
R  28 


manner  the  impedance  required  de¬ 
termines  the  layer  insulation  thick¬ 
ness. 


Impedance 

The  impedance  y/LJC,  of  a 
transformer  where  L,  is  leakage 
inductance  and  C,  is  the  distributed 
capacitance  should  be  made  equal 
to  the  load  impedance  for  the  best 
pulse  shape.  This  is  usually  done  by 
adjustment  of  the  thickness  of  layer 
insulation. 

The  pulse  permeability  curve  of 
Fig.  6,  used  in  conjunction  with  the 
formula 

,  3.19  AT*  A  AT./// 100 

^  "  Ub 

where  S,„  is  effective  pulse  perme¬ 
ability,  Lrs  is  the  mean  length  of 
magnetic  path  and  A  is  core  gross 
area,  establishes  the  open  circuit 
inductance  for  use  in  calculating 
the  control  capacitance  value  in  cir¬ 
cuits  other  than  Fig.  1  B,  C  and  D. 
The  average  value  of  effective  pulse 
permeability  should  be  used  in  all 
cases. 


Pulse  Shape 

Width  of  the  pulse  is  determined 
mainly  by  the  transformer  open- 
circuit  inductance  and  size  of  the 
control  capacitance.  An  increase  in 
either  one  causes  a  proportional 
increase  in  width. 

A  flat  pulse  may  be  obtained 
from  any  unit  by  adjusting  the 
control  capacitance  until  (L./C,)*^ 
=  230  ohms.  Since  the  R,C,  time 
constant  must  be  much  less  than  the 
spacing  between  pulses  to  allow  the 
grid  voltage  to  reach  the  bias  point 
before  arrival  of  the  next  trigger 
pulse,  this  is  not  always  possible. 
Therefore,  for  the  higher  repetition 
rates  some  droop  can  be  expected 
on  the  pulse  top  as  seen  in  the 
wave  shape  photographs. 

Pulse  output  voltage  is  directly 
proportional  to  the  applied  voltage 
or  Operation  is  usually  at  the 
tube  manufacturer’s  recommended 
value. 

The  curves  presented  permit  the 
design  of  transformers  entirely  on 
the  L-1  core,  thereby  achieving  a 
size  reduction  to  approximately  1/6 
of  previous  units.  Reasonably  flat 
pulses  can  now  be  obtained  in  any 
circuit,  and  an  accurate  prediction 
of  pulse  width  made. 
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Selection  of  Modulation 


Type  of  modulation  used  for  a  given  communications  application  depends 
upon  a  number  of  variables.  A  logical  method  may  be  employed  for  evalu¬ 
ating  the  relative  merits  of  a-m,  f-m.  ssb  and  dsbsc  for  a  specific  requirement. 
Factors  include  effective  range,  bandwidth  and  interference  rejection 


By  GEORGE  J.  KELLEY 

An  important  decision  in  de- 
.signiner  a  new  communications 
system  is  the  modulation  method  to 
be  used.  In  most  cases  .«ieveral  dif¬ 
ferent  types  could  be  used,  each 
having  somewhat  different  per¬ 
formance  characteristics.  The  type 
of  modulation  which  is  most  suit¬ 
able  can  be  chosen  on  the  ba.-iis  of 
a  logical  evaluation. 

The  choice  will  involve  simul¬ 
taneous  consideration  of  many  fac¬ 
tors  for  each  available  type  of 
modulation  in  terms  of  the  basic 


TABLE  I — Comparative  Performance  of  Four  Types  of  Modulation  for  Voice  Communication 


Characteristic 

Modulation  Type 

( Vtmnients 

a^ni 

dsbsc 

ssb 

f-in 

Compatibility  of  re¬ 
ceiver  with  other 
modulation  types 

Receives  modified 
full-carrier  ssb 

Het-eivi's  a-m  and 
ssb 

Receives  a-m  and 
fislisc 

Receives  f-m  «inly 

Each  modulation  in¬ 
tegrates  liesi  with 
same  type  system 

Effective  range 

Intermediate,  de- 
termirMHl  by  noise 
threshold 

Longer,  all  r-f  power 
is  effective  intelli¬ 
gence  signal  with 
lower  noise  threshold 

Kqiial  to  dKbHT  for 
HttHie  averaire 

Shortest,  sin«v 
larger  Iwindwidth 
iwTcases  noise 
threshold 

Fig.  .1  shows  rangi*- 
threshold  «>f  iiHxliila- 
tions  having  e<|ual 
total  r-f  piiwers 

Bandwidth 

Twice  the  hii;h(‘st 
iiKMiiilating  fre- 
qiiencv 

Same  as  a-ni 

Equal  to  highest 
iiH>dulating  fre- 
qiieiK-y  if  one  side- 
Itand  IS  effet;tively 
suppri-wsed 

Twice  tlie  highest 
iiKMliilating  fi^- 
quem'y  plus  nominal 
deviation  <»f  f-ni 
wave. 

Assumes  no  over- 
nKMlulalion.  Sec 

Fig.  1.  <  iiiard  liamis 
should  Ih‘  lietwe<*n 
channels 
. 

Signal-to-noise 

P»K)rest,  single  car- 

.\ll  r-f  power  con- 

Like  dsliac,  lait 

Improvement  is 

A-ni,  ssb  and  dsbsc 

performance 

rier  fiower  d<»esn't 
contribute  to  output 
signal  spee<’h  proces.s- 
ed  b)  precinphasis 
and  peak  clipping 

tributes  to  output 
signal.  Allows  speech 
pmces.sing  by  pre- 
emphasis  and  (leak 

1  clipping 

audio  peek  clipping 
produces  higher  r-f 
p<‘aks,  limiting  its 
effectiveness 

ptssible  by  inr-reas- 
ing  rMxninal  devi¬ 
ation.  Pre-<*mphasis 
often  iiswl 

give  ispial  |ierform- 
aniv  for  equal  aver¬ 
age  sideliansl  |M>wers. 
Also  set*  Fig.  1. 

Interference  rejection 

Selective  filter  will 
reject  discrete  inter- 
fereme 

S<*lecti\e  filter  will 
rejer’t  interference 
from  either  sidel>and 

Sele«'tive  filter  will 
reject  discrete  inter¬ 
ference 

Rejects  interference 
by  capture  effect 

F-m  capture  requires 
signid  stronger  than 
interference 

Distortion 

1.  Circuit  linearity 

lnterme<iiate 

Intermediate 

(Ireatest 

Ixast 

Refers  to  degree  of 
circuit  linearity  re¬ 
quired  for  satisfac¬ 
tory  performam-e. 

2.  Over  modulation 

Peak  sharply  limited 
to  four  times  carrier 
power 

peak  limit«Hl  by 
maximum  trans¬ 
mitter  capability 

Peak  limited  by 
maximum  Irans- 
initUT  ca|>ability 

Peak  limitiMi  by 
channel  iNindwidth 

Prmliices  r-f  «>iii- 
ponents  outside 
nominal  iMindwidth. 
('.an  b«'  reduced  by 
priMessing  iikmIuIhI- 
ing  signal 

requirements  of  the  system.  Be¬ 
cause  of  the  great  variation  in 
these  factors  with  changing  system 
parameters,  no  single  type  of 
modulation  is  best  for  all  uses.  But 
for  the  particular  system  being  de¬ 
signed  the  relative  merits  of  the 
various  modulation  methods  can  be 
established. 

Modulation  Methods 

The  four  main  methods  con¬ 
sidered  here  are  standard  ampli¬ 
tude  (a-m),  frequency  (f-m). 


single  sideband  (sab)  and  double 
sideband  suppressed  carrier 
(dsbsc)  modulation.  The  factors 
by  which  they  are  compared  in¬ 
clude  compatibility,  effective  range, 
signal-to-noise  performance,  inter¬ 
ference  rejection,  distortion,  sta¬ 
bility,  transmitter  power  and  cir¬ 
cuit  complexity.  Table  I  summar¬ 
izes  the  comparative  performance 
features. 

Other  factors  may  be  important 
for  a  particular  system.  Many  of 
the  performance  details  can  have 
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For  Speech  Communication 


complicated  interactions  that  are 
beyond  the  scope  of  this  article. 
The  present  analysis  should  there¬ 
fore  be  considered  a  general  sur¬ 
vey,  giving  only  the  broad  aspects 
of  relative  performance.  It  will  in¬ 
dicate  how  comparison  may  be 
made  in  the  early  design  stages. 
If  the  choice  between  alternative 
modulation  methods  is  not  clear- 
cut  on  the  basis  of  these  considera¬ 
tions,  further  investigation  should 
be  made,  preferably  including  field 
tests  of  the  possibilities. 

Making  tha  Choice 

The  decision  may  be  expedited 
by  constructing  a  system  advan¬ 
tage  profile  chart,  which  depicts 
the  relative  performance  of  the 
modulation  methods  for  the  vari¬ 
ous  factors  under  consideration. 
Evaluation  is  made  in  terms  of  the 
system  parameters  with  appropri¬ 
ate  weights  assigned. 


FIG.  1 — Maximum  traaamlMar  ranq*  ia 
prlmorily  iuactioa  oi  algnal  (hrMhold. 
b«low  which  fcoption  Is  unusobls 

If  one  type  of  modulation  shows 
up  best  on  this  chart,  it  should  be 
chosen.  If  the  performance  char¬ 
acteristics  are  mixed,  as  is  often 
the  case,  the  design  engineer  must 
use  all  his  skill  and  judgment  in 
making  the  selection.  The  SAP 
chart  simply  gathers  together  the 


facts  on  which  an  intelligent  deci¬ 
sion  can  be  made. 

Suppose  that  a  two-way  voice 
communications  system  operating 
in  the  h-f  region  is  required  to  be 
carried  in  a  medium-sized  airplane. 
Weight  and  antenna  limitations 
will  restrict  the  peak  power  to  less 
than  a  kilowatt.  Maximum  possible 
range  is  highly  important,  see  Fig. 
1,  while  the  bandwidth  should  be 
less  than  8  kc.  It  is  desirable  but  not 
necessary  that  the  system  work  with 
an  existing  a-m  system.  Processing 
of  the  input  speech  will  involve 
preemphasis  and  peak  clipping  as 
suitable  for  the  particular  modula¬ 
tion.  Transmission  will  often  be 
through  a  moderately  disturbed 
path.  Doppler  frequency  shifts  re¬ 
sulting  from  the  airplane’s  motion 
can  be  as  much  as  50  cps. 

Beginning  the  Profile 

Analysis  for  this  system  should 


CluirHcterwtic 

Modulation  Type 

i 

Comments 

H-m 

dsbsc 

1  ssli 

f-m 

3.  [>i*Uirtion  of 
p«ilaed  data 
wHv«forni 

T.  Multipalh  dia- 
tortion 

None 

Subject  to  fading 

None 

I.esA  fading  tlian 
a-m.  Relative  ad¬ 
vantage  3  to  9  db  fur 
fnHMl  to  poor  con¬ 
ditions 

Perfect  control  of 
r-f  frequency  and 
phate  required 

1  jke  dsbsc.  See  Fig. 
■1,  whcMv  dsliac  is  be- 
twwn  the  two  curves 
at  a  tlireshold  3  db 
above  ssb 

None 

Subject  to  fading 

If  several  data  chan¬ 
nels  are  multiplexed, 
combination  may 
occasionally  produce 
overrood  ula  t  ion . 
Multipath  condi- 
tioas  are  variaMe; 
general  statements 
may  not  always 
apply 

Stability 

liean  frequency  con¬ 
trol  and  atability 
required 

Intermediate  sta¬ 
bility  required. 
l*hHae  oontnil  loop 
locks  receiver 

High  frequency  a>n 
trol  and  stability 
required 

Less  frequency  con¬ 
trol  and  stability 
required 

With  Donpler  shifts, 
a-m  and  l-m  are  least 
affected,  sab  most 
distortecL  Elffect  on 
dsbac  is  intermediate 

Tranamitter  power 

Average;  carrier 
power  plus  average 
modulating  power. 
Peak:  four  times 
carrier  power.  Cir¬ 
cuit  efficiency  inter¬ 
mediate 

All  r-f  power  is  in 
modulated  signal. 
Relative  average 
and  peak  values 
depend  on  nvvdulat- 
in^  wave-form  Cir¬ 
cuit  efficiency  high 

All  r-f  power  is  in 
modulated  signal 
Relative  average 
and  peak  values 
depend  on  modulat¬ 
ing  waveform.  Cir¬ 
cuit  efficiency  low 

Constant  r-f  power. 
Relative  proportions 
of  carrier  and  mod¬ 
ulating  signal  calcu¬ 
lated  by  a  Beasel- 
fiinction  analysis. 
Efficiency  is  high 

Typical  ranking  for 
total  d-c  power  re¬ 
quired  to  produce 
equivalent  intelli¬ 
gence  signal  output, 
1.  dsbsc.  2.  ssb,  3.  f-m 
and  4.  a-m 

Grcuit  complexity 

1.  Receiver 

2.  Transmitter 

S.  Two-way 
^•tem 

4  (^ticxil 
components 

Least  complex 

Somewhat  more 
complex  than  f-m 
l^east  complex 

least  critical 

Somewhat  leas  aim- 
nlex  than  ash 

Least  complex 

More  complex  than 
a-m  or  f-m 
Somewhat  leas 
critical  than  ash 

Most  complex 

Most  aimplex 

More  complex  than 
a-m  or  f-ra 

Most  critical 

Somewhat  more 
complex  than  a-m 
Intermediate 

Slightly  more  com¬ 
plex  tlian  a-m 
^mewhat  more 
critical  than  a-m 

Ssb  two-way  trans¬ 
ceivers  can  use  some 
circuits  for  both 
transmitting  and 
receiving 
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LEVEL  IN  DB 


FIG.  2 — AT*roq0  powar  can  b*  qraatly 
lBcr*a**<l  by  th«  clipping  procou 

concentrate  on  factors  influencing 
maximum  available  range.  The 
most  important  of  these  is  the 
average  intelligence  power  that 
can  be  sent  within  the  limits  of 
peak  power  and  bandwidth.  This 
power  can  be  determined  from  the 
speech  characteristic  curves  of 
Fig.  2. 

First  a  value  is  set  for  the  level 
at  which  peak  clipping  of  the  audio 
waveform  is  to  occur.  At  this  level, 
in  db  above  the  undipped  rms 
value,  the  solid  curve  of  Fig.  2 
gives  the  percentage  of  time  that 
the  speech  wave  is  peak-clipped, 
and  the  broken  curve  gives  the  re¬ 
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suiting  average-to-peak  power 
ratio. 

Then  dsbsc  modulation  will  pro¬ 
duce  the  same  power  ratio  for  the 
r-f  signal  and  a-m  will  have  the 
same  value  for  its  average  to-peak 
sideband  power  ratio.  The  peak  a-m 
sideband  power  is  equal  to  the 
unmodulated  carrier  power,  which 
in  turn  is  0.25  the  peak  modulated 
power,  so  the  average  sideband-to- 
peak  power  ratio  is  0.25  the  value 
given  in  Fig.  2. 

In  computing  the  powers  for  ssb 
allow  for  the  peak  values  produced 
by  square-wave  modulation.  Speech 
has  occasional  high-power  low-fre¬ 


quency  components  which  will  be¬ 
come  nearly  square  waves  by  clip¬ 
ping.  When  a  square  wave  is  sent 
through  a  typical  low-pass  filter 
which  may  pass  up  to  the  11th  har¬ 
monic,  and  then  used  to  modulate 
an  ssb  transmitter,  the  peak  r-f 
power  is  increased  three  times  over 
what  it  would  be  in  dsbsc  modula¬ 
tion.  To  avoid  exceeding  the  peak 
power  limitation  the  average  sig¬ 
nal  level  must  be  reduced  to  one- 
third.  The  modulation  will  not  al¬ 
ways  be  a  square  waveform,  but 
an  average-to-peak  power  ratio  for 
ssb  under  these  conditions  is  some¬ 
what  less  than  that  in  Fig.  2. 

With  f-m  the  bandwidth  restric¬ 
tion  of  8  kc  is  most  important.  The 
modulation  characteristics  of  the 
transmitter  should  be  set  so  that 
the  speech  amplitude  corresponds 
to  a  peak  modulation  index  of  0.8 
and  only  the  first  order  f-m  side¬ 
band  components  have  appreciable 
amplitude. 

Then  the  average  sideband  signal 
power  can  be  calculated  from  the 
input  speech  power  ratio,  using  an 
analysis  in  terms  of  Bessel  func¬ 
tions. 

Speech  Clipping 

Similar  calculations  can  be  made 
for  any  desired  degree  of  peak 
clipping.  These  values  are  sum¬ 
marized  in  Table  II,  along  with  the 
corresponding  values  for  d-c  power 
converted  to  r-f,  as  normalized  for 
equal  peak  power  or  equal  average 
intelligence  power.  The  values  for 
ssb  in  the  more  severely  clipped 
cases  are  somewhat  fictitious,  since 
heavy  clipping  is  not  effective  for 
ssb  as  distortion  results  and  there 
is  further  loss  of  readability  in  the 
presence  of  noise.  The  bandwidths 
are  identical  by  definition.  F-m  is 
therefore  restricted  to  a  low  modu¬ 
lation  index.  Also  the  undesired 
sideband  ssb  cannot  be  completely 
suppressed.  This  leads  to  exces¬ 
sive  interference  if  another  trans¬ 
mitter  uses  that  side  for  its  pri¬ 
mary  ssb  transmission. 

Evaluations  can  be  made  for  the 
other  factors  appropriate  to  this 
system.  Then  their  relative  im¬ 
portance  is  estimated  and  the  ad¬ 
vantages  of  the  various  modula¬ 
tions  established  on  a  scale.  The 
possible  results  of  such  an  analysis 
are  presented  in  Fig.  3. 


TABLE  II — Performance  ior  Degrees  of  Clipped  Speech 


Equal  Peak  Power 
(-1) 

Eaual  Average 
Intelligence  Power 
(-1) 

Qipping 

Average 

Average 

D-c 

power 

Average 

Peak 

D-c 

power 

level 

intelli¬ 

carrier 

con¬ 

carrier 

con¬ 

above 

rms 

gence 

power 

power 

verted 
to  r-f 

power 

power 

verted 
to  r-f 

11  db 

a-m 

0  02 

0.25 

0.27 

14 

56 

15 

dsbsc 

0.07 

0 

0.07 

0 

14 

1 

ssb 

0.07 

0 

0.07 

0 

14 

1 

f-m 

0.02 

0.98 

1 

49 

50 

.50 

a-m 

0.035 

0.25 

0.285 

7 

28 

8 

7db 

dsbsc 

0.14 

0 

0.14 

0 

7 

1 

ssb 

0.09 

0 

0.09 

0 

11 

1 

f-m 

0.04 

0.96  1 

1 

24 

25 

25 

0  db 

a-m 

0.08 

0.25 

0.33 

3.2 

12.8 

4.2 

dsbsc 

0.31 

0 

0  31 

0 

3  2 

1 

ssb 

O.IO 

0 

0.1 

0 

10 

1 

f-m 

0.09 

0.91 

1 

10 

11 

11 

-10  db 

A-m 

0.15 

0.25 

0.4 

17 

6.8 

2.7 

dsbsc 

0.59 

0 

0  .59 

0 

1.7 

1 

ssb 

0.2 

0 

0.2 

0 

5 

1 

f-m 

0.17 

0.83 

1 

4.9 

5.9 

5  9 
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"  FIVE  TRANVORMERS.  V  \ 

BO  -  \  \  \ 


\  \  \ 

O  '' '' 


so  SIX  TRAWSfORMtM-'^ 


X  L2  -  ONE  transformer^^ 
5  TWO  TRANSFORMERS^^' 

i  ■  three  TRANSFORMERS^.' 
f  1.0  -  ^OUR  TRANSFORMERS^^ 
«  FIVE  TRANSFORMERSvVx 

*  09  -  SIX  transformers^^ 

■  0.B, - 


0  0.1  0.*  O  S  OA  oa  Oi  0  T  OB  as  UO  l.l  U  14  LA  14  14 

COUPLING  FACTOR  -  HQt-K/ngt 

FIG.  I — Shapw  ioctora  lor  slaql*  and  caacadRd  doublR-tunod 
•quatlon  shown  whkh  also  appllos  lo  Ftq.  2  and  3 


n  i 

I  I 

UNDER  coupled!  OVER  COUPLED 
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FIG.  2 — ThrwR-dh  bandwidth  iactor  lor  tronslormBrs  with 
two  idontlcal  couplod  circuits 


tronslormors  ts  coupUnq  Iactor.  CurwoB  orw  solutions  ol  th# 


H-F  Amplifier  Design 

Any  narrow-liand  h-f  tuned  amplifier  can  be  designed  from  the  accompany¬ 
ing  curves  and  a  minimum  of  additional  information.  The  step-by-step 
method  is  directed  to  the  bread-and-butter  circuits  of  communications  sys¬ 
tem  design — narrow-band  i-f  amplifiers,  r-f  .stages,  and  audio  filter  circuits. 
It  relies  only  on  provision  of  a  set  of  design  specifications 

By  ALBERT  E.  HAYES,  JR. 


Typical  design  specifications 
for  a  narrow-band  h-f  tuned 
amplifier  (rive  the  amount  of 
gain  required  from  a  completed 
unit,  the  bandwidth  at  either  the 
3-db  or  6-db  points,  and  the  60-db 
bandwidth.  The  problem  is  to 
determine  the  number  of  ampli¬ 
fier  stages  and  transformers  re¬ 
quired;  the  transistor  (or  tube) 
types  to  be  used;  and  the  speci¬ 
fications  for  the  i-f  or  r-f  trans¬ 
formers  to  be  used. 

A  simplifying  assumption  is 
made  that  Q,,i  =  Q,,,  in  each 


case.  In  narrow-band  amplifiers 
it  is  seldom  necessary  to  use 
transformers  having  unequal  pri¬ 
mary  and  secondary  Q. 

A  quantity  bandwidth  factor 
(H)  is  introduced  to  normalize 
the  design  charts  about  any  spec¬ 
ified  center  frequency.  This  fac¬ 
tor  is  defined  as  follows:  H,  = 
3-db  bandwidth  x  Q//.  and  H,  = 
6-db  bandwidth  x  Q/  f„  where  W, 
and  H,  are  the  3-  and  6-db  band¬ 
width  factors,  respectively;  /,  is 
the  center  frequency  of  the  pass 
band;  and  Q  is  the  loaded  un¬ 


coupled  Q  of  each  transformer 
winding  (Q,„  =  Q.„). 

The  term  coupling  factor  is  ap¬ 
plied  to  the  quantity  KQ,  where 
K  is  the  coupling  coefficient  and 
Q  is  as  defined  previously.  This 
expression  is  identical  with  K/ 
K„  K.  is  critical  coupling. 

Use  of  the  Tools 

Assume  that  the  following 
performance  characteristics  are 
specified  for  an  amplifier:  shape 
factor,  overall  gain,  3-db  band- 
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FIG.  3 — SU-db  boadwidlh  iactor  ior  tranafonncra  with 
two  identical  coupled  circuits 


FIG.  4 — Insertion  loss  of  a  single  transformer  ot  its 
midfrequency  for  Torying  ralues  of  the  Q/Qu  ratio 


width,  and  center  frequency.  The 
design  procedure  is  as  follows: 

(1)  Enter  Fig.  1  with  the  speci¬ 
fied  shape  factor.  Determine  the 
minimum  number  of  stages  re¬ 
quired  and  their  coupling  factor. 

(2)  Verify  that  suitable  transis¬ 
tors  are  available  to  provide  the 
specified  gain  with  the  number 
of  stages  determined  in  step  1. 
If  not,  select  a  higher  number  of 
stages,  and  lower  KQ. 

(3)  Determine  the  3-db  band¬ 
width  factor,  by  entering 
Fig.  2  with  the  number  of  stages 
and  the  coupling  factor  deter¬ 
mined  in  steps  1  and  2. 

(4)  Compute  the  required  loaded, 
uncoupled  Q  of  the  transformer 
windings  from  Q  =  if,  x  /./ 
overall  amplifier  bandwidth. 
(Note:  If  the  6-db  bandwidth 
rather  than  the  3-db  bandwidth 
is  specified,  Fig.  3  should  be 
used  in  place  of  Fig.  2,  and  H, 
should  be  used  in  place  of  H,  in 
step  4.) 

(6)  Determine  the  insertion  loss 
of  each  transformer  from  Fig.  4. 
Use  a  value  of  R  based  on  the 


value  of  Q  found  in  step  4  and 
the  expected  value  of  unloaded, 
uncoupled  Q  attainable  within 
the  limitations  of  the  problem. 
(6)  Determine  total  gain  of  the 
amplifier  by  subtracting  the  to¬ 
tal  insertion  loss  of  the  several 
transformers  from  the  gain  at¬ 
tainable  with  the  transistors 
used.  This  step  constitutes  a 
check  on  the  estimate  made  in 
step  2.  If  the  total  computed  gain 
is  less  than  that  called  for  in  the 
specifications,  solutions  of  step  2 
are  avilable  for  a  recomputation. 

Example 

A  typical  set  of  design  speci¬ 
fications  are:  gain,  60  db  min; 
frequency  (/,),  466  kc;  3-db 
bandwidth  (BW),  8  kc;  and 
shape  factor  (5),  4. 

(1)  Enter  Fig.  1  with  the  speci¬ 
fication  that  S  =  4.0.  The  curves 
show  that  a  minimum  of  three 
i-f  transformers  are  needed. 
Three  transformers  with  their 
coupling  adjusted  to  KQ  =  0.84 
will  provide  the  exact  shape  fac¬ 
tor  specified. 


(2)  From  Fig.  2,  follow  the  KQ 
=  0.84  line  to  its  intersection 
with  the  three-transformers  line. 
The  3-db  bandwidth  factor  (//,) 
can  then  be  read  as  0.78. 

Since  BW  =  HJ./Q,  the  re¬ 
quired  loaded,  uncoupled  Q  of 
each  transformer  winding  may 
be  computed : 

Q  -  0.78  X  45.')/8  -  44 

Thus  far,  a  requirment  for 
three  i-f  stages  incorporating 
three  transformers,  each  having 
primary  and  secondary  loaded  Q 
of  44,  with  coupling  factor  ad- 
ju.sted  to  0.84,  has  been  found. 

To  predict  insertion  loss  of 
each  transformer,  estimate  the 
ratio  of  loaded  to  unloaded  Q  of 
the  transformer  windings.  Pre¬ 
vious  experience  shows  that  an 
unloaded  Q  of  176  is  easily  at¬ 
tainable  at  466  kc  with  proper 
core  and  winding  material.  This 
magnitude  gives  a  ratio  of  loaded 
to  unloaded  Q  of  about  0.26.  En¬ 
ter  Fig.  4  with  R  —  0.26  and 
KQ  —  0.84.  Estimate  insertion 
loss  per  transformer  at  2.8  db 
for  a  total  insertion  loss  (three 
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Tabu  I — Max  KQ  for  Max  PermiasibU  Double- 
Humping 


IVrmiHHilile 


Niinih«*r  of  trHn.HfornifrH 


ptsik-tu-vnllpy 
ratio  (fib) 

1 

,  2  1 
1 

3  1 

t 

Jill 

6 

1 

1.6 

IJ-Li 

13  1 

1  27 

1.25 

1  2 

2  I 

1  ” 

1  6 

1  i.5 

1.4 

1.35 

1.3 

3 

1  2.3 

1.8 

1  1.6 

1.5 

1.45 

1.4 

FIG.  S — Curve  used  for  soMnq  of  coupitaq  factor  wtih  a  Q-molor 
os  woll  as  circuit  of  typical  coupling  transiormor 


Oe'MCASunCO  0  OF  LOAOCO  PRIMAKY 
WHEN  COUPLED  TO  LOADED 
SECOMDARV,  AT  INDICATED 
COUPLING  FACTOR 


UNDER  COUPLED 


OVER  COUPLED 


o  ai  02  as  04  os  oe  or  o.a  os  lo  i.i  l2  u  ia  i3 

COUPING  FACTOR -KO(>K/Kc) 


transformers)  of  3  x  2.8  or  8.4 
db.  To  attain  specified  net  Rain 
of  60  db  from  the  amplifier,  60  + 

8.4  or  68.4  db  of  Rain  must  be 
provided  by  the  three  transistors 
used.  Fortunately,  many  tran¬ 
sistors  are  available  with  suffi¬ 
cient  Rain  to  do  the  job. 

The  minimum  number  of 
staRes  may  depend  either  on 
overall  Rain  requirements,  a 
maximum  shape  factor  specifica¬ 
tion,  or  both.  If,  in  the  pre¬ 
vious  example,  a  shape  factor  of 

2.4  was  called  for  instead  of  4, 

FiR.  1  reveals  that  four  trans¬ 
formers  at  KQ  —  1.35,  five  trans¬ 
formers  at  KQ  =  1.1,  or  six 
transformers  at  KQ  =  1.02 

could  meet  the  requirements. 

SliRht  overcouplinR  may  often 
save  the  complication  and  ex- 
pen.se  of  an  additional  .staRe. 
Table  I  shows  how  far  over¬ 
couplinR  may  be  carried  without 
exceedinR  a  specified  maximum 
peak-to-valley  ratio. 

Transformer  Design 

Double-tuned  transformers 
may  now  be  specified  if  the  out¬ 
put  impedance  of  each  drivinR 
staRe  and  the  input  impedance 
of  each  driven  staRe  are  known. 
The  transformer  supplier  may 
not  be  able  to  deviate  from  clas¬ 
sical  windinR-machine  settinRs. 
In  this  event,  the  followinR  pro¬ 
cedure.  usinR  previously  com¬ 
puted  data,  will  produce  a  proper 
transformer. 

The  untapped  primary  and 
tapped  secondary  arranRement 
shown  in  F'iR.  5  is  Renerally  sat¬ 


isfactory  for  a  couplinR  trans¬ 
former.  Primary  and  secondary 
coil  inductance  may  be  computed 
as  follows: 

where  r,  is  output  resistance  of 
drivinR  stuRe;  /.  is  midband  fre¬ 
quency;  Q  is  loaded,  uncoupled 
Q  from  step  4;  and  Q,  is  un¬ 
loaded,  uncoupled  Q  of  each 
windinR.  Trial  windinRs  will  be 
necessary  to  determine  the  value 
of  <?.. 

Capacitance  C  (FiR.  5)  should 
be  selected  to  resonate  with  L  at 
the  desired  center  frequency.  Re¬ 
active  components  of  the  tran¬ 
sistor  input  and  output  imped¬ 
ances  my  be  taken  care  of  by 
providinR  trimminR  controls  on 
L.  C,  or  both.  Alternatively,  re¬ 
actance  may  be  allowed  for  by 
modification  of  C, 

Position  of  the  .secondary  tap 
may  be  computed  as  follows: 

,Vr  S  -  (r, />.)«'*  (2) 

where  Nr  is  the  number  of  turns 
between  tap  and  cold  end  of  the 
secondary,  N  is  the  number  of 
turns  in  each  full  windinR,  and 
r,  is  the  input  resistance  of 
driven  staRe. 

With  the  aid  of  FiR.  5,  cou¬ 
plinR  between  the  windinRs  may 
be  set  on  a  Q  meter  to  the  desired 
value  of  KQ.  First,  terminate  the 
windinRS  with  resistors  to  simu¬ 
late  the  expected  r,  and  r,.  Then, 
adjust  the  couplinR  until  the 
measured  value  of  primary  Q 
drops  to  the  value  (Qg/Q)  speci¬ 
fied  on  the  ordinate  for  the  de¬ 


sired  couplinR  factor. 

As  an  example,  desiRn  a  trans¬ 
former  usinR  Raytheon  2N112 
transistors  and  meet  the  follow¬ 
inR  requirements  and  conditions: 
r„  600  ohms;  r.,  25,000  ohms; 
KQ  =  0.84;  /..  455  kc;  Q.  44; 
and  Q„  175. 

Compute  inductance  with  Eq.  1 


,  2.5  X  U)*  (17.V44  -  1)  „ 

From  a  readtance/frequency  ta¬ 
ble,  C  is  810  fiiif. 

Position  of  the  secondary  tap 
may  be  computed  with  Eq.  2. 

.Vr/.V  -  (riOO  2.'), 000)''*  -  0.15.5 
or  the  secondary  tap  should  be 
about  15  percent  above  the  cold 
end  of  the  secondary  coil. 

The  couplinR  is  adjusted  to  the 
required  KQ  =  0.84  (FiR.  5)  as 
follows:  (1)  Connect  a  25,000- 
ohm  resistor  acro.ss  the  primary 
terminals.  (2)  Connect  a  600- 
ohm  resistor  between  the  .second¬ 
ary  tap  and  the  cold  end  of  the 
secondary.  (3)  Connect  the  pri¬ 
mary  to  a  Q  meter  and  resonate 
both  primary  and  .secondary  with 
the  sliRhtest  possible  couplinR. 
(4)  Read  primary  Q.  (5)  In¬ 
crease  couplinR  until  the  meas¬ 
ured  Q  drops  to  .58  percent  of 
the  value  measured  in  step  4.  The 
couplinR  factor  is  now  at  the  re¬ 
quired  value  of  0.84. 

Since  the  2N112  transistor  has 
a  published  Rain  capability  of 
better  than  30  db  per  staRe,  60 
db  in  three  staRes  is  easily  at¬ 
tainable. 

Thanks  are  due  B.  D.  Ramsey 
for  the  basis  for  FiRs.  1  to  3. 


r  - 
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Graphic  Construction 

By  WILLIAM  VERNON  NAROREAVES,  JR. 


Crystal  frequencies  are  plotted  against  channel  frequencies  to  produce  a 
direct-reading  chart  that  reveals  whether  a  proposed  intermediate  frecpiency 
in  a  given  narrow-band  f-m  receiver  will  present  spurious  responses  due  to 
harmonics  generated  by  the  local  oscillator.  Suitable  intermediate  frequencies 
are  immediately  spotted  for  single,  double  and  triple  conversion 
superheterodyne  receivers 


Heke  is  a  quick  graphical 
method  of  determining 
whether  a  proposed  i-f  will  be  suit¬ 
able  for  use  in  a  given  receiver. 

The  operating  frequency  of  the 
lowest  i-f  to  be  used  in  the  receiver 
is  chosen  so  that  the  required 
selectivity  can  be  obtained.  The 
lower  this  is,  the  greater  the  ease 
with  which  a  strict  selectivity 
curve  or  shape  factor  can  be  real¬ 
ized.  However,  too  low  a  frequency 
necessitates  relatively  larger  com¬ 
ponents  in  the  tuned  circuits  and 
creates  a  selectivity  burden  in  the 
preceding  stages. 

If  the  preceding  stage  is  an  r-f 
amplifier,  it  will  generally  be  diffi¬ 
cult  to  attenuate  the  image  which 
will  appear  at  a  frequency  two 
times  the  i-f  away  from  the  car¬ 
rier.  The  image  is  always  on  the 
same  side  of  the  carrier  as  the  in¬ 
jection.  Thus  too  low  an  i-f  yields 
poor  image  rejection  while  per¬ 
mitting  excellent  selectivity. 

Using  a  high  i-f  improves  the 
image  rejection  but  makes  it  more 
difficult  to  achieve  special  selectivi- 
ties  or  shape  factors,  such  as  those 
required  for  f-m  communications 
where  selectivity  curves  like  that 
shown  in  Fig.  1  are  desirable. 

Double  Conversion 

If  the  stage  preceding  the  low 
i-f  is  another  i-f  of  higher  fre¬ 
quency,  the  receiver  is  then  a 
double-conversion  superheterodyne. 
This  higher  i-f  further  increases 


the  percentage  spacing  between 
the  direct  image  and  the  carrier. 
The  direct  image  is  twice  the  high 
i-f  away  from  the  carrier,  thus 
simplifying  the  front-end  r-f  selec¬ 
tivity  circuitry. 

A  first  i-f  (the  highest  used  in 
the  receiver)  which  is  too  low 
makes  it  difficult  to  acquire  good 
direct  image  rejection.  The  high 
i-f  is  also  required  to  attenuate  the 
indirect  image  which  is  twice  the 
low  i-f  away  from  the  high  i-f. 
Thus,  the  lower  the  frequency  of 
the  high  i-f  the  more  easily  the  in¬ 
direct  image  is  rejected. 


P»SS  BAND  N  KC 


FIG.  1 — 8*UctiTlt7  curr*  dMirobl*  lor 
i-m  communlcgUon 


Conversely  a  high  i-f  which  is 
too  high  permits  the  r-f  tuned  cir¬ 
cuitry  to  eliminate  readily  the  di¬ 
rect  image,  but  the  resultant  selec¬ 
tivity  in  the  high  i-f  is  inadequate 
to  suppress  the  indirect  image  un¬ 
less  a  great  number  of  tuned  cir¬ 
cuits  is  used  in  the  high  i-f.  See 
Fig.  2. 

Receivers  having  severe  selec¬ 
tivity  requirement  are  usually  of 
the  double-conversion  type  and 
used  chiefly  for  bands  up  to  174 
me.  To  have  sufficient  image  rejec¬ 
tion  when  higher  frequency  band.s 
are  used,  the  2nd  i-f  ends  up  at  a 


SYSTEM  1 

PASS  BANP  "  1 


FBEOUENCr 


FIG.  2 — SsUctlTlty  curv*  ot  blgE  l-i  >•  bi- 
adoqnertB  to  »uypr—  tedlract  imoq* 
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Finds  Clear 


FIG.  9 — Cryvlol  ir«qu*iiclM  at*  ploUtd  aqataul  op*fatla9  ir*- 
qu*iicl*«.  Th*  lln**  r*pr*Mnt  opcrattaq  ii«qu*act**  that  or* 
iiit*«*rs  ol  2,  9.  4  and  9  dm**  th*  cTTStal  lr*qu*BC7.  For  thia  *x- 
ampl*.  a  hlqh  l-i  ol  S  me  la  propoaad  and  Ih*  fH,  plua.aad-mlaaa 
5  Uiwa  at*  drawn  parallal  to  th*  tit,  lln*a.  H*r*  apurioua  r*- 
aponaoa  or*  apoltod  at  about  2S  me 


I-F 


FIG.  4 — In  thia  qroph,  a  propoaad  l-i  of  4.9  me  la  plottad,  Idantteal 
to  th*  proeadur*  uaad  In  Flq.  9.  Non*  ol  th*  Nfi  Una*  intaraaet 
within  thia  rang*  ond  a  ehote*  ol  4.9  me  raaulta  in  a  racalTor  thot 
ia  Ira*  ol  apurioua  raaponaaa.  Th*  idaal  altuotloa  la  to  ehooa*  a 
high  i-l  that  will  raault  In  a  qrerph  on  whleh  thar*  ar*  no  Intar- 
aaetlnq  Iin*a  In  th*  oparatinq  ronq* 


rather  hiRh  value.  This  makes  ade¬ 
quate  adjacent  channel  selectivity 
difficult. 

The  easiest  solution  is  to  add  a 
3rd  i-f  (of  a  lower  frequency)  to 
gain  the  necessary  selectivity. 

A  chart  of  commonly-used  inter¬ 
mediate  frequencies  is  shown  in 
Table  I.  A  starting  i-f  is  chosen 
from  this  table.  The  choice  of  an 
i-f  then  dictates  the  fixed  fre¬ 

quency  or  frequencies  of  the  con¬ 
version  oscillators.  If  the  first  con¬ 
version  oscillator  is  of  the  funda¬ 
mental  type  which  enables  channel 
frequency  trimming,  then  frequency 
multipliers  are  sometimes  incor¬ 
porated  to  produce  the  required 
injection  frequency.  The  use  of 
overtone  crystals  will  sometimes 

eliminate  the  need  for  the  multi¬ 

pliers,  but  overtone  crystals  do  not 
lend  themselves  readily  to  trim- 
ing  techniques. 

The  presence  of  these  oscillator 
frequencies  and  their  harmonics 

can  mix  with  frequencies  other 
than  the  desired  signal  and  pro¬ 
duce  a  signal  at  the  first  i-f.  Such 
a  condition  results  in  spurious  re¬ 
sponses  which  the  graphical  metho<l 
spots.  Rationalized  or  normalized 
ordinates  are  avoided  for  the  sake 


of  simplicity  and  a  direct-reading 
scale  results. 

Construction 

The  graphical  layout  is  drawn 
on  linear-by-linear  paper. 

1.  Choose  the  i-f  frequencies 
from  Table  I. 

2.  On  the  vertical  axis,  lay  off 
the  frequency  range  to  be  tuned. 

3.  On  the  horizontal  axis  lay  off 
the  actual  crystal  frequency  range 
of  the  first  local  oscillator. 

4.  By  observation  determine  in¬ 
tegers  that,  when  multiplied  by  the 
values  of  actual  crystal  frequencies 
on  the  horizontal  axis,  yield  num¬ 
bers  which  fall  within  the  limits  of 
the  vertical  axis.  For  each  integer 
draw  a  line  which  repre.sents  .V 
times  the  frequency  of  the  crystal. 

5.  Add  two  parallel  lines  to  each 
of  the  iV/,  lines,  displaced  above 
and  below  the  X/,  line  by  a  vertical 
axis  frequency  ecjual  to  the  first  i-f. 

6.  One  of  the  lines  drawn  in 
step  5  will  be  the  operating  line. 
If  the  injection  fre<juency  is  al¬ 
ways  on  one  side  of  the  carrier,  the 
operating  line  will  be  continuous, 
if  the  injection  frequency  is  lK)th 
above  and  below  the  signal  fre¬ 
quency  to  minimize  crystal  spread. 


a  crossover  line  is  drawn  parallel 
to  the  horizontal  axis  at  the  cross¬ 
over  frequency  on  the  vertical  axis. 
This  crossover  line  connects  the 
two  operating  lines,  one  above  the 
integer  line,  the  other  below  it. 
Darken  the  operating  lines  for 
clarification. 

Suppose  a  crystal-controlled  re¬ 
ceiver  is  required  that  will  tune 
from  25  to  54  me.  All  spurious  re¬ 
sponses  ami  images  must  be  100  db 
down  from  a  sensitivity  of  0.3 
/tv.  The  bandpass  is  to  be  ±  15  kc 
wide  at  the  6-db  points  and  ±  40 
kc  wide  at  the  100-db  points. 
Fundamental  crystals  are  used 
with  a  multiplication  of  3.  Injec¬ 
tion  will  be  on  the  low  side  above 
40  me  and  on  the  high  side  below. 

The  graph  in  Fig.  3  for  this  ex¬ 
ample  is  drawn  following  the  steps 
given  in  the  preceding  section. 

1.  Selectivity  dictates  the  use  of 
a  low  i-f  between  260  and  1,600 
kc.  A  good  compromise  is  455  kc. 
The  high  i-f  must  permit  100-db 
attenuation  at  twice  its  value  away 
from  the  carrier.  A  5.0-mc  value 
is  a  good  first  choice,  allowing  the 
front-end  circuitry  to  attenuate 
signals  10  me  off  channel  by  100  db. 
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PROPOSED  I -F  -  7.5MC 
TUNING  RANGE  -  144- 174  MC 
multiplication  -  12 
CRYSTAL  RANGE  -  12  6 -13  8  MC 


proposed  l-f  -  10.7  MC 
TUNING  RANGE  -  144-174  MC 
MULTIPLICATION  -  12 
crystal  range  -  II 9- 13  6  MC 


PROPOSED  l-F  -  39  01  MC 
TUNING  RANGE  -  4S0-470  MC 
multiplication  -  27 
crystal  range  -  IS  28 -IS  96  MC 


(A) 


(B) 


(C) 


FIG.  S — Graphic  plots  showing  various  frogusncy  ronqos  and  i-f  c':oicM.  Not*  that  plots  (B)  and  (C)  do  not  make  use  oi  the  crossover 
techniques 


2.  Operating  frequencies  of  25 
to  54  me  are  laid  off  along  the  verti¬ 
cal  axis. 

3.  Crystal  frequencies  of  10  to 
16.3  me  are  laid  off  along  the  hori¬ 
zontal  axis. 

4.  Integers  of  2,  3  and  4,  when 
multiplied  by  values  laid  off  on  the 
X  axis,  fall  in  between  values  laid 
off  on  the  Y  axis.  Draw  lines  2/„ 
3/„  and  4/^ 

5.  Another  line  5  me  above  the 
2/,  line  is  drawn  parallel  to  it.  A 
line  5  me  below  can  be  neglected 
since  it  will  fall  out  of  range. 
Similarly  lines  5  me  above  and  be¬ 
low  are  drawn  parallel  to  the  3/, 
line.  Draw  lines  4/,  4-  5  and  4/,  — 
5. 

6.  On  the  40  me  horizontal  line, 
darken  the  portion  connecting  the 
3/,  -f  6  and  the  3/,  —  5  lines.  This 
is  the  crossover.  Darken  the  upper 
portion  of  the  3/,  -|-  6  and  lower 
portion  of  3/,  —  5  lines.  These  are 
the  operating  lines. 

The  graph  now  indicates  an  in¬ 
tersection  of  the  2/,  +  6  line  and 
the  operating  line  occurring  at  ap¬ 
proximately  25  me.  For  example 
suppose  the  desired  channel  fre¬ 


quency  was  26.11  me.  The  crystal 
frequency  yielding  26.11  me  would 
be  J  (26.11  -I-  5)  or  10.37  me.  The 
second  harmonic  of  10.37  me  is 

20.74  me.  Two  signals  can  mix 
with  the  20.74-mc  frequency  and 
produce  a  5.0  me  i-f.  They  are 

25.74  me  and  15.74  me. 

Front-End  Attenuation 

A  15.74-mc  signal  is  easily  at¬ 
tenuated  in  the  front-end  tuned 
circuits,  but  a  25.74-mc  signal  is 
only  370  kc  away  from  the  desired 
26.11  me  signal.  The  front-end 
circuitry  cannot  be  expected  to  at¬ 
tenuate  such  close  signals,  and  this 
choice  of  i-f  therefore  results  in  a 
spurious  response  for  each  channel 
operating  in  this  interference 
range.  If  the  selectivity  of  the 
front  end  plus  the  selectivity  of 
the  oscillator  multiplier  circuits  is 
around  2  me  for  100  db,  spurious 
responses  will  be  obtained  when 
operating  on  channels  between  25 
me  and  28.5  me. 

The  ideal  situation  is  to  end  up 
with  a  graph  on  which  there  are 
no  lines  intersecting  the  operating 
range.  From  Fig.  4  it  is  apparent 


Tcdale  I — Commonly  Used  Frequencies  in  Kc 


Conversion 

1st  I-f  in  Kc 

j 

2nd  I-f  in  Me 

j  3rd  I-f  in  Me 

Single 

50.  262,  290,  455, 
1,500,  1,600,  2,200 

Double 

262,  290,  455,  4.56, 
1,.500.  2,200 

2.2,  3.2,  4.3.  4..5. 

6,  10.7,  21.5 

Triple 

290,  455 

4.3,  5,  6,  10.7 

15,  39.01,  41.25 

that  if  the  3/,  —  5  line  is  moved 
clo.ser  to  the  3/,  line  by  0.5  me  at 
25  me,  the  2/,  4-  5  line  would  auto¬ 
matically  move  0.5  me  closer  to  the 
2/.  line,  thus  separating  the  3/. 
—  5  line  from  the  2/,  4-  5  line  by 
about  1  me  at  the  point  where  they 
formerly  intersected. 

This  means  changing  the  high 
i-f  from  5.0  to  4.5  me.  In  doing  so 
the  crystal  frequencies  will  also 
change  slightly,  making  exact 
values  difficult  to  judge. 

Upon  obtaining  a  clear  i-f  it  is 
wise  to  log  all  the  harmonics  of  the 
second  (and  third,  if  used)  conver¬ 
sion  oscillator  frequencies  that 
occur  within  the  operating  range 
of  the  receiver. 

Clear  Frequencies 

A  second  choice  of  4.3  me  is 
next  investigated.  The  identical 
procedure  is  followed  in  Fig.  4. 
Here  the  4.3-mc  graph  is  free  of 
spurious  respon.ses  due  to  har¬ 
monics,  a  good  choice  for  the  re¬ 
ceiver.  In  Fig.  5  A,  6B  and  6C  ex¬ 
amples  of  various  frequency  ranges 
and  i-f  choices  are  given.  Their 
eighth  to  twentieth  harmonics  may 
fall  within  the  pass  band  of  the  re¬ 
ceiver  on  certain  channels. 

Frequency  Check 

The  remedy  is  to  replace  the 
second  or  third  oscillator  with  a 
crystal  that  injects  on  the  other 
side  of  the  i-f.  The  harmonics  of 
these  alternate  crystals  should  be 
computed  to  be  sure  that  any  al¬ 
ternate  crystal  harmonics  do  not 
fall  on  the  same  channel. 


R-38 


ELECTRONICS  BUYERS'  GUIDE  — JUNE,  1958  —  MID-MONTH 


FIG.  1  -  Forward  and  rovorso  roslalancM  of  tranalalor.diodo  aro  plottod  a*  functions  of  FIG.  2 — Motchod  transislor-diodos  hoTo 
TariabU  rosialor  ff,  (A).  Varflnq  Hr  rolalos  characlorislics  about  orlqin  (B)  Hr  botwoon  coUoctor  and  baso 


Matching  Transistor-Diodes 


Kniittfr-to-basf  cirf'iiit  of  transistor  has  fharafteristics  f’oinparahle  to  ordinary 
tiiode.  Variable  resistor  eonneetef!  between  eolleetor  and  liase  alters  eharaeter- 
isties  to  aehieve  matfdiin^. 


Ky  ARTIII  R  GILL 


Mismatch  between  a  pair  of 
diodes  in  a  modulator  or  de 
modulator  .sets  a  lower  limit  to 
sensitivity  and  linearity. 

Difficulties  normally  encountered 
with  ordinary  dirales  are  overcome 
by  employing  emitter  ditaies  of 
transistors.  .MatchinK  is  accom¬ 
plished  by  varying  a  resistor  con¬ 
nected  between  the  collector  and 
ba.se  of  the  transistor.  Since  active 
elements  are  not  involved,  most  re¬ 
jected  transistors  can  serve  as 
transistorized  diodes. 

Control 

The  diode  in  the  emitter-ba.se 
circuit  of  a  transistor  has  charac¬ 
teristics  comparable  to  tho.se  of  an 
ordinary  diode  of  similar  size  and 
material.  Forward  and  reverse  re¬ 
sistances  of  a  transistorized  «iio<ie 
are  lower  when  the  collector  is 
shorted  to  the  base  than  when  the 
collector  is  open  circuited. 

F'xiH'rimental  investijratiims  with 
2Ni:}l  a-f  jrermanium  transistors- 
.“howed  that  a  certain  amount  of 
control  can  be  exercised  over  the 
di(Mle  characteristics  with  a  vari- 
alde  resistor  W.  connected  between 
the  collector  and  the  ba.se. 


Varying  H,  between  zero  and  in¬ 
finity  increa.ses  the  forward  resist¬ 
ance  r,  by  a  factor  of  2.6  and  the 
reverse  resistance  r,  by  a  factor  of 
1.5. 

Resistance  Change 

.Most  of  the  change  in  r,  wcurs 
when  Rr  is  varied  between  50  and 
500  ohms  and  most  of  the  chanjre 
in  r,  occurs  when  H,  is  varied  be¬ 
tween  I  to  50,000  ohms.  C<mse- 
(|uently,  adju.stinjr  r,  leaves  r,  vir¬ 
tually  intact  and  vice  versa.  Vary¬ 
ing  Hr  rotates  the  entire  di«Kle 
characteristics  about  the  orijrin  of 
the  V'-I  field. 

A  Kraph  of  r,,  at  /  =  5  ma  and  r, 
at  F  =  —6  v  as  functioiia  of  R,  for 
a  2N1.'U  transistor  is  shown  in 
FMk.  1A.  The  volt-ampere  charac¬ 
teristics  of  a  similar  transistor¬ 
ized  diode  with  R  e(|ual  to  zero 
and  infinity  are  shown  ulsive  in 
Fijr.  IB. 

Performance 

The  circut  u.sed  to  evaluate  the 
matchiiiK  conditions  between  tran¬ 
sistorized  diinles  is  shown  in  Fijr. 
2.  Since  the  10.000-ohm  resistors 


were  precision  components,  the 
null  voltaKC  F.  was  taken  as  a 
measure  of  the  mismatch  between 
the  two  diodes.  Source  voltage  and 
impedance  were  chosen  for  a  peak 
forward  current  of  about  5  ma 
throuKh  the  diodes  and  a  peak 
reverse  voltajre  of  about  12  v 
across  them. 

Components 

A  pair  of  2X151  transistors, 
and  Qj,  were  found  to  have  the  fol¬ 
lowing  characteristics:  40  <  r„  < 
110  ohms,  1.6  <  <  2.2  meg¬ 

ohms,  44  <  r,.  <  120  ohms  and 
1.8  <  r,.  <  .5  mejrohms.  .Match- 
injr  by  adjustiiiK  r„  and  r^,  was  ac¬ 
complished  by  usintr  .50.000-ohm  and 
500-ohm  potentiometers  for  Rr,  and 
R,  ■  respectively. 

With  R  ,  R.  =  X,  F,  was  l.l 
\  p-p.  With  R  R  ,  —  0,  F,  was 
1  V  p-p.  With  R  ,  —  10.000  ohms  and 
R  =  500  ohms,  the  minimum  null 
voltaye  of  0.1  v  p-p  was  obtained. 
Balance  condition  was  thus  im¬ 
proved  by  a  factor  of  ten. 

Where  the  initial  mismatch  in 
characteristics  is  more  pronounced, 
the  improvement  usinp  this  match¬ 
ing'  method  i.s  Ki^ater. 
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Amplifier  Selectivity 

Curves 

By  RONALD  L.  QUANDT  and  JACK  SANDERS 


Curves  and  nomograph  determine  relative  attenuation  at  points  on  response 
curve  relative  to  gain  and  midband  response.  Design  parameters  for  amplifier 
having  specifie<l  response  can  be  determined 


IN  THE  DESIGN  of  flat-staggcred 
multiple-stage  bandpass  ampli¬ 
fiers,  it  is  often  necessary  to  de¬ 
termine  the  relative  attenuation 
of  points  in  the  amplitude-fre¬ 
quency  response  with  respect  to 
unity  gain  at  midband.  Con¬ 
versely,  it  is  often  desired  to 
find  the  design  parameters  of  a 


flat-staggered  bandpass  circuit 
having  a  prescribed  attenuation 
or  gain  at  specific  frequencies. 

The  curves  shown  here  are 
useful  for  obtaining  rapid, 
graphical  solutions  to  many  such 
problems.  The  nomograph  in 
Fig.  1  is  useful  for  quickly  com¬ 
puting  the  parameter  X  used  in 


the  curves.  It  is  also  useful  for 
finding  the  frequencies  corre¬ 
sponding  to  a  given  attenuation 
once  X  and  the  circuit  Q  have 
been  determined.  Cascaded  N- 
uple  stages  are  presumed  here  to 
have  the  same  It  should  be 
noted  that  .Y  =  1  at  the  half- 


J-os 

FIG.  1 — Nomograph  ior  delennininq  value  of  X  FIG.  3 — Selectivity  curve*  lor  value*  oi  Z  irom  1  to  100 
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power  frequencies,  /,  and  /,. 

For  cases  where  the  deviation 
of  the  frequency  of  interest  / 
from  the  midband  frequency  of 
an  amplifier,  /„  is  small  com¬ 
pared  to  /„  X  may  be  determined 
from  Jr-|/-/.|/(B/2). 

Cxample$ 

An  amplifier  is  to  be  designed 
having  a  midband  frequency, 
/„  of  40  me.  Its  overall  band¬ 
width,  B„  is  to  be  26  me.  What 
is  the  lowest  order  N-uple  that 
can  be  used  if  it  is  desired  to 
attenuate  a  26.9-mc  signal  by 
8  db  with  respect  to  /.? 

Overall  Q  of  the  amplifier  is 
Q.  =  f./B.  =  40/26  =  1.64.  At 
the  frequency  of  interest,  26.3 
me,  ///.  =  26.9/40  =  0.672. 
From  Fig.  1,  find  X  =  1.26, 
corresponding  to  Q.  =  1.64  and 
///.  =  0.672. 

From  the  Fig.  2,  opposite 
X  =  1.26,  find  an  attenuation 
of  7  db  for  =  3  and  8.7  db 
for  N  —  4.  Therefore,  a  quad¬ 
ruple  must  be  used. 

An  amplifier  consists  of  three 
identical,  flat-staggered  pairs  in 
cascade.  If  each  pair  has  a  band¬ 
width  B,  of  10  me,  what  is  the 
overall  bandwidth  B,  of  the 
amplifier;  what  are  its  upper 
and  lower  half-power  frequen¬ 
cies,  ft  and  /„  respectively  and 
what  is  the  total  attenuation 
of  a  signal  at  60  me  with  respect 
to  a  signal  at  =  40  me? 


At  the  half-power  frequencies 
of  the  amplifier,  each  pair  con¬ 
tributes  one-third  of  3  db  or 
1-db  attenuation.  From  the 
curves  for  a  pair  N  =■  2  and 
an  attenuation  of  1  db,  X  =  0.71. 
The  value  of  X  so  determined, 
for  cascaded  identical  N-uples  is 
numerically  equal  to  the  band¬ 
width  shrinkage  factor  of  the 
amplifier.  Hence,  the  overall 
bandwidth  is,  B,  —  XB,  =  (0.71) 
(10  me)  =  7.1  me.  Next  deter¬ 
mine  overall  Q,  =  f,/B,  —  40/7.1 
=  6.63.  From  the  nomograph, 
corresponding  to  Q.  =  6.63  and 
X  =  1,  find  ///.  =  1.093  and 
0.914.  Since  /,  =  40  me,  it  fol¬ 
lows  that  ft  =  (40)  (1.093)  = 
43.7  me  and  /,  =  (40)  (0.914)  = 
36.6  me. 

Determine  Q,  (Q  of  a  pair) ; 
Qt  =  f./Bt  =  40/10  =  4.  At  the 
frequency  of  interest,  60  me, 
///.  z=  60/40  =  1.60.  From  the 
nomograph,  corresponding  to 
Q,  =  4.0  and  ///,  =  1.60,  find 
X  =  3.33.  From  the  curves, 
find  the  attenuation  per  pair 
(N  =  2),  corresponding  to  X  = 
3.33.  It  is  equal  to  21.1  db. 

An  amplifier  is  to  be  designed 
using  a  flat-staggered  quintuple 
(N  =  6)  cascaded  with  a  syn¬ 
chronously  tuned  stage  (N  =  1). 
The  overall  bandwidth,  B„  must 
be  20  me.  If  the  quintuple  has 
a  bandwidth,  Bt,  of  22  me,  what 
is  the  bandwidth  6,  required 
of  the  synchronously  tuned  stage 


and  at  what  frequencies  will  the 
attenuation  of  a  signal  be  40-db 
below  that  of  /.  =  40  me? 

Determine  Q,  (overall  Q)  of 
the  amplifier  =  f./B,  =  40/20  = 

2.  From  the  nomograph,  find 
one  of  the  normalized  overall, 
amplifier  half-power  frequencies, 
say  ft/f;  corresponding  to  Q.  = 

2  and  X  =  1,  fjf,  =  1.282. 

Determine  Q,  (Q  of  the  quin¬ 
tuple)  =  /w/B.  =  40/22  =  1.82. 
From  the  nomograph,  find  X, 
(X  for  the  quintuple)  =  0.91, 
corresponding  to  ft/f,  =  1.282 
and  Qt  =  182.  From  the  curves 
for  a  quintuple  (N  =  6),  oppo¬ 
site  X,  =  0.91,  find  the  attenua¬ 
tion  of  the  quintuple  to  be  1.4  db. 

At  the  half-power  frequencies 
of  the  composite  amplifier,  the 
attenuation  contributed  by  both 
the  synchronous  and  the  quin¬ 
tuple)  =  f./B.  =  40/22  =  1.82. 
db.  Hence,  the  attenuation  at 
those  frequencies  due  to  the 
.synchronously  tuned  stage  alone 
must  be  equal  to  3.0  db  —  1.4 
db  =  1.6  db. 

From  the  curves,  find  X,  (X 
for  the  synchronous  stage)  = 
0.67,  corresponding  to  an  attenu¬ 
ation  of  1.6  db  in  the  synchron¬ 
ously  tuned  stage  (N  —  1). 

From  the  nomograph,  find 
Q,  (Q  of  the  synchronous  stage) 
to  be  equal  to  1.33,  corresponding 
to  X,  =  0.67  and  ft/f,  = 
1.282.  The  bandwidth  of  syn¬ 
chronously  tuned  stage  B,  may 
then  be  determined  to  be  B,  = 
f./Qx  =  40/1.33  =  30  me. 

From  the  nomograph,  choose  a 
value  of  ///,  and  find  Xi  and 
X.  corresponding  to  Qi  and  Q. 
above.  From  the  curves  and 
these  X’s,  find  the  attenuation 
of  each  amplifier  separately. 
When  added,  the  sum  of  these 
attenuations  in  db  is  the  overall 
attenuation  of  a  signal  at  the 
chosen  frequency  relative  to  one 
at  /,.  Find,  by  trial  and  error, 
that  when  f/f,  =  1.78  and  0.662, 
the  attenuation  of  a  signal  at 
those  frequencies  is  40-db  below 
a  signal  at  The  corresponding 
frequencies  are  thus  /  =  (40) 
(1.78)  =  71.2  me  and  (40) 
(0.662)  =  22.6  me. 
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Designing  Stability  into 
Transistor  Circuits 

Chart  and  nomographs  simplify  calculation  of  transistor  circuit  and  cooling* 
facility  parameters  necessary  for  stable  operation  at  elevated  junction  tem¬ 
peratures.  Design  information  is  applicable  to  both  germanium  and  silicon 
transistor  circuits 

By  STANLEY  SCHENKERMAN 


To  ACHIEVE  THERMAL  STABIL¬ 
ITY  of  transistorized  equip¬ 
ment  at  elevated  junction  tem¬ 
peratures,  the  designer  must 
provide  a  circuit  compatible  with 
its  cooling  facility.  The  accom¬ 
panying  graph  and  nomographs 
permit  the  rapid  determination 
of  suitable  circuit  and  cooling 
facility  parameters. 

Theory 

The  thermal  stability  nomo¬ 
graph,  Fig.  1,  is  based  upon  the 
criteria  for  thermal  stability’ 

SVJ.e  <  13  (lA) 
for  germanium  and 

SVJ.e  <23  (IB) 

for  silcon. 

The  stability  factor*  S  is  the 
change  in  quiescent  collector  cur¬ 
rent  caused  by  a  change  in  the 
temperature  sensitive  component, 
V,  is  collector  voltage,  /.  is  the 
temperature  sensitive  component 
of  collector  current  and  cooling- 
facility  characteristic  e  is  the 
thermal  resistance  from  collector 
junction  to  ambient  in  deg  C  iier 
watt.  The  designer’s  objective 
is  to  obtain  compatible  values  of 
S  and  e. 

Temperature  sensitive  current 
/.  increases  exponentially  with 
temperature,  doubling  every  9  C 
for  germanium  and  every  16  C 
for  silicon.  The  value  of  /,  at 
any  temperature  T  may  be  found 


from  Fig.  2  if  the  value  of  latter  may  be  determined  experi- 
/..  at  any  temperature  T.  is  mentally  from 
known;  the  latter  values  can  be  =  ^T/Pt  (2) 

obtained  from  the  manufac-  where  \T  is  the  mounting  ba.se 
turer’s  data  sheet.  temperature  ri.se  above  ambient 

Thermal  resistance  0  consists  in  degrees  centigrade  and  P4  is 
of  the  resistance  from  collector  the  transistor  dissipation  in 
junction  to  mounting  base,  watts.  Then 

(specified  by  the  manufacturer)  6  =  e,„  (3) 

and  the  resistance  from  mount-  The  thermal  resistance  nomo- 
ing  base  to  ambient,  The  • 


FIG.  I — Range  oi  thermal  alability  nomograph  ia  extended  by  powers  oi  10 
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Rraph,  Fir.  3,  facilitates  the  so¬ 
lution  of  Eq.  2  and  3. 

From  measurements,  it  is  de¬ 
termined  that  at  4  w  dissipation, 
the  mounting  base  temperature 
of  a  transistor,  when  installed 
in  the  cooling  facility,  is  8  C. 
The  resistance  from  junction  to 
mounting  base  is  specified  as  3  C 
per  watt. 

Thermal  Resistance 

Using  Fig.  3,  connect  the  point 
aT  =  8  C  with  the  point  P*  = 

4  w  with  a  straight  line  that  in¬ 
tersects  0m.  —  2  C  per  watt. 
Next,  connect  #..  =  2  C  per  watt 
and  =  3  C  per  watt  with  a 
straight  line.  This  line  intersects 
9  —  5  C  per  watt  which  is  the 
total  thermal  resistance  of  the 
cooling  facility. 

The  value  of  S«.,  may  now  be 
found  from  the  thermal  stability 
nomograph  of  Fig.  1.  The  circuit 

5  must  be  less  than  S...  for  sta¬ 
bility.  Conversely,  for  a  given  S 
the  maximum  permissible  9  may 
be  determined. 

The  transistor  of  the  previous 
example  is  a  germanium  unit 
with  /..  =  0.2  ma  at  T,  =  25  C. 
It  is  desired  to  operate  this  unit 
with  V,  =  30  V  at  86  C  in  the 
cooling  facility  for  which  9  = 
5  C  per  watt.  Since  T  —  T,  is 
60  C,  /.//„  is  100  as  determined 
from  Fig.  2.  Then  I,  is  20  ma  at 
86  C. 

On  the  stability  nomograph. 
Fig.  1,  connect  V,  =  30  and  /.  = 
20  with  a  straight  line  that  in¬ 
tersects  the  P  scale  at  0.6.  Now 
connect  this  point  by  a  straight 
line  with  9  =  5.  This  line  inter¬ 
sects  5...  for  germanium  at  4.3. 
This  is  the  maximum  value  of  S 
for  which  the  circuit  is  thermally 
stable. 
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T-To  IN  CENTIGRADE 

FIG.  2 — CunrM  qlra  aormoilied  lemperature-aaaaiUTa  leakage  current 
as  lunction  ol  temperature  change 
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FIG.  3 — Range  oi  thermal  resistance  nomograph  is  extended  by  powers  of  10 
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Modulators  for  Automatic 
Control  Systems 


Survey  of  low-frequency  modulation  systems  used  in  amplification  of  d-c 
signals  and  equalization  of  a-c  sijjnals  to  give  control  system  ilesired  perform¬ 
ance  characteristics.  Typical  applications  are  described 

By  L.  S.  KLIVANS 


Ec  40(h:ps  carrier 


VARIABLE  PLATE  RESISTANCE  MODULATOR— Incr«<nln9 
maqnituda  oi  carrtar  Tolta9*  dacraosM  ■i9Ba)-lo-nolaa  ratio, 
but  incraosaa  modulotad  output.  With  E,  —  0.5  ▼,  and  E. 
=  0.25  T  nns,  400  cpt.  tha  output  is  Unaor  with  up  to  ±2  t 
d-c  input,  and  raachas  a  ma9nitudo  oi  0.2  v  rras.  Tha  null 
laTal  Is  2  to  5  milllTolls.  Tha  null  laaal  Is  sacond  hannonic 
oi  quodratura  phasa.  whila  tha  larqa  siqnal  output  is  a 
low  distortion  slna  wars. 

Applications  mainly  limltad  to  modulation  ol  arror  slqnals. 
but  may  ba  usad  for  opan-loop  applications  with  sultobla 
illtsrlnq  to  Incraosa  slqnal-to-noisa  ratio.  Tuba  charactar- 
istics  diliar  from  unit  to  unit  at  low  plato  roltaqas 


BALANCED  TRIODE  SINE-WAVE  MODULATOR— ThU  is 
ona  of  tha  bast  typas  oi  modulators  aToilobla  to  obtain 
sinusoidal  output  without  filtarinq.  Input  Toltaqaa  oi  3  ▼ 
d-c  qiTa  Unaar  modulotad  output  oi  0.25  rms,  with  a  carriar 
▼oltaqa  of  0.6  rms.  Incraasinq  carriar  Toltaqa  incraasas 
maqnltuda  oi  Unaor  output  ^011090  but  also  roisas  null  laval. 
Null  siqnal  with  0.25  ▼  rms  carriar  Toltoqa  is  lass  than 
1  mT,  and  is  mainly  composad  oi  sacond  harmonic,  quadra- 
tura  phasa.  Excallant  lonq-tlma  drift  stabiUty,  lass  than  1  ma 
par  hour  raiarrad  to  tha  output. 

Can  ba  usad  ior  aithar  opan  loop  or  arror  siqnal  modula¬ 
tion  whan  hlqh  input  impadonca  and  a  low-distortion  sinu¬ 
soidal  output  Is  raquirad  For  opplicotlons  whara  addltioa 
of  subtraction  from  othar  sinusoidal  slqnals  is  raquirad 


ELECTROMECHANICAL  SWITCH  MODULATOR— Thte  cir¬ 
cuit  uttUsas  a  choppar  oparatad  by  a  60  or  400-cps  corriar. 
This  modulator  has  larqa  siqnal-lo-nolsa  ratio  and  Is  only 
llmitad  by  contoct  ratinq  os  to  Input  swinq. 

Tha  ompliilar  shown  is  dasiqnad  to  iurthar  raduca  tha 
output  siqnal  null  laval  by  baloncinq  out  tha  taro  input 
siqnal.  NuU  latrals  can  ba  mainlalnad  in  tha  microToll 
raqion  by  propar  shialdinq.  For  circuit  shown,  ^  2  volts 
d-c  input  will  produca  4.25  v  rms  output  with  a  slqnal-to- 
noisa  ratio  oi  7.000  to  1.  Lonq-HnM  drift  stability  lass  than 
ona  milliTolt  raiarrad  to  tha  output.  Applications  ior  this 
typa  oi  modulator  includa  modulotion  of  strain  qauqa  or 
low-laval  transducar  slqnals 
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DUO-OIOOe  HALF  WAVE  SWITCH  MODULATOR— Slnilar 
ia  oparatloB  to  •ladroawchoaical  switeh  modulator  oacopt 
that  •toctroB'tubo  cliaractortotics  aro  nlUlMd  to  roplacu 
cboppor.  Corrtor  toHb^  luraa  dtodo*  oa  oad  oil  Ihoa  Iraa*' 
torrlaq  d<  lapnl  aigaal  to  Iho  output  whoa  dtodor  aro  aot 
coaducdaq.  With  a  carrior  Toltaqo  o<  IS-o  raw.  output  to 
Uboot  to  2  t  with  oa  laput  ei  ^  S  Tolto  d<.  Null  louol 
to  oa  tho  ordor  oi  S  mo  oad  to  malalY  aocond  hanaonic. 
DrUt  stobUitT  aot  as  good  oa  othot  circuits  oad  Tartos  with 
Ulomoat  Tohago.  For  oppUcatioas  whoro  oxtroaaoly  high 
Tihrattoa  is  prosont  whoro  aloetremochaaicol  swUch  oiight 
bo  domagod.  Eatromoiy  loag  Ilio  ol  this  oiodulator  makos 
It  usotul  whoro  low  mataitoBoaco  to  rogutrod 


DIAMOND  MODULATOR  Aa  oloctroaic-swiich  typo  modu- 
lotor  utUIslag  tho  carrior  signal  to  turn  olthor  oloctroa  tubo 
or  crystal  dlodo  oa  oad  oH  to  modulato  tho  d-c  laput  sigaal. 
Producos  much  highor  stgaol-lo-notoo  ratio  than  most  oloc- 
troa-lubo  atodulators.  Ratio  to  on  Iho  ordor  ol  l.&OO  to  1. 
with  a  carrior  roltogo  ol  It  v  rato.  Tho  output  to  liaoar  up  to 
3  r  nns  with  a  A<  input  ol  ^  10  r.  Roduclag  Iho  lUamont 
rollago  lurthor  Incroasos  tho  sigaal-to-notoo  ratio,  but  may 
rsduco  lllo  oi  tho  diodos.  This  circuit  has  long-limo  drift 
■lability  ol  loss  than  1  milllToll  roforrod  to  tho  output. 

Suiloblo  for  oirborao  mllilory  applicatioaa  whoro  onriron- 
monl  la  soToro.  Moy  bo  usod  to  roploco  oloctromochaaical 
switch  modulator  whoro  oalroraoly  long  lllo  with  no  mola- 
toaanco  to  roquirod 


400CPS 

CAMDCIt 


TRIODE  CLAMP  MODULATOR— This  circuit  to  also  oi  tho 
oloctroaic-swllch  iomlly  but  utilisos  Iriodos  la  placo  oi 
diodos.  PriiKipal  adToatago  oi  this  circuit  to  that  largo 
magniludoa  of  input  vollogo  swiag  may  bo  loloratod  and 
still  produco  a  linoor  output.  With  a  carrior  Tollago  ol 
8.3  V  rma.  Iho  output  ia  liaoar  to  2  o  rms  with  a  d-c  input 
signal  ol  ^  25  volts.  Tho  null  lovol  to  high,  approxlmotoly 
100  mv.  This  can  bo  roducod  by  iilloring.  Long-limo  drill 
stabUlty  to  oscollont.  Tho  output  slgaol  is  normally  squaro 
wavo.  but  a  tuaod  circuit  la  shown  in  tho  circuit  obovo  to 
got  a  sinusoidal  slgnaL 

This  modulator  ia  host  suitod  for  syslom  oppUcatioas 
whoro  tho  input  sigaal  swing  to  uauaually  largo. 


RING  MODULATOR — Circuit  Is  shown  with  singlo-ondod  in¬ 
put  and  output  but  con  bo  oporatod  with  olthor  tho  laput 
or  tho  output  ungroundod.  Incroasing  tho  magniludo  el  tho 
carrior  vollogo  toads  to  lacrooso  tho  signal-lo-nolso  ratio  as 
woU  as  Iho  llnoar  output  swing.  With  a  100-v  rnu  carrior 
and  a  d-c  input  oi  ±  30  v.  tho  output  to  liaoar  up  to  0.2-v 
rms.  Null  lovol  Is  loss  thoa  1  mlllivoll.  but  Iho  drill  stabUity 
is  not  as  good  os  most  switch-typo  modulators. 

Tho  circuit  may  bo  usod  in  sysiom  applications  whoro 
modulotion  ol  tho  orror  signal  Is  roquirod.  but  hoa  poor  drift 
stability  cmd  critical  balanco  roquiromoals 


sal 


MOOULATEO 

OUTPUT 


TWIN  T  400-CPS  FILTER— This  circuit  may  bo  uttlUod  with 
all  modulators  doacribod  horo  to  iacroaso  tho  slgnal-lo-notoo 
ratio.  Tho  fUtor  is  tunod  to  400  cps  and  thoroforo  foods  back 
all  othor  iroquoacios  londiag  to  ollmlnoto  thorn.  Tho  Q  oi 
tho  lUlor  to  sia.  Tho  output  signal  to  a  low  distortion  siao 
wavo  and  to  in  phoso  with  Iho  input. 

Tho  circuit  to  uaoiul  lor  applications  with  squaro-wavo  or 
swilch-lypo  modulator  whoro  a  sinusoidal  output  signal  to 
roquirod.  Howovor.  it  Is  nocoosory  that  Iho  froquoncy  ragu- 
latloa  of  tho  carrior  signal  bo  1  porcoat  or  botlor  or  Iho  filtor 
will  Inlroduco  phoso  shift  that  may  bo  dotrimontal  to  ovorall 
systom  oporotioa 
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Servo  Analysis  Charts 


By  ERWIN  BISER  and  SAMUEL  ADLER 


Graphical  conversion  charts  provide  <lata  for  plotting  open  or  closed-loop 
response  curves  of  servo  systems.  When  hoth  amplitude  ami  phase  anjsle  are 
known  for  either  open  or  closed-loop  operation,  corresponding  parameters 
for  the  opposite  condition  are  given 


Designing  servo  systems 
usually  involves  compound¬ 
ing  the  elements  and  computing 
the  open-loop  performance.  As¬ 
certaining  system  performance 
in  its  applied  form  requires  con¬ 
version  of  the  open-loop  per¬ 
formance  to  the  closed-loop  i)at- 
terns  or  the  inverse.  The  servo 
conversion  charts  enable  a  de¬ 
signer  to  convert  amplitude  and 
phase  information  for  a  specific 
frequency  from  one  form  to  the 
other  with  little  effort  and  prac¬ 
tically  no  calculation. 

Transfer  Function 

This  conversion  can  also  be  of 
value  in  determining  the  proper 
compensation  devices  for  par¬ 
ticular  servo  systems.  The  trans¬ 
formation  formulas  from  which 
the  conversion  charts  were  made 
are  limited  to  systems  with  unity 
feedback. 

It  is  frequently  impossible  to 
obtain  the  open-loop  perform¬ 
ance  directly  from  a  test  on  the 
system.  The  open-loop  transfer 
function  is  represented  by  the 
ratio  of  the  output  angle  0,  to  the 
error  angle  0..  But  since  0.  is 
such  a  small  quantity  in  sensi¬ 
tive  servo  systems,  it  is  difficult 
to  extract  the  true  signal  from 


noise,  quadrature  and  harmonics. 
The  designer  therefore  utilizes 
the  closed-loop  transfer  function 
0,/0,  =  KG/(1  +  KG). 

Open  to  Closed  Loop 

To  utilize  the  servo  conver¬ 
sion  charts  the  amplitude  and 
phase  angle  for  a  specific  fre¬ 
quency  must  be  known.  For  ex¬ 
ample  an  open-loop  control  sys¬ 
tem  with  a  transfer  function 
KG  ijta)  =  5/{jut  (0.6  y<«»  -f-  1) 
(0.1  ju  -f-  1)]  will  have  as  an 
output  when  the  frequency  w  is 
2  radians  per  sec,  an  amplitude 
A  of  1.6  and  a  phase  angle  o  of 
—  151  deg.  To  determine  the 
closed-loop  respon.se  reference  is 
made  to  Fig.  lA,  wherein  the 
abscissa  represents  the  open-loop 
amplitude  A  while  the  ordinate 
represents  the  closed-loop  ampli¬ 
tude  B. 

Method 

First  locate  the  curve  repre¬ 
senting  a  pha.se  angle  a  of  —150 
deg,  the  nearest  value  on  the 
chart  to  the  —151  deg  given. 
The  line  A  =  1.6  intersects 
this  phase-angle  curve  on  the 
vertical  scale  at  the  value  B  = 
1.88,  which  is  the  amplitude  of 
the  loop  when  closed. 


To  obtain  the  phase  angle  of 
the  closed  loop  performance  the 
chart  of  Fig.  1C  is  u.sed.  The 
line  A  —  1.6  intersects  the 

open-loop  pha.se  angle  curve  a 
=  —150  deg.  The  corresjwnd- 
ing  value  of  the  pha.se  angle  of 
the  closed  hwp  b  is  then  read  on 
the  vertical  scale  as  —35  deg. 

Closed  to  Open  Loop 

The  servo  conversion  charts 
are  equally  effective  in  convert¬ 
ing  the  closed-loop  to  the  open- 
loop  performance.  A  clo.sed-loop 
transfer  function  of  KG/1  + 
KG)  =  5/f;«  (0.6  jo.  +  1)  (0.1 
jo.  1)  -1-5]  will  result  in  an 
output  when  the  frequency  w  is 
3  radians  per  sec,  of  an  ampli¬ 
tude  B  of  2.62  and  a  pha.se  angle 
b  of  —134  deg.  To  transform  to 
the  open-loop  characteristics  for 
these  particular  values  reference 
is  made  to  the  chart  of  Fig.  2A. 

The  line  B  =  2.62  intersects 
the  closed-l(H)p  phase-angle 
curves  —130  and  —140  deg.  By 
interpolation  the  corresponding 
value  of  the  open-loop  amplitude 
A  for  b  =  —134  deg  is  read 
on  the  vertical  scale  as  0.77. 

To  obtain  the  phase  angle  of 
the  open  loop  the  chart  of  Fig. 
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2D  is  used. 

On  the  ab.Hcissa  the  closed-loop 
amplitude  B  =  2.62  is  located. 
This  line  intersects  the  closed- 
loop  pha.se  angle  curves.  Again 
by  interpolation  for  b  =  —134 
deg  the  corresponding  open- 


loop  phase  angle  a  is  read  on  the 
vertical  scale  as  —168  deg. 

Summarizing 

To  summarize,  the  charts  of 
Fig.  lA  and  IB  are  used  to  ob¬ 
tain  the  closed-loop  amplitude  B 


when  the  open-loop  amplitude  A 
and  phase  angle  o  are  known. 
The  charts  of  Fig.  1C  and  ID 
are  used  to  obtain  the  closed- 
loop  phase  angle  b  when  A  and  a 
are  known. 


(A) 


(B) 


(C) 


(0) 


FIG.  1 — Chorta  ior  coBTanloa  troon  opan-loop  lo  cloMd-Ioo^  cendllioiu.  Value*  on  curr**  or*  •xpr***o<l  fat  dogroos 
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To  plot  a  representative  closed- 
loop  or  open-loop  response  curve 
usually  requires  eight  or  ten 
frequency  checks.  This  results 
in  calculations  involving  many 
terms  some  of  which  may  be  in 
error.  Use  of  these  servo  charts 
should  not  only  eliminate  the  pos- 


The  charts  of  Fig.  2A  and  2B 
are  used  to  obtain  the  open-loop 
amplitude  A  when  the  closed- 
loop  amplitude  B  and  phase  angle 
b  are  known.  The  charts  of  Fig. 
2C  and  2D  are  used  to  obtain 
the  open-loop  phase  angle  a  when 
B  and  b  are  known. 


sibility  of  these  errors,  but  also 
provide  a  quick  means  of  im¬ 
proving  system  performance. 
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RELATIVE  amplitude  OF  CLOSED  LOOP  B 


RELATIVE  AMPLITUDE  OF  CLOSED  LOOP  B 


RELATIVE  amplitude  OF  CLOSED  LOOP  B 


RELATIVE  amplitude  OF  CLOSED  LOOP  B 


FIG.  2 — Charts  ior  conversion  from  closed-loop  to  open-loop  conditions.  Values  on  curves  are  expressed  in  decrees 
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Diode-Clamp  Nomograph 


By  GEORGE  H.  MYERS 


(lhart  Mimplifies  determination  of  standard  diode  clamp  circuit  parameters 
for  rectaiifiiilar  wave  input  when  maximum  tilt  and  deviation  from  clamp 
voltajie  are  specified 


CLAMP  CIRCUITS  can  insure 
that  a  portion  of  a  wave¬ 
form  is  kept  at  a  certain  voltage 
with  respect  to  ground  or  is 
clamped  to  that  voltage. 

If  the  signal  of  Fig.  lA  is  ap¬ 
plied  to  the  clamp  circuit  in  Fig. 
IB,  the  actual  waveform  at  the 
output  is  that  shown  in  Fig.  1C 
where  the  positive  section  of  the 
wave,  of  duration  T„  is  clamped 
to  E,.  The  positive  portion  rises 
slightly  above  E„  while  the  neg¬ 
ative  part  has  a  slope  or  tilt. 

The  nomograph  of  Fig.  2  per¬ 
mits  determining  the  parameters 
for  the  circuit  of  Fig.  IB  and  a 
rectangular  input  voltage  if  the 
maximum  deviation  from  the 
clamp  voltage  and  the  tilt  are 
given,  or  conversely,  determin¬ 
ing  the  deviation  and  tilt  if  the 
circuit  values  are  given. 

Parameters 

Tiihe  Tt  is  that  during  which 
the  input  is  most  negative  in 
Fig.  lA;  the  input  is  most  posi- 


•Now  with  Bell  Telephone  I.al>s., 
Whippany,  N.  J. 


(C) 


FIG.  I — Input  with  arbitrary  d^c 
Urnl  (A)  to  diodo  clomp  circuit  (B) 
and  output  (C) 


tive  during  T,.  The  circuit  time 
constant  when  the  diode  is  con¬ 
ducting  heavily  is  T,  =  C  RrR/ 
(Rf  +  R),  where  Rf  is  the  for¬ 
ward  resistance  of  the  diode. 
In  most  cases,  T,  =  RfC  and  R 
may  be  neglected. 

The  circuit  time  constant 
when  the  diode  is  conducting  in 
the  reverse  direction  is  r»  =  C 
R,  R/(R»  -f  R),  where  Rt  is  the 
back  resistance  of  the  diode.  In 
mosts  cases,  it  is  accurate 
enough  to  use  T*  =  RC.  The 
peak-to-peak  voltage  of  the  input 
rectangular  wave  is  E. 

In  Fig.  1C,  the  maximum 
deviation  of  the  output  from  the 
clamp  voltage  when  the  diode  is 
conducting  is  E^  and  the  tilt  is 
the  slope  of  the  output  during 
the  period  the  diode  is  conduct¬ 
ing  in  the  reverse  direction;  tilt 
=  (E,  -  E\)/E^  If  the  diode 
is  reversed,  Tt  and  T,  would  be 
interchanged.  It  is  desirable  to 
have  Ei/E  and  the  tilt  as  small 
as  possible,  because  then  the 
output  will  be  more  nearly  a 
replica  of  the  input,  except  for  a 
change  in  d-c  level. 

Example 

Suppose  it  is  desired  to  clamp 
a  rectangular  wave  for  which  T, 
=  400  /isec,  Tt  =  200  /isec  and 
the  peak-to-peak  amplitude  E 
equals  50  v.  The  maximum 
deviation  from  clamp  voltage  £7, 
is  to  be  3  V  and  the  tilt  4  per¬ 
cent.  If  a  diode  with  a  forward 
resistance  of  200  ohms  and  in¬ 
finite  back  resistance  is  avail¬ 
able,  what  are  R  and  C? 
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FIG.  2 — Nomoqraph  lor  dolormfailnf 
circuit  paromolort 


A  line  is  drawn  on  Fig.  2  con¬ 
necting  0.04  on  the  tilt  scale  and 
0.06  ( =  3/60)  on  the  Ei/E  scale. 
From  Fig.  2,  Tt/Tt  equals  0.04 
and  T,/Tt  +  T,/T,  equals  1.1; 
T,/Tt  is  then  1.06. 

Using  the  given  data  and  as¬ 
suming  Tf  =  RfC  and  T»  =  RC, 
Tt  becomes  378  >isec  and  T,  = 
6,000  ^ec,  leading  to  C  =  1.89 
fit  and  R  =  2,650  ohms. 

From  the  value  of  R,  it  may 
be  seen  that  the  decision  to 
neglect  it  in  Tf  was  justified. 
For  a  germanium  diode,  it  may 
be  necessary  to  include  the  effect 
of  Rt  in  calculating  Tt. 
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Heater  Surge  Chart 

By  M.  P.  FEYERHERM 

Effect  of  heater  current  surges  when  voltage  is  applied  to  cold  tuhe  and 
efficiency  of  surge-restricting  arrangements  can  he  evaluated  with  chart.  Hot 
and  cold  characteristic  curves  are  typical  for  most  tubes 


To  MINIMIZE  damaging  ef¬ 
fects  of  high  initial  current 
when  heater  voltage  is  applied 
to  a  cold  tube  starting  current 
surges  should  be  restricted. 

The  magnitude  of  heater  cur¬ 
rent  surges  under  various  con¬ 
ditions  may  be  calculated  by  use 
of  the  accompanying  graph, 
which  consists  basically  of  two 
curves  plotted  on  coordinates  of 
heater  current  and  voltage  rela¬ 
tive  to  normal  full-voltage  con¬ 
ditions.  The  first  curve,  a 
straight  line,  represents  the  re¬ 
sistance  of  a  cold  heater.  It  rep¬ 
resents  a  resistance  which  is 
0.15  of  the  normal  operating  re¬ 
sistance.  This  is  typical  of  most 
receiving  tubes.  The  second 
curve  shows  the  locus  of  points 
at  which  thermal  equilibrium  is 
obtained  for  steadily-applied 
voltages.  Deviations  from  this 
curve  are  relatively  small  for 
common  receiving-type  tubes. 

The  results  of  applying  heater 
voltage  in  steps  may  be  shown 
by  simple  constructions.  By  con¬ 
structing  a  line  at  a  chosen  value 
of  initial  voltage,  the  magnitude 
of  the  initial  cold-resistance 
surge  is  shown  by  point  A,  and 
thermal  equilibrium  occurs  at 
point  B.  A  line  through  the 
origin  and  point  B  represents 
the  heater  resistance  attained  in 
the  partially-heated  equilibrium 
condition.  If  100-percent  volt¬ 
age  is  then  applied,  a  current 
surge  of  magnitude  indicated  by 
point  C  occurs,  and  final  equilib¬ 
rium  is  attained  at  the  normal 
operating  point  D. 

The  effect  of  applying  100-per¬ 
cent  rated  voltage  through  a 


series  resistor  may  be  shown  by 
the  construction  of  a  line  hav¬ 
ing  a  slope  based  on  the  ratio 
of  the  series  resistance  to  the 
normal  hot  resistance  of  the 
tube.  The  cold-tube  surge  is  in¬ 
dicated  by  point  E,  and  equilib¬ 
rium  occurs  at  F.  Construction 
of  a  line  from  the  origin  through 


point  F  then  represents  this 
equilibrium  heater  resistance.  If 
the  resistor  is  then  shorted  out, 
100-percent  voltage  will  be  ap¬ 
plied  and  will  result  in  a  mo¬ 
mentary  current  indicated  by 
point  G.  Final  equilibrium  will 
occur  at  the  normal  operating 
point  D. 
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Radar  System  Planning 

Pulsed  radar  system  performance  is  predicted  on  the  basis  of  selected 
parameters.  Given  a  hypothetical  combination  of  operating  conditions,  mini¬ 
mum  detectable  signal,  peak  radiated  power,  maximum  free-space  range  and 
size  of  antenna  aperture  are  easily  forecast 

By  CHESTER  W.  YOUNG 


System  engineering  plan¬ 
ning  often  involves  com¬ 
promises  dictated  by  the  bound¬ 
ary  conditions  of  the  state  of  the 
art.  The  nomograph  provides  a 
method  of  observing  quickly 
the  outcome  of  trial  and-error 
choices  in  making  such  com¬ 
promises  in  design  of  radar  sys¬ 
tems.  It  is  not  a  substitute  for 


the  design  of  individual  elements 
of  the  radar  but  is  rather  a 
method  of  estimating  the  magni¬ 
tude  of  the  system  parameters.' 

Approximations  Mado 

Several  assumptions  have  been 
made  to  simplify  the  nomograph. 
Signal-to-noise  ratio  was  set  at 
unity.  The  /3t  product  was  as¬ 


sumed  to  be  one  rather  than  the 
optimum  of  1.2.  An  illumination 
factor  of  0.66  was  assumed.  The 
system  losses  were  forced  to  bear 
the  weight  of  all  other  factors. 

To  determine  Sum,  assuming  a 
visibility  factor  of  1,  draw  a 
line  from  the  value  of  /•  on  scale 
1  (example  1,707  pps)  to  the 
value  of  fi  on  scale  2  (example  4 
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degr)  and  extend  it  to  turning 
scale  3.  From  this  point  draw  a 
line  through  w  on  scale  4  (ex¬ 
ample  36  deg/sec  or  6  rpm)  to 
scale  5  (example  190  pulses). 
Draw  a  line  from  this  point 
through  /3  on  scale  7  (example 
1.7  me)  to  turning  scale  9. 

Align  this  point  with  F  on 
scale  12  (example  16  db)  and 
extend  to  turning  scale  14.  Draw 
a  line  from  this  point  through 
L,  on  .scale  16  (example  15.5  db) 
to  .scale  18  (6.6  x  10  “  w). 

Peak  Radiated  Power 

The  method  of  calculating  Pr 
is  determined  by  the  informa¬ 
tion  available.  If  /,,  r  and  Pat 
are  known  draw  a  line  from  /,  on 
.scale  6  (example  1,707  pps) 
through  T  on  scale  7  (example 
0.8  ^ec)  to  d  on  scale  8  (example 
0.00137). 

From  this  point  align  Pat  on 
scale  11  (example  410  w)  with 


P,  on  scale  13  (example  300  kw). 
If  <  is  known  rather  than  Pat, 
draw  a  line  from  r  on  scale  7 
(0.8  ^ec)  through  c  on  scale  10 
(0.24  ;)  to  P,  on  scale  13. 

Draw  a  line  from  this  point 
through  Lt  on  scale  15  (15  db) 
to  Pr  on  scale  17  (9.5  kw).  Con¬ 
versely  if  P,,  r  and  d  are  known, 
then  €  and  P*v  can  be  determined. 

Maximum  Pree-Space  Range 

To  solve  for  draw  a  line 
joining  Pr  on  scale  17  (9.5  kw) 
and  Sui\  on  scale  18  (6.5  x 
lO"'*  w)  and  extend  to  turning 
scale  19. 

Align  this  point  with  either 
d  or  G  on  scale  20  (example  4 
deg  or  1,700)  and  extend  the  line 
to  scale  21.  Draw  a  line  joining 
this  point  to  the  value  for  either 
fc  or  X  on  scale  22  (example  2,900 
me  or  10.3  cm)  and  extend  it  to 
RI  on  scale  23  (example  6.6). 

Draw  a  line  from  this  point 


through  O’  on  scale  25  (example 
500  sq  ft)  to  Ruax  on  scale  26 
(example  30  naut.  miles  or  35 
stat.  miles).  If  it  is  desired  to 
apply  the  visibility  factor,  the 
result  will  be  modified  by  passing 
a  line  from  the  iK>int  on  scale  26 
through  V  on  scale  27  (example 
1,707  pps)  to  Ruax  on  scale  28 
(29.5  naut.  or  34  stat.  miles). 

Any  pulse  repetition  frequency 
selected  must  have  /*  ^  80,000/ 
Ra.  This  will  prevent  second- 
time-around  echoes.  Thus  the 
values  of  Ruax  on  scales  26  and 
28  must  always  be  less  than  the 
unambiguous  range  Rc  equiva¬ 
lent  to  the  repetition  rate  f, 
chosen  on  scale  6. 

To  find  the  physical  size  of 
the  aperture  of  the  antenna,  join 
the  value  of  ^  or  G  on  scale  20 
(example  4  deg  or  1,700)  with 
fe  or  X  on  scale  22  (example  2,900 
me  or  10.3  cm)  and  extend  to 
D  on  scale  24  (example  6  ft). 
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Tiopo-Scattei  System 
Design  Chaits 

Design  charts  facilitate  estimation  of  system  parameters  for  any  frequency- 
division  multiplex  tropospheric  scatter  system,  either  f-ni  or  ssb  a-m.  By 
consecutive  use  of  graphs  with  a  tracer  line  the  unweighted  signal-to-thermal 
noise  power  ratio  for  a  single  hop  system  may  he  obtained.  Charts  may  also 
be  entered  at  any  point  or  from  both  ends  to  determine  only  unknown  if 
all  other  parameters  in  graphs  are  known 

By  L.  P.  YEH 


SCATTER  GEOMETRY  is  based  on 
smooth  spherical  earth  with  a 
minimum  scattering’  an^le  $  —  d/r 
and  both  transmitter  and  receiver 
antennas  at  zero  height,  where  d 
is  the  path  length  and  r  is  5,000 
miles,  the  modified  radius  of  the 
earth. 

Use  of  the  Charts 

The  unweighted  channel  signal- 
to-thermal  noise  power  ratio  for  a 
single  hop  may  be  obtained  by  the 
consecutive  use  of  graphs  1,  2,  3, 
4-A  or  4-B,  5- A  or  5-B  and  (for 
f-m  only)  graph  6.  First  read  the 
median  total  transmission  loss 
from  graph  1  at  predetermined 
path  length,  carrier  frequency  and 
antenna  aperture.  If  only  the  path 
length  is  known,  graph  1  may  be 
used  to  determine  the  optimum  car¬ 
rier  frequency  to  be  employed  with 
various  antenna  apertures.  The  op¬ 
timum  frequency  should  be  the  one 
that  gives  minimum  total  transmis¬ 
sion  loss. 

Then  read  the  median  ssb  peak 
or  f-m  average  received  carrier 
power  in  graph  2  with  the  known 
transmitter  power.  If  only  the  ssb 
average  transmitter  power  is 
known,  it  is  suggested  that  a  peak 
factor  of  10  db  (99.9  percent  time) 
be  used  to  obtain  the  peak  power. 
Next  locate  the  number  of  channels 
in  graph  3  and  locate  the  channel 
thermal  noise  power  in  graph  4-A 


or  4-B  with  the  known  effective  re¬ 
ceiver  noise  figure.  For  the  f-m 
system  obtain  deviation  ratio 
from  graph  8  with  the  desired 
channel  signal-to-thermal  noise 
power  ratio  at  threshold  and  num¬ 
ber  of  channels  in  the  system. 

Then  for  ssb  read  the  channel 
median  signal-to-thermal  noise 
power  ratio  from  graph  4-B  with 
the  known  effective  receiver  noise 
figure,  or  for  f-m  from  graph  6- A 
with  the  known  deviation  ratio. 
Finally  read  the  unweighted  chan¬ 
nel  signal-to-thermal  noise  power 
ratio  from  graphs  5-B  or  6  at  the 
required  allowance  for  fading  Lr 
as  determined  by  graph  7-A  or  7-B. 

Example  for  SSB 

Given  a  path  length  of  200  miles, 
a  carrier  frequency  of  2,000  me,  an 
antenna  aperture  of  30  ft,  a  trans¬ 
mitter  power  of  1  kw  peak  and  a 
system  capacity  of  24  channels  be¬ 
tween  12  and  112  kc;  a  receiver 
noise  figure  of  10  db,  system  re¬ 
liability  of  99.5  ijercent,  dual-com¬ 
biner  diversity,  channel  spacing  of 
4  kc  and  channel  bandwidth  of  3 
kc,  the  following  results  are  ob¬ 
tained  by  a  tracer  line  starting 
from  graph  1. 

A  median  total  transmission  loss 
of  —  145  db  is  found  from  graph 
1.  The  system  median  peak  re¬ 
ceived  carrier  power  from  graph  2 
becomes  —  115  dbw.  Graph  3 


shows  the  number  of  channels  to  be 
24,  and  from  graph  4-B  the  chan¬ 
nel  median  signal-to-thermal  noise 
power  ratio  for  F  =  10  is  found  to 
be  26  db.  The  value  of  allowance 
for  fading,  Lr  =  (11.5  —  1.5)  = 
10  db,  is  obtained  from  graph  7-B 
for  99.5  percent  system  reliability 
with  dual-combiner  diversity.  Fin¬ 
ally  for  this  value  of  L,  graph  5-B 
indicates  a  channel  signal-to-ther¬ 
mal  noise  power  ratio  of  16  db. 

Example  for  P-M 

Given  the  same  operating  condi¬ 
tions  as  for  ssb,  except  that  the 
transmitter  power  is  1  kw  average 
and  the  channel  signal-to-thermal 
noise  power  ratio  at  threshold  is 
20  db,  the  results  for  f-m  will  be 
identical  as  a  trace  line  run  through 
graphs  1,  2  and  3. 

Then  on  graph  4-A  locate  the 
channel  thermal  noise  power  with 
the  known  noise  figure,  the  result 
being  —  156  db.  From  graph  8  the 
value  of  Mr  is  found  to  be  2.  Using 
this  figure  on  graph  5,  the  channel 
median  signal-to-thermal  noise 
power  ratio  becomes  29  db. 

A  value  for  Lr  of  10  db  is  ob¬ 
tained  from  graph  7-A,  which  in 
turn  is  used  to  determine  from 
graph  6  a  channel  signal-to-thermal 
noise  power  ratio  of  19  db.  Since 
this  is  below  the  threshold,  the  de¬ 
sired  99.5-percent  reliability  could 
not  be  obtained. 
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SYSTEM  HELUaiLlTY  IN  PCKCCNT 


:2r7rm-3B 


FIG.  1 — used  for  rasasurinq  swr 
shows  Iho  inddsni  powsr  Pt,  lood-roilsct- 
•d  powor  Pa  and  slottod  llno  rsflsclod 
powsr  Pa' 


FIG.  2 — Slandlaq-waso  ratio  Is  plotted  as 
a  luactloB  oi  true  swr.  Insertion  loss  has 
been  calculated  la  db  of  the  lossy 
structure 


I 

I  234567  6910 

actual  sum  a 


Standing-Wave  Ratio 
Conversion  Chart 


('.hart  provitlpM  true  swr  when  the  insertion  loss  of  the  line  between  the 
measuring  point  and  the  loatl  together  with  the  'measured  swr  are  known. 
Necessary  etpiations  for  eompiiting  true  swr  are  also  presented 


By  JOH^  I.ORY 


IN  MEASURING  the  standinj?- 
wave  ratio  of  a  microwave 
structure  the  lenirth  of  tansmi.s- 
sion  line  or  waveguide  connect¬ 
ing  the  structure  under  te.st  and 
the  point  at  which  swr  is  meas¬ 
ured  must  be  lossless. 

When  the  line  is  not  lossless, 
an  optimistic  swr  p'  is  measured. 
If  the  total  lo.ss  in  the  lossy 
structure  is  known  or  can  be 
measured,  p'  can  be  measured 
and  corrected  to  true  swr  p. 

If  the  lo.sse9  are  negligible, 

P  -  (P<  -1-  Pk)/{P,  -  P,)  (1) 

where  P4  is  the  incident  power; 
Pm  power  reflected  at  the  load. 
If  a  loss  occurs  in  the  struc¬ 


ture  connecting  the  load  and 
slotted  line,  reflected  power  is 

Pm'  -  Pm-  KPm  (2) 


where  K  is  the  fraction  of  power 
absorbed  in  the  lossy  structure. 

The  swr  measured  at  the  in¬ 
put  is 


,  Pi  +  PM^ 

"  "  P,-Pm’ 

Solving  for  P*  from  Eq.  1 


Pm  -  P,  (P  -  1)/(P  +  1).  (4) 

Sub.stituting  Ecj.  4  in  Eq. 
p'-  [p(2-K)  -l-A'l  IA'(P- 1)  +21.  (o) 


Figure  2  is  a  plot  of  measured 
swr  as  a  function  of  true  swr. 

The  swr  of  an  antenna  located 
on  top  of  a  high  pole,  is  to  be 


measured.  There  are  31.6  ft  of 
RG55/U  cable  between  the  an¬ 
tenna  and  slotted  line.  The  op¬ 
erating  frequency  is  400  me, 
measured  swr  p'  is  1.4/1. 

What  is  the  true  swr  of  the 
antenna?  The  cable  has  an  at¬ 
tenuation  at  400  me  of  9.5  db 
per  100  ft.  Therefore,  the  atten¬ 
uation  of  31.6  ft  of  cable  is  9.5 
(31.6)/100  =  3db.  Connector 
losses  are  neglected.  On  the  swr 
chart  a  line  is  drawn  through 
the  1.4/1  point,  parallel  to  the 
ab.scis.sa,  until  it  intersects  the 
L  =  3-db  line.  From  the  in¬ 
tersection  a  perpendicular  is 
dropped  to  the  abscissa,  and  the 
true  swr  of  two-to-one  is  found. 
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Waveguide  Loss  Charts 

By  A.  F.  POMEROY 


Graphical  presentation  of  attenuation  values  provides  data  for  typical  com¬ 
mercial  microwave  equipment.  When  effective  resistivity  is  known  or 
estimated,  attenuation  in  db/ft  can  be  determined  at  1  to  75  kmc.  Internal 


rectangular  dimensions 

Attenuation  per  foot  of  a 
^particular  commercial  rec¬ 
tangular  waveguide  at  a  given 
frequency  may  be  computed 
from  published  information,  but 
for  rapid  extrapolation  or  com¬ 
parison  the  accompanying  charts 
offer  a  ready  solution. 

One  must  know  or  be  able  to 
estimate  the  effective  resistivity 
of  the  conducting  surface.  This 
is  the  product  of  d-c  resistivity 
and  a  surface  roughness  factor 


Table  I — Nominal  Internal  Di¬ 
mensions  ior  Standard  Hollow 
Rectangular  Waveguides 


WR  No. 

Wide 

Narrow 

10 

0.100 

0.0.50 

12 

0.122 

0.061 

15 

0.148 

0.071 

19 

0.188 

0.091 

22 

0.221 

0.112 

28 

0.280 

0.110 

34 

0.340 

0.170 

42 

0.420 

0.170 

51 

0.510 

0.2.55 

62 

0.622 

0  311 

75 

0  7.50 

0.373 

90 

0.900 

0.400 

112 

1.122 

0  497 

137 

1.372 

0.622 

159 

1.590 

0.793 

187 

1.872 

0.872 

229 

2.290 

1 . 1 13 

284 

2.810 

1.340 

340 

3.400 

1.700 

430 

4.. 300 

2.1.50 

510 

5.100 

2.5.50 

630 

6. 500 

3.230 

770 

7.700 

3  8.50 

973 

9.7.50 

4.875 

are  also  given 


Kt,  which  is  unity  for  an  ideal 
polished  surface.  Materials  hav¬ 
ing  low  d-c  resistivities  require 
smooth  surfaces  for  low  effective 
resistivity  and  low  loss.  In  ma¬ 
terials  having  high  d-c  resistivi¬ 
ties  the  current  penetrates 
deeper  into  the  material  and  Kt 
is  near  unity  even  for  moder¬ 
ately  rough  surfaces.  Thus  sur¬ 
face  roughness  has  almost  no 
effect  on  high-resistivity  mate¬ 
rials. 

Another  factor  is  the  size  of 
the  hollow  waveguide  cross  sec¬ 
tion.  Lowest  losess  are  obtained 
by  use  of  the  largest  possible 
waveguide.  The  chart  shows  the 
penalty  resulting  from  use  of  a 
smaller  size. 

Measured  attenuation  of  two 
sizes  of  rectangular  copper 
waveguides  shows  that  the  ef¬ 
fective  resistivity  is  about  2.2  x 
10"*  ohm-cm  from  4  to  6  kmc. 
This  is  about  28  percent  above 
the  d-c  resistivity  of  1.72  x  10^ 
ohm-cm.  Measurements  on  WR- 
229  drawn  of  90-10  brass  show 
an  effective  resistivity  of  4.3  x 
lO'*  ohm-cm  at  4  kmc,  which  is 
al>out  7.5  percent  above  the  d-c 
resistivity  of  4  x  lO”*  ohm-cm. 

Plotting  points  on  the  graph 
were  determined  from  the  equa¬ 
tion 

^  ^  5.963  iRKT/\)**(l/b  +  \*/2a*) 
Vi  -  XV4o« 

wherein 


a  =  attenuation  in  db/ft  in  rec¬ 
tangular  waveguide 
R  =  d-c  resistivity  of  conduct¬ 
ing  surface  in  ohm-cm 
a  =  wide  dimension  of  wave¬ 
guide  in  in. 

b  =  narrow  dimension  of  wave¬ 
guide  in  in. 

X  =  free-space  wavelength  in  in. 
Kt  =  surface  roughness  factor 
RKr  =  effective  resistivity  of 
conducting  surface  in  ohm-cm 

example 

Suppose  it  is  neces.sary  to  find 
the  attenuation  of  WR51  made 
of  high-conductivity  copper  at 
frequencies  from  16.4  to  20.6 
kmc.  Using  2.5  x  10“*  ohm-cm 
as  an  effective  resistivity,  we 
read  on  the  chart  0.092  db/ft 
at  16.4  kmc  and  0.078  db/ft  at 
20.6  kmc.  The  attenuation  of 
other  sizes  can  be  found  in  a 
similar  manner. 

Representative  frequencies  in 
the  recommended  ranges  were 
chosen  for  each  size  shown  in 
the  charts.  Interpolation  be¬ 
tween  the  characteristics  to  find 
the  loss  for  other  frequencies  is 
straightforward. 

The  effective  resistivity  should 
be  nearly  constant  over  a  small 
frequency  interval,  which  leads 
to  another  use  of  these  charac¬ 
teristics.  To  find  an  average  ef- 
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fective  resistivity  over  a  band 
of  frequencies,  measured  values 
of  db/ft  may  be  plotted  on  the 
characteristics  and  an  ordinate 
drawn  through  the  average  value 
of  effective  resistivity.  This  re¬ 
sult  is  probably  more  accurate 


than  any  one  of  the  individual 
determinations. 

Thanks  are  due  Miss  J.  D. 
Goeltz  and  Mrs.  Dolores  G.  Hill 
for  their  w’ork  in  computing  the 
attenuations  u.sed  in  plotting  the 
characteristics. 
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FIG.  1 — Constructton  msthod  us*<l  to  dotormino  (A  whan 
motching  Zl=(2+)2)R.  to  R.  lor  oithar  natwork 


FIG.  2 — Diaqroai  ahowa  Toluaa  ol  Zl  lor  which  no  propar  T 
or  ir  natwork  axiata 


T  and  Pi  Network  Design 

Techiiique  using  Smith  chart  siieeds  design  of  T  and  pi  networks  and  uses 
lumped  parameters.  Second  chart  shows  at  a  glance  impedances  that  cannot 
be  matched  with  either  T  or  pi  networks 


By  H.  F.  MATHIS 

SMITH  CHARTS  are  useful 
tools  for  designing  match¬ 
ing  networks.  As  an  example, 
it  is  desired  to  match  the  imped¬ 
ance  Zl  =  (2  -i-  j2)R.  to  R.  with 
the  T  matching  network  shown 
in  Fig.  1  or  the  «■  matching  net¬ 
work  also  shown  in  Fig.  1.  Ele¬ 
ments  in  these  matching  net¬ 
works  are  assumed  lossless.  All 
impedances  are  normalized  with 
respect  to  R.. 

Plotting  Points 

A  circle,  with  its  center  at  the 
center  C  (Fig.  1)  of  the  chart, 
is  drawn  through  Zt.  The  points 
of  intersection  of  this  circle 
with  the  R  =  1  circle  are  de¬ 
noted  by  A  and  B.  Lines  are 
drawn  from  C  through  A,  B  and 
Zl.  The  points  of  intersection 


of  these  lines  with  the  i?  =  0 
circle  are  denoted  by  M,  P  and 
N,  respectively.  The  point  N'  is 
located  at  Z  =  oo.  The  points 
M'  and  P'  are  located  on  the 
R  =  0  circle  so  the  distance 
from  N'  to  M'  is  the  same  as  the 
distance  from  N  to  M  and  the 
distance  from  N'  to  P'  is  the 
same  as  the  distance  from  N  to 
P.  It  is  necessary  that  M',  N' 
and  P'  be  in  the  same  order  .as 
3f,  N  and  P.  Two  possible  values 
of  jA  are  read  off  the  chart  at 
the  points  M'  and  P'.  These 
values  are  ;6.16  and  —  ;T.16. 

Values  of  Bt  are  computed 
from: 

where  -f  jX  =  Zi.  In  this 


ca.He,  Bt  =  —  3.16  when  A  = 
5.16  and  Br  =  3.16  when  A  = 
—  1.16.  Values  of  B,  are  com¬ 
puted  from: 

Bn~ -(AR-A  -nX)A/(AR-A -X). 

In  this  case,  B,  =  —  1.896  when 
A  =  6.16  and  B,  —  1,896  when 
A  =  -  1.16. 

The  values  of  Zi  which  can¬ 
not  be  matched  with  lossless  T 
and  TT  matching  networks  are 
indicated  in  F'ig.  2.  When  Zt 
lies  on  the  circle  Kr,  there  is  no 
proper  T  matching  network  and 
only  one  proper  n  matching  net¬ 
work.  When  Zt  lies  on  the  circle 
K„  there  is  no  proper  n  match¬ 
ing  network  and  only  one  proper 
T  matching  network.  These  re¬ 
marks  are  not  valid  when  Zt  = 
0,  1,  or  oc. 


R.60 
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Transmissioii  Line 

Impedance  Measurement 

By  H.  F.  MATHIS 


Graphic  procedure  provides  convenient  and  simple  method  for  determining 
the  impedance  and  propagation  constant  values  of  three  different  lengths  of 
a  lossless  transmission  line  terminating  in  a  reactive  load 


IF  A'  MOVABLE  SHORT  and  a 
slotted  line  are  used  to  de¬ 
termine  the  characteristic  im¬ 
pedance  Z.  and  the  propagation 
constant  /3  of  a  transmission 
line,  their  ranges  may  be  too 
small  to  obtain  the  required  data 
and  it  is  inconvenient  to  use  the 
formula  Z*  =  Z.JS,^  The  follow¬ 
ing  procedure  eliminates  this 
disadvantage. 

Mmaturing  /mpedonce 

Input  impedance  Z,  is  meas¬ 
ured  for  any  convenient  length 
of  the  transmission  line  termi¬ 
nated  in  a  reactive  load.  A 
length  d  is  removed  from  the 
line  and  input  impedance  Zt  ia 
measured  using  the  same  or  an 
equivalent  reactive  termination. 
The  word  remove  may  mean 
moving  a  movable  short  nearer 
to  the  input  end  of  the  line. 
Length  d  is  removed  again  and 
the  input  impedance  Z.  is  meas¬ 
ured  in  the  same  way.  In  the 
example  given  here,  d  =  2  inches. 

Impedance  Z„  Z.  and  Z,  are 
normalized  with  respect  to  any 
Z/  and  plotted  on  a  circular 
transmission  chart  as  shown  in 
Fig,  1. 

For  this  example:  Z,  =  ;'200, 
Z,  =  ;60,  Z,  =  y22.7  and  Z/  = 
100. 

Construct  the  impedance  plot 
as  follows: 

Draw  Z|  Z,  and  Z,  to  center  C 
of  chart. 

From  C,  draw  AC  perpendic¬ 


ular  to  the  X  =  O  line  and  con¬ 
tinue  through  chart. 

From  B,  draw  BD  perpendic¬ 
ular  to  ZjC. 

From  Zn  draw  ZJE  parallel  to 
line  X  =  O. 

From  C,  draw  CE  perpendic¬ 
ular  to  Z,Z^  Draw  DE. 

From  Z„  draw  ZJ^  parallel  to 
DE. 

Draw  FG  perpendicular  to  FC. 


A 


Fl«.  1 — Coaatnictloa  to  cbor- 

acWriallc  linp«denic« 


FI9.  i — Co— truettOB  to  dotormtaio  prop- 
aqotioB  coaatoal 


Read  impedance  Z."  at  G. 

The  value  of  Z,  ia  given  by 
Z.  =  Z/\Z"\.  For  the  construc¬ 
tion  shown  in  Fig.  1,  Z,"  = 
— ;0.5  and  Z,  =  60. 

Propagertion  Constant 
Normalize  Z„  Z^  and  Z,  with 
respect  to  Z.  and  plot  on  a  cir¬ 
cular  transmission  chart  as 
shown  in  Fig.  2.  Angle  should 
equal  8,.  The  value  of  /3  is  ob¬ 
tained  from  the  equation 
■=  2  B  d,  — n  X  360  deg,  where 
n  =  0,  1,  2,  ...  If  d  is  measured 
in  inches  and  is  measured  in 
degrtes,  then  /8  is  the  phase 
change  in  degrees  per  inch. 

The  value  of  n  must  be  deter¬ 
mined  by  considering  other  in¬ 
formation  which  may  be  avail¬ 
able.  Ofter  only  one  of  the 
values  of  n  gives  a  value  of  B 
which  could  possibly  be  used.  If 
this  is  not  the  case,  the  proced¬ 
ure  should  be  repeated  using  a 
smaller  value  of  d.  For  the  ex¬ 
ample,  B  —  12.88  deg  per  in. 

This  procedure  was  derived  by 
writing  equations  for  Zx,  Zt,  and 
Z,  as  functions  of  Z.,  /3,  d,  and 
the  original  length  of  the  trans¬ 
mission  line.  These  three  equa¬ 
tions  were  solved  for  Z.  as  a 
function  of  Z„  Z„  and  Zt.  A 
graphical  procedure  for  solving 
this  equation  was  found.  The 
procedure  for  determining  B  ^<>1* 
lows  from  the  rotational  prop¬ 
erties  of  circular  transmission 
line  charts. 
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Coaxial  Stub  Design 

By  LEO  YOUNG 

Design  chart  correlates  relation  between  coaxial  stub  admittance  and  trans¬ 
former  admittance  to  obtain  minimum  vswr  over  specifietl  bandwidth.  Factors 
influencing  admittance  are  given  for  stubs  used  as  supports  for  coaxial  inner 
conductors  and  used  as  right  angle  corners 


Any  arbitrarily  selected  stub 
^admittance  y,  has  a  corre¬ 
sponding  transformer  admit¬ 
tance  y,  which  minimizes  the 
highest  vswr  over  any  specified 
bandwidth.  Several  factors  in¬ 
fluence  the  selection  of  Y,  and 
yi.  Making  Y,  equal  to  the  main 
line  admittance  y.  economizes 
on  the  diversity  of  tubes  re¬ 


quired.  For  larger  band-widths 
or  improved  electrical  perform¬ 
ance  y,  should  be  reduced,  thus 
increasing  the  ratio  of  outer 
to  inner  conductor  diameters 
to  give  a  compromise  between 
electrical  performance  and  me¬ 
chanical  rigidity.  Optimum 
transformer  admittance  mini¬ 
mizes  the  highest  vswr  over  any 


Cunret  show  admittance  relationship  between  0  ond  100- percent  bondwidth 


specified  band.  Having  selected 
Yt,  the  chart  enables  one  to  de¬ 
termine  the  optimum  y,  for  the 
desired  bandwidth. 

It  can  be  shown  that  Y„  y, 
and  y,  are  related  by 

where  Sf  is  the  bandwidth  and 
/.  is  the  arithmetic  mean  fre¬ 
quency. 

The  highest  vswr  correspond¬ 
ing  to  for  several  cases  is 
marked  on  some  of  the  curves. 
The  broken  line  joins  all  the 
points  having  a  vswr  of  1.05. 
To  design  for  a  vswr  better  than 
1.05  over  the  band,  y,  and  y, 
must  correspond  to  points  below 
this  line. 


Bxample 

As  an  example,  if  the  vswr 
over  a  60-percent  band  is  not 
to  exceed  1.05,  what  is  the 
largest  permissible  yt?  The  60 
percent  curve  and  the  maximum 
vswr  =  1.05  da.shed  curve  inter¬ 
sect  at  y,  =  0.84  y,.  Therefore 
Y,  must  be  less  than  0.84  y,  if 
the  vswr  is  not  to  exceed  1.05. 
If  y,  is  made  equal  to  0.84  y,, 
the  corresponding  y,  is  1.22  y*. 

The  exact  length  of  the  stub 
and  the  transformer  will  have  to 
be  determined  experimentally. 
At  high  frequencies,  or  with 
large  diameter  lines,  the  shunt 
junction  assumption  is  no  longer 
us  valid  and  bandwidth  cannot 
1)0  computed  as  accurately. 


R-62 
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Helical  Scan  Nomograph 


By  CHESTER  W.  YOHING 


Sraniiin^  aii^le.  rate  of  scan,  radar  prr  and  antenna  heamwidth  are  related 
to  probable  hit  per  sean  for  heli<*al  seanniii};  radars  used  in  interceptor 
aircraft  for  searching  space  above  and  below  horizon 


Hexical  scanning  radars 
are  used  by  interceptor 
aircraft  in  searching  the  space 
above  and  below  their  horizon. 
Probability  of  detection  is  de¬ 
pendent  upon  the  number  of 
pulses  striking  the  target.  This 
in  turn  is  dependent  upon  the 
rate  at  which  the  beam  is  tra¬ 
versing  the  sky  and  the  pulse 
repetition  rate. 

The  accompanying  nomograph 
combines  several  dependent  fac¬ 
tors  which  the  system  designer 
must  take  into  account  in  de¬ 
ciding  what  the  radiation  den¬ 


sity  .shall  be.  The  two  scales  on 
the  far  right  can  only  be  used 
with  antenna  azimuth  rotation 
rate,  scale  5*. 

As  an  example,  assume  that 
total  elevation  angle  0  to  be 
scanned  is  85  deg,  total  time  t, 
for  space  scan  is  1  min,  antenna 
beamwidth  6  is  1  deg  and  pulse 
repetition  rate  f,  is  1,000  pps. 
The  angular  rate  of  elevation 
scan,  antenna  azimuth  rotation 
rate  and  angular  spacing  be¬ 
tween  pulses  are  to  be  deter¬ 
mined. 

Starting  on  the  left,  draw  a 


straight  line  from  $  —  S5  deg 
through  t.  =  1  min  and  intersect 
scale  S,  at  1.4  deg  per  second. 
Draw  a  line  from  S,  =  1.4  deg 
per  sec  through  5  =  1  deg  and 
extend  the  line  to  =  1,000  deg 
per  sec.  Draw  a  line  from  f,  = 
1,000  pps  through  5  =  1  deg  and 
extend  to  the  turning  point  on 
the  uncalibrated  vertical  line. 
Connect  this  point  with  St  = 
1,000  deg  per  sec,  intersecting 
scale  n  at  1  hit  per  scan.  Draw 
a  line  from  St  =  1,000  deg  per 
second  through  f',  =  1,000  pps 
to  ^  =  1  deg  between  pulses. 
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Coaxial  Line 
Impedance  Chait 


By  HERBERT  L.  LEVIN 


Characteristic  impedances  of  coaxial  lines  are  related  •graphically  to  dielectric 
constants  and  the  ratios  of  outer  to  inner  conductor  diameters.  Dielectric 
constants  of  common  materials  are  also  tabulated 


side  diameter  D  =  0.260  in.  is 
chosen  for  the  outer  conductor, 
the  outside  diameter  of  the  metal 
inner  conductor  is  0.109  in. 

If  a  ceramic  such  as  Alumina 
95%  with  A  =  9  were  introduced 
as  the  dielectric  and  the  Z,  of  50 
ohms  were  still  desired,  then 


This  chart  simplifies  the 
solution  for  the  character¬ 
istic  impedance  of  a  single 
coaxial  line. 


from  the  chart  D/d  —  12.3.  If  the 
D  of  0.260  were  also  still  desired, 
then  d  —  0.020  in. 

The  chart  shows  that  if  in  this 
example  d  were  not  changed 
when  the  ceramic  material  re¬ 
placed  air,  then  Z.  would  drop 
from  60  to  16.5  ohms. 


Example 

If  a  characteristic  impedance 
of  60  ohms  is  desired  and  the 
insulating  material  is  air  then 
from  the  chart  the  D/d  ratio  is 
2.3.  If  metal  tubing  with  an  in¬ 


Toble  I — Dielectric  constant  K 
from  1  to  10.000  me  at  25C 


RATIO  OF  INNER  AND  OUTER  DIAMETERS  D/d 
FIG.  I— CharactortaHc  Impedance  oi  coaxial  lino*  with  xarions  diolocirics 
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CERAMICS 

PLASTICS 

Alumina  8S% 

8.3-8.0 

Bakeiite 

Alumina  9S% 

8.9-9.S 

BM  120 

3.7 

Alumina  97% 

9.0-9.6 

Epoxy  Resin 

3.1 

Aluminum 

Formica  XX 

3.6 

Silicate 

5.5-52 

Kei-F 

2.3 

Poalerite 

6.2-6.0 

Micarta  254 

3.4 

Macneaium 

Nylon  610 

2.8 

Silieate 

5.9-5.3 

Plexidaae 

2.6 

Steatite 

6.5-S.S 

Polystyrene 

2.6 

Porcelain. 

Styrofoam 

standard 

103.7 

1.03 

electrical 

S.S 

Teflon 

2.1 

Pnmimn, 

Tenite  II 

2.9 

Eirooo 

9.2 

Vinylile 

VG  5901 

2.9 

GLASSES 

MISCELLANEOUS 

Cominc 

Air 

1 

70S2 

5.1 

Butyl  Rubber 

2.4 

7070 

4.0 

Mica 

5.4 

7720  Nonet 

4.7 

Neoprene 

7740  Pyrei 

4.6 

38%  GN 

4.0 

7900  Vyoor 

Silairtic  120 

5.7 

(96%  Silica) 
8071 

3.8 

Silastic  152 

2.9 

(Lead  Potmii)  8.4 

9010 

(Lead  Free) 

6.5 

Quoitx,  Fused 
Sepphire, 

3.78 

Synthetic 

8.6-10.6 
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product  listings 


OF  THE  1958-1959 


BUYERS’  GUIDE 


In  the  preparation  of  FLKOTRONK'S  BUYKRS’ 
OUIDK,  every  effort  was  made  to  insure  the  complete¬ 
ness  and  accuracy  of  the  Product  Listings  according 
to  the  information  provided  by  the  manufacturers. 

The  listings  were  compiled  from  information  provided 
by  more  than  .‘1,000  companies  manufacturing  elec¬ 
tronic  or  allied  pnKlucts  and  include  all  prcnlucts  that 
will  1h‘  available  in  the  coming  year,  insofar  as  the 
companies  them.selves  can  determine.  The  completeness 
and  accuracy  of  the  li.stings  are  entirely  due  to  the 
helpful  c(M)iH*ration  of  these  manufacturers. 

Products  are  arranged  and  inde.xed  in  a  simple,  easy- 
to-find,  telephone-lKK)k  style.  Names  of  Manufacturers 
who  are  adverti.sers  in  the  BUYKRS’  GUIDK  are 
lK)ld-faced  in  the  listings  and  page  numbers  of  their 
adverti.sements  are  shown.  This  makes  it  jwssible  to 
obtain  complete  information  on  products  quickly  and 
easily  by  referring  to  the  advertising  pages. 

Several  new  i)r(Kluct  headings  have  been  adde<l.  Due 
to  lack  of  sufficient  information,  only  manufacturers 
who  were  known  are  included  under  these  new  head¬ 
ings.  Li.stings  include  an  index  of  registered  trade 
names  and  an  alphalietical  listing  of  all  companies 
engaged  in  the  manufacture  of  eU'ctronic  components, 
complete  tniuipment  or  allieil  pnulucts. 


NOTE:  This  punch-out  lab  is  for  your 
convenience  in  locating  the  Product  List¬ 
ings  in  this  issue.  Simply  push  out  and 
fold  under.  It  will  then  serve  os  a  lab 
mark  to  indicate  where  the  listings  start. 


euSH  OUT 
AND  FOID 


Listed  below  in  alphabetical  order  are  all 

PRODUCT  CLASSIFICATIONS 

and  cross  references  contained  in  this  year's  BUYER'S 
GUIDE.  For  your  convenience  you  can  find  the  product 
or  cross  reference  here  before  turning  to  the  manufac¬ 
turers'  listings  that  follow. 


Absorbers,  Microwave 
Accelerators,  Particle 
Accelerometers 
Accumulators 
Actuators,  Servo 
Adapters,  Battery 
Adapters.  Foreign 
Adapters,  Panoramic 
Adapters,  Phase 
Adapters,  Test 
Adapters,  Tube 
Adhesives 

Adhesives,  Waterproof.  &  Corrosion 

Proof  Compounds 
Aging  Racks 

See  Racks — Aging  for  Vacuum  Tubes 
&  Transistors 
Air  Cleaners,  Electronic 
Alarm  Systems 

See  Controls,  Alarm  System 
Alternators 

See  Converters  and  Inverters 
Aluminum  Oxide 

See  Insulation  Materials 
Ammeters 
Ammeters,  r-f 
Amplifiers,  Audio  Frequency 
Amplifiers,  Audio  Input  Systems 
Amplifiers,  Audio  Subminiature 
Amplifiers,  Computer 
Amplifiers,  D-C 
Amplifiers,  Decade 
Amplifiers,  Differential 
Amplifiers,  Distribution 
Amplifiers,  f-m  &  a-m  Antenna 
Amplifiers,  Facsimile 
Amplifiers,  i-f 
Amplifiers,  Keying 
Amplifiers,  Klystron  AFC 
Amplifiers,  Linear 
Amplifiers,  Logarithmic 
Amplifiers,  Magnetic 
Amplifiers,  Medical  Instrument 
Amplifiers,  Microwave 
Amplifiers,  Microwave  Radar 
Amplifiers,  Musicar  Instrument 
Amplifiers,  Narrow  Band  Audio 
Amplifiers,  Narrow  Band  i-f 
Amplifiers,  Null 
Amplifiers,  Operational 
Amplifiers,  Peak  Limiting 
Amplifiers,  Photocell 
Amplifiers,  Power 
Amplifiers,  Printed  Circuit 
Amplifiers,  Pulse 
Amplifiers,  Recording 
Amplifiers,  r-f 
Amplifiers,  Servo 
Amplifiers,  Strain  Gage 
Amplifiers,  Sweep 
Amplifiers,  Television 
Amplifiers,  Transistor 
Amplifiers,  Traveling  Wave  Tube 
Amplifiers,  Ultrasonic 
Amplifiers,  Vibration  Pickup 
Amplifiers,  Wideband 
Analogs 

See  Computers,  Analog 
Analyzers,  Audio  Amplifier 
Analyzers,  Capacitor 
Analyzers,  Circuit 
Analyzers,  Coincidence 
Analyzers,  Color 

Sec  Colorimeters 
Analyzers,  Digital 
Analyzers,  Distortion 
Analyzers,  Frequency 
Analyzers,  Gas 
Analyzers,  Harmonic 
Analyzers,  Intermodulation 
Analyzers,  Magnetic 
Analyzers,  Microwave  Radar 
Analyzers,  Noise 
Analyzers,  Servo 
Analyzers,  Spectrum 
Analyzers,  Surface  Analyzers  &  Com¬ 
parators 

Analyzers,  Thyratron  or  Phanotron 
Analyzers,  Transistor 


Analyzers,  Ultrasonic 

Analyzers,  Vibration 

Analyzers,  Video 

Analyzers,  Wave 

Annealers,  Glass 

Antenna  Fairleads 

Antenna  Feed  Systems 

Antenna  Pedestals,  Gear  Driven  Radar 

Antenna  Reflectors,  Radar  Parabolic 

Antenna  Rotators 

Antenna  Towers  and  Supports 

Antenna  Tuning  Units 

Antennas,  Airborne  Radar  Spinner 

Antennas,  Aircraft  Type 

Antennas,  All  Wave  Receiving 

Antennas,  Auto 

Antennas,  Broadcast  Station  Radiators 
Antennas,  Directional,  Coupling  &  Phas¬ 
ing  Units 

Antennas,  Dummy  Loads 
See  Loads,  Dummy 
Antennas,  Ferrite  Core 
Antennas,  Fixed  Station  Antenna  Sys¬ 
tems 

Antennas,  f-m  Receiver 
Antennas,  f-m  Transmitter 
Antennas,  Ground  Plane 
Antennas,  Indoor 
Antennas,  Loop 
Antennas,  Marine 
Antennas,  Master  Community 
See  Antennas,  Television 
Antennas,  Microwave 
Antennas,  Radar  Receiving  &  Trans¬ 
mitting 

Antennas,  Railroad 
Antennas,  Rotary  Beam 
Antennas,  Telescopic 
Antennas,  Television 
Antennas,  Television  Built  in 
Antennas,  TV  4  FM  Home 
See  Antennas,  Television 
Antennas,  Television  Multiple  Set 
Antennas,  uhf  4  vhf 
Antennas,  VHF  Omnidirectional  Radio 
Range 

Arresters,  Lightning 
Attenuators,  Audio 

Attenuators,  Microwave  Adjustable  4 
Calibrated 

Attenuators,  Microwave,  Coaxial  Fixed 
Attenuators,  Microwave  Step 
Attenuators,  r-f  4  i-f 
Audiometers 

Automatic  Assembly  Equipment 
Autopilots 

See  Pilots,  Automatic 
Auto  Radio  Controls 

See  Controls,  Radio  Remote 


Baffles,  Speaker 
Baiuns 
Barretters 
Bases 

See  also  Mountings 
Bases,  Diode 
Bases.  Relay 
Bases,  Transistor 
Batteries,  Dry 
Batteries,  Mercury 
Batteries,  Nickel  Cadmium 
Batteries,  Silver 
Batteries,  Standard  Cell 
Batteries,  Storage 
Batteries,  Storage  Nonspill 
Battery  Chargers 
Electron  Tube 
Engine  Driven 
Metallic  Oxide 
Motor  Generator 
Portable 
Selenium 
Beacons,  Radar 
Beacons,  Radio  Navigation 
Bearings,  Ball  or  Roller,  Radar  An¬ 
tenna 

Bearings,  Jewel 
Bearings,  Miniature  Ball 


Bearings,  Miniature  Needle 
Bellows 

Belts,  Dial  Drive 
Bench  Test  Set-Ups 
Bends,  Microwave 
Bezels 

Bi-Metals,  Thermostatic 

Blocks,  Fuse  Blocks  4  Holders 

Blowers,  Small 

Boards,  Capacitor  or  Resistor 

Boards,  Etched  Circuit,  Copper  Clad 

Boards,  Plotting 

Boards,  Plug 

Boards,  Strip  Type 

Bobbins,  Coil  Winding 

Bobbins,  Transformer  Winding 

Bolometer  Mounts 

See  Microwave  Accessories  Crystal 
Mounts  and  Mixers 
Bolometers 

See  Tubes,  Bolometer 
Bolts,  Expansion 
Bolts,  Spade 
Bolts,  Toggle 
Books 

See  Technical  Books — Publishers 
Booms,  Microphone 
Boosters,  Television 
Boxes,  Metal,  Plastic  or  Waterproof 
Brackets,  f-m  4  Television  Antenna 
Breadboard  Kits,  Electronic 
Breakers,  Circuit 
Bridges,  Capacitance 
Bridges,  Cathode  Interface  Impedance 
Bridges,  Electrical 
Bridges,  Impedance 
Bridges,  Inductance 
Bridges,  Megohm  4  Resistance 
Bridges,  Temperature 
Bridges,  Thermistor 
Bridges,  vhf 
Bridges,  Wheatstone 
Broadcast  Input  Control  Equipment 
Brushes,  Carbon  4  Graphite 
Brushes,  Metal-Graphite 
Building  Blocks 

See  Circuits,  Computer  Packaged 
Bulbs,  Miniature  Lamp 

See  Lights — Dial,  Panel  4  Pilot 
Burners,  Gas  Fired 
Bus  Bar  Systems 
Bushings,  Hermetically  Sealed 
Bushings,  Nonmetallic 

Cabinets 

See  also  Housings 
Cabinets,  Metal 
Cabinets,  Plastic 
Cabinets,  Wood 
Cable 

See  also  Wire 
Cable  Assemblies 
Cable  Clamps  4  Clips 
Cable,  Coaxial  Flexible 
Cable,  Coaxial  Rigid 
Cable,  Insulated 
Cable,  Low  Capacitance 
Cable,  Microphone 
Cable,  Shielded 
Cable,  Transmission  Line 
Cable,  uhf 

Cable,  Wrapping  or  Lacing 
Calibrators,  Crystal 
Calibrators,  Frequency 
Calibrators,  Radar  Range 
Calibrators,  Sweep 
Calibrators,  uhf 
Calibrators,  Voltage 
Calibrators,  VSWR 
Calorimeters,  Microwave 
Cameras,  Oscilloscope 
Cameras,  Radar  Recording 
Cameras,  Television 
Cameras,  X-Ray 
Cams  4  Gears,  Computer  Feed 
Cans 

Cans,  Hermetically  Sealed 
Capacitors,  Fixed 
Ceramic 
Decade 
Electrolytic 

Electrolytic,  Subminiaturc 

Energy  Storage 

Feed  Through 

Fixed  Composition 

Gas  Filled 

Glass  Dielectric 

High  Voltage 

Metallized  Mylar 

Metallized  Paper 

Mica 

Oil  Filled 


Paper 

Plastic 

Power  Factor 

Precision  Air 

Pulse  Forming  Network 

Silicone  Filled 

Silvered  Mica 

Tantalum 

Vacuum 

Capacitors,  Variable 
Trimmer-Air 
Trimmer-Ceramic 
Trimmer-Mica 
Trimmer-Glass  or  Quartz 
Trimmer- Vacuum 
Tuning-Receiving 
T  uning-T  ransmitter 
Cards  Punched,  Computer  Storage 
Carrier  Current 

See  Communication  Systems  (Multi¬ 
plex) 

Cartons  for  Shipping 
See  Packaging  Materials 
Cartridges 

See  Crystal  Cartrid^ 

Cases,  Diode  4  Transistor 
Cases,  Instrument  4  Meter 
Cases,  Leather — Instrument 
Cases,  Portable  (for  Radios,  Phono¬ 
graphs,  Amplifiers,  etc.) 

Cases,  Transit 
Castings,  Precision 
Cavities,  Microwave 
Cells,  Photoelectric 
Cells,  Photovoltaic 
Cells,  Solar 
Cells,  Standard 
Cements,  Radio 
Chains,  Small  Drive 
Chambers,  Altitude 
Chambers,  Fungus  Test 

See  Test  Equipment,  Environmental 
Chambers,  Ionization 
Chambers,  Pressure 
Chambers,  Rain  4  Sunshine 
Chambers,  Sand  4  Dust 

See  Test  Equipment — Environmental 
Chambers,  Shielded  Screen 
Chambers,  Temperature  4  Humidity 
Chambers,  Test 
Changers,  Automatic  Record 
Chargers  Battery 
See  Battery  Chargers 
Chassis,  Metal 
Chassis  Slides 

See  Slides,  Chassis 
Checkers 

See  Also  Analyzers 
Checkers,  Crystal  Rectifier 
Checkers,  Cable 
Checkers,  Cathode  Ray  Tube 
Checkers,  Klystron  Tube 
Chemicals,  Electronic 
Chemicals,  Electroplating 
Chemicals,  Etching 
Chemicals,  Luminescent 
Chemicals,  Tube 
Chokes 
See  Coils 
Choppers,  DC-AC 
Chronaximeters 
Chronographs.  Inertialess 
Chronoscopes 

Circuits,  Computer,  Packaged 
Circuits,  Plug-In 
Circuits,  Plug-In  Pulse 
Transitorized 
Circuits,  Potted 
Circuits.  Printed 
Etched  4  Printed 
Plated 

Stamped  4  Embossed 
Clamps  for  Tubes 
Cleaners,  Ultrasonic 
Clips,  Fuse 
Clips,  Grid 
Clips,  Test 

Cloths,  Speaker  Grille 
Cloths,  Woven  Wire 
Clutches,  Magnetic 
Coatings,  Conductive 
Coatings,  Conductive,  Tube  Interior 
Coatings,  Protective 
Coatings,  Salt  Spray  Resistance 
Code  4  Tab  Markers 
Coil  Bobbins 
See  Bobbins 
Coil  Forms 
See  Forms 

Coil  Winding  Machines 
See  Machines.  Coil  Winding 
Coils,  a-f  Choke 
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Colls,  Antenna 

See  Transformers,  r-f  &  l-f 
Colls,  Choke 
Colls,  Deflection 

See  Yokes,  Deflection 
Coils,  Filter  Choke 
Coil^,  Flyback 
See  Transformers,  Flyback 
Colls,  Foil  Wound 
Coils,  Magnet 
Coils,  Metallized  Glass 
Coils,  Motor  &  Generator  Field 
Coils,  Printed  Circuit 

See  Transformers,  Printed  Circuit 
Coils,  Relay 
Coils,  r-f  Choke 
Coils,  r-f  Choke,  Heavywire 
(Low  Voltage) 

Coils,  r-f  Receiving 

See  Transformers,  r-f  &  l-f 
Coils,  Solenoid 
See  Coils,  Magnet 
Solenoids 

Coils,  Speaker  (Voice  Coil) 

Coils,  Television  Focusing 
Coils,  Television  Width  Control,  Center¬ 
ing,  Linearity  &  Peaking 
Coils,  Toroidal 
See  Toroids 
Coils,  Variable 

See  Inductances,  Variable 
Colorimeters,  Photoelectric 
Columbian 
See  Metals 
Combiners,  Twinplex 
Communication  Systems 
Aircraft 

Airport  Traffic  Controi 

Facsimile 

Induction 

Marine  Radio-Telephone 
Microwave 

Multiplex  Wireline  &  Radio 
Portable  Installation 
Railroad 

Single  Sideband 
Teleprinter 
Twinplex 
Vehicular 

Commutators,  Switching 
Comparators,  Automatic  Resistance 
Comparators,  Capacitance 
Comparators,  Circuit  Linearity 
Comparators,  Dielectric 
Comparators,  Inductance 
Comparators,  Iron  Core 
Comparators,  Q 
Comparators,  Surface 
See  Analyzers,  Surface 
Comparators,  Voltage 
Compasses,  Electronic  Gyro 
Compounds,  Cleaning 
Compounds,  Potting 
Computer  Input  Systems 
Computers,  Analog 

Computers — Analog  (Parts  &  Asso¬ 
ciated  Equipment) 

Refer  to  the  following: 

Amplifiers — D-C 
Amplifiers — Differential 
Amplifiers — Logarithmic 
Amp  I  ifiers — Operational 
Amplifiers — Servo 
Boards — Plotting 
Boards — Plug 
Demodulators 
Generators — Function 
Multipliers — Diode 
Multipliers — Electronic 
Multipliers — Servo 
Potentiometers — Initial  Condition 
Power  Supplies — Regulated 
Resolvers-^oordinate  Transform 
Resolvers — Product 
Resolvers — Sine-Cosine 
Tachometers 
Computers,  Digital 

Computers — Digital,  General  Purpose 
See  Data  Recording  Equipment 
Inventorying  Systems 
Computers — Digital  (Parts  &  Asso¬ 
ciated  Equipment) 

Refer  to  the  following: 

Accumulators 
Amplifiers — Pulse 
Circuits — Computer,  Packaged 
Converters — Analog  to  Digital 
Converters — Card  to  Tape 
Converters — Tape  to  Card 
Cores — Ferrite 
Counters — Electronic 


Diagnostic  Equipment— Computer 
Heads — Recording 
Memory  Systems 
Printers — High  Speed 
Printers — Keyboard 
Printers — Line 
Registers — Shift 
Tape  Mechanisms 
Computing  Services 
A.  Analog 
D.  Digital 
Condensers 
See  Capacitors 
Cones,  Speaker 
Connectors 
Anode 

Audio  &  Microphone 
Antennae 
Coaxial  Cable 
Diode 

Electrical,  AN  or  MIL-C-5015 

Hermetically  Sealed  &  Pressurized 

Interlock 

Miniature 

Phono 

Power 

Printed  Circuit 
R-F 

Solderless 
Subminiature 
Waterproof 
Consoles 
See  Cabinets 
Housings 
Contactors 
Contacts,  Electrical 
Containers 

See  Packaging  Materials 
Controls,  Alarm  System 
Controls,  Automatic  Tuning 
Controls,  Automatic  Voltage  Regulating 
Controls,  Capacitance  Operated 
Controls,  Chemical 
Controls,  Conductivity 
Controls,  Counting  &  Sorting 
Controls,  Density 

See  Controls,  Specific  Gravity 
Controls,  Dimension 
Controls,  Door 
Controls,  Electric  DC  Motor 
Controls,  Electronic  AC  Motor  Speed 
Controls,  Elevator  Leveling 
Controls,  Film  Thickness 
Controls,  Flame  Failure 
Controls,  Flexible  Mechanical  Push-Pull 
Controls,  Fluid  Conductivity 
Controls,  Fluid  Flow 
Controls,  Food  Processing 
Controls,  Frequency 
^ntrols.  Gain 
See  Attenuators 
Controls,  Heat  Treating 
Controls,  Humidity 
Controls,  Illumination 
Controls,  Inspection 
Controls,  Liquid  Level 
Controls,  Loop  Regulation 
Controls,  Machine  Safety 
Controls,  Materials  Thickness 
Controls,  Mechanical  Overload 
Controls,  Mechanical  Switch 
Controls,  Moisture 
Controls,  Oxygen 
Controls,  pH 

Controls,  Package  Wrapping 
Controls,  Photoelectric 
Controls,  Photographic  Exposure 
Controls,  Positioning 
Controls,  Power  Level 
Controls,  Pressure 
Controls,  Printing 
Controls,  Radio  Remote 
Controls,  Register 
Controls,  Register  Cutter 
Controls,  Servo 

Controls,  Smoke  A  Combustion- 
Electronic 

Controls,  Sound  System 
Controls,  Specific  Gravity 
Controls,  Strain 

Controls,  Temperature-Electronic 
Controls,  Tentering 
Controls,  Thyratron 
Controls,  Timing 
Controls,  Torque-Electronic 
Controls,  Traffic 
Controls,  Turbidity 
Controls,  Ultrasonic 
Controls,  Vacuum 

Controls,  Ventilating  Control  System 
Controls,  Volume  &  Tone 


Controls,  Volume  &  Tone — Miniature 
Controls,  Weight 
Controls,  Welding 
Converters 
Analog  to  Digital 
Card  to  Tape 
Code 

Computing 
DC  to  DC 
Digital  to  Analog 
Facsimile 
Frequency 

Frequency  Shift  Keying 
High  Frequency 
Low  Frequency 
Power  Frequency,  Electronic 
Power  Frequency,  Rotary 
Power  Frequency,  Vibrator 
Single  Sideband  Receiver 
R-F 

Tape  to  Card 
Television  (UHF  to  VHF) 

Cookers,  Electronic 
Coolants,  Dielectric 
Coolers — Blower  or  Fan 
Cooling  Units — Blower 
See  Blowers 

Tube  Cooling  Units 
Cord  Sets 

Cords,  Dial  Cords  &  Cables 
Cords,  Lacing 
Cords,  Line 

Cords,  Line  Resistance 
Cords,  Patch 
Cords,  Retractile 
Cores,  C  Type 
Cores,  Ceramic 
Cores,  Cut 
See  Cores,  C  Type 
Cores,  E  Type 
Cores,  U  Type 
Cores,  E  Type 
Cores,  Ferrite 

Cores,  High  Permeability  Magnetic 
Cores,  Iron 
Cores,  Powdered 
Cores,  Slug  Tuning  Units 
Cores,  Tape  Wound 
Cores,  Toroidal 
Cores,  U  Type 
See  Cores,  C  Type 
Counters,  Electronic 
Counters,  Frequency 
Counters,  Geiger 
Counters,  Impulse,  Electronic 
Counters,  Mechanical 
Counters,  Nuclear 
See  Counters,  Geiger 
Counters,  Photoelectric 
Counters,  Proportional 
Counters,  Revolution 
Counters,  Tube 
Counting  &  Sorting 

See  Controls,  Counting  &  Sorting 
Couplers,  Directional 
Couplings,  Mechanical 
See  Joints,  Universal 
Couplings,  Microwave 
Couplings,  Shaft — Reducers  & 
Extensions 

Couplings,  Shaft — Rigid  &  Flexible 
Crosses,  Microwave 
See  Microwave  Accessories 

Hybrid  Junctions,  Microwave 
Crystal  Analysis  Equipment 
Crystal  Cartridges 
Crystal  Mounts  &  Mixers 
Crystal  Producing  Equipment 

See  Machines,  Crystal  Mfg.  &  Finish¬ 
ing 

Crystals,  Barium  Titinate — Transducer 
Crystals,  Color  TV  Frequency  Control 
Crystals,  Grown,  Germanium  &  Silicon, 
Uncut 

Crystals,  Natural  Crystals 
See  (Crystals,  Raw 

Crystals,  Quartz — Frequency  Control 
Crystals,  Quartz — Transducer 
Crystals,  Raw 

Crystals,  Rochelle  Salts — Transducer 
Crystals,  Sapphire 
Crystals,  Sapphire,  Synthetic 
Crystals,  Scintillation  Counter 
Crystals,  Tourmaline — Frequency 
Control 

Crystals,  Unfinished 
Cutters 
Cylinders,  Air 


Data  Recording  Equipment 
Data  Reduction  Systems 


Decade  Boxes,  Capacitance 
Decade  Boxes,  Inductance 
Decade  Boxes,  Resistance 
Decalcomanlas 
Deflection  Yokes 

See  Yokes,  Deflection 
Dehydrators,  Automatic 
Delay  Line  Cores,  Metallized 
Delay  Lines,  Color  TV 
Delay  Lines,  Digital 
Delay  Lines,  Distributed-Constant  Fixed 
Delay  Lines,  Distributed-Constant 
Variable 

Delay  Lines,  Lumped -Constant  Fixed 
Delay  Lines,  Lumped — Constant 
Variable 

Delay  Lines,  Ultrasonic  Liquid  or  Solid 
Demineralizers  &  Stills,  Water 
Demodulators 
Demodulators,  Electronic 
Densitometers,  Electronic 
Depth  Sounders 
Detectors,  Crystal 
Detectors,  Crystal  Germanium 
See  Crystals,  Germanium 
Detectors,  Crystal  Silicon 
See  Crystals,  Silicon 
Detectors,  Explosive  (Us 
Detectors,  Fire — Electronic 
Detectors,  Flaw  &  Defect — Electronic 
Detectors,  Flaw — Ultrasonic 
Detectors,  Galena 
Detectors,  Impedance 
Detectors,  Leak 
Detectors,  Metal,  Electronic 
Detectors,  Null 
Detectors,  Null — r-f 
Detectors,  Null — vtvm 
Detectors,  Radiation 
See  Counters,  Geiger 
Detectors,  Smoke — Electronic 
Detectors,  Standing  Wave 
Detectors,  Vibration 
Detectors,  Water  Leak 
Diagnostic  Equipment — Computer 
Dial  Crystals 
Dial  Lights 

See  Lights,  Dial,  Panel  &  Pilot 
Dials,  Instrument 
Dials,  Precision 
Dials,  Turns  Counting 
Diaphragms 

Diathermy  &  Diathermy  Accessories 
Dielectric  Heating 

See  Heating,  Dielectric 
Dielectrics,  Gas 
Dielectrics,  Liquid 
Dielectrics — Solid 
See  Films — Capacitor 
Insulation  Materials 
Ceramic 
Glass 
Mica 

Plastic  Materials 

Dies 

Diodes,  Germanium 
Diodes,  Microwave  Mixer 
Diodes,  Selenium 
See  Rectifiers,  Metallic  Stack 
Diodes,  Silicon 
Diodes,  Silicon  Power 
Diplexers 
Direction  Finders 
Discs,  Blank  Recording 
Display  Devices,  Electrostatic 
See  Tubes,  Cathode  Ray 
Dividers,  Power 
Dividers,  Voltage 

Dollies,  Laboratory  &  Oscilloscope 
Dosimeters 
Drafting  Equipment 
Drafting  Paper,  Cloth  &  Film 
Drill  Presses,  Precision 
Drivers,  Recording 
Drives,  Small  Electric  Drive 
Mechanisms 
Drives,  Variable  Speed 
See  Controls,  Electronic  AC  Motor 
Speed 

Drums,  Memory 

See  Memory  Systems 
Dryers,  Electronic  Dehydration  & 
Drying 

Ducts,  Wiring 
Duplexers,  Microwave 
Duplicators,  Magnetic  Tape 
Dynamometers 
Dynamotors 


Early  Warning  Search 
See  Radar 
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Elbows 

See  Microwave  Accessories 
Bends,  Microwave 
E  lectrocardiographs 
Electrodes,  High  Frequency 
Electroencephalographs 
Electroforming  Services 
Electromagnets 
See  Solenoids 
Electrometers 
Electromyographs 
Electroplating  Service 
E  lectroplethysmographs 
Electro-Shock  Therapy  Apparatus 
Electro-Surgical  Apparatus 
Elements,  Heating 
Elements,  Heating  Crystal  Oven 
Embedded  Assemblies 
Embedded  Components 
Encapsulation  Services 
Encapsulators  of  Plastic  Materials 
See  Encapsulation  Services 
Enclosures 
See  Cabinets 
Housings 

Engraving  &  Profiling  Services 
Environmental  Test  Equipment 

See  Test  Equipment,  Environmental 
Equalizers,  Audio 
See  Filters,  Equalizer 
Escutcheons 
Etched  Circuit  Boards 
See  Boards,  Etched,  Copper-Clad 
Etched  Circuits 
See  Circuits,  Printed 
Extruders  of  Plastic  Materials 
See  Insulation  Parts 

Plastic  Insulation  Parts — 
Extruded 

Eyelets 


Fabricators  of  Plastic  Materials 
See  Insulation  Parts 

Plastic  Insulation  Parts — 
Fabricated 

Fabric 

See  Insulation  Materials 
Faceplates,  Television 
Facsimile 

See  Recorders-  Facsimile 
Facsimile  Recording  Papers 
See  Recorders — Facsimile 
Fans — Cooling 

See  Blowers — Small 
Fasteners  &  Fastening  Devices 
Felts  &  Felt  Parts 
Ferrites 

Films,  Capacitor 

Films,  Plastic  for  Wound  Insulation 

Filters,  Antenna 

Filters,  Band  Elimination 

Filters,  Band  Pass 

Filters,  Continuously  Variable 

Filters,  Crystal 

Filters,  Detonation 

Filters,  Electric  Wave  Section 

Filters,  Equalizer 

Filters,  High  Pass 

Filters,  Lighting  (for  radio  towers) 

Filters,  Low  Pass 

Filters,  Mechanical 

Filters,  Microwave 

Filters,  Needle  Scratch 

Filters,  Radio  Interference 

Filters,  Radio  Range 

Filters,  Television 

Filters,  uhf  &  vhf 

Filters,  Variable  Electronic 

Finishes,  Crystal 

Finishes,  Luminous  Materials 

Finishes,  Ripple 

Fire 

See  Detectors 
Fire  Control  Systems 
See  Radar 
Flanges,  Microwave 
Flip-Fiops 

Flock  &  Flocked  Paper 
Flowmeters 
See  Controls 
Fluid  Flow 
See  Indicators 

Fluorescent  Compounds — Phosphors 
Fluorometers 

Flux,  Brazing  &  Soldering 

Fluxmeters 

Focus  Coils 

See  Coils,  Television  Focusing 
Forks,  Electrically  Driven  Tuning 
Forms,  Antenna 
Forms,  Coil 


Forms,  Resistor 
Forms,  Wire 
Frames,  Grid 

Frequency  Calibration  Services 
Frequency  Indicators 
See  Indicators 
Frequency  Standards 

See  Standards,  Frequency 
Fungicides  &  Equipment 
Furnaces,  Electric  (for  Electronic 
Component  Production) 

Furnaces,  Gas  Fired 
Furnaces,  High  Frequency 
Furnaces,  Vacuum 
Furniture — Laboratory,  Electronic 
See  Stools  &  Benches  for  Work  As¬ 
sembly 
Fuse  Holders 
See  Blocks 
Fuses 


Gages,  Beta 
Gages,  Comparator 
Gages,  Displacement  Measuring 
Gages,  Electronic  Fuel  Indicator 
Gages,  Electronic  Inspection 
Gages,  Electronic  Spring  Checking 
Gages,  Ionization 
Gages,  Paint  Depth 
Gages,  Photoelectric  Dimension 
Gages,  Pirani 

Gages,  Pressure — Electronic 
Gages,  Spring  Tension 
Gages,  Strain 

Gages,  Thickness — Electronic 
Gages,  Ultrasonic  Thickness 
Gages,  Vacuum 
Galvanometers 
Gases,  Nitrogen 
Gases,  Rare 
Gaskets 

Gaussmeters — Rotating  Coil 
See  Fluxmeters 
Gears,  Non  Circular 
Gears,  Precision 
Generators,  Color  TV  Bar 
Generators,  Color  TV  Dot 
Generators,  Electronic 
AM-FM 

Harmonic  Frequency 
Microwave 
Pulse 

Random  Noise 
Variable  Frequency 
Ultrasonic 
Waveform 
Picture  Signal 
Rate 

Square  Wave 
Signal,  a-f 
Signal,  f-m 
Signal,  r-f 
Signal,  shf 

Signal,  Single  Sideband 
Signal,  Sweeping 
Signal,  Television  Synchronizing 
Signal,  uhf  or  vhf 
Generators,  Engine  Driven 
Generators,  Function 
Generators,  Hand  Driven 
Generators,  Motor 
Generators,  Sweep 

See  Oscillators,  Sweeping 
Generators,  Wind  Driven  Generating 
Equipment 

Geophysical  Apparatus 
Germanium  Crystals 
See  Crystals 
Germanium  Diodes 

See  Diodes — Germanium 
Germanium  Rectifiers 
See  Rectifiers — Germanium 
Getters 

See  Tube  Parts 
Glass 

See  Insulation  Materials 
Glass  Bonded  Mica 

See  Insulation  Materials 
Glass  Fibre 

See  Insulation  Materials 
Glass-Metal-to-Glass  Seals 
See  Seals-Metal-to-Glass 
Glass  Parts,  Precision 
Graphic  Recording  Instrument 

See  Instruments,  Graphic  Recording 
Graphite,  Coiloidal 
Graphite  Parts,  High  Purity 
Grids  &  Grid  Supports 
See  Tube  Parts 
Grilles,  Metal 
Grilles,  Molded  Plastic 


Grilles,  Speaker 
Grommets 
Grommets,  Fibre 
Groovers 
See  Cutters 
Gun  Fire  Control 
See  Radar 

Gun  Mounts,  Cathode  Ray  Tube  Gun 

Gun  Mounts,  Television 

Guns,  Soldering 

Gyros,  Displacement 

Gyros,  Integrating 

Gyroscopes 

Hand  Tools 

See  Tools — Hand  or  Mechanical 
Hardware,  Electronic 
Harnesses,  Wire 
Headphones  &  Headsets 
Heads,  Magnetic  Drum  (Memory) 

Heads,  Magnetic  Film 
Heads,  Recording 
Heads,  Tape  Recording 
Hearing  Aid  Tubes 
See  Tubes — Hearing  Aids 
Hearing  Aids 
Heat  Treating — Service 
Heating,  Electronic — 

Accessories  and  Associated 
Equipment 

Heating,  Electronic  Dielectric 
Heating,  Electronic  Induction 
Heating  Elements 

See  Elements,  Heating 
Holders,  Crystal 
Holders,  Fuse 

See  Blocks,  Fuse  Blocks  and  Holders 
Honeycomb  Structures 
Horns,  Microwave 
Horns,  Speaker  Projector 
Housings,  Antenna 
Housings,  Automobile  Radio 
Housings,  Instrument 
Housings,  Plug-in 
Housings,  Public  Address 
System 

Housings,  Speaker 
Humidity 
See  Indicators 

Hybrid  Junctions,  Microwave 


Ignition  Systems,  Electronic 
Ignitron 
See  Tubes 

Illumination  Controls 

See  Controls,  Illumination 
Impedance 
See  Detectors 
Impregnating  Compounds 
See  Insulating  Compounds 
Impregnating  Machines 
See  Machines 

Indicators,  Antenna  Position 
Indicators,  Arc  Back 
Indicators,  Broadcast  Volume 
Indicators,  Capacitor  Leakage 
Indicators,  Density 
See  Indicators,  Specific  Gravity 
Indicators,  Detonation  Ind.  & 
Meters 

Indicators,  Dew  Point 
Indicators,  Dielectric  Constant 
Indicators,  Film  Thickness 
Indicators,  Fluid  Conductivity 
Indicators,  Fluid  Flow — 
Electronic 

Indicators,  Frequency 
Indicators,  Hardness 
Indicators,  Humidity — 

Electronic 

Indicators,  Illumination 
Indicators,  Liquid  Level — 
Electronic 

Indicators,  Materials  Thickness 
Indicators,  Moisture — 

Electronic 
Indicators,  Null 
Indicators,  Null-Balance, 
Potentiometer  Type 
Indicators,  Ocean  Depth 
Indicators,  Oxygen 
Indicators,  pH 
Indicators,  Photographic 
Exposure 

Indicators,  Positioning 
Indicators,  Power  Level — 
Electronic 

Indicators,  Pressure 
Indicators,  Pulse  Time  Riser 
Indicators,  Radiation 
See  Counters.  Geiger 


Indicators,  Recording  Engine 
Indicators,  rf  Probe 
Indicaotrs,  RF  Waveform 
Indicators,  Shorted  Torn 
Indicators,  Smoke  & 

Combustion — E  Icctronic 
Indicators,  Sound  Level 
Indicators,  Specific  Gravity 
Indicators,  Strain 
Indicators,  Temperature 
indicators.  Timing 
Indicators,  Torque 
Indicators,  Turbidity 
Indicators,  VSWR 
Indicators,  Vacuum 
Indicators,  Volume 
Indicators,  Weight 
Indicators,  Wind  Direction — 

Electronic 

Indicators,  Wind  Speed — 

Electronic 

Inductances — Flyback 

See  Transformers — Flyback 
Inductances — Magnet 
See  Coils — Magnet 
Inductances — Metallized  Glass 
See  Coils — Metallized  Glass 
Inductances — Motor  &  Generator  Field 
See  Coils — Motor  &  Generator  Field 
Inductances — Power  &  a-f  Coil  Wind¬ 
ings 

See  Transformer  Windings 
Inductances — Printed  Circuit 

See  Transfornsers — Printed  Circuit 
Inductances — r-f  &  i-f  Receiving  or 
Transmitting 
See  Coils — Choke 
Inductances —  Relay 
See  Coils — Relay 
Inductances — Speaker  Voice  (^il 
See  Coils — Speaker  Voice  Coil 
Inductances — Television  Focusing 
See  Coils — Television  Focusing 
Inductances — T  oroidal 
See  Toroids 
Inductances.  Variable 
Saturable  Reactors 
Mechanical 
Induction  Heating 

See  Heatic^,  Induction 
Infrared  Equipment 
Inks,  Marking 
Inspection  Equipment, 

Lighting 

Instrument  Parts,  Precision 
Instruments,  Electronic 
Musical 

Instruments.  Graphic 
Recording 
Instruments,  Panel 
Instruments,  Ultrasonic 
Insulating  Compounds 
Asphalt  &  Pitch 
Coil  Dopes 
Enamel 
Epoxy  Resins 

See  Plastic  Materials 
Impregnating  Compounds 
Insulating  Varnish 
Lacquer 
Plastics 

See  Plastic  Materials 
Protective  Sealers 
See  Coatings 
Resins 

See  Plastic  Materials 
Silicone  Compounds 
Waxes 

Insulation  Materials 
Aluminum  Oxide 
Asbestos 
Ceramic 
Fabric 
Fibre 
Films 
See  Films 
Glass 

Glass  Bonded  Mica 
Glass  Fibre 
Laminates 
See  Laminates 
Mica 

Mica,  Synthetic 
Nylon 
Paper 
Plastic 

See  Plastic  Materials 
Porcelain 

See  Insulation  Materials — Ceramic 
Rubber 

See  Rubber  , 

Steatite 
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See  Insulation  Materials — Ceramic 
Varnished)  Cambric 
Insulation  Parts 

Bead  Insulation  Parts 
Capacitor  Films 

See  Films,  Capacitor 
Ceramic  Insulation  Parts 
Insulating  Cord 
See  Cords,  4.eu:ing 
Insulating  ‘Sleeves 
Plastic  Insulation  Parts 
Extruded 
Fabricated 
Laminated 
Molded 
Rods 
Sheets 

Silicone  Rubber  Insulation  Parts 
Stampings  &  Punchings 
Ceramic 

Stampings  &  Punchings 
Mica  .  . 

Stampings'  £  P'unchings,  Paper 
Insulators,  Antenna  Insulators 
&  Spring  Assemblies 
Insulators,  Can  Liner 
Insulators,  Ceramic 
Insulators,  .Feed  Through 
Insulators,'  Feeder  Spreader 
Insulators,  Fused  Quartz 
Insulators,  High  'Dielectric 
Paper 

Insulators,  Standoff 
Insulators,  Strain 
Insulators,  TV  Yoke 
Insulators,  Test  Clip 
Insulators,  Thermocouple 
Insulators,  Tower 
Insulators,  Transmitting 
Antenna 

Integrators,  Electronic 
Intercommunication  Systems 
Intercommunication  Systems, 

Sound  Powered 
Intermodulation  Testers 
See  Testers,  Distortion 
Intervalometers 
See  Timers,  Automatic  Cycle 
Inventorying  Systems 
Inverters,  (DC-AC) 

Ion  Traps 

Iron  Oxides  for  Ferrites 
Irons,  Soldering 
Isolators 

See  Loads,  Dummy 

Jack  Panel  Assemblies 
Jacks' 

Jewels,  Glass 

Joints,  Rotary — Microwave 
Joints,  Universal 
Jumpers,  Bonding 

Keyers,  AM  Tone 
Keyers  &  Couplers 
Keyers,  Frequency  Shift 
Keys  &  Coding  Equipment 
Kilovoltmeters 
Kits 

Computer 
Geiger  Counter 
Receiver 
Test  Equipment 
Transmitter 
Klystrons 
See  Tubes 
Knives 

See  Cutters 
Knobs 

Lacing  Cords 
See  Cords,  Lacing 
Lacings,  Harness 
See  Cable,  Wrapping  or  Lacing 
Lacquer 

See  Insulating  Compounds 
Laminates 

Laminates,  Metal-Clad 
Laminations,  Transformer 
Laminators  of  Plastic  Materials 
See  Insulation  Parts 

Plastic  Insulation  Parts 
Laminated 

Lamp  Bulbs — Miniature 
See  Lights — Dial,  Panel  &  Pilot 
Lacquer 

See  Insulating  Componds 
Leads,  Test 
Leak 

See  Detectors 
Leatherette 
Lenses,  Microwave 
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Lenses,  Optical 
Lenses,  Television 
Lenses,  Television  Magnifying 
Lenses,  Television  Projection 
Lie  Detectors,  Electronic 
Lighting  Equipment,  Television 
Lights,  Dial,  Panel  and  Pilot 
Lights,  Photoelectric  Source 
Lights,  Signal 

Lights,  Stroboscopic  Source 
Limiters,  Surge 
Lines,  Delay 
See  Delay  Lines 
Lines,  Slotted 
Links,  Antenna 
Links,  Television  Microwave 
Liquid  Level 
See  Controls 
Indicators 
Lithium  Compounds 
See  Metals 
Loads,  Dummy 

Locators,  Cable  &  Line  Fault 

Locators,  Pipe  &  Cable 

Locks,  Dial 

Locks,  Shaft 

Loran  Systems 

Louvers,  Chassis  Ventilating 

Lugs 

See  Terminals 
Luminous  Markers 

See  Markers,  Luminous 


Machines,  Bending 
Machines,  Blueprint 
Machines,  Capacitor 
Manufacturing 
Machines,  Cleaning 
Machines,  Coil-Winding 
Machines,  Coil-Winding 
Toroidal 

Machines,  Counting  (Photo* 
electric) 

Machines,  Crystal-Cutting 
Machines,  Crystal  Manufactur¬ 
ing  and  Finishing 
Machines,  Diode  &  Transistor 
Manufacturing 
Machines,  Dip  Soldering 
Machines,  Disc  Recording 
Machines,  Electric  Soldering 
Machines,  Electronic  Balancing 
Machines,  Electronic  Dictating 
Machines,  Electronic  Transcrib¬ 
ing 

Machines,  Engraving  and 
Profiling 

Machines,  Forming 
Machines,  Glass  Blowing 
MiKhines,  Glass  Working 
Machines,  Impregnating  & 
Encapsulating 
Machines,  Marking 
Machines,  Modular  & 

Automatic  Assembly 
Machines,  Photocopy  & 

Whiteprint 
Machines,  Plating 

Machines,  Printed  Circuit  Duplicating 
Machines,  Printed  Circuit  Manufactur¬ 
ing 

Machines,  Printed  Circuit  Punch  Drill, 
etc. 

Machines,  Record 
Manufacturing 

Machines,  Semiconductor  Manufacturing 
Machines,  Shock  Testing 
Machines,  Tube  Manufacturing 
Machines,  Vibration  Fatigue 
Testing 

Machines,  Wire-Cutting 
Magnetic  Analysis  Equipment 
Magnetic  Flux  Meters 
See  Fluxmeters 
Magnetizers  and 
Demag  net  izers 
Magnetometers 
Magnetrons 
See  Tubes 

Magnetostriction  Devices 
See  Vibrators,  Ultrasonic 
Magnets,  Permanent 
Markers,  Frequency-Microwave 
Markers,  Luminous 
Markers,  Wire 
Marking  Stamps 

See  Stamps,  Marking 
Masks,  Aperture 
Masks,  Television 
Masts,  Antenna 
Masts,  Antenna 


See  also  Antenna  Towers  &  Supports 
Mechanical  Tools 

See  Tools,  Hand  or  Mechanical 
Megaphones,  Electronic 
Megohmmeters 

Megohmmeters,  Vacuum  Tube 
Memory  Systems 
Mesh,  Knitted  Wire 

See  Tubing,  Woven  or  Knitted  Wire 
Metai  Cones 

See  Cones — Metal,  Television 
Metal  Parts,  Bushings 
Metal  Parts,  Castings 
Metal  Parts,  Contacts 
See  Contacts,  Electrical 
Metal  Parts,  Deep-Drawn 
Metal  Parts,  Laminated 
Metal  Parts,  Lead 
Metal  Parts,  Powdered 
Metal  Parts,  Screw  Machine 
Metal  Parts,  Small  Metal 
Stampings 

Metal  Parts,  Spinnings 
Metal  Parts,  Trimmings 
Metallic  Oxide 
See  Rectifiers 

Metals,  Alloys,  Metallic  Oxides  & 
Compounds 
Alnico 
Aluminum 
Antimony 
Barium 

Beryllium  and  Beryllium  Alloys 
Boron 

Brass  and  Bronze 

Cadmium 

Cerium 

Cesium  Compounds  (for  photo-tubes) 

Chromium 

Cobalt 

Coefficient  Metals 

Columbium 

Copper 

Electric  Sheets 
See  Steel,  Electric 
Foil,  Aluminum,  Tin  &  Lead 
Germanium 

Gold  and  Gold  Alloys 

High  Permeabiiity  Alloys 

Indium 

Laminated 

Lead 

Lithium  Compounds  (for  Cathode 
tube  screen  setting) 

Magnesium 

Magnesium  Oxide 

Magnetic  Iron  Oxide  (for  cores) 

Magnetic  Powdered 

Magnetostriction 

See  Nickel  &  Nickel  Alloys 
Manganese 
Mercury 

Metal-to-Glass  Alloys 

Molybdenum 

Molybdenum  Ribbon 

Nickel  and  Nickel  Alloys 

Nickel  Ribbon 

Palladium 

Phosphor  Bronze 

Platinum 

Polonium 

Powdered 

Powders,  Nonmagnetic-Iron  Oxide 

Radium 

Selenium 

Silicon 

Silicon  Carbide 
Silver 

Silver  Alloys  and  Compounds 
Steel 

Steel,  Electric 
Steel,  Stainless 
Strontium  Compounds 
Tantalum 
Tellurium 

Thermostatic  Bi-Metals 
See  Bi-Metals,  Thermostatic 
Thorium 
Tin 

Titanium 
Tungsten 
Tungsten  Ribbon 
Uranium 
Vacuum  Melted 
Zinc 

Zirconium 

Meteorological  Equipment,  Electronic 
Meters,  Acceleration 
See  Accelerometers 
Meters,  Attenuation 
Meters,  Cable  Testing 
Meters,  Conductance 
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Meters,  Counting  Rate 
Meters,  d'Arsonval 
Meters,  Decibel 
Meters,  Distortion  and  Noise 
Meters,  Elapsed  Time 
Meters,  Electrometer 
Meters,  Electronic  Capacitance 
Meters,  Field  Strength 
Meters,  Flow,  Electronic 
Meters,  Flutter 

See  Meters,  WOW  &  Flutter 
Meters,  Flux 
See  Fluxmeters 

Meters,  f-m  Deviation  . 

Meters,  Footcandle  '  1*'^ 

Meters,  Frequency 

Meters,  Frequency,  Microwave 

Meters,  Grid  Dip  ‘ 

Meters,  Impedance 

Meters,  InternKHlulation  " 

See  Testers,  Distortion  '''‘I 

Meters,  Light  *"  • 

Meters,  Microvolt 
Meters,  Microwave 
Meters,  Modulation 
Meters,  Moisture— Electronic 
Meters,  Null 
Meters,  Output 
Meters,  Panel 
Meters,  pH  Meters 

Recorders  &  Comparators 
Meters,  Phase  Angle 
Meters,  Photoelectric  Reflection 
Meters,  Power  Factor 
Meters,  Power-Microwave 
Meters,  Power  Output 
Meters,  Q 
Meters,  RF  Power 
Meters,  Sound  Level 
Meters,  Standing  Wave  Radio 
Meters,  Thermocouple 
Meters,  Vibration 
Meters,  Viscosity — Electronic 
Meters,  Volt-Ohm,  Electronic 
Meters,  Wave 
Meters,  WOW  &  Flutter 
Meters,  X-Ray  Intensity 
Mica 

See  Insulation  Materials 
Microammeters 
Microfaradmeters 
Micrometers,  Electronic 
Micro-  M  icroammeters 
Micro-Ohmmeters 
Microphones,  Aircraft  Type 
Microphones,  Carbon 
Microphones,  Condenser 
Microphones,  Contact 
Microphones,  Crystal 
Microphones,  Dynamic 
Microphones,  Hearing  Aid 
Microphones,  Lapel 
Microphones,  Lip 
Microphones,  Magnetic 
Microphones,  Noise  Cancelling 
Microphones,  Throat 
Microphones,  Velocity 
Microphones,  Wireless 
Microscopes,  Electron 
Microwave  Transmission  Lines 
Mllllammeters 
Milliohmmeters 
Millivoltmeters 
Mirrors,  Special  Purpose 
Mirrors,  Television 
Mixers.  Microwave 
Mixers,  Portable 
See  Amplifiers,  Audio  Frequency 
Modulators,  Magnetic 
Modulators,  Phase 
Modulators,  Pulse 
Modules 

See  Circuits,  Printed 
Moisture 
See  Indicators 

Molders  of  Plastic  Materials 
See  Insulation  Parts 

Plastic  Insulation  Parts-Molded 
Monitors,  AM-FM  Transmitter 
Monitors,  Frequency 
Monitors,  Modulation 
Monitors,  Phase 
Monitors,  Radar 
Monitors,  Shift 
Monitors,  Video 
Motor  Controls  AC 

See  Controls — Electronic  AC  Motor 
Speed 
Motors 

Fractional  hp 
(Sear 

Phonograph  '  ,  . 
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Remote  Control 
Servo 

Speed  Regulation 
Synchronous 
Timing 
Mountings 

See  also  Bases 

Mountings,  Vibration  and  Shock 
Mounts,  Antenna 
Mounts,  Shock 

See  Mountings,  Vibration  &  Shock 
Mounts,  Thermistor 
Multiplex  Systems,  Frequency  Division 
Multipliers,  Crystal 
Multipliers,  Diode 
Multipliers,  Electronic 
Multipliers,  Frequency 
Multipliers,  Magnetic 
Multipliers,  Meter 
Multipliers,  Servo 
Multitesters 

See  Testers,  Multitesters 
Multivibrators 

See  Vibrators,  Multivibrators 
Music  Systems,  Industrial  and 
Commercial 

Nails,  Special 
Nameplates 

See  Plates,  Name — Metal  or  Plastic 
Needles,  Cutting 
Needles,  Diamond 
Needles,  Playback 
Networks,  Crossover 
Networks,  Directional  Antenna  Phasing 
Networks,  Matching 
Networks,  Pulse  Forming 
Null 

See  Detectors 
Nuts 

Nuts,  Self-Locking 
Nylon 

See  Insulation  Materials 

0  Rings 
See  Gaskets 

Washers,  Insulating 
Ohmmeters 

Optical  Equipment  and  Optical 
Specialties 

Oscillators,  Audio  Fork  Controlled 
Oscillators,  Audio  Frequency 
Oscillators,  Backward  Wave 
Oscillators,  Cavity 
Oscillators,  Crystal 
Oscillators,  Grid  Dip-High 
Frequency  &  vhf 
Oscillators,  Microwave  Power 
Oscillators,  Oven  Crystal  Control 
Oscillators,  Pulsed 
Oscillators,  Pushbutton 
Oscillators,  Radio  Frequency 
Oscillators,  Sweeping 
Oscillators,  Ultra-Low  Frequency 
Oscillators,  Ultrasonic 
Oscillators 

Variable  Meter 
Oscillographs 
See  Oscilloscopes 

Oscillographs,  Cathode  Ray  Camera 
Oscillographs,  Cathode  Ray  Recording 
Multichannel 

Oscillographs,  Direct  Writing 
Oscillographs,  Multi-Element 
Oscillographs,  Recording 
Oscillographs,  Transient  Study 
See  Oscilloscopes,  Cathode  Ray 
Oscilloscopes 

See  Oscillographs 
Oscilloscopes,  Cathode  Ray 
Oscilloscopes,  Cathode  Ray, 

Multiple  Channel 
Oscilloscopes,  Portable 
OKilloscopes,  Portable  Prelection 
Ovens,  Crystal 
Ovens,  Electric 
Ovens,  Infra-Red  Drying 

Packaging  Electronic  Equipment — 
Service  Only 
Packaging  Materials 
Paging  Systems 

Paints,  Conductive  (for  Printed 
Circuits) 

Paints,  Resistive  (for  Printed  Circuits) 
Panel  Lights 

See  Lights,  Dial,  Panel  &  Pilot 
Panels,  Instrument 
Panels,  Jack 

Panels,  Receiver  &  Transmitter 
Panels,  Relay  Rack 


Paper 

See  Insulation  Materials 
Papers,  Facsimile  Recording 
Papers,  Recording 

Perforated  Materials  for  Electronic 
Equipment 

Permeameters,  High  H 
Permeameters,  RF 
pH 

See  Indicators 

Phonographs,  Electric  Phonographs  & 
Record  Players 

Phonographs,  Transistor  Operated 
Photo  Etched  Components 
Photoflash  Equipment,  Electronic 
Photographic  Materials,  Films  &  Paper 
for  Recording  Instruments 
Photographic  Materials,  Spectrographlc 
Instruments 

Photographic  Materials,  X-Ray  Films 
Photometers 

Phototubes  and  Photocells 
See  Tubes 
Pickup  Arms 

Pickup  Units,  Mobile  Television 
Pickups,  Capacitance 
Pickups,  Ceramic 
Pickups,  Crystal 
See  Crystal  Cartridges 
Pickups,  Dynamic 
Pickups,  Industrial 
Pickups,  Magnetic 
Pickups,  Photoelectric 
Pickups,  Quart!  Crystal 
Pickups,  Transcription  and  Phonograph 
Pilot  Light  Assemblies 
Pilot  Lights 

See  Lights,  Dial,  Panel  &  Pilot 
Pilots,  Automatic 
Pins,  Tubular 
Piston  Capacitors 

See  (Uipacitors — Variable 

Trimmer,  Glass  or  Quartz 

Pitch 

See  Insulating  Compounds 
Planes,  Memory 
Plastic  Insulation  Parts 
See  Insulation  Parts 

Plastic  Insulation  Parts 
Plastic  Materials 
Allyls 

Cellulose  Acetate 
Cellulose  Acetate  Butyrate 
Cellulose  Nitrate 
Epoxy  Resins 
Ethyl  Cellulose 
Melamine  Formaldehyde 
Methyl  Methacrylate 
Nylon 

See  Insulation  Materials 
Phenol  Formaldehyde  (Phenolics) 
Polyethylene 
Polystyrene 

Polytrifluorochlorethylene 
Tetr.ifluoroethylene  (Teflon) 

Rods — Sheets — Tubing 
Tetrafluoroethylene  Resin  (Aqueous 
Dispersions,  Molding  Powders) 
Urea  Formaldehyde 
Vinyl 

Plastics,  Vacuum  Formed 
Plates,  Instruction 
Plates,  Metal  or  Plastic 
Plates,  Name —  Metal  or  Plastic 
Plates,  Phosphor 
Plates,  Plastic  Lighting 
Plates,  Silk  Screen,  Printed  Circuit 
Plating,  Metal  on  Plastic 
Plating,  Precious  Metal 
Plating,  Tin  Zinc 
Plotters,  Digital 
Plug-In  Housings 

See  Hoirsings,  Plug-In 
Plugs 

Plugs,  Telephone 
Plugs,  Terminal 
Pointers,  Dial 
Positioning 
See  Controls 
Indicators 
Posts,  Binding 
Potentiometers 

Potentiometers,  Absolute  Pressure 
Potentiometers,  Differential  Pressure 
Potentiometers,  Induction 
Potentiometers,  Linear  &  Non  Linear, 
Precision  Carbon  Film 
Potentiometers,  Linear  &  Non  Linear, 
Precision  Wire  Wound 
Potentiometers,  Metallic  Film 
Potentiometers,  Portable  Instrument 


Potentiometers,  Precision 
Potentiometers,  Precision 
Auto-T  ransformer 
Potentionaeters,  Printed  Circuit 
Potentiometers,  Rectilinear 
Potentiometers,  Trimmer 
Pots,  Soldering 
Pots  and  Tanks,  Heating 
Power  Dividers 

See  Microwave  Accessories 
Dividers,  Power 
Power  Lever 
See  Indicators 
Power  Supplies 
A-C 
D-C 

400  CPS 
High  Voltage 
Klystron 
Magnetic 
Microwave 
Regulated 
T  ransistor 
Variable 

Voltage  Regulated 
Preamplifiers.  Audio 
Preamplifiers  for  Communication 
Receivers 

Preamplifiers  for  Oscilloscopes 
Pre-Selectors 
Presses,  Metal  Forming 
Pressure 
See  Controls 
Pressurization  Units 
Printed,  Stamped  or  Etched  Circuits 
See  Circuits 
Printers,  High  Speed 
Printers,  Keyboard 
Printers,  Line 
Probes 

See  also  Lines,  Slotted 
Probes,  High  Frequency 
Probes,  High  Voltage 
Probes,  Microwave 
Probes,  Temperature 
Projection  Units,  Television 
Projection  Tubes 

See  Tubes,  Television  Projection 
Protective  Sealers 

See  Insulating  Compounds 
Protectors,  Surge 
Psychogalvanometers 
Public  Address  Systems 

See  also  Sound  Systems,  Complete 
Pumps,  Metering 
Pumps,  Vacuum 
See  Vacuum  Pumps 
Pushbuttons 

• 

Quartz 

See  also  Crystal 
Quartz.  Fused 

Racks,  Aging- -Vacuum  Tube 
Racks,  Mounting  &  Relay 
Radar 

Early  Warning  Search 
Gun  Fire  Control 
Marine 

Radios,  Citizen 

See  Receivers,  Citizen 
Radiosondes 
Radomes 
Rare  Earths 
Ratiometers 
Reactors,  Filter 
Reactors,  Saturable 
Receivers,  Aircraft 
Receivers,  a-m/f-m  Communication 
Receivers,  a-m  Fixed  Frequency 
Receivers,  Automatic  Radio  Alarm 
Receivers,  Automobile 
Receivers,  Automobile 

See  Receivers,  Entertainment 
Receivers,  Citizen 
Receivers,  Coin  Operated 
Receivers,  Coin  Operated 

See  Receivers,  Entertainment 
Receivers,  Communication  and 
Amateur 

Receivers,  Diversity  Reception 
Receivers,  Fixed  Frequency 
Receivers,  f-m 
Receivers,  f-m  Multiplex 
Receivers,  Home 

See  Receivers,  Entertainment 
Receivers,  Loran 
Receivers,  Marine 
Receivers,  Microwave 
Receivers,  Panoramic 
Receivers,  Portable  &  Mobile 


Receivers,  Radio  Direction  Finder 
Receivers,  Railroad 
Receivers,  Single  Side  Band 
Receivers,  Transistor  Operated 
Receivers,  uhf 
Receivers,  vhf 
Receivers,  WWV 

Receiving  Equipment,  vhf  Omni-Range 
Recorders,  Blood  Pressure — Electronic 
Recorders,  Density 

See  Recorders,  Specific  Gravity 
Recorders,  Depth 
Recorders,  Disc 
Recorders,  Drum,  Magnetic 
Recorders,  Electronic  Rotary  Stylus 
Recorders,  Electronic  Self-Glancing 
Recorders  &  Indicators 
Recorders,  Facsimile 
Recorders,  Film 
Recorders,  Film  Thickness 
Recorders,  Fluid  Conductivity — 
Electronic 

Recorders,  Fluid  Flow — Electronic 
Recorders,  Frequency 
Recorders,  Humidity  Electronic 
Recorders,  Intermittent 
Recorders,  Liquid  level — Electronic 
Recorders,  Magnetic  Tape 
Recorders,  Materials  Thickness — 
Electronic 

Recorders,  Mechanical 
Recorders,  Micro-Micro-Amp. 

Recorders,  Millivolt 
Recorders,  Moisture — Electronic 
Recorders,  Oscillographic 
See  Oscillographs 
Recorders,  Oxygen 
Recorders,  pH 
Recorders,  Potentiometer 
Recorders,  Power  Level 
Recorders,  Pressure — Elertronic 
Recorders,  Smoke  &  Combustion — 
Electronic 

Recorders,  Sound  Level 
Recorders,  Sound  and  Phonograph 
Recorders,  Specific  Gravity — Elwtronic 
Recorders,  Strain 
Recorders,  Tape  Loop 
Recorders,  Video  Tape 
Recorders,  Telemetering 
Recorders,  Telephone  Recording 
Equipment 

Recorders,  Temperature — Electronic 

Recorders,  Timing 

Recorders,  Torque— Electronic 

Recorders,  Transient 

Recorders,  Vacuum 

Recorders,  Weight — Electronic 

Recorders,  Wire 

Recorders,  X-Y 

Recording  Heads 

See  Heads,  Recording 
Recording  Tape 
See  Tapes  &  Films 
Recording  Wire 

See  Wire,  Recording 
Records,  Test 
Rectifiers 

Germanium  Diode 

Germanium  Area  Type 

Copper  Oxide 

Copper  Sulphide 

Selenium 

Silicon 

Tube 

Rectifiers,  Dry  Disc 

See  Rectifiers,  Copper  Oxide 
Rectifiers,  Copper  Sulphide 
Rectifiers,  Metallic,  Power  Supplies 
Rectifiers,  Metallic  Stack 
Rectifiers,  Tube 

See  Tubes,  Rectifying 
Rectifiers,  Tube  Rectifying  Units 
Reels,  Tape  Recording  &  Telemetering 
Reflectors,  Passive 
Registers,  Shift 
Regulators,  Current 
Regulators,  Frequency 
Regulators,  Voltage 
Relay  Coils 
See  Coils,  Relay 
Relays 
Coaxial 
Cross-Bar 
d'Arsonval 
Differential 

Electronic,  Resistance  Activated 
Frequency  Selective 
High  Voltage 
Impulse 
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Keying  and  Break-In 

Latching 

Mercury 

Overload 

Overvoltage  &  Undervoltage 

Passive  Microwave 

Photoelectric 

Polarized 

Power 

Rotary 

Sensitive 

Sequence 

Stepping 

Sub-Miniature 

Telephone 

Temperature  Compensated 
Time  Delay 
Vacuum  Contact 
Vibrating  Reed  Type 
Relays,  Capacitance  Operated 

See  Controls,  Capacitance  Operated 
Remote  Control  Systems 
See  Systems,  Remote  Control 
Resins 

See  Plastic  Materials 
Resins,  Potting  &  Encapsulating 
Resistors 

Fixed  Composition 
Low  wattage 
Temperature  sensitive 
High  frequency 
High  megohm 
High  voltage 
High  wattage 
Voltage  sensitive 
Resistor-suppressor 
Variable  Composition 
Controls 

Controls,  High  Resistance 
Controls,  High  Voltage 
Wire  Wound 

2  Watts  and  under 
4  to  35  Watts 
4  to  225  Watts 
4  to  500  Watts 
500  to  1500  Watts 
Precision  low  voltage 
Precision  high  voltage 
Rf  non-inductive 
Variable  Wire  Wound 

4  Watts  and  under 

5  to  25  Watts 

25  Watts  and  over 
500  Watts  and  over 
Slide  wire 
Adjustable 

Rheostat — potentionwter  types 
Resistors,  Carbon  Film 
Resistors,  Deposited  Carbon 
Resistors,  Encapsulated 
Resistors,  Fuse 
Resistors,  Miniature  Variable 
Resistors,  Precision,  Film  Type 
Resistors,  Printed  Strip 
Resistors,  Silicone 
Resistors,  Sub-Miniature 
Resistors,  Tape 
Resistors,  Wire  Woven 
Resolvers 

Resolvers,  Coordinate  Transform 
Resolvers,  Product 
Resolvers,  Sine-Cosine 
Rheostats 

Rheostats,  Electronic 
Rheostats,  Slide  Wire 
Rings,  Carbon  Packing 
Rings,  Collector 
Rings,  Oil  Sealing 
Rings,  Retaining 
Rivets 

Rochelle  Salts 
See  Crystals 
Rods,  Tungsten 
Rooms,  Screen 
Rotators 

See  Antenna  Rotators 
Rotor  Castings 
Routers 
See  Cutters 
Rubber,  Conductive 
Rubber,  Hard 
Rubber,  Natural 
Rubber,  Synthetic 


Saws 

See  Cutters 
Scalers 

See  Counters 
Scales,  Oscilloscope 
Scanners,  Flying  Spot 


Scanners,  Reflected  &  Transmitted 
Light 

Scramblers,  Speech 
Screen  Plates 

See  Plates,  Silk  Screen  for  Printed 
Circuits 

Screens,  Television  Projection 
Screws,  Self  Locking 
Screws,  Self-Tapping 
Screws,  Set 

Sealing  Service,  Hermetic 
Seals,  Carbon 
Seals,  Ceramic  to  Metal 
Seals,  Hermetic 
Seals,  Metal-to-Glass 
Seals,  Oil 
Seals,  Switch 

Selective  Calling  Apparatus 
Shafts,  Flexible 
Shapers,  Television  Signal 
Sheets,  Molybdenum 
Shells 
See  Cans 

Shielding,  Electrostatic 
Shielding,  Radio  Ignition 
Shielding,  Sheet  or  Screen 
Shielding,  Wire 
Shields,  Cathode  Ray  Tube 
Shields,  Coil 
Shields,  Ferrite 
Shields,  Lead 
Shields,  Transformer 
Shields,  Tube 
Shifters,  Color  Phase 
Shifters,  Phase 
Shifters,  Phase — Microwave 
Shipping  Containers 

See  Packaging  Materials 
Shock  Mounts 

See  Mountings,  Vibration  and  Shock 
Shunts,  Meter 
Silicon 

See  Metals 
Silicone  Compounds 

See  Insulating  Compounds 
Silicone  Crystals 
See  Crystals 
Silicone  Greases 
Silicone  Oils 
Silicone  Rubber 

Silicone  Rubber  Insulation  Parts 
See  Insulation  Parts 
Silk  Screen  Processing 
Simulators,  Flight 
Simulators,  Radar 
Sleeving,  Electrical  Insulating 
See  Insulation  Parts 
Sleeving,  Varnished  or  Lacquered 
See  Tubing,  Varnished  or  Lacquered 
Slides,  Chassis 
Slip  Ring  Assemblies 
Smoke 

See  Detectors 
Sockets 
Crystal 
Diode 
Lamp 
Miniature 
Pencil  Tube 
Pilot  Light 
Printed  Circuit 
Relay 

Sub-Miniature 
T  ransistor 
Tube 
Turret 
UHF  Tube 
Wiring  Plug 
Solder 

Solder,  Aluminum 
Solder,  Platinum 
Solder,  Silver 
Solder  Rings  and  Preforms 
^Idering  Irons 

See  Irons,  Soldering 

Tools,  Thermal  Soldering 
Tools,  Ultrasonic  Soldering 
Solenoid  Coils 

See  Coils,  Solenoid 
Solenoid  Valves 

See  Valves,  Solenoid 
Solenoids 
Solenoids,  Rotary 
Solenoids,  Sub-Miniature 
Solutions,  Etching 

See  Chemicals,  Etching 
Solvents,  Epoxy  Resin 
Solvents,  Oil  &  Grease 
Solvents,  Rosin  Flux 
Sonar 

Sound  Systems,  Complete 
Spacers,  Bar 


Speaker  Driver  Units 
Speakers,  Crystal 
Speakers,  Dual  Cone 
Speakers,  Electrodynamic 
Speakers,  Electrostatic 
Speakers,  Flame  &  Explosion-Proof 
Speakers,  Marine  Speaker  Systems 
Speakers,  PM  Dynamic 
Spectrometers,  Mass 
Spectrometers  and  Spectrographs 
Spectrophotometers 
Spectroscopic  Source  Units 
Speech  Input  Consoles 
See  Amplifiers,  Audio  Input  Systems 
Speed  Controls  AC  Motors 

See  Controls,  Electronic  AC  Motor 
Speed 

Splicers,  for  Magnetic  Recording  Tape 
Springs 

Springs,  Antenna  Tension 
Springs,  Instrument  Hairsprings 
Springs,  Precision 
Stabilizers 

See  Regulators,  Voltage 
Stamped  Circuits 
See  Circuits 
Stamps,  Marking 
Standard  Wave 
See  Detectors 
Standards,  Capacitance 
Standards,  Frequency 
Standards,  Frequency,  Microwave 
Standards,  Inductance 
Standards,  Laboratory  Time 
Standards,  Resistance 
Standards  Equipment,  Calibration 
Stands,  Microphone 
Stands,  Speaker 
Steatite 

See  Insulation  Materials — Ceramic 
Stethoscopes,  Amplifying 
Stills  &  Demineralizers 

See  Demineralizers  &  Stills,  Water 
Stimulators 

Stools  &  Benches  for  Work  Assembly 
Straighteners,  Pin-Tube 
Strain  Indicators 
See  Indicators 
Strain  Reliefs 

Strip  Transmission  Lines,  Microwave 
Strippers — Wire 

See  Wire  Strippers — Chemical 
Wire  Strippers — Hand 
Wire  Strippers — Mechanical 
Strips,  Grounding 
Strips,  Mounting 
Stroboscope-Synchronizer 
Stroboscopes 

Stroboscopic  Source,  Light 
See  Lights,  Stroboscopic  Source 
Subminiaturization  Services 
Supersonic  Equipment 
Suppressors,  Auto  Radio  Ignition 
Suppressors,  Noise 
Surface  Analyzers  &  Comparators 
See  Analyzers 

Suspensions,  for  Speaker  Cones 
Switchboards — Television  Master 
Switches,  Air  Pressure 
Switches,  Automatic 
Switches,  Automatic  Transfer 
Switches,  Coaxial  Cable 
Switches,  Control 
Switches,  Crossbar 
Switches,  Decade 
Switches,  Duplex 
Switches,  Electronic 
Switches,  Float  Type 
Switches,  Foot 

Switches,  Hermetically  Sealed 

Switches,  Key 

Switches,  Knife 

Switches,  Limit 

Switches,  Microwave 

Switches,  Miniature 

Switches,  Pressure 

Switches,  Printed  Circuit 

Switches,  Pushbutton 

Switches,  Remote  Control 

Switches,  Rotary  and  Band  Change 

Switches,  Safety 

Switches,  Slide 

Switches,  Snap  Action 

Switches,  Step  Type 

Switches,  Subminiature 

Switches,  Tap 

Switches,  Telemetering 

Switches,  Thermal 

Switches,  Time 

Switches,  Toggle 

Switches,  T/R 

See  Tubes,  TR,  Pre  TR  &  Anti  TR 


Switches,  Transformer  i  . 

Switches,  Vacuum 
Synchronizer  Stroboscope 

See  Stroboscope— Synchronizer 
Synchros 
Syncroscopes 
Systems,  Remote  Control 
• 

Tachometers 
Tachometers,  Electronic 
Tape  Mechanisms 
Tapes,  Computer  Storage 
Tapes,  Electrical  Insulation 
Tapes,  Lacing 

See  Cords,  Lacing 
Tapes,  Pressure  Sensitive 
Tapes  &  Films,  Magnetic  Recording 
Tapes  &  Films,  Test 
Tapes,  Test 

Technical  Books,  Publishers 
Technical  Writing,  Electronic 
Tees,  Microwave 

See  Microwave  Accessories 

Hybrid  Junctions,  Microwave 

Teflon 

See  Plastic  Materials, 

T  etrafluoroethylene 
Telemetering  Systems,  Electronic 
Telephones 

See  Intercommunicatio.n  Systems 
Telephones,  Handsets 
Telephones,  Handsets,  Sound  Powered 
Telephones,  Sound  Powereo 

See  Intercommunication  Systems, 
Sound  Powered 
Television  Masks 

See  Masks,  Television 
Television  Projection  Screens 

See  Screens,  Television  Projection 
Television  Systems,  Closed  Circuit 
Television  Systems,  Industrial 
Temperature 
See  Indicators 
Tensions,  Coil  Winding 
Terminal  Blocks 
Terminal  Boards 
Terminal  Strips 
Terminals 

Terminals,  Feed  Through 

See  Insulators,  Feed  Through 
Terminals,  Hermetically  Sealed 
Terminals,  Miniature 
Terminals,  Printed  Circuit 
Terminals,  Solderless 
Terminals,  Subminiature 
Terminations 

See  Dummy  Loads 
Terminations,  Microwave 
Terminations  for  VHF,  Video  &  Pulse 
Work 

Test  Chambers 

See  Chambers,  Test 
Test  Equipment,  Environmental 
Test  Leads 

See  Leads,  Test 
Testers 

See  also  Indicators 
Meters 

Testers,  Amplitude  Linearity 
Testers,  Automatic  Tube 
Testers,  Battery 
Testers,  Capacitor 
Testers,  Cathode  Ray  Tube 
Testers,  Circuit 
Testers,  Coating  Thickness 
Testers,  Color  Infra  Red 
Testers,  Continuity 
Testers,  Crystal  Diode 
Testers,  Distortion 
Testers,  Induction 
Testers,  Insulation 
Testers,  Insulation  Breakdown 
Testers,  Meter 

Testers,  Microwave  Testing  Equipment 
Testers,  Moisture  Detection — Electronic 
Testers,  Multitesters 
Testers,  Phanotron 

See  Analyzers,  Thyratron  or 
Phanotron 
Testers,  Radar 
Testers,  Relay 
Testers,  Servo 
Testers,  Synchro  Error 
Testers,  Thyratron 

See  Analyzers,  Thyratron  or 
Phanotron 
Testers,  Torque 

Testers,  Transconductance  Tube 
Testers,  Transistor 
Testers,  Vacuum  Tube 
Testers,  Voltage 
Thermistors 
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Thermocouples 
Thermocouples,  Pyrometric 
Thermocouples.  Vacuum 
Thermometers,  Resistance 
Thermopiles 
Thermostats,  Bimetal 
Thermostats,  Electronic 
Thyratrons 
See  Tubes 

Timers,  Automatic  Cycle 
Timers,  Automatic  Interval 
Timers,  Automatic  Reset 
Timers,  Clock  Radio 
Timers,  Cycle 
Timers,  Electronic 
Timers,  Hour  Counting 
Timers,  Impulse 
Timers,  Inertia 
Timers,  Motor  Operated 
Timers,  Multicontact 
Timers,  Percentage 
Timers,  Photoelectric 
Timers,  Sequence 
Timers,  Thermal 
Timers,  Welding — Electronic 
Timing 

See  Controls,  Timing 
Tinning,  Hot  Dipped 
Titration  Apparatus — Electronic 
Tools,  Hand  or  Mechanical 
Tools,  Pneumatic  Assembly 
Tools,  Resistance  Soldering 
Tools,  Thermal  Soldering 
Tools,  Ultrasonic  Soldering 
Tools,  Wire  Wrapping 
Toroidal  Winders 

See  Machines,  Coil  Winding 
Machines,  Coil  Winding, 

Toroidal 

Toroids 
Tourmaline 
See  Crystals 

Tower  Service,  Installers,  Erectors, 
Maintainers 

Tracers,  Electron  Tube  Curve 
Tracers,  Signal 
1  racers,  T ransistor  Curve 
Transceivers,  Aviation 
Transceivers,  Lifeboat 
Transceivers,  Portable 
Transceivers,  uhf 
TranKelvers,  vhf 
Transducers 

Transducers,  Temperature 
Transformer  Windings 
T  ransformers 
Audio 

Input,  Output  or  Interstage 
Modulator 

Very  Low  Frequency  Power 
Current  Limiting 
400  Cycle 
Isolation 

Plate,  Filament  or  Bias — Under 
500  Watts 

Plate,  Filament  or  Bias — Over  500 
Watts 
Saturable 
Variable 
Vibrator 

Voltage  Regulating 

Welding 

X-Ray 

Transformers,  Fly  Back 
Tratwformers,  Foil  Wound 
Transformers,  High  Voltage  Power  Sup¬ 
ply 

Transformers,  Instrument 
Transformers,  Matrix 
Transformers,  Microwave 
Transformers,  Miniature 
Transformers,  Precision  Matched 
T ransformers.  Precision  Voltage  Dividing 
Transformers,  Printed  Circuit 
Transformers,  Pulse 
Transformers,  r-f  and  l-f 
Transformers,  Subsonic 

See  Transformers,  Audio  13) 
Transformers,  Toroidal 
See  Toroids 

Transformers,  TV  Deflection 
Transformers,  TV  Impedance  Matching 
Transformers,  Ultrasonic 
Transistor  Curve  Tracers 

See  Tracers,  Transistor  Curve 
Transistor  Testers 
See  Tester,  Transistor 
T  ransistors 
Germanium 
Germanium,  Power 


Photo 

Silicon 

Silicon,  Power 
Tetrode 

Transmission  Lines 
See  Cable,  Coaxial 

Microwave  Accessories, 

Waveguides 
Transmitters,  Aircraft 
Transmitters,  Amateur 
Transmitters,  Broadcast 
Transmitters,  Color  Television 
Transmitters,  Direction  Finding 
Transmitters,  f-m 
Transmitters,  Facsimile 
Transmitters,  Fixed  Frequency 
Transmitters,  Fixed  Station  Communi¬ 
cation 

Transmitters,  Loran 
Transmitters,  Marine 
Transmitters,  Microwave 
Transmitters,  Multiplex 
Transmitters,  Portable  and  Mobile 
Radio-telephone 

Transmitters,  Pulse  Time  Modulation 
Transmitters,  Radar 
Transmitters,  Radio  Range 
Transmitters,  Railroad 
Transmitters,  Single  Side  Band 
Transmitters,  Television 
Transmitters,  uhf 
Transmitters,  vhf 
Transmitters,  vhf  Omnirange 
Transmitters,  vlf 
Transponders 

Transports,  Magnetic  Tape 
Traps,  Wave 

Treating,  Fungus  &  Moisture  Proof 
Trimmers,  Capacitor 
See  Capacitors 

Tube  Cooling  Units,  Electronic 
Tube  Parts 

Anodes,  Carbon 
Anodes,  Gold 
Anodes,  Graphite 
Anodes,  Metal 
Anodes,  Silver 
Base  Pins 
Bases 

Bulbs  and  Envelopes 
Button  Stems 
Caps 

Cathode  Ray  Tube  Powders 
Cathode  Ray  Tube  Side  Contacts 
Cathode  Sleeves,  Discs  &  Tubes 
Conductive  Paints 

See  Paints,  Conductive 
Filansent  Wire 
Getters 

Grids  and  Supports 
Grid  Wire 
Heat  Radiators 
Metal  Supports 
Mica  Supports 
Tube  Seal  Leads 
Water  Jackets 
Wire  Parts 

Tubes,  Backward  Wave 
Tubes,  Ballast 
Tubes,  Battery  Charger 
Tubes,  Beam  Deflection 
See  Tubes,  Counter  Beam 
Tubes,  Bolometer 

Tubes,  Cathode  Ray — Instrument  Use 
Tubes,  Cathode  Ray — Multiple  Gun 
Tubes,  Cathode  Ray — Studio  or  Theatre 
Tubes,  Cathode  Ray — TV  Picture 
Tubes,  Ceramic 
Tubes,  Counter  Beam 
Tubes,  Electrometer 
Tubes,  Geiger  Mueller 
Tubes,  Glow  or  Discharge 
Tubes,  Hearing  Aid 
Tubes,  Ignitron 
Tubes,  Ionization 
Tubes,  Klystron 
Tubes,  Magnetron 
Tubes,  Microwave 
Tubes,  Microwave  Receiving 
Tubes,  Miniature 
Tubes,  Noise  Source 
Tubes,  Numerical  &  Position  Indicating 
Tubes,  Phototubes 
Tubes,  Phototubes — Multiplier 
Tubes,  Photovoltaic 
See  Cells,  Photovoltaic 
Tubes,  Pirani 
Tubes,  Power  Amplifier 
Tubes,  Radial  Beam 

See  Tubes,  Counter  Beam 
Tubes,  Receiving 


Tubes,  Rectifying — Gas  Filled  Type 
Tubes,  Rectifying — Vacuum  Type 
Tubes,  Storage 
Tubes,  Strobe 

See  Lights,  Stroboscopic  Source 
Tubes,  Television 

See  Tubes,  Cathode  Ray,  Television 
Picture 

Tubes,  Television  Camera  Pickup 
Tubes,  Television  Projection  (For  Home 
Entertainment) 

Tubes,  Thyraton 

Tubes,  TR,  Pre  TR  &  Anti  TR 

Tubes,  Transducer 

Tubes,  Travelling  Wave  (Amplifying 
Type) 

Tubes,  Voltage  Reference  or  Regulating 
Tubes,  X-Ray 
Tubing,  Aluminum 
Tubing,  Brass  or  Copper 
Tubing,  Ceramic 
Tubing,  Fabric 
Tubing,  Fibre 
Tubing,  Flexible  Metal 
Tubing,  Fused  Quartz 
Tubing,  Glass  Fibre  Insulation 
Tubing,  Glass,  Precision 
Tubing,  Metal  and  Alloy 
Tubing,  Mica 
Tubing,  Moiybdenum 
Tubing,  NIckei 
Tubing,  Paper 
Tubing.  Plastic 
Tubing,  Precious  Metal 
Tubing,  Steel 
Tubing,  Synthetic  Resin 
See  Tubing,  Plastic 
Tubirtg,  Tantaium 
Tubing,  Titanium 
Tubing,  Tungsten 
Tubing,  Varnished  or  Lacquered 
Tubir)g,  Varnished  Cambric  Insulation 
Tubing,  Waveguide 
Tubing,  Woven  or  Knitted  Wire 
Tuners,  AM 
Tuners,  FM 
Tuners,  f-m/a-m 
Tuners,  Klystron 
Tuners,  Microwave 
Tuners,  Permeability 
Tuners,  Television 
Tuners,  Television  r-f 
Tuners,  uhf 

Tuning  Devices,  Receiver  Mechanical 
Tuning  Devices,  Transmitter  Mechanical 
Turntables,  Recording  and  Transcription 
Tweeters 
See  Speakers 
Twists 

See  Microwave  Accessories 
Bends,  Microwave 


Ultrasonic  Equipment 
See  also; 

Ampllflers — Ultrasonic 
Analyzers — U  Itrasonic 
Cleaners — Ultrasonic 
Controls — U  Itrasonic 
Gages — Ultrasonic  Thickness 
Generators — U  Itrasonic 
Instruments — U  Itrasonic 
Tools — Ultrasonic  Soldering 
Vibrators — Ultrasonic 


Vacuum  Aluminizers 
Vacuum  Forming 

See  Plastics,  Vacuum  Formed 
Vacuum  Gages 

See  Gages,  Vacuum  or  Pirani 
Vacuum  Indicating,  Recording  and  Con¬ 
trol  Equipment 
Vacuum  Pumps 
Vacuum  Tube  Voltmeters 
See  Voltmeters,  Electronic 
Vacuum  Units 
Valves,  Servo 
Valves,  Solenoid 
Varistors 

Varnish,  Cambric  Coatings 
Varnish,  Insulating 

See  Insulating  Compounds 
Vibration  Analysis  Equipment 
Vibration  Analysis  Equipment  Electronic 
Balancing 


Vibration  Analysis  Equipment  High 
Temperature  Fatigue 
Vibration  Analysis  Equipment  Vibration 
Fatigue 

Vibration  Exciting  Equipment 
Vibrators 

Vibrators,  Multivibrators 
Vibrators,  Ultrasonic 
Viscosimeters  with  Electronic  Recorder' 
Voltage  Regulating 
See  Controls 

Regulators,  Voltage 
Voltage  Supplies,  Decade 
Voltmeters 
Voltmeters,  Digital 
Voltmeters,  Electronic 
Voltmeters,  Electrostatic 
Voltmeters,  SMdeback 
Vo  It-Ohm-  M  i  I  iiammeters 


Washers,  Insulating 
Washers,  Lock 
Wattmeters 

Waveguide  DissapatWe  Strips 
Waveguide  Test  Equipment 
Waveguides,  Combination  Rigid  &  Flex¬ 
ible 

Waveguides,  Flexible 
Waveguides,  Rigid 
Wavemeters,  Microwave 
Waxes 

See  Insulating  Compounds 
Wedges,  Wood  Slot 
Welders,  Spot 
Welding 

See  Controls 
Windows,  Pressurizing 
Wire  Cat-Whiskers  for  Transistors 
Wire,  Aluminum 
Wire,  Annunciator 
Wire,  Antenna 
Wire,  Asbestos  Insulated 
Wire,  Beryllium  Copper 
Wire,  Ceramic  Insulated 
Wire,  Copper,  Bare 
Wire,  Copper-clad 
Wire,  Copper,  Insulated 
Wire,  Cut  &  Stripped 
Wire,  Enameled 
Wire.  Fine  Wire  Specialties 
Wire,  Fuse 
Wire,  Glass  Insulated 
Wire,  Gold  or  Gold  Plated 
Wire,  Guy 
Wire,  High  Voltage 
Wire,  Hookup 
Wire,  Litz 
Wire,  Magnet 
Wire,  Metal  Shielded 
Wire,  Molybdenum 
Wire,  Monel 

Wire,  Nickel  Clad  Copper 
Wire,  Phosphor  Bronze 
Wire,  Plastic  Insulated 
Wire,  Platinum 
Wire,  Precious  Metal  Plated 
See  Wire,  Silver  Plated 
Wire,  Recording 
Wire,  Resistance  and  Filamertt 
Wire,  Silver  or  Silver  Plated 
Wire,  Stainless  Steel 
Wire,  Tantalum 
Wire,  Teflon,  Insulated 
Wire,  Titanium 
Wire,  Tungsten 
Wire,  Zirconium 
Wire  Marking,  Service 
Wire  Strippers,  Chemical 
Wire  Strippers,  Hand 
Wire  Strippers,  Mechanical 
Wobbulators 

See  Generators,  Signal 
Woofers 

See  Speakers 
Wrappings,  Cable 

See  Cable,  Wrapping  or  Lacing 


X-Ray  Equipment,  Industrial 
X-Ray  Equipment,  Medical 


Yokes,  Deflection 
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Alphabetical  Listings  Of  All 
COMPONENTS-COMPLETE  UNITS-ALLIED  PRODUCTS 
Used  in  Electronic  Equipment  for  All  Purposes 


Th*  compists  alectronic  and  allied  product  lines  of 
more  than  three  thousand  manufacturers  are  arranged 
and  indexed  in  a  simple,  easy-to-use,  telephone  book 
style  in  the  following  listings. 

Products  are  listed  alphabetically  by  generic  names  fol-. 
lowed  by  'descriptive  or  type,  names  where  necessary,  as 
ADAPTERS-Battery. 

For  example:  To  find  the  manufacturers  of  ionization 
tubes  you  would  turn  to  the  generic  product  heading 
TUBES  and  listed  alphabetically  under  that  you  would 
find  TUBES— Ionization. 

The  only  exceptions  are  INSULATING  COMPOUNDS: 
INSULATION  MATERIALS;  INSULATION  PARTS;  METALS; 
PLASTIC  MATERIALS;  and  TUBE  PARTS,  products  failing  in 
these  classifications  are  arranged  alphabetically  under 
those  six  headings.  A  breakdown  of  electrical  measuring 


instruHMnts  is  listed  under  the  generic  product  heading 
INSTRUMENTS,  ELECTRICAL  MEASURING  and  cross-indexed. 
The  same  holds  true  for  MICROWAVE  ACCESSORIES. 

Cross  references  are  provided  wherever  necessary  to 
cover  names,  other  than  the  standard  ones,  that  are  some¬ 
times  used. 

Manufacturers  under  each  product  heading  are  also 
arranged  alphabetically.  Those  companies  who  are  ad¬ 
vertisers  in  this  issue  are  bold-faced  and  the  page  num. 
bers  of  their  advertisements  given  to  permit  quick  and 
easy  reference  for  the  necessary  technical  data. 

'  In  compiling  the  listings  for  this  year's  ELECTRONICS 
BUYERS'  GUIDE  extreme  care  has  been  token  to  ascertain 
those  products  which  are  in  production,  or  available 
within  a  reosonable  time  and,  unrestricted  for  general 
industrial  use. 


THE  ONLY  LISTING  OF 

MANUFACTURERS  OF  ELECTRONIC  AND  ALLIED  PRODUCTS 


ASSOttnS-MkrMvev* 

AIRTRON,  INC.,  1101  W.  Eliiabeth  Ave.,  Linden,  H.  J. 
ADV.  PG.  516. 

BIRD  ELECTRONIC  CORP.,  1800  E.  38th  St.,  Cleve¬ 
land  14,  Ohio.  ADV.  PG.  47. 

Budd-Stanley  Co.,  Inc.,  43-01  22nd  St.,  Long  Island 
City  1,  N.  Y. 

Chemalloy  Electronics  Corp.,  Gillespie  Field,  Santee,  Calif. 
CUSTOM  COMPONENTS,  INC.,  Caldwell,  N.  J.  ADV. 
PG.  586. 

OeMORNAY-BONAROI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98,  99. 

Electro  Impulse  Labs.,  208  River  St.,  Red  Bank,  N.  J. 
Emerson  &  Cuming,  Inc.,  869  Washington  St.,  Canton, 
Mass. 

FILMOHM  CORP.,  48  W.  25th  St.,  New  York  10,  N.  Y 

ADV.  PG.  586. 

GOODRICH  SPONGE  PRODUCTS,  B.  F.,  A  Oiv.  of  The 
B.  F.  Goodrich  Co.,  Shelton,  Conn.  ADV.  PG.  175. 
Gulton  Industries,  Inc.,  Metiichen,  N.  J. 

Hansen  Electronics,  7117  Santa  Monica  Blvd.,  Los 
Angeles  46,  Calif. 

McMILLAN  INDUSTRIAL  CORP.,  Brownville  Avenue 
Plant,  Ipswich,  Mass.  ADV.  PG.  559. 

Meridian  Metalcraft,  Inc.,  8739  S.  Millergrove  Drive 
Whittier,  Calif. 

Inc.,  45-68  162nd  St.,  Flushing  58,  N.  V. 
NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  ADV.  PG,  268. 

Neosid  (Canada)  Ltd.,  10  Vansco  Rd.,  Etobicoke, 
Toronto  14,  Ont. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
Albuquerque,  N.  M. 

RADAR  DESIGN  CORP.,  3309  James  St.,  Syracuse  6, 
N,  Y.  ADV.  PG.  547. 


Sage  Laboratories,  Inc.,  159  Linden  St.,  Wellesley  81, 
Mass. 

Technicraft  Laboratories,  Inc.,  Thomaston-Waterbury  Rd., 
Thomaston,  Conn. 

^°n’*V  Liberty  Ave.,  Jamaica  35, 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
ADV.  PG.  228. 

White  Electron  Devices,  Inc.,  Roger,  10  Fourth  Ave., 
Haskell,  N.  J. 


ACCELERATORS-Porticle 

APPLIED  RADIATION  CORP.,  2404  N.  Main  St.,  Walnut 
Creek,  Calif.  ADV.  PG.  504. 


Cosmic  Instruments,  Inc.,  50  Broadway,  New  York  4, 
N.  Y. 

Geisier  Laboratories,  a  Sub.  of  Wave/Particle  Corp., 
P.  0.  Box  252,  Menlo  Park,  (Ulif. 

High  Voltage  Engineering  Corp.,  Burlington,  Mass. 

International  Equipment  Co.,  1284  Soldiers  Field  Rd., 
Boston  35,  Mass. 

Maxson  Instruments,  47-37  Austell  Place,  Long  Island 
City  1,  N.  Y. 

Mullard  Equipment  Ltd.,  Mullard  House  Torrington 
Place,  London,  W.  C.  1,  England. 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N  Y.  ADV  PG.  433. 

SCIENTIFIC  ENGINEERING  LABORATORY,  1519  Sixth 
St.,  Berkeley  10,  Calif.  AFV.  PG.  296. 

Societe  Anonyme  de  Machines  Electrostatiques,  B.  P.  150, 
Grenoble  France. 

VARIAN  ASSOCIATES,  611  Nansen  Way,  Palo  Alto, 
Calif.  ADV.  PG.  160,  161,  332. 

Wave/Particle  Corp.,  Box  252,  Menlo  Park,  Calif. 


ACCELEROMETERS 

AC  ELECTRONICS  DIV.  OF  GENERAL  MOTORS  CORP., 
1925  E.  Kenilworth,  Milwaukee  1,  Wis.  ADV.  PG.  387 

American  Electronics,  Inc ,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif. 

B  4  F  Instrun.ents  Inc.,  4732  N.  Broad  St.,  Philadelphia 
41,  Pa. 

BJ  ELECTRONICS,  BORG-WARNER  CORP.,  3300  Newport 
Blvd.,  Santa  Ana,  Calif.  ADV.  PG.  475. 

Bell  Aircraft  Corp.,  P.  0.  Box  1,  Buffalo  5,  N.  V. 

Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J. 

Bourns  Laboratories,  Inc.,  P.  0.  Box  2112,  Riverside, 
Calif. 

Bruel  4  Kjaer,  Naerum,  Den.nark. 

BRUSH  INSTRUMENTS  DIV.  OF  CLEVITE  CORP.,  3405 
Perkins  Ave.,  Cleveland  14,  Ohio.  ADV.  PG.  20,  21. 

Cedar  Engineering  Div.  of  Control  Data  Corp.,  5806  W. 
36th  St.,  Minneapolis  16,  Minn. 

Chicago  Aerial  Industries,  1980  N.  Hawthorne,  Melrose 
Park,  111. 

CLARK  ELECTRONIC  LABS.,  Box  165,  Palm  Springs, 
Calif.  ADV.  PG.  527 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N.  Y.  ADV.  PG.  573. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 


Counting  Instruments  Ltd.,  5,  Elstrec  Way,  Boreham 
Wood,  Hertfordshire,  Fngirnd. 

DETROIT  CONTROLS  OIV.  OF  AMERICAN-STANDARD, 
too  Morse  St.,  Norwood,  Mass.  ADV.  PG.  579. 

Donner  Scientific  Co.,  888  Galindo  St.,  Concord,  Calif 

ECLIPSE-PIONEER  OIV.,  BENDIX  AVIATION  CORP., 
Teterboro,  N.  J.  ADV.  PG.  81-88. 

Edcliff  Instruments,  1711  S.  Mountain  Ave.,  Monrovia, 
Calif. 

FAIRCHILD  CONTROLS  CORP.,  COMPONENTS  DIV., 
225  Park  Ave.,  Hicksville,  N.  Y.  ADV.  PG.  142. 

Ford  Instrument  Co.,  Div.  of  Sperry  Rand  Corp.,  31-10 
Thomson  Ave.,  Long  Island  City  1,  N.  Y. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

Genisco,  Inc.,  2233  Federal  Ave.,  Los  Angeles  64,  Calif. 

GlanninI  4  Co.,  Inc.,  G.  M.,  918  E.  Green  St.,  Pasa¬ 
dena  1,  CallF 

Glennite  Instrumentation  Oiv.  of  Gulton  Industries,  Inc., 
Metuchen,  N.  J. 

Globe  Industries,  lie.,  P.  D.  Box  101,  North  Dayton 
Station,  Dayton  4,  Ohio. 

Gray  Mfg  Co.,  16  Arbor  St ,  Hartford,  Conn. 

Gray  Research  4  Development  Co.,  Inc.,  685  Hilliard 
St.,  Manchester,  Conn. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo 

Harris  Transducer  Corp.,  The,  Woodbury,  Conn. 

HUMPKREY,  INC.,  2805  Canon  St.,  San  Diego  6,  Calif. 
ADV.  PG.  153. 

Impact-0-6raph  Corp.,  The,  1900  Euclid  Ave.,  Cleveland 
15,  Ohio. 

Industrial  Electronics,  Inc.,  8060  Wheeler  St.,  Detroit 
10,  Mich. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.  J.  ADV  PG.  356. 

Kelvin  4  Hughes  Ltd.,  New  North  Rd.,  Barkinside, 
Essex,  England. 

Kistler  Instrument  Corp.,  15  Webster  St.,  North  Tona- 
wanda,  N.  Y. 

Kollsman  Instrument  Corp.,  Sub.  of  Standard  Coll 
Products  Co.,  Inc.,  80-08  45th  Ave.,  Elmhurst,  N.  Y. 

MASSA  LABORATORIES,  INC.,  5  Fottler  Rd.,  HIngham, 
Mass.  ADV.  PG.  514. 

Maxson  Instruments,  47-37  Austel  Place,  Long  Island 
City  1,  N.  Y. 

Miljan,  Inc.,  a  Sub.  of  Paul  Omohundro  Co.,  Para¬ 
mount,  Calif. 
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Minntapolls-Honfjnkell  Rtgulator  Co.,  Atronautical  Di«., 
2600  Rldgway  Rd.,  Minneapolis  II,  Minn. 

Minncapolli-Honrywell,  Boston  Oiv.,  1400  Solditrs  Field 
Rd.,  Boston  IS,  Mast. 

Northim  Electronics,  Inc.,  2420  N.  Lake  Ave.,  Altadcna, 
Calif. 

PaciAc  Scientific  Co.,  P.  0.  Bos  No.  22014,  Los  Anpeles 
22,  Calif. 

Pickering  A  Co.,  Inc.,  Sunnytide  Bled.,  Plainview,  N.  V. 

Ram  Meter  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit  20, 
Mich. 

Rea  Co.,  Inc  ,  J.  B.,  1721  ClovtrAeld  Btvd.,  Santa 
Monica.  Calif 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N.  H  ADV.  PG. 
2SI 

SchaeviU  Engineering,  P.  0.  Bos  SOS,  Camden  1  N.  J. 

Servomechanisms,  Inc,  Subsystems  Div.,  12S00  Aviation 
Blvd.,  Hawthorne,  Calif. 

Siemon  Mfg  Co.,  P  .0  Boa  27S,  Wayne,  III. 

Sperry  GyroKope  Co.,  Div.  of  Sperry  Rand  Carp.,  Air 
Armament  Oiv.,  Great  Neck,  N.  V. 

Sperry  Gyroscope  Co.,  Div.  of  Sperry  Rand  Corp.,  Marine 
Oiv.,  Roosevelt  Field,  Mineola,  N.  Y. 

Statham  Instruments,  Inc.,  12401  W.  Olympic  Blvd.,  Los 
Angeles  64,  Calif 

Ten  Bosch,  Inc.,  M.,  80  Wheeler  Ave.,  Pleatantville, 
N  V. 

UnIconn,  Inc,  IS  Hawkins  St.,  Waterbury  10,  Conn. 

U.  S.  Gauge  Oiv.,  American  Machine  A  Metals,  Inc., 
Sellersvillc,  Pa 

U  S.  Time  Corp.,  J46  Tejon  Place,  Palos  Verdes  Est., 
Cilif 

WALDORF  INSTRUMENT  CO.,  OIV  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N  V. 
ADV  PC  144C 


ACCUMULATORS 

BAIRD-ATOMIC,  INC.,  IS  Unlver-.ity  Rd ,  Cambridge  18, 
Mats  ADV  PG  466 

DIGITAL  EQUIPMENT  CORP.,  Maynard,  Mau  ADV 
PG.  S27 

Leclanche  S.  A.,  Yverdon,  Switterland. 

Monroe  Calculating  Machine  Co.,  Electronics  Components 
Div.,  60  Main  St.,  San  FranclKO,  Calif 


ACTUATORS- Serve 

Actuator  Products  Corp.,  a  Oiv.  of  Ceartronics  Corp., 
406  Main  St  ,  West  Concord,  Mass 

Airborne  Accessories  Corp.,  1414  Chestnut  Ave.,  Hill¬ 
side,  N.  J. 

American  Electronics,  Inc.,  bSS  W.  Washington  Blvd., 
Lot  Angeles  IS,  Calif. 

Analogue  Controls,  Inc.,  14  Roselle  St.,  Mineola,  N  V. 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 

Bristol  Co.,  The,  P.  0  Bon  1740  EBG,  Waterbury  20, 
Conn. 

Consolidated  Controls  Corp.,  6  Durant  Ave.,  Bethel,  Conn. 

Dalmo  Victor  Co.,  Div.  of  Textron,  Inc.,  ISIS  Inckittrlal 
Way,  Belmont,  Calif. 

Oigiran  Co.,  4S  W  Union  St.,  Pasadena,  Calif. 

EASTERN  INDUSTRIES,  INC.,  100  Skiff  St.,  Hamden, 
Conn  ADV.  PG  44 

Electro  MKhanical  Div.  of  General  Riveters,  Inc.,  TBS 
Hertel  Ave.,  Buffalo  7,  N.  V. 

Electro  Precision  Corp.,  Box  664,  Arkadelphia,  Ark. 

Evershed  A  Vignolet  Ltd.,  Chiswick,  Londw  W.  4,  Eng¬ 
land 

Federal  Mfg.  A  Engineering  Corp.,  lOSS  Stewart  Ave., 
Garden  City,  N  Y. 

Garrett  Corp.,  The,  48S1  Sepulveda  Blvd.,  Lot  Angeles 
4S,  Calif. 

Geartronics  Cuip  ,  56  Nashua  St.,  Woburn,  Mast. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  ADV.  PG  7S 

Gray  Mfg  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Greenleaf  Mfg.  <^.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Haydu  Electronic  Products,  Inc.,  1426  W.  Front  St., 
Plalnfleld,  N  J. 

HUMPHREY,  INC.,  280S  Canon  St.,  San  Diego  6,  Calif. 
ADV.  PG.  ISI. 

Lear,  Inc.,  1171  S.  Bundy  Drive,  Santa  Monica,  Calif. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  12S. 

Lucifer  Ltd.,  Geneva-Carouge,  Switzerland. 

Massachusetts  Gear  A  Tool  Oiv.  of  Geartronics  Corp., 
6  Nashua  St.,  Woburn,  Mast. 

MIDWESTERN  INSTRUMENTS,  4Itl  A  Sheridan  Rd , 
Tulsa,  Okla.  ADV.  PG.  4. 

MInneapolit-Honeywell  Regulator  Co.,  Aerorsautical  Oiv., 
2600  Ridgway  Rd.,  Minneapolis  II,  Minn. 

Mooq  Valve  Co.,  Inc  ,  Proner  Airport,  East  Aurora,  N.  Y 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N.  H.  ADV 
PG  251. 

Servo-Tek  Products  Co.,  Inc.,  1086  Gofffe  Rd.,  Haw- 
tho'oe,  N  J. 

Servomechanisms,  Inc.,  Mechatrol  Div.,  1200  Prospect 
Ave.,  Westbury,  N.  Y. 

Sperry  Gyroscope  Co ,  Oiv  of  Sperry  Rand  Corp.,  Air 
Armament  Oiv.,  Great  Neck,  N.  Y. 

Thompson  Products.  Inc.,  Electronics  Div.,  2146 
Clarkwood  Ave.,  Cleveland  1,  Ohio. 

Universal  Match  Corp.,  Avionics  Dept.,  4407  Cook 
Ave.,  St.  Louis  11,  Mo. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust 
St  ,  St  Louis  1,  Mo. 

WALDORF  INSTRUMENT  CO.,  DIV  OF  F.  C  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV  PG.  I44C. 
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AOAPTERS-Botfory 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

Enflo  Corp.,  Fellowship  Rd.  A  Route  71,  Maple  Shade, 
N.  J. 


AOAPTIRS-Foreign 

COAXIAL  CONNECTOR  CO.,  INC.,  17  N  Second  Ave., 
Mt.  Vernon,  N.  Y.  ADV.  PG.  572 

Consolidated  Wire  A  Associated  Companies,  1615  S. 
Clinton  St.,  Chicago  16,  III. 

Eagle  Electric  Mfg.  Co.,  Inc.,  21-10  Bridge  Plaza.  S., 
Long  Island  City,  N  Y. 

KULKA  ELECTRIC  CORP.,  611  S.  Fulton  Ave.,  Mt 
Vernon,  N.  Y  ADV  PG  584 

Morse  Co.,  Frank  W.,  1100  Soldiers  Field  Rd ,  Boston 
IS,  Mass. 

Smith,  Inc  ,  Herman  H  ,  2126  Nostrand  Ave  ,  Brook¬ 
lyn  10,  N  Y. 

ADAPTERS— Panoramic 

PANORAMIC  RADIO  PRODUCTS,  INC.,  520  S.  Fulton 
Ave,  Mt  Vernon,  N  Y.  ADV.  PG  461 

TELECHROME  MFG  CORP.,  28  Ranick  Drive,  Amily- 
ville,  N  Y.  ADV.  PG  121 


ADAPTERS-Phate 

OYTRONICS,  P  0.  Box  1676,  Columbus  14.  Ohio 
ADV.  PG  584 

Mack  Electronics,  A  Oiv.  of  Mack  Trucks,  Inc.,  P'amfleld, 
N.  J. 

Minitran  Corp  ,  5  Oliver  St.,  Newark  2,  N  J 

Phaostron  Instrument  A  Electronic  Co.,  151  Pasadena 
Ave  .  South  Pasadena,  Calif. 

TELECHROME  MFG  CORP.,  28  Ramck  Drive  Amity- 
ville,  N  V.  ADV  PG.  121 

VARO  MFG.  CO.,  2701  Walnut  St ,  Garland,  Texas 
ADV  PG  454 


ADAPTERS-Toar 

ALDEN  PRODUCTS  CO.,  112  N  Mam  St.,  Brockton  64. 
Mass.  ADV.  PG.  472 

Anaheim  Electronics  Co.,  104  S.  Illinois  St  ,  Anaheim 
Calif 

ASSOCIATED  ENGINEERING  CORP.,  65  Kent  St ,  Brook- 
line  46,  Mass.  ADV.  PG  564 

CBC  Electronics  Co.,  Inc,  2601  N  Howard  St.,  Phila¬ 
delphia  11,  Pa. 

Colls-Electronics  Co.,  2414-44  N  2nd  St.,  Philadel¬ 
phia  11,  Pa. 

Colman  Tool  A  Machine  Co.,  P.  0  Box  7026,  Amarillo, 
Texas 

Decatur  Electronics  Industries  Corp.,  201  Omico  Drive, 
Brightwater,  N.  V. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Holland  Electronics,  Inc.,  772  E.  51rd  St.,  Brooklyn, 
N  Y 

POMONA  ELECTRONICS  CO.,  INC.,  1126  W  Fifth  Ave., 
Pomon.v  Calif.  ADV.  PG.  174 

SWITCHCUrr,  INC.,  5555  Elston  Ave.,  Chicago  10,  III. 
ADV.  PG.  557. 

Vector  Electronic  Co.,  1100  Flower  St.,  Glendale  1, 
Calif 


ADAPTERS-Twbe 

ALDEN  PRODUCTS  CO.,  112  N  Main  St.,  Brockton  64, 
Mass.  ADV.  PG.  472 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St,  Phila¬ 
delphia  11,  Pa. 

Chase  Brass  A  Copper  Co.,  Inc.,  216  Grand  St ,  Water¬ 
bury  20,  Conn. 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave  Wakefield,  Mass.  ADV  PG  204-207. 

Enflo  Corp.,  Fellowship  Rd  A  Route  7],  Maple  Shade, 
N.  J. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Javex,  P.  0.  Box  646,  Redlands,  Calif 

Jettron  Products,  Route  10,  Hanover,  N.  J 

POMONA  ELECTRONICS  CO.,  INC.,  1126  W  Fifth  Ave, 
Pomona,  Calif  ADV.  PG  174 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV., 
Warren,  Pa  ADV  PG  612 

Vector  Electronic  Co.,  1100  Flower  St  ,  Glendale  1, 
Calif 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 


ADHESIVES 

Allen  Co.,  Inc.,  L  B,  4124  W  Berenice,  Schiller 
Park,  III. 

Ambroid  Co.,  Weymouth  88,  Mass. 

American  Cyanamid  Co.,  18  Rockefeller  Plaza,  New  York 
20,  N  Y 

American  Products  Mfg.  Co,  Inc.,  8127-11  Oleander  St., 
New  Orleans  18,  La. 

Angicr  Adhesives  Oiv.  of  Interchemical  Corp.,  120 
Potter  St.,  Cambridge  42,  Mass 
Aries  Laboratories,  Inc.,  270  Park  Ave.,  New  York  17, 
N  Y. 

Armstrong  Cork  Co.,  Lancaster,  Pa. 

Armstrong  Products  Co.,  P.  0.  Box  1-EB,  Warsaw,  Ind 
Bacon  Industries,  Inc.,  142  Pleasant  St.,  Watertown, 

Mast. 


Barrett  Division,  Allied  Chemical  Corp.,  40  Rector  St., 
New  York  6,  N.  Y. 

Biggs  Co.,  Carl  H.,  2255  Barry  Ave.,  West  Los  Angeles 
64,  Calif. 

Borden  Chemical  Co.,  A  Oiv.  of  The  Borden  Co.,  150 
Madison  Ave.,  New  York  17,  N  Y. 

Connecticut  Hard  Rubber  Co.,  407  East  St.,  New  Haven 
4,  Conn. 

Cox  A  Co.,  Inc.,  115  E.  21rd  St.,  New  York  10,  N.  Y. 
Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
Dow  Coming  Corp.,  Midland,  MiCh. 
duPont  de  Nemours  A  Co.,  E.  I.  Wilmington  48,  Del. 
Ouramic  Products  Inc.,  262  Mott  St.,  New  York  12, 
N  Y. 

Eastman  Kodak  Co.,  141  State  St.,  Rochester  4,  N.  Y. 
Emerson  lA  Cuming,  Inc.,  864  Washington  St.,  Canton, 
Mass. 

Flexrock  Co.,  1608  Filbert  St.,  Philadelphia  1,  Pa. 
George  Co.,  P.  0.,  5200  N.  Second  St.,  St.  Louis,  Mo 
Furane  Plastics,  Inc.,  4516  Brazil  St.,  Los  Angeles  14, 
Calif. 

Goodrich  Aviation  Products,  B  F.,  Div.  of  B.  F.  Good¬ 
rich  Co.,  Akron,  Ohio. 

Goodrich  Industrial  Products  Co.,  B.  F.,  500  S.  Main 
St  .  Akron  18,  Ohio. 

Goodyear  Tire  A  Rubber  Co.,  Chemical  Div,  1144  E. 

Market  St.,  Akron  16,  Ohio. 

Houghton  Laboratnes,  Inc.,  122  Houghton  Ave.,  Clean, 
N  Y 

Johns-Manville,  22  E  40th  St.,  New  York  16,  N.  Y. 
Johns-Manville  Dutch  Brand  Division,  7800  Woodlawn 
Ave  ,  Chicago  14,  III. 

Lord  Mfg  Co.,  1615  W.  12th  St.,  Erie,  Pa 
Maas  A  Waldstein  Co.,  2121  McCarter  Highway,  New¬ 
ark  4.  N  J 

Mansol  Ceramics  Co.,  140  Little  St.,  Belleville,  N.  J. 
Marblette  Corp.,  17-21  30th  St.,  Long  Island  City  1, 
N  Y 

Marbon  Chemical  Div.  of  Borg-Warner  Corp.,  1426  W. 

Tenth  Ave.,  Gary,  Ind. 

Micro-Circuits  Co.,  New  Buffalo,  Mich. 

Monsanto  Chemical  Co.,  Plastics  Div.,  Springfield,  Mass. 
Morningstar-Paisley,  Inc.,  630  W.  51st  St.,  New  York 

14,  N.  Y 

Moyen  Co.,  C.  P  ,  8157  Montlcello  Ave.  Skokie,  III. 
Organic  Development  Corp.,  Spectra-Strip  Div.,  10052 
Larson  Ave,  Garden  Grove,  Calif. 

Prrmacel  Tape  Corp.,  U.  S.  Highway  1,  New  Brunswick, 
N  J. 

Philadelphia  Quartz  Co.,  1146  K  Public  Ledger  Bldg., 
Philadelphia  6  Pa. 

POLYMER  CORPORATION,  THE,  Reading,  Pa.  ADV. 

PG  146 

Raybestos-Manhattan,  Inc.,  61  Willett  St.,  Passaic,  N.  J. 
Reichhold  Chemicals,  Inc.,  525  Broadway,  White  Plains, 
N.  Y 

Rubber  A  Asbestos  Corp.,  225  Belleville  Ave.,  Bloom- 
held,  N.  J. 

Sauereisen  Cements  Co.,  Sauereisen  Bldg.,  Pittsburgh  15, 
Pa 

Shell  Chemical  Corp.,  380  Madison  Ave.,  New  York  17, 
N.  Y. 

Terrel  Corp.,  14  Lane  St.,  Waltham  54,  Mass. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica 

15,  N.  Y. 

UBS  Chemical  Corp.,  441  Main  St.,  Cambridge  42, 
Mass. 

United  Shoe  Machinery  Corp.,  140  Federal  St.,  Boston 
7,  Mass 

U  S.  Rubber  Co.,  1210  Avenue  of  the  Americas,  New 
York  20,  N  Y. 

U  S.  Stoneware  Co.,  The,  Akron  4,  Ohio. 

Vorac  Co.,  147  Meadow  Rd.,  Rutherford,  N.  J. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford,  III. 
Westline  Products  Oiv.  of  Western  Lithograph  Co., 
600  E.  Second  St.,  Los  Angeles  54,  Calif 


ADHESIVES-Woferproof  A  Corrooian  Proof 
Compound! 


Allen  Co.,  Inc.,  L.  B.,  4324  W.  Berenice,  Schiller  Park, 
III. 

American  Products  Mfg.  Co.,  Inc.,  8127-11  Oleander  St., 
New  Orleans  18,  La. 

Biggs  Co.,  Carl  H.,  2255  Barry  Ave.,  West  Los  Angeles 
64,  Calif. 

Delta  Chemical  Works,  21  W  60th  St.,  New  York,  N  Y. 
Dow  Coming  Corp.,  Midland,  Mich. 
d*i  Pont  de  Nemours  A  Co.,  Inc.,  E.  I.,  Wilmington  48, 
Del. 


Ellanar  Chemical  Co.,  2308  Oakton  St.,  Evanston,  III. 
Emerson  A  Cuming,  Inc.,  864  Washin^on  St.,  Canton, 
Mass. 

Flexrock  Co.,  3608  Filbert  St.,  Philadelphia  1,  Pa. 
Furane  Plastics,  Inc.,  4516  Brazil  St.,  Los  Angeles  34, 
Calif 

Goodrich  Industrial  Products  Co.,  B.  F.,  500  S  Main 
St.,  Akron  18,  Ohio. 

Houghton  Laboratories,  Inc.,  322  Houghton  Ave.,  Olean, 

N.  4 

Johns-Manville,  22  E.  40th  St.,  New  York  16,  N.  Y. 
Johns-Manville  Dutch  Brand  Division,  7800  Woodlawn 
Ave.,  Chicago  14,  III. 

Koppers  Co.,  Inc.,  hoppers  Bldg.,  Pittsburgh  14,  Pa. 
Marblette  Corp.,  37-21  30th  St.,  Long  Island  City  1, 
N.  Y 


Organic  Development  Corp.,  Spectra-Strip  Div.,  10052 
Larson  Ave.,  Garden  Grove,  Calif. 

Permacel  Tape  Corp.,  U.  S.  Highway  1,  New  Brunswick, 
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AIR  CLEANERS 


Pierce  &  Stevens  Chemical  Corp.,  710  Ohio  St.,  Buffalo 
3,  N.  Y. 

Raybestos-Manhattan,  Inc.,  61  Willett  St.,  Passaic,  N.  J. 
Rubber  &  Asbestos  Corp.,  22S  Belleville  Ave.,  Bloom¬ 
field,  N.  J. 

Sauereisen  Cements  Co.,  Sauereisen  Bldo.,  Pittsburgh  15, 
Pa. 

Silicones  Div.,  A  Oiv.  of  Union  Carbide  Corp.,  30  E.  42nd 
St.,  New  York  17,  N.  Y. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 

U.  S.  Rubber  Co.,  1230  Avenue  of  the  Americas,  New 
York  20,  N.  Y. 

U.  S.  Stoneware  Co.,  The,  Akron  9,  Ohio. 

Vorac  Co.,  147  Meadow  Rd.,  Rutherford,  N.  J. 

ZOPHAR  MILLS,  INC.,  115  26th  St.,  Brooklyn  32,  N.  Y. 
AOV.  PG.  577. 

AGING  RACKS 

So*  RACKS— Aging  for  Vocouni  Tubos  A 
Transieton 

AIR  CLEANERS-Eloctronic 

Air  Control  Installations  Ltd.,  Ruislip,  Middlesex,  Eng¬ 
land. 

Controlled  Atmosphere  Enclosures  Corp.,  230-11  141st 
Ave.,  Springfield  Gardens  13,  N.  Y. 

Leonard  Co.,  Inc.,  P.  M.,  1061  E.  8  St.,  Jacksonville  6, 
Fla. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Olv., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Radex  Corp.,  2076  N.  Elston  Ave.,  Chicago  14,  III. 


ALARM  SYSTEMS 
Soo  CONTROLS,  Alarm  Systomo 

ALTERNATORS 

Sm  converters  and  INVERTERS 

ALUMINUM  OXIDE 
S—  INSULATION  MATERIALS 

AMMETERS 

AMMETERS-RF 

Soo  INSTRUMENTS— Eloctrical  Moaiaring 


AMPLIFIERS— Audio  Froguoncy 

ACF  Electronics,  800  N.  Pitt  St.,  Alexandria,  Va. 

A.R.F.  Products,  Inc.,  7627  Lake  St.,  River  Forest,  111. 

Acme  Telectronix  Oiv.  of  NEA  Service,  Inc.,  W.  Third  & 
Lakeside,  Cleveland  13,  Ohio. 

Aero  Products  Co.,  369  Shurs  Lane,  Philadelphia  28,  Pa. 

Adler  Electronics,  Inc.,  1  LeFevre  Lane,  New  Rochelle, 
N.  Y. 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 

Aircraft  Radio  Corp.,  Boonton,  N.  J. 

Allied  Radio  Corp.,  100  North  Western  Ave.,  Chicago  80, 
III. 

Altec  Lansing  Corp.,  1515  S.  Manchester  Ave.,  Anaheim, 
Calif. 

Alto  Scientific  Co.,  855  Commercial  St.,  Palo  Alto, 
Calif. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

Audio  Equipment  Co.,  Inc.,  805  Middle  Neck  Rd.,  Great 
Neck,  N.  Y. 

Autocrat  Electronics  Co.,  5024  Elm  St.,  Skokie,  III. 

Axler  Associates,  102-42  43rd  Ave.,  Corona  68,  N.  Y. 

Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgefield,  N.  J. 

BARKER  &  WILLIAMSON,  Canal  A  Beaver  SU.,  Bristol, 
Pa.  AOV.  PG  103. 

Bell  Aircraft  Corp.,  P.  0.  Box  1,  Buffalo  5,  N.  Y. 

Bell  &  Howell  Co.,  Electronics  Oiv.,  7100  McCormick 
Rd.,  Chicago  45,  III. 

Bell  Sound  Systems,  Inc.,  555  Marion  Rd.,  Columbus  7, 
Ohio. 

Bellaire  Electronics,  Inc.,  62  White  St.,  Red  Bank,  N.  J. 

Berndt-Bach,  Inc.,  6924  Romaine  St.,  Hollywood  38, 
Calif. 

Bogen  Co.,  Oavid,  P.  0.  Box  SOO,  Paramus,  N.  J. 

Browning  Laboratories,  Inc.,  Main  St.,  Winchester,  Mass. 

Bruel  &  Kjaer,  Naerum,  Oenmark. 

Budelman  Radio  Corp.,  376  Fairfield  Ave.,  Stamford, 

.  Conn. 

Burr-Brown  Research  Corp.,  Box  6444,  Tucson,  Ariz. 

Calbest  Electronics  Co.,  4801  Exposition  Blvd.,  Los 
Angeles  16,  Calif. 

CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wis.  ADV.  PG.  422. 

Cinema  Engineering  Div.,  Aerovox  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Colortone  Electronics,  Inc.,  200  Frank  Rd.,  Hicksville, 
N.  Y. 

Columbus  Electronics  Corp.,  1010  Saw  Mill  River  Rd., 
Yonkers,  N.  Y. 

Consolidated  Avionics  Corp.,  800  Shames  Drive,  West- 
bury,  N.  Y. 

Denson  Electronics  Corp.,  Ellington,  Conn. 

Dorsett  Laboratories,  Inc.,  401  E.  Boyd  St.,  Box  862, 
Norman,  Okla. 

Doty  Acoustical  Electronics  Labs.,  Tobyhanna,  Pa. 

Dukane  Corp.,  St.  Charles,  III. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 


Electromation  Co.,  1646  18th  St.,  Santa  Monica,  Calif. 

Electronic  Applications.  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City,  N.  Y. 

Electronic  Research  Associates,  Inc.,  67  Factory  Place. 
Cedar  Grove,  N.  J. 

Electronic  Systems  Engineering  Co.,  903  Cravens  Bldg., 
Oklahoma  City,  Okla. 

ELECTRONICS,  INC.,  39  York  Rd.,  Willow  Grove,  Pa. 
ADV.  PG.  575. 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry,  N.  Y. 

EMPIRE  DEVICES  PRODUCTS  CORP.,  Amsterdam,  N.  Y. 
AOV.  PG.  412. 

Engineering  Specialty  Co.,  3100  Eldredge  St.,  Salt  Lake 
City,  Utah. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  CKy, 
N.  Y. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  ADV.  PG.  140,  141. 

Fairchild  Recording  Equipment  Co.,  10-40  45th  Ave., 
Long  Island  City  1,  N.  Y. 

Federal  Telephone  &  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

Ferrotran  Electronics  Co.,  693  Broadway,  New  York  12, 
N.  Y. 

Fidelity  Amplifier  Corp.,  1633  N.  Halsted  St.,  Chicago 
14,  Hi. 

First  Electronics  Corp.,  117  Blue  Hill  Ave.,  Boston  19, 
Mass. 

Fisher  Radio  Corp.,  21-21  Forty-Fourth  Drive,  Long 
Island  City  1,  N.  Y. 

Flow  Corp.,  85  Mystic  St.,  Arlington  74,  Mass. 

Gates  Radio  Co.,  Quincy,  III. 

General  Electric  Co.,  Specialty  Electronic  Components 
Dept.,  W.  Genesee  St.,  Auburn,  N.  Y. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 

4,  Ala. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Genisco,  Inc.,  2233  Federal  Ave.,  Los  Angeles  64,  Calif. 

Gotham  Audio  Development  Corp.,  2  W.  46th  St.,  New 
York  36,  N.  Y. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Gray  Research  &  Development  Co.,  Inc.,  685  Hilliard 
St.,  Manchester,  Conn. 

Hallamore  Electronics  Co.,  8352  Brookhurst  Ave.,  Ana¬ 
heim,  Calif. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  ADV.  PG.  513. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  ADV.  PG.  29-44. 

Hoffman  Electronics  Corp.,  Consumer  Products  Div.,  6200 

5.  Avalon  Blvd.,  Los  Angeles  3,  Calif. 

Holland  Electronia  Inc.,  772  E.  53rd  St.,  Brooklyn, 
N.  Y. 

Holt  Instrument  Labs.,  Oconto,  Wis. 

I.D.E.A.  Inc.,  7900  Pendleton  Pike,  Indianapolis  26,  Ind. 

Industrial  Television,  Inc.,  369  Lexington  Ave.,  Clifton, 
N.  J. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St.. 
New  York  3,  N.  Y.  ADV.  PG.  371. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N.  Y.  AOV.  PG.  536. 

International  Research  Associates,  2221  Warw.ck  Ave., 
Santa  Monica,  Calif. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

JowiI  Electronics,  Inc.,  Belfield  A  Wister,  Philadelphia 
44,  Pa. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.  J. 
AOV.  PG.  345. 

KEITHLEY  INSTRUMENTS,  12415  Euclid  Ave.,  Cleve¬ 
land  6,  Ohio.  ADV.  PG.  274. 

KROHN-HITE  CORP.,  580  Massachusetts  Ave.,  Cambridge 
39,  Mass.  AOV.  PG.  197. 

L  &  0  Research  &  Development  Corp.,  134  N.  Wayne 
Ave.,  Wayne,  Pa. 

Lake  Mfg.  Co.,  2323  Chestnut  St.,  Dept.  E,  Oakland  7, 
Calif. 

Laurehk  Radio  Mfg.  Co.,  3931  S.  Wayne  Rd.,  Wayne, 
Mich. 

Leonard  Electric  Products  Co.,  Inc.,  67  Thirty-Fourth 
St.,  Brooklyn  32,  N.  Y. 

Lesa  Via  Bergamo  21,  Milan,  Italy. 

LING  ELECTRONICS,  9937  W.  Jefferson  Blvd.,  Culver 
City,  Calif.  AOV.  PG.  487. 

M.  P.  Engineering  Co.,  Fairfield  3,  Conn. 

McIntosh  Laboratory  Inc.,  2  Chambers  St.,  Binghamton, 
N.  Y. 

Mack  Electronics,  A  Div.  of  Mack  Trucks,  Inc.,  Plain- 
fieid,  N.  J. 

Magnasync  Mfg.  Co.,  Ltd.,  5546  Satsuma  Ave.,  P.  0. 
Box  707,  North  Hollywood,  Calif. 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave.,  New 
York  55,  N.  Y.  ADV.  PG.  286. 

Maurer,  Inc.,  J.  A.,  37-01  31st  St.,  Long  Island  City  1, 
N.  Y. 

Maxson  Instruments,  47-37  Austell  Place,  Long  Island 
City  1,  N.  Y. 

Measurement  Engineering,  Ltd.,  Arnprior,  Ontario,  Canada. 

Melody  Master  Mfg.  Co.,  2842  N.  Cicero  Ave.,  Chicago 
41,  III. 

Midwestern  Instruments,  Inc.,  Magnecord  Div.,  P.  0. 
Box  7186,  41st  &  Sheridan  Rd.,  Tulsa  5,  Okla. 

MILLIVAC  INSTRUMENTS  DIV.  DF  COHU  ELEC¬ 
TRONICS,  INC.,  2315  Second  Ave.,  Carmen,  Schenec¬ 
tady,  N.  Y.  ADV.  PG.  497. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 

Neill  Co.,  Inc.,  R.  W.,  4320  Montrose  Ave.,  Chicago  41, 
III. 

Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III. 


1958-1959  LISTINGS  of 


Newcomb  Audio  Products  Co.,  6824  Lexington  Ave., 
Hollywood  38,  Calif. 

Nortronics  Co.,  Inc.,  1015  S.  Sixth  St.,  Minneapolis  4, 
Minn. 

O'Brien  Electric  Corp.,  6514  Santa  Monica  Blvd., 
Hollywood  38,  Calif. 

PARAPLEGICS  MFC.  CO.,  INC.,  18068  Franklin  Ave., 
Franklin  Park,  III.  ADV.  PG.  22. 

Peer,  Inc.,  Benton  Harbor,  Mich. 

Pilot  Radio  Corp.,  37-06  36th  St.,  Long  Island  City, 
N.  Y. 

Polytronic  Research,  Inc.,  7326  Westmore  Rd.,  Rock¬ 
ville,  Md. 

PrKision  Electronics  Inc.,  9101  King  St.,  Franklin 
Park,  III. 

Presto  Recording  Corp.,  P.  0.  Box  500,  Paramus,  N.  J. 

Pulse  Techniques,  Inc.,  1411  Palisade  Ave.,  West  Engle¬ 
wood,  N.  J. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cam¬ 
bridge,  England. 

RADIO  dORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  A 
Fourth  Covers  &  Preceding  Insert. 

Radio  Music  Corp.,  84  S.  Water  St.,  Port  Chester,  H.  V. 

Radiometer,  72  ErndrupveJ,  Copenhagen  NV-1,  Denmark. 

Remler  Company,  2101  Bryant  St.,  San  Francisco  10, 
Calif. 

Rhein  Sound  Systems,  Inc.,  133  Hamilton  St.,  P.  0. 
Box  1367,  New  Haven  5,  Conn. 

Scott,  Ine.,  Hermon  Hosmer,  111  Powder  Mill  Rd., 
Maynard,  Mass. 

Seeburg  Corp.,  The,  1500  N.  Dayton  St.,  Chicago  22, 
III. 

Servomechanisms,  Ik.,  Mechatrol  Div.,  1200  Prospect 
Ave.,  Westbury,  N.  Y. 

Sherwood  Electronics  Labs.,  Ik.,  2802  W.  Cullom  Ave., 
Chicago  18,  III. 

Simpson  Mfg.  Co.,  Inc.,  Mark,  32-28  49th  St.,  Long 
Island  City  3,  N.  Y. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rr.,  P.  0.  Box  13058,  Houston  19,  Texas. 
ADV.  PG.  347. 

Standard  TelephoKS  A  Cables  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.  C.  2,  England. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  RKhester  3,  N.  V. 

Summit  Electronics,  Ik.,  7  Industrial  Place,  Summit, 
N.  J. 

Taber  Instrument  Corp.,  Electronics  Div.,  107  Goundry 
St.,  North  Tonawand^  N.  Y. 

Telecom,  Ik.,  1019  Admiral  Blvd.,  Kansas  City,  Mo. 

Tclectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Telephonies  Corp.,  Park  Ave.,  Huntington,  N.  V. 

Tensor  Electric  Development  Co.,  Centroid  Oiv.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13, 
III. 

Thermador  Electric  Mfg.  Co.,  5215  S.  Boyle  Ave.,  Lot 
Angeles  58,  Calif. 

Transistor  Components  Co.,  301  Oakwood  Ave.,  East 

Aumr.i 

Transline  Associates,  95  Summit  St.,  Novark  3,  N.  J. 

TrepK  Corp.  of  America,  1  Engle  St.,  Enqlewooo.  N  J 

Universal  Match  Corp.,  Avionics  Dept.,  4407  Cook  Ave., 
St.  Louis  13,  Mo. 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  Ave.,  Westbury,  N.  Y.  ADV.  PG.  390. 

Univox  Corp.,  102  Warren  St.,  New  York  7,  N.  Y. 

VARO  MFC.  CO.,  2201  Walnut  St.,  Garland,  Texas 
ADV.  PG.  454. 

Vector  AsSKiates  Ik.,  1007  Atlantic  Ave.,  Brooklyn  38, 
N.  Y. 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
England. 

Video  Instruments  Co.,  Ik.,  3002  Pennsylvania  Ave., 
Santa  Monica,  Calif. 

WALKIRT  CO.,  141  W.  Hazel  St.,  Inglewood  3,  Calif. 
AOV.  PG.  500. 

WALLSON  ASSOCIATES,  LTD.,  963  Frelinghuysen  Ave., 
Newark  5,  N.  J.  AOV.  PG.  441. 

Webster  Electric  Co.,  1900  Clark  St.,  RkIk,  WIs. 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
ISO  E.  Aurora  St.,  Waterbury  20,  Conn. 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City, 
Mo. 

Yellow  Springs  InstrumeK  Co.,  P.  0.  Box  106,  Yellow 
Springs,  Ohio. 

ZKharias  Electronics  Corp.,  P.  0.  Box  172,  Livingston, 
N.  J. 

AMPLIFIERS— Audio  Input  SysNmt 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Altec  Lansing  Corp.,  1515  S.  MaKhester  Ave.,  Anaheim, 
Calif. 

Ameriun  Electronic  Labs.,  Ik.,  121  N.  /th  St.,  Phila¬ 
delphia  6,  Pa. 

Audio  Equipment  Co.,  Ik.,  805  Middle  Neck  Rd.,  Great 
Neck,  N.  Y. 

Axler  AssKiates,  102-42  43rd  Ave.,  Corona  68,  N.  Y. 

Bogen  Co.,  David,  P.  0.  Box  SOO,  Paramus,  N.  J. 

Browning  Laboratories,  IK.,  Main  St.,  WiKhester,  Mass. 

CENTRAUB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wis.  AOV.  PG.  422. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Dorsett  Laboratories,  Ik.,  401  E.  Boyd  St.,  Box  862, 
Norman,  Okla. 

Doty  Acoustical  Electronics  Labs.,  Tobyhanna,  Pa. 

DukaK  Corp.,  St.  Charles,  III. 

Dunlap  ElKtronics,  Ik.,  764  Ninth  St.,  Des  Moines, 
Iowa. 
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EUmilC  and  MUQl 


Eltctrondc  Syitemt  EnginMrlng  C«.,  903  Cr<wn>  BMg., 
Oklahoma  City,  Okla. 

Fishkr  Radio  Ctrp.,  21-21  Forty  Fourth  Orivo,  Lonf 
■Hand  City  1,  N.  V. 

Gat«  Radio  Co.,  Quincy,  III. 

Gtneral  Eloctrk  Co.,  Specialty  Eltctronict  Compononti 
Dopt.,  W.  Genntet  St.,  Auburn,  N.  V. 

Gmiico,  Inc.,  2213  Federal  Aye.,  Loe  Angeles  64,  Calif. 
Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Grey  Research  A  Development  Co.,  Inc.,  bSS  Hilliard 
St.,  Manchester,  Conn. 

Holl  Audio  Inc.,  5014  N.  Encinta  Ave.,  Temple  City, 
Calif. 

Holland  Electronics,  Inc.,  772  E.  S3rd  St.,  Brooklyn, 
N.  V. 

INOUSTRIAI.  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  V.  AOV.  PG.  171. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y.  ADV.  PG.  536 
International  Research  AssKittes,  2221  Warwick  Ave., 
Santa  Monica,  Calif. 

JowiI  Electronics,  Inc.,  Belfteld  A  Wister,  Philadelphia 

44,  Pa. 

McIntosh  Laboratory  Inc.,  2  Chambers  St.,  Binghamton, 
N.  V. 

Mack  Electronics,  A  Oiv.  of  Mack  Trucks,  Inc.,  Plainfield, 
N.  J 

MAGNETIC  AMPUFIERS,  INC.,  632  Tinton  Ave.,  New 
York  55,  N.  Y.  AOV.  PG.  286. 

Maurer,  Inc.,  J.  A.,  37-01  31st  St.,  Long  Island  City  1, 
N.  Y. 

Masson  Instruments,  47-37  Austell  Place,  Long  Island 
City  1,  N.  Y. 

Miami  Instrument  Co.,  Bos  184,  Tamiami  Station,  Miami 
44,  Fla. 

Miratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  Minn. 

Neill  Co.,  Inc.,  R.  W.,  4320  W.  Montrose,  Chicago  41, 
III. 

Newcomb  Audio  Products  Co.,  6824  Lesington  Ave., 
Hollywood  38,  Calif. 

O'Brien  Electric  Corp.,  6514  Santa  Monica  Blvd.,  Holly¬ 
wood  38,  Calif 

PARAPLEGICS  MFG.  CO.,  INC.,  10068  Franklin  Ave., 
Franklin  Park,  III.  AOV.  PG.  22. 

Pedersen  Electronics,  P.  0.  Bos  458,  Lafayette,  Calif. 
Pickard  A  Bums,  Inc.,  Needham,  Mast. 

Pickering  A  Co.,  Inc.,  Sunnytide  Blvd.,  Plainview,  N.  V. 
Pilot  Radio  Co^.,  37-06  16th  St.,  Long  Itlarid  City, 
N.  Y. 

Polytronic  Research,  Inc.,  7126  Westmore  Rd.,  Rock¬ 
ville,  Md. 

Precision  Electronics,  Inc.,  9101  King  St.,  Franklin 
Park,  III. 

Presto  Recording  Corp.,  P.  0.  Bos  500,  Paramus,  N.  J. 
Pulse  Techniques,  Inc.,  1411  Palisade  Ave.,  West  Engle¬ 
wood,  NJ. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
OIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

Radio  Music  Corp.,  84  S.  Water  St.,  Port  Chester,  N.  Y. 
Rauland-Borg  Cwp.,  1515  W.  Addison  St.,  Chicago  18, 
III. 

Rhein  Sound  Systems,  Inc.,  131  Hairtllton  St.,  P,  0.  Bos 
1367,  New  Haven  5,  Com. 

Scott,  Inc.,  Hermon  Hosmer,  111  Powder  Mill  Rd., 

Maomard,  Mass. 

Simpson  Mfg.  Co.,  Inc.,  Mark,  32-28  49th  St.,  Long 
Island  City  1,  N.  Y. 

Standard  Telephones  A  Cables  Ltd.,  Connaught  House, 
61  Aldwych,  London,  W.  C.  2,  England. 
Stromberg-Carlson  Co.,  Oiv.  of  General  Dynamics  Corp., 
100  Carlton  Rd.,  Rochester  1,  N.  Y. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N  .  J. 

Telecom,  Inc.,  1019  Admiral  Blvd.,  Kansas  City,  Mo. 
Telectro  Industries  Corp.,  15-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Tensor  Electric  Development  Co.,  Centroid  Dlv.,  1871 
Eastern  Parkway,  Brooklyn  31,  N.  Y. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  11,  III. 
Transllne  Associates,  95  Summit  St.,  Newark  1,  N.  J. 
Trutone  Electronics  Inc.,  6912  Santa  Monica  Blvd., 
Lot  Angeles  18,  Calif 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  Ave.,  Westbury,  N  Y.  AOV.  PG  190. 

Video  Instruments  Co.,  Inc.,  3002  Pennsylvania  Ave., 
Santa  Monica,  Calif. 

Weingarten  Electronic  Labs.,  Inc.,  7556  Melrose  Ave., 
Lot  Angeles  46,  Calif. 

Webster  Electric  Co.,  1900  Clark  St.,  Racine,  Wis. 
Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  CHy, 
Mo. 


AMPLIFIERS— Audio  SubminioTuro 
ABC  Sound  Equipment  Co.,  149  W.  47th  St.,  New  York 
14  y, 

A.R.F.  ProAiCts,  Inc.,  7627  Lake  St.,  River  Forest,  III. 
Acme  Telectronii  Dlv.  of  NEA  Service,  Inc.,  W.  Third  A 
Lakeside,  Cleveland  13,  Ohio. 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 
Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mast. 
American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

Ardente  Acoustic  Labs.,  Ltd.,  8/12  Mmerva  Rd.,  North 
Acton,  London,  N.W  10,  England. 

Audio  Equipment  Co.,  Inc.,  80S  Middle  Neck  Rd.,  Great 

Audivox,  Inc.,  121  Worcester  St.,  Boston  18,  Mass. 
Aurtx  Corp.,  1117  N.  Franklin  St.,  Chicago  10,  III. 


PRODUCTS 


Bemdt-Bach,  Inc.,  6924  Romaine  St.,  Hollywood  38, 
Calif. 

Berkshire  Laboratories,  580  Bank  Village,  Greenville, 

CENTRAUB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wis.  AOV.  PG.  422. 

Dorsett  Laboratories,  Inc.,  401  E.  Boyd  St.,  Box  862, 
Norman,  Okla. 

Doty  Acoustical  Electronic  Labs.,  Tobyhanna,  Pa. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Oes  Moines, 
Iowa. 

Electro-Voice,  Inc.,  Buchanan,  Mich. 

Electromation  Co.,  1646  18th  St.,  Santa  Monica,  Calif. 
Electronic  Research  Associates,  Inc.,  67  Factory  Place, 
Cedar  Grove,  N.  J. 

Federal  Telephone  A  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

Ferrotran  Electronics  Co.,  691  Broadway,  New  York  12, 

N.  Y. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 

4,  Ala. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Holland  Electronics,  Inc.,  772  E.  53rd  St.,  Brooklyn, 
N.  Y. 

INTERELECTRONICS  CORP.,  2412  Grand  Concourse,  New 
York  58,  N.  Y.  ADV.  PG.  536. 

International  Research  Associates,  2221  Warwick  Ave., 
Santa  Monica,  Calif. 

JowiI  Electronics,  Inc.,  Belfteld  A  Wister,  Philadelphia 

44,  Pa. 

Laurehk  Radio  Mfg.  Co.,  3931  S.  Wayne  Rd.,  Wayne, 
Mich. 

Loge  Sound  Engineers,  J.  M.,  2171  W.  Washington  Blvd., 
Los  Angeles  18,  Calif. 

M  F  ELECTRONICS,  122  E.  25th  St.,  New  York  10, 
N.  Y.  AOV.  PG.  507. 

Madison  Fielding  Corp.,  861  Madison  St.,  Brooklyn,  N.  Y. 
Maico  Co.,  Inc.,  21  N  3rd  St.,  Minneapolis,  Mim. 
Maurer,  Inc.,  J.  A.,  37-01  31st  St.,  Long  Island  City  1, 
N.  Y. 

Maxson  Instruments,  47-37  Austell  Place,  Long  Island 
City  1,  N.  Y. 

Nelson  Instrument  Co.,  607  Howard  St.,  Evaivton,  III. 
Nevada  Air  Products  Co.,  P.  0.  Box  2472,  Reno,  Nev. 
Nichols  A  Clark,  Inc.,  321  Newburyport  Turnpike,  Dan¬ 
vers  P.  0.,  Hathorne,  Mass. 

Pilot  Radio  Corp.,  37-06  36th  St.,  Long  Island  City, 
N.  Y. 

Plastics  A  Electronics  Co.,  Inc.,  P.  0.  Boy  38,  Sution 
J,  Buffalo  8,  N.  Y. 

PoljHronic  Research,  Inc.,  7326  Westmore  Rd.,  Rock¬ 
ville,  Md 

Rauland-Borg  Corp.,  3515  W.  Addison  St.,  Chicago  18, 
III. 

Remler  Company,  2101  Bryant  St.,  San  Francisco  10, 
Calif. 

Rheem  Electronics  Division,  7777  Industry  Ave.,  Rivera, 
Calif. 

Roflan  Co.,  Comer  Route  1  A  Camp  Meeting  Rd., 
Topsfteld,  Mass. 

Signal  Equipment  Co.,  Inc.,  2706  Third  Ave.,  Seattle  1, 
Wash. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N  J. 

Taber  Instrument  Corp.,  Electronics  Div.,  107  Goundry 
St.,  North  Tonawaiida,  N.  Y. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Tele-Matic  Industries,  Inc.,  16  Howard  Ave.,  Brooklyn 
21,  N  Y. 

Temco  Aircraft  Carp.,  P.O.  Box  6191,  Dallas  22,  Texas. 
Tensor  Electric  DMiopment  Co.,  Centroid  Div.,  1873 
Eastern  Parkway,  Brooklyn  11,  N.  Y. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13,  III. 
Topp  Industries,  Inc.,  5255  W.  102nd  St.,  Los  Angeles 
45,  Calif. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica 
35,  N.  Y. 

Transformer  Specialty  Co ,  Inc .  Bata  Cynwyd,  Pa. 
TRANSISTDR  ELECTRONICS  CORP.,  3360  Republic  Ave., 
Minneapolis  26,  Minn.  ADV.  PG.  471. 

Transllne  Associates,  95  Summit  St.,  Newark  3,  N.  J. 
Universal  Match  Corp.,  Avionics  Dept.,  4407  Co^  Ave., 
St.  Louis  13,  Mo. 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  Ave.,  Westbury,  N.  Y.  AOV  PG.  390. 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
England. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK 
A  SONS,  Wolf  Hill  Rd.,  Huntington  SUtion,  N.  V. 
AOV.  PG.  194C. 

WALKIRT  CO.,  141  W.  Haiel  St.,  Inglewood  3,  Calif. 
ADV.  PG.  500. 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
150  E.  Aurora  St.,  Waterbury  20,  Conn. 


AMPIIFIERS-Compufor 

AC  ELECTRONICS  DIV.  OF  GENERAL  MOTORS  CORP., 
1925  E.  Kenilworth,  Milwaukee  1,  Wis.  AOV.  PG. 
387. 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Airborne  Instruments  Lab.,  Inc.,  160  Old  Country  Rd., 
Mineola,  N.  V. 

AIRPAX  PRODUCTS  CO.,  Middle  River,  Baltimore  20 
Md  AOV.  PG.  229-232. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

American  Research  A  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 


AMPUFIERS 


Beckman/ Berkeley  Division,  2200  Wright  Ave.,  Richmond 
3,  Calif. 

Oaystrom  Systems  Oiv.  of  Daystrom,  Inc.,  5640  La  Jolla 
Blvd.,  La  Jolla,  Calif. 

DIGITRONICS  CORP.,  Albertson  Ave.,  A  oertson,  N.  Y. 
AOV.  PG.  559. 

Donner  Scientific  Co.,  888  Galindo  St.,  Concord,  Calif. 

Electro  Precision  Corp.,  Box  669,  Arkadeiphia,  Ark. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Engineering  Specialty  Co.,  3100  Eldredge  St.,  Salt 
Lake  City,  Utah. 

Federal  Telephone  A  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

First  Electronics  Corp.,  117  Blue  Hill  Avt.,  Boston  19, 
Mass. 

Flow  Corp.,  85  Mystic  St.,  Arlington  74,  Mass. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Haller,  Raymond  A  Brown,  Inc^  State  College,  Pa. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor,  Mich.  ADV.  PG.  513. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y.  ADV  PG.  371. 

INTERELECTRONICS  CORP.,  24  32  Grand  Concourse, 
New  York  58,  N  Y.  ADV.  PG.  536 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  OIV., 
1378  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  356. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif  ADV.  PG.  51-57. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
AOV  PG.  125. 

Liquidometer  Corp.,  The,  Skillman  Ave  at  36th  St., 
Long  Island  City  1,  N.  Y. 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave.,  New 
York  55,  N  V.  ADV.  PG.  286. 

MAGNETIC  RESEARCH  CORP.,  3160  W.  El  Segundo 
Blvd.,  Hawthorne,  Calif.  AOV.  PG.  482. 

Mandrel  Industries,  Inc.,  Industrial  Instruments  Div., 
5134  Glenmont  Drive,  Houston,  Texas. 

Minreapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd ,  Minneapolis  13,  Minn. 

NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave  , 
Philadelphia  45,  Pa.  ADV.  PG.  528. 

Phllbrick  Researches,  Inc.,  George  A.,  230  Congress  St., 
Boston  10,  Mass. 

Photron  Instrument  Co.,  6516  Detroit  Ave.,  Cleveland  2, 
Ohio. 

Rea  Co.,  Inc.,  J.  B.,  1723  Cloverfteld  Blvd.,  Santa 
Monica.  Calif. 

REEVES  INSTRUMENT  CORP.,  227  E.  9tst  St.,  New 
York  28,  N.  Y.  ADV.  PG.  433. 

Servomechanisms,  Inc.,  Subsystems  Div.,  12500  Avia¬ 
tion  Blvd.,  Hawthorne,  Calif. 

Scrvonics,  Inc.,  822  N.  Henry  St.,  Alexandria,  Va. 

Solartron,  Inc.,  Western  Oiv.,  10761  Burbank  Blvd., 
North  Hollyvvood,  Calif. 

Southern  Instruments,  Ltd.,  Computer  Div.,  Frimley  Rd., 
Camberley,  Surrey,  England. 

Sperry  Gyroscope  Co.,  Div.  of  Sperry  Rand  Co.,  Surface 
Armament  Oiv.,  Great  Neck,  N.  Y. 

Standard  Telephones  &  Cables  Ltd.,  Connaught  House, 
63  Aldwych,  London  W.  C.  2,  England. 

Taber  Instrument  Corp.,  Electronics  Div.,  107  Goundry 
St  ,  North  Tonawanda,  N.  Y. 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  Ave.,  Westbury,  N  Y  ADV.  PG  390. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust 
St..  St.  Louis  3,  Mo. 

WALDORF  INSTRUMENT  CO.,  OIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  SUtion,  N.  Y. 
AOV.  PG.  394C. 


AMPLIFIERS-4-C 

AC  ELECTRONICS  DIV.  OF  GENERAL  MOTORS  CORP., 
1925  E.  Kenilworth,  Milwaukee  1,  Wit.  ADV.  PG. 
387. 

Acme  Telectronix  Div.  of  NEA  Service,  Inc.,  W.  Third  A 
Lakeside,  Cleveland  13,  Ohio. 

ACTON  LABORATORIES,  INC.,  536  Main  St.,  Acton, 
Mass.  ADV.  PG.  156 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Airborne  Accessories  Corp.,  1414  Chestnut  Ave.,  Hillside, 
N.  J. 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 

AIRPAX  PRODUCTS  CO.,  Middle  River,  Baltimore  20, 
Md.  ADV  PG.  229-232. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

Alpha  Instrument  Co.,  43  Hempstead  St.,  New  London, 
Conn. 

AMERAC  INC.,  Dunham  Rd.,  Beverly,  Mass  AOV.  PG. 
76,  77. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

AMERICAN  MACHINE  A  FOUNDRY  CO.,  DEFENSE 
PRDDUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria, 
Va.  AOV.  PG.  380. 

American  Measurement  A  Control,  Inc.,  240  Calvary  St., 
Waltham  54,  Mass. 

American  Rectifier  Corp.,  95  Lafayette  St.,  New  York  13, 
N.  Y. 

American  Research  A  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 

Andromeda,  Inc.,  3742  Howard  Ave.,  Kensington,  Md. 

ARNOLD  MAGNETICS  CORP.,  4613  W  Jefferson  Blvd., 
Los  Angeles  16,  Calif.  AOV.  PG.  124. 

Arnoux  Cwp.,  11924  W.  Washington  Bhrd.,  Los  Angeles 
66,  Calif. 

Audio  Equipment  Co.,  Inc.,  805  Middle  Neck  Rd.,  Great 
Neck,  N.  V. 

Avo  Ltd.,  Avocet  House,  92/96,  Vauxhall  Bridge  Rd., 
London  S.  W  1,  England. 
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BARKER  &  WILLIAMSON,  Canal  &  Beavtr  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

Backman/ Berkeley  Division,  2200  Wright  Ave.,  Richmond 
3,  Calif. 

Beckman/ Process  Instruments  Division,  2500  Fullerton 
Rd.  Fullerton,  Calif. 

Bell  Aircraft  Corp.,  P.  0.  Box  1,  Buffalo  5,  N.  Y. 
BOONTON  ELECTRONICS  CORP.,  738  Speedvrell  Ave., 
Morris  Plains,  N.  J.  ADV.  PG.  368. 

Bristol  Co.,  The,  P.  0.  Box  1790  EB6,  Waterbury  20, 
Conn. 

BRUSH  INSTRUMENTS  OIV.  OF  CLEVITE  CORP.,  3405 
Perkins  Ave.,  Cleveland  14,  Ohio.  ADV.  PG.  20,  21. 
Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 

S.  E.  26,  England. 

COMPUTER  ENGINEERING  ASSOCIATES,  INC.,  350 
Halstead,  Pasadena,  Calif.  ADV.  PG.  585. 

Consolidated  Avionics  Corp.,  800  Shames  Drive,  Westbury, 

N.  Y. 

Consolidated  Controls  Corp.,  6  Durant  Ave.,  Bethel,  Conn. 
Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  Carlstadt,  N.  J.  ADV.  PG.  394A. 

Dubrow  Development  Co.,  235B  Penn  St.,  Burlington, 

N.  J. 

Dynalysis  Development  Labs.,  Inc.,  11941  Wilshire  Blvd., 
Los  Angeles  25,  Calif. 

Dynamics  Instrumentation  Co.,  Div.  of  AberhIII  Corp., 
1118  Mission  St.,  South  Pasadena,  Calif. 

Edin  Co.,  Inc.,  207  Main  St.,  Worcester,  Mass. 

Elcor,  Inc.,  P.  0.  Box  354,  McLean,  Va. 

Electro  Instruments,  Inc.,  3540  Aero  Court,  San  Diego 
11,  Calif. 

Electro  Precision  Corp.,  Box  669,  Arkadelphia,  Ark. 
Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Electronic  Research  Associates,  Inc.,  67  Factory  Place, 
Cedar  Grove,  N.  J. 

Electronic  Tube  Corp.,  1200  E.  Mermaid  Ave.,  Phila¬ 
delphia  18,  Pa. 

Electronics  Computer  Corp.,  6191  Ridge  Ave.,  Phila¬ 
delphia  28,  Pa. 

Ellis  Associates,  Box  77,  Pelham,  N.  Y. 

ENGINEERED  ELECTRONICS  CO.,  506  E.  First  St., 
Santa  Ana,  Calif.  ADV.  PG.  317. 

Engineering  Specialty  Co.,  3100  Eldredge  St.,  Salt 
Lake  City,  Utah. 

EPSCO,  INCORPORATED,  588  Commonwealth  Ave.,  Bos¬ 
ton  15,  Mass.  ADV.  PG.  281-283. 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.  4,  Eng¬ 
land. 

Franklin  Electronics,  Inc.,  E.  Fourth  St.,  Bridgeport,  Pa. 
General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 
4,  Ala. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Genisco,  Inc.,  2233  Federal  Ave.,  Los  Angeles  64,  Calif. 
Grass  Instrument  Co.,  101  Old  Colony  Ave.,  Quincy,  Mass. 
Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Loiris  17,  Mo. 

Hallamore  Electronics  Co.,  8352  Brookhurst  Ave.,  Ana¬ 
heim,  Calif. 

Heiland  Div.  of  Minneapolis-Honeywell  Regulator  Co., 
520  E.  Evans  Ave.,  Denver  22,  Colo. 

Hoover  Electronics  Co.,  110  W.  Timonium  Rd.,  Timoniuni, 
Md. 

INDUSTRIAL  CONTROL  CO.,  805  Albin  Ave.,  Linden¬ 
hurst,  N.  Y.  ADV.  PG.  490. 

Interstate  Electronics  Corp.,  707  E.  Vermont  Ave.,  Ana¬ 
heim,  Calif. 

Isotope  Developments  Ltd.,  Beenham  Grange,  Alder- 
maston  Wharf,  Nr.  Reading,  Berks. 

Jordon  Electronics,  a  Div.  of  Victoreen  Instrument  Co., 
3025  W.  Mission  Rd.,  Alhambra,  Calif. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV  , 
1378  Main  Ave.,  Clifton.  N.  J.  ADV.  PG.  356. 
KEITHLEY  INSTRUMENTS,  12415  Euclid  Ave.,  Cleve¬ 
land  6,  Ohio.  ADV.  PG.  274. 

Kelvin  &  Hughes  Ltd.,  New  North  Rd.,  Barkingside,  Essex, 
England. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  ADV.  PG.  51-57. 

Kistler  Instrument  Corp.,  15  Webster  St.,  North  Tona- 
wanda  N.  Y. 

KROHN-MITE  CORP.,  580  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  197. 

Leeds  &  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

LING  ELECTRONICS,  9937  W.  Jefferson  Blvd.,  Culver 
City,  Calif.  ADV.  PG.  487. 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave.,  New 
York  55,  N.  Y.  ADV.  PG.  286. 

Magnetic  Instruments  Co.,  -546  Commerce  St.,  Thornwood, 
N.  Y. 

MAGNETIC  RESEARCH  CORP.,  3160  W.  El  Segundo 
Blvd.,  Hawthorne,  Calif.  ADV.  PG.  482. 

Mandrel  Industries,  Inc.,  Industrial  Instruments  Div., 
5134  Glenmont  Drive,  Houston,  Texas. 

MIDWESTERN  INSTRUMENTS,  41st  &  Sheridan  Rd., 
Tulsa,  Okla.  ADV.  PG.  9. 

MILLIVAC  INSTRUMENTS  DIV.  OF  COHU  ELEaRON- 
ICS,  INC.,  2315  Second  Ave.,  Carmen,  Schenectady, 
N.  Y.  ADV.  PG.  497. 

Minneapolis-Honeywell,  Boston  Div.,  1400  Soldiers  Field 
Rd.,  Boston  35,  Mass. 

Minneapolis-Honeywell  Regulator  Co.,  Industrial  Div., 
Seventh  &  Grange  Sts.,  Philadelphia  44,  Pa. 

Missouri  Research  Labs.,  Inc.,  2109  Locust  St.,  St.  Louis 
3,  Mo. 


Moulic  Specialties  Co.,  1007  W.  Washington  St.,  Bloom¬ 
ington,  III. 

Neff  Instrument  Corp.,  2211  E.  Foothill  Blvd.,  Pasadena, 
Calif. 

Nevada  Air  Products  Co.,  P.  0.  Box  2472,  Reno,  Nev. 

NON-LINEAR  SYSTEMS,  INC.,  Del  Mar  Airport,  Del 
Mar,  Calif.  ADV.  PG.  442. 

Northam  Electronics,  Inc.,  2420  N.  Lake  Ave.,  Altadena, 
Calif. 

Offner  Electronics  Inc.,  5320  N.  Kedzie  Ave.,  Chicago 
25,  III. 

PERKIN  ENGINEERING  CORP.,  345  Kansas  St.,  El 
Segundo,  Calif.  ADV.  PG.  496. 

Philbrick  Researches,  Inc.,  George  A.,  230  Congress  St., 
Boston  10,  Mass. 

Photocon  Research  Products,  421  N.  Altadena  Drive, 
Pasadena,  Calif. 

Photron  Instrument  Co.,  6516  Detroit  Ave.,  Cleveland  2, 
Ohio. 

Process  &  Instruments,  15  Stone  Ave.,  Brooklyn  33, 
N.  Y. 

QUAN-TECH  UBORATORIES,  236  Mt.  Kemble  Ave., 
Morristown,  N.  J.  ADV.  PG.  553. 

Rauland-Borg  Corp.,  3515  W.  Addison  St.,  Chicago  18, 
III. 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  V.  ADV.  PG.  433. 

Rho  Engineering  Co.,  2242  Sepulveda  Blvd.,  Los  Angeles 
64,  Calif. 

SANBORN  CO.,  175  Wyman  St.,  Waltham  54,  Mass. 
ADV.  PG.  357. 

Servomechanisms,  Inc.,  Special  Products  Div.,  12500  Avia¬ 
tion  Blvd.,  Hawthorne,  Calif. 

Servonics,  Inc.,  822  N.  Henry  St.,  Alexandria,  Va. 

Southern  Instruments  Ltd.,  Comp’jter  Div.,  Frimley  Rd., 
Camber  ley,  Surrey,  England  . 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas 
ADV.  PG.  347. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Tektronix,  Inc.,  P.  0.  Box  831,  Portland  7,  Ore. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13, 
III. 

TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave.,  Dallas  9,  Texas.  ADV.  PG.  396. 

Topp  Industries,  Inc.,  5255  W.  102nd  St.,  Los  Angeles 
45.  Calif. 

TRANS  ELECTRONICS,  INC.,  7349  Canoga  Ave.,  Canoga 
Park,  Calif.  ADV.  PG.  506. 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J. 

Tullamore  Electronics  Laboratory,  6055  S.  Ashland  Ave., 
Chicago  36,  III. 

United  Control  Corp.,  4540  Union  Bay  Place,  Seattle 
5,  Wash. 

United  Electrodynamics  Div.  of  United  Geophysical  Corp., 
1200  S.  Marengo,  Pasadena,  Calif. 

Universal  Match  Corp.,  Avionics  Dept.,  4407  Cook  Ave., 
St.  Louis  13,  Mo. 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  Ave.,  Westbury,  N.  Y.  ADV.  PG.  390. 

Vector  Associates  Inc.,  1007  Atlantic  Ave.,  Brooklyn 
38,  N.  V. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3,  Mo. 

Video  Instruments  Co.,  Inc.,  3002  Pennsylvania  Ave., 
Santa  Monica,  Calif. 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
150  E.  Aurora  St.,  Waterbury  20,  Conn. 


AMPLIFIERS-Oecade 

ACTON  LABORATORIES,  INC.,  536  Main  St.,  Acton, 
Mass.  ADV.  PG.  156. 

BALLANTINE  LABORATORIES,  INC.,  Boonton,  N  J. 
ADV.  PG.  163. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morris  Plains,  N.  J.  ADV.  PG.  368. 

Burr-Brown  Research  Corp.,  Box  6444,  Tucson,  Arir. 

Elcor,  Inc.,  P.  0.  Box  354,  McLean,  Va. 

E lectro- Voice,  Inc.,  Buchanan,  Mich. 

Fairchild  Engine  &  Airplane  Corp.,  Guided  Missiles 
Div.,  Wyandanch,  N.  Y. 

Greenleaf  Mfg  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17  Mo. 

KEITHLEY  INSTRUMENTS,  12415  Euclid  Ave.,  Cleve¬ 
land  6,  Ohio.  ADV.  PG.  274. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  ADV.  PG.  51-57. 

OWEN  LABORATORIES,  INC.,  55  Bearon  Place,  Pasa¬ 
dena,  Calif.  ADV.  PG.  498. 

QUAN-TECH  LABORATORIES,  236  Mt.  Kemble  Ave., 
Morristown,  N.  J.  ADV.  PG,  553. 

Scott,  Inc.,  Hermon  Hosmer,  111  Powder  Mill  Rd., 
Maynard,  Mass. 

Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Taber  Instrument  Corp.,  Electronics  Div.,  107  Goundry 
St.,  North  Tonawanda,  N.  Y. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13, 
III. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  t 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C. 


1958-1959  LISTINGS  of 


Westbury  Electronics,  Inc.,  300  Shames  Drive,  West¬ 
bury,  N.  Y. 

Zacharies  Electronics  Corp.,  P.  0.  Box  172,  Livingston, 
N.  J. 


AMPIIFIERS-Oifforenfiof 

Airborne  Accessories  Corp.,  1414  Chestnut  Ave.,  Hillside, 

N.  J. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

American  Research  &  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

Berkshire  Laboratories,  580  Bank  Village,  Greenville, 

Boefime,  Inc.,  H.  0.,  915  Broadway,  New  York  10. 

N  Y. 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morris  Plains,  N  J.  ADV.  PG.  368. 

Bristol  Co.,  The,  P.  0  Box  1790  EBG,  Waterbury  20, 
Conn. 

Burr-Brown  Research  Corp.,  Box  6444,  Tucson,  Arlt. 

Edin  Co.,  Inc.,  207  Main  St.,  Worcester,  Mast. 

Electro  Instruments,  Inc.,  3540  Aero  Court,  San  Diego 

11,  Calif. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Electronics  Computer  Corp.,  6191  Ridge  Ave.,  Philadel¬ 
phia  28,  Pa. 

Ellis  Associates,  Box  77,  Pelham,  H.  V. 

EPSCO,  INCORPORATED,  588  CemmonweaHh  Ave ,  Bos¬ 
ton  15,  Mass.  ADV.  PG.  281-283. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N  Y  ADV  PG.  371. 

KEITHLEY  INSTRUMENTS,  12415  Euclid  Ave.,  Cleve¬ 
land  6,  Ohio.  ADV.  PG.  274. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd ,  San  Diego 

12,  Calif.  ADV.  PG.  51-57. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125 

Magnetic  Instruments  Co.,  546  Commerce  St.,  Thorn 
wood,  N.  Y. 

Mid-Century  Instrumatic  Corp.,  611  Broadway,  New 
York  12,  N.  Y 

MILLIVAC  INSTRUMENTS  DIV.  OF  COHU  ELEC¬ 
TRONICS,  INC.,  2315  Second  Ave.,  Carmen,  Schenec¬ 
tady,  N  Y.  ADV.  PG.  497. 

Missouri  Research  Labs.,  Inc.,  2109  Locust  St.,  St. 
Louis  3,  Mo. 

Offner  Electronics  Inc.,  5320  N.  Kedrie  Ave.,  Chicago 
25,  III. 

Process  &  Instruments,  15  Stone  Ave.,  Brooklyn  33, 

N  Y 

QUAN-TECH  LABORATORIES,  236  Mt.  Kemble  Ave., 
Morristown,  N.  J.  ADV.  PG.  553. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave, 
Pasadena  I,  Calif. 

SANBORN  CO.,  175  Wyman  St.,  Waltham  54,  Mass. 
ADV.  PG.  357 

Scott,  Inc.,  Hermon  Hosmer,  111  Powder  Mill  Rd., 
Maynard,  Mass 

Tektronix,  Inc.,  P.  0.  Box  831,  Portland  7,  Ore. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Telsa  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13, 
III. 

TRANS  ELECTRONICS,  INC.,  7349  Canoga  Ave.,  Canoga 
Park,  Calif.  ADV.  PG.  506. 

United  Control  Corp.,  4540  Union  Bay  Place,  Seattle 
5,  Wash. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Lxust 
St.,  St.  Louis  3,  Mo. 

Video  Instruments  Co.,  Inc.,  3002  Pennsylvania  Ave., 
Santa  Monica,  Calif. 

WALKIRT  CO.,  141  W.  Hazel  St.,  Inglewood  3,  Calif. 
ADV  PG,  500 

AMriinm-INofrifcuNM 

A  R  &  T  Electronics,  Inc.,  P.  0  Boa  370,  North  Little 
Rock,  Ark. 

American  Measurement  &  Control,  Inc.,  240  Calvary 
St.,  Waltham  54,  Mass. 

Blonder-Tongue  Laboratories,  Inc.,  9-25  Ailing  St., 
Newark  2,  N.  J. 

Community  Engineering  Corp.,  Box  824,  State  College, 
Pa. 

Dage  Television  Div.  of  Thompson  Products,  Inc.,  W. 

Tenth  St.,  Michigan  City,  Ind. 

Entron,  Inc.,  4902  Lawrence  St.,  Blademburg,  Md. 
General  Precision  Laboratory,  Inc.,  63  Bedford  Rd., 
Pleasantville,  N.  Y. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Hallamore  Electronics  Co.,  8352  Brookhurst  Ave., 
Anaheim,  Calif. 

Holland  Electronics,  Inc.,  772  E,  53rd  St.,  Brooklyn, 
N.  Y. 

INSTRUMENTS  FOR  INDUSTRY,  INC.,  149  Glen  Cove 
Rd.,  Mineola,  N.  Y.  ADV.  PG.  551. 
INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N.  Y.  ADV.  PG.  536. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  ADV.  PG.  51-57. 

Lynmar  Engineers,  Inc.,  1432  N.  Carlisle  St.,  Phila¬ 
delphia  21,  Pa. 

Miratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  Minn. 
Orbitran  Co.,  Inc.,  Rt.  1,  Box  635,  Lakeside,  Calif. 
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Rauland-Borg  Corp.,  3J1S  W.  AMlion  St.,  Chicago 
18,  III. 

Rexttl  Enginooring  Corp.,  330  S.  Fair  Oalo  Ave., 
Pasadena  1,  CaHf. 

Riaon  Ekctrooici,  Inc.,  Silvtr  Spring,  Md. 

Sagc>Craft,  Inc.,  Norwich,  N.  Y. 

Sponcar-Kenntdy  Labs.,  Inc.,  1318  Sotdim  Field  Rd., 
Boston  3S,  Mass. 

Stromberg-Carlaon  Co.,  Die.  of  General  Oynamia  Corp., 
100  Carlson  Rd.,  RKhester  3,  N.  V. 

Tare  Electronics,  Inc.,  48  Urban  A»e.,  Westbury,  N.  V.  ■ 

TELECHROME  MFC.  CORP.,  28  Ranick  Drive,  AmHy- 
ville,  N.  y.  ADV.  PG.  323. 

Telectro  Industries  Corp.,  33-16  37th  St.,  Long  Island 
City  1,  N  V. 

Television  Utilities  Corp.,  112-33  Colonial  Ave., 
Corona,  N.  Y. 

Tel-lnstrument  Electronics  Corp.,  728  Garden  St., 
Carlstadt,  N.  i;  .  ' 

Transline  Associates,  95  Summit  St.,  Newark  3,  N.  J. 

Westbury  Electrgnfcs,  Inc.,  300  Shames  Drivt,  Westbury 
N.  Y. 


AMPLIFIERS— f-m  A  Anfonno 

ACF  Electronla,  808  N.  Pitt  St..  Aleaandria,  Va. 

A.  R.  F.  ProduMs,  Inc.,  7627  Lake  St.,  River  Forest, 
III. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

Community  Engineering  Corp.,  Box  824,  State  College, 
Pa. 

Federal  Telephone  A  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J 

Hallamore  Electronto  Co.,  8332  Brookhurst  Ave.,  Ana¬ 
heim,  Calit. 

Haller  Raymond  A  'Brown,  Inc.,  State  College,  Pa. 

JERROLO  ELECTRONICS  CORP.,  15th  A  Lehigh,  Phila¬ 
delphia  32,  Pa.  ADV.  PG  342. 

Lynmar  Engineers,  Inc.,  1432  N.  Carlisle  St.,  Phila¬ 
delphia  21,  Pa. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquergue,  N  M. 

Precision  Electronics,  Inc.,  9101  King  St.,  Franklin 
Park,  III. 

Radio  Craftsmen  Div.  of  Precision  Radiation  Instruments 
Inc  ,  4223  W.  Jefferson  Blvd.,  Los  Angeles  16,  Calif. 

Sage-Cnaft,  Inc.,  Norwich,  N.  Y. 

TELECHROME  MFC.  CORP.,  28  Ranick  Drive,  Amityville, 
N.  Y.  ADV.  PG.  323. 

Transline  Associates,  95  Summit  St.,  Newark  3,  N.  J. 

Westbury  Electronics,  Inc.,  300  Shames  Drive,  West¬ 
bury,  N.  V. 


AMPIIFIERS-Foctintlfe 

Acme  Teleetronli  Div.  of  NEA  Service,  Inc.,  W.  Third 
A  Lakeside,  Cleveland  13,  Ohio 

ALOEN  ELECTRONIC  A  IMPULSE  RECORDING  EQUIP¬ 
MENT  CO.,  Box  125,  Westboro,  Mass  ADV  PG.  452. 

American  Research  A  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 

Hogan  Laboratories,  Inc.,  155  Perry  St.,  New  York  14, 
N.  Y. 

LAO  Research  A  Development  Corp.,  134  N.  Wayne 
Ave.,  Wayne,  Pa. 

Press  Wireless  Laboratories,  Inc.,  25  Prospect  Place, 
West  Newton  65,  Mats. 

Trantline  Associates,  95  Summit  St.,  Newark  3,  N.  J. 


AMPIIFIERS-M 

ACF  Electronics,  BOO  N.  Pitt  St.,  Alexandria,  Va 

Adler  Electronla,  Inc.,  1  LeFevre  Lane,  New  Rochelle, 
N  V. 

ANDERSEN  UBORATORIES,  INC.,  39  Talcott  Rd., 
West  Hartford  10,  Conn.  ADV.  PG.  564. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

BARKER  i  WILLIAMSON,  Canal  A  Beaver  SU.,  Bristol, 
Pa  ADV.  PG.  103. 

Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J. 

Canoga  Corp.,  5955  Sepulveda  Bhrd.,  Van  Nuys,  Calif. 

Coils-Electronics  Co.,  2939-49  N.  2nd  St.,  Philadelphia 
33.  Pa. 

CONTROL  ELECTRONICS  CO.,  INC.,  1925  New  York 
Ave.,  Huntington  Station,  N.  Y.  ADV.  PG.  473, 
550. 

Denson  Electronla  Corp.,  Ellington,  Conn. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N., 
St.  Petersburg,  Fla. 

Electronic  Research  Associates,  Inc.,  67  Factory  Place, 
Cedar  Grove,  N.  J. 

Elk  Electronic  Labs.,  Inc.,  333  W.  S2nd  St.,  New  York 
19,  N.  Y. 

Federal  Telephone  A  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

General  Electronics  Corp.,  17  Madison  Ave.,  Mont¬ 
gomery  4,  Ala. 

GENERAL  RADIO  CO.,  275  MassachusetU  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV  PG.  178,  179. 

Grcenlaaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17  Mo 

INSTRUMENTS  FOR  INDUSTRY,  INC.,  149  Glen  Cove 
Rd  ,  Mineola,  N.  Y.  ADV.  PG.  551 

INTCRELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N.  Y.  ADV.  PG.  536. 

Jowll  Electronics,  Inc.,  Belfteld  A  Wister,  Philadelphia 
44,  Pa. 

Knight  Carp.,  Ewen,  206  A  St.,  Needham  94,  Mass. 

Lei  Inc.,  380  Oak  St.,  Copiague,  N.  Y. 


PRODUCTS. 


AMPLIFIERS 


Litton  Industries  of  Maryland,  Inc.,  4900  Calvert  Rd., 
College  Park,  Md. 

MILLIVAC  INSTRUMENTS  OlV.  OF  COHU  ELEaRONICS, 
INC.,  2315  Second  Ave.,  Carmen,  Schenectady,  N.  Y. 
ADV.  PG.  497. 

RS  Electronics  Corp.,  435  Portage  Ave.,  Palo  Alto, 
Calif. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave., 
Pasadena  1,  Calif. 

Seeburg  Corp.,  The,  1500  N.  Dayton  St.,  Chicago  22, 
111. 

Sturrup,  Inc.,  50  Silver  St.,  Middletown,  Conn. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity¬ 
ville,  N.  Y.  ADV.  PG.  323. 

Transline  Associates,  95  Summit  St.,  Newark  3,  N.  J. 

Westbury  Electronics,  Inc.,  300  Shames  Drive,  West¬ 
bury,  N.  V. 

Westinghouse  Electric  Corp.,  P.O.  Box  868,  Pittsburgh 
30,  Pa. 

2achariat  Electronics  Corp.,  P.O.  Box  172,  Livingston, 
N.  J. 


AMPIIFIERS-Raying 

Boehme,  Inc.,  H.  0.,  915  Broadway,  New  York  10, 
N.  Y. 

Erco  Radio  Labs,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N.  Y 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG  125. 

Press  Wireless  Laboratories,  Inc.,  25  Prospect  Plaa, 
West  Newton  65,  Mass. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity¬ 
ville,  N  Y.  ADV.  PG.  323. 

Transline  Associates,  95  Summit  St.,  Newark  3,  N.  J. 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J. 

Vapor  Heating  Corp.,  6420  W.  Howard  St.,  Chicago 
31,  III. 


AMPLIFIERS-Kfysfron  AFC 

American  Radio  Co.,  Inc.,  445  Park  Ave.,  New  York 
22,  N.  Y. 

Browning  Laboratories,  Inc.,  Main  St.,  Winchester, 
Mast. 

DeMORNAY-BONARDI,  780  S  Arroyo  Parkway,  Pasadena, 
Calif.  ADV.  PG.  98,  99. 

Knight  Corp.,  Ewen,  206  A  St.,  Needham  94,  Mass. 
LABORATORY  FOR  ELECTRONICS,  INC.,  75  PitU  St., 
Boston  14,  Mau.  ADV.  PG.  508. 

Le>,  Inc ,  380  Oak  St.,  Copiague,  N.  Y. 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y.  ADV.  PG.  343,  344 


AMPlIFIERS-liiMar 

Allegany  Instri'ment  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

AMERICAN  TRADAIR  CORP.,  SUB.  OF  EKCO  ELEC¬ 
TRONICS,  LTD.,  34-01  30th  St.,  Long  Island  City  6, 
N.  V  ADV.  PG.  548. 

Amtron  Corp  17  Felton  St.,  Waltham  Mass. 

BJ  ELECTRDNICS,  BORG-WARNER  CORP.,  3300  New- 
port  Blvd,  Sanu  Ana,  Calif.  ADV.  PG  475. 

BAIRO-ATOMIC,  INC.,  33  University  Rd.,  Cambridge 
38,  Mass.  ADV.  PG.  466 

BARKER  &  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103 

Beva  Laboratory,  1640  Olden  Ave.,  Ext.,  Trenton  9,  N.  J. 

Bruel  A  KJaer,  Naerum,  Denmark. 

Century  Electroniu  A  Instruments,  Inc.,  P.  0.  Box  6216, 
Pine  Station,  Tulsa  10,  Okla 

CLEGG  LABORATORIES  DIV.  OF  CLEGG,  INC.,  Han¬ 
over  A  Ridgedale  Aves.,  Morristown,  N.  J.  ADV.  PG. 
505 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Oynamia  Instrumentation  Co.,  Div.  of  AlberhIII  Corp., 
1118  Mission  St.,  South  Pasadena,  Calif. 

Ekor,  Inc.,  P.  0.  Box  354,  McLean,  Va. 

Eldorado  Electronla  Co.,  2821  10th  St.,  Berkeley,  Calif. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Electronic  Communiutions,  Inc.,  1501  72nd  St.,  N.  St. 
Petersburg  Fla 

ENGINEERED  ELECTRONICS  CO.,  506  E.  First  St., 
Sanu  Ana,  Calif  ADV.  PG.  317. 

Erco  Radio  Labs,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N.  Y. 

Franklin  Electronics,  Inc.,  E.  Fourth  St.,  Bridgeport, 
Pa. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 

4,  Ala“ 

Genitco,  Inc.,  2233  Federal  Ave.,  Lot  Angeles  64,  Calif. 

Gonset  Olv.,  Young  Spring  A  Wire  Corp.,  801  S.  Main 
St.,  Burbank,  Calif. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Hamner  Electronics  Co.,  Inc.,  Box  531,  Princeton,  N.  J. 

Heiland  Div.  of  Minneapolis-Honeywefl  Regulator  Co., 
5200  E.  Evans  Ave.,  Denver  22,  Colo. 

Holt  Instrument  Labs.,  Oconto,  Wit. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y.  ADV.  PG.  371. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N.  Y.  ADV.  PG.  536. 

Isotope  Developments  Ltd.,  Beenham  Grange,  Alder- 
maston  Wharf,  Nr.  Reading,  Berks. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

Jordon  Electronics,  a  Div.  of  Victoreen  Instrument  Co., 
3025  W.  Mission  Rd.,  Alhambra,  Calif. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  ADV.  PG.  51-57. 


Lei,  Inc  ,  380  Oak  St.,  Copiague,  N.  Y. 

LIBRASCOPE,  INC.,  806  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125 

MIDWESTERN  INSTRUMENTS,  41tt  A  Sheridan  Rd., 
Tula,  Okla.  ADV.  PG.  9.  .  , 

Minneapciis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Minneapolis-Honeywell,  Boston  Div.,  1400  Soldiers  Field 
Rd.,  Boston  35,  Mass. 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York  22, 

Nuclear-Electronia  Corp.,  2925  N.  Broad  St.,  Phila¬ 
delphia  32,  Pa.  _  . 

Offner  Electronla  Inc.,  5320  N.  Kedzie  Ave.,  Chicago 
25,  III. 

Philbrick  Researches,  Inc.,  George  A.,  230  Congress  St., 
Boston  10,  Mass. 

Precision  Electronla,  Inc.,  9101  King  St.,  Franklin 
Park,  III. 

Radiation  Counter  Laboratories,  Inc.,  5121  W.  Grove 
St.,  Skokie,  III.  ^  ^ 

Radio  Music  Corp.,  84  S.  Water  St.,  Port  Chester,  N.  Y. 

Standard  Electronla  Div.  of  Radio  Engineering  Labs., 
Inc.,  29-01  Borden  Ave.,  Long  Island  City  1,  N  Y. 

TECHNICAL  MATERIEL  CORP.,  P.  0.  Box  142,  Mamaro- 
neck,  N.  Y.  ADV.  PG.  145. 

Technical  Measurement  Corp.,  140-142  State  St.,  New 
Haven  11,  Conn. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity¬ 
ville,  N.  Y.  ADV.  PG.  323. 

Television  Utilities  Corp.,  112-33  Colonial  Ave.,  Corona, 
N.  Y. 

Tesla  Electric  Co,  2871  N.  Lincoln  Ave.,  Chicago  13,  III. 

Traceriab,  Inc.,  1601  Trapelo  Rd.,  Waltham  54,  Mass. 

Tullamore  Electronla  Laboratory,  6055  S.  Ashland  Ave., 
Chicai/O  36,  III 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  DIV., 
5806  Hough  Ave  ,  Cleveland  3,  Ohio.  ADV.  PG.  254. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hiil  Rd.,  Huntington  Station,  N.  Y.  ADV. 
PG.  394C. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak  Park, 
III. 

Zacharias  Electronla  Corp.,  P.  0.  Box  172,  Livingston, 
N.  J. 


AMPLIFIERS— logarithmic 

Audio  Instrument  Co.,  Inc.,  133ES  W.  14th  St.,  New 
York  n,  N.  Y. 

BJ  ELECTRONICS,  BORG-WARNER  CORP.,  3300  New¬ 
port  Blvd.,  Santa  Ana,  Calif.  AOV.  PG.  475. 

California  Technical  Industries,  Oiv.  of  Textron,  Inc., 
1421  Old  County  Rd.,  Belmont,  Calif. 

Dorset!  Laboratories,  Inc.,  401  E.  Boyd  St.,  Box  862, 
Norman,  Okla. 

Electro- Voice,  Inc.,  Buchanan,  Mich. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Engineering  Specialty  Co.,  3100  Eldredge  St.,  Salt 
Lake  City,  Utah. 

Haller,  Raymond  A  Brown,  Inc.,  State  College,  Pa. 

INSTRUMENTS  FOR  INDUSTRY,  INC.,  149  Glen  Cove 
Rd  ,  Mineola.  N.  Y  AOV.  PG.  551. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y.  ADV.  PG.  536. 

Isotope  Dmiopments  Ltd.,  Beenham  Grange,  Alder- 
maston  Wharf,  Nr.  Reading,  Berks. 

Jordon  Elearonics,  a  Div.  of  Victoreen  Instrument  Co., 
3025  W.  Mission  Rd.,  Alhambra,  Calif. 

KEITHLEY  INSTRUMENTS,  12415  Euclid  Ave.,  Cleve¬ 
land  6,  Ohio., ADV.  PG.  274. 

Lei,  Inc.,  380  Oak  St.,  Copiague,  N.  Y. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
AOV  PG.  125. 

MOSELEY  CO.,  F.  L.,  409  N.  Fair  Oaks  Ave.,  Pasadena, 
Calif.  AOV.  PG.  126. 

Nuclear  Carp,  of  America,  400  Park  Ave.,  New  York  22, 
N.  Y. 

Nuclear  Instrumenution  Oiv.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 

Pickard  A  Bums,  Inc.,  Needham,  Mass. 

Radiation  Counter  Laboratoria,  Inc.,  5121  W.  Grove  St., 
Skokie,  III. 

SANBORN  CO.,  175  Wyman  St.,  Waltham  54,  Mass. 
AOV.  PG.  357 

Summit  Electronia,  Inc.,  7  Industrial  Place,  Summit, 
N.  J 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity¬ 
ville,  N.  Y.  ADV.  PG.  323. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  V. 

Tullamore  Electronics  Laboratory,  6055  S.  Ashland  Ave., 
Chicago  36,  III 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C. 


AMPLIFIERS- Atogiwfic 

ACROMAG  INC.,  Dept.  EBG,  22519  Telegraph  Rd., 
Detroit  41,  Mich.  ADV.  PG.  583. 

Airborne  Accessories  Corp.,  1414  Chestnut  Ave.,  Hill¬ 
side,  N.  J. 

AIRPAX  PRODUCTS  CO.,  Middle  River,  Baltimore  20, 
Md  ADV.  PG.  229-232. 

American  Electronics,  Inc.,  655  W.  Washington  Bhrd., 
Los  Angeles  15,  Calif. 

American  Reaifier  Corp.,  95  Lafayette  St.,  New  York 
13,  N.  Y. 

American  Research  A  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 
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AMPLIFIERS 


ARNOLD  MAGNETICS  CORP.,  4613  W.  Jefftrson  Bl«d., 
Los  Angeles  IS,  Calif.  AOV.  PG.  124. 

Arnoux  Corp.,  11924  W.  Washington  Blvd.,  Los  Angeles 
66,  Calif. 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Roxbury, 
Mass.  ADV.  PG.  575. 

Audio  Development  Co.,  2833  13th  Ave.,  S.,  Minneap¬ 
olis  7,  Minn. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

Basler  Electric  Co.,  605  Fifth  St.,  Highland,  III. 

Bell  Aircraft  Corp.,  P.  0.  Box  1,  Buffalo  S,  N.  Y. 

Bill  Jack  Scientific  Instrument  Co.,  P.  0.  Box  C-3, 
Solana  Beach,  Calif. 

Bogue  Electric  Mfg.  Co.,  52  Iowa  Ave.,  Paterson  3, 

N.  J. 

Bone  Engineering  Corp.,  701  W.  Broadway,  Glendale 
4,  Calif. 

Cedar  Engineering  Div.  of  Control  Data  Corp.,  5806 
W.  36th  St.,  Minneapolis  16,  Minn. 

CELCO  CONSTANTINE  ENGINEERING  UBORATORIES 
CO.,  P.  0.  Box  555,  Mahwah,  N.  J.  AOV.  PG.  352, 
353,  372. 

Chase  Electronics  Inc.,  82-31  Slst  Ave.,  Elmhurst, 
N.  Y. 

CHICAGO  MAGNETIC  CONTROL  CO.,  1616  Damon  Ave., 
Chicago,  III.  ADV.  PG.  541. 

CHICAGO  STANDARD  TRANSFORMER  CORP.,  3501  W. 

Addison  St.,  Chicago  18,  111.  AOV.  PG.  226,  227. 
Clevite  Corp.,  Texas  Div.,  3732  Wertheimer  Rd.,  Houston 
6,  Texas. 

Clifton  Mfg.  Co.,  Inc.,  20  N.  Springfield  Rd.,  Clifton 
Heights,  Pa. 

Cline  Electric  Mfg.  Co.,  3405  W.  47th  St.,  Chicago,  III. 
Coast  Coil  Co.,  5333  W.  Washington  Blvd.,  Los  Angeles 
16,  Calif. 

COMMUNICATION  ACCESSORIES  CO.,  U.  S.  Highway 
50  &  71  By-Pass,  Lee's  Summit,  Mo.  AOV.  PG. 
249-252. 

Consolidated  Controls  Corp.,  6  Durant  Ave.,  Bethel,  Conn. 
CONTROL,  A  DIV.  OF  MAGNETICS,  INC.,  P.  0.  Box 
391,  Butler,  Pa.  AOV.  PG.  221. 

Cycle  Transformer  Corp.,  354  Glenwood  Ave.,  East 
Orange,  N.  J. 

0  &  R,  LTD.,  402  E.  Gutierrez  St.,  P.  0.  Box  1500, 
Santa  Barbara,  Calif.  ADV.  PG.  556. 

Oaystrom  Systems'  Div.  of  Oaystrom,  Inc.,  5640  La  Jolla 
Blvd.,  La  Jolla.  Calif. 

De  COURSEY  ENGINEERING  LAB.,  11828  W.  Jefferson 
Blvd.,  Culver  City,  Calif.  AOV.  PG.  228. 

DETROIT  CONTROLS  DIV.  OF  AMERICAN-STANDARD, 
100  Morse  St.,  Norwood,  Mass.  ADV.  PG.  579. 
Electronic  Research  Associates,  Inc.,  67  Factory  Place, 
Cedar  Grove,  N.  J. 

ENDICOTT  COIL  CO.,  INC.,  24  Charlotte  St.,  Bing¬ 
hamton,  N.  Y.  AOV.  PG.  424,  425. 

Engineered  Magnetics  Div.  of  Gulton  Industries,  Inc., 
13030  Cerise  Ave.,  Hawthorne,  Calif. 

Era  Electric  Corp.,  67  E.  Centre  St.,  Nutley,  N.  J. 
Fairfield  Engineering  Corp.,  934  Hope  St.,  Springdale, 
Conn. 

Feedback  Controls,  Inc.,  899  Main  St.,  Waltham  54, 
Mass. 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N.  Y.  AOV.  PG.  24. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  ADV.  PG.  75. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River 
Rd.,  Schenectady  5,  N.  Y. 

GENERAL  MAGNETICS,  INC.,  135  Bloomfield  Ave., 
Bloomfield  N.  J.  ADV.  PG.  359. 

Gerst  &  Co.,  Paul  E.,  4868  N.  Clark  St.,  Chicago  40, 
III. 

Goldak  Co.,  Inc.,  The,  Dept.  E,  15n4  W.  Glenoaks 
Blvd.,  Glendale  1,  Calif. 

Goslin  Electric  &  Mfg.  Co.,  2921  W.  Olive  St.,  Bur¬ 
bank,  Calif. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Hadley  Co.,  Inc.,  Robert  M.,  5112  S.  Hoover  St.,  Los 
Angeles  37,  Calif. 

Hallamore  Electronics  Co.,  8352  Brookhurst  Ave.,  Ana- 
helm,  Calif. 

HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas.  AOV.  PG.  176,  177. 

INDUSTRIAL  CONTROL  CO.,  805  Albin  Ave.,  Linden¬ 
hurst,  N.  Y.  ADV.  PG.  490. 

INTERNATIONAL  RESISTANCE  CO.,  401  N.  Broad  St., 
Philadelphia  8,  Pa.  AOV.  PG.  189-192. 

JOBBINS  ELECTRONICS,  771  Hamilton  Ave.,  Menlo 

Park,  Calif.  AOV.  PG.  470. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  St.,  Clifton,  N.  J.  ADV.  PG.  356. 
Kenyon  Transformer  Co.,  Inc.,  840  Barry  St.,  New 

York,  59,  N.  Y. 

KEPCO  LABS,  INC.,  131-38  Sanford  Ave.,  Flushing  55, 
N.  Y.  ADV.  PG.  289,  290. 

Keystone  Products  Co.,  904-6  23rd  St.,  Union  City, 

N.  J. 

Kollsman  Instrument  Corp.,  Sub.  of  Standard  Coil 
Products  Co.,  Inc.,  80-08  45th  Ave.,  Elmhurst, 
N.  Y. 

LABORATORY  FOR  ELECTRONICS,  INC.,  75  Pitts  St., 
Boston  14,  Mass.  AOV.  PG.  508. 

Leach  Corp.,  Inet  Olv.,  18435  Susana  Rd.  Compton, 
Calif. 

LEACN  CORP.,  LEACH  RELAY  DIV.,  5915  S.  Avalon 
Blvd.,  Los  Angeles  3,  Calif.  ADV.  PG.  318,  319. 


Lee  Electric  &  Mfg.  Co.,  2806  Clearwater  St.,  Los 
Angeles  39,  Calif. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
AOV.  PG.  125. 

McKay  Electric  Co.,  26042  W.  Seven  Mile  Rd.,  Detroit 
40,  Mich. 

MACARR,  INC.,  2543  Boston  Rd.,  Bronx  67,  N.  Y. 
ADV.  PG.  577. 

Magnavox  Co.,  The,  2131  Beuter  Rd.,  Fort  Wayne, 
Ind. 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  St.,  New 
York  55,  N.  Y.  ADV.  PG.  286. 

MAGNETIC  RESEARCH  CORP.,  3160  W.  El  Segundo 
Blvd.,  Hawthorne,  Calif.  ADV.  PG.  482. 

Micropulse  Engineering,  1122  W.  Magnolia  Blvd.,  Bur¬ 
bank,  Calif. 

Minitran  Corp.,  5  Oliver  St.,  Newark  2,  N.  J. 
Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 
Minneapolis-Honeywell,  Boston  Div.,  1400  Soldiers  Field 
Rd..  Boston  35,  Mass. 

NYT  ELECTRONICS,  INC.,  2979  N.  Ontario  St.,  Burbank, 
Calif.  ADV.  PG.  500. 

Networks  Electronic  Corp.,  14806  Oxnard  St.,  Van  Nuys, 
Calif. 

Norden  Ketay  Corp.,  Precision  Components  Div.,  Corn- 
mack,  N.  Y. 

Norwood  Controls  Unit,  Detroit  Controls  Corp.,  934 
Washington  St.,  Norwood,  Mass. 

ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 
N.  J.  ADV.  PG.  337. 

Osborne  Electronic  Corp.,  712  S.  E.  Hawthorne,  Port¬ 
land  14,  Ore. 

Pacific  Magnetic  Corp.,  Electronic  Center,  Romoland, 
Calif. 

PARAPLEGICS  MFG.  CO.,  INC.,  10068  Franklin  Ave., 
Franklin  Park,  III.  AOV.  PG.  22. 

Pentron  Corp.,  777  S.  Tripp  Ave.,  Chicago  24,  III. 

PERKIN  ENGINEERING  CORP.,  345  Kansas  St.,  El 
Segundo,  Calif.  AOV.  PG.  496. 

Piezo  Products  Co.,  Whitney  St.,  Sherborn,  Mass. 
Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridgeport, 
Pa. 

Polytechnic  Research  A  Development  Co.,  Inc.,  202 
Tillary  St.,  Brooklyn  1,  N.  Y. 

Poughkeepsie  Coil  Co.,  Inc.,  24  Charlotte  St.,  Binghamton, 
N.  Y. 

Power  Supplies,  Inc.,  1007  Olive  St.,  Highland,  III. 
Power  Transformer  Co.,  Inc.,  91  Edison  Place,  Newark 
5,  N.  J. 

QUTRONIC  TRANSFORMER  CORP.,  525  Broadway,  New 
York  12,  N.  Y.  ADV.  PG.  394B. 

Radiation  Counter  Laboratories,  Inc.,  5121  W.  Grove  St., 
Skokie,  III. 

Radio  Music  Corp.,  84  S.  Water  St.,  Port  Chester,  N.  V. 
Rapid  Electric  Co.,  2881  Middletown  Rd.,  Bronx  61, 
N.  Y. 

Refiectone  Corp.,  Post  Rd.  A  Myano  Lane,  Stamford, 
Conn. 

Regulator  Equipment  Corp.,  lOO  Pennsylvania  Ave., 
Paterson  3,  N.  J. 

Remington  Rand  Div.,  Sperry  Rand  Corp.,  315  Fourth 
Ave.,  New  York  10,  N.  Y. 

Rheem  Electronics  Division,  7777  Industry  Ave.,  Rivera, 
Calif. 

Rytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North  Holly¬ 
wood,  Calif. 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield, 
III. 

Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif. 

Signal  Equipment  Co.,  Inc.,  2706  Third  Ave.,  Seattle  1, 
Wash. 

SIGNAL  TRANSFORMER  CO.,  1661  McDonald  Ave., 
Brooklyn  30,  N.  Y.  ADV.  PG.  498. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas. 
ADV.  PG.  347. 

Specialties,  Inc.,  Skunks  Misery  Rd.,  Syosset,  N.  V. 
Stator  Electric  Corp.,  46-25  58th  St.,  Woodside,  N.  Y. 
TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  AOV.  PG.  511. 

Telecomputing  Corp.,  915  N.  Citrus  Ave.,  Los  Angeles  38, 
Calif. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Tensor  Electric  Development  Co.,  Centroid  Div.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y. 

Thompson  Products,  Inc.,  Electronics  Div.,  2196  Clark- 
wo^  Ave.,  Cleveland  3,  Ohio. 

Thordarson-Meissner  Mfg.  Co.,  7th  A  Belmont  Ave.,  Mt. 
Carmel,  III. 

Torotel  Inc.,  5512  E.  110th  St.,  Kansas  City  34,  Mo. 
TORWICO  ELECTRONICS,  INC.  1090  Morris  Ave., 

Union,  N.  J.  ADV.  PG.  461. 

TRANSFORMERS,  INC.,  200  Stage  Rd.,  Vestal,  N.  Y. 
AOV.  PG.  391-393. 

Transonic,  Inc.,  808  Sixteenth  St.,  Box  96A  Bakersfield, 
Calif. 

TRESCO,  INC.,  3824  Terrace  St.,  Philadelphia  28,  Pa. 
ADV.  PG.  248. 

United  Control  Corp.,  4540  Union  Bay  Place,  Seattle  5, 
Wash. 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
York  13,  N.  Y.  ADV.  PG.  Second  Cover. 

Vapor  Heating  Corp.,  6420  W.  Howard  St.,  Chicago  31, 
III. 

VARI-L  CO.,  INC.,  P.  0.  Box  1433,  Stamford,  Conn. 
AOV.  PG.  457. 

Vickers  Elearic  Division,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3,  Mo. 


1958-1959.LISTINGS  of 


WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y.  ADV. 
PG.  394C. 

Warren  Transformer  Co.  Inc.,  103  Warren  St.  Tunkhan- 
nock.  Pa. 

Westbury  Electronics,  Ine.,  300  Shames  Drive,  Westbury, 
N.  Y. 

Westinghouse  Electric  Corp.,  P.O.  Box  868,  Pittsburgh 
30,  Pa. 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
150  E.  Aurora  St.,  Waterbury  20,  Conn. 

Wickes  Engineering  A  Construction  Co.,  12th  St.  A 
Ferry  Ave.,  Camden  4,  N.  J. 


AMPLIFIERS— Modlcsf  Insfrunwnf 

American  Research  A  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 

Audivox,  Inc.,  123  Worcester  St.,  Boston  18,  Mass. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  ADV.  PG.  466. 

Berkshire  Laboratories,  580  Bank  Village,  Greenville, 
N.  H. 

Burr-Brown  Research  Corp.,  Box  6444,  Tucson,  Ariz. 

CENTRAUB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wis.  ADV.  PG.  422. 

EPR  Special  Products  Corp.,  675  Barbey  St.,  Brooklyn, 
N.  Y. 

Edin  Co.,  Inc.,  207  Main  St.,  Worcester,  Mass. 

Electro-Medical  Lab.,  Inc.,  South  Woodstock  8,  Vt. 

EIcctrodyne  Co.,  Endicott  St.,  Norwood,  Mass. 

Electronic  Tube  Corp.,  1200  E.  Mermaid  Ave.,  Phila¬ 
delphia  18,  Pa. 

Engineering  Specialty  Co.,  3100  Eldredge  St.,  Salt  Lake 
City,  Utah. 

Good  Electronic  Corp.,  P.  0.  Box  93,  Newton  58,  Mass. 

Grass  Instrument  Co.,  101  Old  Colony  Ave.,  Quincy,  Mass. 

Heiland  Div.  of  Minneapolis-Honeywell  Regulator  Co., 
5200  E.  Evans  Ave.,  Denver  22,  Colo. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N.  Y.  ADV.  PG.  536 

KEITHLEY  INSTRUMENTS,  12415  Euclid  Ave.,  Cleve¬ 
land  6,  Ohio.  AOV.  PG.  274. 

Levinthal  Electronic  Products,  Inc.,  3180  Hanover  St., 
Stanford  Industrial  Park,  Palo  Alto,  Calif. 

Maico  Co.,  Inc.,  21  N.  3rd  St.,  Minneapolis,  Minn. 

MILLIVAC  INSTRUMENTS  DIV.  OF  COHU  ELEC¬ 
TRONICS,  INC.,  2315  Second  Ave.,  Carmen,  Schenec¬ 
tady,  N.  V.  ADV.  PG.  497. 

Missouri  Research  Labs.,  Inc.,  2109  Locust  St.,  St.  Louis 
3,  Mo. 

Moulic  Specialties  Co.,  1007  W.  Washington  St., 
Bloomin^on,  III. 

Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York  22, 
N.  Y. 

Nuclear-Electronics  Corp.,  2925  N.  Broad  St.,  Phila¬ 
delphia  32,  Pa. 

Offner  Electronics  Inc.,  5320  N.  Kedzie  Ave.,  Chicago  25, 
III. 

Photron  Instrument  Co.,  6516  Detroit  Ave.,  Cleveland  2, 
Ohio. 

Process  A  Instruments,  15  Stone  Ave.,  Brooklyn  33, 
N.  Y. 

SANBORN  CO.,  175  Wyman  St.,  Waltham  54,  Mass. 
ADV.  PG.  357. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Taber  Instrument  Corp.,  Electronia  Div.,  107  Goundry 
St.,  North  Tonawanda,  N.  Y. 

Tektronix,  Inc.,  P.  0.  Box  831,  Portland  7,  Ore. 

TELECHROME  MFG.  CORP.,  28  Ramck  Drive,  Amity- 
ville,  N.  Y.  ADV.  PG.  323. 

Tensor  Electric  Development  Co.,  Centroid  Div.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13, 
III. 

Universal  Match  Corp.,  Avionia  Dept.,  4407  Cook  Ave., 
St.  Louis  13,  Mo. 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  Ave.,  Westbury,  N.  Y.  AOV.  PG.  390. 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  DIV., 
5806  Hough  Ave.,  Cleveland  3,  Ohio.  ADV.  PG.  254. 

Video  Instruments  Co.,  Inc.,  3002  Pennsylvania  Ave., 
Santa  Monica,  Calif. 


AMPLIFIERS— Mlcrowova 
AMPLIFIERS-Microwava  Radar 
Son  MICROWAVE  ACCESSORIES 


AMPLIFIERS— Musical  Inslrumonf 

Autocrat  Electronics  Co.,  5024  Elm  St.,  Skokie,  III. 

Bogen  Co.,  David,  P.  0.  Box  500,  Paramus,  N.  J. 

CENTRAUB  DIV.,  GLOBE-UNION,  INC.,  914V  E.  Keefe 
Ave.,  Milwaukee  1,  Wis.  ADV.  PG.  422. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

HEATH  CO.,  A  SUB.  OF  OAYSTROM,  INC.,  Benton 
Harbor,  Mich.  ADV.  PG.  513. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y.  ADV.  PG.  536. 

Magna  Electronics  Co.,  9810  Anza  Ave.,  Inglewood, 
Calif. 

Melody  Master  Mfg.  Co.,  2842  N.  Cicero  Ave.,  Chicago 
41,  III. 

Newcomb  Audio  Products  Co.,  6824  Lexington  Ave., 
Hollywood  38,  Calif. 

Polytronic  Research,  Inc.,  7326  Westmore  Rd.,  Rock¬ 
ville,  Md. 
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ELECTRONIC  and  ALLIED 


Rauland-Borg  Carp.,  3S15  W.  Additon  St.,  Chicago  18, 
III. 

Rhain  Sound  Syttoms,  Inc.,  13J  Hamilton  St.,  R.  0. 

Boa  1387,  Now  Havtn  5,  Conn. 

Simpson  Mfg.  Co.,  Inc.,  Mark,  32-28  49th  St.,  Long 
Island  Cit»  3,  N.  V. 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  A«t.,  Wfstbury,  N.  Y.  ADV.  PG.  390. 

Valeo  Mfg.  Co.,  4700  W.  Walton  St.,  Chicago  SI,  III. 
Webster  Electric  Co.,  1900  Clark  St.,  Racine,  WIs. 


AMPIIEIERS— Narrow  Bourf  Aurfio 

Antlab  Inc.,  6330  Proprietors  Rd.,  Worthington,  Ohio. 

BAIRO-ATOMIC,  INC.,  33  Unlyersity  Rd..  Cambridge  38, 
Mass.  ADV.  PG  466 

BARKER  &  WILLIAMSON,  Canal  A  Beaver  SU.,  Bristol, 
Pa.  ADV.  PG.  103. 

Berkshire  Laboratories,  S80  Bank  Village,  Greenville, 
N.  H. 

Bruel  A  Kiaer,  Naerum,  Denmark. 

Colls-Electrenics  Co.,  2939-49  N.  2nd  St.,  Philadelphia 
53,  Pa. 

Denson  Electronics  Corp.,  Ellington,  Conn. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
looa 

Holland  Electronics,  Inc.,  772  E.  S3rd  St.,  Brooklyn, 
N  V 

HUGHES  PRODUCTS,  ELEaRONIC  TUBE  DIV.,  Inter¬ 
national  Airport  Station,  Lot  Angeles  4S,  Calif. 
ADV  PG.  lOS-IlO 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  SS  E.  11th  St.. 
Nev>  York  3,  H.  V.  ADV.  PG.  371. 

Lei,  Inc.,  380  Oak  St.,  Coolague,  N.  V. 

Lynmar  Engineers,  Inc.,  1432  N.  Carlisle  St.,  Philadel¬ 
phia  21,  Pa. 

MILLIVAC  INSTRUMENTS  DIV.  OF  COHU  ELECTRONICS. 
INC.,  231S  Second  Ave ,  Carmen,  Schenectady,  N.  V. 
ADV  PG  497. 

Neill  Co.,  Inc.,  R.  W.,  4320  Montrose  Ave.,  Chicago  41, 
III. 

Nevada  Air  Products  Co.,  P  0  Bo«  2472,  Reno,  Nev. 

Seismograph  Service  Corp.,  P.  0.  So«  1S90,  Tulsa,  Okla. 

Servomechanisms,  Inc.,  Mechatrol  Div.,  1200  Prospect 
Ave.,  Weslbufy,  N.  Y. 

Taber  Instrument  Corp.,  Electronics  Div.,  107  Goundry 
St.,  North  Tonawanda,  N  Y. 

Tnia  Electric  Co.,  2871  N  Lincoln  Ave.,  Chicago  13, 
III 

Transline  Associates.  9S  Summit  Stj  Newark  3,  N.  J. 

UNIVERSAL  TRANSISTOR  PROOUm  CORP.,  17  Brook¬ 
lyn  Ave.,  Westbory,  N  Y.  ADV.  PG  390. 

Westinghouse  Electric  Corp.,  P.  0.  0o«  868,  Pittsburgh 
30  Pa 

WHITE  INSTRUMENT  LABORATORIES.  Bov  9006,  Allan- 
dale  Station,  Austin  IT,  Texas  ADV.  PG.  $39. 


AMPIIFIERS-Norrow-Bonrf  M 

BARKER  A  WILLIAMSON.  Canal  A  Beaver  Sts.,  Bristol, 
Pa  ADV  PG  103. 

GENERAL  RADIO  CO.,  27$  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Matt  ADV  PG.  178,  179 
Cray  Mfg  Co.,  16  Arbor  St.,  Hartford,  Conn 
INTERELCCTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  $8,  N  Y  ADV  PG  $36 
MIratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  Minn 
RS  Electronics  Corp.,  43$  Portage  Ave.,  Palo  Alto, 
Calif 

Resdel  Engineering  Corp ,  330  S.  Fair  Oaks  Ave., 
Pasadena  1,  Calif. 

Westinghouse  Electric  Corp.,  P.  0.  Bov  868,  Pittsburgh 
30,  Pa. 


AMPlIFIERS-NuH 

Alpha  Instrument  Co.,  43  Hempstead  St.,  New  London, 
Conn. 

American  Research  A  Mfg.  Corp.,  920  Halpine  Ave., 
RKkville,  Md 

Aaania  Regulator  Co.,  240  E.  Ontario  St.,  Chicago  11, 
III. 

Avirr  Associates  102-42  43rd  Ave.,  Corona  68,  N.  Y 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave, 
Morris  Plains,  N.  J.  ADV.  PG.  368. 

Bristol  Co,  The,  P.  0.  Bov  1790  EBG,  Waterbury  20, 
Conn. 

Burr-Brown  Research  Corp.,  Bov  6444,  Tucson,  Aril. 

Consolidated  Avionics  Corp.,  800  Shames  Drive,  West- 
bury  N.  Y 

CURTI^-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  Carlstadt,  N  J.  ADV  PG  394A. 

Oorsett  Laboratories,  Inc.,  401  E.  Boyd  St.,  Bov  862, 
Norman,  Okla. 

ELECTRO-MEASUREMENTS,  INC.,  7$24  S.  W.  Macadam, 
Portland  I,  Ore  ADV  PG  138,  139. 

FREED  TRANSFORMER  CO.,  INC.,  1736  WeIrfWId  St., 
Brooklyn  27,  N  Y.  ADV.  PG  24 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgom¬ 
ery  4,  Ala. 

GENERAL  RADIO  CO.,  27$  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV  PG.  178,  179. 

GertKh  Products,  Inc.,  3211  S.  La  Clenega  Bhrd., 
Los  Angeles  16,  Calif. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

INDUSTRIAL  CONTROL  CO.,  80$  Albln  Avt.,  Lindtn- 
hurst,  N  Y.  ADV  PG.  490 

Industrial  Electronics,  Inc.,  8060  Wheeler  St.,  Detroit 
10,  Mich. 

INOliSTRIAL  TEST  EQUIPMENT  CO.,  $$  E.  11th  St., 
New  York  3,  N  Y.  ADV.  PG.  371. 


PRODUCTS. 


INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y.  ADV.  PG  $36 

INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  2$0 
Garibaldi  Ave.,  Lodi,  N.  J.  ADV.  PG.  408. 

KIN  TEL,  Bov  623,  $72$  Kearny  Villa  Rd,  San  Diego 
12,  Calif.  ADV.  PG.  $l-$7 

Leeds  A  Northrup  Co.,  4970  Stanton  Ave.,  Philadelphia 
44,  Pa. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV  PG.  125 

MIDWESTERN  INSTRUMENTS,  41tt  A  Sheridan  Rd., 
Tulsa,  Okla.  ADV.  PG.  9. 

Mlllltest  Co.,  88  Madison  Ave.,  Hempstead,  N.  Y. 

Optlmiied  Devices,  Inc.,  P.  0.  Bov  38,  Gedney  Station, 
White  Plains,  N.  Y. 

OWEN  UBORATORIES,  INC.,  $$  Beacon  Place,  Pasa¬ 
dena,  Calif.  ADV.  PG.  498. 

Scott,  Inc.,  Hermon  Hosmer,  111  Powder  Mill  Rd., 
Maynard,  Mass. 

Taber  Instrument  Corp.,  Electronics  Olv.,  107  Goundry 
St.,  North  Tonawanda,  N.  Y. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
vllle,  N.  Y.  ADV.  PG.  323. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave  ,  Chicago  13, 
III. 

United  Control  Corp.,  4540  Union  Bay  Place,  Seattle  5, 
Wash. 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New 
Malden,  England. 

Vickers  ElectrK  Division,  Vickers,  Inc.,  182$  Locust 
St ,  St  Louis  3,  Mo 

WALDORF  INSTRUMENT  CO.,  DIV.,  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  V.  ADV. 
PG.  394C. 


AMPIIFIERS-Operotionef 

ACROMAG  INC.,  Dept.  EBG,  22$19  Telegraph  Rd., 
Detroit  41,  Mich.  ADV.  PG  $83. 

Airborne  Instruments  Lab.,  Inc.,  160  Old  Country  Rd., 
Mineola  N  Y 

AIRPAX  MODUCTS  CO.,  Middle  River,  Baltimore  20, 
Md  ADV.  PG.  229-232. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

American  Research  A  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md 

COMPUTER  ENGINEERING  ASSOCIATES,  INC.,  350 
Halstead,  Pasadena,  Calif.  ADV.  PG.  $85. 

Donner  Scientific  Co.,  888  Galindo  St.,  Concord,  Calif. 

Dynrmics  Instrumentation  Co.,  Div.  of  Aberhill  Corp., 
1118  Mission  St.,  South  Pasadena,  Calif 

Electro  Precision  Corp.,  Bov  669,  Arkadelphia,  Ark. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Eleargnia  Computer  Corp.,  6191  Ridge  Ave.,  Philadel¬ 
phia  28.  Pa. 

Engineering  Specialty  Co.,  3100  Eldredge  St.,  Salt  Lake 
City,  Utah. 

KIN  TEL,  Bov  623,  $72$  Kearny  Villa  Rd ,  San  Diego 
12.  Calif.  ADV  PC.  $1-57 

MIDWESTERN  INSTRUMENTS,  41st  A  Sheridan  Rd.. 
Tulsa,  Okla.  ADV  PG.  9. 

PhHbrick  Researches,  Inc.,  George  A.,  230  Congress  St., 
Doston  10  Mass 

REEVES  INCTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  Y.  ADV.  PG.  433. 

Sti'ombcrg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd  ,  Rochester  3,  N  Y. 

Topp  Industries,  Inc.,  $2$$  W.  102nd  St.,  Las  Angeles 
4»  Calif. 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  Ave  ,  Westbury,  N.  Y  ADV.  PG.  390. 

Vievers  Electric  Division,  Vickers,  Inc.,  182$  Locust  St., 
Louis  3,  Mo 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  3g4C. 


AMPIIFIERS-Pewb  llmMmt 

American  Research  A  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa 

Oorsett  Laboratories,  Inc.,  401  E.  Boyd  St.,  Bov  862, 
horman,  Okie. 

Dubrow  Development  Co.,  23SB  Penn  St.,  Burlington, 
N.  J. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
lows. 

Electronic  Systems  Engineering  Co.,  903  Cravens  Bldg., 
Oklahoma  City,  Okla. 

Gates  Radio  Co.,  Quincy,  III. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  $8,  M.  Y.  ADV.  PG.  $36 

Miratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  Minn. 

Neill  Co.,  Inc.,  R.  W.,  4320  Montrose  Ave.,  Chicago  41, 
III, 

Press  wireless  Laboratories,  Inc.,  2$  Prospect  Place, 
West  Newton  65,  Mass. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441.  Third  A 
Fourth  Covers  A  Preceding  Insert. 

Rhein  Sound  Systems,  Inc.,  133  Hamilton  St.,  P.  0. 
Bov  1367,  New  Haven  $.  Conn. 

Stand  I -Hoffman  Corp.,  921  N.  Highland  Ave.,  Hollywood 
38.  Calif. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

TELFCHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
vllle,  N.  V.  ADV.  PG.  323. 

Telecom,  Inc.,  1019  Admiral  Blvd.,  Kansas  City,  Mo. 


AMPLIFIERS 


Tesla  ElecUic  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13, 

Tiepi  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J. 
Wilco*  Electric  Co.,  1400  Chestnut  St.,  Kansas  City, 
Mo. 


AMPLIFIERS-PhofecoH 

American  Research  A  Mfg.  Corp.,  920  Halpine  Ave., 
RockvillCe  Md. 

Bill  Jack  Scientific  Instrument  Co.,  P.  0.  Box  C-3, 
Sclana  Beach,  Calif. 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England. 

Delta  Co.,  S.  J.,  9  E.  Wesley  St.,  South  Hackensack, 

N.  J. 

Eldorado  Electronics  Co.,  2821  10th  St.,  Berkeley,  Calif. 

Electrical  Service  Co.,  1271  Minion  St.,  San  Francisco, 
Calif. 

Electronic  Control  Corp.,  1573  E.  Forest  St.,  Detroit  7, 

Mich. 

Electronic  Research  Associates,  Inc.,  67  Factory  Place, 
Cedar  Grove,  N.  J. 

General  Electronics  Corp.,  17  Madison  Ave.,  Mont¬ 
gomery  4,  Ala. 

Hogan  Laboratories,  Inc.,  1$$  Perry  St.,  Hew  York  14, 
H.  Y. 

INSTRUMENT  DEVELOPMENT  LABORATORIES,  INC., 
67  Mechanic  St  .  Attleboro,  Mass.  ADV.  PG.  543. 

iriTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y  ADV.  PG.  $36. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  12$. 

Marl'.inery  Electrification,  Inc.,  $6  Hudson  St.,  Northboro, 
Mass. 

MAGNETIC  RESEARCH  CORP.,  3160  W  El  Segundo 
Glvd.,  Hawthorne,  Calif.  ADV.  PG.  482. 

Meurer,  Inc.,  J.  A.,  37-01  31st  St.,  Long  Island  City  1, 
N  Y. 

Mra'urement  Engineering,  Ltd.,  Amprior,  Ontario, 
Cc'nada. 

Moullc  Specialties  Co.,  1007  W.  Washington  St.,  Bloom¬ 
ington.  III. 

NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave., 
PMIadelphia  4$,  Pa.  ADV.  PG.  $28. 

N<lson  Instrument  Co  .  607  Howard  St.,  Evanston,  III. 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnyside  Blvd.,  Plain- 
view,  N.  Y  ADV.  PG  545. 

Precision  Electronics,  Inc.,  9101  King  St.,  Franklin  Park, 
III. 

PIPLEY  CO.,  INC.,  Middletown,  Conn.  ADV  PS.  564. 

Simpson  Mfg.  Co.,  Inc.,  Mark,  32-38  49th  St.,  Long 
Island  City  3,  N  Y. 

Soecialties,  Inc.,  Skunks  Misery  Rd.,  Syosset.  N.  Y. 

Stator  Electric  Corp  ,  46-2$  58th  St.,  Woodside,  N.  Y. 

TEIECHROME  MFC.  CORP.,  28  Ranick  Drive,  Amityville, 
N  Y.  ADV  PG.  323. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St  Louis  3  Mo 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  DIV.. 
5C06  Hough  Ave  .  Cleveland  3,  Ohio.  ADV.  PG  254. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  ADV.  PG.  346. 

Wnrner  Electronic  Devices,  Rankin,  Illinois. 


AMPIIFIERS-Powor 

AC  ELECTRONICS  DIV.  OF  GENERAL  MOTORS  CORP., 
192$  E.  Kcnilvmrth,  Milwaukee  1,  Wis.  ADV.  PG. 
387. 

ACTON  LABORATORIES,  INC.,  $36  Main  St.,  Acton, 
Mass.  ADV.  PG.  156. 

Air  Filters  Co.,  32  E.  4th  St.,  New  York  3,  N.  Y. 

Allied  Radio  Corp.,  100  North  Western  Ave.,  Chicago 
80,  III. 

Altec  Lansing  Corp.,  151$  S.  Manchester  Ave.,  Anaheim, 
Calif. 

American  Rectifier  Corp.,  9$  Lafayette  St.,  New  York  13, 
N.  Y. 

An',erican  Research  A  Mfg  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 

Amtron  Corp  ,  17  Felton  St.,  Waltham,  Mass. 

BARKER  A  WILLIAMSON.  Canal  A  Beaver  Sts.,  Bristol, 
Pa  ADV.  PG.  103. 

Bill  Jack  Scientific  Instrument  Co.,  P.  0.  Box  C-3,  Colana 
Leach,  Calif. 

Bcgr'  Co  David  P.  0.  Box  500,  Paramus.  N  J 

BRIGGS  ASSOCIATES,  INC.,  10  Dekalb  St.,  Norristown, 
P.  ADV  PG.  578 

CLEGG  LABORATORIES  DIV.  OF  CLEGG,  INC.,  Hanover 
A  RIdgedale  Aves.,  Morristown,  N.  J.  ADV.  PG.  $0$. 

Ccllins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Daystrom  Electric  Corp.,  807  Main  St.,  Poughkeepsie, 
N  Y. 

Otikane  Corp.,  St.  Charles,  III. 

Edin  Co.,  Inc.,  207  Main  St.,  Worcester,  Mass. 

Electro  Voice,  Inc.,  Buchanan,  Mich. 

Electronic  Assembly  Co.,  Inc.,  5  Prescott  St.,  Boston  19, 
Mass. 

Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City.  N.  Y. 

Engineering  Soecialty  Co.,  3100  Eldredge  St.,  Salt  Lake 
City,  Utah. 

Federal  Telephone  A  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

Fisher  Riulio  Corp.,  21-21  Forty  Fourth  Drive,  Long 
Island  City  1,  N.  Y. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 

4,  Ala. 

GENERAL  RADIO  CO.,  27$  Massachusetts  Ave.,  Cam¬ 
bridge  29,  Mass.  ADV  PG.  178,  179. 

GenlKO,  Inc.,  2233  Federal  Ave.,  Los  Angeles  64,  Calif. 

Gotham  Audio  Development  Corp.,  2  W.  46th  St.,  New 
York  36,  N.  Y. 
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AMPLIFIERS 


1958-1959  LISTINGS  of 


Gray  Research  &  Development  Co.,  Inc.,  685  Hilliard 
St..  Manchester,  Conn. 

Gieenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  louis  17,  Mo. 

Ho'l  Audio  Inc.,  5014  N.  Encinta  Ave.,  Temple  City, 
Calif. 

Holt  Instrument  Labs,  Oconto,  Wis. 

I.  D.  E.  A.,  Inc.,  7900  Pendleton  Pike,  Indianapolis 
26  Ind. 

INDUSTRIAL  CONTROL  CO.,  805  Albin  Ave.,  Linden¬ 
hurst,  N.  Y.  AOV.  PG.  490. 

I.1IDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3.  N.  Y.  ADV.  PG.  371. 
INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N.  Y.  ADV.  PG.  536. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

Jordon  Electronics,  a  Div.  of  Victoreen  Instrument  Co., 
3025  W.  Mission  Rd.,  Alhambra,  Calif. 

JowiI  Electronics,  Inc.,  Belfield  &  Wister,  Philadelphia 
44,  Pa. 

Leak  Div.  of  British  Industries  Corp.,  80  Shore  Rd., 
Port  Washington,  N.  Y. 

Lesa,  Via  Bergamo  21,  Milan,  Italy. 

LING  ELECTRONICS,  9937  W.  Jefferson  Blvd.,  Culver 
City,  Calif.  ADV.  PG.  487. 

McIntosh  Laboratory  Inc.,  2  Chambers  St.,  Binghamton, 
N.  Y. 

McKay  Electric  Co.,  26042  W.  Seven  Mile  Rd.,  Detroit 
40,  Mich. 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave.,  New 
York  55,  N.  Y.  AOV.  PG.  286. 

MAGNETIC  RESEARCH  CORP.,  3160  W.  El  Segundo 
Blvd.,  Hawthorne,  Calif.  AOV.  PG.  482. 

Maurer,  Inc.,  J.  A.,  37-01  31st  St.,  Long  Island  City 
1,  N.  Y, 

MILLIVAC  INSTRUMENTS  OIV.  OF  COHU  ELEC¬ 
TRONICS,  INC.,  2315  Second  Ave.,  Carmen,  Schenec¬ 
tady,  N.  Y.  AOV.  PG.  497. 

Minneapolis-Honeywell  Regulator  Co.,  Industrial  Div., 
Seventh  &  Grange  Sts.,  Philadelphia  44,  Pa. 

Neill  Co.,  Inc.,  R.  W.,  4320  Montrose  Ave.,  Chicago  41, 
III. 

Newcomb  Audio  Products  Co.,  6824  Lexington  Ave., 
Hollywood  38,  Calif. 

Pilot  Radio  Corp.,  37-06  36th  St.,  Long  Island  City, 
N.  Y. 

Polytronic  Research,  Inc.,  7326  Westmore  Rd.,  Rock¬ 
ville,  Md. 

Precision  Electronics,  Inc.,  9101  King  St.,  Franklin 
Park,  III. 

Press  Wireless  Laboratories,  Inc.,  25  Prospect  Place, 
West  Newton  65,  Mass. 

Radio  Craftsmen  Div.  of  Precision  Radiation  Instruments 
Inc.,  4223  W.  Jefferson  Blvd.,  Los  Angeles  16,  Calif. 
Radio  Music  Corp,  84  S.  Water  St.,  Port  Chester,  N.  Y. 
Rauland-Borg  Corp.,  3515  W.  Addison  St.,  Chicago  18, 
III. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

Rheem  Electronics  Division,  7777  Industry  Ave.,  Rivera, 
Calif. 

Rhein  Sound  Systems,  Inc.,  133  Hamilton  St.,  P.  0. 

Box  1367,  New  Haven  5,  Conn. 

Sargent-Rayment  Co.,  The,  4926-28  E.  12th  St.,  Oak¬ 
land  1,  Calif. 

Scott,  Inc.,  Herman  Hosmer,  111  Powder  Mill  Rd., 
Maynard,  Mass. 

Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif. 

Simpson  Mfg.  Co.,  Inc.,  Mark.  32-28  49th  St.,  Long 
Island  City  3,  N.  Y. 

Stator  Electric  Corp.,  46-25  58th  St.,  Woodside,  N.  Y. 
Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  ADV.  PG.  511. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityvllle, 
N.  Y.  AOV.  PG.  323. 

Tel-Instrument  Electronics  Corp.,  728  Garden  St.,  Carl- 
stadt,  N.  J. 

Tesl.i  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13,  III. 
Transistor  Components  Co.,  301  Oakwood  Ave.,  East 
Aurora,  N.  Y. 

Transonic  Inc.,  808  16th  St.,  Box  96A,  Bakersfield, 
Calif. 

Trutone  Electronics  Inc.,  6912  Santa  Monica  Blvd.,  Los 
Angeles  38,  Calif. 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  Ave.,  Westbury,  N.  Y.  ADV.  PG.  390. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3,  Mo. 

Video  Instruments  Co.,  Inc.,  3002  Pennsylvania  Ave., 
Santa  Monica,  Calif. 

WALKIRT  CO.,  141  W.  Hazel  St.,  Inglewood  3,  Calif. 
AOV.  PG.  500. 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
150  E.  Aurora  St.,  Waterbury  20,  Conn. 


AMPIIFIERS-Prinfod  Circtnf 

ACF  Eiectronics,  800  N.  Pitt  St.,  Alexandria,  Va. 
AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
ADV.  PG.  516. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

Burr-Brown  Research  Corp.,  Box  6444,  Tucson,  Ariz. 
CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wis.  ADV.  PG.  422. 

Cleveland  Metal  Specialties  Co.,  1783  E.  21st  St., 
Cleveland  14,  Ohio. 


Community  Engineering  Corp.,  Box  824,  State  Coliege, 
Pa. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Dcrsett  Laboratories,  Inc.,  401  E.  Boyd  St.,  Box  862, 
Norman,  Okla. 

Doty  Acoustical  Electronic  Labs.,  Tobyhanna,  Pa. 
Oubrow  Development  Co.,  235B  Penn  St.,  Burlington, 
N.  J. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

Dwyer  Engineering  Co.,  Inc.,  P.  0.  Box  452,  Nashua, 
N.  H. 

Edin  Co.,  Inc.,  207  Main  St.,  Worcester,  Mass. 

Electro  Precision  Corp.,  Box  669,  Arkadelphia,  Ark. 
Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 
ELECTRONICS,  INC.,  39  York  Rd.,  Willow  Grove,  Pa. 
ADV.  PG.  575. 

ENGINEERED  ELECTRONICS  CO.  106  E.  First  St.. 

Santa  Ana,  Calif.  ADV.  PG.  317. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  AOV.  PG.  140, 
141. 

Ferrotran  Electronics  Co.,  693  Broadway,  New  York  12, 
N.  Y. 

Gates  Radio  Co.,  Quincy,  III. 

Central  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 
4,  Ala. 

Good  Electronic  Corp.,  P.  0.  Box  93,  Newton  58,  Mass. 
Haller,  Raymond  &  Brown,  Inc.,  State  College,  Pa. 
I.D.E.A.,  Inc.,  7900  Pendleton  Pike,  Indianapolis  26, 
Ind. 

INDUSTRIAL  CONTROL  CO.,  8CS  Albin  Ave.,  Lindenhurst, 

N.  Y.  AOV,  PG.  490. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y.  AOV.  PG.  536. 

Jordon  Electronics,  a  Div.  of  Victoreen  Instrument  Co., 
3025  W.  Mission  Rd.,  Alhambra,  Calif. 

JowiI  Electronics,  Inc.,  Belfield  &  Wister,  Philadelphia 
44,  Pa. 

Lacey  Brothers  Etched  Circuits,  117  S.  Lombard,  Oak 
Park  III. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV  PG.  125. 

M  F  ELECTRONICS,  122  E.  25th  St.,  New  York  10, 
N.  Y.  ADV.  PG.  507. 

Maurer,  Inc.,  J.  A.,  37-01  31st  St.,  Long  Island  City 
1,  N  Y 

MULLARD  OVERSEAS  LTD.,  Mullard  House,  Torrington 
Place,  London,  W.  C.  1,  England.  AOV.  PG.  148. 
PARAPLEGICS  MFG.  CO.,  INC.,  10068  Franklin  Ave., 
Franklin  Park,  III.  ADV.  PG.  22. 

Phllbrick  Researches,  Inc.,  George  A.,  230  Congress 
St.,  Boston  10,  Mass. 

Plastics  &  Electronics  Co.,  Inc.,  P.  0.  Box  38,  Station  J, 
Buffalo  8,  N.  Y. 

Polytronic  Research,  Inc.,  7326  Westmore  Rd.,  Rock¬ 
ville,  Md. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cam¬ 
bridge,  England. 

RS  Electronics  Corp.,  435  Portage  Ave.,  Palo  Alto, 
Calif. 

Radiation  Counter  Laboratories,  Inc.,  5121  W.  Grove 
St.,  Skokie,  III. 

Ransom  Research,  Box  269,  San  Pedro,  Calif. 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  Y.  ADV.  PG.  433. 

Rheem  Electronics  Division,  7777  Industry  Ave.,  Rivera, 
Calif. 

Stromberg-Carlson  Co,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Taber  Instrument  Corp.,  Electronics  Div.,  107  Goundry 
St.,  North  Tonawanda,  N.  Y. 

Trans-Aire  Electronics,  Inc.,  195-02  Jamaica  Ave., 
Hollis  23,  N  Y 

TRANSISTOR  ELECTRONICS  CORP.,  3360  Republie 
Ave.,  Minneapolis  26,  Minn.  ADV.  PG.  471. 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J. 
Trutone  Electronics  Inc.,  6912  Santa  Monica  Blvd., 
Los  Angeles  38,  Calif. 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17 
Brooklyn  Ave.,  Westbury,  N.  Y.  ADV.  PG.  390. 
VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  ADV  PG.  346. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N  Y. 
ADV.  PG.  349C. 


AMPIIFIERS-Pulse 

Adler  Electronics,  Inc.,  1  LeFevre  Lane,  New  Rochelle, 
N.  Y. 

American  Electronic  Labs.,  Inc.,  121  N  7th  St.,  Phila¬ 
delphia  6,  Pa. 

American  Radio  Co.,  Inc.,  445  Park  Ave.,  New  York  22, 
N.  Y. 

Atlantic  Research  Corp.,  901  N.  Columbus,  Alexandria, 
Va 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  ADV.  PG.  466. 

BRIGGS  ASSOCIATES,  INC.,  10  Dekalb  St.,  Norris¬ 
town,  Pa.  ADV.  PG.  578. 

Devtron  Engineering,  1  Winslow  St.,  Redwood  City,  Calif. 

DIGITAL  EQUIPMENT  CORP.,  Maynard,  Mast.  AOV. 
PG.  527. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

Elcor,  Inc.,  P.  0.  Box  354,  McLean,  Va. 

Eldorado  Electronics  Co.,  2821  10th  St.,  Berkeley, 
CalH. 


Electrical  &  Physical  Instrument  Corp.,  42-19  27th  St., 
Long  Island  City  1,  N  V. 

ENGINEERED  ELECTRONICS  CO.,  506  E  First  St., 
Santa  Ana,  Calif.  AOV.  PG.  317. 

Federal  Telephone  &  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J.  .  „ 

Franklin  Electronics,  Inc.,  E.  Fourth  St.,  Bridgeport,  Pa. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 
4,  Ala. 

General  Precision  Laboratory,  Inc.,  63  Bedford  Rd., 
Pleasantville  N  Y. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  ADV.  PG  178,  179. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  ADV.  PG.  29-44 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif.  ADV. 
PG.  105-110 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N  Y.  ADV.  PG.  536. 

Isotope  Developments  Ltd.,  Beenham  Grane,  Aldermaston 
Wharf,  Nr.  reading,  Berks. 

Lei,  Inc.,  380  Csk  St.,  Copiague,  N.  Y 

Levinthal  Electronic  Products,  Inc,  3180  Hanover  St., 
Stanford  Industrial  Park,  Palo  Alto,  Calif. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV  PG.  125 

MAGNETIC  RESEARCH  CORP.,  3160  W  El  Segundo 
Blvd.,  Hawthorne,  Calif.  AOV.  PG.  482. 

NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave., 
Philadelphia  45,  Pa.  ADV.  PG.  528. 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York  22, 
N.  Y. 

RS  Electronics  Corp.,  435  Portage  Ave.,  Palo  Alto, 
Calif. 

Radiation  Counter  Laboratories,  Inc.,  5121  W.  Grove 
St.,  Skokie,  III. 

Rese  Engineering  Corp.,  731  Arch  St.,  Philadelphia  6, 
Pa. 

Spencer-Kennedy  Labs.,  Inc.,  1318  Soldiers  Field  Rd., 
Boston  35,  Mast. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Taber  Instrument  Corp.,  Electronics  Div.,  107  Goundry 
St.,  North  Tonawanda,  N.  Y 

Tare  Electronics,  Inc.,  48  Urban  Ave  ,  Westbury,  N.  Y. 

Technical  Measurement  Corp.,  140-142  Slate  St.,  New 
Haven  11,  Conn 

TELECHROME  MFC.  CORP.,  28  Ran.ck  Drive,  Amity- 
ville,  N.  Y.  ADV.  PG.  323. 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 

Tracerlab,  Inc.,  1601  Trapelo  Rd.,  Waltham  54,  Mass 

Transline  Associates,  95  Summit  St.,  Newark  3,  N.  J. 

Tullamore  Electronics  Laboratory,  6055  S.  Ashland 
Ave  ,  Chicago  36  III 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  Ave.,  Westbury,  N.  Y  AOV.  PG.  390. 

Vapor  Heating  Corp.,  6420  W.  Howard  St.,  Chicago  31, 
III. 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
England 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  OIV., 
5806  Hough  Ave  ,  Cleveland  3,  Ohio.  AOV  PG  254 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y 
ADV  PG.  394C 

WALKIRT  CO.,  141  W  Hazel  St  ,  Inglewood  3,  Calif. 
ADV  PG.  500 

Wave/Particle  Corp.,  Box  252,  Menlo  Park,  Calif. 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp. 
150  E  Aurora  St.,  Waterbu-y  20,  Conn 


AMPLIEIERS-Recorrfing 

ABC  Sound  Equipment  Co.,  149  W.  47th  St  ,  New  York 
36,  N  Y. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

Amplifier  Corp.  fo  America,  396  Broadway,  New  York 
13,  N  Y. 

Axler  Associates,  102-42  43rd  Ave,  Corona  68,  N  Y. 

Bell  Sound  Systems,  Ix.,  555  Marion  Rd.,  Columbus  7, 
Ohio. 

Berndt-Bach,  lx.,  6924  Romaix  St.,  Hollywood  38, 
Calif. 

Bogrn  Co.,  David,  P.  0  Box  500,  Paramus,  N.  J. 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morris  Plains,  N.  J  ADV.  PG.  368 

BRUSH  INSTRUMENTS  DIV.  OF  CLEVITE  CORP.,  3405 
Perkins  Ave.,  Cleveland  14,  Ohio.  ADV.  PG.  20,  21. 

Cinema  Engineering  Div.,  Aerovox  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif. 

Davies  Laboratories  Div.,  Minneapolis-Honeywell  Regu¬ 
lator  Co  10721  Hanna  St.,  Beltsville,  Md. 

OIGITRONICS  CORP.,  Albertson  Ave.,  Albertson,  N.  Y. 
AOV.  PG.  559. 

Dynamics  Instrumentation  Co.,  Div.  of  Alberhill  Corp., 
1118  Mission  St.,  South  Pasadena,  Calif. 

Edin  Co.,  Ix.,  207  Main  St.,  Worcester,  Mass. 

EIxtronic  Systems  Engineering  Co.,  903  Cravens  Bldg., 
Oklahoma  City,  Okla. 

Fairchild  Recording  Equipment  Co.,  10-40  45th  Ave., 
Long  Island  City  1,  N.  Y. 

Glennite  Instrumentation  Div.  of  Gulton  Industries, 
Ix.,  Metuchen,  N.  J. 

Gotham  Audio  Development  Corp.,  2  W.  46th  St.,  New 
York  36,  N.  Y. 

Hogan  Laboratories,  Ix.,  155  Perry  St.,  Hew  York  14, 
N.  Y. 

Holl  Audio  IX-,  5014  N.  Exinta  Ave.,  Temple  City, 
Calif. 


D-16 


June,  T958- MID-MONTH -ELECTRONICS  BUYERS'  GUIDE 


AMPLIFIERS 


ELECTRONIC  and  ALLIED  PRODUCTS 


Industrial  Electronics,  Inc.,  8060  Wheeler  St.,  Detroit 
10,  Mich. 

INTERELECTRONICS  CORP.,  2432  Grand  Cortcourtc,  New 
York  58,  N  Y  *OV.  PG.  536. 

Kelvin  &  Hughes  Ltd.,  New  North  Rd.,  Barkingside, 
Essen,  England. 

Magnasync  Mfg  Co.,  Ltd.,  5546  Satsuma  Ave.,  P.  0. 

Bon  707,  North  Hollywood,  Calif 
Magnetic  Recording  Instruments,  11  E.  16th  St.,  New 
York  3,  N.  Y. 

Mandrel  Industries,  Inc.,  Industrial  Instruments  Oiv., 
5134  Glenmont  Drive,  Houston,  Texas. 

Maurer,  Inc.,  J  A.,  37-01  31tt  St.,  Long  Island  City  1, 

N.  Y. 

Midwestern  Instruments,  Inc.,  Magnecord  Div.,  P.  0.  Box 
7186,  41tt  &  Sheridan  Rd.,  Tulsa  5,  Okla. 

Missouri  Research  Labs.,  Inc.,  2108  Locust  St.,  St. 
Louis  3,  Mo 

NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave., 
Philadelphia  45,  Pa.  AOV.  PG.  528. 

Newcomb  Audio  Products  Co.,  6824  Lexington  Ave., 
Hollywood  38,  Calif. 

Parsons  Co.,  Ralph  M.,  Electronics  Div.,  151  S.  DcLacey 
Ave.,  Pasadena,  Calif. 

Photron  Instrument  Co.,  6516  Detroit  Ave  ,  Cleveland  2, 

Ohio 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnyside  Blvd., 

Plainview,  N  Y.  ADV.  PG.  545. 

Precision  Electronics,  Inc.,  4101  King  St.,  Franklin  Park, 
III. 

Press  Wireless  Laboratories,  Ine.,  25  Prospect  Place, 
West  Newton  65,  Mass 

Presto  Recording  Corp  ,  P.  0.  Box  500,  Paramus,  N.  J. 
RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N  J.  ADV.  PG  440,  441,  Third  A 
Fourth  Covert  A  Preceding  Insert. 

Rauland-Borg  Corp.,  3515  W.  Addison  St.,  Chicago  18, 
III. 

Rea  Co.,  Inc.,  J.  B.,  1723  Cloverfleld  Blvd.,  Santa 
Monica,  Calif. 

Simpson  Mfg  Co.,  Inc.,  Mark,  32-28  44th  St.,  Long 
Island  City  3,  N.  V 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  14,  Texas 
ADV.  PG  347. 

Stancll-Hoffman  Corp.,  421  N.  Highland  Ave.,  Hollywood 
38,  Calif. 

Strornberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlton  Rd.,  Rochester  3,  N.  Y. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J 

Tandberg.  10  E.  S2nd  St.,  New  York,  N.  V. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N  Y 

Tesla  Electric  Co.,  2871  N  Lincoln  Ave.,  Chicago  13, 
III 

TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave.,  Dallas  4,  Texas.  ADV  PG.  346. 

Transline  Associates,  45  Summit  St.,  Newark  3,  N.  J. 
Viking  of  Minneapolis,  4600  Aldrich  Ave.,  S.,  Minne¬ 
apolis  20,  Minn. 

Westrex  Corp.,  Ill  Eighth  Ave.,  New  York  II,  N  Y. 
Westronics,  Inc.,  3605  McCart  St.,  Fort  Worth,  Tens 

AMPlIFIERS-r-f 

A  R  A  T  Electronics,  Inc.,  P.  0.  Box  370,  North 
Little  Rock,  Ark. 

Adler  Electronics,  Inc.,  1  LeFevre  Lane,  New  Rochelle, 
N.  Y. 

Amtron  Corp  17  Felton  St  ,  Waltham,  Mass 
APPLIED  RKEARCH,  INC.,  76  S  Bayles  Ave  Port 
Washington,  N.  Y  ADV.  PG.  566 
Avo  Ltd.,  Avocet  House,  42/46,  Vauxhall  Bridge  Rd., 
London  S  W  1,  England 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 

Pa  ADV  PG  103. 

Blonder -Tongue  Laboratories,  Inc.,  4-25  Ailing  St., 
Newark  7  N.  J. 

CLEGG  LABORATORIES  OIV.  OF  CLEGG,  INC.,  Hanover 
A  Ridgedale  Aves.,  Morristown,  N.  J.  ADV.  PG.  505. 
Collins  Radio  Co.,  Cedar  Rapids,  Iowa 
Continental  Electronics  Mfg  Co.,  4212-20  S.  Buckner 
Blvd.,  Dallas  27,  Texas. 

Denson  Electronics  Corp.,  Ellington,  Conn. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N.,  St. 
Petersburg,  Fla. 

Entron,  Inc.,  4402  Lawrence  St.,  Bladensburg,  Md 
Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N  Y. 

Federal  Telephone  A  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

Gates  Radio  Co.,  Quincy,  III. 

General  Electronics  Corp.,  17  Madison  Ave.,  Mont¬ 
gomery  4  Ala. 

GENERAL  RADIO  CO..  275  Massachusetts  Ave.,  Cam¬ 
bridge  34,  Mass.  ADV  PG  178,  174 
Genisco,  Inc.,  2233  Federal  Ave.  Los  Angeles  64,  Calif. 
Gonset  Oiv.,  Young  Spring  A  Wire  Corp.,  801  S.  Main 
St.,  Burbank,  Calif. 

Granger  Associates,  466  Commercial  St.,  Palo  Alto, 
Calif. 

Greenlecf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Hallamore  Electronics  Co.,  8352  Brookhurst  Ave., 
Anaheim,  Calif. 

Industrial  Television,  Inc.,  364  Lexington  Ave.,  Clifton, 

N.  J. 

INSTRUMENTS  FOR  INDUSTRY,  INC.,  144  Glen  Cove 
Rd.,  Mlneola,  N.  Y.  ADV.  PG.  551. 

Knight  Corp.,  Ewen,  206  A  St.,  Needham  44,  Mass. 
Lei,  Inc.,  380  Oaks  St.,  Coplague,  N  Y. 

Lynmar  Engineers,  Inc.,  1432  N.  Carlisle  St.,  Phila¬ 
delphia  21,  Pa. 


Mack  Electronics  A  Div.  of  Mack  Trucks,  Inc.,  Plain- 
held,  N.  J. 

Millen  Mfg  Co.,  James,  150  Exchange  St.,  Malden,  Mass. 

MILUVAC  INSTRUMENTS  DIV.  OF  COHU  ELECTRONICS, 
INC.,  2315  Second  Ave.,  Carmen,  Schenectady,  N.  Y. 
ADV.  PG.  447. 

Mohawk  Electronic  Research  Labs.,  Inc.,  Box  12b-A, 
RD-4,  Amsterdam,  N.  V. 

Mullard  Equipment  Ltd.  Mullard  House,  Torrington 
Place,  London,  W.  C.  1,  England. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N  M. 

PITOMETER  LOG  CORP.,  237  Lafayette  St.,  New  York 
12,  N.  Y.  AOV.  PG.  564. 

RS  Electronics  Corp.,  435  Portage  Ave.,  Palo  Alto,  Calif. 

RADIATION,  INC,  Melbourne,  Fla.  AOV.  PG.  255. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

Seeburg  Corp.,  The,  1500  N.  Dayton  St.,  Chicago  22,  III. 

Seg  ElKtronics  Co.,  Inc.,  1778  Flatbush  Ave.,  Brooklyn 
10,  N.  V. 

Spectralab  Instruments,  608  Fig  Ave.,  Monrovia,  Calif. 

Spencer-Kennedy  Labs.,  Inc.,  1318  Soldiers  Field  Rd., 
Boston  35,  Mats. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  V. 

Tel-lnstrument  Electronics  Corp.,  728  Garden  St., 
Car  stadt,  N.  J. 

Universal  Match  Corp.,  Avionics  Dept.,  4407  Cook  Ave., 
St.  Louis  13,  Mo. 

V-M  Corp.,  Benton  Harbor,  Mich. 

WRL  Electronics,  Inc.,  3417  W.  Broadway,  Council 
Bluffs,  Iowa. 

Wave/Partlcle  Corp.,  Box  252,  Menlo  Park,  Calif. 

Westbury  Electronics,  Inc.,  300  Shames  Drive,  West- 
bury,  N  V. 

Westinghouse  Electric  Corp.,  P.  D.  Box  868,  Pittsburgh 
30,  Pa. 

White  Electron  Devices,  Inc.,  Roger,  10  Fourth  Ave., 
Haskell,  N.  J. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III. 


AMPIIFIIRS- Servo 

AC  ELECTRONICS  DIV.  OF  GENERAL  MOTORS  CORP., 
1425  E.  Kenilworth,  Milwaukee  1,  Wit.  AOV  PG.  387. 

ACROMAG  INC.,  Dept.  EBG,  22514  Telegraph  Rd , 
Detroit  41,  Mich.  ADV  PG  583 

Advance  Instrument  Corp.,  1704  F.  St.,  Belmar,  N.  J. 

AIRPAX  PRODUCTS  CO.,  Middle  River,  Baltimore  20, 
Md.  AOV.  PG.  224-232. 

American  Measurement  A  Control,  Inc.,  240  Calvary  St., 
Waltham  54,  Mass. 

American  Research  A  Mfg.  Corp.,  420  Halpine  Ave., 
RKkville,  Md. 

Analogue  Controls,  Inc.,  34  Roselle  St.,  Mlneola,  N  Y. 

Askanla  Regulator  Co.,  240  E.  Ontario  St.,  Chicago  11, 
III. 

Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia,  Pa. 

Avion  Division,  ACF  Industries,  Inc.,  II  Park  Place, 
Paramus,  N.  J. 

Beckman/Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif. 

Bell  Aircraft  Corp.,  P.  0.  Box  1,  Buffalo  5,  N.  Y. 

Bendix  Aviation  Corp.,  Montrose  Div.,  South  Mont¬ 
rose,  Pa. 

Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J. 

Bill  Jack  Scientific  Instrument  Co.,  P.  0  Box  C-3, 
Solana  Beach,  Calif. 

Bogue  Electric  Mfg.  Co  ,  52  Iowa  Ave.,  Paterson  3,  N.  J 

BRIGGS  ASSOCIATES,  INC.,  10  Dekalb  St.,  Norristown, 
Pa  ADV  PG  578 

Bristol  Co.,  The,  P.  0.  Box  1740  EBG,  Waterbury  20, 
Conn 

BRUSH  INSTRUMENTS  DIV.  OF  CLEVITE  CORP.,  3405 
Perkins  Ave,  Cleveland  14,  Ohio  ADV.  PG  20,  21. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Consolidated  Controls  Corp.,  6  Durant  Ave.,  Bethel, 
Conn. 

CONTROL  ELECTRONICS  CO.,  INC.,  1425  New  York 
Ave  ,  Huntington  Station,  N  Y.  AOV.  PG.  473,  550 

D  A  R,  LTD.,  402  E.  Gutierrez  St.,  P.  0.  Box  1500, 
Santa  Barbara,  Calif  ADV.  PG.  556. 

Dalmo  Victor  Co.,  Div.  of  Textron,  Inc.,  1515  Indus¬ 
trial  Way,  Belmont,  Calif. 

Datran  Electronics,  1836  Rosencrans  Ave.,  Manhattan 
Beach,  Calif. 

DAYSTROM  TRANSICOIL  CORP.,  Worcester,  Mont¬ 
gomery  County,  Pa.  AOV.  PG.  382. 

DHROIT  CONTROLS  OIV.  OF  AMERICAN-STANDARD, 

100  Morse  St.,  Norwood,  Mass.  AOV.  PG.  574. 

Dorsett  Laboratories,  Inc.,  401  E.  Boyd  St.,  Box  862, 
Norman,  Okla. 

DYNAMIC  INSTRUMENT  CORP.,  54  New  York  Ave., 
Westbury,  H.  Y  ADV.  PG  540. 

ECLIPSE-PIONEER  OIV.,  BENDIX  AVIATION  CORP., 
Teterboro,  N.  J.  AOV.  PG.  81-88 

Edin  Co.,  Inc.,  207  Main  St.,  Worcester,  Mass. 

Electro  Precision  Corp.,  Box  664,  Arkadelphia,  Ark. 

Electromation  Co.,  1646  18th  St.,  Santa  Monica,  Calif. 

Electronic  Associates,  Inc.,  Long  Beach,  N.  J. 

Electronics  A  Avionics  Div.  of  The  Emerson  Electric 
Mfg.  Co.,  8100  Florissant  Ave.,  St.  Louis  21,  Mo. 

Engineering  Specialty  Co.,  3100  Eldredge  St.,  Salt  Lake 
City,  UUh. 

Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W.  4,  Eng¬ 
land. 

Fairfield  Engineering  Corp.,  434  Hope  St.,  Springdale, 
Conn. 
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Feedback  Controls,  Inc.,  844  Main  St.,  Waltham  54, 
Mass. 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N.  Y.  ADV.  PG.  24. 

Garrett  Corp.,  The,  4851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif.  ^  ^ 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  Y.  ADV.  PG.  320. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Gerst  A  Co.,  Paul  E.,  4868  N.  Clark  St.,  Chicago  40, 

III. 

Glennite  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
Metuchen,  N.  J. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Greenleaf  Mfg  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Haller,  Raymond  A  Brown,  Inc.,  State  College,  Pa. 

Holland  Electronics,  Inc.,  772  E.  53rd  St.,  Brooklyn, 

N  Y. 

INDUSTRIAL  CONTROL  CO.,  805  Albin  Ave.,  Linden¬ 
hurst,  N.  Y.  ADV  PG.  440. 

Industrial  Electronics,  Inc.,  8060  Wheeler  St.,  Detroit 
10,  Mich. 

Industrial  Television,  Inc.,  364  Lexington  Ave.,  Clifton, 

N  J 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
Ymk  58,  N  Y  AOV.  PG.  536 
KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  356. 

Keystone  Products  Co.,  404-6  23rd  St.,  Union  City, 

N  J. 

LAO  Research  A  Development  Corp.,  134  N.  Wayne 
Ave  ,  Wayne,  Pa. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV  PG.  125. 

Link  Aviation,  Inc.,  Binghamton,  N.  Y. 

Liquidometer  Corp.,  The,  Skillman  Ave.  at  36th  St., 
Long  Island  City  1,  N.  Y. 

McKay  Electric  Co.,  26042  W.  Seven  Mile  Rd.,  Detroit 
40,  Mich. 

Mack  Electronics,  Oiv.  of  Mack  Trucks,  Inc.,  Advanced 
Research  Lab.,  40  Leon  St  .  Boston  15,  Mass. 
MAGNETIC  AMPLIFIERS,  INC.,  632  TInton  Ave.,  New 
York  55,  N  Y  ADV.  PG  286. 

MAGNETIC  RESEARCH  CORP.,  3160  W.  El  Segundo 
Blvd.,  Hawthorne,  Calif.  AOV.  PG.  482. 

Maurer,  Inc.,  J.  A.,  37-01  31st  St.,  Long  Island  City  1, 

N.  Y. 

Maxson  Irtstruments,  47-37  Austell  Place,  Long  Island 
City  1,  N.  Y. 

Mid-Century  InstrumatiC  Corp.,  611  Broadway,  New 
York  12,  N.  Y 

MIDWESTERN  INSTRUMENTS,  41st  A  Sheridan  Rd., 
Tulsa,  Okla.  AOV.  PG.  4. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Missouri  Research  Labs.,  Inc.,  2014  Locust  St.,  St. 
Louis  3,  Mo. 

Moog  Valve  Co.,  Inc.,  Proner  Airport,  East  Aurora,  N.  Y. 
Muirhead  A  Co.,  Ltd.,  Beckenham,  Kent,  England. 

Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III. 
Norden  Ketay  Corp.,  Precision  Components  Oiv.,  Com- 
mack,  N  Y. 

OSTER  MFG.  CO.,  JOHN,  AVIONICS  DIV.,  1  N.  Main 
St.,  Racine,  Wis  ADV.  PG.  154. 

PARAPLEGICS  MFG.  CO.,  INC.,  10068  Franklin  Ave., 
Franklin  Park,  III.  AOV.  PG.  22. 

PITOMETER  LOG  CORP.,  237  Lafayette  St.,  New  York 
12  N  Y  ADV  PG.  564. 

RADIATION,  INC  ,  Melbourne,  Fla.  ADV.  PG.  255. 
REEVES  INSTRUMENT  CORP.,  227  E.  41st  St.,  New 
York  28,  N.  Y.  ADV.  PG.  433. 

Robinette  Co.,  W.  C.,  802  Fair  Oaks  Ave.,  South  Pasa- 
dfna,  Calif. 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N.  H.  ADV.  PG. 
253 

Schaevitz  Engineering,  P.  0.  Box  505,  Camden  1,  N.  J. 
Scully  Machine  Co.,  62  Walter  St.,  Bridgeport,  Conn. 
Servocontrol  Div.,  The  Oilgear  Co.,  Waltham,  Mass. 

Servo  Corp.  of  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N  Y. 

Servomechanisms,  Inc.,  Mechatrol  Div,,  1200  Prospect 
Ave  ,  Westbury,  N.  Y. 

Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif. 

Servomex  Controls  Ltd.,  Crowborough,  Sussex,  England. 
Servonics,  Inc.,  822  N.  Henry  St.,  Alexandria,  Va. 
Servo-Tek  Products  Co.,  Inc.,  1086  Goffie  Rd.,  Hawthorne, 
N.  J. 

Siemon  Mfg.  Co.,  P.  0.  Box  275,  Wayne,  III. 

Stator  Elearic  Corp.,  46-25  58th  St.,  Woodside,  N.  Y. 
Summers  Gyroscope  Co.,  2328  Broadway,  Santa  Monica, 
Calif. 

Taber  Instrument  Corp.,  Electronics  Oiv.,  107  Goundry 
St.,  North  Tonawanda,  N.  Y. 

Ten  Bosch,  Inc.,  M.,  80  Wheeler  Ave.,  Pleasantville, 
N.  Y. 

Thermal  Dynamic  Products  Inc.,  38  W.  53rd  St.,  New 
York  14,  N  Y. 

Thompson  Products,  Inc.,  Electronics  Div.,  2146  Clark- 
wood  Ave.,  Cleveland  3,  Ohio. 

Thwing-Albert  Instrument  Co.,  5351  Pulaski  Ave.,  Phila¬ 
delphia  44,  Pa. 

Topp  Industries,  Inc.,  5255  W.  102nd  St.,  Los  Angeles 
45,  Calif. 

Tapper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 

TORWICO  ELECTRONICS,  INC.,  1040  Morris  Ave.,  Union, 
N.  J.  ADV.  PG.  461. 

Trans-Aire  Electronics,  Inc.,  145-02  Jamaica  Ave., 
Hollis  23,  N.  Y. 
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United  Control  Corp.,  4540  Union  Bay  Piace,  Seattle  5, 
Wash. 

Universal  Match  Corp.,  Avionics  Dept.,  4407  Cook  Ave., 
St.  Louis  13,  Mo. 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  Ave.,  Westbury,  N.  Y.  ADV.  PG.  340. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3,  Mo. 

Vikinp  Industries,  Inc.,  21343  Roscoe  Bivd.,  Canoga 
Park,  Calif. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  & 
SONS,  Woif  Hill  Rd.,  Huntington  Station,  N.  V. 
ADV.  PG.  394C. 

Westronics,  Inc.,  3605  McCart  St.,  Fort  Worth,  Texas. 
Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
150  E.  Aurora  St.,  Waterbury  20,  Conn. 

AMPLIFIERS-Sfroin  Gagt 

AIRPAX  PRODUCTS  CO.,  Middle  River,  Baltimore  20, 
Md.  ADV.  PG.  229-232. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberiand,  Md. 

American  Research  &  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 

Arnoux  Corp.,  11924  W.  Washington  Bivd.,  Los  Angeles 
66,  Calif. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  ADV.  PG.  466. 

Baldwin-Lima-Hamilton  Corp.,  42  4th  Ave.,  Waltham, 
Mass. 

Bendix  Aviation  Corp.,  Pacific  Div.,  11600  Sherman  Way, 
North  Hollywood,  Calif. 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morris  Plains,  N.  J.  ADV.  PG.  368. 

Bristol  Co.,  The,  P.  0  .Box  1790  EBG,  Waterbury  20, 
Conn. 

Bruel  &  Kjaer,  Naerum,  Denmark. 

BRUSH  INSTRUMENTS  OIV.  OF  CLEVITE  CORP.,  3405 
Perkins  Ave.,  Cleveland  14,  Ohio.  ADV.  PG.  20,  21. 
Century  Electronics  &  Instruments  Inc.,  P.  0.  Box  6216, 
Pine  Station,  Tulsa  10,  Okla. 

COMPUTER  ENGINEERING  ASSOCIATES,  INC.,  350 
Halstead,  Pasadena,  Calif.  ADV.  PG.  585. 

Consolidated  Avionics  Corp.,  800  Shames  Drive,  West¬ 
bury,  N.  Y. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  CarlsUdt,  N.  J.  ADV.  PG.  394A. 

Davies  Laboratories  Div.,  Minneaolpis-Honeywell  Regu¬ 
lator  Co.,  10721  Hanna  St.,  Beltsville,  Md. 

Daytronic  Corp.,  216  S.  Main  St.,  Dayton,  Ohio. 

Dynamics  Instrumentation  Co.,  Div.  of  Aberhill  Corp., 
1118  Mission  St.,  South  Pasadena,  Calif. 

Edin  Co.,  Inc.,  207  Main  St.,  Worcester,  Mass. 

Electro  Instruments,  Inc.,  3540  Aero  Court,  San  Diego 

11,  Calif. 

Electronic  Tube  Corp.,  1200  E.  Mermaid  Ave.,  Phila¬ 
delphia  18,  Pa. 

Electronics  Computer  Corp.,  6191  Ridge  Ave.,  Phila¬ 
delphia  28,  Pa. 

Ellis  Associates,  Box  77,  Pelham,  N.  Y. 

Gerst  &  Co.,  Paul  E.,  4868  N.  Clark  St.,  Chicago  40, 
III. 

Good  Electronic  Corp.,  P.  0.  Box  93,  Newton  58,  Mass. 
Grass  Instrument  Co.,  101  Old  Colony  Ave.,  Quincy, 
Mass. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Hallamore  Electronics  Co.,  8352  Brookhurst  Ave.,  Ana¬ 
heim,  Calif. 

Holland  Div.  of  Minneapolis-Honeywell  Regulator  Cfi-, 
5200  E.  Evans  Ave.,  Denver  22,  Colo. 

INDUSTRIAL  CONTROL  CO.,  805  Albin  Ave.,  Linden¬ 
hurst,  N.  Y.  ADV.  PG.  490. 

Industrial  Electronics,  Inc.,  8060  Wheeler  St.,  Detroit 
10,  Mich. 

INTERELEaRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N.  Y.  ADV.  PG.  536. 

KEITHLEY  INSTRUMENTS,  12415  Euclid  Ave.,  Cleve¬ 
land  6,  Ohio.  ADV.  PG.  274. 

Kelvin  &  Hughes  Ltd.,  New  North  Rd.,  Barkingside, 
Essex,  England. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 

12,  Calif.  ADV.  PG.  51-57. 

Kybernetes  Co.,  9  E.  40th  St.,  New  York  16,  N.  Y. 
MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave.,  New 
York  55,  N.  Y.  ADV.  PG.  286. 

Magnetic  Instruments  Co.,  546  Commerce  St.,  Thorn- 
wood,  N.  Y. 

MAGNETIC  RESEARCH  CORP.,  3160  W.  El  Segundo 
Bivd.,  Hawthorne,  Calif.  ADV.  PG.  482. 

Mandrel  Industries,  Inc.,  Industrial  Instruments  Div., 
5134  Glenmont  Drive,  Houston,  Texas. 

Manning,  Maxwell  &  Moore,  Inc.,  Industrial  Controls 
Div.,  250  E.  Main  St.,  Stratford,  Conn. 

MILLIVAC  INSTRUMENTS  DIV.  OF  COHU  ELEC¬ 
TRONICS,  INC.,  2315  Second  Ave.,  Carmen,  Sche¬ 
nectady,  N.  Y.  ADV.  PG.  497. 

Missouri  Research  Labs.,  Inc.,  2109  Locust  St.,  St. 
Louis  3,  Mo. 

Neff  Instrument  Corp.,  2211  E.  Foothill  Bivd.,  Pasa¬ 
dena,  Calif. 

Nevada  Air  Products  Co.,  P.  0.  Box  2472,  Reno,  Nev. 
Norwood  Controls  Unit,  Detroit  Controls  Corp.,  934 
Washington  St.,  Norwood,  Mass. 

Offner  Electronics  Inc.,  5320  N.  Kediie  Ave.,  Chicago  25, 
III. 

Photron  Instrument  Co.,  6516  Detroit  Ave.,  Cleveland  2, 
Ohio. 

RADIATION,  INC.,  Melbourne,  Fla.  ADV.  PG.  255. 


SANBORN  CO.,  175  Wyman  St.,  Waltham  54,  Mass. 
ADV.  PG.  357. 

Stator  Electric  Corp.,  46-25  58th  St.,  Woodside,  N.  Y. 
Taber  Instrument  Coirp.,  Electronics  Div.,  107  Goundry 
St.,  North  Tonawanda,  N.  Y. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Thwing-Albert  Instrument  Co.,  5351  Pulaski  Ave.,  Phila¬ 
delphia  44,  Pa. 

United  Electrodynamics  Div.  of  United  Geophysical  Co., 
Inc.,  1200  S.  Marengo,  Pasadena,  Calif. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3,  Mo. 

Video  Instruments  Co.,  Inc.,  3002  Pennsylvania  Ave., 
Santa  Monica,  Calif. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington'  Station,  N.  Y. 
ADV.  PG  394C. 


AMPLIFIERS-Swmp 

Electronic  Tube  'Corp.,  1200  E.  Mermaid  Ave.,  Phila¬ 
delphia  18,  Pa. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Haller,  Raymond  &  Brown,  Inc.,  State  College,  Pa. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

MILLIVAC  INSTRUMENTS  DIV.  OF  COHU  ELEC¬ 
TRONICS,  INC.,  2315  Second  Ave.,  Carmen,  Sche- 
necUdy,  N.  Y.  ADV.  PG.  497. 

SYNTRONIC  INSTRUMENTS,  INC.,  100  Industrial  Rd., 
Addison,  III.  ADV.  PG.  436. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  AmKyville, 
N.  V.  ADV  PG  323. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  SUtion,  N.  Y. 
ADV.  PG.  394C. 

Wave/Particle  Corp.,  Box  252,  Menlo  Park,  Calif. 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
150  E.  Aurora  St.,  Waterbury  20,  Conn. 


AMPILFIERS-TelevisiMi 

A  R  &  T  Electronics,  Inc.,  P.  0.  Box  370,  North  Little 
Rock,  Ark. 

Adler  Electronics,  Inc.,  1  LeFevre  Lane,  New  Rochelle, 
N.  Y. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

Blonder-Tongue  Laboratories,  Inc.,  9-25  Ailing  St., 
Newark  2,  N.  J. 

Community  Engineering  Corp.,  Box  824,  State  College, 
Pa. 

Dage  Television  Div.  of  Thompson  Products,  Inc.,  W. 
Tenth  St.,  Michigan  City,  Ind. 

Entron,  Inc.,  4902  Lawrence  St.,  Bladensburg,  Md. 

Gates  Radio  Co.,  Quincy,  III. 

General  Electric  Co.,  Technical  Products  Dept.,  Elec¬ 
tronics  Park,  Syracuse,  N.  Y. 

General  Precision  Laboratory,  Inc.,  63  Bedford  Rd., 
Pleasantville,  N.  Y. 

Holland  Electronics,  Inc.,  772  E.  53rd  St.,  Brooklyn, 
N.  Y. 

International  Telephone  &  Telegraph  Corp.,  Industrial 
Products  Div.,  15191  Bledsoe  St.,  San  Fernando, 
Calif. 

JERROLD  ELECTRONICS  CORP.,  15th  A  Lehigh,  Phila¬ 
delphia  32,  Pa.  ADV.  PG.  342. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  ADV.  PG.  51-57. 

Lynmar  Engineers,  Inc.,  1432  N.  Carlisle  St.,  Phila¬ 
delphia  21,  Pa. 

Miratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  Minn. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  A 
Fourth  Covert  A  Preceding  Insert. 

Sarkes  Tarxian,  Inc.,  Rertifier  Div.,  415  N.  College  Ave., 
Bloomington,  Ind. 

Seg  Electronics  Co.,  Inc.,  1778  Flatbush  Ave.,  Brooklyn 
10,  N.  Y. 

Spencer-Kennedy  Labs.,  Inc.,  1318  Soldiers  Field  Rd., 
Boston  35,  Mass. 

Standard  Electronics  Div.  of  Radio  Engineering  Labs., 
Inc.,  29-01  Borden  Ave.,  Long  Island  City  1,  N.  Y. 

Tare  Electronics,  Inc.,  48  Urban  Ave.,  Westbury,  N.  Y. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
ville,  N.  Y.  ADV.  PG.  323. 

Tel-Instrument  Electronics  Corp.,  728  Garden  St.,  Carl- 
stadt,  N.  J. 

Transline  Associates,  95  Summit  St.,  Newark  3,  N.  J. 

Videon  Electronic  Corp.,  902  E.  Michigan  St.,  Indiana¬ 
polis  2,  Ind. 

Westbury  Electronics,  Inc.,  300  Shames  Drive,  Westbury, 
N.  Y. 


AMP  LI  F I ERS— Troniiefor 

ABC  Sound  Equipment  Co.,  149  W.  47th  St.,  New  York 
36,  N.  Y. 

A  R  A  T  Electronics,  Inc.,  P.  0.  Box  370,  North  Little 
Rock,  Ark. 

Alto  Scientiftc  Co.,  855  Commercial  St.,  Palo  Alto, 
Calif. 

American  Electronics,  Inc.,  655  W.  Washington  Bivd., 
Los  Angeles  15,  Calif. 

American  Research  A  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 

Applied  Science  Corp.  of  Princeton,  P.  0.  Box  44, 
Princeton,  N.  J. 

Ardente  Acoustic  Labs.,  Ltd.,  8/12  Minerva  Rd.,  North 
Acton,  London,  N.W.  10,  England. 


BARKER  A  WILLIAMSON,  Canal  A  Beaver  SU.,  Bristol, 
Pa.  ADV  PG.  103. 

Bell  Aircraft  Corp.,  P.  0.  Box  1,  Buffalo  5,  N.  Y. 
Berkshire  Laboratories,  580  Bank  Village,  Greenville, 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold 
St.,  New  York  38,  N.  Y. 

Bruno-New  York  Industries  Corp.,  460  W.  34th  St.,  New 
York  1,  N.  Y. 

Burr-Brown  Research  Corp.,  Box  6444  Tucson,  Aril. 
CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  WIs.  ADV.  PG.  422. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif. 

DETROIT  CONTROLS  DIV.  OF  AMERICAN-STANDARD, 
100  Morse  St.,  Norwood,  Mass  ADV.  PG.  579. 
DIGITAL  EQUIPMENT  CORP.,  Maynard,  Mass  ADV. 
PG.  527 

DIGITRONICS  CORP.,  Albertson  Ave.,  Alberson,  N.  V. 
ADV.  PG.  559. 

Dorsett  Laboratories,  Inc.,  401  E.  Boyd  St.,  Box  862, 
Norman,  Okla. 

Doty  Acoustical  Electronics  Labs.,  Tobyhanna,  Pa. 
Dynamics  Instrumentation  Co.,  Div.  of  Aberhill  Corp., 
1118  Miuion  St.,  South  Pasadena,  Calif. 

Edin  Co.,  Inc.,  207  Main  St.,  Worcester,  Mass. 

Electro- Voice,  Inc.,  Buchanan,  Mich. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Electronic  Research  Associates,  Inc.,  67  Factory  Place, 
Cedar  Grove,  N.  J. 

Elk  Electronic  Labs.,  Inc.,  333  W.  52nd  St.,  New  York 
19,  N.  Y. 

Ellis  Associates,  Box  77,  Pelham,  N.  Y. 

ENGINEERED  ELECTRONICS  CO.,  506  E  First  St., 
Santa  Ana,  Calif.  ADV.  PG.  317. 

Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

Ferrotran  Electronics  Co.,  693  Broadway,  New  York  12, 
N.  Y. 

Fidelity  Amplifier  Corp.,  1633  N.  Halsted  St.,  Chicago 
14,  III. 

Fisher  Radio  Corp.,  21-21  Forty  Fourth  Drive,  Long 
Island  City  1,  N.  Y. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 

4,  Ala. 

Geotronk  Labs.  Inc.,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Texas. 

Goodyear  Aircraft  Corp.,  1210  Massillon  Rd.,  Akron  15, 
Ohio. 

Hallamore  Electronics  Co.,  8352  Brookhurst  Ave., 
Anaheim,  Calif. 

Holland  Elertronics,  Inc.,  772  E.  52rd  St.,  Brooklyn, 
N.  Y. 

Hoover  Electronics  Co.,  110  W.  TImonium  Rd.,  Tlnranium, 
Md. 

I.D.E.A.,  Inc.,  7900  Pendleton  Pike,  Indianapolis  26, 
Ind. 

INDUSTRIAL  CONTROL  CO.,  805  Albin  Ave.,  Linden- 
hurst,  N.  Y.  ADV.  PG.  490. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N.  Y.  ADV.  PG.  536. 

International  Research  Associates,  2221  Warwick  Ave., 
Santa  Monica,  Calif. 

Jordon  Electronics,  a  Div.  of  Victoreen  Instrument  Co., 
3025  W  Miuion  Rd.,  Alhambra,  Calif. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pme  Brook,  N.  J. 
ADV  PG.  345 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  DIV., 
1378  Main  St.,  Clifton,  N.  J.  ADV  PG.  356 
KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  ADV.  PG.  51-57. 

Liquidometer  Corp.,  The,  Skillman  Ave.  at  36th  St., 
Long  Island  City  1,  N.  Y. 

Litton  Industries  of  Maryland,  Inc.,  4900  Calvert  Rd., 
College  Park,  Md. 

M  F  ELECTRONICS,  122  E.  2Sth  St.,  New  York  10, 
N.  Y.  ADV.  PG.  507. 

McKay  Electric  Co.,  26042  W.  Seven  Mile  Rd.,  Detroit 
40,  Mich. 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave.,  New 
York  55,  N  Y.  ADV  PG.  286. 

MAGNETIC  RESEARCH  CORP.,  3160  W.  El  Segundo 
8lvd.,  Hawthorne,  Calif.  ADV.  PG.  482. 

Maurer,  Inc.,  J.  A.,  37-01  31st  St.,  Long  Island  City  1, 
N.  Y. 

Measurement  Engineering,  Ltd.,  Arnprior,  Ontario,  Canada. 
Mid-West  Coil  A  Transformer  Co.,  1642  N.  Halstead  St., 
Chicago  14,  III. 

MILLIVAC  INSTRUMENTS  OIV.  OF  COHU  ELECTRONICS, 
INC.,  2315  Second  Ave.,  Carmen,  Schenectady,  N.  Y. 
ADV.  PG.  497. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautiul  Div., 
2600  RIdgway  Rd.,  Minneapolis  13,  Minn. 

Mluouri  Research  Labs.,  Inc.,  2109  Locust  St.,  St. 
Louis  3,  Mo. 

Modern  Industries,  Inc.,  2601  Colorado  Ave.,  Santa 
Monica,  Calif. 

NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave., 
Philadelphia  45,  Pa.  ADV.  PG.  528. 

Nevada  Air  Products  Co.,  P.  0.  Box  2472,  Reno,  Nev. 
Nichols  A  Clark,  Inc.,  321  Newburyport  Turnpike,  Dan¬ 
vers  P.  0.,  Hathorne,  Mau. 

Norden  Ketay  Corp.,  Precision  Components  Div.,  Corn- 
mack,  N.  Y. 

Northeast  Electronics  Corp.,  P.  0.  Box  425,  Municipal 
Airport,  Concord,  N.  H. 

Phllmore  Mfg.  Co.,  Inc.,  113  University  Place,  New  York 
3.  N.  Y. 

PITOMETER  LOG  CORP.,  237  Lafayette  St.,  New  York 
12,  N.  Y.  ADV.  PG.  569. 

Polytronic  Research,  Inc.,  7326  Westmore  Rd.,  Rockville, 
Md. 
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Electrical  &  Physical  Instrument  Corp..  42-19  27th  St., 
Long  Island  City  1,  N.  Y. 

Elk  Electronic  Labs.,  Inc.,  333  W  52od  St.,  Htm  York 
19,  N.  Y 

ENGINEERED  ELECTRONICS  CO.,  506  E.  First  St., 
Santa  Ana,  Calif.  AOV.  PG.  317 
fr.rion,  Inc  ,  <902  Lawrence  St.,  Bladensborg,  Md. 

EPSCO,  INCORPORATED,  588  Commonwealth  A*e., 
Boston  15.  Mass.  AOV.  PG  281-283. 

GENERAL  RADIO  CO.,  275  Massachusetts  A*e.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

G'shger  Associates,  966  Commercial  St.,  Palo  Alto, 
Calif. 

Haller,  Raymond  &  Brown,  Inc.,  State  College,  Pa. 
Hamner  Electronics  Co.,  Inc.,  Box  531,  Princeton,  N.  J. 
Hclland  Electronics,  Inc.,  772  E.  53rd  St.,  Brooklyn, 
N.  Y. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif.  AOV. 
FG.  105-110 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y.  ADV  PG  371 
INSTRUMENTS  FOR  INDUSTRY,  INC.,  149  Glen  Cove 
Rd.,  Mlneola,  N.  Y.  ADV.  PG.  551. 
INTERELECTRONICS  CORP.,  2432  Grainl  Concourse.  New 
York  58,  N  Y  AOV.  PG.  536 
JERROLD  ELECTRONICS  CORP.,  15th  &  Lehigh,  Phila¬ 
delphia  32,  Pa.  ADV.  PG.  342. 

Jowll  Electronics,  Inc.,  Belheld  &  Wister,  Philadelphia 
44,  Pa. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  ADV.  PG.  51-57. 

Lvnmar  Engineers,  Inc.,  1432  N.  Carlisle  St.,  Philadel¬ 
phia  21,  Pa. 

MIlLIVAC  instruments  DIV.  OF  COHU  ELEC¬ 
TRONICS,  INC.,  2315  Second  Ave.,  Carmen,  Schenec¬ 
tady,  N  V.  ADV.  PG.  497. 

Miratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  Minn 
Neutronics  Research  Co  ,  165  Lake  St.,  Waltham,  Mass. 
PANORAMIC  RADIO  PTODUCTS,  INC  ,  520  S.  Fulton 
Ave.,  Mt.  Vernon,  N.  Y.  AOV.  PG.  463. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cambridge, 
England. 

RS  Electronics  Corp.,  435  Portage  Ave.,  Palo  Alto,  Calif. 
Radio  Music  Corp.,  84  S.  Water  St.,  Port  Chester,  N.  Y. 
Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

Scott,  Inc.,  Hermon  Hosmer,  111  Powder  Mill  Rd., 
Maynard,  Mass. 

Seg  Electronics  Co.,  Inc.,  1778  Flatbosh  Ave.,  Brooklyn 
10.  N.  Y 

Selartron,  Inc.,  Western  Div.,  10761  Burbank  Blvd., 
North  Hollyveood,  Calif. 

Spercer-Kennedy  Labs.,  Inc.,  1318  Soldiers  Field  Rd., 
Boston  35,  Mass. 

Standard  Electronics  Div  of  Radio  Engineering  Labs. 

Inc.,  29-01  Borden  Ave.,  Long  Island  City  1,  N.  Y 
Stromberg-Carlson  Co.,  Div  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Taber  Instrument  Corp.,  Electronics  Div.,  107  Goundry 
St.,  North  Tonawanda,  N  Y. 

Tare  Electronics,  Inc.,  «8  Urban  Ave.,  Westbiiry,  N.  Y. 
Tektronix,  Inc.,  P  0  Box  831,  Portland  7,  Ore. 
TELFCHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
vllle,  N.  Y  ADV  PG  323 

Tel-Inrtrument  Electronics  Corp.,  728  Garden  St.,  Carl- 
stadt,  N.  J. 

Tesla  Electric  Co.,  2871  N  Lincoln  Ave.,  Chicago  13, 
III. 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  Ave.,  Westbury,  N  Y  AOV.  PG.  390 
WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUVCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV  PG  394C. 

Wave/Particle  Corp.,  Box  252,  Menlo  Park,  Calif. 
Westbury  Electronics.  Inc.,  300  Shames  Drive,  West¬ 
bury,  N.  V. 


ANALOGS 
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Precision,  Inc.,  730  Lyndalc  Ave.,  N  ,  Minneapolis,  Minn 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cambridge, 
England. 

RS  Electronics  Corp.,  435  Portage  Ave.,  Palo  AHo. 
Calif. 

Radiation  Counter  Laboratories,  Inc.,  5121  W.  Grove 
St.,  Skokie,  III. 

Ransom  Research,  Box  269,  Sar  Pedro,  Calif. 

Rauland-Borg  Corp.,  3515  W  Addison  St.,  Chicago  18, 
III. 

Remler  Company,  2101  Bryant  St.,  San  Francisco  10, 
Calif. 

Rho  Engineering  Co.,  2242  Sepulveda  Blvd.,  Los  Angeles 
64,  Calif. 

Servomechanisms,  Inc.,  Mechatrol  Div.,  1200  Prospect 
Ave.,  Westbury,  N.  Y. 

Servomechanisms,  Inc.,  Subsystems  Div.,  12500  Aviation 
Blvd.,  Hawthorne,  Calif. 

Signal  Equipment  Co.,  Inc.,  2706  Third  Ave.,  Seattle  1, 
Wash. 

Sutor  Electric  Carp.,  46-25  58th  St.,  Woodside,  N  Y. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  RKhester  3,  N.  Y. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Taber  Instrument  Corp.,  Electronics  Div.,  107  Goundry 
St  ,  North  Tonawanda,  N  Y 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  AOV.  PG.  511. 

Ten  Bosch,  Inc.,  M.,  80  Wheeler  Ave.,  Pleasantville, 
N.  Y 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave  ,  Chicago,  HI 

Tapp  Industries,  Inc.,  5255  W.  102nd  St.,  Los  Angeles 
45,  Calif. 

Trans-AIre  Electronics,  Inc.,  195-02  Jamaica  Ave.,  Hollis 
23,  N.  Y. 

TRANS  ELECTRONICS,  INC.,  7349  Canoga  Ave  ,  Canoga 
Park,  Calif  AOV.  PG.  506. 

Transistor  Components  Co.,  301  Oakwood  Ave,  East 
Aurora,  N.  V. 

Transistor  Oevicet,  Inc.,  730  Boulveard,  Kenilworth,  N.  J. 

Transline  Associates,  95  Summit  St.,  Newark  3,  N  J. 

Trepac  Corp.  of  America.  1  Engle  St ,  Englewood,  N.  J. 

Tripl-T  Electronics  Co.,  Box  5352,  Pasadena,  Calif 

United  Control  Corp.,  4540  Union  Bay  Place.  Seattle  5, 
Wash. 

United  Electrodynamics  Div  of  United  Geophysical  Co 
Int.,  1200  S.  Marengo.  Pasadena,  Calif 

U.  S.  Gauge  Div.,  American  Machine  &  Metals.  Inc., 
Sellersville.  Pa 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  Ave.,  Westbury,  N  Y  AOV.  PG  390 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
England. 

Vickers  Electric  Dhrision,  Vickers  Inc.,  1825  Locust  St., 
St  Louis  3.  Mo. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  MUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N  V 
AOV  PG  394C 

WALKIRT  CO.,  141  W.  Hatel  St.,  Inglewood  3,  Calif. 
AOV.  PG.  500 

Warren  Mfg.  Co.,  Inc.,  The,  Newton  Rd.,  Littleton, 
Mass. 

Westbury  Electronics,  Inc.,  300  Shames  Drive,  Westbury, 
N.  V. 

Westinghouse  Electric  Corp.,  P.  0  Box  868,  Pittsburgh 
30,  Pa. 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
150  E.  Aurora  St.,  Waterbury  20,  Conn. 

Zacharlas  ElKtronics  Corp.,  P  0.  Box  172,  Livingston, 
N.  J. 


AMPLIFIERS— Travofing  Wave  Tuho 

Allred  Electronics,  897  Commercial  St.,  Palo  Alto,  Calif 
Wave/Particle  Corp.,  Box  252,  Menlo  Park,  Calif 

AMPIIFIIRS-Uleraaonic 

ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave, 
Mineola,  N  Y  ADV.  PG.  531 
Aetna  Electronics  Corp.,  207  Stonehinge  Lane,  Carle 
Place.  N  Y 

ARENBERG  ULTRASONIC  LABORATORY,  INC .  94  Green 
St.,  Jamaica  Plain  30,  Mass  ADV.  PG.  522 
Basler  Electric  Co.,  605  Fifth  St.,  Highlland,  III. 
Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38.  N  Y 

Burr-Brown  Research  Corp.,  Box  6444,  Tucson,  Arii. 
Cavitron  Electron  Oscillator  Co.,  Div  of  Short  Wave 
Plastic  Forming  Co.,  355  N.  Newport  Blvd,,  Newport 
Beach,  Calif. 

Dukane  Corp  St  Charles.  Ill 

FREED  TRANSFORMER  CO.,  INC  ,  1736  Weirfleld  St., 
Brooklyn  27.  N.  Y  AOV.  PG.  24 
GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  AOV.  PG.  178,  179 
Genisco,  Inc.,  2233  Federal  Ave.,  Los  Angeles  64,  Calif 
Green  RectiA^  Co  ,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J. 
INTERELECTRONiCS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N  Y.  ADV.  PG  536. 

Irternational  Electronics  Corp.  (Mullard  Equipment),  81 
Spring  St  ,  New  York  12,  N  Y. 

KEITHLEY  INSTRUMENTS,  12415  Euclid  Ave.,  Cleveland 
6.  Ohio  ADV  PG.  274 

KROf'N-HITE  CORP.,  580  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  AOV.  PG.  197 
M  F  ELECTRONICS,  122  E.  25th  St.,  New  York  10, 
N.  Y.  ADV.  PG.  507. 

McKenna  Laboratories,  2503  Main  St.,  Santa  Monica  6, 
Calif. 

Mack  Electronics  A  Olv.  of  Mack  Trucks,  Tnc.,  Plain- 
field,  N.  J. 


MASSA  UBORATORIES,  INC.,  5  Fottler  Rd.,  Hingham, 
Mass.  ADV.  PG.  514 

Nevada  Air  Products  Co.,  P.  0.  Box  2472,  Reno,  Nev. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N  E.,  Albuquerque,  N.  M. 

Power  Supplies,  Inc.  1007  Olive  St.,  Highland,  III. 

SPELLMAN  TELEVISION  CO.,  INC.,  3029  Webster  Ave., 
Nen  York  67,  N  Y.  AOV.  PG.  366,  367. 

Sturrup,  Inc.,  50  Silver  St.,  Middletown,  Conn. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Taber  Instrument  Corp.,  Electronics  Div.,  107  Goundry 
St.,  North  Tonawanda,  N.  Y. 

Telephonies  Corp.  Park  Ave.,  Huntington,  N.  Y. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13, 
III. 

Zacharias  Electronics  Corp.,  P.  0.  Box  172,  Livingston, 

N  J. 

AMPlIFIERS-VIBeweton  fUkup 

ACF  Electron, cs,  800  N.  Pitt  St.,  Alexandria,  Va. 

Advanced  Electronics,  Inc.,  94  Silas  Deane  Highway, 
Rocky  Hill,  Conn. 

Allegany  Ins'rument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

Anencan  Research  &  Mfg.  Corp.,  920  Halpinc  Ave., 
Rockville,  Md. 

Bendix  Avcatlon  Corp.,  Pacific  Div.,  11600  Sherman  Way, 
North  Hollywood,  Calif. 

Bru,''  A  Kjaer,  Naerum,  Denmark. 

BPUSH  INSTRUMENTS  DIV.  OF  CLEVITE  CORP.,  3405 
Ferkins  Are.,  Cleveland  14,  Ohio.  AOV.  PG.  20,  21. 

Clevite  Corp.,  Texas  Div.,  3732  Wertheimer  Rd.,  Houston 
6,  Texas 

Cor-olidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Daytronic  Corp.,  216  S.  Mam  St.,  Dayton,  Ohio. 

Dynamics  Instrumentation  Co.,  Div.  of  Alberhill  Corp., 
1118  Miuion  St.,  South  Pasadena,  Calif. 

Edin  Co.,  Inc.,  207  Main  St.,  Worcester,  Mass. 

Electronic  Tube  Corp.,  1200  E.  Mermaid  Ave.,  Philadel¬ 
phia  18,  Pa 

GEtICRAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  AOV  PG.  178,  179. 

Ccnisco,  Inc.,  2233  Federal  Ave.,  Los  Angeles  64,  Calif. 

Glennite  Instrumentation  Olv.  of  Gulton  Industries,  Inc., 
Metuchen,  N.  J. 

C'cenleaf  Mfg  Co.,  The,  7814  Maplewood  Industrial 
Court,  St  louis  17,  Mo. 

Halirmore  Electronics  Co.,  8352  Brookhurst  Ave., 
Anaheim,  Calif. 

Hclland  Div.  of  Minneapolis-Honeywell  Regulator  Co., 
5100  E  Evans  Ave,  Denver  22,  Colo. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N  Y.  AOV  PG  536. 

K'bernetes  Co.,  9  E.  40th  St.,  New  York  16.  N.  Y. 

LING  ELECTRONICS,  9937  W.  Jefferson  Blvd.,  Culver 
City,  Calif.  AOV.  PG  487. 

Lucifer  Ltd  ,  Geneva-Carouge,  Switierlond. 

MG  Mfg  Div.  of  Textron,  Inc.,  P.  0.  Box  1825,  New 
Haven  8,  Conn. 

Mandrel  Industries,  Inc.,  Industrial  Instruments  Div., 
5134  Glenmont  Drive,  Houston,  Texas. 

MASSA  LABORATORIES  INC.,  5  Fottler  Rd.,  Hingham, 
Mass.  AOV  PG.  514. 

Missouri  Research  Labs.,  Inc.,  2109  Locust  St.,  St.  Louis 
3,  Mo 

Prdio  Music  Corp  .  84  S  Water  St  ,  Port  Chester,  N  Y. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas. 
AOV  PG  >47 

Stnne  Laboratories,  Sid,  Electronics  Mfg  Div.,  793 
Tremont  St.,  Boston,  Mass 

Taber  Instrument  Corp.,  Electronics  Div.,  107  Goundry 
St  North  Tonawai^.i,  N.  Y 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  Ave.,  Westbury,  N  Y.  ADV  PG  390 

Video  Instruments  Co.,  Inc.,  3002  Pennsylvania  Ave., 
Santa  Monica,  Calif. 


Adler  Electronics,  Inc.,  1  LeFevre  Lane,  New  Rochelle, 
N  Y 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England 
AHacany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland.  Md 

Alpha  Instrument  Co.,  43  Hempstead  St.,  New  London. 

Conn 

APPLIED  RESEARCH,  INC.,  76  S.  Bayles  Ave  ,  Pon 
Washington.  N  Y  ADV.  PG.  466 
ARENBERG  ULTRASONIC  LABORATORY,  INC.,  94 
Green  St.,  Jamaica  Plain  30,  Mass.  ADV.  PG  522 
Atlantic  Research  Corp.,  901  N.  Columbus,  Alexandria, 
Va 

BAIRD-ATOMIC,  INC.,  33  University  Rd..  Cambridge 
38  Mass  AOV.  PG  466. 

BAPKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa  AOV  PG.  103 

BKkman/Berkeley  Division,  2200  Wright  Ave.,  Richmond 
5.  Calif 

Bergen  Laborstories,  247  Crooks  Ave.,  Clifton,  N.  J. 
Blonder  Tongue  Laboratories,  Inc.,  9-25  Ailing  St., 
Newark  2,  N.  J. 

Bocen  Co.,  David,  P.  0.  Box  500,  Paramus,  N.  J. 

Burr. Brown  Research  Corp.,  Box  6444,  Tucson.  Arit. 
Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Cciortone  Electronics,  Inc.,  200  Frank  Rd.,  Hicksville, 
N.  V. 

Community  Engineering  Corp.,  Box  824,  State  College. 
Pa. 

Elcor,  Inc.,  P.  0.  Box  354,  McLean,  Va. 


ANAIYZERS-Aurfio  AmpIMer 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa  AOV  PG.  103 

Bruel  &  Kjaer,  Naerum,  Denmark. 

EMPIRE  DEVICES  PRODUCTS  CORP.,  Amsterdam,  N  V. 
ADV  PG.  412 

HEATH  CO.,  A  SUB.  OF  OAYSTROM,  INC.,  Benton 

Harbor  14,  Mich.  ADV.  PG.  513 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y  AOV  PG.  371 

PROBESCOPE  CO.,  8  Sagamore  Hill  Drive,  Port  Wash¬ 
ington,  N  Y.  AOV  PG.  552 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
Crty  1,  N.  Y. 

Western  Electro-Acoustic  Lab.,  11789  San  Vicente  Blvd., 
Los  Angeles  49,  Calif. 


ANA  LYZIRS-CapoeNwr 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedferd,  Mass 

Barnes  Development  Co.,  213  W  Baltimore  Pike,  Lans- 
dovme,  Pa. 

Bristol  Co.,  The,  P.  0.  Box  1790  EB6,  Waterbury  20, 
Conn. 

CORNELL-DUBILIER  ELECTRIC  CORP.,  Smith  Ptain- 
field,  N.  J.  ADV.  PG.  419 

Dubrow  Development  Co.,  2538  Penn  St.,  Burlington, 
N.  J. 


AMPlIFIERS-WMebon^ 
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DYTRONICS,  P.  0.  Box  3676,  Columbus  14,  Ohio.  ADV. 
PG.  589, 

Electronic  Control  Systems  Oiv.  of  Stromberg-C«rlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 
Hlckok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y.  ADV.  PG.  371. 

PYRAMID  ELECTRIC  CO.,  1445  Hudson  Blvd.,  North 
Bergen,  N.  J.  ADV.  PG.  449. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass. 


ANALYZERS-CircuR 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

California  Technical  Industries,  Oiv.  of  Textron,  Inc., 
1421  010  CoUhty  Rd.,  Belmont,  Calif. 

Cunningham  Son  &  Co.,  Inc.,  James,  33  Litchfield  St., 
Rochester,  N.  Y. 

Dit-Mco,  Inc.,  Electronics  Div.,  911  Broadway,  Kansas 
City  5,  Mo.' 

DYTRONICS,  P.  0.  Box  3676,  Columbus  14,  Ohio.  ADV. 
PG.  589. 

Electronic  Control  Systems,  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y.  ADV.  PG.  371. 

Instrument  Laboratories,  315  W.  Walton  Place,  Chicago 
10,  III. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.  J. 
ADV.  PG.  345. 

Kingston  Electronic  Corp.,  Medfield,  Mass. 

L  &  0  Research  &  Development  Corp.,  134  N.  Wayne 
Ave.,  Wayne,  Pa. 

Phaostron  Instrument  A  Electronic  Co.,  151  Pasadena 
Ave.,  South  Pasadena,  Calif. 

PHYSICS  RESEARCH  LABS.,  INC.,  P.  0.  Box  555, 
Hempstead,  N.  Y.  ADV.  PG.  520. 

Precision  Apparatus  Co.,  Inc.,  70-31  84th  St.,  Glendale 
27,  N.  Y. 

Radar  Engineers,  4719  Brooklyn  Ave.,  Seattle  5,  Wash. 

Seco  Mfg.  Co.,  5015  Penn  Ave.  S.,  Minneapolis,  Minn, 

Stelma,  Inc.,  190  Henry  St.,  Stamford,  Conn. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Weston  instruments  Div.  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 

Westronics,  Inc.,  3605  McCart  St.,  Fort  Worth,  Texas. 


ANAlYZERS-CoIncMoma 

BJ  ELECTRONICS,  BORG-WARNER  CORP.,  3300  New¬ 
port  Blvd.,  Santa  Ana,  Calif.  ADV.  PG.  475. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  ADV.  PG.  466. 

Devtron  Engineering,  1  Winslow  St.,  Redwood  City,  Calif. 

Eldorado  Electronics  Co.,  2821  10th  St.,  Berkeley,  ^llf. 

Pacific  Electro-Nuclear  Co.,  11818  Teale  St.,  Culver 
City,  Calif. 

Radiation  Instrurrrent  Development  Labs.,  2337  W.  67th 
St.,  Chicago  36,  III. 

Tracerlab,  Inc.,  1601  Trapelo  Rd.,  Waltham  54,  Mass. 

Tullamore  Electronics  Laboratory,  6055  S.  Ashland  Ave., 
Chicago  36,  III. 

ANAIYZERS-Cofor 
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ANALYZERS-Digifal 

Benson-Lehner  Corp.,  11930  W.  Olympic  Blvd.,  Los 
Angeles  64,  Calif. 

Consolidated  Avionics  Corp.,  800  Shames  Drive,  West- 
bury,  N.  Y. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Devtron  Engineering,  1  Winslow  St.,  Redwood  City,  Calif. 

Dynac,  Inc.,  395  Page  Mill  Rd.,  Palo  Alto,  Calif. 

Goodyear  Aircraft  Corp.,  1210  Massillon  Rd.,  Akron  15, 
Ohio. 

Hanson-Gorrill-Brian,  Inc.,  85  Hazel  St.,  Glen  Cove, 
N.  Y. 

Hogan  Laboratories,  Inc.,  155  Perry  St.,  New  York  14, 
N.  Y. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

Nuclear-Electronics  Corp.,  2925  N.  Broad  St.,  Phila¬ 
delphia  32,  Pa. 

Pacific  Electro-Nuclear  Co.,  11818  Teale  St.,  Culver 
City,  Calif. 

Stelma,  Inc.,  190  Henry  St.,  Stamford,  Conn. 

Wang  Laboratories,  Inc.,  37  Hurley  St.,  Cambridge  41, 
Mass. 


ANAIYZERS-Diafortion 

BARKER  &  WILUAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morris  Plains,  N.  J.  ADV,  PG.  368. 

Bruel  &  Kjaer,  Naerum,  Denmark. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG.  401. 
Donner  Scientific  Co.,  888  Galindo  St.,  Concord,  Calif. 


EMPIRE  DEVICES  PRODUCTS  CORP.,  Amsterdam,  N.  Y. 
ADV.  PG.  412. 

FREED  TRANSFORMER  CO.,  INC.,  1736  Welrfield  St., 
Brooklyn  27,  N.  Y.  ADV.  PG.  24. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor,  Mich.  ADV.  PG.  513. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  ADV.  PG.  29-44. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV..  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif.  ADV. 
PG.  105-110. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y.  ADV.  PG.  371. 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  ADV.  PG.  408. 

MARCONI  INSTRUMENTS,  111  Cedar  Une,  Englewood, 
N.  J.  ADV.  PG.  316. 

PANORAMIC  RADIO  PRODUCTS,  INC.,  520  S.  Fulton 
Ave.,  Mt.  Vernon,  N.  Y.  ADV.  PG.  463. 

PR06ESC0PE  CO.,  8  Sagamore  Hill  Drive,  Port  Wash¬ 
ington,  N.  Y.  ADV.  PG.  552. 

Radiometer,  72  EmdrupveJ,  Copenhagen,  NV-1,  Denmark. 


ANAlYZERS-FiwgawiKy 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St., 
Philadelphia  6,  Pa. 

Applied  Science  Corp.  of  Princeton,  P.  0.  Box  44, 
Princeton,  N.  J. 

Bruel  &  Kjaer,  Naerum,  Oennnark. 

BRUSH  INSTRUMENTS  DIV.  OF  CLEVITE  CORP.,  3405 
Perkins  Ave.,  Cleveland  14,  Ohio.  ADV.  PG.  20,  21. 

e.G.S.  Laboratories,  Inc.,  391  Ludlow  St.,  Stamford, 
Conn. 

Cavitron  Electron  Oscillator  Co.,  Div.  of  Short  Wave 
Plastic  Forming  Co.,  355  N.  Newport  Blvd.,  Newport 
Beach,  Calif. 

Davies'  Laboratories  Div.,  MInneapolis-Honeywell  Regu¬ 
lator  Co.,  10721  Hanna  St.,  Beltsvllle. 

Donner  Scientific  Co.,  888  Galindo  St.,  Concord,  Calif. 

Edin  Co.,  Inc.,  207  Main  St.,  Worcester,  Mass. 

Engineering  Specialty  Co.,  3100  Eldredge  St.,  Salt  Lake 
City,  Utah. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77  N.  Y.  ADV.  PG.  149-152. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  OIV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  ADV.  PG.  408. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.  J. 
ADV.  PG.  345. 

LABORATORY  FOR  ELECTRONICS,  INC.,  75  Pitts  St., 
Boston  14,  Mass.  ADV.  PG.  508. 

MARCONI  INSTRUMENTS,  111  Cedar  Lane,  Englewood, 
N.  J.  ADV.  PG.  316. 

MInneapolis-Honeywell,  Boston  Div.,  1400  Soldiers  Field 
Rd.,  Boston  35,  Mass. 

Muirhead  &  Co.,  Ltd.,  Beckenham,  Kent,  England. 

PANORAMIC  RADIO  PRODUCTS,  INC.,  520  S.  Fulton 
Ave.,  Mt.  Vernon,  N.  Y.  ADV.  PG.  463. 

PROBESCOPE  CO.,  8  Sagamore  Hill  Drive,  Port  Wash¬ 
ington,  N.  Y.  ADV.  PG.  552. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

Radiometer,  72  Emdrupvej,  Copenhagen  NV-1,  Denmark. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityville, 
N,  Y.  ADV.  PG.  323. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas. 
ADV.  PG.  454. 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Freling- 
huysen  Ave.,  Newark  12,  N.  J. 


ANALYZERS-«€M 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif. 

Axler  Associates,  102-42  43rd  Ave.,  Corona  68,  N.  Y. 

Bendix  Aviation  Corp.,  Cincinnati  Div.,  3130  Watson 
Rd.,  Cincinnati  8,  Ohio. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge 
38,  Mass.  ADV.  PG.  466. 

Beckman/Process  Instruments  Division,  2500  Fullerton 
Rd.,  Fullerton,  Calif. 

Beckman/Scientific  Instruments  Oiv.  of  Beckman  Instru¬ 
ments,  Inc.,  2500  Fullerton  Rd.,  Fullerton,  Calif. 

Bristol  Co.,  The,  P.  0.  Box  1790  EGB,  Waterbury  20, 
Conn. 

Cambridge  Instrument  Co.,  Inc.,  3633  Grand  Central 
Terminal,  New  York  17,  N.  Y. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif. 

Devco  Engineering  Inc.,  P.  0.  Box  387,  Caldwell,  N.  J. 

ENGELHARD  INDUSTRIES,  INC.  (CHEMICAL  DIV.), 
113  Astor  St.,  Newark  5,  N.  J.  ADV.  PG.  329. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Gow-Mac  Instrument  Co.,  100  Kings  Rd.,  Madison,  N.  J. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Johnson-Williams,  Inc.,  2625  Park  Blvd.,  Palo  Alto  14, 
Calif. 

Kelvin  &  Hughes  Ltd.,  New  North  Rd.,  Barkingside, 
Essex,  England. 


King  Electric  Equipment  Co.,  9123  Inman  Ave.,  Cleve¬ 
land  5,  Ohio. 

Kruger  Instruments,  Harold,  Box  164,  San  Gabriel,  Calif. 
Leeds  A  Northrop  Co.,  4970  SUnton  Ave.,  Philadelphia 

44,  Pa 

NRC  EQUIPMENT  CORP.,  160  Charlemont  St.,  Newton 
61,  Mass.  ADV.  PG.  427. 

Perkin-Elmer  Corp.,  The,  Main  Ave.,  Norwalk,  Coon. 
Permutit  Co.,  A  Div.  of  Pfaudler  Permutit  Inc.,  50  W. 

44th  St.,  New  York  36,  N.  Y. 

SERFASS  Corp.,  524  W.  Broad  St.,  Bethlehem,  Pa. 
ADV.  PG.  526. 

Specialty  Engineering  &  Electronics  Co.,  79  Clifton 
Place,  Brooklyn  38,  N.  Y. 

Taller  &  Cooper  Co.,  75  Front  St.,  Brooklyn  1,  N.  Y. 
VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  ADV.  PG.  346. 


ANAIYZERS-Narmenic 

Bruel  A  Kjaer,  Naerum,  Denmark. 

Davies  Laboratories  Div.,  MInneapolis-Honeywell  Regu¬ 
lator  Co.,  10721  Hanna  St.,  Beltsvllle,  Md. 

Donner  Scientific  Co.,  888  Galindo  St.,  Concord,  Calif. 

EMPIRE  DEVICES  PRODUCTS  CORP.,  Amsterdam,  N.  Y. 
ADV  PG.  412. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y  ADV.  PG.  149-152. 

FREED  TRANSFORMER  CO.,  INC.,  1736  Welrfield  St., 
Brooklyn  27,  N.  Y.  ADV  PG.  24. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  ADV.  PG.  178,  179. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor,  Mich.  ADV.  PG.  513. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N  Y.  ADV  PG.  371. 

Mack  Electronics  A  Oiv.  of  Mack  Trucks,  Inc.,  Plainfield, 
N.  J. 

Muirhead  A  Co.,  Ltd.,  Beckenham,  Kent,  England 

PANORAMIC  RADIO  PRODUCTS,  INC.,  520  S.  Fulton 
Ave„  Mt  Vernon,  N.  V.  ADV.  PG.  463. 

PROBE^OPE  CO.,  8  Sagamore  Hill  Drive,  Port  Wash¬ 
ington,  N.  Y.  ADV.  PG.  552. 

Reeder  A  Co.,  Charles  M.  173  Victor  Ave.,  Detroit  3, 
Mich. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity¬ 
ville,  N.  Y.  ADV.  PG.  323. 


ANALYZERS— Infermodvlatfoa 

Audio  Instrument  Co.,  Inc.,  133ES  W.  14th  St.,  New 
York  11,  N.  Y. 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa  ADV.  PG  103. 

Collins  Radio  Co  ,  Cedar  Rapids,  Iowa. 

EMPIRE  DEVICES  PRODUCTS  CORP.,  Amsterdam,  N  Y. 
ADV.  PG  412. 

Fairchild  Engine  A  Airplane  Corp.  Guided  Missiles  Div., 
Wyandanch,  N  Y. 

GENERAL  RADIO  CO.  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  ADV  PG.  178,  179. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  ADV.  PG.  513. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio 

MEASUREMENTS  DIV.,  McGRAW-EDISON  CO.,  Boon- 
ton,  N  J.  ADV.  PG.  564,  565. 

PANORAMIC  RADIO  PRODUCTS,  INC.,  520  S.  Fulton 
Ave  Mt.  Vernon,  N.  Y.  ADV.  PG.  463. 

PROBESCOPE  CO.,  8  Sagamore  Hill  Drive,  Port  Wash¬ 
ington,  N  Y  ADV.  PG  552 

RADIO  ENGINEERING  LABS.,  INC.,  36-40  37th  St., 
Long  Island  City  I,  N.  Y  ADV  PG  365. 

Radiometer,  72  FmdrupveJ,  Copenhagen,  NV-1,  Denmark. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityville, 
N.  Y.  ADV.  PG  323. 


ANAIYZERS-Atognafk 

BRIGGS  ASSOCIATES,  INC.,  10  Dekalb  St.,  Norristown, 
Pa.  ADV.  PG.  578. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N  Y. 

Hamner  Electronics  Co.,  Inc.,  Box  531,  Princeton,  N.  J. 
LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

Magnetic  Analysis  Corp.,  42-44  12th  St.,  Long  Island 
City  1,  N  Y. 

Rese  Engineering  Corp.,  731  Arch  St.,  Philadelphia  6,  Pa. 


ANAIYZERS-Alkrewavo  Roslar 
Sm  MICROWAVE  ACCESSORIES 


ANALYZERS-Noleo 

Airborne  Instruments  Lab.,  Inc.,  160  Old  Country  Rd., 
Mlneola,  N.  Y. 

APPUED  RESEARCH,  INC.,  76  S.  Bayles  Ave.,  Port 
Washington,  N.  Y.  ADV.  PG.  566. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

Bruel  &  Kjaer,  Naerum,  Denmark. 

BRUSH  INSTRUMENTS  OIV.  OF  CLEVITE  CORP.,  3405 
Perkins  Ave.,  Cleveland  14,  Ohio.  ADV.  PG  20,  21. 

Davies  Laboratories  Div.,  MInneapolis-Honeywell  Regu¬ 
lator  Co..  10721  Hanna  St^  Beltsvllle,  Md. 

EMPIRE  DEICES  PRODUCTS  CORP.,  Amsterdam,  N.  Y. 
ADV.  PG.  412. 
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GENERAL  RADIO  CO.,  275  Maixchusetti  Avt.,  Catn- 
bridg*  39,  Mass.  ADV.  PG.  17S,  179. 

Hallamort  Electronics  Co.,  8352  Brookhurst  Av(., 
Anaheim,  Calif. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  A«e., 
Cleveland  8,  Ohio. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  OIV.,  Inter¬ 
national  Airport  Station,  Los  Anpcies  45,  Calif.  ADV. 

PG.  105-110 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pina  Brook,  N.  J. 
ADV  PG.  345 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV  PG.  125 

PANORAMIC  RADIO  PRODUCTS,  INC.,  520  S.  Fulton 
Ave  Mt.  Vernon,  N.  V.  ADV.  PG.  463. 

PROBESCOPE  CO.,  8  Sagamore  HIM  Drive,  Port  Wash¬ 
ington,  N  V.  ADV.  PG.  552. 

Scott,  Inc.,  Hermon  Hosmer,  111  Powder  Mill  Rd., 
Maynard,  Mats. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 

N.  J. 

Western  Electro-Acoustic  Lab.,  11789  San  Vicente 
Blvd.,  Lot  Angeles  49,  Calif. 

ANALYZiRS-Sarve 

BRUSH  INSTRUMENTS  DIV.  OF  CLEVITE  CORP.,  3405 
Perkins  Ave.,  Cleveland  14,  Ohio.  ADV.  PG.  20,  21. 
Electronic  Tube  Corp.,  1200  E.  Mermaid  Ave.,  Phila¬ 
delphia  18,  Pa. 

Grtenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court  St.  Louis  17,  Mo 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter¬ 
national  Airport  Station,  Lot  Angeles  45,  Calif. 
ADV  PG.  105-110 

INDUSTRIAL  CONTROL  CO.,  805  Albln  Ave.,  Linden¬ 
hurst.  N  Y  ADV  PG  490. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N  Y,  ADV  PG.  371. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV  PG.  125. 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave., 
New  York  55,  N.  Y.  ADV.  PG  286 
Missouri  Research  Labs.,  Inc.,  2109  Locust  St.,  St. 
Louis  3,  Mo 

Muirhead  &  Co ,  Ltd ,  Beckenham,  Kent,  England. 
POLARAO  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N.  Y.  ADV.  PG.  307,  308. 
PROBESCOPE  CO.,  8  Sagamore  Hill  Drive,  Port  Wash¬ 
ington,  N.  Y.  ADV.  PG.  552. 

Servo  Corp.  of  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N  Y. 

Servomen  Controls  Ltd.,  Crowborough,  Sussex,  England. 
Siemon  Mfg  Co.,  P.  0.  Box  275,  Wayne,  III. 

Solartron,  Inc.,  Western  Div.,  10761  Burbank  Blvd., 
North  Hollywood,  Calif. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK 
A  SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  V. 
ADV.  PG.  394C. 

ANALYZERS— Spectrum 

Airborne  Electronics  Co.,  6813  Troost  Ave.,  North  Holly¬ 
wood,  Calif. 

Applied  Research  Labs.,  3717  Park  Place,  Glendale  8, 
Calif. 

Applied  Science  Corp.  of  Princeton,  P.  0.  Box  44, 
Princeton,  N  J. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge 
38,  Mass  ADV  PG.  466. 

Bausch  &  Lomb  Optical  Co.,  614  St.  Paul  St.,  RKhester 
2,  N.  Y. 

Bendii  Aviation  Corp.,  Cincinnati  Div.,  3130  Wasson 
Rd.,  Cincinnati  8,  Ohio. 

Beva  Labratory,  1640  Olden  Ave.,  Ext  ,  Trenton  9,  N.  J. 
BRUSH  INSTRUMENTS  DIV  OF  CLEVITE  CORP.,  3405 
Perkins  Ave  ,  Cleveland  14,  Ohio.  ADV.  PG.  20,  21. 
e.G.S.  Laboratories,  Inc.,  391  Ludlow  St.,  Stamford, 
Conn. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Davies  Laboratories  Olv.,  Mlnneapolls-Honeywell  Regu¬ 
lator  Co.,  10721  Hanna  St.,  Beltsville,  Md. 
DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pax- 
dena,  Calif.  ADV.  PG.  98,  99. 

Edin  Co.,  Inc  ,  207  Main  St.,  Worcester,  Mass. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  Y  ADV.  PG.  149-152. 

Granger  Associates,  966  Commercial  St.,  Palo  Alto, 
Calif. 

Hamner  Electronics  Co.,  Inc.,  Box  531,  Princeton,  N.  J. 
HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif. 
ADV.  PG  105-110 

INSTRUMENT  DEVELOPMENT  LABORATORIES,  INC., 
67  Mechanic  St.,  Attleboro,  Mass.  ADV.  PG.  543. 
Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

Isotope  Developments  Ltd.,  Beenham  Grange,  Alder- 

maston  Wharf,  Nr.  Reading,  Berks. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.  J. 

ADV  PG.  345. 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St  ,  Van  Nuys,  Calif.  ADV  PG.  328. 

LAVOIE  LABORATORIES,  INC.,  Morganville,  N.  J. 
ADV.  PG.  413 

MARCONI  INSTRUMENTS,  111  Cedar  Lane,  Englewood, 
N.  J  ADV  PG  316 

NORTHEASTERN  ENGINEERING,  INC.,  Manchester, 
N.  H.  ADV.  PG.  222. 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York 
22,  N.  Y. 


Nuclear-Electronics  Corp.,  2925  N.  Broad  St.,  Phila¬ 
delphia  32,  Pa. 

Pacific  Electro-Nuclear  Co.,  11818  Teale  St.,  Culver 
City,  Calif. 

PANORAMIC  RADIO  PRODUCTS,  INC.,  520  S.  Fulton 
Ave.,  Mt  Vernon,  N.  Y.  ADV  PG.  463. 

Perkin-Elmer  Corp.,  The,  Main  Ave.,  Norwalk,  Conn. 

POURAD  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N.  Y.  ADV.  PG.  307,  308. 

Polytechnic  Research  &  Development  Co.,  Inc.,  202  Tillary 
St  ,  Brooklyn  1,  N.  V. 

PROBESCOPE  CO.,  8  Sagamore  Hill  Drive,  Port  Wash¬ 
ington,  N.  Y.  ADV.  PG.  552. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

Radiation  Counter  Laboratories,  Inc.,  5121  W.  Grove 
St  ,  Skokie,  III. 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54,  Mass.  ADV.  PG  428,  429 

Spectrum  Instruments,  Inc.,  44-05  30th  Ave.,  Long 
Island  City  3,  N  Y. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV,  Great  Neck,  N  Y.  ADV.  PG.  165. 

TELECHROME  MFG.  COP.,  28  Ranick  Drive,  Amityville, 
N.  V.  ADV.  PG.  323. 

Tracerlab,  Inc.,  1601  Trapelo  Rd.,  Waltham  54,  Mass 

Tullamore  Electronics  Laboratory,  6055  S.  Ashland  Ave., 
Chicago  36,  III. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N  H.  ADV  PG.  276,  277. 

Vectron,  Inc.,  1609  Trapelo  Rd.,  Waltham  54,  Mass. 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  OIV., 
5806  Hough  Ave.,  Cleveland  3,  Ohio.  ADV.  PG.  254. 

ANALYZERS— Surface  Anolyxers  A  Comparoters 

APPLIED  RADIATION  CORP.,  2404  N.  Main  St.,  Walnut 
Creek,  Calif  ADV.  PG.  504 

Bausch  A  Lomb  Optical  Co.,  614  St.  Paul  St.,  Rochester 
2,  N.  Y. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

druel  A  Kjaer,  Naerum,  Denmark. 

BRUSH  INSTRUMENTS  OIV  OF  CLEVITE  CORP.,  3405 
Perkins  Ave  ,  Cleveland  14,  Ohio  ADV.  PG.  20,  21. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif. 
ADV  PG.  105-110 

Menlo  Research  Laboratory,  538  Phelan  Ave.,  San  Jose, 
Calif. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J 

Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  15,  Pa. 


ANALYZERS— TNyrofren  or  Phonefron 

Alectric  Mfg.  Co.,  7842  39th  Ave.,  Kenosha,  Wis. 
Hanson-Gorrill-Brian,  Inc.,  85  Haiel  St.,  Glen  Cove, 
N.  Y. 


ANALYZERS-Traiiaislor 

Era  Electric  Corp.,  67  E.  Centre  St.,  Nutley,  N.  J. 
Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridgeport, 
Pa. 


ANAIYZERS-Ulfrosanix 

ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave., 
Mineola,  N.  Y.  ADV.  PG.  531. 

Electro  Craft  Industries,  Inc.,  68  Jackson  St.,  Stamford, 
Conn. 

Gulton  Industries,  Inc.,  Meturhen,  N.  J 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif. 
ADV  PG.  105-110. 

PANORAMIC  RADIO  PRODUCTS,  INC.,  520  S.  Fulton 
Ave,  Mt.  Vernon,  N.  Y.  ADV  PG  463. 

PROBESCOPE  CO.,  8  Sagamore  Hill  Drive,  Port  Wash¬ 
ington,  N.  Y.  ADV.  PG.  552. 

Radionics,  Inc.,  76  Cambridge  St  ,  Burlington,  Mass. 

Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  15,  Pa. 


ANAlYZERS-ViNratie* 

Advanced  Electronics,  Inc.,  94  Silas  Deane  Highway, 
Rocky  Hill,  Conn. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St., 
Philadelphia  6,  Pa. 

BiucI  A  Kjaer,  Naerum,  Denmark. 

BRUSH  INSTRUMENTS  DIV.  OF  CLEVITE  CORP.,  3405 
Perkins  Ave.,  Cleveland  14,  Ohio.  ADV.  PG.  20,  21. 

Clesite  Corp.,  Texas  Div.,  3732  Wertheimer  Rd.,  Houston 
6,  Texas. 

Censolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Davies  Laboratories  Div.,  Minneapolis- Honeywell  Regulator 
Co.,  10721  Hanna  St.,  Beltsville,  Md. 

Dubrow  Development  Co.,  235  B  Penn  St.,  Burlington, 
K.  J. 

Epic,  Inc.,  154  Nasuu  St.,  New  York  38,  N  Y. 

Erwi^,  Inc.,  1770  Berteau  Ave.,  Chicago  13,  III. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam- 
b-idge  39,  Mass.  ADV.  PG.  178,  179. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  3,  Ohio. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter- 
nctional  Airport  Station,  Los  Angeles  45,  Calif.  ADV. 
PG.  105-110. 


Insco  Co.,  Div.  of  Barry  Controls,  Inc.,  Hollis  St., 
Groton,  Mass. 

International  Research  &  Development  Corp.,  6150 
Huntley  Rd.,  P.  0.  Box  55,  Worthington,  Ohio. 

Kahn  A  Co  ,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pme  Brook,  N.  J. 
ADV.  PG.  345. 

Kybernetes  Co.,  9  E.  40th  St.,  New  York  16.  N.  V. 

LING  ELECTRONICS,  9937  W.  Jefferson  Blvd.,  Culver 
City,  Calif  ADV.  PG.  487 

Mii.rhead  A  Co  ,  Ltd.,  Beckenham,  Kent,  England. 

PANORAMIC  RADIO  PRODUCTS,  INC.,  528  S.  Fulton 
Ave,  Mt.  Vernon,  N.  Y.  ADV.  PG.  463. 

PROBESCOPE  CO.,  8  Sagamore  Hill  Drive,  Port  Wash¬ 
ington,  N.  Y  ADV.  PG.  552. 

Racul  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

Spectrum  Instruments,  Inc.,  44-05  30th  Ave.,  Long 
Island  City  3,  N  Y 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityville, 
N.  Y.  ADV.  PG.  323. 

Tel  Instrument  Electronics  Corp.,  728  Garden  St.,  Carl- 
stadt,  N  J. 

WINKLER  LABORATORIES,  5225  N  20th  St.,  Phoenix, 
Ariz.  ADV.  PG.  188. 


ANAlYZERS-VMoa 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8.  Ohio. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N  J. 
ADV  PG  345 

PAIIORAMIC  RADIO  PRODUCTS,  INC.,  520  S.  Fulton 
Ave.,  Mt.  Vernon,  N  Y.  ADV.  PG.  463. 

POLARAD  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
'sland  City  1,  N  Y.  ADV.  PG.  307,  308. 

PKOBESCOPE  CO.,  8  Sagamore  Hill  Drive,  Port  Wash¬ 
ington,  N.  Y.  ADV.  PG.  552. 

R.'tai  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityville, 
M  Y  ADV.  PG.  323 

Tel  Instrument  Electronics  Corp.,  728  Garden  St.,  Carl- 
stadt,  N.  J. 

V/eston  Instruments  Div  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave  ,  Newark  12,  N.  J. 


ANAIYZERS-Wove 

Ai'mec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 

Bruel  &  Kjaer,  Naerum,  Denmark. 

Davies  Laboratories  Oiv  ,  M.nneapolis-Honeywell  Regulator 
Co  ,  10721  Hanna  St.,  Beltsville,  Md. 

EMPIRE  DEVICES  PRODUCTS  CORP.,  Amsterdam,  N  Y. 
ADV  PG  412. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77.  N  Y  ADV.  PG.  149-152. 

GENERAL  RADIO  CORP.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  ADV.  PG  178,  179. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3.  N.  Y.  ADV.  PG.  371. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.  J. 
ADV.  PG.  345. 

ftack  Electronics  A  Div.  of  Mack  Trucks,  IrK.,  Plain- 
field.  N  J. 

MARCONI  INSTRUMENTS,  111  Cedar  Lane,  Englewood, 
N  J.  ADV.  PG.  316. 

Muirhead  &  Co  Ltd.,  Beckenham,  Kent,  England. 

PANORAMIC  RAOlO  PRODUCTS,  INC.,  520  S.  Fulton 
Ave..  Mt  Vernon,  N  Y  ADV,  PG  463. 

POLARAD  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N.  Y.  ADV.  PG.  307,  308. 

PROBESCOPE  CO.,  8  Sagamore  Hill  Drive,  Port  Wash¬ 
ington,  N.  Y,  ADV.  PG  552. 

Radiometer,  72  Emdrupvej,  Copenhagen  NV-1,  Denmark. 

Rai'v.ay  Communications,  Inc.,  9351  E.  59th  St.,  Ray- 
tewn  Mo 

SIERRA  ELECTRONIC  CORP.,  3885  Bohannon  Drive, 
Menlo  Park,  Calif.  ADV.  PG.  66,  67. 

Ssectrum  Instruments,  Inc.,  44-05  30th  Ave.,  Long 
Island  City  3,  N.  Y 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N  J. 

Technical  Products  Co.,  Instrument  Div.,  6670  Lexing¬ 
ton  Ave  Los  Angeles  38,  Calif. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity¬ 
ville,  N.  Y.  ADV  PG  323. 

W^yne  Kerr-E.  I  L.,  P.  0.  Box  801,  Philadelphia  5,  Pa. 


ANNEAIERS-Clota 

Despatch  Oven  Co.,  Minneapolis.  Mmn. 

Eisler  Engineering  Co.,  Inc.,  751  S.  13th  St.,  Newark 
3,  N.  J 

Forter-Teichmann  Co.,  Clark  Bldg.,  Pittsburgh  22,  Pa. 
KAhLE  ENGINEERING  CO.,  1307  Seventh  St.,  Noth 
Be-gen,  N.  J  ADV  PG.  10,  11. 


ANTENNA  FAIRIEADS 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb  ADV. 
PG.  194,  195. 

Molced  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44.  Pa. 

Roflan  Co.,  Comer  Route  1  &  Camp  Meeting  Rd.,  Tops- 
field,  Mass. 


ANTENNA  FEED  SYSTEMS 

AINSLIE  CORP.,  312  Quincy  Ave.,  Quincy  69,  Mass. 
ADV.  PG.  519. 

Ai-com  Inc.,  354  Main  St.,  Winthrop  52,  Mass. 
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ANTENNA  PEDESTALS 


Aircom  Inc.,  ISI  E.  First  Avc.,  Roselle,  N.  J. 

AIRTRON,  Inc.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
AOV.  PG.  516. 

AMERICAN  MACHINE  &  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria, 
Va.  ADV.  PG.  380. 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  19,  III. 
AOV.  PG.  50. 

ARRA  Corp.,  1  Bond  St.,  Westbury,  N.  V. 

BARKER  &  WIUUMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

Bendix  Aviation  Corp.,  Pacific  Div.,  11600  Sherman 
V<ay,  North  Hollyvwod,  Calif. 

Blondw-Tongue  Laboratories,  Inc.,  9-25  Ailing  St., 
Newark  2,  N.  J. 

Brach  Div.  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

B'jdd-Stanley  Co.,  Inc.,  43-01  22nd  St.,  Long  Island 
City  1,  N.  Y. 

Defance  Engineering  &  Microwave  Corp.,  Box  488, 
Beverly  Airport,  Beverly,  Mass. 

OE  MORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  AOV.  PG.  98,  99. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave  ,  Wakefield,  Mass.  ADV.  PG.  204-207. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine. 

Eleo  Mfg.  Co  ,  137  Herricks  Rd.,  New  Hyde  Park,  N.  Y. 
F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77.  N.  Y.  ADV  PG.  149-152. 

FREQUENCY  STANDARDS  CORP.,  Box  504,  Asbury  Park, 
N.  J.  ADV.  PG.  285. 

Fretco,  Inc.,  406  N.  Craig  St.,  Pittsburgh  13,  Pa. 
GABRIEL  ELECTRONICS  DIV.,  THE  GABRIEL  CO.,  135 
Crescent  Rd.,  Needham  Heights,  Mass.  AOV.  PG.  395 
Gar  Precision  Parts,  Inc.,  703  Pacific  St.,  Stamford, 
Conn. 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  Y.  AOV.  PG.  320. 

Certam  Manufacturing  Co.,  Bronze  Div.,  Providence  7, 
R  I. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Ha'Ier,  Raymond  &  Brown,  Inc.,  State  College,  Pa 
Hoover  Electronics  Co.,  110  W.  Timonium  Rd.,  Timonium, 
Md. 

Johnson  Co.,  E.  F  ,  Waseca,  Minn. 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  ADV.  PG.  328. 

KENNEDY  &  CO.,  D.  S.,  Cohasset,  Mass  ADV.  PG 
121. 

LIECO,  INC.,  3610  Oceanside  Rd.,  Oceanside,  N.  Y. 
ADV.  PG.  587. 

MARK  PRODUCTS  CO.,  6412  W.  Lincoln  Ave.,  Morton 
Grove,  III.  ADV.  PG.  588. 

Meridian  Metalcraft,  Inc.,  8739  S.  Millergrove  Drive, 
Whittier,  Calif. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 

Polytronic  Research,  Inc.,  7326  Westmore  Rd.,  Rockville, 
Md. 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester,  N.  Y.  AOV.  PG.  507. 

Pruyn-Moore,  Inc.,  1338  Cota  Ave.,  Long  Beach  13, 
Calif. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

RADAR  DESIGN  CORP.,  3309  James  St.,  Syracuse  6, 
N.  Y.  AOV.  PG.  547. 

RADIATION,  INC.,  Melbourne,  Fla.  ADV.  PG.  255. 
Rantec  Corp.,  P.  0.  Box  18,  Calabasas,  Calif. 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N.  H.  AOV.  PG 
253. 

SCALA  RADIO  CO.,  2814  19th  St.,  San  Francisco  10, 
Calif.  ADV.  PG.  542. 

Smith  Mfg.  Co.,  J.  &  H.,  Little  Britain  Rd.,  New¬ 
burgh,  N.  Y. 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

TELERAD  MFC.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 

Victor  R.  F.  &  Microwave  Co.,  36  W.  Water  St.,  Wake¬ 
field,  Mass. 

Wind  Turbine  Co.,  E.  Market  St.  &  Penna.  R.R.,  West 

Wunderlich  Radio  Co.,  105  N  Kenilworth  Ave.,  Oak 
Park,  III. 


ANTENNA  PEDEnAlS-  6Mr  Orivan  Roefor 

AINSUE  CORP.,  312  Quincy  Ave.,  Quincy  69,  Mass. 
ADV.  PG.  519. 

Alpar  Manufacturing  Corp.,  2910  Spring  St.,  Redwood 
City,  Calif. 

AMERICAN  MACHINE  &  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria, 
Va.  ADV.  PG.  380. 

Antlab  Inc.,  6330  Proprietors  Rd.,  Worthington,  Ohio. 
Brach  Div.  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Breeze  Corps.,  Inc.,  700  Liberty  Ave.,  Union,  N.  J. 
Canoga  Corp.,  5955  Sepulveda  Blvd.,  Van  Nuys,  Calif. 
Conrad  &  Moser,  2  Borden  Ave.,  Long  Island  City  1, 
N.  Y. 

ECLIPSE-PIONEER  DIV.  BENDIX  AVIATION  CORP., 
Teterboro,  N.  J.  ADV.  PG.  81-88. 

Electronics  &  Avionics  Div.  of  the  Emerson  Electric  Mfg. 

Co.,  8100  Florissant  Ave.,  St.  Louis  21,  Mo. 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry.  N.  Y. 
Federal  Telephone  &  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

GABRIEL  ELECTRONICS  DIV.  THE  GABRIEL  CO.,  135 
Crescent  Rd.,  Needham  Heights,  Mass.  AOV.  PG.  395. 
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GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  Y.  AOV.  PG.  320. 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

I-T-E  Circuit  Breaker  Co.,  Special  Products  Div.,  601  E. 
Erie  Ave.,  Philadelphia  34,  Pa. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Ohr.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Metal  Fabricators  Corp.,  63  Pond  St.,  Waltham  54,  Mast. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 

Peterson  &  Neville,  Inc.,  365  Dorchester  Ave.,  Boston  27, 
Mass. 

PITOMETER  LOG  CORP.,  237  Lafayette  St.,  New  York 
12,  N.  Y.  ADV.  PG.  569. 

Pi  ess  Wireless  Laboratories,  Inc.,  25  Prospect  Place, 
West  Newton  65,  Mass. 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  Y.  AOV.  PG.  433. 

Scientific  Associates,  Inc.,  2162  Piedmont  Rd.,  N.  E., 
Atlanta  9,  Ga. 

Sclentific-Atlantic,  Inc.,  2162  Piedmont  Rd.,  N.  E., 
Atlanta  9,  Ga. 

Smith  Mfg.  Co.,  J.  A  H.,  Little  Britain  Rd.,  Newburgh, 
N.  V. 

Suffolk  Products  Corp.,  Woodbine  &  Scudder,  Northport, 
N.  Y. 

Washington  Aluminum  Co.,  Inc.,  Penna.  RR  A  Knecht 
Ave.,  Baltimore  39,  Md. 

Western  Gear  Corp.,  Electro  Products  Div.,  132  W 
Colorado  St.,  Pasadena  1,  Calif. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak  Park, 
III 


ANTENNA  REFIECTORS-Radar  Parabolic 

AINSLIE  CORP.,  312  Quincy  Ave.,  Quincy  69,  Mass 
AOV.  PG.  519. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
AOV.  PG.  516. 

Alpar  Manufacturing  Corp.,  2910  Spring  St.,  Redwood 
City,  Calif. 

Aluminum  Co.  of  America,  Alcoa  Bldg.,  Pittsburgh  19, 
Pa. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

AMERICAN  MACHINE  A  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria, 
Va.  AOV.  PG.  380. 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  19,  III. 
ADV.  PG.  50. 

ARRA  Corp.,  1  Bond  St.,  Westbury,  N.  Y. 

Bendix  Aviation  Corp.,  Pacific  Div.,  11600  Sherman  Way, 
North  Hollywood,  Calif. 

Brach  Div.  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Canoga  Corp.,  5955  Sepulveda  Blvd.,  Van  Nuys,  Calif. 

Conrad  St  Moser,  2  Borden  Ave.,  Long  Island  City  1, 
N.  V. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave  ,  Wakefield,  Mass.  AOV.  PG.  204-207. 

Eleo  Mfg  Co.,  137  Herricks  Rd.,  New  Hyde  Park,  N.  V. 

GABRIEL  ELECTRONICS  DIV.,  THE  GABRIEL  CO.,  135 
Crescent  Rd.,  Needham  Heights  94,  Mass.  AOV.  PG. 
395. 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  Y.  ADV.  PG.  320. 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

I-T-E  Circuit  Breaker  Co.,  Special  Products  Div.,  601  E. 
Erie  Ave.,  Philadelphia  34,  Pa. 

KENNEDY  A  CO.,  D.  S.,  Cohasset,  Mass.  ADV.  PG.  121. 

Kling  Metal  Spinning  Co.,  247  Centre  St.,  New  York, 
N.  Y. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

MARK  PRODUCTS  CO.,  6412  W.  Lincoln  Avc.,  Morton 
Grove,  III.  AOV.  PG.  588. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Metal  Fabricators  Corp.,  63  Pond  St.,  Waltham  54, 
Mass. 

Missile-Air,  1108  W.  135th  St.,  Gardena,  Calif. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M 

Prodelin,  Inc.,  307  Bergen  Ave.,  Kearny,  N.  J. 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N.  H.  ADV.  PG. 
253. 

SCALA  RADIO  CO.,  2814  19th  St.,  San  Francisco  10, 
Calif.  ADV.  PG.  542. 

Schjeldahl  Co.,  G.  T.,  Box  170,  Northfield,  Mass. 

Smith  Mfg.  Co.,  J.  A  H.,  Little  Britain  Rd.,  Newburgh, 
N  Y. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  ADV.  PG.  165. 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

Teiner  Engineering  Corp.,  116  Madison  St.,  Malden, 
Mass. 

Terpening  Co.,  L.  H.,  16  W.  61$t  St.,  New  York,  N.  Y. 

Torngren  Co.,  Inc.,  C.  W.,  236  Pearl  St.,  Somerville  45, 
Mass. 

Washington  Aluminum  Co.,  Inc.,  Penna.  RR  A  Knecht 
Ave.,  Baltimore  39,  Md. 

White  Aircraft  Corp.,  Palmer,  Mass. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III. 

Zenith  Aircraft  Div.  of  Zenith  Plastics  Co.,  P.  0.  Box  91, 
Gardena,  Calif. 


AMTENNA  ROTATORS 

AINSLIE  CORP.,  312  Quincy  Ave.,  Quincy  69,  Mass 
ADV  PG.  519 


Airborne  Instruments  Lab.,  Inc.,  160  Old  Country  Rd., 
Mineola,  N.  Y. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
AOV.  PG  516. 


Aliiance  Mfg.  Co.,  Lake  Park  Bivd  ,  Aliiance,  Ohio. 
AMERICAN  MACHINE  A  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria, 
Va.  ADV.  PG.  380. 

Antlab  Inc.,  6330  Proprietors  Rd.,  Worthington,  Ohio. 
Brach  Div.  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Breeze  Corps.,  Inc.,  700  Liberty  Ave.,  Union,  N.  J. 
Channel  Master  Co.,  Ellenville,  N.  Y. 
CORNELL-DUBILIER  ELECTRIC  CORP.,  South  Plainfield, 
N  J  ADV.  PG.  419 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  V.  ADV.  PG.  320. 

Gulton  Industries,  Inc.,  Metuchen,  N  J. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

KENNEDY  A  CO.,  0.  S.,  Cohasset,  Mass  ADV.  PG. 
121. 


Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N  M. 

Radlart  Corp.,  The,  3455  Vega  Ave.,  Cleveland  13,  Ohio. 

Radio  Merchandise  Sales,  Inc.,  2016  Bronxdale  Ave., 
New  York  62.  N  V. 

REEVES  INSTRUMENT  CORP.,  227  E.  91tt  St.,  New 
York  28,  N.  Y  AOV.  PG.  433. 

Scientific  Associates,  Inc.,  2162  Piedmont  Rd.,  N.E., 
Atlanta  9,  Ga. 

Sclentific-Atlanta,  Inc.,  2162  Piedmont  Rd.,  N.  E., 
Atlanta  9,  Ga 

TELREX,  INC  ,  Asbury  Park,  N.  J.  AOV.  PG.  526. 

Washington  Aluminum  Co.,  Inc.,  Penna.  RR  A  Knecht 
Ave.,  Baltimore  39,  Md. 

Western  Gear  Corp.,  Electro  Products  Div.,  132  Colorado 
St.,  Pasadena  1,  Calif. 

Wind  Turbine  Co.,  E.  Market  St.  A  Penna  R.R.,  West 
Chester,  Pa. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak  Park, 


III. 


ANTENNA  TOWERS  A  SUPPORTS 

AINSLIE  CORP.,  312  Quincy  Ave.,  Quincy  69,  Mass. 
ADV.  PG.  519. 

Airborne  Instruments  Labs.,  Inc.,  160  Old  Country  Rd., 
Mineola,  N.  Y. 

Alpar  Manufacturing  Corp,,  2910  Spring  St.,  Redwood 
City,  Calif. 

Aluminum  Co.  of  America,  Alcoa  Bldg.,  Pittsburgh  19, 
Pa. 

Antlab  Inc.,  6330  Proprietors  Rd.,  Worthington,  Ohio. 

Bergen  Wire  Rope  Co.,  456  Gregg  St.,  Lodi,  N.  J. 

Blaw-Knox  Co.,  Blaw-Knox  Bldg.,  300  Sixth  Ave.,  Pitts¬ 
burgh  22.  Pa. 

Brach  Olv.  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Channel  Master  Co.,  Ellenville,  N.  Y. 

Dresser-Ideco  Co.,  875  Michigan  Ave.,  Columbus  8,  Ohio. 

Elm  Laboratories  18  S.  Broadway,  Dobbs  Ferry,  N.  Y. 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  Y.  ADV.  PG.  320. 

GEN£ML  cement  mfg.  CO.,  DIV.  OF  TEXTRON,  INC., 
ELECTRONIC  DIV.,  400  S.  Wyman  St.,  Rockford,  III. 
AOV.  PG.  80. 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

I.E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12,  III. 

KENNEDY  A  CO.,  D.  S.,  Cohasset,  Mass.  ADV.  PG.  121. 

Lehigh  Structural  Steel  Co.,  17  Battery  Place,  New  York 
4,  N.  Y. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

MARK  PRODUCTS  CO.,  6412  W.  Lincoln  Avc.,  Merton 
Grove,  III.  AOV  PG.  588 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Metal  Fabricators  Corp.,  63  Pond  St.,  Waltham  54, 
Mast. 

Prodelin,  Inc.,  307  Bergen  Ave.,  Kearny,  N.  J. 

ROHN  MFG.  CO.,  116  Limestone,  Bellevue,  Peoria,  III. 
AOV.  PG.  587. 

Rostan  Corp.,  5660  59th  St.,  Maspeth  78,  N.  Y. 

Schjeldahl  Co.,  G.  T.,  Box  170,  Northfield,  Mass 

Scientific  Associates,  Inc.,  2162  Piedmont  Rd.,  N.E., 
Atlanta  9,  Ga. 

Scientific -Atlantic,  Inc.,  2162  Piedmont  Rd.,  N.  E., 
Atlanta  9,  Ga. 

Smith  Mfg.  Co.,  J.  A  H.,  Little  Britain  Rd.,  New¬ 
burgh,  N.  Y. 

South  River  Metal  Products  Co.,  377-379  Turnpike, 
South  River,  N.  J. 

Stainless,  Inc.,  Third  St.,  North  Wales,  Pa. 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

Tele-Vue  Towers,  Inc.,  701-707  49th  St.,  S.,  St.  Peters¬ 
burg,  Fla. 

Tower  Construction  Co.,  2700  Hawkeye  Drive,  Sioux  City, 
Iowa. 

Truscon  Steel  Division  of  Republic  Steel  Corp.,  Youngs¬ 
town,  Ohio. 

Vesto  Co.,  Inc.,  20th  A  Clay,  North  Kansas  City,  Mo. 

Walnut  Machine  Co.,  1529  S.  Walnut  St.,  South  Bend 
14,  Ind. 

Washington  Aluminum  Co.,  Inc.,  Penna.  R.R.  A  Knecht 
Ave.,  Baltimore  39,  Md. 

Wind  Turbine  Co.,  E.  Market  St.  A  Penna.  R.  R.,  West 
Chester,  Pa. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak  Park, 
III. 


ANTENNA  TUNING  UNITS 

Aeronautical  Communications  Equipment,  Inc.,  3090 
S.  W.  37th  Ave.,  Miami  S3,  Fla. 


D-22 


JuiM,  T958- MID-MONTH -ELECTRONICS  BUYERS'  GUIDE 


ANTENNAS 


ELECTRONIC  and  ALLIED 


AIRTRON,  INC.,  1101  W.  Eliubcth  Ave.,  Linden,  N.  J. 
ADV.  PG.  516. 

Alto  Scientific  Co.,  855  Commerciel  St.,  Palo  Alto, 
Calif. 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  14,  IIL 
ADV.  PG  50. 

ARRA  Corp..  1  Bond  St..  Wettbury,  N.  Y. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  SU.,  Bristol, 
Pa.  ADV.  PG.  103. 

Brach  Div.  Electronic  Research,  General  Bronie  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Ccllins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Continental  Electronics  Mfg.  Co.,  4212-20  S.  Buckner 
Blvd.,  Dallas  27,  Texas. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 

N.  Y 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77.  N  Y  ADV.  PG.  144-152 
GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N  Y  ADV.  PG.  320. 

Harvey-Wells  Electronics,  Inc.,  North  St.,  Southbridge, 
Mass. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

Nevada  Air  Products  Co.,  P.  0.  Box  2472,  Reno,  Nev. 
Polytronic  Research,  Inc.,  7326  Westmore  Rd.,  Rockville, 
Md. 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester,  N  Y.  ADV  PG.  507. 

Press  Wireless  Laboratories,  Inc.,  25  Prospect  Place, 
West  Newton  65,  Mast. 

Rantec  Corp  ,  P.  0.  Box  18.  Calabatas,  Calif. 

SIERRA  ELECTRONIC  CORP.,  3885  Bohannon  Drive, 
Menlo  Park,  Calif  ADV.  PG.  66,  67. 

SPIVEY,  INC.,  JAMES  S.,  4408  Hampden  Lane,  Washing¬ 
ton  14,  0.  C.  ADV.  PG.  531. 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

TECHNICAL  MATERIEL  CORP.,  P.  0.  Box  142,  Mamaro- 
neck,  N  Y.  ADV.  PG.  145. 

Victor  R.  F.  A  Microwave  Co.,  36  W.  Water  St.,  Wake¬ 
field,  Mass. 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City, 
Mo. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III. 

ANTENNAS— Airborne  Reefor  Spinner 

Admiral  Corp.,  3800  Cortland  St  .  Chicago  47.  III. 
AMERICAN  MACHINE  A  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N  Royal  St.,  Alexandria,  Va. 
ADV.  PG.  380 

ARRA  Corp.,  1  Bond  St.,  Westbury,  N.  Y. 

Bendix  Aviation  Corp.,  Pacific  Div.,  11600  Sherman 

Way,  North  Hollywood,  Calif. 

Brach  Div.  Electronic  Research,  General  Bronte  Corp., 
711  Stewart  Ave.,  Garden  City,  N  Y. 

Canoga  Corp ,  5455  Sepulveda  Bhrd.,  Van  Nuys,  Calif. 
DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb. 
ADV.  PG.  144,  145. 

Dalmo  Victor  Co.,  Div.  of  Textron,  Inc.,  1515  Indus¬ 
trial  Way,  Belmont,  Calif 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave  ,  Wakefield.  Mass.  ADV  PG  204-207 
ECLIPSE-PIONEER  DIV.,  BENDIX  AVIATION  CORP., 
Teterboro,  N.  J.  ADV.  PG.  81-88 
Electronics  A  Avionics  Div  of  The  Emerson  Electric 
MIg  Co.,  8100  Florissant  Ave.,  St.  Louis  21,  Mo. 
FREQUENCY  STANDARDS  CORP.,  Box  504,  Asbury  Park, 
N.  J  ADV  PG  285 

GABRIEL  ELECTRONICS  DIV.,  THE  GABRIEL  CO.,  135 
Crescent  Rd.,  Needham  Heights,  Mass  ADV  PG.  345. 
GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  Y  ADV.  PG.  320. 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

Haller,  Raymond  A  Broxwi,  Inc.,  State  College,  Pa. 
Meridian  Metalcraft,  Inc.,  8734  S.  Millergrove  Drive, 
Whittier,  Calif. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St  ,  N  E.,  Albuquerque  N  M 
SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N  Y  ADV.  PG.  165 
Suffolk  Products  Corp.,  Woodbine  A  Scudder,  Northport, 
N  Y 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y.  ADV  PG  343,  344. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III. 

ANTENNAS-Aireroff  Type 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 
Aircraft  Radio  Corp.,  Boonton,  N.  J. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

Antenna  Specialists  Co.,  12435  Euclid  Ave.,  Cleveland 
6,  Ohio 

ARRA  Corp.,  1  Bond  St.,  Westbury,  N.  Y. 

Automation  Dynamics  Corp.,  255  County  Rd.,  Tenafly, 
N  J. 

Bendix  Radio  Div.,  Bendix  Aviation  Corp.,  Baltimore  4, 
Md 

Brach  Div.,  Electronic  Research,  General  Bronie  Corp., 
711  Stewart  Ave  ,  Garden  City,  N  Y. 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N  Second  Ave., 
Mt.  Vernon,  N.  V.  ADV.  PG.  572. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Communications  Co.,  Inc.,  300  Greco  Ave.,  Coral  Cables 
34,  Fla. 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb. 
ADV.  PG.  144,  145. 


PRODUCTS. 


Defiance  Engineering  A  Microwave  Corp.,  Box  488,  Bev¬ 
erly  Airport,  Beverly,  Mass. 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG.  204-207. 

Dorne  A  Margolin,  Inc.,  24  New  York  Ave.,  Westbury, 

N.  Y. 

Electro  Craft  Industries  Inc.,  68  Jackson  St.,  Stam¬ 
ford,  Conn. 

Electronic  Specialty  Co.,  5121  San  Fernando  Rd.,  Los 
Angeles  34,  Caiif. 

Farnsworth  Electronics  Co.,  Div.  of  ITAT,  3700  E. 

Pontiac  St.,  Fort  Wayne  1,  Ind. 

Federal  Telephone  A  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

Fretco  Inc.,  406  N.  Craig  St.,  Pittsburgh  13,  Pa. 
GABRIEL  ELECTRONICS  DIV.,  THE  GABRIEL  CO.,  135 
Crescent  Rd  ,  Needham  Heights,  Mass.  ADV  PG.  345. 
GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  Y  ADV  PG.  320. 

Gorham  Manufacturing  Co.,  Brorue  Div.,  Providence  7, 
R.  I. 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

Haller,  Raymond  A  Brown  Inc.,  State  College,  Pa. 
KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  ADV.  PG.  328. 

KENNEDY  A  CO.,  D.  S.,  Cohasset,  Mass  ADV.  PG.  121. 
Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckahoe, 
N.  Y. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 
Leitch  Engineering  Corp.,  326  Lincoln  St.,  Manchester, 

Maganvox  Co.,  The,  2131  Beuter  Rd.,  Fort  Wayne  4, 
Ind. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St  ,  New  York  4,  N.  Y. 

MARK  PRODUCTS  CO.,  6412  W.  Lincoln  Ave.,  Morton 
Grove,  III.  ADV.  PG.  588. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 

44,  Pa. 

National  Aeronautical  Corp.,  Commerce  Drive,  Ft.  Wash¬ 
ington  Industrial  Park,  Fort  Washington,  Pa. 

Nuclear  Instrumentation  Div  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.E.,  Albuquerque,  N.  M. 

Phaostron  Instrument  A  Electronic  Co.,  151  Pasadena 
Ave.,  South  Pasadena,  Calif. 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester,  N.  Y.  ADV.  PG.  507. 

Production  Research  Corp.,  Thornwood,  N.  Y. 
Pruyn-Moore,  Inc.,  1338  Cota  Ave.,  Long  Beach  13, 
Caiif. 

Rantec  Corp.,  P.  0.  Box  18,  Calabasas,  Caiif. 

Roflan  Co.,  Corner  Route  1  A  Camp  Meeting  Rd.,  Tops- 
field,  Mast. 

Smith  Mfg  Co.,  J.  A  H.,  Little  Britain  Rd.,  Newburgh, 
N  Y. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  V.  ADV  PG.  165 
SPIVEY,  INC.,  JAMES  S.,  4408  Hampden  Lane,  Wash¬ 
ington  14,  D.  C.  ADV.  PG.  531. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlton  Rd.,  Rochester  3,  N.  Y. 

TKhnical  Appliance  Corp.,  Sherburne,  N.  Y. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N  Y. 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 

Temco  Aircraft  Corp.,  P.  0.  Box  6141,  Dallas  22,  Texas. 
TRANSCO  PRODUCTS,  INC.,  12210  Nebraska  Ave.,  Los 
Angeles  25,  Calif.  ADV.  PG.  571. 

Victor  R  F  A  Microwave  Co.,  36  W  Water  St.,  Wake¬ 
field,  Mass. 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City, 
Mo. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III. 

Z  A  W  Mfg  Corp.,  30240  Lakeland  Blvd.,  Wickliffe, 
Ohio. 


ANTENNAS-AII  Wavo  Rocoivinp 

ACF  Electronics,  800  N.  Pitt  St.,  Alexandria,  Va. 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III 

American  Electronics  Co.,  1203-05  Bryant  Ave.,  New 
York  54,  N  Y. 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  14,  III. 
ADV  PG.  50. 

Antenna  Specialists  Co.,  12435  Euclid  Ave.,  Cleveland 
6,  Ohio. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N  Y.  ADV  PG.  476. 

Brach  Div.,  Electronic  Research,  General  Brorue  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Coils-Electronics  Co.,  2434-44  N.  2nd  St.,  Philadelphia 
33,  Pa. 

Consolidated  Wire  A  Associated  Companies,  1635  S. 
Clinton  St  ,  Chicago  16.  III. 

CORNELL-DUBILIER  ELECTRIC  CORP.,  South  Plainfield, 
N  J.  ADV.  PG.  414. 

Davit  Electronics,  P.  0.  Box  1247,  4002  Burbank  Blvd., 
Burtunk,  Calif. 

Fretco  Inc.,  406  N.  Craig  St.,  Pittsburgh  13,  Pa. 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N  Y.  ADV.  PG  320. 

Haller,  Raymond  A  Brown,  Inc.,  State  College,  Pa. 

Oaktron  Electric  Co.,  Tinley  Park,  III. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks, 
England. 

Smith  MIg.  Co.,  J.  A  H.,  Little  Britain  Rd.,  Newburgh, 

N  V. 

Technical  Appliance  Corp.,  Shelbume,  N.  Y. 


Wind  Turbine  Co.,  E.  Market  St.  A  Perma  R.  R.,  West 
Chester,  Pa. 

Winegard  Co.,  3000  Scotten  Blvd.,  Burlington,  Iowa. 

ANTENNAS-A«f« 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  14,  111. 
ADV.  PG.  50. 

Antenna  Specialists  Co.,  12435  Euclid  Ave.,  Cleveland  6, 
Ohio. 

Bassett,  Inc.,  Rex,  1314  N.  E.  17th  Court,  P.  0.  Box 
7127,  Fort  Lauderdale,  Fla. 

Bendix  Radio  Div.,  Bendix  Aviation  Corp.,  Baltimore  4, 
Md. 

Brach  Div.,  Electronic  Research,  Gerieral  Bronie  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  V. 

Communication  Products  Co.,  Inc.  Marlboro,  N.  J. 

CORNELL-DUBILIER  ELECTRIC  CDRP.,  Swith  Plainfield, 
N.J.  ADV.  PG.  414. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond,  Maine. 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  Y.  ADV.  PG.  320. 

I.D.E.A.,  Inc.,  7400  Pendleton  Pike,  Indianapolis  26, 
Ind. 

JFD  MANUFACTURING  CO.,  INC.,  6M1  16th  Ave., 
Brooklyn  4,  N.  Y.  ADV.  PG.  213. 

MARK  PRODUCTS  CO.,  6412  W.  Lincoln  Ave,  Morton 
Grove,  III.  ADV.  PG.  588. 

Master  Mobile  Mounts,  Inc.,  1306  Bond  St.,  Los 
Angeles  15,  Calif. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 

Philson  Mfg.  Co.,  Inc.,  60-66  Sackett  St.,  Brooklyn  31, 
N.  Y. 

Pyc  Telecommunications  Ltd.,  Newmarket  Rd.,  Cam¬ 
bridge,  England. 

Radiart  Corp.,  The,  455  Vega  Ave.,  Cleveland  13,  Ohio. 

Rego  Insulated  Wire  Co.,  830  Monroe  St.,  Hoboken,  N.  J. 

Tenna  Mfg  Co.,  7580  Garfield  Blvd.,  Cleveland  25,  Ohio. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N  H.  ADV.  PG.  276,  277. 


AKTENNAS— trosMfeotf  Station  Kodiotott 

Alpar  Manufacturing  Corp.,  2410  Spring  St.,  Redwood 
City,  Calif. 

Blaw-Knox  Co.,  Blaw-Knox  Bldg.,  300  Sixth  Ave., 
Pittsburgh  22,  Pa. 

Brach  Div.,  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine. 

General  Electric  Co.,  Technical  Products  Dept.,  Elec¬ 
tronics  Park,  Syracuse,  N.  Y. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver  St., 
New  York  4,  N  Y. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440.  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

Tower  Construction  Co.,  2700  Hawkeye  Drive,  Sioux  City, 
Iowa. 

Truscon  Steel  Div.  of  Republic  Steel  Corp.,  Youngstown, 
Ohio. 

Wind  Turbine  Co.,  E.  Market  St.  A  Penna.  R.  R.,  West 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III. 


ANTENNAS— OiroctMMi  Antanna  CoupMt  A 
Pkatinf  UnJfi 

A  R.F.  Products,  Inc.,  7627  Lake  St.,  River  Forest,  III. 

Adler  Electronics,  Inc.,  1  Le  Fevre  Lane,  New  Rochelle, 
N  Y. 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
ADV.  PG.  516. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

AMERICAN  MACHINE  A  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria, 
Va.  ADV  PG.  380. 

ANDREW  CORP.,  363  E.  7Sth  St.,  Chicago  14,  III. 
ADV.  PG.  50. 

ARRA  Corp.,  1  Bond  St  .  Westbury,  N  Y. 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa  ADV  PG.  103. 

BOGART  MFG.  CORP.,  15  Siegel  St.,  Brooklyn  6,  N  Y. 
ADV.  PG.  236. 

Brach  Div.,  Electronic  Research.  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Budd-Stanley  Co.,  Inc.,  43-01  22nd  St.,  Long  Island 
City  1,  N.  Y. 

e.G.S.  Laboratories,  Inc.,  341  Ludlow  St.,  Stamford, 
Conn. 

Channel  Master  Co  ,  Ellenville,  N.  Y. 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N  Second  Ave., 
Mt.  Vernon,  N  Y.  ADV  PG.  572. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Continental  ElKtronics  MIg.  Co.,  4212-20  S.  Buckner 
Blvd.,  Dallas  27,  Texas 

Defiance  Engineering  A  Microwave  Corp.,  Box  488, 
Beverly  Airport,  Beverly.  Mass. 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG.  204-207. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine. 

GABRIEL  ELECTRONICS  DIV.,  THE  GABRIEL  CO.,  135 
Crescent  Rd.,  Needham  Heights,  Mass.  ADV  PG.  345. 

Gates  Radio  Co.,  Quincy,  111. 
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GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.Y.  ADV.  PG.  320. 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

HYCON  EASTERN,  IltC.,  75  Cambridge  Parkway,  Cam¬ 
bridge,  Mass.  ADV.  PG.  291. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave., 
Lyons,  III.  ADV.  PG.  174. 

Johnson  Co^  E.  F.,  Waseca,  Minn. 

MICROPHASE  CORP.,  P.  0.  Box  1166,  Greenwich,  Conn. 
ADV.  PG.  455. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 
PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester,  N.  Y.  ADV.  PG.  507. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  & 
Fourth  Covers  &  Preceding  Insert. 

Rantec  Corp.,  P.  0.  Box  18,  Calabasas,  Calif. 

SCALA  RADIO  CO.,  2814  19th  St.,  San  Francisco  10, 
Calif.  ADV.  PG.  542. 

Smith  Mfg.  Co.,  J.  &  H.,  Little  Britain  Rd.,  New¬ 
burgh,  N.  Y. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  ADV.  PG.  165. 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

TELREX,  INC.,  Asbury  Park,  N.  J.  ADV.  PG.  526. 
Temco  Aircraft  Corp.,  P.  0.  Box  6191,  Dallas  22, 
Texas. 

Victor  R.  F.  &  Microwave  Co.,  36  W.  Water  St.,  Wake¬ 
field,  Mass. 

Waveline,  Inc.,  Box  718,  Caldwell,  N.  J. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III. 

ANTENNAS— Dummy  loath 
See  LOADS— Dommy 

ANTENNAS-Ferrhe  Cere 

Aerocoil,  Inc.,  2207  Summit  Ave.,  Union  City,  N.J. 
Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.J. 
ADV.  PG.  516. 

American  Electronics  Labs.,  Inc.,  121  N.  7th  St.,  Phil¬ 
adelphia  6,  Pa. 

ARRA  Corp.,  1  Bond  St.,  Westbory,  N.  Y. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N.  Y.  ADV.  PG.  476. 

Bendix  Radio  Div.,  Bendix  Aviation  Corp.,  Baltimore  4, 
Md. 

Caddell-Burns  Mfg.  Co.,  Inc.,  40  E.  Second  St.,  Mineola, 
N.  Y. 

Coils-Electronics  Co.,  2939-49  N.  2nd  St.,  Philadelphia 
33,  Pa. 

Electronic  Specialty  Co.,'  5121  San  Fernando  Rd.,  Los 
Angeles  39,  Calif. 

Essex  Electronics,  Berkeley  Heights,  N.  J. 

FUGLE-MILLER  LABS.,  INC.,  301  Central  Ave.,  Clark, 
N.  J.  ADV.  PG.  535. 

GENERAL  CEMENT  MFG.  CO.,  DIV.  OF  TEXTRON,  INC., 
INC.,  ELECTRONIC  DIV.,  400  S.  Wyman  St.,  Rock¬ 
ford,  III.  ADV.  PG.  80. 

KEARFDTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  356. 
KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  ADV.  PG.  328. 

Miller  Co.,  J.  W.,  5917  S.  Main  St.,  Los  Angeles  3, 
Calif. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 

Rollan  Electric  Co.,  8233  S.  Princeton  Ave.,  Chicago  20, 
lii. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60,  N.  Y. 
Sickles,  F.  W.,  Div.,  General  Instrument  Corp.,  165 
Front  St.,  Chicopee,  Mass. 

Sioux  Radio  Products.  100  Douglas  Ave.,  Yankton,  S.  D. 
SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  ADV.  PG.  165. 

Standard  Winding  Corp.,  44-62  Johnes  St.,  Newburgh, 
N.  Y. 

Stanwyck  Winding  Co.,  137  Walsh  Ave.,  Newburgh,  N.  Y. 
Superex  Electronics  Corp.,  4-6  Radford  Place,  Yonkers, 
N.  Y. 

Thordarson-Meissner  Mfg.  Co.,  7th  &  Belmont  Ave.,  Mt. 
Carmel,  III. 

Vidaire  Electronics  Mfg.  Corp.,  576  W.  Merrick  Rd., 
Lynbrook,  N.Y. 

Western  Coil  Products  Co.,  969  Commercial  St.,  Palo 
Alto,  Calif. 


ANTENNAS— Fixed  Seofioa  Anfaeira  Syieems 

Aeronautical  Electronics,  Inc.,  Raleigh-Durham  Airport, 
P.  0.  Box  6527,  Raleigh,  N.  C. 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  19,  111. 
ADV.  PG.  50. 

Antenna  Specialists  Co.,  12435  Euclid  Ave.,  Cleveland  6, 
Chio. 

ARRA  Corp.,  1  Bond  St.,  Westbury,  N.  Y. 

Brach  Div.  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Budelman  Radio  Corp.,  376  Fairfield  Ave.,  Stamford, 
Conn. 

Ccmrr.unication  Products  Co.,  Inc.,  Marlboro,  N.  J. 

Communications  Co.,  Inc.,  300  Greco  Ave.,  Coral  Gables 
34,  Fla. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG.  204-207. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine. 


Federal  Telephone  &  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

Ftctco,  Inc.,  406  N.  Craig  St.,  Pittsburgh  13,  Pa. 

GABRIEL  ELECTRONICS  DIV.,  THE  GABRIEL  CO., 
135  Crescent  Rd.,  Needham  Heights  94,  Mass.  ADV. 
PG.  395. 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  Y.  ADV.  PG.  320. 

Corset  Div.,  Young  Spring  &  Wire  Corp.,  801  S.  Main 
St.,  Burbank,  Calif. 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

KENNEDY  &  CO.,  D.  S.,  Cohassct,  Mass.  ADV.  PG.  121. 

Leitch  Engineering  Corp.,  326  Lincoln  St.,  Manchester, 
N.  H. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23-25  Beaver 
St.,  New  York  4,  N.  Y. 

MARK  PRODUCTS  CO.,  6412  W.  Lincoln  Ave.,  Morton 
Grove,  III.  ADV.  PG.  588. 

Master  Mobile  Mounts,  Inc.,  1306  Bond  St.,  Lot  Angeles 
15,  Calif. 

Mosley  Electronics,  Inc.,  8622  St.  Charles  Rock  Rd., 
St  Louis  14,  Mo. 

Premax  Products  Div.,  Chisholm-Ryder  Co.,  Inc.,  High¬ 
land  &  College  Aves.,  Niagara  Falls  2,  N.  Y. 

Pruyn-Moore,  Inc.,  1338  CMa  Ave.,  Long  Beach  13, 
Calif. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  & 
Fourth  Covers  &  Preceding  insert. 

Smith  Mfg.  Co.,  J.  &  H.,  Little  Britain  Rd.,  Newburgh, 
N.  Y 

SPECIFIC  PRODUCTS,  P.  0.  Box  425,  Woodland  Hills, 
Calif.  ADV.  PG.  523. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  ADV.  PG.  165. 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

Wind  Turbine  Co.,  E.  Market  A  Penna.  R.  R.,  West 
Chester,  Pa. 


ANraNNAS-F-m  Racaivar 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

American  Electronics  Co.,  1203-05  Bryant  Ave.,  New 
York  59,  N.  Y. 

AMPHENOL  ELECTRONICS  CORP.,  1830  S.  54th  Avt., 
Chicago  50,  III.  ADV.  PG.  18. 

Antenna  Specialists  Co.,  12435  Euclid  Ave.,  Cleveland 
6,  Ohio. 

Babcock  Radio  Engineering,  Inc.,  1640  Monrovia  Ave., 
Costa  Mesa,  Calif. 

Brad-  Div.,  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia,  Pa. 

Clear  Beam  Television  Antenna  Corp.,  21341  RoKoe 
Blvd.,  Canoga  Park,  Calif. 

CORNELL-OUBIUER  ELECTRIC  CORP.,  South  Piainfleld, 
N.  J.  ADV.  PG.  419. 

Dalmo  Victor  Co.,  Div.  of  Textron,  Inc.,  1515  Industrial 
Way,  Belmont,  Calif. 

Davis  Electron!^  P.  0.  Box  1247,  4002  Burbank  Blvd., 
Curbank,  Calif. 

Electronic  Appiications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

Fimey  Co.,  The,  34  W.  Interstate,  Bedford,  Ohio. 

Fretco  Inc.,  406  N.  Craig  St.,  Pittsburgh  13,  Pa. 

GENERAL  6eMENT  MFC.  CO.,  DIV.  OF  TEXTRON,  INC., 
ELECTRONIC  DIV.,  400  S.  Wyman  St.,  Rockford,  III. 
ADV.  PG.  80. 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

Haller,  Raymond  &  Brown,  Inc.,  State  College,  Pa. 

I.  D.  E.  A.,  Inc.,  7900  Pendleton  Pike,  Indianapolis 
26,  Ind. 

Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckahoe, 
K.  V. 

Lab'Tronics,  Inc.,  3656  N.  Lincoln  Ave.,  Chicago  13,  III. 

M  V.  M.,  inc.,  (Telefunkcn),  48-50  34th  St.,  Long 
Island  City,  N.  Y. 

Philson  Mfg.  Co.,  Inc.,  60-66  Sackett  St.,  Brooklyn  31, 
N.  Y. 

Pruyn-Moore,  Inc.,  1338  Cota  Ave.,  Long  Beach  13, 
Calif. 

Rcdio  Merchandise  Sales,  Inc.,  2016  Bronxdale  Ave., 
New  York  62,  N.  Y. 

SCALA  RADIO  CO.,  2814  19th  St.,  San  Francisco  10, 
Calif.  ADV.  PG.  542. 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

TELREX,  INC.,  Asbury  Park,  N.  J.  ADV.  PG.  526 

Tricraft  Products  Corp.,  1124  W.  Newport  Ave.,  Chicago 
13,  III. 

Trio  Mfg.  Co.,  Griggsville,  III. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H  ADV.  PG.  276,  277. 

Video  Industries  Co.,  242  Madison  Ave.,  Port  Chester, 
fl.  Y. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 

Wind  Turbine  Co.,  E.  Market  St.  &  Penna.  R.  R.,  West 
Chester,  Pa. 

Winegard  Co.,  3000  Scotten  Blvd.,  Burlington,  Iowa. 


ANTENNAS— #-m  Tronsmfttar 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 
American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

American  Electronics  Co.,  1203-05  Bryant  Ave.,  New 
York  59,  N.  Y. 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  19,  III. 
ADV.  PG.  50 


.1958-1959  LISTINGS  of 


Antenna  Specialists  Co.,  12435  Euclid  Ave.,  Cleveland 
6,  Ohio. 

Bcbcock  Radio  Engineering  Inc.,  1640  Monrovia  Ave., 
Costa  Mesa,  Calif. 

DIaw-Knox  Co.,  Blaw-Knox  Bldg.,  300  Sixth  Ave., 
Pittsburgh  22,  Pa. 

Dtach  Div.,  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Dalmo  Victor  Co.,  Div.  of  Textron,  Inc.,  1515  Industrial 
Way,  Belmont,  Calif. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 

Maine. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

Cates  Radio  Co.,  Quincy,  III. 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

Hallei,  Raymond  &  Brown,  Inc.,  State  College,  Pa. 

Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckahoe, 
N  Y. 

MARK  PRODUCTS  CO.,  6412  W.  Lincoln  Ave.,  Morton 
Grove,  III.  ADV.  PG  588. 

Pruyn-Moore,  Inc.,  1338  Cota  Ave.,  Long  Beach  13,  Calif. 
SCALA  RADIO  CO.,  2814  19th  St.,  San  Francisco  10, 
Criif.  ADV.  PG.  542. 

Summers  Gyroscope  Co.,  2328  Broadway,  Santa  Monica, 
Calif. 

Technical  Appliance  Corp.,  Sherburne,  N  Y 
TELREX,  INC  ,  Asbury  Park  N  J.  ADV  PG  526 
VAN  NORMAN  INDUSTRIE,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  ADV  PG  276,  277 


ANTENNAS-Oraanrf  Plaiw 

Aeronautical  Electronics,  Inc.,  Ralelgh-Durfsam  Airport, 

P  0.  Box  (527.  Raleigh,  N.  C. 

AMERICAN  MACHINE  &  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria. 
Va  ADV  PG.  380 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  19,  III 
APV  PG.  50 

Antenna  Specialists  Co.,  12435  Euclid  Ave.,  Cleveland 
L.  Ohio. 

ARRA  Corp.,  1  Bond  St.,  Westbury,  N.  Y 

Babcock  Radio  Engineering  Inc.,  1640  Monrovia  Ave., 
Costa  Mesa,  Calif. 

Cendix  Radio  Div.,  Bendix  Aviation  Corp.,  Baltimore 
4.  Md. 

Brrch  Div.,  Electronic  Research  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Communication  Products  Co  ,  Inc.,  Marlboro.  N.  J. 

DIAMOND  ANTENNA  $,  MICROWAVE  CORP.,  7  North 
Avt.,  WakeBeld,  Mats.  ADV.  PG  204-207 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine. 

Elrctronlc  Specialty  Co.,  5121  San  Fernando  Rd.,  Lot 
Angeles  39,  Calif. 

Fretco  Inc.,  406  N.  Craig  St.,  Pittsburgh  13,  Pa. 

Genset  Olv.,  Young  Spring  A  Wire  Con>..  BOI  S.  Main 
St.,  Burbank,  Calif. 

Gulton  Industrin,  Inc.,  Metuchen,  N  J. 

Jehnson  Co.,  E  F.,  Waseca,  Minn 

KENNEDY  A  CO.,  D.  S.,  Cohasset,  Mass  ADV.  PG  121. 

Kreckman  Co  ,  Herb,  Cretco,  Pa. 

MAPK  PRODUCTS  CO.,  6412  W.  Lincoln  Ave.,  Morton 
Grove,  III.  ADV  PG  588. 

Master  Mobile  Mounts,  Inc.,  1306  Bond  St..  Lot  Angeles 
15,  Calif 

Molded  Intulatlon  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa 

Nirclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N  E.,  Albuquerque,  N  M 

Premax  Products  Olv.,  Chisholm-Ryder  Co.,  Inc.,  High¬ 
land  A  College  Aves.,  Niagara  Falls  2,  N  Y. 

Pruyn-Moore,  Inc.,  1338  Cota  Ave.,  Long  Beach  13, 
Calif. 

SCALA  RADIO  CO.,  2814  19th  St.,  San  Francisco  10, 
Calif  ADV  PG  542 

Smith  Mfg.  Co.,  J.  A  H.,  Little  BriUin  Rd.,  NewburMi. 
N.  Y 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

TEIREX,  INC.,  Asbury  Park,  N  J.  ADV.  PG.  526 

Western  Gear  Corp.,  Electro  Products  ON.,  132  W. 
Colorado  St.,  Pasadena  1,  Calif. 

V/llcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  CKy, 
Mo. 


ANnNNAS-lMlMe 

American  Electronics  Co.,  1203-05  Bryant  Ave.,  New 
York  59,  N  Y 

AMPHENOL  ELECTRONICS  CORP.,  1830  S.  S4th  Ave., 
Chicago  50,  III.  ADV.  PG.  18. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N  Y.  ADV  PG.  476 

Brach  Div.,  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Cass  Machine  Co.,  691  Antoinette  St.,  Detroit  2,  Mich. 

Channel  Master  Co.,  Ellenvllle,  N.  Y. 

Clear  Beam  Television  Antenna  Corp.,  21341  RoKoe 
Blvd.,  Canoga  Park,  Calif. 

CORNELL-OUBILIER  ELECTRIC  CORP.,  South  Plainfield, 
N  J.  ADV.  PG  419 

Fretco,  Inc.,  406  N  Craig  St.,  Pittsburgh  13,  Pa. 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  Y  ADV.  PG.  320 

GENEliAL  CEMENT  MFG.  CO.,  DIV.  OF  TEXTRON,  INC., 
ELECTRONIC  DIV.,  400  S.  Wyman  St.,  Rockford,  III. 
ADV.  PG.  80. 

I.D.E.A.,  Inc.,  7900  Pendleton  Pike,  Indianapolis  26, 
Ind. 

I.  E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12,  III. 

JFD  MANUFACTURING  CO.,  INC.,  6101  16th  Ave., 
Brooklyn  4,  N.  Y.  ADV.  PG.  213. 
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ELECTRONIC  and  ALLIED 


MARK  PRODUCTS  CO.,  6412  W.  Lincoln  Avt..  Morton 
Grovt,  III.  ADV.  PG.  S88 

Pttrleu  Products  Industries,  812  N.  Pulaski  St.,  Chicaso 

M,  III. 

Radio  Merchandise  Sales,  Inc.,  2016  Bronxdale  A*e., 
New  York  62,  N.  Y. 

Radion  Corp.,  1130  Wisconsin  Ave.,  Chicafo  14,  III. 
Rego  Insulated  Wire  Co.,  810  Monroe  St.,  Hoboken,  N.  J. 
Superes  Electronics  Corp.,  4-6  Radford  Place,  Yonkers, 

N.  Y. 

Tricraft  Products  Corp.,  1124  W  Newport  Ave.,  Chi¬ 
cago  11,  III. 

Trio  Mfg  Co.,  Grlggsville,  III. 


ANTINNAS-Imp 

Admiral  Corp.,  1800  Cortland  St.,  Chicago  47,  III 

Aerocoil,  Inc.,  2207  Summit  Ave.,  Union  City,  N  J 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N  J. 

Aircraft  Radio  Corp.,  Boonton,  N.  J. 

AUTOMATIC  COIL  CO.,  41S  Bedford  Ave.,  Brooklyn,  N  Y 
ADV.  PG  476. 

Bludworth  Marine  Olv.,  Kearfott  Co.,  Inc.,  92  Gold  St., 

New  York  18,  N.  Y. 

Brach  Div.,  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Caddell-Burns  Mfg.  Co.,  Inc.,  40  E.  Second  St.,  Mineola, 
N.  V. 

Calbest  Electronics  Co.,  4801  Eipositlon  Blvd.,  Lot 
Angeles  16,  Calif. 

Colls-Electronict  Co.,  2919-49  N  2nd  St,  Philadel¬ 
phia  11,  Pa. 

Conrad  &  Moser  2  Borden  Ave ,  Long  Island  City  1, 
N.  V. 

Oehance  Engineering  &  Microwave  Corp.,  Box  488,  Bev- 
erly  Airp^,  Beverly,  Mast 

Dorne  A  Margolin,  Inc.,  29  New  York  Ave  ,  Westbury, 
N.  Y 

Essex  Electronics,  Berkeley  Heights,  N.  J 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N  Y  ADV  PG  120 

Gulton  Industries,  Inc.,  Metuchen,  N.  J 

Guthman  Div  of  Essex  Wire  Corp.,  1441  Addison  St., 
Chicago  18,  III. 

Houlihan  Co.,  T  J.,  2S08-14  W.  Lawrence  Ave.,  Chicago 
2S.  Ill 

KEARFOTT  CO.,  INC.,  WESTERN  DIV,  14844  Oxnard 
St.,  Van  Nuyt.  Calif.  ADV  PG.  128. 

Leonard  Electric  Products  Co.,  Inc.,  67  Thirty  Fourth 
St.,  Brooklyn  12,  N  Y. 

Marconi's  Wireless  Telegraph  Co.,  Ltd  ,  21/2S  Beaver 
St.,  New  York  4,  N  Y. 

Magnavox  Co,,  The,  2111  Bueter  Rd.,  Fort  Wayne  4, 
Ind 

Milter  Co.,  J  W.,  S917  S.  Main  St.,  Lot  Angeles  1, 
Calif. 

OaMron  Electric  Co  ,  TInley  Park,  III. 

Prodelln,  Inc.,  107  Bergen  Ave  ,  Kearny,  N.  J. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cambridge. 
England 

Rollan  Electric  Co.,  8211  S.  Princeton  Ave.,  Chicago 
20,  III. 

Saxton  Products,  Inc.,  1661  Boone  Ave ,  Bronx  60, 
N  Y 

Sickles,  F  W ,  Ohr.,  General  Instrument  Corp.,  16S 
Front  St.,  Chicopee,  Mass. 

Standard  Winding  Co^.,  44-62  Johnes  St.,  Newburgh, 
N  Y 

Stanwyck  Winding  Co,  117  Walsh  Ave  ,  Newburgh,  N  Y. 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

Wilcox  Electric  Cto.,  1400  Chestnut  St.,  Kansas  CHy, 
Mo 


ANTfNNAS-Alwrine 

Bassett.  Inc.,  Rex,  1114  N.  E  17th  Court,  P  0  Bo< 
7127,  Fort  Lauderdale,  Fla. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  18,  N.  Y. 

Brach  Olv.  Electronic  Research.  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N  Y. 

Canadian  Marconi  Co.,  2442  Tr^on  Ave.,  Montreal  16, 
Quebec 

Conrad  A  Moser,  2  Borden  Ave.,  Long  Island  City  I, 
N.  Y. 

Davis  Electronics,  P.  0.  Box  1247,  4002  Burbank  Blvd., 
Burbank,  Calif 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass  ADV  PG  204-207. 

Ed-Berl  Products,  Inc.,  B7  Merrick  Rd  ,  Baldwin,  N.  Y. 

Eleo  Mfg  Co  ,  117  Herricks  Rd.,  New  Hyde  Park,  N  Y. 

Federal  Telephone  A  Radio  Co.,  100  Klngslai^  Rd., 
Clifton.  N  J 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N  Y  ADV.  PG.  120 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

Hudson  American  Division,  29-01  Borden  Ave.,  Long 
Island  City,  N.  Y. 

I-T-E  Circuit  Breaker  Co.,  Special  Products  Div.,  601 
E.  Erie  Ave.,  Philadelphia  14,  Pa. 

Jefferson  Inc.,  Ray,  40  E  Merrick  Rd.,  Freeport,  N  Y 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  21/2S  Beaver 
St  ,  New  York  4,  N.  Y 

MARK  PRODUCTS  CD.,  6412  W  Lincoln  Ave.,  Morton 
Grove,  III.  ADV  PG  S8B 

Master  Mobile  Mounts,  Inc.,  1106  Bond  St.,  Los  An¬ 
geles  15,  Calif 

Nuclear  Instrumentation  Div  of  Gulton  Industries,  Inc., 
105  Dallas  St.,  N.  E.,  Atbuquergue,  N  M. 

Pearce-SImpson,  Inc.,  1021  Coral  Way,  Miami  14,  Fla. 

Polytronic  Research,  Inc.,  7126  Westmore  Rd.,  Rockville, 
Md 


PRODUCTS. 


Premax  Products  Div.,  Chisholm-Ryder  Co.,  Inc.,  Highland 
A  College  Ave.,  Niagara  Falls  2,  N.  Y. 

Pruyn-Moore,  Inc.,  1118  Cota  Ave.,  Long  Beach  11,  Calif. 

Pye  TelKommunications  Ltd.,  Newmarket  Rd.,  Cambridge, 
England 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV  PG  440,  441,  Thi.d  A 
Fourth  Covers  A  Preceding  Insert 

RAYTHEON  MFG  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54,  Mass.  ADV.  PG  428,  429 

Smith  Mfg  Co.,  J  A  H.,  Little  BrIUin  Rd.,  Newburgh, 
N.  V. 

Sperry  Gyroscope  Co.,  Div.  of  Sperry  Rand  Corp.,  Marine 
Div.,  Roosevelt  Field,  Mineola,  N.  Y. 

Technical  Appliance  Corp.,  Sherburne,  N  Y. 


ANTENNAS— Mosfer  Community 
Sou  ANTENNAS-Tolovisian 


ANTENNAS-Microwove 

So#  MICROWAVE  ACCESSORIES 


ANTENNAS— Roefor  Roeolving  A  Tronsmltfing 

A.R.F.  Products,  Inc.,  7627  Lake  St.,  River  Forest,  III 
Admiral  Corp  ,  1800  Cortland  St.,  Chicago  47,  III. 
AINSUE  CORP.,  112  Quincy  Ave.,  Quincy  69,  Mass 
ADV  PG  519. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave  ,  Linden,  N.  J 
ADV.  PG  516 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

American  Electronics  Co.,  1201-05  Bryant  Ave.,  New 
York  59,  N  Y 

AMERICAN  MACHINE  A  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N  Royal  St.,  Alexandria. 
Va.  ADV.  PG.  180 

ANDREW  CORP.,  161  E.  75th  St.,  Chicago  19,  III. 
ADV.  PG  50. 

Avion  Division,  ACF  Industries,  Inc.,  11  Part  Place, 
Paramus,  N.  J 

Bell  Aircraft  Corp.,  P.  0.  Box  1,  Buffalo  5,  N.  V. 

Bendix  Aviation  Corp.,  Paciftc  Div.,  11600  Sherman 
Way,  North  Hollywood,  Calif. 

Bendix  Radio  Div.,  Bendix  Aviation  Corp.,  BaKimore  4, 
Md. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  18,  N.  Y. 

Brach  Div.  Electronic  Research  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y, 

Budd-Stanley  Co.,  Inc.,  41-01  22nd  St.,  Long  Island 
City  1,  N  Y. 

Canoga  Corp.,  5955  Sepulveda  Blvd.,  Van  Nuys,  Calif. 
Daimo  Victor  Co.,  Div.  of  Textron,  Inc.,  1515  Industrial 

Way,  Belmont,  Calif. 

DeMORNAY-BONARDI,  780  S  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98,  99. 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG  204-207. 

Dorne  A  Margolin,  Inc.,  29  New  York  Ave.,  Westbury, 
N.  Y. 

ECLIPSE-PIONEER  DIV.,  BENDIX  AVIATION  CORP., 
Teterboro,  N.  J.  ADV.  PG.  81-88. 

Elco  Mfg  Co.,  117  Herricks  Rd.,  New  Hyde  Park,  N.  V. 
Electronics  A  Avionics  Div.  of  the  Emerson  Electric  Mfg. 

Co.,  8100  Florissant  Ave.,  St.  Louis  21,  Mo. 

Emerson  A  Cuming,  Inc.,  869  Washington  St.,  Canton, 
Mm. 

Farnsworth  Electronics  Co.,  Div.  of  ITAT,  1700  E. 

Pontiac  St.,  Fort  Wayne  1,  Ind. 

Federal  Telephone  A  Radio  Co.,  100  KIngsland  Rd., 

Clifton,  N.  J. 

FREQUENCY  STANDARDS  CORP.,  Box  504,  Asbury 
Park,  N  J  ADV  PG  285 

GABRIEL  ELECTRONICS  DIV.,  THE  GABRIEL  CO.,  135 
CrxKent  Rd.,  Needham  Heights  94,  Mass.  ADV. 
PG.  195 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  V.  ADV.  PG.  120. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Gulton  Industries,  Inc.,  Metuchen,  N  J. 

Haller,  Raymond  A  Brown,  Inc.,  State  College,  Pa. 
Hoover  Electronics  Co.,  110  W.  Timonium  Rd.,  Tlmonium, 
Md. 

I-T-E  Circuit  Breaker  Co.,  Special  Products  Olv.,  601  E. 

Erie  Ave  Philadelphia  14,  Pa. 

J-V-M  MICROWAVE  CO.,  4611  S.  Lawndale  Ave.,  Lyons, 
III  ADV.  PG.  174 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St..  Van  Nuys,  Calif.  ADV.  PG.  128. 

KENNEDY  A  CO.,  D.  S.,  Cohasset,  Mass.  ADV.  PG.  121 
Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckahoe, 
N.  Y. 

Magnavox  Co.,  The,  2111  Bueter  Rd.,  Fort  Wayne  4, 
Ind. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  21/25  Beaver 
St.,  New  York  4,  N.  Y. 

MARK  PRODUCTS  CO.,  6412  W.  Lincoln  Ave.,  Morton 
Grove,  III  ADV.  PG  588. 

Maryland  Electronic  Mfg.  Corp.,  College  Park,  Md. 

Racal  Enginerring  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N.  H.  ADV.  PG. 
251. 

Smith  Mfg.  Co.,  J.  A  H.,  Little  Britain  Rd.,  Newburgh, 
N.  V. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELEaRONICS 
DIV.,  Great  Neck,  N.  Y.  ADV.  PG.  165. 

Technical  Appliance  Corp.,  Sherburne,  N.  V. 

Technicraft  Laboratories,  Inc.,  Thomaston-Waterbury  Rd., 
Thomaston,  Conn. 


ANTENNAS 


TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  341,  144. 

Washington  Aluminum  Co.,  Inc.,  Penna.  R.R.  A  Knecht 
Ave.,  Baltimore  29,  Md. 

White  Aircraft  Corp.,  Palmer,  Mass. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III. 


ANTENNAS-Rolirood 

ANDREW  CORP.,  163  E.  75th  St.,  Chicago  19,  III. 
ADV.  PG.  50. 

Antenna  Specialists  Co.,  12415  Euclid  Ave.,  Cleveland  6, 
Ohio. 

Bendix  Radio  Div.,  Bendix  Aviation  Corp.,  Baltimore  4, 
Md. 

Davis  Electronics,  P.  0  Box  1247,  4002  Burbank  Blvd., 
Burbank,  Calif. 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefteld,  Mass.  ADV.  PG  204-207. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine. 

Kreckman  Co  .  Herb,  Cresco,  Pa. 

MARK  PRODUCTS  CO.,  6412  W.  Lincoln  Ave.,  Morton 
Grove,  III.  ADV.  PG  588 

Pruyn-Moore,  Inc.,  1118  Cota  Ave.,  Long  Beach  13, 
Calif 

SCALA  RADIO  CO.,  2814  19th  St.,  San  Francisco  10, 
Calif.  ADV.  PG  542. 

Smith  Mfg.  Co.,  J.  A  H.,  Little  Britain  Rd.,  Newburgh, 
N  Y 

Technical  Appliance  Corp.,  Sherburne,  N.  Y 


ANTENNAS-Rofary  Beam 

AMERICAN  MACHINE  A  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria, 
Va  ADV  PG.  180. 

BOGART  MFG.  CORP.,  115  Seigel  St.,  Brooklyn  6, 
N  Y  ADV.  PG.  216. 

Brach  Div.,  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Federal  Telephone  A  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

Finney  Co.,  The.  14  W.  Interstate,  Bedford,  Ohio. 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
CHy,  N.  1.  ADV.  PG.  120. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

Mosley  Electronics,  Inc.,  8622  S.  Charles  Rock  Rd.,  St. 
Louis  14.  Mo. 

SCALA  RADIO  CO.,  2814  19th  St.,  San  Francisco  10, 
Calif.  ADV.  PG.  542. 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

TELREX  INC.,  Asbury  Park,  N.  J  ADV.  PG.  526. 

Tennalab,  Quincy,  III. 

Wind  Tu^ine  Co.,  E.  Market  St.  A  Penna  R.  R.,  West 
Chester,  Pa. 


AffTENNAS-TelMeopk 

Alpar  Manufacturing  Corp.,  2910  Spring  St.,  Redwood 
City,  Calif 

AMERICAN  MACHINE  A  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N  Royal  St.,  Alexandria, 
Va.  ADV.  PG  180 

Antenna  Specialists  Co.,  12415  Euclid  Ave.,  Cleveland 
6.  Ohio. 

Brach  Div.,  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  Y.  ADV.  PG  120. 

K-W  Engineering  Works,  15920  Pin  Oak  Court,  (P.  0.) 
Butler,  Wit. 

Kreckman  Co.,  Herb,  Cresco,  Pa. 

Peerless  Products  Industries,  812  N.  Pulaski  St.,  Chicago 
51,  III. 

Philson  Mfg.  Co.,  Inc.,  60-66  Sackett  St.,  Brooklyn  31, 
N.  Y. 

Pimex,  Inc.,  18  E.  60th  St.,  New  York  22,  N.  Y. 

Premax  Products  Div.,  Chisholm-Ryder  Co.,  Inc.,  Highland 
A  College  Aves.,  Niagara  Falls  2,  N.  Y. 

Radiart  Corp.,  The,  1455  Vega  Ave.,  Cleveland  11,  Ohio. 

Radion  Corp.,  1110  Wisconsin  Ave.,  Chicago  14,  III. 

Smith  Mfg.  Co.,  J.  A  H.,  Little  Britain  Rd.,  Newburgh, 
N.  Y. 

Washington  Aluminum  Co.,  Inc.,  Penna.  R.  R.  A  Knecht 
Ave.,  Baltimore  29,  Md 


ANTENNAS-Talovitieii 

Acme  Tool  A  Specialties  Co.,  224  N  Loomis  St.,  Chi¬ 
cago  7,  IH. 

Admiral  Corp.,  1800  Cortland  St.,  Chicago  47,  III. 

ALFORD  MANUFACTURING  CO.,  299  Atlantic  Ave., 
Boston.  Mass.  ADV.  PG.  491. 

ANDREW  CORP.,  361  E.  7Sth  St.,  Chicago  19,  III. 
ADV.  PG  SO. 

Blaw-Knox  Co.,  Blaw-Knox  Bldg.,  100  Sixth  Ave.,  Pitts¬ 
burgh  22,  Pa. 

Brach  Div.,  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Cass  Machine  Co.,  691  Antoinette  St.,  Detroit  2,  Mich. 

Channel  Master  Co.,  Ellenville,  N.  Y. 

Clear  Beam  Television  Antenna  Co.,  21141  Roscoe  Blvd., 
Canoga  Park,  Calif. 

CORNELL-DUBILIER  ELECTRIC  CORP.,  South  PlainsBeld, 
N.  J.  ADV.  PG.  419. 

Davis  Electronics,  P.  0.  Box  1247,  4002  Burbank  Blvd., 
Burbank,  Calif. 

Finney  Co.,  The,  14  W.  Interstate,  Bedford,  Ohio. 

Fretco,  Inc.,  406  N.  Craig  St.,  Pittsburgh  11,  Pa. 
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ANTENNAS 


.1958-1959  LISTINGS  of 


Gates  Radio  Co.,  Quincy,  HI. 

GENERAL  BRONZE  CORP.,  711  Stewart  Av.,  Garden 
City,  N.  Y.  ADV.  PG.  320. 

GENERAL  CEMENT  MFG.  CO.,  DIV.  OF  TEXTRON,  INC., 
ELECTRONIC  DIV.,  400  S.  Wyman  St.,  Rockford,  III. 
ADV.  PG.  80. 

Gonset  Div.,  Young  Spring  &  Wire  Corp.,  801  S.  Main 
St.,  Burlunlc,  Calif. 

I.  E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12,  III. 

JFD  MANUFACTURING  CO.,  INC.,  6101  16th  Ave., 
Brooklyn  4,  N.  Y.  ADV.  PG.  213. 

National  Electric  Products  Co.,  140  Stanwi*  St.,  Pitts¬ 
burgh  22,  Pa. 

Peerless  Products  Industries,  812  N.  Pulaski  St.,  Chicago 
51,  III. 

Philson  Mfg.  Co.,  60-66  Sackett  St.,  Brooklyn  31,  N.  Y. 

Prodelin,  Inc.,  307  Bergen  Ave.,  Kearny,  N.  J. 

Radiart  Corp.,  The,  3455  Vega  Ave.,  Cleveland  13,  Ohio. 

Radio  Merchandise  Sales,  Inc.,  2016  Bronxdale  Ave., 
New  York  62,  N.  Y. 

Radion  Corp.,  1130  Wisconsin  Ave.,  Chicago  14,  III. 

SCALA  RADIO  CO.,  2814  19th  St.,  San  Francisco  10, 
Calif.  ADV.  PG.  542. 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

TELREX,  INC.,  Asbury  Park,  N.  J.  ADV.  PG.  526. 

Tenna  Mfg.  Co.,  7580  Garfield  Blvd.,  Cleveland  25,  Ohio. 

Tennalab,  Quincy,  III. 

Titchener  &  Co.,  E.  H.,  67  Clinton  St.,  Binghamton, 
N.  Y. 

Tricraft  Products  Corp.,  1124  W.  Newport  Ave.,  Chi¬ 
cago  13,  III. 

Trio  Mfg.  Co.,  Griggsville,  III. 

Video  Industries  Co.,  242  Madison  Ave.,  Port  Chester. 
N.  Y. 

Walnut  Machine  Co.,  1529  S.  Walnut  St.,  South  Bend 
14,  Ind. 

Winegard  Co.,  3000  Scotten  Blvd.,  Burlington,  Iowa 

ANTENNAS— Te/ovition  Built-in 

Antenna  Specialists  Co.,  12435  Euclid  Ave.,  Cleveland  6, 
Ohio. 

Brach  Div.,  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Colortone  Electronics,  Inc.,  200  Frank  Rd.,  Hicksville, 
N.  Y. 

GENERAL  BRONZE  CORP,,  711  Stewart  Ave.,  Garden 
City,  N.  Y.  ADV.  PG.  320. 

Guthman  Div.  of  Esse*  Wire  Corp.,  3443  Addison  St., 
Chicago  18,  III. 

Radion  Corp.,  1130  Wisconsin  Ave.,  Chicago  14,  III. 

Rego  Insulated  Wire  Co.,  830  Monroe  St.,  Hoboken,  N.  J. 

Telvision  Laboratories,  Inc.,  Mill  St.,  Wauconda,  III. 


ANTENNAS— Television  Multiple  Set 

Brach  Div.,  Electronic  Research  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Channel  Master  Co.,  Ellenville,  N.  Y. 

Entron,  Inc.,  4902  Lawrence  St.,  Bladensburg,  Md. 

general  bronze  corp.,  711  Stewart  Ave.,  Garden 
City,  N.  Y.  ADV.  PG.  320. 

JFD  MANUFACTURING  CO.,  INC.,  6101  16th  Ave., 
Brooklyn  4,  N.  Y.  ADV.  PG.  213. 

JERROLD  ELECTRONICS  CORP.,  15th  &  Lehigh,  Phila¬ 
delphia  32,  Pa.  ADV.  PG.  342. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  A 
Fourth  Covers  &  Preceding  Insert. 

SCALA  RADIO  CO.,  2814  19th  St.,  San  Francisco  10, 
Calif.  ADV.  PG.  542. 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

Tennalab,  Quincy,  III. 


ANTENNAS-rV  t  FM  Hem* 

'  Sm  ANTENNAS-Tulevition 


ANTENNAS-ulil  B  vM 

ACF  Electronics,  800  N.  Pitt  St.,  Alexandria,  Va. 

Acme  Tool  A  Specialties  Co.,  224  N.  Loomis  St.,  Chi¬ 
cago  7,  III. 

Adler  Electronics,  Inc.,  1  Le  Fevre  Lane,  New  Rochelle, 
N.  Y. 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

AINSLIE  CORP.,  312  Quincy  Ave.,  Quincy  69,  Mass 
ADV.  PG.  519. 

Aircraft  Radio  Corp.,  Boonton,  N.  J. 

ALFORD  MANUFACTURING  CO.,  299  Atlantic  Ave., 
Boston,  Mass.  ADV.  PG.  491. 

American  Electronics  Co.,  1203-05  Bryant  Ave.,  New 
York  59,  N.  Y. 

AMPHENOL  ELECTRONICS  CORP.,  1830  S.  54th  Ave., 
Chicago  50,  III.  ADV.  PG.  18. 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  19,  III. 
ADV.  PG.  50. 

Antenna  Specialists  Co.,  12435  Euclid  Ave.,  Cleveland  6, 
Ohio. 

ARRA  Corp.,  1  Bond  St.,  Westbury,  N.  Y. 

BOGART  MFG.  CORP.,  315  Selgel  St.,  Brooklyn  6,  N.  Y. 
ADV.  PG.  236. 

Brach  Div.  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Budelman  Radio  Corp.,  376  Fairfield  Ave.,  Stamford, 
Conn. 

Cass  Machine  Co.,  691  Antoinette  St.,  Detroit  2,  Mich. 

Channel  Master  Co.,  Ellenville,  N.  Y. 

Clear  Beam  Television  Antenna  Co.,  21341  Roscoe  Blvd., 
Canoga  Park,  Calif. 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  Second  Ave., 
Mt.  Vernon,  N.  V.  ADV.  PG.  572. 


Colortone  Electronics,  Inc.,  200  Frank  Rd.,  Hicksville, 

N.  V. 

Communications  Co.,  Inc.,  300  Greco  Ave ,  Coral  Gables 
34,  Fla. 

CORNELL-DUBILIER  ELECTRIC  CORP.,  South  Plainfield, 

N.  J.  ADV.  PG.  419. 

Davis  Electronics,  P.  0.  Box  1247,  4002  Burbank  Blvd., 
Burbank,  Calif. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG.  204-207. 

Dielectric  Products  Engineering  Co.  Inc.,  Raymond,  Maine. 

Dome  &  Margolin,  Inc.,  29  New  York  Ave.,  Westbury, 

N.  Y. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

Electronics  Specialty  Co.,  5121  San  Fernando  Rd.,  Los 
Angeles  39,  Calif. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N.  Y. 

Federal  Telephone  &  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

Finney  Co.,  The,  34  W.  Interstate,  Bedford,  Ohio. 

Fretco  Inc.  406  N.  Craig  St.,  Pittsburgh  13,  Pa. 

GABRIEL  ELECTRONICS  DIV.,  THE  GABRIEL  CO.,  135 
Crescent  Rd.,  Needham  Heights  94,  Mass.  ADV.  PG. 
395. 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  Y.  ADV.  PG.  320. 

GENEliAL  CEMENT  MFG.  CO.,  DIV.  OF  TEXTRON,  INC., 
ELECTRONIC  DIV.,  400  S.  Wyman  St.,  Rockford,  III. 
ADV.  PG.  80. 

General  Electric  Co.,  Technical  Products  Dept.,  Elec¬ 
tronics  Park,  Syracuse,  N.  Y. 

Gonset  Div.,  Young  Spring  &  Wire  Corp.,  801  S.  Main 
St.,  Burbank,  Calif. 

Haller,  Raymond  it  Brown,  Inc.,  State  College,  Pa. 

HYCON  EASTERN,  INC.,  75  Cambridge  Parkway,  Cam¬ 
bridge,  Mass.  ADV  PG.  291. 

I.  E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12,  III. 

JFD  MANUFACTURING  CO.,  INC.,  6101  16th  Ave., 
Brooklyn  4,  N.  Y.  ADV.  PG.  213. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  ADV.  PG.  174. 

KENNEDY  &  CO.,  D.  S.,  Cohasset,  Mass.  ADV.  PG 
121. 

Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckahoe, 
N.  Y. 

Kreckman  Co.,  Herb,  Cresco,  Pa. 

Leitch  Engineering  Corp.,  326  Lincoln  St.,  Manchester, 
N.  H. 

Litton  Industries  of  Maryland,  Inc.,  4900  Calvert  Rd., 
College  Park,  Md. 

MARK  PRODUCTS  CO.,  6412  W.  Lincoln  Ave.,  Morton 
Grove,  III.  ADV.  PG.  588. 

Medal  Mfg.  Co.,  P.  0.  Box  292,  Sharon,  Pa. 

National  Electric  Products  Co.,  140  Stanwix  St.,  Pitts¬ 
burgh  22,  Pa. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.E.,  Albuquergue,  N.  M. 

Production  Research  Corp.,  Thomwood,  N.  Y. 

Pruyn-Moore,  Inc.,  1338  Cota  Ave.,  Long  Beach  13,  Calif. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

Radiart  Corp.,  3455  Vega  Ave.,  Cleveland  13,  Ohio. 

Radio  Merchandise  Sales,  Inc.,  2016  Bronxdale  Ave., 
New  York  62,  N.  Y. 

Radion  Corp.,  1130  Wisconsin  Ave.,  Chicago  14,  III. 

Rohan  Co.,  Corner  Route  1  &  Camp  Meeting  Rd.,  Tops- 
field,  Mass. 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N.  H.  ADV.  PG. 
253 

SCALA  RADIO  CO.,  2814  19th  St.,  San  Francisco  10, 
Calif.  ADV.  PG.  542. 

Smith  Mfg.  Co.,  J.  it  H.,  Little  Britain  Rd.,  Newburgh, 
N.  Y. 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House 
63,  Aldwych,  London,  W.  C.  2,  England. 

Summers  Gyroscope  Co.,  2328  Broadway,  Santa  Monica, 
Calif. 

Technical  Appliance  Corp  Sherburne,  N.  Y. 

TELCO  ELECTRONICS  MFC.  CO.,  DIV.  OF  G-C-TEXTRON 
INC.,  400  S.  Wyman  St.,  Rockford,  III.  ADV.  PG. 
80. 

TELREX  INC.,  Asbury  Park,  N.  J.  ADV.  PG.  526. 

Temco  Aircraft  Corp.,  P.  0.  Bo*  6191,  Dallas  22,  Texas. 

Tenna  Mfg.  Co.,  7580  Garfield  Blvd.,  Cleveland  25, 
Ohio. 

TRANSCO  PRODUCTS,  INC.,  12210  Nebraska  Ave.,  Los 
Angeles  25,  Calif.  ADV.  PG-.  571. 

TrIcraft  Products  Corp.,  1124  W.  Newport  Ave.,  Chicago 

13,  III. 

Trio  Mfg.  Co.,  Griggsville,  III. 

Walnut  Machine  Co.,  1529  S.  Walnut  St.,  South  Bend 

14,  Ind. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 

Western  Gear  Corp.,  Electro  Products  Div.,  132  W. 
Colorado  St.,  Pasadena  1,  Calif. 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City, 
Mo. 

Wind  Turbine  Co.,  E.  Market  St.  &  Penna.  R.  R.,  West¬ 
chester,  Pa. 

Winegard  Co.,  3000  Scotten  Blvd.,  Burlington,  Iowa. 

Z  4  W  Mfg.  Corp.,  30240  Lakeland  Blvd.,  Wickliffe, 
Ohio. 
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A.R.F.  Products,  Inc.,  7627  Lake  St.,  River  Forest,  III. 
Aircraft  Radio  Corp.,  Boonton,  N.  J. 


ALFORD  MANUFACTURING  CO.,  299  Atlantic  Ave., 
Boston,  Mass.  ADV.  PG.  491. 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  19,  111. 
ADV.  PG.  50. 

ARRA  Corp.,  1  Bond  St.,  Westbury,  N.  Y. 

Bendix  Radio  Div.,  Bendix  Aviation  Corp.,  Baltimore  4, 
Md. 

BOGART  MFG.  CORP.,  315  Seigel  St.,  Brooklyn  6, 
N  Y.  ADV.  PG.  236. 

Brach  Div.,  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Davis  Electronics,  P.  0.  Bo*  1247,  4002  Burbank  Blvd., 
Burbank,  Calif. 

Defiance  Engineering  4  Microwave  Corp.,  Box  488, 
Beverly  Airport,  Beverly,  Mass. 

DIAMOND  ANTENNA  4  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG.  204-207. 

Dome  4  Margolin,  Inc.,  29  New  York  Ave.,  Westbury, 
N.  Y. 

Electronic  Specialty  Co.,  5121  San  Fernando  Rd.,  Los 
Angeles  39,  Calif. 

Federal  Telephone  4  Radio  Co.,  100  Kingsland  Rd., 
Clihon,  N  J. 

GABRIEL  ELECTRONICS  DIV.,  THE  GABRIEL  CO.,  135 
CreKent  Rd.,  Needham  Heights,  Mass.  ADV.  PG. 
395 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  V.  ADV.  PG.  320. 

Haller,  Raymond  4  Brown,  Inc.,  Stale  College,  Pa 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  ADV.  PG.  174. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Sanu  Monica,  Calif. 

Leitch  Engineering  Corp.,  326  Lincoln  St.,  Manchester, 
N.  H. 

Litton  Industries  of  Maryland,  Inc.,  4900  Calvert  Rd., 
College  Park,  Md. 

MARK  PRODUCTS  CO.,  6412  W.  Lincoln  Ave.,  Morton 
Grove,  III  ADV.  PG  588. 

Maryland  Electronic  Mfg.  Corp.,  College  Park,  Md. 

Premax  Products  Div.,  Chisholm-Ryder  Co.,  Inc.,  High¬ 
land  4  College  Aves.,  Niagara  Falls  2,  N.  Y. 

Prodelin,  Inc.,  307  Bergen  Ave.,  Kearny,  N.  J. 

Standard  Telephooes  4  Cables  Ltd.,  Connaught  House, 
63,  Aldwych,  London  W.C.  2,  England 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

Univox  Corp.,  102  Warren  St.,  New  York  7,  N.  V. 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City, 
Mo. 


ARRESTERS- lightning 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J 

AIRTRON,  INC.,  1101  W  Elizabeth  Ave.,  Linden,  N.  J 
ADV  PG  516 

AMPHENOL  ELECTRONICS  CORP.,  1830  S.  54th  Ave., 
Chicago  50,  III.  ADV.  PG  18. 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden  Sta., 
Flushing  64,  N.  Y. 

Channel  Master  Co.,  Ellenville,  N.  Y. 

Consolidated  Wire  4  Associated  Companies,  1635  S 
Clinton  St  .  Chicago  16,  III. 

CORNELL-DUBILIER  ELECTRIC  CORP.,  South  Plainfield, 
N  J  ADV  PG  419 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb. 
ADV.  PG.  194,  195 

Garde  Mfg.  Co  ,  588  Eddy  St.,  Providence  3,  R.  1. 

GENERAL  CEMENT  MFG  CO.,  DIV.  OF  TEXTRON,  INC., 
ELECTRONIC  DIV.,  400  S.  Wyman  St.,  Rockford.  III. 
ADV.  PG.  80 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

I.  E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12, 
III. 

JFD  MANUFACTURING  CO.,  INC.,  6101  16th  Ave., 
Brooklyn  4,  N.  Y.  ADV.  PG.  213. 

Radio  Merchandise  Sales,  Inc.,  2016  Bronxdale  Ave., 
New  York  62,  N.  Y. 

Rego  Insulated  W'Ire  Co.,  830  Monroe  St.,  Hoboken, 
N.  J. 

Saxton  Products,  Inc..  1661  Boone  Ave.,  Bronx  60, 
N.  Y. 

TELEVISION  HARDWARE  MFG.  CO.,  DIV.  OF  C-C- 
TEXTRON  INC.,  400  S,  Wyman  St.,  Rockford,  III. 
ADV.  PG.  80. 

Tenna  Mfg.  Co.,  7580  Garfield  Blvd.,  Cleveland  25,  Ohio. 

TrIcraft  Products  Corp.,  1124  W.  Newport  Ave.,  Chicago 
13,  III. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 


AnENUATORS-Audio 

Aerovox  Corp  ,  740  Belleville  Ave.,  New  Bedford,  Mass. 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave.,  Mil¬ 
waukee  4,  Wis.  ADV.  PG.  421. 

Cinema  Engineering  Div.,  Aerovox  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London,  S.E. 
26,  England. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG.  401. 

Dmeter  Mfg.  Co.,  Inc.,  22-24  Larkin  Plaza,  Yonkers  2, 
N.  Y. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 


D-26 


June,  1958 -MID-MONTH -ELECTRONICS  BUYERS'  GUIDE 


ELECTRONIC  and  ALLIED 


HEWLETT-PACKARD  CO.,  27S  Pag*  Mill  Rd.,  Palo  Alto, 
Calif.  ADV.  PG.  24-44. 

INTERNATIONAL  RESISTANCE  CO.,  401  N.  Broad  St., 
Philadelphia  8,  Pa  ADV  PG.  189-192. 

INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  2S0 
Garibaldi  Avc.,  Lodi,  N.  J.  AOV.  PG.  408 

Javfx,  P.  0.  Boa  646,  Redlands,  Calif. 

KAY  ELECTRIC  CO.,  Maple  Avc.,  Pine  Brook,  N.  J. 
ADV.  PG.  345. 

Leva,  Via  bergamo  21,  Milan,  Italy. 

MEASUREMENTS  OlV.,  MeCRAW-EDISON  CO.,  Boon- 
ton,  N.  J.  ADV.  PG.  564,  565. 

Muirhead  A  Co.,  Ltd  ,  Beckenham,  Kent,  England. 

NORTH  HILLS  ELECTRIC  CO.,  INC.,  402  Sagamore  Ave., 
Mineola.  N.  V.  AOV.  PG.  533,  548. 

OHMITE  MFC.  CO.,  3601  Howard  St..  Skokie,  III. 
ADV.  PC.  200,  201. 

Ortitran  Co.,  Inc.,  Rt.  1,  Boi  635,  Lakeside,  Calif. 

Painton  Die.  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta.,  Flushing  64,  N.  Y, 

Radiometer,  72  EmdrupveJ,  Copenhagen  NV-1,  Denmark. 

SHALLCROSS  MFC.  CO.,  Selma  N.  C.  AOV.  PG.  324. 

Salartron,  Inc.,  Western  Oiv.,  10761  Burbank  Blvd., 
North  Hollywood,  Calif. 

Standard  Electronics  Div.  of  Radio  Engineering  Labs., 
Inc.,  29-01  Borden  Ave.,  Long  Island  City  1,  N.  Y. 

Tech  Laboratories,  Inc.,  Bergen  A  Edsall  Blvds.,  Palisades 
Park,  N.  J. 

Vidalre  Electronics  Mfg.  Corp.,  576  W.  Merrick  Rd., 
Lynbrook,  N.  Y. 

Wunderlich  Radio  Co.,  105  N  Kenilworth  Avo ,  Oak 
Park,  III 


AniNUATORS-Microwo**,  Adfoalorf  A 
Collbrotod 

ATTENUATORS-Microwovo  Cooalof  Ffaorf 
ATTENUATORS-Microwavo  Stop 
$0*  MICROWAVE  ACCESSORIES 


AnENUATORS-r-f  A  M 

Adler  Electronics,  Inc.,  1  LeFevre  Lane,  New  Rochelle, 

N  Y. 

Airborne  Instruments  Lab.,  Inc.,  160  Old  Country  Rd., 
Mineola,  N.  Y. 

Alectra  Div.,  Consolidated  Electrodynamics  Corp.,  325  N. 
Altadma  Drive,  Pasadena,  Calif. 

APPUED  RESEARCH,  INC.,  76  S.  Bayles  Ave.,  Part 
Washington.  N  Y  ADV.  PG.  566. 

ARENBERC  ULTRASONIC  LABORATORY,  INC.,  94  Green 
St ,  Jamaica  Plain  30,  Mass  ADV  PG.  522. 

ARRA  Carp  .  1  Band  St.,  Westbury,  N.  V. 

Avo  Ltd.,  Avocet  House,  92/96,  Vauahall  Bridge  Rd , 
London  S  W.  1,  England. 

BJ  ELECTRONICS,  BORG-WARNER  CORP.,  3300  New¬ 
port  BM,  Santa  Ana,  Calif.  ADV.  PG.  475. 

Bellaire  Electronics,  Inc.,  62  White  St.,  Red  Bank,  N.  J. 

Blonder-Tongue  Laboratories,  Inc.,  9-25  Ailing 
Newark  2,  N.  J. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E.  26,  England 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  Second  Avo., 
Mt.  Vernon,  N.  V.  AOV.  PG.  572. 

Community  Engineering  Corp.,  Box  824,  State  College,  Pa. 

OAVEN  CO.,  Route  10,  Livingston,  N  J.  ADV.  PG.  401. 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass  AOV.  PG.  204-207. 

Electrical  A  Physical  Instrument  Corp.,  42-49  27th  St., 
Long  Island  City  1,  N  V. 

EMPIRE  DEVICES  PRODUCTS  CORP.,  Amsterdam,  N.  V. 
AOV.  PG.  412. 

Entron  Inc.,  4902  Lawrence  St.,  Bladensburg,  Md. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  V.  ADV.  PG.  149-152. 

Ferris  Instrument  Co.,  110  Cornelia  St.,  Boanton,  H.  J. 

FILMOHM  CORP.,  48  W.  2Sth  St.,  New  York  10,  N.  Y. 
ADV.  PG.  586. 

General  Communication  Co.,  681  Boston  St.,  Boston  15, 
Mass. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  ADV  PG.  178,  179 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  AOV.  PG.  29-44 

INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave  ,  Lodi,  N.  J.  ADV.  PG.  408 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III  ADV.  PG  174 

JERROLO  ELECTRONICS  CORP.,  15th  A  Lehigh,  Phila¬ 
delphia  32,  Pa.  ADV.  PG.  342. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pin*  Brook,  N.  J 
AOV  PAGE  345 

MEASUREMENTS  DIV.,  McGRAW-EDISON  CO.,  Boonton, 
N.  J.  AOV.  PG.  564,  565. 

Mepco,  Inc.,  35-37  Abbett  Ave.,  Morristown,  N.  J. 

Metavac,  Inc.,  45-68  I62nd  St.,  Flushing  58,  N.  Y. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J.  ADV. 
PG.  519. 

Muirhead  A  Co.,  Ltd.,  Beckenham,  Kent,  England. 

New  London  Instrument  Co.,  P.  0.  Box  189,  New  London, 
Mass. 

NORTH  HILLS  ELECTRIC  CO.,  INC.,  402  Sagamore  Ave., 
Mineola,  N.  Y.  AOV.  PG.  533,  548. 

Painton  Div.  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta.,  Flushing  64,  N.  Y. 

SHALLCROSS  MFG.  CO.,  Selma,  N.  C.  ADV.  PG.  324. 

Spencer- Kennedy  Labs.,  Inc.,  1318  Soldiers  Field  Rd., 
Boston  35,  Mass. 


PRODUCTS 


BASES 


Stromberg-Carlson  Co.,  Oiv.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

UNIVERSITY  LOUDSPEAKERS,  INC.,  BO  S.  Kenisco 
Avo.,  WhiU  PUins,  N.  Y.  ADV.  PG.  264. 

Wharfedale  Div.  of  British  Industries  Corp.,  80  Shore 
Rd.,  Port  Washington,  N.  Y. 


BAIUNS 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  AOV.  PG  178,  179. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor,  Mich.  AOV.  PG.  513. 

KEARFOTT  CO.,  INC.,  WESTERN  OIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  AOV.  PG.  328. 

Lynmar  Engineers,  IK.,  1432  N.  Carlisle  St.,  Philadel¬ 
phia  21,  Pa. 

MEASUREMENTS  DIV.,  McGRAW-EDISON  CO.,  Boon- 

ton,  N.  J.  AOV.  PG.  564,  565. 

MICROPHASE  CORP.,  P.  0.  Box  1166,  Greenwich,  Conn. 
AOV.  PG.  455. 

Mlllen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

Miller  Co.,  J.  W.,  5917  S.  Main  St.,  Los  Angelos  3, 
Calif. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60, 
N.  Y. 

Sickles,  F.  W.,  Div.,  General  Instrument  Corp.,  165 
Front  St.,  Chicopee,  Mass. 

Smith  Mfg.  Co.,  J.  A  H.,  Little  Britain  Rd.,  Newburgh, 
N.  Y. 

Superex  Electronia  Corp.,  4-6  Radford  Place,  Yonkers, 
N.  Y. 

TRANSCO  PRODUCTS,  INC.,  12210  Nebraska  Ave.,  Los 
Angeles  25,  Calif.  AOV.  PG.  571. 

Waveguide,  Inc.,  P.  0.  Box  486,  14845  Oxnard  St.,  Van 
Nuys,  Calif. 


BARREHERS 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden  Sta., 
Flushing  64,  N.  Y. 

F-R  MACHINE  WORKS.  INC.,  26-12  Borough  Place, 
Woodside  77^  N.  Y.  ADV  PG  149-152. 
MEASUREMENTS  DIV.,  McGRAW-EDISON  CO.,  Boonton, 
N  J  AOV  PG.  564,  565. 

NAROA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N  Y.  AOV.  PG  268 
SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N  Y.  ADV.  PG.  165. 


BASES-Diorfo 

Elallou  A  Co.,  Inc  .  B.  A  .  61  Peck  St.,  ProvideiKe,  R.  I. 

ELECTRICAL  INDUSTRIES  DIV.,  PHILIPS  ELEC¬ 
TRONICS,  INC.,  691  Central  Ave.,  Murray  Hilt,  N.  J. 
AOV.  PG.  7. 

Engineering  Co.,  27  Wright  St.,  Newark,  N.  J. 

Gemex  Corp.,  The,  Industrial  Products  Div.,  1200  Com¬ 
merce  Ave  ,  Union  N.  J. 

HERMHIC  SEAL  CORP.,  29-37  S.  Sixth  St.,  Newark  7, 
N.  J.  AOV.  PG.  403. 

Master  Specialties  Co.,  956  E.  108th  St.,  Los  Angeles 
59,  Calif. 

RAYTHEON  MFG.  CO.,  CERAMIC  SALES  DEPT.,  Foundry 
Ave.  Waltham  54,  Mass.  ADV.  PG.  431. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV., 
Warren,  Pa.  AOV.  PG.  632. 


BASfS-Rafwy 
Sm  wit*  MOUNTINOS 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton  64, 
Mass.  AOV.  PG.  472. 

Armel  Electronics,  Inc.,  840  Fifth  Ave.,  Brooklyn  32, 
N.  V. 

Ballou  A  Co.,  Inc.,  B.  A.,  61  Peck  St.,  Providence,  R.  I. 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry,  N.  Y, 

Elzee  Metal  Products  Co.,  Inc.,  779  39th  St.,  Brooklyn 
32,  N.  Y. 

Gemex  Corp.,  The,  Industrial  Products  Div.,  1200  Com¬ 
merce  Ave.,  Union,  N.  J. 

HERMETIC  SEAL  CORP.,  29-37  S.  Sixth  St.,  Newark  7, 
N  J.  AOV.  PG.  403. 

Northern  Industrial  Chemical  Co.,  7-11  Elkins  St.,  South 
Boston  27.  Mass. 

RAYTHEON  MFG.  CO.,  CERAMIC  SALES  DEPT.,  Foundry 
Ave  Waltham  54,  Mass  ADV  PG.  431. 

ROGAN  BROS.,  8031  N.  Monticeilo  Ave.,  Skokie,  III. 
AOV.  PG.  394B. 

Stromberg-Carlson  Co,  Oiv.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 


STOOOART  AIRCRAFT  RADIO  CO.,  6644  Santa  Monica 
Blvd.,  Hollywood  38,  Calif.  AOV.  PG.  478. 

TKh  Laboratories,  Inc.,  Bergen  A  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J. 

Telonic  Industries,  Inc.,  75  N.  Second  Ave.,  Beech 
Grove,  Ind. 

Trad  Electronics  Corp.,  1001  First  Ave ,  Asbury  Park, 
N.  J. 

U  S.  Rubber  Co.,  1230  Avenue  of  the  Americas,  New 
York  20,  N.  Y. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  ADV.  PG.  276,  277. 

Vidaire  Electronics  Mfg.  Corp.,  576  W.  Merrick  Rd., 
Lynbrook,  N  Y. 

WEINSCHEl  ENGINEERING  CO.,  INC.,  10503  Metro¬ 
politan  A**.,  Kensington,  Md.  AOV.  PG.  61-64. 

Wunderlich  Radio  Co.,  105  N.  Kenilwarth  Ave.,  Oak 
Park,  III. 


AUDIOMEnRS 

So*  INSTRUMENTS— ffocfrkol  Atoosuriitg 


AUTOPILOTS 

Soo  PILOTS— Automatic 


AUTO  RADIO  CONTROU 

Soo  CONTROLS-Rodi*  Rowrato 


AUTOMATIC  ASSEMBLY  EQUIPMENT 

So*  also  MACHINES-Modolor  A  Automatic 
AaoomWy 

Acme  Tool  A  Specialties  Co.,  224  N.  Loomis  St., 
Chicago  7,  III. 

Automation  Management,  Inc.,  Westboro,  Mass. 

Barnes  Development  Co.,  213  W.  Baltimore  Pike,  Lans- 
downe.  Pa. 

Berg  Mfg.  Corp.,  142  Reno  Ave.,  New  Cumberland,  Pa. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 

Carpenter  Mfg.  Co.,  Inc.,  P.  0.  Box  217,  Highbridge  Rd., 
OeWitt  14,  N.  V. 

ConRay  Corp.,  29  W.  Apple  St.,  Dayton  2,  Ohio. 

Devco  Engineering  Inc.,  P.  0.  box  387,  Caldwell,  N.  J. 

Electro  Craft  Industries,  Inc.,  68  Jackson  St.,  Stamford, 
Coof). 

Eyelet  Tool  Co.,  Inc.,  236  Broadway,  Cambridge  42, 
Mats. 

Industrial  Electronic  Engineers,  3973  Lankershim  Blvd., 
North  Hollywood.  Calif. 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 
Bergen,  N.  J.  AOV.  PG.  10,  11. 

Microtronics,  Inc.,  Porete  Avc.,  North  Arlington,  N.  J. 

Modelectric  Products  Corp.,  1500  Bangs  Ave.,  Asbury 
Park,  N.  J. 

Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III. 

Standard  Tool  A  Mfg  Co.,  Arlington,  N.  J. 

WALDORF  INSTRUMENT  CO.,  DfV..  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  V. 
AOV.  PG.  394C. 


BAEFUS-SwooAar 

AltK  Lansing  Corp.,  1515  S.  MarKhester  Ave.,  Ana¬ 
heim,  Calif. 

Argo*  Products  Co.,  310  Main  St.,  Genoa,  111. 

Atlas  Sound  Corp.,  1443  39th  St.,  Brooklyn  18,  N.Y. 

Bestcraft  Products  Co.,  Inc.,  626  Broadway,  New  York, 
N.  Y. 

Bogen  Co.,  David,  P.  0.  Box  500,  Paramus,  N.  J. 

Boaak  Mfg.  Co.,  R.  T.,  The,  Box  966,  Darien,  Conn. 

Bud  Radio,  Inc.,  2118  E.  55th  St.,  Cleveland  3,  Ohio. 

Croname,  Inc.,  1747  Grace  St.,  Chicago  13,  III. 

OX  Radio  Products  Co.,  Inc.,  2300  Armitag*  Ave., 
Chicago  47,  III. 

Oukane  Corp.,  St.  Charles,  III. 

ElKtro-Voice,  Inc.,  Buchanan,  Mich. 

Flock  Process  Co.,  Inc.,  373  Main  Ave.,  Norwalk,  Conn. 

Hartley  Products  Co.,  521  E.  162nd  St.,  New  York  51, 
N.  Y. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor,  Mich.  ADV.  PG.  513. 

Irwin  Products  Co.,  4937  N.  Oamen,  Chicago  25,  III. 

Lansing  Sourrd,  Inc.,  James  B.,  2439  Fletcher  Drive, 
Los  Angeles  26,  Calif. 

Newcomb  Audio  Products  Co.,  6824  Lexington  Ave., 
Hollywood  38,  Calif. 

Oleson  Co.,  Otto  K.,  1534  Cahuenga,  Hollywood  28,  Calif. 

Powers  J.  J.,  1317  S.  Fifth  Ave.,  Maywood,  III. 

Precision  Electronics,  Inc.,  9101  King  St.,  Franklin 
Park,  III. 

PREMIER  METAL  PRODUCTS  CO.,  337  Mamda  St  . 
Bronx  59,  N.  V.  AOV  PG.  579  j 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  A 
Fourth  Covers  A  PrKedIng  Insert. 

Rauland-Borg  Corp.,  3515  W.  Addison  St.,  Chicago  18, 
III 

Remler  Company,  2101  Bryant  St.,  San  Francisco  10, 
Calif. 

R-J  Audio  Products,  Inc.,  Div.  of  British  Industries 
Corp.,  80  Shore  Rd.,  Port  Washington,  N.  Y. 

River  Edge  Sales  Corp.,  Div.  of  British  Industries  Corp., 
80  Shore  Rd.,  Port  Washington,  N.  Y. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60, 
N.  Y. 

Sonotone  Corp.,  Saw  Mill  River  Rd.,  P.  0.  Box  200, 
Elmsford,  N.  Y. 


BASES— Tronaislor 

Associated  Engineering  A  Mfg  Co.,  Glen  Ridge,  N.  J. 

Ballou  A  Co.,  Inc.,  B.  A.,  61  Peck  St.,  Providence,  R.  1. 

Gemex  Corp.,  The,  Industrial  Products  Div.,  1200  Com¬ 
merce  Ave  Union,  N.  J. 

HK  Metal  Craft  Mfg.  Corp.,  3775  Tenth  Ave.,  New 
York  34,  N  Y. 

HERMETIC  SEAL  CORP.,  29-37  S.  Sixth  St.,  Newark  7. 
N.  J  AOV.  PG.  403. 

JOHNSON  A  HOFFMAN  MFG.  CORP.,  31  E.  Second  St., 
Mineola,  N.  Y.  ADV.  PG.  242. 

Pix  Mfg.  Co.,  Inc.,  BIA  Hudson  St.,  Newark,  N.  J. 

RAYTHEON  MFG.  CO.,  CERAMIC  SALES  DEPT.,  Foundry 
Ave.,  Waltham  54,  Mass.  AOV.  PG.  431. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV., 
Warren,  Pa.  AOV.  PG.  632 
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BATTERIES 


.1958-1959  LISTINGS  of 


BAHERIES-Dry 

Acme  Battery  Co.,  200  Henry  St.,  Stamford,  Conn. 

Bright  Star  Industries,  600  Getty  Ave.,  Clifton,  N.  J. 

Biitish  Electronics  Sales  Co.,  Inc.,  Oakland  Garden  Sta., 
Flushing  64.  N.  V. 

BURGESS  BATTERY  CO.,  Freeport,  III.  AOV.  PG  542. 

Electric  Storage  Battery  Co.,  Exide  Industrial  Div.,  42 
S.  15th  St.,  Philadelphia  2,  Pa. 

Lfcianche  S.  A.,  Yverdon,  Switzerland. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6  Ind. 

Marathon  Battery  Co.,  P.  0.  Box  298,  Wausau,  Wis. 

National  Carbon  Co.,  Division  of  Union  Carbide  Corp., 
30  E.  42  St.,  New  York  17,  N.  Y. 

Olin  Mathieson  Chemical  Corp.,  460  Park  Ave.,  New  York 
22,  N.  Y. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  AOV.  PG.  440,  441,  Third  A 
Fourth  Covers  &  Preceding  Insert. 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
CIV.,  415  S.  Fifth  St.,  Harrison,  N.  J.  AOV.  PG. 
440,  441,  Third  &  Fourth  Covers  &  Preceding  Insert. 

Ray-O-Vac  Co.,  A  Div.  of  The  Electric  Storage  Battery 
Co.,  212  E.  Washington  Ave.,  Madison,  Wis. 


BATTER  I  ES—Morcury 

Biitish  Electronics  Sales  Co.,  Inc.,  Oakland  Garden  Sts., 
Flushing  64,  N.  Y. 

Magnavox  Co.,  The,  2131  Beuter  Rd.,  Fort  Wayne,  Ind. 
MaMory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

National  Carbon  Co.,  Division  of  Union  Carbide  Corp., 
30  E.  42nd  St.,  New  York  17,  N.  Y. 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
DIV.,  415  S.  Fifth  St.,  Harrison,  N.  J.  AOV.  PG. 
440,  441,  Third  &  Fourth  Covers  &  Preceding  Insert. 


BATTERIES— Nickel  Cadmium 

CAD  Batteries,  Inc.,  Conshohocken,  Pa. 

Cook  Co.,  Frank  R.,  36  S.  Santa  Fe  Drive,  Denver  23, 
Colo. 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

Nkad  Division,  Gould-National  Batteries,  Inc.,  Eastamp- 
ton.  Mass. 

Senotone  Corp.,  Saw  Mill  River  Rd.,  P.  0.  Box  200, 
Elmsford,  N.  Y. 


BATTERIES-Sifver 

Cno';  Co.,  Frank  R.,  36  S.  Santa  Fe  Drive,  Denver  23, 
Colo. 

Electric  Storage  Battery  Co.,  Exide  Industrial  Div.,  42 
S.  15th  St.,  Philadelphia  2,  Pa. 

YARDNEY  ELECTRIC  CORP.,  40  Leonard  St.,  New  York 
13,  N.  Y.  ADV.  PG.  259. 


BATTERIES-StoiMford  Cell 

Bright  Star  Industries,  600  Getty  Ave.,  Clifton,  N.  J. 
Electric  Storage  Battery  Co.,  Exide  industrial  Div.,  42 
S.  15th  St.,  Philadelphia  2,  Pa. 

Leclanche  S.  A.,  Yverdon,  Switzerland. 

Ray-O-Vac  Co.,  A  Div.  of  The  Electric  Storage  Battery 
Co.,  212  E.  Washington  Ave.,  Madison,  Wis. 


BAnERIES-Sroroga 

Bowers  Battery  &  Spark  Plug  Co.,  Box  1262,  Reading, 
Pa. 

C  &  D  Batteries,  Inc.,  Conshohocken,  Pa. 

Electric  Auto-Lite  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio. 

Elect!  ic  Storage  Battery  Co.,  Exide  Industrial  Div.,  42 
S.  15th  St.,  Philadelphia  2,  Pa. 

Exide  Automotive  Div.  of  The  Electric  Storage  Battery 
Co.,  246-286  E.  131st  St.,  Cleveland,  Ohio. 

Goulo-National  Batteries  Inc.,  35  Neoga  St.,  Depew, 
N.  Y. 

Lee'anche  S.  A.,  Yverdon,  Switzerland. 

Nicad  Division,  Gould-National  Batteries,  Inc.,  Eastamp- 
ton.  Mass. 

STANDARD  ELECTRIC  TIME  CO.,  97  Logan  St.,  Spring- 
f.eld.  Mass.  ADV.  PG.  518. 

V/illard  Storage  Battery  Div.,  The  Electric  Storage  Bat¬ 
tery  Co.,  246-286  E.  131st  St.,  Cleveland  1,  Ohio. 

YARDNEY  ELECTRIC  CORP.,  40  Leonard  St.,  New  York 
13,  N.  Y.  AOV.  PG.  259. 


BATTERIES— Storage  NompifI 

Bewers  Battery  &  Spark  Plug  Co.,  Box  1262,  Reading, 
Pa. 

B.’itish  Electronics  Sales  Co.,  Inc.,  Oakland  Garden 
Sta.,  Flush-ng  64,  N.  Y. 

Electric  Storage  Battery  Co.,  Exide  Industrial  Div.,  42 
S.  15th  St.,  Philadelphia  2,  Pa. 

Electro-Science  Indutsries,  Box  10066  International  Air¬ 
port,  Los  Angeles  45,  Calif. 

Elertronic  Batteries,  Inc.,  Bush  Terminal  Bldg.,  No.  4, 
28-34  35th  St.,  Brooklyn  32,  N.  Y. 

Lccisnche,  S.  A.,  Yverdon,  Switzerland. 

YARDNEY  ELECTRIC  CORP.,  40  Leonard  St.,  New  York 
13,  N.  Y,  ADV.  PG.  259. 

BATTERY  CHARGERS 

1.  Electron  Tube 

2.  Engine  Driven 


3.  Metallic  Oxide 

4.  Motor  Generator 

5.  Portable 

6.  Selenium 


ACME  ELECTRIC  CORP.,  31  Water  St.,  Cuba,  N.  Y.  1-b. 
ADV.  PG.  104. 

American  Rectifier  Corp.,  95  Lafayette  St.,  New  York 
13,  N.  Y.  3-5-6. 

AMERICAN  TELEVISION  &  RADIO  CO.,  300  E  Fourth 
St..  St.  Paul  1,  Minn.  5-6.  ADV.  PG.  484. 
Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
Mew  York  38,  N.  Y.  1-4-6. 

Bogue  Electric  Mfg.  Co.,  52  Iowa  Ave.,  Paterson  3, 
N.  J.  4. 


Done  Engineering  Corp.,  701  W.  Broadway,  Glendale  4, 
Calif.  1-2-3-4-5-6. 

C  i  D  Batteries,  Inc.,  Conshohocken,  Pa.  5. 

CHRISTIE  ELECTRIC  CORP.,  3410  W.  67th  St.,  Los 
Angeles  43,  Calif.  5-6.  ADV.  PG.  368. 

Cline  Electric  Mfg.  Co.,  3405  W.  47th  St.,  Chicago, 
III  6. 

Ccmrol  Corp.,  718  Central  Ave.,  Minneapolis  14,  Minn. 


Cook  Co.,  Frank  R.,  36  S.  Santa  Fe  Drive,  Denver  23, 
Colo.  1-3-6. 

Det'onic  Industries,  33840  Plymouth  Rd.,  Livonia,  Mich. 

1-6 

Do-mitzer  Electric  &  Mfg.  Co.,  Inc.,  5  Hadley  St., 
Cambridge,  Mass.  3-5-6. 

Dresser  Electric  Co.,  942  E.  Lamed  St.,  Detroit  7,  Mich. 
5-6. 

Electric  Stor.sge  Battery  Co.,  Exide  Industrial  Div.,  42 

5.  15th  St.,  Philadelphia  2,  Pa.  1-3-4-5-6. 

Eler.tronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 

Long  Island  City,  N.  Y.  5-6. 

Electronic  Measurements  Corp.,  625  Broadway,  New  York 
12.  N.  Y.  6. 

Exide  Automotive  Div.  of  The  Electric  Storage  Battery 
Co.,  246-286  E.  131st  St.,  Cleveland,  Ohio  1-3-5-6. 
Faiisteel  Metallurgical  Corp.,  2200  Sheridan  Road,  North 
Chicago,  III.  6. 

Fox  Products  Co.,  4720  N.  18th  St.,  Philadelphia  41, 
Pa.  1-3-5-6. 

CATES  ELECTRONIC  CO.,  2090  Barnes  Ave.,  Bronx 
62,  N.  Y.  5-6.  ADV  PG.  471. 

General  Electric  Co.,  Apparatus  Sales  DIV.,  1  River  Rd., 
Schenectady  5,  N.  V.  1-3-4-5-6. 

General  Nuclear  Corp.,  550  Fifth  Ave.,  New  York  28, 
V.  3-6. 

Gerrator  Corp.,  315  Tuder  Lane,  Manassas,  Va.  2-4-5. 
Gerst  &  Co.,  Paul  E.,  4868  N.  Clark  St.,  Chicago  40, 
III. 

Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J. 
5-6. 

Gvro  Electronics  Co.,  325  Canal  St.,  New  York,  N.  Y.  6. 
HEATH  CO.,  A  SUB.  OF  OAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  3-6.  ADV.  PG.  513. 

Hertner  Electric  Co.,  12690  Elmwood  Ave.,  Cleveland  11, 
Ohio.  2-4-5. 

Homelite  Div.  of  Textron  Inc.,  Port  Chester,  N.  V.  2. 
International  Telephone  &  Telegraph  Corp.,  Industrial 
F'oducts  Div.,  15191  Bledsoe  St.,  San  Fernando,  Calif. 

6. 

JOBBINS  ELECTRONICS,  771  Hamilton  Ave.,  Menlo 
Park,  Calif.  1-3-5-6.  ADV.  PG.  470. 

King  Electric  Equipment  Co.,  9123  Inman  Ave.,  Cleve¬ 
land  5,  Ohio.  1-5. 

Knopp  Inc.,  1307  66th  St.,  Oakland  8,  Calif.  6. 

Lerch  Corp.,  Inet  Div.,  18435  Susana  Rd.,  Compton, 
Calif.  2-4-5-6. 

Lee  Electric  &  Mfg.  Co.,  2806  Clearwater  St.,  Los 
Angeles  39,  Calif.  5-6. 

MACARR,  INC.,  2543  Boston  Rd.,  Bronx  67,  N.  Y.  5-6. 
AOV.  PG.  577. 

MAGNETIC  AMPLIHERS,  INC.,  632  Tinton  Ave.,  New 
York  55,  N.  Y.  5-6.  ADV.  PG.  286. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indian¬ 
apolis  6,  Ind.  3-5. 

MODEL  RECTIFIER  CORP.,  1065  Utica  Ave.,  Brooklyn 
3,  N  Y.  5-6.  ADV.  PG.  547. 

Motoresearch  Co.,  1600  Junction  Ave.,  Racine,  Wis. 

2-4-6. 

NJE  CORPORATION,  345  Carnegie  Ave.,  Kenilworth,  N.  J. 

1-3-5-6.  AOV.  PG.  292-295. 

NORTH  ELECTRIC  CO.,  553  S.  Market  SL,  Gallon,  Ohio. 
5.  AOV.  PG.  219 

NORTHEASTERN  ENGINEERING,  INC.,  Manchester,  N.  H. 
5-6.  ADV  PG.  222. 

ONAN  &  SONS,  INC.,  D.  W.,  University  Ave.  at  25th 
St.,  S.E.,  Minneapolis  14,  Minn.  2.  AOV.  PG.  480. 
OPAD  ELECTRIC  CO.,  69-5  Murray  St.,  New  York  7, 
N.  Y.  1-3-5-6.  ADV.  PG.  521. 

Peer,  Inc.,  Benton  Harbor,  Mich.  3-6. 

PERKIN  ENGINEERING  CORP.,  345  Kansas  St..  El 
Segundo,  Calif.  2-5-6.  AOV.  PG.  496. 

Pioneer  Gen-E-Motor  Co.,  5841  W.  Dickens,  Chicago  39, 
III.  2-5. 

Power  Equipment  Co.,  5740  Nevada  East,  Detroit  34, 
Mich.  1-6. 

Power  Supplies,  Inc,  1007  Olive  St.,  Highland,  III. 
1-3-6. 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54,  Mass.  1.  AOV.  PG.  428,  429. 

Rectifier  Engineering  Co.,  Inc..  1803  E.  Seventh  St., 
Los  Angeles  21,  Calif.  1-5-6. 

Schauer  Mfg.  Corp.,  4521  Alpine  Ave.,  Cincinnati  36, 
Ohio.  3-5-6. 

Sel-Rex  Corporation,  Nutley  10,  N.  J.  3-5-6. 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House  63 
Aldwych,  London,  W.  C.  2,  England.  6. 


Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J.  1-3-5. 

Syntron  Co.,  243  Lexington,  Homer  City,  Pa.  6. 

Taffet  Radio  &  Television  Co.,  2705  Brooklyn-Queens 
Expressway,  W.,  Woodside  77,  N.  Y.  1. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N  Y.  1-3-5-6.  AOV.  PG.  511. 

Ther  Electric  A  Machine  Works,  17  S.  Jeflerson  St., 
Chicago  6,  III.  5-6. 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J. 

3-6. 

UNION  SWITCH  &  SIGNAL  DIV.  OF  WESTINGHOUSE 
AIR  BRAKE  CO.,  Pittsburgh  18,  Pa.  3.  ADV.  PG. 
386. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3,  Mo.  6. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa.  1-3-5-6. 

Wickes  Engineering  A  Construction  Co.,  12th  St.  A 
Ferry  Ave.,  Camden  4,  N.  J.  1-2-3-4-5-6. 

Willard  Storage  Battery  Div.,  The  Electric  Storage  Bat¬ 
tery  Co.,  246-286  E.  131tt  St.,  Cleveland  1,  Ohio. 
1-3-5-6. 

WIncharger  Corp.,  E.  7th  A  Division  Sts.,  Siosn  City, 
Iowa  2. 

YARDNEY  ELECTRIC  CORP.,  40  Leonard  St.,  New 
York  13,  N.  Y  5-6.  ADV.  PG.  259. 


BEACONf-Rorfar 

ACF  Electronics,  800  N.  Pitt  St.,  Alexandria,  Va. 

A.R.F.  Products,  Inc.,  7627  Lake  St.,  River  Forest,  III, 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
AOV  PG  516 

AMERAC  INC.,  Dunham  Rd.,  Beverly,  Mast  AOV.  PG. 
76,  77 

AMERICAN  MACHINE  A  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria, 
Va  ADV  PG.  380. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

Babcock  Radio  Engineering,  Inc.,  1640  Monrovia  Ave., 
Costa  Mesa,  Calif. 

Bendix  Aviation  Corp.,  Pacific  Div.,  11600  Sherman 
Way,  North  Hollywo^,  Calif. 

Canoga  Corp.,  5955  Sepulveda  Blvd.,  Van  Nuys,  Calif. 

CONTROL  ELECTRONICS  CO.,  INC.,  1925  New  York 
Ave  ,  Huntington  Station,  N.  Y  AOV  PG.  473,  550. 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV  PG.  204.207 

Emerson  &  Cuming,  Inc.,  869  Washington  St.,  Canton, 
Mass. 

Federal  Telephone  A  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

General  Communication  Co.,  681  Beacon  St.,  Boston  15, 
Mass. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 
4,  Ala. 

J-V-M  MICROWAVE  CO.,  4633  S  Lawndale  Ave.,  Lyons, 
III  ADV  PG  174 

LAVOIE  LABORATORIES,  INC.,  Morganville,  N.  J. 
ADV.  PG.  413. 

Magnavox  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne  4, 
Ind 

Maryland  Electronic  Mfg.  Corp.,  College  Park,  Md. 

Parsons  Co.,  Ralph  M.,  Electronics  Div.,  151  S.  DeLacey 
Ave.,  Pasadena,  Calif. 

Radio  City  Products  Co.,  Inc.,  Centre  A  Glendale  Sts., 
Easton,  Pa. 

Pesdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

Sperry  Gyroscope  Co.,  Div.  of  Sperry  Rand  Corp.,  Air 
Armament  Div.,  Great  Neck,  N.  V. 

Standard  Telephones  A  Cables  Ltd.,  Connaught  House, 
63  Aldwych,  London  W.  C.  2,  England 

Stewart-Warner  Electronics  Div.  of  Stewart-Warner  Corp., 
1300  N.  Kostner  Ave.,  Chicago  51,  III. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 

West  Coast  Electronics  Co.,  9261  W.  3rd  St.,  Beverly 
Hills,  Calif. 


BEACONS— Radio  Navigation 

Admiral  Corp  ,  3800  Cortland  St.,  Chicago  47,  III. 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG.  204-207. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N., 
St.  Petersburg,  Fla. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N.  Y. 

Fairchild  Camera  A  Instrument  Corp.,  Defense  Products 
Div.,  Robbins  Lane,  Syosset,  N.  Y. 

Federal  Telephone  A  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

Maryland  Electronic  Mfg.  Corp.,  College  Park,  Md. 

Olympic  Radio  A  Television  Co.,  34-01  38th  Ave.,  Long 
Island  City,  N.  Y. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cambridge, 
England. 

Sperry  Gyroscope  Co.,  Div.  of  Sperry  Rand  Corp.,  Air 
Armament  Div.,  Great  Neck,  N.  Y. 

Standard  Telephones  A  Cables,  Ud.,  Connaught  House, 
63  Aldwych,  London,  W.  C.  2,  England. 

Stewart-Warner  Electronics  Div.  of  Stewart-Warner  Corp., 
1300  N.  Kostner  Ave.,  Chicago  51,  ni. 

Telephonies  Corp.,  Park  Ave.,  Huntin^on,  N.  Y. 

Wilcox  Electric  Co.,  1407  Chestnut  St.,  Kansas  City,  Mo. 


( 
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BEAIINOS 

1.  Uwul 

7.  Minkrtvr*  Ball 
).  Miniolara  Noodla 

Bardcfl  Corp.,  E.  Franklin  St.,  Danbury,  Conn.  2. 

BIRO  CO.,  RICHARD  H.,  1  Vuc«  St.,  Waltham,  Mast. 

1.  AOV.  PG.  12. 

Duotona  Co.,  Inc.,  Keyport,  N.  J.  1. 

Fafnir  Bearing  Co.,  The,  Nfw  Britain,  Conn.  2. 

General  Electric  Co.,  Apparatus  Sales  Di«.,  1  RIvtr  Rd., 
Schenectady  i,  N.  Y.  1. 

Goldsmith  Bros.  Smelting  A  ReAnIng  Co.,  Ill  N.  Wabash 
Ave.,  Chicago  2,  III.  2-3. 

Kaydon  Engineering  Corp.,  Muskegon,  Mich.  3. 

KELLER,  JR.,  JEWELS,  HUGO,  SO  E.  42nd  St.,  New 
York  17,  N.  Y.  1.  ADV  PG  587. 

Landis  &  Gyr,  Inc.,  45  W.  45th  St.,  New  York  3b, 
N.  Y.  2. 

Marlin-Rockwell  Corp.,  Jamestown,  N  Y.  2. 
MINIATURE  PRECISION  BEARINGS,  INC.,  PrKltlon 
Park,  Keene,  N  H  2.  ADV.  PG  1B7. 

Moser  Jewel  Co.,  Perth  Amboy,  N.  J.  1. 

New  Departure  DIv.,  General  Motors  Corp.,  Bristol, 
Conn.  2. 

New  Hampshire  Ball  Bearings,  Inc.,  Peterborough,  New 
Hampshire.  2. 

Norrich  Plutics  Corp.,  107-104  W.  IBth  St.,  New 
York  11,  N  Y.  1-2. 

P  I  C  Design  Corp.,  477  Atlantic  Ave.,  East  Rockaway, 
N  Y  2. 

Permo,  Inc.,  6415  Raventwood  Ave.,  Chicago,  26,  III.  3. 
Raway  Bearing  Co.,  4-8  Forsyth  St.,  New  York  2,  N.  Y. 

2. 

Swiss  Jewel  Co.,  Lafayette  Bldg.,  Philadelphia  6,  Pa.  1. 
Torrlngton  Co.,  59  Field  St.,  Torrington,  Coim.  3. 


BEARINGS— Boll  pr  Bailor,  RcNlor  Anfonno 

Halaa  Corp.,  P  0.  Boa  425,  Lot  Gatos,  Calif. 

Industrial  Tectonics,  Inc.,  2100  Jackson  Rd.,  Ann  Arbor, 
Mich. 

Kaydon  Engineering  Corp.,  The,  Muskegon,  Mich. 
Marlin-Rockwell  Corp ,  Jamestown,  N.  Y. 

New  Departure  DIv.,  General  Motors  Corp.,  Bristol,  Conn. 
P  I  C  Design  Corp.,  477  Atlantic  Ave.,  East  Rockaway, 
N  Y. 

Raway  Bearing  Co.,  4-8  Forsyth  St  ,  New  York  2,  N  Y, 
Timken  Roller  Bearing  Co.,  Canton  6,  Ohio. 

Torrington  Co.,  59  Field  St.,  Torrlngton,  Conn. 


BELLOWS 

Brreie  Corps.,  Inc.,  700  Liberty  Ave.,  Union,  N.  J. 

Bristol  Co.,  The,  P.  0.  Bov  1790  EBG,  Waterbury  20, 
Conn. 

Clifford  Mfg  Co.,  Grove  St.,  Waltham,  Mass 

Cook  Electric  Co.,  2700  Southport  Ave.,  Chicago  14,  III. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 

N  Y. 

Enflo  Corp.,  Fellowship  Rd.  t  Route  73,  Maple  Shade, 

N  J. 

Flevonics  Corp.,  1315  S  Third  Ave.,  Maywood,  III. 

Flevrock  Co.,  3608  Filbert  St.,  Philadelphia  1,  Pa. 

Fulton  Sylphon  Dhr.,  Robertshaw-Fulton  Controls  Co., 
Knoxville  1,  Tenn. 

Goodrich  Aviation  Products,  B.  F.,  Dhr.  of  B.  F.  Goodrich 
Co.,  Akron,  Ohio. 

Reslstoflex  Corp.,  Roseland,  N  J. 

Walter  Lee  Chemical  Co.,  1381  Stabury  Ave.,  Bronx  61, 
N  Y. 

BELTS-Oiof  Oriva 

BEAD  CHAIN  MANUFACTURING  CO ,  THE,  110  Mountain 
Crove  St.,  Bridgeport  5,  Coon.  ADV.  PG.  517. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rwkford, 
III. 

White  Dental  Mfg.  Co.,  S.  S.  Industrial  DIv.,  10  E. 
40th  St.,  New  York  16,  N.  Y. 

BENCH  TEH  SiT4JPS 

Acme  Tool  A  Specialties  Co.,  224  N.  Loomis  St.,  Chi¬ 
cago  7,  III 

ALBANO  CO.,  INC.,  HONEYCOMB  STRUCTURES  DIV., 
555  W  54th  St.,  New  York  19,  N.  Y  AOV.  PG.  168 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton  64, 
Mass  AOV.  PG.  472 

ConRay  Corp.,  29  W.  Apple  St.,  Dayton  2,  Ohio. 

Olt-Mco,  Inc.,  Electronics  DIv.,  911  Broadway,  Kansas 
City  5,  Mo. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  V.  AOV.  PG.  149-152. 

Gray  Mfg  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Hunter-Bristol  Corp.,  Bristol,  Pa. 

Lear,  Inc,  3171  S  Bundy  Drive,  Santa  Monica,  Calif. 

OPAD  ELECTRIC  CO.,  69-5  Murray  St.,  New  York  7, 
N  Y.  AOV.  PG  521 

Optimlied  Devices,  Inc.,  P.  0.  Box  38,  Gedney  Station, 
White  Plaint,  N.  Y. 

PARAPLEGICS  MFG.  CO.,  INC.,  10068  Franklin  Ave., 
Franklin  Park,  III.  ADV.  PG.  22. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks, 
England. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit  20, 
Mich. 

Skydyne,  Inc.,  River  Rd.,  Port  Jervis,  N.  Y. 

Slaughter  Company,  Pigua  9,  Ohio. 

SPERRY  GYROSedPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  ADV.  PG.  165. 


PRODUCTS 


VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  AOV.  PG.  346. 

BENDS-ALIcrowovo 
Soo  MICROWAVE  ACCESSORIES 


BEZELS 

Anserican  Brats  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

Croname,  Inc.,  1747  Grace  St.,  Chicago  13,  III. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield  Ave., 
Clifton,  N.  J. 

EPM  Corp.,  620-622  Van  SIclen  Ave.,  Brooklyn,  N.  Y. 
Electronic  Tube  Corp.,  1200  E.  Mermaid  Ave.,  Philadel¬ 
phia  18,  Pa. 

General  Aviation  A  Electronics  Mfg  Co.,  Inc.,  179  Berger 
St.,  Wood-Ridge,  N.  J. 

General  Electric  Co.,  Apparatus  Sales  Dhr.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

HK  Metal  Craft  Mfg.  Corp.,  3775  Tenth  Ave.,  New  York 
34,  N  Y. 

Jan  Hardware  Mfg.  Co.,  Inc.,  75  N.  11th  St.,  Brooklyn 

II,  N  Y. 

Mlllen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden,  Mats. 
ROSS  METALS  CO.,  MILTON,  505  Davlsvllle  Rd.,  Davit- 
ville.  Pa.  ADV.  PG  .472. 

U  M  &  F  Manufacturing  Co.,  10929  Vanowtn  St.,  North 
Hollywood,  Calif. 

Unitco,  Inc.,  1061  Linden  Ave.,  Ridgefield,  N.  J. 

Wade  Electric  Products  Co.,  400  Jacob  St.,  Sturgis,  Mich. 
Waldom  Electronics,  Inc.,  4625  W.  53rd  St.,  Chicago  32, 

III. 


BI-METALS— Thor  moofafk 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N  Y. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing  54, 
N.  Y. 

Blonder-Tongue  Laboratories,  Inc.,  9-25  Ailing  St.,  New¬ 
ark  2,  N  J. 

Bram  Chemical  Co  .  820  65th  Ave.,  Philadelphia  26,  Pa. 

ENGELHARD  INDUSTRIES,  INC.,  (BAKER  CONTACT  & 
H.  A  WILSON  OIVS.),  113  Astor  St.,  Newark  5, 
N  J  AOV  PG.  329. 

HK  Metal  Craft  Mfg  Corp.,  3775  Tenth  Ave.,  New  York 
34,  N  Y. 

Metah  A  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mass. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 


BLOCKS-Foao  B/ocAo  «  NaMare 

Accurate  Electronics  Corp.,  Dept.  G,  169  Abbe  Rd.,  S., 
Elyria,  Ohio. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City.  N  J 

ALDEN  PRODUCTS  CO.,  112  N  Main  St.,  Brockton  64, 
Mass.  AOV  PG.  472. 

BUSSMANN  MFG.  DIV.,  McGRAW-EOISON  CO.,  Univer. 

sity  at  Jefferson  St.  Louis  7,  Mo.  AOV.  PG.  46. 
CINCH  MFG  CORP.,  1026  S.  Homan  Ave.,  Chicago  24, 

III.  AOV.  PG.  438,  439. 

Eby  Co.,  Hugh  H.,  4701  Germantown  Ave.,  Philadelphia 

44,  Pa 

Garde  Mfg.  Co.,  588  Eddy  St.,  Providence  3,  R.  I. 
JONES  DIV.,  HOWARD  B  CINCH  MFG.  CORK,  1026  S. 

Homan  Ave  ,  Chicago  24,  III.  ADV  PG.  438,  439. 
Keystone  Electronics  Corp.,  49  Bleecker  St.,  New  York 
12,  N  Y. 

Kolton  Electric  Mfg  Co.,  123  New  Jersey  Railroad  Ave., 
Newark  5.  N  J 

KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt.  Ver¬ 
non,  N  Y  AOV.  PG.  589 

LITTELFUSE,  INC.,  Des  Plaines,  III.  AOV.  PG.  117. 
Neosit  Products  DIv.  of  Rubber  Associates,  Inc.,  745 
Fifth  Ave.,  New  York  22,  N.  Y. 

Permonite  Mfg.  Co.,  444  N.  Lake  Shore  Drive,  Chicago 
11,  III. 

Pilgrim  Products,  Inc  ,  16  Spruce  St.,  West  Acton,  Mast. 
ROSS  METALS  CO.,  MILTON,  SOS  Davlsvllle  Rd.,  Davls¬ 
vllle,  Pa.  ACV.  PG.  472 


BLOWERS-SmafI 

Air  Control  Installation,  Ltd.,  Ruslip,  Middlesex,  Eng¬ 
land. 

AIR-MARINE  MOTORS,  INC.,  369  Bayview  Ave.,  Amtty- 
vllle.  N  Y.  AOV.  PG.  48 

AMCO  ENGINEERING  CO.,  7335  Alnstle  St.,  Chicago  31, 
III  ADV.  PG.  566. 

AMERICAN  BLOWER  DIV.  OF  AMERICAN  RADIATOR 
A  STANDARD  CORP.,  8111  TIreman  Ave.,  Dearborn, 
Mich.  AOV  PG.  244,  245. 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif. 

ASHLAND  ELECTRIC  PRODUCTS,  INC.,  32-02  Queens 
Blvd.,  Long  Island  City  1,  N.  Y  AOV  PG.  589. 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 

Bendix  Aviation  Corp.,  Montrose  DIv.,  South  Montrose, 
Pa. 

Borg-Warner  Corp.,  Pesco  Products  DIv.,  24700  N.  Miles 
Rd.,  Bedford,  Ohio. 

OUMONT-AIRPLANE  A  MARINE  INSTRUMENTS,  INC., 
P.  0  Box  92,  Clearfield.  Pa.  AOV.  PG.  450. 

DYNAMIC  AIR  ENGINEERING  INC.,  7412  Male  Ave., 
Los  Angeles  1,  Calif.  AOV.  PG.  469. 

Eastern  Air  Devices,  Inc.,  385  Central  Ave.,  Dover,  N.  H. 

EASTERN  INDUSTRIES,  INC.,  100  Skiff  St.,  Hamden, 
Conn.  ADV.  PG.  49. 


BOARDS 


Electric  Trading  Co.,  313  Canal  St.,  Dept.  EQ,  New 
York  13,  N.  Y. 

El  Ray  Motor  Co.,  Inc.,  11747  Vosa  St.,  North  Holly¬ 
wood,  Calif. 

Fasco  Industries,  Inc.,  Rochester  2,  N.  Y. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

Globe  Industries,  Inc.,  P.  0.  Box  101,  North  Dayton 
Station,  Dayton  4,  Ohio. 

Helm  Mueller  Engineering  Co.,  Inc.,  1906  N.  Cicero 
Ave.,  Chicago  39,  III. 

HEINZE  ELECTRIC  CO.,  685  Lawrence  St.,  Lowell,  Mass. 
ADV.  PG.  562. 

Hertner  Electric  Co.,  12690  Elmwood  Ave.,  Cleveland  11, 
Ohio. 

Ilg  Electric  Ventilating  Co.,  2850  N.  Pulaski  Rd., 
Chicago  4i  III. 

JOY  MFG.  c6..  Dept  39,  01  ver  Bldg.,  Pittsburgh  22, 
Pa  AOV  PG.  26. 

McLEAN  ENGINEERING  LABORATORIES,  P.  0.  Box 
228,  Princeton,  N.  J.  AOV.  PG.  493. 

Martindale  Electric  Co.,  Edgewater  Branch,  Box  617, 
Cleveland  7,  Ohio  . 

Master  Appliance  Mfg.  Co.,  Fourth  &  Ontario  Sts., 
Ontario,  Wis. 

OSTER  MFG.  CO.,  JOHN,  AVIONICS  DIV.,  1  N.  Main 
St.,  Racme,  WiS.  AOV.  PG.  154. 

Peerless  Electric  Co.,  Blower  Dhr.,  1401  W.  Market  St., 
Warren,  Ohio. 

Redmond  Co.,  Inc.,  Owosso,  Mich. 

RIPLEY  CO.,  INC.,  Middletown,  Conn.  AOV.  PG.  564. 

Rotating  Components,  Inc.,  269  Green  St.,  Brooklyn  22, 
N.  V. 

Rotron  Mfg.  Co.,  Inc.,  7-9  Schoonmaker  Lane,  Wood- 
sto-k,  N  Y 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N.  H.  AOV. 
PG.  253. 

Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif 

Servo-Tek  Produm  Co.,  Inc.,  1086  Goffle  Rd.,  Haw¬ 
thorne,  N  J 

Small  Motors.  Inc.,  2076  Elston  Ave.,  Chicago  14,  III. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  AOV.  PG.  511. 

Trade-Wind  Motorfans,  Inc.,  7755  Paramount  Blvd., 
Rivera,  Calif 

WESTERN  DEVICES,  INC.,  600  Florence  Ave.,  Ingle¬ 
wood.  Calif  AOV.  PG.  416 

Western  Gear  Corp.,  Electro  Products  Div.,  132  W. 
Colorado  St.,  Pasadena  1,  Calif. 


BOARDt— Capacifae  ae  Roaiafar 

Accurate  Electronics  Corp.,  Dept.  6,  169  Abbe  Rd.,  S., 
Elyria,  Ohio. 

Aerolite  Electronia  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J 

Aircraft  Radio  Corp  Boonton,  N.  J. 

ALDEN  PRODUCTS  CO.,  112  N  Main  St.,  Brockton  64, 
Mass  AOV  PG  472. 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 

N  Y. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 

N  Y.  AOV.  PG.  476 

Cadre  Industries  Corp  ,  Box  150,  Endicott,  N.  Y. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Cambridge  38,  Mass.  ADV  PG.  74 

CINCH  MFG.  CORP.,  1026  S.  Homan  Ave.,  Chicago  24, 
III  AOV  PG  438,  439 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb.  ADV. 
PG  194,  195. 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry,  N  Y. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N  Y. 

Eugene  Engineering  Co.,  Inc.,  1217  Hyde  Park  Ave., 
Hyde  Park  36.  Mass. 

GENERAL  COMPONENTS  INC.,  225-229  E.  144th  St., 
New  York  51,  N.  Y.  ADV.  PG.  574. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 
4,  Ala. 

Good  Electronic  Corp.,  P.  0.  Box  93,  Newton  58,  Mass. 

GraphIk-CIrcults  Div.  of  Cinch  Mfg.  Corp.,  200  S.  Turn- 
bull  Canyon  Rd.,  La  Puente.  Calif. 

Johns-Manville,  22  E.  40th  St.,  New  York  16,  N.  Y. 

Keystone  Electronics  Corp.,  49  Bleecker  St.,  New  York  12, 
N.  Y. 

KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt. 
Vernon,  N  Y.  AOV.  PG.  589. 

Lerco  Electronics,  Inc.,  501  S.  Varney  St.,  Burbank, 
Calif. 

Litton  Industries,  Components  Div.,  5873  Rodeo  Rd., 
Los  Angeles  16,  l^alif 

Measurement  Engineering,  Ltd.,  Arnprior,  Ontario,  Canada. 

Mlllen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden,  Mass. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New  York 
11,  N.  Y. 

Pilgrim  Products,  Inc.,  16  Sprsice  St.,  West  Acton,  Mass. 

Precision  Metal  Products  Co.  of  Malden,  41  Elm  St., 
Stoneham  80,  Mass. 

Sheffco  Mfg.  Corp.,  Grand  A  Ruby  Aves.,  Palisades  Park, 
N.  J. 

Strickland  Engineering  Co.,  Inc.,  177  Austin  St.,  New- 
tonville.  Mass. 

Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

TrI-Oex  Co.,  P.  0.  Box  1207,  Lindsay,  Calif. 

West  Virginia  Pulp  A  Paper  Co.,  230  Park  Ave.,  New 
York  17,  N.  Y. 
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BOARDS 


BOARDS— Cfchcd  Circuit,  Copper  Clad 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware.  ADV.  PG.  373-376. 

Formica  Co.,  Sub.  of  American  Cyanamid,  4587  Spring 
Grove  Ave.,  Cincinnati  32,  Ohio. 

Generai  Electric  Co.,  Laminated  Products  Dept.,  Coshoc- 
to.'i,  Ohio. 

NATIONAL  VULCANIZED  FIBRE  CO.,  Box  311,  Wil¬ 
mington,  Del.  ADV.  PG.  360. 

PACIFIC  MOULDED  PRODUCTS,  905  E.  59th  St.,  Los 
Angeles,  Calif.  ADV.  PG.  518. 

Synthane  Corp.,  Oaks,  Pa. 

Taylor  Fibre  Co.,  Norristown,  Pa. 

West  Virginia  Pulp  &  Paper  Co.,  230  Park  Ave.,  New 
York  17,  N.  Y. 


BOARDS-Pforeiot 

Accurate  Electronics  Corp.,  Dept.  G,  169  Abbe  Rd.,  S., 

Elyria  Ohio. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  ADV.  PG.  466. 

Belock  Instrument  Corp.,  111-01  14th  Ave.,  College  Point 
56,  N.  Y. 

Benson-Lehner  Corp.,  11930  W.  Olympic  Blvd.,  Los 
Angeles  64,  Calif. 

Chart-Pak,  Inc.,  Leeds,  Mass. 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N.  Y. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry,  N.  Y. 
Emeloid  Co.,  Inc.,  1239  Central  Ave.,  Hillside  5,  N.  J. 
Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davls- 
ville.  Pa.  ADV.  PG.  472. 

Servo  Corp.  of  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N.  Y. 

Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  15,  Pa. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  t 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y.  ADV. 
PG.  394C. 


BOARDS-Pfu« 

Accurate  Electronics  Corp.,  Dept.  G,  169  Abbe  Rd.,  S., 
Elyria,  Ohio. 

Alcon  Metal  Products,  Inc.,  1750  N.  Kimball  Ave., 
Chicago  47,  III. 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden  Sta., 
Flushing  64,  N.  Y. 

Cadre  Industries  Corp.,  Box  150,  Endicott,  N.  Y. 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb.  ADV. 
PG.  194,  195. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Enflo  Corp.,  Fellowship  Rd.  &  Route  73,  Maple  Shade, 
N.  J. 

Garde  Mfg.  Co.,  588  Eddy  St.,  Providence  3,  R.  I. 

Graphik-Circuits  Div.  of  Cinch  Mfg.  Corp.,  200  Sg  Turn- 
bull  Canyon  Rd.,  La  Puente,  Calif. 

Harvey  Hubbell,  Inc.,  State  Stt  &  Bostwick  Ave.,  Bridge¬ 
port  2,  Conn. 

Keystone  Electronics  Corp.,  49  Bleecker  St.,  New  York 
12,  N.  Y. 

KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt. 
Vernon,  N.  Y.  ADV.  PG.  589. 

Litton  Industries,  Components  Div.,  5873  Rodeo  Rd.,  Los 
Angeles  16,  Calif. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden,  Mast. 

Northern  Industrial  Chemical  Co.,  7-11  Elkins  St.,  South 
Boston  27,  Mass. 

Pfleger  Products,  3901  W.  54th  St.,  Los  Angeles  43, 
Calif. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davlt- 
ville.  Pa.  ADV.  PG.  472. 

Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J. 

Vector  Electronic  Co.,  1100  Flower  St.,  Glendale  1, 
Calif. 


BOARDS-Strip  Typa 

Accurate  Electronics  Corp.,  Dept.  G,  169  Abbe  Rd.,  S., 
Elyria,  Ohio. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

Alcon  Metal  Products,  Inc.,  1750  N.  Kimball  Ave., 
Chicago  47,  III. 

AMERICAN  Lava  corp.,  steatite  div.,  Cherokee 
Blvd.  &  Manufacturers  Rd.,  Chattanooga  5,  Tenn.  ADV. 
PG.  237. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N.  Y.  ADV.  PG.  476. 

Cadre  Industries  Corp.,  Box  150,  Endicott,  N.  Y. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Cambridge  38,  Mass.  ADV.  PG.  74. 

CINCH  MFG.  CORP.,  1026  S.  Homan  Ave.,  Chicago  24, 
III.  ADV.  PG.  438,  439. 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb.  ADV. 
PG.  194,  195. 

Detronic  Industries,  33840  Plymouth  Rd.,  Livonia,  Mich. 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry,  N.  Y. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Enflo  Corp.,  Fellowship  Rd.  &  Route  73,  Maple  Shade, 
N.  J. 

Garde  Mfg.  Co.,  588  Eddy  St.,  Providence  3,  R.  I. 

GENERAL  COMPONENTS  INC.,  225-229  E.  144th  St., 
New  York  51,  N.  Y.  ADV.  PG.  574. 

Graphik-Circuits  Div.  of  Cinch  Mfg.  Corp.,  200  S.  Turn- 
bull  Canyon  Rd.,  La  Puente,  Calif. 


KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt. 

Vernon,  N.  Y.  ADV.  PG.  589. 

Litton  Industries,  Components  Div.,  5873  Rodeo  Rd., 
Los  Angeles  16,  Calif. 

Measurement  Engineering,  Ltd.,  Arnprior,  Ontario,  Canada. 
Miller  Co.,  J.  W.,  5917  S.  Main  St.,  Los  Angeels  3, 
Calif. 

Northern  Industrial  Chemical  Co.,  7-11  Elkins  St.,  South 
Boston  27,  Mass. 

Permonite  Mfg.  Co.,  444  N.  Lake  Shore  Drive,  Chicago 
11,  III. 

Pfleger  Products,  3901  W.  54th  St.,  Los  Angeles  43, 
Calif. 

Precision  Metal  Products  Co.  of  Malden,  41  Elm  St., 
Stoneham  80,  Mass. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davis¬ 
ville,  Pa.  ADV.  PG.  472. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.O.  Box 
85,.  Gardena,  Calif. 

Silicone,  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Tri-Dex  Co.,  P.  0.,  P.O.  Box  1207,  Lindsay,  Calif. 

Vector  Electronic  Co.,  1100  Flower  St.,  Glendale  1, 
Calif. 

BOBBINS-Coil  Wiadiag 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton 
64,  Mass.  ADV.  PG.  472. 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd.  &  Manufacturers  Rd.,  Chattanooga  5,  Tenn.  ADV. 
PG.  237. 

American  Molded  Products  Co.,  2727  W.  Chicago  Ave., 
Chicago  22,  III. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn,  N.  Y. 
ADV.  PG.  476. 

Avo  Ltd.,  80  Shore  Rd.,  Port  Washington,  N.  Y. 

Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgefield,  N.  J. 
Buckeye  Bobbin  Co.,  12200  Sprechcr  Ave.,  Cleveland  11, 
Ohio. 

Carmer  Industries,  Inc.,  22  N.  26th  St.,  Kenilworth, 

N.  J. 

COLLECTRON  CORP.,  304  E.  45th  St.,  New  York  17, 
N.  Y.  ADV.  PG.  578. 

Eisler  Engineering  Co.,  Inc.,  751  S.  13th  St.,  Newark  3, 
N.  J. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

ENDICOTT  COIL  CO.,  INC.,  24  Charlotte  St.,  Bingham¬ 
ton,  N.  Y.  ADV.  PG.  424,  425. 

Enflo  Corp.,  Fellowship  Rd.  &  Route  73,  Maple  Shade, 
N.  J. 

EPM  Corp.,  620-622  Van  Siclen  Ave.,  Brooklyn,  N.  Y. 
Felsenthal  &  Sons,  Inc.,  G.,  3500  N.  Kedzie,  Chicago  18, 
III. 

Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 
FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U.  S. 

GASKET  CO.,  Camden  1,  N.  J.  ADV.  PG.  529. 
Fluorulon  Laboratories,  Box  305,  Caldwell,  N.  J. 

Garde  Mfg.  Co.,  588  Eddy  St.,  Providence  3,  R.  I. 

Cries  Reproducer  Corp.,  151  Beechwood  St.,  New  Rochelle, 
N.  Y. 

HYDRO  MOLDING  CO.  INC.,  Plattsburgh,  N.  Y.  ADV. 
PG.  193. 

Isolantite  Manufacturing  Corp.,  Stirling,  N.  J. 

JOHNSON  &  HOFFMAN  MFC  CORP.,  31  E.  Second  St., 
Mineola,  N.  Y.  ADV.  PG.  242. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

Molding  Corp.  of  America,  40  Church  St.,  Pawtucket, 
R.  I. 

National  Coll  Co.,  P.O.  Box  1237,  Sheridan,  Wyo. 
NATIONAL  VULCANIZED  FIBRE  CO.,  Box  311,  Wilming¬ 
ton,  Del.  ADV.  PG.  360. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New  York 
11,  N.  Y. 

Daktron  Electric  Co.,  TInley  Park,  III. 

Orange  Products  Inc.,  554  Mitchell  St.,  Orange,  N.  J. 
Poughkeepsie  Coll  Co.,  Inc.,  24  Charlotte  St.,  Bingham¬ 
ton,  N.  Y. 

PRECISION  PAPER  TUBE  CO.,  2041  W.  Charleston  St., 
Chicago  47,  III.  ADV.  PG.  188. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davis¬ 
ville,  Pa.  ADV.  PG.  472. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0. 
Box  85,  Gardena,  Calif. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx 
61,  N.  Y. 

STEEL  HEDDLE  MFG.  CO.,  2100  W.  Allegheny  Ave., 
Philadelphia  32,  Pa.  ADV.  PG.  541. 

Steward  Mfg.  Co.,  D.  M.,  3600  Jerrome  Ave.,  Chatta¬ 
nooga  1,  Tenn. 

TECHNICAL  CERAMIC  &  LAVA  CORP.,  85  Fifth  Ave., 
Paterson,  N.  J.  ADV.  PG.  588. 

Telex,  Inc.,  Telex  Park,  St.  Paul  1,  Minn. 

Tensor  Electric  Development  Co.,  Centroid  Div.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y. 

Thermador  Electric  Mfg.  Co.,  5215  S.  Boyle  Ave.,  Los 
Angeles  58,  Calif. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave.,  Bloomfield, 
N.  J.  ADV.  PG.  538. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 

U.  S.  Electronics  Corp.,  276  Warren  St.,  Lyndhurst, 
N.  J. 

Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx 
61,  N.  Y. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

BOBBINS— Troneformpr  Winding 
ACCURATE  PAPER  TUBE  CO.,  801  N.  Peoria  St., 
Chicago  22,  III.  ADV.  PG.  470. 


AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd.  &  Manufacturers  Rd.,  Chattanooga  5,  Tenn. 
ADV.  PG.  237. 

American  Molded  Products  Co.,  2727  W.  Chicago  Ave., 
Chicago  22,  III. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N.  Y.  ADV.  PG.  476. 

Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgefield,  N.  J. 
Buckeye  Bobbin  Co.,  12200  Sprecher  Ave.,  Cleveland  11, 
Ohio. 

COLLECTRON  CORP.,  304  E.  4Sth  St.,  New  York  17, 
N.  Y.  ADV  PG.  578 

ENDICOTT  COIL  CO.,  INC.,  24  Charlotte  St.,  Bing¬ 
hamton,  N.  Y.  ADV.  PG.  424,  425. 

Enflo  Corp.,  Fellowship  Rd.  A  Route  73,  Maple  Shade, 
N.  J. 

EPM  Corp.,  620-622  Van  Siclen  Ave  ,  Brooklyn,  N.  Y. 
Fluorulon  Laboratories,  Box  305,  Caldwell,  N.  J. 

Garde  Mfg  Co.,  588  Eddy  St.,  Providence  3,  R.  I. 
HYDRO  MOLDING  CO.  INC.,  Plattsburgh,  N.  Y.  ADV 
PG  193 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 

44,  Pa. 

Molding  Corp.  of  America,  40  Church  St.,  Pawtucket, 
R.  I. 

National  Coll  Co.,  P.  0.  Box  1237,  Sheridan,  Wyo. 
Norrich  Plastics  Corp.,  107-109  W.  IBth  St.,  New 
York  11,  N.  Y. 

Oaktron  Electric  Co.,  Tinley  Park,  III. 

Poughkeepsie  Coil  Co.,  Inc.,  24  Charlotte  St.,  Bingham¬ 
ton,  N  Y. 

PRECISION  PAPER  TUBE  CO.,  2041  W.  Charleston  St., 
Chicago  47,  III.  ADV  PG  188. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd., 
Davisville,  Pa.  ADV.  PG.  472. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx 
61,  N  Y. 

TECHNICAL  CERAMIC  &  LAVA  CORP.,  85  Fifth  Ave., 
Paterson,  N  J.  ADV.  PG.  588 
Telex,  Inc.,  Telex  Park,  St.  Paul  1,  Minn 
Tensor  Electric  Development  Co.,  Centroid  Div.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  V 
Thermador  Electric  Mfg.  Co.,  5215  S.  Boyle  Ave.,  Lot 
Angeles  58,  Calif. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 

U.  S.  Electronics  Corp.,  276  Warren  St.,  Lyndhurst,  N  J. 

BOLOMETER  MOUNTS 
Soo  MICROWAVE  ACCESSORIES 
Cryaeof  Mewnfs  A  Mixers 

BOLOMETERS 

See  TUBES— Belomefer 

BOLTS-SpMh 

Allmctal  Screw  Products  Co.,  Inc.,  821  Stewart  Ave  , 
Garden  City,  N.  Y. 

Amatom  Electronic  Hardware  Co.,  Inc.,  80  Drake  Ave  , 
New  Rochelle,  N.  Y. 

Atlas  Screw  A  Specialty  Co.,  Inc.,  450  Broome  St  , 
New  York  13,  N.  Y 

Autotcrew  Co.,  216-222  W.  18th  St.,  New  York,  N  Y 
Eugene  Engineering  Co.,  Inc.,  1217  Hyde  Park  Ave., 
Hyde  Park  26,  Mass. 

FEDERAL  SCREW  PRODUCTS,  INC.,  3917  N.  Kedrie 
Ave.,  Chicago  18,  III  ADV  PG.  508. 

Harper  Co.,  H.  M  ,  8200  Lehigh  Ave.,  Morton  Grove,  III 
Keystone  Bolt  A  Nut  Corp.,  127  Church  St.,  New  York 
7,  N.  Y. 

Lamton  A  Sessions  Co.,  The,  5000  TIedeman  Rd.,  Cleve¬ 
land  9,  Ohio. 

Mercury  Air  Parts  Co.,  3826  Willat  Ave.,  Box  115, 
Culver  City,  Calif. 

National  Screw  A  Mfg.  Co.,  Cleveland  4,  Ohio. 

Russell,  Burdsall  A  Ward  Bolt  A  Nut  Co.,  Port  Chester, 
N.  Y. 

Strickland  Engineering  Co.,  Inc.,  177  Austin  St., 
Newtonville,  Mass. 

Titchener  A  Co.,  E.  H.,  67  Clinton  St.,  Binghamton, 
N.  Y. 

United  Screw  A  Bolt  Corp.,  2513  W.  Cullerton  St., 
Chicago  8,  III. 

WENCO  MFC.  CO.,  1113  W.  Hubbard  St.,  Chicago  22, 
III.  ADV.  PG.  533 


BOLTS— Tafflo  or  Exponefon 
E-Exponaian  .  .  T-Tegglo 

Ackerman-Johnson  Co.,  625  W.  Jackson  Blvd.,  Chicago  6, 
III.  E-T. 

Alvo  Nut  A  Bolt  Co.,  Inc.,  1601  Grande  Vista  Ave., 
Los  Angeles  23,  Calif.  E-T. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22. 
N.  Y.  E. 

Arro  Expansion  Bolt  Co.,  1522  Boone  Ave.,  Marion,  Ohio 
E-T. 

Atlas  Screw  A  Specialty  Co.,  Inc.,  450  Broome  St.,  Nen 
York  13,  N.  Y.  E-T. 

Chase  Brass  A  Copper  Co.,  Inc.,  236  Grand  St.,  Water- 
bury  20,  Conn.  E. 

Chicago  Expansion  Bolt  Co.,  1338  W.  Concord  Place, 
Chicago  22,  III.  E-T. 

FEDERAL  SCREW  PRODUCTS,  INC.,  3917  N.  Kedtie 
Ave.,  Chicago  18,  III.  T.  ADV.  PG.  508. 

Holub  Industries,  Inc.,  414  OeKalb  Ave.,  Sycamore,  III. 
T. 
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Ktyiton*  Bolt  &  Nut  Corp.,  127  Church  St.,  New 
York  7,  N.  V.  E-T. 

Lamson  &  Sntiont  Co.,  Th«,  5000  Tltdtmon  Rd.,  Clovt- 
land  9,  Ohio.  T. 

Mtrcury  Air  Parts  Co.,  3826  Wlllat  Am.,  Boa  135, 
CulMr  City,  Calif.  E.-T. 

National  Lead  Co.,  Ill  Broadway,  New  York  6,  N.  V.  E. 
National  Screw  A  Mfg.  Co.,  The,  CIcMland  0,  Ohio.  E>T. 
Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New 
York  11,  N.  Y.  T. 

Republic  Steel  Corp.,  Republic  Bldg.,  CleMland  1,  Ohio. 
E. 

Sessions  &  Sons,  J.  H.,  280  RiMrside  Am.,  Bristol, 

Conn  T. 

STAR  EXPANSION  PRODUCTS  DIV.  OF  STAR  PRE¬ 
CISION  DEVICES,  INC.,  P.  0.  Box  108,  Mountain- 
ellle,  N.  Y.  E-T.  AOV.  PG.  506. 

Stirling  Bolt  Co.,  363-405  W.  Erie  St.,  Chicago  10,  III. 
E-T. 

United  Screw  A  Bolt  Corp.,  2513  W.  Cullerton  St., 
Chicago  8,  III.  E. 


BOOKS-Sm  TECHNICAL  BOOKS-PuWlaAere 


BOOMS— AU<r«#A«M 

Atlas  Sound  Corp.,  1443  39th  St.,  Brooklyn  18,  N  Y. 
Camera  Mart  Inc.,  1845  Broadway,  New  York  23,  N.  Y. 
Connecticut  Telephone  A  Electric  Corp.,  70  Britannia 
St.,  Meriden,  Conn. 

Electromation  Co.,  1646  18th  St.,  Santa  Monica,  Calif. 
Olescn  Co.,  Otto  K.,  1534  Cahuenga,  Hollywood  28, 
Calif 

RADIO  CORP  OF  AMERICA,  ENGINEERING  PROOUaS 
OIV.,  Camden,  N  J.  ADV  PG.  440,  441,  Third  A 
Fourth  CoMTS  A  Preceding  Insert. 

Telex,  Inc.,  Telex  Park,  St.  Paul  1,  Minn. 


BOOSnRS-TeleeWMi 

Blonder-Tongue  Laboratories,  Inc.,  9-25  Ailing  St., 
Newark  2,  N.  J. 

Community  Engineering  Corp.,  Box  824,  State  College, 
Pa. 

Entron,  Inc.,  4902  Lawrence  St.,  Bladensburg,  Md 

I.O.E.A.,  Inc.,  7900  Pendleton  Pike,  Indianapolis  26, 
Ind. 

Industrial  Televltion,  Inc.,  369  Lexington  Am.,  Clifton, 
N  J 

JERROLO  ELECTRONICS  CORP.,  1 5th  A  Lehigh  SU., 
Philadelphia  32,  Pa  ADV.  PG.  342. 

Radlart  Coirp.,  The,  3455  Vega  Am.,  CleMland  13,  Ohio. 

Spencer-Kenn^  Labs.,  Inc.,  1318  Soldiers  Field  Rd., 
Boston  35,  Mast. 


BOXES  Maeaf,  Plaatk  ar  WafarproW 

Acme  Tool  A  Specialties  Co.,  224  N.  Loomis  St.,  Chi¬ 
cago  7,  III. 

Algo,  Inc.,  251  West  St.,  South  Hackensack,  N  J 

Althor  Products,  2301  Bmson  Am.,  Brooklyn  14,  N.  V. 

American  Aluminum  Co.,  230  ShelBeld  St.,  Mountainside, 

N  J. 

Artisan  Metal  Works  Co.,  11410  Madison  Am.,  CIsm- 
land  2,  Ohio. 

Art-Lloyd  Metal  Products  Corp.,  2973  Croptey  Am  , 
Brooklyn  14,  N  Y. 

Auburn  Button  Works,  Inc.,  Auburn,  N.  Y. 

BALTIC  METAL  PRODUCTS  CO.,  120  Sutton  St.,  Brook¬ 
lyn  22,  N  Y  AOV  PG.  576 

BELMET  PRODUaS,  INC.,  503  Morgan  Am.,  Brooklyn 
22,  N  Y  AOV.  PG  235 

Bennett  Mfg  Co,  Alden,  N  Y. 

BRADLEY  INDUCTRIES,  1650-58  N.  Damen  Am.,  Chi¬ 
cago  47,  III.  AOV  PG  470 

Bud  Radio,  Inc.,  2118  E.  S5th  St.,  CleMland  3,  Ohio. 

Calresin  Corp.,  4543  Bratll  St.,  Los  Angeles  39,  Calif. 

Chsirchill  Lighting  Corp.,  344  Franklin  St.,  Melrose  76, 

Columbia  Metal  Box  Co.,  260  E.  143rd  St.,  New  York, 
N  Y. 

Conrad  A  Moser,  2  Borden  Am.,  Long  Island  City  1, 
N  Y. 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware  ADV  PG  373-376. 

Controlled  Atmosphere  Enclosures  Corp.,  230-11  141tt 
Am  ,  Springfield  Gardens  13,  N.  Y. 

CRAIG  SYSTEMS,  INC.,  360  Merrimack  St.,  Lawrence, 
Mass  AOV.  PG  499. 

Cutler  Metal  Products  Co.,  1025  Line  St.,  Camden,  N.  J. 

Dahlstrom  Metallic  Door  Co.,  Jamestomm,  N.  Y. 

Davies  Molding  Co.,  Harry,  1428  N.  Wells  St.,  Chicago 
10,  III. 

Oetronic  Industries,  33840  Plymouth  Rd.,  Livonia,  Mich 

Dolin  Metal  Products,  Inc.,  315  Lexington  Am.,  Brook¬ 
lyn  16,  N  Y. 

Elm  Labwatories,  18  S.  Broadway,  Dobbs  Ferry,  N  Y. 

Eliee  Metal  Products  Co.,  Inc.,  779  39th  St.,  Brook¬ 
lyn  32,  N  Y, 

Enlio  Corp.,  Fellowship  Rd.  A  Route  73,  Maple  Shade, 
N.  J. 

Eugene  Engineering  Co.,  Inc.,  1217  Hyde  Park  Am., 
Hyde  Park  36,  Mast. 

Falstrom  Co.,  44  Falstrom  Court,  Passaic,  N  J. 

General  Aviation  A  Electronics  Mfg.  Co.,  Inc.,  179  Berger 
St.,  Wood-Ridge,  N  J 

GENERAL  CEMENT  MFG.  CO.,  DIV.  OF  TEXTRON,  INC., 
ELECTRONIC  DIV.,  400  S.  Wyman  St.,  Rockford,  III. 
AOV.  PG.  80. 

Gonset  Div.,  Young  Spring  A  Wire  Corp.,  801  S.  Main 
St.,  Burbank,  Calif. 


PRODUCTS 


Henry  A  Miller  Industries,  Inc.,  675  Garfield  Am.,  Jer¬ 
sey  City  5,  N.  J. 

Hull- Standard  Corp.,  Hatboro,  Pa. 

Javex,  P.  0.  Box  646,  Redlands,  Calif. 

Jodee  Plastics  Co.,  3089  Fulton  St.,  Brooklyn  B,  N.  Y. 

Koch  A  Sons,  H.,  Corte  Madera,  Calif. 

Lennard  Co.,  Inc.,  P.  M.,  1061  E.  8  St.,  Jacksonville  6, 
Fla. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Dhr.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Mid-West  Metal  Products  Inc.,  Fairfax  Industrial  District, 
Kansas  City  15,  Kan. 

Minute  Man  Products,  Inc.,  430  E.  t02nd  St.,  New 
York,  N  Y. 

Mobil  Electronics  Mfg.  Co.,  1111  State  Rd.,  67  E. 
Anderson,  Ind. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 

44,  Pa. 

Muckle  Mfg.  Co.,  Owatonna  55,  Minn. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New  York 
11,  N  Y. 

Peterson  A  Neville,  Inc.,  365  Dorchester  Am.,  Boston 
27,  Mass 

Porcelain  Products.  IK.,  Findlay,  Ohio. 

REF  Mfg.  Corp.,  Jericho  Turnpike,  Mineola,  N.  V, 

Riester  A  Thesmacher  Co.,  1510  W.  25th  St.,  CleM¬ 
land  13,  Ohio. 

Romar  Plastics,  Inc.,  1309  E.  Main  St.,  St.  Charles,  III. 

ROSS  METALS  CO.,  MILTON,  505  Oavlsvllle  Rd ,  Oavis- 
ville.  Pa.  ADV.  PG.  472. 

Scientific  Associates,  Inc.,  2162  Piedmont  Rd.,  N.  E., 
Atlanta  9,  Ga. 

Scientific- Atlanta,  Inc.,  2162  Piedmont  Rd.,  N.  E., 
Atlanta  9,  Ga 

Sessions  A  Sons,  J.  H.,  280  Riverside  Am.,  Bristol, 
Conn. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0. 
Box  85,  Gardena,  Calif. 

Skydyne,  Inc.,  River  Rd.,  Port  Jervis,  N.  V. 

Stackbin  Corp  ,  1255  Main  St.,  Pawtucket,  R.  I. 

STEEL  HEOOLE  MFG.  CO.,  2100  W  Allegheny  Am  , 
Philadelphia  32,  Pa.  AOV.  PG.  541. 

Stevens-Walden,  Inc.,  475  Shrewsbury  St.,  Worcester  4, 

Stone  City  Machine  A  Tool  Co  ,  Inc.,  1206  Seventh  St., 
P  0.  Box  351,  Bedford,  Ind. 

Swedlow  Plastics  Co.,  6986  Bandini  Blvd.,  Los  Angeles 
22,  Calif. 

TA  Mfg  Corp.,  4613  Alger  St.,  Lot  Angeles  39,  Calif. 

Trimm  Mfg  Co,  W.  H.,  1811  Johnston  St.,  Lot 
Angeles  31,  Calif. 

United  Aircraft  Products,  Inc.,  1116  Bolander  Am., 
Dayton  1,  Ohio. 

Waldom  Electronics,  Inc.,  4625  W.  93rd  St.,  Chi¬ 
cago  32,  III. 

Watson  Mfg  Co.,  Inc.,  4700  Taylor  St.,  Jamestown,  N.  Y. 

White  Aircraft  Corp.,  Palmer,  Mats. 

Wyco  Meui  Products,  6918  Beck  Am.,  North  Hollywood, 
Calif. 

Zero  Mfg  Co.,  1121  Chestnut  St.,  Burbank  71,  Calif 


BRACKETS— f-m  A  TelovWon  Aneonna 

ABALON  PRECISION  MFG.  CORP.,  540  Casanova  St., 
Bronx  59,  N  Y.  ADV.  PG.  546 

Acme  Tool  A  SpKialtles  Co.,  224  N.  Loomis  St., 
Chicago  7,  III. 

Amatom  Electronic  Hardware  Co.,  Inc.,  80  Drake  Am., 
New  Rochelle,  N.  V. 

Eliee  Metal  Products  Co.,  Inc.,  779  39th  St.,  Brooklyn 
32,  N  V. 

Gonset  Div.,  Young  Spring  A  Wire  Corp.,  801  S. 
Main  St.,  Burbank,  Calif. 

Kenwood  Engineering  Co.,  Inc.,  265  Colfax  Am.,  Kenil¬ 
worth,  N.  J. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Dhr.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Minute  Man  Products,  Inc.,  430  E.  102nd  St.,  New 
York,  N  Y 

Radio  Merchandise  Sales,  Inc.,  2016  Bronxdale  Am., 
New  York  62,  N.  Y. 

South  River  Metal  Products  Co.,  377-379  Turnpike,  South 

Stone  dity  Machine  A  Tool  Co.,  Inc.,  1206  Seventh  St., 
P  0.  Box  351,  Bedford,  Ind. 

Transformer  Metal  Products  Corp.,  36  York  St.,  Brook¬ 
lyn  1,  N.  Y. 

Tricraft  Products  Corp.,  1124  W.  Newport  Am.,  Chi¬ 
cago  13,  III. 

Trimm  Mfg  Co.,  W.  H.,  1811  Johnston  St.,  Los 
Angeles  31,  Calif. 

Wind  Turbine  Co.,  E.  Market  St.  A  Penna.  R.  R.,  West 
Chester,  Pa. 


BREADBOARD  KITS-Eloctrortic 

Aerolite  Electronics  Corp.,  2207  Summit  Am.,  Union 
City,  N  J 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton  64, 
Mats.  ADV  PG.  472. 

American  Scientific  Development  Co.,  334  S.  Main  St., 
Atkinson,  Wit. 

Beck's,  Inc.,  298-300  E.  Fifth  St.,  St.  Paul  1,  Minn. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield 
Am.,  Clifton,  N.  J. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Oes  Moines, 
Iowa. 

Hanrey  Hubbell,  Inc.,  State  St.  A  Bostwick  Am., 
Bridgeport  2,  Conn. 

Mack  Electronics  Olv.  of  Mack  Trucks,  Inc.,  Advanced 
Research  Lab.,  40  Leon  St.,  Boston  15,  Mass. 

P  I  C  Design  Corp.,  477  Atlantic  Am.,  East  Rockaway, 
N.  Y. 


BRIDGES 


POMONA  ELECTRONICS  CO.,  INC.,  1126  W.  Fifth  Am., 
Pomona,  Calif.  AOV.  PG.  174. 

Precision  Metal  Products  Co.  of  Malden,  41  Elm  St., 
Stoneham  80,  Mass. 

Servo  Corp.  of  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N.  V. 

Servomechanisms,  Inc.,  Mechatrol  Div.,  1200  Prospect 
Am.,  Westbury,  N.  Y. 

SPECIFIC  PRODUCTS,  P.  0.  Box  425,  Woodland  Hills, 
Calif.  ADV.  PG.  523. 

STANLEY  AVIATION  CORP.,  2500  Dallas  St.,  Denver, 
Colo.  ADV.  PG.  460. 

Sterling  Precision  Corp.,  Instrument  Div.,  34-17  Law¬ 
rence  St.,  Flushing  54,  N.  Y. 

Technigues,  Inc.,  52  Jackson  Am.,  Hackensack,  N.  J. 

Translinc  Associates,  95  Summit  St.,  Newark  3,  N.  J. 

U  M  A  F  Manufacturing  Co.,  10929  Vanovwn  St.,  North 
Hollywood,  Calif. 

Vector  Electronic  Co.,  1100  Flower  St.,  Glerrdale  1, 
Calif. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  SUtion,  N.  Y. 
AOV.  PG.  394C. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  RKkford, 
III. 


BREAKERS-dreuft 

AIRPAX  PRODUCTS  CO.,  Middle  RiMr,  Baltimore  20, 
Md  ADV  PG  229-232. 

Allard  Instrument  Corp.,  146  E.  Second  St.,  Mineola, 
N.  Y. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

Federal  Pacihe  Electric  Co.,  50  Paris  St.,  Newark  5, 
N  J. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  RiMr  Rd., 
Schenectady  5,  N.  Y. 

General  Electric  Co.,  Circuit  ProtectiM  Devices  Dept., 
41  Woodford  Am.,  Plainville,  Conn. 

General  Electronics  Corp.,  17  Madison  Am.,  Montgomery 

4,  Ala. 

Helnemann  Electric  Co.,  150  Plum  St.,  Trenton  2,  N.  J. 

I-T-E  Circuit  Breaker  Co.,  Special  Products  Div.,  601 
E  Erie  Am  Philadelphia  34,  Pa. 

JENNINGS  RADIO  MFG.  CORP.,  970  McLaughlin  Am  , 
P.  0.  Box  1278,  San  Jose  8,  Calif.  AOV.  PG.  505. 

Kahn  A  Co.,  Inc  ,  541  Windsor  St.,  Hartford  1,  Conn. 

LITTELFUSC,  INC.,  Oes  Plaines,  III.  ADV  PG.  117. 

Magnadyne  Co.,  84  S.  Water  St.,  Port  Chester,  N  V. 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mass. 

Murray  Mfg.  Corp.,  1250  Atlantic  Am.,  Brooklyn  16, 
N.  V. 

OK  Electronics  Corp.,  7  Hunt  Place,  Nutley,  N.  J  . 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield, 
III. 

Scientific  Electronic  Labs.,  Inc.,  866  Bergen  St.,  New¬ 
ark  8.  N.  J 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6.  N.  Y.  AOV.  PG.  511. 

TUNG-SOL  ELECTRIC,  INC.,  95  Eighth  Am.,  Newark  4, 
N.  J.  ADV  PG.  16,  17. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 


BRIDOES— Capodewaco 

Alpha  Instrument  Co.,  43  Hempstead  St.,  New  London, 
Conn. 

Avo  Ltd.,  80  Shore  Rd.,  Port  Washington,  N.  Y. 

Barnes  OeMlopment  Co.,  213  W.  Baltimore  Pike,  Lans- 
down.  Pa. 

BOONTON  ELEaRONICS  CORP.,  738  SpeedvMlI  Am., 
Morris  Plains,  N.  J.  ADV.  PG.  368. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Bruel  A  Kjaer,  Naerum,  Denmark. 

Cambridge  Instrument  Co.,  Inc.,  3633  Grand  Central 
Terminal,  New  York  17,  N.  Y. 

Oinema-Television  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E.  26,  England. 

Clough-Brengle  Co  ,  6014  N.  Broadway,  Chicago,  III. 

CORNELL-DUBILIER  ELEaRtC  COR^.,  South  Plain- 
Aeld,  N  J.  ADV.  PG.  419. 

DYTRONICS,  P.  0.  Box  3676,  Columbus  14,  Ohio. 
ADV.  PG.  589. 

Electronic  Applications,  Inc,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

Electronic  Control  Systems  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Am.,  Los  Angeles  64,  Calif. 

Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City)  N.  Y. 

Elm  Laboratories  18  S.  Broadway,  Dobbs  Ferry,  N.  V. 

FREED  TRANSf6rMER  CO.,  INC.,  1736  WeirBeld  St., 
Brooklyn  27  N.  Y.  AOV.  PG.  24. 

GENERAL  RADIO  CO.,  275  Massachusetts  Am.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Gulton  Industries,  Inc.,  Metuchen  N.  J. 

HEATH  CO.,  A  SUB.  OF  OAVsTROM.  INC.,  Benton 
Harbor  14,  Mich.  AOV.  PG.  513. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

INDUSTRIAL  CONTROL  CO.,  805  Albin  Am.,  Linden¬ 
hurst,  N  Y  ADV.  PG.  490. 

Industrial  OeMlopment  Labs.,  Inc.,  17  Pollock  Ave., 
Jersey  City  5,  N.  J 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y.  ADV.  PG.  371. 

INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  OIV.,  INSTRUMENTS,  250 
Garibaldi  Am.,  Lodi,  N.  J.  ADV.  PG.  408 

Leeds  &  Northrop  Co.,  4970  Stenton  Am.,  Philadelphia 
44,  Pa. 
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BRIDGES 


1958-1959  LISTINGS  of 


Macleod  &  Hanopol,  Inc.,  10  Roland  St.,  Charlestown 
29,  Mass. 

Majnavox  Co.,  The,  2131  Beuter  Rd.,  Fort  Wayne,  Ind. 
MARCONI  INSTRUMENTS,  111  Cedar  Lane,  Englewood, 
N.  J.  ADV.  P6.  316. 

Metronix,  Inc.,  75  Wilson  Mills  Rd.,  Chesterland,  Ohio. 
Muirhead  &  Co.,  Ltd.,  Beckenham,  Kent,  England. 
Network  Mtg.  Corp.,  213  W.  Fifth  St.,  Bayonne,  N.  J. 
New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

Radiometer,  72  Emdrupvej,  Copenhagen  NV-1,  Denmark. 
Simmonds  Aerocessories,  Inc.,  Tarrytown,  N.  Y. 

Sullivan  Ltd.,  H,  W.,  80  Shore  Rd.,  Port  Washington, 
N.V. 


United  Mineral  &  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Wayne  Kerr-E.I.L.,  P.  0.  Box  801,  Philadelphia  5,  Pa. 


MIDGES— CoHiodo  InHrtaf  Impudann 

BRIGGS  ASSOCIATES,  INC.,  10  Dekalb  St.,  Norristown, 
Pa.  ADV.  PG.  578. 

CLEGG  LABORATORIES  DIV.  OF  CLEGG,  INC.,  Hanover 
&  Ridgedale  Aves.,  Morristown,  N.  J.  ADV.  PG.  505. 
Sullivan  Ltd.,  H.  W.,  80  Shore  Rd.,  Port  Washington, 
N.  Y. 


BRIDGES— Eloefricol 
BR I DG  ES— I  mpodonce 
BRIDGES— Indwctonco 
Sm  INSTRUMENTS-Elocfrrcof  MMMwIaf 


BRIDGES— Mogolim  B  RoeiMonco 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

Alpha  Instrument  Co.,  43  Hempstead  St.,  New  London, 
Conn. 

Avo  Ltd.,  Avocet  House,  92/96,  Vauxhall  Bridge  Rd., 
London  S.  W.  1,  England. 

Barnes  Development  Co.,  213  W.  Baltimore  Pike,  Lans- 
downe.  Pa. 

Beckman/ Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif. 

Bendix  Aviation  Corp.,  Cincinnati  Div.,  3130  Wasson  Rd., 
Cincinnati  8,  Ohio. 

Biddle  Co.,  James  G.,  1316  Arch  St.,  Philadelphia  7, 
Pa. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Bruei  Kjaer,  Naerum,  Denmark. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E.  26,  England. 

COMPUTER  INCTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N.  Y.  ADV.  PG.  573. 

CURTife-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  CarlsUdt,  N.  J.  ADV.  PG.  394A. 
DYTRONICS,  P.  0.  Box  3676,  Columbus  14,  Ohio.  ADV. 
PG.  589. 

ELECTRO-MEASUREMENTS,  INC.,  7524  S.  W  Macadam, 
Portland  1,  Ore.  ADV.  PG.  138,  139. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

Electronic  Control  Systems  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 
Electronic  Instrument  Co.,  Ix.,  3300  Northern  Blvd., 
Long  Island  City.  N.  Y. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5.  N.  Y. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Gray  Instrument  Co.,  200  E.  Church  Lane,  Philadelphia 
44,  Pa. 

ilickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Industrial  Development  Labs.,  Ix.,  17  Pollxk  Ave., 
Jersey  City  5,  N.  J. 

Industrial  Instruments,  Ix.,  89  Commerce  Rd.,  Cedar 
Grove,  N.  J. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y.  ADV.  PG.  371. 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  Instruments,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  ADV.  PG.  408. 

Julie  Research  Laboratories,  556  W.  168th  St.,  New 
York  32,  H.  Y. 

Kahn  &  Co.,  !x.,  541  Windsor  St.,  Hartford  1,  Conn. 
KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  356. 

Kuijian  Corp.,  The,  Electronics  Div.,  1200  N.  Broad  St., 
Pliiladelphia  21,  Pa. 

Lced:  &  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

MARCONI  INSTRUMENTS,  111  Cedar  Lax,  Englewood, 
N,  J.  ADV.  PG.  316. 

Minxapolis-Hoxywell  Regulator  Co.,  Industrial  Div., 
Seventh  &  Grange  Sts.,  Philadelphia  44,  Pa. 
Mixeapolis-Hoxywell  Regulator  Co.,  Rubicon  Instru¬ 
ments,  Ridge  Ave.  at  35th  St.,  Philadelphia  32,  Pa. 
New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

Pimex.  Ix.,  18  E.  60th  St.,  New  York  22,  N.  Y. 
PHVSICS  RESEARCH  LABS.,  INC.,  P.  0.  Box  555, 
Hempstead,  N.  Y.  ADV.  PG.  520. 

PRECISE  MMSUREMENTS  CO.,  R.  D.  #1,  Mlllbrooks 
Rd.,  Flemington,  N.  J.  ADV.  PG.  503. 

Radio  City  Products  Co.,  Ix.,  Centre  &  Glendale  Sts., 
Easton,  Pa. 

Rixo,  Ix.,  7962  S.  E.  Powell  Blvd.,  Portland  6,  Ore. 
Servonic  Instruments,  Ix.,  640  Termixl  Way,  Costa 
Mesa,  Calif. 


SHALLCROSS  MFG.  CO.,  Selma,  N.  C.  ADV.  PG.  324. 
Slaughter  Company,  Piqua  9,  Ohio. 

Sullivan  Ltd.,  H.  W.,  80  Shore  Rd.,  Port  Washington, 
N.  Y. 

Tech  Laboratories,  Ix.,  Bergen  &  Edsall  Blvds.,  Palisades 

Tclectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Te'-Labs.,  Ix.,  1050  Second  St.,  MaxXster,  N.  H. 
Wayx  Kerr-E.  I.  L.,  P.  0.  Box  801,  Philadelphia  5,  Pa. 


BRIDGES— Tomporofwro 

Ainoux  Corp.,  11924  W.  Washington  Blvd.,  Los  Angeles 
66,  Calif. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Oelmhorst  Instrument  Co.,  601  Cedar  St.,  Boonton,  N.  J. 

Electronic  ’’rocesses  Corp.,  2190  Folsom  St.,  San 
Fraxisco  10,  Calif. 

Epoley  Lab.,  Ix.,  The,  Newport,  R.  I. 

Fo'boro  Co.,  TX,  Foxboro,  Mass. 

Gray  Instrument  Co.,  200  E.  Church  Lax,  Philadelphia 
44,  Pa. 

Industrial  Development  Labs.,  lx.,  17  Pollxk  Ave., 
Jersey  City  5,  N.  J. 

Leeds  &  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

Liquidometer  Corp.,  TX,  Sklllman  Ave.  at  36th  St., 
Long  Island  City  1,  N.  Y. 

Minxapolis-Honeywell  Regulator  Co.,  Rubicon  Instru¬ 
ments,  Ridge  Ave.  at  35th  St.,  PhilaXIphIa  32,  Pa. 

Nevr  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

Ruge  Assxiates,  Ix.,  ArtXr  C.,  733  Coxord  Ave., 
Cambridge,  Mass. 

Sunimit  Electronics,  Ix.,  7  Industrial  Plxe,  Summit, 
N.  J. 

Txn  LaXratxies,  Ix.,  Bergen  A  Edsall  Blvds.,  Palisades 
Park,  N.  J. 

Vapor  Heating  Cxp.,  6420  W.  Howard  St.,  Chicago  31, 
III. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  ADV.  PG.  346. 


BR I DGES— ThermisMr 

Aovaxed  Electronics,  Ix.,  94  Silas  Deane  Highway, 
Rxky  Hill,  Conn. 

Brux-New  Yxk  Industries  Corp.,  460  W.  34th  St., 
New  York  34,  N.  Y. 

Electro  Impulse  Labs.,  208  River  St.,  Red  Bank,  N.  J. 

Electronic  Prxesses  Corp.,  2190  Folsom  St.,  San  Fran¬ 
cisco  10,  Calif. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
WoodsIX  77,  N.  Y.  ADV.  PG.  149-152. 

Cineral  Communication  Co.,  681  Boston  St.,  Boston  15, 
Mass. 

Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn, 
N.  J. 

Industrial  Development  Labs.,  Ix.,  17  Pollock  Ave., 
Jersey  City  5,  N.  J. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave., 
Lyons,  III.  ADV.  PG.  174 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxxrd 
St.,  Van  Nuys,  Calif.  ADV.  PG.  328. 

Liquidometer  Corp.,  TX,  Skillman  Ave.  at  36th  St., 
Long  Island  City  1,  N.  Y. 

Measurement  Enginxring,  Ltd.,  Arnprix,  Ontario, 
Canada. 

MEASUREMENTS  DIV.,  McGRAW-EDISON  CO.,  Bxn- 
ton.  N.  J.  ADV.  PG.  564,  565. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  ADV.  PG.  268. 

SPFRRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Nxk,  N  Y.  ADV.  PG.  165. 

Summit  EIxtronics,  Ix.,  7  Industrial  Place,  Summit, 
N  J. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 

Thompson  Products,  Ix.,  EIxtronics  Div.,  2196  Clark- 
wxd  Ave.,  Cleveland  3,  Ohio. 

Vapor  Heating  Corp.,  6420  W.  Howard  St.,  Chicago  31, 
III. 

VICTORY  ENGINEERING  CORP.,  101  SpringXId  Rd., 
Urion.  N.  J.  ADV.  PG.  346 

WEINSCHEL  ENGINEERING  CO.,  INC.,  10503  Metro¬ 
politan  Ave.,  Kensington,  Md.  ADV.  PG.  61-64. 

Yellow  Springs  Instrument  Co.,  P.  0.  Box  106,  Yellow 
Springs,  Ohio. 


BRIDGES-vM 

Sm  INSTRUMENTS-Eloefricol  Mooauring 
BRIDGES— Whoofafoiw 

AlpX  Instrument  Co.,  43  Hempstead  St.,  New  London, 
Conn. 

Avo  Ltd.,  Avxet  House,  92-96,  VauxXII  Bridge  Rd., 
London  S.W.l,  England 

Barnes  Development  Co.,  213  W.  Baltimore  Pike,  Lam- 
dowx.  Pa. 

Brwl  &  Kjaer,  Naerum,  Denmark 
Bristol  Co.,  TX,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Coon. 

CamXidge  Ixtrument  Co.,  Ix.,  3633  Grand  Central 
Termixl,  New  York  17,  N.  Y. 

Consolidated  Avionics  Corp.,  BOO  SXmes  Drive,  West- 
bury,  N.  Y. 


Crescent  Engineering  &  Research  Co.,  5440  N.  Pxk  Rd, 
El  Monte,  Calif 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  Caristadt,  N.  J.  ADV.  PG.  394A. 

DYTRONICS,  P.  0.  Box  3676,  Columbus  14,  Ohio 
ADV  PG.  589. 

ELECTRO-MEASUREMENTS,  INC.,  7524  S.  W.  Mac¬ 
adam,  Portland  1,  Ore.  ADV.  PG.  138,  139. 

Electronic  Prxesses  Corp.,  2190  Folsom  St.,  San 
Francisco  10,  Calif. 

Eppley  Lab.,  Ix.,  TX,  Newport,  R.  I. 

GENERAL  RADIO  CO.,  275  MassachusetU  Ave.,  Cam- 
Xidge  39,  Mass.  ADV.  PG.  178,  179 

Gertsch  Products,  Ix.,  3211  S.  La  Cienega  Blvd.,  Lx 
Angeles  16,  Calif. 

Gray  Instrument  Co.,  200  E.  Church  Lax,  PhllaXIphia 
44,  Pa. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
HarXr,  Mich.  ADV.  PG.  513. 

Industrial  Development  Labs.,  Ix.,  17  Pollxk  Ave., 
Jersey  City  5,  N.  J. 

Industrial  Ixtruments,  Ix.,  89  Commerce  Rti  Cedar 
Grove,  N.  J. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  Yxk  3,  N.  Y.  ADV.  PG.  371. 

Julie  Research  Labxatories,  556  W.  168th  St.,  New 
York  32,  N.  Y. 

KaX  &  Co.,  Ix.,  541  Windsor  St.,  Hartfxd  1,  Conn. 

Leeds  &  Northrup  Co.,  4970  Stentx  Ave.,  PhllaXIphia 
44,  Pa. 

Minxapolis-Hoxywell  Regulator  Co.,  Industrial  Div., 
Seventh  &  Grange  Sts.,  PhilaXIphia  44,  Pa. 

Minxapolis-Honeywell  Regulator  Co.,  Rubicon  Ixtru- 
ments.  Ridge  Ave.  at  ISth  St.,  PhilaXIphia  32,  Pa. 

MuirXad  &  Co.,  Ltd.,  BxkenXm,  Kent,  England. 

New  England  Scientific  Iratruments  Co.,  238  Main 
St.,  Cambridge  42,  Mass. 

Optimized  Devices,  Ix.,  P,  0.  Box  38,  Gedxy  Station, 
White  Plains,  N.  Y. 

PHYSICS  RESEARCH  UBS,  INC.,  P.  0.  Box  555, 
Hempstead,  N.  Y.  ADV.  PG  520 

Pimex  Ix.,  18  E  60th  St.,  New  Yxk  22,  N.  Y. 

Rlrco,  Inc.,  7962  S.E.  Powell  Blvd.,  Portland  6,  Ore. 

SHALLCROSS  MFG.  CO.,  Selma,  N.  C.  ADV  PG.  324 

STICHT  CO.,  INC.,  HERMAN  H.,  27  Park  Place,  New 
York  7,  N.  Y.  ADV.  PG.  585. 

Sullivan  Ltd.,  H.  W.,  80  SXre  Rd.,  Port  Washington, 
N.  Y. 

Txh  LaXratxies,  Ix.,  Bergen  &  Edsall  Blvds.,  PaliMdes 
Park,  N.  J. 

Tel-Lata.,  Ix.,  1050  Second  St.,  Maxhester,  N.  H. 

Thwing-AlXrt  Instrument  Co.,  5351  Pulaski  Ave.,  Phlla- 
Xlphia  44,  Pa. 


BROADCAST  INPUT  CONTROL  EQUIPMENT 

Altx  Laming  Corp.,  1515  S.  Manchester  Ave.,  AxXim, 
Calif. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Dunlap  EIxtronics,  Ix.,  764  Ninth  St.,  Dn  Moines, 
Iowa. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

Neill  Co.,  Ix.,  R  W.,  4320  W  Montrose,  Chicago  41, 
III. 

Painton  Div.  of  British  Electronic  Salx  Co.,  Ix.,  Oak¬ 
land  Garden  Sta.,  Flushing  64,  N.  Y. 

Philco  Corp.,  Government  &  Industrial  Div.,  4700  Wis- 
sahickon  Ave.,  Philadelphia  44,  Pa. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N  J.  ADV.  PG.  440,  441,  Third 
J,  Fourth  Covers  &  Preceding  Insert. 

Summit  Electronics,  Ix.,  7  Industrial  Place,  Summit, 
N.  J. 

Txc  Electronics,  Ix.,  48  Urban  Ave.,  Wxtbury,  N.  Y. 

Telxom,  Ix.,  1019  Admiral  Blvd.,  Kansas  City,  Mo. 

Tnla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13, 
III. 


BRUSHES-Corbon  B  Graphite 

Eagle  Electric  Mfg.  Co.,  Ix.,  23-10  Bridge  Plaza  S., 
Long  Island  City,  N.  Y. 

ELECTRO  MINIATURES  CORP.,  1060  Elm  Ave.,  Ridge¬ 
field,  N.  J.  ADV.  PG.  346. 

GRAPHITE  METALLIZING  CORP.,  1052  Nepperhan  Ave  , 
Yonkers,  N.  Y.  ADV.  PG.  14,  15. 

Helwig  Co  ,  2544  N.  30th  St.,  Milwaukx  10,  Wis. 

KEYSTONE  CARBON  CO.,  INC.,  Saint  Marys,  Pa.  ADV 
PG.  13. 

NatioxI  Carbon  Co.,  Division  of  Union  Carbide  Cxp., 
30  E.  42nd  St.,  New  York  17,  N.  Y. 

Ohio  Carbon  Co.,  12508  Berea  Rd.,  Cleveland  11,  Ohio. 

St.  Marys  Carbon  Company,  State  Rd.,  St.  Marys,  Pa. 

Stackpole  Carbon  Co.,  St.  Marys,  Pa. 

Suxrior  Carbon  Products  Co.,  9115  George  Ave.,  Cleve¬ 
land  5,  Ohio. 

U.  S.  Graphite  Co.,  Div.  of  The  WIckes  Cxp.,  Saginaw 
32,  Mich. 


BRUSHES-Metal-Grophita 

AIRFLYTE  ELECTRONICS  CO.,  535-9  Avenue  "A", 
Bayonne,  N.  J.  ADV.  PG.  582. 

Barwood  Mfg.  Co.,  Ix.,  L.  J.,  22  Williams  St.,  Everett 
49,  Mass. 

ELECTRO  MINIATURES  CORP.,  1060  Elm  Ave.,  Ridge¬ 
field,  N.  J.  ADV.  PG.  346. 

GIBSON  ELECTRIC  CO.,  Box  535,  Delmont,  Pa  ADV. 
PG.  186. 
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GRAPHITE  METAUUING  CORP.,  10S2  Neppcrhan  Av*., 
Vonkers,  N.  V.  ADV.  PG.  14,  IS. 

Hflwig  Co.,  2S44  N.  30th  St.,  Mllwuike*  10,  WIs. 
KEYSTONE  CARBON  CO.,  INC.,  St.  Marys,  Pa.  ADV. 
PG.  13. 

Ohio  Carbon  Co.,  12S08  Barea  Rd.,  Clfvdand  11,  Ohio. 

St.  Marys  Carbon  Company,  Stat*  Rd.,  St.  Marys,  Pa. 
Stackpolc  Carbon  Co.,  St.  Marys,  Pa. 

Suparlor  Carbon  Products  Co.,  911S  Gcorga  Avc.,  Clove- 
land  5,  Ohio. 

U.  S.  Graphite  Co.,  Oiv.  of  The  Wickes  Corp.,  Saginaw 
32,  Mich. 


BUILOINO  BLOCKS 
$••  CIRCUITS— Computer  Pocbaped 

BULBS-AIjnioture  lamp 

See  LIOHTS-Ojel,  Ponof  A  Hht 

BURNERS-Cot  Hrod 

American  Gas  Furnace  Co.,  130  Spring  St.,  Elizabeth, 
N.  J. 

Haydu  Electronic  Products,  Inc.,  1426  W.  Front  St., 
Plainlleld,  N.  J. 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 
Bergen,  N.  J.  ADV.  PG.  10,  11. 

Maryland  Lava  Co.,  Ceramic  Dept.,  Dept.  C,  Bel  Air,  Md. 

■US  BAR  SYSTEMS 

British  Insulated  Callender's  Cablet  Ltd.,  21  Bloomsbury 
St.,  London,  W.C.  1,  England. 

Cadre  Industries  Corp.,  Box  130,  Endicott,  N.  Y. 

Chase  Brats  &  Copper  Co.,  Inc.,  236  Grand  St.,  Wattr- 
bury  20,  Conn. 

General  Electric  Co.,  Industrial  Heating  Dept.,  Shelby- 
ville,  Ind. 

HART  MFG.  CO.,  242  Bartholomew  Ave.,  Hartford  1, 
Conn.  ADV.  PG.  330. 

Janco  Corp.,  3111  Winona  Ave.,  Burbank,  Calif. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Revere  Copper  &  Brats,  Inc.,  230  Park  Ave.,  New  York 
17,  N.  Y. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  ADV.  PG.  311. 

Westinghouse  Electric  Corp.,  P.  0.  Box  86S,  Pittsburgh 
30,  Pa. 


■USHINOS— Nermoetcoffy  Soefed 

Advanced  Vacuum  Products,  Inc.,  Oiv.  of  General  Cer¬ 
amics  Corp ,  430  Fairfield  Ave ,  Stamford,  Com. 

AMERICAN  UVA  CORP.,  STEATITE  DIV.,  Cherokee  Blvd. 
&  Manufacturers  Rd  ,  Chattanooga  3,  Tenn.  ADV.  PG. 
237. 

CERAM ASEAL,  INC.,  Box  23,  New  Lebanon  Center,  N  Y 
ADV.  PG.  437. 

Enflo  Corp.,  Fellowship  Rd.  A  Route  73,  Maple  Shade, 
N  J. 

FrerKhtown  Porcelain  Co.,  Frenchtown,  N.  J. 

Garde  Mfg.  Co.,  388  Eddy  St.,  Providence  3,  R.  I. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N  Y 

GENERAL  HERMETIC  SEALING  CORP.,  99  E.  Hawthorne 
Valley  Stream,  N.  Y.  ADV.  PG.  346. 

Heldor  Mfg.  Corp.,  238  Lewis  St.,  Paterson,  N.  J. 

HERMETIC  SEAL  CORP.,  29-37  S.  Sixth  St.,  Newark  7, 
N.  J  ADV.  PG  403. 

Lundey  Associatet,  Inc.,  694  Main  St.,  Waltham  34, 
Matt. 

Norrlch  Plastics  Corp.,  107-109  W.  18th  St.,  New  York 
11,  N.  Y. 

Sphere  Co.,  Inc.,  The,  23  Amity  St.,  Little  Falls,  N.  J. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

U.  S.  Stoneware  Co.,  The,  Akron  9,  Ohio. 

Vemaline  Products  Co.,  P.  0.  Box  222,  Hawthorne,  N.  J 


•USMINOS-Nonmorolfic 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 

City,  N.  J. 

AMERICAN  UVA  CORP.,  STEATITE  DIV.,  Cherokee  Blvd. 
A  Manufacturers  Rd.,  Chattanooga  3,  Tenn.  ADV. 
PG.  237. 

Atlantic  India  Rubber  Works,  Inc.,  Dept.  EL,  371  W 
Polk  St.,  Chicago  7,  III. 

Auburn  Mfg.  Co.,  The,  Pease  Ave.  A  Stack  St.,  Middle- 
ton,  Conn. 

Birnbach  Radio  Co.,  Inc.,  143  Hudson  St.,  New  York  13, 
N.  Y. 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden  Sta., 
Flushing  64,  N.  Y. 

Carmer  Industries,  Inc.,  22  N.  26th  St.,  Kenilworth, 
N.  J. 

Comco  Plastics,  Inc.,  97-24  Albert  Rd.,  Ozone  Park  17, 
N.  Y. 

Connecticut  Hard  Rubber  Co.,  407  East  St.,  New  Haven 
9,  Conn. 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware.  ADV  PG.  373-376. 

Cortland  Industries,  Inc.,  4543  Cortland  St.,  Chicago  39, 
III. 

Crystal-X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2,  Pa. 
Oeutsch  Co.,  The,  Electrical  ConnKtor  Div.,  7000  Avalon 
Blvd.,  Los  Angeles  3,  Calif. 


PRODUCTS 


Ouramic  Products  Inc.,  262  Mott  St.,  New  York  12, 

N.  Y. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 

N.  Y. 

Enflo  Corp.,  Fellowship  Rd.  A  Route  73,  Maple  Shade, 

N.  J. 

Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del 
Frenchtown  Porcelain  Co.,  Frenchtown,  N.  J. 

Garde  Mfg.  Co.,  588  Eddy  St.,  Providence  3,  R.  I. 
General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 

N.  Y. 

GRAPHITE  METALLIZING  CORP.,  1032  Nepperhan  Ave., 
Yonkers,  N.  Y.  ADV.  PG.  14,  15. 

Grles  Reproducer  Corp.,  151  Beechwood  St.,  New 
Rochelle,  N.  Y. 

HEYMAN  MFG.  CO.,  Kenilworth  2,  N.  J.  ADV.  PG.  493. 
Jodee  Plastics  Co.,  3089  Fulton  St.,  Brooklyn  8,  N.  Y. 
Keystone  Electronics  Corp.,  49  Bleecker  St.,  New  York 
12,  N  Y, 

Kirchberger  A  Co.,  Inc.,  M.,  248  Humphrey  St.,  Engle¬ 
wood,  N.  J. 

Lavelle  Rubber  Co.,  424  N.  Wood  St.,  Chicago  2,  III. 
Minnesota  Rubber  A  Gasket  Co.,  3630  Wooddale  Ave., 
Minneapolis  16,  Minn. 

Murray  Plastics  Co.,  River  Rd.,  New  Hamburg,  N.  Y. 
National  Carbon  Co.,  Div.  of  Union  Carbide  Corp.,  30  E. 

42nd  St.,  New  York  1,  N.  Y. 

NATIONAL  VULCANIZED  FIBRE  CO.,  Box  311,  Wilming¬ 
ton,  Del.  ADV.  PG.  360. 

Ohio  Carbon  Co.,  12308  Berea  Rd.,  Cleveland  11,  Ohio. 
POLYMER  CORPORATION,  THE,  Reading  Pa.  ADV.  PG 
196 

Quartzite  Prxetsing,  Inc.,  197  Chelsea  St.,  Everett, 
Mast. 

St.  Marys  Carbon  Company,  State  Rd.,  St.  Marys,  Pa. 
Sierra  Electric  Corp.,  13100  S.  Figueroa  St.,  P.  0.  Box 
83,  Gardena,  Calif. 

Silicone,  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx  61, 

N.  Y. 

Sinclair  Mfg.  Co.,  Chartley,  Mast. 

Spaulding  Fibre  Co.,  Ik.,  310  Wheeler  St.,  Tonawanda, 

N.  Y. 

Steward  Mfg.  Co.,  0.  M.,  3600  Jerromc  Ave.,  Chattanooga 

1.  Tenn. 

SUPERIOR  STEATITE  A  CERAMIC  CORP.,  83-91  W. 

Forest  Ave.,  Englewood,  N.  J.  ADV.  PG  336. 

SYNCOR  PRODUCTS  CO.,  30  Eastern  Ave.,  Malden, 
Mass  ADV.  PG  426. 

Synthane  Corp.,  Oaks,  Pa. 

U.  S.  Graphite  Co.,  Oiv.  of  The  Wickes  Corp.,  Saginaw 
32,  Mich. 

U.  S.  Stoneware  Co.,  The,  Akron  9,  Ohio. 

Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Wilmington  Fibre  Specialty  Co.,  New  Cattle  6,  Del. 

CABINETS 

See  else  HOUSINOS 

CABINETS-ZMeref 

A  A  Metal  Products,  Inc.,  134  Elliot  St.,  Box  716, 
Brattleboro,  Vt. 

AAP  Metal  Products  Mfg.  Corp.,  Ill  Bloomingdale  Rd., 
Hicksville,  N  Y 

ABALON  PRECISION  MFG.  CORP.,  540  Casanova  St., 
Bronx  39,  N.  Y.  ADV  PG  546. 

Acme  Telectronix  Oiv.  of  NEA  Service,  Ik.,  W.  Third  A 
Lakeside,  Cleveland  13,  Ohio. 

AINSLIE  CORP.,  312  OuiKy  Ave.,  QuiKy  69,  Mass 
ADV  PG,  519. 

Aircraft  Armaments,  Ik.,  Cockeysville,  Md. 

ALOEN  PRODUCTS  CO.,  112  N  Main  St.,  BrKkton  64, 
Mast.  ADV.  PG.  472. 

Alden  Systems,  Ik.,  Alden  Research  Center,  Westboro, 
Mass. 

Algo,  Ik.,  231  West  St.,  South  Hackensack,  N.  J. 

Alnor  Industries,  IK.,  3901  W.  150th  St.,  Cleveland 

II,  Ohio. 

Alpitec  Ik.,  49  Gleason  Ave.,  Stamford,  Conn. 
Aluminum  Co.  of  America,  Alcoa  Bldg.,  Pittsburgh  19, 
Pa. 

AMCO  ENGINEERING  CO.,  7335  Ainstie  St.,  Chicago 
31,  III.  ADV  PG.  366 

American  Aluminum  Co.,  230  Sheffield  St.,  -C,  Mountain- 
tide.  N.  J. 

AMERICAN  MACHINE  A  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  CROUP,  1101  N  Royal  St.,  Alexandria. 
Va.  ADV.  PG.  ISO. 

Artisan  Metal  Works  Co.,  11410  Madison  Ave.,  Cleve¬ 
land  2,  Ohio. 

Art-Lloyd  Metal  Products  Corp.,  2973  Cropsey  Ave., 
Brooklyn  14,  N.  Y 

BALTIC  METAL  PRODUCTS  CO.,  120  Sutton  St.. 

Brooklyn  22,  N  Y.  ADV.  PG.  576. 

Bennett  Mfg.  Co.,  Alden,  N.  Y. 

Bingham  Mfg.  Co.,  J.  F.,  69  Bay  State  Rd.,  Lawrence. 
Mass. 

Blue  M  Electric  Co.,  13Bth  A  Chatham  St.,  Blue  Island, 

III. 

Boyle  Metalcraft  Corp.,  ISO  Sullivan  St.,  Brooklyn  31, 
N.  Y. 

Brach  Div.  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Bud  Radio  Ik.,  2118  E.  SSth  St  ,  Cleveland  3,  Ohio. 
Budelman  Radio  Corp.,  376  Fairfield  Ave.,  Stamford, 
Conn. 

Churchill  Lighting  Corp.,  344  Franklin  St.,  Melrose  76, 
Mass. 

Columbia  Metal  Box  Co.,  260  E.  143rd  St.,  New  York, 
N.  Y. 


CONRAD,  INC.,  141  Jefferson  SL,  Holland,  Mich.  ADV. 

PG.  246.  ^  „ 

Conrad  A  Moser,  2  Borden  Ave.,  Long  Island  City  1, 

N.  Y. 

Corry-Jamestown  Mfg.  Co.,  Corry,  Pa. 

CRAIG  SYSTEMS,  INC.,  360  Merrimack  St.,  Uwrence, 
Mass.  ADV.  PG.  499. 

Croname,  IK.,  1747  Grace  St.,  Chicago  13,  111. 

Cutler  Metal  Products  Co.,  1025  Line  St.,  Camden, 

N.  J. 

Dahlstrom  Metallic  Door  Co.,  Jamestown.  N.  Y. 

Detronic  Industries,  33840  Plymouth  Rd.,  Livonia,  Mich. 
Dolin  Metal  ProducU,  Ik.,  313  Lexington  Ave., 
Brooklyn  16,  N.  Y. 

Donnelly  Mfg.  Co.,  Div.  of  The  Indian  Co.,  380  Winter 
St.,  Waltham  34,  Mats. 

OukaK  Corp.,  St.  Charles,  III. 

Edo  Corp.,  College  Point,  N.  Y. 

Electronic  Engineering  Co.  of  California,  1601  E.  Chest¬ 
nut  St.,  Santa  Ana,  Calif. 

Elgin  Metalformers  Coirp.,  630  Congdon  Ave.,  Elgin,  III. 
Elzee  Metal  Products  Co.,  Ik.,  779  39th  St.,  Brook¬ 
lyn  32,  N.  Y. 

Eugene  Engineering  Co.,  Ik.,  1217  Hyde  Park  Ave., 
Hyde  Park  36,  Mass. 

Falls  Metal  Works,  Ltd.,  414  Main  St.,  Little  Falls, 

N.  J. 

Falstrom  Co.,  44  Falstrom  Court,  Passaic,  N.  J. 

Farwell  Metal  Fabricating,  75  W.  Fairfield  Ave.,  St.  Paul 
7,  Minn. 

FORMICA  METAL  PRODUCTS  CO.,  Corporation  Way, 
Medford  S3,  Mass.  ADV.  PG  473. 

General  Aviation  A  Electronics  Mfg.  Co.,  Ik.,  179 
Berger  St.,  Wood-Ridge,  N.  J. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 
4,  Ala. 

General  Metal  Products  Co.,  1010-14  Centre  St.,  Easton, 
Pa 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford.  Conn. 

Hallamore  Electronics  Co.,  8352  Brookhurst  Ave.,  Ana¬ 
heim,  Calif. 

Hamilton  Mfg.  Co.,  Two  Rivers,  Wis. 

Heldor  Mfg.  Corp.,  238  Lewis  St.,  Paterson,  N.  J. 

Henry  and  Miller  Industries,  Ik.,  673  Garfield  Ave., 
Jersey  City  5,  N.  J. 

Hoffman  Engineering  Corp.,  AKka,  Minn. 

I.  E.  Manufacturing,  323  N  Hayne  Ave.,  Chicago  12, 
III 

Jan  Hardware  Mfg.  Co.,  Ik.,  73  N.  11th  St.,  Brook¬ 
lyn  11,  N.  V. 

Kahn  A  Co.,  Ik.,  341  Windsor  St.,  Hartford  1,  Conn. 
Kolton  Electric  Mfg.  Co.,  123  New  Jersey  Railroad  Ave., 
Newark  3,  N.  J. 

Lennart!  Co.,  Ik.,  P.M.,  1061  E.  8  St.,  Jacksonville  6, 
Fla. 

Longren  Aircraft  Co.,  Ik.,  24731  Crenshaw  Blvd., 
TorraKe,  Calif. 

LyKh  Mfg  Co.,  R.  H.,  7831  E.  Arroyo  Drive,  South 
San  Gabriel,  Calif. 

Magna  Electronics  Co.,  9810  Anza  Ave.,  Inglewood,  Calif. 
Martin  Co.,  Ik.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Measurement  EnginMring,  Ltd.,  Arnprior,  Ontario,  Canada. 
Metal-Craft,  Ik.,  Burgess  Place,  Mountain  View,  N.  J. 
Metal  Fabricators  Corp.,  63  Pond  St.,  Waltham  34, 
Mass. 

Mid-West  Metal  Products  Ik.,  Fairfax  Industrial  District, 
Kansas  City  13,  Kan. 

Minute  Man  Products,  Ik.,  430  E.  102nd  St.,  New 

York,  N.  Y. 

Mobil  Electronics  Mfg.  Co.,  1111  State  Rd.,  67  E., 
Anderson,  Ind. 

Muckle  Mfg.  Co.,  Owatonna  53,  Minn. 

Mullenbach  Oiv.  of  Electric  Machinery  Mfg.  Co.,  2100 
E.  27th  St.,  Los  Angeles  38,  Calif. 

Nevada  Air  Products  Co.,  P.  0.  Box  2472,  Rene,  Nev. 

Newcomb  Audio  Products  Co.,  6824  Lexington  Ave., 
Hollywood  38,  Calif. 

O'Brien  Electric  Corp.,  6314  Santa  Monica  Blvd.,  Holly¬ 
wood  38,  Calif 

P.  B  R.  MANUFACTURING  CO.,  H  A  Luzerne  Sts., 

Philadelphia  24,  Pa.  ADV.  PG.  368. 

Par-Metal  Products  Corp.,  32-62  49th  St.,  Long  Island 
City  3,  N.  V. 

Paul  A  Beekman,  Ik.,  1801  Courtland  St.,  Philadelphia 
40,  Pa 

PeKo  Metal  Products  Div.,  Alan  Wood  Steel  Co., 

Oaks,  Pa. 

Peterson  A  Neville,  Ik.,  365  Dorchester  Ave.,  Boston 
27,  Mass. 

Powers  Co.,  J.  J  .  1317  S  Fifth  Ave.,  Maywood,  III. 
PREMIER  METAL  PRODUCTS  CO.,  337  Manida  St., 
Bronx  39,  N  Y.  ADV.  PG  579 
Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

Rauland-Borg  Corp.,  3515  W.  Addison  St.,  Chicago  18, 

III. 

REF  Mfg.  Corp.,  Jericho  Turnpike,  Mineola,  N.  Y. 
Reiner  Electronics  Co,  Ik.,  Centre  A  Glendale  Sts., 
Easton,  Pa. 

Remler  Company,  2101  Bryant  St.,  San  FraKisco  10, 
Calif. 

Republic  Steel  Corp.,  Republic  Bldg.,  Cleveland  1,  Ohio. 
Riester  A  Thesmacher  Co.,  1510  W.  23th  St.,  Cleveland 
13,  Ohio. 

Royal  Metal  Manufacturing  Co.,  1  Park  Ave.,  New  York 
16,  N  Y. 

Skydyne,  Ik.,  River  Rd.,  Port  Jervis,  N.  V. 

Stamford  Metal  Specialty  Co.,  429  W.  Broadway,  New 
York  12,  N.  Y. 

Standard  Pressed  Steel  Co.,  Box  773  Jenkintown,  Pa. 
Stevens-Walden,  Ik.,  473  Shrewsbury  St.,  Worcester  4, 
Mats. 
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Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Taffet  Radio  &  Television  Co.,  2705  Brooklyn-Queens 
Expressway,  W.,  Woodside  77,  N.  Y. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  ADV.  PG.  511. 

Teletronics  Laboratory,  Inc.,  Kinkel  St.,  Westbury,  N.  Y. 

Transformer  Metal  Products  Corp.,  36  York  St.,  Brook¬ 
lyn  1,  N.  Y. 

Trimm  Mfg.  Co.,  W.  H.,  1811  Johnston  St.,  Los  Angeles 
31,  Calif. 

United  Aircraft  Products,  Inc.,  1116  Bolander  Ave., 
Dayton  1,  Ohio. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  1S6 
Granite  St.,  Manchester,  N.  H.  ADV.  PG.  276,  277. 

Walter  Co.,  Inc.,  S.,  1400  Atlantic  Ave.,  Brooklyn  16, 
N.  Y. 

Warren  Mfg.  Co.,  Inc.,  The,  Newton  Rd.  Littleton, 
Mass. 

Washington  Aluminum  Co.,  Inc.,  Penna.  RR  &  Knecht 
Ave.,  Baltimore  29,  Md. 

Watson  Mfg.  Co.,  Inc.,  4700  Taylor  St.,  Jamestown, 
N.  Y. 

WESTERN  DEVICES,  INC.,  600  Florence  Ave ,  Ingle¬ 
wood,  Calif.  ADV.  PG.  416. 

White  Aircraft  Corp.,  Palmer,  Mass. 

Widrtey-Dorlec  Div.  of  British  Industries  Corp.,  30  Shore 
Rd.,  Port  Washington,  N.  Y. 

Wyco  Metal  Products,  6918  Beck  Ave.,  North  Holly¬ 
wood,  Calif. 

Zero  Mfg.  Co.,  1121  Chestnut  St.,  Burbank  71,  Calif. 


Madison  Fielding  Corp.,  863  Madison  St.,  Brooklyn,  N.  Y. 

Magna  Electronics  Co.,  9810  Aiua  Ave.,  Inglewood,  Calif. 

Oxford  Components,  Inc.,  556  W.  Monroe  St.,  Chicago  6, 
III. 

Powers  Co.,  J.  J.,  1317  S.  Fifth  Ave.,  Ma^ood,  III. 

R-J  Audio  Products,  Inc.,  Div.  of  British  Industries 
Corp.,  80  Shore  Rd.,  Port  Washington,  N.  Y. 

River  Edge  Sales  Corp.,  Div.  of  British  Industries  Corp., 
80  Shore  Rd.,  Port  Washington,  N.  Y. 

Rumple,  Inc.,  15026  Oxnard  St.,  Van  Nuys,  Calif. 

Scientific  Wood  Cabinet  Co.,  88  Holmes  St.,  Belleville, 
N.  J. 

Steger  Furniture  Mfg.  Co.,  Steger,  III. 

Stephens  Tru-Sonic,  Inc.,  8538  Warner  Drive,  Culver  City, 
Calif. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Telequip  Radio  Co.,  2559  W.  21$t  St.,  Chicago  8,  III. 

UNIVERSITY  LOUDSPEAKERS,  INC.,  80  S.  Kensico  Ave., 
White  Plains,  N.  J.  ADV.  PG.  264. 

Wells-Gardner  &  Co.,  2701  N.  Kildare  Ave.,  Chicago  39, 
III. 

Wharfedale  Div.  of  British  Industries  Corp.,  80  Shore  Rd., 
Port  Washington,  N.  Y. 

Woodcraft  Corp.,  SOI  Salsburg  Ave.,  Bay  City,  Mich. 
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Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 


Altec  Lansing  Corp.,  1515  S.  Manchester  Ave.,  Anaheim, 
Calif. 

Calresin  Corp.,  4543  Brazil  St.,  Los  Angeles  39,  Calif. 

Chicago  Die  Mold  Div.  of  U.  S.  Rubber  Co.,  4300  New 
Haven  Ave.,  Fort  Wayne  4,  Ind. 

Controlled  Atmosphere  Enclosures  Corp.,  230-11  141st 
Ave.,  Springfield  Gardens  13,  N.  Y. 

CRAIG  SYSTEMS,  INC.,  360  Merrimack  St.,  Lawrence, 
Mass.  ADV.  PG.  499. 

CrysUI-X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2,  Pa. 

Davies  Molding  Co.,  Harry,  1428  N.  Wells  St.,  Chicago 
10,  III. 

Devco  Engineering  Inc.,  P.  0.  Box  387,  Caldwell,  N.  J. 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N.  Y. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  ADV.  PG.  140,  141. 

Felsenthal  &  Sons,  Inc.,  G.,  3500  N.  Kedzie,  Chicago  18, 
III. 

General  American  Transportation  Corp.,  Kanigen  Olv., 
135  S.  LaSalle  St.,  Chicago,  III. 

Hull-Standard  Corp.,  Hatboro,  Pa. 

Jodee  Plastics  Co.,  3089  Fulton  St.,  Brooklyn  8,  N.  Y. 

Kxh  &  Sons,  H.,  Corte  Madera,  Calif. 

Leonard  Co.,  Inc.,  P.  M.,  1061  E.  8  St.,  Jacksonville  6, 
Fla. 

Metaplast  Corp.,  Davisville  Rd.  at  Pa.  Turnpike,  Hat- 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia  44, 
Pa. 

Molded  Products  Olv.  of  Admiral  Corp.,  P.  0.  Box  338, 
West  Chicago,  III. 

REF  Mfg.  Corp.,  Jericho  Turnpike,  Mineola,  N.  Y. 

Remler  Company,  2101  Bryant  St.,  San  Francsco  10, 
Calif. 

RICHARDSON  CO.,  THE,  2767  Lake  St.,  Melrose  Park, 
III.  ADV.  PG.  280. 

Romar  Plastics,  Inc.,  1309  E.  Main  St.,  St.  Charles,  III. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davis¬ 
ville,  Pa.  ADV.  PG.  472. 

Rumple,  Inc.,  15026  Oxnard  St.,  Van  Nuys,  Calif. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0.  Box 
85,  Gardena,  Calif. 

Skydyne,  Inc.,  River  Rd.,  Port  Jervis,  N.  V. 

Swedlow  Plastics  Co.,  6986  Bandini  Blvd.,  Los  Angeles 
22,  Calif. 

Swenson  Co.,  Inc.,  V.  H.,  552  Elm  St.,  Arlington,  N.  J. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV., 

Warren,  Pa.  ADV.  PG.  632. 

Waldom  Electronics,  Inc.,  4625  W.  S3rd  St.,  Chicago  32, 
III. 

Westlake  Plastics  Co.,  133  W.  Lenni  Rd.,  Lenni  Mills, 
Pa. 
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Alnor  Industries,  Inc.,  3901  W.  ISOth  St.,  Cleveland  11, 
Ohio. 

Altec  Lansing  Corp.,  1515  S.  Manchester  Ave.,  Anaheim, 
Calif. 

Argos  Products  Co.,  310  Main  St.,  Genoa,  III. 

Cambridge  Pattern  Works,  Inc.,  55  First  St.,  Cambridge 
41,  Mass. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG.  401 

Electro-Voice,  Inc.,  Buchanan,  Mich. 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry,  N.  Y. 

General  Electric  Co.,  Specialty  Electronic  Components 
Dept.,  W.  Genessee  St.,  Auburn,  N.  Y. 

Hamilton  Mfg.  Co.,  Two  Rivers,  Wis. 

Hartley  Products  Co.,  521  E.  162nd  St.,  New  York  51, 
N.  V. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 

Harbor,  Mich.  ADV.  PG.  513. 

Irwin  Products  Co.,  4937  N.  Damen,  Chicago  25,  III. 

Jensen  Mfg.  Co.,  6601  S.  Laramie  Ave.,  Chicago  38,  III. 

Lansing  Sound,  Inc.,  James  B.,  2439  Fletcher  Drive, 
Los  Angeles  26,  Calif. 
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Accurate  Insulated  Wire  Corp.,  23  Fox  St.,  New  Haven, 
Conn. 

Acme  Telectronix  Div.  of  NEA  Service,  Inc.,  W  Third  A 
Lakeside,  Cleveland  13,  Ohio. 

Advanced  Electronics,  Inc.,  94  Silas  Deane  Highway, 
Rocky  Hill,  Conn. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

Aeronautical  A  Instrument  Div.  of  Robertshaw-Fulton 
Controls  Co.,  Santa  Ana  Freeway  at  Euclid  Ave., 
Anaheim,  Calif. 

AIRFLYTE  ELECTRONICS  CO.,  535-9  Avenue  "A”, 
B^onne,  N.  J.  ADV.  PG.  582. 

ALOEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brxkton  64, 
Mass  ADV.  PG.  472. 

Allied  Allegri,  Inc.,  141  River  Rd.,  Nutley,  N.  J. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  ADV.  PG.  65. 

American  Chain  A  Cable  Co.,  Inc.,  601  Stephenson  Bldg., 
Detroit  2,  Mich. 

AMPHENOL  ELECTRONICS  CORP.,  1830  S.  54th  Ave , 
Chicago  50,  III.  ADV.  PG.  18. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N.  Y.  AOV.  PG.  476. 

AUTOMATIC  METAL  PRODUCTS  CORP.,  315  Berry  St., 
Brooklyn  11,  N.  Y.  ADV.  PG.  500. 

Bergen  Wire  Rope  Co.,  456  Gregg  St.,  Lodi,  N.  J. 
Bimbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y. 

Bliss  Electronic  Corp.,  Box  366,  Sussex,  N.  J. 

Brand  A  Co.,  Inc.,  William,  41  North  St.,  Willimantic, 
Conn. 

Breeze  Corps.,  Inc.,  700  Liberty  Ave.,  Union,  N.  J. 
Buggie,  Inc.,  H.  H.,  P.  0.  Box  817,  Toledo  1,  Ohio. 
CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

Cable  Specialists  of  Conn.,  95  Kitts  Labe,  Newington 
11,  Cwn. 

Cadre  Industries  Corp.,  Box  150,  Endicott,  N.  Y. 
COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  Second  Ave., 
Mt.  Vernon,  N.  Y.  AOV.  PG.  572. 

Coils-Elearonics  Co.,  2939-49  N.  2nd  St.,  Philadelphia 
33,  Pa. 

Colortone  Electronics,  Inc.,  200  Frank  Rd.,  Hicksville, 
N.  Y. 

Columbia  Wire  A  Supply  Co.,  2850  Irving  Park  Rd., 
Chicago  18,  III. 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia 
St.,  Meriden,  Conn. 

CRAIG  SYSTEMS,  INC.,  360  Merrimack  St.,  Lawrence, 
Mass.  ADV  PG.  499. 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb  ADV, 
PG.  194,  195. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG.  401. 
Oaystrom  Electric  Corp.,  807  Main  St.,  Poughkeepsie, 
N.  Y.  - 

Decatur  Electronics  Industries  Corp.,  203  Orinco  Drive, 
Brightwater,  N.  V. 

Oetronic  Industries,  33840  Plymouth  Rd.,  Livonia,  Mich. 
DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG.  204-207. 

Doty  Acoustical  Electronics  Labs.,  Tobyhanna,  Pa. 
Dwyer  Engineering  Co.,  Inc.,  P.  0.  Box  452,  Nashua, 
N.  H. 

Electric  Auto-Lite  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio. 

Electric  Cords  A  Supply  Co.,  413  E.  Third  St.,  Los 
Angeles  13,  Calif. 

Electrical  A  Physical  Instrument  Corp.,  42-19  27th  St., 
Long  Island  City  1,  N.  Y. 

Electronic  Assembly  Co.,  Inc.,  5  Prescott  St.,  Boston  19, 
Mass. 

ELECTRONICS,  INC.,  39  York  Rd.,  Willow  Grove,  Pa. 

ADV.  PG.  575. 

Eltran  Corp.,  St.  Anne,  III. 

Empire  ElKtronics  Co.,  Inc.,  166  River  St.,  Paterson  1, 
N.  J. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa  AOV.  PG.  140, 
141. 


Federal  Mfg.  A  Engineering  Corp.,  1055  Stewart  Ave., 
Garden  City,  N.  Y. 

First  Electronics  Corp.,  The,  117  Blue  Hill  Ave.,  Boston 
19,  Mass. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 
4,  Ala. 

GENERAL  HERMETIC  SEALING  CORP.,  99  E.  Haw¬ 
thorne,  Valley  Stream,  N.  Y.  AOV.  PG.  546 
General  Insulated  Wire  Works,  Inc.,  69  Gordon  Ave., 
Providence  5,  R.  I. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Guardian  Electric  Mfg.  Co.,  1621  W.  Walnut  St..  Chi¬ 
cago  12,  III. 

HACKENSACK  CABLE  CORP.,  110  Orchard  St.,  Hacken¬ 
sack,  N.  J.  ADV.  PG.  519. 

Hallamore  Electronia  Co.,  8352  Brookhurst  Ave.,  Ana- 
helm,  Calif. 

Hallett  Mfg.  Co.,  5910  Boweroft  St.,  Los  Angeles  16, 
Calif. 

Haveg  Industries,  Inc.,  900  Greenbank  Rd.,  Wilmington  8, 
Del. 

Haydu  Electronic  Products,  Inc.,  1426  W.  Front  St , 
Plainfield,  N.  J. 

HITEMP  WIRES,  INC.,  1200  Shames  Drive,  Westbury, 

N.  Y.  ADV.  PG.  243. 

Hoover  Electronics  Co.,  110  W.  Timonlum  Rd.,  Timonium, 
Md. 

Houlihan  Co.,  T.  J.,  2508-14  W.  Lawrence  Ave.,  Chicago 
25,  III. 

Hunter-Bristol  Corp.,  Bristol,  Pa. 

Jefferson  Electronic  Products  Corp.,  322  State  St.,  Santa 
Barbara,  Calif. 

Jettron  Products,  Route  10,  Hanover,  N.  J. 

JowiI  Electronics,  Inc.,  Belfield  A  Wister,  Philadelphia 

44,  Pa. 

Kahn  A  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 
Kings  Electronin  Co.,  40  Marbledale  Rd.,  Tuckahoe, 
N.  Y. 

Kupfrian  Mfg.  Corp.,  398  State  St  ,  Binghamton,  N.  Y. 
Lab-Tronics,  Inc.,  3657  N.  Lincoln  Ave.,  Chicago  13,  III. 
Magna  Electronics  Co.,  9810  Anza  Ave.,  Inglewood,  Calif. 
Measurement  Engineering,  Ltd.,  Arnprior,  Ontario, 

Canada. 

MICRODOT,  INC.,  220  Pasadena  Ave.,  South  Pasadena, 
Calif.  ADV.  PG.  540. 

Miljan,  Inc.,  a  Sub.  of  Paul  Omohundro  Co.,  Paramount, 
Calif. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 

44,  Pa. 

Mutron  Corp.,  125  Perkins  Ave.,  BrKkton,  Mass. 

Mutual  Electronic  Industries  Corp.,  South  Buckout  St.. 
Irvington,  N.  Y. 

National  Aircraft  Corp.,  3411  Tulare  St.,  Burbank,  Calif. 
National  Tel-Tronics  Corp.,  35  St.  Casmirs  Ave ,  Yonkers, 
N.  Y. 

Neosil  Products  Div.  of  Rubber  Associates,  Inc.,  745 
Fifth  Ave.,  New  York  22,  N.  Y. 

Network  Mfg.  Corp.,  213  W.  Fifth  St.,  Bayonne,  N  J. 
New  London  Instrument  Co.,  P.  0.  Box  189,  New  London, 
Conn. 

Noel  Mfg.  Co  .  3  W.  18th  St.,  New  York  11,  N.  Y 
NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon,  Ohio. 
ADV.  PG.  219. 

Organic  Development  Corp.,  Spectra-Strip  Div.,  10052 
Larson  Ave  .  Garden  Grove,  Calif. 

PACIFIC  AUTOMATION  PMOUCTS,  INC.,  1000  Air 

Ways,  Glendale  1,  Calif.  AOV.  PG  297. 

Packard  Electric  Div.  of  General  Motors  Corp.,  312 
Dana  Ave.,  Warren,  Ohio. 

PARAPLEGICS  MFG.  CO.,  INC.,  10068  Franklin  Ave., 
Franklin  Park.  III.  ADV.  PG  22. 

Phalo  Plastkt  Corp.,  25  Foster  St.,  Worcester  8,  Mass. 
Plastic  Wire  A  Cable  Corp  ,  Jewett  City,  Conn. 

PROGRESS  ELECTRONICS  CO.,  296  Broadway,  New 
York  7,  N.  Y.  AOV.  PG.  248. 

Ram  Electronics,  Inc.,  600  Industrial  Ave.,  Paramus, 
N.  J. 

Rauland-Borg  Corp.,  3515  W.  Addison  St.,  Chicago  18, 
III. 

Republic  Electronic  Industries  Corp.,  31  W.  27th  St., 
New  York  1,  N.  Y. 

Resdel  Engineering  Corp.,  330  S  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

REVERE  CORP.  OF  AMERICA,  SUB.  OF  NEPTUNE 
METER  CO.,  Wallingford  2,  Conn  ADV  PG.  492 
Rosenau,  Harris  A  Co.,  Ontario  A  "I"  Sts.,  Philadelphia 
34,  Pa. 

ROSS  METALS  CO  MILTON,  SOS  Davisville  Rd.,  Davis¬ 
ville,  Pa.  ADV.  PG.  472. 

Rowe  Industries,  1702  Wayne  St.,  Toledo  9,  Ohio 
Runiel  Cord  A  Wire  Co.,  4723-31  W.  Montrose  Ave , 
Chicago  41,  III. 

SEQUOIA  WIRE  A  CABLE  CO.,  2201  Bay  Rd.,  Redwood 
City,  Calif.  ADV.  PG.  524. 

Servo  Recording  Instruments,  Inc.,  407  N.  Maple  Drive, 
Beverly  Hills,  Calif. 

Sheltered  Workshop,  2521  5th  St.,  Santa  Monica,  Calif. 
Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P  0  Box 
85,  Gardena,  Calif. 

Sittler  Corp  ,  18  N.  Ada  St.,  Chicago  7,  III. 

SPIVEY,  INC.,  JAMES  S.,  4908  Hampden  Lane,  Wash¬ 
ington  14,  D.  C.  ADV.  PG.  531. 

Stamford  Metal  Specialty  Co.,  429  W.  Broadway,  New 
York  12,  N.  Y 

SURPRENANT  MANUFACTURING  CO.,  Clinton.  Mast. 

ADV.  PG.  284 

SWITCHCRAFT,  INC.,  5555  Elston  Ave ,  Chicago  30,  III. 
ADV.  PG.  557. 

Tele-Matic  Industries,  Inc.,  16  Howard  Ave.,  Brooklyn 
21,  N.  V. 

Telephonies  Corp.,  Park  Ave.,  Huntington,  N.  Y, 
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ELECTRONIC  and  ALLIED  PRODUCTS 


CABLE 


Teletronic  L*bor»torief,  Inc.,  1835  W.  Ro$«cr«iii  Avt., 
Gardena,  Calif. 

Titeflex,  Inc.,  534  HendM  St.,  Springfield,  Mass. 

TrIcraft  Products  Corp.,  1124  W.  Newport  A»e.,  Chi¬ 
cago  13,  III. 

Trl-Oe«  Co.,  P.  0.  Box  1207,  Lindsay,  Calif. 

U.  S.  Wire  &  Cable  Corp.,  Progress  &  Monroe  Sts., 
Union  itSO,  N.  J. 

Vector  Associates  Inc.,  1007  Atlantic  Aye.,  Brooklyn  38, 
N.  Y 


Vector  Manufacturing  Co.,  5616  Lawndale  Ave.,  Houston 
23,  Texas. 

Victor  R.  F.  &  Microwave  Co.,  36  W.  Water  St.,  Wake¬ 
field.  Mass. 

Wade  Electric  Products  Co.,  400  Jacob  St.,  Sturgis, 

Mich. 


WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK 
&  SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  V. 
AOV.  PG.  394C. 


Westbury  Electronics,  Inc.,  300  Shames  Drive.  Westbury, 
N  V. 


Westronics,  Inc.,  3605  McCart  St.,  Fort  Worth,  Texas 
Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp.,  150 
E  Aurora  St.,  Waterbury  20,  Conn. 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City,  Mo 
Wirecraft  Products,  Inc.,  10  Lake  St.,  West  Brookfield, 
Mass. 

Zipperlubing  Co.,  The,  752  S  San  Pedro,  Los  Angeles, 


CABLE  CUNIPS  B  CLIPS 

ABALON  PRECISION  MFC.  CORP.,  540  Casanova  St., 
Bronx  59,  N.  V.  AOV,  PG.  546 

Accurate  Electronics  Corp.,  Dept.  G,  169  Abbe  Rd.,  S., 
Elyria,  Ohio. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

Alcon  Metal  Products,  Inc.,  1750  N.  Kimball  Ave., 
Chicago  47,  III 

Amatom  Electronic  Hardware  Co,  Inc.,  88  Drake  Ave., 
New  Rochelle,  N.  V 

AMPHENOL  ELEaRONICS  CORP.,  1830  S  54th  Ave., 
Chicago  50,  III.  AOV.  PG.  18. 

Barwood  Mfg  Co.,  Inc.,  L.  J.,  22  Williams  St.,  Everett 
49,  Mass 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  Hew  York 

13,  N.  Y. 

Cal-Coonector  Co.,  7414  Varna  Ave.,  North  Hollywood, 
Calif. 

Channel  Master  Co  .  Ellenville,  N.  Y. 

COMMERCIAL  PLASTICS  CO.,  945  George  St.,  Chicago 

14,  III.  ADV  PG.  513. 

Crosby -Laughl in  Division,  P  0.  Box  570,  Fort  Wayne, 
Ind 

Electric  Auto-Lite  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio 

Electrovert,  Inc.,  124  E.  40th  St.,  New  York  17,  N  Y. 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry,  N.  Y. 

Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W.4, 
England 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

General  Aviation  A  Electronics  Mfg  Co.,  Inc.,  179 

Berger  St.,  Wood-Ridge,  N.  J. 

Hallett  Mfg.  Co.,  5910  Boweroft  St.,  Los  Angeles  16, 
Calif. 

Holiib  Industries,  Inc.,  414  DeKalb  Ave.,  Sycamore,  III. 

Irving  Tool  A  Mfg.  Co.,  1315  Levee  St.,  Dallas  7, 
Texas 

Irwin  Products  Co.,  4937  N.  Damen,  Chicago  25,  III 

Joclin  Mfg.  Co.,  Liifbery  Ave.,  Wallingford,  Conn. 

Rauland-Borg  Corp.,  3515  W  Addison  St.,  Chicago  18, 
III 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd , 
Davisville,  Pa.  AOV  PG.  472. 

Sage-Craft,  Inc.,  Norwich,  N.  V. 

Scintilla  Division,  Bendix  Aviation  Corp.,  Sidney,  N.  Y. 

Stone  City  Machine  A  Tool  Co.,  Inc.,  1206  Seventh  St., 
P.  0  Box  351,  Bedford,  Ind. 

Thomas  A  Betts  Co.,  Inc.,  36  Butler  St.,  Eliiabeth  1, 
N  J 

Tinnerman  Products,  Inc.,  P.  0.  Box  6688,  Dept.  No  16, 
Cleveland  1,  Ohio 

Weekesser  Co  ,  5701  Northwest  Highway,  Chicago  50, 
III 

ZIpprrtubIng  Co ,  The,  752  S.  San  Pedro,  Los  Angeles, 
Calif 


CABLE -Coaxial  Flexible 

Accurate  Insulated  Wire  Corp,  23  Fox  St.,  New  Haven, 
Conn. 

AIRTRON,  INC.,  1101  W  Eliiabeth  Ave.,  Linden,  N  J 
ADV.  PG.  516. 

American  Steel  A  Wire  Oiv.,  U  S.  Steel  Corp.,  Rocke¬ 
feller  Bldg,  Cleveland  13,  Ohio. 

AMERICAN  SUPER-TEMPERATURE  WIRES,  INC.,  W 
Canal  St.,  Winooski,  Vt.,  AOV.  PG.  363. 

AMPHENOL  ELECTRONICS  CORP.,  1830  S  54th  Ave., 
Chicago  50,  III.  AOV.  PG.  IB. 

Ampli-Vision  Div.  of  International  Telemeter  Corp.,  2000 
Stoner  Ave.,  Los  Angeles  25,  Calif 

Anaconda  Wire  A  Cable  Co.,  25  Broadway,  New  York  4, 
N  Y 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  19,  III. 
AOV.  PG  50. 

Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgefield,  N.  J 

Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 
III 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N  Y. 


BOSTON  INSULATED  WIRE  &  CABLE  CO.,  63  Bay  St., 
Boston  25,  Mass.  ADV.  PG  489 
Brand  A  Co.,  Inc.,  William,  41  North  St.,  Willimantic, 
Conn. 

CHESTER  CABLE  CORP.,  SUB  OF  MIAMI  COPPER  CO., 
Hill  St.,  Chester,  N  Y.  ADV.  PG.  394 
Columbia  Wire  A  Supply  Co.,  2850  Irving  Park  Rd , 
Chicago  18,  III 

Coraolidated  Wire  A  Associated  Companies,  1635  S. 

Clinton  St.,  Chicago  16,  III. 

Continental  Wire  Sales  Corp.,  Wallingford,  Conn. 
Copperweld  Steel  Co.,  Wire  A  Cable  Oiv.,  Glassport,  Pa 
Dielectric  Materials  Co.,  5315-17  h  Ravenswood  Ave., 
Chicago  40,  III 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine 

Electrical  A  Physical  Instrument  Corp.,  42-19  27th  St., 
Long  Island  City  1,  N  Y. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 

N.  Y. 

General  Insulated  Wire  Works,  Inc.,  69  Gordon  Ave., 
Providence  5,  R  I. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  AOV  PG  178,  179 
Hallett  Mfg.  Co.,  5910  Boweroft  St.,  Los  Angeles  16, 
Calif 

Haveg  Industries,  Inc.,  900  Greenbank  Rd.,  Wilmington 
8.  Del 

HITEMP  WIRES,  INC.,  1200  Shames  Drive,  Westbury, 

N.  Y  AOV.  PG  243. 

Holyoke  Wire  &  Cable  Co.,  720  Main  St.,  Holyoke,  Mass 
Inso  Products,  Ltd,  404  Fifth  Ave,  New  York  18,  N  Y. 
INTERSTATE  ELECTRONICS,  INC.,  227  Fulton  St., 
New  York  7,  N  Y.  AOV.  PG.  198. 

JFD  MANUFACTURING  CO.,  INC.,  6101  16th  Ave., 
Brooklyn  4  N  Y  AOV  PG  213 
Jefferson  Products  Corp,,  Pleasant  Valley  Rd ,  Sutton, 
Mass 

Kaiser  Aluminum  &  Chemical  Sales,  Inc.,  919  N 
Michigan  Ave.,  Chicago,  III. 

KIstler  Instrument  Corp.,  15  Webster  St.,  North  Tona- 
wanda,  N  Y. 

Leni  Electric  Mfg  Co.,  1751  North  Western  Ave., 
Chicago  47  III. 

LEWIS  ENGINEERING  CO.,  52  Rubber  Ave  ,  Naugatuck, 
Conn  AOV  PG  532 

MICROOOT,  INC.,  220  Pasadma  Ave.,  Sooth  Pasadena, 
Calif  AOV  PG  540. 

Mohawk  Wire  A  Cable  Corp.,  320  River  St.,  Fitchburg. 
Mass 

Mutua'  Electronic  Industries  Corp,  South  Buckout  St., 
Irvington,  N.  Y. 

Okonite  Co.,  The,  Canal  St.,  Passaic,  N.  J 
Organic  Development  Corp.,  Spectra-Strip  Div.,  10052 
Larson  Ave  ,  Garden  Grove,  Calif 
PACIFIC  AUTOMATION  PRODUCTS,  INC.,  1000  Air 
Way,  Glendale,  Calif  ADV.  PG  297. 

Phalo  Plastics  Corp.,  25  Foster  St.,  Worcester  8, 
Mass 

PHELPS  DODGE  COPPER  PRODUCTS  CORP.,  300  Park 
Ave,  New  York  22,  N.  Y.  AOV.  PG.  341, 

Plastic  Wire  A  Cable  Corp.,  Jewett  City,  Conn. 

Plastoid  Corp,  42-61  24th  St.,  Long  Island  City  1, 
N.  V. 

Prodelin  Inc  ,  307  Bergen  Ave.,  Kearny,  N.  J 
PROGRESS  ELECTRONICS  CO.,  296  Broadway,  New 
York  7,  N  Y  AOV  PG  248 
Rego  Insulated  Wire  Co.,  830  Monroe  St  ,  Hoboken,  N.  J. 
REX  CORP.,  THE,  Hayward  Rd ,  West  Acton,  Mass. 
AOV  PG.  479 

Rockbes'ss  Products  Corp.,  Nicoll  A  Canner  Sts,  New 
H.sven  4,  Conn. 

Royal  F'ectric  Corp  .  Pawtucket.  R  I 
Saxton  Products  Inc..  1661  Boone  Ave.,  Bronx  60.  N  Y. 
SEQUOIA  WIRE  A  CABLE  CO.,  2201  Bay  Rd  .  Redwood 
City,  Calif  AOV  PG  524 

Simplex  Wire  A  Cable  Co.,  79  Sidney  St  ,  Cambridge 
39,  Mass 

Stands'd  Telephones  A  Cables  Ltd ,  Connaught  House, 
63  Aldwych,  London,  W.  C.  2,  England. 

Supa  Insulations,  Inc.,  123  E  Bassett  St.,  Rocky 

Mount,  N.  C 

SURPRENANT  MANUFACTURING  CO,  Clinton,  Mass 
ADV  PG  284 

TENSOLITE  INSULATED  WIRE  CO,  INC  ,  West  Main 
St  Tarrytown,  N  Y  AOV.  PG.  162 
Thermax  Wire  Corp.,  304  E.  45th  St.,  New  York  17, 
N  Y 

Times  Wire  A  Cable  Co.,  Inc.,  358  Hall  Ave  ,  Walling¬ 
ford.  Conn 

Transradio,  Ltd.,  138-A  Cromwell  Rd.,  London  SW  7, 
England 

U.  S.  Wire  A  Cable  Corp.,  Progress  A  Monroe  Sts., 
Union  #50,  N  J 

Univox  Corp  ,  102  Warren  St.,  New  York  7,  N  Y. 

Vector  Manufacturing  Co.,  5616  Lawndale  Ave ,  Hous¬ 
ton  23,  Texas 

Westbury  Electronics,  Inc.,  300  Shames  Drive,  West¬ 
bury,  N  Y. 

Zippertiibing  Co.,  The,  752  S.  San  Pedro,  Los  Angeles, 
Calif. 


CABLE-Coaxial  RIgW 

ALFORD  MANUFACTURING  CO.,  299  Atlantic  Ave, 
Boston,  Mass  AOV  PG  491 
AMPHENOL  ELECTRONICS  CORP.,  1830  S.  54th  Ave, 
Chic.190  50,  III.  AOV  PG.  18. 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  19,  III 
AOV  PG  50. 

Barker  Sales  Co.,  339  S.  Broad  Ave.,  RIdgefteld,  N.  J. 


Brach  Div.,  Electronic  Research  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  V. 

Brand  A  Co.,  Inc.,  William,  41  North  St.,  Willimantic, 
Conn. 

Continental  Wire  Sales  Corp.,  Wallingford,  Conn. 

Copperweld  Steel  Co.,  Wire  A  Cable  Oiv.,  Glassport,  Pa. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond,  Me. 

HITEMP  WIRES,  INC.,  1200  Shames  Drive,  Westbury, 
N  Y  ADV  PG  243 

INTERSTATE  ELEaRONICS,  INC.,  227  Fulton  St.,  Hew 
York  7,  N.  Y.  AOV.  PG.  198. 

Jefferson  Products  Corp.,  Pleasant  Valley  Rd.,  Sutton, 
Mass 

MICROOOT,  INC.,  220  Pasadena  Ave.,  South  Pasadena, 
Calif  ADV.  PG.  540. 

PHELPS  DODGE  COPPER  PRODUCTS  CORP.,  300  Park 
Ave  New  York  22,  N.  Y.  AOV.  PG.  341. 

Plastold  Corp.,  42-61  24th  St.,  Long  Island  City  1, 
N.  Y. 

Prodelin,  Inc.,  307  Bergen  Ave.,  Kearny,  N.  J. 

Rockbestos  Products  Corp.,  Nicoll  A  Canner  Sts.,  New 
Haven  4,  Conn. 

Royal  Electric  Corp.,  Pawtucket,  R.  I. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60, 
N  Y 

SEQUOIA  WIRE  A  CABLE  CO.,  2201  Bay  Rd  .  Redwood 
City,  Calif.  AOV.  PG.  524. 

Standard  Telephones  A  Cables  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.  C.  2,  England. 

SURPRENANT  MANUFAaURING  CO.,  Clinton,  Mass. 
AOV.  PG.  284 

TENSOLITE  INSULATED  WIRE  CO.,  West  Main  St., 
Tarrytown,  N.  Y.  AOV.  PG.  162. 


CABLE — f  neufotod 

Accurate  Insulated  Wire  Corp.,  23  Fox  St.,  New  Haven, 
Conn. 

Aeronautical  A  Instrument  Div.  of  Robertshaw-Fulton 
Controls  Co.,  Santa  Ana  Freeway  at  Euclid  Ave.,  Ana- 
helm.  Calif 

ALPHA  WIRE  CORP.,  200  Vanck  St.,  New  York  14, 

N.  Y  ADV.  PG.  65. 

American  Steel  A  Wire  Oiv..  U.  S.  Steel  Corp.,  Rocke¬ 
feller  Bldg  ,  Cleveland  13,  Ohio 
AMERICAN  iUPER-TEMPEI^ATURE  WIRES,  INC.,  W. 

Canal  St.,  Winooski,  Vt  AOV  PG.  363. 

AMPHENOL  ELECTRONICS  CORP.,  1830  S.  54th  Ave., 
Chicago  50,  III.  AOV  PG.  18. 

Anaconda  Wire  A  Cable  Co.,  25  Broadway,  New  York  4, 

N.  Y 

Ansonia  Wire  A  Cable  Co.,  Ill  Martin  St.,  Ashton,  R.  I. 
Barker  Sales  Co.,  339  S.  Broad  Ave,,  RidgeReld,  N.  J. 
Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 
III. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New 
York  13,  N  Y 

BOSTON  INSULATED  WIRE  A  CABLE  CO.,  63  Bay  St., 
Boston  25,  Mass  AOV.  PG.  489 
Brand  A  Co.,  Ine,  William,  41  North  St.,  Willimantic, 
Conn. 

British  Insulated  Callender's  Cables  Ltd.,  21  Blooms¬ 
bury  St.,  London,  W.  C.  1,  England. 

Cadre  Industries  Corp.,  Box  150,  Endicott,  N.  V. 
CHESTER  CABLE  CORP.,  SUB.  OF  MIAMI  COPPER 
CO.,  Hill  St.,  Chester,  N.  Y.  AOV.  PG.  394. 

Cimeo  Wire  A  Cable  Co.,  303  Crescent  Ave.,  Allen¬ 
dale,  N  J. 

Cohimbia  Wire  &  Supply  Co  ,  2850  Irving  Park  Rd., 
Chicago  18,  III. 

Consolidated  Wire  &  Associated  Companies,  1635  S. 

Clinton  St.,  Chicago  16,  III. 

Continental  Wire  Sales  Corp.,  Wallingford,  Conn. 
Copperweld  Steel  Co.,  Wire  &  Cable  Liv.,  Glassport,  Va. 
CORNISH  WIRE  CO.,  50  Church  St.,  New  York  7,  N.  Y. 
ADV  PG  228 

Dielectric  Materials  Co.,  5315-17  N.  Ravenswood  Ave., 
Chicago  40,  III. 

Electric  Auto-Lite  Co.,  The.  Champlain  St.,  Toledo  1, 
Ohio. 

Electric  Cords  A  Supply  Co.,  413  E.  Third  St.,  Los 
Angeles  13,  Calif. 

Essex  Wire  Corp.,  Magnet  Wire  Oiv  A  Wire  A  Cable 
Oiv.  1601  Wall  St.,  Fort  Wayne,  Ind 
General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N  Y. 

General  Electric  Co.,  Wire  A  Cable  A  Conduit  Products 
Oepts.,  1285  Boston  Ave.,  Bridgeport  2,  Conn. 

General  Insulated  Wire  Works,  Inc.,  69  Gordon  Ave., 
Providence  5,  R.  I. 

Gordon  Co.,  Claud  S.,  3000  S.  Wallace  St.,  Chicago  16, 
III. 

Hallett  Mfg.  Co.,  5910  Boweroft  St.,  Los  Angeles  16, 
Calif. 

Haveg  Industries,  Inc.,  900  Greenbank  Rd ,  Wilmington 
8  Del 

HITEMP  WIRES.  INC,,  1200  Shames  Drive,  Westbury, 
N.  Y  ADV.  PG.  243. 

Hclyoke  Wire  &  Cable  Co.,  720  Main  St.,  Holyoke,  Mass. 
Inso  Products,  Ltd..  404  Fifth  Ave.,  New  York  18  N  Y. 
JeNerson  Products  Corp.,  Pleasant  Valley  Rd  ,  Sutton, 
M.ass 

Kaiser  Aluminum  A  Chemical  Sales,  Inc.,  919  N. 
Michigan  Ave.,  Chicago,  III. 

Lena  Electric  Mfg.  Co.,  1751  North  Western  Ave.,  Chi¬ 
cago  47,  III. 

Leviton  Mfg.  Co.,  Inc.,  236  Greenpoint  Ave.,  Brooklyn 
22.  N  Y 

LEWIS  ENGINEERING  CO.,  52  Rubber  Ave.,  Naugatuck, 
Conn  AOV.  PG.  532. 

Miljan,  Inc.,  a  Sub  of  Paul  Omohundro  Co.,  Para¬ 
mount.  Calif. 

Miller  Electric  Co.,  120  Main  St.,  Pawtucket,  R.  I. 
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Mohawk  Wire  &  Cable  Corp.,  320  River  St.,  Fitchburg, 
Mass. 

New  England  Electrical  Works,  Inc.,  Lisbon,  N.  H. 

Okonite  Co.,  The,  Canal  St.,  Passaic,  N.  J. 

Organic  Development  Corp.,  Speara-Strip  Div.,  100S2 
Larson  Ave,,  Garden  Grove,  Calif. 

PACIFIC  AUTOMATION  PRODUCTS,  INC.,  1000  Air 
Way,  Glendale  1,  Calif.  AOV.  PG.  297. 

Packard  Electric  Div.  of  General  Motors  Corp.,  312 
Dana  Ave.,  Warren,  Ohio. 

Phalo  Plastics  Corp.,  25  Foster  St ,  Worcester  8,  Mass. 

PHELPS  DODGE  COPPER  PRODUCTS  CORP.,  300  Park 
Ave.,  New  York  22,  N.  Y.  ADV.  PG.  341. 

Plastic  Wire  &  Cable  Corp.,  Jewett  City,  Conn. 

Plastoid  Corp.,  42-61  24th  St.,  Long  Island  City  1, 
N.  Y. 

PROGRESS  ELECTRONICS  CO.,  296  Broadway,  New  York 
7,  N.  Y.  ADV.  PG.  248. 

Rego  Insulated  Wire  Co.,  830  Monroe  St.,  Hoboken,  N.  J. 

REVERE  CORP.  OF  AMERICA,  SUB.  OF  NECTUNE 
METER  CO.,  Wallingford  2,  Conn.  ADV.  PG.  492. 

REX  CORP.,  THE,  Hayward  Rd.,  West  Acton,  Mass. 
ADV.  PG.  479. 

Rhode  Island  Insulated  Wire  Co.,  50  Burnham  Ave., 
Cranston,  R.  I. 

Rockbestos  Products  Corp.,  Nicoll  A  Conner  Sts.,  New 
Haven  4,  Conn. 

Roebling's  Sons  Corp.,  John  A.,  640  Broad  St.,  Trenton 
2,  N.  J. 

Rome  Cable  Corp.,  Ridge  St.,  Rome,  N.  Y. 

Royal  Electric  Corp.,  Pawtucket,  R.  I. 

Runzel  Cord  &  Wire  Co.,  4723-31  W.  Montrose  Ave., 
Ctiicago  41,  III. 

Saxton  Products  Inc.,  1661  Boone  Ave.,  Bronx  60,  N.  Y. 

SEQUOIA  WIRE  &  CABLE  CO.,  2201  Bay  Rd.,  Red¬ 
wood  City,  Calif.  AOV.  PG.  524. 

Simplex  Wire  &  Cable  Co.,  79  Sidney  St.,  Cambridge  39, 
Mass. 

Southwire  Co.,  4  Fertilla  St.,  Carrollton,  Ga. 

Standard  Telephones  A  Cables  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.  C.  2,  England. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

SURPRENANT  MANUFACTURING  CO.,  Clinton,  Mass 
ADV.  PG.  284. 

Tape  Cable  Corp.,  790  Linden  Ave.,  Rochester  10,  N.  Y. 

TENSOLITE  INSULATED  WIRE  (».,  INC.,  West  Main 
St.,  Tarrytown,  N.  Y.  ADV.  PG.  162 

Tevco  Insulated  Wire,  108  E.  Prospect  Ave.,  Burbank, 
Calif. 

Times  Wire  A  Cable  Co.,  Inc.,  358  Hall  Ave.,  Walling¬ 
ford,  Conn. 

Titeflex,  Inc.,  534  Hendee  St.,  Springfield,  Mass 

Transradio,  Ltd.,  138A  Cromwell  Rd.,  London,  S.W.  7, 
England. 

Union  Plastics  Corp.,  1630  Paterson  Plank  Rd.,  Secaucus, 
N.  J. 

U.  S.  Wire  A  Cable  Corp.,  Progress  A  Monroe  Sts., 
Union  #50,  N.  J. 

Vector  Manufacturing  Co.,  5616  Lawndale  Ave.,  Houston 
23,  Texas. 

Western  Insulated  Wire  Co.,  2425  E.  30th  St.,  Los 
Angeles  58,  Calif. 

Whitaker  Cable  Corp.,  Kansas  City  16,  Mo. 

Whitney  Blake  Co.,  97  Pershing  St.,  New  Haven  14, 
Conn. 

Wirecraft  Products,  Inc.,  10  Lake  St.,  West  Brookfield, 
Mass. 


CABLE— lew  Copadfonce 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  ADV.  PG.  65. 

American  Steel  A  Wire  Div.,  U.  S.  Steel  Corp.,  Rocke¬ 
feller  Bldg.,  Cleveland  13,  Ohio. 

AMERICAN  SUPER-TEMPERATURE  WIRES,  INC.,  W.  W. 
Canal  St.,  Winooski,  Vt.  ADV.  PG.  363. 

AMPHENOL  ELECTRONICS  CORP.,  1830  S.  54th  Ave., 
Chicago  50,  III.  ADV.  PG.  18. 

Ampli-Vision  Div.  of  International  Telemeter  Corp.,  2000 
Stoner  Ave.,  Los  Angeles  25,  Calif. 

Anaconda  Wire  A  Cable  Co.,  25  Broadway,  New  York  4, 
N.  Y. 

Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgefield,  N.  J. 

Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 
III. 

BIrnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y. 

BOSTON  INSULATED  WIRE  A  CABLE  CO.,  63  Bay  St., 
Boston  25,  Mass.  ADV.  PG.  489. 

Brand  A  Co.,  Inc.,  William,  41  North  St.,  Wlllimatic, 
Conn. 

CHESTER  CABLE  CORP.,  SUB.  OF  MIAMI  COPPER 
CO.,  Hill  St.,  Chester,  N.  Y.  ADV.  PG.  394. 

Columbia  Wire  A  Supply  Co.,  2850  Irving  Park  Rd., 
Chicago  18,  III. 

Consolidated  Wire  A  Associated  Companies,  1635  S. 
Clinton  St.,  Chicago  16,  III. 

Continental  Wire  Sales  Corp.,  Wallingford,  Conn. 

Dielectric  Materials  Co.,  5315-17  N.  Ravenswood  Ave., 
Chicago  40,  III. 

Essex  Wire  Corp.,  Magnet  Wire  Div.  A  Wire  A  Cable 
Div.,  1601  Wall  St.,  Fort  Wayne,  Ind. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

General  Insulated  Wire  Works,  Inc.,  69  Gordon  Ave., 
Providence  5,  R.  I. 

Holyoke  Wire  A  Cable  Co.,  720  Main  St.,  Holyoke,  Mass. 

Jefferson  Products  Corp.,  Pleasant  Valley  Rd.,  Sutton, 
Mass. 

Kaiser  Aluminum  A  Chemical  Sales,  Inc.,  919  N. 
Michigan  Ave.,  Chicago,  III. 


Lenz  Electric  Mfg.  Co.,  1751  North  Western  Ave., 
Chicago  47,  III. 

MICROOiOT,  INC.,  220  Pasadena  Ave.,  South  Pasadena, 
Calif.  ADV.  PG.  540. 

Mohawk  Wire  A  Cable  Corp.,  320  River  St.,  Fitchburg, 
Mass. 

Okonite  Co.,  The,  Canal  St.,  Passaic,  N.  J. 

Organic  Development  Corp.,  Spectra-Strip  Div.,  10052 
Larson  Ave.,  Garden  Grove,  Calif. 

PACIFIC  AUTOMATION  PRODUCTS  INC.,  1000  Air  Way, 
Glendale  1,  Calif.  ADV.  PG.  297. 

Phalo  Plastics  Corp.,  25  Foster  St.,  Worcester  8,  Mass. 

PHELPS  DODGE  COPPER  PRODUCTS  CO.,  300  Park 
Ave.,  New  York  22,  N.  Y.  AOV.  PG.  341. 

Plastic  Wire  A  Cable  Corp.,  Jewett  City,  Conn 

Plastoid  Corp.,  42-61  24th  St.,  Long  Island  City  1, 
N.  Y. 

REX  CORP.,  THE,  Hayward  Rd.,  West  Acton,  Mass. 
ADV.  PG.  479. 

Rockbestos  Products  Corp.,  Nicoll  A  Canne-  Sts.,  New 
Haven  4,  Conn. 

Royal  Electric  Corp.,  Pawtucket,  R  I. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60, 
N.  V. 

SEQUOIA  WIRE  A  CABLE  CO.,  2201  Bay  Rd  ,  Redwood 
City,  Calif.  AOV.  PG.  524 

Simplex  Wire  A  Cable  Co.,  79  Sidney  St.,  Cambridge 
39,  Mass 

SURPRENANT  MANUFACTURING  CO.,  Clinton,  Mass 
ADV.  PG.  284. 

TENSOLITE  INSUUTED  WIRE  CO.,  INC.,  West  Main 
St.,  Tarrytown,  N.  Y.  AOV  PG.  162. 

Tevco  Insulated  Wire,  108  E.  Prospect  Ave.,  Burbank, 
Calif. 

Thermax  Wire  Corp.,  304  E.  45th  St.,  New  York  17, 
N.  Y. 

Times  Wire  A  Cable  Co.,  Inc.,  358  Hall  Ave.,  Walling¬ 
ford,  Conn. 

Transradio,  Ltd.,  138A  Cromwell  Rd.,  London,  S.W.  7, 
England. 

Union  Plastics  Corp.,  1630  Paterson  Plank  Rd.,  Secaucus, 
N.  J. 

U.  S.  Wire  A  Cable  Corp.,  Progress  A  Monroe  Sts  , 
Union  #50,  N.  J. 

Univox  Corp.  102  Warren  St.,  New  York  17,  N.  Y. 

Vector  Manufacturing  Co.,  5616  Lawndale  Ave.,  Houston 
23,  Texas. 

Whitaker  Cable  Corp.,  Kansas  City  16,  Mo. 

Western  Irrsulated  Wire  Co.,  2425  E.  30th  St.,  Los 
Angeles  58,  Calif. 

CABLE— Mlcrephaao 

Accurate  Insulated  Wire  Corp.,  23  Fox  St.,  New  Haven, 
Conn. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  ADV.  PG.  65. 

American  Steel  A  Wire  Div.,  U.  S.  Steel  Corp.,  Rocke¬ 
feller  Bldg.,  Cleveland  13.  Ohio. 

AMPHENOL  ELECTRONICS  OORP.,  1830  S.  54th  Ave  , 
Chicago  50,  III.  ADV.  PG.  18, 

Ampli-Vision  Div.  of  International  Telemeter  Corp.,  2000 
Stoner  Ave.,  Los  Angeles  25,  Calif. 

Anaconda  Wire  A  Cable  Co.,  25  Broadway,  New  York  4, 
N.  Y. 

Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 
III. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y. 

BOSTON  INSUUTED  WIRE  A  CABLE  CO.,  63  Bay  St., 
Boston  25,  Mass.  ADV.  PG  489. 

Brand  A  Co.,  Inc.,  William,  41  North  St.,  Willimantic, 
Conn. 

British  Insulated  Callender's  Cables  Ltd.,  21  Bloomsbury 
St.,  London,  W.C.  1,  England. 

CHESTER  CABLE  CORP.,  SUB.  OF  MIAMI  COPPER  CO., 
Hill  St.,  Chester,  N.  Y.  ADV.  PG.  394 

Columbia  Wire  A  Supply  Co.,  2850  Irving  Park  Rd., 
Chicago  18,  III. 

Consolidated  Wire  A  Associated  Companies,  1635  S. 
Clinton  St.,  Chicago  16,  III. 

Continental  Wire  Sales  Corp.,  Wallingford,  Conn. 

CORNISH  WIRE  CO.,  50  Church  St.,  New  York  7,  N.  Y. 
ADV.  PG.  228. 

Dielectric  Materials  Co.,  5317-17  N.  Ravenswood  Ave., 
Chicago  40,  III. 

Electric  Cords  A  Supply  Co.,  413  E.  Third  St.,  Los 
Angeles  13,  Calif. 

Electronic  Awlicatlons,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

Essex  Wire  Corp.,  Magnet  Wire  Div.  A  Wire  A  Cable  Oiv., 
1601  Wall  St.,  Fort  Wayne,  Ind. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

General  Insulated  Wire  Works,  Inc.,  69  Gordon  Ave., 
Providence  5,  R.  I. 

Holyoke  Wire  A  Cable  Co.,  720  Main  St.,  Holyoke,  Mass 

Jefferson  Products  Corp.,  Pleasant  Valley  Rd.,  Sutton, 
Mass. 

Kaiser  Aluminum  A  Chemical  Sales,  Inc.,  919  N.  Michi¬ 
gan  Ave.,  Chicago,  III. 

Lab-Tronics,  Inc.,  3656  N.  Lincoln  Ave.,  Chicago  13,  III. 

Lenz  Electric  Mfg.  Co.,  1751  North  Western  Ave., 
Chicago  47,  III. 

Miller  Electric  Co.,  120  Main  St.,  Pawtucket,  R.  I. 

Mohawk  Wire  A  Cable  Corp.,  320  River  St.,  Fitchburg, 
Mass. 

Mutual  Electronic  Industries  Corp.,  South  Buckout  St., 
Irvington,  N.  Y. 

Okonite  Co.,  The,  Canal  St.,  Passaic,  N.  J. 

Phalo  Plastics  Corp.,  25  Foster  St.,  Worcester  8,  Mass. 

Plastic  Wire  A  Cable  Corp.,  Jewett  City,  Conn. 


Plastoid  Corp.,  42-61  24th  St.,  Long  Island  City  1, 
N.  Y. 

Rego  Insulated  Wire  Co.,  830  Monroe  St.,  Hoboken,  N  J. 

Rhode  Island  Insulated  Wire  Co.,  Inc.,  50  Burnham  Ave., 
Cranston,  R.  I. 

Rome  Cable  Corp.,  Ridge  St.,  Rome,  N.  Y. 

Royal  Electric  Corp.,  Pawtucket,  R.  I. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60,  N.  Y. 

SEQUOIA  WIRE  A  CABLE  CO.,  2201  Bay  Rd.,  Rrdwood 
City,  Calif.  ADV.  PG.  524. 

Shore  Brothers,  Inc.,  246  Hartey  Ave.,  Evanston,  III. 

Simplex  Wire  A  Cable  Co.,  79  Sidney  St.,  Cambrid^  39, 
Mass. 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Althvych,  London,  W.C.  2,  England. 

SURPRENANT  MANUFACTURING  CO.,  Clinton,  Mass. 
ADV.  PG.  284. 

Tape  Cable  Corp.,  790  Linden  Ave.,  Rochester  10,  N.  Y. 

Tevco  Insulated  Wire,  108  E  Prospect  Ave.,  Burbank, 
Calif. 

Times  Wire  A  Cable  Co.,  Inc.,  358  Hall  Ave  ,  Walling¬ 
ford,  Conn. 

Transradio,  Ltd.,  138A  Cromwell  Rd.,  London,  S.W.  7, 
England. 

Union  Plastics  Corp.,  1630  Paterson  Plank  Rd.,  Secaucus, 
N.  J. 

U.  S.  Wire  A  Cable  Corp.,  Progress  A  Monroe  Sts., 
Union  #50,  N.  J. 

Western  Insulated  Wire  Co.,  2425  E.  30th  St.,  Los 
Angeles  58,  Calif. 

Whitaker  Cable  Corp.,  Kansas  City  16,  Mo. 

Whitney  Blake  Co.,  97  Pershing  St.,  New  Haven  14, 
Conn. 


CABlE-MIoWod 

Accurate  Insulated  Wire  Corp.,  23  Fox  St.,  New  Haven, 
Conn. 

Aeronautical  A  Instrument  Div.  of  Robertshaw-Fulton 
Controls  Co.,  Santa  Ana  Freeway  at  Euclid  Ave  , 
Anaheim,  Calif. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave  ,  Linden,  N.  J. 
ADV.  PG  516. 

ALDEN  PRODUCTS  CO.,  112  N  Main  St.,  Brockton  64, 
Mast.  ADV.  PG.  472. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  ADV.  PG.  65. 

American  Steel  A  Wire  Div.,  U.  S  Steel  Corp.,  Rocke¬ 
feller  Bldg.,  Cleveland  13,  Ohio 

AMERICAN  SUPER-TEMPERATURE  WIRES,  INC.,  W. 
Canal  St.,  Winooski,  Vt.  ADV.  PG.  363. 

AMPHENOL  ELECTRONICS  CORP.,  1830  S.  54th  Ave., 
Chicago  50,  III.  ADV.  PG  18 

Ampll-Vltion  Oiv.  of  International  Telemeter  Corp., 
2000  Stoner  Ave.,  Lot  Angeles  25,  Calif. 

Anaconda  Wire  A  C^le  Co.,  25  Broadway,  New  York  4, 
N.  Y. 

Antonia  Wire  A  Cable  Co.,  Ill  Martin  St.,  Ashton,  R.  I. 

Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgefield,  N.  J. 

Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 
III. 

B.rnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y. 

BOSTON  INSUUTED  WIRE  A  CABLE  CO.,  63  Bay  St., 
Boston  25,  Mass.  AOV.  PG.  489 

Brand  A  Co.,  Inc.,  William,  41  North  St.,  Willimantic, 
Conn. 

Breeze  Corps.,  Inc.,  700  Liberty  Ave.,  Union,  N.  J. 

CHESTER  CABLE  CORP.,  SUB.  OF  MIAMI  COPPER  CO., 
Hill  St.,  Chester,  N.  Y.  ADV.  PG  394. 

Cimeo  Wire  A  Cable  Co.,  303  Crescent  Ave.,  Allendale, 
N.  J. 

Columbia  Wire  A  Supply  Co.,  2850  Irving  Park  Rd., 
Chicago  18,  III. 

Consolidated  Wire  A  Associated  Companies,  1635  S. 
Clinton  St.,  Chicago  16,  III. 

Continental  Wire  Sales  Corp.,  Wallingford,  Conn 

CORNISH  WIRE  CO.,  50  Church  St ,  New  York  7,  N  Y 
ADV.  PG.  228. 

Dielectric  Materials  Co.,  5315-17  N  Ravenswood  Ave., 
Chicago  40,  III. 

Electric  Auto-Lite  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio. 

Electric  Cords  A  Supply  Co.,  413  E.  Third  St.,  Los 
Angeles  13,  Calif. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

Essex  Wire  Corp.,  Magnet  Wire  Div.  A  Wire  A  Cable 
Oiv.,  1601  Wall  St.,  Fort  Wayne,  Ind. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

General  Electric  Co.,  Wire  A  Cable  A  Conduit  Products 
Oepts.,  1285  Boston  Ave.,  Bridgeport  2,  Conn. 

General  Insulated  Wire  Works,  Inc.,  69  Gordon  Ave., 
Providence  5,  R.  I. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Hallett  Mfg.  Co.,  5910  Boweroft  St.,  Los  Angeles  16, 
Calif. 

Haveg  Industries,  Inc.,  900  Greenbank  Rd.,  Wilmington 
8,  Del. 

HITEMP  WIRES,  INC.,  1200  Shames  Drive,  Westbury, 
N.  Y.  ADV.  PG.  243. 

Holyoke  Wire  A  Cable  Co.,  720  Main  St.,  Holyoke,  Mast. 

Into  Products,  Ltd.,  404  Fifth  Ave.,  New  York  18, 
N.  Y. 

Kaiser  Aluminum  A  Chemical  Sales,  Inc.,  919  N  Michi¬ 
gan  Ave.,  Chicago,  III. 

Kistler  Instrument  Corp.,  15  Webster  St.,  North  Tone- 
wanda,  N.  Y. 

Lab-Tronics,  Inc.,  3656  N.  Lincoln  Ave.,  Chicago  13,  III. 
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Ltnt  Eltctric  Mtg.  Co.,  17S1  North  Wttttrn  Avc., 
Chicago  47,  III 

LEWIS  ENGINEERING  CO.,  S2  Rubb«’  Art.,  Naugatuck, 
Coon.  AOV.  PG.  iJZ. 

MICROOOT,  INC.,  220  Paudena  Avt.,  South  Paudtna, 
Calif.  AOV.  PG.  540. 

Mlljan,  Inc.,  a  Sub  of  Paul  Oniohundro  Co.,  Paramount, 
Calif. 

Mohawk  Wirt  &  Cabit  Corp.,  120  RIvtr  St.,  Fitchburg, 
Mass. 

Mutual  ElKtronic  Industries  Corp.,  South  Buckout  St., 
Irvington,  N.  V 

National  Ttl-Tronlcs  Corp.,  15  St.  Casmirs  Avt.,  Vonktrs, 
N.  V. 

Okonitt  Co.,  Tht,  Canal  St.,  Passaic,  N.  J 
Organic  Otvtlopmtnt  Corp.,  Sptetra-Strip  Olv.,  10052 
Larson  Avt.,  Garden  Grove,  Calif. 

PACIFIC  AUTOMATION  PRODUCTS,  INC.,  1000  Air 
Way,  Glendale  1,  Calif.  AOV.  PG  297 
Packard  Eltctric  Oiv.  of  General  Motors  Corp.,  112  Oana 
Avt.,  Warren,  Ohio. 

Phalo  Plastics  Corp  ,  25  Foster  St  ,  Worcester  8,  Mass 
PHELPS  DODGE  COPPER  PRODUCTS  CORP.,  100  Park 
Ave.,  New  York  22,  N  V.  AOV.  PG  141 
Plastic  Wire  A  Cable  Corp.,  Jewett  City,  Conn. 

Plastoid  Corp ,  42-61  24th  St.,  Long  Island  City  1, 
N.  V. 

Precision  Tube  Co ,  Inc.,  North  Wales,  Pa. 

PROGRESS  ELECTRONICS  CO.,  296  Broadway,  New 
York  7,  N  Y.  ADV.  PG  24S. 

Rego  Insulated  Wire  Co.,  BIO  Monroe  St.,  Hoboken,  N  J 
REVERE  CORP  OF  AMERICA,  SUB  OF  NEPTUNE 
METER  CO.,  Wallingford  2,  Conn  ADV.  PG.  492. 
REX  CORP.,  THE,  Hayward  Rd.,  West  Acton,  Mass 
AOV.  PG.  479 

Rhode  Island  Insulated  Wirt  Co.,  Inc.,  50  Burnham 
Avt.,  Cranston,  R.  I 

Rockbestos  Products  Corp.,  Nicoll  A  Conner  Sts ,  New 
Haven  4,  Conn 

Rome  Cable  Corp.,  Ridge  St  ,  Rome,  N  Y 
Royal  ElKtric  Corp.,  Pawtucket,  R.  I. 

RunttI  Cord  A  Wirt  Co.,  4721-11  W  Montrose  Ave., 
Chicago  41,  III. 

Saiton  Products,  Inc  ,  1661  Boone  Ave.,  Brona  60, 

N  Y 

SEQUOIA  WIRE  A  CABLE  CO.,  2201  Bay  Rd  ,  Redwood 
City,  Calif.  AOV  PG.  524. 

SImplea  Wirt  A  Cable  Co.,  79  Sidney  St.,  Cambridge  19, 
Mass. 

Standard  Telephones  A  Cables  Ltd.,  Connaught  House, 
61  Aldwych.  London,  W.C.  2,  England. 

SURPRENANT  MANUFACTURING  CO.,  Clinton,  Mass 
ADV.  PC.  2S4 

Tape  Cable  Corp.,  790  Linden  Ave.,  Rochester  10, 
N.  V. 

TENSOLITE  INSUUTED  WIRE  CO.,  INC.,  West  Main 
St.,  Tarrytown,  N  Y  AOV  PG  162 
Tevto  Insulated  Wirt,  lOB  E  Prospect  Ave.,  Burbank, 
Calif 

Thermal  Wire  Corp,  104  E.  45th  St.,  New  York  17, 
N.  Y. 

Times  Wirt  A  Cable  Co.,  Inc.,  158  Hall  Ave, 
Wallingford,  Conn. 

Titeflea,  Inc.,  514  Hendte  St.,  Springfteid,  Mass 
Transradio,  Ltd.,  118A  Cromwell  Rd.,  London  SW  7, 
England 

Union  Plastics  Corp.,  1610  Paterson  Plank  Rd.,  Secaucus, 
N.  J. 

U.  S.  Wire  A  Cable  Corp.,  Progress  A  Monroe  Sts  , 
Union  trio,  N.  J 

Vector  Manufacturing  Co.,  5616  Lawndale  Ave.,  Houston 
21,  Teaas. 

Western  Insulated  Wire  Co.,  2425  E  10th  St  ,  Lot 
Angeles  58,  Calif. 

Whitaker  Cable  Corp.,  Kansas  City  16,  Mo. 

Whitney  Blake  Co.,  97  Pershing  St.,  New  Haven  14, 
Conn. 

WirKraft  Products,  Inc  ,  10  Lake  St.,  West  Brookfield, 

Mats 

Zippertubing  Co.,  The,  752  S  San  Pedro,  Los  Angeles, 
Calif 


CABII— TranemiteJon  lino 

Accurate  Insulated  Wire  Corp.,  21  Fo>  St.,  New  Haven, 
Conn. 

Aluminum  Co.  of  America,  Alcoa  Bldg.,  Pittsburg  19, 

Pa 

AMPHENOL  ELECTRONICS,  CORP.,  1810  S  S4th  Ave.. 

Chicago  50,  III.  AOV.  PG.  18. 

Ampll-Vision  Olv.  of  The  International  Telemeter  Corp., 
2000  Stoner  Ave.,  Lot  Angeles  25,  Calif. 

Anaconda  Wire  A  Cable  Co.,  25  Broadway,  New  York  4, 
N  V 

ANDREW  CORP.,  161  E  75th  St.,  Chicago  19,  III 
AOV.  PG.  50. 

Antonia  Wire  A  Cable  Co.,  Ill  Martin  St.,  Ashton, 
R.  1. 

Belden  Mfg.  Co.,  4647  W  Van  Buren  St.,  Chicago  44, 
III. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York, 
N.  Y. 

Brand  A  Co.,  Inc.,  William,  41  North  St.,  Wlllimantic, 
Conn. 

British  Insulated  Callender's  Cablet  Ltd.,  21  Bloomsbury 
St.,  London,  W.C.  1,  England. 

Channel  Matter  Co.,  Ellenville,  N.  V. 

Chase  Brass  A  Copper  Co.,  Inc.,  216  Grand  St.,  Water- 
bury  20,  Conn. 

CHESTER  CABLE  CORP..  SUB.  OF  MIAMI  COPPER  CO., 

Hill  St.,  Chester,  N.  Y.  AOV.  PG.  194 


PRODUCTS 


Columbia  Wire  A  Supply  Co ,  2850  Irving  Park  Rd., 
Chicago  18,  III 

Consolidated  Wire  A  Associated  Companies,  1615  S. 

Clinton  St.,  Chicago  16,  III 
Copperweld  Steel  Co.,  Wire  A  Cable  Div ,  Glatsport, 
Pa. 

CORNISH  WIRE  CO.,  50  Church  St.,  New  York  7,  N  Y. 
ADV.  PG.  228. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 

N.  Y. 

General  Electric  Co.,  Wire  A  Cable  A  Conduit  Products 
Depts.,  1285  Boston  Ave.,  Bridgeport  2,  Conn. 

Intelex  Systems,  Inc,  22  Thames  St.,  New  York,  N  Y. 
INTERSTATE  ELECTRONICS,  INC.,  227  Fulton  St, 
New  York  7,  N  Y  ADV.  PG  198. 

Jefferson  Products  Corp.,  Pleasant  Valley  Rd ,  Sutton, 
Mass. 

Jersey  Specialty  Co.,  Inc.,  Mountainview,  N  J. 

Kaiser  Aluminum  A  Chemical  Sales,  Inc.,  919  N 
Michigan  Ave.,  Chicago,  III. 

Miller  Electric  Co.,  120  Main  St.,  Pawtucket,  R.  I 
Mohawk  Wire  A  Cable  Corp.,  120  River  St.,  Fitchburg 
Mass. 

Phalo  Plastics  Corp.,  25  Foster  St  ,  Worcester  8,  Mass 
PHELPS  DODGE  COPPER  PRODUCTS  CORP.,  100  Park 
Ave.,  New  York  22,  N.  Y.  AOV.  PG.  141 
Plastoid  Corp.,  42-61  24th  St.,  Long  Island  City  1, 
N.  Y. 

PrKision  Tube  Co.,  Inc.,  North  Wales,  Pa 
Prodclln,  Inc.,  107  Bergen  Ave.,  Kearny,  N  J 
Rego  Insulated  Wire  Co.,  810  Monroe  St.,  Hoboken,  N  J 
Rockbestos  Products  Corp.,  Nicoll  A  Conner  Sts  ,  New 
Haven  4.  Conn. 

Roebling's  Sons  Corp.,  John  A  ,  640  Broad  St.,  Trenton 
2,  N.  J. 

Rome  Cable  Corp.,  Ridge  St.,  Rome,  N  Y 
Royal  Electric  Corp.,  Pawtucket,  R.  I. 

Saxton  Products.  Inc.,  1661  Boone  Ave.,  Bronx  60,  N  Y 
SEQUOIA  WIRE  A  CABLE  CO.,  2201  Bay  Rd ,  Red¬ 
wood  City,  Calif.  ADV  PG.  524 
Simplex  Wire  A  Cable  Co.,  79  Sidney  St.,  Cambridge  19, 
Mass. 

SURPRENANT  MANUFACTURING  CO.,  Clinton,  Mass 
AOV.  PC.  284. 

Tevco  Insulated  Wire.  108  E.  Prospect  Ave.,  Burbank, 
Calif. 

Transradio  Ltd.,  1 J8A  Cromwell  Rd ,  London  S  W  7, 
England 

Union  Plastics  Co'p.,  1610  Paterson  Plank  Rd.,  Secaucus, 

N  J 

U.  S.  Wire  A  Cable  Corp.,  Progress  A  Monroe  Sts., 
Union  2750.  N.  J. 

Univox  Corp.,  102  Warren  St.,  New  York  7,  N  Y. 

CABlE-uNf 

American  Steel  A  Wire  Oiv.,  U.  S.  Steel  Corp.,  Rocke¬ 
feller  Bldg  ,  Cleveland  11,  Ohio. 

AMPHENOL  ELECTRONICS  CORP.,  1810  S  54th  Ave, 
Chicago  50,  Ml  ADV.  PG  18 
Ampll-Vision  Olv  of  The  International  Telemeter  Corp., 
2000  Stoner  Ave.,  Los  Angeles  25,  Calif. 

Anaconda  Wire  A  Cable  Co.,  25  Broadway,  New  York  4. 
N  Y 

ANDREW  CORP.,  161  E  75th  St.,  Chicago  19,  III 
AOV  PG  50. 

Barker  Sales  Co.,  119  S.  Broad  Ave.,  Ridgefield,  N  J 
Belden  Mfg.  Co.,  4647  W.  Van  Buren  St..  Chicago  44, 
III 

BlrrjMCh  Radio  Co.,  Inc.,  145  Hudson  St  .  New  York 
11,  N.  Y 

COSTON  INSULATED  WIRE  A  CABLE  CO..  61  Bay  St , 
Boston  25.  Mass  AOV.  PG.  489 
Brand  A  Co.,  Inc.,  William,  41  North  St.,  Willimantic, 
Conn 

CHESTER  CABLE  CORP.,  SUB  OF  MIAMI  COPPER 
CO.,  Hill  St.,  Chester,  N  Y  ADV  PG  194 
Columbia  Wire  A  Supply  Co.,  2850  Irving  Park  Rd., 
Chicago  18,  III. 

Consolidated  Wire  A  Associated  Companies.  1615  S 
Clinton  St.,  Chicago  16,  III. 

CORNISH  WIRE  CO  ,  50  Clturch  St..  New  York  7,  N  Y 
ADV  PG.  228 

Dielectric  Materials  Co.,  5115-17  N  Ravenswood  Ave 
Clilcago  40,  III. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  19,  Mass.  ADV.  PG.  178,  179 
Hclyoke  Wire  A  Cable  Corp.,  720  Main  St.,  Holyoke 
Mass. 

INTERSTATE  ELECTRONICS,  INC.,  227  FuHon  St.,  New 
York  7,  N  V.  AOV.  PG  198. 

Jefferson  Products  Corp.,  Pleasant  Valley  Rd.,  Sutton, 

Mass. 

Jersey  Specialty  Co.,  Inc.,  Mountainview,  N.  J. 

Kaiser  Aluminum  A  Ch^ical  Sales.  Inc.,  919  N 
Michigan  Ave.,  Chicago,  III. 

Mohawk  Wire  A  Cable  Corp.,  120  River  St.,  Fitchburg. 
Mass. 

Phalo  Plastics  Corp.,  25  Foster  St.,  Worcester  8,  Mass 
PHELPS  DODGE  COPPER  POROUCTS  CO.,  100  Park 
Ave.,  New  York  22,  N.  Y.  ADV.  6.  141. 

Plastoid  Corp.,  42-61  24th  St.,  Long  Island  City  1. 
N.  V. 

PtKision  Tube  Co.,  Inc.,  North  Wales,  Pa. 

Rego  Insulated  Wire  Co.,  810  Monroe  St.,  Hoboken,  N.  J. 
REX  CORP.,  THE,  Hayward  Rd.,  West  Acton.  Mass 
AOV.  PC.  479. 

Rockbestos  Products  Corp.,  NIcoH  A  Conner  Sts.,  New 
Haven  4,  Conn. 

Royal  Electric  Corp.,  Pawtucket,  R.  I. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60,  N.  Y. 


CALIBRATORS 


SLQUOIA  WIRE  A  CABLE  CO.,  2201  Bay  Rd.,  Redwood 
City,  Calif.  AOV.  PG.  524. 

Simplex  Wire  A  Cable  Co.,  79  Sidney  St.,  Cambridge  19, 
Mass. 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
61  Aldwych,  London,  W.  C.  2,  England. 

SURPRENANT  MANUFACTURING  CO.,  Clinton.  Mass. 
AOV.  PG.  284 

TENSOLITE  INSULATED  WIRE  CO.,  INC.,  West  Main 
St.,  Terrytown,  N  Y.  ADV.  PG.  162. 

Tevco  Insulated  Wire,  108  E.  Prospect  Ave.,  Burbank, 
Calif. 

Thermax  Wire  Corp.,  104  E.  45th  St.,  New  York  17, 
N.  Y. 

Tiansradio,  Ltd.,  118A  Cromwell  Rd.,  London  S.  W  7, 
England 

Union  Plastics  Corp.,  1610  Paterson  Plank  Rd.,  Secaucus, 
fl.  J. 

U  S.  Wire  A  Cable  Corp.,  Progress  A  Monroe  Sts., 
Union  2750,  N  J. 


CABLE— Wrapping  or  lacing 

ALPHA  WIRE  CORP.,  200  Vanck  St  ,  New  York  14, 
N.  Y  ADV.  PG  65 

AMP  INC.,  2100  Paxton  St.,  Harrisburg  10.  Pa.  ADV. 
PG  146,  147. 

BENTLEY. HARRIS  MFG.  CO.,  Conshohocken,  Pa  ADV. 
PG.  464. 

GUOEBROO  3R0S  SILK  CO.,  INC.,  ElKtronics  Oiv., 
225  W.  14th  St.,  New  York  1,  N  Y  ADV.  PG.  561. 
Heminway  A  Bartlett  Mfg.  Co.,  500  Fifth  Ave.,  New 
York  16,  N  Y. 

NEWMAN  CO.,  M  M.,  79  Clifton  Ave.,  Marblehead, 
Mass.  ADV  PG  518 

VARFLEX  CORP.,  506  W  Court  St  ,  Rome.  N.  Y.  ADV. 
PG  469 

Zippertubing  Co.,  The,  752  S  San  Pedro,  Los  Angeles, 
Olif. 


CAIIBRATORS-Crystof 

A  R  F  Products,  Inc.,  7627  Lake  St.,  River  Forest, 
III. 

Aircom  Inc.,  154  Mam  St.,  Winthrop  52,  Mass 
Alpha  Instru.ment  Co ,  41  Hempstead  St.,  New  London, 
Conn 

BULOVA  WATCH  CO.,  INC.,  ELECTRONICS  OIV.,  40-06 
62od  St.,  vvoodside  77,  N  V  ADV.  PG  550 
Colortone  Electronics,  Inc.,  200  Frank  Rd ,  Hicksville, 
N  Y 

Colimbus  Electronics  Corp.,  lOlO  Saw  Mill  River  Rd., 
Yonkers,  N  Y. 

CONTROL  ELECTRONICS  CO.,  INC  ,  1925  New  York 
Ave.,  Huntington  Station,  N.  Y.  ADV.  PG  471,  550. 
Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  Y  ADV.  PG  149-152 
Ferris  Instrument  Co.,  110  Cornelia  St.,  Boonton,  N.  J. 
GENERAL  RADIO  CO.,  275  Massachusetts  Ave  ,  Cam¬ 
bridge  19.  Mass  AOV.  PG.  178,  179 
Harvey-Wells  Electronics,  Inc.,  North  St.,  Southbridge, 
Mass. 

Hickok  Elnctrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio 
Johnson  Co.,  E.  F.,  Waseca,  Mmn. 

Measurement  Engineering  Ltd  ,  Arnprior.  Ontario,  Canada. 
MEASUREMENTS  DIV.,  McGRAW-EDISON  CO.,  Boon- 
ton,  N  J  AOV  PG  564,  565 
Metronix,  Inc.,  75  Wilson  Mills  Rd.,  Chesterland,  Ohio. 
National  Co  ,  Inc.,  61  Sherman  St.,  Malden  48,  Mass 
PROBESCOPE  CO.,  8  Sagamore  Hill  Drive.  Port  Wash¬ 
ington,  N  Y.  ADV.  PG.  552 
Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England 

RADIO  FREQUENCY  LABS.,  INC.,  Boonton  2,  N  J. 
AOV  PG.  199. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  AOV  PG  276,  277. 
VARO  MFG  CO.,  2201  Walnut  St.,  Garland,  Texas 
AOV.  PG.  454. 

Winston  Electronics.  Inc.,  4112  Mam  St.,  Philadelphia 
27,  Pa 


CAIIBRATORS-Froguoncy 

Aircom  Inc.,  154  Main  St.,  Wmthrop  52,  Mass 

Alpha  Instrument  Co.,  41  Hempstead  St.,  New  London, 
Conn. 

Browning  Laboratories,  Inc.,  Main  St.,  Winchester,  Mass. 

Columbus  Electronics  Corp.,  1010  Saw  Mill  River  Rd., 
Yonkers.  N  Y. 

CONTROL  ELECTRONICS  CO.,  INC.,  1925  New  York 
Ave.,  Huntington  SUtion,  N.  V.  AOV.  PG.  471,  550. 

Our.lap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  Y.  AOV.  PG.  149-152. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  19,  Mass.  AOV.  PG.  178,  179 

Gyrex  Corp.,  3001  Pennsylvania  St.,  Sanu  Monica, 
Calif. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  N,  Ohio. 

UBORATORV  FOR  ELECTRONICS,  INC.,  75  Pitts  St., 
Boston  14,  Mass.  AOV.  PG  508. 

MEASUREMENTS  OIV.,  McGRAW-EDISON  CO.,  Boon- 

ton,  N  J  AOV  PG  564,  565 
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1958-1959  LISTINGS  of 


CALIBRATORS 


New  London  Instrument  Co.,  P.  0.  Box  169,  New  London, 
Ccnn. 

PANORAMIC  RADIO  PRODUCTS,  INC.,  520  S.  Fulton 
Ave.,  Mt.  Vernon,  N.  Y.  ADV.  P6.  463. 

Polytechnic  Research  &  Development  Co.,  Inc.,  202 
Tillary  St.,  Brooklyn  1,  N.  Y. 

PROBESCOPE  CO.,  8  Sagamore  Hill  Drive,  Port  Washing¬ 
ton,  N.  Y.  ADV.  PG.  552. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

RADIO  FREQUENCY  LABS.,  INC.,  Boonton  2,  N.  J. 
ADV.  PG.  399. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityville, 
N.  Y.  ADV.  PG.  323. 

TElERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  ADV.  PG.  276,  277. 

Wiiiston  Elearonics,  Inc.,  4312  Main  St.,  Philadelphia 
27,  Pa. 


CALIBRATORS-RcNfor  Kangm 

Aircraft  Armaments,  Inc.,  Cockeysville,  Md. 

CONTROL  ELECTRONICS  CO.,  INC.,  1925  New  York 
Ave.,  Huntington  Station,  N.  Y.  ADV.  PG.  473,  550. 
Farnsworth  Electronics  Co.,  Div.  of  ITAT,  3700  E.  Pon¬ 
tiac  St.,  Fort  Wayne  1,  Ind. 

Missouri  Research  Labs.,  Inc.,  2019  Locust  St.,  St. 
Louis  3,  Mo. 

Orbitran  Co.,  Inc.,  Rt.  1,  Box  635,  Lakeside,  Calif. 
SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  ADV.  PG.  165. 
Tel-Instrument  Electronics  Corp.,  728  Garden  St., 
Carlstadi,  N.  J. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  ADV.  PG.  276,  277. 
WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y.  ADV. 
PG.  394C. 


CALIBRATORS-Sweep 

CALIBRATORS-uhf 

Sm  INSTRUMENTS-Electricol  Measuring 


CALIBRATORS-Voffoge 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

Arnoux  Corp.,  11924  W.  Washington  Blvd.,  Los  Angeles 
66,  Calif. 

B  1  K  Mfg.  Co.,  3726  Southport  Ave.,  Chicago  13,  III. 

BALUNTINE  LABORATORIES,  INC.,  Boonton,  N.  J. 
ADV.  PG.  163. 

Berkshire  Laboratories,  580  Bank  Village,  Greenville, 
N.  H. 

Colortone  Electronics,  Inc.,  200  Frank  Rd.,  Hicksville, 
N.  Y. 

Dubrow  Development  Co.,  235B  Penn  St.,  Burlington, 
N.  J. 

ELECTRO-PULSE,  INC.,  11861  Teale  St.,  Culver  City, 
Calif.  ADV.  PG.  346. 

Electronic  Measurements  Co.,  Inc.,  Lewis  St.  &  Maple 
Ave.,  Eatontown,  N.  J. 

Elk  Electronic  Labs.,  Inc.,  333  W.  52nd  St.,  New 
York  19,  N.  Y. 

EPSCO,  INCORPORATED,  588  Commonwealth  Ave.,  Bos¬ 
ton  15,  Mass.  ADV.  PG.  281-283. 

FLUKE  MFG.  CO.,  INC.,  JOHN,  1111  W.  Nickerson  Ave., 
Seattle  99,  Wash.  ADV.  PG.  501. 

Gertsch  Products,  Inc.,  3211  S.  La.  Cienega  Bid.,  Los 
Angeles  16,  ^lif. 

Gilmore  Industries,  Inc.,  5713  Euclid  Ave.,  Cleveland  3, 
Ohio. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Holt  Instrument  Labs.,  Oconto,  Wis. 

Julie  Research  Laboratories,  556  W.  168th  St.,  New 
York  32,  N.  Y, 

KEPCO  LABS.,  INC.,  131-38  Sanford  Ave.,  Flushing  55, 
N.  Y.  ADV.  PG.  289,  290. 

MEASUREMENTS  DIV.,  McGRAW-EDISON  CO.,  Boon- 
ton,  N.  J.  ADV.  PG.  564,  565. 

Metronix,  Inc.,  75  Wilson  Mills  Rd.,  Chesterland,  Ohio. 

MInneapoMs-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgeway  Rd.,  Minneapolis  13,  Minn. 

Moran  Instrument  Corp.,  170  E.  Orange  Grove  Ave., 
Pasadena  3,  Calif. 

NJE  CORPORATION,  345  Carnegie  Ave.,  Kenilworth, 
N.  J,  ADV.  PG.  292-295. 

Neff  Instrument  Corp.,  2211  E.  Foothill  Blvd.,  Pasa¬ 
dena,  Calif. 

Northeast  Electronics  Corp.,  P.  0.  Box  425,  Municipal 
Airport,  Concord,  N.  H. 

NON-LINEAR  SYSTEMS,  INC.,  Del  Mar  Airport,  Del 
Mar,  Calif.  ADV.  PG.  442. 

OWEN  LABORATORIES,  INC.,  55  Beacon  Place,  Pasa¬ 
dena,  Calif.  ADV.  PG.  498. 

RAWSON  ELECTRICAL  INSTRUMENT  CO.,  Ill  Potter 
St.,  Cambridge  42,  Mass.  ADV.  PG.  457. 

SORENSEN  &  CO.,  INC.,  Richards  Ave.,  Norwalk, 
Conn.  ADV.  PG.  91-96. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  ADV.  PG.  511. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity¬ 
ville,  N.  Y.  ADV.  PG.  323. 


CALIBRATORS-vswr 

Browning  Laboratories,  Inc.,  Main  St.,  Winchester,  Mass. 


California  Technical  Industries,  Div.  of  Textron,  Inc., 
1421  Old  County  Rd.,  Belmont,  Calif. 

DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98,  99. 

Electro  Impulse  Labs.,  208  River  St.,  Red  Bank,  N.  J. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  V.  ADV.  PG.  149-152. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden,  Mass. 

Northeast  Electronics  Corp.,  P.  0.  Box  425,  Municipal 
Airport,  Concord,  N.  H. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 

Press  Wireless  Laboratories,  Inc.,  25  Prospect  Place, 
West  Newton  65,  Mass. 

RADAR  DESIGN  CORP.,  3309  James  St.,  Syracuse  6, 
N.  Y.  ADV.  PG.  547. 

Rixon  Electronics,  Inc.,  Silver  Spring,  Md. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  ADV.  PG.  165. 

CAIORIMETERS-Atrcrowov* 

$M  MICROWAVE  ACCESSORIES 

CAMERAS— Osciffoscopa 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgefield,  N.  J. 

Beattie-Coleman,  Inc.,  1000  N.  Olive  St  ,  Anaheim,  Calif. 

Beckman  &  Whitley,  Inc.,  913  San  Carlos  Ave.,  San 
Carlos,  Calif. 

Berndt-Bach,  Inc.,  6924  Romaine  St.,  Hollywood  38, 
Calif. 

Bill  Jack  Scientific  Instrument  Co.,  P.  0.  Box  C-3, 
Solana  Beach,  Calif. 

Chicago  Aerial  Industries,  1980  N.  Hawthorne,  Melrose 
Park,  III. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 

5. E.  26,  England. 

Clevite  Corp.,  Texas  Div.,  3732  Wertheimer  Rd.,  Houston 

6,  Texas. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield 
Ave.,  Clifton,  N.  J. 

Edgerton,  Germeshausen  &  Grier,  Inc.,  160  Brookline  Ave., 
Boston,  Mass. 

Electro-Medical  Lab.,  Inc.,  South  Woodstock  8,  Vt. 

Electronic  Tube  Corp.,  1200  E.  Mermaid  Ave.,  Phila¬ 
delphia  18,  Pa. 

Fairchild  Camera  A  Insrtument  Corp.,  Industrial  Camera 
Div.,  5  Aerial  Way,  Syosset,  N  Y. 

Flight  Research,  Inc.,  P.  0.  Box  1-F,  Richmond  1,  Va. 

GENERAL  RAOID  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Gordon  Enterprises,  5362  N.  Cahuenga  Blvd.,  North 
Hollywood,  Calif. 

Grass  Instrument  Co.,  101  Old  Colony  Ave.,  Quincy,  Mass. 

Mandrel  Industries,  Inc.,  Industrial  Instruments  Div., 
5134  Glenmont  Drive,  Houston  Texas. 

Maurer,  Inc.,  J.  A.,  37-01  31st  St.,  Long  Island  City  1, 
N.  V. 

MIDWESTERN  INSTRUMENTS,  41st  A  Sheridan  Rd., 
Tulsa,  Okla.  ADV.  PG  9 

PANORAMIC  RADIO  PRODUCTS,  INC.,  520  S  Fulton 
Ave.,  Mt.  Vernon,  N.  Y.  ADV.  PG.  463. 

RIBET  A  DESJARDINS,  13-17,  Rue  Perier,  Montrouge 
(Seine)  France.  ADV.  PG.  215-218. 

Taller  A  Cooper  Co.,  75  Front  St.,  Brooklyn  1,  N.  Y. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityville, 
N.  Y.  ADV.  PG.  323. 


CAMERAS— Roefor  Recortfing 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

Beattie-Coleman,  Inc.,  1000  N.  Olive  St.,  Anaheim, 
Calif. 

Berndt-Bach,  Inc.,  6924  Romaine  St.,  Hollywood  38, 
Calif. 

Bill  Jack  Scientific  Instrument  Co.,  P.  0.  Box  C-3, 
Solano  Beach,  Calif. 

Chicago  Aerial  Industries,  1980  N.  Hawthorne,  Melrose 
Park,  III. 

Fairchild  Camera  A  Instrument  Corp.,  Defense  Products 
Div.,  Robbins  Lane,  Syosset,  N.  Y. 

Flight  Research,  Inc.,  P.  0.  Box  IF,  Richmond  1,  Va. 

Gordon  Enterprises,  5362  N.  Cahuenga  Blvd.,  North 
Hollywood,  Calif. 

Haller,  Raymond  A  Brown,  Inc.,  State  College,  Pa. 

Maurer,  Inc.,  J.  A.  37-01  31st  St.,  Long  Island  City  1, 
N.  Y. 

Specialties,  Inc.,  Skunks  Misery  Rd.,  Syosset,  N.  Y. 


CAMERAS— Te/evisiafi 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Berndt-Bach,  Inc.,  6924  Romaine  St.,  Hollywood  38, 
Calif. 

Blonder-Tongue  Laboratories,  Inc.,  9-25  Ailing  St.,  New¬ 
ark  2,  N.  J. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

Diamond  Power  Specialty  Corp.,  Lancaster,  Ohio. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield 
Ave.,  Clifton,  N.  J. 

General  Electric  Co.  Technical  Products  Dept.,  Elec¬ 
tronics  Park,  Syracuse,  N.  Y. 


General  Precision  Laboratory,  Inc.,  63  Bedford  Rd., 
Pleasantville,  N.  Y. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

International  Telephone  A  Telegraph  Corp.,  Industrial 
Products  Div.,  15191  Bledsoe  St.,  San  Fernando, 
Calif. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  ADV.  PG.  51-57. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

Miratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  Minn. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PROD¬ 
UCTS  DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441, 
Third  A  Fourth  Covers  A  Preceding  Insert. 

Sarkes  Tartian,  Inc.,  Rectifier  Div.,  415  N.  College  Ave., 
Bloomington,  Ind. 

Taller  A  Cooper  Co.,  75  Front  St.,  Brooklyn  1,  N.  Y. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity¬ 
ville,  N.  Y.  ADV.  PG.  323. 


CAMERAS-X-Roy 

APPLIED  RADIATION  CORP.,  2404  N.  Main  St.,  Walnut 
Creek,  Calif.  ADV.  PG.  504 

Beattie-Coleman,  Inc.,  1000  N.  Olive  St.,  Anaheim, 
Calif. 

Fairchild  Camera  A  Instrument  Corp.,  Industrial  Camera 
Div.,  5  Aerial  Way,  Syosset,  N.  Y. 

Philips  Electronics,  Inc.,  750  S.  Fulton  Ave.,  Mt. 
Vernon,  N.  Y. 

Picker  X-Ray  Corp.,  25  S.  Broadway,  White  Plains,  N.  Y. 
X-Ray  Dept.,  General  Electric  Co.,  4855  Electric  Ave., 
Milwaukee  1,  Wit. 


CAMS  B  OEARS— Compofor  FoW 

COIL  WINDING  EQUIPMENT  CO.,  109  Audrey  Ave., 
Oyster  Bay,  N.  Y.  ADV.  PG.  458,  459. 

CUNNINGHAM  INDUSTRIES,  INC.,  56  Hubbard  Ave, 
Stamford,  Conn.  AVD.  PG.  452. 

Eisler  Engineering  Co.,  Inc.,  751  S.  13th  St.,  Newark  3, 
N.  J. 

Ford  Instrument  Co.,  Div.  of  Sperry  Rand  Corp.,  31-10 
Thomson  Ave  ,  Long  Island  City  1,  N  Y. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV  PG.  125 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
YORK  28,  N.  Y.  ADV.  PG.  433 
Research  Development  Manufacture,  Inc.,  429  E.  Collom 
St.,  Philadelphia  44,  Pa 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK 
A  SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C. 

Western  Gear  Corp.,  Electric  Products  Oiv.,  132  W. 

Colorado  St.,  Pasadena  1,  Calif. 

Zagora  Gears,  Inc.,  1327  S.  Mint  St.,  Charlotte  3, 
N.  C. 

CANS 

NOn; 

(h)  indicalae  harmaficolly  eoalod  typos 
ALDEN  PRODUCTS  CO.,  112  N  Main  St.,  Brockton  64, 
Mass.  ADV.  PG  472. 

Algo,  Inc.,  251  West  St.,  South  Hackensack,  N.  J.  (h) 
Aluminum  Co.  of  America,  Alcoa  Bldg.,  Pittsburg  19, 
Pa. 

Aluminum  A  Chemical  Corp.,  22  W.  Putnam  Ave.,  Green¬ 
wich,  Conn. 

American  Aluminum  Co.,  230  Sheffield  St.,  -C, 
Mountainside,  N.  J. 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N.  Y.  ADV.  PG  476. 

Ballou  A  Co.,  Inc.,  B.  A.,  61  Peck  St.,  Providence,  R.  I. 
Barnes  Metal  Products  Co.,  4425  W.  16th  St.,  Chicago 
23,  III. 

Barwood  Mfg.  Co.,  Inc.,  L.  J.,  22  Williams  St.,  Everett 
49,  Mass 

BELMET  PRODUCTS,  INC.,  503  Morgan  Ave.,  Brooklyn 
22,  N  Y  ADV.  PG.  235. 

Continental  Can  Co.,  Inc.,  100  E.  42nd  St.,  New  York 
17,  N.  Y. 

ELECTRICAL  INDUSTRIES  DIV.,  PHILIPS  ELECTRONICS 
INC.,  691  Central  Ave.,  Murray  Hill,  N.  J.  ADV.  PG. 

7.  (h) 

Electronic  Service  Corp.,  2906  Birch  St.,  Franklin  Park, 
III.  (h) 

Ellis  A  Sons  Inc.,  George  D.,  4002  N.  American  St., 
Philadelphia  40,  Pa.  (h) 

Falstrom  Co.,  44  Falstrom  Court,  Passaic,  N.  J. 
General  Aviation  A  Electronics  Mfg.  Co.,  Inc.,  179 

Berger  St.,  Wood-Ridge,  N.  J. 

GENERAL  HERMETIC  SEALING  CORP.,  99  E.  Hawthorne 
Valley  Stream,  N.  Y.  ADV.  PG.  546.  (h) 

Goat  Co.,  Inc.,  Fred,  308  Dean  St.,  Brooklyn  17,  N  .Y. 
Great  Eastern  Metal  Products  Co.,  22  Woodworth  Ave., 
Yonkers,  N.  Y.  (h) 

Heldor  Mfg.  Corp.,  238  Lewis  St.,  Paterson,  N.  J.  (h> 

HERMETIC  SEAL  CORP.,  29-37  S.  Sixth  St.,  Newark  7, 
N.  J.  ADV.  PG.  403. 

HUDSON  TOOL  A  DIE  CO.,  INC.,  118  S.  14th  St., 
Newark,  N.  J.  ADV.  PG.  203. 

Impact  Extrusion  Products,  Inc.,  39  Powderhouse  Rd., 
Roslyn  Heights,  N.  Y. 

Irving  Tool  A  Mfg.  Co.,  1315  Levee  St.,  Dallas  7, 
Texas. 

JOHNSON  A  HOFFMAN  MFG.,  CORP.,  31  E.  Second 
St.,  Mineola,  N.  Y.  ADV.  PG  242. 
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CAPACITORS 


Kobty  Tool  Co  .  153}  N.  Dayton  A»t.,  Chicago  22,  III. 
LIBRASCOPE,  INC.,  808  Wttttrn  A<t.,  Glendalt,  Calif. 
ADV.  PC.  125. 

Martin  Co.,  Inc.,  Rodman  H.  Cloctrenlct  Oi«.,  300  W. 

Oak  St.,  Norrittoom,  Pa.  (h) 

Motpro,  Inc.,  R.  1^  230  Toronto  Avt.,  Providonce,  R.  I. 
Middinoi  Papor  Tub*  Co.,  lx.,  34}  Cbtimtford  St., 
Lomrtli,  Mast. 

Mid-Wnt  Metal  Products  lx.,  Fairfax  Industrial  District, 
Kansas  City  15,  Kan. 

Mllltn  Mfg.  Co.,  Jamtt,  150  Eachang*  St.,  Maldon, 
Mats 

Northern  Metal  Products  Co.,  9587  W.  Grand  Ave., 
Franklin  Park,  III 

Paul  A  Beekman,  lx.,  1801  Courtland  St.,  Philadelphia 
40,  Pa. 

Repath  Pacific  Div.  of  Arxid  Engineering  Co.,  841  E 
blst  St.,  Lot  Angeles  1,  Calif 
Rollan  Electric  Co.,  8233  S.  Princeton  Ay*.,  Chleafo  20, 
III 

ROSS  METALS  CO.,  MILTON,  505  Oavitvill*  Rd., 

Oavitville,  Pa  ADV.  PG  472.  (h) 

Silicon*  Seals,  Ix.,  3125  Milwaukee  Ay*.,  Chicago  18, 
111.  (h) 

Sphere  Co.,  lx..  The,  25  Amity  St.,  Little  Falls, 
N.  J.  (h) 

Stayer  Co.,  lx..  The,  41  N.  Saaon  Ave,  Bay  Shore, 
N.  V. 

STEEL  HEOOLE  MFC  CO,  2100  W  Allegheny  Ay*, 

Philadelphia  32,  Pa.  ADV.  PG  541. 

Sun  Tub*  Corp ,  181  Long  Aye,  Hillside,  N  J 
SVLVANIA  ELECTRIC  PROOUCTS  INC.,  PARTS  OlV., 

Warren,  Pa.  ADV  PG  832 

U  M  A  F  Manufacturing  Co ,  10029  Vanowen  St.,  North 
Hollyyrood,  Calif. 

Vector  Eleertonic  Co,  1100  Flower  St.,  Glendale  1. 
Calif. 

2ero  Mfg  Co,  1121  Chestnut  St.,  Burbank  71,  Calif. 

CAPACITORS 

NOTE 

Throwfhouf  all  tapotitat  frtlinya 

(k)  indicvloi  kormoticslly  toalod  typo* 

(p)  indicafos  protsuro  typos 
(«)  indicates  vocwsim  types 

Capacitors,  Fined 
I .  CercMaic 

2  Decade 

3.  Electrelytic 

3a.  Electrolytic,  Sekminiatero 
4  Energy  Steroge 

3  Feed  Tkreugk 

8.  Fined  Cempesitien 

7.  Oos  Filled 

8.  Olass 

8  High  Veliage 
8a  Metallised  Mylar 
10.  Metallised 

11  Mica 
11a  Oil  Filled 

12  Paper 

13  PlasHc 

14.  Power  Factor 

15.  Precisian  Air 

18.  Pvlse  Farming  Network 
18a.  Silicone  Filled 

17.  Silvered  Mica 
It.  Tantalum 

18.  Vacuum 


Capacitors,  Variable 

20.  Trimmer-Air 

21.  Trimmer-Ceramic 

22.  Trimmer-INica 

22a.  Trimmer-Olass  or  Quarts 

23.  Trimmer-Vacuum 

24.  Tuning-Receiving 

25.  Tuning-Transmitter 

ACF  Electronics,  800  N  Pitt  St.,  Aleaandr.a,  Va.  1-9-13. 

Acrovos  Corp.,  740  Belleville  Ave  ,  Nevk  Bedford,  Mast. 
l-2-3-3a-4-S-9-9a-10-ll-Ua-12-13-14.18-18a-17-lB- 
21.  (h). 

Aetna  Electronics  Corp.,  207  Stonehmge  Lane,  Carl* 
Place,  N.  Y.  25. 

Airborx  Accessories  Corp.,  1414  Chestxt  Ave.,  Hill¬ 
side,  N.  J.  5-9*. 

Ajaa  Condenser  Corp^  10905  Chandler  Blvd.,  North 
Hollywood  Calif.  3-3a-12.  (h) 

All  Star  Products  lx.,  Defiaxe,  Ohio  20-24. 

ALLEN-BRAOLEY  CO.,  138  W  Greenfield  Ave.,  Mil¬ 
waukee  4,  Wit  I-S.  ADV  PC  421 

American  Condenser  Corp.  4410  N  Raventwood  Ave., 
Chic.sgo  40,  III  3-3a-9-lla-12-13-14.  (h) 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd.  A  Manufacturers  Rd.,  Chattanooga  5,  Tenn. 
1-5-9  ADV  PG  237 

AMP,  INC.,  2100  Payton  St.,  Harrisburg  10,  Pa.  9- 
lla-lb.  ADV  PG  146.  147 


Amp  lx.,  Chemicais  A  Dielectrics  Olv.,  155  Park  St., 
Elizabethtotvn,  Pa  9-lla-18  (h) 

AMPEREX  ELECTRONIC  CORP.,  230  Duffy  Ay*.,  Hickt- 
vllle,  N.  V.  9-19.  ADV.  PG.  410,  411. 

ARCO  ELECTRONICS,  INC.,  84  Whiu  St.,  New  York  13, 
N.  Y.  l-5-9-ll-i2-17-U-22.  ADV.  PG.  102. 
ArcoelKtric  Div.  of  British  Electronics  Sain  Co.,  Ix., 
Oakland  Garden  Sta.,  Flushing  84,  N.  Y.  22a. 

AmhoM  Ceramics  lx.,  1  E.  57tb  St.,  New  York  22, 

N  Y.  1-5-21. 

ASTRON  CORP.,  255  Grant  Ave.,  East  Newark,  N  J. 
l-3-3a-5-b-9a-10-lla-12-13-14-16-18a.  ADV.  PG. 
Ill  <h) 

Automatic  Mfg.  Div.  of  General  Instrument  Corp.,  85 
Gosiverneur  St.,  Newark,  N.  J.  24-2S. 

Aiel  Bros.,  ElKtronics  Die.,  134-20  Jamaica  Ave., 
Jamaica,  N  Y.  4-5-9-9a-10-lla-12-13-14-18-18a.  (h) 
Balco  Rnearcb  Laboratorin,  48-53  Edison  Place,  Newark 
2,  N.  J.  9a-13.  (h) 

Barco,  lx..  Boy  1222,  Milwaukee  1,  Wit.  3*-17-lB. 
BARKER  A  WIUIAMSON,  Canal  A  Beayer  Sts.,  Bristol, 
P*  25.  ADV.  PG.  103 

Basic  Tool  Engineering,  lx.,  4158  S.  Main  St.,  Los 
Angein,  Calif  1.  <h) 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ay*., 
Morris  Plain,  N.  J.  15.  ADV.  PG  368 
British  Insulated  Callender's  Cabin  Ltd.,  21  Bloomsbury 
St.,  London,  W.  C.  1,  England  4-9-lla-12-14. 

British  Radio  Electronics  Ltd.,  1833  Jefferson  Plxe, 

N  W.,  Washington  6,  0.  C.  1-17-20. 

Bud  Radio,  Ix.,  2118  E  55th  St.,  Cleveland  3,  Ohio 
20-25. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Coxord  Ave  , 
Cambridge  38.  Mast  1-5-21.  ADV.  PG.  74 
Cardwell  Co..  Allen  0  .  The.  97  Whiting  St.,  Plain- 
view.  Conn  15-20-24-25 

CENTRALAB  DIV.,  GLOBE-UNION  INC.,  914Y  E 
Keefe  Ay*.,  Milwaukn  1,  Wit  1-5-14-21.  ADV.  PG 
422 

CHICAGO  CONDENSER  CORP.,  3255  W  Armitag*  Ave. 
Chicago  47,  III  5-9-10-12-13-14-16.  ADV.  PG 

512.  (h) 

Colorton*  Electronics,  Ix..  200  Frank  Rd.,  Hicktvllle, 
N  Y  9. 

Condenser  Products  Diy.,  New  Haven  Clxk  A  Watch 
Co.,  140  Hamilton  St.,  New  Haven,  Conn  4-9-9a- 
lla-12-13-18-18a  Ih) 

Condenser  Research  Corp.,  P  0.  Bos  161,  715  S. 
Onting  St.,  Seymour,  Ind  2-9-9*-10-ll*-12-13- 
18a.  (h) 

CORNELL-DUBILIER  ELECTRIC  CORP.,  South  Plainfield, 
N  J  l-2-3-3a-4-5-8-9-9a-10-ll-ll*-12-13-14.16- 
18a  l7-lB.  ADV.  PG  419 

Corning  Glass  Works,  Coming.  N  V  8-18-20. 

CORSON  ELECTRIC  MFC  CORP,  540  39th  St.,  Union 
City,  N.  J.  4,  9,  11a,  12,  13,  18  ADV  PG  588 

(h) 

COSMIC  RADIO  CORP.,  853  Whittier  St.,  New  York  59, 
N  Y  3-3a-12  ADV  PG  S87 

DEARBORN  ELECTRONIC  UBORATORIES,  1421  N 
Wells  St.,  Chicago  10,  111  4-5-8-9-9a-ll*-12-13- 

18a  ADV  PG  480  (h) 

Diamond  Electronics  Corp  64  Whit*  St.,  New  York 
13,  N  Y.  2-4-7-9-13-14  (h) 

Dlelectron  Diy.  of  The  Gudeman  Co.,  2669  S.  Myrtle 
Ave  Monrovia.  Calif  1-18 

DOLINKO  A  WILKENS,  INC.,  1901-7  Summit  Ave  , 
Union  City.  N  J  9-19.  ADV.  PG  440 
Double  “E"  Products  Co.,  208  Standard  St.,  El  Segundo, 
Calif  9a-10.  (hi 

DUMONT-AIRPLANE  A  MARINE  INSTRUMENTS,  INC., 
P  0  Bos  92,  Clearfield  Pa  3-lla-12-i3-18a. 
ADV  PG  450  (hi 

Duotone  Co.,  Ix.,  Keyport,  N  J 
ESC  CORP.,  534  Bergen  Blvd,  Palisades  Park,  N.  J 
18.  ADV.  PG  303 

EITEL-McCULLOUGH,  INC.,  San  Brux,  Calif  19-23-25 
ADV  PG.  122,  123  (vl 

ElKtra  Mfg.  Co.,  Resistor  Diy.,  4051  Broadway,  Kansas 
City  Mo  1-9  (vl 

Elxtric  Auto-LIt*  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio  12. 

Electro-Capxltors  Co.,  10132  Edes  Aye  ,  Oakland  3, 
Calif  3-4.  (h) 

ELECTRO-MEASUREMENTS,  INC.,  7524  S  W  Mxadam 
Portland  1  Ore  2-13  ADV.  PG  138,  139 
ELECTRO  MOTIVE  MFG.  CO.,  S  Park  A  John  St., 
Willimartic,  Conn  1-5-11-12-17-22.  ADV  PG.  261 
ElKtron  Products,  lx,  430  N  Halstead  St..  Pasadena 
Calif  5-9-9a-10-lla-12-13-18a.  (h)  (pi  (v) 

Electronic  Applications,  Ix.,  194  Richmond  HIM  Ave., 
Stamford,  Conn  2. 

ElKtronic  Development  Co  ,  112  W  34th  St..  New  York 
1,  N  Y  2.  (h) 

ELECTRONIC  FABRICATORS,  INC.,  882  Broadway,  New 
York  12.  N.  Y  13.  ADV  PG  584.  (hi 

Electronic  Service  Corp.,  2906  Birch  St.,  Franklin  Park, 
III  13 

Fansteel  Metallurgical  Corp.,  2200  Sheridan  Road, 
North  Chicago,  III.  3-3a-18  (h) 

Fast  A  Co.,  John  E.,  3538  N  Kcdzic  Ave  .  Chicago 
18,  III.  l-5-9-ll*-12-13-14  (h) 

Fastes  Olv.  of  lllixis  Tool  Works,  195  Algonquin  Rd., 
Oes  Plaines,  III.  21. 

FILM  CAPACITORS,  INC.,  3400  Park  Ave.,  New  York  56 
N.  Y  2-4-5-9-9a-10-lla-12-13-14-l^.  ADV.  PG 
312  (hi 

FILMOHM  CORP.,  48  W.  25th  St.,  New  York  10,  N.  Y. 
17.  ADV  PG.  586. 

Filtron  Co.,  Ix..  The,  131-15  Fowler  Aye.,  Flushing 
N.  Y.  4-5-9-9*-10-il*-12-13-18-18*. 

Fluorulon  Laboratories,  Bov  305  Caldwell,  N  J. 


FREED  TRANSFORMER  CO.,  INC.,  1738  WeirOeld  St., 
Brooklyn  27,  N.  Y.  2.  ADV.  PG.  24. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y.  2-3-3d4-8-9-ll-12-14-16-18 

General  ElecUic  Co.,  Spxialty  Electronic  Components 
C^pt  ,  W.  Genessee  St.,  Auburn,  N.  Y.  1. 

GENERAL  RADIO  CO.,  275  Massachusetts  Are.,  Cam 
bridge  39,  Mass  2-11-13-15-17.  ADV.  PG.  178. 
179 

Geotronie  Labs.  Ix.,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Texas.  8-9*-13-18*. 

Girard-Hopkins,  1000  40th  Ave.,  Oakland  1,  Calif. 
lla-12-14.  (h) 

Glenco  Corp.,  a  Div.  of  Gulton  Industries.  Ix., 
Metuchen,  N.  J.  1. 

Gombos  Co.,  Ix.,  John,  103  Montgomery  Ave.,  Irvington 
11,  N  J.  24. 

Good-All  Elxtnc  Mfg.  Co.,  112  W.  First  St.,  Ogallala, 
Neb  1-4-5-9-90-12-13. 


Gudeman  Co.,  340  w.  Huron  St.,  Chicago  10,  III.  1-3- 
5-9-9a-10-lla-12-13-14-18a.  (h> 

Hallett  Mfg.  Co.,  5910  Boweroft  St.,  Lot  Angeles  16, 
Calif.  5. 

HAMMARLUNO  MFG.  CO.,  INC.,  460  W.  34th  St.,  New 
York  1,  N  Y  20-24-25.  ADV.  PG.  330 
High  Fidelity  Products,  Boa  131,  Owensboro,  Ky  2. 
Hopkins  Engineering  Co.,  12900  Foothill  Blvd.,  San 
Fernando,  Calif.  2-54-9-9a-lla-12-13-14-18a.  (h) 

ITAT  Components  Div.,  International  Telephone  & 
Telegraph  Corp  ,  P.  0.  Boa  412,  Clifton.  N  J.  3a- 
18.  (h) 

ILLINOIS  CONDENSOR  CO.,  1616  N  Throop  St.,  Chi¬ 
cago  22,  III.  l-3-3a4-9a-10-12-13.  ADV.  PG.  423 

(h) 

Industrial  Condenser  Corp.,  3243  N  California  Ave  , 
Chicago  18,  III  2-3-4-9-9a-10-lla-12-13-14-16a 

(h) 

Ixelea  Systems,  Ix.,  22  Thames  St.,  New  York,  N  Y. 
3-18. 


IXernational  Electronic  Industries,  Ix.,  Boa  1388, 
Nashville,  Tenn  3-lB. 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave  .  Lodi.  N.  J.  2-15.  ADV  PG  408 
JFO  MANUFACTURING  CO.,  INC.,  6101  16th  Ave, 
Brooklyn  4,  N  Y.  22a.  ADV  PG  213 
Jeffers  Electronics  Ov  of  Speer  Carbon  Co.,  DuBoit, 
Pa  8 

JENNINGS  RADIO  MFG.  CORP.,  970  McLaughlin  Ave  , 

P  0  Boa  1278,  San  Jose  8,  Calif  5-9-19-23-24 
ADV.  PG.  SOS  (V) 

Johansen  Mfg.  Co.  Boa  329.  Boonton,  N  J  20-24-25 

(h) 

Johnson  Co.,  E.  F  ,  Waseca.  Mmn  25 
LAPP  INSULATOR  CO.,  INC.,  RADIO  SPECIALTIES  DIV., 
31  Gilbert  St.,  leRoy,  N  Y.  7-9-25  ADV  PG 
112,  113. 

LKlaxhe,  S.  A.,  Yverdon,  Switzerland  l-2-3-3*-8- 
9-ll*-l2-13-14-18.  (h) 

Leeds  &  Northrup  Co.,  4970  Stenton  Ave  ,  Philadelphia 
44,  p*  15-17. 

Leonard  EiNtric  Products  Co.,  Ix.,  67  Thirty  Fourth 
St.,  Brooklyn  32,  N.  Y.  17. 

London  Electric  Mfg  Co.,  80  Shore  Rd.,  Port  Washing¬ 
ton,  N.  Y.  17. 

Luther  Electronic  Mfg.  Co.,  5728  W.  Washington  Blvd., 
Los  Angeles  16,  Calif.  9-lla-12-18-18a.  (h) 

McCOY  ELECTRONICS  CO.,  MouX  Holly  Springs,  Pa 
24-25.  ADV.  PG  466 

Magnavoa  Co.,  The,  2131  Beuter  Rd.,  Fort  Wayne,  Ind 
3-3a-18.  (hXpHv) 

Maida  Development  Co.,  214  Academy  St.,  Hampton. 
V*  1-5-9-21. 

Mallory  A  Co.,  Ix ,  P.R.,  34  S.  Gray  St.,  Indcanapolis 
8,  Ind  l-3-3a-4-12-18.  (h) 

Marathon  Electric  Mfg.  Corp.,  Randolph  A  Cherry  Sts., 
Wasau,  Wis.  2-9a-10. 

Marblette  Corp.,  37-21  30th  St.,  Long  Island  City  1, 
N.  Y.  13. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y.  7  (p) 

Marveilum  Co.,  Holyoke,  Mast.  9a-10. 

Maryland  Lava  Co.,  Ceramic  Dept.,  Dept.  C,  Bel  Air, 
Md  13. 

Mica  Fabricating  Co.,  53  Central  Ave.,  Rxhelle  Park, 
N.  J  22. 

Micamold  Electronics  Mfg.  Carp.,  1087  Flushing  Ave., 
Brooklyn  37,  N  Y.  3-3a-4-5-9-9*-10-ll-ll*-12-13- 
14-18-184-17.  (h) 

Mlllen  Mfg.  Co.,  James,  150  Exchange  St  ,  Malden, 
Mass.  20-24-25. 

Mlnitronics  Corp.,  328  Grand  St.,  New  York  2,  N.  Y. 

3-3a-18.  (h) 

Mitronict,  Ix.,  1290  Central  Ave.,  Hillside.  N  J 
17-21-22*. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa.  24. 

Morrow  Radio  Mfg.  Co.,  2794  Market  St.,  Salem,  Dre. 
24-25 

MUCON  CORP.,  9  St.  Francis  St  ,  Newark  5,  N.  J  1 
ADV  PG.  582  (hi 

Muirhead  A  Co.,  Ltd.,  Beckenham,  Kent,  England 
2-11-12.  (h) 

MULLARO  OVERSEAS  LTD.,  Mullard  House,  Torrlngton 
PIxe,  London,  W.C.  1,  England.  15.  ADV.  PG.  148. 
Mullenbach  Oiv.  of  Electric  Machinery  Mfg.  Co.,  2100  E. 

27th  St.,  Lot  Angeles  58,  Calif.  1. 

Muter  Company,  The.  1255  S.  Michigan  Ave.,  Chicago  5, 
III.  1-5-9-21. 

National  Co.,  Ix.,  61  Sherman  St  ,  Malden  48,  Mass. 
20-24-25. 
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New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass.  15-19. 

New  York  Coil  Co.,  Phoenixville  12,  Pa.  9a-10-12. 
Nucleonic  Products  Co.,  1601  Grande  Vista  Ave.,  Los 
Angeles  23,  Calif.  3a. 

OHMITE  MFG.  CO.,  3601  Howard  St.,  Skokie,  III. 

3-3a-18.  ADV.  PG.  200,  201. 

ONONDAGO  POTTERY  WORKS,  Electronics  Div.  1858  W. 

Lafayette  St.,  Syracuse,  N.  Y.  1-9.  ADV.  PG.  488. 
Philadelphia  Scientific  Glass  Co.,  Quakertown,  Pa.  19. 
Pimex,  Inc.,  18  E.  60th  St.,  New  York  22,  N.  Y. 

13.  (h) 

Planet  Mfg.  Corp.,  225  Belleville  Ave.,  Bloomfield,  N.  J. 


Plastic  Capacitors,  Inc.,  2620  N.  Clybourn  Ave,  Chi¬ 
cago  14,  III.  4-9-9a-10-lla-12-13-14-16-16a.  (h) 

Potter  Co.,  The,  1950  Sheridan  Rd.,  North  Chicago,  111. 

4-5-6-8-9-9a-10-lla-12-13-14-16-16a-19  (h) 

Precision  Capacitors,  Inc.,  150  W.  Cypress  Ave.,  Bur¬ 
bank,  Calif.  13.  (h) 

PYRAMID  ELECTRIC  CO.,  1445  Hudson  Blvd.,  North 
Bergen,  N.  J.  3-3a-9-10-12.  ADV.  PG.  449.  (h) 

Quality  Components,  Inc.,  St.  Mary's,  Pa.  6. 
lUdiation  Research  Carp.,  1114  First  Ave.,  New  Ycrk  21, 
N.  Y.  4-9a-13.  (h) 

Radio  Condenser  Co.,  Camden,  N.  J.  20-24-25.  (h) 

Radio  Industries,  Inc.,  5225  Ravenswood  Ave.,  Chicago 
40,  III.  1-5-17. 

Radio  Materials  Co.,  A  Div.  of  the  P.  R.  Mallory  t  Co., 
Inc.,  3325  N.  California  Ave.,  Chicago  18,  III.  1. 
Rauland-Borg  Corp.,  3515  W.  Addison  St.,  Chicago  18, 
111.  20-24-25. 

RELIANCE  MICA  CO.,  341  39th  St.,  Brooklyn,  N.  Y. 
11-17.  ADV.  PG.  584. 

Rinco,  Inc.,  7962  S.E.  Powell  Blvd.,  Portland  6,  Ore.  2. 
Romar  Plastics,  Inc.,  1309  E.  Main  St.,  St.  Charles, 
III.  13. 

San  Fernando  Electric  Mfg.  Co.,  1509  First  St.,  San 
Fernando,  Calif.  2-5-9-9a-10-lla-12-13-16-16a.  (h) 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield, 
III.  3-3a-4-5-6-9-9a-10-ll-12-13-14-16a-17-18. 
Sarkes  Tarzian  Inc.,  Rectifier  Div.,  415  N.  College  Ave., 
Bloomington,  Ind.  20. 

Sickles,  F.  W.,  Div.  General  Instrument  Corp.,  165 
Front  St.,  Chicopee,  Mass.  20. 

Skottie  Electronics,  Inc.,  204  Bridge  St.,  Peckville,  Pa. 
1-5-9. 

Solar  Mfg.  Corp.,  4553  Seville  Ave.,  Los  Angeles  58, 
Calif.  1-21. 

SOUTHERN  ELECTRONICS  CORP.,  150  W.  Cypress  Ave., 
Burbank,  Calif.  2-9-9a-13.  ADV.  PG.  144. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass.  l-3-3a-4-5-9-9a-10-ll-lla-12-13-14-16-17-18- 


Sprague  of  Wisconsin,  Inc.,  Sixth  &  Beech  St.,  Grafton, 
Wis.  1-19-21.  (h) 

Stackpole  Carbon  Co.,  St.  Marys,  Pa.  6. 

Standard  Condenser  Co.,  3749  N.  Clark  St.,  Chicago  13, 
III.  3-3a-12-13. 

Standard  Telephones  &  Cables  Ltd.,  Connaught  House, 
63  Aldwych,  London  W.C.  2,  England.  3a-4-5-7-10- 

11- lla-12-13-14-17-18-19. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp. 

100  Carlson  Rd.,  Rochester  3,  N.  Y.  4. 

Superex  Electronics  Corp.,  4-6  Radford  Place,  Yonkers, 
N.  Y.  24. 

Taffet  Radio  &  Television  Co.,  2705  Brooklyn-Queens 
Expressway,  W.,  Woodside  77,  N.  Y.  24. 

Tansitor  Electronics  Co.,  West  Rd.,  Bennington,  Vt.  18. 
TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  3-3a-16.  ADV.  PG.  511. 
Telecomputing  Corp.,  915  N.  Citrus  Ave.,  Los  Angeles 
38,  Calif.  1. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y.  15. 

Telegraph  Condenser  Co.,  Ltd.,  Wales  Farm  Rd.,  Acton, 
London  W.  3,  England.  1-2-3- 3a-4-5-6-9-9a-ll-lla- 

12- 13-14-15-16-16a-17-18-21.  (h) 

Texas  Capacitor  Co.,  Div.  of  K-C-K  Corp.,  922  S. 

75th  St.,  Houston,  Texas.  9a-13.  (h) 

TEXAS  INCTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave.,  Dallas  9,  Texas.  18.  ADV.  PG.  396.  (h) 

TOBE  DEUTSCHMANN  CORP.,  921  Providence  Highway, 
Norwood,  Mass.  4-5-6-9-9a-10-lla-12-13-14-lfc-l()a. 
ADV.  PG.  173.  (h) 

Underwood  Electric  &  Mfg.  Co.,  Inc.,  4926  W.  Grand 
Ave.,  Chicago  39,  III.  11-17-20-22. 

United  Condenser  Corp.,  3400  Park  Ave.,  New  York  56, 
N.  Y..  9a-10-lla-12-lba. 

United  Electronic  Mfg.  Corp.,  542  39th  St.,  Union  City, 
N.  J.  3.  (h) 

United  Electronics  Co.,  42  Spring  St.,  Newark  2,  N.  J. 

9-19-23-25.  (V) 

United  Mineral  &  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y.  1-5-11-17-22. 

U.  S.  Electronics  Development  Corp.,  3540  W.  Osborn, 
Phoenix,  Ariz.  2-5-6-9-9a-10-lla-12-13-14-16a-18. 

Ih) 

Universal  Condenser  Co.,  3435  N.  Kimball  Ave.,  Chicago 
18,  III.  3a-12-13.  (h) 

VACAP  CORP.,  1905  Summit  Ave.,  Union  City,  N.  J. 

23-25.  ADV.  PG.  358.  (v) 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  18.  ADV.  PG.  346. 

VITRAMON  INC.,  Box  544,  Bridgeport,  Conn.  5-8.  ADV. 
PG.  544. 

Wells  Co.,  Inc.,  Gary,  361  Rockaway  Ave.,  Valley 
Stream,  N.  Y.  3-3a-24.  Ih) 

WELWYN  INTERNATIONAL  INC.,  3355  Edgecliff  Ter¬ 
race,  Cleveland  11,  Ohio.  1.  ADV.  PG.  512. 
Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa.  4-9-14. 


CARDS  PUNCHED-Comp«Mr  Slerog* 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 


CARRIER  CURRENT 

COMMUNICATION  SYSTEMS-MwIfiplox 


CARTONS— for  Shipping 

So*  PACKAGING  MATERIALS 


CARTRIDGES 

CRYSTAL  CARTRIDGES 


CASES— Diodo  A  Traniiifor 

Ballou  &  Co.,  Inc.,  B.  A.,  61  Peck  St.,  Providence, 
R.  I. 

Barwood  Mfg.  Co.,  Inc.,  L.  J.,  22  Williams  St., 
Everett  49,  Mass. 

Bud  Radio  Inc.,  2118  E.  55th  St.,  Cleveland  3.  Ohio. 

ELECTRICAL  INDUSTRIES  DIV.,  PHILIPS  ELECTRON- 
ICS,  INC.,  691  Central  Ave.,  Murray  Hill,  N.  J.  ADV. 
PG.  7. 

ENGINEERED  ELECTRONICS  CO.,  506  E.  First  St., 
SanU  Ana,  Calif.  ADV.  PG.  317. 

Falstrom  Co.,  44  Falstrom  Court,  Passaic,  N.  J. 

Hamilton  Electronics  Corp.,  Pleasant  Valley  Rd.,  Fair¬ 
mont,  W.  Va. 

HERMETIC  SEAL  CORP.,  29-37  S.  Sixth  St.,  Newark  7, 
N.  J.  ADV.  PG.  403. 

HUDSON  TOOL  &  DIE  CO.,  INC.,  118  S.  14th  St., 
Newark,  N.  J.  ADV.  PG.  203. 

JOHNSON  &  HOFFMAN  MFG.  CORP.,  31  E.  Second  St., 
Mineola,  N.  Y.  ADV.  PG.  242. 

Martin  Co.,  Inc.,  Rodman  H.  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Murray  Plastics  Co.,  River  Rd.,  New  Hamburg,  N.  Y. 

P-M  Nut  Division  of  Waterbury  Pressed  Metal  Co.,  300 
Chase  Ave.,  Waterbury  Conn. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davis- 
ville.  Pa.  ADV.  PG.  472. 

Scientific  Wood  Cabinet  Co.,  88  Holmes  St.,  Belleville, 
N.  J. 

Skydyne,  Inc.,  River  Rd.,  Port  Jervis,  N.  V. 

Warren  Components  Div.,  El-Tronics,  Inc.,  S.  Irvine  St., 
Warren,  Pa. 


CASES— Inefrumenf  A  Atefer 

A  &  P  Metal  Products  Mfg.  Corp.,  Ill  Bloomingdale  Rd., 
Hicksville,  N.  Y. 

ABALON  PRECISION  MFG.  CORP.,  540  Casanova  St., 
Bronx  59,  N.  Y.  ADV.  PG.  546. 

Acme  Tool  &  Specialties  Co.,  224  N.  Loomis  St., 
Chicago  7,  III. 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton  64, 
Mass.  ADV.  PG.  472. 

Algo,  Inc.,  251  West  St.,  South  Hackensack,  N.  J. 

Artisan  Metal  Works  Co.,  11410  Madison  Ave.,  Cleve¬ 
land  2,  Ohio. 

BALTIC  METAL  PRODUCTS  CO.,  120  Sutton  St., 
Brooklyn  22,  N.  Y.  ADV.  PG.  576. 

BELMET  PRODUCTS,  INC.,  503  Morgan  Ave.,  Brooklyn 
22,  N.  Y.  ADV.  PG.  235. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Bud  Radio,  Inc.,  2118  E.  55th  St.,  Cleveland  3,  Ohio. 

Cambridge  Pattern  Works,  Inc.,  55  First  St.,  Cambridge 
41,  Mass. 

Columbia  Metal  Box  Co.,  260  E.  143rd  St.,  New  York, 
N.  Y. 

Croname,  Inc.,  1747  Grace  St.,  Chicago  13,  III. 

Dahlstrom  Metallic  Door  Co.,  Jamestown,  N.  Y. 

Davies  Molding  Co.,  Harry,  1428  N.  Wells  St.,  Chicago 
10,  III. 

Elzee  Metal  Products  Co.,  Inc.,  779  39th  St.,  Brooklyn 
32,  N.  Y. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Eugene  Engineering  Co.,  Inc.,  1217  Hyde  Park  Ave., 
Hyde  Park  36,  Mass. 

Falstrom  Co.,  44  Falstrom  Court,  Pusaic,  N.  J. 

Halliburton,  Inc.,  4724  S.  Boyle  Ave.,  Los  Angeles  58, 
Calif. 

Heldor  Mfg.  Corp.,  238  Lewis  St.,  Paterson,  N.  J. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

HUDSON  TOOL  A  DIE  CO.,  118  S.  14th  St.,  Newark, 
N.  J.  ADV.  PG.  203. 

Instrument  Cases  Div.  of  TA  Mfg.  Co.,  4607  Alger, 
Los  Angeles,  Calif. 

Kahn  A  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 

Kaupp  A  Sons,  C.  B.,  32  Newark  Way,  Maplewood, 
N.  J. 

Koch  A  Sons,  H.,  Corte  Madera,  Calif. 

Kollman  Case  Corp.,  P.  0.  Box  180,  Fort  Wayne  1, 
Ind. 

Majestic  Aircraft  Co.,  Moosup,  Conn. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Middlesex  Paper  Tube  Co.,  Inc.,  345  Chelmsford  St., 
Lowell,  Mass. 

Mid-West  Metal  Products  Inc.,  Fairfax  Industrial  Dis¬ 
trict,  Kansas  City  15,  Kan. 

Mobil  Electronics  Mfg.  Co.,  1111  State  Rd.,  67  E., 
Anderson,  Ind. 

Muckie  Mfg.  Co.,  Owatonna  55,  Minn. 

Northern  Industrial  Chemical  Co.,  7-11  Elkins  St.,  South 
Boston  27,  Mass. 

Peterson  A  Neville,  Inc.,  365  Dorchester  Ave.,  Boston 
27,  Mass. 


PREMIER  METAL  PRODUCTS  CO.,  337  Manida  St., 
Bronx  59,  N.  Y.  ADV.  PG.  579. 

Production  instruments  Div.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III. 

Reiner  Electronics  Co.,  Inc.,  Centre  A  Glendale  Sts., 
Easton,  Pa. 

Romar  Plastics,  Inc.,  1309  E.  Main  St.,  St.  Charles, 
III. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Oavis- 
ville.  Pa.  ADV.  PG.  472. 

Scientific  Wood  Cabinet  Co.,  88  Holmes  St.,  Belleville, 
N.  J. 

Sierra  ElKtric  Corp.,  15100  S.  Figueroa  St.,  P.  0.  Box 
85,  Gardena,  Calif. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Skydyne,  Inc.,  River  Rd.,  Port  Jervis,  N.  Y. 

Stamford  Metal  Specialty  Co.,  429  W.  Broadway,  New 
York  12,  N.  Y. 

Staver  Co.,  Inc.,  The,  41  N.  Saxon  Ave.,  Bay  Shore, 
N.  Y. 

TA  Mfg.  Corp.,  4613  Alger  St.,  Lot  Angeles  39,  Calif. 

Trimm  Mfg.  Co.,  W.  H.,  1811  Johnston  St.,  Los 
Angeles  31,  Calif. 

Waldom  Electronics,  Inc.,  4625  W.  S3rd  St.,  Chicago 
32,  III. 

Walter  Co.,  Inc.,  S.,  1400  Atlantic  Ave.,  Brooklyn  16, 
N.  Y. 

Watson  Mfg.  Co.,  Inc.,  4700  Taylor  St.,  Jamestown, 
N.  Y. 

White  Aircraft  Corp.,  Palmer,  Mass. 

Wyco  Metal  Products,  6918  Beck  Ave.,  North  Holly¬ 
wood,  Calif. 

Zero  Mfg.  Co.,  1121  Chestnut  St.,  Burbank  71,  Calif. 


CASES— leofhor,  Initrumont 

Auburn  Mfg.  Co.,  The,  Pease  Ave.  A  Stack  St.,  Mid¬ 
dleton,  Conn. 

Avo  Ltd.,  80  Shore  Rd.,  Port  Washington,  N.  Y. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davis¬ 
ville,  Pa.  ADV.  PG.  472. 

Scientific  Wood  Cabinet  Co.,  88  Holmes  St.,  Belleville, 
N.  J. 

WHITMAN  SADDLE  MFG.  CO.,  1725  Powers  St.,  Cln- 
cincinnati  23,  Ohio.  ADV.  PG.  453. 


CASES-Porfwble 

(for  Radies,  Phonographs,  Amplifiers,  etc.) 

Acme  Tool  A  Specialties  Co.,  224  N.  Loomis  St., 
Chicago  7,  III. 

Algo,  Inc.,  251  West  St.,  South  Hackensack,  N.  J. 

American  Gelosa  Electronics,  Inc.,  312  Seventh  Ave., 
New  York  1,  N.  Y. 

Argos  Products  Co.,  310  Main  St.,  Genoa,  III. 

BALTIC  METAL  PRODUCTS  CO.,  120  Sutton  St., 
Brooklyn  22,  N.  Y.  ADV.  PG.  576. 

Bud  Radio,  Inc.,  2118  E.  55th  St.,  Cleveland  3,  Ohio. 

Cambridge  Pattern  Works,  Inc.,  55  First  St.,  Cambridge 
41,  Mass. 

Felscnthal  A  Sons,  Inc.,  G.,  3500  N.  Krdzie,  Chicago 
18,  III. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Mobil  Electronics  Mfg  Co.,  1111  State  Rd.,  67  E., 
Anderson,  Ind. 

Paul  A  Beeknsan,  Inc.,  1801  Courtland  St.,  Philadel¬ 
phia  40,  Pa. 

Romar  Plastics,  Inc.,  1309  E  Main  St.,  St.  Charles, 
III. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davis¬ 
ville,  Pa.  ADV.  PG.  472. 

Scientific  Wood  Cabinet  Co.,  88  Holmes  St.,  Belleville, 
N.  J. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0. 
Box  85,  Gardena,  Calif. 

Skydyne,  Inc.,  River  Rd.,  Port  Jervis,  N.  Y. 

Zero  Mfg.  Co.,  1121  Chestnut  St.,  Burbank  71,  Calif. 


CASES-Trontit 

AAP  Metal  Products  Mfg.  Corp.,  Ill  Bloomingdale  Rd., 
Hicksville,  N.  Y. 

A.R.F.  Products,  Inc.,  7627  Lake  St.,  River  Forest,  III. 

ABALON  PRECISION  MFG.  CORP.,  540  Casanova  St., 
Bronx  59,  N.  Y.  ADV.  PG.  546. 

Adler  Electronics,  Inc.,  1  Le  Fevre  Lane,  New  Rochelle, 
N.  Y. 

AINSLIE  CORP.,  312  Quincy  Ave.,  Quincy,  Mass.  ADV. 
PG.  519. 

ALBANO  CO.,  INC.,  HONEYCOMB  STRUCTURES  DIV., 
555  W.  54th  St.,  New  York  19,  N.  Y.  ADV.  PG.  168. 

American  Aluminum  Co.,  230  Sheffield  St.,  -C,  Moun¬ 
tainside,  N.  J. 

Art-Lloyd  Metal  Products  Corp.,  2973  Cropsey  Ave., 
Brooklyn  14,  N.  Y. 

BALTIC  METAL  PRODUCTS  CO.,  120  Sutton  St., 
Brooklyn  22,  N.  Y.  ADV.  PG.  576. 

BELMET  PRODUCTS,  INC.,  503  Morgan  Ave.,  Brooklyn 
22,  N.  V.  ADV  PG.  235. 

CRAIG  SYSTEMS,  INC.,  360  Merrimack  St.,  Lawrence, 
Mass.  ADV.  PG  499. 

Elzee  Metal  Products  Co.,  Inc.,  779  39th  St.,  Brooklyn 
32,  N.  Y. 

Falstrom  Co.,  44  Falstrom  Court,  Passaic,  N.  J. 

Goldsman  Co.,  1325-27  N.  Lawrence  St.,  Philadelphia 
22,  Pa. 

Halliburton.  Inc.,  4724  S.  Boyle  Ave.,  Los  Angeles  58, 
Calif. 
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ELECTRONIC  and  ALLIED  PRODUCTS 


Instrument  Cases  Div  of  TA  Mfg.  Co.,  4607  Alger, 
Los  Angeles,  Calif. 

Kollman  Case  Corp.,  P.  0.  Box  180,  Fort  Wayne  1, 
Ind. 

Majestic  Aircraft  Co.,  Moosup,  Conn. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronia  Div.,  JOO  W. 
Oak  St.,  Norristown,  Pa. 

Mid-West  Metal  Products  Inc.,  Fairfax  Industrial  District, 
Kansas  City  IS,  Kan. 

Olympic  Plastics  Co.,  lx.,  }471  S.  La  Cienega  Bhrd., 
Los  Angeles  16,  Calif. 

Peterson  A  Neville,  lx.,  365  Dorchester  Ave.,  Boston 
27,  Mast. 

REF  Mfg  Corp.,  Jericho  Turnpike,  Mineola,  N.  V. 

Robinson  Aviation,  lx.,  Teterboro  Air  Terminal,  Teter- 
boro,  N.  J. 

Scientific  Wood  Cabinet  Co.,  88  Holmes  St.,  Belleville, 
N.  J. 

Sessions  &  Sons,  J.  H.,  280  Riverside  Ave.,  Bristol, 
Conn. 

Skydyx,  lx..  River  Rd.,  Port  Jervis,  N.  V. 

TA  Mfg.  Corp.,  461)  Alger  St.,  Lot  Angeles  39,  Calif. 

Taflet  Radio  A  Television  Co.,  2705  Brooklyn-Queent 
Expressway,  W.,  Woodside  77,  N.  Y. 

TelKtro  In^tries  Corp.,  35-16  )7th  St.,  Long  Island 
City  1,  N  Y. 

White  Aircraft  Corp.,  Pa'mer,  Matt. 

Zero  Mfg  Co.,  1121  Chestnut  St.,  Burbank  71,  Calif. 


CASTINOS-ProcitlM 

Amsworth-Precition  Castings  Co.,  3200  Guardian  Bldg., 
Detroit  26,  Mich. 

Alloy  Precision  Casting  Co.,  E.  45th  A  Hamilton  Ave., 
Cleveland  14,  Ohio. 

Arwood  Precision  Catting  Corp.,  75  Washington  St., 
Brooklyn,  N.  Y. 

Austrnal,  lx.,  Micrxast  Div.,  224  E.  )9th  St.,  New 
York  16,  N  Y 

Bean  A  Co,  Morris,  Yellow  Sn'iigs,  Ohio 

CRUCIBLE  iTEEL  CO.  OF  AMERlU,  Henry  W.  Oliver 
Bldg.,  P.  0.  Box  2518,  Pittsburgh  30,  Pa  AOV. 

ECUPSE-PIONEER  DIV.,  BENOIX  AVIATION  CORP., 
Teterboro,  N  J.  ADV.  PC.  81-88. 

Electric  Auto-Llto  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio. 

Engineered  Precision  Casting  Co.,  Matawan  Rd.,  Morgan- 
ville.  N.  J. 

:  Gorham  Manufacturing  Co.,  Bronie  Div.,  Providexc  7, 

:  R.  I. 

I  HItchiner  Manufacturing  Co.,  Ix.,  P.  0  Box  340,  Milford, 

^  International  Nickel  Co.,  lx.,  67  Wall  St.,  New 

Yxk  5,  N  Y. 

Investment  Casting  Co.,  60  Brown  Ave.,  Springfield, 

[  N.  J. 

!  Kerreo  Products,  Box  228,  Haveixk  St.,  Lixoln,  Neb. 

Mitco  Prxision  Catting  Co.,  116  W.  Gibbs  St.,  White¬ 
hall,  Mich. 

Precision  Metalsmiths,  lx.,  1081  E  200th  St.,  Cleve¬ 
land  17,  Ohio 

Rode,  lx.,  5  Green  St.,  Woburn,  Mats. 

Sims  Casting  Co.,  2174  t.  Erie  BKrd.,  Syracuse  3,  N.  Y 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

CAVITIES-AUcrowovo 

I  Soo  MICROWAVE  ACCESSORIES 

I 

I  CEllS-PNoewofoetric 

Avion  Division,  ACF  Industries,  lx.,  11  Park  Plxe, 
Paramus,  N.  J. 

British  Electronics  Sales  Co.,  lx.,  Oakland  Garden  Sta., 
Flushing  64,  N  Y. 

British  Thoms^-Houston  Co.,  Ltd.,  Rugby,  England 

Canadian  Marconi  Co.,  2442  Trenton  Ave.,  Montreal 
16,  Quebec 

Cinema-Television  Ltd.,  Wxtiey  Bridge  Rd.,  London, 
S.  E.  26,  England. 

Clairex  Cxp.,  50  W.  26th  St.,  New  Yxk  10,  N  Y. 

Eastman  Kodak  Co.,  343  State  St.,  Rxhester  4,  N.  Y. 

Electron-Radar  Products,  P.  0.  Box  50,  Route  4730, 

’  North  Aurora,  III. 

I  Epic,  Inc.,  154  Nassau  St.,  New  York  38,  N.  Y. 

I  Farnsworth  Electronics  Co.,  Div.  of  ITAT,  3700  E. 

i  Pontiac  St.,  Fort  Wayne  1,  Ind. 

I  Fireye  Div.,  Electronics  Corp.  of  America,  One  Menixial 

Drive,  Cambridge  42,  Mast. 

I  Gexral  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 

f  Schenectady  5,  NY. 

Intelex  Systems,  lx.,  22  Thames  St.,  New  York, 

N  Y. 

I  INTERNATIONAL  RECTIFIER  CORP^  1521  E.  Grand 

Ave  ,  El  Srgundo,  Calif  AOV.  PG.  354,355. 

'  MULLARO  OVERSEAS  LTD.,  Mullard  House,  Torrington 

Place,  London,  W.  C.  1,  England.  AOV.  PG.  148. 

I  Photo  Crystals  lx.,  15  S.  First  St.,  Geneva,  III. 

:  Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 

63  Aldwych,  London,  W  C.  2,  England. 

Vickers  Electric  Division,  Vickers,  lx.,  1825  Locust  St., 
St.  Louis  3,  Mo. 

Western  Radiation  Lab.,  1107  W.  24th  St.,  Los  Angeles 
7,  Calif. 

Weston  Instruments  Div.  of  Daystrom,  lx.,  614 

ii  Frelinghuyten  Ave.,  Newark  12,  N.  J 

CEILS— Pbofovoltoie 

Electron-Radar  Products,  P.  0  Box  50,  Route  #30, 

t  North  Aurora,  III. 


GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV., 
1  River  Rd.,  Schenectady  5,  N.  Y.  AOV.  PG.  1,  2, 
3.  6 

HOFFMAN  ELECTRONICS  CORP.,  SEMICONDUCTOR 
DIV.  930  Pitxr  Ave.,  Evanston,  III.  AOV.  PG.  23. 

INTErUtIONAL  rectifier  corp.,  1521  E.  Grand 

Ave.,  El  Seg<Hido,  Calif.  AOV.  PG.  354,  355. 

Photo  Crystals  lx.,  15  S.  First  St.,  Geneva,  111. 
Vickers  EIxtric  Division,  Vickers,  Ix.,  1825  Lxust 
St.,  St.  Louis  3,  Mo. 


CELIS-S«f«r 

HOFFMAN  ELECTRONICS  CORP.,  SEMICONDUCTOR 
DIV.,  9)0  Pitxr  Ave.,  Evanston,  III.  ADV.  PG.  23. 
INTERNATIONAL  RECTIFIER  CORP.,  1521  E.  Grand 
Ave.,  El  Segundo,  Calif.  ADV  PG.  354,  355. 


CELLS— Seaitdord 

Epoi'y  Lab  ,  Ix.,  The,  Newport,  K.  i 
INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP,, 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  AOV.  PG.  408. 
LeclaxX,  S.  A.,  Yverdon,  Switierland 
Mmxapolis-Hoxywell  Regulator  Co.,  Rubicon  Instru¬ 
ments.  Ridge  Ave.  at  35th  St.,  Philadelphia  32,  Pa. 
Muirhead  A  Co.,  Ltd.,  BKkenham  Kent,  England 
V/eston  Instruments  Div.  of  Daystrom,  Ix.,  614 
Frelinghuysen  Ave.,  Newark  12,  N.  J. 


CEMENTS-Rwrfio 

Ambroid  Co.,  Weymouth  88,  Mass. 

Barrett  Varnish  Co.,  1532  S.  50th  Court,  Chicago  50, 
III. 

Biggs  Co.,  Carl  H.,  2255  Barry  Ave.,  West  Los  Angeles 
64.  Calif. 

Central  Coil  Co.,  1720  N.  Luett  St.,  Indianapolis  22, 
Ind 

Delta  Chemical  Works,  21  W  60th  St.,  New  York, 
N.  Y. 

Emerson  A  Cuming,  Ix.,  869  Washington  St.,  Canton, 
Mass. 

Goodrich  Industrial  Products  Co.,  B  F.,  500  S.  Main 
St.,  Akron  18,  Ohio 

Muyen  Co.,  C.  P.,  8157  Monticello  Ave.,  Skokie,  III. 

Pierce  A  Stevens  Chemical  Corp.,  710  Ohio  St ,  Buffalo 
3,  N.  Y. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rxkford, 
III 

ZOPHAR  MILLS,  INC.,  115  26th  St.,  Brooklyn  32, 
N  Y  AOV  PG.  577. 


CERAMICS 

Soo  INSULATION  MATERIAU 


CHAINS-Smoff  Orivo 

BEAD  CHAIN  MFG.  CO.,  110  Mountain  Grove  St., 
Bridgeport  5,  Conn.  AOV.  PG.  517. 

Sierra  Engineering  Co.,  123  E.  MontKito  Ave.,  Sierra 
Madre,  Calif. 


CHAMBERS-Alfirwdo 
CHAMBERS-Fwngwf  Toot 

Soo  TEST  EOUIPMENT-Environmontol 


CHAMBERS-fonitaeion 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N  Y.  AOV.  PG  555 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa  AOV.  PG.  103. 

Bendix  Aviation  Corp.,  Cixinnati  Div.,  3130  Wasson 
Rd  ,  Cixinnati  8,  Ohio. 

Devtron  Engineering,  1  Winslow  St.,  Redwood  City, 
Calif. 

Gexral  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Isotope  Developments  Ltd.,  Beenham  Grange,  Aldermaston 
Wharf,  Nr.  Reading,  Berks. 

Jordon  Electronics,  a  Div  of  Victoreen  Initrument  Co., 
3025  W.  Mission  Rd.,  Alhambra,  Calif. 

NRO  Instrument  Co.,  6425  Etiel  Ave.,  St.  Louis  14,  Mo. 

Nuclear-Chicago  Corp.,  223  W.  Eric  St.,  Chicago  10, 
III. 

Radiation  Counter  Laboratories,  Ix.,  5121  W.  Grove  St., 
Skokie,  III. 

Tracerlab,  Ix.,  1601  Trapelo  Rd.,  Waltham  54,  Mass. 

Twentieth  Century  Electronics  Ltd.,  Centronics  Works, 
King  Henry's  Drive,  New  Addington,  Surrey,  England 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  Ave  ,  Westbury,  N.  Y.  ADV.  PG.  390. 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  DIV., 
5806  Hough  Ave.,  Cleveland  3,  Ohio.  ADV.  PG.  254. 


CHAMBERS-Prossure 
CHAMBERS— Rain  and  Sun-  e 
CHAMBERS-Sand  and  Dusi 

Soo  TEST  EOUIPMENT-Environmonlal 


CHAMBERS 


CHAMBERS— Sliioldad  Scroon 

Ace  Engixering  A  Machix  Co.,  Ix.,  Tomlinson  Rd., 
Huntingdon  Valley,  Pa. 

CoXrolled  Atmosphere  Exiosures  Corp.,  2)0-11  141st 
Ave.,  Springfield  Gardens  13,  N.  Y. 

Emerson  A  Cuming,  Ix.,  869  Washington  St.,  Canton, 
Mass 

Lindgren  A  Assxiates,  Erik  A  ,  4515  N  Ravenswood 
Ave.,  Chicago  40,  III. 

McMillan  industrial  corp.,  Browxllle  Avenue 

Plant,  Ipswich,  Mass.  AOV.  PG.  559. 

SHIELDING,  INC.,  Dept.  LB,  Riverton,  N.  J.  ADV.  PG. 
257 

Topatron,  lx.,  912  E.  Ojai  Ave.,  Ojai,  Calif. 


CHAMBERS— Tomparofvra  B  HymUity 

Aireco,  Ix.,  2323  Second  Ave.,  Carman,  Schenectady  3, 
N.  V. 

American  Ixtrument  Co.,  Ix.,  8030  Georgia  Ave.,  Silver 
Spring,  Md 

AMERICAN  RESEARCH  CORP.,  Route  6  A  New  Britain 

Ave.,  Farmington,  Conn  AOV  PG  471. 

ASSOCIATED  TESTING  LABORATORIES,  INC.,  107 
Clinton  Rd.,  Caldwell,  N.  J  AOV.  PG.  569. 

Atmosphere  Cmtrol  Co.,  Ix.,  5315  Chester  Ave.,  Phila¬ 
delphia  4),  Pa. 

Blue  M  Electric  Co.,  138th  A  Chatham  St.,  Blue  Island, 
III 

CINCINNATI  SUB-ZERO  PRODUCTS,  3930-E-B  Reading 
Rd.,  Cixinnati  29,  Ohio.  ADV.  PG.  480. 

CONRAD,  INC.,  141  Jefferson  St.,  Holland,  Mich.  AOV. 
PG.  216 

Controlled  Atmosphere  Exiosures  Corp.,  230-11  141st 
Ave.,  Springfield  Gardens  13,  N  Y. 

Exirorimental  Equipment  Co.,  371  Linden  St.,  Brooklyn 
27,  N.  Y. 

Guardite  Co.,  Oiv.  of  American-Marietta  Co.,  P.  0.  Box 
188.  WXeling,  III. 

Hicks  Carp.,  The,  1671  Hyde  Park  Ave.,  Hyde  Park,  Mass. 

Hudson  Bay  Co.,  Div  of  Lablix  lx.,  3070  W.  Grand 
Ave  ,  Chicago  22,  III. 

International  Pump  A  Machix  Works,  81  Oorsa  Ave., 
Livingston,  N.  J 

INTERNATIONAL  RADIANT  CORP.,  Ill  New  York  Ave., 
Westbury,  N  Y  AOV.  PG.  581. 

Leonard  Co.,  Ix.,  P.  M  ,  1061  E.  8  St.,  Jacksoxille  6, 
Fla. 

Murphy  A  Miller,  Ix.,  612  W  Taylor  St.,  Chicago  7, 
III. 

New  England  Oven  A  Furnace  Co  ,  386  Boston  Post  Rd., 
Orange,  Conn. 

Philadelphia  Scientific  Glass  Co  ,  Quakertown,  Pa. 

SCIENTIFIC  engineering  LABORATORY,  1510  Sixth 
St.,  Berkeley  10.  Calif  AOV  PG  296 

Standard  Cabinet  Co.,  57  Washington  Ave.,  Carlstadt, 
N  J 

Temperature  Engineering  Corp.,  1000  Union  Landing  Rd., 
Riverton,  N  J 

TENNEY  engineering  INC.,  1090  Springfield  Rd  . 
Union,  N.  J.  AOV.  PG.  331. 

Trap-Arctic,  Ix.,  P.  0  Box  334,  Mishawaka,  Ind. 


CHAMBERS-Taxf 

Aireco,  lx.,  2323  Second  Ave.,  Carman,  Schenectady  3, 
N.  V. 

American  Instrument  Co.,  Ix.,  8030  Georgia  Ave.,  Silver 
Spring,  Md. 

AMERICAN  MACHINE  A  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N  Royal  St.,  Alexandria, 
Va  AOV.  PG  380 

AMERICAN  RESEARCH  CORP.,  Route  6  A  New  Britain 
Ave.,  Farmington,  Conn.  AOV.  PG.  471. 

ASSOCIATED  TESTING  LABORATORIES,  INC.,  107 
Clinton  Rd.,  Caldwell,  N.  J  AOV.  PG.  569. 
CINCINNATI  SUB-ZERO  PRODUCTS.  3910-E-8  Reading 
Rd ,  Cixinxti  29,  Ohio.  AOV  PG  480. 

CONRAD,  INC.,  141  Jefferson  St.,  Holland,  Mich.  AOV. 
PG  246. 

Controlled  Atmosphere  Exiosures  Corp.,  230-11  141st 
Ave.,  Springfield  Garden  1),  N.  Y 
DEVELOPMENT  ENGINEERING  CO.,  INC.,  9  Cross  St., 
Norwalk,  Conn.  AOV.  PG.  358. 

Emironmental  Equipment  Co.,  371  Linden  St.,  Brooklyn 
27,  N.  V. 

Guardite  Co.,  Div.  of  Arnerican-Marietta  Co.,  P.  0.  Box 
188,  Wheeling,  III. 

Hicks  Corp.,  The,  1671  Hyde  Park  Ave.,  Hyde  Park,  Mass 
High-Vacuum  Equipment  Corp.,  2  Churchill  Rd.,  Hingham, 
Mass 

Hudson  Bay  Co.,  Div.  of  Lablix  Ix.,  3070  W.  Grand 
Ave.,  Chicago  22,  III. 

Hull-Standard  Corp.,  Hatboro,  Pa. 

HuXer-BrIstol  Corp.,  Bristol,  Pa 

International  Equipment  Co.,  1284  Soldiers  Field  Rd., 
Boston  35,  Mass. 

International  Pump  A  Machix  Works,  81  Dorsa  Ave., 

Livingston,  N.  J. 

INTERNATIONAL  RADIANT  CORP.,  Ill  New  York  Ave., 
Westbury,  N.  Y.  ADV.  PG.  581. 

Kahn  A  Co.,  Ix.,  541  Windsor  St.,  Hartford  1,  Conn. 
Leonard  Co.,  Ix.,  P.  M.,  1061  E.  8  St.,  Jacksoxillc  6, 
Fla. 

McMillan  industrial  corp.,  Browmille  Avenue 

Plant,  Ipswich,  Mass.  AOV.  PG.  559. 

Murphy  A  Miller,  Ix.,  612  W.  Taylor  St.,  Chicago  7, 
III 

NRC  EQUIPMENT  CORP.,  160  Charlemont  St.,  Newton 
61,  Mass  AOV  PG  427 
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Resdcl  Engineering  Corp.,  330  S.  Fair  Oaks  A«e.,  Pasa¬ 
dena  1,  Calif. 

SCIENTIFIC  ENGINEERING  LABORATORY,  1510  Sixth 
St.,  Berkeley  10,  Calif.  ADV.  PG.  296. 

Standard  Cabinet  Co.,  57  Washington  Ave.,  Carlstadt, 
N.  J. 

Temperature  Engineering  Corp.,  1000  Union  Landing  Rd., 
Riverton,  N.  J. 

TENNEY  ENGINEERING  INC.,  1090  Springfield  Rd., 
Union,  N.  J.  ADV.  PG.  331. 

Topatron,  Inc.,  942  E.  Ojai  Ave.,  Ojai,  Calif. 

Trop-Arctic,  Inc.,  P.  0.  Box  334,  Mishawaka,  Ind. 

WALDORF  INSTRUMENT  CO.,  OIV.  OF  F.  C.  HUYCK 
&  SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C 


CHANGERS-Ai/fomotic  Racorrf 

Birmingham  Sound  Reproducers,  Ltd.,  Monarch  Works, 
Old  Hill,  Powke  Lane,  Staffs,  England. 

Collaro,  Ltd.,  (Rockbar  Corp.),  650  Halsted  Ave., 
Mamaroneck,  N.  Y. 

Garrard  Sales  Corp.,  Div.  of  British  Industries  Corp., 
80  Shore  Rd.,  Port  Washington,  N.  Y. 

CHARGERS-BoeiMy 

BATTERY  CHARGERS 

CHASSIS  SLIDES 
Sm  SLIDES-CiMssIt 

CHASSIS-Alataf 

A  A  Metal  Products,  Inc.,  154  Elliot  St.,  Box  716, 
Brattleboro,  Vt. 

A&P  Metal  Products  Mfg.  Corp.,  Ill  Bloomingdale  Rd., 
Hicksville,  N.  Y. 

ABALON  PRECISION  MFG.  CORP.,  540  Casanova  St., 
Bronx  59,  N.  Y.  ADV.  PG.  546. 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton 
64,  Mass.  ADV.  PG.  472. 

Algo,  Inc.,  251  West  St.,  South  Hackensack,  N.  J. 
Aluminum  Co.  of  America,  Alcoa  Bldg.,  Pittsburgh  19, 
Pa. 

AMCO  ENGINEERING  CO.,  7335  Ainslie  St.,  Chicago 

31,  111.  ADV.  PG.  566. 

American  Aluminum  Co.,  230  Sheffield  St.,  -C,  Mountain¬ 
side,  N.  J. 

Art-Lloyd  Metal  Products  Corp.,  2973  Cropsey  Ave., 
Brooklyn  14,  N.  Y. 

Artisan  Metal  Works  Co.,  11410  Madison  Ave.,  Cleveland 
2,  Ohio. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 

M.  Y.  ADV.  PG.  476. 

BALTIC  METAL  PRODUCTS  CO.,  120  Sutton  St.,  Brook¬ 
lyn  22,  N.  V.  ADV.  PG.  576. 

BELMH  PRODUaS,  INC.,  503  Morgan  Ave.,  Brook¬ 
lyn  22,  N.  Y.  ADV.  PG.  235. 

Bingham  Mfg.  Co.,  J.  F.,  69  Bay  State  Rd.,  Lavn-ence, 
Mass. 

Bud  Radio  Inc.,  2118  E.  55th  St.,  Cleveland  3,  Ohio. 
Churchill  Lighting  Corp.,  344  Franklin  St.,  Melrose  76, 
Mass. 

Cir«ma  Engineering  Div.,  Aerovox  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif. 

Columbia  Metal  Box  Co.,  260  E.  143rd  St.,  New  York, 

N.  Y. 

Corry-Jamestown  Mfg.  Co.,  Corry,  Pa. 

Cutler  Metal  Products  Co.,  1025  Line  St.,  Camden, 
N.  J. 

Dahlstrom  Metallic  Door  Co.,  Jamestown,  N.  Y. 

Detronic  Industries,  33840  Plymouth  Rd.,  Livonia,  Mich. 
Donnelly  Mfg.  Co.,  Div.  of  The  Indian  Co.,  580  Winter 
St^  Waltham  54.  Mass. 

ELECTRONICS,  INC.,  39  York  Rd.,  Willow  Grove,  Pa. 
ADV.  PG.  575. 

Elzee  Metal  Products  Co.,  Inc.,  779  39th  St.,  Brooklyn 

32,  N.  Y. 

Eugene  Engineering  Co.,  Inc.,  1217  Hyde  Park  Ave., 
Hyde  Park  36,  Mass. 

Falls  Metal  Works,  Ltd.,  414  Main  St.,  Little  Falls, 
N.  J. 

Falstrom  Co.,  44  Falstrom  Court,  Passaic,  N.  J. 
Farwell  Metal  Fabricating,  75  W.  Fairfield  Ave.,  St. 
Paul  7,  Minn. 

FORMICA  METAL  PRODUCTS  CO.,  Corporation  Way, 
Medford,  Mass.  ADV.  PG.  473. 

General  Metal  Products  Co.,  1010-14  Centre  St.,  Easton, 
Pa. 

Hamner  Electronics  Co.,  Inc.,  Box  531,  Princeton,  H.  J. 
Heldor  Mfg.  Corp.,  238  Lewis  St.,  Paterson,  N.  J. 
Henry  and  Miller  Industries,  Inc.,  675  Garfield  Ave., 
Jersey  City  5,  N.  J. 

I.  E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12, 
III. 

Irving  Tool  &  Mfg.  Co.,  1315  Levee  St.,  Dallas  7, 
Texas. 

Jan  Hardware  Mfg.  Co.,  Inc.,  75  N.  11th  St.,  Brook¬ 
lyn  11,  N.  Y. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Measurement  Engineering,  Ltd.,  Arnprior,  Ontario, 
Canada. 

Metalcraft,  Inc.,  65-33  Austin  St.,  Rego  Park  74,  N.  Y. 
Metal  Fabricators  Corp.,  63  Pond  St.,  Waltham  54, 
Mass. 

Mid-West  Metal  Products  Inc.,  Fairfax  Industrial  Dis¬ 
trict,  Kansas  City  15,  Kan. 

Minute  Man  Products,  Inc.,  430  E.  102nd  St.,  New  York, 
N.  Y. 


Mobil  Electronics  Mfg.  Co.,  1111  State  Rd.  67  E. 
Anderson,  Ind. 

Par-Metal  Products  Corp.,  32-62  49th  St.,  Long  Island 
City  3,  N.  Y. 

Paul  &  Beekman,  Inc.,  1801  Courtland  St.,  Philadel¬ 
phia  40,  Pa. 

Peterson  &  Neville,  Inc.,  365  Dorchester  Ave.,  Boston 
27,  Mass. 

PREMIER  METAL  PRODUaS  CO.,  337  Manida  St., 
Bronx  59,  N.  Y.  ADV.  PG.  579. 

Reiner  Electronics  Co.,  Inc.,  Centre  &  Glendale  Sts., 
Easton,  Pa. 

Remler  Company,  2101  Bryant  St.,  Shn  Francisco  10, 
Calif. 

Riester  &  Thesimacher  Co.,  1510  W.  25th  St.,  Cleveland 
13,  Ohio. 

SEALECTRO  CORP.,  610  Fayette  Ave.,  Mamaroneck, 
N.  Y.  ADV.  PG.  510. 

Stamford  Metal  Specialty  Co.,  429  W.  Broadway,  New 
York  12,  N.  Y. 

Taffet  Radio  &  Television  Co.,  2705  Brook lyn-Queens 
Expressway,  W.,  Woodside  77,  N.  Y. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  ADV.  PG.  511. 

Transformer  Metal  Products  Corp.,  36  York  St.,  Brooklyn 
1,  N.  Y. 

Trepac  Corp.,  of  America,  1  Engle  St.,  Englewood, 
N.  J. 

Trimm  Mfg.  Co.,  W.  H.  1811  Johnston  St.,  Lot  Angeles 
31,  Calif. 

U  M  A  F  Manufacturing  Co.,  10929  Vanowen  St.,  North 
Hollywood,  Calif. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  ADV.  PG.  276,  277. 
Walter  Co.,  Inc.,  S.,  1400  Atlantic  Ave.,  Brooklyn  16, 
N.  Y. 

Warren  Mfg.  Co.,  Inc.,  The,  Newton  Rd.,  Littleton, 
Mass. 

Watson  Mfg.  Co.,  Inc.,  4700  Taylor  St.,  Jamestown, 
N.  Y. 

Westbury  Electronics,  Inc.,  300  Shames  Drive,  Westbury, 
N.  Y. 

WESTERN  DEVICES,  INC.,  600  Florence  Ave.,  Inglewood, 
Calif.  ADV.  PG.  416. 

White  Aircraft  Corp.,  Palmer,  Mass. 

Wyco  Metal  Products,  6918  Beck  Ave.,  North  Holly¬ 
wood,  Calif. 

CHECKERS 

Sm  all*  ANALYZERS 
CHECKERS-Cobl* 

AC  ELECTRONICS  DIV.  OF  GENERAL  MOTORS  CORP., 
1925  E.  Kenilworth,  Milwaukee  I,  Wis.  ADV.  PG.  387. 
AMERICAN  MACHINE  &  FOUNDRY  CO..  DEFENSE 
PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria, 
Va.  ADV.  PG.  380. 

ASSOCIATED  RESEARCH,  INC.,  3788  W  Belmont  Ave., 
Chicago  18.  III.  ADV.  PG.  477. 

California  Technical  Industries,  Div.  of  Textron,  Inc., 
1421  Old  County  Rd.,  Belmont,  Calif. 

Clevite  Corp.,  Texas  Div.,  3732  Wertheimer  Rd.,  Houston 
6,  Texas. 

Dit-Mco,  Inc.,  Electronics  Div.,  911  Broadway,  Kansas 
City  5,  Mo. 

Electronic  Control  Systems,  Div.  of  Stromberg-Cartson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 
Farnsworth  Electronics  Co.,  Div.  of  IT4T,  3700  E.  Pon¬ 
tiac  St.,  Fort  Wayne  1,  Ind. 

Hunter-Bristol  Corp.,  Bristol,  Pa. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E  11th  St., 
New  York  3,  N.  Y.  ADV.  PG.  371. 

Instrument  Laboratories,  315  W.  Walton  Place,  Chicago 
10,  III. 

Jackson  Electrical  Instrument  Co.,  16  S.  Patterson  Blvd., 
Dayton  2,  Ohio. 

Kahn  &  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 
KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV  , 
1378  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  356. 

Link  Aviation,  Inc.,  Binghamton,  N.  Y. 

OPAD  ELECTRIC  CO.,  69-5  Murray  St.,  New  York  7, 
N.  Y.  ADV.  PG.  521. 

PESCHEL  ELECTRONICS,  INC.,  R.F.D.  JTl,  Patterson, 
N  V.  ADV.  PG.  581. 

PRECISE  MEASUREMENTS  CO.,  R.D.  «1,  Mlllbrooks 
Rd.,  Flemington,  N.  J.  ADV.  PG.  503. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit  20, 
Mich. 

Slaughter  Company,  Piqua  9,  Ohio. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  OIV.,  186 
Granite  St.,  Manchester,  N.  H.  ADV.  PG.  276,  277. 


CHECKERS-Coriiede  Ray  Tub* 

B  &  K  Mfg.  Co.,  3726  Southport  Ave.,  Chicago  13,  III. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E.  26,  England. 

Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City,  N.  Y. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor,  14,  Mich.  ADV.  PG.  513. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Jackson  Electrical  Instrument  Co.,  16  S.  Patterson  Blvd., 
Dayton  2,  Ohio. 

Precision  Apparatus  Co.,  Inc.,  70-31  84th  St.,  Glendale 
27,  N.  Y. 

Research  Industrial  Laboratories  of  Electronics,  Ros- 
lyn.  Pa. 


Tricraft  Products  Corp.,  1124  W.  Newport  Ave.,  Chicago 
13,  111. 


CHECKERS-Crystof  Rectifier 

Airborne  Instruments  Lab.,  Inc.,  160  Old  Country  Rd., 

Mineola,  N.  Y. 

DUNN  ENGINEERING  ASSOCIATES,  INC.,  225  O'Brien 
Highway,  Cambridge  41,  Mass.  ADV.  PG.  571. 
Electronic  Control  Systems,  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St.. 

New  York  6,  N.  Y.  ADV.  PG.  511 
Tricraft  Products  Corp.,  1124  W.  Newport  Ave.,  Chicago 
13,  III. 


CHECKERS-Rfystren  Tube 

Alto  Scientific  Co.,  855  Commercial  St.,  Palo  Alto, 
Calif. 

Beckman/Berkelcy  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  Y.  ADV.  PG.  149-152. 

POLARAD  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N.  Y.  ADV.  PG.  307,  308. 


CHEMICALS-ffectreoic  ~ 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 

Antara  Chemicals  Sales  Div.  of  General  Aniline  &  Film 
Corp.,  435  Hudson  St  ,  New  York  14  N.  Y. 

BAKER  &  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St., 
New  York,  N.  Y.  ADV.  PG.  247. 

BAKER  CHUmCAL  CO.,  J.  T.,  Phillipsburg,  N  J. 
ADV.  PG.  155. 

Barium  4  Chemicals,  Inc.,  Willoughby,  Ohio. 

Caig  Laboratories,  46  Stanwood  Rd.,  New  Hyde  Park, 
N.  Y. 

DelU  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

Ed-Berl  Products,  Inc.,  87  Merrick  Rd.,  Baldwin,  N.  Y. 

Emerson  4  Cuming,  Inc.,  869  Washington  St.,  Canton, 
Mass. 

General  Electric  Co.,  Lamp  Wire  4  Phosphors  Dept., 
21800  Tungsten  Rd.,  Cleveland  17,  Ohio. 

Hooker  Electrochemical  Co.,  Box  344,  Niagara  Falls, 
N.  Y. 

Jonas  Co.,  F.,  55  W.  42nd  St.,  New  York  36,  N  Y 

Mallinckrodt  Chemical  Works,  Second  4  Mallinckrodt 
Sts.,  St.  Louis  7,  Mo. 

MICROWAVE  CHEMICALS  LABORATORY,  INC.,  282  Sev¬ 
enth  Ave  ,  New  York  1,  N.  Y.  ADV.  PG.  416. 

Mona  Industries,  Inc  ,  Paterson  17,  N.  J. 

NORTHEAST  CIRCUIT  LAB'S.  CORP.,  454  Mam  St., 
Wilmington,  Mass.  ADV.  PG.  426. 

Robins  Industries  Corp.,  214-26  41st  Ave.,  Bayside,  N.  Y. 

Silicones  Div.,  A  Div.  of  Union  Carbide  Corp.,  30  E.  42nd 
St.,  New  York  17,  N.  Y. 

Superex  Electronics  Corp.,  4-6  Radford  Place,  Yonkers, 
N.  Y. 

United  Mineral  4  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 

111. 

Wye  Industries,  6  General  Devine  Way,  Boston  27,  Mass. 


CHEMICALS-Eloctrapfotina 

Antara  Chemicals  Sales  Div.  of  General  Aniline  4 
Film  Corp  ,  435  Hudson  St.,  New  York  14,  N.  Y 

BAKER  4  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
OIV  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St., 
New  York,  N.  Y.  ADV.  PG.  247. 

Barco  Chemical  Products  Co.,  701-703  S.  La  Salle, 
Chicago  5,  111. 

Barium  4  Chemicals,  Inc.,  Willoughby,  Ohio. 

Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N  Y. 

du  Pont  de  Nemours  4  Co.,  Inc.,  E.  I.,  Wilmington 
98,  Del 

ENGELHARD  INDUSTRIES,  INC.,  (AMERICAN  PLATI¬ 
NUM  4  SILVER  DIV.),  113  Astor  St.,  Newark  5, 
N.  J.  ADV.  PG.  329. 

Eiithone,  Inc.,  442  Elm  St.,  New  Haven  2,  Conn. 

Indium  Corp.  of  America,  1676  Lincoln  Ave.,  Utica 
4,  N.  V. 

Mallinckrodt  Chemical  Works,  Second  4  Mallinckrodt 
Sts.,  St.  Louis  7,  Mo. 

Metal  4  Thermit  Corp.,  Rahway,  N.  J. 

Mona  Industries,  Inc..  Paterson  17,  N.  J. 

NORTHEAST  CIRCUIT  LAB'S  CORP.,  454  Main  St., 
Wilmington,  Mass.  ADV.  PG.  426. 

Seymour  Mfg.  Co.,  The,  25  Franklin  St.,  Seymour, 
Conn. 

State  Testing  Laboratory,  Inc.,  215  Knowiton  St., 
Bridgeport  8,  Conn. 

Technic,  Inc.,  P.  0.  Box  965,  Providence  1,  R.  I. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 

Wildberg  Bros.  Smelting  4  Refining  Co.,  742  Market 
St.,  San  Francisco  2,  Calif. 


CHEMICALS-EKbinv 

BAKER  4  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St., 
New  York,  N.  Y.  AOV.  PG.  247. 
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BAKER  CHEMICAL  CO.,  J.  T.,  Philllpiburg,  N.  J. 
AOV.  PG.  ISS. 

Barium  A  Ch«micali,  Inc.,  Willoughby,  Ohio. 

Delta  Chemical  Works,  21  W.  both  St.,  Ne«  York,  N.  V. 
HUNT  CO.,  PHILIP  A.,  Palisades  Park,  N.  J.  ADV. 
P6.  1J4. 

Mona  Industries,  Inc.,  Paterson  17,  N.  J. 

NORTHEAST  CIRCUIT  UB  S  CORP.,  4S4  Mam  St., 
Wilmington,  Mau.  AOV.  PG.  426. 

Ver-Lac-Old  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 


CHEMICALS— lumineecaM 

BAKER  &  ADAMSON  PROOUCTS,  GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St., 
New  York,  N  Y.  ADV.  PG.  247. 

BAKER  CHEMICAL  CO.,  J.  T.,  Phillipsburg,  N  J. 
AOV.  PG.  ISS 

Delta  Chemical  Works,  21  W  60th  St.,  New  York,  N  Y 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I.,  Wilmington  48, 
Del. 

Mallinckrodt  Chemical  Works,  Second  and  Mallinckrodt 
Sts.,  St.  Louis  7,  Mo. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

U  S.  RADIUM  CORP.,  Hanover  A  Horse  Hill  Rd.,  Mor¬ 
ristown,  N.  J.  AOV.  PG  446. 

Ver-Lac-Old  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 


CHEMICALS-Tubo 

BAKER  A  ADAMSON  PROOUCTS,  GENERAL  CHEMICAL 
DIV.  OF  ALUEO  CHEMICAL  CORP.,  40  Rector  St., 
New  York,  N  Y.  ADV.  PG.  247. 

BAKER  CHEMICAL  CO.,  J.  T.,  Phillipsburg,  N  J 
AOV.  PG.  ISS. 

Barium  A  Chemicals,  Inc.,  Willoughbii,  Ohio. 

DelU  Chemical  Works,  21  W  60th  St.,  New  York,  N  Y. 

du  Pont  de  Nemours  A  Co.,  Inc.,  Wilmington  96,  Del. 

Jonas  Co.,  F.,  SS  W.  42nd  St.,  New  York  36,  N.  Y. 

Mallinckrodt  Chemical  Works,  Second  and  Mallinckrodt 
Sts.,  St.  Louis  7,  Mo. 

Philadelphia  Quarti  Co.,  1146K  Public  Ledger  Bldg., 
Philadelphia  6,  Pa. 

Philadelphia  Scientific  Glass  Co.,  Quakertown,  Pa. 

Ver-Lac-Old  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 


CHOKES-Audio 

Sm  COILS-o-f  Ch«bo 


CHOKES-FIlMr 

CHOKES-Pewer 

Soa  COILS-FiltM  Chabo 

CHOKES— r-7  (Naavy  wira  law  vaNogal 

Saa  COILS-r-E  ckoba,  Naovy  wira  law  valtoga 

CHOKES-r-l  A  l-l 
Saa  COIlS-r-l 

CHOPPERS-DC-AC 

AIRPAX  PROOUCTS  CO.,  Middle  River,  Baltimore  20, 
Md  ADV  PG  229-232. 

Applied  Science  Corp.  of  Princeton,  P.  0.  Box  44, 
Princeton,  N.  J. 

Barber -Colman  Co.,  Dept.,  766,  Rockford,  III. 

Barnet  Development  Co.,  213  W.  Baltimore  Pike,  Lant- 
downe.  Pa. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Collins  Electronics  Mfg  Co'p.,  Stevensville,  Md. 

GRAPHITE  METALLIZING  CORP.,  10S2  Nepperhan  Ave  , 
Yonkers,  N  Y^  AOV  PG.  14,  IS 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  SB.  N  Y  ADV.  PG  S36 

JAMES  VIBRAPOWR  CO.,  40S0  N  RKkwell  St.,  Chi¬ 
cago  18,  III  ADV.  PG  S74 

KEARFOTT  CO.,  INC ,  ENGINEERING  A  SALES  DIV., 
1378  Main  Ave  ,  Clifton,  N.  J.  ADV.  PG.  3S6. 

Microdyne,  300  W.  Washington  St.,  Chicago  3,  III. 

Minneapolit-Honeywell  Regulator  Co.,  Aeronautical  Oiv., 
2600  Ridgway  Rd ,  Minneapolis  13,  Minn. 

OAK  MFG.  CO.,  1260  Clybourn  Ave.,  Chicago  10,  III. 
AOV  PG.  314,  JIS 

STEVENS-ARNOLD  INC.,  22  Elkins  St.,  South  Boston 
27,  Mast  AOV.  PG  24 


CHRONAXIMFTERS 

Corbett  Science  Labs.,  F.  W.,  3117  Venice  Blvd.,*Lot 
Angeles  19,  Calif. 

Electro-Medical  Lab.,  Inc.,  South  Woodstock  8,  Vt. 


CNRONOORAMW-liwrtMbaa 

Cinema-Television,  Ltd.,  Wortley  Bridge  Rd.,  London, 
S.  E.  26,  England. 

ElKtro-Medical  Lab.,  Inc.,  South  Woodttxk  8,  Vt. 


CHRONOSCOPES 

Cinema-Television,  Ltd.,  Wortley  Bridge  Rd.,  London, 
S.  E.  26,  England. 


PRODUCTS 


Ouniap  ElKtronics,  Inc.,  764  Ninth  St.,  Dot  Moines, 
Iowa 

STICHT  CO.,  INC.,  HERMAN  H.,  27  Park  Place,  New 
York  7,  N.  Y.  ADV.  PG.  S8S. 


CIRCUITS— Computer,  PoekegMl 

ACF  Electronics,  BOO  N  Pitt  St.,  Alexandria,  Va. 

Adage  Inc.,  292  Mam  St.,  Cambridge,  Mass. 

Avco  Mfg.  Corp.,  Research  &  Advanced  Development  Oiv., 

20  S.  Main  St.,  Lawrence,  Mass. 

Avo  Ltd.,  Avocet  House,  92/96,  Vauxhall  Bridge  Rd., 
Lom^  S.  W.  1,  England. 

Beck's,  Inc.,  298-300  E.  Fifth  St.,  St.  Paul  1,  Minn 
CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.  Phila¬ 
delphia  33,  Pa. 

CG  Electronict  Div.  of  Gulton  Industries,  Inc.,  30S 
Dallas  St.,  N.E.,  Albuquerque,  N.  M. 

C  K  Components,  Inc.,  101  Morse  St.,  Newton  S8, 
Mats 

CENTRAU8  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wit.  ADV.  PG  422. 

Cleveland  Metal  Specialties  Co.,  1783  E.  21st  St., 
Cleveland  14  Ohio. 

COMPUTER  CONTROL  CO.,  INC.,  92  Broad  St.,  Wellesley 
87,  Matt.  AOV.  PG.  481. 

Daystrom  Systems  Oiv.  of  Oaystrom,  Inc.,  8640  La 
Jolla  Bivd  ,  La  Jolla,  Calif. 

DIGITAL  EQUIPMENT  CORP.,  Maynard,  Mass.  AOV. 
PG  827. 

Ouniap  Electronics,  Inc.,  764  Ninth  St.,  Det  Moines, 
Iowa. 

EPR  Special  Products  Corp.,  678  Barbey  St.,  Brooklyn, 

N  Y 

Elcor,  Inc.,  P.  0.  Box  384,  McLean,  Va 
Electro  PrKition  Corp.,  Box  669,  Arkadelphia.  Ark 
Electromation  Co.,  1646  18th  St.,  Santa  Monica,  Calif. 
ElKtronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Electronic  Control  Systems  Div  of  Stromberg-Carlton, 
2231  S  Barr.ngton  Ave  ,  Lot  Angeles  64,  Calif. 
ENGINEERED  ELECTRONICS  CO.,  806  E.  First  St., 
Santa  Ana,  Calif  ADV  PG  317 
Etching  Co.  of  California,  Q-Circuits  Oiv.,  1208  Howard 
St.,  San  Francisco  3,  Calif. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plata,  New 
York  20,  N.  Y  AOV.  PG.  490. 

General  ElKtric  Co  ,  Computer  Dept  ,  Phoenix,  Aril. 
HUTH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor,  Mkh  ADV.  PG  813 
Hoover  Electronics  Co.,  110  W.  Timonium  Rd.,  Timonium, 
Md 

INTERELECTRONICS  CORP,  2432  Grand  Concourse, 
New  York  88,  N  J  ADV  PG  836 
INTERNATIONAL  RESISTANCE  CO.,  401  N.  Broad  St., 
Philadelphia  8.  Pa  AOV  PG  189-192 
KIN  TEL,  Box  623,  8728  Kearny  Villa  Rd ,  San  Diego 
12  Calif  ADV  PG  81-87 
LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale.  Calif. 
AOV  PG  128 

M  F  ELECTRONICS,  122  E  2Sth  St.,  New  York  10, 
N.  Y.  ADV.  PG.  807. 

Mack  Electronics,  Oiv.  of  Mack  Trucks,  Inc.,  Advanced 
Research  Lab  ,  40  Leon  St.,  Boston  18,  Mass. 
NORTHEAST  CIRCUIT  LAB'S  CORP.  484  Main  St.,  Wil¬ 
mington,  Mass  ADV  PG  426 
ONONDAGA  POTTERY  WORKS,  ELECTRONICS  OIV., 
1888  W  Lafayette  St.,  Syracuse,  N  Y.  AOV.  PG 
488. 

Ph.lbrick  Researches,  Inc.,  George  A.,  230  Congress  St., 
Boston  10,  Mass. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

Ransom  Research,  Box  269,  San  Pedro,  Calif. 

Rea  Co ,  Inc.,  J.  B.,  1723  Cloverfield  Blvd ,  Santa 
Monica,  Calif. 

*  Rixon  Electronics  liK  Silver  Spring,  Md 

ROSS  METALS  CO.,  MILTON,  808  Davisville  Rd.,  Davis- 
ville.  Pa.  ADV.  PG  472. 

Scantlln  Electronics,  Inc.,  11624  W.  Pico  Blvd.,  Los 
Angeles  64,  Calif. 

Servonics,  Inc.,  822  N.  Henry  St.,  Alexandria.  Va. 
Stromberg-Carlson  Co.,  Oiv.  of  General  Dynamics  Corp  , 
100  Carlson  Rd.,  Rochester  3,  N  Y. 

Taber  Instrument  Corp.,  Electronics  Oiv.,  107  Goundry 
St  North  Tonawanda,  N  Y. 

WacLine  Inc  ,  38  S  St.  Claur  St  .  Dayton  2.  Ohio 
WALDORF  INSTRUMENT  CO.,  OIV  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y.  AOV. 
PG  J94C 

WALKIRT  CO.,  141  W.  Hazel  St.,  Inglewood  3,  Calif. 
AOV.  PG.  800. 

CIRCUtT$-Plug-ln 

ACF  Electronics.  800  N.  Pitt  St.,  Alexandria,  Va 
ALOEN  PRODUCTS  CO.,  112  N  Main  St,  Brockton  64, 
Mass.  AOV.  PG  472. 

Ansley  Mfg.  Co.,  Arthur,  New  Hope,  Pa. 

Avco  Mfg.  Corp.,  Research  i  Advanced  Development 
Oiv  ,  20  S  Main  St.,  Lawrence.  Mass. 

BJ  ELECTRONICS,  BORG-WARNER  CORP.,  3300  New¬ 
port  Blvd  .  Santa  Ana,  Calif.  AOV.  PG  478. 
BAIRD-ATOMIC,  INC.,  33  University  Rd ,  Cambridge 
38,  Mass.  AOV  PG  466. 

BKk's,  Inc.,  298-300  E.  Fifth  St.,  St.  Paul  1,  Minn. 
Berkshire  Laboratories,  880  Bank  Village,  Greenville, 

Biddle  Co.,  James  G.,  1316  Arch  St.,  Philadelphia  7, 

Pa 

CBC  Electronics  Co.,  Inc.,  2601  N  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

CG  Electronics  Div.  of  Gulton  Industries,  Inc.,  308 
Dallas  St.,  N.E.,  Albuquerque,  N.  M. 


CIRCUITS 


C  K  Components,  Inc.,  101  Morse  St.,  Newton  SB, 
Mass. 

Cadre  Industries  Corp.,  Box  180,  EndiCOtL  N  Y. 

Cawkell  Electrical  Engineering,  A.  E.,  80  Shore  Rd., 
Port  Washington,  N  Y. 

CENTRAUB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wis.  ADV.  PG.  422. 

CUBIC  CORP.,  8878  Kearny  Villa  Rd.,  San  Diego  11, 
Calif.  ADV.  PG.  118,  119. 

Datascan,  Inc  ,  48  Notch  Rd.,  Little  Falls,  N.  J. 

DIGITAL  EQUIPMENT  CORP.,  Maynard,  Mass.  AOV.  PG. 
827 

Doty  Acoustical  Electronic  Labs.,  Tobyhanna,  Pa. 

Ouniap  Electronics,  Inc.,  764  Ninth  St.,  Oes  Moines, 
Iowa 

EPR  Special  Prodsicts  Corp.,  678  Barbey  St.,  Brooklyn, 

N.  Y. 

Eaton  Electronics  Corp.,  Eaton  Ave.,  Moodus,  Conn. 
Electro  Precision  Corp.,  Box  669,  Arkadelphia,  Ark. 
Electromation  Co.,  1646  IBth  St.,  Santa  Monica, 
Calif. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Electronic  Research  Associates,  Inc.,  67  Factory  Place, 
Cedar  Grove,  N.  J 

ENGINEERED  ELECTRONICS  CO.,  806  E.  First  St., 
Santa  Ana,  Calif  ADV.  PG.  317. 

EPSCO,  INCORPORATED,  888  Commonwealth  Ave.,  Bos¬ 
ton  18,  Mass.  ADV.  PG  281-283. 

Etching  Co.  of  California,  Q-Circuits  Div.,  1208  Howard 
St.,  San  Francisco  3,  Calif. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza, 
New  York  20,  N.  Y.  ADV.  PG.  490. 

Ferrotran  Electronics  Co.,  693  Broadway,  New  York  12, 

N.  Y. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgom¬ 
ery  4,  Ala. 

GENERAL  HERMETIC  SULING  CORP.,  99  E.  Haw¬ 
thorne,  Vailey  Stream,  N  Y.  ADV.  TO.  846. 
Graphik-Circuits  Div.  of  Cinch  Mfg.  Corp.,  200  S. 

Turnbull  Canyon  Rd  ,  La  Puente,  Calif. 

INDUSTRIAL  CONTROL  CO.,  808  Albln  Ave.,  Linden¬ 
hurst,  N.  V  AOV.  PG.  490. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  88,  N  Y.  AOV.  PG.  836. 

KIN  TEL,  Box  623,  8728  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  AOV.  PG.  81-87. 

LIBRASCOPE.  INC.,  808  Western  Ave.,  Glendale,  Calif. 
AOV  PG.  128. 

M  F  ELECTRONICS,  122  E.  2Sth  St.,  New  York  10, 

N  Y.  AOV.  PG  807. 

Mack  Electronics,  Div.  of  Mack  Trucks,  Inc.,  Advanced 
Research  Lab  40  Leon  St.,  Boston  IS,  Mass. 

Missouri  Research  Labs.,  Inc.,  2109  Locust  St.,  St. 
Louis  3,  Mo 

NYT  ELECTRONICS.  INC.,  2979  N.  Ontario  St.,  Bur¬ 
bank.  Calif  AOV.  PG.  800 
NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave., 
Philadelphia  48,  Pa  AOV.  PG.  828. 

NORTH  ATLANTIC  INDUSTRIES,  INC.,  603  Main  St., 
Westbury,  N.  V  ADV.  PG  888. 

NORTHEAST  CIRCUIT  UB'S.  CORP.,  484  Main  St., 
Wilmington,  Mass  AOV.  PG.  426. 

ONONOAGO  POTTERY  WORKS,  Electronics  Div.,  1888  W. 

Lafayette  St  ,  Syracuse,  N.  Y.  AOV.  PG.  488. 
Phiibnek  Researches,  Inc.,  George  A.,  230  Congress  St., 
Boston  10,  Mass. 

Precision  Circuits,  Inc.,  70S  S.  Fulton  Ave.,  Mt. 
Vernon,  N.  V. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

Ransom  Research,  Box  269,  San  Pedro,  Calif. 

Rea  Co.,  Inc.,  J.  B.,  1723  Clover^ld  Blvd.,  Santa 
Monica,  Calif. 

Riion  Electronics,  Inc.,  Silver  Spring.  Md. 

ROSS  METALS  CO.,  MILTON,  SOS  Davisville  Rd , 
Davisville,  Pa  AOV.  PG.  472. 

Scantlin  Electronics,  Inc.,  11624  W.  Pico  Bivd.,  Los 
Angeles  64,  Calif 

Sprague  Of  Wisconsin,  Inc.,  Sixth  &  Beech  St.,  Grafton, 
WiS. 

Stromberg-Carlson  Div.  of  General  Dynamics  Corp.,  1898 
Hancock  St.,  San  Diego  12,  Calif. 

Taber  Instrument  Corp.,  Electronics  Div.,  107  Goundry 
St.,  North  Tonawanda,  N.  Y. 

Telex,  Inc.,  Telex  Park,  St.  Paul  1,  Minn. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  38, 
N  Y. 

Vector  Associates  Inc.,  1007  Atlantic  Ave.,  Brooklyn  38, 
N  Y 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
England. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd , 
Union,  N  J  AOV  PG.  346 
WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK 
&  SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
AOV  PG.  394C. 

WALKIRT  CO.,  141  W  Hazel  St.,  Inglewood  3,  Calif. 
ADV  PG.  800 


CIRCUITS— Pfwg-ln  Pulse,  Transrstorizesf 
Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgfield,  N  J. 
Beck's,  Inc.,  298-300  E.  Fifth  St.,  St  Paul  1,  Mmn. 
Berkshire  Laboratories,  880  Bank  Village,  Greenville, 
N.  H. 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa 

CG  Electronics  Oiv.  of  Gulton  Industries,  Inc.,  308 
Dallas  St.,  N.E.,  Albuquerque,  N.  M. 

C  K  Components,  Inc.,  101  Morse  St.,  Newton  88, 
Mass 
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1958-1959  LISTINGS  of 


CIRCUITS 


Daystrom  Systems  Oiv.  of  Oaystrom,  Inc.,  5640  Li 
Jolla  Blvd.,  La  Jolla,  Calif. 

DIGITAL  EQUIPMENT  CORP.,  Maynard,  Mass.  ADV  PG 
527. 

Doty  Acoustical  Electronic  Labs.,  Tobybanna,  Pa. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Oes  Moines, 
Iowa. 

EPR  Special  Products  Carp.,  675  Barbey  St.,  Brooklyn, 
N.  Y. 

Electromation  Co.,  1646  18th  St.,  Santa  Monica,  Calif. 

Electronic  Research  Associates,  Inc.,  67  Factory  Place, 
Cedar  Grove,  N.  J. 

ENGINEERED  ELECTRONICS  CO.,  506  E.  First  St., 
Santa  Ana,  Calif.  ADV.  PG.  317. 

EPSCO,  INCORPORATED,  588  Commonwealth  Ave  ,  Bos¬ 
ton  15,  Mass.  ADV.  PG.  281-283. 

Etching  Co.  of  California,  Q-Circults  Oiv.,  1208  Howard 
St.,  San  Francisco  3,  Calif. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaia,  New 
York  20,  N.  Y.  ADV.  PG.  490. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 
4,  Ala. 

Hoover  Electronics  Co.,  110  W  Timonium  Rd.,  Timonium, 
Md. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  ADV.  PG.  51-57. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

M  F  ELECTRONICS,  122  E.  25th  St  ,  New  York  10, 
N.  V.  ADV.  PG.  507. 

Mack  Electronics  Div.  of  Mack  Trucks,  Inc.,  Advanced 
Research  Lab.,  40  Leon  St.,  Boston  15,  Mass. 

NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave., 
Philadelphia  45,  Pa.  ADV.  PG  528. 

Precision  Circuits,  Ire.,  705  S.  Fulton  Ave.,  Mt. 
Vernon,  N.  Y. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

Ransom  Research,  Box  269,  San  Pedro,  Calif. 

Rea  Co.,  Inc.,  J.  B.,  1723  Cloverfiled  Blvd.,  Santa 
Monica,  Calif. 

Rixon  Electronics,  Inc.,  Silver  Spring,  Md. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd., 
Davisville,  Pa.  ADV  PG.  472 

Scantlin  Electronics,  Inc.,  11624  W  Pico  Blvd.,  Los 
Angeles  64,  Calif. 

Stromberg-Carlson  Div.  of  General  Dynamics  Corp.,  1895 
Hancock  St.,  San  Diego  12,  Calif. 

Taber  Instrument  Corp.,  Electronics  Div.,  107  Gotmdry 
St.,  North  Tonawanda,  N.  Y. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  ADV.  PG.  511. 

Telex,  Inc,,  Telex  Park,  St.  Paul  1,  Minn. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 

Tripl-T  Electronics  Co.,  Box  5352,  Pasadena,  Calif. 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
England. 

WALDORF  INSTRUMENT  CO.,  OIV.  OF  F.  C.  HUYCK 
&  SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N  Y. 
ADV.  PG.  394C. 

WALKIRT  CO.,  141  W  Hazel  St.,  Inglewood  3,  Calif. 
ADV  PG.  500. 

CIRCUITS-Peflod 

AIRFLYTE  ELECTRONICS  CO.,  535-9  Avenue  A,  Bayonne, 
N.  J.  ADV.  PG.  582. 

Avion  Division,  ACF  Industries,  Inc,,  11  Park  Place, 
Paramus,  N.  J. 

Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgefield,  N.  J. 

CG  Electronics  Div.  of  Gulton  Industries,  Inc.,  305 
Dallas  St.,  N.E.,  Albuquerque,  N.  M. 

C  K  Components,  Inc.,  101  Morse  St.,  Newton  SB, 
Mass, 

CENTRALAB  OIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wis.  ADV.  PG.  422. 

Cleveland  Metal  Specialties  Co.,  1783  E.  21st  St., 
Cleveland  14,  Ohio. 

Coilcraft,  Inc.,  Cary,  III. 

CUBIC  CORP.,  5575  Kearny  Villa  Rd.,  San  Diego  11, 
Calif.  ADV.  PG.  118,  119 

DALE  PRODUCTS,  INC,,  Box  136,  Columbus,  Neb  ADV 
PG.  194,  195. 

Double  "E"  Products  Co.,  208  Standard  St.,  El  Segundo, 
Calif. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

Dwyer  Engineering  Co.,  Inc.,  P.  0.  Box  452,  Nashua, 
N.  H. 

EPR  Special  Products  Corp.,  675  Barbey  St.,  Brooklyn, 
N.  Y. 

Electronic  Research  Associates,  Inc.,  67  Factory  Place, 
Cedar  Grove,  N.  J. 

ENGINEERED  ELECTRONICS  CO.,  506  E.  First  St., 
Santa  Ana,  Calif.  ADV.  PG.  317. 

EPSCO,  INCORPORATED,  588  Commonwealth  Ave.,  Bos¬ 
ton  15,  Mass.  ADV.  PG  281-283. 

Etching  Co.  of  California,  Q-Circuits  Div.,  1208  Howard 
St.,  San  Francisco  3,  Calif. 

Ferrotran  Electronics  Co.,  693  Broadway,  New  York  12, 
N.  Y. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 
4,  Ala. 

Graphik-Circuits  Div.  of  Cinch  Mfg.  Corp.,  200  S. 
Turnbull  Canyon  Rd.,  La  Puente,  Calif. 

Hallamore  Electronics  Co.,  8352  Brookhurst  Ave.,  Ana¬ 
heim,  Calif. 

INDUSTRIAL  CONTROL  CO.,  805  Albln  Ave.,  Linden¬ 
hurst,  N.  Y.  ADV,  PG.  490. 

INTERNATIONAL  RESISTANCE  CO.,  401  N.  Broad  St., 
Philadelphia  8,  Pa.  ADV.  PG  189-192. 


LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif 
ADV.  PG.  125. 

M  F  ELECTRONICS,  122  E  25th  St.,  New  York  10, 
N.  Y.  ADV.  PG.  507 

Minitron,  Inc.,  1105  Second  St.,  Encintas,  Calif. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

Precision  Circuits,  Inc,  705  S.  Fulton  Ave.,  Mt 
Vernon,  N.  Y. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit  20. 
Mich. 

Rho  Engineering  Co.,  2242  Sepulveda  Blvd.,  Los  Angeles 
64,  Calif. 

Rixon  Electronics,  Inc.,  Silver  Spring,  Md 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davis¬ 
ville,  Pa.  ADV.  PG.  472. 

Scantlin  Electronics,  Inc.,  11624  W.  Pico  Blvd.,  Los 
Angeles  64,  Calif. 

Sibley  Co.,  The,  Haddam,  Conn. 

Stelma,  Inc.,  190  Henry  St.,  Stamford,  Conn. 

Stromterg-Carlson  Div.  of  General  Dynamics  Corp  ,  1895 
Hancock  St.,  San  Diego  12,  Calif. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Taber  Instrument  Corp.,  Electronics  Div.,  107  Goundry 
St.,  North  Tonawanda,  N.  Y. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344 

Telex,  Inc.,  Telex  Park,  St.  Paul  1,  Minn 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamiaca 
35,  N.  V. 

UCINITE  CO.,  DIV.  OF  UNITEO-CARR  FASTENER 
CORP.,  459  Watertown  St.,  Newtonville,  Mass  3. 

ADV.  PG.  79. 

Vanguard  Electronics  Co.,  3384  Motor  Ave.,  Los 
Angeles  34,  Calif. 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
Mass. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C. 

WALKIRT  CO.,  141  W.  Hazel  St.,  Inglewood  3,  Calif. 
ADV.  PG.  500. 


CIRCUITS-Prtnforf 

1.  Etched  8  Printed 

2.  Plated 

3.  Stamped  and  Embossed 

ACF  Electronics,  800  N.  Pitt  St.,  Alexandria,  Va.  1-2-3. 
Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III.  1. 
AIRFLYTE  ELECTRONICS  CO.,  535-9  Avenue  "A", 
Bayonne,  N  J.  2  ADV.  PG.  582. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N  J 
1-2.  ADV.  PG.  516. 

Alectra  Div.,  Consolidated  Electrodynamics  Corp.,  335 
N.  Altadena  Drive,  Pasadena,  Calif.  1. 

Allied  Allegri,  Inc.,  141  River  Rd.,  Nutley,  N.  J. 
1-2-3. 

American  Printed  Circuits  Co.,  Inc.,  Forrest  St., 
Metuchen,  N.  J.  1-2. 

Ansley  Mfg.  Co.,  Arthur,  New  Hope,  Pa.  1-2. 

Apahouser  Corp.,  1312  Boylston  St.,  Boston,  Mass.  1. 
Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J.  1. 

BJ  ELECTRONICS,  BORG-WARNER  CORP.,  3300  Newport 
Blvd.,  Santa  Ana,  Calif  1.  ADV,  PG.  475 
Beck's  Inc.,  298-300  E  Fifth  St.,  Saint  Paul  1, 

Minn.  1-3. 

Bill  Jack  Scientific  Instrument  Co.,  P.  0  Box  C-3, 
Solano  Beach,  Calif.  1-2-3. 

Buckbee  Mears  Co.,  Toni  Bldg.,  St.  Paul  1,  Minn  1-2. 
Bureau  of  Engraving,  Inc.,  Industrial  Oiv.,  500  S. 

Fourth  St.,  Minneapolis  15,  Minn.  1-2. 

CG  Electronics  Oiv.  of  Gulton  Industries,  Inc.,  305 
Dallas  St.,  N.  E.,  Albuquerque,  N.  M.  1-2. 

California  Bent  Glass  Corp.,  Torr.ince,  Calif.  1-2-3. 
CENTRALAB  DIV.,  GLOBE-UNION  INC.,  914y  E  Keefe 
Ave.,  Milwaukee  1,  Wis.  3.  ADV.  PG.  422 
Ceramet  Corp.,  475  W.  216th  St.,  New  York  34,  N  Y.2. 
CINCH  MFG.  CORP.,  1026  S.  Homan  Ave.,  Chicago  24, 
III.  1.  ADV.  PG.  438,  439. 

CIRCON  COMPONENT  CO.,  Santa  Barbara  Municipal 
Airport,  Goleta,  Calif.  1-2-3.  ADV.  PG  526 

Cleveland  Metal  Specialties  Co.,  1783  E.  21st  St., 
Cleveland  14,  Ohio.  1-2. 

Conductorlab,  Groton,  Conn.  1. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif.  1. 

Croname,  Inc,,  1747  Grace  St.,  Chicago  13,  III.  1-2. 
DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb 
1-2-3.  ADV  PG.  194,  195 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  1-2.  ADV.  PG.  204-207 
Doty  Acoustical  Electronics  Labs.,  Tobyhanna,.  Pa.  1. 
Dry  Screen  Process,  Inc.,  1016  Madison  Ave.,  Pitts¬ 
burgh  12,  Pa.  1-2. 

Dubrow  Development  Co.,  235B  Penn  St.,  Burlington, 
N.  J.  3. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Oes  Moines, 
Iowa.  1-2. 

DUNN  ENGINEERING  ASSOCIATES,  INC.,  225  O'Brien 
Highway,  Cambridge  41,  Mass.  1-2.  ADV.  PG.  571. 
Dwyer  Engineering  Co.,  Inc.,  P.  0.  Box  452,  Nashua, 
N.  H.  1-2. 

Eaton  Electronics  Corp.,  Eaton  Ave.,  Moodus,  Conn.  1-2. 
Eby  Co.,  Hugh  H.,  4701  Germantown  Ave.,  Philadelphia 
44,  Pa.  1. 

Electralab,  Inc.,  Sub.  of  Farrington  Mfg  Co.,  Industrial 
Cerrter,  Needham  Heights  94,  Mass.  1-2, 

ELECTRICAL  INSULATION  CO..  INC.,  1245  Marconi 
Blvd.,  Copiague,  N.  Y.  1-2-3.  ADV.  PG.  584. 


Electronic  Associates,  Inc.,  Long  Branch,  N  J  1. 

ELECTRONICS,  INC.,  39  York  Rd.,  Willow  Grove,  Pa. 

1.  ADV.  PG.  575. 

Plektro-Serv  Co.,  480  Johnson  Ave.,  Brooklyn  37, 

N  Y.  1. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  ADV  PG  140,  141. 

Etched  Products  Corp.,  39-01  Queens  Blvd ,  Long  Island 
City  4,  N  Y.  1-2. 

Etching  Co.  of  California,  Q-Circuits  Oiv.,  1208  Howard 
St.,  San  Francisco  3,  Calif.  1-2-3. 

Globe  Electrical  Mfg.  Co.,  1729  W  134th  St.,  Gardena, 
Calif.  1-2. 

Good  Electronic  Corp.,  P  0  Brx  93,  Newton  58  Mass 
1-2-3. 

'..oodrlch  Aviation  Products,  B  F.,  Div  of  B  F.  Good¬ 
rich  Co.,  Akron,  Ohio.  1. 

Graphik-Circuits  Oiv.  of  Cinch  Mfg  Corp.  200  S.  Turn- 
bull  Canyon  Rd.,  La  Puente,  Calif.  1-2. 

Hansen  Electronics  7117  Santa  Monica  Blvd.,  Los  An¬ 
geles  46,  Calif.  1-2-3. 

Haydon  Instruments  Co.,  156  W.  Liberty  St.,  Waterbury 
20,  Conn.  1-2. 

Holt  Instrument  Labs.,  Oconto,  Wis  1. 

Hoover  Electronics  Co.,  110  W.  Timonium  Rd  ,  Timonium, 
Md  1. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 

New  York  58,  N.  Y,  1.  ADV  PG.  536. 

Keil  Engineering  Products  Co.,  6833  Manchester  St, 
Louis  Mo.  1-2. 

Kellogg  Switchboard  A  Supply  Co  .  6650  S.  Cicero  St., 
Chicago  2,  III.  1. 

LABORATORY  FOR  ELECTRONICS,  INC.,  75  Pitts  St., 
Boston  14,  Mass  1-2.  ADV  PG.  508 

Lacey  Brothers  Etched  Circuits,  117  S.  Lombard  Oak 
Park,  III.  1-3. 

Laminated  Sheet  Products  Corp.,  449  Neponset  St., 

P.  0  Box  390,  Norwood,  Mass  1-2-3. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale, 

Calif.  1-2-3.  ADV  PG.  125 

Litton  Industries,  336  N  Foothill  Rd.,  Beverly  Hills, 
Calif.  2. 

Litton  Industries,  Components  Oiv,  5873  Rodeo  Rd., 
Los  Angeles  16,  Calif.  1-2-3. 

t.'...gr.avox  Co.,  The  2131  Beuter  Rd.,  Fort  Wayne,  Ind. 

METHODE  MFG  CORP.,  7447  W  Wilson  Ave ,  Chi¬ 
cago  31,  III.  1-2-3.  ADV.  PG  524 

Minitron  Inc.,  1105  Second  St..  Encinitas,  Calif  1-2. 

Mitronks,  Inc.,  1290  Central  Ave  ,  Hillside,  N.  J.  2. 

Molded  Insulation  Co.,  335  E  Price  St.,  Philadelphia  44, 
Pa  1-2. 

MYCALEX  CORPORATION  OF  AMERICA,  125  Clifton 
Blvd.,  Clifton,  N.  J.  1-2.  ADV.  PG  313. 

National  Tel-Tronics  Corp.,  35  St.  Caimirs  Ave., 
Yonkers,  N  Y  1 

NAVIGATION  COMPUTER  CORP,  1621  Snyder  Ave, 
Philadelphia  45  Pa.  1.  ADV  PG  528. 

NORTHEACT  CIRCUIT  LAB'S  CORP.,  454  Mam  St., 
Wilmington,  Mass  1-2-3.  ADV  PG  426 

Northern  Plastics  Corp.,  Second  A  Market  Sts ,  La 
Crosse,  Wis.  1-2 

ONONDAGA  POTTERY  WORKS,  ELECTRONICS  DIV., 
1858  W.  Lafayette  St.,  Syracuse,  N  Y  1  ADV. 
PG  488 

PACKARO-BELL  CO.,  12333  W.  Olympic  Blvd,  Los 
Angeles  64,  Calif.  1-2.  ADV  PG  199. 

Park  Nameplate  Co.,  Inc.,  34-10  Linden  Place,  Flushing 
54,  N.  Y.  1. 

Paul  &  Beekman,  Inc.,  1801  Courtland  St.,  Philadel¬ 
phia  40,  Pa  3. 

Peterson  Radio  Co.,  2800  West  Broadway,  Council  Bluffs, 
Iowa 

Photocircuits  Corp.,  Glen  Cove,  N  Y.  1-2-3. 

PITOMETER  LOG  CORP.,  237  Lafayette  St  ,  New 
York  12,  N.  V  1.  ADV  PG  569 

Plastics  &  Electronics  Co.,  Inc  ,  P  0.  Box  38,  Station 
J,  Buffalo  8,  N.  Y.  2. 

Polytronic  Research,  Inc.,  7326  Westmore  Rd  ,  Rock¬ 
ville,  Md.  1. 

Precision  Circuits,  Inc.,  705  S.  Fulton  Ave.,  Mt  Ver¬ 

non,  N.  Y.  1-2. 

Printed  Circuit  Div.  of  LaPointe  Electronics,  Inc.,  Rock¬ 
ville,  Conn.  1-2. 

Printed  Electronics  Corp.,  7  North  Ave.,  Natick,  Mats. 
1-2-3. 

Printronics  Corp.,  3159  El  Camino  Real,  Palo  Alto, 

Calif.  1-2. 

Ransom  Research,  Box  269,  San  Pedro,  Calif  1. 

Rogers  Corporation,  Goodyear,  Conn,  1-3. 

Pewe  Engravers,  492  E.  39th  St.,  Paterson  4,  N  J,  1. 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N  H  1  ADV. 
PG  253. 

SERFASS  CORP.,  524  W  Broad  St.,  Bethlehem.  Pa. 

1-2-3.  ADV  PG  526. 

Sheffco  Mfg.  Corp.,  Grand  A  Ruby  Ave.,  Palisades  Park, 
N.  J,  3. 

Sibley  Co.,  The,  Haddam,  Conn.  1-2. 

Sierra  Electric  Corp.,  15100  S  Figueroa  St.,  P.O  Box 
85,  Gardena,  Calif. 

Sprague  of  Wisconsin,  Inc.,  Sixth  A  Beech  St ,  Grafton, 
Wis. 

Stelma,  Inc.,  190  Henry  St.,  Stamford,  Conn.  1. 

Stromberg-Carlson  Div.  of  General  Dynamics  Corp.,  1895 
Hancock  St.,  San  Diego  12,  Calif.  1-2. 

Swedlow  Plastics  Co.,  6986  BandinI  Blvd.,  Los  Angeles 
22,  Calif.  1-2. 

Techniques,  Inc.,  52  Jackson  Ave  ,  Hackensack,  N.  J.  1-2. 

Technograph  Printed  Electronics,  Inc.,  920  Nirthwest 
Blvd.,  Winston-Salem,  N.  C.  1-2. 

Techron  Corp.,  81  Washington  St.,  Boston  8,  Mass  1-2. 

Telegraph  Condenser  Co.,  Ltd.,  Wales  Farm  Rd.,  Acton, 
Londw  W.  3,  England.  1. 

Tingstol  Co.,  1461  W.  Grand  Ave.,  Chicago  22,  III.  1-2. 
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COATINGS 


ELECTRONIC  and  ALLIED 


Tofiper  Mfg  Co  ,  Inc.,  147-12  Lilwty  Avt.,  JamoicA  3S, 
N  V  1. 

UCINITE  CO.,  OlV  OF  UNITED  CARR  FASTENER  CORP., 
449  Watoftown  St.,  Newionvilla,  Mail  '  3.  AOV 
PG.  79 

Vandarcook  &  Sant,  Inc.,  3601  W  Touhy  Avt ,  Clncago 
44,  III. 

Walti-Strippit  Carp.,  Akron,  N  V  2 

Ztnith  Optical  Laboratary,  1940  Grtat  Ntck  Rd.,  Co- 
plague,  N  V.  1-2. 

Ztphyr  Praducti  Co,  129  E  124th  St,  Ntn  York  44, 
N  V.  1. 


CLAMPS  for  TUUS 

ACOUSTICA  ASSOCIATES,  INC  ,  26  Windsor  Ave , 

Mir.eola,  N.  V  AOV.  PG.  431. 

ALOEN  PRODUCTS  CO.,  112  N  Mam  St.,  Brockton  64, 
Mail  AOV  PG  472 

Amtrican  Bran  Co.,  414  Meadow  St.,  WaterOury  20, 
Conn 

Atlai  E-E  Corp.,  47  Prospect  St.,  Woburn,  Mass 
AUCAT  BROS.,  INC.,  33  Perry  Avt.,  Attltboro,  Mast 
AOV.  PG  260 

Barwood  Mfg  Co.,  Inc.,  L.  J  ,  22  Williams  St.,  Everttt 
49.  Mass 

BIRTCHER  CORP  ,  4371  Valley  Blvd ,  Lot  Angtits  32, 

Calif  AOV  PG  441 

British  Electronics  Salts  Co.,  Inc  ,  Oakland  Garden  Sta , 
Flushing  64,  N  V 

CAMBRIDGE  THERMIONIC  CORP.,  444  Concord  Ave., 
Cambridge  38,  Mass  AOV  PG  74 

DuMont  Laboratories,  Inc.,  Allen  B,  740  Bloomfield 
Ave ,  Clifton,  N  J 

Eucto  Industries,  IrK.,  8730-36  Santa  Monica  Blvd, 
Los  Angeles  46,  Calif 

Goat  Co.,  Inc.,  Fred,  308  Dean  St.,  Brooklyn  17,  N.  V 
HK  MeUI  Craft  Mfg  Corp.,  3774  Tenth  Ave ,  New 
York  34,  N  Y 

I.E  Manufacturing,  324  N  Hoyne  Ave.,  Chicago  12,  III 
IPPOLITO  A  CO.,  INC.,  JAMES,  401  Concord  Ave, 
Broni  44,  N  Y  ADV  PG  434. 

Irving  Tool  A  Mfg  Co.,  1314  Levee  St.,  Dallas  7, 
Tewis 

Joclin  Mfg  Co  .  Lufbery  Ave.,  Wallingford,  Conn 
KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt 
Vernon,  N  V  AOV  PC  489 
Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Oiv.,  300  W 
Oak  St.,  Norristown,  Pa 

Metal  Teetlle  Corp.,  647  E.  First  Ave.,  Roselle,  N.  J 
METHODE  MFG  CORP.,  7447  W  Wilton  Ave.,  Chi¬ 
cago  31,  III.  AOV  PG  424 
Mlllen  Mfg  Co.,  James,  140  Eachange  St,  Malden, 
Mass. 

Paul  A  Beehman,  Inc.,  1801  Courtland  St  ,  Philadel¬ 
phia  40,  Pa 

Peerless  Electronics  Inc.,  4338  Alhambra  Ave ,  Los 
Angeles  32,  Calif 

Remler  Company,  2101  Bryant  St.,  San  Francisco  10, 
Calif. 

Staver  Co.,  Inc.,  The,  41  N  Savon  Ave.,  Bay  Shore, 
N  V. 

Times  Facsimile  Corp,  440  W  48th  St.,  New  York  19, 
N  Y. 

Tmnerman  Products,  Inc  ,  P  0  Boa  6688,  Oept  No  16, 
Cleveland  1,  Ohio. 

ClEANERS-UftraaMle 

ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave  , 
Minrola,  N  Y  AOV  PG  431 
AMERICAN  TIME  PRODUCTS,  INC.,  480  Fifth  Ave  , 
New  York  36,  N  Y  AOV  PG  234 
Barco  Chemical  Products  Co.,  701-703  S  LaSalle  St., 
Chicago  4,  III. 

Blackttone  Carp  ,  1111  Allen  St.,  Jamestown,  N  Y 
BRANSON  ULTRASONIC  CORP.,  1  Brown  House  Rd., 
Stamford,  Conn  AOV  PG  447 
Dallont  Laboratories,  Inc.,  4066  Santa  Monica  Bhrd., 
Lot  Angeles  29,  Calif. 

Electro  Craft  Industriet,  Inc.,  68  Jackson  St.,  Stamford, 
Conn. 

Enthone,  Inc.,  442  Elm  St.,  New  Haven  2,  Com. 
Harris  Transfer  Corp.,  The,  Woodbury,  Com. 

Hudson  Bay  Co.,  DIv.  of  Labline,  Inc.,  3070  W.  Grand 
Ave.,  Chicago  22,  III. 

International  Electronics  Corp.,  (Mullard  Equipment), 
81  Spring  St.,  New  York  12,  N  Y. 

L  A  R  Mfg  Co.,  480  Elm  St.,  Arlington,  N.  J 
London  Chemical  Co.,  1434  N.  31st  Ave.,  Melrose  Park. 
III. 

McKenna  Laboratorret,  2403  Main  St.,  Santa  Monica  6. 
Calif. 

Mack  Electronics  A  Oiv.  of  Mack  Trucks.  Inc.,  Plainfield, 
N  J 

MASSA  LABORATORIES,  INC.,  4  Fottler  Rd.,  Hingham, 
Mass  AOV.  PG  414. 

NARDA  ULTRASONICS  CORP.,  118-160  Herricks  Rd., 
Oept.  E8-1,  Mmeola,  N.  Y.  AOV.  PG  116 
Pioneer-Central  Oivltion,  Bendia  Aviation  Corp.,  Daven¬ 
port,  Iowa. 

SPELLMAN  TELEVISION  CO.,  INC.,  3029  Webster  Avt , 
New  York  67,  N.  Y  AOV.  PG  366,  367 
Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  34, 
N.  Y. 

Vibro  Ceramics  Oiv  of  Gulton  Industries,  Inc.,  Me- 
tuchen,  N  J. 

Wye  Industries,  6  General  Devine  Way,  Boston  27,  Mass 

CLIPS-Fuoo 

Accurate  Electronics  Corp.,  Oept.  G,  169  Abbe  Rd.,  S., 
Elyria,  Ohio. 


PRODUCTS 


Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J 

ALOEN  PRODUCTS  CO  ,  112  N  Mam  St.,  BrKkton  64, 
Mass  AOV  PG  472 

ALLEN-BRAOLEY  CO.,  136  W.  Greenfield  Ave.,  Mil¬ 
waukee  4,  Wis.  AOV.  PG  421 
Amatom  ElKtronic  Hardware  Co.,  Inc ,  88  Drake  Ave., 
New  Rochelle,  N.  Y 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Com. 

Atlas  E-E  Corp.,  47  Prospect  St.,  Woburn,  Matt. 

AUGAT  BROS.,  INC.,  33  Perry  Ave.,  Attleboro,  Mass 
ADV  PG  260 

Barwood  Mfg.  Co.,  Inc  ,  L  J.,  22  Williams  St.,  Everett 
49,  Mast. 

Birnbach  Radio  Co.,  Inc  ,  144  Hudson  St  ,  New  York  13, 

N  Y 

Braun  Tool  A  Instrument  Co,  Inc.,  H,  140  Fifth  Ave, 
Hawthorne,  N  J 

BUSSMANN  MFG  OIV.,  McGRAW-EOISON  CO.,  Univer¬ 
sity  at  Jefferson,  St  Louis  7,  Mo.  AOV.  PG  46 
Oante  Electric  Mfg  Co.,  Bantam,  Conn 
Eagle  Electric  Mfg  Co.,  Inc.,  23-10  Bridge  Plata,  S, 
Long  Island  City,  N.  Y 

Eiacto  Industries,  Inc ,  8730-36  Santa  Monica  Blvd., 
Los  Angeles  46,  Calif. 

Eby  Co.,  Hugh  H.,  4701  Germantown  Ave.,  Philadelphia 

44,  Pa 

Garde  Mfg  Co  ,  488  Eddy  St  ,  Providence  3,  R  I 
GENERAL  CEMENT  MFG  CO.,  DIV.  OF  TEXTRON,  INC  . 
ELECTRONIC  OIV.,  400  S  Wyman  St.,  Rockford,  III 
AOV  PG  80 

I  E.  Manufacturing.  324  N  Hoyne  Ave.,  Chicago  12, 
III. 

HK  Metal  Craft  Mfg  Corp,  3774  Tenth  Ave,  New 
York  34,  N  Y 

Irving  Tool  A  Mfg  Co,  1314  Levee  St.,  Dallas  7, 
Tesat 

Kolton  Electric  Mfg  Co.,  123  New  Jersey  Railroad  Ave  , 
Newark  4,  N  J 

KULKA  ELECTRIC  CORP.,  633  S  Fulton  Ave,  Mt 
Vernon,  N  Y  AOV  PG  489 
LITTELFUSE,  INC  ,  Des  Plaines,  III  AOV  PG  117 
Martin  Co.,  Inc.,  Rodman  H  ,  Electronics  Oiv ,  300 
W  Oak  St  ,  Norristown,  Pa 
Rohden  Manufacturing  Co.,  Inc.,  4739  Montrose  Ave, 
Chicago  41,  III 

ROSS  METALS  CO.,  MILTON,  404  Davitville  Rd.,  Davis- 
ville.  Pa.  AOV  PG  472 

Stone  City  Machine  A  Tool  Co.,  Inc.,  1206  Seventh 
St.,  P  0.  Bov  341,  Bedford,  Ind 
Ziericfc  Mfg  Corp ,  Beechwood  A  Rockdale  Avei  ,  New 
Rochelle,  N  Y 

ClIPS-CrM 

Aerolite  Electronics  Corp ,  2207  Summit  Ave.,  Union 
City,  N.  J 

ALOEN  PRODUCTS  CO  ,  112  N  Main  St.,  Brockton  64, 
Matt  AOV.  PG  472 

Birnbach  Radio  Co.,  Inc.,  144  Hudson  St.,  New  York 
13,  N  Y. 

GENERAL  CEMENT  MFG.  CO.,  OIV.  OF  TEXTRON,  INC., 
ELECTRONIC  DIV.,  400  S  Wyman  St.,  Rockford,  HI 
AOV  PG  80 

HK  Metal  Craft  Mfg  Corp  ,  3774  Tenth  Ave.,  New  York 
34,  N  Y 

Hobson  Bros ,  Inc.,  4940  W  Lawrence  Ave.,  Chicago 
30,  III 

Irving  Tool  A  Mfg  Co,  1314  Levee  St,  Dallas  7. 
Tevas 

KULKA  ELECTRIC  CORP.,  633  S  Fulton  Ave,  Mt 
Vernon,  N.  Y  AOV.  PG.  489 
Martin  Co.,  Inc.,  Rodman  H  Electronics  Oiv.,  300  W 
Oak  St.,  Norristown,  Pa. 

Mlllen  Mfg.  Co.,  James,  140  Eichange  St.,  Malden,  Mass 
National  Co ,  Inc.,  61  Sherman  St.,  Malden  48,  Mats 
National  Tel-Tronics  Corp.,  34  St.  Casmirs  Ave, 
Yonkers,  N  Y, 

ROSS  MrTALS  CO.,  MILTON,  404  Oavisville  Rd , 
Davisvllle,  Pa.  AOV.  PG.  472 
Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

ZIerick  Mfg.  Corp.,  Beechwood  A  Rockdale  Avet ,  New 
RKhelle,  N  Y 

ClIPS-Totf 

Aerolite  Electronics  Corp.,  2207  Summit  Ave,  Union 
City,  N.  J. 

Amatom  Electronic  Hardware  Co.,  Inc.,  SO  Drake  Ave  , 
New  Rochelle,  N.  Y. 

Birnbach  Radio  Co.,  Inc.,  144  Hudson  St.,  New  York 
13,  N  Y 

Eiacto  Industries,  Inc.,  8730-36  Santa  Monica  Blvd , 
Los  Angeles  46,  Calif. 

Frankel  Connector  Co.,  27  Vestry  St.,  New  York,  N  Y. 
GENERAL  CEMENT  MFC.  CO.,  DIV.  OF  TEXTRON,  INC., 
ELECTRONIC  DIV.,  400  S.  Wyman  St.,  Rockford,  III. 
AOV  PG  80 

CRAYHILL,  INC.,  437  Hillgrove  Avt.,  La  Granga,  III. 
AOV.  PG.  309. 

Harvey  Hubbell,  Inc.,  State  St.  A  Bostwlck  Ave., 
Bridgeport  2,  Conn. 

I.  E.  Manufacturing,  324  N.  Hoyne  Ave.,  Chicago  12,  III. 
Industrial  Devices,  Inc.,  982  River  Rd.,  Edgewater, 
N  J. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Oiv.,  TOO  W. 
Oak  St.,  Norristown,  Pa. 

Mueller  Electric  Co.,  1482H  E.  31tt  St.,  Cleveland  14, 
Ohio. 

P  I  C  Design  Corp.,  477  Atlantic  Ave.,  Fast  Rockaway, 
N.  Y. 


Rapid  Specialties  Co.,  327  W.  Huron  St.,  Chicago  10, 
III. 

ROSS  METALS  CO.,  MILTON,  SOS  Oavisville  Rd., 
Oavisville,  Pa.  AOV.  PG.  472. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

Symphony  Electronics  Corp.,  92S  S.  Western  Ave.,  Los 
Angeles  6,  Calif. 

TA  Mfg  Corp.,  4613  Alger  St.,  LOS  Angeles  39,  Calif. 
Trico  Fuse  Mfg  Co.,  2948  N  Fifth.  Milwaukee  12.  Wis. 


CLOTHS— SpooAor  Criffo 

Bcstcraft  Products  Co.,  Inc  ,  626  Broadway,  New  York, 
N  Y. 

Bolta  Products  Oiv.,  General  Tire  A  Rubber  Co., 
Lawrence,  Mast 

GENERAL  CEMENT  MFC  CO.,  DIV  OF  TEXTRON, 
INC  ,  ELECTRONIC  DIV.,  400  S  Wyman  St  ,  Rock¬ 
ford,  III  ADV  PG  80 

National  Tel-Tronics  Corp.,  3S  St.  Casmir's  Ave., 
Yonkers,  N.  Y 


CIOTHS-Wovan  Wire 

Bestcraft  Products  Co.,  Inc.,  626  Broadway,  New  York, 
N  Y 

Chase  Brass  A  Copper  Co.,  Inc,  236  Grand  St.,  Water¬ 
bury  20,  Conn. 

Cooper  A  Sons,  Inc.,  Joseph  B.,  2S  W.  47th  St., 
New  York  H.  N  Y 

Factory  Enterprises,  Inc.,  3431  Butler  St.,  Pittsburgh  1, 
Pa. 

General  Cable  Corp.,  420  Leaington  Ave  ,  New  York  17, 
N  Y 

Kressilk  Products,  Inc.,  73  Murray  St.,  New  York  7, 
N  Y 

Truscon  Steel  Oiv  of  Republic  Steel  Corp.,  Youngstown, 
Ohio 


CIUTCHES-Mognofic 

AC  ELECTRONICS  DIV.  OF  GENERAL  MOTORS  CORP., 
1924  E  Kenilworth,  Milwaukee  1,  Wis  AOV.  PG. 
387 

Actuator  Products  Corp.,  a  Oiv.  of  Geartronics  Corp  , 
906  Main  St..  West  Concord,  Mass 
American  Electronics,  Inc.,  644  W  Washington  Blvd., 
Los  Angeles  14,  Calif. 

AUTOTRONICS,  INC.,  Route  1,  Bov  812,  Florissant,  Mo. 
AOV  PG  420 

Colortone  Electronics,  Inc.,  200  Frank  Rd.,  Hicks- 
vllle,  N.  V. 

Dial  Products  Co .  9  Avenue  E.,  Bayonne,  N  J 
DYNAMIC  INSTRUMENT  CORP.,  49  New  York  Ave., 
Westbury,  N.  Y  ADV.  PG  440. 

Electro-Mechanical  Oiv.  of  General  Riveters,  Inc.,  784 
Hertel  Ave.,  Buffalo  7,  N.  V. 

Electromatlon  Co.,  1646  18th  St.,  Santa  Monica,  Calif. 
Fae  Instrument  Corp.,  4261  Hunter  St.,  Long  Island 
City  1  ,N  Y 

INTERNATIONAL  RESISTANCE  CO.,  401  N  Broad  St.. 

Philadelphia  8.  Pa  AOV.  PG  189-192 
Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 
Magtrol,  Incorporated,  240  Seneca  St.,  Buffalo  4,  N.  Y. 
Massachusetts  Gear  A  Tool  Oiv.  of  Geartronics  Corp., 

6  Nashua  St.,  Woburn,  Mats 
Orbit  Instrument  Co.,  646  Main  St.,  Westbury,  N  Y 
P  I  C  Design  Corp.,  477  Atlantic  Ave.,  East  Rockaway, 

N  Y. 

Radio  Condenser  Co.,  Camden,  N.  J. 

Raymond  Engineering  Laboratory,  Inc.,  Smith  St.,  Mid¬ 
dletown,  Conn 

REEVES  INSTRUMENT  CORP.,  227  E  91st  St.,  New 
York  28,  N.  Y.  AOV.  PG.  433 
Standard  Electromagnetics,  Inc.,  43-44  S  Carroll  St., 
Frederick,  Md. 

Sterling  Precision  Corp.,  Instrument  Oiv.,  34-17  Law¬ 
rence  St.,  Flushing  44,  N.  Y. 

Vickers  Electric  Division,  Vickers,  Inc.,  1824  Locust  St., 
St.  Louis  3,  Mo. 

WacLine,  Inc..  34  S.  St.  Clair  St.,  Dayton  2,  Ohio. 
WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK 
A  SONS,  Wolf  Hill  Rd.,  Huntington  Station.  N  Y. 
AOV  PG.  394C. 

Warner  Electric  Brake  A  Clutch  Co.,  Beloit,  Wis. 

CO  ATI  NOS-Cpisrf«(f  ive 
See  alee  ORAPHITS-Cellaidal 

Acheson  Colloids,  1940  Washington  Ave.,  Port  Huron, 
Mich 

Anderson  Associates.  H.  V.,  P.  0.  Bov  264,  233  Broad 
St.,  Summit,  N.  J. 

Avier  Associates,  102-42  43rd  Ave.,  Corona  68.  N.  V. 
Biggs  Co.,  Carl  H.,  2244  iUrry  Ave.,  West  Los  Angeles 
64,  Calif. 

California  Bent  Glass  Corp.,  Torrance.  Calif. 

Chemical  Products  Corp.,  King  Philip  Rd.,  East  Provi¬ 
dence,  R.  I. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  Verk.  N  V. 
Dow  Corning  Corp.,  Midland,  Mich, 
du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I.,  Wilmington  98. 
Del. 

Electro  Impulse  Labs.,  208  River  St..  Red  Bank.  N.  J. 
Emerson  A  Cuming.  Inc.,  869  Washington  St.,  Canton, 
Mast 

ENGELHARD  INDUSTRIES,  INC.,  (CHEMICAL  OIV.), 
113  Aster  St.,  Newark  4,  N  J.  AOV.  PG.  329. 
Fidelity  Chemical  Products  Corp.,  472  Frelinghuysen 
Ave.,  Newark.  N.  J. 
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COATINGS 


1958-1959  LISTINGS  of 


General  Plastics  Corp.,  P.  0.  Bo>  1689,  Paterson,  N.  J. 

Goodrich  Industrial  Products  Co.,  B.  F.,  500  S.  Main 
St.,  Akron  18,  Ohio. 

Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn, 
N.  J. 

Handy  &  Harman,  82  Fulton  St.,  New  York  38,  N.  Y. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y.  ADV.  PG.  536. 

Maas  &  Waldstein  Co.,  2121  McCarter  Highway, 
Newark  4,  N.  J. 

MeU  Refining  Co.,  369  Mulberry  St.,  Newark  2,  N.  J. 

Micro-Circuits  Co.,  New  Buffalo,  Mich. 

Philadelphia  Quartz  Co.,  1146K  Public  Ledger  Bldg., 
Philadelphia  6,  Pa. 

Photo  Chemical  Products,  Inc.,  999A  Stewart  Ave., 
Garden  City,  N.  Y. 

Pierce  &  Stevens  Chemical  Corp.,  710  Ohio  St.,  Buffalo 
3,  N.  Y. 

Pittsburgh  Plate  Glass  Co.,  1  Gateway  Center,  Pittsburgh 
21,  Pa. 

SERFASS  CORP.,  524  W.  Broad  St.,  Bethlehem,  Pa. 
ADV.  PG.  526. 

Silicones  Oiv.,  A  Otv.  of  Union  Carbide  Corp.,  30  E. 
42nd  St.,  New  York  17,  N.  Y. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 

Torrance  Glass  &  Color  Works,  Torrance,  Calif. 

Vacuum  Equipment  Oiv.  of  The  New  York  Air  Brake 
Co.,  1325  Admiral  Wilson  Blvd.,  Camden,  N.  J. 

Vorac  Co.,  The,  147  Meadow  Rd.,  Rutherford,  N.  J. 


COATINGS-CONDUCTIVE-Tube  Interior 

Acheson  Colloids  Co.,  1950  Washington  Ave.,  Port  Huron, 
Mich. 

California  Bent  Glass  Corp.,  Torrance,  Calif. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

Emerson  &  Cuming,  Inc.,  869  Washington  St.,  Canton, 
Mass. 

GENERAL  CEMENT  MFG.  CO.,  OIV.  OF  TEXTRON,  INC., 
ELECTRONIC  DIV.,  400  S.  Wyman  St.,  Rockford,  III. 
ADV.  PG.  80. 

Micro-Circuits  Co.,  New  Buffalo,  Mich. 

SERFASS  CORP.,  524  W.  Broad  St.,  Bethlehem,  Pa. 
ADV.  PG.  526. 

Torrance  Glass  &  Color  Works,  Torrance,  Calif. 


COATINGS— Protective 

Actioncraft  Products,  8  Sagamore  Hill  Drive,  Port 
Washington,  N.  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N  J. 

American  Solder  &  Flux  Co.,  19th  &  Willard  St., 
Philadelphia  40,  Pa. 

Auburn  Button  Works,  Inc.,  Auburn,  N.  Y. 

Axler  Associates,  102-42  43rd  Ave.,  Corona  68,  N.  Y. 

Barrett  Division,  Allied  Chemical  Corp.,  40  Rector  St., 
New  York  6,  N.  Y. 

Barrett  Varnish  Co.,  1532  S.  50th  Court,  Cicero  50,  III. 

Beck's,  Inc.,  298-300  E.  Fifth  St.,  St.  Paul  1,  Minn. 

Biggs  Co.,  Carl  H.,  2255  Barry  Ave.,  West  Los  Angeles 
64,  Calif. 

Borden  Co.,  Resinite  Dept.,  Box  1589,  Santa  Barbara, 
Calif. 

Chemical  Products  Corp.,  King  Philip  Rd.,  East  Provi¬ 
dence,  R.  I 

COLUMBIA  TECHNICAL  CORP.,  61-02  31st  Ave.,  Wood- 
side  77,  N.  Y.  ADV.  PG.  523. 

Communication  Products  Co.,  Inc.,  Marlboro,  N.  J. 

Connecticut  Hard  Rubber  Co.,  407  East  St.,  Hew 
Haven  9,  Conn. 

Crown  Industrial  Products  Co.,  713  Amsterdam  Ave., 
Woodstock,  III. 

Cudner  &  O'Connor  Co.,  4035  W.  Kinzie  Ave.,  Chicago 
24,  III. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

Dow  Corning  Corp.,  Midland,  Mich. 

du  Pont  de  Nemours  &  Co.,  Inc.,  E.  I.,  Wilmington  98, 
Del. 

Ellis  &  Watts  Products,  Inc.,  P.  0.  Box  33,  Cincinnati 
36,  Ohio. 

Emerson  &  Cuming,  Inc.,  869  Washington  St.,  Canton, 
Mass. 

Enfio  Corp.,  Fellowship  Rd.  &  Route  73,  Maple  Shade, 
H.  J. 

Esso  Standard  Oil  Co.,  15  W.  51st  St.,  New  York  19, 
N.  Y. 

Fidelity  Chemical  Products  Corp.,  472  Frelinghuysen 
Ave.,  Newark,  N.  J. 

Fluorulon  Laboratories,  Box  305,  Caldwell,  N.  J. 

Furane  Plastics,  Inc.,  4516  Brazil  St.,  Los  Angeles  39, 
Calif. 

General  American  Transportation  Corp.,  Kanigen  DIv.,  135 
S.  La  Salle  St..  Chicago,  III. 

GENERAL  CEMENT  MFG.  CO.,  DIV.  OF  TEXTRON,  INC., 
ELECTRONIC  DIV.,  400  S.  Wyman  St.,  Rockford,  III. 
ADV.  PG.  80. 

General  Plastics  Corp.,  P.  0.  Box  1689,  Paterson,  N.  J. 

George  Co.,  P.  D.,  5200  N.  Second  St.,  St.  lAuis,  Mo. 

Goodrich  Industrial  Products  Co.,  B.  F.,  500  S.  Main 
St.,  Akron  18,  Ohio. 

Goodrich  Chemical  Co.,  B.  F.,  3135  Euclid  Ave.,  Cleve¬ 
land  15,  Ohio. 

Goodrich  Industrial  Products  Co.,  B.  F.,  a  DIv.  of 
B.  F.  Goodrich  Co.,  MarietU,  Ohio. 

Goodyear  Tire  &  Rubber  Co.,  Chemical  DIv.,  1144  E. 
Market  St.,  Akron  16,  Ohio. 

Houghton  Laboratories,  Inc.,  322  Houghton  Ave.,  Olean, 
N.  Y. 

Joclln  Mfg.  Co.,  Lufbery  Ave.,  Wallingford,  Conn. 

Johns-Manville,  22  E.  40th  St.,  New  York  16,  N.  Y. 


Jonas  Co.,  F.,  55  W.  42nd  St.,  New  York  36,  N.  Y. 

Koppers  Co.,  Inc.,  Koppers  Bldg.,  Pittsburgh  19,  Pa. 

Linde  Co.,  DIv.  of  Union  Carbide  Corp.,  30  E.  42nd  St., 
New  York  17,  N.  Y. 

London  Chemical  Co.,  1535  N.  31st  Ave.,  Melrose  Park, 
III. 

Maas  &  Waldstein  Co.,  2121  McCarter  Highway,  Newark 
4,  N.  J. 

Marblette  Corp.,  37-21  30th  St.,  Long  Island  City  1, 
N.  Y. 

Markal  Co.,  3052  W.  Carroll  Ave.,  Chicago  12,  III. 

METAL  FINISHERS,  INC.,  78  S.  Franklintown  Rd., 
Baltimore  23,  Md.  ADV.  PG.  531. 

Metal  &  Thermit  Corp.,  Rahway,  N.  J. 

Micro-Circuits  Co.,  New  Buffalo,  Mich. 

Midland  Industrial  Finishes  Corp.,  Dept.  1-20,  Waukegan, 
III. 

National  Lead  Co.,  Ill  Broadway,  New  York  6,  N.  Y. 

Norton  Co.,  Worcester  6,  Mass. 

Nureco,  Inc.,  1100  Pontiac  Ave.,  Cranston  10,  R.  I. 

Permacel  Tape  Corp.,  U.  S.  Highway  1,  New  Brunswick, 
N.  J. 

Philadelphia  Quartz  Co.,  1146K  Public  Ledger  Bldg., 
Philadelphia  6,  Pa. 

Photo  Chemical  Products,  Inc.,  999A  Stewart  Ave., 
Garden  CHy,  N.  Y. 

Pierce  &  Stevens  Chemical  Corp.,  710  Ohio  St.,  Buffalo 

3,  N.  Y. 

Pittsburgh  Plate  Glass  Co.,  1  Gateway  Center,  Pittsburgh 
22,  Pa. 

POLYMER  CORPORATION,  THE,  Reading  Pa.  ADV.  PG. 
196. 

Protective  Coatings  Corp.,  596  River  Rd.,  Clifton,  N.  J. 

Reilly  Tar  &  Chemical  Corp.,  1615  Merchants  Bank  Bldg., 
11  S.  Meridan  St.,  Indianapolis  4,  Ind. 

Schenectady  Varnish  Co.,  Inc.,  Schenectady,  N.  Y, 

Silicones  Div.,  A  Oiv.  of  Union  Carbide  Corp.,  30  E. 
42nd  St.,  New  York  17,  N.  Y. 

Sonneborn  Sons,  Inc.,  L.,  Building  Products  Div.,  404 
Fourth  Ave.,  New  York  16,  N.  Y. 

Sparta  Mfg.  Co.,  Div.  of  U.  S.  Ceramic  Tile  Co.,  Dover, 
Ohio. 

Sphere  Co.,  Inc.,  The,  25  Amity  St.,  Little  Falls,  N.  J. 

Standard-Toch  Chemicals,  Inc.,  2600  Richmond  Terrace, 
Staten  Island  3,  N.  Y. 

Steel  Protection  &  Chemical  Co.,  Inc.,  Mooresville,  Ind. 

Stevenson  Bro.  &  Co.,  110  Race  St.,  Philadelphia  6,  Pa. 

Swedlow  Plastics  Co.,  6986  Bandini  Blvd.,  Los  Angeles 
22,  Calif. 

Terrell  Corp.,  19  Lane  St.,  Waltham  54,  Mass. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 

U.  S.  Rubber  Co.,  1230  Avenue  of  the  Americas,  New 
York  20,  N.  Y. 

U.  S.  Stoneware  Co.,  The,  Akron  9,  Ohio. 

Vorac  Co.,  The,  147  Meadow  Rd.,  Rutherford,  N.  J. 

Waldom  Electronics,  Inc.,  4625  W.  53rd  St.,  Chicago  32, 
III. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 

ZOPHAR  MILLS,  INC.,  115  26th  St.,  Brooklyn  32,  N.  Y 
ADV.  PG.  577. 

COATINGS— Solf  Spray  Reeisfonce 

Actioncraft  Products,  8  Sagamore  Hill  Drive,  Port  Wash¬ 
ington,  N.  V. 

American  Solder  &  Flux  Co.,  19th  A  Willard  Sts, 
Philadelphia  40,  Pa. 

Auburn  Button  Works,  Inc.,  Auburn,  N.  Y. 

Barrett  Varnish  Co.,  1532  S.  50th  Court,  Cicero  50,  III. 

Biggs  Co.,  Carl  H.,  2255  Barry  Ave.,  West  Los  Angeles 
64,  Calif. 

Chemical  Products  Corp.,  King  Phillip  Rd.,  East  Provi¬ 
dence,  R.  I. 

Crown  Industrial  Products  Co.,  713  Amsterdam  St., 
Woodstock,  III. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y, 

duPont  de  Nemours  A  Co.,  Inc.,  Wilmington  98,  Del. 

Emerson  A  Cuming,  Inc.,  869  Washington  St.,  Canton, 
Mass. 

Enthone,  Inc.,  442  Elm  St.,  New  Haven  2,  Conn. 

Esso  SUndard  Oil  Co.,  15  W.  51st  St.,  New  York  19, 
N.  V. 

Furane  Plastics,  Inc.,  4516  Brazil  St.,  Los  Angeles  39, 
Calif. 

GENERAL  CEMENT  MFG.  CO.,  DIV.  OF  TEXTRON,  INC. 
ELECTRONIC  OIV.,  400  S.  Wyman  St.,  Rockford,  III. 
ADV.  PG.  80. 

General  Plastics  Corp.,  P.  0.  Box  1689,  Paterson,  N.  J. 

Goodrich  Industrial  Products  Co.,  B.  F.,  500  S.  Main 
St.,  Akron  18,  Ohio. 

Houghton  Laboratories,  Inc.,  322  Houghton  Ave.,  Clean, 
N.  Y. 

Joclin  Mfg.  Co.,  Lufbery  Ave.,  Wallingford,  Conn. 

Linde  Co.,  Oiv.  of  Union  Carbide  Corp.,  30  E.  42nd  St., 
St.,  New  York  17,  N.  Y. 

London  Chemical  Co.,  1535  N.  31st  Ave.,  Melrose  Park, 
III. 

Maas  A  Waldstein  Co.,  2121  McCarter  Highway,  Newark 

4,  N.  J. 

Marblette  Corp.,  37-21  30th  St.,  Long  Island  City  1, 
N.  Y. 

METAL  FINISHERS,  INC.,  78  S.  Franklintown  Rd., 
Baltimore  23,  Md.  ADV.  PG.  531. 

Micro-Circuits  Co.,  New  Buffalo,  Mich. 

Nureco,  Inc.,  1100  Pontiac  Ave.,  Cranston  10,  R.  I. 

Pacific  Universal  Products  Corp.,  168  Vista  Ave.,  Pasa¬ 
dena  8,  Calif. 

Pierce  A  Stevens  Chemcial  Corp.,  710  Ohio  St.,  Buffalo 
3,  N.  Y. 

POLYMER  CORPORATION,  THE,  Reading  Pa.  ADV.  PG. 
196. 


Remler  Company,  2101  Bryant  St.,  San  Francisco  10, 
Calif. 

Schenectady  Varnish  Co.,  Inc.,  SchenKtady,  N.  Y. 
Silicones  Oiv.,  A  Oiv.  of  Union  Carbide  Corp.,  30  E. 

42nd  St.,  New  York  16,  N.  Y. 

Sonneborn  Sons,  Inc.,  L.,  Building  Products  Div.,  404 
Fourth  Ave.,  New  York  16,  N.  Y. 

Standard-Txh  Chemicais,  Inc.,  2600  Richmond  Terrace, 
Staten  Island,  N.  Y. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 

U.  S.  Stoneware  Co.,  The,  Akron  9,  Ohio. 

Vorac  Co.,  The,  147  Meadow  Rd.,  Rutherford,  N.  J. 
ZOPHAR  MILLS,  INC.,  115  26th  St.,  Brooklyn  32,  N  V. 
ADV.  PG.  577. 


CODE  A  TAB  MARKERS 

Brady  Co.,  W.  H.,  727  W.  Glendale  Ave.,  Milwaukee 
12,  Wis. 

Brand  A  Co.,  Inc.,  William,  41  North  St.,  Willlmantic, 
Coon. 

Fox.  Co.,  C.  J.,  The  236  Aborn  St.,  Providence  1,  R.  1. 

GENERAL  CEMENT  MFG.  CO.,  DIV.  OF  TEXTRON,  INC. 
ELECTRONIC  DIV.,  400  S.  Wyman  St.,  Rockford,  III. 
ADV.  PG.  80. 

Pee  Cee  Tape  A  Label  Co.,  521  N.  LaBrea  Ave.,  Los 
Angeles  36,  Calif. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 

Westline  Products  Oiv.  of  Western  Lithograph  Co.,  600 
E.  Second  St.,  Los  Angeles  54,  Calif. 

Zippertubing  Co.,  The,  752  S.  San  Pedro,  Los  Angeles, 
Calif. 

COIL  BOBBINS 
Seo  BOBBINS 

COIL  FORMS 
See  FORMS-Coil 

COIL  WINDING  MACHINES 
Sm  MACHINES-Coil  Winding 


COILS-o-f  Choko 

Aerocoil,  Inc.,  2207  Summit  Ave.,  Union  City,  N  J. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass 

Arco  Transformer  A  Electric  Co.,  1602  S.  Hanna  St., 
Fort  Wayne,  Ind 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Roxbury, 
Mass.  ADV.  PG  575. 

Audio  Development  Co.,  2833  13th  Ave.,  S.,  Minneapolis 
7,  Minn. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn,  N  Y. 
ADV.  PG.  476 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  SU.,  Bristol, 
Pa.  ADV  PG.  103. 

Bel-Tronics  Corp.,  Industrial  Ave  ,  Addison,  III. 

BURNELL  A  CO.,  INC.,  10  Pelham  Parkway,  Pelham, 
N.  Y.  ADV.  PG.  70,  71. 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

CALEDONIA  ELECTRONICS  A  TRANSFORMER  CO, 
Caledonia,  N.  Y.  ADV.  PG.  233 

Carol  Electronics  Corp.,  315  W.  Stephen  St.,  Martins- 
burg,  W  Va. 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.O.  Box  555,  Mahwah,  N.  J.  ADV.  PG.  352, 
353,  372. 

Central  Coil  Co.,  1720  N.  Luett  St.,  Indianapolis  22, 
Ind. 

CHICAGO  MAGNETIC  CONTROL  CO.,  1616  Damon  Ave  , 
Chicago,  III.  ADV.  PG  541. 

CHICAGO  STANDARD  TRANSFORMER  CORP.,  3501  W 
Addison  St.,  Chicago  18,  III.  ADV.  PG  226,  227. 

Cinema  Engineering  Div.,  Aerovox  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif. 

Coast  Coll  Co.,  5333  W.  Washington  Blvd.,  Los  Angeles 

16,  Calif. 

Coil  Company  of  America,  Inc.,  220  Washington  St., 
Northvale,  N.  J. 

Coil  Winders,  Inc.,  100  New  York  Ave.,  Westbury,  N.  Y. 

Consolidated  Radio  Products  Co.,  350  W.  Erie  St., 
Chicago  10,  III. 

DE  COURSEY  ENGINEERING  LAB.,  11828  W.  Jefferson 
Blvd.,  Culver  City,  Calif.  ADV  PG.  228. 

OeWitt  Development  Co.,  3008  W.  127th  St.,  Blue 
Island,  III. 

DX  Radio  Products  Co.,  Inc.,  2300  Armltage  Ave, 
Chicago  47,  III. 

Electro  Engineering  Works,  401  Preda  St.,  San  Leandro, 
Calif. 

ELECTRONIC  COILS,  INC.,  P.O.  Box  1665,  33  Lyman 
St.,  Springfield,  Mass.  ADV.  PG.  565. 

Electronic  Transformer  Co.,  70  Washington  St.,  Brooklyn 
1,  H.  Y. 

Emerson-Glover  Inc.,  43  E.  Plain  St.,  Cochituate,  Mass 

Ensign  Coil  Co  ,  2520  S.  Pulaski  Rd.,  Chicago  23,  III 

EPCO  PRODUCTS,  INC.,  2500  Atlantic  Ave.,  Brooklyn 

17,  N.  Y.  ADV.  PG.  583. 

Essex  Electronics.  Berkeley  Heights,  N.  J. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza,  New 
York  20,  N.  Y.  ADV.  PG.  490. 

Fisher  Engineering,  Inc.,  2060  U.  S.  24  East,  P.  0.  Box 
327,  Huntington,  Ind. 

Forest  Electric  Co.,  7216  Circle  Road,  Forest  Park,  III. 
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Fosttr  Trantformcr  Co.,  3820  Colcrain  Avt.,  Cincinnati 
23,  Ohio. 

Central  Trantformtr  Corp.,  18240  Harwood  Art.,  Homo- 
wood,  III. 

Genlitron,  Inc.,  2301  Federal  Aee.,  Lot  Angeles  64, 
Calif. 

Goslin  Electric  &  Mfg.  Co.,  2921  W  Olive  St.,  Burbant, 
Calif. 

Grand  Trantformeri,  Inc.,  Hey  St.,  Grand  Haven,  Mich 
Hadley  Co.,  Inc.,  Rotiert  M.,  3112  S.  Hoover  St.,  Lot 
AngeleJ  37,  Calif. 

Htrmaseal  Co.,  Inc,  1101  Lafa^te  St.,  Elklurt,  Ind 
HERMETIC  SEAL  TRANSFORMER  CO.,  P  O  Boa  277, 
Garland,  Teaat.  ADV.  PG.  17b,  177. 

Highland  Engineering  Co.,  91  Magnolia  St.,  Wettbury, 

N  Y. 

Islip  Transformer  &  Metal  Co.,  Inc.,  Beech  St.,  Isllp, 

N  y 

JAMES  VIBRAPOWR  CO.,  4030  N  Rockwell  St.,  Chicago 
18,  III  ADV  PG.  374. 

K-V  Transformer  Corp.,  20  E.  Franklin  St.,  Danbury, 
Conn 

LAVOIE  LABORATORIES,  INC  ,  MorganvIlIt,  N  J  AOV 
PG  413 

Magnavoi  Co.,  The,  2131  Beuter  Rd  ,  Fort  Wayne,  Ind 
Magnetic  Windings  Olv ,  Essex  Wire  Corp.,  Fretmansburg 
Ave  at  Hobson  Blvd.,  Easton,  Pa 
Marine  View  Electronics  Inc.,  28  Main  St.,  White 
Plains,  N  V 

Merit  Coil  A  Transformer  Corp.,  2027  Sherman  St., 
Hollywood,  Fla 

Millen  Mfg.  Co.,  James,  130  Eachangt  St.,  Malden,  Mats. 
Milwaukee  Transformer  Co.,  3231  N  Hopkins  St.,  Mil¬ 
waukee  9,  Wit. 

Mlnitran  Corp.,  3  Oliver  St.,  Newark  2,  N.  J 
Mystic  Transformers  Inc.,  63  Swanton  St.,  Winchester, 
Mass 

NYT  ELECTRONICS,  INC.,  2979  N  Ontario  St.,  Burbank, 
Calif  AOV  PG  300 

National  Coll  Co.,  P.  0.  Box  1237,  Sheridan,  Wyo 
New  York  Coil  Co  ,  Phoenixvllle  12,  Pa 
NORTH  HILLS  ELE^CTRIC  CO.,  INC,  402  Sagamore  Ave, 
Mlneola,  N  Y  ADV  PG  333,  348 
ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 
N  J  AOV  PG  337. 

Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridge¬ 
port,  Pa 

Randall,  Inc.,  Douglas,  6  Pawcatuck  Ave  ,  Waverly,  R.  I 
Richmond  Engineering  Co.,  Inc ,  19  Cortcord  St.,  South 
Norwalk,  Conn 

Rytron  Co.,  Inc,  7303  Lankershim  Blvd,  North  Holly¬ 
wood,  Calif 

Servomechanisms,  Inc.,  Special  Products  Div ,  12300 
Aviation  Blvd  .  Hawthorne,  Calif. 

SIGNAL  TRANSFORMER  CO.,  1661  McDonald  Ave  , 
Brooklyn  30.  N  Y  AOV  PG  498 
Skysweeper  Inc  ,  McHenry,  III 

Standard  Telephones  A  Cables  Ltd  ,  Connaught  House,  63 
Aldwych,  London,  W  C.  2,  England 
Standard  Winding  Corp.,  44-62  Johnet  St.,  Newburgh. 
N.  Y. 

Stanley  Transformer  Co.,  31-23  Vernon  Bhrd ,  Long 
Island  City,  N  Y 

Sterling  Transformer  Corp  ,  297  N  Seventh  St  ,  Brook¬ 
lyn  11,  N.  Y. 

Superex  Electronics  Corp,  4-6  Radford  Piace,  Yonkers, 
N  Y 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St  , 
New  York  6.  N  Y  ADV  PC.  311 
Tele  Coil  Co.,  Inc  ,  2733  Saunders  St.,  Camden  S,  N  J 
Tele*.  Inc.,  Tele*  Park,  St  Paul  1,  Mmn. 

Tensor  Electric  Development  Co,  Centroid  DIv.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y 
Thermador  Electric  Mfg  Co,  3213  S  Boyle  Ave,  Let 
Angeles  58,  Calif 

Torocoil  Co.,  2613  Bristol  Rd.,  Columbus  21,  Ohio 
Torotel  Inc.  3312  E  110th  St.,  Kansas  City  34,  Mo 
TRESCO,  INC.,  3824  Terrace  St  ,  Philadelphia  28,  Pa 
ADV  PG  248 

Union  Electric  A  Mfg  Corp  .  1057  Summit  Ave  ,  Jersey 
City.  N  J 

U  S  Electronics  Corp  276  Warren  St.,  Lyndhurst,  N  J 
UNITED  TRANSFORMER  CORP.,  130  Varick  St.,  New 
York  1.3.  N  Y  Second  Cover 
VARO  MFC.  CO.,  2201  Walnut  St ,  Garland.  Texas  AOV 
PG  454 

Warsaw  Coll  Co  ,  Warsaw,  Ind 

WELCH  MFG  CO ,  INC  ,  A  W.,  309  E  29th  St  .  In- 
dianapollt,  Ind  AOV  PG  380 
Wheeler  ElKtronic  Corp.,  Sub  of  Sperry  Rand  Corp., 
ISO  E.  Aurora  St.,  Waterbury  20,  Conn 
Wirco  Electronics,  Inc  ,  9910  Rush  St ,  El  Monte,  Calif. 


COILS— Anienn 

Sea  TRANSFORMERS- r-f  and  i-F 
COIlS-CNoke 

A  P.W.  Co.,  72  W  Main  St.,  Rockaway,  N  J 
Aerocoil,  Inc.,  2207  Summit  Ave.,  Union  City,  N.  J 
Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N  J 

Aerovox  Corp  ,  740  Belleville  Ave.,  New  Bedford,  Mast 
AIRPAX  PRODUCTS  CO.,  Middle  R.ver,  Baltimore  20, 
Md  ADV.  PG  229-232 

Aladdin  ElKtronict  Div.  of  Aladdin  Industries,  Inc, 
711  Murfreesboro  Rd.,  Nashville  2,  Tenn. 

American  Research  A  Mfg.  Corp.,  920  Halpine  Ave, 
Rockville,  Md 

Amp  Inc.,  Chemicals  A  Dielectric  Div.,  135  Park  St., 
Elltabethtown,  Pa 


PRODUCTS 


Arco  Transformers  A  Electric  Co.,  1602  S  Hanna  St  , 
Fort  Wayne  Ind. 

ARNOLD  MAGNETICS  CORP.,  4613  W.  Jefferson  Bhrd  , 
Los  Angeles  16,  Calif.  AOV.  PG.  124 
Atlas  Coll.  Inc^  63  Main  St.,  Antonia,  Conn. 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Roxbury. 
Mass  ADV  PG  373 

AUTOMATIC  COIL  CO.,  413  Bedford  Ave,  Brooklyn, 

N  Y.  AOV  PG.  476. 

Automatic  Mfg  Div.  of  General  Instrument  Corp.,  63 
Gouverneur  St  ,  Newark,  N.  J. 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa  AOV.  PG  103. 

Basler  Electric  Co.,  603  Fifth  St.,  Highland,  III 
Bel-Tronics  Corp.,  Industrial  Ave.,  Addison,  III 
Bradford  Compon^t,  Inc.,  Salamanca,  N  V 
CBC  Electronics  Co.,  Inc.,  2601  N  Howard  St., 
Philadelphia  33,  Pa. 

CG  Electronics  Olv  of  Gulton  Industries,  Inc.,  303 
Dallas  St.,  N.E  ,  Albuguerque,  N.  M. 

CAMBRIDGE  THERMIONIC  CORP.,  443  Concord  Ave  . 

Cambridge  38,  Mass  AOV  PG.  74. 

Carol  Electronics  Corp.,  313  W  Stephen  St.,  Martins- 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P  0  Box  335,  Mahwah,  N  J  AOV  PG  332, 
353,  372 

Central  Coil  Co.,  1720  N  Luett  St  ,  Indianapolis  22 
Ind 

Central  Transformer  Co.,  910  W  Jackson  Blvd  ,  Chicago, 
III 

CHICAGO  MAGNETIC  CONTROL  CO.,  1616  Damon  Ave., 
Chicago,  III  ADV.  PG  341 

CHICAGO  STANDARD  TRANSFORMER  CORP.,  3301  W 
Addison  St.,  Chicago  18,  III.  ADV.  PG  226,  227. 
Clifton  Mfg.  Co.,  Inc.,  20  N.  Springfield  Rd.,  Clifton 
Heights,  Pa 

Clippard  Instrument  Labo'atory,  Inc,  7350-90  Colerin 
Rd  ,  Cincinnati  24,  Ohio 

Coll  Company  of  America,  Inc.,  220  Washington  St., 
Northvale,  N  J 

Coil  Winders  Inc.,  100  New  York  Ave.,  Westbury,  N  Y 
Collcraft,  Inc.,  Cary,  III. 

Colls-Electronics  Co.,  2939-49  N  2nd  St.,  Philadelphia 
33,  Pa. 

Condor  Radio  Mg  Co.,  4068  E  Paseo  Grande,  Tucson 
12,  Aril 

Cycle  Transformer  Corp.,  334  Glenwood  Ave,  East 
Orange,  N  J 

OX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave, 
Chirago  47,  III 

DANO  ELECTRIC  CO.,  Main  St.,  WInsted.  Conn  AOV 
PG  309 

DECOURSEY  ENGINEERING  LAB.,  11828  W  Jefferson 
Blvd  .  Culver  City,  Calif.  AOV  PG  228 
Oelevan  Electronics  Corp.,  Roycroft  Campus,  East  Aurora 
N  Y 

OeWitt  Development  Co.,  3008  W.  t27th  St.,  Blue 
Island,  III 

DIETZ  DESIGN  A  MFG.  CO.,  Grandview  6,  Mo  ADV 
PG  325 

Dormeyer  Industries,  3418  N  Milwaukee  Ave,  Chicago 
41,  III. 

Electron  Mfg  Co.,  1901  N.  Clybourn,  Chicago.  III. 
Electrical  Windings,  Inc.,  2015  N  Kolmar  Ave.,  Chicago 
29,  III 

Electro  Engineering  Works.  401  Preda  St.,  San  Leandro, 
Calif 

ELECTRONIC  COILS,  INC  ,  P  0  Bo«  1663.  33  Lyman 
St  ,  Sprinfield,  Mass  AOV.  PG  563 
Electronic  Transformer  Co.,  70  Washington  St.,  Brooklyn 
1,  N  Y. 

Emerson-G lover  Inc  ,  43  E.  Plain  St.,  Cochituate,  Mass 
EPCO  PRODUCTS,  INC.,  2300  Atlantic  Ave,  Brooklyn 
17,  N  Y  AOV  PG.  583 
Essex  Electronics,  Berkeley  Heights,  N.  J. 

Fasco  Industries,  Inc.,  Rochester  2,  N  Y 
FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plata,  New 
York  20,  N.  Y.  AOV.  PG  490 
Fisher  Engineering.  Inc.,  2060  U.  S  24  Fast,  P  0  Box 
327,  Huntington,  Ind. 

Forest  Electric  Co  ,  7216  Circle  Road  ForMt  Park,  III 
FUGLE-MILLER  UBS.,  INC  ,  301  Central  Ave.,  Clark. 
N  J  ADV.  PG  533. 

General  Coll  Products  Corp,  147-12  Liberty  Ave,  Ja¬ 
maica  35,  N  V 

Genistron,  Inc.,  2301  Federal  Ave.,  Los  Angeles  64 
Calif 

Goslln  Electric  A  M«g  Co.,  2921  W.  Olive  St.,  Burbank. 
Calif. 

Grand  Ra-Trenics.  Inc.,  Hey  St.,  Grand  Haven.  Mich 
Grand  Transformers,  Inc.,  Hey  St.,  Grand  Haven,  Mich 
Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J 
Guthman  Div.  of  Essex  Wire  Carp.,  3443  Addison  St  . 
Chicago  18,  III 

Hadley  Ca.,  Inc.,  Robert  M  ,  5112  S.  Hoover  St.,  Lot 
Angeles  37,  Calif. 

Hermaseal  Ca..  Inc  .  HOT  Lafayette  St.,  Elkhart.  Ind 
HERMETIC  SEAL  TRANSFORMER  CO.,  P  0  Box  277 
Garland,  Texas  AOV.  PG  176,  177. 

Highland  Engineering  Ca.,  91  Magnolia  St.,  West- 
Dory.  N.  V. 

Hindle  Transformer  Co.,  Inc.,  Woods  Church  Rd.,  Flam. 
Ington,  N.  J 

Houlihan  Co.,  T  J.,  2508-14  W  Lawrence  Ave.,  Chi¬ 
cago  23,  III. 

Islip  Transformer  A  Metal  Co.,  Inc.,  BoKh  St.,  Islip. 
N  Y 

JAMES  VIBRAPOWR  CO.,  4030  N.  Rockwell  St  ,  Chi¬ 
cago  18,  III  AOV  PG.  574 
JOBBINS  ELECTRONICS,  771  Hamilton  Ave,  Menlo 
Park,  Calif.  AOV  PG  470. 


COILS 


Johnson  Co.,  E.  F.,  Wateco,  Minn. 

K-V  Transformer  Corp.,  20  E.  Franklin  St.,  Danbury, 
Conn 

UVOIE  UBORATORIES,  INC.,  Morganville,  N.  J  ADV 
PG  413. 

Litton  Industries,  336  N  Foothill  Rd.,  Beverly  Hills, 
Calif. 

Magnetic  Windings  Div.,  Essex  Wire  Carp.,  Freemans- 
burg  Ave.  at  Hobson  Blvd.,  Easton,  Pa. 

MAGNETICO  INC.,  6  Richter  Court,  East  Northport, 

N.  Y.  ADV.  PG  495 

Mara  Electronics,  Inc.,  44  Court  St.,  Brooklyn  1,  N.  V 
Marine  View  Electronics  Inc.,  28  Main  St.,  White 
Plains,  N  Y. 

Merit  Coil  A  Transformer  Corp.,  2027  Sherman  St  , 
Hollywood,  Fla. 

MICROTRAN  CO.,  INC.,  143  E  M  neola  Ave  ,  Valley 
Stream,  N.  Y.  ADV.  PG  436,  437. 

Millen  Mfg  Ca.,  James,  130  Exchange  St.,  Malden,  Mass 
Miller  Co.,  J.  W  ,  5917  S.  Main  St.,  Lot  Angeles  3, 
Calif 

Mlnitran  Corp.,  5  Olive  St ,  Newark  5,  N  J 
ModelectriC  Products  Corp.,  1500  Bangs  Ave  ,  Atbury 
Park,  N  J. 

Mystic  Transformers,  Inc.,  63  Swanton  St.,  Winchester, 
Mass 

NYT  ELECTRONICS,  INC.,  2979  N  Ontario  St.,  Burbank, 
Calif.  AOV  PG  500 

National  Ceil  Co ,  P  0  Box  1237,  Sheridan  Wyo 
New  York  Coll  Co.,  Phoenixville  12,  Pa. 

New  York  Transformer  Co  ,  Inc  ,  Third  Ave  Alpha,  N  J 
NORTH  HILLS  ELEaRIC  CO.,  INC.,  402  Sagamore 
Ave,  Mlneola,  N  Y.  AOV.  PG  333.  348 
Oaktron  Electric  Co.,  Tinley  Park,  III 
OHMITE  MFG.  CO.,  3601  Howard  St  .  Skokie,  III 
AOV  PG  200.  201. 

ORTHO  FILTER  CORP.,  198  Albion  Ave  ,  Paterson  2, 

N  J  AOV.  PG.  337 

Partridge  Transformers,  Ltd,  Roebuck  Rd.,  Tolwoth, 
Surrey,  England 

Peerless  Electrical  D'v  of  Altec  Lansing  Corp.,  1513 
S  Manchester  Ave.,  Anaheim,  Calif 
Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridgeport, 

Pa 

Power  Transformer  Co.,  Inc  ,  91  Edison  Place,  Newark 
5,  N  J 

Ram  Electronics,  Inc.,  600  Industrial  Ave,  Paramus, 

N  J 

Randal.',  Inc.,  Douglas,  6  Pawcatuck  Ave  .  Waverly,  R  I 
Ratigan  Electronics,  Ix.,  3614  Maple  Ave  ,  Los  Angeles 

II  Calif 

REDMAN  ELECTRONICS  CORP ,  P  0  Box  72,  Thomp- 
sonville.  Conn  ADV.  PG.  548 
Richmond  Engineering  Co.,  lx.,  19  Concord  St.,  Sooth 
Norwalk,  Conn. 

Rollan  Electric  Co.,  8233  S.  Prixeton  Ave,  Chicago  20 

III 

Rytron  Co.,  lx  ,  7303  Lankershim  B'vd.,  North  Holly¬ 
wood.  Calif. 

S  N  C  Mfg  Co  ,  lx  ,  Box  277,  Oshkosh,  WIs 

Sag  Harbor  Industr  es,  Ix.,  Bay  St.,  Sag  Harbor,  N  V, 

Sage-Cra*t,  Ix.,  Norwich,  N.  Y. 

Sangamo  Electric  Co.,  1201  N  11th  St  .  SprlngSeld,  III. 
Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd  ,  Hawthorx,  Calif 
Sickles,  F.  W,  Oiv.,  Gene'al  Instrument  Corp.,  165 
Front  St  ,  Chicopee  Mass 

SIGNAL  TRANSFORMER  CO ,  1661  McDonald  Ave , 
Brxklyn  30.  N  Y  AOV  PG.  498 
Sioux  Radio  Products,  100  Doug'as  Ave  ,  Yankton, 
S.  0 

Skysweeper  Ix.,  McHenry,  III 

Standard  Telephones  &  Cables,  Ltd  ,  Connaught  House, 
63  Aldwych,  London.  W.  C.  2,  England 
Standard  Winding  Corp.,  44-62  Johnes  St.,  Newburgh, 
N.  Y 

Stanley  Traxformer  Co.,  31-23  Vernon  Blvd,  Long 
Islanrl  City,  N.  Y 

Stanwyck  Winding  Co  ,  137  Walsh  Ave.,  Newburgh.  N  Y 
Superex  Electronics  Corp.,  4-6  Radford  Place,  Yonkers 
N  Y 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St  , 
New  York  6,  N  Y  ADV  PG  511 
Tele-Coil  Co.,  Inc  .  275  Saunders  St  ,  Camden  5,  N  J 
Telex  Inc.,  Tele*  Park,  St.  Paul  1,  Mmn 
Tensor  Electric  Development  Co,  Centroid  Div,  1873 
Eastern  Parkway,  Brooklyn  33,  N  Y. 

Torxoil  Co.,  2615  Bristol  Rd  ,  Columbus  21,  Ohio 
Torotel  Ix  ,  5512  E  110th  St.,  Kansas  City  34,  Mo 
TORWICO  ELECTRONICS,  INC.,  1090  Morris  Ave, 
Union,  N.  J.  AOV.  PG.  461 
TRESCO,  INC.,  3824  Terrace  St  .  Philadelphia  28  Pa 
AOV  PG.  248 

Tronic  Coll  Winding  Co ,  Ix.,  5B  Wesley  St  ,  Wate- 
bury,  Conn, 

U  S  Electronics  Corp.,  276  Warren  St.,  Lyndhurst, 
N  J. 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
York  13,  N  Y  AOV  PG  Second  Cover 
Union  Electric  A  Mfg  Corp.,  1057  Summit  Ave ,  Jer¬ 
sey  City,  N.  J 

Vanguard  ElKtronics  Co.,  3384  Motor  Ave  .  Los  Angeles 
34  Calif 

VARO  MFG.  CO.,  2201  Walnut  St  ,  Garland,  Texas 
AOV  PG.  454 

Warren  Traxformer  Co.,  Inc  ,  103  Wa'reo  St  ,  Tunk- 
hannxk.  Pa. 

Warsaw  Coil  Co.,  Warsaw,  Ind 

WATERS  MANUFACTURING,  INC.,  Boston  Post  Pd. 

Woyland  Mass  AOV.  PG  473 
WELCH  MFG.  CO.,  INC.,  A  W  ,  309  E  29th  St., 
Indianapolis,  Ind  AOV  PG  380 
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Western  Coil  Products  Co.,  969  Commercial  St.,  Palo 
Alto,  Calif. 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
150  E.  Aurora  St.,  Waterbury  20,  Conn. 

Wirco  Electronics,  Inc.,  9910  Rush  St.,  El  Monte,  Calif. 


COIt5— Oaf  faction 

Sae  YOKES-Daflaction 


COIlS-Fiftar  Cboka 

ACF  Electronics,  800  N.  Pitt  St.,  Alexandria,  Va. 

A.P.W.  Co.,  72  W.  Main  St.,  Rockaway,  N.  J. 

Aerocoil,  Inc.,  2207  Summit  Ave.,  Union  City,  N.  J. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 

American  Research  &  Mfp.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 

Amp,  Inc.,  Chemicals  i  Dielectrics  Div.,  155  Park  St., 
Elizabethtown,  Pa. 

Arco  Transformer  &  Electric  Co.,  1602  S.  Hanna  St., 
Fort  Wayne,  Ind. 

ARNOLD  MAGNETICS  CORP.,  4613  W.  Jefferson  Blvd., 
Los  Angeles  16,  Calif.  ADV.  PG.  124. 

Atlas  Coil,  Inc.,  63  Main  St.,  Ansonia,  Conn. 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Roxbury, 
Mass.  ADV.  PG.  575. 

Audio  Development  Co.,  2833  13th  Ave.,  S.,  Minneapolis 
1,  Minn. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N.  V.  ADV.  PG.  476. 

Automatic  Mfg.  Div.  of  General  Instrument  Corp.,  65 
Gouverneur  St.,  Newark,  N.  J. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

Basler  Electric  Co.,  605  Fifth  St.,  Highland,  III. 

Bel-Tronics  Corp.,  Industrial  Ave.,  Addison,  III. 

Bradford  Components,  Inc.,  Salamanca,  N.  Y. 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

CALEDONIA  ELECTRONICS  &  TRANSFORMER  CO., 
Caledonia,  N.  Y.  ADV.  PG.  233. 

Carol  Electronics  Corp.,  315  W.  Stephen  St.,  Martins- 
burg,  W.  Va. 

CELCO  CONSTANTINE  ENGINEERING  UBORATORIES 
CO.,  P.  0.  Box  555,  Mahwah,  N.  J.  ADV.  PG.  352, 
353,  372. 

Central  Coil  Co.,  1720  N.  Luett  St.,  Indianapolis  22, 
Ind. 

Central  Transformer  Co.,  910  W.  Jackson  Blvd.,  Chicago, 
III. 

CHICAGO  MAGNETIC  CONTROL  CO.,  1616  Damon  Ave., 
Chicago,  III.  ADV.  PG.  541. 

CHICAGO  STANDARD  TRANSFORMER  CORP.,  3501  W. 
Addison  St.,  Chicago  18,  III.  ADV.  PG.  226,  227. 

Cinema  Engineering  Div.,  Aerovox  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif. 

Clifton  Mfg.  Co.,  Inc.,  20  N.  Springfield  Rd.,  Clifton 
Heights,  Pa. 

Coil  Company  of  America,  Inc.,  220  Washington  St., 
Northvale,  N.  J. 

Coil  Winders,  Inc.,  100  New  York  Ave.,  Westbury,  N.  Y. 

COMMUNICATION  ACCESSORIES  CO.,  U.  S.  Highway  50 
&  71  By-Pass,  Lee's  Summit,  Mo.  ADV.  PG.  249-252. 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia  St., 
Meriden,  Conn. 

Consolidated  Radio  Products  Co.,  350  W.  Erie  St.,  Chi¬ 
cago  10,  III. 

COTO-COIL  CO.,  INC.,  65  Pavilion  Ave.,  Providence  5, 
R.  I.  ADV.  PG.  400. 

Cycle  Transformer  Corp.,  354  Glenwood  Ave.,  East 
Orange,  N.  J. 

OX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave., 
Chicago  47,  III. 

DeCOURSEY  ENGINEERING  UB.,  11828  W.  Jefferson 
Bhrd.,  Culver  City,  Calif.  ADV.  PG.  228. 

Oelevan  Electronics  Corp.,  Roycroft  Campus,  East  Aurora, 
N.  Y. 

OeWitt  Development  Co.,  3008  W.  127th  St.,  Blue 
Island,  III. 

DIETZ  DESIGN  &  MFG.  CO.,  Grandview  6,  Mo.  ADV. 
PG.  525. 

Dormeyer  Industries,  3418  N.  Milwaukee  Ave.,  Chicago 
41,  III. 

Double  "E"  Products  Co.,  208  Standard  St.,  El  Segundo, 
Calif. 

Electran  Mfg.  Co.,  1901  N.  Clybourn,  Chicago,  III. 

Electrical  Windings,  Inc.,  2015  N.  Kolmar  Ave.,  Chi¬ 
cago  39,  III. 

Electro  Engineering  Works,  401  Preda  St.,  San  Leandro, 
Calif. 

Electro  Networks,  Inc.,  P.  0.  Box  424,  Syracuse,  N.  V. 

ELECTRONIC  COILS,  INC.,  P.  0.  Box  1665,  33  Lyman 
St.,  Springfield,  Mass.  ADV.  PG.  565. 

Electronic  Transformer  Co.,  70  Washington  St.,  Brook¬ 
lyn  1,  N.  Y. 

Ensign  Coil  Co.,  2520  S.  Pulaski  Rd.,  Chicago  23,  III. 

EPCO  PRODUCTS,  INC.,  2500  Atlantic  Ave.,  Brooklyn 
17,  N.  Y.  ADV.  PG.  583. 

FERRANTI  ELECTRIC  INC.,  30  Rockefeller  Plaza,  New 
York  20,  N.  Y.  ADV.  PG.  490. 

Fisher  Engineering,  Inc.,  2060  U.  S.  24  East  P.  0. 
Box  327,  Huntington,  Ind. 

Forest  Electric  Co.,  7216  Circle  Road,  Forest  Park,  III. 

Foster  Transformer  Co.,  3820  Colerain  Ave.,  Cincinnati 
23,  Ohio. 

FUGLE-MILLER  LABS.,  INC.,  301  Central  Ave.,  Clark, 
N.  J.  ADV.  PG.  535. 


General  Coil  Products  Corp.,  147-12  Liberty  Ave., 
Jamaica  35,  N.  Y. 

Genistron,  Inc.,  2301  Federal  Ave.,  Los  Angeles  64, 
Calif. 

Geotronic  Labs.  Inc.,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Texas. 

Goslin  Electric  &  Mfg.  Co.,  2921  W.  Olive  St.,  Bur¬ 
bank,  Calif. 

Grand  Ra-Tronics,  Inc.,  Hey  St.,  Grand  Haven,  Mich. 
Grand  Transformers,  Inc.,  Hey  St.,  Grand  Haven,  Mich. 
Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J. 
Hadley  Co.,  Inc.,  Robert  M.,  5112  S.  Hoover  St.,  Los 
Angeles  37,  Calif. 

Hermaseal  Co.,  Inc.,  1101  Lafayette  St.,  Elkhart,  Ind. 
HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas.  ADV.  PG.  176,  177. 

Highland  Engineering  Co.,  91  Magnolia  St.,  West¬ 
bury,  N.  Y. 

Hindle  Transformer  Co.,  Inc.,  Woods  Church  Rd.,  Flem- 
ington,  N.  J. 

Houlihan  Co.,  T.  J.,  2508-14  W.  Lawrence  Ave.,  Chicago 
25,  III. 

Islip  Transformer  &  Metal  Co.,  Inc.,  Beech  St.,  Isllp, 
N.  Y. 

JAMES  VIBRAPOWR  CO.,  4050  N.  Rockwell  St.,  Chicago 
18,  III.  ADV.  PG.  574. 

JOBBING  ELECTRONICS,  771  Hamilton  Ave.,  Menlo 
Park,  Calif.  ADV.  PG.  470. 

K-V  Transfomser  Corp.,  20  E.  Franklin  St.,  Danbury, 
Conn. 

UVOIE  LABORATORIES,  INC.,  Morganville,  N.  J.  ADV. 
PG.  413. 

Litton  Industries,  336  N.  Foothill  Rd.,  Beverly  Hills, 
Calif. 

Magnetic  Windings  Div.,  Essex  Wire  Corp.,  Freemans- 
burg  Ave.,  at  Hobson  Blvd.,  Easton,  Pa. 

MAGNETICO  INC.,  6  Richter  Court,  East  Northport, 
N.  Y.  ADV.  PG.  495. 

Mara  Electronics,  Inc.,  44  Court  St.,  Brooklyn  1,  N.  Y. 
Marine  View  Electronics  Inc.,  28  Main  St.,  White  Plains, 
N.  Y. 

Merit  Coil  &  Transformer  Corp.,  2027  Sherman  St., 
Hollywood,  Fla. 

Miller  Co.,  J.  W.,  5917  S.  Main  St.,  Los  Angeles  3, 
Calif. 

Milwaukee  Transformer  Co.,  5231  N.  Hopkins  St.,  Mil¬ 
waukee  9,  Wis. 

Minitran  Corp.,  5  Oliver  St.,  Newark  2,  N.  J. 

Morrow  Radio  Mfg.  Co.,  2794  Market  St.,  Salem,  Ore. 
Mystic  Transformers  Inc.,  63  Swanton  St.,  Winchester, 
Mass 

NYT  ELECTRONICS,  INC.,  2979  N.  Ontario  St.,  Burbank, 
Calif.  ADV.  PG.  500. 

National  Coil  Co.,  P.  0.  Box  1237,  Sheridan,  Wyo. 

New  York  Coll  Co.,  Phoenixville  12,  Pa. 

New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha, 
N.  J. 

Oaktron  Electric  Co.,  Tinley  Park,  III. 

ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 
N.  J.  ADV.  PG.  337. 

Partridge  Transformers,  Ltd.,  Roebuck  Rd.,  Tolwoth, 
Surrey,  England. 

Peerless  Electrical  Div.  of  Altec  Lansing  Corp.,  1515 
S.  Manchester  Ave.,  Anaheim,  Calif. 

Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridgeport, 
Pa. 

Power  Transformer  Co.,  Inc.,  91  Edison  Place,  Newark 
5,  N.  J. 

Ram  Electronics,  Inc.,  600  Industrial  Ave.,  Paramus, 
N.  J. 

Randall,  Inc.,  Douglas,  6  Pawcatuck  Ave.,  Waverly,  R.  I. 
Ratigan  Electronics,  Inc.,  3614  Maple  Ave.,  Los  Angeles 

II,  Calif. 

Richmond  Engineering  Co.,  Inc.,  19  Concord  St.,  South 
Norwalk,  Conn. 

Rollan  Electric  Co.,  8233  S.  Princeton  Ave.,  Chicago  20, 

III. 

Rytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North  Holly¬ 
wood,  Calif. 

S  N  C  Mfg.  Co.,  Inc.,  Box  277,  Oshkosh,  Wis. 

Sag  Harbor  Industries,  Inc.,  Bay  St.,  Sag  Harbor,  N.  Y. 
Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield,  III. 
Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd.,  Hawthorm,  Calif. 

SIGNAL  TRANSFORMER  CO.,  1661  McDonald  Ave., 
Brooklyn  30,  N.  Y.  ADV.  PG.  498. 

Sioux  Radio  Products,  100  Douglas  Ave.,  Yankton,  S.  D. 
Skysweeper  Inc.,  McHenry,  III. 

Standard  Telephones  &  Cables  Ltd.,  Connaught  House,  63 
Aldwych,  London,  W.  C.  2,  England. 

Standard  Winding  Corp.,  44-62  Johnes  St.,  Newburgh, 
N.  Y. 

Stanley  Transformer  Co.,  31-23  Vernon  Blvd.,  Long  Island 
City,  N.  Y. 

Stanwyck  Winding  Co.,  137  Walsh  Ave.,  Newburgh,  N.  Y. 
Sterling  Transformer  Corp.,  297  N.  Seventh  St.,  Brooklyn 
11,  N.  Y. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  ADV.  PG.  511. 

Tele  Coil  Co.,  Inc.,  2733  Saunders  St.,  Camden  5,  N.  J. 
Tensor  Electric  Development  Co.,  Centroid  Div.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y. 

Thermador  Electric  Mfg.  Co.,  5215  S.  Boyle  Ave.,  Los 
Angeles  58,  Calif. 

Torocoil  Co.,  2615  Bristol  Rd.,  Columbus  21,  Ohio. 
Torotel  Inc.,  5512  E.  110th  St.,  Kansas  City  34,  Mo. 
TORWICO  ELECTRONICS  INC.,  1090  Morris  Ave.,  Union, 
N.  J.  ADV.  PG.  461. 

Transonic,  Inc.,  808  Sixteenth  St.,  Box  96A  Bakersfield, 
Calif. 

TRESCO,  INC.,  3824  Terrace  St.,  Philadelphia  28,  Pa. 
ADV.  PG.  248. 


1958-1959  LISTINGS  of 


Tronic  Coil  Winding  Co.,  Inc.,  58  Wesley  St.,  Water¬ 
bury,  Conn. 

Union  Electric  &  Mfg.  Corp.,  1057  Summit  Ave., 
Jersey  City,  N.  J. 

U.  S.  Electronics  Corp.,  276  Warren  St.,  Lyndhorst, 
N.  J. 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
York  13,  N.  Y.  ADV.  PG.  Second  Cover. 

Utrad,  Inc.,  305  N.  Briant,  Huntington,  Ind 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas. 
ADV.  PG.  454. 

Warren  Transformer  Co.,  Inc.,  103  Warren  St.,  Tunkhan- 
nock.  Pa. 

Warsaw  Coil  Co.,  Warsaw,  Ind. 

WATERS  MANUFACTURING  INC.,  Boston  Post  Rd., 
Wayland,  Mass.  ADV.  PG.  473. 

WELCH  MFG.  CO.,  INC.,  A.  W.,  509  E.  29th  St., 
Indianapolis,  Ind.  ADV.  PG.  580. 

Westinghouse  Electric  Corp.,  P,  0.  Box  868,  Pittsburgh 
30,  Pa. 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp  , 
150  E.  Aurora  St.,  Waterbury  20,  Conn. 

COIlS-Flybock 

$M  TRANSFORMERS-Flybock 

COIlS-Foil  Wewmi 

A  P.W.  Co.,  72  W.  Main  St.,  Rockaway,  N.  J. 

Ace  Coil  &  Electronics  Co.,  912  Lincoln  Highway, 
Metuchen,  N.  J. 

Aerocoil,  Inc.,  2207  Summit  Ave.,  Union  City,  N.  J. 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Be^ord,  Mass. 

Atlas  Coil,  Inc.,  63  Main  St.,  Ansonia,  Conn. 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Rox¬ 
bury,  Mass.  ADV.  PG.  575. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N.  Y.  ADV.  PG.  476. 

Automation  Instruments,  Inc.,  Aluminum  Foil  Trans¬ 
former  Div.,  401  E.  Green  St.,  Pasadena,  Calif. 

Basler  Electric  Co.,  605  Fifth  St.,  Highland,  III. 

Bel-Tronics  Corp  ,  Industrial  Ave.,  Addison  III. 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Box  555,  Mahwah,  N.  J.  ADV  PG.  352, 
353,  372. 

Central  Transformer  Co.,  910  W.  Jackson  Blvd.,  Chi¬ 
cago,  III. 

Coil  Company  of  America,  Inc.,  220  Washington  St., 
Northvale,  N.  J. 

Coilcraft,  Inc.,  Cary,  III. 

Electran  Mfg.  Co.,  1901  N.  Clybourn,  Chicago,  III. 

Geotronic  Labs.  Inc.,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Texas. 

Good-All  Electric  Mfg.  Co.,  112  W  First  St.,  Ogallala, 
Neb. 

Goslin  Electric  &  Mfg.  Co.,  2921  W.  Olive  St.,  Burbank. 
Calif. 

Hadley  Co.,  Inc.,  Robert  M.,  5112  S.  Hoover  St.,  Los 
Angeles  37,  Calif. 

Hermaseal  Co  ,  Inc.,  1101  Lafayette  St.,  Elkhart,  Ind. 

HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas.  AOV.  PG.  176,  177. 

Hindle  Transformer  Co.,  Inc.,  Woods  Church  Rd., 

Flemington,  N.  J. 

JOBBINS  ELECTRONICS,  771  Hamilton  Ave.,  Menlo  Park, 
Calif  ADV  PG.  470. 

Marine  View  Electronics  Inc.,  28  Main  St.,  White 
Plains,  N.  V. 

New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha,  N.  J. 

Oaktron  Electric  Co.,  Tinley  Park,  III. 

Randall,  Inc.,  Douglas,  6  Pawcatuck  Ave  ,  Waverly,  R.  I. 

SIGNAL  TRANSFORMER  CO.,  1661  McDonald  Ave., 
Brooklyn  30,  N.  Y.  ADV  PG.  498 

Stanley  Transformer  Co.,  31-23  Vernon  Blvd.,  Long 
Island  City,  N  Y. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  AOV.  PG.  511. 

Tensor  Electric  Development  Co.,  Centroid  Div.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3,  Mo. 

Warren  Transformer  Co.,  Inc.,  103  Warren  St.,  Tunk- 
hannock.  Pa 

Warsaw  Coil  Co.,  Warsaw,  Ind. 


COILS— Mognol 

A.P.W.  Co.,  72  W.  Main  St.,  Rockaway,  N.  J. 

Ace  Coil  &  Electronics  Co.,  912  Lincoln  Highway, 
Metuchen,  N.  J. 

ACME  WIRE  CO.,  New  Haven  14,  Conn.  AOV.  PG.  186. 

Advanced  Electronics,  Inc.,  94  Silas  Deane  Highway, 
Rocky  Hill,  Conn. 

Aerocoil,  Inc.,  2207  Summit  Ave.,  Union  City,  N.  J. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

ALLIED  CONTROL  CO.,  INC.,  2  East  End  Ave.,  New 
York  21,  N.  Y  ADV.  PG.  100,  101 

American  Measurement  &  Control,  Inc.,  240  Calvary  St., 
Waltham  54,  Mass. 

Arco  Transformer  &  Electric  Co.,  1602  S.  Hanna  St., 
Fort  Wayne,  Ind. 

Atlas  Coil,  Inc  ,  63  Main  St.,  Ansonia,  Conn. 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Roxbury, 
Mass.  ADV.  PG.  575. 

Audivox,  Inc.,  123  Worcester  St.,  Boston  18,  Mass. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N  Y.  ADV.  PG.  476. 

BARKER  &  WILLIAMSON,  Canal  8.  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 
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ELECTRONIC  and  ALLIED 


Basirr  Electric  Co.,  b05  Fifth  St.,  Highland,  III. 
Bel-Tronics  Corp  ,  Industrial  Ave.,  Addison,  III. 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Bo>  SSS,  Mahwah,  N.  J.  ADV.  PG.  352, 
353,  37? 

Central  Coil  Co.,  1720  N.  Luett  St.,  Indianapolis  22, 
Ind. 

CHICAGO  MAGNETIC  CONTROL  CO.,  1616  Damon  Ave., 
Chicago,  III.  ADV.  PG.  541. 

Coil  Com^ny  of  America,  Inc.,  220  Washington  St., 
Northvale,  N.  J. 

Coil  Winders,  Inc.,  100  New  Yorli  Ave.,  Westbury,  N.  V. 
Coilcraft,  Inc.,  Cary,  III. 

Coils-Electronics  Co.,  2939-40  N.  2nd  St.,  Philadelphia 
33,  Pa. 

Comar  Electric  Co.,  3349  W.  Addison  St.,  Chicago  18, 
III. 

Consolidated  Radio  Products  Co.,  350  W.  Erie  St., 
Chicago  10,  III. 

COTO-COIL  CO.,  INC.,  65  Pavilion  Ave.,  Providence  5, 

R  I.  ADV.  PG.  400. 

Cycle  Transformer  Corp.,  354  Glenwood  Ave.,  East  Orange, 

N.  J. 

OANO  ELECTRIC  CO.,  Main  St.,  Winsted,  Conn  ADV. 
PG.  509 

DeLuae  Coils,  Inc.,  Wabash,  Ind 

OeWitt  Development  Co.,  3008  W.  127th  St.,  Blue 
Island,  III. 

Dormeyer  Industries,  3418  N  Wilwaukee  Ave.,  Chicago 
41,  III. 

ESC  CORP.,  534  Bergen  Blvd,  Palisades  Park,  N.  J. 
ADV.  PG.  303. 

Electran  Mfg.  Co.,  1901  N.  Clyboum,  Chicago,  III. 
Electrical  Windings,  Inc.,  2015  N.  Kolmar  Ave.,  Chicago 
39,  III. 

Electro  Engineering  Works,  401  Preda  St.,  San  Leandro, 
Calif. 

ELECTRONIC  COILS,  INC.,  P  0  Box  1665,  33  Lyman 
St.,  Springfield,  Mass.  ADV.  PG.  565. 

Emerson -Glover  Inc.,  43  E.  Plain  St.,  Cochituate,  Mast. 
ENOICOTT  COIL  CO.,  INC.,  24  Chailotte  St.,  Bingham¬ 
ton,  N  Y.  ADV.  PG.  424,  425. 

Ensign  Coil  Co  ,  2520  S.  Pulaski  Rd.,  Chicago  23,  III. 
EPCO  PRODUCTS,  INC.,  2500  Atlantic  Ave,  Brooklyn 
17,  N.  V.  ADV.  PG.  583. 

Five  Star  Co.,  10  W.  Main  St.,  Plantsville,  Conn. 

Forest  Electric  Co  ,  7216  Circle  Road,  Forest  Park,  III. 
FUGLE-MILLER  UBS.,  INC.,  301  Central  Ave.,  Clark, 

N  J  ADV  PG.  535. 

Geotronic  Labs.  Inc.,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Texas. 

Glaser-Steers  Corp.,  2  Main  St ,  Belleville  9,  N  J. 

Grand  Ra-Tronics,  Inc.,  Hey  St.,  Grand  Haven,  Mich. 

Grand  Transformers,  Inc.,  Hey  St.,  Grand  Haven,  Mich. 
Guthman  DIv.  of  Essex  Wire  Corp.,  34A3  Addison  St., 
Chicago  18,  III 

Hermaseal  Co..  Inc.,  1101  Lafayette  St.,  Elkhart,  Ind. 
HERMHIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas  ADV  PG  176,  177. 

Metherington,  Inc.,  Folcroft,  Pa. 

Highland  Engineering  Co.,  91  Magnolia  St.,  Westbury, 

N  V 

HILLBURN  ELECTRONIC  PRODUCTS  CO.,  55  Nassau 
Ave.,  Brooklyn  22,  N  Y.  ADV  PG  527. 

Hindle  Transformer  Co.,  Inc.,  Woods  Church  Rd.,  Flem- 
ington,  N.  J. 

Houlihan  Co.,  T.  J.,  2508-14  W.  L.iwren<e  Ave.,  Chicago 
25.  III. 

JOBBINS  ELECTRONICS,  771  Hamilton  Ave,  Menlo 
Park,  Calif.  ADV.  PG.  470. 

K-V  Transformer  Corp.,  20  E.  Franklin  St.,  Danbury, 
Conn. 

Magnetic  Windings  Div ,  Essex  Wire  Corp.,  Freemans- 
burg  Ave.  at  Hobson  Blvd.,  Easton,  Pa. 

Mara  Electronics,  Inc.,  44  Court  St.,  Brooklyn  1,  N.  Y. 
Marine  View  Electronics  Inc.,  28  Main  St.,  White  Plains, 
N.  Y. 

Minitran  Corp.,  5  Oliver  St.,  Newark  5,  N.  J. 

Modelectric  Products  Corp.,  1500  Bangs  Ave.,  Asbury 
Park,  N.  J. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia  44, 

Pa 

New  York  Coil  Co.,  Phoenixville  12,  Pa. 

New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha,  N.  J. 
Oaktron  Electric  Co.,  Tinley  Park,  III. 

Omega  Electronics  Co.,  355  Atlantic  Ave.,  Brooklyn  17, 
N  Y. 

ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 
N.  J.  ADV  PG  337. 

Poughkeepsie  Coll  Co.,  Inc.,  24  Charlotte  St.,  Binghamton, 
N.  Y. 

Power  Transformer  Co.,  Inc.,  91  Edison  Place,  Newark 
5,  N.  J. 

Precision,  Inc.,  730  Lyndale  Ave.,  N.,  Minneapolis, 
Minn. 

Ram  Electronics,  Inc.,  600  Industrial  Ave.,  Paramus, 
N  J. 

Randall  Inc.,  Douglas,  6  Pawcatuck  Ave.,  Westerly, 
R.  I. 

Resitron  Laboratories,  Inc.,  2908  Nebraska  Ave.,  Santa 
Monica,  Calif. 

Richmond  Engineering  Co.,  Inc.,  19  Concord  St.,  South 
Norwalk,  Conn. 

Rollan  Electric  Co.,  8233  S.  Princeton  Ave.,  Chicago 
201,  III. 

S  N  C  Mfg.  Co.,  Inc.,  Box  277,  Oshkosh,  WIs. 

Sag  Harbor  Industries,  Inc.,  Bay  St.,  Sag  Harbor,  N.  Y. 
Sage-Craft.  ItK.,  Norwich,  N.  Y. 

SIGNAL  TRANSFORMER  CO.,  1661  McDonald  Ave., 
Brooklyn  30,  N  Y.  ADV.  PG.  498. 


PRODUCTS 


Sioux  Radio  Products,  100  Douglas  Ave.,  Yankton,  S.  0. 

Skysweeper  Inc.,  McHenry,  III. 

Standard  Winding  Corp.,  44-62  Johnes  St.,  Newburgh, 
N.  Y. 

Sturrup,  Inc.,  50  Silver  St.,  Middletown,  Conn. 

Telex,  Inc.,  Telex  Park,  St.  Paul  1,  Minn. 

Tensor  Electric  Development  Co.,  Centroid  Div.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y. 

Tri-Dex  Co.,  P.  0.  Box  1207,  Lindsay,  Calif. 

U.  S.  Electronics  Corp.,  276  Warren  St.,  Lyndhurst, 
N.  J. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3,  Mo. 

Warren  Transformer  Co.,  Inc.,  103  Warren  St.,  Tunk- 
hannock.  Pa. 

Warsaw  Coll  Co.,  Warsaw,  Ind. 

Western  Coil  Products  Co.,  969  Commercial  St.,  Palo 
Alto,  Calif. 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
150  E.  Aurora  St.,  Waterbury  20,  Conn. 

WINATIC  CORP.,  THE,  P.  0.  Box  240,  Endicott,  N.  Y. 
ADV.  PG.  502. 

Wirco  Electronics,  Inc.,  9910  Rush  St.,  El  Monte, 
Calif. 

Z  &  W  Mfg.  Corp.,  30240  Lakeland  Blvd.,  Wickliffe, 
Ohio 

COILS— AWfelfited  Glosi 

ATUS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Roxbury, 
Mass  AOV.  PG.  575. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N.  V.  ADV.  PG  476 

Buckbee  Mears  Co.,  Toni  Bldg.,  St.  Paul  1,  Minn. 

Ceramet  Corp.,  475  W  216th  St.,  New  York  34,  N.  Y. 

SYNCOR  PRODUCTS  CO.,  30  Eastern  Ave  ,  Malden,  Mass. 
ADV.  PG.  426. 

COILS— Aloeer  B  Conerotor  FioM 

ARNOLD  MAGNETICS  CORP.,  4613  W.  Jefferson  Blvd  , 
Lot  Angeles  16,  Calif.  AOV.  PG.  124. 

Atlas  Coil,  Inc  ,  63  Main  St.,  Ansonia,  Conn. 

ATUS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Roxbury, 
Mass  ADV  PG.  575 

Bendix  Aviation  Corp.,  Montrose  Div.,  South  Montrose, 

Pa 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Box  555,  Mahwah,  N  J.  AOV.  PG.  352, 
353,  372. 

Chase  Electronics,  Inc.,  82-31  51tt  Ave.,  Elmhurst, 
N  Y. 

Coll  Winders,  Inc  ,  100  New  York  Ave.,  WesViury,  N.  Y. 

OX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave., 
Chicago  47,  III. 

OeLuxe  Coils,  Inc.,  Wabash,  Ind. 

Emerson-G lover  ln»  43  f  Plain  St.,  Cochituate,  Mass. 

ENDICOTT  COIL  CO.,  INC.,  24  Charlotte  St.,  Bing¬ 
hamton.  N  Y  AOV  PG.  424.  425 

HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas  AOV.  PG  176,  177. 

Houlihan  Co.,  T.  J.,  2508-14  W.  Lawrence  Ave., 
Chicago  25,  III. 

Poughkeepsie  Coil  Co.,  Inc.,  24  Charlotte  St.,  Bing¬ 
hamton,  N.  Y. 

Ra>dall,  Inc.,  Douglas,  6  Pawtucket  Ave.,  Westerly,  R.  I. 

Sag  Harbor  Industries,  Inc.,  Bay  St  .  Sag  Harbor,  N.  Y. 

Sturrup,  Inc.,  50  Silver  St.,  M.ddletown,  Conn. 

Tronic  Coil  Winding  Co.  Ik.,  58  Wesley  St.,  Waterbury, 
Conn. 

U.  S.  Electronics  Corp.,  276  Warren  St.,  Lyndhurst, 
N  J. 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
150  E.  Aurora  St.,  Waterbury  20,  Conn. 
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COIlS-Rufoy 

A.  P.  W.  Co.,  72  W  Main  St.,  Rockaway,  N.  J 

Ace  Coil  &  Electronics  Co.,  912  LlKoln  H.ghway, 
MetiKhen  N  J. 

ACME  WIRE  CO.,  New  Haven  14,  Conn.  ADV.  PG  186. 

Advanced  Electronics,  Ik.,  94  Silas  Deane  Highway, 
RKky  Hill,  Conn. 

AerKOil,  Ik.,  2207  Summit  Ave.,  Onion  City,  N.  J. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

ALLIED  CONTROL  CO.,  INC.,  2  East  End  Ave.,  New 
York  21,  N.  Y.  ADV.  PG.  100,  101. 

American  Measurement  &  Control,  Ik.,  240  Calvary  St., 
Waltham  54,  Mass. 

Arco  Transformer  A  Electric  Co.,  1602  S.  Hanna  St., 
Fort  Wayne,  Ind. 

ARNOLD  MAGNETICS  CORP.,  4613  W.  Jefferson  Blvd., 
Los  Angeles  16,  Calif.  ADV.  PG.  124. 

Artisan  Electronic  Corp.,  171  Ridgedale  Ave.,  Morris¬ 
town,  N  J 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Rox¬ 
bury,  Mass.  AOV.  PG.  575. 

Automatic  Electric  Sales  Corp.,  North  Lake,  III. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

CBC  Electronia  Co.,  Ik.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

Caddell-Burns  Mfg  Co.,  Ik.,  40  E.  Second  St.,  Mineola, 
N.  V. 

Central  Coil  Co.,  1720  N.  Luett  St.,  Indianapolis  22, 
Ind. 

Clark  Controller  Co.,  1146  E.  152nd  St.,  Cleveland  10, 
Ohio 


COILS 


Coil  Company  of  America,  Ik.,  220  Washington  St., 
Northvale,  N.  J. 

Coil  Winders,  Ik.,  100  New  York  Ave.,  Westbury,  N.  Y. 
Coils-Electronics  Co.,  2939-49  N.  2nd  St.,  Philadelphia 
33,  Pa. 

Comar  Electric  Co.,  3349  W.  Addison  St.,  Chicago  18, 
III. 

Connecticut  Telephone  &  Electric  Corp.,  70  Britannia  St., 
Meriden,  Conn. 

COTO-COIL  CO.,  INC.,  65  Pavilion  Ave.,  Providence  5, 

R.  I.  ADV.  PG.  400. 

Cycle  Transformer  Corp.,  354  Glenwood  Ave.,  East 
Orange,  N.  J. 

DX  Radio  Products  Co.,  Ik.,  2300  Armitage  Ave., 
Chicago  47,  III. 

OANO  ELECTRIC  CO.,  Main  St.,  Winsted,  Conn.  AOV. 
PG.  509 

Delevan  Electronics  Corp.,  Roycroft  Campus,  East  Aurora, 

N.  Y. 

DeLuxe  Coils,  Ik.,  Wabash,  Ind. 

DeWitt  Development  Co.,  3008  W.  127th  St.,  Blue 
Island,  III. 

Dmeter  Mfg.  Co.,  Ik.,  22-24  Larkin  Plaia,  Yonkers  2, 

N.  Y. 

Dormeyer  Industries,  3418  N.  Milwaukee  Ave.,  Chicago 
41,  III. 

Electrical  Windings,  Ik.,  2015  N.  Kolmar  Ave.,  Chicago 
39,  III 

ELECTRONIC  COILS,  INC.,  P.  0.  Box  1665,  33  Lyman 
St  ,  Springfield,  Mass.  ADV.  PG.  565. 

ELECTRONICS,  INC.,  39  York  Rd.,  Willow  Grove,  Pa. 
ADV.  PG.  575. 

Emerson-G  lover  Ik.  43  E.  Plain  St  .,  CKhituate,  Mass. 
ENDICOTT  COIL  CO.,  INC.,  24  Charlotte  St.,  Bing¬ 
hamton,  N  Y.  AOV.  PG.  424,  425. 

Ensign  Coil  to.,  2520  S.  Pulaski  Rd.,  Chicago  23,  III. 
Five  Star  Co.,  10  W.  Main  St.,  Piantsville,  Conn. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Hermaseal  Co,  Ik.,  1101  Lafayette  St.,  Elkhart,  Ind. 
HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas  ADV.  PG.  176,  177. 

Hetherington,  Ik.,  Folcroft,  Pa. 

Houlihan  Co.,  T.  J,,  2508-14  W.  LawreKe  Ave.,  Chi¬ 
cago  25,  III. 

JAMES  VIBRAPOWR  CO.,  4050  N  Rockwell  St.,  Chi¬ 
cago  18,  III  ADV  PG.  574. 

JOBBINS  ELECTRONICS,  771  Hamilton  Ave..  Menlo 
Park,  Calif  AOV.  PG  470. 

Magnadyne  Co.,  84  S.  Water  St.,  Port  Chester,  N.  Y. 
Magnetic  Windings  Oiv.,  Essex  Wire  Corp.,  Freemansburg 
Ave  at  Hobson  Blvd.,  Easton,  Pa. 

Mara  Electronics,  Ik.,  44  Court  St.,  Brooklyn  1,  N.  Y. 
Marine  View  Electronics  IK.,  28  Main  St.,  White 
Plains,  N.  Y. 

May  Engineering  Co.,  6055  Lankershim  Blvd.,  North 
Hollywood,  Calif. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 

44,  Pa. 

New  York  Coll  Co  ,  Phoenixville  12,  Pa. 

NORTH  ELECTRIC  CO  ,  553  S.  Market  St.,  Gallon, 
Ohio  AOV  PG  219. 

Oaktron  Electric  Co.,  Tinley  Park,  111. 

Penn  Tran  Corp.,  Bellefonte,  Pa. 

Poughkeepsie  Coil  Co.,  Ik.,  24  Charlotte  St.,  Bing¬ 
hamton,  N.  Y. 

Randall,  Ik.,  Douglas,  6  Pawcatuck  Ave.,  Westerly,  R.  I. 
Ratigan  Electronics,  Ik.,  3614  Maple  Ave.,  Los  An¬ 
geles  11.  Calif. 

Richmond  Engineering  Co.,  Ik.,  19  CoKord  St.,  South 
Norwalk,  Conn. 

Rollan  Electric  Co.,  8233  S.  Princeton  Ave.,  Chicago 
20,  III. 

Sag  Harbor  Industries,  Ik.,  Bay  St.,  Sag  Harbor, 

N  Y 

Sage-Craft,  Ik  Norwich,  N  Y. 

SIGNAL  TRANSFORMER  CO.,  1661  McDonald  Ave, 
Brooklyn  30,  N.  Y  ADV.  PG.  498. 

Sioux  Radio  Products,  100  Douglas  Ave.,  Yankton, 
S.  D. 

Skysweeper,  Ik.,  McHenry,  III. 

Standard  Winding  Corp.,  44-62  Johnes  St.,  Newburgh, 
N.  Y. 

Stanwyck  Winding  Co.,  137  Walsh  Ave.,  Newburgh, 
N  Y. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Tronic  Coil  Winding  Co.,  IK.,  58  Wesley  St.,  Water¬ 
bury,  Conn. 

Tur-Bo  Jet  Products,  Ik.,  424  S.  San  Gabriel  Blvd., 
San  Gabriel,  CaUf 

U.  S  Electronics  Corp.,  276  Warren  St.,  Lyndhurst, 
N  J 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas. 
AOV.  PG.  454. 

Warsaw  Coil  Co.,  Warsaw,  Ind. 

Western  Coil  Products  Co.,  969  Commercial  St.,  Palo 
Alto,  Calif. 

Westlnghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
150  E.  Aurora  St  ,  Waterbury  20,  Conn. 

WINATIC  CORP.,  THE,  P.  0.  Box  240,  Endicott,  N.  Y. 
AOV.  PG.  502. 

Wirco  Electronics,  Ik.,  9910  Rush  St.,  El  Monte, 
Calif. 

COIl&-r-F 

Ace  Coil  &  Electronics  Co.,  912  Lincoln  Highway,  Metu- 
chen,  N.  J. 

AerKOil,  Ik.,  2207  Summit  Ave.,  Union  City,  N.  J. 
Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N  J 
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Aetna  Electronics  Corp.,  207  Stonehinge  Lane,  Carle 
Place,  N.  V. 

All-Tronics,  Inc.,  45  Bond  5t.,  Westbury,  N.  Y. 

ARNOLD  MAGNETICS  CORP.,  4613  W.  Jefferson  Blvd., 
Los  Angeles  16,  Calif.  ADV.  PG.  124. 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Rox- 
bury,  Mass.  ADV.  PG.  575. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 

N.  Y.  AOV.  PG.  476. 

Automatic  Mfg.  Oiv.  of  General  Instrument  Corp., 
65  Gouverneur  St.,  Newark,  N.  J. 

BARKER  &  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa.  AOV.  PG.  103. 

Bellaire  Electronics,  Inc.,  62  White  St.,  Red  Bank, 
N.  J. 

Bel-Tronics  Corp.,  Industrial  Ave.,  Addison,  III. 

BOONTON  RADIO  CORP.,  Boonton,  N.  J.  ADV.  PG.  417. 
Bradford  Components,  Inc.,  Salamanca,  N.  V. 

Bud  Radio,  Inc.,  2118  E.  5Sth  St.,  Cleveland  3,  Ohio. 
Caddell-Burns  Mfg.  Co.,  Inc.,  40  E.  Second  St.,  Mlneola, 
N.  Y. 

Calbest  Electronics  Co.,  4801  Exposition  Blvd.,  Los 
Angeles  16,  Calif. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Cambridge  38,  Mass.  AOV.  PG.  74. 

Carol  Electronics  Corp.,  315  W.  Stephen  St.,  Martlns- 
burg,  W.  Va. 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Box  555,  Mahwah,  N.  J.  ADV  PG.  352, 
353,  372. 

Central  Coil  Co.,  1720  N.  Luett  St.,  Indianapolis  22, 
Ind. 

Cinema  Engineering  Oiv.,  Aerovox  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif. 

Clippard  Instrument  Laboratory,  Inc.,  7350-90  Colerain 
Rd.,  Cincinnati  24,  Ohio. 

Coil  Winders,  Inc.,  100  New  York  Ave.,  Westbury,  N.  Y. 
Coilcraft,  Inc.,  Cary,  III. 

Coils-Electronics  Co.,  2939-49  N.  2nd  St.,  Phila¬ 
delphia  33,  Pa. 

Condor  Radio  Mfg.  Co.,  4068  E.  Paseo  Grande,  Tucson 
12,  Aril. 

Corning  Glass  Works,  Coming,  N.  Y. 

Davis  Electronics,  P.  0.  Box  1247,  4002  Burbank  Blvd., 
Burbank,  Calif. 

Delevan  Electronics  Corp.,  Roycroft  Campus,  East 

Aurora,  N.Y. 

DeWitt  Development  Co.,  3008  W.  127  S.,  Blue 
Island,  III. 

DIETZ  DESIGN  &  MFG  CO.,  Grandview  6,  Mo.  AOV 
PG.  525. 

OX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave., 
Chicago  47,  III. 

ELECTRONIC  COILS,  INC.,  P  0.  Box  1665,  33  Lyman 
St.,  Springfield,  Mass.  AOV.  PG.  565. 

Emerson-Glo-zer,  Inc.,  43  E.  Plain  St.,  Cochituate,  Mass 
Essex  Electronics,  ^keley  Heights,  N.  J. 
FUGLE-MILLER  LABS.,  INC.,  301  Central  Ave.,  Clark, 
N.  J.  AOV.  PG.  535. 

General  Coll  Products  Corp.,  147-12  Liberty  Ave., 
Jamaica  35,  N.  V. 

Genistron,  Inc.,  2301  Federal  Ave.,  Lot  Angeles  64, 
Calif. 

Goslin  Electric  &  Mfg.  Co.,  2921  W.  Olive  St.,  Burbank, 
Calif. 

Gray  &  Kuhn,  Inc.,  20  Railroad  Ave.,  Roslyn  Heights, 
N.  Y. 

Harnett  Electric  Corp.,  Lincoln  &  Hallett  Aves.,  River- 
head,  N.  Y. 

Hermaseal  Co.,  Inc.,  1101  Lafayette  St.,  Elkhart,  Ind 
HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas.  AOV.  PG.  176,  177. 

Houlihan  Co.,  T.  J.,  2508-14  W.  Lawrence  Ave.,  Chicago 
25,  III. 

INTERNATIONAL  RESISTANCE  CO.,  401  N  Broad  St., 
Philadelphia  8,  Pa.  ADV.  PG.  189-192. 

Islip  Transformer  &  Metal  Co.,  Inc.,  Beech  St.,  Islip, 
N.  Y. 

Jeffers  Electronics  Oiv.  of  Speer  Carbon  Co.,  OuBois,  Pa. 
Johnson  Co.,  E.  F.,  Waseca,  Minn. 

LAVOIE  UBORATORIES,  INC.,  Morganville,  N.  J. 
ADV.  PG.  413. 

Leonard  Electric  Products  Co.,  Inc.,  67  Thirty  Fourth 
St.,  Brooklyn  32,  N.  Y. 

Lewis  Spring  &  Mfg.  Corp.,  2646  W.  North  Ave., 
Chicago  47,  III. 

Liberty  Industries,  107-37  71tt  Ave.,  Forest  Hills,  N.  Y. 
McGregor  Electronic  Industries,  McGregor,  Iowa. 

Marine  View  Electronics  Inc.,  28  Main  St.,  White 
Plains,  N.  Y. 

Merit  Coll  &  Transformer  Corp.,  2027  Sherman  St., 
Hollywood,  Fla. 

MICROTRAN  CO.,  INC.,  145  E.  Mlneola  Ave.,  Valley 
Stream,  N.  V.  AOV.  PG.  436,  437. 

Mlllen  Mfg.  Co,  James,  150  Exchange  St.,  Malden, 
Mass. 

Miller  Co.,  J.  W.,  5917  S.  Main  St.,  Los  Angeles  3, 
Calif. 

Milwaukee  Transformer  Co.,  5231  N.  Hopkins  St.,  Mil¬ 
waukee  9,  Wis. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

NYT  ELECTRONICS,  INC.,  2979  N.  OnUrlo  St.,  Burbank, 
Calif.  ADV.  PG.  500. 

National  Coil  Co.,  P.  0.  Box  1237,  Sheridan,  Wyo. 
National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 
New  York  Coll  Co  ,  Phoenixville  12,  Pa. 

NORTH  HILLS  ELECTRIC  CO.,  INC.,  402  Sagamore  Ave., 
Mineola,  N.Y.  ADV.  PG.  533,  548. 

Oaktron  Electric  Co.,  Tinley  Park,  III. 

OHMITE  MFG.  CO.,  3601  Howard  St.,  Skokie,  III. 
AOV  PG.  200,  201. 


RS  Electronics  Corp.,  435  Portage  Ave.,  Palo  Alto, 
Calif. 

Radio  Industries,  Inc.,  5225  Ravenswood  Ave.,  Chicago 
40,  III. 

Ram  Electronics,  Inc.,  600  Industrial  Ave.,  Paramus,  N.  J. 

Randall,  Inc.,  Douglas,  6  Pawcatuck  Ave.,  Waverly,  R.  I. 

Ratigan  Electronic  Inc.,  3614  Maple  Ave.,  Los  Angeles 
11,  Calif. 

Raypar,  Inc.,  7800  W.  Addison  St.,  Chicago,  III. 

REDMAN  ELECTRONICS  CORP.,  P.  0.  Box  72,  Thomp- 
sonville.  Conn.  AOV.  PG.  548. 

Sage-Craft,  Inc.,  Norwich,  N.  Y. 

Sickles,  F.  W.,  Div.,  General  Instrument  Corp.,'  165 
Front  St.,  Chicopee,  Mass. 

Sioux  Radio  Products,  100  Douglas  Ave.,  Yankton,  S.  D. 

Skysweeper,  Inc.,  McHenry,  III. 

Standard  Winding  Corp.,  44-62  Johnes  St.,  Newburgh, 
N.Y. 

Stanwyck  Winding  Co.,  137  Walsh  Ave.,  Newburgh,  N.  Y. 

Summit  Coil  Co.,  4  Claremont  Rd.,  Bernardsvllle,  N.  J. 

Superex  Electronics  Corp.,  4-6  Radford  Place,  Yonkers, 
N.  Y. 

Tel-Labs.,  Inc.,  1050  Second  St.,  Manchester,  N.  H. 

Tele  Coll  Co.,  Inc.,  2733  Saunders  St.,  Camden  5,  N.  J. 

TRANSISTOR  ELECTRONICS  CORP.,  3360  Republic 
Ave.,  Minneapolis  26,  Minn.  ADV.  PG.  471. 

U.  S.  Electronics  Corp.,  276  Warren  St.,  Lyndhurst, 
N.  J. 

Vanguard  Electronics  Co.,  3384  Motor  Ave.,  Lot  Angeles 
34  Calif. 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas 
AOV.  PG.  454. 

Warsaw  Coll  Co.,  Warsaw,  Ind. 

WATERS  MANUFACTURING,  INC.,  Boston  Pott  Rd., 
Wayland,  Mast.  AOV.  PG.  473. 

WELCH  MFG.  CO.,  INC.,  A  W.,  509  E.  29th  St  , 
Indianasolls.  Ind.  AOV.  PG.  580. 

Western  Coil  Products  Co.,  969  Commercial  St.,  Palo 
Alto,  Calif. 

Wirco  Electronics,  Inc.,  9910  Ruth  St.,  El  Monte,  Calif. 


COILS— r-f  Cheka  fNoasry  Wire  Lew  VeftogioJ 

Ace  Coil  &  Electronics  Co.,  912  Lincoln  Highway, 
Metuchen,  N.  J. 

Aerocoil,  Inc.,  2207  Summit  Ave.,  Union  City,  N.  J. 

Aerolite  Electronics  Corp.,  2207  Summnt  Ave.,  Union 
City,  N.  J. 

All-Tronics,  Inc.,  45  Bond  St.,  Westbury,  N.  V 

ARNOLD  MAGNETICS  CORP.,  4613  W  Jefferson  Blvd., 
Lot  Angeles  16,  Calif.  ADV  PG.  124. 

Atlas  Coil,  Inc.,  63  Main  St.,  Antonia,  Conn. 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave ,  Roxburg, 
Mass  ADV.  PG.  575. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N.  Y.  ADV.  PG.  476. 

BARKER  &  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

Bel-Tronics  Corp.,  Industrial  Ave.,  Addison,  III.' 

Bellaire  Electronics,  Inc.,  62  White  St.,  Red  Bank, 
N.  J. 

Bradford  Components,  Inc.,  Salamanca,  N.  Y. 

Caddell-Burns  Mfg.  Co.,  Inc.,  40  E.  Second  St.,  Mineola, 
N.  Y. 

Calbest  Electronics  Co.,  4801  Exposition  Blvd.,  Lot 
Angeles  16,  Calif. 

Carol  Electronics  Corp.,  315  W.  Stephen  St.,  Martins- 
burg,  W.  Va. 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Box  555,  Mahwah,  N  J.  AOV.  PG.  352, 
353,  372. 

Central  Coil  Co.,  1720  N.  Luett  St.,  Indianapolis  22, 
Ind. 

Central  Transformer  Co.,  910  W.  Jackson  Blvd.,  Chicago, 
III. 

Clippard  Instrument  Laboratory,  Ix.,  7350-90  Colerain 
Rd ,  Cixinnatl  24,  Ohio. 

Coil  Winders,  Ix.,  100  New  York  Ave.,  Westbury,  N.  Y. 

Coilcraft,  lx.,  Cary,  III. 

Colls-Electronics  Co.,  2939-49  N  2nd  St.,  Philadel¬ 
phia  33,  Pa. 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia 
St.,  Meriden,  Conn. 

DX  Radio  Prodxts  Co.,  Ix.,  2300  Armitage  Ave.,  Chi¬ 
cago  47,  III. 

Davis  Electronics,  P.  0.  Box  1247,  4002  Burbank  Blvd., 
Burbank,  Calif. 

Double  “E"  Products  Co.,  208  Standard  St.,  El  Segundo, 
Calif 

ELECTRONIC  COILS,  INC.,  P.  0.  Box  1665,  33  Lyman 
St.,  Springfield,  Mass.  ADV.  PG.  565. 

Essex  Electronics,  Berkeley  Heights,  N.  J. 

Fast  A  Co.,  John  E.,  3538  N.  Kedzie  Ave.,  Chicago  18, 
III. 

FUGLE-MILLER  LABS.,  INC.,  301  Central  Ave.,  Clark, 
N.J.  AOV.  PG.  535. 

Gexral  Coll  Products  Corp.,  147-12  Liberty  Ave., 
Jamaica  35,  N.  Y. 

Genistron,  Ix.,  2301  Federal  Ave.,  Lot  Angeles  64, 
Calif. 

Goslin  Electric  A  Mfg.  Co.,  2921  W.  Olive  St.,  Burbank, 
Calif. 

Grand  Ra-Tronict,  Inc.,  Hey  St.,  Grand  Haven,  Mich. 

Gray  A  Kuhn,  Inc.,  20  Railroad  Ave.,  Roslyn  Heights, 
N.  Y. 

Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J 

Harnett  Electric  Corp.,  LIxoln  A  Hallett  Aves.,  River- 
head,  N.Y. 

Hermaseal  Co.,  Ix.,  1101  Lafayette  St.,  Elkhart,  Ind. 

Houlihan  Co.,  T.  J.,  2508-14  W.  Lawrence  Ave.,  Chicago 
25,  III. 

Islip  Transformer  A  Metal  Co.,  Inc.,  Beech  St.,  Islip, 
N.  Y. 


1958-1959  LISTINGS  of 


JAMES  VIBRAPOWR  CO.,  4050  N.  Rockwell  St.,  Chicago 
18,  111.  AOV.  PG.  574. 

Leonard  Electric  Products  Co.,  Ix.,  67  Thirty  Fourth 
St.,  Brooklyn  32,  N.Y. 

McGregor  ElKtronic  Industries,  McGregor,  Iowa. 

Marix  View  Electronics  Ix.,  28  Main  St.,  White  Plains, 

N.  Y. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

Miller  Co.,  J.  W.,  5917  S.  Main  St.,  Los  Angeles  3, 
Calif. 

Milwaukee  Transformer  Co.,  5231  N.  Hopkins  St.,  Mil¬ 
waukee  9.  Wit. 

NYT  ELECTRONICS,  INC.,  2979  N  Ontario  St.,  Bur- 
bank,  Calif.  AOV.  PG.  500. 

National  Coil  Co.,  P.  0.  Box  1237,  Sheridan,  Wyo. 
NORTH  HILLS  ^ECTRIC  CO.,  INC.,  402  Sagamore 
Ave.,  Mineola,  N.  Y.  ADV.  PG.  533,  548 
Oaktron  ElKtric  Co.,  Tinley  Park,  III. 

OHMITE  MFG.  CO.,  3601  Howard  St.,  Skokie,  III 
ADV.  PG  200,  201. 

RS  Electronics  Corp.,  435  Portage  Ave.,  Palo  Alto, 
Calif. 

Randall,  Ix.,  Douglas,  6  Pawcatuck  Ave.,  Waverly,  R.  I 
Ratigan  Electronics  Ix.,  3614  Maple  Ave.,  Los  Angeles 
11,  Calif. 

Sage-Craft,  Ix.,  Norwich,  N.  Y. 

Skysweeper,  Ix.,  McHenry,  III. 

Standard  Winding  Corp.,  44-62  Johnes  St.,  Newburgh, 
N.  Y 

Superex  Electronics  Corp.,  4-6  Radford  Place,  Yonkers, 
N.  Y. 

Tele  Coll  Co.,  Ix.,  2733  Saunders  St.,  Camden  5,  N  J 
U.  S.  Electronics  Corp.,  276  Warren  St.,  Lyndhurst, 
N.  J 

Vanguard  Electronics  Co.,  3384  Motor  Ave.,  Lot  Angeles 
34^  Calif. 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas 
AOV.  PG.  454. 

Warsaw  Coll  Co.,  Warsaw,  Ind. 

Western  Coil  Products  Co.,  969  Commercial  St.,  Palo 
Alto,  Calif. 

Wirco  Electronics,  Ix.,  9910  Ruth  St.,  El  Monte, 
Calif. 

COILS-r-l  Racoiviwf 
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COIlS-SsMofcor  fVolco  Colli 

Arco  Transformer  A  Electric  Co.,  1602  S.  Hanna  St  , 
Fort  Wayx,  Ind 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Roxbury, 
Mass  AOV  PG  575 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave,  Brooklyn, 
N  Y.  AOV.  PG  476 

Best  Manufacturing  Co.,  Ix.,  1200  Grove  St.,  Irvington 
11,  N.  J. 

Central  Coll  Co.,  1720  N  Luett  St.,  Indianapolis  22,  Ind 
Coil  Winders,  Ix  ,  100  New  York  Ave.,  Westbury,  N.  Y 
Consolidated  Radio  Products  Co.,  350  W  Erie  St.,  Chi¬ 
cago  10,'  III. 

OX  Radio  Products  Co.,  Ix.,  2300  Armitage  Ave., 
Chi  ago  47,  III. 

DANO  ELECTRIC  CO.,  Main  St.,  Wixted,  Conn  ADV 
PG.  509. 

DeWitt  Development  Co.,  3008  W  127th  St.,  Blue 
Island,  III. 

Electronic  Transformer  Co.,  70  Washington  St.,  Brooklyn 

1,  N  V. 

Grand  Ra-Tronict,  Ix.,  Hey  St.,  Grand  Haven,  Mich. 
Hermaseal  Co.,  Ix.,  1101  Lafayette  St.,  Elkhart,  Ind 
Houlihan  Co.,  T.  J.,  2508-14  W  Lawtrence  Ave.,  Chi¬ 
cago  25,  III. 

McGregor  ElKtronic  Industries,  McGregor,  Iowa 
Quam-Nicholt  Co.,  Marquette  Rd  A  Prairie  Ave.,  Chi¬ 
cago  37,  III. 

Sioux  Radio  Products,  100  Douglas  Ave.,  Yankton, 
S.  D 

Tronic  Coil  Winding  Co.,  Ix.,  58  Wesley  St.,  Water- 
bury.  Conn. 

Waldom  ElKtronics,  Ix.,  4625  W.  53rd  St.,  Chicago 
32,  III. 


COILS- Telovition  Focusing 

A.  P.  W.  Co,  72  W.  Main  St.,  Rxkaway,  N  J. 

ATLAS  ENGINEERING  CO.,  176  Blue  HIM  Ave.,  Roxbury, 
Mass  ADV  PG  575 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N.  Y.  AOV  PG.  476. 

Caddell-Burns  Mfg.  Co.,  Inc.,  40  E.  SKond  St.,  Mineola, 
N.  V. 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Box  555,  Mahwah,  N.  J.  ADV.  PG.  352, 
353,  372. 

CHICAGO  STANDARD  TRANSFORMER  CORP.,  3501  W. 
Addison  St.,  Chicago  18,  III.  ADV  PG  226,  227. 

Clxma-Televlsion  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.E.  26,  England. 

Cleveland  Electronics,  Ix.,  1974  E.  61st  St.,  Cleveland 
3,  Ohio. 

Coll  Winders,  Inc.,  100  New  York  Ave.,  Westbury,  N.  Y. 

Consolidated  Radio  Prodxts  Co.,  350  W.  Erie  St., 
Chicago  10,  III. 
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ELECTRONIC  and  ALLIED 


ox  Radio  Products  Co.,  Inc.,  2300  Armitag*  Avt., 
Chicago  47,  III. 

Glascr-Stwrs  Corp.,  2  Main  St.,  Bolitvillo  4,  N.  J. 
Hcrmatcal  Co.,  Inc.,  1101  Lafayette  St.,  Elkhart,  Ind. 
Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 

Oak  St.,  Norristown,  Pa. 

Oaktron  Electric  Co.,  Tinley  Park,  III. 

Resitron  Laboratories,  Inc.,  2408  Nebraska  Ave.,  Santa 
Monica,  Calif. 

Sioua  Radio  Products,  100  Douglas  Aye.,  Yankton,  S.  D. 
SYNTRONIC  INSTRUMENTS,  INC.,  100  Industrial  Rd., 
Addison,  III.  ADV.  PG.  43b. 

Tele  Coil  Co  ,  Inc.,  2733  Saunders  St.,  Camden  5,  N.  J. 
TELECHROME  MFC.  CORP.,  28  Ranick  Drive,  Amityville, 
N  Y.  ADY.  PG  323 

Telvision  Laboratories,  Inc.,  Mill  St.,  Wauconda,  III. 
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Ace  Coll  &  ElKtronics  Co.,  412  Lincoln  Highway, 
Metuchen,  N.  J. 

Aerocoil,  Inc.,  2207  Summit  Ave.,  Union  City,  N.  J. 
Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

Arco  Transformer  &  Electric  Co.,  1602  S.  Hanna  St., 
Fort  Wayne,  Ind 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Roabury, 
Mass  ADV  PG.  573. 

AUTDMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 

N  Y  ADV.  PG.  476. 

Bel-Tronics  Corp.,  Industrial  Ave.,  Addison,  III. 

Bradford  Components,  Inc.,  Salamanca,  N.  Y. 
Caddell-Burns  Mfg.  Co.,  Inc.,  40  E.  Second  St.,  Mlneola, 

N  Y. 

Calbest  ElKtronics  Co.,  4801  Eipositlon  Blvd.,  Los 
Angeles  16,  Calif 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  p.  0.  Boa  555,  Mahwah,  N  J.  ADV.  PG  352, 
353,  372 

Central  Coil  Co.,  1720  N  Luett  Sk ,  bidianapolis  22, 
Ind. 

CHICAGO  STANDARD  TRANSFORMER  CORP.,  3501  W 
Addison  St.,  Chicago  18,  III  ADV.  PG.  226,  227. 
Clippard  Instrument  Laboratory,  Inc.,  7350-40  Coltrain 
Rd.,  Cincinnati  24,  Ohio. 

Coilcraft,  Inc.,  Cary,  III. 

Coll  Winders,  Inc.,  100  New  York  Ave.,  Westbury,  N.  Y. 
DX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave., 
Chicago  47,  III. 

Davis  ElKtronics,  P.  0.  Boa  1247,  4002  Burbank  Blvd., 
Burbank,  Calif. 

Delevan  ElKtronics  Corp.,  Roycroft  Campus,  East  Aurora, 
N.  Y. 

OeWitt  Development  Co.,  3008  W  127th  St.,  Blue 
Island,  III. 

ELECTRONIC  COILS,  INC.,  P.  0  Boa  1665,  33  Lyman 
St.,  Springfteld,  Mass.  ADV.  PG.  565. 

Essea  ElKtronics,  Berkeley  Heights,  N  J. 

GenKal  Coll  Products  Carp.,  147-12  Liberty  Ave., 
Jamaica  35,  N.  Y. 

Gramer-Halldorson  Transformer  Corp.,  2734  N  Pulaski 
Rd.,  Chicago  34,  III. 

Hermaseal  Co.,  Inc.,  1101  Lafayette  St.,  Elkhart,  Ind. 
Houlihan  Co„  T.  J.,  2508-14  W.  LawrerKe  Ave  ,  Chi¬ 
cago  25.  III. 

Leonard  Electric  Products  Co,  Inc.,  67  Thirty-Fourth 
St.,  Brooklyn  32,  N  Y. 

Litton  Industries,  336  N.  Foothill  Rd.,  Beverly  Hills, 
Calif 

MICROTRAN  CO.,  INC.,  145  E.  Mineola  Ave.,  Valley 
Stream,  N  Y.  ADV.  PG.  436,  437. 

Miller  Co.,  J.  W.,  5417  S.  Main  St.,  Los  Angeles  3, 
Calif. 

National  Coil  Co.,  P.  0.  Boa  1237,  Sheridan,  Wyo. 
Oaktron  ElKtric  Co.,  Tinley  Park,  III. 

Penn  Tran  Corp.,  Bellefonte,  Pa. 

Radio  Industries,  Inc.,  5225  Ravenswood  Avt.,  Chicago 
40,  III. 

Ram  ElKtronics,  Inc.,  600  Industrial  Ave.,  Paramus, 
N.  J. 

Raypar,  Inc.,  7800  W  Addison  St.,  Chicago,  III. 
REDMAN  ELECTRONICS  CORP.,  P.  0.  Boa  72,  Thomp- 
sonville.  Conn.  ADV.  PG.  548 
Sickles,  F.  W.,  Div.,  General  Instrument  Corp.,  165 
Front  St.,  Chicopee,  Mass 

Stanw^k  Winding  Co.,  137  Walsh  Ave.,  Newburgh,  N.  Y. 
Summit  Coil  Co.,  4  Claremont  Rd.,  Bernardsville,  N.  J. 
Tele  Coll  Co.,  Inc.,  2733  Saun^rs  St.,  Can^n  5, 
N.  J. 

ToppK  Mfg  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica 
35,  N  Y. 

U.  S.  ElKtronics  Corp.,  276  Warren  St.,  Lyndhurst, 
N.  J. 

Warsaw  Coil  Co.,  Warsaw,  Ind. 

WELCH  MFG  CO.,  INC.,  A.  W.,  504  E.  24th  St., 
Indianapolis,  Ind.  ADV.  PG.  580. 

WIrco  Electronics,  Inc.,  4410  Rush  St.,  El  Monte, 
Calif 

COIlS-ToroMaf 
Soo  TOROIDS 
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PRODUCTS. 


COLORIMETERS— Phofoalacfric 

AalK  Associates,  102-42  43rd  Ave.,  Corona  68,  N.  Y. 

Bausch  A  Lomb  Optical  Co.,  614  St.  Paul  St.,  Rochester 
2,  N.  Y. 

Central  Scientific  Co.,  1700  Irving  Park  Rd.,  Chicago  13, 
III. 

Coleman  Instruments,  Inc.,  318  Madison  St.,  Maywood, 
III. 

Epic,  Inc.,  154  Nassau  St.,  New  York  38,  N.  Y. 

General  ElKtric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

INSTRUMENT  DEVELOPMENT  LABORATORIES,  INC., 
67  MKhanic  St.,  Attleboro,  Mass.  ADV.  PG.  543. 

Magnuson  Engineers,  Inc.,  504  Emory  St.,  San  Jose  10, 
Calif. 

NORTHEAST  CIRCUIT  US'S.  CORP.,  454  Main  St., 
Wilmington,  Mass.  ADV.  PG.  426. 

Photovolt  Corp.  45  Madison  Ave  ,  New  York  16,  N.  Y. 

TELECHROME  MFG.  CORP.,  28  Ramck  Drive,  Amityville, 
N.  Y.  ADV.  PG.  323. 

COLUMBIAN 
Sm  METALS 

COMBINERS-Twinpfax 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Marconi  Wireless  Telegraph  Co.,  Ltd.,  23-25  Beaver  St., 
New  York  4,  N.  Y. 

NORTHERN  RADIO  CO.,  INC.,  143-145  W.  22nd  St., 
New  York  11,  N  Y  ADV.  PG.  304-306. 


COMMUNICATION  SYSTEMS 

1 .  Aircraft 

2.  Airport  TrafRc  Control 

3.  Multiples  Wireliisa  8  Radio 

4.  focsimiU 

5.  Induction 

6  Marine  Rodie-Telephone 

7.  Microwove 

8.  Portable  Installation 
4.  Railroad 

Vo.  Single  Sideband 

10.  Teleprinter 

11.  Twiitplea 
13  Vebicular 

AC  ELECTRONICS  DIV.  OF  GENERAL  MOTORS  CORP., 
1425  E.  Kenilworth,  Milwaukee  1,  Wis.  6.  ADV. 
PG  387. 

ACF  ElKtronics,  800  N  Pitt  St.,  Aleaandria,  Va.  7. 
Acme  TelKtronie  Div.  of  NEA  Service  Inc.,  West  Third 
&  Lakeside,  Cleveland  13,  Ohio.  4-8. 

Adler  Electronics,  Inc.,  1  LeFevre  Lane,  New  Rochelle, 

N.  Y  7-8-9a-12. 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

1-7-90-12. 

Aeronautical  Communications  Equipment,  Inc.,  3040  S.W. 

37tli  Ave.,  Miami  33,  Fla.  1. 

Aeronautical  ElKtronics,  Inc.,  Raleigh-Ourham  Airport, 

P  0.  Boi  6527,  Raleigh.  N  C.  1-8-12. 

Airborne  Electronics  Co.,  6813  Troost  Ave  ,  North  Holly¬ 
wood,  Calif.  6. 

Aircraft  Radio  Corp.,  Boonton,  N.  J.  1. 

AIRTRON,  INC.,  1101  W.  Eliiabeth  Ave,  Linden, 

N  J  7.  ADV.  PG  516. 

ALDEN  ELECTRONIC  &  IMPULSE  RECORDING  EQUIP¬ 
MENT  CO.,  Box  125,  Westboro,  Mass.  4.  ADV. 
PG.  452 

Alden  Systems,  Inc.,  Alden  Research  Center,  Westboro, 
Mass  4. 

American  ElKtronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa.  7. 

AMERICAN  MACHINE  &  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N  Royal  St.,  Alexandria, 
Va.  2.  ADV.  PG.  380 

Automatic  Electric  Sales  Corp.,  North  Lake,  III. 
3-6-7-9-9a. 

Automation  Dynamics  Corp.,  255  County  Rd ,  Tenafly, 
N.  J.  7. 

Automation  Management,  Inc ,  Westboro,  Mass.  4. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus.  N  J.  7. 

BARBER  UBS.,  ALFRED  W.,  32-40  Francis  Lewis 
Blvd,  Flushing  58,  N  V.  9a.  ADV.  PG.  581. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  St.,  Bristol, 
Pa.  b-8-9a-10-12.  ADV.  PG.  103. 

Bassett,  Inc.,  Rex,  1314  N.  E.  17th  Court,  Fort 
Lauderdale,  Fla.  6-8. 

Bell  Aircraft  Corp.,  P  0.  Box  1,  Buffalo  5,  N.  Y.  7. 
Bendix  Aviation  Corp.,  PkiAc  Div.,  11600  Sherman 
Way,  North  Hollywo^,  Calif.  2-6. 

Bendix  Radio  Division,  Bendix  Aviation  Corp.,  Balti¬ 
more  4,  Md.  1-2-8-9. 

Bliss  ElKtronic  Corp.,  Box  366,  Sussex,  N.  J.  8. 
Bludworth  Marirw  Div.,  Kearfott  Co.,  Inc.,  42  Gold  St., 
New  York  38,  N.  Y.  6-12. 

British  Thomson- Houston  Co.,  Lid.,  Rugby,  England  3. 
Budelman  Radio  Corp.,  376  Fair^ld  Ave.,  Stamford, 
Conn.  3-7. 

Canadian  Marconi  Co.,  2442  Trenton  Ave.,  Montreal  16, 
QuebK.  l-6-7-8-9a. 

Chicago  Aerial  Industries,  1480  N.  Hawthorne,  Melrose 
Park,  III.  4. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa.  l-2-6-7-9a-10-ll. 
Communications  Co.,  Inc.,  300  Greco  Ave.,  Coral  Gables 
34,  Fla.  1-2-12. 

ConnKtkut  Telephone  A  Electric  Corp.,  70  Britannia 
St.,  Meriden,  Conn.  12. 


CRAIG  SYSTEMS,  INC.,  360  Merrimack  St.,  Lawrence, 
Mass.  2-4-7-8.  ADV.  PG.  444. 

Crosby  Labs.,  Inc.,  Box  233,  Robbins  Lane,  Hicksville, 

N.  Y.  9a. 

Davis  Electronics,  P.  0.  Box  1247,  4002  Burbank  Blvd., 
Burbank,  Calif  12. 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  7.  ADV.  PG.  204-207. 
Dictaphone  Corp.,  420  Lexington  Ave.,  New  York  17, 

N.  Y.  2. 

Eleo  Mfg.  Co.,  137  Herricks  Rd.,  New  Hyde  Park, 

N.  Y.  7. 

ElKtro  Craft  Industries,  Inc.,  68  Jackson  Ave.,  Stamford, 
Conn.  8-12. 

ElKtronic  Communications,  Inc.,  1501  72nd  St.,  N.,  St. 
Petersburg,  Fla.  l-4-7-9a. 

Erco  Radio  Labs,  Inc  ,  637  Stewart  Ave.,  Garden  City, 

N.  Y.  l-2-3-6-8-9-9a-12. 

Fairchild  Camera  A  Instrument  Corp.,  Defense  Products 
Div.,  Robbins  Lane,  Syosset,  N  Y.  2. 

Farnsworth  Electronics  Co.,  Div.  of  ITAT,  3700  E. 

Pontiac  St.,  Fort  Wayne  1,  Ind.  1-7. 

Federal  Telephone  A  Radio  Co.,  100  Kingsland  Rd.,  Clif¬ 
ton,  N.  J.  8-12. 

Feiler  Engineering  A  Mfg.  Co.,  8026  N.  Monticello  Ave., 
Skokie,  III.  3-8. 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  Y.  1-7.  ADV.  PG.  320. 

General  Communication  Co.,  681  Boston  St.,  Boston  15, 
Mass.  7. 

GKieral  ElKtric  Co.,  Communication  Products  Dept., 
ElKtronics  Park,  Syracuse,  N  Y.  3-6-7-9. 

General  ElKtronics  Corp.,  17  Madison  Ave.,  Montgomery 
4,  Ala.  3-5-9a. 

Gonset  Oiv.,  Young  Spring  A  Wire  Corp.,  801  S.  Main 
St.,  BurUnk,  Calif.  l-8-9a-12. 

Guardian  ElKtric  Mfg.  Co.,  1621  W.  Walnut  St.,  Chicago 
12,  III.  1. 

HEATH  CO.,  A  SUB.  OF  OAYSTROM,  INC.,  Benton 
Harbor,  Mich.  4.  ADV.  PG.  513. 

Hogan  Laboratories,  Inc.,  155  Perry  St.,  New  York  14, 

N  Y.  4. 

INSTANT  CIRCUITS  DIV.  OF  ALFRED  W.  BARBER 
LABS.,  32-44  Frances  Lewis  Blvd.,  Flushing,  N.  Y.  9a. 
ADV  PG.  581. 

Intercorrtinental  ElKtroncis  Corp.,  1551  Franklin  Ave., 
Mineola,  N  Y.  2-6-7-8-9-12. 

International  Research  Associates,  2221  Warwick  Ave., 
Santa  Monica,  Calif.  1. 

International  Telephone  A  Telegraph  Corp.,  Industrial 
Products  Div.,  15141  Bledsoe  St.,  San  FKnando,  Calif. 
9-12. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 

III.  7.  ADV.  PG.  174. 

Jefferson,  Inc.,  Ray,  40  E.  Merrick  Rd.,  Freeport, 
N.  Y.  6 

Johnson  Co.,  E.  F.,  WasKa,  Minn.  9a. 

Kaar  Engineering  Co.,  2445  Middlefield  Road,  P.  0.  Box 
1320,  Palo  Alto,  Calif.  2-6-12. 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  7.  ADV.  PG.  328. 

Kellogg  Switchboard  A  Supply  Co.,  6650  S.  Cicero  St., 
Chicago  2,  III.  l-2-3-4-5-6-7-9-9a-10-ll-12. 
Kleinschmidt  Laboratories,  Inc.,  County  Line  Rd.,  Deer¬ 
field,  III.  10. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Los  Angeles  34,  Calif. 

1. 

Lenkurt  ElKtric  Co.,  Inc.,  1105  County  Road,  San  Carlos, 
Calif.  3-7-9a. 

Lesa,  Via  Bergamo  21,  Milan,  Italy.  3-9a. 

Lynch  CarriK  Systems,  Inc.,  645  Bryant  St.,  San  Fran¬ 
cisco  7,  Calif.  3. 

Mack  ElKtronics  A  Div.  of  Mack  Trucks,  Inc.,  Plainfield, 
N.  J.  1-2-12. 

Magnavox  Co.,  The,  2131  BeutK  Rd.,  Fort  Wayne, 
Ind.  1-7. 

MaKoni's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y.  l-2-6-7-8-9a-ll-l2. 

Moore  Associates,  2628  Spring  St.,  Redwood  City,  Calif. 
3-9. 

Morrow  Radio  Mfg.  Co.,  2744  Market  St.,  Salem,  Ore. 
9al2. 

Motorola  Communications  and  ElKtronics,  Inc.,  4501 
Augusta  Blvd.,  Chicago  51,  III.  3-7-8-9-12. 

Muirhead  A  Co.,  Ltd.,  BKkenham,  Kent,  England.  4. 
Mullard  Equipment  Ltd.,  Mullard  House,  Torrington  Place, 
London,  W.C.  1,  England.  l-2-8-9a. 

Neill  Co.,  Inc.,  R.W.,  4320  Montrose  Ave.,  Chicago  41, 
III.  8-9. 

Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III. 
3-8. 

Northeast  ElKtronics  Corp.,  P.  0.  Box  425,  Municipal 
Airport,  Concord,  N.  H  12. 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon,  Ohio. 
2-3-9.  ADV  PG.  219. 

NORTHERN  RADIO  CO.,  INC.,  143-145  W.  22nd  St., 
New  York  11,  N.  Y.  10-11.  ADV.  PG.  304-306. 
PACKARD-BELL  CO.,  12333  W.  Olympic  Blvd.,  Los 
Angeles  64,  Calif.  1-2.  ADV.  PG.  144. 

PalmK,  Inc.,  M.  V.,  4002  Fruit  Valley  Rd.,  Vancouver, 
Wash.  3-7-9a 

Peer,  Inc.,  Benton  Harbor,  Mich.  2. 

Philco  Corp  ,  Government  A  Industrial  Div.,  4700  Wis- 
sahickon  Ave.,  Philadelphia  44,  Pa.  7-8. 

PREMIER  INSTRUMENT  CORP.,  52  W.  Houston  St., 
New  York  12,  N.  Y.  7.  ADV.  PG.  538. 

Press  Wireless  Laboratories,  Inc.,  25  Prospect  Place, 
West  Newton  65,  Mass.  4-10. 

Pruyn-Moore,  Inc.,  1338  Cota  Ave.,  Long  Beach  13, 
Calif.  12. 

Pye  TelKommunications  Ltd,  Newmarket  Rd.,  Cam¬ 
bridge,  England.  2-6-7-8-9-11-12. 
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Racal  Engineering  Ltd ,  Western  Rd.,  Bracknell,  Berks., 
Engla.id  2-4-8-9a-10-12. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  6-7-12.  AOV.  PG.  440,  441, 
Third  A  Fourth  Covers  and  Preceding  Insert. 

RADIO  ENGINEERING  LABS.,  INC.,  16-40  37th  St., 
Long  Island  City  1,  N.  Y.  7.  AOV.  PG.  365. 

Radio  Specialty  Mfg.  Co.,  2023  S.  E.  Siirth  Ave.,  Port¬ 
land  14,  Ore.  8. 

Railway  Communications,  Inc.,  9351  E.  59th  St.,  Ray¬ 
town,  Mo.  3-9. 

Rauland-Borg  Corp.,  3515  W.  Addison  St.,  Chicago  18, 
III  1-2. 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54,  Mass.  6-7-8-9.  AOV.  PG.  428,  429. 

Remington  Rand  Div.,  Sperry  Rand  Corp.,  315  Fourth 
Ave.,  New  York  10,  N.  Y  1. 

Remier  Company,  2101  Bryant  St.,  San  Francisco  10, 
Calif.  1-5. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif.  1-12. 

Rheem  Electronics  Division,  7777  Industry  Ave  Rivera, 
Calif.  2. 

Seeley  Electronics,  1060  S.  La  Brea  Ave ,  Los  Angeles 
19,  Calif.  12. 

SPIVEY,  INC.,  JAMES  S.,  4908  Hampden  Lane,  Wash¬ 
ington  14,  0.  C.  3.  AOV.  PG  531. 

Standard  Telephones  &  Cables  Ltd.,  Connaught  House.  63 
Aldwych,  London.  W.  C.  2,  England.  2-3-7-9. 

Stelma,  Inc.,  190  Henry  St.,  Stamford,  Conn.  3-9. 

Stewart-Warner  Electronics  Div.  of  Stewart-Warner  Corp., 
1300  N.  Kostner  Ave.,  Chicago  51,  III.  4. 

Stromberg-Carlson  Oiv.  of  General  Dynamics  Corp.,  1895 
Hancock  St.,  San  Diego  12,  Calif  4-10. 

Stromberg-Carlson  Co.,  Oiv.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y.  1-2-3-8-12. 

Talk-A-Phone  Co.,  1512  S  Pulaski  Rd.,  Chicago  23, 
III.  3. 

TECHNICAL  MATERIEL  CORP.,  P.  0.  Box  142,  Mamaro- 
neck  N.  Y.  6-9a.  AOV.  PG.  145. 

Technicraft  Laboratories  Inc.,  Thomaston-Waterbury  Rd  , 
Thomaston,  Conn.  7. 

TelAutograph  Corp ,  8700  Bellanca  Ave.,  Los  Angeles 
45,  Calif.  2-4. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
ville,  N.  Y.  9a.  AOV.  PG.  323. 

Telephonies  Corp.,  Park  Ave.,  Huntington,  N  Y.  1-7. 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  7.  AOV.  PG.  343,  344 

Times  Facsimile  Corp.,  540  W  58th  St.,  New  York  19, 
N  Y  4. 

TRANSCO  PRODUCTS,  INC.,  12210  Nebraska  Ave.,  Los 
Angeles  25,  Calif.  1.  ADV.  PG.  571. 

Trepac  Corp.  of  America,  1  Eagle  St.,  Englewood,  N  J. 

1-10. 

Ultradyne,  Inc.,  P.  0.  Box  3308,  Albuquerque,  N.  M.  3 

UNION  SWITCH  &  SIGNAL  OIV  OF  WESTINGHOUSE 
AIR  BRAKE  CO.,  Pittsburgh  18,  Pa.  5-9.  AOV  PG 
386 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N  Y  2-12.  AOV.  PG.  276, 
277. 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas 
2-8.  AOV.  PG.  454 

Vocatron  Mfg.  Div.  of  Vocaline  Co.  of  America,  Inc.,  Old 
Saybrook,  Conn.  3-8. 

Warren  Mfg.  Co.,  Inc.,  The,  Newton  Rd.,  Littleton, 
Mass.  3. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa.  3-7. 

Wickes  Engineering  &  Construction  Co.,  12th  St.  &  Ferry 
Ave.,  Camden  4,  N.  J.  1-2. 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City,  Mo. 
l-2-9a 


COMMUTATORS-SwtfcAing 

AIRFLYTE  ELECTRONICS  CO.,  535-9  Avenue  "A", 
Bayonne,  N.  J.  ADV.  PG.  582. 

Applied  Science  Corp.  of  Princeton,  P.  0.  Box  44, 
Princeton,  N.  J. 

Beck's,  Inc.,  298-300  E.  Fifth  St.,  St.  Paul  1,  Minn 

Bendix  Aviation  Corp.,  Pacific  Div.,  11600  Sherman  Way, 
North  Hollywood,  Calif. 

Breeze  Corps.,  Inc.,  700  Liberty  Ave.,  Union,  N.  J. 

Buckbee  Mears  Co.,  Toni  Bldg.,  St.  Paul  1,  Minn. 

CG  Electronics  Oiv.  of  Gulton  Industries,  Inc.,  305  Dallas 
St.,  N.E.,  Albuquerque,  N.  M. 

Cleveland  Metal  Specialties  Co.,  1783  E.  21st  St., 
Cleveland  14.  Ohio. 

COLLECTRON  CORP.,  304  E.  45th  St.,  New  York  17, 
N.  Y.  ADV.  PG  578 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N.  Y.  AOV.  PG.  573. 

Consolidated  Avionics  Corp.,  800  Shames  Drive,  WHt- 
bury,  N.  Y. 

OAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG.  401. 

Electro  Development  Co.,  14701  Keswick  St.,  Van  Nuys, 
Calif. 

ELECTRO  MINIATURES  CORP.,  1060  Elm  Ave.,  Ridge¬ 
field,  N.  J.  ADV.  PG.  346. 

Electro-Tec  Corp.,  South  Hackensack,  N.  J. 

Genisco,  Inc.,  2233  Federal  Ave.,  Los  Angeles  64,  Calif. 

Globe  Electrical  Mfg.  Co.,  1729  W.  134th  St.,  Gardena, 
Calif. 

Graphik-Circults  Oiv.  of  Cinch  Mfg.  Corp.,  200  S.  Turn- 
bull  Canyon  Rd.,  La  Puente,  Calif. 

GRAPHITE  METALUZ1N6  CORP.,  1052  Nepperhan  Ave., 
Yonkers,  N.  Y.  AOV.  PG.  14,  15. 

INSTRUMOIT  DEVELOPMENT  LABORATORIES,  INC., 
67  Mechanic  St.,  Attleboro,  Mass  AOV.  PG.  543. 


LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
AOV.  PG.  125. 

Midwest  Molding  &  Mfg.  Co.,  Gurnee,  III. 

Moore  Associates,  2628  Spring  St  Redwood  City,  Calif. 

MYCALEX  CORPORATION  OF  AMERICA.  125  Clifton 
Blvd.,  Clifton,  N  J.  AOV.  PG.  313. 

Poly-Seientifk  Corp.,  Blacksburg,  Va. 

SeeOurg  Corp.,  The.  1500  N  Dayton  St.,  Chicago  22,  III. 

SLIP  RING  CO.  OF  AMERICA,  3612  W.  Jefferson  Blvd., 
Los  Angeles  16,  Calif.  ADV.  PG.  202. 

Techniqi'Fs  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
ville,  N.  Y.  ADV.  PG.  323 

Unison  Products,  Inc.,  Route  46  A  Sixth  St.,  Saddle 
Brook,  N.  J. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmmgdale,  N.  Y 
ADV  PG.  228. 

WALDORF  INSTRUMENT  CO.,  OIV  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y.  AOV 
PG  394C. 

Wang  Laboratories,  Inc.,  37  Hurley  St.,  Cambridge  41, 
Mass. 


COMPARATORS— Avloimtic  Roolsfaneo 
See  INSTRUMENTS— Electrical  Measuring 


COMPARATORS-CapacHance 

Avo  Ltd.,  Avocet  House,  92/96,  Vauxhall  Bridge  Rd  , 
London  S.W.  1,  England 

Barnes  Development  Co.,  213  W  Baltimore  Pike,  Lans- 
down.  Pa. 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave , 
Morns  Plains,  N.  J.  ADV.  PG  368 
Bruel  &  Kiaer,  Naerum,  Denmark. 

CLEGG  LABORATORIES  OIV  OF  CLEGG,  INC.,  Hanover 
&  Ridgedale  Aves,  Morristown,  N.  J.  AOV.  PG  505 
Clippard  Instrument  Laboratory,  Inc.,  7350-90  Colerain 
Rd  Cincinnati  24,  Ohio. 

0YTR0N1CS,  P  0  Box  3676,  Columbus  14,  Ohio  ADV 
PG.  589 

ELECTRO-MEASUREMENTS,  INC ,  7524  S.W  Macadam, 
Portland  1,  Ore.  ADV.  PG.  138,  139. 

Electronic  Control  Systems  Oiv.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif 
Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd  , 
Long  Island  City,  N.  Y. 

Elm  Laboratories,  18  S  Broadway,  Oobbs  Ferry,  N.  Y 
FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N.  Y.  ADV.  PG  24. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178.  179 
Hunter-Bristol  Corp.,  Bristol,  Pa 

Industrial  Development  Labs.,  Inc.,  17  Pollock  Ave., 
Jersey  City  5,  N  J 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E  11th  St., 
New  York  3,  N.  Y  ADV.  PG.  371 
Metronix,  Inc.,  75  Wilson  Mills  Rd  ,  Chesterland,  Ohio 
Slaughter  Company,  Piqua  9,  Ohio. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y 


COMPARATORS— Circurf  Utnahly 

Sm  INSTRUMENTS-Elactrical  Maataring 


COMPARATORS-DMIaftrie 

Foxboro  Co.,  Th^  Foxboro,  Mass 
GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mast.  AOV  PG  178,  179 


COMPARATORS-MuefoiKa 

Avo  Ltd.,  Avocet  House,  92/96,  Vauxhall  Bridge  Rd., 
London  S.  W.  1,  England 

Barnes  Development  Co.,  213  W.  Baltimore  Pike,  Lant- 
downe.  Pa. 

Bruel  i  Kjaer,  Naerum,  Denmark. 

Carlson  &  Nielson,  Inc.,  497  Maynard  Drive,  Buffalo 
21,  N.  V 

CLEGG  LABORATORIES  DIV.  OF  CLEGG,  INC.,  Han¬ 
over  &  Ridgedale  Aves.,  Morristown,  N  J.  ADV.  PG. 

505 

DYTRONICS,  P.  0.  Box  3676,  Columbus  14,  Ohio.  ADV 

PG.  589. 

ELECTRO-MEASUREMENTS,  INC.,  7524  S.  W.  Macadam. 

Portland  1,  Ore.  AOV.  PG  138,  139. 

Electronic  Control  Systems  Oiv.  orf  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 
Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd  , 
Long  Island  City,  N.  V. 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27  N.  Y  AOV.  PG  24. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  AOV.  PG.  178,  179 
Hunter-Bristol  Corp.,  Bristol,  Pa. 

INDUSTRIAL  TOT  EQUI^ENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y.  AOV.  PG.  371. 

Metronix,  Inc.,  75  Wilson  Mills  Rd.,  Chesterland,  Ohio. 


COMPARATORS-fron  Core 

CLEGG  LABORATORIES  DIV.  OF  CLEGG,  INC.,  Han- 
over  A  Ridgedale  Aves.,  Morristown,  N.  J.  AOV.  PG. 
505. 

Hunter-Bristol  Corp.,  Bristol,  Pa. 

INDUSTRIAL  TEST  EQUIPIflENT  CO.,  55  E.  11th  St.. 
New  York  3,  N  Y  AOV.  PG  371. 


Railway  Communications,  Inc.,  9351  E.  59th  St.,  Ray¬ 
town,  Mo 

RIBET  A  DESJARDINS,  13-17  Rue  Perier,  Montrouge 
(Seine)  France  ADV.  PG  215-218 


COMPARATORS-O 

BOONTON  RADIO  CORP.,  Boonton,  N  J  AOV  PG  417 
GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  AOV.  PG  178,  179 
INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N  Y  AOV  PG.  371. 


COMPARATORS- Surface 
Sm  ANAIYZERS-Surfaco 


COMPARATORS-Velfam 

See  INSTRUMENTS-EUctrical  MMSuring 


COMPASSES-Eloctronlc  Gyro 

Bludworth  Marine  Oiv ,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38  N  Y 

ECLIPSE-PIONEER  OIV.,  BENDIX  AVIATION  CORP, 
Teterboro,  N.  J  AOV.  PG  81-88 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd , 
ScheneetJX^  5,  N  Y. 

Greenleaf  Mfg.  Co.,  The.  7814  Maplewood  Industrial 
Court,  St  Louis  17,  Mo. 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  DIV., 
1378  Main  Ave  ,  Clifton,  N.  J.  AOV.  PG  356 

Kelvin  A  Hughes  Ltd.,  Hew  North  Rd.,  Barkingside, 
Essex,  England. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif 

Sperry  Gyroscope  Co.,  Div.  of  Sperry  Rand  Corp.,  Marine 
Oiv  ,  Roosevelt  Field,  Mineola,  N  Y 


COMPOUNOS-Cleoning 

CLARKSON  LABS.,  INC.,  919  N  9th  St ,  Philadelphia 
23,  Pa  AOV  PG  495 
Cobehn,  Inc.,  226  Passaic  Ave.,  Caldwell,  N  J 
Delta  Chemical  Works,  21  W  60th  St.,  New  York. 
N.  Y 

duPont  de  Nemours  A  Co.,  Inc.,  Wilmington  98.  Del 
Enthone.  Inc.,  442  Elm  St.,  Hew  Haven  2,  Coon 
L  A  R  Mfg  Co.,  580  Elm  St.,  Arlington,  N  J 
London  Chemical  Co.,  1535  N  list  Ave  ,  Melrose  Park, 
III. 

Sonneborn  Sons,  Inc.,  L.,  Building  Products  Oiv  ,  404 
Fourth  Ave.,  New  York  16,  N  Y 
TKt,  Inc.,  Livingston  A  Pegasus  Sts.,  Horthvale,  N  J 
Wye  Industries.  6  General  Oevine  Way,  Boston  27, 
Mass 

ZOPHAR  MILLS,  INC.,  115  26th  St.,  Brooklyn  32,  N  Y. 
AOV  PG  577 


COMPOUNOS-Poeting 

AIRFLYTE  ELECTRONICS  CO.,  535-9  Avenue  A,  Bayonne, 
N.  J  ADV  PG  582 

Aries  Laboratories.  Inc.,  45-33  Davis  St  ,  Long  Island 
City  I,  N.  Y. 

Bacon  Industries,  Inc.,  192  Pleasant  St.,  Watertown, 
Mass. 

Barrett  Division,  Allied  Chemical  Corp,  40  Rector  St., 
New  York  6,  N.  Y 

BIWAX  CORP.,  3445  Howard  St.,  Skokie.  Ill  AOV  PG 
472 

CIba  Co.,  Inc.,  Plastics  Oiv.,  KImberton,  Pa 

OAVEN  CO.,  Route  10,  Livingston,  N  J.  AOV  PG  401 

Dow  Corning  Corp.,  Midland,  Mich. 

ELECTRONIC  PLASTICS  CORP.,  675  Barbey  St.,  Brook¬ 
lyn  7,  N.  V.  ADV.  PG.  563. 

Hardman  Co.,  Inc  ,  H.  V.,  571  Cortland  St.,  Belleville  9, 
N.  J 

Hl-Test  Chemical  Corp.,  722  64th  St..  Brooklyn  20, 
N.  Y. 

Houghton  Laboratories,  Inc.,  322  Houghton  Ave.,  Olean, 
N.  Y. 

Mansol  Ceramics  Co.,  140  Little  St.,  Belleville,  N.  J 

Minnesota  Mining  A  Mfg.  Co.,  900  Fauquier  Ave.,  St. 
Paul  6,  Minn. 

Mitchell  Rand  Mfg.  Corp.,  51  Murray  St.,  Hew  York  7, 
N.  Y. 

SchenecUdy  Varnish  Co.,  Inc.,  Schenectady,  N.  Y. 

Smooth-On  Mfg.  Co.,  572  Communipaw  Ave.,  Jersey  City 
4,  H.  J. 

Terrell  Corp.,  19  Lane  St.,  Waltham  54,  Mats. 

Topper  Mfg  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
H.  Y 

ZOPHAR  MILLS,  INC.,  115  26th  St.,  Brooklyn  32,  N  Y. 
AOV.  PG.  577 


COMPUTER  INPUT  EYHEMS 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Lot  Angeles  15,  Calif. 

Analogue  Controls,  Inc.,  39  Roselle  St.,  Mineola,  N.  Y 

Avco  Mfg.  Corp.,  Research  A  Advanced  Development 
Div.,  20  S.  Main  St.,  Lawrence,  Mass. 

Bendix  Computer  Division,  Bendix  Aviation  Corp.,  5630 
Arbor  Vitae  St.,  Los  Angeles  45,  Calif. 

Benton-Lehner  Corp.,  11930  W.  Olympic  Blvd..  Los 
Angeles  64,  Calif. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

CG  Electronics  Div.  of  Gulton  Industries,  Inc.,  305 
Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 
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ELECTRONIC  and  ALLIED 


Chic«0O  Aerial  Indust'iee,  1980  N.  Hawthornt,  Mel- 
rose  Park,  ill.  * 

Consolidated  Aelonics  Corp.,  800  Shames  Drive,  West- 
bury,  N.  V 

Consolidated  Electrodynamics  Corp,  300  H.  Sierra 
Madre  Villa,  Pasadena.  Calii 
Corbett  Science  Labs.,  F  W.,  3117  Venice  Bhrd.,  Los 
Angeles  19,  Calif. 

Davies  Laboratories  Div.,  Minneapolis-Honeywell  Regu¬ 
lator  Co.,  10721  Hanna  St.,  Beltsville,  Md 
Daystrom  Systems  DIv.  of  Daystrom,  Inc.,  S640  La 
Jolla  Blvd.,  La  Jolla,  Calif 
Deltime,  Inc.,  608  Fayette  St.,  Mamaroneck,  N  V. 
DIGITAL  EQUIPMENT  CORP.,  Maynard,  Mass  ADV. 
PG  527 

DICITRONICS  CORP.,  Albertson  Ave.,  Albertson,  N  V. 
ADV  PG  559. 

Donner  Scientific  Co.,  888  Calindo  St.,  Concord,  Calif 
Electro  Data  Div.  of  Burroughs  Corp.,  460  Sierra  Madre 
Villa,  Pasadena  6,  Calif 
Electronic  Associates,  Inc.,  Long  Branch.  N  J 
Electronic  Control  Systems  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 
Electronic  Engineering  Co.  of  California,  1601  E. 

Chestnut  St.,  Santa  Ana,  Calif. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaia, 
New  York  20,  N  V  ADV  PG.  490 
General  Electric  Co.,  Computer  Dept.,  Phoenii,  Arit 
Gilmore  Industries,  Inc.,  5713  Euclid  Ave  ,  Cleveland  3, 
Ohio. 

Hanson-Gorrill-Brian,  Inc.,  85  Haeel  St.,  Glen  Cave, 
N.  V. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  inter¬ 
national  Airport  Station,  Lot  Angeles  45,  Calif  ADV 
PC  105-110 

Industrial  Electronic  Engineers,  3973  Lankerthim  Bhrd., 
North  Hollywood,  Calif 

LABORATORY  FOR  ELECTRONICS,  INC .  75  Pim  St., 
Boston  14.  Mast  ADV.  PG  508 
LIBRASCOPE,  INC,  808  Western  Ave,  Glendale,  Calif. 
ADV.  PG.  125. 

Litton  Industries,  336  N  Foothill  Rd ,  Beverly  Hills, 
Calif. 

Magnavoi  Co,  The,  2131  Bueter  Rd ,  Fort  Wayne  4, 
Ind. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit 
20,  Mich 

Ransom  Research,  Boa  269  San  Pedro,  Calif 
REEVES  INSTRUMENT  CORP.,  227  E  9Itl  St.,  New 
York  28,  N  Y  ADV.  PG  433 
Remington  Rand  Olv.,  Sperry  Rand  Corp ,  315  Fourth 
Ave.,  New  York  10,  N.  Y 

Scantlin  Electronics,  Inc.,  11624  w  Pico  Bivd.,  Lot 
Angeles  64.  Calif. 

Servomechanisms,  Inc.,  Subsystems  Oiv ,  12500  Avia¬ 
tion  Bhrd.,  Hawthorne,  Calif. 

Sperry  Gyroscope  Co.,  Olv  of  Sperry  Rand  Co.,  Surface 
Armament  Olv.,  Great  Neck,  N  Y. 

Sperry  Gyroscope  Co.,  Div  of  Sperry  Rand  Corp  ,  Marine 
Div.,  Roosevelt  Field,  Mineola,  N.  Y 
Standard  Telephones  A  Cablet,  Ltd.,  Connaught  House. 

63  Aldwych,  London  W.  C  2,  England 
SYSTRON  CORP.,  2055  CofKord  Bhrd,  Concord.  Calif. 
ADV  PG.  36B 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F  C  HUYCK 
A  SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N  V 
ADV.  PG.  394C 

Wang  laboratories,  Inc,  37  Hurley  St.,  Cambridge  41, 
Mass 


COMPUTERS-Anolog 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 

Allegany  Instrument  Co.,  Inc.,  1091  Wilis  Mountain, 
Cumberland,  Md. 

American  Electronic  Labs.,  Inc.,  121  N  7th  St.,  Phila¬ 
delphia  6,  Pa 

American  Electronics,  Inc.,  655  W  Washington  Blvd., 
Lot  Angeles  IS,  Calif. 

Analogue  Controls,  Inc.,  39  Roselle  St.,  Mineola,  N.  V. 

Automation  Management,  Inc.,  Westboro,  Matt 

BAIRO-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  3B, 
Mass.  ADV  PG  466 

Beckman/ Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif. 

Belock  Instrument  Corp.,  111-01  14th  Ave,  College 
Point  56,  N  Y 

Bill  Jack  Scientific  Instrument  Co,  P  0  Boa  C-3, 
Solana  Beach  Calif 

Bristol  Co.,  The.  P.  0.  Bov  1790  EBG,  Waterbury  20, 
Conn. 

Bruno-New  York  Industries  Corp.,  460  W  J4th  St., 
New  York  1,  N.  Y. 

Chicago  Aerial  Industries,  1980  N.  Hawthorne,  Melrose 
Park,  III 

Clevlte  Corp.,  Tevas  Div.,  3732  Wertheimer  Rd  ,  Houston 
6,  Tevas 

Colorado  Research  Corp.,  4697  E.  Evans  Ave  ,  Denver 
72,  Colo 

COMPUnR  ENGINEERING  ASSOCIATES,  INC.,  350 
Hahtead,  Pasadena,  Calif  ADV.  PG  585 

Consolidated  Avionics  Corp.,  800  Shames  Drive,  West- 
bury,  N  Y 

Deltime.  Inc  ,  608  Fayette  St.,  Mamaroneck,  N.  Y. 

DETROIT  CONTROLS  DIV.  OF  AMERICAN-STANDARD, 
100  Morse  St.,  Norwood,  Mass  ADV.  PG  579. 

DoTMter  Scientific  Co.,  888  Galindo  St.,  Concord,  Calif. 

Dorsett  Laboratories,  Inc.,  401  E.  Boyd  St.,  Bov  862, 
Norman,  Okla 


PRODUCTS 


Dynalysis  Development  Labs.,  Inc.,  11941  Wilshire  Blvd., 
Los  Angeles  25,  Calif. 

Electromation  Co.,  1646  18th  St.,  Santa  Monica,  Calif. 
Electronic  Associates,  Inc.,  Long  Branch,  N  J. 
Electronics  A  Avionics  Div.  of  The  Emerson  Electric 
Mfg.  Co.,  8100  Florissant  Ave.,  St.  Louis  21,  Mo. 
Engineering  Specialty  Co.,  3100  Eldredge  St.,  Salt  Lake 
City,  UUh  . 

Evershed  A  Vignoles  Ltd,  Chiswick,  London  W.  4, 
England. 

Farnsworth  Electronics  Co.,  Dm.  of  ITAT,  3700  E 
Pontiac  St.,  Fort  Wayne  1,  Ind. 

Feedback  Controls,  Inc.,  899  Main  St.,  Waltham  54, 
Mass. 

Fischer  A  Porter  Co.,  476  Warminister  Rd.,  Hatboro,  Pa 
Ford  Instrument  Co.,  Div.  of  Sperry  Rand  Corp,  31-10 
Thomson  Ave.,  Long  Island  City  1,  N  Y 
GPS  Instrument  Co.,  Inc.,  180  Needham  St.,  Newton 
64,  Mast 

Garrett  Corp  ,  The,  9851  Sepulveda  Blvd ,  Los  Angeles 
45,  Calif 

General  Electric  Co.,  Compsiter  Dept.,  Phoeniv,  Arii 
Gerber  Scientific  Instrument  Co.,  89  Spruce  St.,  Hartford 

I,  Conn 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC,  Benton 
Harbor  14,  Mich.  ADV  PG  513. 

I-L-S  Instrument  Corp  ,  4525  W  IbOth  St  ,  Cleveland 

II,  Ohio 

INDUSTRIAL  CONTROL  CO.,  805  Albin  Ave.,  Linden¬ 
hurst,  N  Y  ADV.  PG  490 

INSTRUMENT  DEVELOPMENT  LABORATORIES,  INC, 
67  Mechanic  St.,  Attleboro,  Mast  ADV  PG  543 
International  Business  Machines,  590  Madison  Ave, 
New  York  27,  N  Y. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  OIV., 
1378  Main  St.,  Clifton,  N  J  ADV  PG.  356 
LIBRASCOPE  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG  125 

Litton  Industries,  336  N  Foothill  Rd ,  Beverly  Hills, 
Calif 

Magnavov  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne  4, 
Ind 

Magnetic  Instruments  Co,  546  Commerce  St.,  Thorn- 
wood.  N  V 

Mid-Century  Instrumatlc  Corp.,  611  Broadway,  New  York, 
12,  N  Y 

MIDWESTERN  INSTRUMENTS.  41tt  A  Shendan  Rd , 
Tulsa,  Okla.  ADV.  PG.  9 

Missouri  Research  Labs.,  Inc.,  2109  Locust  St.,  St. 
Louis  3,  Mo. 

Northern  Electronic  A  Vacuum  Industries,  St  Sauveur 
des  Monts  P.  Q.,  P.  0.  Bov  105,  Canada 
Oregon  Electronic  Mfg.  Co.,  2105  SE  6th  Ave.,  Portland 
14,  Ore 

Pacific  Magnetic  Corp.,  Electronic  Center,  Romoland, 
Calif. 

Philbrick  Researches,  Inc.,  George  A.,  230  Congress  St., 
Boston  10,  Mass. 

Rea  Co.,  Inc.,  J  B,  1723  Cloverfieid  Blvd,  Santa 
Monica,  Calif 

REEVES  INSTRUMENT  CORP.,  227  E  4lst  St,  New 
York  2B.  N  Y  ADV  PG.  433. 

RefWctone  Corp.,  Pott  Rd  A  Myano  Lane.  Stamford, 
Conn. 

Seismograph  Service  Corp.,  P.  0.  Bov  1590,  Tulsa,  Okla. 
Servo  Carp  of  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N  Y. 

Servomechanisms,  Inc.,  Subsystems  Oiv,  12500  Aviation 
Bhrd.,  Hawthorne,  Calif. 

Southern  Inttriimentt,  Ltd  ,  Computer  Oiv  ,  Fnmley  Rd  , 
Camberley,  Surrey,  England 

Sperry  Gyroscope  Co.,  Div  of  Sperry  Rand  Co.,  Great 
Neck,  N.  Y 

Sunshine  Scientific  Instrument,  1810  Grant  Ave,  Phila¬ 
delphia  15,  Pa. 

Tammen  A  Denison  lx ,  4751  N  Olcott  Ave ,  Chicago 
31,  III. 

Topper  Mfg  Co.,  lx.,  147-12  Liberty  Ave.,  Jamaica  35, 
N  Y. 

WALDORF  INSTRUMENT  CO.,  OIV.  OF  F.  C  HUYCK  A 
SONS,  Wolf  Hill  Rd  ,  Huntington  Station.  N  Y  ADV 
PG  394C 


COMPUTERS— Anofog  fPortv  A  Atvociofesf  fquipmoiMj 
Rofor  to  Hm  following: 

AmplWort— 0-C 

AmpliRars— Difforontiol 

AmplHIeri— Logurlthmic 

AmpliRers— Oporotiowol 

AmpliRert— Serve 

Boards— Plotting 

Boordt— Plug 

Domodulotors 

Oonorotort— Function 

Multiplibrs-Oiodo 

Multipliers-  Electronic 

Multipliers— Sorvo 

Power  Suppliot— Regulated 

Resolver*— Coordinate  Tronsfomi 

Resolvers— Product 

Resolvers— Sine-Coslrte 

Tachometers 


COMPUTERS-Oigital 

Aero  Research  Instrument  Co.,  315  N.  Aberdeen  St., 
Chicago  7,  III. 

Allegany  Instrument  Co.,  Ix.,  1091  Wilts  Mountain, 
Cumberland,  Md. 


COMPUTERS 


American  Electronic  Labs.,  lx.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

American  ElKtronics,  IK.,  655  W.  Washington  Blvd , 
Lot  Angeles  15,  Calif. 

Analogue  Controls,  Ix.,  39  Roselle  St.,  Mineola,  N.  V. 
Automation  Management,  Ix.,  Westboro,  Mass. 

Avco  Mfg.  Corp.,  Research  A  Advaxed  Development  Oiv., 
20  S.  Main  St  ,  Lawrence,  Mass. 

BAIRO-ATOMIC,  INC.,  33  University  Rd ,  Cambridge  38. 
Mass  ADV.  PG.  466 

Bendii  Computer  Division,  Bendiv  Aviation  Corp.,  5630 
Arbor  Vitae  St.,  Los  Angeles  45,  Calif. 

Bristol  Co.,  The,  P  0.  Bov  1790  EBG,  Waterbury  20, 
Conn. 

Bludworth  Marix  Div.,  Kearfott  Co.,  Ix.,  92  Gold  St., 

New  York  3B,  N  Y. 

COMPUTER  CONTROL  CO.,  INC.,  92  Broad  St ,  Welles¬ 
ley  57,  Mass  ADV  PG.  481. 

Consolidated  Avionics  Corp.,  800  Shames  Drive,  West- 
bury,  N  Y. 

Daystrom  Systems  Div  of  Daystrom,  Ix.,  5640  La 
Jolla  Blvd.,  La  Jolla,  Calif. 

Deltime,  Ix  ,  608  Fayette  St.,  Mamaroneck,  N.  Y. 
DIGITAL  EQUIPMENT  CORP.,  Maynard.  Mass  ADV. 
PG  527 

Electro  Data  Oiv.  of  Burroughs  Corp.,  460  Sierra  Madre 
Villa,  Pasadena  6,  Calif. 

Electromation  Co.,  1646  18th  St.,  Santa  Monica,  Calif 
Electronic  Control  Systems  Oiv.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave  ,  Lot  Angeles  64,  Calif. 
ElKtronics  A  Avionics  Oiv.  of  The  Emerson  Electric 
Mfg  Co.,  8100  FlorittaX  Ave.,  St.  Louis  21,  Mo. 
FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plata,  New 
York  20,  N  Y  ADV.  PG  490. 

Ford  Instrument  Co.,  Olv.  of  Sperry  Rand  Corp.,  31-10 
Thomson  Ave.,  Long  Island  CHy  1,  N.  Y. 

General  Electric  Co.,  Computer  D^.,  Phoeniv,  Arit. 
GianninI  A  Co.,  Ix ,  G  M.,  918  E.  Green  St.,  Pasadena 
1,  Calif. 

HallK,  Raymond  A  Brown,  Ix  ,  State  College.  Pa. 

Haydon  Instrument  Co.,  156  W.  Liberty  St.,  Waterbury 
20,  Conn. 

Industrial  Electronic  Engineers,  3973  Lankershim  Bhrd., 
North  Hollywood,  Calif. 

IntKnatlonal  Business  Machines,  590  Madison  Ave.,  New 
York  22,  N  Y 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  DIV.. 

1378  Main  St,  CHfton,^  N  J.  ADV.  PG,  356. 
LABORATORY  FOR  ELECTRONICS.  INC.,  75  Pitts  St., 
Boston  14,  Mass.  ADV  PG.  508. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV  PG  125 

Litton  Industries,  336  N  Foothill  Bhrd.,  Beverly  Hills, 
Calif. 

Magnavov  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne  4, 
Ind. 

Monrw  Calculating  Machix  Co.,  ElKtronics  Ohr.,  Morris 
Plaix,  N  J. 

National  Cash  Register  Co.,  Dayton  9,  Ohio 
NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave., 
Philadelphia  45,  Pa  ADV.  PG.  528. 

PACKARO-BELL  CO.,  12333  W.  Olympic  Bhrd,  Lot 
Angeles  64,  Calif.  ADV.  PG.  199. 

Phileo  Corp.,  Government  A  Industrial  Ohr.,  4700 
Wistahickon  Ave  .  Philadelphia  44,  Pa. 

POTTER  INSTRUMENT  CO,  INC.,  Sunnyslde  Blvd., 
Plainview,  N  Y.  ADV.  PG.  545. 

Ransom  Reseaxh,  Bov  269,  San  Pedro,  Calif. 

Rea  Co.,  lx.,  J.  B.,  1723  Cloverfieid  Bhrd.,  SaXa  Monica, 
Calif. 

Remington  Rand  Oiv,  SpKry  Rand  Corp.,  315  Fourth 
Ave.,  New  York  10,  N.  Y. 

Royal  McBee  Corp.,  Westchester  Ave.,  Port  Chester. 
N  Y 

Scantlln  ElKtronics,  Ix.,  11624  w  Pico  Bhrd,  Lot 
Angeles  64,  Calif. 

ServotriKhanisms,  Ix.,  Subsystems  Dhr ,  12500  Aviation 
Blvd.,  Hawthorx,  Calif. 

Soutlwrn  Instruments  Ltd.,  Computer  Oiv.,  Frimley  Rd., 
Camberley,  Surrey,  England. 

Sperry  Gyroscope  Co.,  Div  of  Sperry  Rand  Corp.,  Great 
NKk,  N.  Y 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.C.  2,  England. 

TECHNITROL  ENGINEERING  CO.,  1952  E.  Allegheny 
Ave  ,  Philadelphia  34,  Pa.  ADV.  PG.  495. 
TelKeglster  Corp.,  The,  445  Fairfield  Ave.,  Stamford, 
Conn. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  HuXington  Statioh,  N.  Y.  ADV. 
PG  394C 

WALKIRT  CO.,  141  w  Hotel  St.,  Inglewood  3,  Calif. 
ADV  PG.  500 

Wang  Laboratories,  Ix.,  37  Hurley  St.,  Cambridge  41, 
III 


COMPUTERS— Otgital,  Gonoral  PurpoM 
Son  DATA  RECOROINO  EQUIPMENT 
INVENTORYING  SYSTEMS 


COMPUTERS— Dtgtfal  (Port*  A  Aevectatod  Equipmonf) 
Rofor  to  the  following: 

Accumulators 
AmpllRor*— Puls* 

Circuits- Computer,  PochoMd 
Convertors- Analog  to  Digital 
Cenvortors— Card  to  Tope 
Convortors- Tape  to  Cord 
Coro*— Forrito 
Ceuntor*— Electronic 
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COMPUTING  SERVICES 


Dia9no(ti<  EmiptitMil— Computer 
Hoods— Rocermng 
Memory  Systems 
Printers— Hiph  Speed 
Printers— Keyboord 
Printers— liiM 
Registers— Shift 
Tope  Mechanisms 


COMPUTING  SERVICES 
A . , .  Analog 
D. .  .Digitor 

Armour  Rtsearch  Foundation,  10  W.  3Sth  St.,  Chicago 
16,  III.  A-0 

Avion  Division,  ACF  Industries,  Inc^  11  Park  Place, 

Paramus,  N.  J.  A-0 

Bendix  Computer  Division,  Bendix  Aviation  Corp.,  5630 
Arbor  Vitae  St.,  Los  Angeles  45,  Calif.  D 

BOWMAR  INSTRUMENT  CORP.,  BOOO  Bluffton  Rd.,  Fort 
Wayne,  Ind.  AOV.  PG.  484.  D 

COMPUTER  CONTROL  CO.,  INC.,  92  Broad  St.,  Wellesley 
57,  Mass.  AOV.  PG.  481  A-0 

COMPUTER  ENGINEERING  ASSOCIATES,  INC.,  350  Hal¬ 
stead,  Pasadena,  Calif.  AOV.  PG.  585.  A 

Consolidated  Controls  Corp.,  6  Durant  Ave.,  Bethel, 
Conn.  A 

Datamatic  Corp.,  100  River  Road,  Waltham,  Mass.  0 

Oaystroni  Systems  Oiv,  of  Daystrom,  Inc.,  5640  La  Jolla 
Blvd.,  La  Jolla,  Calif.  0 

DIGITRONICS  CORP.,  Albertson  Ave.,  Albertson,  N.  Y. 

AOV.  PG.  559.  0 

Oynalysis  Development  Labs.,  Inc.,  11941  Wilshire  Blvd., 
Los  Angeles  25,  Calif.  A 

Blectro  Data  Div.  of  Burroughs  Corp.,  460  Sierra  Madre 
Villa,  Pasadena  6,  Calif.  D 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J.  A-O 

Farnsworth  Electronics  Co.,  Div.  of  IT&T,  3700  E. 

Pontiac  St.,  Fort  Wayne  1,  Ind.  A-D 

Ford  Instrument  Co.,  Div.  of  Sperry  Rand  Corp.,  31-10 
Thomson  Ave.,  Lo^  Island  City  1,  N.  Y.  A-D 

GPS  Instrument  Co.,  Inc.,  180  Needham  St.,  Newton  64, 
Mass.  A 

General  Electric  Co.,  Computer  Dept.,  Phoenix,  Arii.  A-D 
General  Kinetics  Inc.,  555  23rd  St.,  S.,  Arlington  2, 
Va.  D 

Goodyear  Aircraft  Corp.,  1210  Massillon  Rd.,  Akron  15, 
Ohio.  A 

Haydon  Instrument  Co.,  156  W.  Liberty  St.,  Waterbury 
20,  Conn.  D 

International  Business  Machines  Corp.,  590  Madison 

Ave..  New  York,  N.  Y.  A-D 

MIDWESTERN  INSTRUMENTS,  41st  &  Sheridan  Rd., 

Tulsa,  Okla.  AOV.  PG.  9.  A 

PACKARD-BELL  CO.,  12333  W.  Olympic  Blvd.,  Los 

Angeles  64,  Calif.  ADV.  PG.  199.  D 

Philbrick  Researches,  Inc.,  Geo  A.,  230  Congress  St., 
Boston  10,  Mass.  A 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit  20, 
Mich.  0 

Ransom  Research,  Box  269,  San  Pedro,  Calif.  0 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  Y.  AOV.  PG,  433.  A 

Remington  Rand  Oiv.,  Sperry  Rand  Corp.,  315  Fourth 

Ave.,  New  York  10,  N.  Y.  D 

Seismograph  Service  Corp.,  P.  0.  Box  1590,  Tulsa,  Okla. 

D 

Servomechanisms,  Inc.,  Subsystems  Div.,  12500  Aviation 

Blvd.,  Hawthorne,  Calif.  A-0 

Stone  Laboratories,  Sid,  Electronics  Mfg.  Oiv.,  793 

Tremont  St.,  Boston,  Mass.  D 

Tammen  &  Denison  Inc.,  4751  N.  Olcott  Ave.,  Chicago  31, 
til.  0 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 

City  1,  N.  Y.  A 

United  Control  Corp.,  4540  Union  Bay  Place,  Seattle  5, 
Wash.  A-D 


CONDENSERS 
Sm  CAPACITORS 


CONES-Speokar 

Best  Manufacturing  Co.,  Inc.,  1200  Grove  St.,  Irvington 
11,  N.  J. 

Consolidated  Radio  Products  Co.,  350  W.  Erie  St., 
Chicago  10,  III. 

Hawley  Products  Co.,  St.  Charles,  III. 

UNIVERSITY  LOUDSPEAKERS,  INC.,  80  S.  Kensico  Ave., 
White  Plains,  N.  Y.  ADV.  PG.  264. 


CONNECTORS 

1 .  Anode 

2.  Audio  B  Microphone 

3.  Antennae 

4.  Coaxial  Coble 

5.  Diode 

6.  Electrical,  AN  or 

MIUC-5015 

7.  Hermetically  Sealed  B  Pressurixed 

8.  Interlock 

9.  Miniature 

10.  Phono 

11.  Power 

12.  Printed  Circuit 

13.  R-E 

13a.  Solderless 

14.  Subminialvre 

15.  Waterproof 


Accurate  Electronics  Corp.,  Dept.  G,  169  Abbe  Rd.,  S., 
Elyria,  Ohio.  1-8-10-11. 

Advanced  Vacuum  Products,  Inc.,  Div.  of  General  Ceram¬ 
ics  Corp.,  430  Fairfield  Ave.,  Stamford,  Conn.  7. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J.  1-3-4-5^-iO. 

Aircraft  Radio  Corp.,  Boonton,  N.  J.  11. 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brxkton  64, 
Mass.  1-2-8-9-10-11.  ADV.  PG.  472. 

Allied  Industries,  P.  0.  Box  119,  Ogallala,  Nebr.  4-7- 
9-13. 

Amatom  Electronic  Hardware  Co.,  Inc.,  80  Drake  Ave., 
New  Rochelle,  N.  Y.  10. 

American  Electronics  Co.,  1203-05  Bryant  Ave.,  New 
York  59,  N.  Y.  2-3-4-10-13. 

American  Gelosa  Electronics,  Inc.,  312  Seventh  Ave., 
New  York  1,  N.  Y.  2-10. 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd  B  Manufacturers  Rd.,  Chattanooga  5,  Tenn.  4. 
ADV.  PG.  237. 

AMERICAN  MACHINE  &  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria, 
Va.  11-15.  ADV.  PG.  380. 

AMP,  INC.,  2100  Paxton  St.,  Harrisburg  10,  Pa.  13a. 
ADV.  PG.  146,  147. 

AMPHENOL  ELECTRONICS  CORP.,  1830  S.  54th  Ave., 
Chicago  50,  III.  2-3-4-6-7-8-9-ll-12-13-13a-14-15. 
ADV.  PG.  18. 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  19,  III. 
3-4.  AOV.  PG.  50. 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N.  Y.  l-4-6-7-8-9-ll-12-13-13a-14-15. 
ADV.  PG.  555. 

Ardente  Acoustic  Labs.,  Ltd.,  8/12  Minerva  Rd.,  North 
Acton,  London,  N.  W.  10,  England.  9-14. 

Armel  Electron'cs,  Inc.,  840  Fifth  Ave.,  Brooklyn  32, 
N.  Y.  6-9-11-12-14. 

AUTOMATIC  METAL  PRODUCTS  CORP.,  315  Berry  St., 
Brooklyn  11,  N.  Y.  4-7-9-11-12-13-14-15.  ADV. 

PG.  500. 

AUTOMATIC  &  PRECISION  MFG.  CO.,  252  Hawthorne 
Ave.,  Yonkers  5,  N.  Y.  11.  AOV.  PG.  539. 

Automation-Engineering  Corp.,  723  Sonora  Ave.,  Glendale, 
Calif.  14. 

Avnet  Electronic  Supply  Co.,  Inc.,  36  N.  Moore  St., 
New  York  13,  N.  Y.  4-6-7-8-9-l3-13a-15. 

BARKER  &  WILLIAMSON,  Canal  B  Beaver  Sts.,  Bristol, 
Pa.  3-4-13.  ADV.  PG.  103. 

BEAD  CHAIN  MFG.  CO.,  110  Mountain  Grove  St., 
Bridgeport  5,  Conn.  9.  AOV.  PG.  517. 

Beck's  Inc.,  298-300  E.  Fifth  St.,  St.  Paul  1,  Minn.  12. 

Berg  Mfg.  Corp.,  142  Reno  Ave.,  New  Cumberland,  Pa. 

12. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y.  1-2-8-9-10-14. 

Blonder-Tongue  Laboratories,  Inc.,  9-25  Ailing  St., 
Newark  2,  N.  J.  4-13a. 

Brilhart  Plastics  Corp.,  Old  Country  Rd.,  Mineola, 
N.  Y.  7. 

Buchanan  Electrical  Products  Corp.,  223  U.  S.  Route 
22,  Hillside,  N.  J.  13a. 

Buckbee  Mears  Co.,  Toni  Bldg.,  St.  Paul  1,  Minn.  9-12. 

Burndy  Corporation,  Norwalk,  Conn.  4-6-7-9-13a-15. 

Cal-Connector  Co.,  7414  Varna  Ave.,  North  Hollywood, 
Calif.  6-7. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Cambridge  38,  Mass.  5-9-12-13a.  AOV.  PG.  74. 

CANNON  ELECTRIC  CO..  3208  Humboldt  St.,  Los 
Angeles  31,  Calif.  2-4-6-7-8-9-10-ll-12-13-13a-14- 
15.  AOV.  PG.  288. 

Carmac  Aviation,  7231  Coldwater  Canyon  Blvd.,  North 
Hollywood,  Calif. 

CINCH  MFG.  CORP..  1026  S  Homan  Ave.,  Chicago  24, 

III.  1-2-3-4-9-10-H-12-14.  ADV.  PG  438,  439. 

CIRCON  COMPONENT  CO.,  Santa  Barbara  Municipal  Air¬ 
port,  Goleta,  Calif.  1-2-3-5-9-10-11-12-13-14. 
AOV.  PG.  526. 

Cleveland  Metal  Specialties  Co.,  1783  E.  21st  St., 
Cleveland  14,  Ohio.  12. 

Clevite  Corp.,  Texas  Div.,  3732  Wertheimer  Rd.,  Houston 
6,  Texas.  15. 

COAXIAL  CONNECTOR  CO.,  INC^  37  N.  Second  Ave., 
Mt.  Vernon,  N  Y.  3-4-7-8-9-12-13-13a-14-15. 
ADV.  PG.  572. 

Communication  Products  Co.,  Inc.,  Marlboro,  N.  J.  4. 

Connector  Corp.  of  America,  3223  Burton  Ave.,  Bur¬ 
bank,  Calif.  4-9. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif.  7-9.13a-15. 

CONSTANTIN  B  CO.,  L.  L.,  Route  #46,  Lodi,  N.  J.  7. 
ADV.  PG.  409. 

CONTINENTAL  CONNECTOR  CORP.,  34-63  56th  St., 
Woodside  77,  N.  Y.  6-7-9-ll-12-13a-14-15.  AOV. 
PG.  224,  225. 

Copperweld  Steel  Co.,  Wire  B  Cable  Oiv.,  Glassport, 
Pa.  4. 

DAGE  ELECTRIC  CO.,  67  N.  Second  St.,  Beech  Grove, 
Ind  4-7-9-13-133-14-15.  ADV  PG.  418. 

DANBURY-KNUDSEN  DIV.  OF  AMPHENOL  ELECTRONICS 
CORP.,  P.  0.  Box  170,  Danbury,  Conn.  4.  ADV.  PG. 
481. 

Dante  Electric  Mfg.  Co.,  Bantam,  Conn.  13a. 

Defiance  Engineering  B  Microwave  Corp.,  Box  488, 
Beverly  Airport,  Beverly,  Mass,  3. 

DEJUR-AMSCO  CORP.,  Northern  Blvd.,  at  45th  St., 
Long  Island  City  1,  N.  Y.  4-6-7-9-ll-12-13a-14-15. 
ADV.  PG.  223-225. 

Deutsch  Co.,  The,  Electrical  Connector  Div.,  7000  Avalon 
Blvd.,  Los  Angeles  3,  Calif.  6-7-9. 

Don-Lan  Electronics,  Inc.,  1101  Olympic  Blvd.,  Santa 
Monica,  Calif.  3-4-7-13. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa.  12. 


1958-1959  LISTINGS  of 


OYNA-EMPIRE,  INC.,  1075  Stewart  Ave.,  Garden  City, 

N.  Y.  9.  ADV.  PG.  537. 

Eagle  Electric  Mfg.  Co.,  Inc.,  23-10  Bridge  Plaza,  S., 
Long  Island  City,  N.  V,  8-11. 

Eby  Co.,  Hugh  H.,  4701  Germantown  Ave.,  Philadelphia 

44,  Pa.  10. 

EITEL-McCULLOUGH,  INC.,  San  Bruno,  Calif.  1.  Adv. 
PG  122,  123. 

Eleo  Corp.,  "M"  St.  below  Erie  Ave.,  Philadelphia  24, 
Pa.  2-b-8-9-ll-12-13a-14 

Electro  Physics  Labs.,  2965  Huntington  Drive,  San 
Marino,  Calif.  4-9-13-14. 

Electronic  Service  Corp.,  2906  Birch  St.,  Franklin 
Park,  111.  7. 

Enflo  Corp.,  Fellowship  Rd.  B  Route  73,  Maple  Shade, 
N.  J.  i-7-8-9-11-13-14-15. 

Entron,  Inc.,  4902  Lawrence  St.,  Bladenburg,  Md.  4. 
Faster  Oiv.  of  Illinois  Tool  Works,  195  Algonguin  Rd., 
Des  Plaines,  III.  3. 

FLUOROCARBON  PRODUCTS  INC.,  OIV.  OF  U.  S. 

GASKET  CO.,  Camden  1,  N.  J.  9-14.  AOV.  PG.  529. 
Frankel  Connector  Co.,  27  Vestry  St.,  New  York,  N.  Y. 
ll-13a. 

FREQUENCY  STANDARDS  CORP.,  Box  504,  Asbury  Park, 
N.  J.  4.  AOV.  PG.  285. 

Garde  Mfg.  Co.,  588  Eddy  St.,  Providence  3,  R.  I. 
6-7-9- 12-13- 13a-14-lS. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 

45,  Calif.  6-13a. 

GENERAL  CEMENT  MFG.  CO.,  DIV.  OF  TEXTRON, 
INC.,  ELECTRONIC  DIV.,  400  S.  Wyman  St.,  Rxk- 
ford.  III.  2-3-10-13a.  AOV.  PG.  80 
GENERAL  HERMETIC  SEALING  CORP.,  99  E.  Haw¬ 
thorne,  Valley  Stream,  N.  Y.  7.  AOV.  PG.  546. 
GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  2-13.  ADV.  PG  178,  179. 
GENERAL  RF  FITTINGS,  INC.,  702  Beacon  St.,  Boston 
IS,  Mass.  3-4-7-e-9-10-ll-12-13-14-15.  AOV.  PG 
517 

Glass  Solder  Engineering,  4232  Temple  City  Blvd., 
Rosemead,  Cairf.  4-6-7-9-13-14. 

Glasseal  Products  Co.,  Inc.,  1111  E.  Elizabeth  Ave., 
Linden,  M.  J.  7. 

Glennite  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
Metuchen,  N.  J.  9-14. 

Globe  Electrical  Mfg.  Co.,  1729  W.  134th  St.,  Gardena, 
Calif.  12. 

Gonset  Oiv.,  Young  Sprirw  B  Wire  Corp.,  801  S.  Main 
St.,  Burbank,  Calif.  IS. 

Good  Electronic  Corp.,  P.  0.  Box  93,  Newton  58,  Mass 

12. 

Gorn  Electric  Co.,  Inc.,  Main  St.,  Stamford,  Conn.  7-9- 
11-12-15. 

Graham  Mfg.  Co.,  Inc.,  247  Bridge  St.,  East  Greenwich, 
R.  I.  4. 

Graphik-Circults  Div.  of  Cinch  Mfg.  Corp.,  200  S.  Turn- 
bull  Canyon  Rd.,  La  Puente,  Calif.  12. 

Gremar  Mfg.  Co.,  Inc.,  7  North  Ave.,  Wakefield,  Matt. 
4-7-9-12-13-14-15. 

Hallett  Mfg.  Co.,  5910  Boweroft  St.,  Lot  Angeles  16, 
Calif  4-15. 

HART  MFG.  CO.,  242  Bartholomew  Ave.,  Hartford  1, 
Conn.  6-7.  ADV.  PG.  530. 

Harvey  Hubbell,  Inc.,  State  St  B  Bosfwick  Ave.,  Bridge¬ 
port  2,  Conn  6-8-9-ll-12-13a-14. 

Heldor  Mfg.  Corp.,  238  Lewis  St.,  Paterson,  N  J. 
13a-14. 

Hermetic  PKific  Corp.,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif.  4-6-7-9-13-14. 

HERMETIC  SEAL  CORP.,  29-37  S  Sixth  St.,  Newark 
7,  N.  J.  4-5-6-7-9-li-12-13-13a-14-15.  AOV.  PG 
403. 

Hobson  Bros.,  Inc.,  4940  W.  Lawrence  Ave.,  Chicago  30, 
III.  1. 

Holub  Industries,  Inc.,  414  DeKalb  Ave.,  Sycansore,  III. 
13a 

INDUSTRIAL  HARDWARE  MFG.  CO.,  INC.,  109  Prince 
St.,  New  York,  N.  Y.  1-3-8-10.  AOV.  PG.  502 
Intelex  Systems.  Inc  ,  22  Thames  St.,  New  York,  N.  Y.  2. 
INTERSTATE  ELECTRONICS  INC.,  227  Fulton  St.,  New 
York,  N  Y.  4-13.  AOV,  PG  198 
Irwin  Products  Co.,  4937  N.  Damen,  Chicago  25,  III. 

1- 8-10-13a. 

JFD  MANUFACTURING  CO.,  INC.,  6101  16th  Ave, 
Brooklyn  4,  N.  V  3-4-13.  AOV  PG  213. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave  ,  Lyons, 
III.  3-13.  ADV.  PG.  174. 

Javex,  P.  0.  Box  646,  Redlands,  Calif.  2-3-4-6-ll-13a. 
Jettron  Products.  Route  10,  Hanover,  N.  J.  1. 
Jxlin  Mfg.  Co.,  Liifbery  Ave.,  Wallin^ord,  Conn.  7. 
Johnson  Co ,  E.  F.,  Waseca  Minn.  13a. 

JOHNSON  B  HOFFMAN  MFG.  CORP.,  31  E  Second  St., 
Mineola,  N.  Y  6-9.  AOV.  PG  242. 

JONES  OIV.,  HOWARD  8.  CINCH  MFG.  CO.,  1026  S 
Homan  Ave.,  Chicago  24,  III.  2-10-11.  AOV.  PG. 
438,  439. 

JOY  MFG.  CO^  Dept  39,  Oliver  Bldg.,  Pittsburgh  22, 
Pa  6-11-15.  ADV.  PG  26 
KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  3-13.  AOV.  PG.  328. 

Kennchdy  Industries,  1581  E.  Charles  St.,  Banning, 
Calif  12. 

Keystone  Electronics  Corp.,  49  Bleecker  St.,  New  York 
13,  N.  Y.  9. 

Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckahoe,  N.  Y. 

2- 3-4-7-9-10-11-13-14-15. 

Kolton  Electric  Mfg.  Co.,  123  New  Jersey  Railroad 
Ave.,  Newark  5,  N.  J.  13a. 

KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt. 

Vernon,  N.  Y.  8-9-11-12.  ADV.  PG.  589. 

Lab-Tronics,  Inc.,  3656  N.  Lincoln  Ave.,  Chicago  13, 
III.  2-7-9-10-14-15. 
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Licey  Brotlicri  Etch«d  Circuiti,  117  S.  Lombard,  Oak 
Park,  III.  12. 

Leviton  Mlg.  Co.,  Inc.,  216  Gretnpoint  A««.,  Brooklyn 
22,  N.  Y. 

Liquidomcter  Corp.,  The,  Sklllman  Are.  at  Jbth  St., 
Long  Island  City  1,  N.  Y.  7>14-15. 

Litton  Industriei,  Components  Die.,  S873  Hodeo  Rd.,  Los 
Angeles  16,  Calif.  9-14. 

McCormick  Selph  Associates,  Hollister  Airport,  Hollister, 
Calif.  7. 

MALCO  TOOL  &  MFC.  CO..  402S  W.  Lake  St.,  Chicago 
24,  III.  3-8-9-12-13a-14.  ADV.  PC.  SBO. 

Martin  Co.,  Inc.,  Rodman  H  ,  Electronics  Oiv.,  100  W. 
Oak  St.,  Norristown,  Pa.  3. 

Mendelsohn  Speedgun  Co.,  Inc.,  Fourth  Ave.,  Haskell, 

N.  J.  4-7-9-13-15. 

Mercury  Air  Parts  Co.,  1826  Willat  Ave.,  Boa  135, 
Culscr  City,  Calif  6. 

METHOOE  MFC.  CORP.,  7447  W.  Vfilson  A«e.,  Chicago 
31,  III.  5-9-12-14.  ADV.  PC.  524. 

Metpro,  Inc.,  R.  I.,  210  Toronto  Ait.,  Providence,  R.  I. 
5-9. 

MICROOOT,  INC.,  220  Pasadena  Ave.,  South  Pasadena, 
Calif.  4-7-9-12-13-13a-14.  ADV.  PC.  540. 
MICROLAB.,  71  Okner  Parkway,  Livingston,  N  J.  4. 
ADV.  PC.  519. 

Miller  Electric  Co.,  120  Main  St.,  Pawtucket,  R.  I. 

8-11. 

Minnesota  Mining  &  Mfg.  Co.,  900  Fauquier  Ave.,  St. 
Paul  6,  Minn.  11. 

Mltronks,  Inc.,  1290  Central  Ave.,  Hillside,  N.  J.  7. 
Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa.  3-4-8-7-9-11. 

Molding  Corp.  of  America,  40  Church  St.,  Pawtucket, 
R.  I.  7-9-14. 

Morse  Co ,  Frank  W.,  1100  Soldiers  Field  Rd  ,  Boston  35, 
Mats.  9. 

Mosley  Electronics,  Inc.,  S622  St  Charles  Rock  Rd., 
St.  Louis  14,  Mo.  3. 

Mutual  Electronic  Industries  Corp.,  South  Buckout  St., 
Irvington,  N  Y.  3-4-13. 

National  Tel-Tronics  Corp.,  35  St.  Casmirs  Ave.,  Yonkers, 
N.  Y.  1-2-3. 

Norrich  Plastics  Corp.,  107-109  W.  IBth  St.,  New  York 
11,  N.  Y.  9-14. 

NORTH  ELECTRIC  CO.,  551  S.  Market  St.,  Gallon,  Ohio. 
8-13a-14  ADV  PG.  219. 

Northern  Industrial  Chemical  Co.,  7-11  Elkins  St.,  South 
Boston  27,  Mass.  6. 

Nugent  Electronics  Co.,  Inc.,  802  E.  Eighth  St.,  New 
Albany,  Ind.  4-12. 

Painton  Oiv.  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta.,  Flushing  64,  N.  Y.  2-8-9- 
10-11-12. 

Permonite  Mfy.  Co.,  444  N.  Lake  Shore  Drive,  Chicago 

11,  III.  1-8-10. 

Photo  Chemical  Products,  Inc.,  999A  Stewart  Ave., 
Garden  City,  N.  Y.  12. 

POWELL  CO.,  HAROLD  H  ,  2102  Market  St  ,  Philadel¬ 
phia,  Pa.  2-4-6-7-8-9-11-13-14-15.  ADV.  PG.  466 
PROGRESS  ELECTRONICS  CO.,  296  Broadway,  New  York 
7,  N.  Y.  4-6.  ADV.  PG.  248. 

Pyle-Natienal  Co.,  1314  N.  Kostner  Ave  ,  Chicago  51,  III. 
4-6-7-11-15. 

Raypar,  Inc.,  7800  W  Addison  St  ,  Chicago,  III.  8. 
RAYTHEON  MFG.  CO.,  CERAMIC  $ALES  DEPT.,  Foundry 
Ave  ,  Waltham  54,  Mass.  7-15.  AOV.  PG.  411. 

Rego  Insulated  Wire  Co.,  810  Monroe  St.,  Hoboken, 
N.  J.  1. 

Remler  Company,  2101  Bryant  St.,  San  F-ancisco  10, 
Calif  15. 

Resinite  Corp.  Sub.  of  Precision  Paper  Tube  Co.,  6981 
N.  Central  Park  Ave.,  Chicago  45  (Lincolnwood),  III. 

12. 

Richards  E lectrocralt,  Inc.,  1743  N.  Kedzie  Ave.,  Chicago 
18,  III.  2-9. 

Rollan  Co.,  Corner  Route  1  A  Camp  Meeting  Rd.,  Tops- 
field,  Mass  2-3-9. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Oavls- 
ville.  Pa.  4-6-7-9-10-12-13-14-15.  ADV  PG.  472. 
Royal  Electric  Corp.,  Pawtucket,  R.  I.  8-11. 

Russell  &  Stoll  Co.,  Inc.,  125-6  Barclay  St.,  New  York 

7,  N.  Y  4. 

Scientific  Electronic  Labs.,  Inc.,  866  Bergen  St.,  Newark 

8,  N  J.  7. 

Scintilla  Division,  Bendix  Aviation  Corp.,  Sidney,  N.  Y 
4-6-7-9-11-130-14-15. 

SEALECTRO  CORP.  610  Fayette  Ave.,  Mamaroneck, 
N  Y.  1-4-9-13-14.  AOV.  PG.  510 
Sherman  Mfg.  Co.,  H.  B.,  22  Barney  St.,  Battle  Creek, 
Mich  6. 

Sierra  Electric  Corp.,  15100  S  Figueroa  St.,  P.  0.  Bok 
85,  Gardena,  Calif.  6. 

Silicone  Seals,  In:.,  3125  Milwaukee  Ave.,  Chicago  18, 
III.  7. 

Smith,  Inc.,  Herman  H  ,  2326  Nostrand  Ave.,  Brooklyn 
10,  N  Y  l-8-10-13a. 

SWITCHCRAFT,  INC.,  5555  Elston  Ave.,  Chicago  10,  III. 
2-9-10.  AOV.  PG.  557 

TECHNICAL  MATERIEL  CORP.,  P.  0.  Boa  142,  Mama¬ 
roneck,  N,  Y.  3.  ADV  PG.  145. 

Technicraft  Laboratories,  Inc.,  Thomaston-Waterbury  Rd., 
Thomaston,  Conn.  3. 

Telex,  Inc.,  Telea  Park,  St  Paul  1,  Minn.  9-10-12-14. 
Tenna  Mfg.  Co.,  7580  Garheld  Blvd.,  Cleveland  25,  Ohio. 
4-6. 

Thomas  A  Betts  Co.,  Inc.,  36  Butler  St.,  Eliiabeth  1, 
N  J.  ll-13a. 

Tileflea,  Inc.,  534  Hendee  St.,  Springfield,  Mass.  6-9-15. 
Transradio,  Ltd.,  138A  Cromwell  Rd.,  London,  S  W.  7, 
England.  4-9-13-14-15. 


PRODUCTS 


Trimm,  Inc.,  400  W.  Lake  St.,  Libertyville,  III.  2-4. 
Tru-Connector  Corp.,  416  Union  St.,  Lynn,  Mast.  4-7-9- 
13-15. 

UCINITE  CO.  OIV.  OF  UNITEO-CARR  FASTENER  CORP., 
459  Watertown  St.,  Newtonville,  Mass.  1-12.  AOV. 
PG.  79. 

Union  Electronics  A  Machine  Corp  ,  Moulton  A  Munroe 
Sts.,  Georgetown,  Mass.  4-7-9-13-14. 

U.  S.  Components,  Inc.,  454  E.  148th  St.,  New  York  55, 

N.  Y  7-9-ll-12-13a-14-15. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmmgdale,  N  Y 
7.  AOV.  PG.  228. 

Vko  Products  Co.,  317  E.  Ontario  St.,  Chicago  11,  III. 

13a. 

Viking  Industries,  Inc.,  21343  Roscoe  Blvd.,  Canoga 
Park,  Calif.  7-9-12-14-15. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 

III.  2-8-9-10-ll-13a. 

Waltham  Horological  Corp.,  395  Lynnway,  Lynn,,  Mass. 
4-7-9-14. 

Winchester  Electronics,  Inc.,  Willard  Rd.,  Norwalk,  Conn. 

4-6-7-8-9-ll-12-13a-14-15. 


CONSOLES 
So*  CABINETS 
HOUSINOS 


CONTACTORS 

ALLEN-BRAOLEY  CO.,  136  W.  Greenfield  Ave,  Mil¬ 
waukee  4,  WiS.  ADV.  PG.  421. 

Arrow-Hart  A  Hegeman  Electric  Co.,  103  Hawthorn  St., 
Hartford  6,  Conn. 

Automatic  Switch  Co.,  50-56  Hanover  Rd.,  Florham 
Park,  N  J. 

Breeze  Corps.,  Inc.,  700  Liberty  Ave.,  Union,  N.  J. 

Clark  Controller  Co.,  The,  1146  E.  152nd  St.,  Cleveland 
10,  Ohio 

Cutler-Hammer,  Inc.,  411  N  12th  St.,  Milwaukee  1, 
Wis 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif  AOV.  PG.  75. 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Guardian  Electric  Mfg  Co.,  1621  W.  Walnut  St.,  Chi¬ 
cago  12,  III. 

LEACH  CORP.,  LEACH  RELAY  OIV.,  5915  S.  Avalon 
Blvd  ,  Los  Angeles  3,  Calif.  AOV.  PG.  318,  319. 

Lumenite  ElKtronic  Co.,  407  S.  Dearborn  St.,  Chicago 
5,  III. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  100  W 
Oak  St.,  Norristown,  Pa. 

Minncapolit-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 
S.,  Minneapolis  8,  Minn. 

Monitor  Controller  Co.,  99  Grove  St.,  Rockland,  Mass. 

R-B-M  Division,  Essex  Wire  Corp.,  Logansport,  Ind. 

Struthers-Ounn,  Inc.,  Lamb's  Rd.,  Pitman,  N.  J. 

Tammen  A  Denison  Inc.,  4751  N.  Olcott  Ave  ,  Chicago 
31,  III 

WARD  LEONARD  ELECTRIC  CO.,  31  South  St.,  Mt. 
Vernon,  N.  Y  AOV.  PG.  28 

Weltronic  Co.,  19500  W.  Eighth  Mile  Rd ,  Detroit  41, 
Mich. 

Westinghouse  Electric  Corp.,  P  0.  Bex  868,  Pittsburgh 
30,  Pa 


CONTACTS-ffoWrfeW 

Alcon  Metal  Products,  Inc.,  1750  N  Kimball  Ave., 
Chicago  47,  III. 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing 
54,  N.  Y 

Barwood  Mfg.  Co.,  Inc.,  L.  J.,  22  Williams  St., 
Everett  49,  Mass 

BEAD  CHAIN  MFG.  CO.,  110  MounUin  Grove  St., 
Bridgeport  5,  Conn.  ADV.  PG.  517. 

BRAININ  CO.,  C.  S.,  320  Washington  St.,  Mt.  Vernon, 
N.  Y.  AOV.  PG.  547. 

Braun  Tool  A  Instrument  Co.,  Inc.,  H.,  140  Fifth  Ave., 
Hawthorne.  N.  J 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N  Second  Ave  , 
Mt.  Vernon.  N  Y.  ADV.  PG.  572. 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia 
St.,  Meriden,  Conn. 

Contacts,  Inc.,  1100  Silas  Deane  Highway,  Wethersfield, 
Conn. 

Derringer  Metallurgical  Corp.,  8131  Monticello  Ave., 
Skokie.  Ill 

ENGELHARD  INDUSTRIES.  INC.,  (BAKER  CONTACT, 
D  E.  MAKEPEACE  AND  H.  A.  WILSON  DIVS.),  113 
Astor  St.,  Newark  5,  N.  J.  ADV.  PG.  329. 

Garde  Mfg.  Co.,  588  Eddy  St.,  Providence  3,  R.  I. 

General  Control  Company,  1212  Soldiers  Field  Rd.,  Boston 
14,  Mass. 

GENERAL  FINDINGS  A  SUPPLY  CO.,  INDUSTRIAL 
DIV  ,  Attleboro,  Mass.  ADV.  PG.  275. 

GIBSON  ELECTRIC  CO.,  Box  515,  Oelmont,  Pa.  AOV. 
PG  186 

GRAPHITE  METALLIZING  CORP.,  1052  Nepperhan  Ave., 
Yonkers.  N.  Y.  ADV.  PG.  14,  15. 

HK  Metal  Craft  Mfg.  Corp  ,  3775  Tenth  Ave  ,  New 
York  34,  N.  Y. 

Irving  Tool  A  Mfg.  Co.,  1315  Levee  St.,  Dallas  7, 
Texas. 

JOHNSON  A  HOFFMAN  MFG.  CORP.,  11  E.  Second 
St.,  Mineola,  N.  Y.  AOV  PG.  242. 

KEYSTONE  CARBON  CO.,  INC.,  Saint  Marys,  Pa.  ADV. 
PG.  13. 


CONTROLS 


Larson  Instrument  Co.,  24  Orchard  St.,  Tarrytown, 
N.  Y 

LEACH  CORP.,  LEACH  RELAY  DIV.,  5915  S.  Avalon 
Blvd.,  Los  Angeles  3,  Calif.  ADV.  PG.  318,  319. 
Lumenite  Electric  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III. 

Mallory  A  Co.,  Inc.,  P  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Oiv.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mass. 
NEY  CO.,  J.  M.,  P  0  Boa  990,  Hartford  1,  Coon. 
ADV.  PG.  560 

NORTH  ELECTRIC  CO.,  553  S.  Market  St  ,  Gallon, 
Ohio.  ADV.  PG  219 

Ohio  Carbon  Co.,  12508  Berea  Rd.,  Cleveland  11,  Ohio. 
P-M  Nut  Division  of  Waterbury  Pressed  Metal  Co,  300 
Chase  Ave.,  Waterbury,  Conn. 

Permonite  Mfg.  Co.,  444  N.  Lake  Shore  Drive,  Chicago 

II.  III. 

RAYTHEON  MFG.  CO.,  CERAMIC  SALES  DEPT.,  Foundry 
Ave.,  Waltham  54,  Mass.  AOV.  PG.  411. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0. 

Boa  85,  Gardena,  Calif. 

Sinclair  Mfg.  Co.,  Chartley,  Mass. 

Stackpole  Carbon  Co.,  St.  Mary's,  Pa. 

Steel  Co.,  Herman  0.,  Lafayette  Bldg.,  Philadelphia  6, 
Pa. 

Superior  Carbon  Products  Co.,  9115  George  Ave.,  Cleve¬ 
land  5,  Ohio. 

Tech  Laboratories,  Inc.,  Bergen  A  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J. 

Thompson- Bremer  A  Co.,  228  N.  LaSalle  St.,  Chicago, 

III. 

Tricon  Mfg.  Co.,  8012  S.  Wallace  St.,  Chicago  20,  III. 
Ulanet  Co.,  George,  413  Market  St.,  Newark  5,  N.  J. 
Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 


CONTAINIRS-for  Shipping 
Sm  PACKAOINO  MATERIALS 


CONTROLS— Alarm  Sytrem 

ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave., 
Mineola,  N.  Y.  AOV.  PG.  531. 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 

AMERICAN  MACHINE  A  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N  Royal  St.,  Alexandria, 
Va  ADV  PG.  180 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd., 
Chesterland  6,  Ohio.  ADV.  PG.  340. 

Automatic  Switch  Co.,  50-56  Hanover  Rd.,  Florham 
Park,  N.  J. 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 

Bendix  Aviation  Corp.,  Pacific  Div.,  11600  Sherman  Way, 
North  Hollywood,  (iaiif 

BRIGGS  A^OCIATES,  INC.,  10  Dekalb  St.,  Norristown, 
Pa.  AOV.  PG.  578. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Coon. 

Cinema-Television,  Ltd ,  Worsley  Bridge  Rd.,  London, 

S  E.  26,  England. 

Consolidated  Controls  Corp.,  6  Durant  Ave.,  Bethel,  Conn. 

Oevco  Engineering  Inc.,  P.  0.  Box  387,  (laldwell,  N.  J. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Oes  Moines, 
Iowa. 

EPR  Special  Products  Corp.,  675  Barbey  St.,  Brooklyn, 
N.  Y. 

Electronic  Processes  Corp.,  2190  Folsom  St.,  San 
Francisco  10,  Calif. 

Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

Fenwal  Incorporated,  Pleasant  St.,  Ashland,  Mass. 

Guardian  Electric  Mfg.  Co.,  1621  W.  Walnut  St.,  Chi¬ 
cago  12,  III 

HEATH  CO.,  A  SUB.  OF  OAYSTROM,  INC.,  Benton 
Harbor,  Mich.  AOV.  PG.  513. 

Kahn  A  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 

Kidde  A  Co.,  Inc.,  Walter,  477  Main  St.,  Belleville  9, 
N.  J. 

Kirkland  Co.,  H.  R  ,  8  King  St.,  Morristown,  N.  J. 

Kybernetes  Co.,  9  E.  40th  St.,  New  York  16,  N.  Y. 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago 
5,  III 

MAGNETIC  RESEARCH  CORP.,  3160  W.  El  Segundo 
Blvd.,  Hawthorne,  (^alif.  ADV.  PG.  482. 

Master  Specialties  Co.,  956  E.  108th  St.,  Los  Angeles 
59,  Calif. 

Mercoid  Corp.,  4201  Belmont  Ave.,  Chicago  41,  111. 

Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 
S.  Minneapolis  8.  Minn. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Miratel,  Inc.,  1080  Dianne  St.,  St.  Paul,  Minn. 

Missouri  Research  Labs.,  Inc.,  2109  Locust  St.,  St. 
Louis  3,  Mo. 

Mobil  Electronics  Mfg.  Co.,  1111  StaU  Rd.,  67E, 
Anderson,  Ind. 

Moore  Associates,  2628  Spring  St.,  Redwood  City,  Calif. 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon, 
Ohio.  AOV.  PG.  219. 

O'Brien  Electric  Corp.,  6514  Santa  Monica  Blvd.,  Holly¬ 
wood,  18,  Calif. 

PARAPLEGICS  MFG.  CO.,  INC.,  10068  Franklin  Ave, 
Franklin  Park,  III.  ADV.  PG.  22. 

Photobcll  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y. 

Reynolds  Electric  Co.,  3000  River  Rd.,  River  Grove,  III. 

Russell  A  Stoll  Co.,  Inc.,  125-6  Barclay  St.,  New  York 
7,  N.  Y. 
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CONTROLS 


SUtor  Electric  Corp.,  46-25  58th  St.,  Woodside,  N.  Y. 
Tammen  &  Denison  Inc.,  4751  N.  Olcott  Ave.,  Chicago 
31,  III. 

United  Control  Corp.,  4540  Union  Bay  Place,  Seattle  5, 
Wash. 

United  Electric  Controls  Co.,  85  School  St.,  Watertown 
72,  Mass. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
ADV.  PG.  228. 

Vapor  Heating  Corp.,  6420  W.  Howard  St.,  Chicago  31, 
III. 

Vector  Associates  Inc.,  1007  Atlantic  Ave.,  Brooklyn 
38,  N.  Y. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust 
St.,  St.  Louis  3,  Mo. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  ADV.  PG.  346. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 

30,  Pa. 

Worner  Electronic  Devices,  Rankin,  III. 

CONTROLS— Automoeic  Tuning 
BOWMAR  INSTRUMENT  CORP.,  8000  Bluffton  Rd., 
Fort  Wayne,  Ind.  ADV.  PG.  484. 

Oevco  Engineering  Inc.,  P.  0.  Box  387,  Caldwell,  N.  J. 
EASTERN  INDUSTRIES,  INC.,  100  Skiff  St.,  Hamden, 
Conn.  ADV.  PG.  49. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Tammen  &  Denison  Inc.,  4751  N.  Olcott  Ave.,  Chicago 

31,  III. 


CONTROLS— Automatic  Voltago  Rugulating 

AIrmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave.,  Milwau¬ 
kee  4,  Wis.  ADV.  PG.  421. 

Allis-Chalmers  Mfg.  Co.,  935  S.  70th  St.,  Milwaukee 
1,  Wis. 

American  Rectifier  Corp.,  95  Lafayette  St.,  New  York 
13,  N.  Y. 

American  Research  &  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

Blue  M  Electric  Co.,  13Bth  &  Chatham  St.,  Blue  Island, 
III. 

Bogue  Electric  Mfg.  Co.,  52  Iowa  Ave.,  Paterson  3, 
N.  J. 

Bone  Engineering  Corp.,  701  W.  Broadway,  Glendale  4, 
Calif. 

BRIGGS  ASSOCIATES  INC.,  10  Dekalb  St.,  Norristown, 
Pa.  ADV.  PG.  578. 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

Central  Transformer  Co.,  910  W.  Jackson  Blvd.,  Chicago, 
III. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London 
S.  E.  26,  England. 

Cline  Electric  Mfg.  Co.,  3405  W.  47th  St.,  Chicago, 
III. 

Electric  Auto-Lite  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio 

Electric  Regulator  Corp.,  Pearl  St.,  Norwalk,  Conn. 

Electric  Storage  Battery  Co.,  Exide  Industrial  Div.,  42 
S.  15th  St.,  Philadelphia  2,  Pa. 

Electronic  Measurements  Co.,  Inc.,  Lewis  St.  &  Maple 
Ave.,  Eatontown,  N.  J. 

Gates  Radio  Co.,  Quincy,  III. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y.  ADV.  PG.  536. 

KEPCO  LABS.,  INC.,  131-38  Sanford  Ave.,  Flushing  55, 
N.  Y.  ADV.  PG.  289,  290. 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  St.,  New 
York  55.  N.  Y,  ADV.  PG.  286. 

MAGNETIC  RESEARCH  CORP.,  3160  W.  El  Segundo 
Blvd.,  Hawthorne,  Calif.  ADV.  PG.  482. 

National  Coil  Co.,  P.  0.  Box  1237,  Sheridan,  Wyo. 

OPAD  ELECTRIC  CO.,  69-5  Murray  St.,  New  York  7, 
N.  Y.  ADV.  PG.  521. 

PERKIN  ENGINEERING  CORP.,  345  Kansas  St.,  El 
Segundo,  Calif.  ADV.  PG.  496. 

Power  Supplies,  Inc.,  1007  Olive  St.,  Highland,  III. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cam¬ 
bridge,  England 

Rytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North  Holly¬ 
wood,  Calif. 

Servomex  Controls  Ltd.,  Crowborough,  Sussex,  England. 

SORENSEN  &  CO.,  INC.,  Richards  Ave.,  Norwalk,  Conn. 
ADV.  PG.  91-96. 

Stator  Electric  Corp  46-25  58th  St.,  Woodside,  N.  Y. 

SUPERIOR  ELECTRIC  CO.,  THE,  83  Laurel  St.,  Bristol, 
Conn.  ADV.  PG.  180-184. 

Tammen  &  Denison  Inc.,  4751  N.  Olcott  Ave.,  Chicago 
31,  III. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  ADV.  PG.  511. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
Ville,  N.  Y.  ADV.  PG.  323. 

Tel-Instrument  Electronics  Corp.,  728  Garden  St., 
CarlsUdt,  N.  J. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13, 

111. 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas. 
ADV.  PG.  454. 


VEC  TROL  ENGINEERING  INC.,  P.  0.  Box  1089,  Stam¬ 
ford,  Conn.  ADV.  PG.  456. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3,  Mo. 

Wac  Line,  Inc.,  35  S.  St.  Claire  St.,  Dayton  2,  Ohio. 

WALLSON  ASSOCIATES  LTD.,  963  Frelinghuysen  Ave., 
Newark  5,  N.  J.  ADV.  PG.  441. 

Warren  Mfg.  Co.,  Inc.,  The,  Newton  Rd.,  Littleton, 
Mass. 

Weltronic  Co.,  19500  W.  Eight  Mile  Rd.,  Detroit  41, 
Mich. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

Wickes  Engineering  &  Construction  Co.,  12th  St.  &  Ferry 
Ave.,  Camden  4,  N.  J. 


CONTROLS- CopocifaiK*  OporolMf 

Aeronautical  &  Instrument  Div.  of  Robertshaw-Fulton 
Controls  Co.,  Santa  Ana  Freeway  at  Euclid  Ave., 
Anaheim,  Calif. 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

LEACH  CORP.,  LEACH  REUY  DIV.,  5915  S.  Avalon 
Blvd.,  Los  Angeles  3,  Calif.  ADV.  PG.  318,  319. 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago 
5,  III. 

Machinery  Electrification,  Inc.,  56  Hudson  St.,  Northboro, 
Mass. 

Magnetic  Instruments  Co.,  546  Commerce  St.,  Thorn- 
wood,  N.  Y. 

Niagara  Electron  Labs.,  Main  &  Greenwood  Sts.,  Andover, 
N.  Y. 

Nuclear-Electronics  Corp.,  2925  N.  Broad  St.,  Phila¬ 
delphia  32,  Pa. 

Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y. 

Trimount  Instrument  Co.,  3119  W.  Lake  St.,  Chicago 
12,  III. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  ADV.  PG.  346. 


CONTROLS-Chamicol 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

Automatic  Switch  Co.,  50-56  Hanover  Rd.,  Florham  Park, 
N.  J. 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Devco  Engineering  Inc.,  P.  0.  Box  387,  Caldwell,  N.  J. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.4,  Eng¬ 
land 

Foxboro  Co.,  The,  Foxboro,  Mass. 

La  Matte  Chemical  Products  Co.,  Chestertown,  Md. 

Leeds  &  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

Lumenite  Electric  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III. 

Niagara  Electron  Labs.,  Main  &  Greenwood  Sts.,  And¬ 
over,  N.  Y. 

Tammen  &  Denison  Inc.,  4751  N.  Olcott  Ave.,  Chicago 
31,  III. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  ADV.  PG.  346. 

Wallace  &  Tiernan,  Inc.,  25  Main  St.,  Belleville  9,  N.  J. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 


CONTROIS-Conducliviry 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Devco  Engineering  Inc.,  P.  0.  Box  387,  Caldwell,  N.  J. 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.4,  Eng¬ 
land 

Foxboro  Co.,  The,  Foxboro,  Mass. 

Industrial  Instruments,  Inc.,  89  Commerce  Rd.,  Cedar 
Grove,  N.  J. 

LEACH  CORP.,  LEACH  RELAY  DIV.,  5915  S.  Avalon 
Blvd.,  Los  Angeles  3,  Calif.  ADV.  PG.  318,  319. 

Leeds  &  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

Machinery  Electrification,  Inc.,  56  Hudson  St.,  North- 
boro,  Mass. 

Niagara  Electron  Labs.,  Main  &  Greenwood  Sts.,  And¬ 
over,  N.  Y. 

Trimount  Instrument  Co.,  3119  W.  Lake  St.,  Chicago 
12,  III. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  ADV.  PG.  346. 


CONTROLS— Counfing  S  Sorting 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 

Automatic  Timing  &  Controls  Inc.,  King  of  Prussia,  Pa. 

Autron  Engineering,  Inc.,  1254  W.  Sixth  St.,  Lot 
Angeles  17,  Calif. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  ADV.  PG.  466. 

Beckman/Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif. 

Bendix  Aviation  Corp.,  Cincinnati  Div.,  3130  Watson 
Rd.,  Cincinnati  8,  Ohio. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England. 


1958-1959  LISTINGS  of 


Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E.  26,  England. 

Oatascan  Inc.,  48  Notch  Rd.,  Little  Falls,  N.  J. 

Daytronic  Corp.,  216  S.  Main  St.,  Dayton,  Ohio. 

Devco  Engineering  Inc.,  P.  0.  Box  387,  Caldwell,  N.J. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Det  Moines, 
Iowa. 

Eagle  Signal  Corp.,  Moline,  III. 

Electrical  Service  Co.,  1271  Mission  St.,  San  Francisco, 
Calif. 

Electro  PrKitlon  Corp.,  Box  669,  Arkadelphia,  Ark. 

Electro  Products  Labs.,  4501  N,  Ravenswood  Ave., 
^Icago  40,  III. 

Electronic  Control  Corp.,  1573  E.  Forest  St.,  Detroit  7, 
Mich. 

Electronic  Control  Systems  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 

Electronic  Processes  Corp.,  2190  Folsom  St.,  San 
Francisco  10,  Calif. 

Elesta  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragai, 
Switnriand. 

Css  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergen- 
field,  N.J. 

GENERAL  CONTROLS  CO.,  801  Ailen  Ave.,  Glendale  1, 
Calif.  ADV.  PG.  75. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  V. 

Guardian  Electric  Mfg.  Co.,  1621  W.  Walnut  St.,  Chi¬ 
cago  12,  III. 

Hagen  Mfg.  Co.,  Inc.,  202  20th  St.,  Moline,  III. 

Haydon  Instrument  Co.,  156  W.  Liberty  St.,  Water¬ 
bury  20,  Conn. 

I-L-S  Instrument  Corp.,  4525  W.  160th  St.,  Cleve¬ 
land  11,  Ohio. 

Industrial  Electronic  Engineers,  3973  Lankershim  Blvd , 
North  Hollywood,  Calif. 

Industrial  Electronics,  Inc.,  8060  Wheeler  St.,  Detroit 
10,  Mich. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG  125 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon,  Ohio. 
ADV.  PG.  219. 

Pantek  Co.,  Box  212,  El  Segundo,  Calif. 

Photoswitch  Div.,  Electronics  Corp.  of  America,  One 
Memorial  Drive,  Cambridge  42,  Mass. 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnyside  Blvd., 
Plainview,  N.  Y.  ADV.  PG.  545. 

Production  Instruments  Div.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III. 

Ram  Meter  Co.,  Inc.,  1100  Hilton  Rd.,  Ferndale, 

Detroit  20,  Mich. 

RIPLEY  CO.,  INC.,  Middletown,  Conn.  ADV.  PG.  564. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

SYSTRON  CORP.,  2055  Concord  Blvd.,  Concord,  Calif. 

ADV.  PG.  368. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13, 
III. 

Vector  Associates  Inc.,  1007  Atlantic  Ave.,  Brooklyn 

38,  N.  Y. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  ADV.  PG.  346. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  G 
SONS,  Wolf  Hill  Rd.,  Huntington  SUtlon,  N.  Y. 
ADV.  PG.  394C. 

Wang  Laboratories,  Inc.,  37  Hurley  St.,  Cambridge  41, 
Mass. 

Weltronic  Co.,  19500  W.  Eight  Mile  Rd.,  Detroit  41, 
Mich. 

Worner  Electronic  Devices,  Rankin,  III. 

CONTROIS-Oentily 
Soo  CONTROlS-SpecMe  Oravity 

COWTROIS-Oimension 

BRIGGS  ASSOCIATES  INC.,  10  Dekalb  St.,  Norristown, 
Pa.  ADV.  PG.  578. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Daytronic  Corp.,  216  S.  Main  St.,  Dayton,  Dhla. 

Electronic  Processes  Corp.,  2190  Folsom  St.,  San  Fran¬ 
cisco  10,  Calif. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

Industrial  Electronics,  Inc.,  8060  Wheeler  St.,  Detroit 
10,  Mich. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

Pratt  A  Whitney  Co.,  Inc.,  Charter  Oak  Blvd.,  West 
Hartford  1,  Conn. 

Standard  Electronics  Research  Corp.,  2  East  End  Ave., 
New  York  21,  N.  Y. 

WALDORF  INSTRUMENT  CO.,  OlV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C. 

Worner  Electronic  Devices,  Rankin,  III. 

CONTROIS-Do«r 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave.,  Mil¬ 
waukee  4,  Wis.  ADV.  PG.  421. 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England. 

Calbest  Electronics  Co.,  4801  Exposition  Blvd.,  Los 
Angeles  16,  Calif. 

Clark  Controller  Co.,  1146  E.  1542nd  St.,  Cleveland  10, 
Ohio. 

Continental  Communications,  Inc.,  452  W.  Chicago  Ave., 
Chicago  10,  III. 

Continental  Manufacturing,  Inc.,  1612  Callfomla  St., 
Omaha,  Neb. 

Electrical  Service  Co.,  1271  Mission  St.,  San  Fran¬ 
cisco,  Calif. 
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ELECTRONIC  and  ALLIED 


€l«ctro-Snap  Switch  Mf9.  Co.,  0218  W.  Like  St., 
Chicogo  24,  III. 

PARAPLEGICS  MFG.  CO.,  INC.,  10068  Frinklin  Ave., 
Franklin  Park,  III.  ADV.  PG.  22. 

Perma-Pow»r  Co.,  3100  N.  Eliton  Ay*.,  Chicago  18,  III. 
Photobell  Co.,  Inc.,  43  Vnry  St.,  N*w  York  7,  M.  V. 
Stanley  Work],  Th(,  Nrw  Britain,  Conn. 

Tramline  Associates,  63  Summit  St.,  Newark  3,  N.  J. 
United  Electric  Controls  Co.,  83  School  St.,  Watertown 
72,  Mass. 

Vinson  Co.,  E.  R.,  1401  Middle  Harbor  Rd.,  Oakland, 
Calif. 

Wells-Gardner  &  Co.,  2701  N.  Kildare  Ave.,  Chicago  36, 
III. 


CONTROIS-Eloctric  OC  Atefor 
ALLEN-BRADLEY  CO.,  136  W.  Greenheld  Aye.,  Mil¬ 
waukee  4,  WIs.  ADV.  PG.  421. 

Arrterican  Rectifier  Corp.,  63  Lafayette  St.,  New  York 
13,  N  Y. 

Arrow-Hart  &  Hegeman  Electric  Co.,  103  Hawthorne  St., 
Hartford  6,  Conn. 

Automatic  Switch  Co.,  30-36  Hanover  Rd.,  Florham 
Park,  N.  J. 

Soehm  Co.,  R.  A.,  58  Brooklyn  Ave.,  Merrick,  N.  Y. 
Bristol  Co.,  The,  P.  0.  Boa  1760  EBG,  Waterbury  20, 
Conn. 

British  Thomson- Houston  Co.,  Ltd.,  Rugby,  England. 

Cadre  Industries  Corp.,  Box  130,  EndiCOtt,  N  Y. 

Clark  Controller  Co.,  1146  E.  132nd  St.,  Cleveland  10, 
Ohio. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

Electric  Regulator  Corp.,  Pearl  St.,  Norwalk,  Conn. 
Fairfield  Engineering  Corp.,  634  Hope  St.,  Springdale, 
Conn 

Garrett  Corp.,  The,  6831  Sepulveda  Blvd.,  Los  Angeles 
43,  Calif. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  ADV  PG.  73. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  3,  N.  V. 

Globe  Industries,  Inc.,  P.  0.  Box  101,  North  Dayton 
Station,  Dayton  4,  Ohio. 

Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn, 

,  N.  J. 

■  Guardian  Electric  Mfg.  Co.,  1621  W.  Walnut  St.,  Chi¬ 

cago  12,  IM. 

Heinr  Mueller  Engineering  Co.,  Inc.,  1606  N.  Cicero 
Ave.,  Chicago  36,  III. 

Heller  Co.,  Gerald  K.,  1816  Industrial  Rd ,  Las 
Vegas,  Nev 

"novee  Electric  Co.,  2100  S.  Stoner  Ave.,  Los  Angeles 
73,  Calif. 

intercontinental  Dynamics  Corp.,  170  Coolidge  Ave., 
Englewood,  N  J 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 
Bergen,  N.  J.  ADV.  PG.  10,  11. 
each  Corp.,  Inet  Div.,  18433  Susana  Rd.,  Compton, 
Calif. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV  PG.  123 

^  't.irhioery  f lectrificalioo,  Inc.,  36  Hudson  St.,  North- 

boro  Mass 

magnetic  amplifiers,  INC.,  632  TInton  Ave,  New 
York  33,  N  Y.  ADV.  PG.  286. 

Vann. eg.  Maxwell  &  Moore,  Inc.,  Industrial  Controls 
Div.,  230  E.  Main  St.,  Stratford,  Conn. 
Minneapolis-Honeywell  Regulator  Co.,  2733  Fourth  Ave., 
S.  Minneapolis  8,  Minn 

k  Mini<r*polis-Honeywell  Regulator  Co.,  Aeronautical  Div., 

7600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

MODEL  RECTIFIER  CORP.,  1063  Utica  Ave.,  Brooklyn 
1,  N  Y  ADV  PG.  347 

:  OHMITE  MFG.  CO.,  3601  Howard  St ,  Skokie,  III.  ADV. 

PG.  700,  701. 

1  OPAO  ELECTRIC  CO.,  66-3  Murray  St.,  New  York  7, 

i  N.  Y  ADV.  PG.  321. 

p  Power  Supplies,  Inc.,  1007  Olive  St.,  Highland,  III. 

I  Production  Instruments  Div.,  General  Controls  Co.,  8080 

I  McCormick  Blvd.,  Skokie,  III. 

Reynolds  Electric  Co.,  3000  River  Rd.,  River  Grove,  III. 
Pytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North  Holly¬ 
wood,  Calif 

Servomex  Controls  Ltd.,  Crowborough,  Sussex,  England, 
ifrvospeed  Div.  of  Electro  Devices,  Inc.,  4  Godwin  Ave., 
Paterson,  N.  J. 

Servo-Tek  Products  Co.,  Inc.,  1086  Goffte  Rd ,  Haw¬ 
thorne.  N  J. 

Square  0  Co.,  4041  N  Richards,  Milwaukee  12,  Wis. 
r  Stator  Electric  Corp.,  46-23  58th  St.,  Woodslde,  N.  Y. 

Tammen  &  Denison  Inc.,  4751  N  Olcott  Ave.,  Chicago 
,  31,  III. 

I  Universal  Match  Corp.,  Avionics  Dept.,  4407  Cook  Ave., 

St.  Louis  13,  Mo. 

I  VARO  MFG  CO.,  2201  Walnut  St.,  Garland,  Texas. 

ADV  PG  454 

VECTROL  ENGINEERING  INC.,  P.  0.  Box  1086,  Stam¬ 
ford,  Conn  ADV  PG.  436. 

Vickers  Electric  Division,  Vickers,  Inc.,  1823  Locust 
St.,  St  Louis  3,  Mo. 

WacLine  Inc.,  33  S.  St.  Claire  St.,  Dayton  2,  Ohio 
WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  V. 
ADV  PG  364C 

WARD  LEONARD  ELECTRIC  CO.,  31  South  St.,  Mt. 

Vernon,  N.  V.  ADV  PG.  28. 

Weltronic  Co.,  16300  W.  Eight  Mile  Rd.,  Detroit  41, 
Mich. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
i  30,  Pa. 


PRODUCTS 


CONTROIS-Elecfrenic  AC  Mofer  Speexf 

American  Rectifier  Corp.,  63  Lafayette  St.,  New  York 
13,  N.  Y. 

American  Research  &  Mfg.  Corp.,  620  Halpine  Ave., 
Rockville,  Md. 

Arrow-Hart  A  Hegeman  Electric  Co.,  103  Hawthorn  St., 
Hartford  6,  Conn. 

Automatic  Switch  Co.,  50-36  Hanover  Rd.,  Florham  Park, 
N.  J. 

Automatic  Timing  A  Controls,  Inc  ,  King  of  Prussia,  Pa. 

Bill  Jack  Scientific  Instrument  Co.,  P.  0.  Box  C-3, 
Solana  Beach,  Calif. 

Bristol  Co.,  The,  P.  0.  Box  1760  EBG,  Waterbury  20, 
Conn. 

C.G.S.  Laboratories,  Inc.,  361  Ludlow  St.,  Stamford, 
Conn. 

CLARK  ELECTRONIC  UBS.,  Box  163,  Palm  Springs, 
Calif. -ADV.  PG.  527. 

Cutler -Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

Dynapar  Corp.,  3130  Church  St.,  Skokie,  III. 

Electric  Regulator  Corp.,  Pearl  St.,  Norwalk,  Conn. 

Electronic  Control  Systems  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 

Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

Fairfield  Engineering  Corp.,  634  Hope  St.,  Springdale, 
Conn. 

Garrett  Corp.,  The,  6831  Sepulveda  Blvd.,  Los  Angeles  45, 
Calif. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N  V. 

GENERAL  RADIO  CO.,  273  Masachusetts  Ave.,  Cambridge 
36,  Mass  ADV.  PG.  178,  176 

Guardian  Electric  Mfg.  Co.,  1621  W.  Walnut  St.,  Chi¬ 
cago  12,  III. 

Hanson-Gorrill-Brian,  Inc.,  83  Hazel  St.,  Glen  Cove, 
N.  V. 

Heinz  Mueller  Engineering  Co.,  Inc.,  1606  N  Cicero 
Ave.,  Chicago  36,  III. 

Heller  Co.,  Gerald  K.,  1816  Industrial  Rd.,  Las  Vegas, 
Nev 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 
Bergen,  N  J  ADV.  PG.  10,  11. 

Leach  Corp  .  Inet  Div.,  18433  Susana  Rd.,  Compton,  Calif. 

LIBRASCOPE,  INC.,  808  Western  Ave,  Glendale,  Calif 
ADV  PG.  125. 

MAGNETIC  AMPLIFIERS,  INC.,  632  TInton  Ave.,  New 
York  55,  N  Y.  ADV  PG.  286. 

Manning,  Maxwell  A  Moore,  Inc.,  Industrial  Controls 
Div.,  230  E.  Main  St.,  Stratford,  Conn. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn 

Power  Supplies,  Inc.,  1007  Olive  St.,  Highland,  III. 

Robinette  Co.,  W.  C.,  802  Fair  Oaks  Ave.,  South  Pasa¬ 
dena,  Calif. 

Rytron  Co.,  Inc.,  7303  Lankershim  Blvd  ,  North  Holly¬ 
wood,  Calif. 

Servo-Tek  Products  Co.,  Inc.,  1086  Goffle  Rd.,  Haw¬ 
thorne,  N  J. 

Servospeed  Div.  of  Electro  Devices,  Inc.,  4  Godwin  Ave., 
Paterson,  N.  J. 

Square  D.  Co.,  4041  N.  Richards,  Milwaukee  12.  Wis. 

Tammen  A  Denison  Inc.,  4731  N.  Olcott  Ave.,  Chicago  31, 
III. 

Thompson  Products,  Inc.,  Electronics  Div,  2166  Clark- 
wood  Ave.,  Cleveland  3,  Ohio. 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland.  Texas. 
ADV.  PG  434 

VEC  TROL  ENGINEERING  INC.,  P.  0  Box  1086,  Stam¬ 
ford,  Conn  ADV.  PG.  436 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3,  Mo. 

WacLIne,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Weltronic  Co.,  16500  W.  Eight  Mile  Rd.,  Detroit  41, 
Mich. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

Winterburn  Mfg.  Co.,  P.  0.  Box  386,  Putnam,  Conn. 


CONTROLS— Elovofor  lovoling 

Airtomatic  Switch  Co.,  50-56  Hanover  Rd.,  Florham 
Park,  N.  J. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  V. 

Guardian  Electric  Mfg.  Co.,  1671  W.  Walnut  St  ,  Chi¬ 
cago  12,  III. 

Liimenite  Electric  Co.,  407  S.  Dearborn  St.,  Chicago 
5,  III. 

Machinery  Electrification,  Inc.,  36  Hudson  St.,  Northboro, 
Mass. 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon,  Ohio. 
ADV  PG.  216. 

Stator  Electric  Corp.,  46-25  38th  St.,  Woodslde,  N.  Y. 


CONTROIS-Fifm  TIliekiMSS 

Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia,  Pa. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631  Cen¬ 
tral  Ave.,  Carlstadt,  N.  J.  ADV.  PG  364A 

Electric  Eye  Equipment  Co.,  1638  E.  Fairchild  St.,  Dan¬ 
ville,  III. 

Ess  Specialty  Corp.,  66  S.  Washington  Av.,  Bergenfield, 
N.  J. 

Gordon  Enterprises,  5362  N.  Cahuenga  Blvd.,  North 
Hollywood,  Calif. 

Niagara  Electron  Labs.,  Main  A  Greenwood  Sts.,  Andover, 
N.  V. 

Nuclear  Corp.  of  America,  400  Park  Ave.,  Nrw  York  22, 
N.  Y. 


CONTROLS 


Ohmart  Corp.,  The,  Box  67-E,  SU.  B.,  Cincinnati,  Ohio. 
Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y. 
Research  Industrial  Laboratorie*  of  Electronics,  Roslyn, 
Pa. 

Standard  Electronics  Research  Corp.,  2  East  End  Av*., 
New  York  21,  N.  Y. 

Tammen  A  Denison  Inc.,  4751  N.  Olcott  Ave.,  Chicago  31, 
III. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  SUtion,  N.  Y.  ADV. 
PG.  364C. 


CONTROLS— Flomo  Foiluro 

Bailey  Meter  Co.,  1030  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 

Bristol  Co.,  The,  P.  0.  Box  1760  EBG,  Waterbury  20, 
Conn. 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England. 

Combustion  Control  Div.,  Electronics  Corp.  of  America, 
77  Broadway,  Cambrld^  42,  Mass. 

Electron-Radar  Products,  P.  0.  Box  50,  Route  #30, 
North  Aurora,  III. 

Elesta  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragaz, 

Ess  Specialty  Corp.,  66  S.  Washington  Av*.,  Bergenfield, 
N  J. 

Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W.  4,  England. 
Switzerland. 

Fenwal  Incorporated,  Pleasant  St.,  Ashland,  Mass. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  ADV.  PG.  7S. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Lumenite  Electronic  Ca.,  407  S.  Dearborn  St.,  Chicago 
5,  III. 

Manning,  Maxwell  A  Moore,  Inc.,  Industrial  Controls 
Div.,  250  E.  Main  St.,  Stratford,  Conn. 

Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 
S.  Minneapolis  8,  M<nn. 

Minneapolis-Honeywell  Regulator  Co.,  Industrial  Div., 
Seventh  A  Grange  Sts.,  Philadelphia  44,  Pa. 

Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y. 

Photo  Crystals,  Inc.,  15  S.  First  St.,  Geneva,  III. 

Production  Instruments  Div.,  General  Controls  Co.,  8080 
McCormick  Blvd  Skokie,  III. 

VICTORY  engineering  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  ADV.  PG.  346. 

Womer  Electronic  Devices,  Rankin,  III. 


CONTROLS— FlexibI*  Akochonicof  Push-Pull 
American  Chain  A  Cable  Co.,  Inc.,  601  Stephenson  Blvd., 
Detroit  2,  Mich. 

Consolidated  Controls  Corp.,  6  Durant  Av*.,  Bethel,  Conn. 
Electro-Snap  Switch  Mfg.  Co.,  4218  W.  Lake  St.,  Chi¬ 
cago  24,  III. 

Kupfrian  Mfg.  Corp.,  368  State  St.,  Binghamton,  N.  Y. 
Simmonds  Aerocessories,  Inc.,  Tarrytown,  N.  Y. 

STEWART  CORP.,  F.  W.,  4311  Ravenswood  Av*.,  Chi- 
cago  13,  III.  AOV.  PG.  460 


CONTROLS— Ffurd  Conelucfivify 

Bristol  Co.,  The  P.  0.  Box  1760  EBG,  Waterbury  20, 
Conn. 

Foxboro  Co.,  The,  Foxboro.  Mass. 

Industrial  Instruments,  Inc.,  86  Commerce  Rd.,  Cedar 
Grove,  N.  J. 

Leeds  A  Northrop  Co.,  4670  Stenton  Ave.,  Philadelphia 
44,  Pa. 

Machinery  Electrification,  Inc.,  56  Hudson  St.,  Northboro, 
Mass. 

Niapara  Electron  Labs.,  Main  A  Greenwood  Sts.,  Andover, 
N.  Y, 

Production  Instruments  Die.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III. 

Trimojnt  Instrument  Co.,  3116  W.  Lake  St.,  Chicago  12, 
III. 

United  Aircraft  Products,  Inc.,  1116  Bolander  Av*., 
Dayton  1  Ohio. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union.  N.  J  AOV.  PG  .346 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  364C. 

Wayne  Kerr-E.I.L.,  P.  0.  Box  801,  Philadelphia  5,  Pa. 


CONTROIS-Ffuid  Flow 

ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave.,  Mlne- 
ola,  N  Y.  AOV.  PG.  531. 

American  Measurement  A  Control,  Inc.,  240  Calvary  St., 
Waltham  34,  Mass. 

Askania  Regulator  Co.,  240  E.  Ontario  St.,  Chicago  11, 
III. 

Automatic  Switch  Co.,  50-56  Hanever  Rd.,  Florham  Park, 
N.  J. 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 

Bendix  Aviation  Corp.,  Pacific  Div.,  11600  Sherman 
Way,  North  Hollywood,  Calif. 

Breeze  Corps.,  Inc.,  700  Liberty  Ave.,  Union,  N.  J. 

Bristol  Co.,  The,  P.  0  Box  1760  EBG,  Waterbury  20, 
Conn 

EASTERN  INDUSTRIES,  INC.,  100  Skiff  St.,  Hamden, 
Conn.  ADV.  PG.  46. 

Electronic  Control  Systems  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 

Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

Fischer  A  Porter  Co.,  476  Warminster  Road,  Hatboro, 
Pa. 

Foxboro  Co.,  The.  Foxboro,  Mass 
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Fulton  Sylphon  Oiv.,  Robertshaw-Fulton  Controls  Co., 
Knoxville  1,  Tenn. 

Garrett  Corp.,  The,  98S1  Sepulveda  Blvd.,  Los  Angeles 

45,  Calif. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  AOV.  P6.  75. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  V. 

Gilmore  Industries,  Inc.,  5713  Euclid  Ave.,  Cleveland  3, 
Ohio. 

Gom  Electric  Co.,  Inc.,  Main  St.,  Stamford,  Conn. 

Hallamore  Elearonics  Co.,  8352  Brookhurst  Ave.,  Ana¬ 
heim,  Calif. 

Hays  Mfg.  Co.,  818  W.  12th  St.,  Erie,  Pa. 

Industrial  Dewlopment  Labs.,  Inc.,  17  Pollock  Ave., 
Jersey  City  5,  N.  J. 

Leeds  &  Northrop  Co.,  4070  Stenton  Ave.,  Philadelphia 
44,  Pa. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
AOV.  PG.  125. 

Manning,  Maxwell  &  Moore,  Inc.,  Industrial  Controls 

Oiv.,  250  E.  Main  St.,  Stratford,  Conn. 

Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave. 

S.,  Minneapolis  8,  Minn. 

Minneapolis-Honeyweil  Regulator  Co.,  Aeronautical  Oiv., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Moog  Valve  Co.,  Inc.,  Proner  Aii^bort,  East  Aurora, 
N.  V. 

Niagara  Electron  Labs.,  Main  &  Greenwood  Sts., 

Andover,  N.  Y. 

Norwood  Controls  Unit,  Oetroit  Controls  Corp.,  934 

Washington  St.,  Norwood,  Mass. 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York  22, 
N.  Y 

PARAPLEGICS  MFG.  CO.,  INC.,  10068  Franklin  Ave., 
Franklin  Park,  111.  AOV.  PG.  22. 

Potter  Aeronautical  Corp.,  Route  #22,  Union,  N.  J. 

Production  Instruments  Oiv.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III. 

REVERE  CORP.  OF  AMERICA,  SUB.  OF  NEPTUNE 
METER  CO.,  Wallingford  2,  Conn.  AOV.  PG.  492. 

RIPLEY  CO.,  INC.,  Middletown,  Conn.  AOV.  PG.  564 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P  0.  Box  13058,  Houston  19,  Texas. 
AOV.  PG.  347. 

SYSTRON  CORP.,  2055  Concord  Blvd.,  Concord,  Calif 
AOV.  PG.  368. 

Tammen  &  Denison  Inc.,  4751  N.  Olcott  Ave.,  Chicago 
31,  III. 

United  Aircraft  Products,  Inc.,  1116  Bolander  Ave., 
Dayton  1.  Ohio. 

ViaORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  AOV.  PG.  346 

WALDORF  INSTRUMENT  CO.,  OIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
AOV.  PG.  394C. 

Waugh  Engineering  Co.,  9842  Burnet  Ave.,  Van  Nuys, 
Calif. 

Winterburn  Mfg.  Co.,  P.  0.  Box  386,  Putnam,  Conn. 

Worner  Electronic  Devices,  Rankin,  III. 


CONTROLS— Fooof  Procofaing 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.E.  26,  England. 

Devco  Engineering  Inc.,  P.  0.  Box  387,  Caldwell,  N.  J. 

Ess  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergenfield, 
N.  J 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W  4, 
England. 

Fenwal  Incorporated,  Pleasant  St.,  Ashland,  Mass 

Foxboro  Co.,  The,  Foxboro,  Mass 

Fulton-Sylphon  Div.,  RoWtshaw-Fulton  Controls  Co., 
Knoxville  1,  Tenn. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
AOV.  PG.  125. 

Lumenite  Electric  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III. 

Mercoid  Corp.,  4201  Belmont  Ave.,  Chicago  41,  III. 

Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 

S.,  Minneapolis  8,  Minn. 

Ohmart  Corp.,  The,  Box  67-E,  Sta.  B,  Cincinnati,  Ohio. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  AOV.  PG.  346. 

Vinson  Co.,  E.  R.,  1401  Middle  Harbor  Rd.,  Oakland, 
Calif. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 


CONTROLS— Froquancy 

AIRPAX  PRODUCTS  CO.,  Middle  River,  Baltimore  20, 
Md  AOV.  PG.  229-232. 

AIRTRON,  INC.,  1101  W.  Eliiabeth  Ave.,  Linden,  N.  J. 
AOV.  PG.  516. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  AOV.  PG.  103. 

Collins  Carp.,  G.  L.,  2820  E.  Hullet  St.,  Long  Beach  5, 
Calif. 

Computer-Measurements  Corp.,  5528  Vineland  Ave., 
North  Hollywood,  Calif. 

DeMORNAY-BONAROI,  780  S.  Arroya  Parkway,  Pasadena, 
Calif.  AOV.  PG.  98,  99. 

Electric  Regulator  Corp.,  Pearl  St.,  Norwalk,  Conn. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N  , 
St.  Petersburg,  Fla. 

Electronic  Specialty  Co.,  5121  San  Fernando  Rd.,  Los 
Angeles  39,  Calif. 


Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo 

Gyres  Corp.,  3003  Pennsylvania  St.,  Santa  Monica,  Calif. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter- 
national  Airport  Station,  Los  Angeles  45,  Calif.  AOV. 
PG.  105-110. 

Hupp  Instrumation  Oiv.,  Erie-Pacific,  12932  S.  Weber 
Way,  Hawthorne,  Calif. 

Leeds  A  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif 
AOV.  PG.  125. 

MAGNETIC  RESEARCH  CORP.,  3160  W  El  Segundo 
Blvd.,  Hawthorne,  Calif.  AOV.  PG.  482. 

National  Coil  Co.,  P.  0.  Box  1237,  Sheridan,  Wyo 

Pantek  Co.,  Box  212,  El  Segundo,  Calif. 

Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y, 

PITOMETER  LOG  CORP.,  237  Lafayette  St.,  New  York 
12,  N.  Y.  AOV.  PG.  569. 

Power  Supplies,  Inc.,  1007  Olive  St.,  Highland,  III. 

Precision  Crystal  Laboratory,  2223  Warwick  Ave.,  Santa 
Monica,  Calif. 

Ransom  Research,  Box  269,  San  Pedro,  Calif 

RED  BANK  DIVISION,  BENOIX  AVIATION  CORP.,  Rt. 
35,  Eatontown,  N.  J  AOV  PG  89. 

Riverbank  Laboratories,  Dept,  of  Engineering,  P.  0.  Box 
65,  Geneva,  III. 

Robinette  Co.,  W.  C.,  802  Fair  Oaks  Ave.,  South  Pasa¬ 
dena,  Calif. 

Rytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North  Holly¬ 
wood,  Calif. 

Stator  Electric  Corp.,  46-25  58th  St.,  Woodside,  N.  V. 

SYSTRON  CORP.,  2055  Concord  Blvd.,  Concord,  Calif 
AOV  PG.  368. 

Thompson  Products,  Inc.,  Electronics  Oiv.,  2196  Clark- 
wood  Ave.,  Cleveland  3,  Ohio. 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas 
AOV.  PG.  454 

VECTROL  ENGINEERING,  INC.,  P.  0  Box  1089,  Stam¬ 
ford,  Conn.  AOV.  PG.  456. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust 
St.,  St.  Louis  3,  Mo. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  AOV.  PG.  346. 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Waugh  Engineering  Co.,  7842  Burnet  Ave.,  Van  Nuys, 
Calif. 


CONTROLS-Gohi 
Sm  ATTENUATORS 

CONTROLS-Nofll  Trooting 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 

Blue  M  Electric  Co.,  138th  A  Chatham  St.,  Blue 
Island,  III. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Fenwal  Incorporated,  Pleasant  St.,  Ashland,  Mass 

Foxboro  Co.,  The,  Foxboro,  Mass. 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

General  Electric  Co.,  Industrial  Heating  Dept.,  Shelby- 
ville,  Ind. 

Gordon  Co.,  Claud  S.,  3000  S.  Wallace  St.,  Chicago 
16,  III. 

Kelvin  A  Hughes  Ltd.,  New  North  Rd.,  Barkingside, 
Essex,  England. 

Leeds  A  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 

44,  Pa. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y. 

Production  Instruments  Div.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III. 

Servo  Corp.  of  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N  Y. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3,  Mo. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd , 
Union,  N.  J.  AOV.  PG.  346. 

Westinghouse  Electric  Corp.,  P  0.  Box  868,  Pittsburgh 
30,  Pa. 


CONTROLS-HumWity 

American  Instrument  Co.,  8030  Georgia  Ave ,  Silver 
Spring,  Md. 

Barter 'Caiman  Co.,  Dept.  766,  Rockford,  III. 

Blue  M  Electric  Co.,  138th  A  Chatham  St.,  Bitie 
Island,  III. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Controlled  Atmosphere  Enclosures  Corp.,  230-11  laist 
Ave.,  Springfield  Gardens  13,  N.  Y. 

Oatascan,  Inc.,  48  Notch  Rd.,  Little  Falls,  N.  J. 

Electron-Radar  Products,  P.  0.  Box  50,  Route  #30, 
North  Aurora,  III. 

Electronic  Processes  Corp.,  2190  Folsom  St.,  San  Fran¬ 
cisco  10,  Calif. 

El-Tronlcs,  Inc.,  Suburban  Station  Bldg.,  Philadelphia. 
Pa. 

Foxboro  Co.,  The,  Foxboro,  Mats. 

Friez  Instrument  Div.,  Bendix  Aviation  Corp.,  Baltimore 
4,  Md. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 


GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  AOV  PG.  75. 

Industrial  Instruments,  Inc.,  89  Commeru  Rd.,  Cedar 
Grove,  N.  J. 

Kahn  A  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 
Leeds  A  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 

44,  Pa. 

Leonard  Co.,  Inc.,  P.  M.,  1061  E.  8  St.,  Jacksonville 
6,  Fla. 

Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave , 
S.  Minneapolis  8,  Minn. 

Minneapolis-Honeywell  Regulator  Co.,  Industrial  Oiv., 
Seventh  A  Grange  Sts.,  Philadelphia  44,  Pa. 

Niagara  Electron  Labs.,  Main  A  Greenwood  Sts., 
Andover,  N.  V. 

Philadelphia  Scientific  Glass  Co.,  I^akertown,  Pa 
Photo- Crystals,  Inc.,  15  S.  First  St.,  Geneva,  III. 
Serdex,  Inc.,  12  Bowdoin  Square,  Boston,  Mass. 

United  Electric  Controls  Co.,  85  School  St.,  Watertown 
72,  Mass. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd  , 
Union,  N.  J  AOV.  PG.  346 
WALDORF  INSTRUMENT  CO.,  DIV  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
AOV.  PG.  394C. 

Weston  Instruments  Div.  of  Oaystrom,  Inc.,  614  Frellng- 
huysen  Ave.,  Newark  12,  N.  J 


CONTROLS-lllwmlnoflen 

Autotron  Co.,  The.  3629  N.  Vermilion  Danville,  III 

Bristol  Co  ,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn 

Electro-Snap  Switch  Mfg  Co.,  4218  W.  Lake  St., 
Chicago  24,  III. 

Electron -Radar  Products,  P.  0  Box  50,  Route  #30, 
North  Aurora,  III. 

Elesta  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragaz, 
Switzerland. 

Fairfield  Engineering  Corp.,  934  Hope  St.,  Springdale, 
Conn. 

General  ElKtrlc  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd  , 
Schenectady  5,  NY. 

GENERAL  RADIO  CO.,  275  Masuchusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  AOV.  PG  178,  179 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III. 

Master  Specialties  Co.,  956  E.  108th  St.,  Lot  Angeles 
59,  Calif. 

Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave  , 

S.,  Minneapolis  8,  Minn. 

National  Coil  Co  ,  P  0.  Box  1237,  Sheridan,  Wyo 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon,  Ohio 
AOV  PG  219 

Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y. 

Photo  Crystals,  Inc.,  15  S.  First  St.,  Geneva,  III 

Photoswitch  Div.,  Electronics  Corp.  of  America,  One 
Memorial  Drive,  Cambridge  42,  Mass. 

Stator  Electric  Corp,  46-25  58th  St.,  Woodside,  N  Y 

SUPERIOR  ELECTRIC  CO.,  THE,  83  Laurel  St.,  Bristol, 
Conn  AOV.  PG  180-184. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3.  Mo 

VICTORY  ENGINEERING  CORP.,  101  SprIngAeld  Rd., 
Union,  N.  J.  AOV.  PG.  346. 

Weston  Instruments  Oiv.  of  Oaystrom,  Inc,  614 
Frelinghuysen  Ave.,  Newark  12,  N.  J 

Worner  Electronic  Devices,  Rankin,  III 


CONTROLS— Inepoction 

ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave.,  Mlne- 
ola,  N  Y.  AOV  PG  531. 

Advanced  Electronics.  Inc.,  94  Silas  Deane  Highway, 
Rocky  Hill,  Conn. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

BRIGGS  ASSOCIATES,  INC.,  10  Dekalb  St.,  Norrinown, 
Pa.  AOV.  PG.  578 

Oaytronic  Corp.,  216  S.  Main  St.,  Dayton,  Ohio 

Oewo  Engineering  Inc.,  P.  0.  Box  387,  Caldwell,  N.  J. 

Electric  Eye  Equipment  Co.,  1936  E.  Fairchild  St  , 
Danville,  III. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Electronic  Control  Systems  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 

Farnsworth  Electronics  Co.,  Div.  of  ITAT,  3700  E. 
Pontiac  St.,  Fort  Wayne  1,  Ind. 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Hallamore  Electronics  Co.,  8352  Brookhurst  Ave.,  Ana¬ 
heim,  Calif. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
AOV  PG.  125. 

Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y. 

Pratt  A  Whitney  Co.,  Inc.,  Charter  Oak  Blvd.,  West 
Hartford  1,  Conn. 

Servo  Corp.  of  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N.  Y. 

Slaughter  Company,  PIqua  9,  Ohio. 

Standard  Electronics  Research  Corp.,  2  East  End  Ave, 
New  York  21,  N.  Y. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13,  III. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd , 
Union,  N.  J.  AOV.  PG.  346. 

Worner  Electronic  Devices,  Rankin,  III. 


COMTROLS-liquid-levaf 

ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave., 
Mlneola,  N  Y  AOV.  PG  531. 
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Arronautiul  &  Instrunwnt  Div.  of  Robortshaw-Fulton 
Controls  Co.,  Santa  Ana  Fretway  at  Euclid  Avt., 
Anaheim,  Calif. 

Airmec,  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 
ALLEN-BRAOLEY  CO.,  136  W.  Greenfield  Ave.,  Milwaukee 
4,  Wis.  ADV.  PG.  421. 

Askania  Regulator  Co.,  240  E.  Ontario  St.,  Chicago  11, 
III. 

Automatic  Timing  &  Controls,  Inc.,  King  of  Prussia,  Pa 
Amen,  Inc.,  S8-1S  Northern  Bind.,  Woodside  77,  N.  V. 
Bailey  Meter  Co.,  lOSO  Ivanhoe  Rd.,  Cleveland  10,  Ohio 
Bendiv  Aviation  Corp.,  Cincinnati  Oiv.,  3130  Wasson 
Rd.,  Cincinnati  8,  Ohio. 

Gendin  Aviation  Corp.,  Pacific  Div.,  11600  Sherman  Way, 
North  Hollywood,  Calif. 

Blue  M  Electric  Co.,  138th  A  Chatham  St.,  Blue 
Island,  III. 

Bogue  Electric  Mfg.  Co.,  52  Iowa  Ave.,  Paterson  3,  N.  J 
Breeze  Corps.,  Inc.,  700  Liberty  Ave.,  Union,  N  J. 
Bristol  Co,  The,  P.  0.  Bon  1790  EBG,  Waterbury  20, 
Conn. 

Clark  Controller  Co.,  1146  E.  152nd  St.,  Cleveland  10, 
Ohio. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  Carlstadt,  N  J  ADV.  PG.  394A. 

Cutler- Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1,  Wis 
Oatascan,  Inc.,  48  Notch  Pd.,  Little  Falls,  N.  J. 

Devco  Engineering  Inc.,  P.  0.  Bon  387,  Caldwell,  N.  J. 
Dietz  Co.,  Inc.,  Henry  G.,  12-16  Astoria  Blvd.,  Long 
Island  City  2,  N.  Y. 

Elesta  Ltd,  Electronic  Control  Apparatus,  Bad  Ragaz, 
Switzerland. 

Errrshed  A  Vignoles  Ltd.,  Chitwick,  London  W.4, 
England. 

Fenwal  Incorpo'ated,  Pleasant  St.,  Ashland,  Mass. 

Fischer  A  Porter  Co.,  476  Warminster  Road,  Hatboro,  Pa 
Fonboro  Co.,  The,  Fonboro,  Mass. 

Fulton  Sylphon  Div.,  Robertshaw-Fulton  Controls  Co., 
Knonville  1,  Tenn 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  ADV.  PG.  75 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N  V. 

Gilmore  Industries,  5713  Euclid  Ave.,  Cleveland  3,  Ohio. 
Corn  Electric  Co.,  Inc.,  Mam  St.,  Stamford,  Cocm 
Guardian  Electric  Mfg  Co,  1621  W.  Walnut  St.,  Chi¬ 
cago  12,  III 

Isotope  Developments  Ltd ,  Beenham  Grange,  Alder- 
maston  Wharf,  Nr.  Reading,  Berks. 

Liquidometer  Corp.,  The,  Skillman  Ave.  at  36th  St  , 
Long  Island  City  1,  N.  Y. 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago 
5,  111. 

Machinery  Electrification,  Inc.,  56  Hudson  St.,  Northboro, 
Mass. 

Magnetic  Instruments  Co.,  546  Commerce  St.,  Thorn- 
wood,  N.  Y. 

Manning,  Mavwell  A  Moore,  Inc.,  Industrial  Controls  Div., 
250  E.  Main  St.,  Stratford,  Conn. 

Measurement  Engineering,  Ltd,  Arnprior,  Ontario, 
Canada. 

Mercoid  Corp  ,  4201  Bqlmont  Ave.,  Chicago  41,  III. 
Uinneapolis-Honeywell  Regulator  Co ,  2753  Fourth  Ave  , 
S.,  Minneapolis  8,  Minn. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Oiv., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 
Minneapolii-Honeywell  Regulator  Co.,  Industrial  Div  , 
Seventh  A  Grange  Sts.,  Philadelphia  44,  Pa 
NARDA  ULTRASONICS  CORP.,  118-160  Herricks  Rd., 
Dept  EB-I,  Mlneola,  N.  Y.  ADV.  PG.  116 
National  Coil  Co.,  P  0.  Box  1237,  Sheridan,  Wyo. 
Newark  Controls  Co.,  15  Ward  St..  Bloomfield.  N.  J 
Niagara  Electron  Labs.,  Mam  A  Greenwood  Sts.,  An¬ 
dover,  N  Y. 

Norwood  Controls  Unit.  Detroit  Controls  Corp.,  934 
Washington  St.,  Norwood,  Mass 
Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York  22, 
N.  Y 

Nuclear  Research  Corp.,  Southampton,  Pa. 

Ohmart  Corp.,  The,  Box  67-E,  Sta  B,  CirKinnati,  Ohio 
Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y. 
Photoswitch  Div.,  Electronics  Corp  of  America,  One 
Memorial  Drive,  Cambridge  42,  Mass. 

Production  Instruments  Div,  General  Controls  Co.,  8080 
McCormick  Blvd  ,  Skokie,  III. 

REVERE  CORP  OF  AMERICA,  SUB  OF  NEPTUNE 
METER  CO.,  Wallingford  2,  Cwn.  ADV  PG.  492. 
Simmons  Aerocessories  Inc.,  Tarrytown,  N  Y. 

Square  D  Co.,  4041  N  Richards,  Milwaukee  12,  Wis. 
Taller  A  Cooper  Co.,  75  Front  St.,  B-ooklyn  1,  N.  Y. 
Tracerlab,  Inc.,  1601  Trapelo  Rd .  Waltham  54,  Mass. 
Trimount  Instrument  Co.,  3119  W.  Lake  St.,  Chicago  12, 
III. 

United  Control  Corp.,  4540  Union  Bay  Place,  Seattle  S. 
Wash. 

United  Electric  Controls  Co.,  85  School  St.,  Watertown 
72,  Mass. 

U.  S.  Gauge  Div ,  American  Machine  A  Metals,  Inc., 
Sellersville,  Pa. 

VECTROL  ENGINEERING,  INC.,  P.  0.  Box  1089, 
Stamford,  Conn  ADV,  PG.  456. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N  J.  ADV.  PG.  346 
WALDORF  INSTRUMENT  CO.,  OIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd  ,  Huntington  Station,  N.  Y.  AOV. 
PG.  394C. 

Warrick  Co.,  Charles  F.,  1964  W.  Eleven  Mile  Rd., 
Berkley,  Mich. 

Worner  Electronic  Devices,  Rankin,  III. 


PRODUCTS 


CONTROLS— loop  Rapulcrtion 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England. 
CONTROL  ELECTRONICS  CO.,  INC.,  1925  New  York 
Ave.,  Huntington  Station,  N.  Y.  ADV.  PG.  473,  550. 
Electro  Precision  Corp.,  Box  669,  Arkadelphia,  Ark. 
Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W.4,  England. 
Heller  Co.,  Gerald  K.,  1819  Industrial  Rd.,  Las  Vegas, 
Nev. 

KEPCO  LABS.,  INC.,  131-38  Sanford  Ave.,  Flushing  55, 
N  Y.  ADV.  PG.  289,  290 

LIBRASCOPE,  INC.,  608  Western  Ave.,  Glendale,  Calif. 
ADV  PG  125 

MAGNETIC  RESEARCH  CORP.,  3160  W.  El  Segundo 
Blvd.,  Hawthorne,  Calif  AOV.  PG.  482. 

Tammen  A  Denison  Inc.,  4751  N  Olcott  Ave.,  Chicago 
31,  III. 

Teletronic  Laboratories,  IiK.,  1835  W.  Rosecrans  Ave., 
Gardena,  Calif 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas. 
AOV.  PG  454 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3,  Mo. 

Worner  Electronic  Devices,  Rarkm,  III 


CONTROLS— Machine  Sofafy 

ALLEN-BRAOLEY  CO.,  136  W.  Greenfield  Ave.,  Mil¬ 
waukee  4,  W.s  ADV.  PG.  421. 

American  Rectifier  Corp.,  95  Lafayette  St.,  New  York 
13,  N  Y. 

Clark  Controller  Co.,  1146  E.  152nd  St.,  Cleveland  10, 
Ohio. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

Daytronic  Corp.,  216  S.  Main  St  ,  Dayton,  Ohio. 

Devco  Engineering  Inc.,  P.  0  Box  387,  Caldwell,  N  J. 

Electrical  Service  Co.,  1271  Mission  St.,  San  Francisco, 
Calif. 

Electro  Products  Labs.,  4501  N  Ravenswood  Ave.,  Chicago 
40,  III. 

Electronic  Control  Corp  ,  1573  E.  Forest  St.,  Detroit  7, 
Mich. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Modelectric  Products  Corp.,  1500  Bangs  Ave.,  Asbury 
Park,  N.  J. 

Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III. 

Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y. 

RIPLEY  CO.,  INC.,  Middletown,  Conn  ADV  PG  564 

Teletronic  Laboratories,  Inc.,  1835  W  Rosecrans  Ave , 
Gardena,  Calif. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave,  Chicago  13, 
III 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  V. 
AOV  PG  228 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd , 
Union,  N.  J.  ADV  PG.  346. 

Warner  Electric  Brake  A  Clutch  Co.,  Beloit,  Wis. 

Winterburn  Mfg.  Co.,  P.  0.  Box  386,  Putnam,  Conn. 

Worner  Electronic  Devices,  Rankm,  111. 


CONTROLS— Moterioft  Thichnesx 

Askania  Regulator  Co.,  240  E.  Ontario  St.,  Chicago  11, 
III. 

Automatic  Timing  A  Controls,  Inc  ,  King  of  Prussia,  Pa. 

BRIGGS  ASSOCIATES,  INC.,  10  Dekalb  St.,  Nomstown, 
Pa  AOV  PG.  578 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn 

COMPUTER  INSTRUMENTS  CORP  ,  92  Madison  Ave., 
Hempstead,  N  Y  ADV.  PG  573 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  Carlstadt,  N  J,  AOV.  PG  394A 

Daytronic  Corp.,  216  S.  Mam  St.,  Dayton,  Ohm 

Electric  Eye  Equipment  Co.,  1938  E.  Fairchild  St,  Dan¬ 
ville.  III. 

Ess  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergen- 
field,  N  J. 

Foxboro  Co  ,  The,  Foxboro,  Mass. 

Industrial  Electronics  Co.,  Inc  ,  Hanover,  Mass. 

Industrial  Electronics,  Inc.,  8060  Wheeler  St  ,  Detroit 
10,  Mich. 

Isotope  Developments  Ltd  .  Beenh.im  Grange.  Aldermaston 
Wharf  Nr.  Reading,  Berks 

LIBRASCOPE,  INC.,  808  Western  Ave  .  Glendale.  Calif 
ADV  PG.  125 

Ohmart  Corp.,  The,  Box  67-E,  Sta.  B,  Cincinnati,  Ohio 

Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7.  N.  Y. 

Pratt  A  Whitney  Co.,  Inc.,  Charter  Oak  Blvd.,  West 
Hartford  1,  Conn 

Standard  Electronics  Research  Corp.,  2  East  End  Ave., 
New  York  21.  N.  Y 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N  J 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y  ADV. 
PG.  394C. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 


CONTROLS-AUchanicof  Overlood 
ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd., 
Chesterland  6,  Ohio.  ADV.  PG.  340. 

Automatic  Switch  Co.,  50-56  Hanover  Rd.,  Florham 

BRIGGi  ASSOCIATES,  INC.,  10  Dekalb  St.,  Norrlstovm, 
Pa  ADV.  PG.  578 


CONTROLS 


Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Cutler- Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

Devco  Engineering  Inc.,  P.  0.  Box  387,  Caldwell,  N.  J. 
LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV  PG  125 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N  J  AOV  PG.  346 
WALDORF  INSTRUMENT  CO.,  DIV,  OF  F.  C.  HUYCK  A 
SONS,  wolf  Hill  Rd.,  Huntington  Station,  N.  Y.  AOV. 
PG.  394C. 

Winterburn  Mfg.  Co.,  P.  0.  Box  386,  Putnam,  Conn. 


CONTROLS— Atachanicof  Swifeh 

ALLEN-BRAOLEY  CO.,  136  W.  Greenfield  Ave.,  Milwau¬ 
kee  4,  Wis.  AOV.  PG.  421 

Amglo  Corp.,  4333  N.  Ravenswood  Ave.,  Chicaga  13, 
111. 

Automatic  Switch  Co.,  50-56  Hanover  Rd.,  Florham 
Park,  N.  J. 

Axler  Associates,  102-42  43rd  Ave.,  Corona  68,  N.  Y, 

9erfK0  Engineering  Corp.,  2320  S.  Tibbs  Ave.,  Indian¬ 
apolis,  Ind. 

80WMAR  INSTRUMENT  CORP.,  8000  Bluffton  Rd., 
Fort  Wayne,  Ind.  ADV.  PG.  484. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia  St., 
Meriden,  Conn. 

Devco  Engineering  Inc.,  P.  0.  Box  387,  Caldwell,  N.  J. 

Electro-Snap  Switch  Mfg.  Co.,  4218  W.  Lake  St., 
Chicago  24,  III. 

General  Control  Co.,  1212  Soldiers  Field  Rd.,  Boston  34, 
Mass. 

Javex,  P.  0.  Box  646,  Redlands,  Calif. 

Kahn  A  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn, 

Mercoid  Corp  ,  4201  Belmont  Ave.,  Chicago  41,  III. 

NORTH  ELECTRIC  CO.,  553  S  Market  St„  Gallon, 
Ohio.  ADV.  PG.  219 

POLLAK  CORP.,  JOSEPH,  75-99  Freeport  St.,  Dor¬ 
chester  22,  Mass.  ADV.  PG.  358. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0. 
Box  85,  Gardena,  Calif 

Square  D  Co.,  4041  N.  Richards,  Milwaukee  12,  Wis. 

Tech  Laboratories,  Inc.,  Bergen  A  Edsall  Bivds.,  Pali¬ 
sades  Park  N  J 

Ulanet  Co.,  George.  413  Market  St.,  Newark  5,  N.  J. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N  J.  ADV.  PG.  346. 

Westinghouse  Electric  Corp.,  P  0  Box  868,  Pittsburgh 
30,  Pa. 


CONTROLS-Moixiure 

Barber-Colman  Co  ,  Dept  766,  Rxkford,  III. 

Bristol  Co.,  The,  P  0.  Box  1790  EBG,  Waterbury  20, 
Conn 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif 

Controlled  Atmosphere  Enclosures  Corp,,  230-11  141st 
Ave  ,  Springfield  Gardens  13,  N  Y 

DE  MORNAY-BONAROI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif,  ADV.  PG.  98,  99 

Electric  Eye  Equipment  Co.,  1938  E.  Fairchild  St., 
Danville,  III. 

Electron- Radar  Products,  P.  0.  Box  50,  Route  Jt30, 
North  Aurora,  III, 

Foxboro  Co.,  The,  Foxboro,  Mass. 

Garrett  Corp.,  The.  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

Kahn  A  Co.,  Inc.,  541  Windsor  3t.,  Hartford  1,  Conn. 

Leonard  Co.,  Inc.,  P  M.,  1061  E  8  St.,  Jacksonville 
6,  Fla. 

Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 
S.,  Minneapolis  8,  Mmn. 

Moisture  Register  Co.,  1510  W.  Chestnut  St.,  Alhambra, 
Calif. 

Niagara  Electron  Labs.,  Main  A  Greenwood  Sts.,  An¬ 
dover,  N.  V. 

Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y. 

Photo  Crystals,  Inc  15  S.  First  St.,  Geneva.  III. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y.  AOV. 
PG.  394C 


CONTROLS-Oxygon 

Automatic  Switch  Co.,  50-56  Hanover  Rd.,  Florham 
Park  N.  J. 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 
Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn 

Cash  Valve  Mfg.  Corpn.,  A.  W.,  btM5  E.  Wabash, 
Decatur,  III 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Lot  Angelas 
45,  Calif. 

Gow-Mac  Instrument  Co.,  100  Kings  Rd.,  Madison,  N.  J. 
Leeds  A  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 

44,  Pa. 

Leonard  Co.,  Inc.,  P.  M.,  1061  E.  8  St.,  Jacksonville  6, 
Fla. 

Mercoid  Corp.,  4201  Belmont  Ave.,  Chicago  41,  III. 
VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N  J.  ADV.  PG.  346 


CONTROLS— Package  Wrapping 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England. 
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Devco  Enjmeering  Inc.,  P.  0.  Bax  387,  Caldwell,  N.  J, 
Electronic  Machine  Parts,  Inc.,  204-206  Lafayette  St., 
New  York  12,  N.  V. 

Ess  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergenfield, 
N.  J. 

RIPLEY  CO.,  INC.,  Middletown,  Conn.  AOV.  PG.  S64. 
United  Electric  Controls  Co.,  85  School  St.,  Watertown 
72,  Mass. 


CONTROLS-pM 

Allis-Chalmers  Mfj.  Co.,  935  S.  70th  St.,  Milwaukee  1, 
Wis. 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd., 
Chesterland  6,  Ohio.  AOV.  PG.  340. 

Bailey  Meter  Co.,  1050  Nanhoe  Rd.,  Cleveland  10,  Ohio 

Barber-Colman  Co.,  Dept.,  766,  Rockford,  III. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Foxboro  Co.,  The,  Foxboro,  Mass 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

LaMotte  Chemical  Products  Co.,  Chestertown,  Md. 

Leeds  8.  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

Minneapolis-Honeywell  Regulator  Co.,  Industrial  Oiv., 
Seventh  &  Grange  Sts.,  Philadelphia  44,  Pa. 

Process  &  Instruments,  15  Stone  Ave.,  Brooklyn  33, 
N.  Y. 

Wayne  Kerr-E.I.L.,  P.  0.  Box  801,  Philadelphia  5,  Pa. 


CONTROLS-Pfcoeoblocfrk 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mounuin, 
Cumberland,  Md. 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  19,  III. 
AOV.  PG.  50. 

Autotron  Co.,  The,  3629  N.  Vermilion,  Danville,  III. 

Autron  Engineering,  Inc.,  1254  W.  Sixth  St.,  Los  An¬ 
geles  17,  Calif. 

Axler  Associates,  102-42  43rd  Ave.,  Corona  68,  N.  Y. 

Beckman/Berkeley  Division,  2200  Wright  Ave.,  Richmond 
3,  Calif. 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England 

Bristol  Co.,  The,  P  0.  Sox  1790  EBG,  Waterbury  20, 
Conn. 

Chicago  Aerial  Industries,  1980  N.  Hawthorne,  Melrose 
Park,  III. 

Cinema-Television  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E.  26,  England 

Datascan,  Inc.,  48  Notch  Rd.,  Little  Falls,  N.  J. 

Deitz  Co.,  S.  J.,  9  E.  Wesley  St.,  South  Hackensack, 
N.  J. 

Oetronic  Industries,  33840  Plymouth  Rd.,  Livonia,  Mich. 

Oevco  Engineering  Inc.,  P.  0.  Box  387,  Caldwell,  N.  J. 

Oieu  Co.,  Inc.,  Henry  G.,  12-16  Astoria  Blvd.,  Long 
Island  City  2,  N.  Y. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Oes  Moines, 
Iowa. 

Electric  Eye  Equipment  Co.,  1938  E.  Fairchild  St., 
Danville,  III. 

Electrical  Service  Co.,  1271  Mission  St.,  San  Francisco, 
Calif. 

Electron-Radar  Products,  P.  0.  Box  50,  Route  #30, 
North  Aurora,  III. 

Electronic  Control  Corp.,  1573  E.  Forest  St.,  Detroit 
7,  Mich. 

Electronic  Control  Systems  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 

Electronic  Machine  Parts,  Inc.,  204-206  Lafayette  St., 
New  York  12,  N.  Y. 

Elesta  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragaz, 
Switzerland 

Ess  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergenheld, 

N.  J. 

FARMER  ELECTRIC  PRODUCTS  CO.,  INC.,  2300  Wash¬ 
ington  St.,  Newton  Lower  Falls  62,  Mass.  AOV. 
PG.  568. 

Fisher-Pierce  Co.,  Inc.,  170  Pearl  St.,  South  Braintree 
85,  Mass. 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

HUGHEY  &  PHILLIPS,  INC.,  3200  N.  San  Fernando 
Blvd.,  Burbank,  Calif.  AOV.  PG.  296. 

industrial  Electronics  Co.,  Inc.,  Hanover,  Mass. 

Intercontinental  Dynamics  Corp.,  170  Coolldge  Ave., 
EnglewooiL  N.  J. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
AOV.  PG.  125. 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago 
5,  III. 

Machinery  Electrification,  Inc.,  56  Hudson  St.,  North- 
boro,  Mass. 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave.,  New 
York  55,  N.  Y.  ADV.  PG.  286. 

Measurement  Engineering,  Ltd.,  Arnprior,  Ontario,  Canada 

Micro  Balancing,  Inc.,  191  Herricks  Rd.,  Garden  City 
Park,  N.  Y. 

Magog  Associates,  Inc.,  Littleton,  Mass. 

Pnoto  Crystals  Inc.,  115  S.  First  St.,  Geneva,  III. 

Photobell  Co.,  Inc.,  Vesey  St.,  New  York  7,  N.  Y 

Pust  Machinery  Co.,  Electronic  Products  Div.,  140  Elliott 
St.,  Beverly,  Mast. 

RIPLEY  CO.,  INC.,  Middletown,  Conn.  AOV.  PG.  564. 

kobotron  Corp.,  21300  W.  Eight  Mile  Rd.,  Detroit  19, 
Mich. 

Rockwell  Engineering  Co.,  2125  E.  45th  St.,  Indianapolis 
5,  Ind. 

Sutor  Electric  Corp.,  46-25  58th  St.,  Woodside,  N.  Y. 

Toller  A  Cooper  Co.,  75  Front  St.,  Brooklyn  1,  N.  Y. 

VECTWN.  ENGINEEMNG  INC.,  P.  0.  Box  1089,  Stam¬ 
ford,  Coon.  AOV.  PG.  456. 


Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust 
St ,  St  Louis  3,  Mo. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  AOV.  PG.  346. 

Vinson  Co.,  E.  R.,  1401  Middle  Harbor  Rd.,  Oakland, 
Calif. 

WALDORF  INSTRUMENT  CO.,  OIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y.  ADV. 
PG.  394c. 

WALLSON  ASSOCIATES  LTD.,  963  Frelmghuysen  Ave., 
Newark  5,  N.  J.  AOV.  PG.  441. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

Worner  Electronic  Devices,  Rankin,  III. 

CONTROLS— Photegropliie  Exposure 

Avco  Mfg.  Corp.,  Research  A  Advanced  Development  Div., 
20  S.  Main  St.,  Lawrence,  Mass 

Bill  Jack  Scientific  Instrument  Co.,  P.  0.  Box  C-3, 
Solana  Beach,  Calif. 

Chicago  Aerial  Industries,  1980  N.  Hawthorne,  Melrose 
Park,  III. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E.  26,  England 

Fairchild  Camera  A  Instrument  Corp.,  Defense  Products 
Oiv.,  Robbins  Lane,  Syosset,  N.  Y. 

Flight  Research,  Inc.,  P.  0.  Box  1-F,  Richmond  1,  Va. 

Gordon  Enterprises,  5362  N.  Canuenga  Blvd.,  North 
Hollywood,  Calif. 

HEATH  CO.,  A  SUB.  OF  OAYSTROM,  INC.,  Benton 
Harbor,  Mich.  ADV.  PG.  513 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

Miratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  Minn 

Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y. 

Specialties,  Inc.,  Skunks  Misery  Rd.,  Syosset,  N.  Y. 

Universal  Match  Corp.,  Avionics  Dept.,  4407  Cook  Ave., 
St.  Louis  13,  Mo. 

Weston  Instruments  Div  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 


CONTROlS-PoHtia«i»9 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave.,  Mil¬ 
waukee  4,  Wit.  AOV.  PG.  421. 

American  Measurement  A  Control,  Inc.,  240  Calvary  St., 
Waltham  54,  Mast. 

Atkania  Regulator  Co.,  240  E.  Ontario  St.,  Chicago  11, 
III. 

Automatic  Switch  Co.,  50-56  Hanover  Rd.,  Florham 
Park,  N.  J. 

Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia, 
Pa. 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 

Bendix  Aviation  Corp.,  Pacific  Oiv.,  11600  Sherman  Way, 
North  Hollywood,  Calif. 

Boehm  Co.,  R.  A.,  58  Brooklyn  Ave.,  Merrick,  N.  Y 

BOWMAR  INSTRUMENT  CORP.,  8000  Bluffton  Rd , 
Fort  Wayne,  Ind.  ADV.  PG.  484. 

BRIGGS  ASSOCIATES,  INC.,  10  Dekalb  St.,  Norris¬ 
town,  Pa.  ADV.  PG.  578 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Collins  Corp.,  G.  L.,  2820  E.  Hullet  St.,  Long  Beach  5, 
Calif. 

Concord  Control  Inc.,  1282  Soldiers  Field  Rd.,  Boston 
35,  Mass.  , 

CONTROL  ELECTRONICS  CO.,  INC.,  1925  New  York  Ave  , 
Huntington  Stat  on  N.  Y.  AOV.  PG.  473,  550. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  Carlstadt,  N.  J.  AOV.  PG.  394A. 

OAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG.  401. 

OAYSTROM  TRANSICOIL  CORP.,  Worcester  Montgomery 
County,  Pa.  AOV.  PG.  382. 

Daytronic  Corp.,  216  S.  Mam  St.,  Dayton,  Ohio. 

Oevco  Engineering  Inc.,  P,  0.  Box  387,  Caldwell,  N  J. 

Dietz  Co.,  Inc.,  Henry  G.,  12-16  Astoria  Blvd.,  Long 
Island  City  2,  N.  Y. 

EASTERN  INDUSTRIES,  INC.,  100  Skiff  St.,  Hamden, 
Conn.  AOV.  PG.  49. 

Electro  Precision  Corp.,  Box  669,  Arkadelphia,  Ark 

Electro  Products  Labs.,  4501  N.  Ravenswood  Ave., 
Chicago  40,  III. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Ess  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergenficid, 
N.  J. 

Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

Fairfield  Engineering  Corp.,  934  Hope  St.,  Springdale, 
Conn.  , 

Foxboro  Co.,  The,  Foxboro,  Mass. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Lot  Angeles 
45,  Calif. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  AOV.  PG.  75. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  V. 

Gerst  A  Co.,  Paul  E.,  4868  N.  Clark  St.,  Chicago  40, 
III. 

Giannini  A  Co.,  Inc.,  6.  M.,  918  E.  Green  St.,  Pasa¬ 
dena  1,  Calif. 

Globe  Industries,  Inc.,  P.  0.  Box  101,  North  Dayton 
Station,  Dayton  4,  Ohio. 

Guardian  Electric  Mfg.  Co.,  1621  W.  Walnut  St.,  Chicago 
12,  III. 

Gurley,  W.  A  L.  E.,  514  Fulton  St.,  Troy,  N.  V. 

Hoover  Electric  Co.,  2100  S.  Stoner  Ave.,  Lot  Angeles 
25,  Calif. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  OIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif.  ADV. 
PG  105-110. 


INDUSTRIAL  CONTROL  CO.,  805  Albm  Ave.,  Linden¬ 
hurst,  N.  Y.  AOV.  PG.  490. 

Industrial  Electronic  Engineers,  3973  Lankershim  Blvd., 
North  Hollywood,  Calif. 

Intercontinental  Dynamics  Corp.,  170  Coolidge  Ave, 

Englewood,  N.  J. 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  OIV., 
1378  Mam  Ave.,  Clifton,  N.  J.  ADV  PG  356. 
Kybernetes  Co.,  9  E.  40th  St.,  New  York  16,  N  Y. 

Leeds  A  Northrup  Co,,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

Liquidometer  Corp.,  The,  Skillman  Ave  at  Jbth  St., 
Long  Island  CItv  1,  N  Y 

MAGNETIC  RESEARCH  CORP.,  3160  W  El  Segundo 
Blvd,  Hawthorne,  Calif.  ADV.  PG.  482. 

Maico  Co.,  Inc.,  21  N  3rd  St.,  Minneapolis,  Minn 
Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave  , 
S.,  Minneapolis  8,  Minn. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Oiv, 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 
Minneapolis-Honeywell,  Boston  Oiv.,  1400  Soldiers  Field 
Rd ,  Boston  35,  Mass 

Missouri  Research  Labs.,  Inc.,  2109  Locust  St.,  St. 
Louis  3,  Mo. 

Moog  Valve  Co.,  Inc.,  Proner  Airport,  East  Aurora,  N  Y. 
Moore  Associates,  2628  Spring  St.,  Redwood  City,  Calif 
Mullard  Equipment  Ltd  ,  Mullard  House,  Torrington  Place, 
London.  W.C  1.  England 

NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave., 
Philadelphia  45,  Pa.  AOV.  PG.  528 
Niagara  Electron  Labs.,  Main  A  Greenwood  Sts.,  Andover, 
N.  Y. 

OPAO  ELECTRIC  CO.,  69-5  Murray  St..  New  York  7, 
N  Y.  ADV  PG  521. 

REEVES  INSTRUMENT  CORP.,  227  E  9lst  St.,  New 
York  28,  N.  Y.  AOV.  PG  433 
Robinette  Co.,  W.  C.,  802  Fair  Oaks  Ave.,  South  Pasa¬ 
dena,  Calif 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N  H.  AOV 
PG.  253. 

Servo  Corp.  of  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N.  Y. 

Servo-Tek  Products  Co.,  Inc.,  1086  Goffie  Rd.,  Hawthorne, 
N.  J. 

Servomex  Controls  Ltd.,  Crowborough,  Sussex,  England 
Square  D  Co.,  4041  N  Richards,  Milwaukee  12.  Wis 
Stator  Electric  Corp.,  46-25  58th  St.,  Woodside,  N  Y 
Stromberg-Carlson  Co.,  Oiv  of  General  Dynamics  Corp , 
100  Carlson  Rd.,  Rochester  3,  N.  Y 
Thompson  Products,  Inc.,  Electronics  Div.,  2196  Clark- 
wood  Ave.,  Cleveland  3,  Ohio. 

Trimount  Instrument  Co.,  3119  W  Lake  St..  Chicago  12, 
III. 

Univertal  Match  Corp.,  Avionics  Dept.,  4407  Cook  Ave  , 
St.  Louis  13,  Mo 

Vapor  Heating  Corp.,  6420  W  Howard  St ,  Chicago  31, 

III. 

VARO  MFC.  CO.,  2201  Walnut  St.,  Garland,  Texas 
ADV  PG.  454 

VECTROL  ENGINEERING  INC.,  P  0  Box  1089,  Stam¬ 
ford.  Conn.  ADV  PG.  456. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St , 
St  Louis  3,  Mo 

WALDORF  INSTRUMENT  CO.,  OIV  OF  F.  C  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N  Y.  AOV 

PG  394C 

WALLSON  ASSOCIATES,  LTD.,  963  Frelinghuysen  Ave  , 
Newark  5,  N  J.  AOV.  PG.  441. 

Wang  Laboratories,  Inc.,  37  Hurley  St.,  Cambridge  41, 
Mass. 

Warner  Electric  Brake  A  Clutch  Co.,  Beloit,  Wis 
Weltronic  Co.,  19500  W.  Eight  Mile  Rd ,  Detroit  41, 
Mich. 

Westinghouse  Electric  Corp.,  p  o  Box  868,  Pitts¬ 
burgh  30,  Pa 


CONTROLS— Ppvirar  lavaf 

Bristol  Co.,  The,  P  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

OAVEN  CO.,  Route  10,  Livingston,  N  J  AOV  PG  401 

Electronic  Control  Corp.,  1573  E.  Forest  St.,  Detroit  7, 
Mich. 

Giannini  A  Co.,  Inc.,  G.  M.,  918  E.  Green  St.,  Pau- 
dena  1,  Calif. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

MAGNETIC  RESEARCH  CORP.,  3160  W.  El  Segundo 
Blvd.,  Hawthorne,  Calif.  ADV.  PG.  482. 

Measurement  Engineering,  Ltd.,  Arnprior,  Ontario, 
Canada. 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon,  Ohio. 
AOV.  PG.  219. 

Rytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North  Holly¬ 
wood.  Calif 

WALDORF  INSTRUMENT  CO.,  OIV.  OF  F.  C.  HUYCK  A 
SONS.  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y,  AOV. 
PG.  J94C. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

CONTROlS-PrMOeira 

ALLEN-BRADLEY  CO.,  136  W.  Greonfield  Ave.,  Mil¬ 
waukee  4,  Wis.  AOV.  PG.  421. 

Askania  Regulator  Co.,  240  E.  Ontario  St.,  Chicago  11, 
III. 

Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia,  Pa. 

Bailey  Meter  Ca.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 

Bendix  Aviation  Corp.,  Montrose  Div.,  South  Montrose, 
Pa. 
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ELECTRONIC  and  ALLIED 


Bristol  Co.,  The,  P  0.  Boi  1790  EBG,  Watorbury  20, 
Conn 

Cash  Valve  Mff.  Corpn.,  A  W  .  b62S  E  Wabash,  Decatur, 
III 

CLARK  ELECTRONIC  LABS.,  Boa  16b,  Palm  Springs, 
Cahl  ADV  PC  627. 

COMPUTER  INSTRUMENTS  CORP.,  42  Madison  Avc., 
Hempstrad,  N.  Y  ADV  PG.  573. 

Consolidated  Controls  Corp ,  6  Durant  Ave ,  Bethel, 
Conn. 

Consolidated  Electrodynamics  Corp.,  300  N  Sierra  Madre 
Villa.,  Pasadena,  Calif. 

Cutler-Hammer,  Inc.,  411  N.  12th  St,  Milwaukee  1, 
Wis. 

Denison  Engineering  Div.,  American  Brake  Shoe  Co, 
1160  Dublin  Rd.,  Columbus  16,  Ohio. 

DIeti  Co.,  Inc.,  Henry  G.,  12-16  Astoria  Blvd ,  Long 
Island  City  2,  N  V 

EASTERN  INDUSTRIES,  INC.,  100  Skiff  St.,  Hamden. 
Conn  ADV  PG  44 

Electronic  Processes  Corp.,  2140  Folsom  St,  San  Fran¬ 
cisco  10,  Calif 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W  4,  Eng¬ 
land. 

F.scher  A  Porter  Co,  476  Warminster  Road,  Hatboro, 
Pa. 

Fokboro  Co.,  The,  Fonboro,  Mass. 

Fulton  Sylphon  Oiv.,  Robertshaw-Fulton  Controls  Co  , 
Knoxville  4,  Tenn 

Garrett  Corp.,  The,  4851  Sepulveda  Blvd ,  Lot  Angeles 
45,  Calif 

GENERAL  CONTROLS  CO.,  801  Allen  Ave  Glendale  1, 
Calif  ADV  PG.  75 

General  Electric  Co.,  Apparatus  Sales  Div  1  River  St  . 
Schenectady  5,  N.  V. 

Giannini  A  Co.,  Inc.,  G  M.,  418  E  Green  St ,  Pasa¬ 

dena  1,  Calif 

Gilmore  Industries,  Inc.,  5713  Euclid  Ave,  Cleveland  3, 
Ohio 

Corn  Electric  Co  ,  Inc.,  Main  St.,  Stamford,  Conn 
Green  Rectifier  Co.,  1-10  Thirtieth  St  ,  Fair  Lawn, 

N.  J 

Grcerleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 

Court,  St.  Louis  17,  Mo 
Hastings-Raydist,  Inc.,  Hampton  4,  Va 
Helco  Products  Corp.,  7832  Balboa  Blvd.,  Van  Nuys, 

Calif 

Industrial  Electronics,  Inc  ,  8060  Wheeler  St  .  Detroit 
10,  Mich 

Kelvin  A  Hughes  Ltd.,  New  North  Rd ,  Barkingtide, 
Essex,  England 

Kybernetes  Co.,  4  E  40th  St ,  New  York  16.  N  V. 

Lear,  Inc  .  3171  S  Bundy  Drive,  Santa  Mcnica.  Calif 
LIBRASCOPE,  INC.,  808  Western  Ave ,  Glendale,  Calif 
ADV.  PG.  125 

McOuay-Noms  Mfg  Co.,  2320  Marconi  Ave  ,  St  Louis 
10,  Mo 

Manning,  Maxwell  A  Moore,  Inc.,  Industrial  Controls 
Div.,  250  E.  Main  St.,  Stratford,  Conn. 

Mercold  Corp.,  4201  Belmont  Ave.,  Chicago  41.  Ill 
MInneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave  , 
S.  Minneapolis  8,  Minn. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div, 
2600  RIdgway  Rd.,  Minneapolis  13,  Minn 
Minneapolis-Honeywell  Regulator  Co.,  Industrial  O'v , 
Seventh  A  Grange  Sts.,  Philadelphia  44,  Pa 
Moog  Valve  Co,  Inc.,  Proner  Airport,  East  Aurora, 
N  V. 

National  Coil  Co.,  P  0.  Bn  1237,  Sheridan  Wyo 
Newark  Controls  Co.,  15  Ward  St.,  Bloomfield  N.  J. 
Niagara  Electron  Labs.,  Main  A  Greenwood  Sts  Andover, 
N  V 

Norwood  Controls  Unit.  Detroit  Controls  Corp.,  034 
Washington  St.,  Norwood,  Mast 
PITOMETER  LOC  CORP.,  237  Lafayette  St  ,  New  York 
12,  N  V  ADV  PG.  564 

Production  Instruments  Div.,  General  Controls  Co.,  8080 
McCormick  Blvd  Skokie,  III. 

RIBET  A  DESJARDINS,  13-17,  Rue  Perier.  Montrouge 
(Seine),  France  ADV  PG  215-218 
Sguart  D  Co.,  4041  N  Richards,  Milwaukee  12,  Wit. 
Stator  Electric  Corp.,  46-25  5Bth  St  .  Woodside,  N  V 
SYSTRON  CORP,  2055  Concord  Blvd.,  Concord,  Calif 
ADV.  PG  368 

United  Aircraft  Products,  Inc.,  1116  Bolander  Ave, 
Dayton  1,  Ohio. 

United  Electric  Controls  Co,  85  School  St.,  Watertown 
72,  Mats 

U.  S.  Gauge  Div.,  American  Machine  A  Metals,  Inc., 
Sellersville  Pa 

WALDORF  INSTRUMENT  CO.,  OIV.  Of  F.  C  HUYCK  A 
SONS.  Wolf  Hill  Rd  ,  Huntington  Station,  N  V  ADV 
PG.  3440. 

Wallace  A  Tiernan,  Inc  ,  25  Mam  St  ,  Belleville  4, 
N  J 

Weston  Instruments  Oiv.  of  Oaystrom,  Inc.,  614  Freling- 
huysen  Ave.,  Newark  12,  N  J. 


CONTROIS-Prineint 

Bendix  Aviation  Corp.,  Cincinnati  Div.,  3130  Wasson 
Rd.,  Cincinnati  8,  Ohio. 

Electric  Eye  Eguipment  Co.,  1438  E.  Fairchild  St.,  Dan¬ 
ville,  III 

Ess  Specialty  Corp.,  46  S  Washington  Ave.,  Bergenffeld, 
N.  J. 

General  Electric  Co.,  Apparatus  Sales  Div,  1  River  Rd  , 
Schertectady  5,  N.  V. 

Intercontinental  Dynamics  Corp.,  170  Coolldge  Ave., 
Englewood,  N  J. 

PARAPLEGICS  MFG.  CO.,  INC.,  10068  Franklin  Ave., 
Franklin  P.irk,  III  ADV  PG.  22. 


PRODUCTS 


CONTROLS 


Photobell  Co.,  Inc,  43  Vesey  St.,  New  York  7,  N.  Y. 

Ransom  Research,  Box  264,  San  Pedro,  Calif 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13,  III. 


CONTROLS- Radio  Remofo 

A  R.  F.  Products,  Inc.,  7627  Lake  St.,  River  Forest,  III 
Aeronautical  Communications  Eguipment,  Inc  ,  3040  S  W 
37th  Ave.,  Miami  33,  Fla. 

Automation  Dynamics  Corp.,  255  County  Rd ,  Tenafly, 
N.  J 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts  ,  Bristol, 
Pa  ADV  PG.  103. 

Bell  Aircraft  Corp.,  P.  0.  Box  1,  Buffalo  5,  N  Y. 

Bendix  Aviation  Corp.,  Pacife  Oiv.,  11600  Sherman  Way, 
North  Hollywood,  Calif. 

Bliss  Electronic  Corp.,  Box  366,  Sussex,  N  J. 
Bludworth  Marine  Div.,  Kearfott  Co.,  Inc ,  42  Gold 
St.,  New  York  38,  N  Y 

Bristol  Co.,  The,  P  0  Box  1740  EBG,  Waterbury  20, 
Coon. 

CG  Electronics  Div.  of  Gulton  Industries,  Inc.,  305 
Dallas  St.,  N  E.,  Albuquergue,  N.  M. 

Calbest  Electronics  Co.,  4801  Exposition  Blvd.,  Los 
Angeles  16.  Calif. 

Canadian  Marconi  Co.,  2442  Trenton  Ave  .  Montreal  16, 
Quebec 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia 
St.,  Meriden,  Conn. 

Electrical  Communications  Co.,  555  Minnesota  St.,  San 
Francisco  7,  Calif. 

Electronic  Associates,  Inc.,  Long  Branch,  N  J. 
Electronic  Communications,  Inc.,  1501  72nd  St.,  N., 
St.  Petersburg,  Fla. 

Electronic  Protection,  Inc.,  452  W  Chicago  Ave., 
Chicago  10,  111. 

Federal  Telephone  A  Radio  Co.,  100  Kmgsland  Rd , 
Clifton,  N.  J. 

General  Electric  Co.,  Communication  Products  Dept., 
Electronics  Park,  Syracuse,  N  Y. 

Gyro  Electronics  Co.,  325  ^nal  St.,  New  York,  N  Y 
Lear,  Inc.,  3171  S.  Bundy  Drive,  Los  Angeles  34,  Calif. 
Lumenite  Electronic  Co.,  407  S.  Dearborn  St  ,  Chicago  5, 
III. 

Magnavoi  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne  4, 
Ind. 

Mobil  Electronics  Mfg  Co,  1111  State  Rd.,  67E, 
Anderson,  I  nd 

Moore  Associates,  2628  Spring  St.,  Redwood  City.  Calif 
Multi-Products  Co.,  21470  Coolidge  Highway.  Oak  Park, 
Mich 

Navigation  Electronics  Corp.,  11616  Hart  St.  North 
Hollywood,  Calif. 

Nelson  Instrunent  Co.,  607  Howard  St.,  Evanston,  III. 
NORTH  ELECTRIC  CO.,  553  S  Market  St.,  Gallon,  Ohm. 
ADV  PG.  214 

Nxlear  Instrumentation  Div.  of  Gulton  Industries,  Inc , 
305  Dallas  St  .  N.  E..  Albuquergue,  N  M 
PARAPLEGICS  MFG.  CO.,  INC.,  10068  Franklin  Ave, 
Franklin  Park,  III  ADV.  PG  22. 

Permi-Power  Co.,  3100  N.  Elston  Ave.,  Chicago  18,  III 
Pye  Telecommunications  Ltd.,  Newmarket  Rd  ,  Cambridge, 
England 

Standard  Telephones  A  Cables.  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W  C  2,  England 
Summers  Gyroscatte  Co.,  2328  8raadway,  Santa  Monica, 
Calif 

Telecom,  Inc.,  1014  Admiral  Blvd.,  Kansas  City,  Mo 
Transline  Associates,  45  Summit  St.,  Newark  3,  N.  J. 
VARO  MFG  CO..  2201  Walnut  St  ,  Garland.  Texas 
ADV.  PG  454 

Wells-Gardner  A  Co,  2701  N  Kildare  Ave,  Chicago 
34.  Ill 


CONTROtS-Regiseer 

Askania  Regulator  Co.,  240  E  Ontario  St  .  Chicago  11, 
Hi 

British  Thomson- Houston  Co.,  Ltd.,  Rugby.  England 

DeiU  Co.,  S.  J.,  4  E.  Wesley  St.,  South  Hackensack, 
N  J 

Electric  Eye  Eguipment  Co  .  1438  E  Fairchild  St  , 
Danville,  III 

Electrical  Service  Co.,  1271  Mission  St.,  San  Francisco, 
Calif. 

Electronic  Machine  Parts,  Inc.,  204-206  Lafayette  St., 
New  York  12,  N  Y 

Ess  Specialty  Corp.,  46  S  Washington  Ave  .  Bergenffeld, 
N.  J. 

General  Electric  Co.,  Apparatus  Sales  Div  ,  1  River  Rd , 
Schenectady  5,  N  Y 

Intercontinental  Dynamics  Corp,  170  Coolidge  Ave, 
Englewood,  N.  J 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif 
ADV  PG  125 

Photoswitch  Div.,  ElKtronics  Corp.  of  America,  One 
Memorial  Drive,  Cambridge  42,  Mass 

Ram  Meter.  Inc.,  1100  Hilton  Rd.,  Femdale,  Detroit 
20.  Mich 

RIPLEY  CO  .  INC  .  Middletown,  Conn.  ADV  PG.  564. 

VECTROL  ENGINEERING  INC.,  P.  0.  Box  1084,  Stam¬ 
ford  Conn  ADV  PG  456 

VICTORY  ENGINEERING  CORP.,  101  Spnngffeld  Rd., 
Union,  N  J  ADV  PG  346. 

Vinson  Co ,  E  R.,  1401  Middle  Harbor  Rd.,  Oakland, 
Calif. 


CONTROIS-Rogiseer  Cutter 

Electric  Eye  Eguipment  Co,  1438  E.  Fairchild  St., 
Danville,  III. 

Electronic  Machine  Parts,  Inc,  204-206  Lafayette  St., 
New  York  12,  N.  Y. 


Ess  Specialty  Corp.,  46  S  Washington  Ave,  Bergen- 
N  J.  .  „ 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd., 
Schenectady  5,  N.  Y.  -  . 

Intercontinental  Dynamics  Corp.,  170  Coolidge  Ave., 
Englewood,  N.  J- 

RIPLEY  CO.,  INC.,  Middletown.  Conn.  ADV.  PG.  564. 
Vinson  Co.,  E.  R.,  1401  Middle  Harbor  Rd.,  Oakland, 
Calif. 


CONTROLS-Serve 

ACROMAG  INC.,  Dept  EBG,  22514  Telegraph  Rd , 
Detroit  41,  Mich.  ADV.  PG.  583 
Advance  Instrument  Corp.,  1704  F  St  ,  Belmar,  N  J. 
AMERICAN  MACHINE  A  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N  Royal  St.,  Alexandria,  Va 
ADV.  PG  380. 

American  Measurement  A  Control,  Inc.,  240  Calvary 


St.,  Waltham  54,  Mass 


Rockville,  Md. 

Analogue  Controls,  Inc.,  3g  Roselle  St.,  Mineola,  N  Y 
Askania  Regulator  Co.,  240  E  Ontario  St.,  Chicago  11, 


ASSEMBLY  PRODUCTS,  INC.,  75  Wilton  Mills  Rd., 
Chestcriand  6,  Ohio.  ADV.  PG.  340. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramos,  N.  J 

Bill  Jack  Scientific  Instrument  Co.,  P.  0  Box  C-3, 
Solana  Beach,  Calif. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  42  Gold  St., 
New  York  38,  N  Y 

BOWMAR  INSTRUMENT  CORP.,  8000  Bluffton  Rd.,  Fort 


Wayne,  Ind  ADV.  PG.  484. 

BRIGGS  ASSOCIATES  INC.,  10  Dekalb  St.,  Norristown, 


Pa  ADV  PG  578 

Bristol  Co..  The,  P  0.  Box  1740  EBG,  Waterbury  20, 
Coon. 

Chicago  Aerial  Industries,  1480  N  Hawthorne,  Melrose 
Park,  III 

Collins  Corp.,  G  L.,  2820  E  Hullet  St.,  Long  Beach  5, 
Calif. 

Concord  Control  Inc.,  1282  Soldiers  Field  Rd.,  Boston 
35.  Mass. 

Consolidated  Controls  Corp.,  6  Durant  Ave.,  Bethel, 
Conn. 

CONTROL  ELECTRONICS  CO.,  INC.,  1425  New  York 
Ave.,  Huntington  Station,  N.  Y.  ADV.  PG.  473,  550 

Daco  Instrument  Co.,  Tillary  A  Prince  Sts.,  Brooklyn  1, 


N  Y 

DETROIT  CONTROLS  OIV.  OF  AMERICAN-STANDARO, 
100  Morse  St ,  Norwood,  Mast.  ADV.  PG.  574. 

Dorsett  Laboratories,  Inc.,  401  E  Boyd  St.,  Box  862, 
Norman,  Ok  la 

EASTERN  INDUSTRIES,  INC..  100  Skiff  St.,  Hamden, 
Conn  ADV  PG  44 

ECLIPSE-PIONEER  DIV.,  BENDIX  AVIATION  CORP., 
Teterboro  N  J  ADV  PG.  81-88. 

EDISON  INDUSTRIES,  THOMAS  A.,  INSTRUMENT  DIV., 
81  Lakeside  Ave.,  West  Orange,  N.  J  ADV  PG 
>25,  326. 

Electro-Mechanical  Oiv.  of  General  Riveters,  Inc.,  785 
Hertel  Ave.,  Buffalo  7,  N.  Y. 

Electro  Precision  Corp.,  Box  664,  Arkadelphia,  Ark. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Evershed  A  Vignoles  Ltd  .  ChiswiCk,  London  W.  4, 
England. 

Fairfield  Engineering  Corp.,  434  Hope  St.,  Springdale, 
Coon. 


Feedback  Controls,  Inc.,  844  Main  St.,  Waltham  54, 
Mass. 

Fenwal  Incorporated,  Pleasant  St.,  Ashland,  Mass 

Ford  Instrument  Co.,  Oiv.  of  Sperry  Rand  Corp.,  31-10 
Thomson  Ave.,  Long  Island  City  1,  N.  Y. 

Garrett  Corp.,  The,  4851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River 
Rd.,  Schenectady  5,  N.  Y. 

Gerst  A  Co.,  Paul  E.,  4868  N  Clark  St.,  Chicago  40, 
III. 

Giannini  A  Co ,  Inc ,  G.  M.,  418  E  Green  St.,  Pasa¬ 
dena  1,  Calif. 

Globe  Industries,  Inc.,  P  0.  Box  101,  North  Dayton 
Station,  Dayton  4,  Ohio. 

Grecnieaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Guardian  Electric  Mfg.  Co.,  1621  W  Walnut  St.,  Chi- 
cage  12,  III. 

Hallamore  Electronics  Co.,  8352  Brookhurst  Ave., 
Anaheim,  Calif. 

Hoover  Electric  Co.,  2100  S  Stoner  Ave.,  Los  Angeles 
25,  Calif 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter¬ 


national  Airport  Station,  Los  Angeles  45,  Calif. 
ADV  PG  105-110. 

INDUSTRIAL  CONTROL  CO.,  805  Albin  Ave.,  Linden¬ 
hurst,  N  Y.  ADV.  PG.  440. 

Intercontinental  Dynamics  Corp.,  170  Coolidge  Ave., 
Englewood,  N.  J 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  356 
Lear  Inc  ,  3171  $.  Bundy  Drive,  Santa  Monica,  Calif. 
LIBRASCOPE.  INC.,  808  Western  Ave  ,  Glendale,  Calif. 


ADV  PG.  125 

MAGNETIC  AMPLIFIERS,  INC.,  632  TInton  Ave.,  New 
York  55.  N  Y  ADV.  PG.  286 
MAGNETIC  RESEARCH  CORP.,  3160  W.  El  Segundo 
Blvd.,  Hawthorne,  Calif.  ADV.  PG.  482. 

Maxson  Instruments,  47-37  Austell  Place,  Long  Island 
City  1,  N  Y 

MIDWESTERN  INSTRUMENTS,  41st  A  Sheridan  Rd , 
Tulsa.  Okie  ADV  PG  4 
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Minneapolis-Hcncywell  Regulator  Co.,  Aeronautical  Div., 
260  Ridgeway  Rd.,  Minneapolis  13,  Minn. 
Minneapolis-Honeyweli,  Boston  Div.,  1400  Soldiers  Field 
Rd.,  Boston  35,  Mass. 

Missouri  Research  Labs.,  Inc.,  2109  Locust  St.,  St. 
Louis  3,  Mo. 

Moog  Valve  Co.,  Inc.,  Proner  Airport,  East  Aurora,  N.  Y. 
NORTH  ATLANTIC  INDUSTRIES  INC.,  603  Maia  St., 
Westbu^,  N.  V.  ADV.  PG.  585. 

PITOMETER  LOG  CORP.,  237  Lafayette  St.,  New  York 
12,  N.  Y.  ADV.  PG.  569. 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  Y.  ADV.  PG.  433. 

Robinette  Co.,  W.  C.,  802  Fair  Oaks  Ave.,  South  Pasa¬ 
dena,  Caiif. 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N.  H.  ADV. 
PG.  253. 

Servo  Corp.  of  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N.  Y. 

Servomechanisms,  Inc.,  Vechatroi  Div.,  1200  Prospect 
Ave.,  Westbury,  N.  Y. 

Servomechanisms,  Inc.,  Subsystems  Div.,  12500  Aviation 
Blvd.,  Hawthorne,  Caiif 

Servomex  Controls  Ltd.,  Crowborough,  Sussex,  England. 
Servospeed  Div.  of  Electro  Devices,  Inc.,  4  Godwin 
Ave.,  Paterson,  N.  J. 

Servo-Tek  Products  Co.,  Inc.,  1086  Goffle  Rd.,  Haw¬ 
thorne,  N.  J. 

Smith  Mfg.  Co.,  J.  &  H.,  Littie  Britain  Rd.,  New¬ 
burgh,  N.  Y. 

Sperry  Gyroscope  Co.,  Div.  of  Sperry  Rand  Corp.,  Air 
Armament  Div.,  Great  Neck,  N.  Y. 

Stator  Electric  Corp.,  46-25  58th  St.,  Woodside,  N.  Y. 
Summers  Gyroscope  Co.,  2328  Broadway,  Santa  Monica, 
Calif. 

Tammen  &  Denison  Inc.,  4751  N.  Olcott  Ave.,  Chicago 
31,  III. 

Ten  Bosch,  Inc.,  M.,  80  Wheeler  Ave.,  Pleasantville, 
N.  Y. 

Thermal  Dynamic  Products  Inc.,  38  W.  53rd  St.,  New 
York  19,  N.  Y. 

Thompson  Products,  Inc.,  Electronics  Div.,  2196  Clark- 
wood  Ave.,  Cleveland  3,  Ohio. 

Tapp  Industries,  Inc.,  5255  W.  102nd  St.,  Los  Angeles 
45,  Calif. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica 
35,  N.  Y. 

Universal  Match  Corp.,  Avionics  Dept.,  4407  Cook  Ave., 
St.  Louis  13,  Mo. 

YARD  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas. 
ADV.  PG.  454. 

VECTROL  ENGINEERING  INC.,  P.  0.  Box  1089,  SUm- 
ford.  Conn.  ADV.  PG.  456. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust 
St.,  St.  Louis  3,  Mo. 

WacLine,  Inc.,  35  S.  St.  Claire  St.,  Dayton  2,  Ohio. 
WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  ^ 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C. 

WALLSON  ASSOCIATES,  LTD.,  963  Frelingmuysen  Ave., 
Newark  5,  N.  J.  ADV.  PG.  441. 

Winterburn  Mfg.  Co.,  P.  0.  Box  386,  Putnam,  Conn. 

CONTROLS— Smoke  A  Combustion,  Electronic 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 
Autotron  Co.,  The,  3629  N.  Vermilion,  Danville,  III. 
Axler  Associates,  102-42  43rd  Ave.,  Corona  68,  N.  Y. 
Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10, 
Ohio. 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Combustion  Control  Div.,  Electronics  Corp.  of  America, 
77  Broadway,  Cambridge  42,  Mass. 

Controlled  Atmosphere  Enclosures  Corp.,  230-11  141st 
Ave.,  Springfield  Gardens  13,  N.  Y. 

Electron-Radar  Products,  P.  0.  Box  50,  Route  #30, 
North  Aurora,  III. 

Electronic  Control  Corp.,  1573  E.  Forest  St.,  Detroit  7, 
Mich. 

Ess  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergenfield, 
N.  J. 

Evershed  &  Vignoles,  Ltd.,  Chiswick,  London  W.  4, 
England. 

Fenwal  Incorporated,  Pleasant  St.,  Ashland,  Mass. 
General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Kahn  &  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 
Leeds  &  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago 
5,  III. 

Measurement  Engineering,  Ltd.,  Arnprior,  Ontario,  Canada. 
Minneapolis-Honeyweli  Regulator  Co.,  2753  Fourth  Ave., 
S.,  Minneapolis  8,  Minn. 

Photo  Crystals  Inc.,  15  S.  First  St.,  Geneva,  III. 
Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y. 
Production  Instruments  Div.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III. 

RIPLEY  CO.,  INC.,  Middletown,  Conn.  ADV.  PG.  564. 
VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  ADV.  PG.  346. 

Worner  Electronic  Devices,  Rankin,  III. 

CONTROLS— Sound  Syefem 

Clarostat  Mfg.  Co.,  Inc.,  Dover,  N.  H. 

Dictaphone  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

Gordon  Enterprises,  5362  N.  Cahuenga  Blvd.,  North 
Hollywood,  Calif. 

Gray  Research  &  Development  Co.,  Inc.,  685  Hilliard 
St.,  Manchester,  Conn. 


Javex,  P.  0.  Box  646,  Redlands,  Calif. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapo¬ 
lis  6,  Ind. 

Montgomery  Mfg.  Co.,  204  S.  Main  St.,  Owensville,  Ind. 

NORTH  ELEC^IC  CO.,  553  S.  Market  St.,  Gallon, 
Ohio.  ADV.  PG.  219. 

O'Brien  Electric  Corp.,  6514  Santa  Monica  Blvd.,  Holly¬ 
wood  38,  Calif. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13, 
III. 


CONTROLS-SpocHIc  Gravity 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 

Bendix  Aviation  Corp.,  Cincinnati  Div.,  3130  Watson 
Rd.,  Cincinnati  8,  Ohio. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Ess  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergen¬ 
field,  N.  J. 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

Fischer  &  Porter  Co.,  476  Warminster  Rd.,  Hatboro,  Pa. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

Isotope  Developments  Ltd.,  Beenham  Grange,  Alder- 
maston  Wharf,  Nr.  Reading,  Berks. 

Liquidometer  Corp.,  The,  Skillman  Ave.  at  36th  St., 
Long  Island  City  1,  N.  Y. 

Mercoid  Corp.,  4201  Belmont  Ave.,  Chicago  41,  III. 

Minneapolis-Honeyweli  Regulator  Co.,  Industrial  Div., 
Seventh  &  Grange  Sts.,  Philadelphia  44,  Pa. 

Nuclear  Research  Corp.,  Southampton,  Pa. 

Ohmart  Corp.,  The,  Box  67-E,  Sta.  B,  Cincinnati,  Ohio. 

Production  Instruments  Div.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III. 


CONTROLS-Sfroin 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd., 
Chesterland  6,  Ohio.  ADV.  PG.  340. 

Baldwln-Lima-Hamilton  Corp.,  42  4th  Ave.,  Waltham, 
Mass. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Coon. 

Daytronic  Corp.,  216  S.  Main  St.,  Dayton,  Ohio. 

Gerst  &  Co.,  Paul  E.,  4868  N.  Clark  St.,  Chicago  40, 
III. 

Gilmore  Industries,  Inc.,  5713  Euclid  Ave.,  Cleveland  3, 
Ohio. 

Good  Electronic  Corp.,  P.  0.  Box  93,  Newton  58,  Mats. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Isotope  Developments  Ltd.,  Beeham  Grange,  Aldermaston 
Wharf,  Nr.  Reading,  B^s. 

Kybemetes  Co.,  9  E.  40th  St.,  New  York  16,  N.  Y. 

Manning,  Maxwell  &  Moore,  Inc.,  Industrial  Controls 
Div.,  250  E.  Main  St.,  Stratford,  Conn. 

OWEN  LABORATORIES,  INC.,  55  Beacon  Place,  Pasa¬ 
dena,  Calif.  ADV.  PG.  498. 

Proman  Corp.,  17360  Hayes  St.,  Grand  Haven,  Mich. 

Stator  Electric  Corp.,  46-25  58th  St.,  Woodside,  N.  Y. 

Thwing-Albert  Instrument  Co.,  5351  Pulaski  Ave.,  Phila¬ 
delphia  44,  Pa. 


CONTROLS— Temporafura,  titttronit 

Advanced  Electronics,  Inc.,  94  Silas  Deane  Highway, 
Rocky  Hill,  Conn. 

Airborne  Accessories  Corp.,  1414  Chestnut  Ave.,  Hill¬ 
side,  N.J. 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 

American  Instrument  Co.,  Inc.,  8030  Georgia  Ave., 
Silver  Spring,  Md. 

Autron  Engineering,  Inc.,  12S4  W.  Sixth  St.,  Los 
Angeles  17,  Calif. 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 

Blue  M  Electric  Co.,  138th  &  Chatham  St.,  Blue 
Island,  III. 

BRIGGS  ASSOCIATES,  INC.,  10  Dekalb  St.,  Norristown, 
Pa.  ADV.  PG.  578. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Cline  Electric  Mfg.  Co.,  3405  W.  47th  St.,  Chicago,  III. 

Consolidated  Controls  Corp.,  6  Durant  Ave.,  Bethel, 
Conn. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  Carlstadt,  N.  J.  ADV.  PG.  394A. 

Delmhorst  Instrument  Co  ,  601  Cedar  St.,  Boonton,  N.  J. 

DETROIT  CONTROLS  DIV.  OF  AMERICAN-STANDARD, 
100  Morse  St.,  Norwood,  Mass.  ADV.  PG.  579. 

Oevco  Engineering  Inc.,  P.  0.  Box  387,  Caldwell,  N.  J. 

EASTERN  INDUSTRIES,  INC.,  100  Skiff  St.,  Hamden, 
Conn.  ADV.  PG.  49. 

Electronic  Control  Corp.,  1573  E.  Forest  St.,  Detroit  7, 
Mich. 

Electronic  Processes  Corp.,  2190  Folsom  St.,  San  Fran¬ 
cisco  10,  Calif. 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.  4,  Eng¬ 
land. 

Fairfield  Engineering  Corp.,  934  Hope  St.,  Springdale, 
Conn. 

Farnsworth  Electronics  Co.,  Div.  of  IT&T,  3700  E. 
Pontiac  St.,  Fort  Wayne  1,  Ind. 

Fenwal  Incorporated,  Pleasant  St.,  Ashland,  Mass 

Fischer  &  Porter  Co.,  476  Warminster  Rd.,  Hatboro,  Pa. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 


1958-1959  LISTINGS  of 


GENERAL  HERMETIC  SEALING  CORP.,  99  E.  Haw- 
thorne.  Valley  Stream,  N.  Y.  ADV.  PG.  546. 
Gleason-Avery  Co.,  Auburn,  N.  Y. 

HART  MFG.  CO.,  242  Bartholomew  Ave.,  Hartford  1, 
Conn.  ADV.  PG.  530. 

Huppert  Co.,  K.  H.,  6864  S.  Cotuge  Grove  Ave.,  Chi¬ 
cago  37,  III. 

Kahn  A  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 
Keivin  &  Hughes  Ltd.,  New  North  Rd.,  Barklngslde, 
Essex,  England. 

Kybemetes  Co.,  9  E.  40th  St.,  New  York  16,  N.  Y. 
Larson  Instrument  Co.,  24  Orchard  St.,  Tarrytown,  N.  Y. 
Leeds  A  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

Liquidometer  Corp.,  The,  Skillman  Ave.  at  16th  St., 
Long  Island  City  1,  N.  Y. 

MAGNETIC  RESEARCH  CORP,  3160  W.  El  Segundo 
Blvd.,  Hawthorne,  Calif.  ADV.  PG.  482. 

Manning,  Maxwell  A  Moore,  Inc.,  Industrial  Controls  Olv., 
250  E.  Main  St.,  Stratford,  Conn. 

Measurement  Engineering,  Ltd.,  Arnprior,  Ontario,  Canada. 
Minneapolis-Honeyweli  Regulator  Co.,  2753  Fourth  Ave., 
S.,  Minneapolis,  Minn. 

Minneapolis-Honeyweli  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd.  Minneapolis  11,  Minn. 
Minneapolis-Honeyweli,  Boston  Div.,  1400  Soldiers  Field 
Rd.,  Boston  35,  Matt. 

MInneapolis-Honeysvell  Regulator  Co.,  Industrial  Olv., 
Seventh  A  Grange  Aves.,  Philadelphia  44,  Pa. 

Muter  Company,  The,  1255  S.  Michigan  Ave.,  Chicago 
5,  III. 

National  Coil  Co.,  P.  0.  Box  1217,  Sheridan,  Wye. 
Neutronics  Research  Co.,  165  Lake  St.,  Waltham,  Mass 
Niagara  Electron  Labs.,  Main  A  Greenwood  Sts., 
Andover,  N.  Y. 

Norwood  Controls  Unit,  Detroit  Controls  Corp.,  914 
Washington  St.,  Norwood,  Mast. 

Philadelphia  Scientific  Glass  Co.,  Quakertown,  Pa. 
Photoswitch  Div.,  Electronict  Corp.  of  America,  One 
Memorial  Drive,  Cambridge  42,  Mass. 

Pleio  Products  Co.,  Whitney  St.,  Shcrbom,  Mats. 
Process  A  Instruments,  15  Stone  Ave.,  Brooklyn  33, 
N.  Y. 

Production  Instruments  Div.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III. 

Rea  Co.,  Inc.,  J.  B.,  1723  Cloverheld  Blvd.,  Santa 
Monica,  Calif. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

Research  Industrial  Laboratories  of  Electronict,  Rotlyn, 
Pa. 

Servo  Corp.  of  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N  Y 

Standard  Electronict  Research  Corp.,  2  East  End  Ave  , 
New  York  21,  N  Y. 

Stator  Electric  Corp  46-25  5Bth  St.,  Woodside,  N.  Y 
Sturrup,  Inc.,  50  Silver  St.,  Middletown,  Conn. 
Tammen  A  Oenison  Inc.,  4751  N.  Olcott  Ave.,  Chicago 
31,  III. 

Temperature  Engineering  Corp.,  1000  Union  Landing  Rd., 
Riverton,  N.  J. 

Thwing-Albert  Instrument  Co.,  5351  Pulaski  Ave.,  Phila- 
deli^ia  44,  Pa. 

United  Aircraft  Products,  Inc.,  1116  Bolander  Ave., 
Dayton  1,  Ohio. 

United  Control  Corp.,  4540  Union  Bay  Place,  Seattle  5, 
Wash 

United  Electric  Controls  Co.,  85  School  St.,  Watertown 
72,  Mass. 

U.  S.  Gauge  Div.,  American  Machine  A  Metals,  Inc., 
Sellersville,  Pa. 

Universal  Match  Corp.,  Avionics  Dept.,  4407  Cook  Ave., 
St  Louis  13,  Mo. 

Vapor  Heating  Corp.,  6420  W.  Howard  St.,  Chicago  31, 
III 

VECTROL  ENGINEERING  INC.,  P  0.  Box  1089,  Stam¬ 
ford,  Conn.  ADV.  PG.  456 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  ADV.  PG  346 
WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd ,  Huntington  Station,  N.  Y. 
ADV  PG.  394C 

West  Instrument  Corp.,  4363  W.  Montrose  Ave.,  Chicago 
41,  III. 

ADV.  PG,  394C. 

Westinghouse  Electric  Corp.,  P.  0  Box  868,  Pitts¬ 
burgh  30,  Pa. 

Weston  Instruments  Div  of  Daystrom,  Inc.,  614 
Frelinghuysen  Ave.,  Newark  12,  N.  J. 

Yellow  ^ings  Instrument  Co.,  P.  0.  Box  106,  Yellow 
Springs,  Ohio. 


CONTROLS-Ttnfering 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 
Intercontinental  Dynamics  Corp.,  170  Coolldge  Ave., 
Englewood,  N.  J. 

Servospeed  Div.  of  Electro  Devices,  Inc.,  4  Godwin  Ave., 
Paterson,  N.  J. 


CONTROLS-Thyratron 

Oatascan,  Inc.,  48  Notch  Rd.,  Little  Falls,  N.  J. 

Fair^ld  Engineering  Corp.,  934  Hope  St.,  Springdale, 
Conn. 

FEDERAL  TOOL  ENGINEERING,  INC.,  1387  Pompton 
Ave.,  Cedar  Grove,  N.  J.  ADV.  PG.  543. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Hanson-Gorrill-Brian,  Inc.,  85  Hazel  St.,  Glen  Cove, 
N.  Y. 
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ELECTRONIC  and  ALLIED  PRODUCTS. 


CONTROLS 


Heller  Co.,  Gerald  K.,  1819  Industrial  Rd.,  Las  Vevas, 
Nev. 

INTERELECTRONICS  CORP..  2432  Grand  Concourse, 
New  York  58,  N.  V.  AOV.  PG.  536. 

Servo-Tek  Products  Co.,  Inc.,  1086  Goffle  Rd.,  Hawthorne, 
N.  J. 

Servospeed  Die.  of  Electro  Devices,  Inc.,  4  Godwin  Ave., 
Paterson,  N.  J. 

Smith  Mfg.  Co.,  J.  A  H.,  Little  Britain  Rd.,  Newburgh, 
N  V 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  AOV.  PG.  511. 

Ttimount  Instrument  Co.,  3119  W.  Lake  St.,  Chicago  12, 
III. 

Vapor  Heating  Corp.,  6420  W.  Howard  St.,  Chicago  31, 
III 

VEC  TROL  ENGINEERING,  INC.,  P.  0.  Box  1089,  SUm. 
lord.  Conn  AOV.  PG.  456. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  AOV.  PG.  346. 

VYacLine,  Inc.,  35  S.  St.  Clair  St.,  Oayton  2,  Ohio. 

Warner  Electric  Brake  A  Clutch  Co.,  Beloit,  Wit. 

Weltronic  Co.,  19500  W  Eight  Mile  Rd.,  Detroit  41, 
Mich. 


CONTROLS-rimint 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 
Alden  Systems,  Inc.,  Alden  Research  Center,  Westboro, 
'.’ass. 

ALLEN-BRAOLEY  CO.,  136  W.  Greenfield  Ave.,  Milwau¬ 
kee  4,  wit.  AOV  PG.  421. 

Amglo  Corp.,  4333  N.  Ravenswood  Ave.,  Chicago  13,  III. 
Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia,  Pa. 
BAIRD-ATOMIC,  INC,  33  University  Rd.,  Cambridge  38, 
Matt.  AOV.  PG.  466. 

Bendix  Aviation  Corp.,  Pacific  Oiv.,  11600  Sherman  Way, 
North  Hollywood,  Calif. 

Bernco  Engineering  Corp.,  2320  S.  Tibbs  Ave.,  Indian¬ 
apolis,  Ind. 

Bill  Jack  Scientific  Instrument  Co.,  P.  0  Box  C-3, 
Solano  Beach,  Calif. 

Blue  M  Electric  Co.,  138th  A  Chatham  St.,  Blue  Island, 
III. 

BOWMAR  INSTRUMENT  CORP.,  8000  Bluffton  Rd ,  Fort 
Wayne,  Ind.  AOV.  PG.  484. 

Branson  Corp.,  South  Jefferson  Rd.,  Whippany,  N.  J. 
British  Thomson-Houston  Co.,  Ltd.,  Rubgy,  England. 
Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Bristol  Motor  DIv.,  Vocaline  Co.,  of  America,  Inc.,  Old 
Saybrook,  Conn. 

Computer.Mcasurements  Corp.,  5528  Vineland  Ave.,  North 
Hollywood,  Calif. 

Cramer  Controls  Corp.,  Box  13,  Centerbrook,  Conn. 

Cutler- Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wit. 

Oevco  Engineering  Inc.,  P  0.  Box  387,  Caldwell,  N.  J. 
OeiU  Co.,  S.  J.,  9  E.  Wesley  St.,  South  Hackensack, 
N.  J. 

Oietl  Co.,  Inc.,  Henry  G.,  12-16  Astoria  Blvd.,  Long 
Island  City  2,  N  Y. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Oes  Moines, 
Iowa. 

Eagle  Signal  Corp.,  Moline,  III. 

Electrical  Service  Co.,  1271  Miuion  St.,  San  Francisco, 
Calif. 

Electro  Craft  Industries,  Inc.,  68  Jackson  St.,  Stam¬ 
ford,  Conn. 

Electronic  Processes  Corp.,  2190  Folsom  St.,  San  Fran¬ 
cisco  10,  Calif. 

Electronic  Specialty  Co.,  5121  San  Fernando  Rd.,  Los 
Angeles  39,  Calif. 

Elesta  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragat, 
SwiUerland. 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry,  N  V. 
FARMER  ELECTRIC  PRODUCTS  Cb.,  INC.,  2300  Wash¬ 
ington  St.,  Newton  Lower  Falls  62,  Mau  AOV.  PG 
^68 

FEDERAL  TOOL  ENGINEERING,  INC.,  1387  Pompton 
Ave.,  Cedar  Grove,  N  J  AOV.  PG  543 
Foxboro  Co.,  The,  Foxboro,  Mast. 

General  Control  Company,  1212  Soldiers  Field  Rd., 
Boston  34,  Mats. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  AOV.  PG  75. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

General  Electric  Co.,  Clock  and  Timer  Dept.,  Ashland, 
Mau 

Globe  Industries,  Inc.,  P.  0.  Box  101,  North  Dayton 
Station,  Oayton  4,  Ohio. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Hagen  Mfg.  Co.,  Inc.,  202  20th  St.,  Moline,  III. 

HAVOON  CO.,  A.  W.  THE,  238  N.  Elm  St.,  Waterbury, 
Conn  AOV.  PG.  483 

HAYDON  DIV.  OF  GENERAL  TIME  CORP.,  500  E.  Elm 
St.,  Torrington,  Conn.  AOV.  PG.  97. 

Hunter  Mfg.  Co.,  106  N.  Linn  St.,  Iowa  City,  Iowa. 

Hupp  Instrumation  Div.,  Erie-PKiftc,  12932  S.  Weber 
Way,  Hawthorne,  Calif 

INDUCTRIAL  TIMER  CORP.,  1407  McCarter  Highway, 
Newark  4,  N  J.  AOV  PG.  185. 

Ingraham  Co.,  E.,  Bristol,  Conn. 

International  Register  Co.,  2620  Washington  Blvd.,  Chi¬ 
cago  12,  III. 

Isotope  Developments  Ltd.,  Benham  Grange,  Aldermaston 
Wharf,  Nr.  Reading,  Berks. 

Kahn  A  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 
Lumcnite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III. 


Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Master  Specialties  Co.,  956  E.  108th  St.,  Los  Angeles  59, 
Calif. 

Measurement  Engineering  Ltd.,  Arnprior,  Ontario,  Canada. 

NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave., 
Philadelphia  45,  Pa.  AOV.  PG.  528. 

Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III. 

Pantek  Co.,  Box  212,  El  Segundo,  Calif. 

Paragon  Electric  Co.,  Two  Rivers,  WIs. 

PARAPLEGICS  MFG.  CO.,  INC.,  10068  Franklin  Ave., 
Franklin  Park,  III.  AOV  PG.  22 

Pratt  A  Whitney  Co.,  Inc.,  Charter  Oak  Blvd.,  West 
Hartford  1,  Conn. 

Production  Instruments  Oiv.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III. 

Ransom  Reuarch,  Box  269,  San  Pedro,  Calif. 

Reynolds  Electric  Co.,  3000  River  Rd.,  River  Grove,  III. 

RIPLEY  CO.,  INC.,  Middletown,  Conn.  AOV.  PG.  564. 

Robotron  Corp.,  21300  W.  Eight  Mile  Rd.,  Detroit  19, 
Mich. 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield,  III. 

Square  D  Co.,  4041  N.  Richards,  Milwaukee  12,  Wis. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England 

STANDARD  ELECTRIC  TIME  CD.,  97  Logan  St.,  Spring- 
field,  Mau.  AOV.  PG.  518. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Tempo  Instrument,  Inc.,  P.  0.  Box  338,  240  Old  Country 
Rd.,  Hicksville,  N.  V. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13, 
III. 

Tot>p  Industries,  Inc.,  5255  W.  102nd  St.,  Lot  Angeles 
45,  Calif. 

Ulanct  Co.,  George,  413  Market  St.,  Newark  5,  N.  J. 

Univox  Corp.,  102  Warren  St.,  Hew  York  7,  N.  V. 

Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St.,  Ocean- 
side,  Calif 

VICTORY  ENCINERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  AOV.  PG.  346. 

Vinton  Co.,  E.  R.,  1401  Middle  Harbor  Rd.,  Oakland, 
Calif 

Vocatron  Mfg.  Div.  of  Vocaline  Co.,  of  America,  Inc., 
Old  Saybrook,  Conn 

WALDORF  INSTRUMENT  CO.,  OIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  V. 
AOV  PG  394C. 

WALKIRT  CO.,  141  W  Hazel  St.,  Inglewood  3,  Calif. 
AOV.  PG.  500. 

WALLSON  ASSOCUTES  LTD.,  963  Frelinghuysen  Ave., 
Newark  5,  N.  J.  AOV.  PG.  441. 

Wang  Laboratories,  Inc.,  37  Hurley  St.,  Cambridge  41, 
Mast. 

Waugh  Engineering  Cd.,  7842  Burnet  Ave.,  Van  Nuys, 
Calif 

Weltronic  Co.,  19500  W.  Eight  Mile  Rd.,  Detroit  41, 
Mich. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

Wilton  A  Co.,  G.  C.,  1915  Eighth  Ave.,  Huntington, 
W.  Va 

Zenith  Electric  Co.,  152  W.  Walton  St.,  Chicago  10, 
III. 


COffTROlS— Torque,  flocfremc 

American  Measurement  A  Control,  Inc.,  240  Calvary  at., 
Waltham  54,  Matt. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Cortn. 

Oaytronic  Corp.,  216  S.  Main  St.,  Dayton,  Ohio. 

Electro-MKhanical  Oiv.  of  General  Riveters,  Inc.,  785 
Hertel  Ave  ,  Buffalo  7,  N.  Y. 

Electronic  Control  Corp.,  1573  E.  Forest  St.,  Detroit 
7,  Mich. 

Fairfield  Engineering  Corp.,  934  Hope  St.,  Springdale. 
Conn. 

Foxboro  Co.,  The,  Foxboro,  Mau. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd , 
Schenectady  5,  N.  Y. 

Gilmore  Industries,  Inc.,  5713  Euclid  Ave.,  Cleveland  3, 
Ohio 

Holler  Co.,  Gerald  K.,  1819  Industrial  Rd.,  Las  Vegas, 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
AOV.  PG.  125. 

Magtrol,  Incorporated,  240  Seneca  St.,  Buffalo  4,  N.  Y. 

National  Coil  Co.,  P  0.  Box  1237,  Sheridan,  Wye. 

PITOMETER  LOG  CORP.,  237  Lafayette  St ,  New  York 
12,  N.  Y  AOV  PG  569 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Femdale,  Detroit  20, 
Mich. 

Robinette  Co.,  W.  C.,  802  Fair  Oaks  Ave.,  South 
Pasadena,  Calif. 

Servospecd  Oiv.  of  Electro  Devices,  Inc.,  4  Godwin  Ave., 
Paterson,  N.  J. 

Servo-Tek  Products  Co.,  Inc.,  1086  Goffle  Rd.,  Haw¬ 
thorne,  N  J 

VECTROL  ENGINEERING  INC.,  P.  0.  Box  1089,  SUm- 
ford.  Conn.  AOV.  PG.  456. 

WacLine,  Inc.,  35  S.  St.  Claire  St.,  Dayton  2,  Ohio. 

Wang  Laboratories,  Inc.,  37  Hurley  St.,  Cambridge  41, 
Mau. 

Warner  Electric  Brake  A  Clutch  Co.,  Beloit,  Wis. 

WATERS  MANUFACTURING  INC.,  Boston  Post  Rd., 
WayUnd,  Mau.  AOV.  PG.  473. 

Waugh  Engineering  Co.,  7842  Burnet  Ave.,  Van  Nuys, 
Calif. 

Wickes  Engineering  A  Construction  Co.,  12th  St.  A 
Ferry  Ave.,  Camden  4,  N.  J. 


CONTROLS-Traffic 

American  Electronics,  Inc.,  655  W.  Washington  Blvd, 
Los  Angeles  1^  Calif. 

EASTERN  INDUSTRIES,  INC.,  100  Skiff  St.,  Hamden, 
Conn.  AOV.  PG.  49. 

LIBRASCOPE,  INC.,  808  Western  Are.,  Glendale,  Calif. 
AOV.  PG.  125. 

Mobil  Electronics  Mfg.  Co.,  1111  State  Rd.,  67E, 
Anderson,  Ind. 


CONTROLS-TurbMify 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10, 
Ohio. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge 
38,  Mau.  AOV.  PG.  466. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Oevco  Engineering  Inc.,  P.  0.  Box  387,  Caldwell,  N.  J. 
Measurement  Engineering,  Ltd.,  Arnprior,  Ontario,  Canada. 
WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK 
A  SONS,  Wolf  Hill  Rd.,  Huntington  SUtion,  N.  V. 
AOV.  PG.  394C. 

Warner  Electronic  Devices,  Rankin,  III. 


CONTROLS-Ulfrweqiife 

ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave.,  Min- 
eola,  N.  V.  AOV.  PG.  531. 

Bludworth  Marine  Oiv.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

Fairchild  Camera  A  Instrument  Corp.,  Defense  Products 
Div.,  Robbins  Lane,  Syosset,  N.  Y. 

Fischer  A  Porter  Co.,  476  Warminster  Rd.,  Hatboro, 
Pa. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y.  AOV.  PG.  536. 

Kahn  A  Co.,  Inc  ,  541  Windsor  St.,  Hartford  1,  Conn. 

NARDA  ULTRASONICS  CORP.,  118-160  Herricks  Rd., 
Dept.  EB-l,  Mineola,  N.  Y.  AOV.  PG.  116. 

Power  Supplies,  Inc.,  1007  Olive  St.,  Highland,  III. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13, 

111. 

Topper  Mfg  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 


CONTROLS-Vocuum 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Consolidated  Controls  Corp.,  6  Durant  Ave.,  Bethel, 
Conn. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wit. 

Oietz  Co.,  Inc.,  Henry  G.,  12-16  Astoria  Blvd.,  Long 
Island  City  2,  N.  Y. 

Edwards  Hi^  Vacuum  (Canada)  Ltd.,  P.  0.  Box  515, 
Burlington,  Ontario. 

Electronic  Research  Labs  ,  85  Surrey  St.,  Brighton  35, 
Mau. 

Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

Fulton  Sylphon  Oiv.,  Robertshaw-Fulton  Controls  Co., 
Knoxville  4,  Tenn. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave ,  Glendale  1, 
Calif.  AOV  PG.  75. 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J. 

Hastings-Raydist,  Inc.,  Hampton  9,  Va. 

High  Vacuum  Equipment  Corp.,  2  Churchill  Rd.,  Hingham, 
Mau. 

Hull-Standard  Corp.,  Hatboro,  Pa. 

Kinney  Mfg.  Div.  of  The  New  York  Air  Brake  Co.,  3529 
Washington  St.,  Boston,  Mus. 

McQuay-Norris  Mfg.  Co.,  2320  Marconi  Ave.,  St  Louis 
10,  Mo. 

Manning,  Maxwell  A  Moore,  Inc.,  Industrial  Controls 
Oiv.,  250  E.  Main  St.,  Stratford,  Conn. 

Mercoid  Corp.,  4201  Belmont  Ave.,  Chicago  41,  III. 

Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 
S.  Minneapolis  8,  Minn. 

Minneapolis-Honeywell  Regulator  Co.,  Industrial  Div., 
Seventh  A  Grange  Sts.,  Philadelphia  44,  Pa. 

NRC  EQUIPMENT  CORP.,  169  Charlemont  St.,  Newton 
61,  Mus.  AOV.  PG.  427. 

Newark  Controls  Co.,  15  Ward  St.,  Bloomfield,  N.  J. 

Philadelphia  Scientific  Glass  Co.,  Quakertown,  Pa. 

Proceu  A  Instruments,  15  Stone  Ave.,  Brooklyn  33, 
N.  V. 

Research  Industrial  Laboratories  of  Electronics,  Roslyn, 
Pa. 

Rnitron  Laboratories,  Inc.,  2908  Nebraska  Ave.,  Santa 
Monica,  Calif. 

SCIENTIFIC  ENGINEERING  LABORATORY,  1519  Sixth 
St.,  Berkeley  10,  Calif.  AOV.  PG.  296. 

Temperature  Engineering  Corp.,  1000  Union  Landing  Rd., 
Riverton,  N.  J. 

United  Electric  Controls  Co.,  85  School  St.,  Watertown 
72,  Mus. 

Vacuum  Equipment  Oiv.,  of  The  New  York  Air  Brake  Co., 
1325  Admiral  Wilson  Blvd.,  Camden,  N.  J. 

Vacuum  Specialties  Co.,  34  Linden  St.,  Somerville,  Mau. 

Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St., 
Oceanside,  Calif. 
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Veeco  Vacuum  Corp.,  86  Denton  Ave.,  New  Hyde  Park, 
N.  V. 

Wallace  &  Tiernan,  Inc.,  25  Main  St.,  Belleville  9, 
N.  J. 

Weston  Instruments  Oiv.  of  Daystrom,  Inc.,  619  Fre^ing- 
huysen  Ave.,  Newark  12,  N.  J. 


CONTROLS— Venfilotinf  Control  Syitam 

Barber-Caiman  Co.,  Dept.  766,  Rockford,  III. 

Bristol  Co.,  The,  P.  0.  Bo«  1790  EBG,  Waterbury  20, 
Conn. 

CRAIG  SYSTEMS,  INC.,  360  Merrimack  St.,  Lawrence, 
Mass.  ADV.  PG.  499. 

Cutler- Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

DevcO  Engineering  Inc.,  P.  0.  Box  387,  Caldwell,  N.  J. 

Dietz  Co.,  Inc.,  Henry  G.,  12-16  Astoria  Blvd.,  Long 
Island  City  2,  N.  Y. 

Foxboro  Co.,  Tlw,  Foxboro,  Mass. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  ADV.  PG.  75. 

Fenwal  Incorporated,  Pleasant  St.,  Ashland,  Mass. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Mercoid  Corp.,  4201  Belmont  Ave.,  Chicago  41,  III. 

Production  Instruments  Div.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III. 

Taller  &  Cooper  Co.,  75  Front  St.,  Brooklyn  1,  N.  Y. 

United  Electric  Controls  Co.,  85  School  St.,  Watertown 
72,  Mass. 

Vapor  Heating  Corp.,  6420  W.  Howard  St.,  Chicago  31, 
III. 

Worner  Electronic  Devices.  Rankin,  III. 


CONTROLS-Volumo  «  Ton* 

M  .  .  .  .  Indicofos  Miniature  Typo 

Ardente  Acoustic  Labs.,  Ltd.,  8/12  Minerva  Rd.,  North 
Acton,  London,  N.W.  10,  England  M. 

CENTRAUB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
A.e.,  Milwaukee  1,  Wis.  ADV.  PG.  422.  M. 

CHICAGO  TELEPHONE  &  SUPPLY  CORP.,  1142  W. 

Beardsley  Ave.,  Elkhart,  Ind.  ADV.  PG.  301.  M. 
Clarostat  Mfg.  Co.,  Inc.,  Dover,  N.  H.  M. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG. 

401.  M. 

INTERNATIONAL  RESISTANCE  CO.,  401  N.  Broad  St , 
Philadelphia  8,  Pa.  ADV.  PG.  189-192. 

Javex,  P.  0.  Box  646,  Redlands,  Calif. 

Lesa,  Via  Bergamo  21,  Milan,  Italy.  M. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind.  M. 

Painton  Oiv.  of  British  Electronics  Sales  Co.,  Inc.,  Oakland 
Garden  Sta.,  Flushing  64,  N.  Y.  M. 

PARAPLEGICS  MFG.  CO.,  INC.,  10068  Franklin  Ave., 
Franklin  Park,  III.  ADV.  PG.  22. 

Stackpole  Carbon  Co.,  St.  Marys,  Pa.  M. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13,  III. 


CONTROlS-WeipM 

Automatic  Timing  &  Controls,  Inc.,  King  of  Prussia,  Pa. 

Avion  Division,  ACF  Industries,  Inc.,  II  Park  Place, 
Paramus,  N.  J. 

Baldwin-Lima-HamiKon  Corp.,  42  4th  Ave.,  Waltham, 
Mass. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Oaytronic  Corp.,  216  S.  Main  St.,  Dayton,  Ohio. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

Hoover  Electronics  Co.,  110  W.  Timonium  Rd.,  Timonium, 
Md. 

Industrial  Electronic  Engineers,  3973  Lankershim  Elvd., 
North  Hollywood,  Calif. 

Manning,  Maxwell  &  Moore,  Inc.,  Industrial  Controls  Oiv., 
250  E.  Main  St.,  Stratford,  Conn. 

Nuclear  Research  Corp.,  Southampton,  Pa. 

Stator  Electric  Corp.,  46-25  58th  St.,  Woodside,  N.  Y. 

Wallace  &  Tiernan,  Inc.,  25  Main  St.,  Belleville  9,  N.  J. 

CONTROLS-WoMing 

ALLEN-BRAOLEY  CO.,  136  W.  Greenfield  Ave.,  Milwau¬ 
kee  4,  Wit.  ADV.  PG.  421. 

Automatic  Switch  Co.,  50-56  Hanover  Rd.,  Florham  Park, 
N.  J. 

BRIGGS  ASSOCIATES  INC.,  10  Dekalb  St.,  Norristown, 
Pa.  ADV.  PG.  578. 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England. 

Eisler  Engineering  Co.,  Inc.,  751  S.  13th  St.,  Newark  3, 
N.  J. 

FEDERAL  TOOL  ENGINEERING,  INC.,  1387  Pompton 
Ave.,  Cedar  Grove,  N.  J.  ADV.  PG.  543. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Kahn  &  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 

Peer,  Inc.,  Benton  Harbor,  Mich. 

Robotron  Corp.,  21300  W.  Eight  Mile  Rd.,  Detroit  19, 
Mich. 

Taylor-Winfield  Corp.,  1056  Mahonig,  N.W.,  Warren, 
Ohio. 

Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St., 
Oceanside,  Calif. 

VECTROL  ENGINEERING  INC.,  P.  0.  Box  1089,  Sum- 
ford.  Conn.  AOV.  PG.  456. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust 
St.,  St.  Louis  3,  Mo. 


Weitronic  Co.,  19500  W.  Eighth  Mile  Rd.,  Detroit  41, 
Mich. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

CONVERTERS 

1.  Analog  fo  Digital 

2.  Card  fo  Tap* 

2a.  Coda 

3.  Computing 
3a.  DC  fo  DC 

4.  Digital  to  Analog 
4a.  Froquoncy 

4b.  Facsimilo 

5.  Froquoncy  Shift  Koying 
4.  High  Froquoncy 

7.  low  Froquoncy 

3.  Powor  Froquoncy,  Eloctronic 

9.  Powor  Froquoncy,  Rotary 

10.  Powor  Froquoncy,  Vibrator 
lOo.  Singlo  Sidobond  Rocoivor 

11.  R-F 

12.  Tapo  to  Cord 

13.  Tolovition  (UHF  fo  VHF) 

ACF  Electronics,  800  N.  Pitt  St.,  Alexandria,  Va.  1-4. 
A  R  8.  T  Electronics,  Inc.,  P.  0.  Box  370,  North  Little 
Rock,  Ask.  11-13. 

Adage  Inc.,  292  Main  St  ,  Cambridge,  Mass.  1-4. 
Adcon  Corp.,  1117  Commonwealth  Ave.,  Boston  15, 
Mass.  1. 

Adler  Electronics,  Inc.,  1  LeFevre  Lane,  New  Rochelle, 
N.  Y.  lOa-13. 

Aeronautical  &  Instrument  Oiv.  of  Robertshaw-Fulton 
Controls  Co.,  Santa  Ana  Freeway  at  Euclid  Ave., 
Anaheim,  Calif.  4a. 

AIRFLYTE  ELECTRONICS  CO.,  535-9  Avenue  "A", 
Bayonne,  N.  J.  1.  ADV.  PG.  582. 

American  Bosch  Arma  Corp.,  Chicago  Oiv.,  5857  W. 

95th  St.,  Oak  Lawn,  III.  1. 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif.  1-2-3-4. 

AMERICAN  MACHINE  &  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria, 
Va.  1-4.  ADV.  PG.  380. 

AMERICAN  TELEVISION  &  RADIO  CO.,  300  E.  Fourth 
St.,  St.  Paul  1,  Minn.  10.  ADV.  PG.  484. 

Analogue  Controls,  Inc.,  39  Roselle  St.,  Mineola,  N.  V. 

1-4. 

Andromeda,  Inc.,  3742  Howard  Ave.,  Kensington,  Md. 
1-4. 

APPLIED  RESEARCH,  INC.,  76  S  Bayles  Ave.,  Port 
Washington,  N.  Y.  11-13.  AOV.  PG.  566. 

Applied  Science  Corp.  of  Princeton,  P.  0.  Box  44, 
Princeton,  N.  J.  1. 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd., 
Chesterland  6,  Ohio.  1.  ADV.  PG.  340. 

Austin  Co.,  The,  Special  Devices  Div.,  76  Ninth  Ave., 
New  York  11,  N.  Y.  1. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Piace, 
Paramus,  N.  J.  1-4-8. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  1-3-4.  AOV.  PG.  466 
Baldwin  Piano  Co.,  1801  Gilbert  St.,  Cincinnati  2, 
Ohio.  1. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  5-b-7-10a-ll.  AOV.  PG.  103. 

Beckman/ Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif.  4. 

Bill  Jack  Scientific  Instrument  Co.,  P,  0.  Box  C-3,  Solano 
Beach,  Calif,  b-9. 

Blonder-Tongue  Laboratories,  Inc.,  9-25  Ailing  St., 
Newark  2,  N.  J.  11-13. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold 
St.,  New  York  38,  N.  Y.  1-4-8-9. 

Boehme,  Inc.,  H.  0.,  915  Broadway,  New  York  10, 
N.  Y.  5. 

BOONTON  RADIO  CORP.,  Boonton,  N.  J.  4a.  ADV  PG 
417. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn.  1-3-4 -6-7. 

Burroughs  Corp.,  Electronic  Tube  Div.,  P,  0.  Box  1226, 
Plainfield,  N.  J.  4. 

CG  Electronics  Div.  of  Gulton  Industries,  Inc.,  305 
Dallas  St.,  N.E.,  Albuquerque,  N.  M.  i-2-3-4. 
C.G.S.  Laboratories,  Inc.,  391  Ludlow  St.,  Stamford, 
Conn.  2a-6. 

Carter  Motor  Co.,  2746  W.  George  St.,  Chicago  18, 
Hi.  9. 

Chicago  Aerial  Industries,  1980  N.  Hawthorne,  Melrose 
Park,  III.  1-4. 

CLEGG  UBORATORIES  OIV.  OF  CLEGG,  INC.,  Han¬ 
over  &  Ridgedale  Aves.,  Morristown,  N.  J.  10a. 
ADV.  PG.  505. 

CLIFTON  PRECISION  PRODUCTS  CO.,  INC.,  9014  West 
Chester  Pike,  Upper  Darby,  Pa.  1.  ADV.  PG.  240, 
241. 

Cline  Electric  Mfg.  Co.,  3405  W.  47th  St.,  Chicago, 

III.  8. 

Coleman  Engineering  Co.,  Inc.,  3500  Torrance  Blvd., 
Torrance,  Calif.  1-4. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa.  4b-5-10a-ll. 
Community  Engineering  Corp.,  Box  824,  State  College, 
Pa.  13. 

COMPUTER  CONTROL  CO.,  INC.,  92  Broad  St.,  Wellesley 
57,  Mass.  1-2-3-4-12.  ADV.  PG.  481. 


Computer-Measurements  Corp.,  5528  Vineland  Ave., 
North  Hollywood,  Calif.  4. 

Consolidated  Avionics  Corp.,  800  Shames  Drive,  West- 
bury,  N.  V.  1-2-3-4-8-10-12. 

Consolidated  Controls  Corp.,  6  Durant  Ave.,  Bethel, 
Conn.  1. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif.  1. 

Continenul  Electric  Co.,  Inc.,  334  Ferry  St.,  Newark  5, 
N.  J  6-7-9. 

CONTROL  ELECTRONICS  CO.,  INC.,  1925  New  York 
Ave.,  Huntington  SUtlon,  N.  Y.  8.  ADV.  PG.  473, 
550. 

CORNELL-DUBILIER  ELECTRIC  CORP.,  South  Plain- 
held,  N.  J.  10.  ADV.  PG.  419. 

Crescent  Engineering  &  Research  Co.,  5440  N.  Peck 
Rd.,  El  Monte,  Calif.  8. 

Crosby  Labs.,  Inc.,  Box  233,  Robbins  Lane,  Hicksvilit, 
N.  Y.  10a. 

CUBIC  CORP.,  5575  Kearny  Villa  Rd.,  San  Diego  11, 
Calif.  1.  ADV.  PG.  118,  119. 

Cunningham  Son  &  Co.,  Inc.,  James,  33  Litchheld  St., 
Rochester,  N.  Y.  1. 

0  &  R,  LTD.,  402  E.  Gutierrez  St.,  P.  0.  Box  1500, 
Santa  Barbara,  Calif.  9-lOa.  ADV.  PG.  556. 

Davies  Laboratories  Div.,  Minntapolls-HoneywtII  Regulator 
Co.,  10721  Hanna  St.,  Beltsville,  Md.  1. 

Daystrom  Systems  Oiv.  of  Daystrom,  Inc.,  5640  La  Jolla 
Blvd.,  La  Jolla,  Calif.  l4. 

Delaware  Products  Co.,  300  Broadway,  Camden  3,  N  J. 

1. 

DIGITAL  EQUIPMENT  CORP.,  Maynard,  Mast.  3.  ADV. 
PG.  527. 

Digitran  Co.,  45  W.  Union  St.,  Pasadena,  Calif.  1. 

DIGITRONICS  CORP.,  Albertson  Ave.,  Aiberton,  N  Y. 
2-12.  AOV.  PG.  559. 

Dollar  Co.,  Robert,  Communications  Equipment  Div.,  50 
Orumm  St.,  San  Francisco  11,  Calif.  S. 

Dychro  Corp.,  125  Mount  Vernon  St.,  Watertown  72, 
Mast.  1. 

ECLIPSE-PIONEER  OIV.,  BENOIX  AVIATION  CORP, 
Teterboro,  N.  J.  1.  AOV.  PG.  81-88 

Eicor,  Inc.,  4235  W.  North  Ave.,  Chicago  39,  III.  9. 

Electric  Motors  &  Specialties,  Inc.,  King  6  Hamther 
Sts.,  Garrett,  Ind.  6-7. 

Electric  Specialty  Co.,  300  South  St.,  Stamford,  Conn. 
6-7-9. 

Electro  Instruments,  Inc.,  3540  Aero  Court.  San  Diego 

II,  Calif.  1-2. 

Electro  Precision  Corp.,  Box  669,  Arkadelphia,  Ark.  1. 

Electro- Voice,  Inc.,  Buchanan,  Mich.  10a. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J.  1-2-3- 
4-12. 

Eiectronic  Communications,  Inc.,  1501  72nd  St.,  N., 
St.  Petersburg,  Fla.  1. 

Electronic  Control  Systems  Oiv.  of  Stromberg-Carlson. 
2231  S.  Barrington  Ave.,  Lot  Angeles  64,  Calif. 
1-4. 

Electronic  Research  Associates,  Inc.,  67  Factory  Place, 
Cedar  Grove,  N  J.  3a-7-B. 

Electronics  Computer  Corp.,  6191  Ridge  Ave.,  Philadel¬ 
phia  28,  Pa.  1. 

Entron,  Inc.,  4902  Lawrence  St.,  Bladensburg,  Md  13. 

EPSCO,  INCORPORATED,  588  Commonwealth  Ave., 
Boston  15,  Mass.  1-2-4-12.  ADV.  PG.  281-283. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N.  Y.  5-lOa. 

Everthed  &  VIgnoles  Ltd.,  Chiswick,  London  W.  4, 
England.  1-3-4. 

Fairchild  Camera  &  Instrument  Corp.,  Defense  Products 
Oiv.,  Robbins  Lane,  Syosset,  N.  Y.  1-4. 

Farrand  Optical  Co.,  Inc.,  Bronx  Blvd.  at  238th  St., 
New  York  70,  N  Y.  1-4. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza.  New 
York  20,  N  Y.  1-2-3-4-12.  ADV.  PG.  490 

FIreye  Div.,  Electronics  Corp.  of  America,  One  Memorial 
Drive,  Cambridge  42,  Matt.  1. 

Fischer  &  Porter  Co.,  476  Warminster  Rd.,  Hatboro, 
Pa.  1. 

Ford  Instrument  Co.,  Div.  of  Sperry  Rand  Corp.,  31-10 
Thomson  Ave.,  Long  Island  City  1,  N  Y.  1-4. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N  Y.  9. 

GENERAL  MAGNETICS,  INC.,  135  Bloomfield  Ave, 
Bloomheld,  N.  J  7.  ADV.  PG  359. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  10.  AOV.  PG.  178,  179. 

Genisco,  Inc.,  2233  Federal  Ave.,  Los  Angeles  64,  Calif. 

1. 

Georator  Corp.,  315  Tuder  Lane,  Manassas,  Va.  6-7-9. 

Geotronic  Labs.  Inc.,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Texas.  6-7-8-10. 

Gerst  &  Co.,  Paul  E.,  4868  N.  Clark  St.,  Chicago  40, 

III. 

Gilmore  Industries,  Inc.,  5713  Euclid  Ave.,  Cleveland  3, 
Ohio.  1-2. 

Gonset  Div.,  Young  Spring  6  Wirt  Corp.,  801  S.  Main 
St.,  Burbank,  Calif.  6. 

Great  Lakes  Electric  Mfg.  Co.,  17  S.  Desplalnes  St., 
Chicago  6,  III.  4-7. 

Greenleaf  Mfg.  Co.,  The  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo.  8-11. 

Gurley,  W.  &  L.  E.,  514  Fulton  St.,  Troy,  N.  Y.  1. 

Hanson-Gorrill-Brian,  Inc.,  85  Hazel  St.,  Glen  Cove, 
N.  Y.  3. 

Heinz  Mueller  Engineering  Co.,  Inc.,  1906  N.  Cicero 
Ave.,  Chicago  39,  III.  9. 

Hertner  Electric  Co.,  12690  Elmwood  Ave.,  Cleveland 
11,  Ohio.  9. 

Hoffman  Electronics  Corp.,  6200  S.  Avalon  Blvd.,  Los 
Angeles  3,  Calif.  4b. 

Hoover  Electronics  Co.,  110  W.  Timonium  Rd.,  Timonium, 
Md.  1-4. 
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I.D.E.A.,  Ik  ,  7900  Pendleton  Pike,  tndienapolli  26, 
Ind.  b-13. 

INDUSTRIAL  CONTROL  CO.,  SOS  Albln  Ave.,  Linden¬ 
hurst,  N.  V.  1-A.  AOV.  PG.  490. 

Industrial  Electronic  Engineer^  3973  Lankershim  Bled., 
North  Hollywood.  Calil.  1*3. 

INSTRUMENT  DEVELOPMENT  UBORATORIES,  INC., 

67  Mechanic  St  .  Attleboro,  Mass  1.  AOV.  PG.  543 
INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N  y  6-7-8-9-10.  AOV.  PG  536 
International  Crystal  Mfg.  Co.,  18  N.  Lee  St.,  Oklahoma 
City,  Okla.  6. 

International  Telephone  A  Telegraph  Corp.,  Industrial 
Products  DIv.,  15191  Bledsoe  St.,  San  Fernando, 
Calif.  1-8. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 

III  11  AOV  PG  174 

JAMES  VIBRAPOWR  CO.,  4050  N  Rockwell  St.,  Chicago 
18,  III.  10.  AOV  PG  574 
Julie  Research  Laboratories,  556  W.  168th  St.,  New 
York  32,  N.  Y.  d. 

Kato  Engineering  Co.,  1415  First  Ave.,  Mankato, 
Minn  9. 

Katolight  Corp.,  First  Ave  at  Chestnut,  Mankato, 
Minn  9. 

KEARFOTT  CO.,  INC.,  ENGINEERING  SALES  DIV., 
1378  Main  Ave  ,  Clifton,  N.  J  1-4.  AOV.  PG.  356 
KIN  TEL.  Boi  623.  5725  Kearny  Villa  Rd.,  San  Olego 
12,  Calif.  1-2-3-4-12.  AOV  PG  51-57 
LABORATORY  FOR  ELECTRONICS,  INC.,  75  Pitts  St., 
Boston  14,  Mass  6-7.  AOV.  PG.  508 
Lesa,  Via  Bergamo  21,  Milan,  Italy.  9-10. 

LIBRASCOPE,  INC.,  808  Western  Ave ,  Glendale,  Calif. 
1-2-3-4-12  AOV  PG.  125 

Liquidometer  Corp.,  The,  Skillman  Ave.  at  36th  St., 
Long  Island  City  1,  N.  Y.  8. 

Litton  Industries  of  Maryland,  IK.,  4900  Calvert  Rd., 
College  Park,  Md.  8. 

Mack  Electronics  Div.  of  Mack  Trucks,  iK.,  Advanced 
Research  Lab.,  40  Leon  St.,  Boston  15,  Mass  2-12 
MacLeod  A  Hanopol,  Ik.,  10  Roland  St.,  Charlestown 
29,  Mats  1. 

Magnavoi  Co.,  The  2131  Bueter  Rd ,  Fort  Wayne  4, 

Ind  1-2-3-4-8-12 

MAGNETIC  RESEARCH  CORP^  3160  W  El  Segundo 
Blvd,  Hawthorne,  Calif.  6-7-8  AOV  PG  482 
Magnetics  Research  Co.,  255  Grove  St.,  White  Plains, 
N.  Y  12. 

Maurer,  Ik  ,  J.  A ,  37-01  31st  St.,  Long  Island  City 
1  N  Y  1 

MEASUREMENTS  OlV ,  McGRAW-EDISON  CO.,  Boon- 
tow  N  J  6  AOV  PG  564,  565. 

MERCURY  ELECTRONIC  CO.,  Bov  45A,  Red  Bank, 

N  J  8.  AOV  PG  27 

Mid-Century  Instrumatic  Corp.,  611  Broadway,  New 
York  12,  N.  Y.  1. 

Missouri  Research  Labs.,  IK.,  2109  Locust  St.,  St 
Louis  3,  Mo  1. 

Mohawk  Fiectronic  Research  Labs.,  Ik.,  Box  126-A, 
RD  4,  Amsterdam,  N.  Y.  11. 

Moran  Instrument  Corp.,  170  E.  Orange  Grove  Ave., 
Pasadena  3,  Calif.  1. 

Morrow  Radio  Mfg.  Co.,  2794  Market  St.,  Salem, 
Ore  6. 

Mullard  Equipment  Ltd.,  Mullard  House,  Torrington 
Place.  London,  W  C.  1,  England  1-lOa. 

NJE  CORPORATION,  345  Carnegie  Ave.,  Kenilworth,  N.  J. 
8  AOV  PG  292-295 

National  Co  .  Ik.,  61  Sherman  St.,  Malden  48,  Mast.  6. 
NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave, 
Philadelphia  45,  Pa.  1-4.  AOV.  PG.  528 
New  York  Transformer  Co.,  Ik.,  Third  Ave.,  Alpha, 
N  J.  3a. 

NON-LINEAR  SYSTEMS,  INC.,  Del  Mar  Airport,  Del 
Mar,  Calil.  1.  AOV  PG.  442 
Northam  Electronics,  Ik.,  2420  N  Lake  Ave.,  Alta- 
dena,  Calif.  3a. 

NORTHERN  RADIO  CO.,  INC.,  143-145  W.  22nd  St., 
New  York  11,  N  Y  4b-5.  AOV  PG.  304-306. 
Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Ik., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M.  1-4. 

OPAD  ELECTRIC  CO.,  69-5  Murray  St.,  New  York  7, 
N  Y  8  AOV  PG  521 

OWEN  LABORATORIES,  INC.,  55  Beacon  Place,  Pasa¬ 
dena.  Calif.  4.  AOV.  PG.  498 
PACKARO-BELL  CO.,  12333  W.  Olympic  Blvd.,  Los 
Angeles  64,  Calif.  1-4.  AOV.  PG.  199. 

Palmer,  Ik  ,  M.  V.,  4002  Fruit  Valley  Rd.,  VaKOuver, 
Wash.  5-lOa. 

Perkin-Elmer  Corp  The,  Main  Ave  ,  Norwalk,  Conn.  1. 
PERKIN  ENGINEERING  CORP.,  345  Kansas  St.,  El 
Segundo,  Calif.  8-10.  AOV.  PG.  496. 

Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridgeport, 

Pa  3a 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester,  N  V  6.  AOV  PG  507. 

Patter  Aeronautical  Corp.,  Route  #22,  Union,  N.  J.  4-7. 
Power  Sources,  Ik.,  Northwest  Industrial  Park,  South 
Ave.,  Burlington,  Mass  8. 

Racai  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England.  1-4-6-7-lOa. 

Radlart  Corp.,  The,  3455  Vega  Ave.,  Cleveland  13, 
Ohio.  10. 

Radiation  Counter  Laboratories,  Ik.,  5121  W.  Grove 
St.,  Skokie,  III.  1. 

RADIATION,  INC.,  Melbourne,  Fla.  1.  AOV.  PG.  255. 
RADIO  FREQUENCY  LABS.,  INC.,  Boonton  2,  N.  J.  8. 
AOV.  PG.  399. 

Radio  Mfg.  Engineers  Div.  of  Electro  Voice  Ik., 
Buchanan,  Mich.  6-lOa-ll. 

Ransom  Research,  Bov  269,  San  Pedro,  Calif.  3-4. 


Rea  Co.,  Inc.,  J.  B.,  1723  Cloverfield  Blvd.,  Santa 
Monica.  Calif.  1-3-4. 

RED  BANK  DIVISION,  BENDIX  AVIATION  CORP.,  Rt. 

35,  Eatontown,  N.  J.  9.  AOV  PG.  89. 

Remington  Rand  Div,  Sperry  Rand  Corp.,  315  Fourth 
Ave  ,  New  York  10,  N.  Y.  1-2-12. 

Rho  Engineering  Co.,  2242  Sepulveda  Blvd.,  Los  Angeles 
64,  Calif.  3a. 

Sage-^raft,  Ik.,  Norwich,  N.  Y.  6. 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springheld, 
III.  9. 

Scientiftc  AssKiates,  Ik.,  2162  Piedmont  Rd.,  N.  E., 
Atlanta  9,  Ga.  2-12. 

Servomechanisms,  Ik.,  Special  Products  Oiv.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif.  1-4. 

Servonics,  IK.,  822  N.  Henry  St.,  Alexandria,  Va.  1. 
Sickles,  F.  W.,  Oiv.,  General  Instrument  Corp.,  165 
Front  St ,  Chicopee,  Mass.  8. 

Siemon  Mfg.  Co  ,  P.  0  Box  275,  Wayne,  III  9. 
SORENSEN  &  CO.,  INC.,  Richards  Ave.,  Norwalk,  Conn. 
3a-8  AOV.  PG  91-96. 

Southern  Instruments,  Ltd.,  Computer  Oiv,  Frimley 
Rd.,  Camberiry,  Surrey,  England  1. 

STANDARD  ELECTRIC  TIME  CO.,  97  Logan  St.,  Spring- 
held,  Matt.  10.  AOV.  PG.  518. 

Streeter-Amet.  Co.,  Grayslake,  III.  1. 

Womberg-Carlton  Oiv.  of  General  Dynamics  Corp.,  1895 
HancKk  St.,  San  Diego  12,  Calif.  4. 
Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlton  Rd.,  RKhester  3,  N.  Y.  3-12. 

SYSTRON  CORP.,  2055  CoKord  Blvd.,  CoKord,  Calif 
l-4-b-7.  AOV.  PG.  368 

Taller  &  Cooper  Co.,  75  Front  St.,  Brooklyn  1,  N  V. 

1-2-3-4-12. 

Tally  Register  Co.,  5300  14th  N  W.,  Seattle,  Wash.  1 
Tammen  A  Denison  Ik.,  4751  N.  Olcott  Ave.,  Chicago 
31,  III  8. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N  Y  7-8.  AOV  PG  511. 

TECHNICAL  MATERIEL  CORP.,  P  0.  Box  142,  Mamaro- 
neck,  N  V.  S-6-7-10a  AOV  PG  145. 

Telecom,  Ik.,  1019  Admiral  Blvd ,  Kansas  City,  Mo  8 
Telecomputing  Corp.,  915  N.  Citrus  Ave.,  Los  Angeles 
38,  Calif.  1-12. 

Tel-lnstrumcnt  Electronics  Corp,  728  Garden  St., 
Carlstadt,  N.  J.  8. 

Terado  Co.,  1059  Raymond  Ave  ,  St.  Paul  14,  Minn  10. 
Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13. 
Ill  8 

Times  Facsimile  Corp.,  540  W.  58th  St.,  New  York  19, 

N  Y  4b-5 

TRANS  ELECTRONICS,  INC.,  7349  Canoga  Ave.,  Canoga 
Park,  Calif  8  AOV.  PG  506. 

Transistor  Devices,  Ik.,  730  Boulevard,  Kenilworth, 
N.  J  8 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J 
3a-S-8. 

Tullamore  Electronics  Laboratory,  6055  S.  Ashland 
Ave.,  Chicago  36,  III  1. 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17 
Brooklyn  Ave  ,  Westbury,  N.  Y  6-7-8.  AOV.  PG  390 
VARO  MFG.  CO.,  2201  Walnut  St.,  Garland.  Texas. 
6-7-8-9.  AOV  PG.  454. 

Vibration  Research  Labs.,  Ik.,  58  Marbledale  Rd., 
Tuckahoe,  N.  Y  8-10. 

Vickers  Electric  Division,  Vickers,  Ik,  1825  LKust 
St.,  St.  Louis  3,  Mo  8-9-10. 

Videon  Electronic  Corp.,  902  E.  Michigan  St.,  Indian¬ 
apolis  2,  Ind.  13. 

WRL  Electronics,  IK.,  3417  W.  Broadway,  CouKil 
Bluffs  Iowa  6. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
1-2-3-4-8.  AOV.  PG.  394C. 

Wang  Laboratories,  Ik.,  37  Hurley  St.,  Cambridge  41, 
Mats.  1-4. 

Waugh  EngiKerIng  Co.,  7842  Burnet  Ave.,  Van  NuyS, 
Calif  4. 

Westbury  Electronics,  Ik.,  300  Shames  Drive,  Westbury, 

N  Y  6-11-13. 

Western  Gear  Corp.,  Electro  Products  Div.,  132  W. 

Colorado  St.,  Pasadena  1,  Calif.  9. 

Westlnghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa.  8. 

Wincharger  Corp.,  E.  7th  A  Division  Sts.,  Sioux  City, 

Iowa  6-7. 

COOIANTS-Ofefeetrlc 

Dow  Chemical  Co.,  The,  Midland,  Mich. 

Minnesota  Mining  A  Mfg.  Co.,  900  Fauquier  Ave., 
St.  Paul  6,  Minn. 

Monsanto  Chemical  Co.,  Organic  Chemicals  Oiv.,  Avia¬ 
tion  Fluid,  Lindbergh  A  Olive  Sts.,  St.  Louis  24,  Mo. 
Oronite  Chemical  Co.,  200  Bush  St.,  San  Francisco  20, 
Calif. 

COOIERS-Ilewer  or  Fen 
COOlINO  UNITS-Blowar 
See  BLOWERS 

TUBE  COOlINO  UNITS 

CORD  SETS 

Accurate  Insulated  Wire  Corp.,  23  Fox  St.,  New  Haven, 
Conn 

ALOEN  PRODUCTS  CO.,  112  N.  Main  St.,  BrKkton  64. 
Mass.  AOV.  PG.  472. 

American  Gelosa  Electronics,  Ik.,  312  Seventh  Ave., 
New  York  1,  N.  Y. 

Apex  Wire  A  Cable  Corp.,  237  37th  St.,  Brooklyn  32. 
N.  V. 


ASSOCIATED  ENGINEERING  CORP.,  65  Kent  St.,  Brook- 
liK  46,  Mass.  AOV.  PG.  564. 

Audiosears  Corp.,  Shepard  Hill  Rd.,  Roxbury,  N.  V. 
AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N.  V.  AOV.  PG.  476. 

BAM  Electric  Co.,  838  Fourth  Ave.,  Brooklyn  32,  N.  Y. 
Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44,  III. 
Birnbach  Radio  Corp.,  Ik.,  145  Hudson  St.,  New 
York  13,  N.  V. 

CBC  Electronics  Co.,  Ik.,  2601  N.  Howard  St.,  Phila- 
dephia  33,  Pa 

Cadre  Industries  Corp.,  Box  ISO,  Endicott,  N.  Y. 

Columbia  Wire  A  Supply  Co.,  2850  Irving  Park  Rd., 
Chicago  18.  III. 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia 
St.,  Meriden,  Coon. 

Cords  Ltd.,  Oiv.  of  The  Essex  Wire  Corp.,  1601  Wall 
St.,  Fort  Wayne,  Ind. 

CORNISH  WIRE  CO.,  50  Church  St.,  New  York  7,  N.  Y. 
AOV.  PG  228. 

Decatur  Electronics  Industries  Corp.,  203  Orinco  Drive, 
Brightwater,  N.  V. 

Eagle  Electric  Mfg.  Co.  Ik.,  23-10  Bridge  Plata,  S., 
Long  Island  City,  N.  Y. 

Electric  Cords  A  Supply  Co.,  413  E.  Third  St.,  Los 
Angeles  13,  Calif. 

Empire  Eiectronics  Co.,  Ik.,  166  River  St.,  Paterson  1, 
N.  J 

First  Electronics  Corp.,  117  Blue  Hill  Ave.,  Boston  19, 
Mass 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y 

General  Electric  Co.,  Industrial  Heating  Dept.,  Shelby- 
ville,  Ind. 

General  Insulated  Wire  Works,  IK.,  69  Gordon  Ave., 
Providence  5,  R  I. 

GENERAL  RF  FITTINGS,  INC.,  702  Beacon  St.,  Boston 
15,  Mass.  AOV  PG.  517. 

Irwin  Products  Co.,  4937  N.  Oamen,  Chicago  25,  III. 
Leviton  Mfg.  Co.,  Ik.,  236  Greenpoint  Ave.,  Brooklyn  22, 
N.  Y. 

Miller  Electric  Co.,  120  Main  St.,  Pawtucket,  R.  I. 
Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia  44, 

Pa 

Packard  Electric  Oiv.  of  General  Motors  Corp.,  312  Dana 
Ave  ,  Warren,  Ohio 

PARAPLEGICS  MFG  CO.,  INC.,  10068  Franklin  Ave., 
Franklin  Park,  III.  AOV.  PG.  22. 

Phalo  Plastics  Corp.,  25  Foster  St.,  Worcester  8,  Mast. 
Plastic  Mold  A  Engineering  Co.,  157  Clifford  St., 
Providence  3,  R.  I. 

Plastic  Wire  A  Cable  Corp.,  Jewett  City,  Conn. 

Rrgo  Insulated  Wire  Co  .  830  Monroe  St.,  Hoboken,  N.  J. 
R(»S  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Davis- 
ville.  Pa.  AOV.  PG.  472. 

Royal  Electric  Corp.,  Pawtucket,  R.  I. 

Rye  Sound  Corp.,  Box  210,  Mamaroneck,  N.  Y. 

Servo  Recording  Instruments,  Ik.,  407  N.  Maple  Drive, 
Beverly  Hilts,  Calif. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0. 
Box  85,  Gardena,  Calif. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlton  Rd.,  RKhester  3,  N.  Y. 

Superior  Insulated  Wire  Co.,  Route  9W,  West  Haverstraw, 
N.  Y. 

TAP-A-LINE  MFG.  CO.,  P.  0.  Box  563,  Pompano  Beach, 
Fla.  AOV.  PG.  572. 

Telephonies  Corp.,  Park  Ave.,  Huntington,  N.  Y. 

Telex,  Ik.,  Telex  Park,  St.  Paul  1,  Minn. 

Trimm,  Ik.,  400  W.  Lake  St.,  LIbertyvIlle,  III. 

U.  S.  Wire  A  Cable  Corp.,  Progress  A  Monroe  Sts., 
Union  #50,  N.  J. 

Waldom  Elertronics,  IK.,  4625  W.  53rd  St.,  Chicago  32, 
III. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 

Whitaker  Cable  Corp.,  Kansas  City  16,  Mo. 

Witelrad  Electrical  Mfg.,  Ik.,  76  Pulaski  St.,  Stamford, 
Conn. 


CORDS-Oiof  Cords  A  CoAfos 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  AOV.  PG.  65. 

Birnbach  Radio  Co.,  Ik.,  145  Hudson  St.,  New  York  13, 
N.  Y. 

Cords  Ltd.,  Oiv.  of  The  Essex  Wire  Corp.,  1601  Wall  St., 
Fort  Wayne.  Ind. 

GUDEBROO  BROS.  SILK  CO.,  INC.,  ELECTRONICS  DIV., 
225  W.  34th  St  ,  New  York  1,  N.  Y  AOV.  PG.  561. 

HACKENSACK  CABLE  CORP.,  110  Orchard  St.,  Hacken¬ 
sack.  N  J.  AOV.  PG.  519. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Oavis¬ 
ville,  Pa.  AOV.  PG.  472. 

U.  S.  Wire  A  Cable  Corp.,  Progress  A  Monroe  Sts., 
Union  #50,  N.  J. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  RKkford, 
III. 

Whitaker  Cable  Corp.,  Kansas  City  16,  Mo. 


CORDS-locin* 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N  Y.  AOV  PG.  65 

BENTLEY-HARRIS  MFG.  CO.,  Conshohocken  13,  Pa. 
AOV.  PG.  464 

Birnbach  Radio  Co.,  Ik.,  145  Hudson  St.,  New  York  13, 
New  York. 

GUOEBROO  BROS.  SILK  CO.,  INC.,  ELECTRONICS  DIV., 
226  W.  34th  St.,  New  York  1,  N.  Y.  AOV.  PG.  561. 


1:^ 


ELECTRONICS  BUYERS'  GUIDE -June,  ?958  -  MID-MONTH 


CORDS 


J958-1959  LISTINGS  of 


Hcminway  &  Bartlett  Mfg.  Co.,  500  Fifth  Ave.,  New 
York  36,  N.  Y. 

NARROW  FABRIC  CO.,  THE,  Readin9,  Pa.  ADV.  PG.  574. 
Owens-Coming  Fiberglas  Corp.,  598  Madison  Ave.,  New 
York  22,  N.  Y. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  B<-ookl]rn 
10,  N.  Y. 

Whitaker  Cable  Corp.,  Kansas  City  16,  Mo. 


CORDS-line 

Accurate  Insulated  Wire  Corp.,  23  Fox  St.,  New  Haven, 
Conn. 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton 
64,  Mass.  ADV.  PG.  472. 

Alden  Systems,  Inc.,  Alden  Research  Center,  Westboro, 
Mass. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  ADV.  PG.  65. 

Apex  Wire  &  Cabie  Corp.,  237  37th  St.,  Brookiyn  32, 
N.  Y. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y. 

Cadre  Industries  Corp.,  Box  150,  Endicott,  N  Y. 

Coiumbia  Wire  &  Supply  Co.,  2850  Irving  Park  Rd., 
Chicago  18,  III. 

Consolidated  Wire  &  Associated  Companies,  1635  S. 
Clinton  St.,  Chicago  16,  111. 

Cords  Ltd.,  Oiv.  of  The  Essex  Wire  Corp.,  1601  Wall 
St.,  Fort  Wayne,  Ind. 

CORNISH  WIRE  CO.,  50  Church  St.,  New  York  7,  N.  Y. 
ADV.  PG.  228. 

Eagle  Electric  Mfg.  Co.,  Inc.,  23-10  Bridge  Plaza  S., 

Long  Island  City,  N.  Y. 

Electric  Cords  &  Supply  Co.,  413  E.  Third  St.,  Los 

Angeles  13,  Calif. 

Empire  Electronics  Co.,  Inc.,  166  River  St.,  Paterson  1, 
N.  J. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

General  Insulated  Wire  Works,  Inc.,  69  Gordon  Ave., 
Providence  5,  R.  I. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Holyoke  Wire  &  Cable  Co.,  720  Main  St.,  Holyoke,  Mats. 

Irwin  Products  Co.,  4937  N.  Damen,  Chicago  25,  III. 

Kaiser  Aluminum  &  Chemical  Sales,  Inc.,  919  N.  Mich¬ 
igan  Ave.,  Chicago,  III. 

Miller  Electric  Co.,  120  Main  St.,  Pawtucket,  R.  1. 

Phalo  Plastics  Corp.,  25  Foster  St.,  Worcester  8,  Mass. 

Rego  Insulated  Wire  Co.,  830  Monroe  St.,  Hoboken,  N.  J. 

Royal  Electric  Corp.,  Pawtucket,  R.  I. 

Simplex  Wire  &  Cable  Co.,  79  Sidney  St.,  Cambridge  39, 
Mass. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Superior  Insulated  Wire  Co.,  Route  9W,  West  Haverstraw, 
N.  Y. 

U.  S.  Wire  &  Cable  Corp.,  Progress  &  Monroe  Sts., 
Union  #50,  N.  J. 

Waldom  Electronics,  Inc.,  4625  W.  53rd  St.,  Chicago 
32,  III. 

Waltco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 

Witelrad  Electrical  Mfg.  Co.,  76  Pulaski  St.,  Stamford, 
Conn. 


CORDS— l<n«  Raaisfonc* 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y. 

Columbia  Wire  A  Supply  Co.,  2850  Irving  Park  Rd., 
Chicago  18,  III. 

Consolidated  Wire  &  Associated  Companies,  1635  S. 
Clinton  St.,  Chicago  16,  III. 

Cords  Ltd.,  Div.  of  The  Essex  Wire  Corp.,  1601  Wall 
St.,  Fort  Wayne,  Ind. 

Electric  Cords  &  Supply  Co.,  413  E.  Third  St.,  Los 
Angeles  13,  Calif. 

Holyoke  Wire  &  Cable  Co.,  720  Main  St.,  Holyoke,  Mass. 
Witelrad  Electrical  Mfg.  Co.,  76  Pulaski  St.,  Stamford, 
Conn. 


CORDS-Pcricli 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton  64, 
Mass.  ADV.  PG.  472. 

Alden  Systems,  Inc.,  Alden  Research  Center,  Westboro, 
Mass. 

ASSOCIATED  ENGINEERING  CORP.,  65  Kent  St.,  Brook¬ 
line  46,  Mass.  ADV.  PG.  564. 

Audio  Development  Co.,  2833  13th  Ave.,  S.,  Minneapolis, 
7,  Minn. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y. 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

Carter  Parts  Co..  3401  Madison  St.,  Skokie,  111. 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  Second  Ave., 
Mt.  Vernon,  N.  Y.  ADV.  PG.  572. 

Coils-Electronics  Co.,  2939-49  N.  2nd  St.,  Philadelphia 
33,  Pa. 

Connecticut  Telephone  &  Electric  Corp.,  70  Britannia  St., 
Meriden,  Conn. 

Consolidated  Wire  &  Associated  Companies,  1635  S. 
Clinton  St.,  Chicago  16,  III. 

Decatur  Electronics  Industries  Corp.,  203  Orinco  Drive, 
Brightwater,  N.  Y. 

Electric  Cords  &  Supply  Co.,  413  E.  Third  St.,  Los 
Angeles  13,  Calif. 


Empire  Electronics  Co.,  Inc.,  166  River  St.,  Paterson 
1,  N.  J. 

First  Electronics  Corp.,  117  Blue  Hill  Ave.,  Boston  19, 
Mass. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Harvey  Hubbell,  Inc.,  State  St.  &  Bostwick  Ave.,  Bridge¬ 
port  2,  Conn. 

Holland  Electronics,  Inc.,  772  E.  53rd  St.,  Brooklyn, 
N.  Y. 

Lab-Tronics,  Inc.,  3656  N.  Lincoln  Ave.,  Chicago  13,  III. 

Miller  Electric  Co.,  120  Main  St.,  Pawtucket,  R.  I. 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon,  Ohio. 
ADV.  PG.  219. 

Phalo  Plastics  Coru.,  25  Foster  St.,  Worcester  8,  Mass. 

POMONA  ELECTRONICS  CO.,  INC.,  1126  W  Fifth  Ave., 
Pomona,  Calif.  ADV.  PG.  174. 

Rego  Insulated  Wire  Co.,  830  Monroe  St.,  Hoboken,  N.  J. 

Robco  Mfg.  Co.,  225  W.  Main  St.,  Patchogue,  N.  Y. 

Runiel  Cord  &  Wire  Co.,  4723-31  W.  Montrose  Ave., 
Chicago  41,  III. 

Rye  Sound  Corp.,  Box  210,  Mamaroneck,  N.  Y. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

STANDARD  ELEaRIC  TIME  CO.,  97  Logan  St.,  Spring- 
field,  Mass.  ADV.  PG.  518. 

Stromterg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

SWITCHCRAFT,  INC.,  5555  Elston  Ave.,  Chicago  30,  III. 
ADV.  PG.  557. 

Telex,  Inc.,  Telex  Park,  St.  Paul  1,  Minn. 

Trimm,  Inc.,  400  W.  Lake  St.,  Libertyville,  III. 

U.  S.  Wire  &  Cable  Corp.,  Progress  A  Monroe  Sts., 
Union  #50,  N.  J. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 

Webcor  Inc.,  5610  Bloomingdale  Ave.,  Chicago  39,  III. 


CORDS— Rotrocfifo 

Cords  Ltd.,  Div.  of  The  Essex  Wire  Corp.,  1601  Wall 
St.,  Fort  Wayne,  Ind. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

General  Insulated  Wire  Works,  Inc.,  69  Gordon  Ave., 
Providence  5,  R.  I. 

Koiled  Kords,  Inc.,  Box  K,  New  Haven  14,  Conn. 

Plastic  Wire  &  Cable  Corp.,  Jewett  City,  Conn. 

REX  CORP.,  THE,  Hayward  Rd.,  West  Acton,  Mass.  ADV. 
PG.  479. 

Whitney  Blake  Co.,  97  Pershing  St.,  New  Haven  14, 
Conn. 


CORES-C  Typo 

Aerovox  Corp  740  Belleville  Ave.,  New  Bedford,  Mass. 

ARNOLD  ENGINEERING  CO.,  Marengo,  III.  ADV.  PG. 
269-272 

Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgefield,  N.  J. 

Cybergor,  Inc.,  Elearonics,  1705  W.  135th  St.,  Gardena, 
Calif. 

General  Electric  Co.,  Specialty  Electronic  Components 
Dept.,  W.  Genessee  St.,  Auburn,  N.  Y. 

INDIANA  STEEL  PRODUCTS  CO.,  Valparaiso,  Ind  ADV. 
PG.  188. 

MOLONEY  ELECTRIC  CO.,  5390  Bircher  Blvd.,  St.  Louis 
20, ‘Mo.  ADV.  PG.  388,  389. 

NATIONAL  MOLOITE  CO.,  250  South  St.,  Newark  5, 
N.  J.  ADV.  PG.  335. 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
OIV.,  415  S.  Fifth  St.,  Harrison,  N.  J.  ADV.  PG.  440, 
441,  Third  &  Fourth  Covers  &  Preceding  Insert. 

Steward  Mfg.  Co.,  D.  M.,  3600  Jerromc  Ave.,  Chatta¬ 
nooga  1,  Tenn. 

Thermo  Materials  Inc.,  4040  Campbell  Ave.,  Menlo  Park, 
Calif. 

THOMAS  &  SKINNER  INC.,  1122  E.  23rd  St.,  Indian¬ 
apolis  5,  Ind.  ADV.  PG.  576. 

Westinghouse  Electric  Corp.,  P,  0.  Box  868,  Pittsburgh 
30,  Pa. 

Yale  &  Towne  Mfg.  Co.,  Powdered  Metals  Div.,  9335 
Belmont  Ave.,  Franklin  Park,  III. 

CORES— Ceramic 

AMERICAN  FELOMUEHLE  CORP.,  11  W  42nd  St., 
New  York  36,  N.  Y.  ADV.  PG.  504. 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee  Rd 
&  Manufacturers  Rd.,  Chattanooga  5,  Tenn.  ADV.  PG 
237. 

ARNOLD  ENGINEERING  CO.,  Marengo,  III.  ADV.  PG. 
269-272. 

BG  Corp.,  The,  321  Broad  Ave.,  Ridgefield,  N.  J. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

DuCo  Ceramics  Co.,  Box  587,  Butler  8,  Pa. 

Electrical  Refractories  Co.,  50  Clark  St.,  East  Palestine, 
Ohio. 

GENERAL  CERAMICS  CORP.,  Keasbey,  N.  J.  ADV.  PG. 
133. 

KIrchberger  &  Co.,  Inc.,  M.,  248  Humphrey  St.,  Engle¬ 
wood,  N.  J. 

LAPP  INSULATOR  CO.,  INC.,  RADIO  SPECIALTIES 
DIV.,  31  Gilbert  St.,  Le  Roy,  N.  Y.  ADV  PG.  112, 
113. 

Louthan  Mfg.  Co.,  East  Liverpool,  Ohio. 

Magnetic  Cort  Corp.,  John  &  Lawrence  Sts.,  Newburgh, 
N.  Y. 

Maryland  Lava  Co.,  Ceramic  Dept.,  Dept.  C,  Bel  Air, 
Md. 

Norton  Co.,  Worcester  6,  Mass. 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE  DIV., 
415  S.  Fifth  St.,  Harrison,  N.  J.  ADV.  PG.  440,  441, 
Third  &  Fourth  Covers  &  Preceding  Insert. 


RAYTHEON  MFG.  CO.,  CERAMIC  SALES  DEPT.,  Foundry 
Ave.,  Waltham  54,  Mass.  ADV.  PG.  431. 

Star  Porcelain  Co.,  The,  61  Muirhead  Ave.,  Trenton  9, 
N.  J. 

Steward  Mfg.  Co.,  D.  M.,  3600  .Jerrome  Ave.,  Chatta¬ 
nooga  1,  Tenn 

SUPERIOR  STEATITE  &  CERAMIC  CORP.,  83-91  W. 
Forest  Ave.,  Englewood,  N.  J.  ADV.  PG.  536. 

TECHNICAL  CERAMIC  &  LAVA  CORP.,  85  Fifth  Ave., 
Paterson,  N.  J.  ADV.  PG.  588. 

Thermo  Materials,  Inc.,  4040  Campbell  Ave.,  Menlo  Park, 
Calif. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave.,  Bloomfield, 
N.  J.  ADV.  PG.  538. 

Yale  &  Towne  Mfg.  Co.,  Powdered  Metal  Products  Div., 
9335  Belmont  Ave.,  Franklin  Park,  III. 


CORES-Cwf 
See  CORES-C  Type 
CORf$-E  Type 
CORES-U  Type 

CORES-E-Type 

ARNOLD  ENGINEERING  CO.,  Marengo,  III  ADV.  PG. 
269-272. 

Ferricore,  Inc.,  250  South  St..  Newark  5,  N.  J. 

FERROXCUBE  CORP.  OF  AMERICA,  125  E.  Bridge  St., 
Saugerties,  N.  Y.  ADV.  PG.  397. 

MOLONEY  ELECTRIC  CO.,  5390  Bircher  Blvd.,  St.  Louis 
20,  Mo.  ADV.  PG.  388,  389. 

NATIONAL  MOLDITE  CO.,  250  South  St.,  Newark  5, 
N.  J.  ADV.  PG.  335. 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE  OIV., 
415  S.  Fifth  St.,  Harrison,  N.  J.  ADV.  PG.  440, 
441,  Third  &  Fourth  Covers  A  Preceding  Insert 

Repath  Pacific  Oiv.  of  Arnold  Engineering  Co.,  641  E. 
61tt  St.,  Los  Angeles  1,  Calif. 

Steward  Mfg.  Co.,  D.  M.,  3600  Jerrome  Ave.,  Chat¬ 
tanooga  1,  Tenn. 

Thermo  Materials  Inc.,  4040  Campbell  Ave.,  Menlo  Park, 
Calif. 

THOMAS  &  SKINNER,  INC.,  1122  E.  23rd  St.,  Indian¬ 
apolis  5,  Ind.  ADV.  PG.  576. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

Yale  A  Towne  Mfg.  Co.,  Powdered  Metals  Div.,  9335 
Belmont  Ave.,  Franklin  Park,  III 


CORES-ForrHe 

Aerovox  Corp.  740  Belleville  Ave.,  New  Bedford,  Mast 
AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N  J. 
ADV  PG.  516 

ALDEN  PRODUCTS  CO.,  112  N  Main  St.,  Brockton  64, 
Mass.  ADV  PG.  472. 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave  ,  Mil¬ 
waukee  4,  Wis.  ADV.  PG.  421 
AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd.  A  Manufacturers  Rd.,  Chattanooga  5,  Tenn. 
ADV.  PG  237 

ARNOLD  ENGINEERING  CO.,  Marengo,  III  ADV  PG. 
269-272. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Cybergor,  Inc.,  Electronics,  1705  W.  135th  St.,  Gardena, 
Calif. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Fair-Rite  Products  Corp.,  Wallkill,  N.  Y. 

Ferricore,  Inc.,  250  Sooth  St^  Newark  5,  N.  J. 
FERROXCUBE  CORP.  OF  AMERICA,  125  E.  Bridge  St., 
Saugerties,  N.  Y.  ADV.  PG.  397. 

GENERAL  CERAMICS  CORP.,  Keasbey,  N.  J.  ADV.  PG. 
133 

General  ElKtric  Co.,  Specialty  Electronic  Components 
Dept.,  W.  Genessee  St.,  Auburn,  N.  Y. 

Intelex  Systems,  Inc.,  22  Thames  St.,  New  York,  N.  Y. 
International  Electronics  Corp.,  (Multard  Equipment), 
81  Spring  St.,  New  York  12,  N.  Y. 

Leonard  Electric  Products  Co.,  Inc.,  67  Thirty  Fourth 
St  ,  Brooklyn  32,  N.  Y. 

MICROWAVE  CHEMICALS  LABORATORY,  INC.,  282 
Seventh  Ave  .  New  York  1,  N.  Y.  ADV.  PG.  416. 
MULLARD  OVERSEAS  LTD.,  Mullard  House,  Torrington 
Place,  London,  W.  C.  1,  England.  ADV.  PG.  148. 
NATIONAL  MOLOITE  CO.,  250  South  St.,  Newark  5, 
N.  J.  ADV.  PG.  335. 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
DIV.,  415  S.  Fifth  St.,  Harrison,  N.  J.  ADV.  PG 

440,  441,  Third  &  Fourth  Covert  &  Preceding  insert. 
RADIO  CORP.  OF  AMERICA,  RCA  SEMICONDUCTOR  & 

MATERIALS  DIV.,  Somerville,  N.  J.  ADV.  PG  440, 

441,  Third  A  Fourth  Covers  &  Preceding  Insert 
Stackpole  Carbon  Co.,  St.  Marys,  Pa. 

Steward  Mfg.  Co.,  D.  M.,  3600  Jerrome  Ave ,  Chat¬ 
tanooga  1,  Tenn. 

Superex  Electronics  Corp.,  4-6  Radford  PiKe,  Yonkers, 
N.  Y. 

Thermo  Materials,  Inc.,  4040  Campbell  Ave.,  Menlo  Park, 
Calif. 


CORES— High  Permeabifify  Megnefic 
ARNOLD  ENGINEERING  CO.,  Marengo,  Ilf.  ADV  PG. 
269-272. 

Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgefield,  N.  J. 
Cybergor,  Inc.,  Electronics,  1705  W.  13Sth  St.,  Gardena, 
Calif. 

Dynacor,  Inc.,  10431  Metropolitan  Ave.,  Kensington, 
Md. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Ferricore,  Inc.,  250  South  St.,  Newark  5,  N.  J. 
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ELECTRONIC  and  ALLIED 


FERROXCUBE  CORP.  OF  AMERICA,  12S  E.  Bridge  St., 
Seugertles,  N.  Y.  AOV.  PG.  397. 

G-L  Electronics  Co.,  Inc.,  2921  Admiral  Wilson  Bled., 
Camden  5,  N.  J. 

INTERELECTROMICS  CORP.,  2412  Grand  Concourse,  New 
York  58,  N.  Y  AOV.  PG.  514. 

Magnetic  Core  Corp.,  Jotm  &  Lawrence  Sts.,  Newburgh, 
N.  Y. 

MAGNETIC  METALS  CO.,  Hayes  A»e.  at  21st  St.,  Cam¬ 
den  N  J  AOV.  PG.  148. 

MAGNETICS,  INC.,  COMPONENTS  DIV.,  P.  0.  Box  191, 
Butler,  Pa.  AOV.  PG  220. 

NATIONAL  MOLDITE  CO.,  250  South  St.,  Newark  5, 
N  J  AOV.  PG.  115. 

Neosid  (Canada)  Ltd.,  10  Vansco  Rd.,  Etobicoke,  Toronto 
14  Canada 

POLYMER  CORPORATION,  THE,  Reading,  Pa.  AOV.  PG. 

19fc. 

Pyroferric  Co.,  Inc  ,  621  E.  216th  St.,  New  York  67, 
N  Y. 

RADIO  CORES,  INC.,  9540  Tulley  Ave.,  Oak  Lawn,  III. 
AOV  PG  549 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
OlV.,  415  S.  Fifth  St.,  Harrison,  N  J  AOV.  PG. 
440,  441,  Third  &  Fourth  Covers  &  PrKeding  Insert. 
Stackpole  Carbon  Co.,  St.  Marys,  Pa 
Standard  Telephones  B  Cables,  Ltd.,  Connaught  House, 
61  Aldwych,  London,  W.  C.  2,  England. 

Telex,  Inc.,  Telex  Park,  St  Paul  1,  Minn. 

THOMAS  i  SKINNER  INC.,  1122  E.  23rd  St.,  Indian¬ 
apolis  5,  Ind  AOV.  PG.  576. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 


CORES-lron 

ARNOLD  ENGINEERING  CO.,  Marengo,  III.  AOV.  PG. 
269-272 

Collins  Radio  Co  Cedar  Rapids,  Iowa. 

CUSTOM  COMPONENTS,  INC.,  Caldwell,  N.  J.  AOV. 
PG  586 

Cybergor,  Inc.,  Electronics,  1705  W.  115th  St.,  Gardena, 
Calif. 

Ferricore,  Inc.,  250  South  St.,  Newark  5,  N  J. 

Magnetic  Core  Corp.,  John  B  Lawrence  Sts.,  Newburgh, 
N  V 

MAGNETIC  METALS  CO,  Hayes  Ave.  at  21st  St., 
Camden,  N  J  AOV  PG  148 

MAGNETICS,  INC.,  COMPONENTS  DIV.,  P  0.  Box  391, 
Butler  Pa.  AOV  PG  220 

NATIONAL  MOLDITE  CO.,  250  South  St.,  Newark  5, 
N  J  AOV.  PG  135 

Neosid  (Canada)  Ltd.,  10  Vansco  Rd.,  Etobicoke,  Toronto 
14,  Ont 

Norrich  Plastics  Corp  ,  107-109  W.  IBth  St.,  New  York 
11,  N  Y. 

Pyroferric  Co.,  Inc.,  621  E.  216th  St.,  New  York  67, 
N  Y. 

RADIO  CORES,  INC.,  9540  Tulley  Ave.,  Oak  Lawn,  III. 
AOV  PG.  540 

THOMAS  B  SKINNER,  INC.,  1122  E.  21rd  St.,  Indian¬ 
apolis  5,  Ind.  AOV  PG.  576. 

U.  S.  Graphite  Co.,  Oiv.  of  The  WIckes  Corp.,  Saginaw 
32,  Mich. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
10,  Pa. 


CORES-Powrfererf 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass 
Aetna  Electronics  Corp.,  207  Stonehinge  Lane,  Carle 

ARN0l6  engineering  CO.,  Marengo,  III.  AOV.  PG. 

269  272 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Cambridge  18,  Mass  AOV.  PG.  74. 

Collins  Radio  (^.,  Cedar  Rapids.  Iowa. 

CUSTOM  COMPONENTS,  INC.,  Caldwell,  N.  J.  AOV. 
PG  586 

Ferricore,  Inc.,  250  South  St.,  Newark  5,  N.  J. 

Intelex  Systems,  Inc.,  22  Thames  St.,  New  York,  N.  Y, 
Laboratoire,  Industrie!  de  Physique  Appliquee,  67  Rue 

M. A  -Colombier,  Bagnolet  (Seine)  France 

Magnetic  Core  Corp.,  John  B  Lawrence  Sts.,  Newburgh, 

N.  Y. 

NATIONAL  MOLDITE  CO.,  250  South  St.,  Newark  5, 
N.  J.  AOV  PG.  315. 

Neosid  (Canada)  Ltd.,  10  Vansco  Rd.,  Etobicoke,  Toronto 
14,  Ont. 

POLYMER  CORPORATION,  THE,  Reading,  Pa.  AOV.  PG 
196 

Pyroferric  Co.,  Inc.,  621  E.  216th  St.,  New  York  67, 
N  Y. 

ODallty  Components  Inc.,  St.  Marys,  Pa. 

RADIO  CORES,  INC.,  9540  Tulley  Ave.,  Oak  Lawn,  III. 
AOV.  PG.  549. 

Stackpole  Carbon  Co.,  St.  Marys,  Pa 
Standard  Teleplionet  B  Cablet,  Ltd.,  Connaught  House, 
61  Aldwych,  London,  W.  C.  2,  England 
U.  S.  Granite  to.,  DIv.  of  TIte  WIckes  Corp.,  Saginaw 
32,  Mich. 


COREI-Slug  Tuning  UniH 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 
Aetna  Electronics  Corp.,  207  Stonehinge  Lane,  Carle 
Place,  N  Y. 

ARNOLD  ENGINEERING  CO.,  Marengo,  III.  AOV.  PG 
269-272 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave. 
Cambridge  18.  Mats.  AOV.  PG.  74. 


PRODUCTS. 


CUSTOM  COMPONENTS,  INC.,  Caldwell,  N.  J.  AOV. 
PG  586 

NATIONAL  MOLDITE  CO.,  250  South  St.,  Newark  5, 
N.  J.  AOV.  PG.  315. 

Neosid  (Canada)  Ltd.,  10  Vansco  Rd.,  Etobicoke,  Toronto 
14,  Ont. 

POLYMER  CORPORATION,  THE,  Reading,  Pa.  AOV.  PG. 
196. 

Pyroferric  Co.,  Inc.,  621  E.  216th  St.,  New  York  67, 
N.  Y. 

Quality  Components,  Inc.,  St.  Marys,  Pa. 

RADIO  CORES  INI!.,  9540  Tulley  Ave.,  Oa  Lawn,  III. 
AOV  PG.  549. 

Stackpole  Carbon  Co.,  St.  Marys,  Pa. 

Standard  Telephones  B  Cables,  Ltd.,  Connaught  House, 
61  Aldwych,  London,  W.  C.  2,  England. 

Steward  Mfg.  Co.,  0.  M.,  3600  Jerrome  Ave.,  Chat¬ 
tanooga  1,  Tenn. 


CORES-Topo  Wound 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brxkton  64, 
Mass  AOV  PG  472. 

ARNOLD  ENGINEERING  CO.,  Marengo,  III.  AOV.  PG. 
269-272. 

Barker  Sales  Co.,  139  S.  Broad  Ave.,  Ridgefteld,  N.  J. 
Cybergor,  Inc.,  Electronics,  1705  W.  115th  St.,  Gardena, 
Calif 

OX  Radio  Products  Co.,  Inc.,  2100  Armitage  Ave., 
Chicago  47,  III. 

Oynacor,  Inc.,  10411  Metropolitan  Ave.,  Kensington, 
Md 

G-L  Electronics  Co.,  Inc.,  2921  Admiral  Wilson  Blvd., 
Camden  5,  N  J  . 

INDIANA  STEEL  PRODUCTS  CO.,  Valparaiso,  Ind  AOV. 
PG  188 

Intelex  Systems,  Inc.,  22  Thames  St.,  New  York,  N.  Y. 
INTERELECTRONICS  CORP.,  2412  Grand  Concourse,  New 
York  58,  N  Y  AOV  PG  536 
MAGNETIC  METALS  CO.,  Hayes  Ave.  at  21st  St.,  Cam¬ 
den,  N  J  AOV.  PG.  148 

MAGNETICS,  INC.,  COMPONENTS  DIV,,  P.  0.  Box  191, 
Butler,  Pa.  AOV  PG.  220 

ROSS  METALS  CO.,  MILTON,  SOS  Davisville  Rd , 
Oavisville,  Pa.  AOV.  PG  472. 

Standard  Telephones  B  Cables,  Ltd.,  Connaught  House  61, 
Aldwych,  London.  W.  C  2,  England. 

THOMAS  B  SKINNER  INC.,  1122  E.  2)rd  St  ,  Indian¬ 
apolis  5,  Ind.  AOV  PG.  576. 

WestinglioiM  Electric  Corp.,  P  0  Box  868,  Pittsburgh 
30,  Pa 

CORES-Toroidal 

Aerovox  Corp  ,  740  Belleville  Ave.,  New  Bedford,  Mass. 
ALDEN  PRODUCTS  CO.,  112  N  Mam  St.,  Brockton  64, 
Mass  AOV.  PG  472 

American  Research  B  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville.  Md 

ARNOLD  ENGINEERING  CO.,  Marengo,  III.  AOV.  PG. 
269-272 

Barker  Sales  Co.,  119  S.  Broad  Ave.,  Ridgefield,  N.  J. 
Chase  Electronics,  Inc.,  82-31  51st  Ave.,  Elmhurst, 

N  Y 

CUSTOM  COMPONENTS,  INC.,  Caldwell,  N.  J  AOV. 
PG  586 

Cybergor,  Inc.,  Electronics,  1705  W.  135th  St.,  Gardena, 
Calif. 

OX  Radio  Products  Co.,  Inc.,  2100  Armitage  Ave.,  Chi¬ 
cago  47,  III. 

Oynacor,  Inc.,  10411  Metropolitan  Ave.,  Kensington,  Md. 
Ferricore,  Inc.,  250  South  St  ,  Newark  5,  N.  J. 
FERROXCUBE  CORP  OF  AMERICA,  125  E.  Bridge  St., 
Saogertles,  N  Y  AOV  PG  197 

G-L  Electronics  Co.,  Inc.,  2921  Admiral  Wilson  Blvd., 

Camden  5,  N  J 

INTERELECTRONICS  CORP.,  2412  Grand  Concourse, 
New  York  58,  N  Y.  AOV  PG.  516. 

Magnetic  Core  Corp.,  John  B  Lawrence  Sts.,  Newburgh, 

N  Y 

MAGNETICS,  INC.,  COMPONENTS  OIV.,  P.  0.  Box  191, 
Butler,  Pa  ADV  PG.  220. 

NATIONAL  MOLDITE  CO.,  250  South  St.,  Newark  5, 
N.  J.  AOV  PG.  315. 

Neosid  (Canada)  Ltd.,  10  Vansco  Rd.,  Etobicoke,  Toronto 
14,  Ont. 

POLYMER  CORPORATION,  THE,  Reading,  Pa.  AOV.  PG. 
196. 

Pyroferric  Co.,  Inc.,  621  E.  216th  St.,  New  York  67, 
N  Y 

RADIO  CORES,  INC.,  9540  Tulley  Ave.,  Oak  Lawn,  III. 
AOV  PG  549 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
OIV.,  415  S  Fifth  St.,  Harrison,  N  J.  AOV  PG. 
440  441,  Third  B  Fourth  Covers  B  Preceding  Insert. 
ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Oavis¬ 
ville,  Pa.  ADV.  PG  472. 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield,  III. 
Stackpole  Carbon  Co.,  St.  Mary's,  Pa. 

Standard  Telephones  B  Cables,  Ltd.,  Connaught  House  61, 
Aldwych,  London,  W.  C.  2,  England. 

Steward  Mfg.  Co.,  0.  M.,  1600  Jerrome  Ave.,  Chat¬ 
tanooga  1,  Tenn. 

Thermo  Materials  Inc.,  4040  Campbell  Ave.,  Menlo  Park, 
Calif 

THOMAS  B  SKINNER.  INC.,  1122  E.  23rd  St.,  Indian¬ 
apolis  5,  Ind  ADV.  PG.  576. 

Westinghouse  Electric  Corp.,  P.  0.  Box  B68,  Pittsburgh 
30,  Pa. 

CORES-U-Typg 
too  CORES-C  Typg 


COUNTERS 


COUNTERS,  EUCTRON  AND  NUCUAR 
Soo  COUNTERS-Ooig*r 


COUNTERS-Elgcfronic 

Admiral  Corp  ,  1800  Cortland  St.,  Chicago  47,  III. 

AO-YU  ELEaRONICS  LAB.,  INC.,  249-259  Terhune 
Ave.,  Passaic,  N.  J.  AOV.  PG.  499. 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 
Automatic  Timing  B  Otntrols,  Inc.,  King  of  Prussia,  Pa. 
Automation  Dynamics  Corp.,  255  County  Rd.,  Tenafly, 

N.  J 

BAIRO-ATOMIC,  INC.,  31  University  Rd.,  Cambridge 
38,  Mass.  AOV.  PG.  466 

Beckman/ Berkeley  Division,  2200  Wright  Ave.,  Richmond 
1,  Calif. 

Bendix  Aviation  Corp.,  Cincinnati  Oiv.,  3130  Watson  Rd., 
Cincinnati  8,  Ohio. 

BOESCH  MFG.  CO.,  Danbury,  Conn.  ADV.  PG.  465. 

Bruel  B  KJacr,  Naerum,  Denmark. 

Burroughs  Corp.,  Electronic  Tube  DIv.,  P.  0.  Box  1226, 
Plainfield,  N.  J. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 

S.  E.  26,  England. 

Computer-Measurements  Corp.,  5528  Vineland  Ave.,  North 
Hollywood,  Calif. 

Consolidated  Avionics  Corp.,  800  Shames  Drive,  West- 
bury,  N  Y. 

Control  Devices,  Inc.,  8299  E.  Nine  Mile  Rd.,  Van 
Dyke,  Mich. 

Cyclotron  Specialties  Co.,  Moraga  8,  Calif. 

DeiU  Co.,  S.  J.,  9  E.  Wesley  St.,  South  Hackensack, 

N.  J. 

Devtron  Engineering,  1  Winslow  St.,  Redwood  City, 
Calif 

DIGITAL  EQUIPMENT  CORP.,  Maynard,  Mass.  AOV. 
PG  527. 

Oubrow  Development  Co.,  215-B  Penn  St.,  Burlington, 

N  J. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Ocs  Moines, 
Iowa. 

Durant  Mfg.  Co.,  1912-A  N.  Buffum  St.,  Milwaukee  1, 
Wit. 

Oynac,  Inc.,  395  Page  Mill  Rd.,  Palo  Alto,  Calif. 

Dynapar  Corp.,  5150  Church  St.,  Skokie,  III. 

Eldorado  Electronics  Co.,  2821  10th  St.,  Berkeley,  Calif. 
Electrical  B  Physical  Instrument  Corp.,  42-19  27th  St., 
Long  Island  City  1,  N  Y. 

Electrical  Service  Co.,  1271  Mission  St.,  San  Francisco, 
Calif. 

Electro  Craft  Industries,  Inc.,  68  Jackson  St.,  Stam¬ 
ford,  Conn. 

Electro  Precision  Corp.,  Box  669,  Arkadelphia,  Ark. 
ELECTRO-PULSE,  IN^.,  11861  Teale  St.,  Culver  City, 
Calif  AOV.  PG  146. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Electronics  Computer  Corp.,  6191  Ridge  Ave.,  Philadel¬ 
phia  28,  Pa. 

Elesta  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragaz, 
Switzerland 

ENGINEERED  ELECTRONICS  CO.,  506  E.  First  St., 
Santa  Ana  Calif  ADV.  PG.  117. 

EPSCO,  INCORPORATED,  588  Commonwealth  Ave.,  Bos¬ 
ton  15,  Mass  AOV.  PAGE  281-283. 

ERIE  RESISTOR  CORP.,  Erie  6.  Pa.  ADV.  PG  140,  141. 
Fischer  B  Porter  Co.,  476  Warminster  Rd.,  Hatboro,  Pa. 
FREED  TRANSFORMER  CO.,  INC.,  1716  Weirfleld  St., 
Brooklyn  27  N  Y  ADV.  PG.  24. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif  ADV.  PG.  75. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Haller,  Raymond  B  Brown,  Inc.,  State  College,  Pa. 
Hamner  Electronics  Co.,  Inc.,  Box  531,  Princeton,  N.  J. 
Hunter  Mfg.  Co.,  106  N.  Linn  St.,  Iowa  City,  Iowa. 

Hupp  Instrumation  Oiv.,  Erie-Pacific,  12912  S.  Weber 
Way,  Hawthorne,  Calif. 

I-L-S  Instrument  Corp.,  4525  W.  IbOth  St.,  Cleveland 

II,  Ohio. 

Industrial  Electronic  Controls  Co.,  2271  E.  14th  St., 
Brooklyn  29,  N.  Y. 

Isotope  Developments  Ltd.,  Beenham  Grange,  Aldermas- 
ton  Wharf,  Nr  ,  Reading,  Berks. 

LABORATORY  FOR  ELECTRONICS,  INC.,  75  Pitts  St., 
Boston  14,  Mass.  ADV.  PG  508. 

LIBRASCOPE,  INC.,  BOB  Western  Ave.,  Glendale,  Calif. 
AOV  PG.  125. 

Lumenite  Electric  Co.,  407  S.  Dearborn  St.,  Chicago  5, 

III. 

Mack  Electronics  Oiv.  of  Mack  Trucks,  Inc.,  Advanced 
Research  Lab.,  40  Leon  St.,  Boston  15,  Mass. 
Magnetics  Research  Co.,  255  Grove  St.,  White  Plains, 
N.  Y. 

Magtrol,  Incorporated,  240  Seneca  St.,  Buffalo  4,  N.  Y. 
May  Engineering  Co.,  6055  Lankershim  Blvd.,  North 
Hollywood,  Calif 

Mueller  Laboratory,  1052  N.  Allen,  Pasadena,  Calif. 
Nelson  Instrument  Co  ,  607  Howard  St.,  Evanston,  III. 
NORTHEASTERN  ENGINEERING,  INC.,  Manchester, 
N.  H.  AOV.  PG.  222. 

Nuclear-Electronics  Corp.,  2925  N.  Broad  St.,  Phila¬ 
delphia  12,  Pa. 

Pantek  Co  ,  Box  212,  El  Segundo,  Calif. 

PARAPLEGICS  MFG.  CO.,  INC.,  10068  Franklin  Ave., 
Franklin  Park,  III  AOV.  PG.  22. 

Performance  Measurements  Co.,  15101  W.  McNichols, 
Detroit  35,  Mich. 

Philips  Electronics,  Inc.,  750  S.  Fulton  Ave.,  Mt. 
Vernon,  N.  V. 

Photocon  Research  Products,  421  N.  Altadena  Drive, 
Pasadena,  Calif. 
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Potter  Aeronautical  Corp.,  Route  #22,  Union,  N.  J. 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnyside  Blvd.,  Plain- 
view,  N.  Y.  ADV.  PG.  545. 

Presin  Co.,  12128  W.  Pico  Blvd.,  Los  Angeles  64,  Calif. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

Ransom  Research,  Box  269,  San  Pedro,  Calif. 

Rea  Co.,  Inc.,  J.  B.,  1723  Cloverfield  Blvd.,  Santa 
Monica,  Calif. 

Scantlin  Electronics,  IrK.,  11624  W.  Pico  Blvd.,  Los 
Angeles  64,  Calif. 

SERFASS  CORP.,  524  W.  Broad  St.,  Bethlehem,  Pa. 
ADV.  PG.  526. 

Spencer  Mfg.  Co.,  3253  N.  Cicero  Ave.,  Chicago  41,  III. 

STANDARD  ELECTRIC  TIME  CO.,  97  Logan  St.,  Spring- 
field,  Mass.  ADV.  PG.  518. 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London  W.C.  2,  England. 

Summit  Ele«ronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  15,  Pa. 

SYSTRON  CORP.,  2055  Concord  Blvd.,  Concord,  Calif. 
ADV.  PG.  368. 

Telecomputing  Corp.,  915  N.  Citrus  Ave.,  Los  Aigeles 
38,  Calif. 

Tullamore  Electronics  Laboratory,  6055  S.  Ashland  Ave., 
Chicago  36,  III. 

Universal  Match  Corp.,  Avionics  Dept.,  4407  Cook 
Ave.,  St.  Louis  13,  Mo. 

Veeder-Root,  Inc.,  Hartford  2,  Conn. 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
England. 

Victor  Adding  Machine  Co.,  Electronics  Sales  Div.,  3900 
N.  Rockwell  St.,  Chicago  18,  III. 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  DIV., 
5806  Hough  Ave.,  Cleveland  3,  Ohio.  ADV.  PG.  254. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd , 
Union,  N.  J.  ADV.  PG.  346. 

Vinson  Co.,  E.  R.,  1401  Middle  Harbor  Rd.,  Oakland, 
Calif. 

WALDORF  INSTRUMENT  CO.,  OIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y.  AOV. 
PG.  394C. 

WALKIRT  CO.,  141  W.  Hazel  St.,  Inglewood  3,  Calif. 
ADV.  PG.  500. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 


COUNTERS-Froqwoncy 

AO-YU  ELECTRONICS  UB.,  INC.,  249-259  Terhune  Ave., 
Passaic,  N.  J.  ADV.  PG.  499. 

Airmec,  Ltd.,  High  Wyconibe,  Buckinghamshire,  England. 

AMERAC  INC.,  Dunham  Rd.,  Beverly,  Mass.  ADV.  PG. 
76,  77. 

Beckman/ Berkeley  Division,  2200  Wright  Ave.,  Pich- 
rrrond  3,  Calif. 

Burroughs  Corp.,  Electronic  Tube  Div.,  P.  0.  Box  1226, 
Plainfield,  N.  J. 

CG  Electronics  Div.  of  GuKon  Industries,  Inc.,  305 
Dallas'  St.,  N.E.,  Albuquerque,  N.  M. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E.  26,  England. 

Computer-Measurements  Corp.,  5528  Vineland  Ave., 
North  Hollywood,  Calif. 

Consolidated  Avionics  Corp.,  800  Shames  Drive,  Westbury, 
N.  Y. 

Devtron  Engineering,  1  Winslow  St.,  Redwood  City,  Calif. 

Dubrow  Development  Co.,  235-8  Penn  St.,  Burlington, 
N.  J. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Momes, 
Iowa. 

Dynac,  Inc.,  395  Page  Mill  Rd.,  Palo  Alto,  Calif. 

Oynapar  Corp.,  5150  Church  St.,  Skokie,  III. 

EPSCO,  INCORPORATED,  588  Commonwealth  Ave.,  Bos¬ 
ton  15,  Mass.  ADV.  PG.  281-283. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  ADV  PG.  140,  141. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  ADV  PG.  75. 

Hiller,  Raymond  &  Brown,  Inc.,  State  College,  Pa. 

Hallicrafters  Co.,  4401  W.  Fifth  St.,  Chicago  24,  III. 

Haydon  Instrument  Co.,  156  W.  Liberty  St.,  Waterbury 
20,  Conn. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  ADV.  PG.  29-44. 

Hupp  Instrumation  Div.,  Erie-Pacific,  12932  S.  Weber 
Way,  Hawthorne,  Calif. 

I-L-S  Instrument  Corp.,  4525  W.  160th  St.,  Cleveland 
11,  Ohio. 

LABORATORY  FOR  ELECTRONICS,  INC.,  75  Pitts  St., 
Boston  14,  Mass.  AOV.  PG.  508. 

LAVOIE  UBORATORIES,  INC.,  Morganville.  N.  J.  AOV. 
PG.  413. 

NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave., 
Philadelphia  45,  Pa.  ADV.  PG.  528. 

NORTHEASTERN  ENGINEERING,  INC.,  Manchester, 

N.  H.  ADV.  PG.  222. 

Pantek  Co.,  Box  212,  El  Segiindo,  Calif. 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnyside  Blvd.,  Plain- 
view,  N.  Y.  AOV.  PG.  545. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

Ransom  Research,  Box  269,  San  Pedro,  Calif. 

Scantlin  Electronics,  Inc.,  11624  W.  Pico  Blvd.,  Los 
Angeles  64,  Calif. 

STANDARD  ELECTRIC  TIME  CO.,  97  Logan  St.,  Spring- 
field,  Mass.  ADV.  PG.  518. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 


Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  15,  Pa. 

SYSTRON  CORP.,  2055  Concord  Blvd.,  Concord,  Calif. 
ADV.  PG.  368. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityville, 
N.  Y.  ADV.  PG.  323. 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
England 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK 
&  SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
AOV.  PG.  394C. 

WALKIRT  CO.,  141  W.  Hazel  St.,  Inglewood  3,  Calif. 
AOV  PG.  500. 


COUNTERS-Gaigor 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Alpine  Laboratories,  Ltd.,  1610  S.  Nevada  Ave.,  Colorado 
Springs,  Colo. 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  AOV.  PG.  466. 

Bruel  &  Kjaer,  Naerum,  Denmark. 

Cyclotron  Specialties  Co.,  Moraga  8,  Calif. 

Eberline  Instrument  Corp.,  805  Early  St.,  P.  0.  Box  279, 
Santa  Fe,  N.  M. 

El-Tronics,  Inc.,  Suburban  Station  Bldg.,  Philadelphia, 
Pa. 

Goldak  Co.,  Inc.,  The,  Dept.  E,  1544  W.  Glenoaks  Blvd., 
Glendale  1,  Calif. 

HEATH  CO.,  A  SUB.  OF  OAYSTROM,  INC.,  Benton 
Harbor,  Mich.  AOV.  PG.  513. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  V. 

Menlo  Research  Laboratory,  538  Phelan  Ave.,  San  Jose, 
Calif. 

NRD  Instrument  Co.,  6425  Etzel  Ave.,  St.  Louis  14,  Mo. 

Nuclear-Chicago  Corp.,  223  W.  Erie  St.,  Chicago  10,  III. 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York  22, 
N.  Y. 

Nuclear  Development  Lab.,  Box  7034,  Kansas  City,  Mo. 

Nuclear-Electronics  Corp.,  2925  N.  Broad  St.,  Phila¬ 
delphia  32,  Pa. 

Nuclear  Measurements  Corp.,  2463  N.  Arlington  Ave., 
Indianapolis  18,  Ind. 

Nucleonic  Company  of  America,  196  Degraw  St.,  Brook¬ 
lyn  31,  N.  Y. 

Omco,  U.  S.  93  &  Las  Palomas  St.,  Kingman,  Aril. 

Pacific  Transducer  EBG  Corp.,  11921  W  Pico  Blvd., 
Los  Angeles  64,  Calif. 

Philips  Electronics,  Inc.,  750  S.  Fulton  Ave.,  Mt 
Vernon,  N.  Y. 

Precision  Radiation  Instruments.  Inc.,  4223  W.  Jefferson 
Blvd.,  Los  Angeles  16,  Calif. 

Radiation  Counter  Laboratories.  Inc.,  5121  W  Grove 
St.,  Skokie,  III. 

Radio  City  Products  Co.,  Inc.,  Centre  &  Glendale  Sts., 
Easton,  Pa. 

Radioactive  Products,  Inc.,  2421  Wolcott,  Ferdale,  Mich. 

Research  Mfg.  Co.,  2115  W  17th  St.,  Long  Beach,  Calif. 

Tracerlab,  Inc..  1601  Trapelo  Rd.,  Waltham  54,  Mass. 

Twentieth  Century  Electronics,  Ltd.,  Centronics  Works, 
King  Henry's  Drive,  New  Addington  Surrey,  England. 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17 
Brooklyn  Ave.,  Westbury,  N.  Y.  ADV.  PG  390 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  OIV., 
5806  Hough  Ave.,  Cleveland  3,  Ohio.  ADV.  PG.  254. 

Vinson  Co.,  E.  R.,  1401  Middle  Harbor  Rd.,  Oakland, 
Calif. 

Wood  Counter  Laboratory,  N.,  1525  E.  S3rd  St.,  Chi¬ 
cago  15,  III. 


COUNTERS— fmpwfM,  Elecfrenic 

Automatic  Electric  Sales  Corp.,  North  Lake,  III. 

Automatic  Timing  &  Controls,  Inc.,  King  of  Prussia,  Pa. 

Automation  Dynamics  Corp.,  255  County  Rd.,  Tenally, 
N.  J. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge 
38,  Mass.  ADV.  PG.  466. 

Beckman/ Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif. 

Bendix  Aviation  Corp.,  Cincinnati  Div.,  3130  Wasson 
Rd.,  Cincinnati  8,  Ohio. 

BOESCH  MFG.  CO.,  Danbury,  Conn.  AOV.  PG.  465. 

BOWMAR  INSTRUMENT  CORP.,  8000  Bluffton  Rd.,  Fort 
Wayne,  Ind.  AOV.  PG.  484. 

Bruel  &  Kjaer,  Naerum,  Denmark. 

Burroughs  Corp.,  Electronic  Tube  Div.,  P.  0.  Box  1226, 
Plainfield,  N.  J. 

Computer-Measurements  Corp.,  5528  Vineland  Ave., 
North  Hollywood,  Calif. 

Counting  Instruments  Ltd.,  5,  Elstree  Way,  Boreham 
Wood,  Hertfordshire,  England. 

Davies  Laboratories  Div.,  Minneapolis-Honeywell  Regu¬ 
lator  Co.,  10721  Hanna  St.,  Beltsville,  Md. 

DIGITAL  EQUIPMENT  CORP.,  Maynard,  Mass.  AOV. 
PG.  527. 

Digitran  Co.,  45  W.  Union  St.,  Pasadena,  Calif. 

Dynac,  Inc.,  395  Page  Mill  Rd.,  Palo  Alto,  Calif. 

Oynapar  Corp.,  5150  Church  St.,  Skokie,  III. 

Electrical  &  Physical  Instrument  Corp.,  42-19  27th 
St.,  Long  Island  City  1,  N.  Y. 

Electrical  Service  Co.,  1271  Mission  St.,  San  Francisco, 
Calif. 

Electronic  Associates,  Inc.,  Lo.ng  Branch,  N  J 

Elesta  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragaz, 
Switzerland. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  AOV.  PG.  140,  141. 


GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  AOV.  PG.  75. 

Haller,  Raymond  &  Brown,  Inc.,  Slate  College,  Pa. 

Hallicrafters  Co.,  4401  W.  Fifth  St.,  Chicago  24,  III. 

HILLBURN  ELECTRONIC  PRODUCTS  CO.,  55  Nassau 
Ave.,  Brooklyn  22,  N.  V.  ADV  PG.  527. 

Hupp  Instrumentation  Div.,  Erie-Pacific,  12932  S. 
Weber  Way,  Hawthorne,  Calif. 

I-L-S  Instrument  Corp.,  4525  W  160th  St.,  Cleveland 
11,  Ohio. 

Landis  A  Gyr,  Inc.,  45  W.  45th  St.,  New  York  36,  N.  Y, 

Mack  Electronics  Div.  of  Mack  Trucks,  Inc.,  Advanced 
Research  Lab.,  40  Leon  St.,  Boston  15,  Mass. 

Mullard  Equipment  Ltd.,  Mullard  House,  Torrington 
Place,  London  W  C.  1,  England. 

NAVIGATION  COMPUTER  CORP,  1621  Snyder  Ave, 
Philadelphia  45,  Pa.  ADV  PG.  528. 

NORTHEASTERN  ENGINEERING,  INC.,  Manchester, 
N.  H.  ADV.  PG.  222. 

Nuclear-Electronics  Corp.,  2925  N.  Broad  St.,  Phila¬ 
delphia  32,  Pa. 

Nuclear  Measurements  Corp.,  2463  N.  Arlington  Ave., 
Indianapolis  18,  Ind. 

Nucleonic  Company  of  America,  196  Degraw  St.,  Brook¬ 
lyn  31,  N.  Y. 

Pantek  Co.,  Box  212,  El  Segundo,  Calif. 

Post  MKhInery  Co.,  Eiectronic  Products  Div.,  140 
Elliott  St  ,  Beverly,  Mass. 

Potter  Aeronautical  Corp.,  Route  #22,  Union,  N  J. 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnyside  Blvd  ,  Plain- 
view,  N.  Y.  ADV  PG.  545. 

Presin  Co.,  12128  W.  Pico  Blvd.,  Los  Angeles  64,  Calif. 

Production  Instruments  Div.,  General  Controls  Co.,  8080 
McCormick  B'vd.,  Skokie,  lil 

Ratal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit 
20.  Mich. 

Ransom  Research,  Box  269,  San  Pedro,  Calif 

Rea  Co.,  Inc.,  J.  B.,  1723  Cloverfield  Blvd.,  Santa 
Monica,  Calif. 

RIPLEY  CO.,  INC.,  Middletown,  Conn  AOV  PG  564. 

Scantlin  Electronics  Inc.,  11624  W.  Pico  Blvd,  Lot 
Angeles  64,  Calif. 

Streeter-Amet  Co.,  Grayslake,  III. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics 
Corp.,  100  Carlton  Rd.,  Rochester  3,  N.  V 

Veeder-Root,  Inc.,  Hartford  2,  Conn. 

Venner  Electronics,  Ltd.,  Kingston  By-Past,  New 
Malden,  England. 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  DIV., 

5806  Hough  Ave.,  Cleveland  3,  Ohio.  ADV.  PG.  254. 

VICTORY  ENGINEERING  CORP.,  101  SpringReld  Rd , 
Union,  N.  J  ADV  PG.  346 

WALDORF  INSTRUMENT  CO.,  OIV  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C 

WALKIRT  CO.,  141  W.  Hazel  St.,  Inglewood  3,  Calif. 
ADV  PG  500 


COUNTERS-AfecfionKof 

AMERAC  INC.,  Dunham  Rd.,  Beverly,  Mass  AOV.  PG. 
76.  77, 

Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia.  Pa. 

Autron  Engineering  Inc.,  1254  W  Sixth  St.,  Lot 
Aigeles  17,  Calif. 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts ,  Bristol, 
Pa  AOV  PG  103. 

BOESCH  MFG.  CO  ,  Danbury,  Conn.  ADV.  PG  465. 

BOWMAR  INSTRUMENT  CORP.,  8000  Bluffton  Rd  ,  Fort 
Wayne,  Ind.  AOV.  PG.  484. 

Ccniera  Mart  Inc.,  1845  Broadway,  New  York  23,  N  Y. 

COIL  WINDING  EQUIPMENT  CO.,  109  Audrey  Ave., 
Oyster  Bay,  N.  Y.  ADV.  PG.  458,  459. 

Counting  Instruments,  Ltd.,  5,  Elstree  Way,  Boreham 
Wood,  Hertfordshire,  England, 

Cyclotron  Specialties  Co.,  Moraga  8,  Calif 

Digitran  Co.,  45  W  Union  St.,  Pasadena.  Calif 

Durant  Mfg.  Co.,  I9I2-A  N.  Buffum  St.,  Milwaukee  1, 
Wit. 

Fischer  &  Porter  Co.  476  Warminster  Rd.,  Hatboro,  Pa. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  I, 
Calif.  AOV  PG.  75. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Haydon  Instrument  Co.,  156  W.  Liberty  St.,  Waterbury 
20,  Conn. 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  OIV  , 
1378  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  356 

Kellogg  Switchboard  A  Supply  Co.,  6650  S.  Cicero  St., 
Chicago  1,  III. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV  PG.  125. 

Magnuson  Engineers,  Inc.,  509  Emory  St.,  San  Jose  10, 
Calif. 

Pantek  Co.,  Box  212,  El  Segundo,  Calif 

Photocon  Research  Products,  421  N  Altadena  Drive, 
Pasadena,  Calif. 

Presin  Co.,  12128  W.  Pico  Blvd.,  Los  Angeles  64.  Calif. 

Production  Instruments  Div.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III. 

Veeder-Root,  Inc.,  H.irtford  2,  Conn. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C. 


COUNTIRS-PItMddfaelric 

Airmec,  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 
Autotron  Co.,  The,  3629  N.  Vermilion,  Danville,  III. 
Autron  Engineering,  Inc.,  1254  W  Sixth  St..  LoS 
Angeles  17,  Calif. 
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CRYSTALS 


ELECTRONIC  and  ALLIED 


BAIRO-ATOMIC,  INC.,  33  Untvtrilty  Rd.,  Cambridgi  38, 
Mast.  ADV.  PG.  46*. 

Btckman/Bcfiteley  Diviiian,  2300  Wright  Av*.,  Rich¬ 
mond  3,  Calif 

British  Thomson- Houston  Co.,  Ltd.,  Rugby,  England. 

CInema-Tolevision,  Ltd.,  Worslty  Bridge  Rd.,  London 
S.  E.  26,  England. 

Counting  Instruments  Ltd.,  S,  Elstreo  Way,  Boreham 
Wood,  Hertfordshire,  England 

Durant  Mfg.  Co.,  1912-A  N.  Buffam  St.,  Milwaukee  1, 
WIs. 

Electrical  Service  Co.,  1271  Mission  St.,  San  Francisco, 
Calif. 

ElKtronlc  Control  Corp.,  1573  E.  Forest  St.,  Detroit  7, 
Mich. 

Elesta  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragaa, 
Snritierland 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirficid  St., 
Brooklyn  27,  N  V  ADV.  PG.  24 

GENERAL  CONTROLS  CO.,  801  Allen  Are.,  Glendale  1, 
Calif.  ADV.  PG.  75. 

General  Electric  Co.,  Avsparatus  Sales  Olv.,  1  River  Rd., 
Schenectady  5.  N.  Y. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV  PG.  125. 

Lumenite  Electronic  Co.,  407  S  Dearborn  St.,  Chicago  5, 
III 

Magnuson  Engineers,  Inc.,  509  Emory  St.,  San  Jose  10, 
Calif. 

Magtrol,  Incorporated,  240  Seneca  St.,  Buffalo  4,  N.  V. 

Measurement  Engineering,  Ltd.,  Arnprior,  Ontario, 
Canada. 

Photoswitch  Olv.,  Electronics  Corp.  of  America,  One 
Memorial  Drive,  Cambridge  42,  Mast. 

Post  Machinery  Co.,  Electronic  Products  Olv.,  140  Elliott 
St.,  Beverly,  Mats. 

Potter  Aeronautical  Corp  ,  Route  #22,  Union,  N.  J 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnyside  Blvd.,  Plain- 
view,  N.  V  ADV.  PG.  545. 

Production  Instruments  DIv.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks, 
England 

RIPLEY  Co.,  INC.,  Middletowp,  Conn.  ADV.  PG  564. 

Tesla  Electric  Co.,  2871  N  Lincoln  Ave.,  Chicago  13, 
III. 

Veeder-Root,  Inc,  Hartford  2,  Conn. 

VICTORY  ENGIf^EERING  CORP.,  101  Springfield  Rd , 
Union,  N  J.  ADV.  PG.  346. 


COUNTIRS-Pro^rflonol 

BJ  ELECTRONICS,  BORG-WARNER  CORP.,  3300  Newport 
Blvd  ,  Santa  Ana,  Calif.  ADV.  PG.  475. 

BAIRD-ATOMIC,  INC,  33  University  Rd.,  Cambridge 
38,  Matt.  ADV.  PG  466 

Eberline  Instrument  Corp.,  805  Early  St.,  P.  0  Box 
279  Santa  Fe  N.  M. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  ADV.  PG.  75. 

Hamner  Electronics  Co.,  Inc.,  Bov  531,  Princeton,  N.  J. 

Haydon  Instrument  Co.,  156  W  Liberty  St.,  Waterbury 
20,  Conn. 

LIBRASCOPE,  INC  ,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

NRD  Instrument  Co.,  6425  Etiel  Ave.,  St.  Louis  14, 
Mo. 

Nuclear-Chicago  Corp.,  223  W  Erie  St ,  Chicago  10, 
III 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York 
22,  N  Y. 

Nucleonic  Company  of  America,  196  Degraw  St.,  Brook¬ 
lyn  31,  N  Y. 

Philips  Electronics,  Inc.,  750  S.  Fulton  Ave.,  Mt. 

Vernon,  N.  V 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnyside  Blvd.,  Plain- 
view,  N  Y.  ADV.  PG.  545 

Radiation  Counter  Laboratories,  Inc.,  5121  W.  Grove 
St.,  Skokie,  III. 

Radiation  Instrument  Development  Labs.,  2337  W.  67th 
St.,  Chicago  36,  III. 

Radioactive  Products,  Inc.,  2421  Walcott,  Femdale, 
Mich 

Tesla  ElKtrlc  Co.,  2871  N  Lincoln  Ave.,  Chicago  13, 
III. 

Tracerlab,  Inc.,  1601  Trapelo  Rd.,  Waltham  54,  Mass. 

Twentieth  Century  Electronics,  Ltd.,  Centronics  Works, 
King  Henry's  Drive,  New  Addington,  Surrey,  England 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  DIV., 
5806  Hough  Ave.,  Cleveland  3,  Ohio.  ADV.  PG.  254 

Wood  Counter  Laboratory,  N.,  1525  E.  53rd  St  ,  Chi¬ 
cago  15,  III. 


COUNTERS-Revofution 

Automatic  Timing  &  Controls,  Inc.,  King  of  Prussia,  Pa. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge 
38.  Mass.  ADV.  PG  466. 

BARKER  &  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa  ADV  PG  103 

Beckman/Berkeley  Oivlsion,  2200  Wright  Ave.,  Richmond 
3.  Calif. 

BOWMAR  INSTRUMENT  CORP.,  BOOO  Bluffton  Rd  ,  Fort 
Wayne,  Ind  ADV.  PG  484. 

Bristol  Co.,  The,  P.  0.  Bov  1790  EBG,  Waterbury  20, 
Conn. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E.  26,  England 

COIL  WINDING  EQUIPMENT  CO.,  109  Audrey  Ave., 
Oyster  Bay,  N.  Y  ADV.  PG  458,  459. 

Counting  Instruments,  Ltd.,  5,  Elstree  Way,  Boreham 
Wood,  Hertfordshire,  England 

Digitran  Co.,  45  W.  Union  St.,  Pasadena,  Calif. 


PRODUCTS 


Durant  Mfg.  Co.,  1912-A  N.  Buffum  St.,  Milwaukee  1, 
Wis. 

Oynac,  Inc.,  395  Page  Milt  Rd  ,  Palo  Alto,  Calif. 

Eagle  Signal  Corp  ,  Moline,  III. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  ADV  PG.  140, 
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FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfteld  St., 
Brooklyn  27,  N.  Y.  ADV.  PG.  24. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif  ADV.  PG.  75. 

Haydon  Instrument  Co.,  156  W.  Liberty  St.,  Waterbury 
20,  Conn. 

Hupp  Instrumentation  Oiv.,  Erle-Pacific,  12932  S.  Weber 
Way,  Hawthorne,  Calif. 

Kilo  Engineering  Co.,  2121  Third  St.,  La  Verne,  Calif 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif 
ADV  PG.  125. 

Magtrol,  Incorporated,  240  Seneca  St  ,  Buffalo  4,  N  Y. 

Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III. 

NORTH  ELECTRIC  CO.,  553  S  Market  St.,  Galion,  Ohio 
ADV  PG  219 

Photocon  Research  Products,  421  N.  Altadena  Orivt 
Pasadena,  Calif 

Patter  Aeronautical  Corp.,  Route  #22,  Union,  N.  J. 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnyside  Blvd.,  PUm- 
view,  N  Y.  ADV.  PG.  545 

Presin  Co.,  12128  W.  Pico  Blvd.,  Lot  Angeles  64, 
Calif. 

Production  Instruments  Oiv.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit 
20.  Mich 

STANDARD  ELECTRIC  TIME  CO.,  97  Logan  St ,  Spring- 
field,  Mass  ADV.  PG.  518 

Streeter -Amet  Co  ,  Grayslake,  III 

Sunshine  Scientific  Instrument,  1810  Grant  Are., 
Philadelphia  15,  Pa. 

Telecomputing  Corp.,  915  N  Citrus  Ave  ,  Los  Angeles 
38,  Calif. 

Tesla  Electric  Co.,  2871  N  Lincoln  Ave.,  Chicago  13, 
III 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N  Y. 
ADV  PG  228 

Veeder-Root,  Inc.,  Hartford  2,  Conn, 

WacLIne,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Dhio 

WALKIRT  CO.,  141  W  Haiel  St.,  Inglewood  3,  Calif. 
ADV  PG.  500 


COUNTERS-Tube 

AEROLUX  LIGHTS  CORP.,  653  Eleventh  Ave.,  New  York 
36  N  Y  ADV  PG.  589 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass  ADV.  PG.  466 

Elesta  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragat, 
Switierland 

El-Tronics,  Inc ,  Suburban  Station  Bldg.,  Philadelphia, 

Pa 

General  Electric  Co  Ltd  ,  of  England,  80  Shore  Rd., 
Port  Washington,  N  V 

Leighton  Labs.,  H  W.,  Sunset  Lane  &  York  Rd.,  Hat- 
boro,  Pa. 

NRD  Instrument  Co.,  6425  Etiel  Ave.,  St  Louis  14, 
Mo. 

Twentieth  Century  Electronics  Ltd.,  Centronics  Works, 
King  Henry's  Drive,  New  Addington,  Surrey,  England 


COUNTING  AND  SORTING 

See  CONTROIS-Ceunling  A  Serlin9 

COUPLERS— Oireefionaf 

See  MICROWAVE  ACCESSORIES 

COUPIINOS-Mechanlcal 
See  JOINTS— Universal 


COUP  II  NGS-Micrewave 
See  MICROWAVE  ACCESSORIES 


COUPLINGS. SHAFT-Redutera  I  EefensJona 

Accurate  Electronics  Corp.,  Dept  G,  169  Abbe  Rd.,  S., 
Elyria,  Ohio 

Aerolite  Electronics  Corp ,  2207  Summit  Ave.,  Union 
City,  N  J. 

Amaton  Electronic  Hardware  Co.,  Inc.,  80  Drake  Ave., 
New  Rochelle,  N  Y 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa  ADV.  PG  103 

BIrnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N  Y. 

Enflo  Corp.,  Fellowship  Rd  A  Route  73,  Maple  Shade, 
N  J 

Ford  Instrument  Co.,  DIv.  of  Sperry  Rand  Corp.,  31-10 
Thomson  Ave.,  Long  Island  City  1,  N.  Y. 

Goe  Engineering  Co.,  219  S.  Mednik  Ave.,  Los  Angeles 
22,  Calif. 

Jan  Hardware  Mfg.  Co.,  Inc.,  75  N.  11th  St.,  Brooklyn 
11,  N  Y. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

Millen  Mfg.  Co,  James,  150  Exchange  St.,  Malden, 
Mass. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New  York 
11,  N  Y. 

P  I  C  Design  Corp.,  477  Atlantic  Ave.,  East  Rockaway, 
N  Y 


REEVES  INSTRUMENT  CORP.,  227  E  9l5t  St.,  New 
York  28,  N  Y.  ADV.  PG  433. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

Swenson  Co.,  Inc.,  V.  H  ,  552  Elm  St.,  Arlington,  N.  J. 
Taffet  Radio  A  Television  Co.,  2705  Brooklyn-Queens 
Expressway,  W.,  Woodside  77,  N  Y. 

Washington  Aluminum  Co.,  Inc.,  Penna.  RR  A  Knecht 
Av«  ,  6altln>ore  29y  Md 


COUPLINGS,  SHAFT-RIgM  A  Flexible 

Aerolite  ElKtronics  Corp.,  2207  Summit  Ave.,  Union 
City.  N  J. 

Aircraft  Radio  Corp.,  Boonton,  N.  J. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N  J. 
ADV  PG.  516 

Amatom  Electronic  Hardware  Co.,  Inc.,  80  Drake  Ave , 
New  Rochelle,  N.  V. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y. 

Bud  Radio  Inc.,  2118  E.  S5th  St.,  Cleveland  3,  Ohm. 

Cardwell  Co.,  Allen  D.,  The,  97  Whiting  St.,  Plainview, 
Conn. 

Clifford  Mfg  Co  .  Grove  St.,  Waltham,  Mass. 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware  ADV  PG.  373-376. 

Dial  Products  Co.,  9  Avenue  E,  Bayonne,  N.  J. 

Fae  Instrument  Corp.,  4261  Hunter  St.,  Long  Island 
City  1,  N  Y. 

Foote  Brothers  Gear  A  Machine  Corp.,  4545  S.  Western 
Blvd  Chicago  9  III 

GENERAL  COMPONENTS  INC  ,  225-229  E  144th  St., 
New  York  51,  N  Y  ADV  PG.  574 

Jan  Hardware  Mfg  Co..  Inc.,  75  N  11th  St.,  Brooklyn 
11,  N.  Y. 

Johnson  Co.,  E  F.,  Waseca,  Mmn 

Kupfnan  Mfg  Corp.,  398  State  St.,  Binghamton.  N.  Y. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 

Lord  Mfg  Co.,  1635  W.  12th  St.,  Erie,  Pa. 

Matron  Instrument  Co.,  432  Lincoln  St.,  Denver  3, 
Colo 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden.  Mast. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 

Naugler  Engineering,  19  Madison  Ave.,  Beverly,  Mats. 

Norrich  Plastics  Corp.,  107-109  W  18th  St.,  New 
York  11,  N.  Y 

P  I  C  Design  Corp.,  477  Atlantic  Ave.,  East  Rockaway, 
N  Y. 

Reftectone  Corp.,  Post  Rd  A  Myano  Lane,  Stamford,  Conn. 

RENBRANDT  INC,  6  Parmeiee  St.,  Boston  18,  Mass. 
ADV.  PG.  536. 

Resinite  Corp.  Sub.  of  Precision  Paper  Tube  Co.,  6981 
N  Central  Park  Ave.,  Chicago  45  (Lincolnwood),  III. 

Smith,  Inc.,  Herman  H.,  2326  Nost-and  Ave.,  Brooklyn 
10,  N  Y 

STEWART  CORP.,  F.  W.,  4311  Ravenswood  Ave.,  Chicago 
13.  III.  ADV.  PG  460. 

Tlteflex,  Inc  .  534  Hendee  St.,  Springfield,  Mass. 

CROSSES-Aflcrowave 
See  MICROWAVE  ACCESSORIES 

HYBRID  JUNCTIONS-Micrewavo 


CRYSTAL  ANALYSIS  EQUIPMENT 

Airborne  Instruments  Lab.,  Inc.,  160  Old  Country  Rd., 
Mmeola.  N  Y. 

RADIO  FREQUENCY  LABS.,  INC.,  Boonton  2,  N.  J. 
ADV  PG.  399 

REEVES  INSTRUMENT  CORP.,  227  E.  91$t  St.,  New 
York  28,  N  Y  ADV.  PG  433. 


CRYSTAL  CARTRIDGES 

Astatic  Corporation,  The,  Conneaut,  Ohio. 

Duotone  Co.,  Inc.,  Keyport,  N.  J. 

ElKtro-Voice,  Inc.,  Buchanan,  Mich. 

Shore  Brothers,  Inc.,  246  Hartrey  Ave.,  Evanston,  III. 

CRYSTAL  DETECTORS 
See  DETECTORS-Crytlol 

CRYSTAL  MOUNTS  A  MIXERS 
See  MICROWAVE  ACCESSORIES 

CRYSTAL  ANALYSIS  EQUIPMENT 
See  MACHINES— Crystal  Manufacturing  B  Finishing 


CRYSTALS— Barium  Titiitote-Transdvcer 
ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave , 
Mineo  .1  N  Y.  ADV.  PG  531. 

CLEVITE  ELECTRONIC  COMPONENTS  DIV  OF  CLEVITE 
CORP.,  3312  Perkins  Ave.,  Cleveland  14,  Ohio.  ADV. 
PG.  19 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

Edo  Corp.,  College  Point,  N  Y. 

Electro- Voice,  Inc.,  Buchanan,  Mich. 

ERIE  RESISTOR  CORP.,  Ene  6,  Pa  AOV.  PG.  140, 
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Fretco,  Inc.,  406  N.  Craig  St.,  Pittsburgh  13,  Pa. 

Gulton  Industries,  Inc.,  Metuchen,  N  J. 

King  Laboratory,  Inc.,  2645  S  Second  W.,  Salt  Lake 
City  15,  Utah 
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NARDA  ULTRASONICS  CORP.,  118-160  Herricks  Rd., 
Dept.  EB-1,  Mineola,  N.  Y.  ADV.  PG.  116. 

Shure  Brothers.  Inc.,  246  Hartrey  Ave.,  Evanston,  III. 
Solar  Mfg.  Corp.,  4553  Seville  Ave.,  Los  Angeles  58, 
Calif. 

CRYSTALS— Color  TV  Troquoncy  Control 
Soo  PARTS  (or  COLOR  TV  TUBES 


CRYSTALS— Grown,  Gormonium  t  Silicon,  Uncut 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  M.  Y. 

Fretco,  Inc.,  406  N.  Craig  St.,  Pittsburgh  13,  Pa. 

GENERAL  TRANSISTOR  CORP.,  91-27  138th  Place, 
Jamaica  35,  N.  Y.  ADV.  PG.  384,  385. 

MERCK  &  CO.,  INC.,  Rahway,  N.  J.  ADV.  PG.  238,  239. 

SEMIMETALS  INC.,  133-20  91st  Ave.,  Richmond  Hill, 
N.  Y.  ADV.  PG.  584. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  CHEMICAL  & 
METALLURGICAL  OIV.,  Towanda,  Pa.  ADV.  PG.  633. 

Trans-Sil  Corp.,  55  Honeck  St.,  Englewood,  N.  J. 

CRYSTALS— Natural  Cryftala 
So*  CRYSTALS-Raw 

CRYSTALS— Ouarti-Froquoncy  Control 

Bassett,  Inc.,  Rex,  1314  N.  E.  17th  Court,  P.  0.  Box 
7127,  Fort  Lauderdale,  Fla. 

BLILEY  ELECTRIC  CO.,  Union  Station  Bldg.,  Erie,  Pa. 
ADV.  PG.  414,  415. 

Breon  Laboratories,  1520  Evergreen  Rd.,  Williamsport, 
Pa. 

BULOVA  WATCH  CO.,  INC.,  ELECTRONICS  DIV.,  40-06 
62nd  St.,  Woodside  77,  N.  Y.  ADV.  PG.  550. 

C-W  Mfg.  Co.,  Box  2065,  El  Monte,  Calif. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Cambridge  38,  Mass.  ADV.  PG.  74. 

CLARK  CRYSTAL  CO.,  Farm  Rd.,  Marlboro,  Mass.  ADV. 
PG.  278. 

Cryco,  Inc.,  1138  Mission  St.,  South  Pasadena,  Calif. 

DX  Radio  Products  Co.,  Inc..  2300  Armitage  Ave., 
Chicago  47,  III. 

Dallons  Laboratories,  Inc.,  5066  Santa  Monica  Blvd., 
Los  Angeles  29,  Calif. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

Eidson  Electronics  Co.,  1902  N.  Third  St.,  Temple,  Texas. 

Hill  Electronic  Engineering  &  Mfg.  Co.,  Inc.,  New  Kings¬ 
town,  Pa. 

Hudson  American  Division,  29-01  Borden  Ave.,  Long 
Island  City,  N.  Y. 

HUNT  CORP.,  THE,  453  Lincoln  St.,  Carlisle,  Pa.  ADV. 
PG.  441. 

Hupp  Electronics  Co.,  265  E.  Pomfret  St.,  Carlisle,  Pa. 

HYCON  EASTERN,  INC.,  75  Cambridge  Parkway,  Cam¬ 
bridge,  Mass.  ADV.  PG.  291. 

International  Crystal  Mfg.  Co.,  18  N.  Lee  St.,  Okla¬ 
homa  City,  Okla.  , 

KEYSTONE  ELECTRONICS  CO.,  65  Seventh  Ave.,  Newark, 
N.  J.  ADV.  PG.  576. 

KNIGHTS  CO.,  JAMES,  THE,  Sandwich,  III.  ADV.  PG. 
556. 

Lewis  Co.,  Inc.,  E.  B.,  11  Bragg  St.,  East  Hartford  8, 
Conn. 

McCOY  ELECTRONICS  CO.,  Mount  Holly  Springs,  Pa. 
ADV.  PG.  466. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

MIDLAND  MFG.  CO.,  INC.,  3155  Fiberglas  Rd.,  Kansas 
City  15,  Kans.  ADV.  PG.  383. 

Miller  Labs.,  August  E.,  9226  Hudson  Blvd.,  North 
Bergen,  N.  J. 

MONITOR  PRODUCTS  CO.,  815  Fremont  Ave.,  South 
Pasadena,  Calif.  ADV.  PG.  4. 

Nebel  Laboratory,  R.  E.,  1634  E.  12th  St.,  Brooklyn 
29,  N  Y. 

NORTHERN  ENGINEERING  UBORATORIES,  INC.,  372 
Wilmot  Ave.,  Burlington,  Wis.  ADV.  PG.  579. 

Pan-Electronics  Corp.,  Box  404,  Griffin,  6a. 

Peterson  Radio  Co.,  2800  West  Broadway,  Council  Bluffs, 
Iowa. 

Precision  Crystal  Laboratory,  2223  Warwick  Ave.,  Santa 
Monica,  Calif. 

Precision  Piezo  Service,  427  Mayflower  St.,  Baton  Rouge, 
La. 

Premier  Research  Laboratories,  Inc.,  83  Seventh  Ave., 
New  York  11,  N.  Y. 

Reeves-Hoffman  Corp.,  145  Cherry  St.,  Carlisle,  Pa. 

Scientific  Radio  Products,  Inc.,  215  S.  11th,  Omaha, 
Neb. 

Scientific  Radio  Service,  4301  Sheridan  St.,  University 
Park,  Md. 

SHEROLD  CRYSTALS,  INC.,  1510  McGee  St.,  Kantat 
City,  Mo.  ADV.  PG.  549. 

Standard  Telephones  &  Cables  Ltd.,  Connaught  House, 
63  A Idwych,  London  W.C.  2,  England. 

VALPEY  CRYSTAL  CORP.,  1244  Highland  St.,  Holliston, 
Mass.  ADV.  PG.  208. 

Wright  Electronics,  2537  Grand,  Kansas  City,  Mo. 


CRYSTALS— Ouarti-TranMiueer 

BLILEY  ELECTRIC  CO.,  Union  Station  Bldg.,  Erie,  Pa. 
ADV.  PG.  414,  415. 

Branson  Instruments,  Inc.,  1  Brown  House  Rd.,  Stam¬ 
ford,  Conn. 


Cavitron  Electron  Oscillator  Co.,  Div.  of  Short  Wave 
Plastic  Forming  Co.,  355  N.  Newport  Blvd.,  Newport 
Beach,  Calif. 

DX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave., 
Chicago  47,  III. 

Dallons  Laboratories,  Inc.,  5066  Santa  Monica  Bhrd., 
Los  Angeles  29,  Calif. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

ENGELHARD  INDUSTRIES,  INC.,  (AMERSIL  QUARTZ 
DIV.),  113  Astor  St.,  Newark  5.  N.  J.  ADV.  PG.  329. 

Hoffman  Co.,  P.  R.,  Carlisle,  Pa. 

Hupp  Electronics  Co.,  265  E.  Pomfret  St.,  Carlisle,  Pa. 

Kistler  Instrument  Corp.,  15  Webster  St.,  North  Tona- 
wanda,  N.  Y. 

KNIGHTS  CO.,  JAMES,  THE,  Sandwich,  III.  ADV.  PG. 
556. 

Lewis  Co.,  Inc.,  E.  B.,  11  Bragg  St.,  East  Hartford  8, 
Conn. 

MIDLAND  MFG.  CO.,  INC.,  3156  Fiberglas  Rd.,  Kansas 
City  16,  Kans.  ADV.  PG.  383. 

MONITOR  PRODUCTS  CO.,  015  Fremont  Ave.,  South 
Pasadena,  CalH.  ADV.  PG.  4. 

NORTHERN  ENGINEERING  LABORATORIES,  INC.,  372 
Wilmot  Ave.,  Burlington,  Wis.  ADV.  PG.  579. 

Pan-Electronics  Corp.,  Box  404,  Griffin,  Ga. 

Precision  Crystal  Lateratory,  2223  Warwick  Ave.,  Santa 
Monica,  Calif. 

Premier  Research  Laboratories,  Inc.,  83  Seventh  Ave., 
New  York  11,  N.  Y. 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54,  Mass.  ADV.  PG.  428,  429. 

Reeves-Hoffman  Corp.,  145  Cherry  St.,  Carlisle,  Pa. 

Sturrup,  Inc.,  50  Silver  St.,  Middletown,  Conn. 

VALPEY  CRRSTAL  CORP.,  1244  Highland  St.,  Holliston, 
Mass.  ADV.  PG.  208. 

Wright  Electronics,  2537  Grand,  Kansas  City,  Mo. 


CRYSTAIS-Raw 

Breon  Laboratories,  1520  Evergreen  Rd.,  Williamsport, 
Pa. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  Yart. 
N.  V. 

Diamond  Drill  Carbon  Co.,  The,  244  Madison  Ave.,  New 
York  16,  N.  Y. 

Hoffman  Co.,  P.  R.,  Carlisle,  Pa. 

King  Laboratory,  Inc.,  2645  S.  Second  W.,  Salt  Lake 
City  15,  UUh. 

Linde  Co.,  Div.  of  Union  Carbide  Corp.,  30  E.  42nd  St., 
New  York  17  N  Y 

Nebel  Laboratory,  R.  E.,  1624  E.  12th  St.,  Brooklyn 
29,  N  Y 

PAN  AMERICAN  TRADE  DEVELOPMENT  CORP.,  2  Park 
Ave.,  New  York  16,  N.  Y.  ADV.  PG.  527. 
Pan-Electronics  Corp.,  Box  404,  Griffin,  Ga. 
Reeves-Hoffman  Corp.,  145  Cherry  St.,  Carlisle,  Pa. 
Scientific  Radio  Products,  Inc.,  215  S.  11th,  Omaha, 
Neb. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  Yorfe. 
N  Y. 


CRYSTAIS-Rochefla  Salta,  Tranaifucer 
CLEVITE  ELECTRONIC  COMPONENTS  DIV.  OF  CLEVITE 
CORP.,  3312  Perkins  Ave.,  Cleveland  14,  Ohio.  ADV. 
PG.  19. 

DelU  Chemical  Works.  21  W.  60th  St.,  New  York,  N.  Y. 
Electro-Voice,  Inc.,  Buchanan,  Mich. 


CRYSTAIS-Sapphira 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

Hupp  Electronics  Co.,  265  E.  Pomfret  St.,  Carlisle,  Pa. 
KELLER,  JR.,  JEWELS,  HUGO,  50  E.  42nd  St.,  New 
York  17,  N.  Y,  ADV.  PG.  587. 

Linde  Co.,  Div.  of  Union  Carbide  Corp.,  30  E.  42nd  St., 
New  York  17,  N.  Y. 


CRYSTALS— Sapphire,  Synthetic 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

KELLER,  JR.,  JEWELS,  HUGO,  50  E.  42nd  St.,  New 
York  17,  N.  Y.  ADV.  PG.  587. 

Linde  Co.,  Div.  of  Union  Carbide  Corp.,  30  E.  42nd  St., 
New  York  17,  N.  Y. 


CRYSTALS-Seintiffotion  Counter 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge 
38,  Mass.  ADV.  PG.  466. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

El-Tronics,  Inc.,  Suburban  Station  Bldg.,  Philadelphia, 
Pa. 

Fretco  Inc.,  406  N.  Craig  St.,  Pittsburgh  13,  Pa. 

Isotope  Developments  Ltd.,  Beenham  Grange,  Alder- 
maston  Wharf,  Nr.  Reading,  Berks. 

Jonas  Co.,  F.,  55  W.  42nd  St.,  New  York  36,  N.  Y. 

Levinthal  Electronic  Products,  Inc.,  3180  Hanover  St., 
Stanford  Industrial  Park,  Palo  Alto,  Calif. 

Nuclear-Chicago  Corp.,  223  W.  Erie  St.,  Chicago  10,  III. 

Precision  Radiation  Instruments,  Inc.,  4223  W.  Jefferson 
Blvd.,  Los  Angeles  16,  Calif. 

Rcdiation  Counter  Laboratories,  Inc.,  5121  W.  Grove 
St.,  Skokie,  III. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  V. 


1958-1959  LISTINGS  of 


CRYSTALS— Tourmaiine-Frequoncy  Control 
Breon  Laboratories,  1520  Evergreen  Rd.,  Williamsport, 
Pa. 

DelU  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

Intelex  Systems,  Inc.,  22  Thames  St.,  New  York,  N.  Y. 
McCOY  ELECTRONICS  CO.,  Mount  Holly  Springs,  Pa. 
ADV.  PG.  466. 

Miller  Labs.,  August  E.,  9226  Hudson  Blvd.,  North 
Bergen,  N.  J. 

Premier  Research  Laboratories  Inc.,  83  Seventh  Ave., 
New  York  11,  N.  Y. 

VALPEY  CRYSTAL  CORP.,  1244  Highland  St.,  Holliston, 
Mass.  ADV.  PG.  208. 


CRYSTALS-Unflniihod 

BULOVA  WATCH  CO.,  INC.,  ELECTRONICS  DIV.,  40-06 
62nd  St.,  Woodside  77,  N.  Y.  ADV,  PG.  550. 

CLARK  CRYSTAL  CO.,  Farm  Rd ,  Marlboro,  Mass 
ADV.  PG.  278. 

OX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave., 
Chicago  47,  III. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

Eidson  Electronic  Co.,  1902  N.  Third  St.,  Temple,  Texas. 

Hill  Electronic  Engineering  A  Mfg  Do.,  Inc.,  New  Kings¬ 
town,  Pa. 

Hoffman  Co.,  P.  R.,  Carlisle,  Pa. 

Hupp  Electronics  Co  ,  265  E.  Pomfret  St.,  Carlisle,  Pa. 

KEYSTONE  ELECTRONICS  CO.,  65  Seventh  Avt.,  Newark, 
N.  J.  ADV.  PG  576. 

Lewis  Co.,  Inc.,  E.  B.,  11  Bragg  St.,  East  Hartford  8, 
Conn. 

Linde  Co.,  Div.  of  Union  Carbide  Corp.,  30  E.  42nd  St., 
New  York  17,  N.  Y. 

McCOY  ELECTRONICS  CO.,  Mount  Holly  Springs,  Pa. 
ADV.  PG.  466. 

Miller  Labs.,  August  E.,  9226  Hudson  Blvd.,  North 
Bergen,  N.  J. 

MONITOR  PRODUCTS  CO.,  815  Fremont  Ave.,  South 
Paudena,  Calif.  ADV.  PG.  4. 

Nebel  Laboratory,  R.  E.,  1634  E.  12th  St.,  Brooklyn  29, 
N.  V. 

Premier  Research  Laboratories  Inc.,  83  Seventh  Ave., 
New  York  11,  N.  Y. 

Scientific  Radio  Products  Co.,  Inc.,  215  S.  11th,  Omaha, 
Neb. 

VALPEY  CRYSTAL  CORP.,  1244  Highland  St.,  Holliston, 
Mass.  ADV.  PG.  208. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 

Wright  Electronics,  2537  Grand,  Kansas  City,  Me. 

CUTTERS 

Amplex  Corp.,  The,  968  Farmington  Ave.,  West  Hart¬ 
ford,  Conn. 

Clauss  Cutlery  Co.,  Fremont,  Ohio. 

Felker  Mfg.  Co.,  1128  Border  Ave.,  Torrance,  Calif. 

Handicraft  Tools,  Inc.,  a  Div.  of  X-Acto,  Inc.,  48-41F 
Van  Dam  St.,  Long  Island  City  1,  N.  Y. 

Klein  &  Sons,  Mathias,  7200  McCormick  Rd.,  Chicago 
45,  III. 

MORRIS  CO.,  J.  I.,  376  Elm  St.,  Southbridge,  Mast. 
ADV  PG.  456. 

Radial  Cutter  Mfg.  Corp.,  831  Bond  St.,  Elizabeth, 
N.  J. 

Wen  Products,  Inc.,  5808  Northwest  Highway,  Chicago 
31,  III. 

CYIINDERS-Air 

Clippard  Instrument  Laboratory,  Inc.,  7350-90  Colerain 
Rd.,  Cincinnati  24,  Ohio. 

Hydraulic  Press  Mfg.  Co.,  A  Div.  of  Koehring  Co.,  Mt. 
Gilead,  Ohio. 

Kidde  A  Co,  Inc.,  Walter,  477  Main  St.,  Belleville  9, 
N.  J. 

Taylor-Winheld  Corp.,  1056  Mahonig,  N.W.,  Warren, 
Ohio. 


DATA  RECORDING  EQUIPMENT 

Aeronautical  A  Instrument  Div.  of  Robertshaw-Fulton 
Controls  Co.,  Santa  Ana  Freeway  at  Euclid  Ave., 
Anaheim,  Calif. 

Aircraft  Armaments  Inc.,  Cockeysville,  Md 

ALDEN  ELECTRONIC  &  IMPULSE  RECORDING  EQUIP¬ 
MENT  CO.,  Box  125,  Westboro,  Mass.  ADV.  PG  452 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeirs  15,  Calif. 

AMERICAN  MACHINE  &  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N  Royal  St.,  Alexandria, 
Va.  ADV.  PG.  380. 

Antlab  Inc.,  6330  Proprietors  Rd.,  Worthington,  Ohio. 

Applied  Science  Corp.  of  Princeton,  P.  0.  Box  44, 
Princeton,  N.  J. 

Automation  Management,  Inc.,  Westboro,  Mass. 

BJ  ELECTRONICS,  BORG-WARNER  CORP.,  3300  New¬ 
port  Blvd  ,  Santa  Ana,  Calif.  ADV.  PG.  475. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mast.  AOV.  PG.  466. 

Beckman/Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif. 

Berndt-Bach,  Inc.,  6924  Romaine  St.,  Hollywood  38, 
Calif. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Chicago  Aerial  Industries,  1980  N.  Hawthorne,  Melrose 
Park,  III. 
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CItvitt  Corp.,  Texas  Oix.,  3732  Wertheimer  Rd.,  Houston 
6,  Texas. 

Coleman  Engineerinj  Co.,  (nc.,  3300  Torrance  Blvd., 
Torrance,  Calif 

Consolidated  Axionics  Corp.,  800  Shames  Drive,  West- 
bury,  N.  V. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

CUBIC  CORP.,  337$  Kearny  Villa  Rd.,  San  Olege  11, 
Calif.  ADV.  PG  118,  lid. 

Davies  Laboratories  Olv.,  Minneapolls-Honeywell  Regulator 
Co.,  10721  Hanna  St.,  Beltsville,  Md. 

Daystrom  Systems  Oiv.  of  Daystrom,  Inc.,  3640  La  Jolla 
Blvd.,  La  Jolla,  Calif. 

Daytronic  Corp.,  216  S.  Main  St.,  Dayton,  Ohio. 

Delaware  Products  Co.,  300  Broadway,  Camden  3,  N.  J. 
Digitran  Co.,  43  W  Union  St.,  Pasadena,  Calif. 

Oynac,  Inc.,  Jb3  Page  Mill  Rd.,  Palo  Alto,  Calif. 
Electromation  Co.,  1646  18th  St.,  Santa  Monica,  Calif. 
Electronic  Associates.  Inc.,  Long  Branch,  N.  J. 

Electronic  Communications,  Inc.,  1301  72nd  St.,  N., 
St.  Petersburg,  Fla 

ElKtronlc  Control  Systems  Olv.  of  Stromberg-Carlson, 
2231  S  Barrington  Ave.,  Los  Angeles  64,  Calif. 

EPSCO,  INCORPORATED,  388  Commonwealth  Ave., 
Boston  13,  Mass  ADV.  PG  281-283 
Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England 

Fairchild  Camera  &  Instrument  Corp.,  Defense  Products 
Olv.,  Robbins  Lane,  Syosset,  N.  V 
Farnsworth  ElKtronics  Co.,  Div.  of  IT&T,  3700  E. 

Pontiac  St.,  Fort  Wayne  1,  Ind. 

Federal  Telephone  A  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N  J 

Fischer  &  Porter  Co.,  476  Warminster  Rd  ,  Hatboro,  Pa. 
Flight  Reesarch,  Inc.,  P.  0.  Box  1-F,  Richmond  1,  Va. 
Friden  Calculating  Machine  Co.,  Inc.,  2330  Washington 
Ave  ,  San  Leandro,  Calif 

Gilmore  Industries,  3713  Euclid  Ave.,  Cleveland  3.  Ohio 
Goodyear  Aircraft  Corp.,  1210  Massllton  Rd.,  Akron  13, 
Ohio 

Gordon  Enterprises.  3362  N.  Cahuenga  Blvd.,  North 
Hollywood,  Calif 

Haller,  Raymond  A  Brown,  Inc ,  State  College.  Pa 
Hanson-GorrIII-BrIan.  Inc.,  83  Hazel  St.,  Glen  Cove, 

N  V. 

Helland  Olv.  of  Minneapolis-Honeywelt  Regulator  Co , 
3200  E  Evans  Ave,  Denver  22,  Colo. 
HEWIETT-PACKARO  CO.,  273  Page  Mill  Rd.,  Palo  Alto, 
Calif  ADV  PG  20-44 

Hogan  Laboratories,  Inc.,  155  Perry  St.,  New  York  14, 

N  V 

HUGHES  PNOOUCTS,  ELECTNONIC  TUBE  OIV.,  Inter- 
national  Airport  Station.  Los  Angeles  43,  Calif.  ADV 

PG  105  no 

Kauke  &  Co  1634  Pics  Blvd  ,  Santa  Monica.  Calif 
KAY  ELECTRIC  CO.,  Maple  Ave,  Pine  Brook.  N  J 
ADV  PG  345 

Leeds  A  Northrup  Co ,  4070  Stenton  Ave.,  Philadelphia 

44  Pa 

IIBRASCOPE  INC,  808  Western  Ave,  Glendale.  Calif 
ADV  PG  125 

•fagnavox  Co  ,  The  2131  Bueter  Rd ,  Fort  Wayrse  4,  Ind 
Msico  Co.,  Inc.,  21  N  3rd  St  ,  Minneapolis,  Minn 
Manning,  Mavwell  A  Moore,  Inc.,  In^strial  Controls 
Div,  230  F  Main  St.,  Stratford,  Conn 
MASSA  LABORATORIES,  INC.,  3  Fottler  Rd.,  HIngham 
Mass  ADV  PG  314 

Maurer,  Inc.,  J  A.,  37-01  3Ist  St.,  Long  Island  City 
1  N  Y 

MIDWESTERN  INSTRUMENTS,  41st  A  Sheridan  Rd . 
Tulsa,  Dkla  ADV  PG  o 

Monroe  Calculating  Machine  Co.,  Electronics  Components 
Div..  60  Main  St  ,  San  Francisco.  Calif 
MOSELEY  CO.,  F  L.,  4og  N  Fair  Oaks  Ave  ,  Pasadena, 
Calif  ADV  PG  126 

NON-LINEAR  SYSTEMS.  INC.,  Del  Mar  Airport,  Del 
Mar,  Calif  ADV  PG.  442. 

Northam  Electronics,  Inc.,  2420  N  Lake  Ave.,  Altadcna, 
Calif. 

POTTER  INSTRUMENT  CO.,  INC.,  Suiwyslde  Blvd, 
Plainview,  N  Y  ADV  PG  343. 

Racal  Engineering  Ltd.,  Western  Rd ,  Bracknell,  Berks., 
England 

RADIATION,  INC  ,  Melbourne,  Fla.  ADV  PG  235 
Rea  Co.,  Inc.,  J.  B,  1723  Cloverfield  Blvd.,  Santa 
Monica,  Calif. 

REEVES  INSTRUMENT  CORP.,  227  E  gist  St.,  New 
York  28,  N  Y  ADV.  PG  433. 

Scientific  Associates,  Inc.,  2162  Piedmont  Rd  ,  N  E., 
Atlanta  9,  Ga 

ScientIBc -Atlantic,  Inc.,  2162  Piedmont  Rd ,  N  E., 
Atlanta  g,  Ga 

Seismograph  Service  Corp.,  P.  0.  Box  1300.  Tulsa,  Okie. 
Shand  and  Jurs  Co.,  Sub.  of  General  Precision  Egulp- 
ment  Corp.,  Carleton  A  Eighth  Sts.,  Berkeley  10, 
Calif. 

Southern  Instruments  Ltd.,  Computer  Oiv.,  Frimley  Rd  , 
Camberley,  Surrey,  England. 

Sperry  Gyroscope  Co.,  Olv.  of  Sperry  Rand  Corp.,  Marine 
Oiv.,  Roosevelt  Field,  Mineola,  N  Y 
Streeter-Amet  Co.,  Graylake,  III. 

Stromberg-Carlson  Co.,  Oiv.  of  General  Dynamics  Corp  , 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

SYSTRON  CORP.,  2035  Concord  Blvd.,  CorKord.  Calif. 
ADV  PG  368 

Taller  A  Cooper  Co.,  75  Front  St.,  Brooklyn  1,  N.  Y. 
Tally  Register  Co.,  5300  14th  N.  W.,  Seattle,  Wash. 
Telectro  Industries  Corp.,  33-16  37th  St.,  Long  Island 
City  1,  N  Y. 

Vector  Astociates  Inc.,  1007  Atlantic  Ave.,  Brooklyn  38, 
N.  V. 


PRODUCTS 


DECADE  BOXES 


WALDORF  INSTRUMENT  CO.,  OIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  SUtion,  N.  V.  ADV. 
PG.  3940. 

Wang  Laboratories,  Inc.,  37  Hurley  St.,  Cambridge  41, 
Mass. 

DATA  REDUCTION  SYSTEMS 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

Analogue  Controls,  Inc.,  39  Roselle  St.,  Mineola,  N.  Y 
Applied  Science  Corp.  of  Princeton,  P.  0.  Box  44, 
Princeton,  N.  J. 

Arnoux  Corp.,  11924  W.  Washington  Bivd.,  Lot  Angeles 
66,  Calif. 

Austin  Co.,  The,  Special  Devices  Oiv.,  76  Ninth  Ave., 
New  York  11,  N  Y. 

BJ  ELECTRONICS,  BORG-WARNER  CORP.,  3300  New¬ 
port  Blvd.,  Santa  Ana,  Calif.  ADV.  PG.  473. 
Benson-Lehner  Corp.,  11930  W.  Olympic  Blvd.,  Lot 
Angeles  64,  Calif. 

Bemdt-Bach,  Inc.,  6924  Romaine  St.,  Hollywood  38, 
Calif. 

BRIGGS  ASSOCIATES,  INC.,  10  Dekalb  St.,  Norris¬ 
town,  Pa  ADV  PG  378 

BRUSH  INSTRUMENTS  OIV.  OF  CLEVITE  CORP.,  3403 
Perkins  Ave.,  Cleveland  14,  Ohio.  ADV.  PG.  20,  21. 
Chicago  Aerial  Industries,  1980  N.  Hawthorne,  Melrose 
Park,  III. 

Coleman  Engineering  Co.,  Inc.,  3300  Torrance  Blvd., 
Torrance,  Calif. 

COMPUTER  CONTROL  CO.,  INC.,  92  Broad  St.,  Welles¬ 
ley  37,  Mast.  ADV.  PG.  481. 

Consolidated  Avionics  Corp.,  BOO  Shames  Drive,  Wett- 
bury,  N.  V. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif. 

Corbett  Science  Labs.,  F.  W.,  3117  Venice  Blvd.,  Los 
Angeles  19,  Calif. 

Davies  Laboratories  Div.,  Minneapolls-Honeywell  Reg¬ 
ulator  Co.,  10721  Hanna  St.,  Beltsville,  Md. 

Daystrom  Systems  Div.  of  Daystrom.  Inc.,  3640  La 
Jolla  Blvd.,  La  Jolla,  Calif. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Electronic  Control  Systems  D.v  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave,  Los  Angeles  64,  Calif. 
Electronics  Computer  Corp.,  6191  R.dge  Ave.,  Phila¬ 
delphia  28,  Pa 

EPSCO,  INCORPORATED,  388  Commonwealth  Ave  ,  Bos¬ 
ton  15,  Mats.  ADV  PG  281-283 
Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W  4, 
England 

Fairchild  Camera  A  Instrument  Corp  ,  De'ense  Products 
Div  ,  Robbins  Lane,  Syosset,  N  Y. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza.  New 
York  20,  N  Y.  ADV.  PG.  490 
General  Electric  Co.,  Computer  Dept.,  Phoenix,  Ariz 
GiannInI  A  Co.,  Inc.,  G.  M  ,  918  E.  Green  St., 
Pasadena  1,  Calif. 

Gilmore  Industries,  Inc.,  $713  Euclid  Ave.,  Cleveland  3, 
Ohio. 

Goodyear  Aircraft  Corp.,  1210  Massillon  Rd.,  Akron  13. 
Ohio. 

Hanson-GorrIII-Brian,  Inc.,  83  Hazel  St,  Glen  Cove, 
N.  Y 

KEARFOTT  CO  ,  INC.,  ENGINEERING  A  SALES  DIV., 
1378  Main  Ave,  Clifton.  N.  J  ADV  PG  356. 

KIN  TEL,  Box  623,  3723  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  ADV  PG.  51-57 

Leeds  A  Northrup  Co.,  4970  Stenton  Ave  ,  Philadelphia 

44,  Pa. 

LIBRASCOPE,  INC  ,  808  Western  Ave.,  Glendale,  Calif 
ADV  PG.  125 

Mack  Electronics  Oiv.  of  Mack  Trucks,  Inc.,  Advanced 
Research  Lab.,  40  Leon  St.,  Boston  1$,  Mats. 
Magnavox  Co.,  The,  2131  Bueter  Pd  ,  Fort  Wayne  4.  Ind 
Moore  Associates,  2628  Spring  St.,  Redwrood  City, 
Calif 

NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave, 
Philadelphia  43  Pa  ADV.  PG.  328 
NON-LINEAR  SY$TEMS,  INC.,  Del  Mar  Airport,  Del 
Mar.  Calif  ADV.  PG.  442 

Northam  Electronics,  Inc.,  2420  N.  Lake  Ave.,  Alta- 
dena.  Calif. 

Northeast  Electronics  Corp.,  P  0  Box  423,  Municipal 
Airport,  Concord,  N.  H. 

Parsons  Co.,  Ralph  M.,  Electronics  Oiv.,  151  S  DeLacey 
Ave..  Pasadena.  Calif 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnyside  Blvd  ,  Plain- 
view  N  V  ADV.  PG  545. 

RADIATION,  INC  ,  Melbourne  Fla  ADV  PG  233 
Rea  Co.,  Inc.,  J  B.,  1723  Cloverfield  Blvd,  Santa 
Monica,  Calif. 

Seismograph  Service  Corp.,  P.  0.  Box  1390,  Tulsa.  Okla 
Southern  Instruments,  Ltd.,  Compsrter  Div.,  Frimley  Rd., 
Camberley,  Surrey,  England 

Stromberg-Carlson  Co.,  Oiv  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N  V. 

SYSTRON  CORP.,  2035  Concord  Blvd ,  Concord,  Calif. 
ADV  PG.  368 

Tally  Register  Co.,  5300  14th  N  W  ,  Seattle,  Wash. 
Telecomputing  Corp.,  913  N  Citrus  Ave.,  Los  Angeles 
38,  Calif. 

Telectro  Industries  Corp.,  33-16  37th  St.,  Long  Island 
City  1,  N.  Y 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C. 

Wang  Laboratories,  Inc.,  37  Hurley  St.,  Cambridge  41, 
Mast. 


DECADE  BOXES— Copocifonce 

Aerovox  Corp.,  740  Belleville  Ave ,  New  Bedford,  Mass. 


Barnet  Development  Co.,  213  VV.  Baltimore  Pike, 
Lansdowne,  Pa.  „  «  , 

Cambridge  Instrument  Co.,  Inc.,  3633  Grand  Cetrtral 
Terminal,  Hew  York  17,  N.  Y 

CORNELL-OUBILIER  ELECTRIC  CORP.,  South  Plainfield, 
N.J  ADV.  PG  419. 

ELECTRO-MEASUREMENTS,  INC.,  7324  S.  W.  Macadam, 
Portland  I,  Ore.  ADV.  PG.  138,  139. 

Electronic  AiwHcations,  Inc.,  194  Richmond  Hill  Ave., 

Stamford,  Conn. 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N  Y.  ADV.  PG  24 

GENERAL  RADIO  CO ,  275  Massachusetts  Ave.,  Cam¬ 

bridge  39,  Mass.  ADV.  PG.  178,  179 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  ADV  PG.  313. 

High  Fidelity  Products,  Box  131,  Owensboro,  Ky. 

Industrial  Instrumerrts,  Inc.,  89  Commerce  Rd.,  Cedar 

Grove,  N.  J. 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  ADV.  PG.  408. 

Leeds  &  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

Muirhead  A  Co.,  Ltd.,  Beckenham,  Kent,  England. 

Ram  Electronics,  Inc.,  600  Industrial  Ave.,  Paramus, 

N.  J. 

Servomex  Controls  Ltd.,  Crowborough,  Sussex,  England. 

Sullivan  Ltd.,  H  W.,  80  Shore  Rd.,  Port  Washington, 
N.  Y. 

Telegraph  Condenser  Co.,  Ltd.,  Wales  Farm  Rd.,  Acton, 
London  W  3,  England. 


DECADE  BOXES-fiNlvceanee 

Aerovox  Corp.,  Belleville  Ave.,  New  Bedford,  Mass. 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa  ADV.  PG.  103. 

Cambridge  Instrument  Co.,  Inc.,  3633  Grand  Central 
Terminal,  New  York  17,  N  Y. 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N  Y  ADV.  PG.  24. 

GENERAL  RADIO  CO.,  273  Massachusetts  Ave.,  Cam- 
br.dge  39,  Mass  ADV.  PG.  178,  179 

INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N  J.  ADV.  PG.  408. 

Muirhead  A  Co.,  Ltd.,  Beckenham,  Kent,  England. 

Ram  Electronics,  Inc.,  600  Industrial  Ave.,  Paramus, 
N  J 

Sullivan  Ltd.,  H  W.,  80  Shore  Rd.,  Port  Washington, 
N.  Y 

Torocoil  Co  ,  261$  Bristol  Rd  .  Columbus  21,  Ohio. 

UNITED  TRANSFORMER  CORP.,  ISO  Varick  St.,  New 
York  13,  N.  Y  ADV.  Second  Cover. 


DECADE  BOXES— Resistance 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 

Alco  Electronics  Mfg.  Corp.,  3  Wolcott  Ave.,  Lawrence, 
Mass 

Barnes  Development  Co.,  213  W  Baltimore  Pike,  Lans- 
downe  Pa. 

Cambridge  Instrument  Co.,  Inc.,  3633  Grand  Central 
Terminal,  New  York  17,  N.  Y. 

Cinema  Engineering  Div.,  Ae-ovox  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif. 

Clarostat  Mfg.  Co.,  Inc.,  Dover,  N.  H. 

Consolidated  Resistance  Co  of  America  Inc.,  44  Prospect 
St  ,  Yonkers,  N  Y. 

CORNELL-DUBILIER  ELECTRIC  CORP.,  South  Plainfield, 

N  J  ADV.  PG  419 

DAVEN  CO.,  Route  10,  Livingston,  N.  J  ADV.  PG  401. 

Dmete-  M*g.  Co.,  Inc.,  22-24  Larkin  Plaza.  Yonkers  2, 

N  Y. 

Dubrow  Development  Co.,  235-B  Penn  St.,  Burlington, 
N.  J 

ELECTRO-MEASUREMENTS,  INC.,  7524  S.  W.  Macadam, 
Portland  1,  Ore.  ADV.  PG.  138,  139. 

Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd  , 
Long  Island  City,  N.  Y. 

Electronic  Measurements  Co.,  Inc.,  Lewis  St.  A  Maple 
Ave ,  Eatontown,  N.  J. 

Fidelity  Amplifier  Corp.,  1633  N.  Halsted  St.,  Chicago 
14  III. 

GENERAL  RADIO  CO.,  273  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  ADV.  PG  178,  179. 

Gray  Instrument  Co.,  200  E.  Chsirch  Lane,  Phila¬ 
delphia  44,  Pa 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich  ADV  PG  513. 

Industrial  Instruments,  Inc.,  89  Commerce  Rd.,  Cedar 
Grove,  N  J 

INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  ADV.  PG.  408. 

Leeds  A  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 

44.  Pa 

Marma  Electronic  Co.,  703  Willow  St.,  Chicago  14,  III. 

Minneapolls-Honeywell  Regulator  Co.,  Industrial  Div., 
Seventh  A  Grange  Aves.,  Philadelphia  44,  Pa. 

Muirhead  A  Co.,  Ltd.,  Beckenham,  Kent,  England 

OHMITE  MFG.  CO.,  3601  Howard  St.,  Skokie,  III. 
ADV  PG.  200  201. 

Pimev  Inc.,  18  E.  60th  St  New  York  22,  N.  Y 

PHYSiCS  RESEARCH  UBS.,  INC.,  P  0.  Box  555, 
Hempstead,  N.  Y.  ADV.  PG.  520. 

Ram  Electronics,  Inc.,  600  Industrial  Ave.,  Paramus, 
N.  J. 

STICHT  CO,  INC,  HERMAN  H.,  27  Park  Place,  New 
York  7,  N.  Y  ADV  PG  585 

Sullivan  Ltd ,  H  W ,  80  Shore  Rd.,  Port  Washington, 
N  Y. 
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DECALCOMANIAS 


Telex,  Inc.,  Telex  Park,  St.  Paul  1,  Minn. 

Tel-Labs.,  Inc.,  1050  Second  St.,  Manchester,  N.  H. 
Welch  Scientific  Co.,  W.  M.,  1515  Sedgwick  St.,  Chi¬ 
cago  10,  III. 


DECALCOMANIAS 

Dunlap  Electronics  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

Fabra-Print,  Inc.,  801  S.  E.  8th  St.,  Minneapolis  14, 
Minn. 

Johnson  Research  Corp.,  Bethpage,  N.  Y. 

Meyercord  Co.,  5323  W.  Lake  St.,  Chicago  44,  111. 

Topflight  Corp.,  IbO  E.  Ninth  Ave.,  York,  Pa. 

DEFLECTION  YOKES 
See  YOKES— Oeflectien 

DEHYDRATORS-Aufemotic 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  14,  111. 
ADV.  PG.  50. 

Communication  Products  Co.,  Inc.,  Marlboro,  N.  J. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine. 

International  Pump  &  Machine  Works,  81  Dorsa  Ave., 
Livingston,  N.  J. 

Kidde  &  Co.,  Inc.,  Walter,  477  Main  St.,  Belleville  9, 
N.  J. 

Pittsburgh  Lectrodryer  Div.  of  McGraw-Edison  Co.,  300 
32nd  St.,  Pittsburgh  30,  Pa. 

United  States  Dynamics  Corp.,  1250  Columbus  Ave., 
Boston  20,  Mast. 


DELAY  LINE  CORES-Meraf/iied 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

Ceramet  Corp.,  475  W.  216th  St.,  New  York  34,  N.  Y. 

Corning  Glass  Works,  Corning,  N.  Y. 

Mitronics,  Inc.,  1240  Central  Ave.,  Hillside,  N.  J. 

Networks  Electronic  Corp.,  14806  Oxnard  St.,  Van 
Nuys,  Calif. 

Steward  Mfg.  Co.,  D.  M.,  3600  Jerrome  Ave.,  Chatta¬ 
nooga  1,  Tenn. 

DELAY  LINES-Cofor  TV 
See  PARTS  for  COLOR  TV  TUBES 

DELAY  LINES-0i9«faf 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton  64, 
Mass.  ADV.  PG.  472. 

ANDERSEN  LABORATORIES,  INC.,  39  Talcott  Rd., 
West  Hartford  10,  Conn.  ADV.  PG.  564. 

BREW  &  CO.,  INC.,  RICHARD  D.,  Concord,  N.  H.  ADV. 
PG.  262. 

Brubaker  Mfg.  Co.,  Inc.,  4151  Exposition  Drive,  Los 
Angeles  34,  Calif. 

CBC  Electronics  Co.,  Inc.,  ^601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

COLUMBIA  TECHNICAL  CORP.,  61-02  31  Ave.,  Wood- 
side  77,  N.  V.  ADV.  PG.  523. 

COMPUTER  CONTROL  CO.,  INC.,  42  Broad  St.,  Wellesley 
57,  Mass.  ADV.  PG.  481. 

CONTROL  ELECTRONICS  CO.,  INC.,  1425  New  York 
Ave.,  Huntington  Station,  N.  Y.  ADV.  PG.  473,  550. 

Oeltime,  Inc.,  608  Fayette  St.,  Mamaroneck,  N.  Y. 

DIGITRONICS  CORP.,  Albertson  Ave.,  Albertson,  N.  Y. 
ADV.  PG.  554. 

ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park,  N.  J. 
ADV.  PG.  303. 

EPSCO,  INCORPORATED,  588  Commonwealth  Ave.,  Bos¬ 
ton  15,  Mass.  ADV.  PG.  281-283. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza,  New 
York  20,  N.  Y.  ADV.  PG.  440. 

Filtron  Co.,  Inc.,  The,  131-15  Fowler  Ave.,  Flushing, 
N.  Y. 

Gray  &  Kuhn,  Inc.,  20  Railroad  Ave.,  Roslyn  Heights, 
N.  Y. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG  125. 

NYT  ELECTRONICS,  INC.,  2474  N.  Ontario  St.,  Bur¬ 
bank,  Calif.  ADV.  PG.  500 

NORTH  ATLANTIC  INDUSTRIES,  INC.,  603  Main  St., 
Westbury,  N.  Y.  ADV.  PG.  585. 

PCA  Electronics,  Inc.,  16744  Schoenborn  St.,  Sepul¬ 
veda,  Calif 

REDMAN  ELECTRONICS  CORP.,  P.  0.  Box  72,  Thomp- 
sonville.  Conn.  ADV.  PG.  548. 

Sag  Harbor  Industries,  Inc.,  Bay  St.,  Sag  Harbor,  N.  Y. 

TOBE  DEUTSCHMANN  CORP.,  421  Providence  Highway, 
Norwood,  Mass.  ADV.  PG.  173. 


DELAY  LINES-OietrlbvfMl-Conftanf  Fixed 

Admiral  Corp  ,  3800  Cortland  St.,  Chicago  47,  111. 
AD-YU  ELECTRONICS  LAB.,  INC.,  244-254  Terhune 
Ave.,  Passaic,  N.  J.  ADV.  PG.  444. 

Aladdin  Electronics,  A  Div.  of  Aladdin  Industries,  Inc., 
711  Murfreesboro  Rd.,  Nashville  2,  Tenn. 

BARKER  &  WILLIAMSON,  Canal  i  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

Bel-Fuse,  Inc.,  311  Mountain  Rd.,  Union  City,  N.  J. 
BREW  &  CO.,  INC.,  RICHARD  D.,  Concord,  N.  H.  ADV. 
PG.  262. 

Biubaker  Mfg.  Co.,  Inc.,  4151  Exposition  Drive,  Los 
Angeles  34,  Calif. 


CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Box  555,  Mahwah,  N.  J.  ADV.  PG. 
352,  353,  372. 

Coilcraft,  Inc.,  Cary,  III. 

COLUMBIA  TECHNICAL  CORP.,  61-02  31  Ave.,  Wood- 
side  77,  N.  V  ADV.  PG.  523. 

CONTROL  ELECTRONICS  CO.,  INC.,  1925  New  York 
Ave.,  Huntington  Station,  N.  Y.  ADV.  PG.  473,  550. 

OX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave., 
Chicago  47,  III. 

Oeltime,  Inc.,  608  Fayette  St.,  Mamaroneck,  N.  V. 

DIGITRONICS  CORP.,  Albertson  Ave.,  Albertson,  N.  Y. 
ADV.  PG.  554. 

Oilectron  Div.,  The  Gudeman  Co.,  2664  S.  Myrtle  Ave., 
Monrovia,  Calif. 

ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park,  N.  J. 
ADV.  PG.  303. 

Electrical  8>  Physical  Instrument  Corp.,  42-14  27th  St., 
Long  Island  City  1,  N.  Y. 

Electro  Networks,  Inc.,  P.  0.  Box  424,  Syracuse,  N.  Y. 

Essex  Electronics,  Berkeley  Heights,  N.  J. 

Filtron  Co.,  Inc.,  The,  131-15  Fowler  Ave.,  Flushing, 
N.  Y. 

FUGLE-MILLER  LABS.,  INC.,  301  Central  Ave.,  Clark, 
N.  J.  ADV.  PG.  535. 

General  Electric  Co.,  Specialty  Electronic  Components 
Dept.,  W.  Genessee  St.,  Auburn,  N.  Y. 

Gray  &  Kuhn,  Inc.,  20  Railroad  Ave.,  Roilyn  Heights, 
N.  Y. 

Gudeman  Co.,  340  W.  Huron  St.,  Chicago  10,  III. 

Guthman  Div.  of  Essex  Wire  Corp.,  3443  Addison  St., 
Chicago  18,  III. 

Harnett  Electric  Corp.,  Lincoln  &  Hallett  Aves.,  River- 

head,  N.  Y. 

INTERNATIONAL  RESISTANCE  CO.,  401  N.  Broad  St., 
Philadelphia  8,  Pa.  ADV.  PG.  184-142. 

Leonard  Electric  Products  Co.,  Inc.,  67  Thirty  Fourth  St., 
Brooklyn  32,  N.  Y. 

Litton  Industries,  Components  Div.,  5873  Rodeo  Rd., 
Los  Angeles  16,  Calif. 

Micropulse  Engineering,  1122  W.  Magnolia  Blvd.,  Bur¬ 
bank,  Calif. 

Millen  Mfg.  Co.,  James,  ISO  Exchange  St.,  Malden, 
Mass. 

NYT  ELECTRONICS,  INC.,  2474  N.  Ontario  St.,  Burbank, 
Calif.  ADV.  PG.  500 

NORTH  ATLANTIC  INDUSTRIES,  INC.,  603  Main  St., 
Westbury,  N.  Y.  ADV.  PG.  585. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 

ORTHO  FILTER  CORP.,  148  Albion  Ave.,  Paterson  2, 
N.  J.  ADV.  PG.  337. 

PCA  Electronics,  Inc.,  16744  Schoenborn  St.,  Sepulveda, 
Calif. 

PACKARD-BELL  CO.,  12333  W.  Olympic  Blvd.,  Los 
Angeles  64,  Calif.  ADV.  PG.  144. 

Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridgeport, 
Pa. 

Ratigan  Electronics  Inc.,  3614  Maple  Ave.,  Los  Angeles 
11,  Calif. 

Sag  Harbor  Industries,  Inc.,  Bay  St.,  Sag  Harbor,  N.  Y. 

SHALLCROSS  MFG.  CO.,  Selma,  N.  C.  ADV.  PG.  324. 

Sickles,  F.  W.,  Div.,  General  Instrument  Corp.,  165 
Front  St.,  Chicopee,  Mass. 

Stewart-Warner  Electronics  Div.  of  Stewart-Warner  Corp., 
1300  N.  Kost'ier  Ave.,  Chicago  51,  III. 

TECHNITROL  ENGINEERING  CO.,  1452  E  Allegheny 
Ave.,  Philadelphia  34,  Pa.  ADV.  PG.  445. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
ville,  N  Y.  ADV.  PG.  323. 

TOBE  DEUTSCHMANN  CORP.,  421  Providence  Highway, 
Norwood,  Mass.  ADV,  PG.  173. 

Vanguard  Electronics  Co.,  3384  Motor  Ave.,  Lot  Angeles 
34,  Calif. 

V/hitewater  Electronics  Inc.,  136  W.  Main  St.,  White- 
water,  Wis. 

DELAY  LINES-Diffribwfad-^mnMnf  Variable 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

AD-YU  ELECTRONICS  LAB.,  INC.,  249-254  Terhune 
Ave.,  Passaic,  N.  J.  ADV.  PG.  444. 

BREW  &  CO.,  INC.,  RICHARD  D.,  Concord,  N.  H. 
ADV.  PG.  262. 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 

S.E.  26,  England. 

COLUMBIA  TECHNICAL  CORP.,  61-02  31  Ave.,  Wood- 
side  77,  N.  Y.  ADV.  PG.  523. 

CONTROL  ELECTRONICS  CO.,  INC.,  1925  New  York 
Ave.,  Huntington  Station,  N.  Y.  ADV.  PG.  473,  550. 

Oeltime,  Inc.,  608  Fayette  St.,  Mamaroneck,  N.  Y. 

DIGITRONICS  CORP.,  Albertson  Ave.,  Alberson,  N.  Y. 
ADV.  PG.  554. 

ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park,  N.  J. 
ADV.  PG.  303. 

Filtron  Co.,  Inc.,  The,  131-15  Fowler  Ave.,  Flushing, 
N.  Y. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  174. 

Helipot  Corp.,  Newport  Beach,  Calif. 

PCA  Electronics,  Inc.,  16794  Schoenborn  St.,  Sepulveda, 
Calif. 

Ratigan  Electronics  Inc.,  3614  Maple  Ave.,  Los  Angeles 
11,  Calif. 

SHALLCROSS  MFG.  CO.,  Selma,  N.  C.  ADV.  PG.  324. 

Stewart-Warner  Electronics  Div.  of  Stewart-Warner  Corp., 
1300  N.  Kostner  Ave.,  Chicago  51,  III. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 


1958-1959  LISTINGS  of 


DELAY  LINES-Lumpod-Coaslaaf  Fixod 

Admiral  Corp  ,  3800  Cortland  St.,  Chicago  47,  III. 

AD-YU  ELECTRONICS  LAB.,  INC.,  249-259  Terhune 
Ave.,  Passaic,  N.  J.  ADV.  PG.  449. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

Alectra  Div.,  Consolidated  Electrodynamics  Corp.,  325 
N.  Altadena  Drive,  Pasadena,  Calif. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

BREW  &  CO.,  INC.,  RICHARD  D.,  Concord,  N  H 
ADV.  PG.  262. 

Brubaker  Mfg  Co.,  Inc.,  4151  Exposition  Drive,  Los 
Angeles  34,  Calif. 

BURNELL  &  CO.,  INC.,  10  Pelham  Parkway,  Pelham, 
N.  Y.  ADV.  PG.  70,  71. 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave.. 
Cambridge  38,  Mass.  ADV  PG.  74. 

CARAD  CORP.,  2850  Bay  Rd.,  Redwood  City,  Calif.  ADV 
PG  448. 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P  0.  Box  555,  Mahwah,  N.  J.  ADV.  PG.  352, 
353,  372. 

Coilcraft,  Inc.,  Cary,  III. 

Coil  Winders,  Inc.,  100  New  York  Ave.,  Westbury,  N  Y 

CONTROL  ELECTRONICS  CO.,  INC.,  1425  New  York  Ave  , 
Huntington  Station,  N.  Y.  ADV.  PG.  473,  550. 

DX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave.,  Chi¬ 
cago  47,  III. 

Oeltime,  Inc.,  608  Fayette  Ave.,  Mamaroneck,  N  Y. 

DIGITRONICS  CORP.,  Albertson  Ave.,  Albertson,  N  Y 
ADV  PG.  554 

ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park,  N.  J. 

ADV.  PG.  303 

EPSCO,  INCORPORATED,  588  Commonwealth  Ave.,  Bos 
ton  15,  Mass.  ADV.  PG.  281-283 

Essex  Electronics,  Berkeley  Heights,  N.  J. 

Farnsworth  Electronics  Co.,  Div.  of  IT&T,  3700  E 
Pontiac  St.,  Fort  Wayne  1,  Ind. 

FERRANTI  ELECTRIC,  INC ,  30  Rockefeller  Plaza,  New 
York  20,  N.  Y  ADV.  PG.  440 

Filtron  Co.,  Inc.,  The,  131-15  Fowler  Ave.,  Flushing, 

N  Y. 

FUGLE-MILLER  LABS.,  INC ,  301  Central  Ave ,  Clark, 
N.  J.  ADV.  PG.  535. 

Glenco  Corp.,  a  Div.  of  Gulton  Industries,  Inc.,  Metuchen, 
N.  J. 

Gray  &  Kuhn,  Inc.,  20  Railroad  Ave.,  Roslyn  Heights, 
N.  V. 

Guthman  Div.  of  Essex  Wire  Corp.,  344  3  Addison  St  , 
Chicago  18,  III. 

Harnett  Electric  Corp.,  Lincoln  &  Hallett  Aves.,  River- 
head,  N.  Y. 

Leonard  Electric  Products  Co.,  Inc.,  67  Thirty-Fourth 
St.,  Brooklyn  32,  N.  Y. 

Litton  Industries,  Components  Div.,  5873  Rodeo  Rd , 
Los  Angeles  16,  Calif. 

Micamold  Electronics  Mfg  Corp.,  1087  Flushing  Ave , 
Brooklyn  37,  N  Y. 

Microoulsc  Engineering,  1122  W.  Magrtolla  Blvd.,  Bur¬ 
bank,  Calif. 

Millen  Mfg  Co.,  James,  ISO  Exchange  St.,  Malden, 
Mass 

Orbitran  Co ,  Inc  ,  Rt.  1,  Box  635,  Lakeside,  Calif 

ORTHO  FILTER  CORP.,  148  Albion  Ave ,  Paterson  2, 
N.  J.  ADV.  PG.  337. 

PCA  Electronics,  Inc.,  16744  Schoenborn  St.,  Sepulveda, 
Calif. 

Polyphase  Instrument  Co.,  Fast  Fourth  St.,  Bridge¬ 
port,  Penn.i 

Radio  Industries,  Inc.,  5225  Ravenswood  Ave.,  Chicago 
40,  III. 

Ratigan  Electronics  Inc.,  3614  Maple  Ave.,  Los  Angeles 
11,  Calif 

REDMAN  ELECTRONICS  CORP ,  P  0  Box  72,  Thomp- 
sonvillf.  Conn  ADV  PG  548 

SHALLCROSS  MFG  CO.,  Selma,  N  C.  ADV.  PG.  324 

Sickles,  F  W  ,  Div.,  General  Instrument  Corp.,  165 
Front  St.,  Chicopee,  Mass. 

Stewart-Warner  Electronics  Div  of  Stewart-Warner  Corp., 
1300  N  Kostner  Ave  ,  Chicago  51,  III. 

TECHNITROL  ENGINEERING  CO.,  1452  E.  Allegheny 
Ave  Philadelphia  34.  Pa.  ADV.  PG.  445. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amlty- 
ville,  N.  Y.  ADV.  PG.  323. 

Telecomputing  Corp.,  415  N  Citrus  Ave,  Los  Angeles 
38.  Calif. 

TOBE  DEUTSCHMANN  CORP.,  421  Providence  Highway, 
Norwood,  Mass.  ADV.  PG.  173. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N  V. 

UNITED  TRANSFORMER  CORP  ,  150  Varick  St.,  New 
York  13,  N.  Y  ADV.  Second  Cover. 

Valor  Electronics  Inc.,  13214  Crenshaw  Blvd.,  Gardena, 
Calif. 

Vanguard  Electronics  Co.,  3384  Motor  Ave.,  Los  An¬ 
geles  34,  Calif. 

Western  Coil  Products  Co,  464  Commercial  St.,  Palo 
Alto,  Calif. 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
150  E.  Aurora  St.,  Waterbury  20,  Conn. 

Whitewater  Electronics  Inc.,  136  W.  Main  St.,  White- 
water,  WIs. 


DELAY  LINES-lumped-Cenatant  Variable 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 
AD-YU  ELECTRONICS  LAB.,  INC.,  244-259  Terhune 
Ave.,  Passaic.,  N  J.  ADV.  PG.  444. 
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ELECTRONIC  and  ALLIED  PRODUCTS 


DETECTORS 


BREW  &  CO.,  INC.,  RICHARD  D.,  Concord,  N.  H.  ADV> 
PG  262 

BULOVA  WATCH  CO.,  INC.,  ELECTRONICS  OIV.,  40-06 
62nd  St.,  Woodiidr  77,  N.  Y.  AOV.  PG.  SSO. 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  3),  Pa 

CAMBRIDGE  THERMIONIC  CORP.,  44S  Concord  Avt., 
Cambridoe  38,  Mass  ADV.  PG.  74. 

Central  Coll  Co.,  1720  N.  Luett  St.,  Indianapolis  22, 
Ind. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E.  26,  England 

Collcraft,  Inc.,  Cary,  III. 

Coil  Winders,  Inc  ,  100  New  Yorh  Ave.,  Westbury,  N.  Y. 

CONTROL  ELECTRONICS  CO.,  INC.,  1925  New  York 
Ave.,  Huntington  Station,  N.  Y.  ADV.  PG.  473,  550. 

Oeltime,  Inc.,  608  Fayette  St.,  Mamaroneck,  N  Y. 

DIGITRONICS  CORP.,  Albertson  Ave.,  Albertson,  N.  Y. 
AOV.  PG.  559. 

ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park,  N.  J. 
AOV.  PG.  303. 

EPSCO,  INCORPORATED,  588  Commonwealth  Ave.,  Bos¬ 
ton  15,  Mass.  AOV.  PG  281-283. 

Filtron  Co.,  Inc.,  The,  131-15  Fowler  Ave.,  Flushing, 
N.  V. 

Glenco  Corp.,  a  DIv.  of  Gulton  Industries,  Inc.,  Metuchen, 
N.  J. 

Micropulse  Engineering,  1122  W.  Magnolia  Blvd.,  Bur¬ 
bank.  Calif. 

NYT  ELECTRONICS,  INC.,  2979  N  Ontario  St.,  Burbank, 
Calif.  ADV.  PG.  500. 

PCA  Electronics,  Inc.,  16799  Schoenborn  St.,  Sepulveda, 
Calif. 

Ratigan  Electronics,  Inc.,  3614  Maple  Ave.,  Los  Angeles 
11,  Calif. 

SHALLCROSS  MFG.  CO.,  Selma,  N.  C.  AOV  PG  324. 

Stewart-Warner  ElKtronics  Div.  of  Stewart-Warrser  Corp., 
1300  N.  Kostner  Ave.,  Chicago  51,  III. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N  Y. 

Vanguard  Electronics  Co.,  3384  Motor  Ave.,  Lot  Angeles 
34,  Calif. 


DELAY  IINES-Ulfraaanlc.  ligwM  or  SefM 

ANDERSEN  UBORATORIES,  INC.,  39  Talcott  Rd.,  West 
Hartford  10,  Conn.  AOV.  PG.  564. 

ARENBERG  ULTRASONIC  UBORATORY,  INC.,  94  Green 
St  Jamaica  Plain  30,  Mast.  AOV.  PG  522 

BLILEY  ELECTRIC  CO.,  Union  Station  Bldg.,  Erie,  Pa. 
AOV.  PG.  414,  415 

BREW  &  CO.,  INC.,  RICHARD  D.,  Concord,  N  H.  AOV 
PG  262. 

Corning  Glass  Works,  Corning,  N.  Y. 

DX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave.,  Chi¬ 
cago  47,  III. 

Fairchild  Camera  A  Instrument  Corp.,  Defense  Products 
Div,  Robbins  Lane,  Syosset,  N.  Y. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza,  New 
York  20,  N.  Y.  AOV.  PG.  490. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y  AOV.  PG.  536 

LABORATORY  FOR  ELECTRONICS,  INC.,  7>  PItU  St., 
Boston  14,  Matt  AOV.  PG.  508. 

MICROSONICS,  INC.,  Hingham  Industrial  Center,  Route 
lA,  Hingham,  Matt  ADV.  PG.  492. 

Mullard  Equipment  Ltd.,  Mullard  House,  Torrington 
Place,  London  W.C.  1,  England. 

Sturrup,  Inc.,  50  Silver  St.,  Middletown,  Conn. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 

Transdyne  Corp.,  58-15  57th  Drive,  Maspeth  78,  N  Y. 


DEMINERALIZERS  A  STIllS-Wofer 
BARNSTEAO  STIU  &  STERILIZER  CO.,  INC.,  84  Lanet- 
ville  Terrace,  Boston  31,  Matt.  ADV.  PG  578. 
Bio-Rad  Laboratories,  800  Delaware  St.,  Berkeley,  Calif. 
Bogue  Electric  Mfg.  Co.,  52  Iowa  Ave.,  Paterson  3, 
N.  J. 

Penheld  Mfg.  Co.,  19  High  School  Ave.,  Meriden,  Conn. 
Permutit  Co.,  A  Oiv.  of  Pfaudler  Permotit  Inc.,  50  W. 
44th  St.,  New  York  36,  N.  Y. 


DEMODULATORS 

e— indicotot  oloctronic 

ACROMAG  INC.,  Dept.  EBG,  22519  Telegraph  Rd.,  De¬ 
troit  41,  Mich.  AOV.  PG.  583. 

AIRPAX  PRODUCTS  CO.,  Middle  River,  Baltimore  20, 
Md.  ADV.  PG  229-232. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md.  (e) 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa.  (e) 

American  Research  A  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md.  (e> 

Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia,  Pa. 
Automation  Dynamics  Corp.,  255  County  Rd.,  Tenafly, 
N.  J.  (e> 

Clevite  Corp.,  Texas  Div.,  3732  Wertheimer  Rd.,  Houston 
6,  Texas.  (e) 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa.  (e> 

CreKent  Engineering  A  Research  Co.,  5440  N.  Peck  Rd., 
El  Monte,  Calif.  (e) 

Engineering  Specialty  Co.,  3100  Eldredge  St.,  Salt  Lake 
City,  Utah.  (e) 

Entron,  Inc.,  4902  Lawrence  St.,  Bladensburg,  Md.  (e) 
Hoover  Electronics  Co.,  110  W.  TImonlum  Rd.,  Timonium, 
Md.  (a) 


INDUSTRIAL  CONTROL  CO.,  805  Albin  Ave.,  Lindenhurst, 
N.  Y.  AOV.  PG.  490.  (a) 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N  Y.  AOV.  PG.  371.  (e) 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.  J. 

AOV.  PG.  345.  <«> 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  OIV., 
1378  Main  Ave.,  Clifton,  N.  J.  AOV.  PG  356  (e) 

KEARFOTT  CO.,  INC.,  WESTERN  OIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  AOV.  PG.  328 
MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave.,  New 
York  55,  N.  Y,  ADV.  PG.  286. 

MAGNETIC  RESEARCH  CORP.,  3160  W.  El  Segundo 
Blvd.,  Hawtharne,  Calif.  ADV.  PG.  482. 
Minneapolis-Honeywell,  Boston  Div.,  1400  Soldiers  Field 
Rd.,  Boston  35,  Mass. 

Northern  Electronics,  Inc.,  2420  N  Lake  Ave.,  Altadena, 
Calif  (*> 

NORTHERN  RADIO  CO.,  INC.,  143-145  W.  22nd  St., 
New  York  11,  N  Y.  AOV.  PG.  304-306. 

SANBORN  CO.,  175  Wyman  St.,  Waltham  54,  Mass 
AOV  PG  357 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N.  H  AOV  PG. 
253. 

Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif.  le) 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityville, 
N  i.  ADV.  PG  323. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y.  (a) 

Ten  Bosch,  Inc.,  M.,  80  Wheeler  Ave.,  Pleasantville, 
N  Y. 

TORWICO  ELECTRONICS,  INC.,  1090  Morris  Ave.,  Union, 
N.  J.  ADV.  PG  461.  (e) 

Ultradyne,  Inc.,  P.O.  Box  3308,  Albuquerque,  N  M.  (e) 
Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3,  Mo.  (e) 

WALDORF  INSTRUMENT  CD.,  DIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y.  ADV. 
PG.  394C.  la) 


GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  ADV.  PG.  29-44. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave., 
Lyons,  III.  ADV.  PG.  174. 

KEARFOTT  CO.,  INC.,  WESTERN  OIV.,  14844  Oxnard 
St.,  Van  Nuys,  Cal.f.  AOV.  PG.  328. 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass  AOV. 
PG.  447. 

NRD  Instrument  Co.,  6425  Etzel  Ave.,  St.  Louis  14,  Mo. 

NAROA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mmeola,  N.  Y.  ADV.  PG.  268. 

Philmore  Mfg.  Co.,  Inc.,  113  University  Place,  New 
York  3,  N.  Y. 

Polytechnic  Research  A  Development  Co.,  Inc.,  202  Tillary 
St.,  Brooklyn  1,  N  Y. 

RADAR  DESIGN  CORP.,  3309  James  St.,  Syracuse  6, 
N  Y.  ADV.  PG.  547. 

Sage  Laboratories,  Inc.,  159  Linden  St.,  Wellesley  81, 
Mass 

SIERRA  ELECTRONIC  CORP.,  3885  Bohannon  Drive, 
Menlo  Park,  Calif.  AOV.  PG.  66,  67. 

Standard  Telephones  &  Cables  Ltd.,  Connaught  House, 
63  Aldwych,  London  W.C.  2,  England. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Telonic  Industries,  Inc.,  75  N  Second  Ave.,  Beech 
Grove,  Ind. 

Tracerlab,  Inc ,  1601  Trapelo  Rd.,  Waltham  54,  Mast. 

TRANS-SONICS,  INC.,  P.O.  Box  328,  Lexington,  Mast. 
AOV  PG.  202. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  ADV.  PG.  276,  277. 


DETECTORS— Crystal  Cormaniwm 
Sm  CRYSTAIS-Oarmonium 


DENStYOMirm-flbtfrMk 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Matt.  AOV.  PG.  466 

Eberlme  Instrument  Corp.,  80S  Early  St.,  P.O.  Box  279, 
Santa  Ft,  N.  M. 

Ess  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergenlleld, 
N.  J. 

Gordon  Enterprises,  5362  N.  Cahuenga  Blvd.,  North  Holly¬ 
wood,  Calif. 

Herrnfeld  Engineering  Corp.,  Frank,  5716  Camille  Avt., 
Culver  City,  Calif. 

Hogan  Laboratories,  Inc.,  155  Perry  St.,  New  York  14, 
N  Y. 

Leeds  A  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 

44,  Pa 

Liquidometer  Corp.,  The,  Skillman  Ave.  at  36th  St.,  Lortg 
Island  City  1,  N.  Y. 

Photovolt  C<Kp.,  95  Madison  Ave.,  New  York  16,  N.  Y. 
Potter  Aeronautical  Corp.,  Route  Jt22,  Union,  N.  J. 
Simmonds  Aerocessories,  Inc.,  Tarrytown,  N.  Y. 

Welch  Scientific  Co.,  W.  M.,  1515  Sedgwick  St.,  Chicago 
10,  III. 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Freling- 
huysen  Ayg.,  Newark  12,  N.  J 


DEPTH  SOUNDERS 

Bendix  Aviation  Corp.,  Pacific  Div.,  11600  ShefmSh  Way, 
North  Hollywood,  Calif. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

Edo  Corp.,  College  Point,  N.  Y. 

Jackson  Electrical  Instrument  Co.,  16  S.  Patterson  Blvd  , 
Dayton  2,  Ohio. 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  OIV., 
1378  Main  St.,  Clifton,  N  J  ADV.  PG  356. 

Kelvin  A  Hughes  Ltd.,  New  North  Rd.,  Barkingside, 
Essex,  England. 

Minneapolis-Honeywell  Regulator  Co.,  Ordnance  Div.,  600 
2nd  St.,  N.,  Hopkins,  Mmn. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cambridge, 
England. 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54  Mass.  ADV.  PG.  428,  429. 

Sonar  Radio  Corp.,  3050  W.  21st  St.,  Brooklyn  24, 
N  V 

TELECHROME  MFG  CORP.,  28  Ranick  Drive,  Amityville, 
N.  Y  ADV.  PG.  323. 

Telephonies  Corp.,  Park  Ave,  Huntington,  N.  V. 

Times  Facsimile  Corp.,  540  W.  58th  St.,  New  York  19, 
N.  Y. 


DETECTORS-Cryatol 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
ADV.  PG.  516. 

American  EleUronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila- 
deiphia  6,  Pa. 

Clevite  Corp.,  Texas  Oiv.,  3732  Wertheimer  Rd.,  Houston 
6,  Texas. 

DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasadena, 
Calif.  ADV.  PG  98,  99 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave  .  Wakefield,  Mass.  ADV.  PG.  204-207. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woods.de  77,  N  V.  AOV.  PG.  149-152. 

Fretco,  Inc.,  406  N.  Craig  St.,  Pittsburgh  13,  Pa. 

Gerteral  ElKtric  Co.  Ltd.,  of  England  80  Shore  Rd., 
Port  Washington,  N.  Y. 


DETECTORS-Cryslef  Silltotl 
Sm  CRYSTALS-Silicpn 


DETECTORS— fxpfeeive  Cos 

EPR  Special  Products  Corp.,  675  Barbey  St.,  Brooklyn, 
N.  Y. 

Electron- Radar  Products,  P.  0.  Box  50,  Route  itiO,  North 
Aurora,  III. 

Fenwal  Incorporated  Pleasant  St  ,  Ashland,  Mast. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor,  MiCh.  ADV.  PG.  513. 

Hunter- Bristol  Corp.,  Bristol,  Pa. 

Johnson-Wiiliamt,  Inc.,  2625  Park  Blvd.,  Palo  Alto  14, 
Calif 

Photo  C  ystalt,  Inc.,  15  S.  First  St  ,  Geneva,  III. 
RAYTHEON  MFG  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54,  Mass.  ADV.  PG.  428,  429. 

Taller  A  Cooper  Co.,  75  Front  St.,  Brooklyn  1,  N.  Y. 


DETECTORS-Fire,  Efeefronte 


Cerberus  GmbH.,  Bad  Ragaz.  Switzerland 

EDISON  INDUSTRIES,  THDMAS  A.,  INSTRUMENT  DIV., 
81  Lakeside  Ave.,  West  Orange,  N.  J.  ADV.  PG.  325, 
326 

Electron-Radar  Products,  P.  0.  Box  50,  Route  Jt30,  North 
Aurora,  111. 

FenwII  incorporated.  Pleasant  St.,  Ashland,  Mass. 

Fireye  Oiv.,  £l«cirdi5ict  Corp.  of  America,  One  Memorial 
Drive,  Cambridge  42,  yass- 

Kidde  A  Co.,  Inc.,  Walter,  477  St.,  Belleville  9, 

N.  J  .  . 

Lumenite  Electric  Co.,  407  S.  Dearborn  St.,  Chicw^  5, 
III. 


Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y. 
Photo  Crystals,  Inc.,  15  S.  First  St.,  Geneva,  III. 

Piezo  Products  Co.,  Whitney  St.,  Shetborn,  Mass. 

RIPLEY  CO.,  INC.,  Middletown,  Conn.  ADV.  PG.  564 
Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Taller  A  Cooper  Co.,  75  Front  St.,  Brooklyn  1,  N.  Y. 
Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  ADV.  PG.  346. 

Warner  Electronic  Devices,  Rankin,  III. 


DETECTORS-Flow  A  Dofoef,  thttrvmt 
ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave., 
Mineola,  N.  V.  ADV.  PG.  531. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

Branson  Instruments,  Inc.,  1  Brown  House  Rd.,  Stamford, 
Conn. 

Buffalo  Electronics  Corp.,  37  Franklin  St.,  Buffalo  2, 
N.  Y. 

Dice  Co.,  J.  W.,  Englewood,  N.  J. 

ElKtro  Circuits,  Inc.,  401  E.  Green  St.,  Pasadena,  Calif. 
Farnsworth  Electronics  Co.,  Div.  of  ITAT,  3700  E. 

Pontiac  St.,  Fort  Wayne  1,  Ind. 

Glennite  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
Metuchen,  N.  J. 

Kelvin  A  Hughes  Ltd.,  New  North  Rd.,  Barkingside, 
Essex,  England 

LIBRASCDPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
AOV.  PG.  125. 
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DETECTORS 


1958-1959  LISTINGS  of 


Magnetic  Analysis  Corp.,  42-44  12th  St.,  Long  Island 
City  1,  N.  y. 

Nuclear  Research  Carp.,  Southampton,  Pa. 

Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y. 
Standard  Electronics  Research  Corp.,  2  East  End  Aye., 
New  York  21,  N.  Y. 

Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  15,  Pa. 

VYALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  & 
SONS.,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y.  AOV. 
PG.  394C. 


DETECTORS— Ffawr,  Uluatonit 

Alcar  Instruments,  Inc.,  17  Industrial  Ave.,  Little  Ferry, 
N.  J. 

Branson  Instruments,  Inc.,  1  Brown  House  Rd.,  Stamford, 
Conn. 

Dice  Co.,  J.  W.  Englewood,  N.  J. 

Kelvin  &  Hughes  Ltd.,  New  North  Rd.,  Barkingside, 
Essex,  England. 

Photocon  Research  Products,  421  N.  Altadena  Drive, 
Pasadena,  Calif. 

Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  15,  Pa. 


DETECTORS-Gofeno 

Philmore  Mfg.  Co.,  Inc.,  113  University  Place,  New  York 
3,  N.  Y. 


DETECTORS-fmpMfonce 

DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasadena, 
Calif.  ADV,  PG.  98,  99. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  AOV.  PG.  149-152 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y.  AOV.  PG.  371. 

Leeds  &  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  ADV.  PG.  268. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 

DIV.,  Great  Neck,  N.  Y.  ADV.  PG  165. 

DETECTORS- Leak 

AIRFLVTE  ELECTRONICS  CO.,  535-9  Avenue  "A", 

Bayonne,  N.  J.  AOV.  PG.  582. 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 

Los  Angeles  15,  Calif. 

Beckman/ Process  Instruments  Division,  2500  Fullerton 
Rd.,  Fullerton,  Calif. 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Oevco  Engineering  Inc.,  P.  0.  Box  387,  Caldwell,  N.  J. 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV., 

1  River  Rd.,  SchenecUdy  5,  N.  Y.  ADV.  PG.  1,  2,  3,  6. 

Goldak  Co.,  Inc.,  The,  Dept.  E,  1544  W.  Glenoaks  Blvd., 
Glendale  1,  Calif. 

Johnson-Williams,  Inc.,  2625  Park  Blvd.,  Palo  Alto  14, 
Calif. 

Kahn  &  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 

Kidde  &  Co.,  Inc.,  Walter,  477  Main  St.,  Belleville  9, 
N.  J. 

Linde  Co.,  Oiv.  of  Union  Carbide  Corp.,  30  E.  42nd  St., 
New  York  17,  N.  Y, 

NRC  EQUIPMENT  CORP.,  160  Charlemont  St.,  Newton 
61,  Mass.  AOV.  PG.  427. 

Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III. 

Perkin-Elmer  Corp.,  The,  Main  Ave.,  Norwalk,  Conn, 

Patter  Aeronautical  Corp.,  Routt  #22,  Union,  N.  J. 

Resitron  Laboratories,  Inc.,  2908  Nebraska  Ave.,  Santa 
Monica,  Calif. 

Twentieth  Century  Electronics  Ltd.,  Centronics  Works, 
King  Henry's  Drive,  New  Addington,  Surrey,  England. 

Vacuum  Equipment  Div.  of  The  New  York  Air  Brake  Co., 
1325  Admiral  Wilson  Blvd-t  Camden,  N.  J.  « 

Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St.,  Ocean- 
side,  Calif. 

Veeco  Vacuum  Corp.,  86  Denton  Ave.,  New  Hyde 
Park,  N.  Y. 


DETECTORS-Aloral,  Efocfronic 

Allis-Chalmers  Mfg.  Co.,  935  S.  70th  St.,  Milwaukee  1, 
Wis. 

Applied  Science  Corp.  of  Princeton,  P.  0.  Box  44, 
Princeton,  N.  J. 

Autron  Engineering,  Inc.,  1254  W.  Sixth  St.,  Los  An¬ 
geles  17,  Calif. 

Berman  Laboratories,  112-03  Rockaway  Blvd.,  Ozone 
Park  20,  N.  Y, 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38  N  Y 

Brilmayer  Labs.,  Inc.,  E.  W.,  86  Fulton  St.,  New  York 
38,  N.  Y. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.E.  26,  England. 

Dice  Co.,  J.  W.,  Englewood,  N.  J. 

Electro  Products  Labs.,  4501  N.  Ravenswood  Ave.,  Chi¬ 
cago  40,  III. 

Electronic  Control  Corp.,  1573  E.  Forest  St.,  Detroit  7, 
Mich. 

Fisher  Research  Lab.,  Inc.,  1961  University  Ave.,  Palo 
Alto,  Calif. 

Gardiner  Electronics,  2545  E.  Indian  School  Rd., 
Phoenix,  Ariz. 

Goldak  Co.,  Inc.,  The,  Dept.  E,  1544  W.  Glenoaks  Blvd., 
Glendale  1,  Calif. 


Harworth  Mfg.  Co.,  409  El  Camino  Real,  Menlo  Park, 
Calif. 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago 
5,  III. 

MICROTRAN  CO.,  INC.,  145  E.  Mineola  Ave,  Valley 
Stream,  N.  Y.  AOV.  PG.  436,  437. 

Omco,  U.  S.  93  &  Les  Palomas  St.,  Kingham,  Ariz. 

Precision  Radiation  Instruments,  Inc.,  4223  W.  Jefferson 
Blvd.,  Los  Angeles  16,  Calif. 

RADIO  CORP.  OF  AMERICA  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  & 
Fourth  Covers  &  Preceding  Insert. 

Robotron  Corp.,  21300  W.  Eight  Mile  Rd.,  Detroit  19, 
Mich. 

Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  15,  Pa. 

DETECTORS-NwIf 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd., 
Chesterland  6,  Ohio.  ADV.  PG.  340. 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

Barnes  Development  Co.,  213  W.  Baltimore  Pike,  Lans- 
downe.  Pa. 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave  , 
Morris  Plains,  N.  J.  ADV.  PG.  368. 

Bruno-New  York  Industries  Corp.,  460  W  34th  St., 
New  York  1,  N.  Y. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave  , 
Hempstead,  N.  Y  ADV.  PG.  573. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  OIV.,  631 
Central  Ave.,  Carlstadt,  N.  J.  ADV.  PG  394A 

Daystrom  Systems  Oiv.  of  Oaystrom,  Inc.,  5640  La  Jolla 
Blvd.,  La  Jolla,  Calif. 

Donner  Scientific  Co.,  888  Galindo  St.,  Concor,  Calif. 

ELECTRO-MEASUREMENTS,  INC.,  7524  S  W  Macadam. 
Portland  1,  Ore.  ADV.  PG.  138,  139. 

Electronic  Control  Systems  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave  ,  Los  Angeles  64,  Calif. 

FLUKE  MFG.  CO.,  INC.,  JOHN,  1111  W  Nickerson  Ave  , 
Seattle  99,  Wash.  ADV.  PG.  501. 

FREED  TRANSFORMER  CO.,  INC.,  1736  W.erfield  St  , 
Brooklyn  27,  N.  Y.  ADV.  PG.  24. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179 

Gertsch  Products,  Inc.,  3211  S.  La  Cienega  Blvd  ,  Lot 
Angeles  16,  Calif. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E  11th  St., 
New  York  3,  N  Y.  AOV.  PG.  371. 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS.  250 
Garibaldi  Ave.,  Lodi,  N.  J.  AOV.  PG.  408. 

J-B-T  INSTRUMENTS,  INC.,  431  Chapel  St.,  New  Haven 
8,  Conn.  AOV.  PG.  256. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego  12, 
Calif.  ADV.  PG.  51-57, 

Leeds  &  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

Mlllltest  Co.,  88  Madison  Ave.,  Hempstead,  N.  Y. 

Minneapolis-Honeywell,  Boston  Div.,  1400  ^Idlers  Field 
Rd.,  Boston  35,  Mass. 

Minneapolis-Honeywell  Regulator  Co.,  Industrial  Oiv., 
Seventh  &  Grange  Sts.,  Philadelphia  44,  Pa 

NORTH  ATLANTIC  INDUSTRIES,  INC.,  603  Main  St  , 
Westbury,  N.  Y.  AOV.  PG.  585. 

Optimized  Devices,  Inc.,  P.  0.  Box  38,  Gcdney  Station, 
White  Plains,  N.  Y. 

OWEN  UBORATORIES,  INC.,  55  Beacon  Place,  Pasa¬ 
dena,  Calif.  ADV.  PG.  498 

Sullivan  Ltd.,  H.  W.,  80  Shore  Rd.,  Port  Washington, 
N.  Y. 


DETECTORS-Ni>ll-r-f 

ATmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 
'  BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morris  Plains,  N.  J.  AOV.  PG.  368. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  AOV.  PG.  178,  179. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

WALDORF  INSTRUMENT  CO.,  OIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C. 


DETECTORS-N»H-VrVM 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

Alto  Scientifk  Co.,  855  Commercial  St.,  Palo  Alto, 
Calif. 

Belleville-Hexem  Corp.,  638  University  Ave.,  Los  Gatos, 
Calif. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N.  Y.  ADV.  PG.  573. 

Demolab  Corp.,  1550  N.  Highland  Ave.,  Hollywood, 
Calif. 

FLUKE  MFG.  CO.,  INC.,  JOHN,  1111  W.  Nickerson  St., 
Seattle  99,  Wash.  ADV.  PG.  501. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave  ,  Cam¬ 
bridge  39,  Mass.  ADV.  PG  178,  179. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E  111th  St., 
New  York  3,  N.  Y.  ADV.  PG.  371. 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  ADV.  PG.  408 

KIN  TEL,  Box  623,  5725  Keariyy  Villa  Rd.,  San  Diego 
12,  Calif.  ADV.  PG.  51-57. 


NORTH  ATUNTIC  INDUSTRIES,  INC.,  603  Mam  St., 
Westbury,  N.  Y.  AOV.  PG.  585. 

Optimized  Devices,  Inc.,  P.  0.  Box  38,  Gedney  Station, 
White  Plains,  N.  Y. 


DETECTORS— Rodiatton 
Soa  COUNTERS-Ooiger 


DETECTORS— Smelio,  flocironjc 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10, 
Ohio. 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Cerberus  GmbH.,  Bad  Ragaz,  Switzerland. 

Electron-Radar  Products,  P.  0.  Box  50,  Route  #30, 
North  Aurora,  III. 

Electronic  Control  Corp.,  1573  E  Forest  St.,  Detroit  7, 
Mich. 

Ess  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergen- 
field,  N.  J. 

General  Electric  Co.,  Apparatus  Sates  Oiv.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Kelvin  &  Hughes  Ltd.,  New  North  Rd.,  Barkingside, 
Essex,  England. 

Kidde  A  Co.,  Inc.,  Walter,  477  Main  St.,  Belleville  9, 
N.  J. 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III. 

Photo  Crystals,  Inc..  15  S.  First  St.,  Geneva,  III. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  ADV.  PG.  346 

Worner  Electronic  Devices,  Rankin,  III. 


OETECTORS-Sranding  Wova 

Aircom  Inc.,  354  Main  St.,  Winthrop  52,  Mats. 

Alto  Scientific  Co.,  855  Commercial  St.,  Palo  Alto, 
Calif. 

Browning  Laboratories,  Inc.,  Main  St.,  Winchester,  Mast. 

Bruel  &  Kjaer,  Naerum,  Denmark 

California  Technical  In^strles,  Div.  of  Textron,  Inc., 
1421  Old  Country  Rd.,  Belmont,  Calif. 

DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasadena, 
Calif  ADV.  PG.  98,  99 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  ADV.  PG.  149,152. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Graham  Mfg.  Co.,  Inc.,  247  Bridge  St.,  East  Green¬ 
wich,  R.  I. 

HEATH  CO.,  A  SUB.  OF  DAYSTORM,  INC.,  Benton 
Harbor,  Mich.  ADV.  PG.  513. 

J-V-M  MICROWAVE  CO.,  4633  S  Lawndale  Ave.,  Lyons, 
III.  ADV.  PG  174 

MICROWAVE  ASSOCIATES,  INC.,  Burlington.  Mats. 
AOV.  PG  447 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  AOV.  PG.  268 

Northeast  Electronks  Corp.,  P.  0.  Box  425,  Municipal 
Airport,  Concord,  N.  H. 

Omega  L^ratories  Inc.,  P.  0.  Box  264,  Rowley,  Mass. 

Polytechnic  Research  t  Development  Co.,  Inc.,  202 
Tlllary  St.,  Brooklyn  1,  N.  Y. 

Sage  Laboratories,  Inc.,  159  Linden  St.,  Wellesley  81, 
Mass 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  ADV.  PG.  165. 

Technicraft  Laboratories,  Inc.,  Thomaston-Waterbury  Rd , 
Thomaston,  Conn. 

Victor  R.  F.  &  Microwave  Co.,  36  W.  Water  St., 
Wakefield,  Mass. 


DETECTORS-Vibrotian 

Advanced  Electronics,  Inc.,  94  Silos  Deane  Highway, 
Rocky  Hill,  Conn.  ,  - 

Bruel  &  Kjaer,  Natrum,  Denmark. 

CIcvite  Corp.,  Texas  Div.,  3732  Wertheimer  Rd.,  Houston 
6  Texas. 

Consolidated  Electrodynamics  Corp.,  300  N  Sierra 
Madre  Villa,  Pasadena.  Calif. 

Dubrow  Development  Co.,  235B  Penn  St.,  Burlington, 
N.  Y. 

Electro-Technical  Labs.,  Div.  of  Mandrel  Industries  Inc., 
5134  Glenmont  Drive,  Houston,  Texas. 

General  Electric  Co.,  Apparatus  Sales  Dhr.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave ,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  INTER¬ 
NATIONAL  AIRPORT  STATION,  Lot  Angeles  45,  Calif. 
ADV.  PG  105-110. 

Kahn  &  Co.,  Inc.,  541  Windsor  St.,  Hartford  I,  Conn. 

MB  Mfg.  Div.  of  Textron,  Inc.,  P.  0.  Box  1825,  New 
Haven  8,  Conn. 

Mandrel  Industries,  Inc.,  Industrial  Instruments  Div., 
5134  Glenmont  Drive,  Houston,  Texu. 

MASSA  LABORATORIES,  INC.,  5  Fottler  Rd.,  Hingham, 
Mass.  ADV  PG  514 

Miratel,  Inc.j  1080  Dionne  St.,  St.  Paul,  Minn 

RIBET  &  DESJARDINS,  13-17,  Rue  Perier,  Montrogue 
(Seine)  France.  AOV  PG  215-218. 

Shure  Brothers,  Inc.,  246  Hartrcy  Ave.,  Evanston,  III. 

Tel-Instrument  Electronics  Corp.,  728  Garden  St.,  Carl¬ 
stadt,  N.  J. 


DETECTORS-Wofer  leak 

Advanced  Electronics,  Inc.,  94  Silas  Deane  Highway, 
Rocky  Hill,  Conn. 
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DIELECTRICS 


ELECTRONIC  and  ALLIED 


Ftrrari,  Inc.,  8106  W.  Nine  Milt  Rd.,  Oak  Park  37, 

Mich. 

FiJher  Research  Lab.,  Inc.,  1961  University  Ave.,  Palo 
Alto,  Calif. 

Goldak  Co.,  Inc.,  The,  Dept.  E,  1544  W.  Glenoaks 
Blvd.,  Glendale  1,  Calif. 

Lumcnite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago 
5,  III. 

Menlo  Research  Laboratory,  538  Phelan  Ave.,  San  Jose, 
Calif. 

Nilsson  Electrical  Laboratory,  Inc.,  103  Lafayette  St., 
New  York  13,  N  Y. 


DIAGNOSTIC  EOUIPMENT-Compweor 

Audivov,  Inc.,  123  Worcester  St.,  Boston  18,  Mast. 
Oaystrom  Systems  Oiv.  of  Oaystrom,  Inc.,  5640  La  Jolla 
Blvd,  Li  Jolla.  Calif. 

DIGITAL  EQUIPMENT  CORP.,  Maynard,  Mass.  AOV. 
PG  527. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
AOV.  PG  125. 

Telsa  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13, 
III. 

Tracerlab,  Inc.,  1601  Trapelo  Rd.,  Waltham  54,  Mass. 


DIAL  CRYSTALS 

Croname,  Inc.,  1747  Grace  St.,  Chicago  13,  III. 

Dura  Plastics  of  New  York,  Inc.,  303  Filth  Ave.,  New 
York  16,  N.  V. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Broni  61, 
N.  Y 

Felsenthal  A  Sons,  Inc.,  G.,  3500  N.  Ktdtie,  Chicago 
18,  III. 

Lancaster  Glass  Corp.,  Lancaster,  Ohio. 

Parisian  Novelty  Co.,  3510  South  Western  Ave.,  Chi¬ 
cago  9,  III. 

Romar  Plastics,  Inc.,  1309  E.  Main  St.,  St.  Charles,  III. 
SHIcocks-Miller  Co.,  Maplewood,  N.  J. 

Swenson  Co.,  Inc.,  V.  H.,  552  Elm  St.,  Arlington,  N.  J. 


DIAL  LIGHTS 

Sao  LIGHTS— Dial,  Ponal  and  Pilot 


DIALS— Inetramanf 

ACKERMAN  ENGRAVERS,  INC.,  458  Broadway,  New 
York,  N  Y.  AOV.  PC.  568. 

Acromark  Co ,  323  Morrell  St.,  Eliiabeth  4,  N.  Y. 

Allied  Allegri,  Inc.,  141  Rivtr  Rd.,  Nutley,  N.  J. 

Allied  Plastics  Su^ly  Corp.,  75  Cliff  St.,  New  York 
38,  N  Y. 

Apahouser  Corp.,  1312  Boylston  St.,  Boston,  Mast. 

Bodnar  Industries,  Inc.,  238  Hugenot  St.,  New  Rochelle, 
N.  Y. 

Bolling  Industries,  Inc.,  1117  N.  Main  Ave  ,  Cranton  2, 
Pa. 

BORG  EQUIPMENT  DIVISION,  THE  GEORGE  W.  BORG 
CORP.,  120  S.  Mam  St.,  Janesville,  Wit  AOV.  PG. 
209-212. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Buckbee  Mears  Co .  Toni  Bldg ,  St.  Paul  1,  Minn. 

CANADIAN  RADIUM  &  URANIUM  CORP.,  630  Fifth  Ave., 
New  York  20,  N  Y  ADV  PG.  499. 

Croname  Inc.,  1747  Grace  St.,  Chicago  13,  III. 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb. 
ADV  PG.  194,  195. 

Oieti  Co.,  Inc.,  Henry  G.,  12-16  Astoria  Blvd.,  Long 
Island  City  2,  N.  V 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N.  Y 

Duralith  C^.,  1025  Race  St.,  Philadelphia  7,  Pa. 

Emelold  Co.,  Inc.,  1239  Central  Ave.,  Hillside  5,  N.  J. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N  Y 

Etched  Products  Corp.,  3901  Queens  Blvd.,  Lortg  Island 
City  4  N  Y. 

Eugene  Engineering  Co.,  Inc.,  1217  Hyde  Park  Ave., 
Hyde  Park  36,  Matt. 

Everthed  A  Vignolet  Ltd.,  Chiswick,  London  W.  4, 
England. 

Felsenthal  A  Sons,  Inc.,  G.,  3500  N.  Kedzie,  Chicago 
18,  III 

GENERAL  COMPONENTS  INC.,  225-229  E.  144th  St., 
New  York  51,  N.  Y.  AOV.  PG.  574. 

GENERAL  RAOiO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mats.  ADV.  PG.  178,  179. 

Curley,  W.  A  L.  E.,  514  Fulton  St.,  Troy,  N.  Y. 

Hermes  Plastics,  Inc.,  13-19  University  Place,  New 
York  3,  N.  Y. 

Industrial  Engravers,  Inc.,  2212  McDonald  Ave.,  Brook¬ 
lyn  23,  N.  Y. 

Jodee  Plastics  Corp.,  3089  Fulton  St.,  Brooklyn  8, 
N.  Y. 

Johnson  Co  ,  E.  F.,  Waseca,  Minn. 

Kaupp  A  Sons,  C.  B.,  32  Newark  Way,  Maplewood, 
N  J. 

Kerrco  Products,  Box  228,  Havelock  St.,  Lincoln,  Neb. 

Kilo  Engineering  Co.,  2121  Third  St.,  La  Verne,  Calif. 

Lacey  Brothers  Etched  Circuits,  117  S.  Lombard,  Oak 
Park,  III. 

Laminated  Sheet  Products  Corp.,  449  Neponset  St., 
P.  0.  Box  390,  Norwood,  Mast. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 

Leyse  Aluminum  Co.,  Kewaunee,  Wit. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Manning,  Maxwell  A  Moore,  Inc.,  Industrial  Controls  Oiv., 
250  C.  Main  St.,  Stratford,  Conn. 


PRODUCTS. 


Master  Mechanics  Mfg.  Co.,  Inc.,  541  Sixth  Ave.,  New 
York  11,  N.  Y. 

Mica  Insulator  Div.  of  Minnesota  Mining  A  Mfg.  Co., 
Schenectady  1,  N.  Y. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden,  Mass. 
Muirhead  A  Co.,  Ltd.,  Beckenham,  Kent,  England. 
National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 

New  England  Etching  A  Plating  Co.,  25  Spring  St., 
Holyoke,  Mass. 

Panelgraphic  Corp.,  P.  D.,  Box  254,  Caldwell,  N.  J. 
Panob  Corp.,  49  Eleech  St.,  Port  Chester,  N.  Y. 

Parisian  Novelty  Co.,  3510  S.  Western  Ave.,  Chicago  9, 
III. 

Park  Nameplate  Co.,  Inc.,  34-10  Linden  Place,  Flushing 
54,  N  Y. 

Photo  Chemical  Products,  Inc.,  999A  Stewart  Ave., 
Garden  City,  N.  Y. 

Plasteck,  Inc.,  Poteau,  Dkla. 

Printloid  Corp.,  93  Mercer  St.,  New  York  12,  N.  Y. 
REEVES  INSTRUMENT  CDRP.,  227  E.  91st  St.,  New 
York  28,  N  Y.  ADV.  PG.  433 
Romar  Plastics,  Inc.,  1309  E.  Main  St.,  St.  Charles, 
III 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davis- 
ville.  Pa.  AOV  PG.  472. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0.  Box 
85,  Gardena,  Calif. 

Slllcocks-Miller  Co.,  Maplewood,  N.  J. 

Strickland  Engineering  Co.,  Inc.,  177  Austin  St.,  New- 
tonvllle.  Mass. 

Sun  Dial  Corp.,  E.  Passaic  Ave  ,  Caldwell,  N.  J. 

Supreme  Process  Corp.,  44  Bond  St.,  Westbury,  N.  Y. 
Swenson  Co.,  Inc.,  V.  H.,  552  Elm  St.,  Arlington, 

N  J 

Tablet  A  Ticket  Co.,  1021  W  Adams  St.,  Chicago  7,  III. 
Technicraft  Co.,  1156  Commonwealth  Ave.,  Boston  34, 
Mass. 

Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J. 
Unisco,  Inc.,  1061  Linden  Ave.,  Ridgefield,  N  J. 

U.  S.  RADIUM  CORP.,  Hanover  A  Horse  Hill  Rd.,  Mor- 
ristovm,  N  J  ADV  PG  446 
Vandercook  A  Sons.,  Inc.,  3601  W.  Touhy  Ave.,  Chicago 
45,  III. 

Waldom  Electronics,  Inc.,  4625  W.  5Jrd  St.,  Chicago 
32,  III 

DIALS-Proetalan 

ACKERMAN  ENGRAVERS,  INC.,  458  Broadway,  New 
York.  N  Y.  ADV  PG  568 
Acromark  Co.,  323  Morrell  St.,  Elizabeth  4,  N  J. 

Allied  Allegri,  Inc.,  141  River  Rd  ,  Nutley,  N.  J. 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N  Y. 

Apahouser  Corp.,  1312  Boylston  St.,  Boston,  Mass. 

Bolling  Industries,  Inc.,  1117  N  Main  Ave.,  Scranton 
2,  Pa 

BORG  EQUIPMENT  DIVISION,  THE  GEORGE  W  BORG 
CORP.,  120  S.  Main  St.,  Janesville,  Wis  ADV  PG. 
209-212. 

Buckbee  Mears  Co.,  Toni  Bldg.,  St.  Paul  1,  Minn. 
Burton  Mfg  Co.,  2520  Colorado  Ave.,  Santa  Monica, 
Calif 

CANADIAN  RADIUM  A  URANIUM  CORP.,  630  Fifth 
Ave ,  New  York  20,  N  Y  ADV  PG  409 
Cardwell  Co.,  Allen  D.,  The,  97  Whiting  St.,  Plainview, 
Conn. 

Croname,  Inc.,  1747  GrKe  St.,  Chicago  13,  III. 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N  Y. 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry,  N.  Y. 
Emeloid  Co.,  Inc.,  1239  Central  Ave.,  Hillside  5,  N.  J. 
Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N  Y. 

Felsenthal  A  Sons,  Inc.,  G.,  3500  N.  Kedzie,  Chicago 
18.  Ill 

GENERAL  COMPONENTS  INC.,  225-229  E  144th  St., 
New  York  51,  N.  Y.  AOV  PG.  574 
GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  AOV.  PG  178.  179 
Gurley,  W  A  L.  E.,  514  Fulton  St ,  Troy,  N  Y. 

Helipot  Corp.,  Newport  Beach,  Calif. 

Hermes  Plastics,  Inc.,  13-19  University  Place,  New 
York  3,  N  Y. 

Industrial  Engravers,  Inc.,  2212  McDonald  Ave.,  Brook¬ 
lyn  23,  N.  Y. 

Jodw  Plastics  Corp.,  3089  Fulton  St.,  Brooklyn  8, 
N.  Y. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

Kaupp  A  Sons,  C.  B.,  32  Newark  Way,  Maplewood, 
N.  J. 

Kerrco  Products,  Box  228,  Havelock  St.,  Lincoln,  Neb. 
Kilo  Engineering  Co.,  2121  Third  St.,  La  Verne,  Calif. 
Laminated  Sheet  Products  Corp.,  449  Neponset  St., 
P.  0.  Box  390,  Norwood,  Mass 
Leyse  Aluminum  Co.,  Kewaunee,  Wis. 

Mica  Insulator  DIv.  of  Minnesota  Mining  A  Mfg.  Co., 
Schenectady  1,  N.  V 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mast. 

Muirhead  A  Co.,  Ltd.,  Beckenham,  Kent,  England. 
National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mats. 
NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon,  Ohio. 
AOV.  PG  219 

Panelgraphic  Corp.,  P.  0.  Box  254,  Caldwell,  N.  J. 
Panob  Corp.,  49  Beech  St.,  Port  Chester,  N.  Y. 

Parisian  Novelty  Co.,  3510  S.  Western  Ave.,  Chicago  9, 
III. 

Plfeger  Products,  3901  W.  54th  St.,  Los  Angeles  43, 
Calif. 

Photo  Chemical  Products,  Inc.,  999A  Stewart  Ave., 
Garden  City,  N.  Y 
Plasteck,  Inc.,  Poteau,  Dkla. 


Printloid  Corp.,  93  Mercer  St.,  New  York  12,  N.  Y. 
REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N  Y  ADV.  PG.  433. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davis- 
vine.  Pa.  AOV.  PG.  472 
Slllcocks-Miller  Co.,  Maplewood,  N.  J. 

Supreme  Process  Corp.,  44  Bond  St.,  Westbury,  N.  Y. 
Sun  Dial  Corp  ,  E.  Passaic  Ave.,  Caldwell,  N.  J. 

U.  S.  RADIUM  CORP.,  Hanover  A  Horse  Hill  Rd., 
Morristown,  N.  J.  AOV.  PG.  446. 

Waldom  Electronics,  Inc.,  4625  W.  53rd  St.,  Chicago 
32,  III. 


DIALS— Turns  Counting 

AMERAC  INC.,  Dunham  Rd.,  Beverly,  Mats.  AOV.  PG. 
76,  77. 

Helipot  Corp.,  Newport  Beach,  Calif. 

Kilo  Engineering  Co.,  2121  Third  St.,  La  Verne,  Calif. 


DIAPHRAGMS 

Barnes  Co.,  Wallace,  Oiv.  of  Associated  Spring  Corp., 
Bristol,  Conn. 

Barnes-Gibson-Raymond  Oivision,  40300  Plymouth  Rd., 
Plymouth,  Mich. 

Braun  Tool  A  Instrument  Co.,  Inc.,  H.,  140  Fifth  Ave., 
Hawthorne,  N.  J. 

Bristol  Co.,  The,  P.  0.  Box  1790EBG,  Waterbury  20, 
Conn. 

Connecticut  Hard  Rubber  Co.,  407  East  St.,  New 
Haven  9,  Conn. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N  Y. 

Enflo  Corp.,  Fellowship  Rd.  A  Route  73,  Maple  Shade, 
N.  J. 

Friez  Instrument  Division,  Bendix  Aviation  Corp.,  Balti¬ 
more  4,  Md. 

Gibson  Co.,  William  0.,  The,  1800  Clyboum  Ave., 
Chicago  14,  III. 

Hawley  Products  Co.,  St.  Charles,  III. 

Irving  Tool  A  Mfg  Co.,  1315  Levee  St.,  Dallas  7, 
Texas. 

Johns-Manville,  22  E.  40th  St.,  New  York  16,  N.  Y. 

Lord  Mfg.  Co.,  1635  W.  12th  St.,  Erie,  Pa. 

Mica  Insulator  Div.  of  Minnesota  Mining  A  Mfg.  Co., 
Schenectady  1,  N.  Y. 

Milwaukee  Div.  of  Associated  Spring  Corp.,  341  E.  Erie 
St.,  Milwaukee  2,  Wis. 

Ohio  Div.  of  Associated  Spring  Corp.,  1825  E.  First  St., 
Dayton  3,  Ohio. 

Raybestos-Manhattan,  Inc.,  61  Willett  St.,  Passaic, 
N.  J. 

Raymond  Manufacturing  Co.,  Corry,  Pa. 

Resistohex  Corp.,  Roseland,  N.  J. 

Seaboard  Coil  Spring  Division,  15011  S.  Broadway, 
Gardena.  Calif. 

Silicone,  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx 
61,  N  Y. 

Sparta  Mfg.  Co.,  Div.  of  U.  S.  Ceramic  Tile  Co.,  Dover, 
Ohio. 

Staver  Co.,  Inc.,  The,  41  N.  Saxon  Ave.,  Bay  Shore, 
N.  Y. 

Stevens  Products  Inc.,  86-88  Main  St.,  East  Orange, 
N.  J. 

Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J. 

Waldom  Electronics,  Inc.,  4625  W.  53rd  St.,  Chicago 
32,  III. 

Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx  61, 
N  Y. 


DIATHERMY  A  DIATHERMY  ACCESSORIES 

American  Diathermy  Products,  Inc.,  11858  Mississippi 
Ave  .  Los  Angeles  25,  Calif. 

BIRTCHER  CORP.,  4371  Valley  Blvd.,  Los  Angeles  32, 
Calif.  AOV.  PG  451. 

Dal  Ions  Laboratories,  Inc.,  5066  Santa  Monica  Blvd., 
Los  Angeles  29,  Calif. 

Defiance  Engineering  A  Microwave  Corp.,  Box  488, 
Beverly  Airport,  Beverly,  Mass. 

FiKher  A  Co.,  R.  A.,  517  Commercial  St.,  Glendale  3, 
Calif 

GENERAL  RF  FITTINGS,  INC.,  702  Beacon  St.,  Boston 
15,  Mass.  AOV.  PG.  517. 

Merit  Short  Wave  Diathermy  Co.,  2758  Whittier  Blvd., 
Lot  Angeles  23,  Calif. 

Mooradian  High  Frequency  Labs.,  13  E.  Fort  Lee  Rd., 
Botoga,  N.  J. 

Mutron  Corp.,  125  Perkins  Ave  ,  Brockton,  Mass. 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT 

DIV  ,  Waltham  54,  Mass.  ADV.  PG.  428,  429. 

Wappler,  Inc.,  27-10  Astoria  Blvd.,  Long  Island  City  2, 
N.  Y 


DIELECTRIC  HEATING 
So#  HEATING-Diolectric 


DIELECTRICS-Liguisl 

Antara  Chemicals  Sales  Div.  of  General  Aniline  A  Film 
Corp.,  435  Hudson  St.,  New  York  14,  N.  Y. 

Dow  Corning  Corp.,  Midland,  Mich. 

Emerson  A  Cuming,  Inc.,  869  Washington  St.,  Canton, 
Mass. 

Esso  Standard  Oil  Co.,  15  W.  51tt  St.,  New  York  19, 
N.  Y. 

General  Electric  Co.,  Silicone  Products  Dept.,  Waterford, 
N.  Y. 
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1958-1959  LISTINGS  of 


DIES 


Mallinckrodt  Chemical  Works,  Second  &  Mallinckrodt 
Sts.,  St.  Louis  7,  Mo. 

Monsanto  Chemical  Co.,  Orjanlc  Chemicals  Oiv.,  Avia¬ 
tion  Fluid,  Lindbergh  &  Olive  Sts.,  St.  Louis  24,  Mo. 
Silicones  Division,  A  Div.  of  Union  Carbide  Corp.,  30  E. 
42nd  St.,  New  York  17,  N.  Y. 


DIEIECTRICS-Sulirf 
See  FILMS— Capacitor 

INSULATION  MATERIALS 
Ceromic 
Glass 
Mica 

PLASTIC  MATERIALS 

DIES 

Acme  Tool  &  Specialties  Co.,  224  N.  Loomis  St., 
Chicago  7,  III. 

Acromark  Co.,  323  Morrell  St.,  Elizabeth  4,  N.  J. 
AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd.  i  Manufacturers  Rd.,  Chattanooga  5,  Tenn. 
ADV.  PG.  237. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N.  Y.  ADV.  PG.  47b. 

CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W.  Oliver 
Bldg.,  P.O.  Box  2518,  Pittsburgh  30,  Pa.  AOV. 
PG.  135. 

Eltran  Carp.,  St.  Anne,  III. 

Elzee  Metal  Products  Co.,  Inc.,  779  39th  St.,  Brooklyn 
32,  N.  Y. 

Erca  Tool  Die  &  Stamping  Co.,  19  Ash  St.,  Brooklyn  22, 
N.  Y. 

Eugene  Engineering  Co.,  Inc.,  1217  Hyde  Park  Ave., 
Hyde  Park  36,  Mass. 

Eyelet  Tool  Co.,  Inc.,  236  Broadway,  Cambridge  42, 
Mass. 

Felt  Products  Mfg.  Co.,  7450  N.  McCormick  Blvd., 
Skokie,  III. 

Garde  Mfg.  Co.,  588  Eddy  St.,  Providence  3,  R.  I. 
General  Electrodynamics  Corp.,  4430  Forest  Lane,  Gar¬ 
land,  Texas. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Henry  and  Miller  Industries,  Inc.,  675  Garfield  Ave., 
Jersey  City  5,  N.  J. 

Hovis  Screwlock  Co.,  8100  E.  Nine  Mile  Rd.,  Van  Dyke, 
Mich. 

Irving  Tool  &  Mfg.  Co.,  1315  Levee  St.,  Dallas  7, 
Texas. 

JOHNSON  &  HOFFMAN  MFG.  CORP.,  31  E.  Second  St., 
Mineola,  N.  Y.  ADV.  PG.  242. 

KRENGEL  MFG.  CO.,  INC.,  227  Fulton  St.,  New  York  7, 
N.  Y.  AOV.  PG.  267. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Master  Mechanics  Mfg.  Co.,  Inc.,  541  Sixth  Ave.,  New 
York  11,  N.  Y. 

Matthews  &  Co.,  James  H.,  3821  Forbes  Ave.,  Pittsburgh 
13,  Pa. 

Metro  Engineering  Associates,  Easthampton,  Mass. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New 
York  11,  N.  Y. 

O'Neil-Irwin  Mfg.  Co.,  316  Eighth  Ave.,  Lake  City, 
Minn. 

Paul  &  Beekman,  Inc.,  1801  Courtland  St.,  Philadelphia 
40,  Pa. 

Romac  Products  Co.,  48-01  25th  Ave.,  Long  Island  City 
3,  N.  Y. 

Romar  Plastics,  Inc.,  1309  E.  Main  St.,  St.  Charles, 
III. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Davis- 
ville.  Pa.  ADV.  PG.  472. 

Stone  City  Machine  &  Tool  Co.,  Inc.,  1206  Seventh  St., 
P.O.  Box  351,  Bedford,  Ind. 

Strickland  Engineering  Co.,  Inc.,  177  Austin  St.,  New- 
tonville.  Mass. 

U  M  &  F  Manufacturing  Co.,  10929  Vanowen  St.,  North 
Hollywood,  Calif. 

Wales-Strippit  Co.,  Akron,  New  York. 

WENCO  MFG.  CO.,  1133  W.  Hubbard  St.,  Chicago  22, 
III.  ADV.  PG.  533. 

Whistler  &  Sons,  Inc.,  S.  6.,  752  Military  Rd.,  Buffalo 
23,  N.  Y. 

Wied^ann  Machine  Co.,  4272  Wissahickon  Ave.,  Phila¬ 
delphia  32,  Pa. 

Winzeler  Mfg.  &  Tool  Co.,  7355  W.  Wilson  Ave.,  Chicago 
31,  III. 


DIGITAL  DISPLAYS 

Beckman/Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif. 

Burroughs  Corp.,  Electronic  Tube  Div.,  P.O.  Box  1226, 
Plainfield,  N.  J. 

Computer  Measurements  Corp.,  5528  Vineland  Ave.,  North 
Hollywood,  Calif. 

Electro  Instruments,  Inc.,  3540  Aero  Court,  San  Diego 
11,  Calif. 

Industrial  Electronic  Engineers,  3973  Lankershim  Blvd., 
North  Hollywood,  Calif. 

Landis  A  Gyr,  Inc.,  45  W.  4Sth  St.,  New  York  36,  N.  Y. 

NON-LINEAR  SYSTEMS,  INC.,  Del  Mar  Airport,  Del 
Mar,  Calif.  ADV.  PG.  442. 

UNION  SWITCH  &  SIGNAL  DIV.  OF  WESTINGHOUSE 
AIR  BRAKE  CO.,  Pittsburgh  18,  Pa.  AOV.  PG.  366. 

Westinghouse  Electric  Corp.,  P.O.  Box  868,  Pittsburgh 
30,  Pa. 


DIODES— Gormanium 

AMPEREX  ELECTRONIC  CORP.,  230  Dully  Ave.,  Hicks- 
ville,  N.  Y.  ADV.  PG.  410,  411. 

CBS-H:^ron,  a  Division  of  Columbia  Broadcasting  System, 
Inc.,  100  Endicott  St.,  Danvers,  Mass. 

Clevite  Transistor  Products,  A  Div.  of  Clevite  C6rp., 
241-257  Crescent  St.,  Waltham  54,  Mass. 

Delta  Chemical  Works,  21  W.  bOth  St.,  New  York, 
N.  Y. 

Fretco,  Inc.,  406  N.  Craig  St.,  Pittsburgh  13,  Pa. 
General  Electric  Co.  Ltd.  of  England,  80  Shore  Rd., 
Port  Washington,  N. 

General  Electric  Co.,  Semiconductor  Products  Dept., 
1224  W.  Genesee  St.,  Syracuse,  N.  Y. 

GENERAL  TRANSISTOR  CORP.,  91-27  138th  Place, 
Jamaica  35,  N.  Y.  ADV  PG.  384,  385 
HUGHES  PRODUCTS,  SEMICONDUCTOR  DIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif.  AOV. 
PG.  105-110. 

Ir.telex  Systems,  Inc  ,  22  Thames  St.,  New  York,  N  Y. 
INTERMETALL,  GESELLSCHAFT  FUR  METALLURGIE 
UND  ELEKTRO.NIK  M.  B.  H.,  DIV.  OF  CLEVITE 
CORP.,  Konigsalle  14-16,  Ousseldorl/West  Germany. 
ADV.  PG  508. 

INTERNATIONAL  RECTIFIER  CORP.,  1521  E.  Grand 
Ave.,  El  Segundo,  Calif.  AOV.  PG.  354,  355. 
Kemtron  Electron  Products,  Inc.,  5  Prince  Place,  New- 
buryport.  Mass. 

Lansdale  Tube  Co..  Div.  of  Philco  Corp.,  Church  Rd., 
Lansdale,  Pa. 

M.  V.  M.,  Inc.,  (Telefunken),  48-50  34th  St.,  Long 
Island  City,  N.  Y 

MULLARO  OVERSEAS  LTD.,  Mullard  House,  Torrington 
Place,  London,  W.  C.  1,  England.  AOV.  PG  148 
Nucleonic  Products  Co.,  1601  Grande  Vista  Ave.,  Los 
Angeles  23.  Calif. 

OHMITE  MFG.  CO.,  3601  Howard  St.,  Skokie,  III.  AOV. 
PG.  200,  201. 

Pacific  Semiconductors,  Inc.,  10451  W.  Jefferson,  Culver 
City,  Calif. 

Qutronic  Semiconductor  Corp.,  525  Broadway,  New  York 
12,  N.  Y. 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
DIV.,  415  S.  Fifth  St..  Harrison,  N  J.  ADV.  PG. 

440,  441,  Third  &  Fourth  Covers  &  Preceding  Insert 
RADIO  CORP.  OF  AMERICA,  RCA  SEMICONDUCTOR  & 

MATERIALS  OIV.,  Somerville,  N.  J.  AOV  PG.  440, 

441,  Third  &  Fourth  Covers  &  Preceding  Insert. 
RADIO  RECEPTOR  CO.,  INC.,  SUB.  OF  GENERAL  IN¬ 
STRUMENT  CORP.,  240  Wythe  Ave.,  Brooklyn  11, 
N.  Y.  ADV.  PG.  404,  405. 

Raytheon  Mfg.  Co.,  Receiving  Tube  A  Semiconductor 
Operations,  55  Chapel  St.,  Newton  58,  Mass. 
Standard  Telephones  &  Cable  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.C  2,  England 
SYLVANIA  ELECTRIC  PRODUCTS  INC.,  SEMI¬ 
CONDUCTOR  DIV.,  100  Sylvan  Rd.,  Woburn,  Mass. 
ADV.  PG.  629-631. 

TRANSITRON  ELECTRONIC  CORP.,  168  Albion  St., 
Wakefield.  Mass.  ADV.  PG.  166,  167. 

TUNG-SOL  ELECTRIC  INC.,  95  Eighth  Ave ,  Newark  5, 
N.  J.  ADV.  PG.  16,  17. 

Westinghouse  Electric  Corp.,  P.  0  Box  868,  Pittsburgh 
30,  Pa. 

DIODES- Micrewava  Mixer 

See  MICROWAVE  ACCESSORIES 

DIODES— Selenium 

See  RECTIFIERS-Melallic  Slack 


DIODES— Silicon 

Automatic  Mfg.  Div.  of  General  Instrument  Corp.,  65 
Gouverneur  St.,  Newark,  N.  J. 

Bendix  Aviation  Corp.,  Semiconductor  Products,  Red 
Bank  Div.,  201  Westwood  Ave.,  Long  Branch,  N.  J. 

Bogue  Electric  Mfg.  Co.,  52  Iowa  Ave.,  Paterson  3, 
N.  J. 

BOMAC  LABORATORIES,  INC.,  Salem  Rd.,  Beverly, 
Mass.  AOV.  PG.  58,  59. 

CBS-Hytron,  A  Div.  of  Columbia  Broadcasting  System, 
Inc.,  100  Endicott  St.,  Danvers,  Mass. 

Clevite  Transistor  Products  A  Div.  of  Clevite  Corp., 
241-257  Crescent  St.,  Waltham  54,  Mass. 

Columbus  Electronics  Corp.,  1010  Saw  Mill  River  Rd., 
Yonkers,  N.  Y. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

Fretco,  Inc.,  406  N.  Craig  St.,  Pittsburgh  13,  Pa. 

General  Electric  Co.,  Ltd.  of  England,  80  Shore  Rd., 
Port  Washington,  N.  Y. 

GENERAL  TRANSISTOR  CORP.,  91-27  138th  Place, 
Jamaica  35,  N.  Y.  ADV.  PG.  384,  385. 

HOFFMAN  ELECTRONICS  CORP.,  SEMICONDUCTOR 
DIV.,  930  Pitner  Ave.,  Evanston,  III.  ADV.  PG.  23. 

HUGHES  PRODUCTS,  SEMICONDUCTOR  DIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif. 
AOV.  PG.  105-110. 

INTERMETALL,  GESELLSCHAFT  FUR  METALLURGIE 
UNO  ELEKTRONIK  M.  B  H.,  OIV.  OF  CLEVITE 
Corp.,  Konigsallee  14-16,  Dusseldorf/West  Germany. 
AOV.  PG.  508. 

INTERNATIONAL  RECTIFIER  CORP.,  1521  E.  Grand 
Ave.,  El  Segundo,  Calif.  AOV.  PG.  354,  355. 

Kemtron  Electron  Products,  Inc.,  5  Prince  Place,  New- 
buryport.  Mass. 

Master  Specialties  Co.,  956  E.  108th  St.,  Los  Angeles 
59,  Calif., 

MULLARO  OVERSEAS,  LTD.,  Mulfard  House,  Torring- 
ten  Place,  London,  W.  C.  1,  England.  ADV.  PG.  148. 


National  Fabricators,  Inc.,  2650  W.  Belden  Ave., 
Chicago  47,  III. 

Pacific  Semiconductors,  Inc.,  10451  W.  Jefferson,  Culver 
City,  Calif. 

Qutronic  Semiconductor  Corp.,  525  Broadway,  New  York 
12,  N  Y 

RADIO  CORP  ,  OF  AMERICA,  RCA  SEMICONDUCTOR 
&  MATERIALS  OIV.,  Somerville,  N.  J.  AOV.  PG 
440,  441,  Third  &  Fourth  Covers  &  Preceding  Insert. 
Radio  Development  A  Research  Corp.,  100  Pennsyl¬ 
vania  Ave.,  Paterson  3,  N.  J. 

RADIO  RECEPTOR  CO.,  INC.,  SUB  OF  GENERAL 
INSTRUMENT  CORP.,  240  Wythe  Ave.,  Brooklyn  11, 

N.  Y.  AOV.  PG.  405,  505 

Raytheon  Mfg.  Co.,  Receiving  Tube  &  Semiconductor 
Operations,  55  Chapel  St.,  Newton  58,  Mass 
Sperry  Semiconductor  Oiv.  of  Sperry  Rand  Corp ,  Great 
Neck,  N.  Y. 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 

63  Aldwych,  London,  W.  C  2,  England 
SYLVANIA  ELECTRIC  PRODUCTS  INC.,  SEMICONDUC¬ 
TOR  OIV.,  100  Sylvan  Rd.,  Woburn,  Mass  AOV. 
PG  629-631 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6.  N.  Y.  AOV  PG.  511. 

TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave.,  Dallas  9,  Texas.  AOV.  PG.  396. 

Thermosen,  Inc  ,  275  Fairfield  Ave.,  Stamford,  Conn. 
TRANSITRON  ELECTRONIC  CORP,  168  Albion  St., 
Wakefield,  Mass.  ADV.  PG.  166,  167. 

Trans-Sil  ,Corp.,  55  Honeck  St.,  Englewood,  N  J 
United  States  Dynamics  Corp.,  1250  Columbus  Ave., 
Boston  20,  Mass 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust 
St.,  St.  Louis  3,  Mo. 

Westinghouse  Electric  Corp.,  P.  0  Box  868,  Pittsburgh 
30,  Pa 

DIODES— Silicon  Power 

Automatic  Mfg.  Div.  of  General  Instrument  Corp.,  65 
Gouverneur  St.,  Newark,  N.  J. 

Bendix  Aviation  Corp.,  Semiconductor  Products,  Red 
Bank  Div.,  201  Westwood  Ave.,  Long  Branch,  N.  J. 
Bogue  Electric  Mfg.  Co.,  52  Iowa  Ave.,  Paterson  3, 
N.  J. 

Columbus  Electronics  Corp.,  1010  Saw  Mill  River  Rd., 
Yonkers,  N  Y. 

Delta  Chemical  Works,  21  W  bOth  St.,  New  York.  N  Y. 
Fretco,  Inc.,  406  N.  Craig  St.,  Pittsburgh  13,  Pa. 
General  Electric  Co.  Ltd.,  of  England,  80  Shore  Rd., 
Port  Washinglyn  N.  Y. 

HOFFMAN  ELECTRONICS  CORP.,  SEMICONDUCTOR 
DIV.,  930  Pitner  Ave  ,  Evanston,  III.  ADV.  PG  23 
INTERNATIONAL  RECTIFIER  CORP.,  1521  E  Grand 
Ave.,  El  Segundo,  Calif.  AOV.  PG.  354,  355 
IT&T  Components  Div.,  International  Telephone  A 
Telegraph  Corp  ,  P.  0.  Box  412,  Clifton,  N.  J 
MICROWAVE  ASSOCIATES  INC.,  Burlington,  Mass. 
ADV.  PG.  447. 

Pacific  Semiconductors,  Inc.,  10451  W  Jefferson, 
Culver  City,  Calif. 

Qutronic  Semiconductor  Corp.,  525  Broadway,  New  York 

12,  N  Y 

RADIO  CORP  OF  AMERICA,  RCA  SEMICONDUCTOR  A 
MATERIALS  DIV.,  Somerville,  N  J.  ADV  PG  440, 
441,  Third  A  Fourth  Covers  A  Preceding  Insert. 
RADIO  RECEPTOR  CO.,  INC.,  SUB.  OF  GENERAL 
INSTRUMENT  CORP.,  240  Wythe  Ave  ,  Brooklyn  11, 

N  Y.  ADV  PG.  404,  405 

Raytheon  Mfg.  Co.,  Receiving  Tube  A  Semiconductor 
Operations,  55  Chapel  St.,  Newton  58,  Mast 
Sarket  Tarzian,  Inc.,  Rectifter  Div.,  415  College  Ave  , 
Bloomington,  III. 

Sperry  Semiconductor  Div.  of  Sperry  Rand  Corp.,  Great 
Neck,  N  Y 

Standard  Telephones  A  Cablet,  Ltd.,  Connaught  House, 
63  Aldwych  London  W.  C  2,  England. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  SEMICON¬ 
DUCTOR  OIV.,  100  Sylvan  Rd.,  Woburn,  Mass  ADV. 
PG  629-631 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  AOV.  PG.  511 
TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave.,  Dallas  9,  Texas.  ADV.  PG.  396. 

Thermosen,  Inc.,  275  Fairfield  Ave.,  Stamford,  Conn. 
Trant-Sil  Corp.,  55  Honeck  St.,  Englewood,  N.  J. 
United  States  Dynamics  Corp.  1250  Columbus  Ave., 
Boston  20,  Mats. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3,  Mo. 

Westinghouse  Electric  Corp.,  P.  0  Box  868,  Pittsburgh 
30,  Pa. 

VZestinghouse  Electric  Corp.,  Electronic  Tube  Oiv.,  P.  0. 
Box  284,  Elmira,  N  Y. 

DIODES— Switching  A  Control 

General  Electric  Co.,  Semiconductor  Products  Dept., 
1224  W.  Genesee  St.,  Syracuse,  N.  Y. 

RADIO  CORP.  OF  AMERICA,  RCA  SEMICONDUCTOR  A 
MATERIALS  DIV.,  Somerville,  N.  J.  AOV.  PG.  440, 
441,  Third  A  Fourth  Covers  A  Preceding  Insert. 
SHOCKLEY  SEMICONDUCTOR  LABORATORY,  1117  Calif¬ 
ornia  Ave.,  Palo  Alto,  Calif.  ADV.  PG.  464 
SYLVANIA  ELECTRIC  PRODUCTS  INC.,  SEMICON¬ 
DUCTOR  DIV.,  100  Sylvan  Rd.,  Woburn,  Mass  AOV. 
PG.  629-631. 

Westinghouse  Electric  Corp.,  P  0.  Box  868,  Pittsburgh 
30,  Pa. 

DIPIEXERS 

See  MICROWAVE  ACCESSORIES 
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ELECTRONIC  and  ALLIED 


DIRECTION  TINDERS 

Applied  Electronics  Co.,  Inc,  21}  E.  Grand  A»e.,  South 
San  Francisco,  Calif. 

Bludworth  Marine  Die.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  }S,  N.  Y. 

Canadian  Marconi  Co.,  2442  Trenton  Aye.,  Montreal  16, 
Quebec. 

Electronic  Conununlcations,  Inc.,  ISOl  72nd  St.,  N., 
St.  Petersburg,  Fla 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor,  Mich  AOV.  PG  SI 3 

Jefferson,  Inc.,  Ray,  40  E.  Merrick  Rd.,  Freeport,  N.  Y. 

Kaar  Engineering  Corp.,  299S  Middlefleld  Rd.,  P.  0. 
Bom  1320,  Palo  Alto,  Calif 

Lear,  Inc.,  3171  S  Bundy  Drive,  Santa  Monica,  Calif. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23-2S  Beaver 
St.,  New  York  4,  N.  Y. 

Oaktron  Electric  Co.,  TInley  Park,  III. 

Pye  Telecommunications  Lt.,  Newmarket  Rd ,  Cambridge, 
England 

Radio  City  Products  Co.,  Inc.,  Centre  A  Glendale  Sts., 
Easton,  Pa 

RAYTHEON  MFC.  CO.,  COMMERCIAL  EQUIPMENT  OlV., 
Waltham  S4,  Mass  ADV.  PG  42R,  429. 

Servo  Corp.  of  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N.  Y. 

Smith  Mfg.  Co..  J.  A  H.,  Little  BrIUin  Rd.,  Newburgh, 
N.  Y. 

TelKtro  Industries  Corp.,  3S-16  37th  St.,  Lorrg  Island 
City  1,  N.  Y 


DISCS— BfonA  Rocwrrfinf 

Allied  Recording  Products  Co.,  32-32  Greenpomt  Ave., 
Long  Island  City  1,  N.  Y. 

Audio  Devices,  Inc.,  444  Madison  Ave.,  New  York  22, 
N  Y. 

Duotone  Co.,  Inc.,  Keyport,  N.  J. 

Gray  Mfg  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Presto  Recording  Corp.,  P.  0.  Boa  500,  Paramus,  N  J. 
Recoton  Corp.,  $2-35  Barnett  Ave.,  Long  Island  City  4, 
N.  Y. 

Reeves  Soundcraft  Corp.,  10  E.  $2nd  St.,  New  York  22, 
N.  Y 


DISPLAY  DEVICES-Eloctroseafic 
Sm  TUBES-Colfiado  Roy 


DISTRIBUTORS 

Only  diilribwlors  feotwrinw  advortitomonts  in  the 

DISPLAY  ADVERTISINO  SECTION  mppomr  in  tbo 

ARCO  ELECTRONICS.  INC.,  64  White  St  ,  New  York 
13,  N  Y  AOV  PG.  102 

GRAYBAR  ELECTRIC  CO.,  INC.,  420  Leaington  Ave, 
New  York  17,  N  Y.  (Officet  in  more  than  130 
principal  cities  in  the  United  Statesl.  ADV.  PG.  634. 

SCHWEBER  ELECTRONICS,  122  Herricks  Rd ,  Mlneola, 
N  Y  AOV.  PG.  576 

WESTERN  INTERNATIONAL  CO.,  45  Vesey  St.,  New 
York,  N  Y.  AOV.  PG  498 


DIVIDERS-Powor 

Sm  microwave  ACCESSORIES 


OIVIDERS-Vefioge 

American  Research  A  Mfg.  Corp.,  920  Halpine  Ave , 
Rockville,  Md 

Analogue  Controls,  Inc.,  39  Roselle  St.,  Mlneola,  N.  Y. 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

CARAD  CORP.,  2850  Bay  Rd ,  Redwood  City,  Calif. 
AOV.  PG.  448 

Clarostat  Mfg.  Co.,  Inc.,  Dover  N.  H 

ELECTRO-MtASUREMENTS,  INC.,  7524  S.  W.  Macadam, 
Portland  1,  Ore.  AOV.  PG.  138,  139 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  AOV.  PG.  178,  179. 

Gray  Instrument  Co.,  200  E.  Church  Lane,  Philadelphia 
44,  Pa. 

GertKh  Products,  Inc,  3211  S  La  Cienega  Blvd.,  Los 
Angeles  16,  Calif 

JENNINGS  RADIO  MFG.  CORP.,  970  McUughlin  Ave., 
P.  0  Bov  1278,  San  Jose  8,  Calif.  AOV.  PG.  505. 

Leeds  A  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

Industrial  Instruments,  Inc.,  89  Commerce  Rd.,  Cedar 
Grove,  N.  J. 

Mepco,  Inc.,  35-37  Abbctt  Ave.,  Morristown,  N  J. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J.  AOV. 
PG  519. 

Minneapolis-Honeywell  Regulator  Co.,  Rubicon  Instru¬ 
ments,  Ridge  Ave  at  35th  St.,  Philadelphia  32,  Pa. 

Muirhead  A  Co,  Ltd.,  Beckenham,  Kent,  England. 

OHMITE  MFC.  CO.,  3601  Howard  St.,  Skokie,  III.  AOV. 
PG  200,  201 

PERKIN  ENGINEERING  CORP.,  345  Kansas  St.,  El 
Segundo,  Calif  AOV.  PG  496. 

PHIUMON  LABORATORIES,  INC.,  90  Hopper  St.,  West- 
bury,  N.  Y.  ADV.  PG.  25. 

Press  Wireless  Laboratories,  Inc.,  25  Prospect  Place, 
West  Newton  65,  Mast. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  ADV.  PG.  511. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 


PRODUCTS 


TRANSFORMERS,  INC,  200  Stage  Rd ,  Vestal,  N.  Y. 

AOV.  PG  391-393. 

WARD  LEONARD  ELECTRIC  CO.,  31  South  St.,  Mt. 
Vernon,  N  Y  AOV  PG  28 


DOLLIES— loberofory  B  Oscifloecopo 
AINSLIE  CORP.,  312  Quincy  Ave  ,  Qumey  69,  Mass. 
AOV  PG  519 

Artisan  Metal  Works  Co.,  11410  Madison  Ave.,  Cleve¬ 
land  2,  Ohio. 

Browning  Laboratories,  Inc.,  Main  St.,  Winchester,  Mass 
DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield 
Ave.,  Clifton,  N  J. 

Elgin  Metalformers  Corp.,  630  Congdon  Ave.,  Elgin,  III. 
General  Aviation  A  Electronics  Mfg.  Co.,  Inc.,  179 
Bergrr  St  ,  Wood-Ridge,  N  J 
INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  OIV.,  INSTRUMENTS,  250 
Garibaldi  Ave  ,  Lodi.  N.  J.  AOV.  PG  408. 

P.B.R.  MANUFACTURING  CO.,  H  A  Luzerne  Sts.,  Phila¬ 
delphia  24.  Pa.  ADV.  PG.  568. 

Peterson  A  Neville.  Inc.,  365  Dorchester  Ave.,  Boston 
27.  Mast 

PRECISE  MEASUREMENTS  CO.,  R.O  #1,  Mlllbrooks 
Rd  ,  Flemington,  N.  J.  ADV.  PG.  503 
TECHNICAL  KRVICE  CORP.,  1404  W  Market  St., 
Louisville  3.  Ky  AOV.  PG.  437 
WESTERN  DEVICES,  INC.,  600  Florence  Ave,  Ingle¬ 
wood,  Calif.  AOV  PG  416 


DOSIMETERS 

BAIRD-ATOMIC.  INC.,  33  University  Rd ,  Cambridge 
38,  Mass  AOV.  PG  466 

Bausch  A  Lomb  Optical  Co,  614  St.  Paul  St.,  Rochester 
2,  N.  Y. 

Bendiii  Aviation  Corp.,  Cincinnati  Oiv.,  3130  Wasson 
Rd.,  Cincinnati  8,  Ohio. 

Cambridoe  Instrument  Co.,  Inc.,  3633  Grand  Central 
Terminal,  New  York  17,  N  Y 

Cinema-Television,  Ltd.,  Worstey  Bridge  Rd ,  London, 
S.  E.  26,  England. 

Oevtron  Engineering,  1  Winslow  St.,  Redwood  City,  Calif. 

Isotope  Developments  Ltd.,  Beenham  Grange,  Aldermaston 
Wharf,  Nr.  Reading,  Berks. 

Menlo  Research  Laboratory,  538  Phelan  Ave  ,  San  Jose, 
Calif. 

NRO  Instrument  Co ,  6425  Etzel  Ave.,  St  Louis  14, 

Mo 

Pittsburgh  Plate  Glass  Co.,  1  Gateway  Center,  Pittsburgh 
22,  Pa 

Radiation  Cosmter  Laboratories,  Inc,  5121  W.  Grove 
St.,  Skokie,  III. 

Servo  Recording  Instruments,  IrK.,  407  N  Maple  Drive, 
Beverly  Hills,  Calif. 

Specialty  Engirseering  A  Electronics  Co.,  79  Clifton 
Place  Brooklyn  38  N  Y 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  Ave  ,  Westbury,  N.  Y.  AOV  PG  390. 

VICTOREE^f  INSTRUMENT  CO.,  COMPONENTS  OIV  , 
5806  Hough  Ave  ,  Cleveland  3.  Ohio  ADV.  PG  254. 


DRAniNO  EQUIPMENT 

Brady  Co.,  W  H  727  W  Glendale  Ave.,  Milwaukee 

12,  Wis. 

Bruning  Co.,  Inc  .  Charles.  1800  Central  Rd.,  Mt. 
Prospect,  III. 

Burton  Mfg  Co.,  2520  Colorado  Ave.,  Santa  Monica, 
Calif 

Oiettgen  Co.,  Eugene,  2425  Sheffield  Ave.,  Chicago,  III. 

Chart-Pak,  Inc.,  Leeds,  Mass 

Clearprint  Paper  Co.,  1482  67th  St.,  Emeryville,  Calif 

E-Z-Way  Templates.  P.  0.  Boa  535,  Reseda,  Calif. 

Fisher  A  Crome,  107  N.  Camac  St.,  Philadelphia  7,  Pa 

GrIWn  Co.,  John,  2157  James  Ave.,  St.  Paul  5,  Mmn. 

Hamilton  Mfg.  Co.,  Two  Rivers,  Wis 

Johnson  Research  Corp.,  Bethpage,  N.  Y. 

Joyro  AssKiates.  488  Latham  Rd.,  Mlneola,  N.  Y 

Karp,  Lawrence  A  ,  16  Putnam  Park,  Greenwich  Conn. 

Keu^l  A  Esser  Co.,  Hoboken,  N.  J. 

Koh-I-Noor  Pertcil  Co.,  Bloomsbury,  N.  J. 

Oialid  Oiv.  of  General  Aniline  A  Film  Corp.,  770 
AnKO  Rd.,  Johnson  City,  N.  Y. 

Pease  Co.,  C.  F.,  2601  W.  Irving  Park  Rd.,  Chicago,  III. 

Perrygraf  Corp.,  Electronics  Oiv.,  150  S.  Barrington 
Ave,  Los  Angeles  49,  Calif 

Post  Co.,  Frederick,  3650  N  Avondale  Ave  ,  P.  0.  Bos 
803.  Chicago  90,  III. 

PRECISE  MEASUREMENTS  CO.,  R  0.  tfl,  Millbrooks 
Rd.,  Flemington.  N.  J.  ADV.  PG.  503 

Royal  Metal  Manufacturing  Co.,  1  Park  Ave.,  New 
York  16,  N.  Y. 

Stacor  Equipment  Co.,  732  E.  New  York  Ave.,  Brooklyn 
5,  N.  Y. 

Stanpat,  150-42  12th  Rd.,  Whitestone  57,  N.  Y. 

Universal  Drafting  Machine  Corp.,  7960  Lorain  Ave., 
Cleveland  2,  Ohio. 


DRAFTING  PAPER-Cloeh  «  Him 

Clearprint  Paper  Co.,  1482  67th  St.,  Emeryville,  Calif. 
Keuffel  A  Esser  Co.,  Hoboken,  N.  J 
Ozalid  Oiv  of  General  Aniline  A  Film  Corp.,  770 
Ansco  Rd.,  Johnson  City,  N.  Y. 

P  I  C  Design  Corp.,  477  Atlantic  Ave.,  East  Rockaway, 
N  Y. 

Post  A  Co.,  Frederick.  3650  N.  Avondale  Ave.,  P.  0. 
Bov  803,  Chicago  90,  HI 


DUPLICATORS 


DRILL  PRESSES-Precision 

Hillyer  Instrument  Co.,  Inc.,  331  Centennial  Ave.,  Cran¬ 
ford,  N.  J. 

Levin  A  Sons,  Inc.,  Louis,  3610  S.  Broadway,  Los 
Angeles  7,  Calif 

MICO  INSTRUMENT  CO.,  80  Trowbridge  St.,  Cambridge 
38,  Mass  AOV.  PG  549. 

Phillips  A  Hiss  Co  ,  Inc.,  1155  McCadden  Place,  Holly¬ 
wood  38,  Calif. 


ORIVES-Smoff  Elociric  Drive  Mechanisms 

American  Measurement  A  Control,  Inc.,  240  Calvary 
St.,  Waltham  54,  Mass. 

American  Rectifier  Corp.,  95  Lafayette  St.,  New  York 
13.  N  Y 

BEAD  CHAIN  MFG.  CO.,  110  Mountain  Grove  St.,  Bridge¬ 
port  5,  Conn.  AOV  PG  517. 

BOWMAR  INSTRUMENT  CORP.,  8000  Bluffton  Rd., 
Fort  Wayne,  Ind  AOV.  PG.  484. 

Oigitran  Co.,  45  W.  Union  St.,  Pasadena,  Calif. 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry,  N.  Y. 

Garrett  Corp.,  The.  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

General  Electric  Co.,  Clock  and  Timer  Dept.,  Ashland, 
Mass. 

Gray  Mfg  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Haydon  Instrument  Co.,  156  W.  Liberty  St.,  Waterbu-y 
20,  Conn. 

Heinz  Mueller  Engineering  Co.,  Inc.,  1906  N.  Cicero 
Ave  Chicago  39,  III. 

HUMPHREY,  INC.,  2805  Canon  St.,  San  Diego  6, 
Calif  ADV.  PG  153 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave., 
New  York  55,  N  Y.  AOV.  PG  286. 

Master  Appliance  Mfg.  Co.,  Fourth  A  Ontario  Sts., 
Racine,  Wis. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

National  Co.,  Inc ,  61  Sherman  St.,  Malden  48,  Mass 

Nemeth,  Inc.,  2223  S.  Carmelina  Ave.,  Los  Angeles  64, 
Calif 

Rampe  Mfg  Co.,  14915  Woodworth  Ave.,  Cleveland  10, 
Ohio 

Servo-Tek  Products  Co.,  Inc.,  1086  Goffle  Rd.,  Haw¬ 
thorne,  N,  J. 

WacLine.  Inc.,  35  S  St.  Claire  St.,  Dayton  2,  Ohio. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK 
A  SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
AOV.  PG.  394C 

Western  Gear  Corp.,  Electro  Products  Oiv.,  132  W. 
Colorado  St.,  Pasadena  1,  Calif 

DRIVES  VARIABLE  SPEED 

Sm  CONTROLS-Eloctronic  AC  Motor  Spood 

DRUMS— Memory 

Soo  MEMORY  SYSTEMS 


DRYERS.  EUCTRONIC-Dohydration  «  Drying 

Cavltron  Electron  Oscillator  Co.,  Oiv.  of  Short  Wave 
Plastic  Forming  Co.,  335  N.  Newport  Blvd.,  Newport 
Beach.  Calif. 

Oaco  Instrument  Co.,  Tillary  A  Prince  Sts  ,  Brooklyn  1, 
N.  Y 

Guardite  Co,  Oiv  of  American-Marietta  Co.,  P.  0. 

Box  188,  Wheeling,  III. 

Hull-Standard  Corp.,  Hatboro,  Pa 
Kahn  A  Co.,  Inc.,  541  Windsor  St.,  Hartfo-d  1,  Conn. 
New  England  Oven  A  Furnace  Co.,  386  Boston  Post  Rd., 
Orange.  Conn. 

Pittsburgh  Lectrodrycr  Oiv.  of  McGraw-Edison  Co.,  300 
32nd  St.,  Pittsburgh  30,  Pa 
Reeve  Electronics,  Inc.,  609  W  Lake  St.,  Chicago  6, 
III. 

Temperature  Engineering  Corp.,  1000  Union  Landing 
Rd ,  Riverton,  N  J. 

United  States  Dynamics  Corp.,  1250  Columbus  Ave., 
Boston  20,  Mass 

DUCT-Mfiriiet 

Panduit  Co.,  14461  Waverly  Ave.,  Midlothian,  III 
Spaulding  Fibre  Co.,  Inc.,  310  Wheeler  Ave.,  Tona- 
wanda,  N.  Y. 

Stahlin  Brothers.  Inc.,  103  Maple  St.,  Belding,  Mich 
Taylor  Electric  Co.,  Inc.,  15400  Dale  Ave.,  Detroit, 
Mich. 

DUMMY  LOADS 
So*  LOADS— Dummy 

DUPLEXERS-Mitrowovo 

Sm  microwave  accessories 

DUPLICATORS-Magnafk  Top* 

Ampex  Corp.,  Instrument  Oiv.,  934  Charter  St.,  Red¬ 
wood  City,  Calif. 

Midwestern  Instruments,  Inc.,  Magnecord  Oiv.,  P.  0. 

Box  7186,  41st  A  Sheridan  Rd.,  Tulsa  5,  Okla. 
Presto  Recording  Corp.,  P.  0  Box  500.  Paramus,  N.  J. 
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DYNAMOMETERS 


Stancil-Hoffman  Corp.,  921  N.  Highland  Ave.,  Hollywood 
38,  Calif. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

DYNAMOMETERS 

Aerolab  Development  Co.,  330  W.  Holly  St.,  Pasadena, 
Calif. 

Baldwin-Llma-Hamilton  Corp.,  42  4th  Ave.,  Waltham, 
Mass. 

Bischof  Die  &  Engraving,  1405  16th  St.,  Racine,  Wis. 

Chatillon  &  Sons,  John,  85  Cliff  St.,  New  York  38, 
N.  Y. 

Cosa  Corp.,  405  Lexington  Ave.,  New  York  17,  N.  Y. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Magtrol,  Incorporated,  240  Seneca  St.,  Buffalo  4,  N.  Y. 

RADIATION,  INC.,  Melbourne,  Fla.  ADV.  PG.  255. 

Simpson  Electric  Co.,  Div.  of  American  Gage  &  Machine 
Co.,  5218  W.  Kinzie  St.,  Chicago  44,  III. 

STANDARD  ELECTRIC  TIME  CO.,  97  Logan  St.,  Spring- 
field,  Mass.  ADV.  PG.  518. 

Statham  Instruments,  Inc.,  12401  W.  Olynirpic  Blvd., 
Los  Angeles  64,  Calif. 

DYNAMOTORS 

Bendix  Aviation  Corp.,  Montrose  Div.,  South  Montrose, 
Pa. 

Carter  Motor  Co.,  2746  W.  George  St.,  Chicago  18,  III. 

Continental  Electric  Co.,  Inc.,  334  Ferry  St.,  Newark 
5,  N.  J. 

Eicor,  Inc.,  4235  W.  North  Ave.,  Chicago  39,  III. 

Electric  Specialty  Co.,  300  South  St.,  Stamford,  Conn. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Gerst  &  Co.,  Paul  E.,  4868  N.  Clark  St.,  Chicago  40, 
III. 

Heinz  Mueller  Engineering  Co.,  Inc.,  1906  N.  Cicero 
Ave.  Chicago  39,  III. 

INDUCTION  MOTORS  CORP.,  570  Main  St.,  Westbury, 
N.  Y.  ADV.  PG.  402. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y.  ADV.  PG.  536. 

RED  BANK  DIVISION,  BENDIX  AVIATION  CORP.,  Rt. 
35,  Eatontown,  N.  J.  ADV.  PG.  89. 

Redmond  Co.,  Inc.,  Owosso,  Mich. 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield,  111. 

Small  Motors,  Inc.,  2076  Elston  Ave.,  Chicago  14,  III. 

Wincharger  Corp.,  E.  7th  &  Division  Sts.,  Sioux  City, 
Iowa. 

EARLY  WARNING  SEARCH 
Sm  radar 

ELBOWS 

sm  microwave  accessories 

BENDS— Microwovo 


ELECTROCARDIOGRAPHS 

BIRTCHER  CORP.,  4371  Valley  Blvd.,  Los  Angeles  32, 
Calif.  ADV.  PG.  451. 

Cambridge  Instrument  Co.,  Inc.,  3633  Grand  Central 
Terminal,  New  York  17,  N.  Y. 

Corbett  Science  Laboratories,  F.  W.,  3117  Venice  Blvd., 
Los  Angeles  19,  Calif. 

Edin  Co.,  Inc.,  207  Main  St.,  Worcester,  Mass. 

Electrc^ne  Co.,  Endicott  St.,  Norwood,  Mass. 

Essential  Electronics  Corp.,  1011  Power  Ave.,  Cleveland 
14,  Ohio. 

Grass  Instrument  Co.,  101  Old  Colony  Ave.,  Quincy, 
Mass. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif. 
ADV.  PG.  105-110. 

Offner  Electronics  Inc.,  5320  N.  Kedzie  Ave.,  Chicago 
25,  III. 

Railway  Communications,  Inc.,  9351  E.  59th  St.,  Ray¬ 
town,  Mo. 

RAYTHEON  MFC.  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54,  Mass.  ADV.  PG.  428,  429. 

SANBORN  CO.,  175  V/yman  St.,  Waltham  54,  Mass. 
ADV.  PG.  357. 

Taber  Instrument  Corp.,  Electronics  Div.,  107  Goundry 
St.,  North  Tonawanda,  N.  Y. 

X-Ray  Dept.,  General  Electric  Co.,  4855  Electric  Ave., 
Milwaukee  1,  Wis. 

ELECTRODES— High  fnqutney 

BIRTCHER  CORP.,  4371  Valley  Blvd.,  Los  Angeles  32, 
Calif.  ADV.  PG.  451. 

Reeve  Electronics,  Inc.,  609  W.  Lake  St.,  Chicago  6, 
III. 

Wappler,  Inc.,  27-10  Astoria  Blvd.,  Long  Island  City 
2,  N.  Y. 


EUCTROENCmiAlOORArHS 

Edin  Co.,  Inc.,  207  Main  St.,  Worcester,  Mass. 

Electro-Medical  Lab.,  Inc.,  S^uth  Woodstock  8,  Vt. 

Essential  Electronics  Corp.,  1011  Power  Ave.,  Cleveland 
14,  Ohio. 

Grass  Instrument  Co.,  101  Old  Colony  Ave.,  Quincy, 
Mass. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Interna¬ 
tional  Airport  Station,  Los  Angeles  45,  Calif.  ADV, 
PG.  105-110. 

Offner  Electronics  Inc.,  5320  N.  Kedzie  Ave.,  Chicago  25, 

111. 


ELECTROFORMING  SERVICES 

Allied  Research  &  Engineering  Olv.,  Allied  RKord  Mfg. 
Co.,  6916  Santa  Monica  Blvd.,  Hollywood  38,  Calif. 

ELECTROMAGNETS 
See  SOLENOIDS 

ELECTROMETERS 

AMERICAN  TRADAIR  CORP.,  SUB.  OF  EKCO  ELEC¬ 
TRONICS,  LTD.,  34-01  30th  St.,  Long  Island  City  6, 
N.  V.  ADV.  PG.  548. 

Applied  Physics  Corp.,  362  W.  Colorado  St.,  Pasadena  1, 
Calif. 

Bendix  Aviation  Corp.,  Cincinnati  Div.,  3130  Wasson  Rd., 
Cincinnati  8,  Ohio. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  Carlstadt,  N.  J.  ADV.  PG.  394A. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV  PG.  178,  179. 

KEITHLEY  INSTRUMENTS,  12415  Euclid  Ave.,  Cleveland 
6,  Ohio  ADV.  PG.  274. 

Landsverk  Electrometer  Co.,  641  Sonora  Ave.,  Glendale  1, 
Calif. 

Nuclear-Chicago  Corp.,  223  W.  Erie  St.,  Chicago  10,  III. 

Servo  Recording  Instruments,  Inc.,  407  N.  Maple  Drive, 
Beverly  Hills,  Calif. 

Tullamore  Electronics  Laboratory,  6055  S.  Ashland  Ave., 
Chicago  36,  III. 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Wayne  Kerr-E.I.L.,  P.  0.  Box  801,  Philadelphia  5,  Pa. 

ELECTROMYOGRAPHS 

Corbett  Science  Labs.,  F.  W.,  3117  Venice  Blvd.,  Los 
Angeles  19,  Calif. 

Electro-Medical  Lab.,  Inc.,  South  Woodstock  8,  Vt. 

Essential  Electronics  Corp.,  1011  Power  Ave.,  Cleveland 
14,  Ohio. 

Grass  Instrument  Co.,  101  Old  Colony  Ave.,  Quincy,  Mats. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Interna¬ 
tional  Airport  Station,  Los  Angeles  45,  Calif.  ADV. 
PG.  105-110. 

Offner  Electronics  Inc.,  5320  N.  Kedzie  Ave.,  Chicago  26, 
III. 

Process  &  Instruments,  15  Stone  Ave.,  Brooklyn  33,  N.  Y. 

Teca  Corp.,  80  Main  St.,  White  Plains,  N.  Y. 


ELECTROPLATING  SERVICE 

CENTURY  PLATING  CO.,  229  Ferris  Ave.,  White  Plains, 
N.  Y.  ADV.  PG.  585. 

COHAN-EPNER  CO.,  INC.,  142  W.  14th  St.,  New  York 
11,  N.  Y.  ADV.  PG.  453. 

Merit  Plating  Co^  216  E.  141st  St.,  New  York  51,  N  Y. 
METAL  FINISHERS,  INC.,  78  S.  Franklintown  Rd., 
Baltimore  23,  Md.  ADV.  PG.  531. 

ELECTROPLETHYSMOORAPHS 

Edin  Co.,  Inc.,  207  Man  St.,  Worcester,  Mass. 

Grass  Instrument  Co.,  101  Old  Colony  Ave.,  Quincy,  Mass. 
Process  &  Instruments,  15  Stone  Ave.,  Brooklyn  33,  N.  Y. 
Taber  Instrument  Corp.,  Electronics  Div.,  107  Goundry 
St.,  North  Tonawanda,  N.  Y. 


ELECTRO-SHOCK  THERAPY  APPARATUS 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

Corbett  Science  Labs.,  F.  W.,  3117  Venice  Blvd.,  Los 
Angeles  19,  Calif. 

Dallons  Laboratories,  Inc.,  5066  Santa  Monica  Blvd.,  Lot 
Angeles  29,  Calif. 

Levinthal  Electronic  Products,  Inc.,  3180  Hanover  St., 
Stanford  Industrial  Park,  Palo  Alto,  Calif. 

Offner  Electronics  Inc.,  5320  N.  Kedzie  Ave.,  Chicago  25, 
III. 

ELECTRO-SURGICAL  APPARATUS 

BIRTCHER  CORP.,  4371  Valley  Blvd.,  Lot  Angeles  32, 
Calif.  ADV.  PG.  451. 

Breon  Laboratories,  1520  Evergreen  Rd.,  Williamsport, 
Pa. 

Corbett  Science  Labs.,  F.  W.,  3117  Venice  Blvd.,  Lot 
Angeles  19,  Calif. 

Dallons  Laboratories,  Inc.,  5066  Santa  Monica  Blvd., 
Los  Angeles  29,  Calif. 

FARMER  ELECTRIC  PRODUCTS  CO.,  INC.,  2300  Wash¬ 
ington  St.,  Newton  Lower  Falls  62,  Mass.  ADV.  PG. 
568. 

Kahn  &  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 

Kelvin  &  Hughes  Ltd.,  New  North  Rd.,  Barkingside, 
Essex,  England. 

Nuclear-Electronics  Corp.,  2925  N.  Broad  St.,  Phila¬ 
delphia  32,  Pa. 

Videon  Electronic  Corp.,  902  E.  Michigan  St.,  Indian¬ 
apolis  2,  Ind. 

Wappler,  Inc.,  27-10  Astoria  Blvd.,  Long  Island  City  2, 
N.  Y. 


ELEMENTS-HeoHng 

Acme  Electric  Heating  Co.,  1217  Washington  St.,  Boston, 
Mass. 

Aero  Research  Instrument  Co.,  315  N.  Aberdeen  St., 
Chicago  7,  III. 


American  Instrument  Co.,  Inc.,  8030  Georgia  Ave.,  Sliver 
Spring,  Md. 

Clarosut  Mfg.  Co.,  Inc.,  Dover,  N.  H. 

Cox  &  Co.,  Inc.,  115  E.  23rd  St.,  New  York  10,  N.  Y. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway, 
Newark  4,  N.  J.  ADV.  PG.  339. 

Eagle  Electric  Mfg.  Co.,  Inc.,  23-10  Bridge  Plaza,  S., 
Long  Island  City,  N.  Y. 

Electro-Flex  Heat,  Inc.,  83  Woodbine  St.,  Hartford  6, 
Conn. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

General  Electric  Co.,  Industrial  Heating  Dept.,  Shtlby- 
ville,  Ind. 

National  Carbon  Co.,  Div.  of  Union  Carbide  Corp.,  30  E. 
42nd  St.,  New  York  17,  N.  Y. 

Norton  Co.,  Worcester  6,  Mass. 

Polymica  &  Insulation  Co.,  683  Main  St.,  Wllllmantic, 
Conn. 

Safeway  Heat  Element  Inc.,  680  Newfield  St.,  Middle- 
town,  Conn. 

Syntron  Co.,  243  Lexington,  Homer  City,  Pa. 

Techniques,  Inc.,  52  Jackson  Ave ,  Hackensack,  N.  J. 

Temperature  Engineering  Corp.,  1000  Union  Landing  Rd., 
Riverton,  N  J. 

Therm-O-Lab  Corp.,  6940  Farmdale  Ave.,  North  Holly¬ 
wood,  Calif. 

Topp  Industries,  Inc.,  5255  W.  102nd  St.,  Los  Angeles 
45,  Calif. 

U.  S.  Rubber  Co.,  1230  Avenue  of  the  Americas,  New 
York  20,  N.  Y. 

Wade  Electric  Products  Co.,  400  Jacob  St.,  Sturgis,  Mich. 

Wall  Mfg  Co.,  Grove  City,  Pa. 

Wallow  Electric  Mfg.  Co.,  1376  Ferguson  Ave.,  St. 
Louis  14,  Mo 

Wiegand  Co.,  Edwin  L.,  7606  Thomas  Blvd.,  Pittsburgh 
8,  Pa 


ELEMENTS,  HEATING-CryMof  Oven 

Aeronautical  A  Instrument  Div.  of  Robertshaw-Fulton 
Controls  Co.,  Santa  Ana  Freeway  at  Euclid  Ave., 
Anaheim,  Calif. 

Cox  A  Co.,  Inc.,  115  E.  23rd  St.,  New  York  10,  N.  Y. 
Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J. 


EMBEDDED  ASSEMBLIES 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

AIRFLYTE  ELECTRONICS  CO.,  535-9  Avenue  "A",  Bay¬ 
onne,  N.  J.  ADV.  PG.  582. 

All-Tronics,  Inc.,  45  Bond  St.,  Westbury,  N.  Y. 

Amp  Inc.,  Chemicals  A  Dielectrics  Div.,  155  Park  St., 
Elizabethtown,  Pa. 

Bacon  Industries,  Inc.,  192  Pleasant  St.,  Watertown, 
Mass. 

Beck's,  Inc.,  298-300  E.  Fifth  St.,  St.  Paul  1,  Minn. 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa 

C  K  Components,  Inc.,  101  Morse  St.,  Newton  58,  Mass. 

Cleveland  Metal  Specialties  Co.,  1783  E.  21st  St., 
Cleveland  14,  Ohio. 

Coils-Electronics  Co.,  2939-49  N.  2nd  St.,  Philadelphia 
33,  Pa 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb.  ADV. 
PG.  194,  195 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG  401. 

Decatur  Electronics  Industries  Corp.,  203  Ornico  Drive, 
Brightwater,  N.  Y. 

DeLuxe  Colls,  Inc.,  Wabash,  Ind. 

Dorsett  Laboratories,  Inc.,  401  E.  Boyd  St.,  Box  862, 
Norman,  Okla. 

Dwyer  Engineering  Co.,  Inc.,  P.  0.  Box  452,  Nashua, 

ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park,  N.  J. 
ADV.  PG  303. 

Electro  Networks,  Inc.,  P.O.  Box  424,  Syracuse,  N.  V. 

ELECTRONIC  PLASTICS  CORP.,  675  Barbey  St.,  Brook¬ 
lyn  7,  N.  Y.  ADV.  PG.  563. 

Electronic  Service  Corp.,  2906  Birch  St.,  Franklin 
Park,  III. 

Emerson  A  Cuming,  Inc.,  869  Washington  St.,  Canton, 
Mass. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa  ADV.  PG.  140,  141. 

First  Electronics  Corp.,  117  Blue  Hill  Ave.,  Boston  19, 
Mass. 

Fisher  Engineering,  Inc.,  2060  U.S.  East,  P.O.  Box  327, 
Huntington,  Ind. 

Hull-Standard  Corp.,  Hatboro,  Pa. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y.  ADV.  PG.  536. 

Jodee  Plastics  Corp.,  3089  Fulton  St.,  Brooklyn  8, 
N.  Y. 

Key  Resistor  Corp.,  321  W.  Redondo  Beach  Blvd.,  Gar¬ 
dena,  Calif. 

New  York  Coil  Co.,  Phoenixvilit  12,  Pa. 

Plastics  A  Electronics  Co.,  Inc.,  P.  0.  Box  38,  Sta¬ 
tion  J,  Buffalo  8,  N.  Y. 

Precision,  Inc.,  730  Lyndale  Ave  ,  N.,  Minneapolis,  Minn. 

Rho  Engineering  Co.,  2242  Sepulveda  Blvd.,  Lot  Angeles 
64,  Calif. 

ROSS  METALS  CO.,  MILTON,  505  Oavitvilit  Rd.,  Oavls- 
villc.  Pa.  ADV.  PG.  472. 

Servo  Recording  Instruments,  Inc.,  407  N.  Maple  Drive, 
Beverly  Hills,  Calif. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0.  Box 
85,  Gardena,  Calif. 

Telectro  Industries  Corp.,  35-16  17th  St.,  Long  Island 
City  1,  N.  Y. 


D-78 


Jun*,  7958-MID-MONTH- ELECTRONICS  BUYERS'  GUIDE 


ELECTRONIC  and  ALLIED  PRODUCTS 


TELERAD  MEG  CORP.,  1440  Broadway,  Ntw  York  18, 
N.  V.  AOV.  PG  J4J,  J44 
Tri-Labs.,  Inc  ,  1050  Second  St.,  Manebtsttr,  N.  H. 
Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Avc.,  Jamaica 
55,  N.  V. 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J 
Universal  Match  Corp.,  Avionici  Dept.,  4407  Cook  Ave., 
St.  Louis  11,  Mo 

UNIWAVE,  INC.,  10^7  Marine  St.,  Farmingdale,  N  V. 
ADV.  PG.  228 

Vector  Associates  Inc.,  1007  Atlantic  Ave.,  Brooklyn  38, 
N  V. 

WALKIRT  CO.,  141  W  Haiel  St  ,  Inglewood  3,  Calif 
AOV.  PG  500 


EMBEDDED  COMPONENTS 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N  J. 

AIRFLYTE  ELECTRONICS  CO.,  515-9  Avenue  "A", 
Bayonne,  N  J.  AOV.  PG  582. 

All-Tronici,  Inc.,  45  Bond  St.,  Westbury,  N.  V. 

Amp,  Inc.,  Chemicals  A  OielKtrio  Oiv.,  155  Park  St., 
Eliiabethtown,  Pa 

Bacon  Industries,  Inc.,  192  Pleasant  St.,  Watertown, 
Mass. 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa.  AOV.  PG  103. 

C  K  Components,  Inc.,  101  Morse  St.,  Newton  58,  Mass. 

Coilcraft,  Inc.,  Cary,  III. 

Crescent  Engineering  A  Research  Co.,  5440  N  Peck 
Rd  ,  El  Monte,  Calif 

DALE  PRODUCTI  INC.,  Bo«  136,  Columbus,  Neb  AOV 
PG  194,  195. 

DAVEN  CO.,  Route  10,  LIv.ngston,  N  J  AOV.  PG  401 

OeLuie  Coils,  Inc.,  Wabash,  Ind 

Oorsett  Laboratories,  Inc.,  401  E.  Boyd  St  ,  Bov  862, 
Norman,  Okla 

Dwyer  Engineering  Co.,  Inc.,  P  0  Bos  452,  Nashua, 

ESC  CORP.,  534  Bergen  B!vd ,  Palisades  Park,  N  J 
AOV  PG  303 

Electro  Networks,  Inc  .  P.  0  Bos  424,  Syracuse,  N  Y 

ELECTRONIC  PLASTICS  CORP.,  675  Barbey  St ,  Brook¬ 
lyn  7,  N  Y  AOV  PG  563 

Electronic  Service  Corp,  2906  Birch  St.,  Franklin 
Park,  lil. 

Emerson  A  Cuming.  Inc ,  869  Washington  St ,  Canton, 
Mats 

ERIE  RESISTOR  CORP.,  Ene  6.  Pa  ADV.  PG.  140, 
141 

First  Electronics  Corp  ,  117  Blue  Hill  Ave.,  Boston  19, 
Matt. 

Fisher  Engineering,  Inc.,  2060  U  S  24  East,  P  0 
Bos  127,  Huntington,  Ind 

Houghton  Laboratories,  Inc.,  322  Houghton  Ave.,  Olean, 
N  Y 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N.  Y  ADV.  PG  536. 

Jodee  Plastics  Co,  3089  Fulton  St.,  Brooklyn  8,  N  Y 

Mlllen  Mfg  Co.,  James,  ISO  Eschange  St.,  Ma'den. 
Mass. 

New  York  Coll  Co.,  Phoenisville  12,  Pa. 

Precision,  Inc.,  730  Lyndale  Ave,  N,  Minneapolis,  Minn 

Rho  Engineering  Co.,  2242  Sepulveda  Blvd.,  Los  Angeles 
64.  Calif 

ROSS  METALS  CO.,  MILTON,  505  Oav.svllle  Rd ,  Oavis- 
ville.  Pa  ADV.  PG.  472 

Sierra  Eiectric  Corp.,  15100  S  Figueroa  St  ,  P  0 
Bos  85,  Gardena,  Calif. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  I,  N  Y 

Tel-Labs ,  Inc.,  1050  Second  St.,  Manchester,  N.  H 

Topper  Mfg  Co,  Inc  147-12  Liberty  Ave,  Jamaica 

35,  N  Y 

Trepac  Corp.  of  America.  1  Eagle  St.,  Englewood,  N.  J. 

UNIWAVE.  INC.,  109  Marine  St  ,  Farmmgdale,  N  Y 
ADV  PG  228 

WALKIRT  CO.,  141  W  Haiel  St.,  Inglewood  3.  Cahf 
AOV  PG  500 

Warren  Transformer  Co,  Inc,  101  Warren  St.,  Tunkhan- 
nock.  Pa 


ENCAPSULATION  SERVICES 

Aerolite  Electronics  Corp.,  2207  Summit  Ave,  Union 
City,  N  J 

AIRFLYTE  ELECTRONICS  CO.,  535-9  Avenue  "A", 
Bayonne,  N  J  AOV  PG  582 

All-Tronics,  Inc,,  45  Bond  St.,  Westbury,  N  Y. 

American  Measurement  A  Control,  Inc.,  240  Calvary  St  , 
Waltham  54,  Mass. 

Amp,  Inc.,  Chemicals  A  Dielectrics  Oiv.,  155  Park  St  , 
Elizabethtown,  Pa 

Applied  Resins  Corp.,  304  Oraton  St.,  Newark  4,  N.  J 

Arles  Laboratories,  Inc.,  45-33  Davis  St.,  Long  Island 
City  1,  N  Y 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N  Y.  AOV.  PG.  476. 

Bacon  Industries,  Inc.,  192  Pleasant  St.,  Watertown, 
Mass 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa.  AOV.  PG.  103. 

Biggs  Co.,  Carl  H.,  2255  Barry  Ave.,  West  Los  Angeles 
64,  Calif. 

BIWAX  CORP.,  1445  Howard  St.,  Skokie,  III.  AOV.  PG 
472. 

Boonton  Molding  Co.,  Boonton,  N.  J. 

C  K  Components,  Inc.,  101  Morse  St.,  Newton  58,  Mass 

Clarostat  Mfg.  Co.,  Inc.,  Dover,  N.  H. 

COTO-COIL  CO.,  INC.,  65  Pavilion  Ave.,  Providence  5, 
R.  I.  AOV  PG  400 


DALE  PRODUCTS,  INC.,  Boa  136,  Columbus,  Neb 
ADV  PG.  194,  195. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J  AOV.  PG  401 
Oe  Luie  Coils,  Inc.,  Wabash,  Ind 
Oorsett  Laboratories  ,Inc.,  401  E.  Boyd  St.,  Boa  862, 
Norman,  Okla. 

Doty  Acoustical  Electronics  Labs.,  Tobyhanna,  Pa. 

Double  *'E"  Products  Co.,  208  Standard  St.,  El 
Segundo,  Calif. 

Dwyer  Engineering  Co.,  Inc.,  Boa  452,  Nashua,  N.  H 
ESC  CORP.,  534  Bergen  Blvd ,  Palisades  Park,  N.  J 
AOV.  PG.  301. 

Electronic  Assembly  Co.,  Inc.,  5  Prescott  St.,  Boston 
19.  Mass 

ELECTRONIC  PLASTICS  CORP.,  675  Barbey  St.,  Brook¬ 
lyn  7.  N  Y.  ADV.  PG  563. 

ElKtronlc  Service  Corp.,  2906  B.rch  St  ,  Franklin  Park, 
III 

Ellanar  Chemical  Co.,  2308  Oakton  St.,  Evanston,  III. 
Emerson  A  Cuming,  Irtc.,  869  Washington  St.,  Canto", 
Mass 

First  Electronics  Corp.,  117  Blue  Hill  Ave.,  Boston  19, 
Mass. 

Fisher  Engineering,  Inc.,  2060  U  S  24  East,  P.  0  Bos 
327,  Huntington  Ind 

FLUOROCARBON  PRODUCTS  INC,  DIV  OF  U  S 
GASKET  CO.,  Camden  1,  N.  J  AOV.  PG  529 
Franklin  Fibre-Lamitea  Corp.,  Wilmington,  Del. 

Furane  Piastics,  Inc.,  4516  Brazil  St.,  Lot  Ange'es  39. 
Calif 

General  Tire  A  Rubber  Co.,  The,  Akron,  Ohio 
Houghton  Laboratories,  Inc.,  322  Houghton  Ave ,  Olean 
N  Y. 

Jodee  Plastics  Co  ,  3089  Fulton  St.,  Brooklyn  8,  N.  Y 
KAHLE  ENGINEERING  CO,  1307  Seventh  St  ,  North 
Bergen,  N  J  AOV.  PG  10,  II 
Key  Resistor  Corp ,  321  W.  Redondo  Beach  Blvd 

Gardena,  Calif 

Leach  Corp.,  Inet  Oiv ,  18415  Susana  Rd  .  Compton 
Calif 

Leonard  Co ,  Inc.,  P  M  .  1061  E.  8  St  ,  Jacksonvil  e 
6,  Fla 

Manger  Electric  Co  ,  Miller  St  .  Stamford  Conn 
Metaplast  Corp.,  Davisville  Rd  at  Pa  Turnpike,  Hat 
boro.  Pa 

Molded  Insulation  Co,  315  E  Price  St  Phladelph'a 

44,  Pa 

NYT  ELECTRONICS,  INC.,  2979  N  Ontario  St  Bur 
bank.  Calif.  ADV  PG.  500 

National  Engineering  Products.  Inc.,  415  Washngton 
Bldg ,  Washington  5,  0  C 
New  York  Coll  Co.,  Phoen  svllle  12.  Pa 
Nopco  Chemical  Co.,  Plastics  Oiv.,  Harnson,  N  J 
Norrich  Plastics  Corp.,  107-109  W.  18th  St  .  New  York 
11,  N.  Y. 

Nureco,  Inc.,  1100  Pontiac  Ave  .  Cranston  10,  R  I 
Ram  Meter,  Inc  ,  1100  Hilton  Rd  ,  Ferpdale,  Detroit  20 
M.ch 

Rho  Engineering  Co  .  2242  Sep  liveda  Bird  ,  Los  Angeles 
64.  Calif. 

Riion  Electronics,  Inc  Silver  Spring.  Md 
ROSS  METALS  CO..  MILTON,  505  Dav.sville  Rd  ,  Dav  s 
vine.  Pa  ADV  PG  472 

Technicraft  Co,  1156  Commonwealth  Ave,  Boston  34, 
Mass 

Telectro  Industries  Corp.,  35-16  37th  St  ,  Long  Island 
City  1,  N  Y 

Telek,  Inc.,  Tele*  Park,  St,  Paul  1.  Minn 
Tel-Labs  ,  Inc  ,  1050  Second  St..  Manchester,  N  H 
Topper  Mfg  Co.,  Inc  ,  147-12  Liberty  Ave  ,  Jamaica  15 
N  V. 

Trepac  Corp  of  America.  1  Engle  St  ,  Englewood,  N.  J 
Twin  City  Metalse.sl  Corp ,  801  S  E  Bth  St.,  Minne¬ 
apolis  14,  Minn 

Unison  Products  Inc.,  Route  46  A  Sikth  St ,  Saddle 
Brook  N.  J 

U  S  Electronics  Corp ,  276  Warren  St,,  Lyndhurst 
N  J 

WALKIRT  CO.,  141  W  Hazel  St.,  Inglewood  1,  Calif 
AOV  PG  500 

WIrco  Electronics.  Inc  9910  R.ish  St  .  El  Mont*  Calif 

ENCAPSUIATORS  OF  PLASTIC  MATERIALS 
See  ENCAPSULATION  SERVICES 

ENCLOSURES 
U*  CABINETS 
HOUSINGS 


ENGRAVING  A  PROEIIING-Servlcoa 

ACKERMAN  ENGRAVERS,  INC.,  458  Broadway.  New 
York,  N  Y.  ADV.  PG.  568 

Acme  Telectronix  Oiv.  of  NEA  Service,  Inc.,  W.  Third 
A  Lakeside,  Cleveland  13,  Ohio. 

Acromark  Co.,  323  Morrell  St.,  Elizabeth  4,  N.  J. 

Airborne  Electronics  Co.,  6813  Troost  Ave.,  North 
Hollywood,  Calif. 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York 
18,  N.  Y. 

Allied  Products  Oiv.,  Hamilton  Watch  Co.,  Lancaster,  Pa 

Apahouser  Corp.,  1312  Boylston  St.,  Boston,  Mass. 

Belock  Instrument  Corp.,  111-01  14th  Avt.,  College 
Point  56,  N.  Y. 

Bolling  Industries,  Inc.,  1117  N.  Main  Ave.,  Scranton 
2,  Pa. 

Buckbee  Mears  Co.,  Toni  Bldg.,  St.  Paul  1,  Minn. 

CANADIAN  RADIUM  A  URANIUM  CORP.,  610  Filth 
Ave.,  New  York  20,  N  Y  AOV.  PG  499 


ESCUTCHEONS 


Cleveland  Metal  Specialties  Co.,  1781  E.  21st  St., 
Cleveland  14,  Ohio. 

Cortland  Industries,  Inc.,  4545  Cortland  St.,  Chicago 
39,  III. 

Diamond-Union  Stamp  Works,  81  Washington  St.,  Boston 
8,  Mass. 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N.  Y. 

ELECTRICAL  INSULATION  CO.,  INC.,  1245  Marconi 
Blvd.,  Copiague,  N.  Y.  AOV.  PG.  584 

Electronic  Control  Systems  D,v.  of  Stromberg-Carlson, 
2231  S  Barrington  Ave.,  Lot  Angeles  64,  Calif. 

Eizee  Metal  Products  Co.,  Inc.,  779  39th  St.,  Brooklyn 
32,  N.  Y. 

Etching  Co.  of  Califxnia,  Q-Cmcjits  O.v  ,  1208  Howard 
St.,  San  Francisco  3,  CaLf. 

Eugene  Engineeritrg  Co.,  Inc.,  1217  Hyde  Pa-k  Ave., 
Hyde  Park  36,  Mass. 

Fort  Hill  Plastic  Letters  Corp.,  40  Ha'over  Si  ,  Boston 

8,  Mass. 

Gurle,,  V/.  A  L.  E.,  514  Fulton  St..  Troy,  N.  Y. 

HAUSSER  A  SON,  C.  A.,  6040  BelAeid  Ave.,  Philadel¬ 
phia  44.  Pa  AOV.  PG.  526. 

Hermes  Plastics,  In:.,  13-19  Un.vers'ty  Place,  New 

York  3,  N.  Y. 

Industrial  Oeve.op'’ eit  Labs,  Inc.,  17  Pol'ock  Ave., 
Jersey  City  5,  N.  J 

Industrial  Engrave-s,  Inc.,  2212  McOona  d  Ave.,  Brook¬ 
lyn  23,  N.  Y. 

Jodee  Plastics  Co.,  3089  Fulton  St.,  B'ook.yn  8,  N.  Y 

Kerreo  Products,  B-jk  228,  Have'oek  St.,  Lincoln,  Neb 

Lacey  Brothers  Etched  Circuits,  117  S  Lombard,  Oak 
Park  III. 

Laminated  Sheet  Products  Corp.,  449  Neponset  St., 

P  0  Bov  390,  No-wood,  Mass. 

f.'aure-,  Inc.,  J  A.,  37-01  31st  St.,  Lor)  Island  City 
1,  N  Y. 

NEW  HERMES  ENGRAVING  MACHINE  CORP.,  13-19 
Unive'S  ty  Place,  New  Yoik  J,  N.  Y  AOV.  PG  565 

Pfleger  Prjdicts,  3901  Vv.  54:h  St.,  Los  Angeles  41, 
Calif. 

Plaste:«  |r;  ,  Pocea .  i,..j 

ROSS  METALS  CO.,  MILTON,  505  Oar  sv  e  Rd  ,  Oav  s- 
v  l.e  Pa.  AOV.  PG.  472. 

Strickla'd  Eng  neer.r  J  Co.,  In;.,  117  Austin  St  ,  New- 
tonv.i.e.  Mass 

Tech"  o-ies,  1"C.,  52  Jacksci  A,?,  Hac.ensa'k,  N.  J. 


ENVIRONMENTAL  TEST  EQUIPMENT 
So*  TEST  EOUIPMENT-Environmenlol 


EQUALIZERS-Audio 
Soo  FIITERS-Equaliior 


ESCUTCHEONS 

Acme  Tool  A  Spec  allies  Co ,  224  N.  Loomis  St., 
Ch -ago  7,  III 

Allmetal  Screw  P-od.icts  Co ,  In.  .  821  Stewart  Ave., 
G.srder  City,  N.  Y. 

Chicago  O  e  Mdd  O.v  of  U.  S  R-bbe-  Co.,  4300  New 
Haven  Ave.,  Fort  Wayne  4,  Ind. 

C'onamf  Inc.,  1747  Grace  St  ,  Ch  cago  13,  III. 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N.  Y. 

Electric  Auto-Lite  Co.,  The,  Chimpian  St.,  Toledo  1, 
Oh  0 

ERIE  RESISTOR  CORP.,  Er.e  6,  Pa.  AOV.  PG.  140, 
141 

Feisenth.il  A  Sons.  Inc.,  G.,  3500  N.  Kedzie,  Chicago 
18,  III. 

Gurley,  W.  A  L.  E.,  514  Fulton  St.,  Tray,  N.  Y. 

Jan  Hardware  Mfg  Co.,  Inc.,  75  N  11th  St.,  Brooklyn 
11  N.  Y. 

Lacey  Brothers  Etched  Circuits,  117  S  Lombard,  Oak 
Park,  III. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Oiv.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Mid-West  Metal  Products  Inc.,  Fairfax  Industrial  Dis¬ 
trict,  Kansas  City  15,  Kan. 

North  Shore  Nameplate.  Inc.,  214-27  Northern  Blvd., 
Bayside  61,  N.  Y. 

Parisian  Novelty  Co.,  3510  S.  Western  Ave.,  Chicago  9, 
III. 

Park  Nameplate  Co.,  Inc.,  34-10  Linden  Place,  Flushing 
54,  N.  Y. 

Paul  A  Beekma.n,  Inc,  1801  Courtlanj  St.,  Philadelphia 
40,  Pa. 

Photo  Chemical  Products,  Inc.,  999A  Stewart  Ave., 
Garden  City,  N.  Y. 

Romar  Plastics,  Inc.,  1309  E.  Ma.n  St.,  St  Charles. 
III. 

ROSS  METALS  CO.,  MILTON,  505  Dav.sville  Rd., 
Davisville,  Pa  AOV.  PG.  472 

Swenson  Co.,  Inc.,  V.  H.,  552  Elm  St..  Arlington,  N.  J 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y 

Unisco,  Inc.,  1061  Linden  Ave.,  Ridgefield,  N.  J 

Waldom  Electronics,  Inc.,  4625  W  53rd  St.,  Chicago 
32,  III. 


ETCHED  CIRCUIT  BOARDS- Copper-Clod 
Soe  BOARDS— Etched  Circuit,  Copper-Clad 


ETCHED  CIRCUITS 

See  CIRCUITS— Printed,  Stamped  or  Etched 
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EYELETS 


1958-1959  LISTINGS  of 


EXTRUDERS  OF  PLAniC  MATERIALS 

sm  insulation  parts 

Plottic  Insulation  Parts— Exinidod 
FABRICATORS  OF  PLASTIC  MATERIALS 
Son  INSULATION  PARTS 

Plastic  Insulation  Ports— Fobricotod 


EYELETS 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee  Rd. 
&  Manufacturers  Rd.,  Chattanooga  5,  Tenn.  ADV.  PG. 
237. 

Ballou  &  Co.,  Inc.,  B.  A.,  61  Peck  St.,  Providence, 
R.  1. 

Barwood  Mfg.  Co.,  Inc.,  L.  J.,  22  Williams  St.,  Everett 
49,  Mass. 

Chase  Brass  A  Copper  Co.,  Inc.,  236  Grand  St.,  Water¬ 
bury  20,  Conn. 

CIRCON  COMPONENT  CO.,  Santa  Barbara  Municipal 
Airport,  Goleta,  Calif.  ADV.  PG.  526. 

Eyelet  Tool  Co.,  Inc.,  236  Broadway,  Cambridge  42, 
Mass. 

FEDERAL  SCREW  PRODUCTS,  INC.,  3917  N.  Kedzie 
Ave.,  Chicago  18,  III.  ADV.  PG.  508. 

Felt  Products  Mfg.  Co.,  7450  N.  McCormick  Blvd., 
Skokie,  111. 

Goe  Engineering  Co.,  219  S.  Mednik  Ave.,  Los  Angeles 
22,  Calif. 

HK  Metal  Craft  Mfg.  Corp.,  3775  Tenth  Ave.,  New  York 
34,  N.  V. 

JOHNSON  A  HOFFMAN  MFG.  CORP.,  31  E.  Second  St., 
Mineola,  N.  Y.  AOV.  PG.  242. 

Metpro,  Inc.,  R.  I.,  230  Toronto  Ave.,  Providence,  R.  I. 

P-M  Nut  Division  of  Waterbury  Press^  Metal  Co.,  300 
Chase  Ave.,  Waterbury,  Conn. 

Revere  Copper  A  Brass,  Inc.,  230  Park  Ave.,  New  York 
17,  N.  Y. 

Segal,  Edward,  72  Spring  St.,  New  York  12,  N.  Y. 

Staver  Co.,  Inc.,  The,  41  N.  Saxon  Ave.,  Bay  Shore, 
N.  Y. 

Stimpson  Co.,  Inc.,  Edwin  B.,  74  Franklin  Ave.,  Brook¬ 
lyn  5,  N.  Y. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV., 
Warren,  Pa.  ADV.  PG.  632. 

Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J. 

UNITED-CARR  FASTENER  CORP.,  Cambridge  42,  Mass. 
ADV.  PG.  78. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

United  Shoe  Machinery  Corp.,  140  Federal  St.,  Boston 
7,  Mass. 

Vector  Electronic  Co.,  1100  Flower  St.,  Glendale  1, 
Calif. 

Volkert  Stampings,  Inc.,  222-34  96th  Ave.,  Queens  Vil¬ 
lage  29,  N.  Y. 

Waterbury  Companies,  Inc.,  Waterbury  20,  Conn. 

FABRIC 

See  INSULATION  MATERIALS 

F  ACEP  LATES-Tofevieion 

Crystal-X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2,  Pa. 

Lancaster  Glass  Corp.,  Lancaster,  Ohio. 

Martin  Co,  Inc.,  Rodman  H.,  Electronics  Div.,  .tOO  W. 
Oak  St.,  Norristown,  Pa. 

Unisco,  Inc.,  1061  Linden  Ave.,  Ridgefield,  N.  J. 

Waldom  Electronics,  Inc.,  4625  W.  53rd  St.,  Chicago  32, 
III. 

Westlake  Plastics  Co.,  133  W.  Lenni  Rd.,  Lenni  Mills, 
Pa. 

Zenith  Optical  Laboratory,  1940  Great  Neck  Rd., 
Copiague,  N.  Y. 


FACSIMILE 

See  RECORDERS-Facsimilu 

FACSIMILE  RECORDINO  PAPERS 
See  RECORDERS-Facsimilu 

FANS— Cooling 

See  BLOWERS-Smoll 

FASTENERS  A  FASTENING  DEVICES 

Ackerman-Johnson  Co.,  625  W.  Jackson  Blvd.,  Chicago  6, 
III. 

Aerotron  Supply  Co.,  8504  S.  Normandie  Ave.,  Los 
Angeles  44,  Calif. 

Aircraft  Radio  Corp.,  Boonton,  N.  J. 

ALOEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton  64, 
Mass.  AOV.  PG.  472. 

Allen  Mfg.  Co.,  133  Sheldon  St.,  Hartford  2,  Conn. 
Aluminum  Co.  of  America,  Alcoa  Bldg.,  Pittsburgh  19, 
Pa. 

Allmetal  Screw  Products  Co.,  Inc.,  821  Stewart  Ave., 
Garden  City,  N.  Y. 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

American  Screw  Co.,  Willimantic,  Conn. 

Anti-Corrosive  Metal  Products  Co.,  Castleton-on-Hudson, 
N.  Y. 

Blake  &  Johnson  Co.,  1495  Thomaston  Ave.,  Waterville 
48,  Conn. 


BOOTS  AIRCRAFT  NUT  CORP.,  Newtown  Turnpike, 
Norwalk,  Conn.  ADV.  PG.  533. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Camcar  Screw  &  Mfg.  Co.,  Div.  of  Textron  Industries, 
Inc.,  600  Eighteenth  Ave.,  Rockford,  III. 

Camloc  Fastener  Corp.,  22  Spring  Valley  Rd.,  Paramus, 

Central  Screw  Co.,  1501  Shields  Ave.,  Chicago  9,  III. 

Chase  Brass  &  Copper  Co.,  Inc.,  236  Grand  St.,  Water¬ 
bury  20,  Conn. 

Chicago  Expansion  Bolt  Co.,  1338  W.  Concord  Place, 
Chicago  22,  III. 

Chicago  Rivet  &  Machine  Co.,  Bellwood,  III. 

CINCH  MFG.  CO.,  1026  S.  Homan  Ave.,  Chicago  24, 
III.  ADV.  PG.  438,  439. 

CIRCON  COMPONENT  CO.,  Santa  Barbara  Municipal 
Airport,  Goleta,  Calif.  AOV.  PG.  526. 

DIMCO-GRAY  CO.,  207  E.  Sixth  St.,  Dayton,  Ohio. 
ADV.  PG.  414. 

Ozus  Fastener  Co.,  Inc.,  Box  185,  Babylon,  N.  Y. 

Elastic  Stop  Nut  Corp.,  2330  Vauxhall  Rd.,  Union, 
N.  J. 

Eyelet  Tool  Co.,  Inc.,  236  Broadway,  Cambridge  42, 
Mass. 

Fasteners,  Inc.,  198  Columbus  Ave.,  Pittsfield,  Mass. 

Fastex  Div.  of  Illinois  Tool  Works,  195  Algonquin  Rd., 
Des  Plaines,  III. 

FEDERAL  SCREW  PRODUCTS,  INC.,  3917  N.  Kedzie 
Ave.,  Chicago  18,  III.  ADV.  PG.  508. 

Felt  Products  Mfg.  Co.,  7450  N.  McCormick  Blvd., 
Skokie,  III. 

General  American  Transportation  Corp.,  Kanigen  Div., 
135  S.  LaSalle  St.,  Chicago,  III. 

General  Tire  &  Rubber  Co.,  Akron,  Ohio. 

Goodrich  Aviation  Products,  B.  F.,  Div.  of  B.  F.  Goodrich 
Co.,  Akron,  Ohio. 

Greer  Stop  Nut  Co.,  2620  W.  Fluornoy  St.,  Chicago  12, 
III. 

Gries  Reproducer  Corp.,  151  Beechwood  St.,  New  Rochelle, 
N.  Y. 

Groov-Pin  Corp.,  1125  Hendricks  Causeway,  Ridgefield, 
N.  J. 

Harper  Co.,  H.  M.,  8200  Lehigh  Ave.,  Morton  Grove,  III. 

Hassell,  Inc.,  John,  P.  0.  Box  2242,  Westbury,  N.  Y. 

Hell-Coil  Corp.,  Shelter  Rock  Rd.,  Danbury,  Conn. 

High  Speed  Hammer  Co.,  Rochester,  N.  Y. 

Holub  Industries,  Inc.,  414  OeKalb  Ave.,  Sycamore,  III. 

Huck  Mfg.  Co.,  2480  Bellevue  Ave.,  Detroit  7,  Mich. 

Irwin  Products  Co.,  4937  N.  Damen,  Chicago  25,  III. 

Jacobson  Nut  Mfg.  Corp.,  Market  St.,  Kenilworth  2, 
N.  J. 

Keystone  Electronics  Corp.,  49  Bleecker  St.,  New  York  12, 
N.  Y. 

Lamson  &  Sessions  Co.,  The,  5000  Tiedeman  Rd., 

Cleveland  9,  Ohio. 

Lion  Fastener,  Inc.,  c/o  Southco,  Lester,  Pa. 

Litton  Industries,  Components  Div.,  5873  Rodeo  Rd., 
Los  Angeles  16,  Calif. 

Mercury  Air  Parts  Co.,  3826  Willat  Ave.,  Box  135, 
Culver  City,  Calif. 

Moran  Co.,  115  Main  St.,  El  Segundo,  Calif. 

MORRIS  Co.,  J.  I.,  376  Elm  St.,  Southbridge,  Mass. 
ADV.  PG  456. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 

National  ^rew  &  Mfg  Co.,  The,  Cleveland  4,  Ohio. 

NIELSEN  HARDWARE  CORP.,  770  Wethersfield  Ave., 
Hartford  14,  Conn.  ADV.  PG.  579. 

Nylok  Corp.,  The,  611  Industrial  Ave.,  Paramus,  N  J. 

P-W  Industries,  Inc.,  Duncan  &  Melrose  Sts.,  Philadel¬ 
phia  24,  Pa. 

Palnut  Co.,  The,  77  Glen  Rd.,  Mountainside,  N.  J. 

Parker-Kalon  Division  of  General  American  Transporta¬ 
tion  Corp.,  Clifton,  N.  J. 

Penn  Engineering  &  Mfg.  Corp.,  Box  311,  Doylestown, 
Pa. 

Pheoll  Mfg.  Co.,  5700  Roosevelt  Rd.,  Chicago  50,  III. 

Prestole  Corp.,  1345  Miami  St.,  Toledo,  Ohio. 

Rosan  Inc.,  2901  West  Coast  Highway,  Newport  Beach, 
Calif. 

Russell,  Burdsall  &  Ward  Bolt  &  Nut  Co.,  Port  Chester, 
N.  Y. 

Set  Screw  Mfg.  Co.,  470  Main  St.,  Bartlett,  III. 

Shakeproof,  Div.  of  Illinois  Tool  Works,  St.  Charles  Rd., 
Elgin,  III. 

Simmonds  Aerocessories,  Inc.,  Tarrytown,  N  Y 

Simmons  Fastener  Corp.,  1752  N.  Broadway,  Albany  1, 
N.  Y. 

Southco  Division,  South  Chester  Corp.,  233  Industrial 
Highway,  Lester,  Pa. 

Standard  Pressed  Steel  Co.,  Box  775,  Jenkintown,  Pa. 

Standard  Screw  Co.,  (Chicago,  HMS,  &  Western  Divs.), 
2801  Washington  Blvd  ,  Bellwood,  III. 

STAR  EXPANSION  PRODUCTS  DIV.  OF  STAR  PRECI¬ 
SION  DEVICES,  INC.,  P.  0.  Box  108,  Mountainville, 
N.  Y.  AOV.  PG.  506. 

Star  Stainless  Screw  Co.,  655  Union  Blvd.,  Totowa,  N.  J. 

Stimpson  Co.,  Inc.,  Edwin  B.,  74  Franklin  Ave.,  Brooklyn 
5,  N.  Y. 

Stone  City  Machine  &  Tool  Co.,  Inc.,  1206  Seventh  St., 
P.  0.  Box  351,  Bedford,  Ind. 

Thompson-Bremer  &  Co.,  228  N.  LaSalle  St.,  Chicago, 
III. 

Tinnerman  Products,  Inc.,  P.  0.  Box  6688,  Dept.  No.  16, 
Cleveland  1,  Ohio. 

Torrington  Co.,  59  Field  St.,  Torrington,  Conn. 

Tubular  Rivet  &  Stud  Co.,  Weston  Ave.,  Wollaston 
(Quincy)  70,  Mass. 

UNITED-CARR  FASTENER  CORP.,  Cambridge  42,  Mass. 
AOV.  PG.  78. 

United  Mineral  &  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 


United  Screw  &  Bolt  Corp.,  2513  W.  Cullerton  St., 
Chicago  8,  III. 

VIbrex  Fastener  Corp.,  Mount  Kisco,  N.  V. 

Waldes  Kohinoor  Inc.,  47-16  Austel  Place,  Long  Island 
City  1,  N.  Y. 

Waldom  Electronics,  Inc.,  4625  W.  53rd  St.,  Chicago  32, 
III. 

WalKO  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 

WENCO  MFG.  CO.,  1133  W.  Hubbard  St.,  Chicago  22, 
III.  AOV.  PG.  533. 


FELT  A  FELT  PARTS 

Aetna  Felt  Co.,  Inc.,  204  Centre  St.,  New  York  13, 
N.  Y. 

AMERICAN  FELT  CO.,  Glenville,  Conn.  ADV.  PG.  494. 

Armstrortg  Cork  Co.,  Lancaster,  Pa. 

Auburn  Mfg.  Co.,  The,  Pease  Ave.  A  Stack  St., 
Middletown,  Conn. 

Bestcraft  Products  Co.,  Inc.,  626  Broadway,  New  York, 
N.  Y. 

Boston  Felt  Co.,  210  South  St.,  Boston  11,  Mass. 

Brady  Co.,  W.  H.  727  W.  Glendale  Ave.,  Milwaukee  12, 
Wis. 

Continental  Felt  Co.,  22  W.  ISth  St.,  New  York  11, 
N.  Y. 

Felt  Products  Mfg.  Co.,  7450  N.  McCormick  Blvd., 
Skokie,  III. 

Felters  Co.,  210  South  St.,  Boston,  Mast. 

Mechanical  Felt  A  Textiles  Co.,  SO  W.  18th  St., 
Weehawken,  N.  J. 

National  Felt  Co.,  76  Summer  St.,  Boston  10,  Mast. 

Standard  Felt  Co.,  29  S.  Palm  Ave.,  Alhambra,  Calif. 

Supreme  Industrial  Products  Co.,  367  N.  Karlov  Ave., 
Chicago  24,  III. 

Western  Felt  Works,  4029  Ogden  Ave.,  Chicago,  III. 


FERRITES 

Aerovox  Corp  ,  740  Belleville  Ave.,  New  Bedford,  Mast. 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave  ,  Milwaukee 
4,  Wit.  AOV.  PG.  421. 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd.  A  Manufacturers  Rd.,  Chattanooga  5,  Tenn.  ADV. 
PG.  237. 

Cascade  Research  Div.  of  Mongram  Precision  Industries, 
Inc.,  53  Victory  Lane,  Los  Gatos,  Calif. 

CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W.  Oliver 
Bldg.,  P.  0.  Box  2518,  Pittsburgh  30,  PA  AOV.  PG. 
135. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

Falr-Rlte  Products  Corp.,  Wallkill,  N.  Y. 

Farnsworth  Electronics  Co.,  Div.  of  ITAT,  3700  E. 
Pontiac  St.,  Fort  Wayne  1,  Ind. 

Ferricore  Inc.,  250  South  St.,  Newark  5,  N.  J. 

FERROXCUBE  CORP.  OF  AMERICA,  125  E.  Bridge  St., 
Saugerties,  N.  Y.  ADV.  PG.  397. 

GENERAL  CERAMICS  CORP.,  Keasbey,  N.  J.  ADV.  PG. 
133. 

General  Electric  Co.,  Specialty  Electronic  Components 
Dept  ,  W  Genessee  St.,  Autnirn,  N.  Y. 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  AOV.  PG.  328 

Linde  Co.,  Div.  of  Union  Carbide  Corp.,  30  E.  42nd 
St.,  New  York  17,  N  Y. 

MICROWAVE  CHEMICALS  LABORATORY,  INC.,  282 
Seventh  Ave,  New  York  1,  N.  Y.  AOV.  PG.  416. 

NATIONAL  MOLDITE  CO.,  250  South  St.,  Newark  5, 
N.  J.  ADV.  PG.  335. 

Quartzite  Processing,  Inc.,  197  Chelsea  St.,  Everett, 
Mass 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE  DIV., 
415  S.  Fifth  St.,  Harrison,  N  J.  AOV.  PG.  440,  441, 
Third  A  Fourth  Covers  A  Preceding  Insert. 

Rantec  Corp  ,  P.  0.  Box  18,  Calabasas  Calif 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV  , 
Waltham  54,  Mass.  AOV  PG.  428,  429 

RAYTHEON  MFG  CO.,  SPECIAL  MICROWAVE  DEVICE 
GROUP,  Waltham  54,  Mass  ADV.  PG.  432. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N  Y.  ADV  PG  165 

Stackpole  Carbon  Co.,  St.  Marys,  Pa. 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London  W.C.  2,  England 

Steward  Mfg.  Co.,  D.  M.,  3600  Jerrome  Ave.,  Chat¬ 
tanooga  1,  Tenn. 

Superex  Electronics  Corp.,  4-6  Radford  Place,  Yonkers, 
N.  Y. 

Tethnicraft  Laboratories,  Inc.,  Thomaston-Waterbury  Rd., 
Thomaston,  Conn. 

Thermo  Materials  Inc.,  4040  Campbell  Ave,  Menlo  Park, 
Calif 

L'NIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
ADV  PG.  228 

Yale  A  Towne  Mfg.  Co.,  Powdered  Metal  Products  Div., 
9335  Belmont  Ave.,  Franklin  Park,  III. 


FILMS— Capacifor 

Amp  Inc.,  Chemicals  A  Dielectrics  Div.,  155  Park  St., 
Elizabethtown,  Pa. 

Asheville-Schoonmaker  Mica  Co.,  900  Jefferson  Ave., 
Newport  News,  Va. 

Carmer  Industries  Inc.,  22  N.  26th  St.,  Kenilworth,  N.  J. 

DILECTRIX  CORP.,  Allen  Blvd.,  A  Grand  Ave.,  Farm¬ 
ingdale,  N  Y.  ADV.  PG.  562. 

Ford  Radio  A  Mica  Corp.,  538  63rd  St.,  Brooklyn  20, 
N.  Y. 

Mica  Fabricating  Co.,  53  Central  Ave.,  Rochelle  Park, 
N.  J 

NATVAR  CORP.,  Woodbridge,  N.  J.  AOV.  PG.  443. 


D-80 


June,  )958- MID-MONTH -ELECTRONICS  BUYERS'  GUIDE 


ELECTRONIC  and  ALLIED 


Polyken  Sain  Div.  of  Th*  Kendall  Co.,  309  W.  Jackson 
Blvd  ,  Chicago  6,  III. 

POLVMER  CORPORATION,  THE,  Reading,  Pa.  AOV.  PG. 

196. 

Radiation  Research  Corp.,  1114  First  Aye.,  New  York  21, 
N  V. 

RELIANCE  MICA  CO.,  INC.,  341  39th  St.,  Brooklyn  32, 
N.  Y.  AOV.  PG  384. 

EllMS— PlatNc  fcr  Wound  fnauloHon 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

British  Electronic  Sales  Co.,  Inc.,  Oakland  Garden  Sta., 
Flushing  64,  N.  Y. 

Carmer  Industries,  Inc.,  22  N.  26th  St.,  Kenilworth,  N.  J. 

Celanese  Corp.  of  America,  Plastics  Oiv.,  744  Broad  St., 
Newark  2,  N.  J. 

du  Pont  de  Nemours  &  Co.,  Inc.,  E.  I.,  Wilmington  98, 
Del. 

Enflo  Corp.,  Fellowship  Rd.  &  Route  73,  Maple  Shade, 
N.  J. 

Fluorulon  Laboratories,  Box  305,  Caldwell,  N.  J. 

Joclin  Mfg.  Co  ,  Lufbery  Aye.,  Wallingford,  Conn. 

New  England  Tape  Co.,  Hudson,  Mass. 

Parisian  Novelty  Co.,  3510  S.  Western  Aye.,  Chicago  9, 
III. 

Polyken  Sales  Diy.  of  The  Kendall  Co.,  309  W.  Jackson 
Blyd  Chicago  6,  III 

POLYMER  CORPORATION,  THE,  Reading,  Pa.  AOV.  PG. 

196 

Silicones  Diy.,  A  Diy  of  Union  Carbide  Corp.,  30  E.  42nd 
St.,  New  York  17,  N  Y. 

Sparta  Mfg.  Co.,  Diy.  of  U  S.  Ceramic  Tile  Co.,  Dover, 
Ohio. 

Topper  Mfg  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N  V. 


FILTERS— A  ntenrro 

AIRTRON,  INC  ,  1101  W.  Etiiabeth  Ave.,  Linden,  N.  J 
ADV.  PG  516. 

Alectra  Div.,  Consolidated  Electrodynamics  Corp.,  325 
N  Altadena  Drive,  Pasadena,  Calif. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

American  Electronics  Co.,  1203-05  Bryant  Aye,  New 
York  59,  N  Y 

Amtron  Corp  17  Felton  St,  Waltham,  Mast. 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  19,  III  ADV 
PG  50 

APPLIED  RESEARCH,  INC.,  76  S  Bayles  Ave  ,  Port 
Washington.  N  Y  ADV.  PG.  566 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts  ,  Bristol, 
Pa  AOV  PG.  101 

BIRD  ELECTRONIC  CORP.,  1800  E.  lath  St.,  Cleveland 
14,  Ohio  AOV.  PG  47. 

Brach  Olv.,  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Aye  ,  Garden  City,  N  Y 

BURNELL  &  CO.,  INC.,  10  Pelham  Parkway,  Pelham, 
N  Y.  AOV.  PG  70,  71. 

CG  Electronics  Div.  of  Giilton  Industries,  Inc,  305  Dallas 
St.,  N.E.,  Albuquerque,  N.  M, 

Caddetl-Burns  Mfg  Co.,  Inc.,  40  E.  Second  St.,  Mmeola, 
N  Y. 

Channel  Master  Co.,  Ellenville,  N  Y 

Coil  Winders,  Inc.,  100  New  York  Ave.,  Westbury,  N.  Y. 

Coilcraft,  Inc.,  Cary,  Ind 

Defiance  Engineering  &  Microwave  Corp,  Box  488, 
Beverly  Airport.  Beverly  Mast 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG.  204-207. 

Dielectric  Products  Engineering  Co.,  Inc.  Raymond, 
Maine. 

Electronic  Specialty  Co,  5121  San  Fernando  Rd.,  Los 
Angeles  39,  Calif. 

Electronic  Transformer  Co.,  70  Washington  St.,  Brook¬ 
lyn  1,  N  Y. 

Entron,  Inc.,  4902  Lawrence  St.,  Bladensburg,  Md. 

F-R  MACHINE  WORKS,  INC,  26-12  Borough  Place, 
Woodside  77,  N  Y.  AOV.  PG.  149-152. 

Filtron  Co,  Inc.,  The,  111-15  Fowler  Aye.,  Flushing, 
N.  V. 

Gonset  Div.,  Young  Spring  &  Wire  Corp.,  801  S.  Main 
St.,  Burbank,  Calif. 

Grallen  Electronic  Div.  of  Clegg,  Inc.,  Hanover  A  Ridge- 
dale  Ayes.,  Morristown,  N.  J. 

Guthm-sn  Div  of  Essex  Wire  Corp.,  3443  Addison  St., 
Chicago  18,  III. 

Houlihan  Co.,  T.  J.,  2508-14  W.  Lawrence  A/e.,  Chicago 
25.  Ill 

HYCON  EASTERN,  INC.,  75  Cambridge  Parkway,  Cam¬ 
bridge,  Mass  ADV  PG.  291 

Interference  Measurement  Lab.,  901  E.  51tt  St.,  Brook¬ 
lyn  N  V 

J-V-M  MICROWAVE  CO.,  4633  S  Lawndale  Aye  ,  Lyons, 
III  AOV.  PG.  174 

JERROLD  ELECTRONICS  CORP.,  ISih  &  Lehigh,  Phila¬ 
delphia  32,  Pa  ADV  PG.  342. 

Johnson  Co.,  E.  F.  Waseca,  Minn 

KEARFOTT  CO.,  INC,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  ADV.  PG.  328. 

Leonard  Electric  Products  Co.,  Inc.,  67  Thirty  Fourth 
St.,  Brooklyn  32,  N.  Y. 

Mag-Electric  Products,  Inc.,  12822  Yukon  Ave,  Haw¬ 
thorne,  Calif. 

Meridian  Metalcraft,  Inc.,  8739  S.  Millerg-ove  Drive, 
Whittier,  Calif 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J.  ADV. 
PG  519 

MICROPHASE  CORP.,  P.  0  Box  1166,  Greenwich, 
Conn.  ADV.  PG.  455. 

Miller  Co.,  J.  W.,  5917  S.  Main  St.,  Los  Angeles  3, 
Calif. 


PRODUCTS 


NORTH  HILLS  ELECTRIC  CO.,  INC.,  402  Sagamore 
Ave.,  Mineola,  N.  Y.  ADV.  PG.  533,  548. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 

ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 
N.  J.  ADV  PG.  337. 

Spencer-Kennedy  Labs.,  Inc.,  1318  Soldiers  Field  Rd., 
Boston  35,  Mass. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass. 

Superex  Electronics  Corp.,  4-6  Radford  Place,  Yonkers, 
N.  Y. 

Tele  Coil  Co.,  Inc.,  2733  Saunders  St.,  Camden  5, 
N.  J 

TOBE  DEUTSCHMANN  CORP.,  921  Providence  Highway, 
Norwood,  Mass.  ADV.  PG.  173. 

U.  S.  Electronics  Corp.,  276  Warren  St.,  Lyndhurst, 
N  J. 

Vanguard  Electronics  Co.,  3384  Motor  Ave.,  Los  Angeles 
34,  Calif 

Victor  R  F.  A  Microwave  Co.,  36  W.  Water  St.,  Wake¬ 
field,  Mass 

Vidaire  Electronics  Mfg.  Corp.,  576  W.  Merrick  Rd., 
Lynbrook,  N.  Y. 

Waveguide,  Inc.,  P.  0.  Box  486,  14845  Oxnard  St., 
Van  Nuys,  Calif. 


FILTERS— Bond  tiiminatien 

Airdesign,  Inc.,  241  Fairfield  Ave.,  Upper  Darby,  Pa. 

Alectra  Oiv.,  Consolidated  Electrodynamics  Corp.,  325 
N  Altadena  Drive,  Pasadena,  Calif. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

American  Electronics  Co.,  1203-05  Bryant  Ave.,  New 
York  59,  N  Y 

APPLIED  RESEARCH,  INC.,  76  S.  Bayles  Ave.,  Port 
Washington,  N.  Y.  ADV.  PG.  566. 

ASTRON  CORP.,  255  Grant  Ave.,  East  Newark,  N  J. 
AOV  PG.  Ill 

Audio  Development  Co,  2833  13th  Ave.,  S.  Minneapolis 
7,  Minn. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N  J 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa  AOV  PG  103 

BIRO  ELECTRONIC  CORP.,  1800  E.  30th  St.,  Cleveland 
14  iihio.  AOV  PG  47. 

BURNELL  A  CO.,  INC.,  10  Pelham  Parkway,  Pelham, 

N  Y.  AOV.  PG.  70,  71. 

CG  Electronics  Oix  of  Gulton  Industries,  Inc.,  305 
Dallas  St.,  N  E.,  Albuquerque,  N.  M 

Caddell-Burns  Mfg  Co.,  Inc.,  40  E  Second  St  ,  Mineola, 

N  Y 

CALEDONIA  ELECTRONICS  A  TRANSFORMER  CO., 

Caledonia,  N  Y  ADV  PG  233 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 

Cambridge  38,  Mass  ADV.  PG  74 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P  0.  Box  555,  Mahwah,  N  J.  ADV.  PG.  352, 
353,  372. 

Chicago  Electronic  Engineering  Co.,  3223  W.  Armitage 
Ave  Chicago  47  III. 

CHICAGO  MAGNETIC  CONTROL  CO.,  1616  Damon  Ave., 
Chicago.  III.  ADV.  PG.  541. 

Cinema  Engineering  Div.,  Aerovox  Corp.,  1100  Chestnut 
St  ,  Burbank,  Calif. 

Coast  Coil  Co.,  5333  W  Washington  Blvd.,  Los  Angeles 
16.  Calif. 

Coll  Winders,  Inc.,  100  New  York  Ave.,  Westbury,  N  Y. 

Columbus  Electronics  Corp.,  1010  Saw  Mill  River  Rd , 
Yonkers  N  Y. 

COMMUNICATION  ACCESSORIES  CO.,  U  S  Highway 
50  A  71  By-Pass,  Lee's  Summit,  Mo.  AOV  PG. 
249-252 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena  Calif 

CORNELL-OUBILIER  ELECTRIC  CORP.,  South  Plainfield, 
N.  J.  ADV.  PG.  419. 

OAR,  LTD.,  402  F.  Gutierrez  St.,  P.  0.  Box  1500, 
Santa  Barbara,  Calif.  ADV.  PG  556. 

DX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave.,  Chl- 
c.sgo  47,  III. 

DAVEN  CO.,  Route  10  Livingston,  N  J.  AOV.  PG.  401. 

DeCOURSEY  ENGINEERING  LAB..  11828  W  Jefferson 
Blvd.,  Culver  City,  Calif  AOV.  PG.  228. 

Defiance  Engineering  A  Microwave  Corp.,  Box  488, 
Beverly  Airport,  Beverly,  Mass 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave,  Wakefield,  Mass.  ADV.  PG  204-207, 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine 

DIETZ  DESIGN  A  MFG.  CO.,  Grandview  6,  Mo.  AOV. 
PG  525. 

Diibrow  Development  Co.,  235B  Penn  St.,  Burlington, 
N.  J 

Electro  Networks,  Inc.  P.  0.  Box  424,  Syracuse,  N  Y. 

Electronic  Specialty  Co.,  5121  San  Fernando  Rd.,  Los 
Angeles  39,  Calif. 

Electronic  Transformer  Co.,  70  Washington  St.,  Brooklyn 
1,  N.  Y 

Entron,  Inc,  4902  LawrerKe  St.,  Bladensburg,  Md. 

Filtron  Co.,  Inc.,  The,  131-15  Fowier  Ave.,  Flushing, 
N  Y 

Foster  Transformer  Co.,  3820  Colerain  Ave.,  Cincinnati 
23.  Ohio 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N  Y.  ADV.  PG.  24. 

FUGLE-MILLER  LABS.,  INC.,  301  Central  Ave.,  Clark, 
N.  J.  ADV.  PG.  535. 

Grallen  Electronic  Div.  of  Clegg,  Inc.,  Hanover  A  Ridge- 
dale  Avrs ,  Morristown,  N  J. 


FILTERS 


HERMETIC  SEAL  TRANSFORMER  CO.,  P  O.  Box  277, 
Garland,  Texas.  AOV.  PG.  176,  177. 

Highland  Engineering  Co.,  91  Magnolia  St.,  Westbury, 

N  Y 

HYCON  EASTERN,  INC.,  75  Cambridge  Parkway,  Cam¬ 
bridge,  Mass  AOV  PG  291. 

INDUSTRIAL  TRANSFORMER  CORP.,  Gouldsboro,  Pa. 
AOV.  PG.  434,  435. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N,  Y.  ADV.  PG.  536. 

Interference  Measurement  Lab.,  901  E.  51st  St.,  Brook¬ 
lyn,  N.  Y 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  ADV.  PG.  174. 

Leonard  Electric  Products  Co.,  Inc.,  67  Thirty  Fourth 
St.,  Brooklyn  32,  N.  Y. 

Lesa,  Via  Bergamo  21,  Milan,  Italy. 

LING  ELECTRONICS,  9937  W.  Jefferson  Blvd.,  Culver 
City,  Calif.  ADV.  PG.  487. 

Lynch  Carrier  Systems,  Inc.,  695  Bryant  St.,  San  Fran¬ 
cisco  7,  Calif. 

Mandrel  Industries,  Inc.,  Industrial  Instruments  Div., 
5134  Glenmont  Drive,  Houston,  Texas. 

Meridian  Metalcraft,  Inc.,  8739  S.  Mlllergrove  Drive, 
Whittier,  Calif. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J.  ADV. 
PG  519 

MICROPHASE  CORP.,  P.  0.  Box  1166,  Greenwich,  Conn. 
AOV  PG.  455. 

MICROTRAN  CO.,  INC.,  145  E.  Mineola  Ave,  Valley 
Stream,  N.  Y.  ADV.  PG.  436,  437. 

Miller  Co.,  J.  W.,  5917  S.  Main  St.,  Los  Angeles  3, 
Calif 

Minitran  Corp.,  5  Oliver  St.,  Newark  2,  N.  J. 

NYT  ELECTRONICS,  INC.,  2979  N  Ontario  St.,  Burbank, 
Calif  AOV.  PG.  500 

NORTH  HILLS  ELECTRIC  CO.,  INC.,  402  Sagamore  Ave., 
Mineola,  N  Y  AOV.  PG.  533,  548 

ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 
N.  J.  ADV.  PG.  337. 

Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridgeport, 
Penna 

Potter  Co  ,  The,  1950  Sheridan  Rd.,  North  Chicago,  III. 

RADIO  FREQUENCY  LABS.,  INC.,  Boonton  2,  N.  J. 
AOV.  PG.  399. 

Rytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North  Holly¬ 
wood,  Calif. 

Sage-Craft,  Inc.,  Norwich,  N.  Y. 

San  Fernando  Electric  Mfg.  Co.,  1509  First  St.,  San 
Fernando,  Calif. 

Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif. 

Sickles,  F.  W,  Div.  General  Instrument  Corp.,  165 
Front  St.,  Chicopee,  Mass. 

SperKer-Kennedy  Labs.,  Inc.,  1318  Soldiers  Field  Rd., 
Boston  35,  Mass. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass. 

Tele  Coil  Co  Inc  ,  2733  Saunders  St.,  Camden  5,  N.  J. 

TELECHROME  MFG.  CORP.,  28  Ramck  Drive,  Amityville, 
N.  Y.  AOV.  PG.  323. 

Tensor  Electric  Development  Co.,  Centroid  Div.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y. 

Thermador  Electric  Mfg.  Co.,  5215  S.  Boyle  Ave.,  Los 
Angeles  58.  Calif 

TOBE  DEUTSCHMANN  CORP.,  921  Providence  Highway, 
Norwood,  Mass  AOV.  PG.  173. 

Torotel,  Inc,  5512  E  110th  St.,  Kansas  City  34,  Mo. 

TRANSFORMERS,  INC.,  200  Stage  Rd.,  Vestal,  N.  Y. 
ADV  PG  391-393 

UNITED  TRANSFORMER  CORP.,  ISO  Varick  St.,  New 
York  13,  N  Y  AOV.  PG.  Second  Cover. 

Vanguard  Electronics  Co,  3384  Motor  Ave.,  Los 
Angeles  34,  Calif 

Westinghouse  Electric  Corp  ,  P  0.  Box  868,  Pittsburgh 
30  Pa 

WHITE  INSTRUMENT  LABORATORIES,  Box  9006, 
All,indale  Station,  Austin  17,  Texas.  ADV.  PG.  539. 


FIITERS-Bond  Pois 

Adler  Electronics,  Inc.,  1  LeFevre  Lane,  New  Rochelle, 
N.  Y. 

Airdesign,  Inc.,  241  Fairfield  Ave.,  Upper  Darby,  Pa. 
Alectra  Div.,  Consolidated  Electrodynamics  Corp.,  325 
N.  Altadena  Drive,  Pasadena,  Calif. 

Allison  Laboratories,  Inc.,  14185  Skyline  Drive,  Puente, 
Calif. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St., 

Philadelphia  6,  Pa. 

American  Electronics  Co.,  1203-05  Bryant  Ave.,  New 

York  59,  N.  Y 

American  Research  &  Mfg.  Corp.,  920  Halpine  Ave , 

Rockville.  Md 

Amtron  Corp.,  17  Felton  St.,  Waltham,  Mass 
APPLIED  RESEARCH,  INC.,  76  S.  Bayles  Ave,  Port 

Washington.  N.  Y  ADV.  PG.  566. 

ASTRON  CORP.,  255  Grant  Ave.,  East  Newark,  N.  J. 
AOV.  PG.  Ill 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Roxbury, 
Mass.  ADV.  PG.  575. 

Audio  Development  Co.,  2833  13th  Ave.,  S.,  Minne¬ 
apolis  7,  Minn 

AUTOMATIC  METAL  PRODUCTS  CORP.,  315  Berry  St., 
Brooklyn  11,  N.  Y.  ADV.  PG.  500. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J 

BARKER  &  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa.  ADV  PG.  103. 

Bendix  Aviation  Corp.,  Pacific  Div.,  11600  Sherman 
Way  North  Hollywood,  Calif. 

BIRD  ELECTRONIC  CORP.,  1800  E.  38th  St.,  Cleveland 

14,  Ohio  AOV.  PG.  47 
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Brubaker  Mfg.  Co.,  Inc.,  9151  Exposition  Drive,  Los 
Anoelei  34,  Calif. 

BULOVA  WATCH  CO.,  INC.,ELECTRONICS  DIV.,  40-06 
62nd  St.,  Woodside  77,  N.  V.  AOV.  PG.  550. 

BURNELL  &  CO.,  INC.,  10  Pelham  Parkway,  Pelham, 

N.  Y.  AOV.  PG.  70,  71. 

CG  Electronics  Div.  of  Gulton  Industries,  Inc.,  305 
Dallas  St.,  N.E.,  Albuquerque,  N.  M. 

Caddell-Burns  Mfg.  Co.,  Inc.,  40  E.  Second  St.,  Mineola, 

N.  Y. 

CALEDONIA  ELECTRONICS  &  TRANSFORMER  CO., 
Caledonia,  N.  Y.  ADV.  PG.  233. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Cambridge  38,  Mass.  AOV.  PG.  74. 

CARAD  CORP.,  2850  Bay  Rd.,  Redwood  City,  Calif. 
ADV.  PG.  448. 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.O.  Box  555,  Mahwah,  N.  J.  AOV.  PG.  352, 
353,  372. 

Channel  Master  Co.,  EHenvilit,  N.  Y, 

Chicago  Electronic  Engineering  Co.,  3223  W.  Armitage 
Ave.,  Chicago  47,  III. 

CHICAGO  MAGNETIC  CONTROL  CO.,  1616  Damon  Ave., 
Chicago,  III.  ADV.  PG.  541. 

CHICAGO  STANDARD  TRANSFORMER  CORP.,  3501  W. 

Addison  St.,  Chicago  18,  III.  ADV.  PG.  226,  227. 
Cinema  Engineering  Div.,  Aerovox  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London 
S.E.  26,  England. 

Coast  Coil  Co.,  5333  W.  Washington  Blvd.,  Lot  Angeles 
16,  Calif. 

Coil  Winders,  Inc.,  100  New  York  Ave.,  Westbury,  N.  Y. 
Coilcraft,  Inc.,  Gary,  III. 

Columbus  Electronics  Corp.,  1010  Saw  Mill  River  Rd., 
Yonkers,  N.  Y. 

COMMUNICATION  ACCESSORIES  CO.,  U.S.  Highway  50 
&  71  By-Pass,  Lee's  Summit,  Mo.  AOV.  PG.  249-252. 
Community  Engineering  Corp.,  Box  824,  State  College, 
Pa. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

CORNELL-DUBILIER  ELECTRIC  CORP.,  South  Plainfield, 
N.  J.  AOV.  PG.  419. 

0  &  R  LTD.,  402  E.  Gutierraz  St.,  P.  0.  Box  1500, 
Santa  Barbara,  Calif.  AOV.  PG.  556. 

OX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave., 
Chicago  47,  III. 

OAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG.  401. 
DE  COURSE  ENGINEERING  LAB.,  11828  W.  Jefferson 
Blvd.,  Culver  City,  Calif.  ADV.  PG.  228. 

Oehance  Engineering  &  Microwave  Corp.,  Box  488, 
Beverly  Airport,  Beverly,  Mass. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  AOV.  PG.  204-207. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine. 

DIETZ  DESIGN  &  MFG.  CO.,  Grandview  6,  Mo.  ADV. 
PG.  525. 

Doubie  “E"  Products  Co.,  208  Standard  St.,  El  Segundo, 
Calif. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St., 
Mt.  Vernon,  N.  Y.  AOV.  PG.  327. 

Dubrow  Development  Co.,  235  B  Penn  St.,  Burlington, 
N.  J. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Oes  Moines, 
Iowa. 

ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park,  N.  J. 
ADV.  PG.  303. 

Electro  Networks,  Inc.,  P.O.  Box  424,  Syracuse,  N.  Y. 
Electronic  Specialty  Co.,  5121  San  Fernando  Rd.,  Lot 
Angeles  39,  Calif. 

Electronic  Transformer  Co.,  70  Washington  St.,  Brook- 
lyn  1,  N.  Y. 

Entron,  Inc.,  4902  Lawrence  St.,  Bladensburg,  Md. 
EPSCO,  INCORPORATED,  588  Commonwealth  Ave.,  Bos¬ 
ton  15,  Mass  AOV.  PG.  281-283. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  ADV.  PG.  149-152. 

Filtron  Co.,  Inc.,  The,  131-15  Fowler  Ave.,  Flushing, 
N.  Y, 

Foster  Transfornter  Co.,  3820  Colerain  Ave.,  Cincinnati 
23,  Ohio. 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N.  Y.  AOV.  PG.  24. 

FREQUENCY  STANDARDS  CORP.,  Box  504,  Asbury 
Park,  N.  J.  AOV.  PG.  285. 

FUGLE-MILLER  LABS.,  INC.,  301  Central  Ave.,  Clark, 
N.  J.  AOV.  PG.  535. 

GENERAL  RADIO  CO.,  275  Masuchusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Genistrcn,  Inc.,  2301  Federal  Ave.,  Los  Angeles  64, 
Calif. 

Grallen  Electronic  Div.  of  Clegg,  Inc.,  Hanover  &  Ridge- 
dale  Aves.,  Morristown,  N.  J. 

Gray  &  Kuhn,  Inc.,  20  Railroad  Ave.,  Roslyn  Heights, 
N.  Y. 

Guthman  Div.  of  Essex  Wire  Corp.,  3443  Addison  St., 
Chicago  18,  III. 

Hallamore  Electronics  Co.,  8352  Brookhurst  Ave.,  Ana¬ 
heim,  Calif. 

HERMETIC  SEAL  TRANSFORMER  CO.,  P.O.  Box  277, 
Garland,  Texas  ADV.  PG.  176,  177. 

Highland  Engineering  Co.,  91  Magnolia  St.,  Westbury, 
N.  Y. 

HYCON  EASTERN,  INC.,  75  Cambridge  Parkway,  Cam¬ 
bridge,  Mass.  ADV.  PG.  291. 

INDUSTRIAL  TRANSFORMER  CORP.,  Gouldsboro,  Pa. 
ADV.  PG.  434,  435 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N  Y.  ADV.  PG.  536. 

Interference  Measurement  Lab.,  901  E.  51st  St., 
Brooklyn,  N.  Y. 


1958-1959  LISTINGS  of 


J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  AOV.  PG.  174. 

JERROLD  ELECTRONICS  CORP.,  ISth  &  Lehigh,  Phila¬ 
delphia  32,  Pa.  ADV.  PG.  342. 

KEARFOTT  CO.,  INC.,  WESTERN  DIC.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  AOV.  PG.  328. 

KROHN-HITE  CORP.,  580  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  197. 

Leonard  Electric  Products  Co.,  Inc.,  67  Thirty  Fourth 
St.,  Brooklyn  32,  N.  Y. 

Lesa,  Via  Bergamo  21,  Milan,  Italy. 

LING  ELECTRONICS,  9937  W.  Jefferson  Blvd.,  Culver 
City,  Calif.  ADV.  PG.  487. 

Litton  Industries,  336  N.  Foothill  Rd.,  Beverly  Hills, 
Calif. 

Lynch  Carrier  Systems,  Inc.,  695  Bryant  St.,  San  Fran¬ 
cisco  7,  Calif. 

Lynmar  Engineers,  Inc.,  1432  N.  Carlisle  St.,  Philadel¬ 
phia  21,  Pa. 

Mack  Electronics  A  Div.  of  Mack  Trucks,  Inc.,  Plain- 
field,  N.  J. 

Mandrel  Industries,  Inc.,  Industrial  Instruments  Div., 
5134  Glenmont  Drive,  Houston,  Texas. 

Meridian  Metalcraft,  Inc.,  8739  S.  Millergrove  Drive, 
Whittier,  Calif. 

Metavac,  Inc.,  45-68  162nd  St.,  Flushing  58,  N.  Y. 
MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J.  ADV. 
PG  519 

MICROPHASE  CORP.,  P.O.  Box  1166,  Greenwich,  Conn. 
AOV.  PG.  455. 

MICROTRAN  CO.,  INC.,  145  E.  Mineola  Ave.,  Valley 
Stream,  N.  V.  ADV.  PG.  436,  437. 

Miller  Co.,  J.  W.,  5917  S.  Main  St.,  Los  Angeles  3, 
Calif. 

Minitran  Corp.,  5  Oliver  St.,  Newark  2,  N.  J. 

Mosley  Electronics,  Inc.,  8622  St.  Charles  Rock  Rd., 
St.  Louis  14,  Mo. 

NYT  ELECTRONICS,  INC.,  2979  N.  Ontario  St.,  Bur¬ 
bank,  Calif.  AOV.  PG.  500. 

National  Coil  Co.,  P.O.  Box  1237,  Sheridan,  Wyo. 

Neill  Co.,  Inc.,  R.  W.,  4320  W.  Montrose,  Chicago  4l, 
III. 

New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha,  N.  J. 
NORTH  HILLS  ELECTRIC  CO.,  INC.,  402  Sagamore  Ave., 
Mineola,  N.  Y.  AOV.  PG.  533,  548. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.E.,  Albuquerque,  N.  M. 

ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 
N.  J.  ADV.  PG.  337. 

Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridgeport, 
Penna. 

Potter  Co.,  The,  1950  Sheridan  Rd.,  North  Chicago,  III. 
Pulse  Engineering,  Inc.,  2657  Spring  St.,  Redwood  City, 
Calif. 

Pulse  Techniques,  Inc.,  1411  Palisades  Ave.,  West  Engle¬ 
wood,  N.  J. 

Radio  Condenser  Co.,  Camden,  N.  J. 

RADIO  FREQUENCY  LABS.,  INC.,  Boonton  2,  N  J 
ADV.  PG.  399. 

Radio  Music  Corp.,  84  S.  Water  St.,  Port  Chester, 
N.  Y. 

Riverbank  Laboratories,  Dept,  of  Engineering,  P.O.  Box 
65,  Geneva,  III. 

Rytron  Co.,  Inc.,  7303  LankershIm  Blvd.,  North  Holly¬ 
wood,  Calif. 

Sage  Laboratories,  Inc.,  159  Linden  St.,  Wellesley  81, 
Mass. 

San  Fernando  Electric  Mfg.  Co.,  1509  First  St.,  San 
Fernando,  Calif. 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield,  III. 
Scientific  Radio  Products,  Inc.,  215  South  11th,  Omaha, 
Neb. 

Scott,  Inc.,  Hermon  Hosmer,  111  Powder  Mill  Rd., 
Maynard,  Mass. 

Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif. 

Sickles,  F.  W.,  Div.,  General  Instrument  Corp.,  165  Front 
St.,  Chicopee,  Mass. 

Spectrum  Instruments,  Inc.,  44-05  30th  Ave.,  Long 
Island  City  3,  N.  Y. 

Spencer-Kennedy  Labs.,  Inc.,  1318  Soldiers  Field  Rd., 
Boston  35,  Mass. 

SPIVEY,  INC.,  JAMES  S.,  4908  Hampden  Lane,  Wash¬ 
ington  14,  0.  C.  ADV.  PG.  531. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass 

Stanley  Transformer  Co.,  31-23  Vernon  Blvd.,  Long  Island 
City,  N.  Y. 

Stromberg-Carison  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Tech  Laboratories,  Inc.,  Bergen  8,  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J. 

Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J. 
TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
ville,  N.  Y.  AOV.  PG.  323. 

Tele  Coil  Co.,  Inc.,  2733  Saunders  St.,  Camden  5,  N.  J. 
Tensor  Electric  Development  Co.,  Centroid  Div.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y. 

Thermador  Electric  Mfg.  Co.,  5215  S.  Boyle  Ave.,  Los 
Angeles  58,  Calif. 

TOBE  OEUTSCHMANN  CORP.,  921  Providence  Highway, 
Norwood,  Mass.  AOV.  PG.  173. 

Torotel  Inc.,  5512  E.  110th  St.,  Kansas  City  34,  Mo 
TORWICO  ELECTRONICS,  INC.,  1090  Morris  Ave.,  Union, 
N.  J.  AOV.  PG.  461. 

Transformer  Design,  Inc.,  7377  N.  76th  St.,  Milwaukee 
16,  Wis. 

TRANSFORMERS,  INC.,  200  Stage  Rd.,  VesUl,  N  Y. 
ADV.  PG.  391-393. 

Transonic,  Inc.,  808  Sixteenth  St.,  Box  9bA,  Bakersfield, 
Calif. 


UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
York  13,  N.  Y.  AOV.  PG.  Second  Cover. 

Vanguard  Electronics  Co.,  3384  Motor  Ave.,  Los  Angeles 
34,  Calif. 

VARO  MFG.  CO.,  2201  Wainut  St.,  Garland,  Texas. 
ADV.  PG.  454 

Victor.  R.  F.  &  Microwave  Co.,  36  W.  Water  St., 
Wakefield,  Mass. 

Waveguide,  Inc.,  P.  0.  Box  14845  Oxnard  St.,  Van 
Nuys,  Calif. 

Western  Electro-Acoustic  Lab.,  11789  San  Vicente  Blvd, 
Los  Angeles  49,  Calif. 

Westlnghouse  Electric  Corp.,  P.O.  Box  868,  Pittsburgh 
30,  Pa. 

WHITE  INSTRUMENT  LABORATORIES,  Box  9006,  Al- 
landale  Station,  Austin  17,  Texas.  ADV.  PG.  539. 

Whitewater  Electronics  Inc.,  136  W.  Main  St.,  White- 
water,  Wis. 


FILTERS— Confinueusly  Variable 

Allison  Laboratories,  Inc.,  14185  Skyline  Drive,  Puente, 
Calif. 

American  Electronir  Labs.,  Inc.,  121  N.  7th  St., 
Philadelphia  6,  Pa. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus.  N.  J. 

Cinema  Engineering  Div.,  Aerovox  Corp.,  1100  Chestnut 
St.,  Burbanl^  Calif. 

DIAMOND  ANTENNA  ^  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mast.  ADV.  PG.  204-207. 

DIETZ  DESIGN  &  MFG.  CO.,  Grandview  6,  Mo.  AOV. 
PG.  525. 

Entron,  Inc.,  4902  Lawrence  St.,  Bladensburg,  Md 

INDUSTRIAL  TRANSFORMER  CORP.,  Gouldsboro,  Pa. 
AOV.  PG.  434,  435 

International  Research  &  Development  Corp.,  6150 
Huntley  Rd.,  P.  0.  Box  55,  Worthington,  Ohio. 

KROHN-HITE  CORP.,  580  Massachusetts  Ave.,  Cam¬ 
bridge  39.  Mass.  AOV.  PG.  197. 

LING  ELECTRONICS,  9937  W.  Jefferson  Blvd.,  Culver 
City,  Calif.  ADV.  PG.  487. 

Litton  Industries,  336  N.  Foothill  Rd.,  Beverly  Hills, 
Cahf. 

Mandrel  Industries,  Inc.,  Industrial  Instruments  Olv., 
5134  Glenmont  Drive,  Houston,  Texas. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J.  AOV. 
PG  519 

MICROPHASE  CORP.,  P.  0.  Box  1166,  Greenwich, 
Conn.  AOV.  PG.  455. 

Potter  Co.,  The,  1950  Sheridan  Rd.,  North  Chicago, 
III. 

Spectrum  Instruments,  Inc.,  44-05  30th  Ave.,  Long 
Island  City  3,  N.  Y. 

Spencer-Kennedy  Labs.,  Inc.,  1318  Soldiers  Field  Rd., 
Boston  35,  Mass 

Westlnghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa 


FIITERS-Cryital 

American  Electronic  Labs.,  Inc.,  121  N  7th  St.,  Phila¬ 
delphia  6,  Pa. 

Blackhawk  Engineering  Co.,  Box  146,  Janesville,  Wis. 

BLILEY  ELECTRIC  CO.,  Union  Station  Bldg.,  Erie,  Pa. 
ADV  PG.  414,  415. 

BULOVA  WATCH  CO.,  INC.,  ELECTRONICS  DIV.,  40-06 
62nd  St.,  Woodside  77,  N.  Y.  AOV.  PG.  550 

BURNELL  &  CO.,  INC.,  10  Pelham  Parkway,  Pelham, 
N.  Y  ADV.  PG.  70,  71. 

OX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave., 
Chicago  47.  Ill 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mast.  AOV.  PG.  204-207. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  V.  AOV  PG.  149-152. 

Halllcrafters  Co.,  4401  W  Fifth  St.,  Chicago  24,  III. 

HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas.  AOV.  PG.  176,  177. 

Hill  Electronic  Engineering  &  Mfg.  Co.,  Inc.,  New 
Kingstonn,  Pa 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter¬ 
national  Airport  Station,  Lot  Angeles  45,  Calif. 
ADV.  PG.  105-110 

HYCON  EASTERN,  INC.,  75  Cambridge  Parkway,  Cam¬ 
bridge,  Mats  AOV.  PG.  291. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N  Y  ADV  PG  536 

KNIGHTS  CO.,  JAMES,  THE,  Sandwich,  III  AOV  PG. 
556 

McCOY  ELECTRONICS  CO.,  Mount  Holly  Springs,  Pa. 
ADV  PG.  466 

Mobil  Electronics  Mfg.  Co.,  1111  State  Rd.,  67E, 
Anderson,  Ind. 

Mullard  Equipment  Ltd.,  Mullard  House,  Torrington 
Place,  London,  W  C.  1,  England. 

ORTHO  FILTER  CORP.,  198  Albion  Ave ,  Paterson  2, 
N  J  ADV.  FG.  337. 

Reeves-Hoffman  Corp.,  145  Cherry  St.,  Carlisle,  Pa. 

Scientific  Radio  Products,  Inc.,  215  S.  11th,  Omaha, 
Neb. 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London  W  C.  2,  England. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
ville,  N.  Y.  AOV.  PG  323. 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
York  13,  N.  Y.  ADV.  PG.  Second  Cover. 

Wright  Elearonics,  2537  Grand,  Kansas  City,  Mo. 


FI  ITERS- Detanof  ion 

ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 
N.  J  AOV.  PG.  337. 
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FILTERS 


ELECTRONIC  and  ALLIED  PRODUCTS 


Sprague  Electric  Cp.,  125  Marshall  St.,  North  Adams, 
Mass 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
York  13,  N.  Y.  ADV.  PG.  Second  Cover. 

FILTERS— Elocfric  Wova  Soction 

Aerovoi  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mats. 
Alectra  Div.,  Consolidated  Electrodynamics  Corp.,  325 
N  Altadena  Drive,  Pasadena,  Calif. 

Audio  Development  Co.,  2833  13th  Ave.,  S.  Minneapolis 
7,  Minn. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramut,  N.  J. 

BURNELL  &  CO.,  INC.,  10  Pelham  Parkway,  Pelham, 

N  Y  ADV.  PG  70,  71 

CELCO  CDNSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Bos  555,  Mahwah,  N.  J.  ADV.  PG.  352, 
353,  372. 

Chicago  Electronic  Engineering  Co.,  3223  W.  Armitage 
Ave  ,  Chicago  47,  III 

CHICAGO  MAGNETIC  CONTROL  CO.,  1616  Damon  Ave., 
Chicago,  III.,  ADV.  PG.  541. 

CHICAGO  STANDARD  TRANSFORMER  CORP.,  3501  W. 

Addison  St.,  Chic.S90  18,  III  ADV.  PG.  226,  227. 
COMMUNICATION  ACCESSORIES  CO.,  U.  S.  Highway 
50  A  71  By-Pass,  Lee's  Summit,  Mo.  ADV.  PG. 
249-252 

CONTROL  ELECTRONICS  CO.,  INC.,  1925  New  York 
Ave.  Huntington  Station,  N  Y  ADV.  PG.  473,  550. 
DeCOURSEY  ENGINEERING  LAB.,  11828  W.  Jefferson 
Blvd.,  Culver  City,  Calif.  ADV.  PG.  228. 

Electro  Networks,  Inc.,  P  0.  Bos  424,  Syracuse,  N.  Y. 
FREED  TRANSFORMER  CO.,  INC.,  1736  Wcirfield  St., 
Brooklyn  27,  N.  Y.  ADV.  PG  24. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mats.  ADV  PG  178,  179. 

Genistron,  Inc.,  2301  Federal  Ave.,  Lot  Angeles  64, 
Calif. 

Geotronic  Labs.  Inc.,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Tesas. 

HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Bos  277, 
Garland.  Tesas  ADV  PG.  176,  177. 
INTERELECTRONICS  CORP.,  2432  Grand  Concourtt, 
New  York  58,  N.  Y  ADV  PG  536 
Interference  Measurement  Lab.,  901  E.  51tt  St.,  Brook¬ 
lyn,  N.  Y. 

Kenyon  Transformer  Co.,  Inc  ,  840  Barry  St.,  New  York 
59,  N.  Y.  . 

LyfKh  Carrier  Systems,  Inc.,  695  Bryant  St.,  San  Fran¬ 
cisco  7,  Calif 

NJE  CORPORATION,  345  Carnegie  Ave.,  Kenilworth, 

N  J  ADV  PG  292-295 

NYT  ELEaRONICS,  INC.,  2979  N.  Ontario  St.,  Bur¬ 
bank,  Calif  ADV.  PG  500. 

New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha, 
N.  J 

ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 
N.  J.  ADV.  PG  337. 

Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridgeport, 
Penna 

RADIO  FREQUENCY  LABS.,  INC.,  Boonton  2,  N  J. 
ADV.  PG  399 

San  Fernando  Electric  Mfg  Co.,  1509  First  St.,  San 
Fernando  Calif 

TELECHROME  MFG  CORP.,  28  Ranick  Drive  Amity- 
ville,  N.  Y.  ADV.  PG.  323. 

Tensor  Electric  Development  Co.,  Centroid  Div.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  V. 

TOBE  DEUTSCMMANN  CDRP.,  921  Providence  Highway, 
Norwood,  Mass  ADV  PG  173. 

UNITED  TRANSFORMER  CORP  ,  150  Varick  St.,  New 
York  15,  N  Y  ADV.  PG  Second  Cover. 

WHITE  INSTRUMENT  LABORATORIES,  Boa  9006,  Al¬ 
lendale  Station,  Austin  17,  Trvas  ADV.  PG.  539 

FILTERS-Equoliior 

Alectra  Div.,  Consolidated  Electrodynamics  Corp.,  325 
N  Altadena  Drive,  Pasadena,  Calif. 

Audio  Development  Co.,  2833  13th  Ave.,  S.  Minne¬ 
apolis  7,  Minn 

BARKER  &  WILLIAMSON,  Canal  A  Beaver  Sts ,  Bristol, 

Pa  ADV  PG  103 

Bogen  Co.,  David,  P  0.  Bo>  500,  Paramus,  N.  J. 
BURNELL  &  CO.,  INC.,  10  Pelham  Parkway,  Pelham, 
N  Y  ADV  PG  70,  71 

CHICAGO  STANDARD  TRANSFORMER  CORP.,  3501  W. 

Addison  St ,  Chicago  18,  III  ADV.  PG.  226,  227. 
Cinema  Engineering  Div.  of  Aerovok  Corp.,  1100  Chest¬ 
nut  St  ,  Burbank,  Calif. 

DX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave., 
Chicago  47,  III 

DAVEN  CO.,  Route  10,  Livingston,  N  J.  ADV.  PG. 
401. 

DE  COURSEY  ENGINEERING  LAB.,  11828  W  Jefferson 
Blvd.,  Culver  City.  Calif.  ADV  PG.  228. 

DIETZ  DESIGN  &  MFG  CO.,  Grandview  6,  Mo.  ADV. 

PG  525 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa 

ESC  CORP.,  534  Bergen  Blvd,  Palisades  Pack,  N  J. 

ADV  PC  303  ' 

Electro  Networks,  Inc.,  P.  0.  Box  474,  Syracuse,  N.  V. 
Entron,  Inc.,  4902  Lawrence  St  ,  Bladensburg,  Md 
FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfteld  St., 
Brooklyn  27.  N  Y  ADV.  PG  24. 

FUGLE-MILLER  LABS.,  INC.,  301  Central  Ave.,  Clark, 
N.  J.  ADV.  PG.  535 

Geotronic  Labs.  Inc.,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Texas. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Gray  Research  A  Development  Co.,  Inc.,  685  Hilliard  St., 
Manchester,  Conn. 


HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland.  Texas.  ADV.  PG.  176,  177. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y.  ADV.  PG.  536. 

Interference  Measurement  Lab.,  901  E.  51st  St.,  Brook¬ 
lyn,  N  Y. 

LING  ELECTRONICS,  9937  W.  Jefferson  Blvd.,  Culver 
City,  Calif.  ADV.  PG.  487. 

Lynch  Carrier  Systems,  Inc.,  695  Bryant  St.,  San  Fran¬ 
cisco  7,  Calif. 

MICROPHASE  CORP.,  P.  0.  Box  1166,  Greenwich,  Conn. 
ADV.  PG  455. 

Minitran  Corp.,  5  Oliver  St.,  Newark  2,  N.  J. 

New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha, 
N.  J. 

NORTH  HILLS  ELECTRIC  CO.,  INC.,  402  Sagamore  Ave., 
Mineola,  N  Y.  ADV.  PG.  533,  548. 

ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 
N.  J.  ADV.  PG.  337. 

Pickering  A  Co.,  Inc.,  Sunnyside  Blvd.,  Plainview,  N.  Y. 

Pulse  Techniques,  Inc.,  1411  Palisade  Ave.,  West  Engle¬ 
wood,  N.  J. 

Radio  Music  Corp.,  84  S.  Water  St.,  Port  Chester, 
N  Y. 

Rytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North  Holly¬ 
wood,  Calif. 

San  Fernando  Electric  Mfg.  Co.,  1509  First  St.,  San 
Fernando,  Calif. 

Scott,  Inc.,  Hermon  Hosmer,  111  Powder  Mill  Rd., 
Maynard,  Mass. 

Spectrum  Instruments,  IK.,  44-05  30th  Ave.,  Long 
Island  City  3,  N  Y. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityville, 
N.  Y  ADV.  PG.  323. 

Tensor  Electric  Development  Co,  Centroid  Div.,  1873 
Eastern  Parkway  Brooklyn  33,  N.  Y. 

TOBE  DEUTSCHMANN  CORP.,  921  Providence  Highway, 
Norwood,  Mass  ADV.  PG.  173. 

Torotel  Inc  ,  5512  E.  110th  St.,  Kansas  City  34,  Mo. 

TORWICO  ELECTRONICS,  INC.,  1890  Morris  Ave  ,  Union, 
N  J.  ADV  PG.  461. 

UNITED  TRANSFORMER  CORP.,  150  Varick  St  ,  New 
York  13,  N.  Y.  ADV.  PG  Second  Cover. 

Vid-sirc  Electronics  Mfg.  Corp.,  576  W.  Merrick  Rd., 
Lynbrook,  N.  Y. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 


FILTERS-H>«h  Pots 

Adler  Electronics,  Inc.,  1  Le  Fevre  Lane,  New  Rochelle, 

N  Y 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 

Airdesign,  Inc.,  241  Fairfield  Ave.,  Upper  Darby,  Pa. 

Alectra  Div.,  Consolidated  Electrodynamics  Corp.,  325 
N.  Altadena  Drive,  Pasadena,  Calif. 

All-Tronics,  Inc.,  45  Bond  St  ,  Westbury,  N  Y. 

Allison  Laboratories,  Inc.,  14185  Skyline  Drive,  Puente, 
Calif. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St., 

Philadelphia  6,  Pa. 

American  Electronics  Co.,  1203-05  Bryant  Ave.,  New 

York  59,  N.  Y. 

American  Research  A  Mfg.  Corp.,  920  Halpine  Ave., 

Rockville.  Md 

AMPHENOL  ELECTRONICS  CORP.,  1830  S.  54th  Ave., 
Chicago  50.  III.  ADV.  PG.  18 

ASTRON  CORP.,  255  Grant  Ave.,  East  Newark,  N  J. 
ADV.  PG.  111. 

Audio  Development  Co.,  2833  13th  Ave.,  S.,  Minne¬ 
apolis  7,  Minn. 

AUTOMATIC  METAL  PRODUCTS  CORP.,  315  Berry  St., 
Brooklyn  11,  N.  Y.  ADV.  PG.  500. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramut,  N.  J. 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa.  ADV  PG  103 

BIRD  ELECTRONIC  CORP.,  1800  E.  38th  St.,  Cleveland 
14.  Ohio.  ADV.  PG.  47. 

Brubaker  Mfg.  Co.,  Inc.,  9151  Exposition  Drive,  Los 
Angeles  34,  Calif. 

Bud  Radio,  Inc.,  2118  E.  55th  St.,  Cleveland  3,  Ohio. 

BULOVA  WATCH  CO.,  INC.,  ELECTRONICS  DIV.,  40-06 
62nd  St.,  Woodside  77,  N.  Y.  ADV.  PG.  550. 

BURNELL  A  CO.,  INC.,  10  Pelham  Parkway,  Pelham, 
N  Y.  ADV.  PG.  70,  71. 

CG  Electronics  Oiv  of  Gulton  Industries,  Inc.,  305  Dallas 
St.,  N  E.,  Albuquerque,  N.  M. 

Caddell-Burns  Mfg.  Co.,  Inc.,  40  E.  Second  St., 
Mineola.  N.  V. 

CALEDONIA  ELECTRONICS  A  TRANSFORMER  CO., 
Caledonia,  N.  Y.  ADV.  PG.  233 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Cambridge  38,  Mass.  ADV.  PG.  74. 

CARAO  CORP.,  2850  Bay  Rd.,  Redwood  City,  Calif 
ADV.  PG.  448 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
Co.,  P.  0.  Box  555,  Mahwah,  N.  J.  ADV.  PG.  352. 
353,  372. 

Chicago  Electronic  Engineering  Co.,  3223  W.  Armitage 
Ave.,  Chicago  47.  III. 

CHICAGO  MAGNETIC  CONTROL  CO.,  1616  Damon  Ave., 
Chicago,  III.  ADV.  PG.  541. 

CHICAGO  STANDARD  TRANSFORMER  CORP.,  3501 
W  Addison  St.,  Chicago  18,  III  ADV  PG.  226, 
227. 


Cinema  Engineering  Div.,  Aerovox  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif. 

Clippard  Instrument  Laboratory,  Inc.,  7350-90  Cole- 
rain  Rd.,  Cincinnati  24,  Ohio. 

Coast  Coil  Co.,  5333  W.  Washington  Blvd.,  Los  An¬ 
geles  16,  Calif. 

Coilcraft,  Inc.,  Cary,  III. 

Coil  Winders,  Inc.,  100  New  York  Ave.,  Westbury,  N.  Y. 
Coils-Electronici  Co.,  2939-49  N.  2nd  St.,  Philadelphia 
33,  Pa 

COMMUNICATION  ACCESSORIES  CO.,  U.  S.  Highway 
50  A  71  By-Pass,  Lees  Summit,  Mo.  ADV.  PG. 
249-252. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena.  Calif. 

CORNELL-OUBILIER  ELECTRIC  CORP.,  South  Plainfield, 

N.  J.  ADV.  PG.  419. 

D  &  R,  LTD.,  402  E.  Gutierrez  St.,  P.  0.  Box  1500, 
Santa  Barbara,  Calif.  ADV.  PG.  556. 

OX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave., 
Chicago  47,  III. 

DECOURSEY  ENGINEERING  LAB.,  11828  W.  Jefferson 
Blvd.,  Culver  City,  Calif.  ADV.  PG.  228. 

Defiance  Engineering  A  Microwave  Corp.,  Box  488, 
Beverly  Airport,  Beverly,  Mass 
DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mats.  ADV.  PG.  204-207. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine. 

DIETZ  DESIGN  A  MFG.  CO.,  Grandview  6,  Mo.  ADV. 
PG.  525. 

Double  "E"  Products  Co.,  208  Standard  St.,  El 
Segundo,  Calif. 

Dubrow  Development  Co.,  235B  Penn  St.,  Burlington, 

N.  J. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park,  N.  J. 
ADV.  PG.  303. 

Electro  Networks,  Inc.,  P.  0.  Box  424,  Syracuse,  N.  Y. 
Electron  Products,  Inc.,  430  N.  Halsted  St.,  Pasadena, 
Calif. 

Electronic  Specialty  Co.,  5121  San  Fernando  Rd.,  Los 
Angeles  39,  Calif. 

Electronic  Transformer  Co.,  70  Washington  St.,  Brook¬ 
lyn  1,  N.  Y. 

Entron,  Inc.,  4902  Lawrence  St.,  Bladensburg,  Md. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  ADV.  PG.  149,  152. 

Filtroo  Co.,  Inc.,  The,  131-15  Fowler  Ave.,  Flushing, 

N.  Y. 

Foster  Transformer  Co.,  3820  Colerain  Ave.,  Cincinnati 
23,  Ohio. 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N.  Y.  ADV  PG.  24. 

FREQUENCY  STANDARDS  CORP.,  Box  504,  Asbury  Park, 

N.  J.  ADV.  PG.  285. 

FUGLE-MILLER  UBS.,  INC.,  301  Central  Ave.,  Clark, 

N  J  ADV.  PG.  535. 

Gates  Radio  Co.,  Qumey,  III. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179 
Genistron,  Inc.,  2301  Federal  Ave.,  Lot  Angeies  64, 
Calif 

Geotronic  Labs.  Inc.,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Texas. 

Grallen  Electronic  Div.  of  Clegg,  Inc.,  Hanover  A  Ridge- 
dale  Aves.,  Morristown,  N.  J. 

Gray  A  Kuhn,  Inc.,  20  Ra.iroad  Ave ,  Rosyin  Heights, 
N.  Y. 

Hallamore  Electronics  Co.,  8352  Brookhurst  Ave., 
Anaheim,  Calif. 

HERMETIC  SUL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas.  ADV.  PG.  176,  177. 

Highland  Engineering  Co.,  91  Magnolia  St.,  Westbury, 
N.  Y. 

Hill  Electronic  Engineering  A  Mfg.  Co.,  Inc.,  New 
Kingstown,  Pa 

HUGHES  PRODUCTS,  ELECTRIC  TUBE  DIV.,  International 
Airport  Station,  Los  Aigeles  45,  Calif.  ADV.  PG. 
105-110. 

I.D.E  A.,  Ik.,  7900  Pendleton  Pike,  Indianapolis  26, 
Ind. 

INDUSTRIAL  TRANSFORMER  CORP.,  Gouldboro,  Pa. 
ADV.  PG.  434,  435. 

INTERELECTRONICS  CORP.,  2432  Grand  CoKourse, 
New  York  58,  N  Y.  ADV.  PG.  536. 

InterfereKe  Measurement  Lab.,  901  E.  51st  St.,  Brook¬ 
lyn,  N.  Y. 

International  Electronics  Corp.,  (Mallard  Equipment), 
81  Spring  St.,  New  York  12,  N.  Y. 

INTERNATIONAL  RESISTANCE  CO.,  401  N.  Broad  St., 
Philadelphia  8,  Pa.  ADV.  PG.  189-192. 

JFO  MANUFACTURING  CO.,  INC.,  6101  16th  Ave., 
Brooklyn  4,  N.  Y.  ADV.  PG.  213. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  ADV.  PG.  174 

Kenyon  Transformer  Co.,  Inc.,  840  Barry  St.,  New 
York  59,  N.  Y. 

KROHN-HITE  CORP.,  580  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV  PG.  197. 

Leonard  Electric  Products  Co.,  Inc.,  67  Thirty-Fourth 

St.,  Brooklyn  32,  N.  Y. 

Lesa,  Via  Bergamo  21,  Milan,  Italy. 

Litton  Industries,  336  N.  Foothill  Rd.,  Beverly  Hills, 
Calif. 

LyKh  Carrier  Systems,  Ik.,  695  Bryant  St.,  San 

FraKiKO  7.  Calif. 

Lynmar  Engineers,  IK.,  1432  N  Carlisle  St.,  Phila¬ 

delphia  21.  Pa. 
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MB  Mfj.  Oiv.  of  Textron,  Inc.,  P.  0.  Box  1825,  New 
Haven  8,  Conn. 

Mack  Electronics  A  Oiv.  of  Mack  Trucks,  Inc.,  Plain- 
field,  N.  J. 

Mandrel  Industries,  Inc.,  Industrial  Instruments  Oiv., 
5134  Glenmont  Orive,  Houston,  Texas. 

McCOY  ELECTRONICS  CO.,  Mount  Holly  Springs,  Pa. 
AOV.  PG.  466. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J.  AOV. 
PG.  519, 

MICROPHASE  CORP.,  P.  0.  Box  1166,  Greenwich,  Conn. 
AOV.  PG.  455. 

MICROTRAN  CO.,  INC.,  145  E.  Mineola  Ave.,  Valley 
Stream,  N.  Y.  AOV.  PG.  436,  437. 

Miller  Co.,  J.  W.,  5917  S.  Main  St.,  Los  Angeles  3, 
Calif. 

Minitran  Corp.,  5  Oliver  St.,  Newark  5,  N.  J. 

Mosley  Elearonics,  Inc.,  8622  St.  Charles  Rock  Rd., 
St.  Louis  14,  Mo. 

Mullard  Equipment  Ltd.,  Mullard  House,  Torrington 
Place,  London,  W.C.  1,  England. 

NYT  ELECTRONICS,  INC.,  2979  N.  OnUrio  St.,  Bur¬ 
bank,  Calif.  ADV.  PG.  500. 

NAROA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  AOV.  PG.  268. 

National  Coll  Co.,  P.  0.  Box  1237,  Sheridan,  Wyo. 

Neill  Co.,  Inc.,  R.  W.,  4320  W.  Montrose,  Chicago  41, 
III. 

New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha, 
N.  J. 

NORTH  HILLS  ELECTRIC  CO.,  INC.,  402  Sagamore 
Ave.,  Mineola,  N.  Y.  AOV.  PG.  533,  548. 

ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 
N.  J.  AOV.  PG.  337. 

Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridgeport, 
Penna. 

Potter  Co.,  The,  1950  Sheridan  Rd.,  North  Chicago,  III. 
Pulse  Engineering,  Inc.,  2657  Spring  St.,  Redwood  City, 
Calif. 

Pulse  Techniques,  Inc.,  1411  Palisade  Ave.,  West  Engle¬ 
wood,  N.  J. 

Radio  Condenser  Co.,  Camden,  N.  J. 

RAOlO  FREQUENCY  LABS.,  INC.  Boonton  2,  N.  J. 
AOV.  PG.  399. 

Radio  Music  Corp.,  84  S.  Water  St.,  Port  Chester,  N.  Y. 
Rytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North  Holly¬ 
wood,  Calif. 

Sage  Laboratories,  Inc.,  159  Linden  St.,  Wellesley  81, 
Mass. 

San  Fernando  Electric  Mfg.  Co.,  1509  First  St.,  San 
Fernando,  Calif. 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield, 
III. 

Scientific  Radio  Products,  Inc.,  215  South  11th,  Omaha, 
Neb. 

Seismograph  Service  Corp.,  P.  0.  Box  1590,  Tulsa,  Okla. 
Spectrum  Instruments,  Inc.,  44-05  30th  Ave.,  Long 
Island  City  3,  N.  Y. 

Spencer-Kennedy  Labs.,  Inc.,  1318  Soldiers  Field  Rd., 
Boston  35,  Mass. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass. 

Stromberg-Carlson  Co.,  Oiv.,  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Superex  Electronics  Corp.,  4-6  Radford  Place,  Yonkers, 
N.  Y. 

Tech  Laboratories,  Inc.,  Bergen  &  Edsall  Blvds.,  Palisades 
Park,  N.  J. 

TELECHROME  MFG.  CORP.,  28  Ranick  Orive,  Amityville, 
N.  Y.  ADV.  PG.  323. 

Telegraph  Condenser  Co.,  Ltd.,  Wales  Farm  Rd.,  Acton, 
London  W.  3,  England. 

Telonic  Industries,  Inc.,  75  N.  Second  Ave.,  Beech 
Grove,  Ind. 

Tensor  Electric  Development  Co.,  Centroid  Oiv.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  V. 

Thermador  Electric  Mfg.  Co.,  5215  S.  Boyle  Ave.,  Los 
Angeles  58,  Calif. 

TOBE  DEUTSCHMANN  CORP.,  921  Providence  Highway, 
Norwood,  Mass.  ADV.  PG.  173. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 

Torotel  Inc.,  5512  E.  110th  St.,  Kansas  City  34,  Mo. 
TORWICO  ELECTRONICS,  INC.,  1090  Morris  Ave., 
Union,  N.  J.  ADV.  PG.  461. 

Transformer  Design,  Inc.,  7377  N.  76th  St.,  Milwaukee 
16,  Wis. 

TRANSFORMERS,  INC.,  200  Stage  Rd.,  Vestal,  N.  Y. 
ADV.  PG.  391-393. 

Transonic,  Inc.,  808  Sixteenth  St.,  Box  96A,  Bakersfield, 
Calif. 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
York  13,  N.  Y.  AOV.  PG.  Second  Cover, 

Vanguard  Electronics  Co.,  3384  Motor  Ave.,  Los  Angeles 
34,  Calif. 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas 
ADV,  PG.  454. 

Vidaire  Electronics  Mfg.  Corp.,  576  W.  Merrick  Rd., 
Lynbrook,  N.  Y. 

Western  Coil  Products  Co.,  969  Commercial  St.,  Palo 
Alto,  Calif. 

Western  Electro-Acoustic  Lab.,  11789  San  Vicente  Blvd., 
Los  Angeles  49,  Calif. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

WHITE  INSTRUMENT  LABORATORIES,  Box  9006,  Allen¬ 
dale  Station,  Austin  17,  Texas.  ADV.  PG.  539. 

Wirco  Electronics,  Inc.,  9910  Rush  St.,  El  Monte,  Calif. 


FILTERS— lightins  (tor  Radio  Towort) 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 
BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

Gates  Radio  Co.,  Quincy,  III. 

Miller  Co.,  J.  W.,  5917  S.  Main  St.,  Lot  Angeles  3, 
Calif. 

Tele  Coil  Co.,  Inc.,  2733  Saunders  St.,  Camden  5,  N.  J. 
UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
York  13,  N.  Y.  ADV.  PG.  Second  Cover. 


FIlTERS-low  Past 

Adler  Electronics,  Inc.,  1  LeFevre  Lane,  New  Rochelle, 
N.  Y. 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 

Airdesign,  Inc.,  241  Fairfield  Ave.,  Upper  Darby,  Pa. 

Aladdin  Electronics  Oiv.  of  Aladdin  Radio  Industries, 
Inc.,  711  Murfreesboro  Rd.,  Nashville  2,  Tenn. 

Alectra  Oiv.,  Consolidated  Electrodynamics  Corp.,  325 
N.  Altadena  Orive,  Pasadena,  Calif. 

ALFORD  MANUFACTURING  CO.,  299  Atlantic  Ave., 
Boston,  Mass.  AOV.  PG.  491. 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave.,  Milwau¬ 
kee  4,  Wis.  ADV.  PG.  421. 

Allison  Laboratories,  Inc.,  14185  Skyline  Drive,  Puente, 
Calif. 

All-Tronics,  Inc.,  45  Bond  St.,  Westbury,  N.  Y. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

American  Electronics  Co.,  1203-05  Bryant  Ave.,  Hew 
York  59,  N.  Y. 

American  Research  &  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 

ASTRON  CORP.,  255  Grant  Ave.,  East  Newark,  N.  J. 
ADV.  PG.  111. 

Audio  Development  Co.,  2833  13th  Ave.,  S.,  Minneapolis 
7,  Minn. 

AUTOMATIC  METAL  PRODUCTS  CORP.,  315  Berry  St., 
Brooklyn  11,  N.  Y.  ADV.  PG  500. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

Axel  Bros.,  Electronics  Oiv.,  134-20  Jamaica  Ave, 
Jamaica,  N.  Y. 

BARKER  &  WILLIAMSON,  Canal  «.  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

Bendix  Aviation  Corp.,  Pacific  Oiv.,  11600  Sherman 
Way,  North  Hollywood,  Calif. 

BIRD  ELECTRONIC  CORP.,  1800  E.  38th  St.,  Cleveland 
14,  Ohio.  ADV.  PG.  47. 

Brubaker  Mfg.  Co.,  Inc.,  9151  Exposition  Drive,  Los 
Angeles  34,  Calif. 

Bud  Radio,  Inc.,  2118  E.  55th  St.,  Cleveland  3,  Ohio. 

BULOVA  WATCH  CO.,  INC.,  ELECTRONICS  DIV.,  40-06 
62nd  St.,  Woodside  77,  N.  Y.  AOV  PG.  550. 

BURNELL  (■  CO.,  INC.,  10  Pelham  Parkway,  Pelham, 
N.  Y.  AOV.  PG.  70,  71. 

CG  Electronics  Oiv.  of  Gulton  Industries.  Inc.,  305 
Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 

Caddell-Burns  Mfg.  Co.,  Inc.,  40  E.  Second  St.,  Mineola, 
N.  Y. 

CALEDONIA  ELECTRONICS  &  TRANSFORMER  CO., 
Caledonia,  N  Y.  ADV.  PG.  233. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave  , 
Cambridge  38,  Mass.  ADV.  PG.  74. 

CARAD  CORP.,  2850  Bay  Rd.,  Redwood  City,  Calif. 
ADV.  PG.  448. 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Box  555,  Mahwah,  N.  J  AOV.  PG 
352,  353,  372, 

Chicago  Electronic  Engineering  Co.,  3223  W.  Armitage 
Ave  ,  Chicago  47,  III. 

CHICAGO  MAGNETIC  CONTROL  CO.,  1616  Damon  Ave., 
Chicago,  III.  ADV.  PG.  541. 

CHICAGO  STANDARD  TRANSFORMER  CORP.,  3501  W. 
Addison  St.,  Chicago  18,  III.  ADV  PG.  226,  227. 

Coast  Coil  Co.,  5333  W.  Washington  Blvd.,  Lot  Angeles 
16,  Calif. 

Coil  Winders,  Inc.,  100  New  York  Ave.,  Westbury,  N.  Y. 

Coils-Electronics  Co.,  2939-49  N.  2nd  St.,  Phila¬ 
delphia  33,  Pa. 

COMMUNICATION  ACCESSORIES  CO.,  U.  S  Highway  50 
A  71  By-Pass,  Lee's  Summit,  Mo.  ADV  PG.  249-252 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif.  • 

CONTROL  ELECTRONICS  CO.,  INC.,  1925  New  York 
Ave.,  Huntington  Station,  N  Y  AOV.  PG.  473,  550. 

CORNELL-DUBILIER  ELECTRIC  CORP.,  South  Plain- 
field,  N.  J.  ADV.  PG.  419. 

0  &  R,  LTD.,  402  E.  Gutierrez  St.,  P.  0.  Box  1500, 
Santa  Barbara,  Calif.  ADV.  PG.  556. 

OX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave., 
Chicago  47,  III. 

OE  COURSEY  ENGINEERING  LAB.,  11828  W.  Jefferson 
Blvd.,  Culver  City,  Calif.  ADV.  PG.  228. 

Defiance  Engineering  &  Microwave  Corp.,  Box  488, 
Beverly  Airport,  Beverly,  Mass. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  AOV.  PG.  204-207. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine 

DIETZ  DESIGN  &  MFG.  CO.,  Grandivew  6,  Mo.  ADV. 
PG.  525. 

Oonner  Scientific  Co.,  888  Galindo  St.,  Concord,  Calif. 

Double  "E"  Products  Co.,  208  Standard  St.  El  Segundo, 
Calif. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St  , 
Mt.  Vernon,  N.  Y.  AOV.  PG.  327. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Oes  Moines, 
Iowa 

Electro  Networks,  Inc.,  P.  0  Box  424,  Syracuse,  N.  Y. 


Electron  Products,  Inc.,  430  N.  Halstead  St.,  Pasadena, 
Calif. 

Electronic  Specialty  Co.,  5121  San  Fernanda  Rd.,  lot 
Angeles  39,  Calif. 

Electronic  Transformer  Co.,  70  Washington  St.,  Brook¬ 
lyn  1,  N.  Y. 

EPSCO,  INCORPORATED,  588  Commonwealth  Ave., 

Boston  15,  Mass  AOV.  PG  281-283. 

ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park,  N.  J. 
AOV.  PG.  303 

Essex  Electronics,  Berkeley  Heights,  N.  J. 

F-R  MACHINE  WORKS,  INC..  26-12  Borough  Place, 
Woodside  77,  N  V.  ADV.  PG.  149-152. 

Flltron  Co.,  Inc.,  The,  131-15  Fowler  Ave.,  Flushing, 

N.  V. 

Flow  Corp.,  85  Mystic  St.,  Arlington  74,  Mast. 

Foster  Transformer  Co.,  3820  Colerain  Ave.,  Cin¬ 
cinnati  23,  Ohio 

FREED  TRANSFORMER  CO.,  INC.,  1736  Welrfleld  St., 
Brooklyn  27,  N  Y.  AOV  PG  24 
FREQUENCY  STANDARDS  CORP.,  Box  504,  Asbury  Park, 

N  J  AOV  PG  285 

FUGLE-MILLER  LABS.,  INC.,  301  Central  Ave  ,  Clark, 

N  J  AOV  PG.  535. 

Gates  Radio  Co.,  Quincy,  III. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  Ave.,  Cambridge  39,  Mass.  AOV.  PG.  178,  179 
Genistron,  Inc.,  2301  Federal  Ave.,  Los  Angeles  64, 
Calif. 

Geotronic  Labs,  Inc.,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Texas 

Glennite  Instrumentation  Oiv.  of  Gulton  Industries,  Inc., 
MetuChen,  N.  J. 

Grallen  Electronic  Oiv.  of  Clegg,  Inc.,  Hanover  L 
Ridgedale  Aves.,  Morristown,  N.  J. 

Gray  &  Kuhn,  Inc.,  20  Railroad  Ave.,  Roslyn  Heights, 

N  Y 

Green  RKtIfier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn, 
N.  J 

Gudeman  Co.,  340  W.  Huron  St.,  Chicago  10,  III. 
Hallamore  Electronics  Co.,  8352  Brookhurst  Ave, 
Anaheim,  Calif 

HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas  ADV  PG.  176,  177. 
HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd  ,  Palo  Alto, 
Calif  AOV.  PG  29-44 

Highland  Engineering  Co.,  91  Magnolia  St  ,  Westbury, 
N.  V 

Hill  Electronic  Engineering  &  Mfg.  Co.,  Inc.,  New 
Kingston,  Pa. 

Holt  Instrument  Labs.,  Oconto,  Wis. 

Hopkins  Engineering  Co.,  12900  Foothill  Blvd,  San 
Fernando,  Calif. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter- 
national  Airport  Station,  Lot  Angeles  45,  Calif.  AOV. 
PG  105-110 

INDUSTRIAL  TRANSFORMER  CORP.,  Gouldsbore,  Pa 
ADV  PG  434,  435 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N  Y  AOV  PG  536. 

Interference  Measurement  Lab.,  901  E.  51st  St., 
Brooklyn,  N  Y 

INTERNATIONAL  RESISTANCE  CO.,  401  N.  Broad  St., 
Philadelphia  8,  Pa.  AOV  PG.  189-192 
JFD  MANUFACTURING  CO.,  INC.,  6101  16th  Ave, 
Brooklyn  4,  N  Y.  AOV.  PG  213. 

J-V-M  MICROWAVE  CO.,  4633  S  Lawndale  Ave  ,  Lyons, 
III  ADV.  PG.  174 
Johnson  Co.,  E.  F  ,  Waseca,  Minn 
KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  van  Nuys,  Calif.  AOV.  PG.  328. 

Kenyon  Transformer  Co.,  Inc.,  840  Barry  St.,  New 
York  59,  N.  Y 

KROHN-HITE  CORP.,  580  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  ADV.  PG.  197 
Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif 
Lesa,  Via  Bergamo  21,  Milan,  Italy. 

LING  ELECTRONICS,  9937  W.  Jefferson  Blvd.,  Culver 
City,  Calif.  AOV  PG  487. 

Litton  Industries,  336  W.  Foothill  Rd.,  Beverly  Hills, 
Calif. 

Lynch  Carrier  Systems,  Inc.,  695  Bryant  St.,  San 
Francisco  7,  Calif 

Lynmar  Engineers,  Inc.,  1432  N  Carlisle  St,  Phila- 
delphia  21,  Pa. 

Mack  Electronics  A  Div  of  Mack  Trucks,  Inc.,  Plain, 
field,  N.  J. 

Mandrel  Industries,  Inc.,  Industrial  Instruments  Oiv, 
5134  Glenmont  Orive,  Houston,  Texas 
McCOY  ELECTRONICS  CO.,  Mount  Holly  Springs,  Pa 
AOV  PG.  466 

MIcamold  Electronics  Mfg  Corp.,  1087  Flushing  Ave, 
Brooklyn  37,  N  Y. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J  AOV. 
PG.  519 

MICROPHASE  CORP.,  P.  0.  Box  1166,  Greenwich,  Conn. 
AOV.  PG  455 

MICROTRAN  CO.,  INC.,  145  E.  Mineola  Ave.,  Valley 
Stream,  N  Y.  AOV  PG.  436,  437. 

Miller  Co.,  J  W.,  5917  S  Main  St.,  Los  Angeles  3, 
Calif 

Minitran  Corp.,  5  Oliver  St.,  Newark  2,  N.  J. 

Mullard  Equipment  Ltd.,  Mullard  House,  Torrington  Place, 
London  W.C.l,  England, 

NJE  CORPORATION,  345  Carnegie  Ave.,  Kenilworth, 
N.  J  AOV.  PG  292-295 

NYT  ELECTRONICS,  INC.,  2979  N  Ontario  St.,  Burbank, 
Calif  ADV.  PG  500. 

NAROA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N  Y.  AOV.  PG.  268. 

National  Coll  Co.,  P  0.  Box  1237,  Sheridan,  Wyo. 

Neill  Co.,  Inc.,  R.  W.  4320  W.  Montrose,  Chicago  41, 
III 
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ELECTRONIC  and  ALLIED  PRODUCTS. 


New  York  Tremlormer  Co.,  Inc  ,  Third  Ave.,  Alpha,  N  J. 
NORTH  HILLS  ELECTRIC  CO.,  INC.,  402  Sagamore  Ave., 
Mineola,  N  Y  AOV.  PG  SJl,  548 
ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 

N.  J.  ADV  PG  3J7. 

Palmer,  Inc.,  M.  V.,  4002  Fruit  Valley  Rd.,  Vancouver, 
Wash 

Polyphase  Instrument  Co,  Fast  Fourth  St.,  Bridgeport, 
Penoa. 

Potter  Co.,  The,  1950  Sheridan  Rd.,  North  Chicago,  III. 
Pulse  Engineering,  Inc.,  2657  Spring  St.,  Redwood  City, 
Calif. 

Pulse  Techniques,  Inc.,  1411  Palisades  Ave,  West 
Fnglewood,  N  J 

R.sdio  Condenser  Co.,  Camden,  N  J. 

RADIO  FREQUENCY  LABS.,  INC.,  Boonton  2,  N.  J. 
AOV.  PG.  399. 

Radio  Music  Corp.,  84  S,  Water  St ,  Port  Chester,  N  Y. 
Rytron  Co.,  Inc.,  7303  Lankershim  Blvd ,  North  Holly¬ 
wood,  Calif, 

Sage  Laboratories,  Inc.,  159  Linden  St.,  Wellesley  81, 
Mass 

San  Fernando  Electric  Mfg  Co.,  1509  First  St.,  San 
Fernando,  Calil 

Saogamo  Flectr.c  Co.,  1201  N  11th  St.,  Springfield,  111. 
Scientific  Radio  Products,  Inc.,  215  South  11th,  Omaha, 
Neb. 

Seismograph  Service  Corp.,  P.  0.  Bo«  1590,  Tulsa,  Okla. 
Servomechanisms,  Inc.,  Special  Products  Div ,  12500 

Aviation  Blvd.,  Hawthorne,  Calif. 

Sickles,  F.  W ,  Div.,  General  Instrument  Corp.,  165 
Front  St.,  Chiropee,  Mast. 

SIERRA  ELECTRONIC  CORP  ,  3885  Bohannon  Drive, 

Menlo  Park,  Calif  ADV  PG  66,  67 
Spectrum  Instruments,  Inc.,  44-05  30th  Ave.,  Long 
Island  City  3,  N.  Y 

Spencer-ICennedy  Labs,,  Inc.,  1318  Soldiers  Field  Rd,, 
Boston  35,  Mass. 

Sprague  Electric  Co.,  125  Marshall  St.,  Noith  Adams, 
Mast. 

Stanley  Transformer  Co.,  31-23  Vernon  Blvd,  Long 
Island  City,  N.  V. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlton  Rd.,  Rochester  1,  N  Y 
Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 

N  J. 

Siiperei  Electronics  Corp,  4-6  Radford  Place.  Yonkers, 

N  Y 

Tech  Laboratories,  Inc.,  Bergen  &  Fdvall  Olvdt.,  Pali¬ 
sades  Park.  N  J 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N  Y  AOV  PG  511 
TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityville, 
N.  Y.  AOV  PG  321 

Tele  Coil  Co  ,  Inc.,  2713  Saunders  St.,  Camden  5,  N.  J. 
Telegraph  Condenser  Co,  Ltd ,  Wales  Farm  Rd ,  Acton 
London  W  F.,  England. 

Telonic  Industries.  Inc.,  75  N  Second  Ave  ,  Beech 
Grove,  Ind 

Thermador  EleMric  Mfg.  Co.,  5215  S  Boyle  Ave,  Los 
Angeles  58  Calif 

TOBE  OEUTSCHMANN  CORP  ,  921  Providence  Highway, 
Norwood,  Mass  AOV  PC  173 
Topper  Mfg  Co..  Inc.,  147-12  Liberty  Ave.,  Jamaica  35. 
N.  V 

Torotel  Inc  .  5512  E  llOth  St.,  Kansas  City  34,  Mo. 
TORWICO  ELECTRONICS,  INC.,  1090  Morris  Ave  ,  Union, 
N.  J.  AOV  PG  461. 

Tr.uisformer  Oesign,  Inc.,  7377  N.  76th  St..  Milwaukee 
16.  Wit 

TRANSFORMERS,  INC.,  200  Stage  Rd ,  Vestal,  N,  Y. 
ADV  PG  391-393. 

Transonic,  Inc.,  808  Sitteenth  St  ,  Boa  96A,  Bakersfield, 
Calif. 

U.  S.  Electronics  Corp.,  276  Warren  St.,  Lyndhurst, 
N  J. 

UNITED  TRANSFORMER  CORP.,  150  Varick  St  ,  New 
York  13,  N.  Y.  ADV  PG  Second  Cover 
Vanguard  Electronics  Co.,  3384  Motor  Ave  Los  Angeles 
34,  Calil. 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland.  Teaat 
AOV.  PG.  454 

Vidaire  Electronics  Mfg  Corp.,  576  W.  Merrick  Rd., 
Lynbrook,  N.  Y. 

Western  Coil  Products  Co.,  969  Commercial  St.,  Palo 
Alto,  Calif. 

Western  Electro-Acoustic  Lab.,  11769  San  Vicente  Blvd., 
Lot  Angeles  49,  Calif. 

Westinghouse  Electric  Corp.,  P.  0  Boa  868.  Pittsburgh 
30,  Pa 

WHITE  INSTRUMENT  LABORATORIES,  Boa  9006,  Al- 
landale  Station,  Austin  17,  Teaas.  AOV  PG.  539. 
Wirco  Electronics,  Inc.,  9910  Rush  St.,  El  Monte,  Calif. 

FILTERS— Moehonicol 

Applied  SciefKe  Corp.  of  Princeton,  P  0  Boa  44, 
Princeton,  N  J 

Collins  Radio  Co  Cedar  Rapids,  Iowa 
DIETZ  DESIGN  &  MFG.  CO.,  Grandview  6.  Mo.  AOV. 
PG.  525. 

Flock  Process  Co,  Inc.,  373  Mam  Ave.,  Norwalk,  Conn. 
Gyrea  Corp.,  3003  Pennsylvania  St.,  Santa  Monica, 
Calif 

HYCON  EASTERN,  INC  ,  75  Cambridge  Parkway.  Cam¬ 
bridge.  Mass  ADV  PG  291 
Kahn  &  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 
KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1178  Main  Ave  ,  Clifton,  N.  J  AOV.  PG.  356. 
KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oanard 
St  ,  Van  Nuys,  Calif  ADV  PG  128 
RADIO  CORP.  OF  AMERICA.  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  AOV.  PG.  440.  441,  Third  A 
Fourth  Covert  A  Preceding  Insert. 


Riverbank  Laboratories,  Dept,  of  Engineering,  P.  0.  Box 
65,  Geneva,  III. 


FIITERS-Microwave 

Uo  MICROWAVE  ACCESSORIES 


FILTERS-Need/e  Scratch 

Audio  Development  Co.,  2833  13th  Ave.,  S.  Minneapolis 
7,  Minn. 

Bogen  Co.,  David,  P.  0.  Boi  500,  Paramus,  N.  J. 

OX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave., 
Chicago  47,  III. 

General  Electric  Co.,  Specialty  Electronic  Components 
Dept.,  W.  Genessee  St  ,  Auburn,  N.  Y. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y  AOV.  PG  536. 

Miller  Co.,  J.  W.  5917  S.  Mam  St.  Los  Angeles  3, 
Calif 

ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 
N  J  ADV  PG.  137. 

Radio  Music  Corp.,  84  S.  Water  St.,  Port  Chester, 
N  Y 

UNITED  TRANSFORMER  CORP.,  ISO  Vanck  St.,  New 
York  13,  N  Y  AOV.  PG.  Second  Cover. 


FILTERS— Radio  Intorferenco 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 

Airborne  Accessories  Corp.,  1414  Chestnut  Ave.,  Hillside, 

N.  J 

All-Tronict,  Inc.,  45  Bond  St.,  Westbury,  N.  Y. 

American  Electronics  Co.,  1203-05  Bryant  Ave.,  New 
York  59  N  Y. 

ASTRON  CORP.,  255  Grant  Ave.,  East  Newark,  N.  J. 
AOV.  PG  111 

A«el  Bros,  Electronics  Div.,  134-20  Jamaica  Ave., 
Jamaica,  N  Y 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa  AOV  PG  103. 

Bassett,  Inc.,  Re»,  1314  N.E.  17th  Court,  Fort  Lauder¬ 
dale,  Fla. 

Coilcraft,  Inc.,  Cary,  III. 

Coil  Winders,  Inc.,  100  New  York  Ave,  Westbury,  N.  Y. 

Coils-Electronics  Co.,  29S9-ii9  N  2nd  St.,  Philadelphia 
31,  Pa 

Consolidated  Electrodynamics  Corp.,  100  N.  Sierra  Madre 
Vlll.i,  Pasadena  Calif 

CORNELL-OUBILIER  ELECTRIC  CORP.,  South  Plainfield, 
N.  J.  AOV.  PG.  419. 

DX  Radio  Products  Co.,  Inc.,  2300  Arm.tage  Ave., 
Chicago  47,  III. 

Double  "E"  Products  Co.,  208  Standard  St.,  El  Segundo, 
Calif 

Electron  Products,  Inc.,  430  N.  Halstead  St.,  Pasadena, 
Calif 

Filtron  Co.,  Inc.,  The,  131-15  Fowler  Ave.,  Flushing, 
N.  V. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles  45, 
Calif. 

Genistron,  Inc.,  2301  Federal  Ave.,  Los  Angeles  64, 
Calif. 

Crallen  Electronic  Div  of  Clegg,  Inc,  Hanover  A  Ridge- 
dale  Aves.,  Morristown,  N  J. 

Granger  Associates,  966  Commercial  St.,  Palo  Alto, 

Calif 

Ciideman  Co.,  140  W.  Huron  St.,  Chicago  10,  III. 

Hallett  Mfg.  Co.,  5910  Boweroft  St.,  Los  Angeles  16, 
Calif 

HERMETIC  SEAL  TRANSFORMER  CO.,  P  0  Box  277, 
Garland,  Texas.  ADV.  PG  176,  177 

Hopkins  Engineering  Co.,  12900  Foothill  Blvd.,  San 
Fernando,  Calif. 

Industrial  Condenser  Corp.,  3243  N.  California  Ave., 
Chicago  18,  III. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N  Y.  AOV.  PG.  536. 

Interference  Measurement  Lab,  Inc,  907  E.  51st  St., 
Brooklyn  1,  N.  Y. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 

Leonvd  Electric  Products  Co.,  Inc.,  67  Thirty  Fourth 
St..  Brooklyn  32,  N.  V. 

Magnavox  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne  4,  Ind. 

Micamold  Electronics  Mfg.  Corp.,  1087  Flushing  Ave,. 
Brooklyn  37,  N.  Y. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J.  ADV. 
PG  519 

MICROPHASE  CORP.,  P  0  Box  1166,  Greenwich,  Conn. 
AOV.  PG.  455. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mast. 

ORTHO  FILTER  CORP,  198  Albion  Ave,  Paterson  2, 
N.  J.  AOV.  PG.  337. 

Potter  Co  .  The,  1950  Sheridan  Rd.,  North  Chicago,  III 

PYRAMID  ELECTRiC  CO.,  1445  Hudson  Blvd.,  North 
Bergen,  N.  J.  ADV  PG.  449. 

San  Fernanda  Electric  Mfg.  Co.,  1509  First  St.,  San 
Fernando,  Calif. 

Sangamo  Electric  Co.,  1201  N  11th  St.,  Springfield,  III. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N  Y.  AOV  PG.  511 

Telegraph  Con^nser  Co,  Ltd.,  Wales  Farm  Rd.,  Acton 
London  W  E.,  England. 

Tele-Matic  Industries,  Inc.,  16  Howard  St.,  Brooklyn  21, 
N.  Y. 

Ttleviso  Corp.,  1415  Golf  Rd.,  Oes  Plaines,  III. 

TOBE  OEUTSCHMANN  CORP.,  921  Providence  Highway, 
Norwood,  Mass.  AOV.  PG.  173. 


UNITED  TRANSFORMER  CORP.,  ISO  Varick  St.,  New 
York  13,  N.  Y.  AOV  PG.  Second  Cover. 

Vibration  Research  Labs.,  Inc.,  58  Marbledale  Rd., 
Tuckahoe,  N  Y. 

Vidaire  Electronics  Mfg.  Corp.,  576  W.  Merrick  Rd., 
Lynbrook,  N.  Y. 


FILTERS— Radio  Range 

Audio  Development  Co.,  2833  13th  Ave.,  S..  Minneapolia 
7,  Minn. 

Axel  Bros.,  Electronics  Div.,  134-20  Jamaica  Ave., 
Jamaica.  N.  Y. 

BARKER  ^  WILLIAMSON,  Canal  &  Beaver  Sts,  Bristol, 
Pa  ADV  PG  103. 

BURNELL  &  CO.,  INC.,  10  Pelham  Parkway,  Pelham, 
N  Y  AOV.  PG.  70,  71. 

Cinema  Engiiseermg  Div.,  Aerovox  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif. 

Coil  Winders,  Inc  ,  100  New  York  Ave.,  Westbury,  N  Y. 

Electronic  Transformer  Co.,  70  Washington  St.,  Brooklyn 
1,  N.  Y. 

Foster  Transformer  Co.,  3820  Colerain  Ave.,  CirKinnatl 
23,  Ohio 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27  N  Y  ADV  PG.  24 

INTERELECTRONICS  CORP,  2432  Grand  Concourse, 
New  York  58,  N  Y.  ADV  PG.  536. 

Leonard  Electric  Products  Co,  Inc.,  67  Thirty  Fourth 
St  ,  Brooklyn  32,  N  Y. 

Magnavox  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne  4, 
Ind 

MICROLAB,  71  Okner  Parkway,  Livingston,  N  J  AOV. 
PG  519 

MICROPHASE  CORP.,  P.  0.  Box  1166,  Greenwich.  Conn. 
AOV  PG  455 

ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 
N  J  AOV  PG  337 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adarn% 
Mass 

TOBE  OEUTSCHMANN  CORP.,  921  Providence  Highway, 
Norwood.  Mass  ADV  PG  173. 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  Neve 
York  13,  N  Y.  ADV.  PG  Second  Cover. 


FILTERS-Tofevixion 

American  Electronics  Co.,  1203-05  Bryant  Ave.,  Neve 
York  59,  N  Y 

Cinema-Television,  Ltd  .  Worsley  Bridge  Rd ,  LoudoiN 
S.  E.  26,  England. 

Clippard  Instrument  Laboratory,  Inc.,  7350-90  Colerain 
Rd  ,  Cincinnati  24.  Ohio. 

Coilcraft,  Inc  Cary,  III 

CORNELL-OUBILIER  ELECTRIC  CORP.,  South  Plainfie'd, 

N  J.  ADV  PG.  419. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine 

Fntron  Inc  4902  Lawrence  St.,  Bladensburg,  Md 

General  Electric  Co  ,  Technical  Products  Dept  ,  Electron¬ 
ics  Park,  Syracuse,  N  Y 

G-allen  Electronic  Oiv  of  Clegg,  Inc.,  Hanover  &  Ridge- 
dale  Aves.,  Morristown,  N.  J. 

Interference  Measurement  lab  901  E.  5l5t  St.,  Brook¬ 
lyn,  N  Y 

JFO  MANUFACTURING  CO.,  INC.,  6101  16th  Ave., 
Brooklyn  4  N  Y  ADV  PG  213 

JERROLO  ELECTRONICS  CORP.,  15fh  &  Lehigh.  Phila¬ 
delphia  32  Pa.  ADV  PG  342. 

Leonard  Electric  Products  Co.,  Inc.,  67  Thirty  Fourth 
St  Brooklyn  3?  N  Y 

MICROLAB,  71  Okner  Parkway,  Livingston,  N  J  AOV. 
PG  519. 

Miller  Co.,  J.  W.,  5917  S.  Main  St..  Los  Angeles  3, 
Calif. 

Potter  Co.,  The,  1950  Sheridan  Rd  ,  North  Chicago,  III. 

San  Fern.ande  Electric  Mfg.  Co.,  1509  First  St.,  S.tii 
Fernando  Calif. 

Stiencer-Kennedv  Labs ,  Inc.,  1318  Soldiers  Field  Rd., 
Bnston  35,  Mass. 

SPIVEY,  INC.,  JAMES  S.,  4908  Hampden  Lane,  Wash¬ 
ington  14,  0  C.  AOV.  PG.  531. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mast. 

Superex  Electronics  Corp.,  4-6  Radford  Place.  Yonkers, 
N  Y 

TELECHROME  MFC  CORP.,  28  Ranick  Drive,  Amity¬ 
ville,  N  Y  ADV  PG  325. 

Telegraph  Condenser  Co.,  Ltd  ,  Wales  Farm  Rd,,  Acton, 
London  W.E  ,  England 

Tele-Matic  Industries.  Inc  ,  16  Howard  Ave.,  Brooklyn 
21,  N  Y 

TOBE  DEUTSCHMANN  CORP.,  921  Providence  Highway, 
Norwood  Mass  ADV.  PG  173. 

Vidaire  Electronics  Mfg.  Corp.,  576  W.  Merrick  Rd., 
Lynbrook,  N.  Y. 

Wirco  Electronics,  Inc.,  9910  Rush  St.,  El  Monte, 
Calif. 

FIlTERS-uhf  t  vhf 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave.,  Mil¬ 
waukee  4.  Wit.  ADV  PG.  421 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

American  Electronics  Co.,  1203-05  Bryant  Ave.,  New 
York  59,  N.  Y 

Amtron  Corp  ,  17  Felton  St.,  Waltham,  Mass. 

ANDREW  CORP.,  363  E  75th  St  ,  Chicago  19,  III. 
ADV  PG  50 

APPLIED  RESEARCH,  INC.,  76  S.  B.iyles  Ave..  Port 
Washington.  N  Y.  ADV.  PG.  566. 
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ASTRON  CORP.,  255  Grant  Ave.,  East  Newark,  N.  J. 
AOV.  PG.  111. 

AUTOMATIC  METAL  PRODUCTS  CORP.,  315  Berry  St., 
Brooklyn  11  N.  Y.  ADV.  PG.  500. 

BIRD  ELECTRONIC  CORP.,  1600  E.  38th  St.,  Cleveland 
14,  Ohio.  ADV.  PG.  47. 

Channel  Master  Co.,  Ellenville,  N.  Y. 

Coilcraft,  Inc.,  Cary,  III. 

Coil  Winders,  Inc.,  100  New  York  Ave.,  Westbury,  N.  Y. 

Community  Engineering  Corp.,  Box  824,  State  College, 
Pa. 

CORNELL-DUBILIER  ELECTRIC  CORP.,  South  PlainISeld, 
N.  J.  ADV.  PG.  419. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  P6. 
401. 

Dehiance  Engineering  &  Microwave  Corp.,  Box  488, 

Beverly  Airport,  Beverly,  Mass. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 

Maine. 

ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park.,  N.  J. 
ADV.  PG.  303. 

Electro  Networks,  Inc.,  P.  0.  Box  424,  Syracuse,  N.  Y. 

Electronic  Specialty  Co.,  5121  San  Fernando  Rd.,  Los 
Angeles  39,  Calif. 

Entron,  Inc.,  4902  Lawrence  St.,  Bladensburg,  Md. 

Filtron  Co.,  Inc.,  The,  131-15  Fowler  Ave.,  Flushing, 
N.  Y. 

FUGLE-MILLER  LABS.,  INC.,  301  Central  Ave.,  Clark, 
N.  J.  ADV.  PG.  535. 

General  Electric  Co.,  Technical  Products  Dept.,  Elec¬ 
tronics  Park,  Syracuse,  N.  Y. 

Grallen  Electronic  Div.  of  Clegg,  Inc.,  Hanover  &  Ridge- 
dale  Aves.,  Morristown,  N.  J. 

Granger  Associates,  96t>  Commercial  St.,  Palo  Alto, 
Calif. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif.  AOV. 
PG.  105-110 

HYCON  EASTERN,  INC.,  75  Cambridge  Parkway,  Cam¬ 
bridge,  Mass.  ADV.  PG.  291. 

Interference  Measurement  Lab.,  901  E.  51st  St.,  Brook¬ 
lyn,  N.  Y. 

JFD  MANUFACTURING  CO.,  INC.,  6101  16th  Ave., 
Brooklyn  4,  N.  Y.  ADV.  PG.  213. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  ADV.  PG.  174. 

Leonard  Electric  Products  Co.,  Inc.,  67  Thirty  Fourth 
St.,  Brooklyn  32,  N.  Y. 

Lynmar  Engineers,  Inc.,  1432  N.  Carlisle  St.,  Phila¬ 
delphia  21,  Pa 

Mack  Electronics  A  Div.  of  Mack  Trucks,  Inc.,  Pl.tln- 
field,  N.  J. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J.  ADV. 
PG.  519. 

MICROPHASE  CORP.,  P.  0.  Box  1166,  Greenwich,  Conn. 
AOV.  PG.  455. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N  E.,  Albuquerque,  N.  M. 

ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 
N.  J.  ADV.  PG.  337. 

San  Fernando  Electric  Mfg.  Co.,  1509  First  St.,  San 
Fernando,  Calif. 

SIERRA  ELECTRONIC  CORP.,  3885  Bohannon  Drive, 
Menlo  Park,  Calif.  AOV.  PG.  66,  67. 

Spencer-Kennedy  Labs,  Inc.,  1318  Soldiers  Field  Rd., 
Boston  35,  Mass. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amlty- 
ville,  N.  Y.  ADV.  PG.  323. 

Tele  Coil  Co.,  Inc.,  2733  Saunders  St.,  Camden  5, 

N.  J. 

Tele-Matic  Industries,  Inc.,  16  Howard  St.,  Brooklyn  21, 
N.  Y. 

TOBE  DEUTSCHMANN  CORP.,  921  Providence  Hi9hw.jy, 
Norwood,  Mass.  AOV.  PG.  173. 

Wilmar  Mfg.  Co.,  I4C.,  1110  Truman  Rd.,  Kansas  City 
6,  Mo. 

Wirco  Electronics,  Inc.,  9910  Rush  St.,  El  Monte, 
Calif. 

FILTERS— Variable  Elecfronic 

Clevite  Corp.,  Texas  Div.,  3732  Wertheimer  Rd.,  Houston 
6,  Texas. 

INTERNATIONAL  RESISTANCE  CO.,  401  N.  Broad  St., 
Philadelphia  8,  Pa.  AOV.  PG.  189-192. 

Interstate  Electronics  Corp.,  707  E.  Vermont  Ave., 
Anaheim  Calif. 

KROHN-HITE  CORP.,  580  Massachusetts  Ave.,  Cambridge 
39,  Mass.  AOV.  PG.  197. 

LING  ELECTRONICS,  9937  W.  Jefferson  Blvd.,  Culver 
City,  Calif,  ADV,  PG,  487. 

M  F  ELECTRONICS,  122  E.  25th  St.,  New  York  10, 
N.  Y.  ADV.  PG.  507. 

Spectrum  Instruments,  Inc.,  44-05  30th  Ave.,  Long  Is¬ 
land  City  3,  N.  Y. 

Spencer-Kennedy  Labs.,  Inc.,  1318  Soldiers  Field  Rd., 
Boston  35,  Mass. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N,  Y.  AOV.  PG.  511. 

Whitewater  Electronics  Inc.,  136  W.  Main  St.,  White- 
water,  Wis. 


FINISHES— luminous  Materials 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
du  Pont  de  Nemours  &  Co.,  Inc.,  E.  I.,  Wilmington  98, 
Del. 

Photo  Chemical  Products,  Inc.,  999A  Stewart  Ave., 
Garden  City,  N.  Y. 

U.  S.  RADIUM  CORP.,  Hanover  &  Horse  Hill  Rd., 
Morristown,  N.  J.  ADV.  PG.  446. 


FINISHES-Rippla 

Ainsworth-Precision  Castings  Co.,  3200  Guardian  Bldg., 
Detroit  26,  Mich. 

George  Co.,  P.  D.,  5200  N.  Second  St.,  St.  Louis,  Mo. 

Standard-Toch  Chemicals,  Inc.,  2600  Richmond  Terrace, 
Staten  Island  3,  N.  Y. 

Supreme  Process  Corp.,  44  Bond  St.,  Westbury,  N.  Y. 

FIRE 

See  DETECTORS 

FIRE  CONTROL  SYSTEMS 
See  RADAR 

FIANCES-Microwave 
See  MICROWAVE  ACCESSORIES 

FLIP-FLOPS 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 

American  Research  &  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 

Andromeda,  Inc.,  3742  Howard  Ave.,  Kensington,  Md. 

CG  Electronic  Div.  of  Gulton  Industries,  Inc.,  305  Dal¬ 
las  St.,  N.E.,  Albuquerque,  N.  M. 

Cawkell  Electrical  Engineering,  A.E.,  80  Shore  Rd.,  Port 
Washington,  N.  Y. 

CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wis.  AOV.  PG.  422. 

COMPUTER  CONTROL  CO.,  INC.,  92  Broad  St.,  Wellesley 
57,  Mass.  AOV.  PG.  481. 

Daystrom  Systems  Div.  of  Oaystrom,  Inc.,  5640  La  Jolla 
Blvd.,  La  Jolla,  Calif. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

ENGINEERED  ELECTRONICS  CO.,  506  E.  First  St.,  Santa 
Ana,  Calif.  AOV.  PG.  317. 

EPSCO,  INCORPORATED,  588  Commonwealth  Ave.,  Boston 
15,  Mass  ADV.  PG.  281-283. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  ADV.  PG.  140,  141. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 
4,  Ala. 

Good  Electronic  Corp.,  P.O.  Box  93,  Newton  58,  Mass. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego  12, 
Calif.  AOV.  PG.  51-57. 

LIBRASCOPE,  INC.,  806  Western  Ave.,  Glendale,  Calif. 
AOV.  PG.  125 

NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Aye., 
Philadelphia  45,  Pa.  AOV.  PG.  528. 

Rea  Co.,  Inc.,  J.  B.,  1723  Cloverfield  Blvd.,  Santa 
Monica,  Calif. 

Rixon  Electronics,  Inc.,  Silver  Spring,  Md. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass. 

Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J. 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y.  ADV.  PG.  343,  344. 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
England. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y.  AOV. 
PG.  394C. 

WALKIRT  CO.,  141  W.  Hazel  St.,  Inglewood  3,  Calif. 
ADV.  PG.  500. 


FLOCK  A  FLOCKED  PAPER 

Bestcraft  Products  Co.,  Inc.,  626  Broadway,  New  York, 
N.  Y. 

Cellusuede  Products,  Inc.,  540  N.  Madison  St.,  Rockford, 
III. 

Flock  Process  Co.,  Inc.,  373  Main  Ave.,  Norwalk,  Conn. 
FLOWMETERS 

sm  controls 

FLUID  FLOW 

sm  indicators 

fluorescent  COMPOUNDS-Pboapbera 
CANADIAN  RADIUM  &  URANIUM  CORP.,  630  Fifth 
Ave.,  New  York  20,  N.  Y.  ADV.  PG.  499. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
du  Pont  de  Nemours  &  Co.,  Inc.,  E.  I.,  Wilmington  98, 
Del. 

General  Electric  Co.,  Lamp  Wire  &  Phosphors  Dept., 
21800  Tungsten  Rd.,  Cleveland  17,  Ohio. 

Photo  Chemical  Products,  Inc.,  999A  Stewart  Ave.,  Gar¬ 
den  City,  N.  Y. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  CHEMICAL  & 
METALLURGICAL  DIV.,  Towanda,  Pa.  AOV.  PG.  631. 
U.  S.  RADIUM  CORP.,  Hanover  &  Horse  Hill  Rd.,  Mor¬ 
ristown,  N.  J.  AOV.  PG.  446. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 

Westinghouse  Electric  Corp.,  Lamp  Div.,  Bloomfield,  N.  J. 


FLUOROMETERS 

Axler  Associates,  102-42  43rd  Ave.,  Corona  68,  N.  Y. 
Coleman  Instruments,  Inc.,  316  Madison  St.,  Maywood, 
III. 

Epic,  Inc.,  154  Nassau  St.,  New  York  38,  N.  Y. 


Farrand  Optical  Co.,  Inc.,  Bronx  Blvd.,  at  238th  St., 
New  York  70,  N.  Y. 

Jarrell-Ash  Co.,  26  Farwell  St.,  Newtonville,  Mass. 
Photovolt  Corp.,  95  Madison  Ave.,  New  York  16,  N.  Y. 


FLUX- •raxing  or  SaWaring 

Accurate  Specialties  Co.,  Inc.,  37-118  57th  St.,  Wood- 
side  77,  N.  Y. 

All-State  Welding  Alloys  Co.,  Inc.,  249  Ferris  Ave., 
White  Plains,  N.  Y. 

Allen  Co.,  Inc.,  L.  B.,  9329  W.  Berenice,  Schiller  Park, 
III. 

Allays  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flush¬ 
ing  54,  N.  Y. 

American  Solder  &  Flux  Co.,  19th  &  Willard  Sts., 
Philadelphia  40,  Pa. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N.  Y, 

Bow  Solder  Products  Co.,  Inc.,  251  Freeman  St.,  Brook¬ 
lyn  22,  N.  Y. 

Burnley  Battery  &  Mfg.  Co.,  Clay  St.,  North  East,  Pa. 

Chase  Brass  &  Copper  Co.,  Inc.,  236  Grand  St.,  Water- 
bury  20,  Conn. 

Division  Lead  Co.,  7742  W.  61tt  Place,  Summit,  III. 

Dunton  Co.,  M.  W.,  7  Goff  St.,  Providence  3,  R.  I. 

du  Pont  de  Nemours  &  Co.,  Inc.,  E.  I.  Wilmington  98, 
Del. 

Electrovert,  Inc.,  124  E.  40th  St.,  New  York  17,  N.  Y. 

Ellanar  Chemical  Co,  2308  Oakton  St.,  Evanston,  III. 

ENGELHARD  INDUSfRIES,  INC.,  (AMERICAN  PUTI- 
NUM  &  SILVER  DIV.),  113  Astor  St.,  Newark  5, 
N.  J.  ADV.  PG.  329. 

George  Co.,  P.  D.,  5200  N.  Second  St.,  St.  Louis,  Mo. 

Glaser  Lead  Co.,  Inc.,  31  Wyckoff  Ave.,  Brooklyn  37, 
N.  V. 

Goldsmith  Bros.  Smelting  Refining  Co.,  Ill  N.  Wabash 
Ave.,  Chicago  2,  III. 

Handy  &  Harman,  82  Fulton  St.,  New  York  38,  N.  Y. 

International  Nickel  Co.,  Inc.,  67  Wall  St.,  New  York 
5,  N.  Y. 

Johnson  Mfg.  Co.,  Inc.,  Mount  Vernon,  Iowa. 

KESTER  SOLDER  COMPANY,  4212  Wrightwood  Ave., 
Chicago  39,  III.  AOV.  PG.  321 

Lake  Chemical  Co.,  3052  W.  Carroll  St.,  Chicago  12, 
III. 

Lenk  Mfg.  Co.,  The,  Franklin,  Ky. 

Linde  Co.,  Div.  of  Union  Carbide  Corp.,  30  E.  42nd  St., 
New  York  17,  N.  Y. 

London  Chemical  Co.,  1535  N.  31st  Ave.,  Melrose  Park, 
III 

MICO  INSTRUMENT  CO.,  80  Trowbridge  St.,  Cambridge 
38,  Mass.  AVO.  PG.  549. 

Multicore  Solders,  Ltd.,  Multicore  Works,  Maylands  Ave., 
Hemel  Hempstead,  Hertfordshire,  England. 

National  Lead  Co.,  Ill  Broadway,  New  York  6,  N.  Y. 

Osborn  Products,  Glen  Ellyn,  III. 

Ruby  Chemical  Co.,  68  McDowell  St.,  Columbus  16,  Dhio. 

Soldering  Specialties  Co.,  18  Chattham  Rd.,  Summit, 
N.  J. 

Superior  Flux  A  Mfg.  Co.,  1536  St.  Clair  Ave.,  Cleve¬ 
land  14,  Ohio. 

Technicraft  Laboratories,  Inc.,  Thomaston-Waterbury  Rd., 
Thomaston,  Conn. 

Tricon  Mfg.  Co.,  8012  S.  Wallace  St.,  Chicago  20,  III. 

United  Wire  A  Supply  Corp.,  Providence  7,  R.  I. 

Wye  Industries,  6  General  Devine  Way,  Boston  27,  Mass. 


FlUXMETERS 

Cambridge  Instrument  Co.,  Inc.,  3633  Grand  Central 
Terminal,  New  York  17,  N.  Y. 

DYNA-EMPIRE,  INC.,  1075  Stewart  Ave.,  Garden  City, 
N  Y.  AOV.  PG.  537. 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV.,  1 
River  Rd.,  Schenectady  5,  N.  Y.  AOV.  PG.  1,  2,  3,  6. 

INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  AOV.  PG.  408 

Leeds  A  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

RADIO  FREQUENCY  UBS,  INC.,  Boonton  2,  N.  J. 
ADV.  PG.  399 

RAWSON  ELECTRICAL  INSTRUMENT  CO.,  Ill  Patter 
St.,  Cambridge  42,  Mass.  ADV.  PG.  457. 

Republic  Electronic  Industries  Corp.,  31  W.  27th  St., 
Nfw  York  1  N  Y 

SENSITIVE  R^EARCH  INSTRUMENT  CORP.,  310  Main 
St.,  New  Rochelle,  N.  V.  AOV.  PG.  467. 


FOCUS  COILS 

Soo  COILS- Tolovision  Focusing 


FORKS— Elocfrlca/fy  Drivon  Tuning 

Acme  Telectronix  Div.  of  NEA  Service,  Inc.,  W.  Third 
A  Lakeside,  Cleveland  13,  Ohio. 

ALDEN  ELECTRONIC  A  IMPULSE  RECORDING  EQUIP¬ 
MENT  CO.,  Box  125,  Westboro,  Mats.  AOV.  PG.  452. 

Allied  Products  Div.,  Hamilton  Watch  Co.,  Lancaster, 
Pa 

AMERICAN  TIME  PRODUCTS,  INC.,  580  Fifth  Ave., 
New  York  36,  N.  Y.  ADV.  PG.  234. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mast.  AOV.  PG.  178,  179. 

Gyrex  Corp.,  3003  Pennsylvania  St.,  Santa  Monica,  Calif. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y.  AOV.  PG.  371. 

Muirhead  A  Co.,  Ltd.,  Beckenham,  Kent.,  England. 
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ELECTRONIC  and  ALLIED 


PHILAMON  LABORATORIES.  INC.,  90  Hopper  St., 
Wntbury,  N.  Y.  ADV.  PG. 

Rivfrbjnk  Laboritorin,  Dept  of  Enpineerinf,  P  0.  Box 
65,  Geneva,  III. 

Sullivan  Ltd.,  H.  W.,  80  Shore  Rd.,  Port  Washington, 
N.  V. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J.  r 

Times  Facsimile  Corp.,  5a0  W  58th  St.,  New  York  19, 
N  Y 

VARO  MFC  CO.,  2201  Walnut  St ,  Garland,  Tex  ADV. 
PG.  454 


FORMS*  Anlenno 

Emerson  Plastics  Corp.,  1383  Seabury  Ave ,  Bronx  61, 
N  Y 

Norrich  Plastics  Corp.,  107>109  W  18th  St.,  New  York 
11.  N  Y 

Silicone,  Insulation,  Inc,  1385  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Titchener  &  Co.,  E.  H.,  67  Clinton  St.,  Binghamton, 
N  Y. 


FORMS-Ceil 
Sm  Also  BOBBINS 

Aerovox  Corp  ,  740  Belleville  Ave.,  New  Bedford.  Mast. 
AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd  A  Manufacturers  Rd.,  Chattanooga  5,  Tenn.  ADV. 
PG.  237 

American  Mo'ded  Products  Co.,  2727  W  Chicago  Ave  , 
Chicago  22.  III. 

Asheville-Schoonmaker  Mica  Co.,  900  Jefferson  Ave., 
Newport  News,  Va. 

Barwood  MIg.  Co.,  Inc.,  L.  J.,  22  Williams  St.,  Everett 
49,  Mass 

Buckeye  Bobbin  Co.,  12200  Sprecher  Ave.,  Cleveland  11, 
Ohio. 

Caddell-Burns  Mfg  Co.,  Inc.,  40  E.  Second  St.,  Mlneola, 

N  Y 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave, 
Cambridoe  38.  Mast.  ADV  PG  74 
CARBORUNDUM  CO.,  THE,  UTROBE  PLANT,  Latrabc, 
Pa.  ADV  PG  72,  73. 

Carmer  Industries,  Inc.,  22  N  26th  St,  Kenilworth,  N.  J 
CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  914Y  E  Keefe 
Ave.,  Milwaukee  1,  Wit.,  ADV  PG  422 
Ceramet  Corp  ,  475  W  216lh  St.,  New  York  34,  N  V. 
CLEVEUNO  CONTAINER  CO.,  tHE,  6201  Barberton 
Ave.,  Cleveland  2,  Ohio.  ADV.  PG.  398. 

Colber  Corp  The  26  BuMngton  St.,  Irvington.  N  J. 
COORS  PORCELAIN  CO.,  600  Ninth  St  ,  Golden,  Colo. 

ADV  PG  310,  311 
Corning  Glass  Works,  Coming,  N  V. 

EPM  Corp  ,  620-622  Van  Siclen  Ave.,  Brooklyn,  N.  V. 
Electronic  Parts  Mfg.  Co.,  Inc.,  508-10  25th  St  ,  Union 
City,  N  J. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave,  8ronx  61, 
N.  Y. 

Enflo  Corp.,  Fellowship  Rd.  &  Route  73,  Maple  Shade, 
N.  J. 

Ferrieore  Inc  .  250  South  St.,  Newark  5,  N  J 

FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U.  S. 

GASKET  CO.,  Camden  1,  N.  J.  ADV.  PG  529. 
Franklin  Fibr'-Lamitex  Corp.,  Wilmington,  Del 
r.arde  Mfg  Co  .  588  Eddy  St.,  Providence  3,  R.  I. 
GENERAL  COMPONENTS  INC.,  225-229  E  144th  St., 
New  York  51,  N  Y.  ADV  PG  574 
Cries  Reproducer  Corp.,  151  Beechwood  St.,  New  Rochelle, 
N  V. 

HYDRO  MOLDING  CO.  INC.,  Plattsburgh.  N  Y  ADV. 

PG.  193 

Kirchberger  &  Co.,  Inc.,  M.,  248  Humphrey  St.,  Engle¬ 
wood,  N.  J. 

Micarta  Fabricators,  Inc.,  5324  N.  Ravenswood  Ave., 
Chicago  40,  III. 

Mlllen  Mfg  Co.,  James,  150  Exchange  St  Malden, 
Mass 

MYCALEX  CORPORATION  OF  AMERICA.  125  Clifton 
Blvd  ,  Clifton,  N  J  ADV  PG.  313. 

National  Coil  Co.,  P.  0.  Box  1237,  Sheridan.  Wyo 
National  Co.,  Inc  ,  61  Sherman  St.,  Malden  48,  Mast. 
NATIONAL  MOLDITE  CO.,  250  South  St  .  Newark  5, 
N  J  ADV.  PG  335 

NATIONAL  VULCANIZED  FIBRE  CO.,  Box  311,  Wilming¬ 
ton,  Del  ADV.  PG  360 

Norrich  Plastics  Corp.,  107-109  W  18th  St ,  New  York 
11,  N  Y 

NORTH  HILLS  ELECTRIC  CO.,  INC.,  402  Sagamore  Ave., 
Minrol.i,  N  Y  ADV  PG.  533,  548. 

PARAMOUNT  PAPER  TUBE  CORP.,  614  Lafayette  St , 
Fort  Wayne,  Ind  ADV  PG  484. 

Peerless  Products  Industries,  812  N  Pulaski  St.,  Chicago 
51,  III. 

PermonIte  Mfg.  Co.,  444  N  Lake  Shore  Drive,  Chicago 
II,  III. 

Pffeger  Products,  3901  W  54th  St.,  Los  Angeles  43, 
Calif 

PRECISION  PAPER  TUBE  CO.,  2041  W  Charleston  St., 
Chicago  47,  III.  ADV  PG.  188 
Printlold  Corp.,  93  Mercer  St.,  New  York  12,  N  V. 
Qualify  Components  |nc  St.  Marys,  Pa. 

RAYTHEON  MFG.  CO.,  CERAMIC  SALES  DEPT.,  Foundry 
Ave.,  Waltham  54,  Mass  ADV.  PG.  431. 

Resinite  Corp.  Sub.  of  Precision  Paper  Tube  Co.,  6981 
N.  Central  Park  Ave,  Chicago  45,  (Llncolnwood),  III. 
ROSS  METALS  CO.,  MILTON.  505  DavisvIlle  Rd .  Oavls- 
vllle.  Pa.  ADV.  PG.  472 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60,  N.  V. 
Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx  61, 
N.  Y 


PRODUCTS 


Spaulding  Fibre  Co.,  Inc.,  310  Wheeler  St.,  Tonawanda, 
N.  Y. 

Speer  Resistor  Division,  Speer  Carbon  Co..  St.  Marys,  Pa. 

STEEL  HEDDLE  MFG.  CO.,  2100  W.  Allegheny  Ave., 
Philadelphia  32,  Pa.  ADV.  PG.  541. 

Steward  Mfg.  Co.,  0.  M.,  3600  Jerrome  Ave.,  Chatta¬ 
nooga  I,  Tenn. 

Stone  Paper  Tube  Co.,  Div.  of  Stone  Straw  Corp.,  900 
Franklin  St.,  N.  E.,  Washington  17,  D.  C. 

Superex  Electronics  Corp.,  4-6  Radford  Place,  Yonkers, 
N  Y 

SUPERIOR  STEATITE  &  CERAMIC  CORP.,  83-91  W. 
Forest  Ave.,  Englewood,  N,  J.  ADV.  JG.  536. 

Sxvenson  Co.,  ire  ,  V.  H.,  552  Elm  St.,  Arlington,  N  J. 

SYNCOR  PRODUCTS  CO.,  30  Eastern  Ave  ,  Malden,  Mass 
ADV.  PG  426 

Synthane  Corp.,  Oaks,  Pa. 

Tele  Coil  Co.,  Inc.,  2733  Saunders  St.,  Camden  5,  N.  J. 

Telex,  Inc.,  Telex  Park.  St.  Paul  1,  Minn. 

Tensor  Electric  Development  Co.,  Centroid  Oiv.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave  ,  Bloomfield, 
N.  J.  ADV.  PG.  538. 

Walter  Lee  Chemical  Co.,  1381  Seabury  Ave  ,  Bronx  61, 
N  Y 

WATERS  MANUFACTURING  INC.,  Boston  Post  Rd., 
Wayland,  Mass  ADV.  PG.  473. 


FORMS-Retisfor 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass 

AMERICAN  LAVA  CORP.,  STEATITE  OIV.,  Cherokee 
Blvd.  &  Manufacturers  Rd.,  Chattanooga  5,  Tenn 
ADV.  PG.  237 

CARBORUNDUM  CO.,  THE,  LATROBE  PLANT,  Latrobe, 
Pa.  ADV  PG  72,  73. 

Carmer  Industries,  Inc.,  22  N  26th  St..  Kenilworth, 
N  J. 

EPM  Corp.,  620-622  Van  Siclen  Ave.,  Brooklyn.  N.  Y. 

Electronic  Parts  Mfg  Co.,  Inc.,  508-10  25th  St  ,  Union 

City,  N.  J 

GENKAL  COMPONENTS  INC.,  225-229  E  144th  St  , 
New  York  51,  N  Y.  ADV  PG.  574 

Kirchberger  A  Co.,  Inc.,  M.,  248  Humphrey  St  .  Engle¬ 
wood,  N.  J 

Norrich  Plastics  Corp.,  107-109  W  18th  St  ,  New 
York  11,  N  Y 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd  ,  Davls- 
ville.  Pa  ADV  PG  472 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0 
Box  85,  Gardena,  Calif. 

Speer  Resistor  Division,  Speer  Carbon  Co.,  St.  Marys,  Pa 

Steward  Mfg.  Co.,  D  M.,  3600  Jerrome  Ave.,  Chatta- 
nciga  1,  Tenn. 

SUPEIUOR  STEATITE  A  CERAMIC  CORP.,  83-91  W. 
Forest  Ave.,  Englewood,  N.  J.  ADV.  PG.  536. 

Tel-Labs.,  Inc,  1050  Second  St,  Manchester,  N  H. 

THOR  CERAMICS.  INC.,  225  Belleville  Ave ,  Bloom- 
held,  N  J  ADV  PG.  538. 


FORMS-WIre 

Accurate  Specialties  Co  ,  Inc.,  37-118  S7th  St  ,  Wood- 
side  77,  N.  Y. 

Alloy  Metal  Wire  Div.,  H.  K.  Porter  Co.,  Inc.,  1  Pavilion 
Ave.,  Riverside,  N.  J. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N  Y 

Alpha  Metals,  Inc  60  Water  St.,  Jersey  City.  N.  J. 
ART  WIRE  A  STAMPING  CO.,  227  High  St..  Newark  2, 
N.  J.  ADV.  PG.  8 

Oudek  A  Bock  Spring  A  Mfg.  Co.,  4018  W  Grand  Ave  , 
Chicago  51,  III. 

Eastern  Tool  A  Mfg.  Co.,  1  Montgomery  St.,  Belleville  9, 
N.  J. 

GENERAL  FINDINGS  A  SUPPLY  CO.,  INDUSTRIAL  OIV., 
Attleboro,  Mass.  ADV.  PB  275 
Heller  Roberts  Mfg  Corp.,  700  Jamaica  Ave.,  Brooklyn 

8  N  Y. 

Haydu  Electronic  Products,  Inc.,  1426  W  Front  St., 
Plainheld,  N.  J. 

Irving  Tool  A  Mfg.  Co.,  1315  Levee  St.,  Dallas  7.  Texas. 
Mid-West  Spring  Mfg.  Co.,  Mentone,  Ind. 

Newcomb  Spring  Corp.,  228  College  Highway,  Valley 
Stream,  N.  Y. 

PIx  Mfg  Co.,  Inc.,  81 A  Hudson  St.,  Newark,  N  J. 
Reliable  Spring  A  Wire  Forms  Co.,  Fulton  Rd  A  Paris 
Ave  ,  Cleveland  9,  Ohio. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davls- 
viMe,  Pa.  AOV.  PG.  472. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  OIV., 
Warren,  Pa.  ADV.  PG.  632. 

Titchener  A  Co.,  E.  H.,  67  Clinton  St.,  Binghamton, 
N  V 

WENCO  MFG.  CO.,  1133  W  Hubbard  St  ,  Chicago  22, 
III.  ADV.  PG.  533. 

FRAMES-Crid 

Sop  parts  for  COLOR  TV  TUBES 


FREQUENCY  CALIBRATION  SERVICES 

Aero  Research  Instrument  Co.,  315  N.  Aberdeen  St., 
Chicago  7,  III. 

AMERICAN  MACHINE  A  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N  Royal  St.,  Alexandria, 
Va.  AOV,  PG.  380. 

Colortone  Electronics,  Inc.,  200  Frank  Rd.,  Hicksville, 
N.  V. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave, 
Stamford,  Conn. 


FURNACES 


F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  ADV.  PG  149-152. 

Gyrex  Corp.,  3003  Pennsylvania  St.,  Santa  Monica, 
Calif. 

Precision  Frequency  Service,  1426  S.  Flower  St.,  Santa 
Ana,  Calif. 

Riverbank  Laboratories,  Dept  of  Engineering,  P.  0.  Box 
65,  Geneva,  III. 

Standard  Electronics  Research  Corp.,  2  East  End  Ave., 
New  York  21,  N  Y. 

FREQUENCY  INDICATORS 
So#  INDICATORS 

FREQUENCY  STANDARDS 
Soo  STANDARDS-Frequency 

FUNGICIDES  B  EQUIPMENT 

Delta  Chemical  Works,  21  W  60th  St.,  New  York, 
N.  Y 

du  Pont  de  Nemours  &  Co.,  Inc.,  Wilmington  98,  Del. 

Maas  A  Waldstein  Co.,  2121  McCarter  Highway,  Newark 
4,  N  J. 

Metal  &  Thermit  Corp.,  Rahway,  N  J. 


FURNACES— Electric  ffer  Electronic  Component 
Product  ionj 

BTU  Engineering  Corp.,  440  Somerville  Ave.,  Somerville, 
Mass. 

Blue  M  Electric  Co.,  138th  A  Chatham  St.,  Blue  Island, 
III. 

Despatch  Oven  Co.,  Minneapolis,  Minn. 

Eisler  Engineering  Co.,  Inc.,  751  S.  13th  St.,  Newark 
3,  N.  J. 

Electric  Furnace  Co.,  Salem,  Ohio. 

Forter-Teichmann  Co.,  Clark  Bldg.,  Pittsburgh  22,  Pa. 
General  Electric  Co.,  Apparatus  Siales  Div.,  1  River  Rd , 
Schenectady  5,  N.  Y 

General  Electric  Co.,  Industrial  Heating  Dept.,  Shelby- 
ville,  Ind. 

Grieve-Hendry  Co.,  Inc.,  1401-17  W.  Carroll  Ave., 
Chicago  7,  III. 

Harper  Electric  Furnace  Corp.,  48  River  St.,  Buffalo  2, 
N.  Y 

Hayes  Inc.,  C  I.,  800  Wellington  Ave.,  Cranston,  R.  I. 
High  Vacuum  Equipment  Corp.,  2  Churchill  Rd.,  Hing- 
ham.  Mass. 

Hull-Standard  Corp.,  Hatboro,  Pa. 

Huppert  Co.,  K  H.,  6864  Cottage  Grove  Ave.,  Chicago 
37,  III 

KAHLE  ENGINEERING  CO,  1307  Seventh  St.,  North 
Bergen,  N.  J  AOV.  PG.  10,  11 
Leeds  A  Northrop  Co.,  4970  Stenton  Ave.,  Phila¬ 
delphia  44,  Pa. 

Lepel  High  Frequency  Labs  ,  Inc.,  S5th  St  A  7th  Ave., 
Woodside  77,  N  Y 

Lindberg  Engineering  Co.,  2450  W.  Hubbard  St.,  Chicago, 
III 

Litton  Engineering  Laboratories,  P  0  Box  949,  Grass 
Valley.  Calif 

NRC  EQUIPMENT  CORP.,  160  Charlemont  St.,  Newton 
61,  Mast.  ADV  PG  427. 

Pacific  Scientific  Co.,  P.  0.  Box  No.  22019,  Lot  Angeles 
22.  Calif. 

Pimex  Inc.,  18  E.  60th  St.,  New  York  22,  N.  Y. 
Temperature  Engineering  Corp.,  1000  Union  Landing  Rd., 
Riverton,  N.  J. 

Torrance  Glass  A  Color  Works,  Torrance,  Calif. 

United  States  Dynamics  Corp.,  1250  Columbus  Ave., 
Boston  20,  Mass. 

Vacuum  Equipment  Oiv.  of  the  New  York  Air  Brake 
Co.,  1325  Admiral  Wilson  Bhrd.,  Cimden,  N.  J.  ' 

FURNACES-Got  Fired 

American  Gat  Furnace  Co.,  130  Spring  St.,  Elizabeth, 
N  J 

BTU  Engineering  Corp.,  440  Somerville  Ave.,  Somer¬ 
ville,  Mast.  , 

California  Bent  Glass  Corp.,  Torrance,  Calif. 

Despatch  Oven  Co.,  Minneapolis,  Minn. 

Eisler  Engineering  Co.,  Inc.,  751  S.  13th  St.,  Newark 
3,  N.  J. 

Electric  Furnace  Co  ,  Salem,  Ohio 
ENGELHARD  INDUSTRIES,  INC.,  (BAKER  DENTAL 
DIV.),  113  Astor  St.,  Newark  5,  N.  J.  ADV.  PG.  329. 
Forter-Teichmann  Co.,  Clark  Bldg.,  Pittsburgh  22,  Pa. 
General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd  , 
Schenectady  5,  N.  Y. 

General  Electric  Co.,  Industrial  Heating  Dept.,  Shelby- 
ville,  Ind. 

Grieve-Hendry  Co.,  Inc.,  1401-17  W.  Carroll  Ave., 
Chicago  7,  III. 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 
Bergen,  N.  J.  AOV.  PG.  10,  11. 

Leeds  A  Northrup  Co.,  4970  Stanton  Ave.,  Philadelphia 
44,  Pa. 

Lindberg  Engineering  Co.,  2450  W.  Hubbard  St.,  Chicago, 
III. 

Pacific  Scientific  Co.,  P.  0.  Box  No.  22019,  Los  Angeles 
22,  Calif. 

Torrance  Glass  A  Color  Works,  Torrance,  Calif. 

United  States  Dynamics  Corp.,  1250  Columbus  Ave., 
Boston  20,  Mass 

FURNACES— Nigh  Frequency 

Eisler  Engineering  Co.,  Inc.,  751  S.  13th  St.,  Newark  3, 
N  J. 
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FUSES 


General  Electric  Co.,  Industrial  Heating  Dept.,  Shelby- 
ville,  Ind. 

High  Vacuum  Equipment  Corp.,  2  Churchill  Rd.,  Hingham, 
Mass. 

Induction  Heating  Corp.,  181  Wythe  Ave.,  Brooklyn  11, 
N.  Y. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

Lepel  High  Frequency  Labs.,  Inc.,  55th  &  37th  Ave., 
Woodside  77,  N.  Y. 

Lindberg  Engineering  Co.,  2450  W.  Hubbard  St.,  Chicago, 
III. 

Ohio  Crankshaft  Co.,  Tocco  Div.,  3800  Harvard  Ave., 
Cleveland  5,  Ohio. 

United  States  Dynamics  Corp.,  1250  Columbus  Ave., 
Boston  20,  Mass. 

Vacuum  Equipment  Div.  of  The  New  York  Air  Brake  Co., 
1325  Admiral  Wilson  Blvd.,  Camden,  N.  J. 


FURNACES-Vocuum 

Guardite  Co.,  Div.  of  American-Marietta  Co.,  P.  0.  Box 
188,  Wheeling,  III. 

Hayes,  Inc.,  C.  I.,  800  Wellington  Ave.,  Cranston  10, 
R.  I. 

High-Vacuum  Equipment  Corp.,  2  Churchill  Rd.,  Hingham, 
Mass. 

Hull  Corporation,  Hatboro,  Pa. 

Kinney  Mfg.  Div.  of  The  New  York  Air  Brake  Co.,  3529 
Washington  St.,  Boston  30,  Mass. 

NRC  EQUIPMENT  CORP.,  160  Charlemont  St.,  Newton 
61,  Mass.  AOV.  PG.  427 

SCIENTIFIC  ENGINEERING  LABORATORY,  1519  Sixth 
St.,  Berkeley  10,  Calif.  ADV.  PG.  296. 

Stokes  Corp.,  F.  J.,  5500  Tabor  Rd.,  Philadelphia  20,  Pa. 

United  States  Dynamics  Corp.,  1250  Columbus  Ave., 
Boston  20,  Mass. 

Vacuum  SpeclaKies  Co.,  34  Linden  St.,  Somerville,  Mass. 

FURNITURE— Electronic,  laboratory 

See  STOOLS  ft  BENCHES  For  Work  Ateombly 

FUSE  HOLDERS 
See  BLOCKS 

FUSES 

A  R  ft  T  Electronics,  Inc.,  P.  0.  Box  370,  North  Little 
Rock,  Ark. 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

Bel-Fuse  Inc.,  311  Mountain  Road,  Union  City,  N.  J. 

BUSSMANN  MFG.  DIV.,  McGRAW-EDISON  CO.,  Uni¬ 
versity  at  Jefferson,  St.  Louis  7,  Mo.  ADV.  PG.  46. 

Chase-Shawmut  Co.,  Newburyport,  Mass. 

Eagle  Elearic  Mfg.  Co.,  Inc.,  23-10  Bridge  Plaza  S, 
Long  Island  City,  N  Y. 

Economy  Fuse  ft  Mfg.  Co.,  2717  Greenview  Ave.,  Chicago 
14,  III. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

General  Electric  Co.,  Industrial  Heating  Dept.,  Shelby- 
ville,  Ind. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif.  ADV. 
PG.  105-110. 

Kidde  ft  Co.,  Inc.,  Walter,  477  Main  St.,  Belleville 
9,  N.  J. 

LITTELFUSE  INC.,  Des  Plaines,  III.  AOV.  PG.  117. 

Miller  Electric  Co.,  120  Main  St.,  Pawtucket,  R.  I. 

Minneapolis-Honeywell  Regulator  Co.,  Ordnance  Div.,  600 
2nd  St.,  N.,  Hopkins,  Minn. 

Royal  Electric  Corp.,  Pawtucket,  R.  I. 

Sightmaster  Corp.,  50  Aleppo  St.,  Providence,  R.  I. 

Trico  Fuse  Mfg.  Co.,  2948  N.  Fifth,  Milwaukee  12,  Wis. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 


OAOES-Befa 

AMERICAN  TRAOAIR  CORP.,  SUB.  OF  EKCO  ELEC¬ 
TRONICS,  LTD.,  34-01  30th  St.,  Long  Island  City 
6,  N.  Y.  AOV.  PG.  548. 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N.  Y.  AOV.  PG.  555. 

Avo  Ltd.,  Avocet  House,  92/96,  Vauxhall  Bridge  Rd., 
London  S.  W.  1,  England. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  AOV.  PG.  466. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  Carlstadt,  N.  J.  ADV.  PG.  394A. 

Isotope  Developments  Ltd.,  Beenham  Grange,  Aldermaston 
Wharf,  Nr.  Reading,  Berks. 

NRO  Instrument  Co.,  6425  Etzel  Ave.,  St.  Louis  14, 
Mo. 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York 
22,  N.  Y. 

Ohmart  Corp.,  The,  Box  67-E,  Sta.  B,  Cincinnati,  Ohio. 

Pratt  ft  Whitney  Co.,  Inc.,  Charter  Oak  Blvd.,  West  Hart¬ 
ford  1,  Conn. 

Tracerlab,  Inc.,  1601  Trapelo  Rd.,  Waltham  54,  Mass. 

WALDORF  INSTRUMENT  CO.,  OlV.  OF  F.  C.  HUYCK  ft 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C 


GAGES— Comparator 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 


BRUSH  INSTRUMENTS  DIV.  OF  CLEVITE  CORP.,  3405 
Perkins  Ave.,  Cleveland  14,  Ohio.  AOV.  PG.  20,  21. 

Eastman  Kodak  Co.,  343  State  St.,  Rochester  4,  N.  Y. 

Gurley,  W.  ft  L.  E.,  514  Fulton  St.,  Troy,  N.  Y. 

Metron  Instrument  Co.,  432  Lincoln  St.,  Denver  3,  Colo. 

Pratt  ft  Whitney  Co.,  Inc.,  Charter  Oak  Blvd.,  West  Hart¬ 
ford  1,  Conn. 

Sealol  Corp.,  Warwick  Industrial  Park,  Providence  5, 
R.  I. 

Standard  Electronics  Research  Corp.,  2  East  End  Ave., 
New  York  21,  N.  Y. 

Taft-Peirce  Mfg.  Co.,  32  Mechanic  Ave.,  Woonsocket, 
R.  1. 

Unitron  Instrument  Div.  of  United  Scientific  Co.,  204 
Milk  St.,  Boston  9,  Mass. 


GAGES— OisplaeemenI  Measuring 

Benson-Lehner  Corp.,  11930  W.  Olympic  Blvd.,  Los 
Angeles  64,  Calif. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N.  Y.  AOV.  PG.  573. 

Daytronic  Corp.,  216  E.  Main  St.,  Dayton,  Ohio. 

Foxboro  Co.,  The,  Foxboro,  Mau. 

Grass  Instrument  Co.,  101  Old  Colony  Ave.,  Quincy,  Mass. 

Gurley,  W.  ft  L.  E.,  514  Fulton  St.,  Troy,  N.  Y. 

Industrial  Electronics,  Inc.,  8060  Wheeler  St.,  Detroit 
10,  Mich. 

Minatron  Corp.,  14  Cliveden  Place,  Belle  Mead,  N.  J. 

Northern  Electronics,  Inc.,  2420  N.  Lake  Ave.,  Alta- 
dena,  Calif. 

Photocon  Research  Products,  421  N.  Altadena  Drive, 
Pasadena,  Calif. 

Pratt  ft  Whitney  Co.,  Inc.,  Charter  Oak  Blvd.,  West  Hart¬ 
ford  1,  Conn. 

Schaevitz  Engineering,  P.  0.  Box  505,  Camden  1,  N.  J. 

Sheffield  Corp.,  The,  Dayton  1,  Ohio. 

Taft-Peirce  Mfg.  Co.,  32  Mechanic  Ave.,  Woonsocket, 
R.  I 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK 
ft  SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C. 

GAGES— Efecfronic  Fuel  Indicator 

ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave., 
Mineola,  N.  Y.  AOV.  PG.  531. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20,* 
Conn. 

Electronic  Control  Systems  Div.  of  Strombcrg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 

Ess  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergenfleld, 
N.  J. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

LIquidometer  Corp.,  The,  Skillman  Ave.  at  36th  St., 
Long  Island  City  1,  N.  Y. 

NAROA  ULTRASONICT  CORP.,  118-160  Herricks  Rd., 
Dept.  EB-1,  Mineola,  N.  Y.  AOV.  PG.  116. 

Potter  Aeronautical  Corp.,  Route  #22,  Union,  N.  J. 

Simmonds  Aerocessoriei,  Inc.,  Tarrytown,  N.  Y. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  ft 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C. 

Waugh  Engineering  Co.,  7842  Burnet  Ave.,  Van  Nuys, 
Calif. 


GAGES— Elerfrenic  Inepocvion 

Barnes  Development  Co.,  213  W.  Baltimore  Pike,  Lans- 
downe.  Pa. 

BRUSH  INSTRUMENTS  DIV.  OF  CLEVITE  CORP.,  3405 
Perkins  Ave.,  Cleveland  14,  Ohio.  AOV.  PG.  20,  21. 

Daytronic  Corp.,  216  S.  Main  St.,  Dayton,  Ohio. 

Dice  Co.,  J.  W.  Englewood,  N.  J. 

Electric  Eye  Equipment  Co.,  1938  E.  Fairchild  St., 
Danville,  III. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New  York 
11,  N.  Y. 

Pratt  ft  Whitney  Co.,  Inc.,  Charter  Oak  Blvd.,  West 
Hartford  1,  Conn. 

Sheffield  Corp.,  The,  Dayton  1,  Ohio. 

Standard  Electronics  Research  Corp.,  2  East  End  Ave., 
New  York  21,  N.  Y. 

STAR  EXPANSION  PRODUCTS  DIV.  OF  STAR  PRECI¬ 
SION  DEVICES,  INC.,  P.  0.  Box  108,  Mountainville, 
N.  Y.  ADV.  PG.  506. 

Stone  Laboratories,  Sid,  Electronics  Mfg.  Div.,  793  Tre- 
mont  St.,  Boston,  Mass. 

Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  '15,  Pa. 

Taft-Peirce  Mfg.  Co.,  32  Mechanic  Ave.,  Woonsocket, 
R.  I. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  ft 
SONS,  Wolf  Hill  Rd.,  Huntington  Sution,  N.  Y. 
AOV.  PG.  394C 


GAGES— Elocfronic  Spring  Chocking 

Daytronic  Corp.,  216  S.  Main  St.,  Dayton,  Ohio. 
Dice  Co.,  J.  W.,  Englewood,  N.  J. 


GAGES— Ionization 

Central  Electronic  Manufacturers  Inc.,  2  Richwood  Place, 
Oenville,  N.  J. 


1958-1959  LISTINGS  of 


EITEL-McCULLOUGH,  INC.,  San  Bruno,  Calif.  AOV. 
PG.  122,  123. 

Electronic  Research  Labs.,  85  Surrey  St.,  Brighton  35, 
Mass. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Green  Rectifiw  Co.,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J. 

High-Vacuum  Equipment  Corp.,  2  Churchill  Rd.,  Hingham, 
Mats. 

Kinney  Mfg.  Div  of  The  New  York  Air  Brake  Co.,  3529 
Washington  St.,  Boston,  Mast. 

NRC  EQUIPMENT  CORP.,  160  Charlemont  St.,  Newton 
61,  Mass.  AOV.  PG.  427. 

NRO  Instrument  Co.,  6425  Etzel  Ave.,  St.  Louis  14,  Mo. 

Nuclear  Corp.  of  Annerica,  400  Park  Ave.,  New  York  22, 
N.  Y. 

Research  Industrial  Laboratories  of  Electronics,  Rotlyn, 
Pa. 

Resitron  Laboratories,  Inc.,  2908  Nebraska  Ave.,  Santa 
Monica,  Calif. 

Scientific  Electronic  Labs.,  Inc.,  866  Bergen  St.,  Newark 

SIERRA  ELECTRONICS  CORP.,  3885  Bohannon  Drive, 
Menlo  Park,  Calif.  AOV.  PG.  66,  67. 

Tracerlab,  Inc.,  1601  Trapelo  Rd.,  Waltham  54,  Matt. 

Vacuum  Equipment  Div.  of  The  New  York  Air  Brake 
Co.,  1325  Admiral  Wilton  Blvd.,  Camden,  N.  J. 

Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St.,  Ocean- 
tide,  Calif. 

Veeco  Vacuum  Corp.,  86  Denton  Ave.,  New  Hyde  Park, 
N.  Y. 


GAGES— Paine  Oapth 

American  Instrument  Co.,  Inc.,  8030  Georgia  Ave., 
Silver  Spring,  Md. 

Biddle  Co.,  James  G  ,  1316  Arch  St.,  Philadelphia  7,  Pa. 
BOONTON  RADIO  CORP.,  Boonton,  N.  J.  AOV.  PG.  417. 
Electronic  Control  Corp.,  1573  E.  Forest  St.,  Detroit  7, 
Mich. 

Gardner  Lab.,  Inc.,  P.  0.  Box  5728E,  Bethesda  14,  Md. 


GAGES— Plioeeefecirir  Dimension 

Electric  Eye  Equipment  Co.,  1938  E.  Fairchild  St.,  Dan¬ 
ville,  III. 

Ess  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergen- 
held,  N.  J. 

Standard  Electronics  Research  Corp.,  2  East  End  Ave., 
New  York  21,  N.  Y. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity 
ville,  N.  Y.  AOV.  PG.  323. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  ft 
SONS,  Wolf  Hill  Rd.,  Huntington  SUtion,  N.  Y.  AOV. 
PG.  394C. 


GAGES— Pirani 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif. 

Edwards  High  Vacuum  (Canada)  Ltd.,  P.  0.  Box  515, 
Burlington,  Ontario. 

Green  Rectif^  Co.,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J. 

Minitran  Corp.,  5  Oliver  St.,  Newark  2,  N.  J. 

NRC  EQUIPMENT  CORP.,  160  Charlemont  St.,  Newton 
61,  Mast.  AOV.  PG.  427. 

Resitron  Laboratories  Inc.,  2908  Nebraska  Ave.,  Santa 
Monica,  Calif. 

Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St.,  Ocean- 
tide,  Calif. 

Veeco  Vacuum  Corp.,  86  Denton  Ave.,  New  Hyde  Park, 
N.  Y. 


GAGES— Presture,  Eiecfranic 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Ommi> 

BRUSH  INSTRUMENTS  DIV.  OF  CLEVITE  CORP.,  3405 
Perkins  Ave.,  Cleveland  14,  Ohio.  AOV.  PG.  20,  21. 

Burton  Mfg.  Co.,  2520  Colorado  Ave.,  Santa  Monica, 
Calif. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N.  Y.  AOV.  PG.  573. 

Computer-Measurements  Corp.,  5528  Vineland  Ave.,  North 
Hollywood,  Calif. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif. 

Crescent  Engineering  ft  Research  Co.,  5540  N.  Peck  Rd., 
El  Monte,  Calif. 

Fischer  ft  Porter  Co.,  476  Warminster  Rd.,  Hatboro,  Pa. 

Foxboro  Co.,  The,  Foxboro,  Pa. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Lot  Angeles  45, 
Calif. 

Gilmore  Industries,  Inc.,  5713  Euclid  Ave.,  Cleveland  3, 
Ohio. 

Glennlte  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
Metuchen,  N.  J. 

Hastings-Raydist,  Inc.,  Hampton  9,  Va. 

Industrial  Electronics,  Inc.,  8060  Wheeler  St.,  Detroit 
10,  Mich. 

Klstler  Instrument  Corp.,  15  Webster  St.,  North  Tona- 
wanda,  N.  Y. 

Northam  Electronics,  Inc.,  2420  N.  Lake  Ave.,  Altadena, 
Calif. 

Photocon  Research  Products,  421  N.  Altadena  Drive, 
Pasadena,  Calif. 

Statham  Instruments,  Inc.,  12401  W.  Olympic  Blvd.,  Lot 
Angeles  64,  Calif. 
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ELECTRONIC  and  ALLIED 


Ultradync,  Inc.,  P.  0.  Boa  3308,  Albuquerqut,  N  M. 

U.  S.  Gaufc  Div.,  Amoricon  Machine  &  Metals,  Inc., 
SeMersviMe,  Pa 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK 
&  SONS,  Wolf  Hill  Rd.,  Huntin9ton  Station,  N.  V. 
AOV.  PG.  394C. 


OAOES~Sprjn9  Tension 

Oaytronic  Corp.,  216  S.  Main  St.,  Dayton,  Ohio. 

General  Electric  Co.,  Ltd.,  (Imtra  Corp.),  11  University 
Rd.,  Cafflbridpe  38,  Mass. 

Guardian  Electric  Mfg.  Co.,  1621  W.  Walnut  St., 
Chicago  12,  III. 

Stromberg-Carlson  Co ,  Oiy,  of  General  Dynamics  Corp., 
100  Carlson  Rd ,  Rochester  3,  N.  V. 

WATERS  MANUFACTURING  INC.,  Boston  Post  Rd., 
Wayland,  Mats.  ADV.  PG.  473. 


OAOES-Sfroin 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

Allied  Products  Div.,  Hamilton  Watch  Co.,  Lancaster,  Pa. 

American  Instrument  Co.,  Inc.,  8030  Georgia  Ave.,  Silver 
Springs,  Md. 

Baldwm-Lima-Hamiltan  Corp.,  42  4th  Ave.,  Waltham, 
Mass. 

Bristol  Co.,  The.  P  0  Boi  1790  EBG,  Waterbury  20, 
Conn 

BRUSH  INSTRUMENT  DIV.  OF  CLEVITE  CORP.,  340S 
Perkins  Ave  .  Cleveland  14,  Ohio.  AOV  PG.  20,  21. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead.  N  ¥  ADV  PG  573. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madrc 
Villa,  Pasadena,  Calif. 

Daytronic  Corp  ,  216  S  Main  St ,  Dayton,  Ohio 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd., 
Schenectady  5,  N  Y. 

Gilmore  Industries,  Inc  ,  5713  Euclid  Ave.,  Cleveland  3, 
Ohio 

Greenleaf  Mfg  Co ,  The,  7814  Maplenood  Industrial 
Court,  St  Louis  17  Mu 

INDUSTRIAL  CONTROL  CO,  805  Albin  Ave.,  Linden¬ 
hurst,  N  Y  AOV  PG.  490. 

Norwood  Controls  Unit,  Detroit  Controls  Corp.,  934 
Washington  St..  Norwood,  Mass. 

Statham  Instruments,  Inc  ,  12401  W.  Olympic  Blvd., 
Los  Angeles  64  Calif  , 

TRANS-SONICS,  INC.,  P  0.  Boi  328,  Levington  73, 
Mass  ADV  PG  202. 


OAOES— Tfiicbnest,  Elocfrenic 

ACF  Electronics,  800  N  Pitt  St  ,  Atevandria,  Va 

BOONTON  RADIO  CORP.,  Boonton  N  J  ADV.  PG.  417. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631  Cen¬ 
tral  Ave  ,  Carlstadt,  N  J  ADV  PG.  394A 

Oaytromc  Corp  ,  716  S  Main  St.,  Dayton,  Ohio. 

Dice  Co  ,  J  W  ,  Englewood,  N  J 

Electric  Eye  Equipment  Co,  1938  E  Fairchild  St., 
Danville,  III. 

Ess  Specialty  Corp.,  96  S  Washington  Ave.,  Bergen- 
field,  N  J 

Fleetwood  Laboratories,  Inc.,  300  Victory  Rd.,  New 
Rochelle,  N  Y 

General  Electric  Co  ,  Apparatus  Sales  Div.,  1  R  ver  Rd., 
Schenectady  5,  N  Y 

Glennite  Instrumentation  Div.  of  Gulton  Industries,  Inc, 
Metuchen,  N  J. 

Industrial  Electronics  Co  ,  Inc.,  Hanover,  Mass. 

Industrial  Electronics,  Inc.,  8060  Wheeler  St.,  Detroit 
10,  Mich 

Isotope  Developments  Ltd  ,  Beenham  Grane,  Aldermaston 
Wharf,  Nr.  Reading,  Berks. 

Link  Aviation,  Inc  .  Binghamton,  N  Y. 

Nuclear  Corp  of  America,  400  Park  Ave,  New  York 
22,  N  Y 

Nuclear  Research  Corp  ,  Southampton,  Pa. 

Ohmart  Corp.,  The,  Boa  67-E,  Sta  B,  Cincinnati,  Ohio 

Philips  Electronics,  Inc.,  750  S.  Fulton  Ave.,  Mt. 
Vernon,  N.  Y 

Pratt  A  Whitney  Co.,  Inc.,  Charter  Oak  Blvd ,  West 
Hartford  I,  Conn. 

Research  Industrial  Laboratories  cf  Electronics,  Roslyn, 
Pa 

Sheffield  Corp.,  The,  Dayton  1,  Ohio 

Standard  Electronics  Research  Corp.,  2  East  End  Ave., 
New  York  21,  N  Y 

Sunshine  Scientific  Instrument,  1810  Grant  Ave,,  Phila¬ 
delphia  15.  Pa. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd  ,  Huntington  Station,  N.  Y.  ADV. 
PG.  394C 

Wayne  Kerr-E.I.L.,  P.  0.  Bov  801,  Philadelphia  5,  Pa. 

X  Ray  Dept  ,  General  Electric  Co.,  4855  Electric  Ave., 
Milwaukee  1,  Wis. 


OAOES— Ultrasonic  TliicAnesa 

Alcar  Instruments,  Inc.,  17  Industrial  Ave.,  Little  Ferry, 
N.  J 

Branson  Instruments,  Inc.,  1  Brown  House  Rd.,  Stamford, 
Conn. 

Dice  Co.,  J,  W.,  Englewood,  N  J 
Kahn  &  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 
Kelvin  &  Hughes  Ltd  ,  New  North  Rd.,  Barkingside,  Essev, 
England. 

Photocon  Research  Products,  421  N.  Altadena  Drive, 
Pasadena,  Calif. 


PRODUCTS 


OAOES-Voruum 

Amthor  Testing  Instrument  Co.,  45A-53  Van  Sinderin 
Ave.,  Brooklyn  7,  N.  Y. 

Bristol  Co.,  The,  P.  0.  Bov  1790  EBG,  Waterbury  20, 
Conn. 

Central  Electronic  Manufacturers  Inc.,  2  Richwood  Place, 
Denville,  N.  J. 

Central  Scientific  Co.,  1700  Irving  Park  Rd.,  Chicago 
13,  III. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Edwards  High  Vacuum  (Canada)  Ltd.,  P.  0.  Boa  515, 
Burlington,  Ontario. 

Electronic  Research  Labs.,  85  Surrey  St.,  Brighton  35, 

Mass. 

Fovboro  Co.,  The,  Fovboro,  Mass. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Green  Rectifi^  do.,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J. 
Hastings-Raydist,  Inc.,  Hampton  9,  Va. 

High  Vacuum  Equipment  Corp.,  2  dhurchill  Rd.,  Hingham, 

Matt. 

Hull  Corporation,  Hatboro,  Pa. 

Kinney  Mfg.  Div.  of  The  New  York  Air  Brake  Co.,  3529 
Washington  St  ,  Boston,  Mass. 

NRC  EQUIPMENT  CORP.,  160  Charlemont  St.,  Newton 
-61,  Matt.  ADV.  PG.  427. 

Philadelphia  Scientific  Glass  Co.,  Quakertown,  Pa. 
Process  A  Instruments,  15  Stone  Ave.,  Brooklyn  33, 
N.  Y. 

Research  Industrial  Laboratories  of  Electronics,  Roslyn, 
Pa. 

Resltron  Laboratories,  Inc.,  2908  Nebraska  Ave ,  Santa 
Monica,  Calif. 

Stokes  Corp.,  F.  J.,  5500  Tabor  Rd ,  Philadelphia  20, 

Pa 

Temperature  Engineering  Corp.,  1000  Union  Landing  Rd., 
Riverton,  N.  J. 

Trimount  Instrument  Co.,  3119  W.  Lake  St.,  Chicago  12, 

111. 

U.  S.  Gauge  Div.,  American  Machine  &  Metals,  Inc., 
Sellertvilic,  Pa. 

Vacuum  Equipment  Div.  of  The  New  York  Air  Brake  Co., 
1325  Admiral  Wilson  Blvd,  Camden,  N.  J 
Vacuum  Specialties  Co.,  34  Linden  St.,  Somerville,  Mast. 
Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St.,  Ocean- 
tide,  Calif. 

Veeco  Vacuum  Corp.,  86  Denton  Ave.,  New  Hyde  Park, 
N  Y. 

Wallace  A  TIernan,  Inc.,  25  Main  St.,  Belleville  9,  N.  J. 
Welch  Scientifk  do.,  W.  M  ,  1515  Sedgwick  St.,  Chi¬ 
cago  10,  III. 


OAIVANOMETERS 

So#  INSTRUMENTS— Electrical  Moasuring 


OASES-Nifrogen 

Delta  Chemical  Works,  21  W  60th  St.,  New  York,  N.  Y. 
Linde  Co.,  Div  of  Union  Carbide  Corp  ,  30  E.  42nd  St., 
New  York  17,  N  Y 

Westinghouse  Electric  Corp.,  Lamp  Div.,  Bloomfield,  N  J. 


OASES-Rore 

Delta  Chemical  Works,  21  W  60th  St.,  New  York,  N  Y. 
Linde  Co.,  Div.  of  Union  Carbide  Corp.,  30  E.  42nd  St., 
New  York  17,  N  Y. 

Westinghouse  Electric  Corp.,  Lamp  Div.,  Bloomfield,  N.  J. 


GASKETS 

Aetna  Felt  Co.,  Inc.,  204  Centre  St.,  New  York  13,  N  Y. 

Alloys  Unlimited  Inc.,  44-15  Vernon  Blvd  ,  Long  Island 
City  1,  N  Y. 

AMERICAN  FELT  CO.,  Glenville,  Conn.  ADV.  PG.  494. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N.  Y. 

Armstrong  Cork  Co.,  Lancaster,  Pa 

Arrowhead  Products,  2300  Curry  St.,  Long  Beach  5,  (^lif. 

Auburn  Mfg.  Co.,  The,  Pease  Ave  A  Stack  St.,  Middle- 
town  Conn 

AUTOMATIC  A  PRECISION  MFG.  CO.,  252  Hawthorne 
Ave.,  Yonkers  5,  N  Y.  AOV.  PG.  539. 

Bacon  Industries,  Inc.,  192  Pleasant  St.,  Watertown, 
Mats. 

Bestcraft  Products  Co.,  Inc.,  626  Broadway,  New  York, 
N.  Y. 

Braun  Tool  A  Instrument  Co.,  Inc  ,  H.,  140  Fifth  Ave., 
Hawthorne,  N.  J. 

Carmer  Industries,  Inc.,  22  N  26th  St.,  Kenilworth, 
N  J. 

Controlled  Atmosphere  Enclosures  Corp.,  230-11  141st 
Ave.,  Springfield  Gardens  13,  N  Y 

Crane  Packing  Co.,  6402  Oakton  St.,  Morton  Grove,  III. 

Dewey  A  Almy  Chemical  Co.,  Oiv  of  W.  R  Grace  A 
Co.,  62  Whittemore  Ave.,  Cambridge  40,  Mass. 

Emeloid  Co.,  Inc.,  1239  Central  Ave.,  Hillside  5,  N  J. 

Emerson  Plastics  Corp.,  1383  S'abury  Ave.,  Bronx  61, 
N.  Y. 

Enflo  Corp.,  Fellowship  Rd.  A  Route  73,  Maple  Shade, 
N.  J 

Felt  Products  Mfg.  Co.,  7450  N.  McCormick  Blvd., 
Skokie,  111 

FLUOROCARBON  PRODUCTS  INC  ,  Div  of  U.  S  Gasket 
Co.,  Camden  l,  N  J.  ADV  PG.  529. 

Franklin  Fibre-Lamitev  Corp.,  Wilmington,  Del. 

Garlock  Packing  Co.,  The,  Palmyra,  N  V. 

Goodrich  Industrial  Products  Co.,  B.  F.,  500  S.  Main 
St.,  Akron  18,  Ohio. 

Goodrich  Industrial  Products  Co.,  B  F.,  a  Div  of  B  F. 
Goodrich  Co.,  Marietta,  Ohio. 


GEARS 


HK  Metal  Craft  Mfg.  Co'p.,  3775  Tenth  Ave.,  New  York 
34,  N.  Y. 

Johns-Manville,  22  E.  40th  St.,  New  York  16,  N.  Y. 
Leonard  Co.,  Inc.,  P.  M.,  1061  E.  8  St.,  Jacksonville  6, 
Fla. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Metal  Textile  Corp.,  647  E.  First  Ave.,  Roselle,  N.  J. 
National  Felt  Co.,  76  Summer  St.,  Boston  10,  Mass. 
NATIONAL  VULCANIZED  FIBRE  CO.,  Box  311,  Wilming¬ 
ton,  Del.  ADV.  PG.  360. 

Neosil  Products  Div.  of  Rubber  Associates,  Inc.,  745 
Fifth  Ave.,  New  York  22,  N.  V. 

Penn  Fibre  A  Specialty  Co.,  2020  E.  Westmoreland 
St.,  Philadelphia  34,  Pa. 

Permonite  Mfg.  Co.,  444  N  Lake  Shore  Drive,  Chicago 

II,  III. 

POLYMER  CORPORATION,  THE,  Reading,  Pa.  AOV. 
PG  196. 

Raybestos-Manhattan,  Inc.,  61  Willett  St.,  Passaic,  N.  J. 
Schuyler  Mfg.  Corp.,  84  Porete  Ave.,  North  Arlington, 
N.  J. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Sparta  Mfg.  Co.,  Oiv.  of  U.  S.  Ceramic  Tile  Co.,  Dover, 
Ohio. 

Spaulding  Fibre  Co.,  Inc.,  310  Wheeler  St.,  Tonawanda, 
N.  Y. 

Staver  Co.,  Inc.,  The,  41  N.  Saxon  Ave.,  Bay  Shore,  N.  Y. 
Supreme  Industrial  Products  Co.,  367  N.  Karlov  Ave., 
Chicago  24,  III. 

Tri-Point  Plastics,  Inc.,  175  I.U.  Willets  Rd.,  Albertson, 
N.  Y 

United  Aircraft  Products,  Inc.,  1116  Bolander  Ave.,  Day- 
ton  1,  Ohio 

U.  S.  GASKET  CO.,  Plastics  Div.  of  The  Garlock  Packing 
Co.,  Camden  1,  N.  J.  ADV.  PG.  477. 

U.  S.  Rubber  Co.,  1230  Avenue  of  the  Americas,  New 
York  20,  N.  Y. 

Waldom  Electronics,  Inc.,  4625  W.  S3rd  St.,  Chicago  32, 

III. 

Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx  61 
N.  Y. 

Western  Felt  Works,  4029  Ogden  Ave.,  Chicago,  III. 
Wilmington  Fibre  Specialty  Co.,  New  Castle  6,  Del. 


OAUSSMETERS-Rotofing  Coil 
Sea  FLUXMETERS 


GEARS— Noncircular 

Aviation  Instrument  A  Gear  Corp.,  444  W.  33rd  St., 
New  York,  N  Y. 

Bilgran  Gear  A  Machine  Works,  13th  A  Spring  Garden 
Sts.,  Philadelphi.v  Pa 

CUNNINGHAM  INDUSTRIES,  INC.,  56  Hubbard  Ave., 
Stamford,  Conn.  AOV.  PG.  452. 


GEARS— Precision 

Allied  Products  Oiv.,  Hamilton  Watch  Co.,  Lancaster, 
Pa. 

Arch  Gear  Works,  Inc.,  97  Holmes  St.,  North  Quincy 
71,  Mast. 

ATLAS  PRECISION  PRODUCTS  CO.,  3802  Castor  Ave , 
Philadelphia  24,  Pa.  ADV.  PG.  494. 

Beaver  Gear  Works.  Inc.,  1034  Parmelee  St.,  Rockford, 
III. 

Boehme,  Inc.,  H.  0.,  915  Broadway,  New  York  10, 

N  Y 

BOWMAR  INSTRUMENT  CORP.,  8000  Bluffton  Rd., 
Fort  Wayne,  InU  AOV.  PG.  484 

COIL  WINDING  EQUIPMENT  CO.,  109  Audrey  Ave., 
Oyster  Bay,  N  Y  ADV  PG.  458,  459. 

CUNNINGHAM  INDUSTRIES,  INC.,  56  Hubbard  Ave., 
Stamford,  Conn  ADV  PO.  452. 

Custom  Gear  Co.,  648  College  St.,  South  Bend  28,  Ind. 

Daco  Instrument  Co.,  Tillary  A  PrirKe  Sts.,  Brooklyn  1, 
N  Y 

Dynamic  Gear  Co.,  Inc.,  20  Merrick  Rd.,  Amityville, 
N  Y. 

Exact  Engineering  A  Mfg.  Co.,  P.  0.  Box  668,  Ocean- 
Side,  Calif. 

Fastex  Div  of  Illinois  Tool  Works,  195  Algonquin  Rd., 
Des  Planes,  III. 

Foote  Brothers  Gear  A  Machine  Corp.,  4545  S.  Western 
Blvd.,  Chicago  9,  III. 

Franke  Gear  Works,  Inc.,  1932  W.  Columbia  Ave., 
Chicago  2b,  III. 

Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 

Gear  Specialties,  Inc.,  2635  W.  Medill  Ave.,  Chicago 
47,  III 

Gear  Systems  Inc.,  Div.  of  Geartronics  Corp.,  Main  St., 
West  Concord,  Mass. 

Geartronics  Corp.,  56  Nashua  St.,  Woburn,  Mass. 

General  Mills,  Inc.,  Mechanical  Div.,  1620  Central  Ave., 
Minneapolis  13,  Minn. 

Grant  Gear  Works,  Inc.,  154  W.  Second  St.,  South 
Boston,  Mass. 

Greenleaf  Mfg  Co.,  The,  7814  Maplewood  Industrial 
Court,  St  Louis  17,  Mo. 

Helipot  Corp.,  Newport  Beach,  Calif. 

Hoover  Electric  Co.,  2100  S.  Stoner  Ave.,  Los  Angeles 
25,  Calif. 

Instru-Lec  Corp.,  520  Hempstead  Ave.,  Mt.  Vernon, 
N  Y 

Jodee  Plastics  Corp.,  3089  Fulton  St.,  Brooklyn  8, 
N  Y 

Juall  Gear  Co.,  Inc.,  1108  Goffle  Rd.,  Hawthorne,  N.  J. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

Link  Aviation  Inc.,  Binghamton,  N.  Y. 
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Massachusetts  Gear  &  TmI  Oiv.  of  Geartronics  Corp.,  6 
Nashua  St.,  Woburn,  Mass. 

Missouri  Research  Labs.,  Inc.,  2109  Locust  St.,  St. 
Louis  3,  Mo. 

NATIONAL  VULCANIZED  FIBRE  CO.,  Box  311,  Wilmin9- 
ton,  Oel.  AOV.  PG.  360. 

P  I  C  Design  Corp.,  477  Atlantic  Ave.,  East  Rockaway, 
N.  V. 

Perkins  Machine  &  Gear  Co.,  Special  Machinery  Diy., 
West  Springfield,  Mass. 

Research  Development  Manufacture,  Inc.,  429  E.  Collom 
St.,  Philadelphia  44,  Pa. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davis- 
ville.  Pa.  ADV.  PG.  472. 

Rotating  Components,  Inc.,  269  Green  St.,  Brooklyn  22, 
N.  Y. 

Steel  Co.,  Herman  D.,  Lafayette  Bldg.,  Philadelphia  6, 
Pa. 

Sterling  Precision  Corp.,  Instrument  Div.,  34-17  Law¬ 
rence  St.,  Flushing  54,  N.  Y. 

U.  S.  GEAR  CORP.,  71  Broadway,  Wakefield,  Mast. 
ADV.  PG.  491. 

U.  S.  Graphite  Co.,  Div.  of  The  Wickes  Corp.,  Saginaw 
32,  Mich. 

Washington  Machine  &  Tool  Works,  1001  Washington 
Ave.,  S.,  Minneapolis  15,  Minn 
Western  Gear  Corp.,  Electro  Products  Div.,  132  W. 

Colorado  St.,  Pasadena  1,  Calif. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 

30,  Pa. 

Winzeler  Mfg.  &  Tool  Co.,  7355  W.  Wilson  Ave.,  Chicago 

31,  III. 

Zagora  Gears,  Inc.,  1327  S.  Mint  St.,  Charlotte  3,  N.  C. 


OENERATORS-Color  Toloviuen  Bar 

B  &  K  Mfg.  Co.,  3726  N.  Southport  Ave.,  Chicago  13, 

111. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  AOV.  PG.  513. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Hycon  Electronics,  Inc.,  370  S.  Fair  Oaks,  Pasadena, 
Calif. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brt>ok,  N.  J. 
ADV.  PG.  345. 

POLARAD  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N.  Y.  AOV.  PG.  307,  308. 

Precision  Apparatus  Co.,  Inc.,  70-31  84th  St.,  Glendale 
27,  N.  Y. 

Simpson  Electric  Co.,  Oiv.  of  American  Gage  &  Machine 
Co.,  5218  W.  Kinzie  St.,  Chicago  44,  III. 

Tare  Electronics,  Inc.,  48  Urban  Ave.,  Westbury,  N.  Y. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amlty- 
ville,  N.  Y.  AOV.  PG.  323. 

Tel-Instrument  Electronics  Corp.,  728  Garden  St.,  Carl- 
stadt,  N.  J. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Biuffton, 
Ohio. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C. 


GENERATORS-Color  Tolovision  Dof 

B  &  K  Mfg.  Co.,  3726  N.  Southport  Ave.,  Chicago  13, 
III. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  AOV.  PG.  513. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Hycon  Electronics,  Inc.,  370  S.  Fair  Oaks,  Pasadena, 
Calif. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.  J. 
ADV.  PG.  345. 

POLARAD  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N.  Y.  ADV.  PG.  307,  308. 

Precision  Apparatus  Co.,  Inc.,  70-31  04th  St.,  Glendale 
27,  N.  Y. 

Research  Industrial  Laboratories  of  Electronics,  Roslyn, 
Pa. 

Simpson  Electric  Co.,  Div.  of  American  Gage  &  Machine 
Co.,  5218  W.  Kinzie  St.,  Chicago  44,  III. 

Tare  Electronics,  Inc.,  48  Urban  Ave.,  Westbury,  N.  Y. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
ville,  N.  Y.  ADV.  PG.  323. 

Tel-Instrument  Electronics  Corp.,  728  Garden  St.,  Carl- 
stadt,  N.  J. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Biuffton, 
Ohio. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y.  ADV. 
PG.  394C. 


GENERATORS,  ELECTRONIC 

1.  AM-FM 

2.  Harmonic  Frequency 

3.  Microwave 

4.  Pulse 

5.  Random  Noise 
5a.  Rate 

6.  Variable  Frequency 

7.  Ultrasonic 

8.  Waveform 

9.  Picture  Signal 

10.  Square  Wave 

11.  Signal,  a-f 

12.  Signal,  f-m 

13.  Signal,  r-f 

14.  Signol,  shf 

14a.  Signal,  Single  Sideband 

15.  Signal,  Sweeping 


16.  Signal,  Television  SyncHroniaing 

17.  Signed,  uM  or  vbf 

A.  R.  F.  Products,  Inc.,  7627  Lake  St.,  River  Forest, 

III.  1-4-10-12-13-17. 

ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave.,  Min. 

eola,  N.  Y.  7.  AOV.  PG.  531. 

Adler  Electronics,  Inc.,  1  LoFevre  Lane,  New  Rochelle, 

N.  Y.  2-8-12-13. 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 
4-5-16-17. 

Aetna  Electronics  Corp.,  207  Stonehinge  Lane,  Carle 
Place,  N.  Y.  7. 

Aircraft  Armaments,  Inc.,  Cockeysville,  Md.  3-4. 

Airborne  Instruments  Lab.,  Inc.,  160  Old  Country  Rd., 
Mineola,  N.  Y.  3-5. 

AIrcom  Inc.,  354  Main  St.,  Winthrop  52,  Mass.  3-5. 
Aircraft  Radio  Corp.,  Boonton,  N.  J.  13-17. 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 
11-12-13. 

Alcar  Instruments,  Inc.,  17  Industrial  Ave.,  Little  Ferry, 

N.  J.  7. 

Alpha  Instrument  Co.,  43  Hempstead  St.,  New  London, 
Conn.  11-12-13. 

Alto  Scientific  Co.,  855  Commercial  St.,  Palo  Alto, 
Calif.  4-6-10-11. 

AMERAC  INC.,  Dunham  Rd.,  Beverly,  Mass.  3.  ADV. 
PG.  76,  77. 

American  Diathermy  Products,  Inc.,  11858  Miuissippi 
Ave.,  Los  Angeles  25,  Calif.  7. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa.  4. 

American  Scientific  Development  Co.,  334  S.  Main  St., 
Atkinson,  Wis.  9. 

Antlab  Inc.,  6330  Proprietors  Rd.,  Worthington,  Ohio. 

10. 

Automation  Dynamics  Corp.,  255  County  Rd.,  Tenafly, 

N.  J.  4. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J.  3. 

Avo  Ltd.,  Avocet  House,  92/96,  Vauxhall  B'ldge  Rd., 
London  S.W.l,  England.  1-12-13. 

BJ  ELECTRONICS,  BORC-WARNER  CORP.,  3300  New- 
port  Blvd.,  Santa  Ana,  Calif.  4-6-10-13-15.  ADV. 
PG.  475 

B  &  K  Mfg.  Co.,  3726  N.  Southport  Ave.,  Chicago  13, 
III.  9-16. 

Babcock  Radio  Engineering.  Inc.,  1640  Monrovia  Avt , 
Costa  Mesa,  Calif.  12-13. 

Beckman/Berkeley  Division,  2200  Wright  Ave.,  Richmond 
3,  Calif.  4. 

Bendix  Aviation  Corp.,  Pacific  Oiv.,  11600  Sherman  Way 
North  Hollywood,  Calif.  7. 

Berkshire  Laboratories,  580  Bank  Village,  Greenville, 
N.  H.  4-8. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N,  Y.  7. 

Bogue  Electric  Mfg.  Co,,  52  Iowa  Ave.,  Paterson  3, 

N  J  2-8 

BOONTON  RADIO  CORP.,  Boonton,  N  J.  1-12-15-17. 
ADV.  PG.  417 

BRANSON  ULTRASONIC  CO.,  1  Brown  House  Rd.,  Stam¬ 
ford,  Conn.  7.  AOV.  PG.  557. 

BRIGGS  ASSOCIATES,  INC.,  10  Dekalb  St.,  Norris¬ 
town,  Pa.  4-10.  AOV.  PG.  578. 

Brocker  Laboratories,  P.  0.  Box  967,  Sunnydale,  Calif. 

10. 

Brubaker  Mfg.  Co.,  Inc.,  9151  Exposition  Drive,  Lot 
Angeles  34,  Calif.  4. 

Bruel  &  KJaer,  Naerum,  Denmark.  6-7-11-15. 

Bruno-New  York  Industries  Corp.,  460  W.  34th  St., 
New  York  1,  N.  Y.  13-17. 

Burr-Brown  Research  Corp.,  Box  6444,  Tucson,  Aria.  10. 
Burroughs  Corp.,  Electronic  Tube  Oiv.,  P.  0.  Box  1226, 
Plainfield,  N.  J.  4. 

California  Technical  Industries  Oiv.  of  Textron,  Inc.,  1421 
Old  County  Rd.,  Belmont,  Calif.  3. 

Canoga  Corp.,  5955  Sepulveda  Blvd.,  Van  Nuys,  Calif.  IS. 
Carson  &  Nicholson,  Inc.,  497  Maynard  Drive,  Buffalo 
21,  N.  Y.  4. 

Cavitron  Electron  Oscillator  Co.,  Oiv.  of  Short  Wave 
Plastic  Forming  Co.,  335  N.  Newport  Blvd.,  Newport 
Beach,  Calif.  7. 

Cawkell  Electrical  Engineering,  A.  E,,  80  Shore  Rd., 
Port  Washington,  N.  Y.  4. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E  26,  England.  4-6-8-10-11. 

CLEGG  UBORATORIES  DIV.  OF  CLEGG,  INC.,  Hanover 
&  Ridgedale  Aves.,  Morristown,  N.  J.  4-8-14a.  ADV. 
PG.  505, 

Clough-Brengle  Co.,  6014  N.  Broadway,  Chicago,  III. 
11-13-15-17. 

Colortone  Electronics,  Inc.,  200  Frank  Rd.,  Hicksville, 
N.  Y.  2-6. 

Columbus  Electronics  Corp.,  1010  Saw  Mill  River  Rd., 
Yonkers,  N.  Y.  3-4-6-11-13. 

COMMUNICATION  MEASUREMENTS  LAB.,  INC.,  350 
Leland  Ave.,  Plainfield,  N.  J.  6-7.  AOV.  PG.  534. 
Community  Engineering  Corp.,  Box  824,  State  College, 
Pa.  15. 

Connecticut  Telephone  &  Electric  Corp.,  70  Britannia  St., 
Meriden,  Conn.  17. 

CONTROL  ELECTRONICS  CO.,  INC.,  1925  New  York 
Ave.,  Huntington  Station,  N.  Y.  2*4.  AOV.  PG.  473, 
550. 

Crosby  Labs.,  Inc.,  Box  233,  Robbins  Lane,  Hicksville, 
N.  Y.  14a. 

CUBIC  CORP.,  5575  Kearny  Villa  Rd.,  San  Diego  11, 
Calif.  4-8.  ADV.  PG.  118,  119. 

Gallons  Laboratories,  Inc.,  5066  Santa  Monica  Blvd., 
Los  Angeles  29,  Calif.  7. 

Oalmotor  Co.,  1375  Clay  St.,  Santa  Clara,  Calif.  6-8. 
Oecadr  Instrument  Co.,  Box  153,  Caldwell,  N.  J.  13. 


Defiance  Engineering  &  Microwave  Corp.,  Box  488, 
Beverly  Airport.  Beverly,  Mass.  5. 

DeMORNAY-BONAROI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena.  Calif.  2-3.  AOV.  PG.  98,  99. 

DIGITAL  EQUIPMENT  CORP.,  Maynard,  Mast.  4.  AOV. 
PG.  527. 

Donner  Scientific  Co.,  888  Galindo  St.,  Concord,  Calif. 

2-6-10-11. 

Oubrow  Development  Co.,  235B  Penn  St.,  Burlington, 

N.  J.  10-12. 

Oukane  Corp.,  St.  Charles,  III.  11. 

DuMont  Labwatories,  Inc.,  Allen  8.,  750  Bloomfield 
Ave.,  Clifton,  N.  J.  4. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Oes  Moines, 
Iowa.  11. 

Oynac,  Inc.,  395  Page  Mill  Rd.,  Palo  Alto,  Calif.  14. 
Eicor,  Inc.,  4235  W.  North  Ave.,  Chicago  39,  III.  6. 
Elcor,  Inc.,  P.  0.  Box  354,  McLean,  Va.  4-10. 

Electrical  &  Physical  Instrument  Corp.,  42-19  27th  St., 
Long  Island  City  1,  N.  Y.  3-4-10. 

ELECTRO- PULSE,  INC.,  11861  Teale  St.,  Culver  City, 
Calif  4-6.  AOV.  PG  346. 

Electromation  Co.,  1646  18th  St.,  Santa  Monica,  Calif. 
4-6-10. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn  3-6. 

Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City,  N.  V.  10-11-12-13. 

Electronic  Measurements  Corp.,  625  Broadway,  New 
York  12,  N  Y.  6-10-13. 

ElKtronlc  Noise  Generator  Co.,  P.  0.  Box  45344,  Air¬ 
port  Station,  Lot  Angeles  45,  Calif.  5. 

Elk  Electronic  Labs.,  Inc  ,  333  W.  52nd  St.,  New  York 
19  N.  Y  5-12-13-17. 

EMPIRE  DEVICES  PRODUCTS  CORP.,  Amsterdam,  N  Y. 

4.  ADV.  PG.  412. 

Engineering  Associates,  434  Patterson  Rd.,  Dayton  9, 
Ohio  3-13-14-17. 

Engineering  Specialty  Co.,  3100  Eldredge  St.,  Salt 
Lake  City,  Utah.  4-10. 

Entron,  Inc  ,  4902  Lawrence  St.,  Bladensburg,  Md  17. 
F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place  Wood- 
side  77,  N.  Y  2-3-4-10-11-13.  AOV.  PG.  149-152. 
Federal  Mfg.  &  Engineering  Corp.,  1055  Stewart  Ave., 
Garden  City,  N.  Y.  4-13. 

Federal  Telephone  &  Radio  Co.,  100  KIngtIand  Rd., 
Clifton,  N.  J.  4-17. 

Ferris  Instrument  Co.,  110  Cornelia  St.,  Boonton,  N.  J. 
l-12-13-14a-17. 

Franklin  Electronics,  Inc.,  E.  Fourth  St.,  Bridgeport, 
Pa  8. 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N.  Y.  7.  AOV.  PG.  24 
General  Communication  Co ,  681  Beacon  St.,  Boston 

15,  Mass.  l-3-4-10-12-li-14.17. 

General  Electronic  Laboratories,  Inc.,  18  Ames  St., 
Cambridge,  Mass.  5. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Ca.m- 
brldge  39,  Mats.  2-4.6-7-10-11-13-17.  AOV.  PC. 
178,  179. 

Goodyear  Aircraft  Corp.,  1210  Massillon  Rd.,  Akron  15, 
Ohio  2-3-4-5-6-7. 

Gurley,  W.  &  L.  E.,  514  Fulton  St.,  Troy,  N.  Y.  4-6-7 
Halllcrafters  Co.,  4401  W.  Fifth  St  ,  Chicago  24,  III.  4 
Harris  Transducer  Corp.,  The,  Woodbury,  Conn.  7. 
HEATH  CO.,  A  SUB  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  6-8-10-11-13-15-16.  ADV.  PG. 
513 

Helipo;  Corp.,  Newport  Beach,  Calif.,  5a. 
HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo 
Alto,  Calif.  3-4-6-10-11-13-14-17.  AOV.  PG.  29-44. 
Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio.  1-4-6-8-9-10-11-12-13-14-15- 

16. 

Holt  Instrument  Labs.,  Oconto,  Wit.  11. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  OIV.,  Inte'- 
natlonal  Airport  Station,  Lot  Angeles  45,  Calif.  3. 
AOV  PG.  105-110. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y.  11.  AOV.  PG.  371. 

Industronics,  Box  424,  Arlington  Heights,  III.  6. 
Instrument  Laboratories,  315  W.  Walton  Place,  Chi¬ 
cago  10,  III.  11. 

Intercontinental  Dynamics  Corp.,  170  Coolldge  Ave., 
Englewood,  N.  J.  5. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  V.  8-16. 

INTERELECTRONICS  CORP^  2432  Grand  Concourse,  New 
York  58,  N.  Y.  2-6-7-8-10-11.  AOV.  PG  536. 
International  Crystal  Mfg.  Co.,  18  N.  Lee  St.,  Okla¬ 
homa  City,  Okie.  13. 

International  Research  Associates,  2221  Warwick  Ave., 
Santa  Monica,  Calif.  6. 

International  Telephone  &  Telegraph  Corp.,  Industrial 
Products  Oiv.,  15191  Bledsoe  St.,  San  Fernando, 
Calif.  16. 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  OIV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  11-12-13-14-15-17. 
ADV.  PG.  408. 

Jackson  Electrical  Instrument  Co.,  16  S.  Patterson  Blvd., 
Dayton  2,  Ohio.  11-15-16. 

JERROLO  ELECTRONICS  CORP.,  15th  &  Lehigh,  Phila¬ 
delphia  32,  Pa.  15.  AOV  PG.  342. 

Kahn  &  Co.,  Inc.,  541  Windsor  St.,  Hartford  1, 
Conn.  7. 

Katolight  Corp.,  First  Ave.  at  Chestnut,  Mankato,  Minn. 
3. 

KAY  ELECTRIC  CO.,  Maple  Ave,  Pine  Brook,  N.  J. 

1-3-4-5-6-7-9-12-13-14-15-16-17.  AOV.  PG.  345. 
KEARFOTT  CO.,  INC.,  WESTERN  OIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  3-4-14a.  AOV.  PG.  328. 
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KtlloM  Switchboard  &  Supply  Co.,  66S0  S.  Cicero  St., 
Chrcaoo  2,  III.  2. 

KIN  TEl,  Box  623,  572S  Kearny  Villa  Rd.,  San  Oie«o 
12,  Calif.  16.  ADV  PG  S1-S7 
LABORATORY  FOR  ELECTRONICS,  INC.,  7S  PitU  St., 
Boston  14,  Mass.  3  AOV.  PG.  SOB. 

LAMPKIN  LABORATORIES,  INC.,  Bradenton  1,  Fla. 
6-13-17.  AOV.  PG  471 

LAVOIE  U80RAT0RIES,  INC.,  Morganville,  N.  J. 
A-13-17.  ADV.  PG  413. 

LING  ELECTRONICS,  9937  W  Jefferson  Blvd.,  Culver 
City,  Calif.  1-5-6.  ADV.  PG  487. 

Mack  Electronics  A  Oiv.  of  Mack  Trucks,  Inc.,  Plain- 
field,  N.  J.  7. 

Magnavoi  Co.,  The,  2131  Buetcr  Rd.,  Fort  Wayne  4, 
Ind  17. 

MANSON  LABORATORIES,  INC.,  P.  0  Box  S94,  207 
Greenwich  Ave.,  Stanrford,  Conn.  2-3-4-6-13-14a-17. 
ADV.  PG  302 

Manufacturers  Engineering  A  Equipment  Corp.,  York  & 
Sunset  Lane,  Hatboro,  Pa.  15. 

MARCONI  INSTRUMENTS,  111  Cedar  Lane,  Englewood, 

N  J.  1-3-5-6-12-13-14-15-17.  AOV.  PG.  316 
Marine  View  Electronics  Inc.,  28  Main  St.,  White 
Plains,  N  V  10. 

MASSA  LABORATORIES,  INC.,  5  Fottler  Rd.,  Hingham, 
Mass.  7.  ADV  PG.  S14 

McKenna  Laboratories,  2S03  Main  St.,  Santa  Monica  6, 
Calif  7 

MEASUREMENTS  DIV.,  McGRAW-EDISON  CO.,  Boonton, 

N  J.  1-4-6-7-1011-12-13-14-17.  ADV.  PG.  S64, 
565 

Metronix,  Inc.,  75  Wilson  Mills  Rd.,  Chesterland, 
Ohio  2. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J.  2. 
ADV.  PG  519. 

Minneapolis-Honeywell  Regulator  Co,  Ordnance  Div., 
600  2nd  St.,  N.  Hopkins,  Minn  7. 

Missouri  Research  Labs.,  Inc.,  2109  Locust  St.,  St. 
Louis  3,  Mo  4. 

Muirhead  &  Co.,  Ltd.,  Beckenham,  Kent,  England.  6-11. 
Mullard  Equipment  Ltd.,  Mullard  House,  Torrington 
Place,  London  W.  C.  1,  England  7. 

NJE  CORPORATION,  345  Carnegie  Ave,,  Kenilworth, 
N,  J  4-6.  ADV  PG  292-295 
NARDA  ULTRASONICS  CORP.,  118-160  Herricks  Rd , 
Dept.  EB-1,  Mineola,  N.  Y  7.  ADV.  PG.  116. 
NAVIGATION  COMPUTER  CORP,  1621  Snyder  Ave., 
Philadelphia  45,  Pa.  4.  ADV.  PG.  528. 

New  London  Instrument  Co.,  P.  0  Box  189,  New  London, 
Conn.  1-10-12-13. 

Norrman  Laboratories,  Ernst,  Williams  Bay,  Wit.  2-4. 
Northeast  Scientific  Corp.,  617  Concord  Ave.,  Cam¬ 
bridge  38,  Mass.  3. 

Nuclear-Electronics  Corp.,  2925  N.  Broad  St.,  Phila¬ 
delphia  32,  Pa  1-6-11-17. 

Orbitran  Co.,  Inc.,  Rt.  1,  Box  635,  Lakeside,  Calif.  4. 
Pacific  Transducer  EBG  Corp.,  11836  W.  Pico  Blvd., 
Los  Angeles  34  Calif  15. 

PACKARD-BELL  CO.,  12333  W  Olympic  Blvd.,  Lot 
Angeles  64,  Calif  4.  AOV.  PG.  199. 

PERKIN  ENGINEERING  CORP.,  345  Kansas  St.,  El 

Segundo,  Calif  4  ADV  PG.  496. 

Piero  Products  Co ,  Whitney  St.,  Sherborn,  Mast.  7. 
POLARAO  ELECTRONICS  CORP.,  43-20  34th  St  ,  Long 
Island  City  1,  N.  V  3-4-8-9-15.  AOV.  PG  307, 
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Polytechnic  Research  A  Development  Co.,  Inc.,  202 

Tillary  St.,  Brooklyn  1,  N.  V.  2-3-5-6. 

Power  Supplies,  Inc.,  1007  Olive  St.,  Highland,  III.  7. 
Precision  Apparatus  Co  ,  Inc.,  70-31  84th  St.,  Glendale 
27,  N  V  1-10-11-12-13-15. 

PROBESCOPE  CO.,  8  Sagamore  Hill  Drive,  Port  Wash¬ 
ington,  N  Y  7-15.  ADV.  PG.  55? 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cam¬ 
bridge,  England  8. 

RS  Electronics  Corp.,  435  Portage  Ave.,  Palo  Alto, 
Calif  5. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England  4. 

Radar  Engineers,  4719  Brooklyn  Ave.,  Seattle  5, 
Wash.  10. 

Radio  City  Products  Co.,  Inc.,  Centre  &  Glendale  Sts., 
Easton.  Pa  10-11-li-lS 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  3-6-8-13-15-16.  ADV.  PG. 
440,  441,  Third  A  Fourth  Covers  A  PrKeding  Insert. 
RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE  OIV., 
415  S.  Fifth  St.,  Harrison,  N.  J  11-12-13-15. 
ADV.  PG.  440,  441,  Third  A  Fourth  Covers  A  Pre¬ 
ceding  Insert. 

Radiometer,  72  EmdrupveJ,  Copenhagen  NV-1,  Denmark. 
1-5-11-12-13-15-17. 

Radionics,  Inc.,  76  Cambridge  St.,  Burlington,  Mats. 
7-8. 

Rantec  Corp  ,  P.  0  Box  18,  Calahasas,  Calif  14a. 
RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54,  Mass  3-7.  ADV.  PG.  428.  429. 
REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  V.  5.  ADV.  PG.  433. 

Resdel  Engineering  Corp  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif.  3-4-10-13. 

Rese  Engineering  Corp.,  731  Arch  St.,  Philadelphia  6, 
Pa.  4. 

Research  Industrial  Laboratories  of  Electronics,  Roslyn, 
Pa  4. 

RIBET  A  DESJARDINS,  13-17  Rue  Perier,  Montrouge 
(Seine)  France  1-4-6-10-11-12-16.  ADV.  PG.  215- 
218. 

Rixon  Electronics,  Inc.,  Silver  Spring,  Md.  4 
Rutherford  Electronics  Co.,  8944  Lindblade  St.,  Culver 
City,  Calif.  4-8-10. 

Scantlin  Electronics,  Inc.,  11624  W.  Pico  Blvd.,  Los 
Angeles  64,  Calif.  10. 


Scott,  Inc.,  Hermon  Hosmer,  111  Powder  Mill  Rd., 
Maynard,  Mast.  5. 

Servo  Corp.  of  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N.  Y.  10. 

Servomex  Controls  Ltd.,  Crowborough,  Sussex,  England. 
4-5-8-10. 

Signal  Equipment  Co.,  Inc.,  2706  Third  Ave.,  Seattle  1, 
Wash.  15. 

Simpson  Electric  Co.,  Oiv.  of  American  Gage  A  Machine 
Co.,  5218  W.  Kinzie  St.,  Chicago  44,  111.  1-4-10-15. 
Solartron,  Inc.,  Western  Div,  10761  Burbank  Blvd., 
North  Hollywood,  Calif.  6-10. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas. 
11.  AOV.  PG.  347. 

Specialty  Engineering  A  Electronics  Co.,  79  Clifton 
Place,  Brooklyn  38,  N.  Y.  4-11-13. 

Spectralab  Instruments,  608  Fig  Ave.,  Monrovia,  Calif. 
13. 

Spectrum  Instruments,  Inc.,  44-05  30th  Ave.,  Long 
Island  City  3,  N.  Y.  8-10. 

Spencer-Kennedy  Labs.,  Inc.,  1318  Soldiers  Field  Rd., 
Boston  35,  Mast.  4. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y  3-4.  ADV.  PG  165. 
Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London  W.C.  2,  England.  2-3-6. 

Stcima,  Inc.,  190  Henry  St.,  Stamford,  Conn.  10. 
Stromberg-Carlson  Co  ,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y.  11. 

Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  15,  Pa  7. 

Superior  Instrument  Co.  2435  White  Plains  Rd.,  New 
York  67,  N.  Y  11-12-13. 

Syntorque,  Inc.,  601  W.  26th  St.,  New  York  1,  N.  Y. 
1-4. 

Taffet  Radio  A  Television  Co.,  2075  Brook lyn-Queens 
Expressway,  W.,  Woodside  77,  N.  Y.  11. 

Tare  Electronics,  Inc.,  48  Urban  Ave.,  Westbury,  N.  Y. 
9-16. 

Teca  Corp  ,  80  Main  St.,  White  Plaint,  N.  Y.  4. 
TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6.  N  Y  6.  AOV.  PG  511 
TECHNITROL  ENGINEERING  CO.,  1952  E  Allegheny 
Ave  ,  Philadelphia  34,  Pa.  4-6.  ADV.  PG.  495. 
Tektronix,  Inc.,  P.  0.  Box  831,  Portland  7,  Ore. 
4-6-8-10. 

TELECHROME  MFC.  CORP.,  28  Ranick  Drive,  Amity 
ville,  N  Y  2-4-5-B-9-10-14a-15-16.  ADV  PG.  323. 
Telecomputing  Corp  ,  915  N.  Citrus  Ave.,  Los  Angeles 
38,  Calif  4. 

Telequip  Radio  Co.,  2559  W  21st  St.,  Chicago  8, 
III  16. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y  3-4.  ADV  PG.  343,  344. 

Teletronics  Laboratory,  Inc.,  Kmkel  St.,  Westbury, 
N.  Y.  4. 

Television  Utilities  Corp.,  112-23  Colonial  Ave.,  Corona, 
N  V.  16. 

Tel-lnstrument  Electronics  Corp  ,  728  Garden  St.,  Carl- 
stadt,  N  J  1-6-9-12-13-15-16-17. 

Telonic  Industries,  Inc.,  75  N.  Second  Ave.,  Beech  Grove, 
Ind  2-4-13-15-17. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13, 
III.  1-5-6-7. 

Trad  Electronics  Corp.,  1001  First  Ave.,  Asbury  Park, 
N  J  13-17. 

TRANS  ELECTRONICS,  INC.,  7349  Canoga  Ave  ,  Canoga 
Park,  Calif  11.  AOV.  PG.  506 
Trepac  Corp  of  America,  1  Engle  St.,  Englewood,  N.  J. 

1- 2-3-6-11-12-13-17. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Bluffton, 
Ohio.  1-10-11-12-13-15-16. 

TuHamore  Electronics  Laboratory,  6055  S.  Ashland  Ave., 
Chicago  36,  III.  4. 

Ultrasonic  Engineering  Co.,  P  0  Box  209,  1613  S.  3rd 
Ave  .  Maywood,  III.  7. 

UNIWAVE,  INC.,  109  Marine  St  ,  Farmingdale,  N.  Y. 
3.  AOV.  PG  228 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV^  186 
Granite  St.,  Manchester,  N.  H.  1-2-3-12-13-14-15-17. 
AOV.  PG.  276,  277. 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas. 

2- 6.  ADV.  PG  454. 

Vectron,  Inc.,  1609  Trapelo  Rd.,  Waltham  54,  Mass. 

3. 

Vibro  Ceramics  Div.  of  Gulton  Industries,  Inc.,  Metuchen, 
N  J  7. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK 
&  SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
4-5-6-8-10-16.  ADV.  PG.  394C 
WALKIRT  CO.,  141  W.  Hazel  St.,  Inglewood  3,  Calif. 
4-10.  AOV.  PG.  500. 

Wang  Laboratories,  Inc.,  37  Hurley  St.,  Cambridge  41, 
Mass.  4-8. 

Waveforms,  Inc.,  333  Sixth  Ave.,  New  York  14,  N.  Y. 
6-7. 

Wave/Particle  Corp.,  Box  252,  Menlo  Park.  Calif. 
10-15. 

WEINSCHEL  ENGINEERING  CO.,  INC.,  10503  Metro¬ 
politan  Ave.,  Kensington,  Md.  4-10-11-13.  ADV.  PG. 
61-64. 

White  Electron  Devices  Inc.,  Roger,  Fourth  Ave.,  Haskell, 

N.  J.  3-5. 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City, 
Mo.  14a. 

Winston  Electronics,  Inc.,  4312  Main  St.,  Philadelphia 
27,  Pa.  2. 


OENERATORS— fngina  Orhron 

Allis-Chalmers  Mfg.  Co.,  935  S.  70th  St.,  Milwaukee  1, 
Wit. 
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Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgefield,  N.  J 

Bone  Engineering  Corp.,  701  W.  Broadway,  Glendale  4, 
Calif. 

Columbia  Electric  Mfg.  Co.,  4519  Hamirton  Ave.,  N.E., 
Cleveland  14,  Ohio. 

Continental  Electric  Co.,  Inc.,  334  Ferry  St.,  Newark 
5,  N.  J. 

Dalmotor  Co.,  1375  Clay  St.,  SanU  Clara.  Calif. 

Detroit  Diesel  Engine  Oiv.  of  General  Motors  Corp.. 
13400  W.  Outer  Drive,  Detroit  28,  Mich. 

Eicor,  Inc.,  4235  W.  North  Ave.,  Chicago  39,  III. 

Electric  Auto-Lite  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles  45, 
Calif. 

Georator  Corp.,  315  Tuder  Lane,  Manassas,  Va. 

Heinz  Mueller  Engirteering  Co.,  Inc.,  1906  N.  Cicerc 
Ave.,  Chicago  39,  III. 

Highland  Engineering,  1732  Berkeley,  Santa  Monica, 
Calif. 

Homelite  Oiv.  of  Textron  Inc.,  Port  Chester,  N.  V. 

Howard  Industries,  Inc.,  Divisions:  Cyclohm  Motor  Corp.; 
Electric  Motor  Corp.,  Racine,  Wis. 

Jack  A  Heintz,  Inc.,  Cleveland  1,  Ohio. 

Kato  Engineering  Co.,  1415  First  Ave.,  Mankato,  Minn. 

Katolight  Corp.,  First  Ave.  at  Chestnut,  Mankato,  Minn. 

Kelvin  A  Hughes  Ltd.,  New  North  Rd.,  Barkingside, 
Essex,  England. 

Leach  Corp.,  Inet  Oiv.,  18435  Susana  Rd.,  Compton, 
Calif. 

Leece-Neville  Co.,  1374  E.  51st  St.,  Cleveland  3,  Ohio. 

Marathon  Electric  Mfg.  Corp.,  Randolph  A  Cherry  Sts., 
Wasau,  Wis. 

Motoresearch  Co.,  1600  Junction  Ave.,  Racine,  Wis. 

ONAN  A  SONS,  INC.,  D.  W.,  University  Ave.,  at  25th 
St.,  S.  E.,  Minneapolis  14,  Minn.  AOV.  PG.  480. 

Pioneer  Gen-E-Motor  Corp.,  5841  W.  Dickens,  Chicago 
39,  III. 

Ready  Power  Co.,  The  Power  Plant  Div.,  11231  Freud 
Ave ,  Detroit  14,  Mich. 

RED  BANK  DIVISION,  BENOIX  AVIATION  CORP., 
Rt.  35,  Eatontown,  N.  J.  ADV.  PG.  89. 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield,  III. 

TKM  Electric  Corp.,  11600  University  Ave.,  Rochester  7, 
N  Y. 

Tandberg,  10  E.  52nd  St.,  New  York,  N.  V. 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas. 
AOV  PG.  454, 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

Wincharger  Corp.,  E.  7th  A  Division  Sts.,  Sioux  City, 
Iowa. 


OENERATORS-Fvnefion 

Beckman/ Berkeley  Division,  2200  Wright  Ave.,  Richmond 
3,  Calif 

Dalmotor  Co.,  1375  Clay  St.,  Santa  Clara,  Calif. 

Diehl  Mfg.  Co.,  1129  Findeme  Ave.,  Somrville,  N.  J. 

Donner  Scienti^  Co.,  888  Galindo  St.,  Concord,  Calif. 

Dorset!  Laboratories,  Inc.,  401  E.  Boyd  St.,  Box  862, 
Norman,  Ok  la. 

Engineering  SpKialty  Co.,  3100  Eldredge  St.,  Salt  Lake 
City,  Utah. 

HEATH  CO.  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich,  ADV.  PG.  513. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd ,  Palo 
Alto.  Calif  AOV  PG  29-44. 

REEVES  INSTRUMENT  CORP.,  227  E  91st  St.,  New 
York  28,  N.  Y.  ADV.  PG.  433. 

Servomex  Controls  Ltd.,  Crowborough,  Sussex,  England. 

TELECHROME  MFG.  CORP.,  28  Ramck  Drive,  Amityville, 
N.  Y  ADV.  PG.  323. 

United  Electrodynamics  Oiv.  of  United  Geophysical  Co., 
Inc.,  1200  S.  Marengo,  Pasadena,  Calif. 


CENERATORS-Nomf  Driven 

Heinz  Mueller  Engineering  Co.,  Inc.,  1906  N.  Cicero 
Ave.,  Chicago  39,  III. 

Holtzer-Cabot  Oiv.  of  National  Pneumatic  Co.,  Inc., 
125  Amory  St.,  Boston  19,  Mass. 

Howard  Industries,  Inc.,  Divisions:  Cyclohm  Motor  Corp.; 

Electric  Motor  Corp.,  Racine,  Wis. 

Redmond  Co.,  Inc.,  (jwosso,  Mich. 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield,  III. 
Wincharger  Corp.,  E.  7th  A  Division  Sts.,  Sioux  City, 
Iowa. 


GENERATORS-Alofer 

Aerolab  Development  Co.,  330  W.  Holly  St.,  Pasadena, 
Calif. 

Allis-Chalmers  Mfg.  Co.,  935  S.  70th  St.,  Milwaukee  1, 
Wis. 

Bekey  Electric  Co.,  Inc.,  1327  S.  Main  St.,  Los  Angeles 
15,  Calif. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

Bogue  Electric  Mfg.  Co.,  52  Iowa  Ave.,  Paterson  3, 
N.  J. 

Bone  Engineering  Corp.,  701  W.  Broaihway,  Glendale  4, 
Calif. 

Cadre  Industries  Corp.,  Box  150,  Endicott,  N.  Y. 

Century  Electric  Co.,  1806  Pine  St.,  St.  Louis  3,  Mo. 

CLIFTON  PRECISION  PRODUCTS  CO.,  INC.,  9014  West 
Chester  Pike,  Upper  Darby,  Pa.  ADV.  PG.  240,  241. 

Columbia  Electric  Mfg.  Co.,  4519  Hamilton  Ave.,  N.E., 
Cleveland  14,  Ohio. 

Continental  Electric  Co.,  Inc.,  334  Ferry  St.,  Newark  5, 
N.  J. 
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GENERATORS 


D  &  R,  LTD.,  402  E.  Gutierrez  St.,  P.  0.  Box  1500, 
Santa  Barbara,  Calif.  AOV.  PG.  55b. 

Dalmotor  Co.,  1375  Clay  St.,  Santa  Clara,  Calif. 

Diehl  Mfg.  Co.,  1129  Finderne  Ave.,  Somerville,  N.  J. 

ECLIPSE-PIDNEER  DIV.,  BENDIX  AVIATION  CORP., 
Teterboro,  N.  J.  AOV.  PG.  81-88. 

Eicor,  Inc.,  4235  W.  North  Ave.,  Chicago  39,  III. 

Electric  Specialty  Co.,  300  South  St.,  Stamford,  Conn. 

Emerson-Glover  Inc.,  43  E.  Plain  St.,  Cochituate,  Mass. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Georator  Corp.,  315  Tuder  Lane,  Manassas,  Va. 

Great  Lakes  Electric  Mfg.  Co ,  17  S.  Oesplaines  St., 
Chicago  6,  III. 

Heinz  Mueller  Engineering  Co.,  Inc.,  1906  N.  Cicero 
Ave.,  Chicago  39,  III. 

Hertner  Electric  Co.,  12690  Elmwood  Ave.,  Cleveland  11, 
Ohio. 

Highland  Engineering,  1732  Berkeley,  Santa  Monica, 
Calif. 

Holtzer-Cabot  Div.  of  National  Pneumatic  Co.,  Inc.,  125 
Amory  St.,  Boston  19,  Mass. 

Horlick  Co.,  Inc.,  William  I.,  266  Summer  St.,  Boston 
10,  Mass. 

Hoover  Electric  Co.,  2100  S.  Stoner  Ave.,  Los  Angeles 
25,  Calif. 

Howard  Industries,  Inc.,  Divisions:  Cyclohm  Motor  Corp., 
Electric  Motor  Corp.,  Racine,  Wis. 

INDUCTION  MOTORS  CORP.,  570  Main  St.,  Westbury, 
N.  V.  AOV.  PG.  402. 

Jack  &  Heintz,  Inc.,  Cleveland  1,  Ohio. 

Kato  Engineering  Co.,  1415  First  Ave.,  Mankato,  Minn. 

Katolight  Corp.,  First  Ave.  at  Chestnut,  Mankato,  Minn. 

Leach  Corp.,  Inet  Div.,  18435  Susana  Rd.,  Compton, 
Calif. 

Leland  Electric  Co.,  The,  Div.  of  The  American  Machine 
&  Foun^  Co.,  1501  Webster  St.,  Dayton  1,  Ohio. 

Lesa,  Via  Bergamo  21,  Milan,  Italy. 

Marathon  Electric  Mfg.  Corp.,  Randolph  G  Cherry  Sts., 
Wasau,  Wis. 

Motoresearch  Co.,  1600  Junction  Ave.,  Racine,  Wis. 

Muirnead  &  Co.,  Ltd.,  Beckenham,  Kent,  England. 

RED  BANK  DIVISION,  BENDIX  AVIATIDN  CORP.,  Rt. 
35,  Eatontown,  N.  J.  ADV.  PG.  89. 

Redmond  Co.,  Inc.,  Owosso,  Mich. 

Rotating  Components,  Inc.,  269  Green  St.,  Brooklyn  22, 
N.  Y. 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield, 
III. 

Servo-Tek  Products  Co.,  Inc.,  1086  Goffie  Rd.,  Hawthorne, 
N.  J. 

Siemon  Mfg.  Co.,  P.  0.  Box  275,  Wayne,  III. 

Small  Motors,  Inc.,  2076  Elston  Ave.,  Chicago  14,  III. 

Syntorque,  Inc.,  601  W.  26th  St.,  New  York  1,  N.  V, 

TKM  Electric  Corp.,  1160  University  Ave.,  Rochnter  7, 
N.  Y. 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas. 
AOV.  PG.  454. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

GENERATORS-Sweep 

See  OSCILLATORS-Sweeping 

GENERATORS— WimMrivea  Ceneroring  Eqwipmenf 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

Wincharger  Corp.,  E.  7th  &  Division  Sts.,  Sioux  City, 
Iowa. 

GEOPHYSICAL  APPARATUS 

ASSOCIATED  RESEARCH,  INC.,  3788  W.  Belmont  Ave., 
Chicago  IB,  III.  ADV.  PG.  477. 

Benson-Lehner  Corp.,  11930  W.  Olympic  Blvd.,  Lot 
Angeles  64,  Calif. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

Clevite  Corp.,  Texas  Div.,  3732  Wertheimer  Rd.,  Houston 
6,  Texas. 

Electro-Technical  Labs.,  Div.  of  Mandrel  Industries  Inc., 
5134  Glenmont  Drive,  Houston,  Texas. 

EPSCO,  INCORPORATED,  588  Commonwealth  Ave.,  Bos¬ 
ton  15,  Mass.  ADV.  PG.  281-283. 

Georator  Corp.,  315  Tuder  Lane,  Manassas,  Va. 

Geotronic  Labs.  Inc.,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Texas. 

Gurley,  W.  &  L.  E.,  514  Fulton  St.,  Troy,  N.  Y. 

Hamner  Electronics  Co.,  Inc.,  Box  531,  Princeton,  N.  J. 

Harris  Transducer  Corp.,  The,  Woodbury,  Conn. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 

Railway  Communications,  Inc.,  9351  E.  59th  St.,  Ray¬ 
town,  Mo. 

Seismograph  Service  Coro.,  P.  0.  Box  1590,  Tulsa,  Okla. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas. 
ADV.  PG.  347. 

TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave.,  Dallas  9,  Texas.  AOV.  PG.  396. 

United  Electrodynamics  Div.  of  United  Geophysical  Co., 
Inc.,  1200  S.  Marengo,  Pasadena,  Calif. 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  Ave.,  Westbury,  N.  V.  ADV.  PG.  390. 

GERMANIUM  CRYSTALS 
Sea  CRYSTALS 


1958-1959  LISTINGS  of 


GERMANIUM  DIODES 
Sea  DIODES  Germanium 

GERMANIUM  RECTIFIERS 
See  RECTIFIERS— Gerinenium 

GETTERS 
See  TUBE  PARTS 

GLASS 

See  INSULATION  MATERIALS 

GLASS  BONDED  MICA 
See  INSULATION  MATERIALS 

GLASS  FIBRE 

See  INSULATION  MATERIALS 

GLASS— Alefal-fo-GIcMa  Seale 
Sea  SEALS-Ma«a|.le-Glaee 


GLASS  PARTS— Prectelon 

American  Perfit  Cryjtal  Corp.,  653  Eleventh  Ave.,  New 
York  36,  N.  Y. 

CHICAGO  MINIATURE  UMP  WORKS,  1500  N.  Ogden 
Ave.,  Chicago  10,  III.  AOV.  PG.  470. 

Corning  Glass  Works,  Corning,  N.  Y. 

Croname,  Inc.,  1747  Grace  St.,  Chicago  II,  III 

DELL  OPTICS  CO.,  LTD.,  327  55th  St.,  West  New  York, 
N.  J.  AOV.  PG.  468. 

Hamilton  Electronics  Corp.,  Pleasant  Valley  Rd.,  Fair¬ 
mont,  W.  Va. 

HAUSSER  &  SON,  C.  A.,  6040  Belfield  Ave.,  Phila¬ 
delphia  44,  Pa.  ADV.  PG.  526. 

Lancaster  Glass  Corp.,  Lancaster,  Ohio. 

Mansol  Ceramics  Co.,  140  Little  St.,  Belleville,  N.  J. 

Pacific  Universal  Products  Corp.,  168  Vista  Ave.,  Pasa¬ 
dena  8,  Calif. 

Philadelphia  Scientific  Glass  Co.,  Quakertown,  Pa. 

Zenith  Optical  Laboratory,  1940  Great  NKk  Rd., 
Copiague,  N.  Y. 


GRAPHIC  RECORDING  INSTRUMENTS 
See  INSTRUMENTS-Grophic  Recording 


GRAPHITE-Cefloidal 

Acheson  Colloids  Co.,  1950  Washington  Ave.,  Port  Huron, 
Mich. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y, 
Grafo  Colloids  Corp.,  Sharon,  Pa. 

Superior  Graphite  Co.,  33  S.  Clark  St.,  Chicago  1,  III. 


GRAPHITE  PARTS-Higfi  Purify 
KEYSTONE  CARBON  CO.,  INC.,  Saint  Marys,  Pa. 
ADV.  PG.  13. 

National  Carbon  Co.,  Div.  of  Union  Carbide  Corp.,  30 
E.  42nd  St.,  New  York  17,  N.  Y. 

Pure  Carbon  Co.,  Wellesville  Rd.,  St.  Marys,  Pa. 

St.  Marys  Carbon  Co.,  State  Rd.,  St.  Marys,  Pa. 

Speer  Carbop  Co.,  St.  Marys,  Pa. 

Stackpole  Carbon  Co.,  St.  Marys,  Pa. 

United  Carbon  Products  Co.,  Inc.,  P.D.  Box  269,  Bay 
City,  Mich. 


GRIDS  AND  GRID  SUPPORTS 
See  TUBE  PARTS 

GRILLES-Mofof 

ABALON  PRECISION  MFG.  CORP.,  540  Casanova  St., 
Bronx  59,  N.  Y.  AOV.  PG.  S46. 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 

Boyle  Metalcraft  Corp,,  150  Sullivan  St.,  Brooklyn  31, 
N.  V. 

Chase  Brass  &  Copper  Co.,  Inc.,  236  Grand  St.,  Water- 
bury  20,  Conn. 

Croname,  Inc.,  1747  Grace  St.,  Chicago  13,  III. 

Falstrom  Co.,  44  Falstrom  Court,  Passaic,  N.  J. 

Flock  Process  Co.,  Inc.,  373  Main  Ave.,  Norwalk,  Conn. 

HK  Metal  Craft  Mfg.  Corp.,  3775  Tenth  Ave.,  New 
York  34,  N.  Y. 

Lacey  Brothers  Etched  Circuits,  117  S.  Lombard,  Oak 
Park,  III. 

Minute  Man  Products,  Inc.,  430  E.  102nd  St.,  New 
York.  N.  Y. 

MUNDT  &  SONS,  CHARLES,  S3  Fairmount  Ave.,  Jersey 
City  4,  N.  J.  AOV.  PG.  567. 

PREMIER  METAL  PRODUCTS  CO.,  337  Manida  St., 
Bronx  59,  N.  Y.  AOV.  PG.  579. 

Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J. 

Titchener  A  Co.,  E.  H.,  67  Clinton  St.,  Binghamton, 
N.  Y. 

Walsco  Electronics  Mfg.  Co.,  100  GrMn  St.,  Rockford, 

111. 

Washington  Aluminum  Co.,  Inc.,  Penna.  RR  &  Knecht 
Ave.,  Baltimore  29,  Md. 


GRILLES— Molded  Plaefic 

Crystal-X  Corp.,  403  LennI  Rd.,  Lenni  Mills  2,  Pa. 
Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N.  Y. 

Dwyer  Engineering  Co.,  Inc.,  P.D.  Box  452,  Nuhua, 
ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  ADV.  PG.  140,  141. 


Felsenthal  &  Sons,  Inc.,  G.,  3500  N.  Kedzie,  Chicago  IS, 
III. 

Jodee  Plastics  Corp.,  3089  Fulton  St.,  Brooklyn  8,  N  Y. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

REF  Mfg.  Corp.,  Jericho  Turnpike,  Mlneola,  N.  Y. 

Remler  Company,  2101  Bryant  St.,  San  Francisco  10, 

Cahf. 

RICHARDSON  CO.,  THE,  2767  Lake  St.,  Melrose  Park, 
III.  ADV.  PG  280 

Romar  Plastics,  Inc.,  1309  E.  Main  St.,  St.  Charles,  III. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd  ,  Oavis- 
ville.  Pa.  AOV.  PG.  472. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.O.  Box 
85,  Gardena,  Calif 

Swenson  Co.,  Inc.,  V.  H.,  552  Elm  St.,  Arlington.  N.  J. 

Westlake  Plastics  Co.,  133  W.  Lenni  Rd.,  Lenni  Mills, 
Pa. 

GRILLES-Spoeker 

Bestcraft  Products  Co.,  Inc.,  626  Broadway.  New  York, 
N.  Y. 

Cortland  Industries,  Inc.,  4545  Cortland  St.,  Chicago  39, 
III. 

Croname,  Inc.,  1747  Grace  St.,  Chicago  13,  III 

Eltran  Corp.,  St.  Anne.  III. 

Flock  Process  Co.,  Inc.,  373  Main  Ave.,  Norwalk.  Conn. 

Peerless  Products  Industries,  812  N.  Pulaski  St., 

Chicago  51.  III. 

PREMIER  MmL  PRODUCTS  CO.,  337  Man, da  St., 

Bronx  59,  N.  Y.  ADV.  PG.  579. 

Remler  Company,  2101  Bryant  St.,  San  Francisco  10, 
Calif. 

Romar  Plastics,  Inc.,  1309  E.  Main  St.,  St.  Charles, 
III. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Titchener  &  Co.,  E.  H.,  67  Clinton  St.,  Binghamton, 
N.  Y 

GROMMETS 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

Amatoin  Electronic  Hardware  Co.,  Inc.,  88  Drake  Ave., 
New  Rochelle,  N.  Y, 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

Arrowhead  Products,  2300  Curry  St.,  Long  Beach  5, 
Calif. 

Atlantic  India  Rubber  Works.  Inc.,  Dept  EL.,  571  W. 
Polk  St.,  Chicago  7,  III. 

Auburn  Mfg.  Co.,  The,  Pease  Ave  A  Stack  St.,  Middle- 
town,  Cm. 

Bacon  Industries,  Inc.,  192  Pleasant  St.,  Watertown, 
Mass. 

Baer  Co.,  N.  S.,  9  Montgomery  St.,  Hillside,  N  J 

Ballou  A  Co.,  Inc.,  B.  A.,  61  Peck  St.,  Providence,  R.  I. 

Channel  Master  Co.,  Ellenville,  N.  Y. 

Chase  Brass  A  Copper  Co.,  Inc.,  236  Grand  St.,  Water¬ 
bury  20  Conn 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware.  AOV.  PG.  373-376. 

Electrovert,  Inc.,  124  E.  40th  St.,  New  York  17,  N.  Y. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y 

Enfio  Corp.,  Fellowship  Rd  A  Route  73,  Maple  Shade, 
N.  J. 

Fastex  Div.  of  Illinois  Tool  Works,  195  Algonquin  Rd  , 
Des  Plaines.  III. 

FEDERAL  SCR^  PRODUCTS,  INC.,  3917  N  Kedzie 
Ave.,  Chicago  18,  III.  AOV  PG  508 

GENERAL  FINDINGS  A  SUPPLY  CO.,  INDUSTRIAL  DIV.. 
Attleboro,  Mass.  AOV.  PG.  275. 

HK  Metal  Craft  Mfg.  Corp.,  3775  Tenth  Ave.,  New 
York  34,  N.  Y. 

Haveg  Industries,  Inc.,  900  Greenbank  Rd.,  Wilmington 
8,  Del. 

Irwin  Produas  Co.,  4937  N.  Daman,  Chicago  25,  III. 

Jodee  Plastics  Corp.,  3089  Fulton  St.,  Brooklyn  8. 
N  Y. 

JOHNSON  A  HOFFMAN  MFG.  CORP.,  31  E.  Second  St., 
Mmeola,  N.  Y.  AOV.  PG.  242. 

JOY  MFG.  CO.,  Dept.  39,  Oliver  Bldg.,  Pittsburgh  22, 
Pa.  ADV.  PG.  26. 

Lavelle  Rubber  Co.,  424  N.  Wood  St.,  Chicago  22,  III. 

Lord  Mfg.  Co.,  1635  W.  12th  SL,  Erie,  Pa. 

Metpro,  Inc.,  R.  I.,  230  Toronto  Ave.,  Providence,  R.  I. 

Permonite  Mfg.  Co.,  444  N.  Lake  Shore  Drive,  Chicago 

II,  III. 

Raybntos-Manhattan,  Inc.,  61  Willett  St,  Passaic, 
N.  J. 

Rogers  Cpnsoration,  Goodyear,  Conn. 

ROSS  METALS  CO.,  MILTON,  505  Oavisvllle  Rd.,  Oavis- 
vllle.  Pa.  ADV.  PG.  472. 

Shamban  A  Co.,  W.  S.,  11617  W.  Jefferson  Blvd, 
Culver  City,  Calif. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

Stimpson  Co.,  Inc.,  Edwin  B.,  74  Franklin  Ave.,  Brook¬ 
lyn  5,  N.  Y. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave.,  Bloom- 
field,  N.  J,  AOV,  PG.  538. 

United  Shoe  Machinery  Corp.,  140  Federal  St.,  Boston 
7,  Mass. 

U.  S.  Rubber  Co.,  1230  Avenue  of  the  Americas,  New  York 
20,  N.  Y. 

Waldom  Electronics,  Inc.,  4625  W.  S3rd  St.,  Chicago 
32,  III. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  RKkford, 

III. 

Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx  61, 
N.  Y. 
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HARDWARE 


ELECTRONIC  and  ALLIED  PRODUCTS 


OROMMETS-Fibr* 

Allied  PUstiCl  Supply  Carp.,  li  Cliff  St.,  New  York  38, 
N.  V 

Ai'ntom  ElKtronic  Hordwarr  Co  ,  Inc.,  80  Drake  A*e., 
New  Rochelle,  N  V. 

Arrowhead  Promts,  2300  Curry  St.,  Long  Beach  5, 
Calif. 

Autrurn  Mfg  Co.,  The,  Peace  Ave  8  Stack  St.,  Middle- 
town,  Conn. 

Baer  Co.,  N.  S.,  9  Montgomery  St  ,  Millude,  N  J. 

Cemeo  Plaitics,  Inc.,  97  20  Albert  Rd.,  Clone  Park  17, 

N  V 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware  ADV  PG  373-376. 

Cortland  Inductriec,  Inc  ,  4343  Cortland  St ,  Chicago  39, 
III. 

Emerion  Plastics  Corp.,  1383  Seabury  Ave.,  Broni  61, 
N  V 

FEDERAL  SCREW  PRODUCTS,  INC.,  3917  N  Kediie 
Ave.,  Chicago  18,  III.  ADV  PG.  308 

Franklin  Fibre-Lamitee  Corp  ,  Wilmington,  Del 

HK  Metal  Craft  Mfg.  Corp.,  3773  Tenth  Ave  ,  New 
York  34,  N  Y 

NATIONAL  VULCANIZED  FIBRE  CO  ,  Bo>  311.  Wilming- 
ton,  Del  ADV  PG.  360 

Permonite  Mfg.  Co.,  444  N  Lake  Shore  Drive,  Chi¬ 
cago  11,  III 

ROSS  METALS  CO.,  MILTON,  303  Oavisville  Rt.,  Davis- 
ville.  Pa.  ADV  PG  472 

Silicone  Insulation,  Inc.,  1  383  Seabury  Ave.,  Brona  61, 
N  Y 

Smith,  Inc.,  Herman  H.,  2376  Nostrand  Ave  ,  Brooklyn 
10,  N  Y 

Sraulding  Fibre  Co,  Inc,  310  Wheeler  St.,  Tnnawanda, 
N  Y. 

Walsco  Electronics  Mfg  Co.,  100  Green  St  ,  Rockford, 
III. 

Wilmington  Fibre  Specialty  Co.,  New  Castle  6,  Del. 

OROOVERS 
Soo  CUTTERS 

OUN  FIRE  CONTROL 
Soo  RADAR 

OUN  MOUNTS-CoeAodo  Roy  Tw6o 

DuMont  Laboratories,  Inc  .  Allen  B  ,  730  Bloomfield 
Ave,  Clifton,  N  J. 

Federal  Elect-ic  Products.  Inc.,  1380  Pompton  Ave, 
Cedar  Grove.  N  J. 

JOHNSON  &  HOFFMAN  MFG  CORP,  31  E  Second  St., 
M  ineola,  N  Y  ADV.  PG  242. 

SUPERIOR  ELECTRONICS  CORP,  208  Piaget  Ave, 
Clifton,  N  J  ADV  PG  483 


OUN  MOUNTS-Tofoviaion 
Corning  Glass  Works,  Coming,  N  Y 
Griffiths  Electronics,  Inc.,  133  Summit  St.,  Newark  3, 
N.  J. 

Martin  Co.,  Inc..  Rodman  H.,  Electronics  Div ,  300  W 
Oak  St  ,  Norristown,  Pa 

National  Video  Corp..  4300  W  47th  St  ,  Chicago  32, 
III 

RADIO  CORP  OF  AMERICA,  ENGINEERING  PRODUCTS 
OlV.,  Camden,  N  J.,  ADV.  PG  440.  441,  Third  A 
Fourth  Covers  &  Preceding  Insert 
SUPERIOR  ELECTRONICS  CORP.,  208  Piaget  Ave., 
Clifton,  N  J  ADV  PG  483 
Thomas  Electronics  Inc  ,  118  Ninth  St.,  Passaic,  N  J. 


OUNS-Sofdering 

Heiacon  Electric  Co.,  IJO  W.  Caly  Ave,  Roselle  Park. 
N  J. 

Wall  Mfg.  Co.,  Grove  City,  Pa 
Weller  Electric  Corp.,  Bov  343,  Easton,  Pa 
Wen  Products,  Inc  ,  3808  Northwest  Highway,  Chicago 
51,  III 


OVROS—Dispface  merit 

Bludworth  Marine  Div.,  Kearfott  Co.,  Ix.,  92  Gold  St., 
New  York  38,  N  Y 

DETROIT  CONTROLS  OlV.  OF  AMERICAN-STANDARD, 
100  Morse  St  ,  Norwood,  Mass.  ADV.  PG.  379 

ECLIPSE-PIONEER  OIV ,  BENOIX  AVIATION  CORP., 
Teterboro,  N  J.  ADV.  PG.  81-88. 

General  Electric  Co.,  Apparatus  Sales  Div ,  1  River  Rd  , 
Schenectady  5,  N.  Y. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

HUMPHREY,  INC.,  2803  Canon  St.,  San  Diego  6,  Calif. 
ADV.  PG.  133 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  OIV  , 
1378  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  336. 

Lear,  lx.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 

Minneapolis-Honeywell,  Boston  Div.,  1400  Soldiers  Field 
Rd.,  Boston  35,  Mass. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Oiv., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Norden  Ketay  Corp.,  Precision  Components  Oiv ,  Corn- 
mack,  N  Y. 

Siemon  Mfg.  Co.,  P.  0.  Boi  273,  Wayne,  III. 

Simmers  Gyroscope  Co.,  2328  Broadway,  Santa  Monica, 
Calif. 

Uniconn,  lx.,  15  Hawkins  St.,  Waterbury  10,  Conn. 


WALDROF  INSTRUMENT  CO.,  OIV  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV  PG  394C 


GYROS— Infogrofiifp 

AC  ELECTRONICS  DIV.  OF  GENERAL  MOTORS  CORP., 
1923  E.  Kenilworth,  Milwaukee  1,  Wis.  ADV  PG.  387. 
Bludworth  Marix  Oiv.,  Kearfott  Co.,  lx  ,  92  Gold  St., 
New  York  38,  N.  Y 

Cedar  Engineering  Div  of  Control  Data  Corp.,  3806  W. 

36th  St  .  Minneapolis  16,  Minn. 

DETROIT  CONTROLS  OIV.  OF  AMERICAN-STANDARD, 
100  Morse  St.,  Norwood,  Mass  ADV.  PG.  379 
Ford  InstrumeX  Co.,  Oiv  of  Sperry  Rand  Corp.,  31-10 
Thomson  Ave.,  Long  Island  City  1,  N.  Y 
General  Electric  Co.,  Apparatus  Sales  Div,  1  River  Rd  , 
Schenectady  3,  N,  Y 

Greenlraf  Mfg.  Co,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.  J  ADV.  PG  336 
Lear,  Ix.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif 
M.nneapolit-Honeywell  Regulator  Co.,  Aeronautical  Oiv  , 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn 
llorden  Ketay  Corp ,  Precision  Components  Oiv ,  Com- 
mack  N  Y 

REEVEi  INSTRUMENT  CORP.,  227  E.  Rlst  St.,  New 
York  28,  N  Y  ADV.  PG  433 
Siemon  Mfg.  Co  ,  P  0.  Boi  275,  Wayx,  III 
Sommers  Gyroscope  Co.,  2328  Broadway,  Santa  Monica, 
Calif. 

Uniconn,  |x  13  Hawkins  St  ,  Waterbury  10,  Coon 
WALDORF  INSTRUMENT  CO.,  OIV  OF  F  C  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N  Y 
ADV  PG  194C 


GYROSCOPES 

AC  ELECTRONICS  DIV  OF  GENERAL  MOTORS  CORP., 
1923  E.  Kenilworth,  Milwaukee  1,  Wis  ADV.  PG  387. 
Bell  Aircraft  Corp.,  P.  0.  Bov  1,  Buffalo  3,  N  Y 
Belxk  Ixtrument  Corp,  111-01  loth  Ave,  College 
Point  36,  N.  Y. 

Bludworth  Marine  Oiv.,  Kearfott  Co.,  Ix.,  92  Gold  St., 
New  York  38,  N  Y 

Darco  Industries,  Ix.,  Gyro  Dynamics  Oiv.,  2131  E. 

Rosexrans  Ave  El  Segundo,  Calif 
DAYSTROM  PACIFIC  DIV.  OF  DAYSTROM,  INC.,  9520 
Lixoln  Blvd  ,  Los  Angeles  43,  Calif.  ADV.  PG.  406. 
DETROIT  CONTROLS  DIV.  OF  AMERICAN-STANDARD, 
100  Morse  St  .  Norwood,  Mass.  ADV  PG  379. 
ECLIPSE  PIONEER  OIV.,  BENOIX  AVIATION  CORP.. 

Teterboro,  N  J  ADV  PG  81-88 
FAIRCHILD  CONTROLS  CORP.,  COMPONENTS  DIV.,  223 
Park  Ave.,  Hicksville,  N.  Y  ADV.  PG.  142 
Ford  Ixtrument  Co.,  Div  of  Sperry  Rand  Corp,  31-10 
Thomson  Ave  ,  Long  Island  City  1,  N.  V 
Garrett  Corp,  The,  9851  Sepulveda  Blvd,  Los  Angeles  45, 
Calif 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  3,  N  Y 

Giannini  A  Co,  lx.,  G.  M  .  918  E.  Green  St  .  P<ssadena 
1,  Calif 

Gieenleaf  Mfg.  Co..  The,  7814  Maplewood  Industrial 
Court,  St  Louis  17.  Mo 

Gvrev  Cerp  ,  3003  Pennsylvania  St.,  Santa  Monica,  Calif 
HUMPHREY,  INC,  2803  Canon  St,  San  Diego  6, 
Calif  ADV  PG.  153. 

Iron  Fireman  Mfg  Co.,  Electronics  Div,  2800  S.  E  NiXh 
Ave  ,  Portland  2,  Oro 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  OIV., 
1378  Main  St.,  Clifton,  N.  J  ADV  PG  336 
Kelvin  &  Hughes  Ltd.,  New  North  Rd.,  Barkingside, 
Essea,  England. 

Lear,  Ix.,  3171  S.  Bundy  Drive,  Los  Angeles  34.  Calif 
Minxapolis-Honeywell,  Boston  Oiv.,  1400  Soldiers  Field 
Rd..  Boston  35,  Mass. 

Minxapolis-Honeywell  Regulator  Co.,  Aeronautical  Oiv., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn 
Muirhead  &  Co.,  Ltd,  Beckenham,  Kent,  England 
Nxden  Ketay  Corp ,  Precision  Components  Div ,  Corn- 
mack,  N,  Y 

PaCiAc  Scientific  Co.,  P  0  Bov  No.  22019.  Los  Angeles 
72.  Calif 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N  H  ADV  PG 
233 

Siemon  Mfg.  Co.,  P.  0  Bnv  275.  Wayne,  III. 

Sparry  Gyroscope  Co.,  Oiv.  of  Sperry  Rand  Corp  ,  Great 
Neck,  N  V. 

Summers  Gyroscope  Co.,  2328  Broadway,  Santa  Monica. 
Calif 

TelKomputix  Cxp  ,  913  N  Citrus  Ave.,  Los  Angeles  38, 
Calif. 

Ten  Bosch,  Ix.,  M.,  80  Wheeler  Ave.,  Pleasantville, 
N.  V. 

Uniconn,  Ix.,  13  Hawkins  St.,  Waterbury  10.  Conn. 

U  S.  Time  Corp.,  346  Tefon  Place,  Palos  Verdes  Est., 
Calif 

WALDORF  INSTRUMENT  CO..  DIV  OF  F.  C.  HUYCK  k 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV  PG.  394C. 


HAND  TOOLS 

See  TOOLS— Hand  or  Mechanical 


H  AR  D  W  A  R  E — f  lerttonk 

Accurate  Electronics  Corp.,  Dept.  G,  169  Abbe  Rd.,  S., 
Elyria,  Ohio. 


Aero  Research  Instrument  Co.,  313  N  Aberdeen  St., 
Chicago  7,  III. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave ,  Union 
City,  N.  J 

Aeroloy  Co.,  26  W  First  St.,  Clifton,  N  J. 

Aerotron  Supply  Co.,  8304  S  Normandie  Ave.,  Los 
Angeles  44,  Calif 

AIRTRON,  INC.,  1101  W  Elitabeth  Ave,  Linden,  N  J. 
ADV.  PG.  316. 

Alcon  Metal  Products,  Ix..  1750  N  Kimball  Ave., 
Chicago  47.  III. 

ALOEN  PRODUCTS  CO.,  112  N  Mam  St.,  Brxkton  64, 
Mass  ADV  PG.  472 

AMmetal  Screw  Products  Co  .  lx.,  821  Stewart  Ave., 
Garden  City,  N  Y 

Amatom  Electro.nic  Hardware  Co.,  Ix.,  80  Drake  Ave., 
New  Rxhe'le.  N  Y. 

Barwood  Mfg  Co.,  Ix  ,  L.  J.,  22  Williams  St.,  Everett 
49,  M.iss 

Birnbach  Radio  Co ,  Ix.,  143  Hudson  St  .  New  York 
13,  N  V, 

Bud  Radio,  Ix  .  2118  E  33th  St.,  Cleveland  3.  Ohio. 
CAMBRIDGE  THERMIONIC  CORP.,  443  Concord  Ave.. 

Cambridge  38,  Mass  ADV.  PG  74. 

CamiK  Fastener  Cxp.,  22  Spring  Valley  Rd  .  Paramus, 

N.  J 

CARBORUNDUM  CO.,  THE,  GLOBAR  PLANT,  Niagara 
Falls  N  Y  ADV.  PG  72,  73. 

CHASSIS-TRAK  CO..  INC.,  325  S  Webster  Ave  .  Indian¬ 
apolis  19,  Ind.  ADV  PG  296. 

Churchill  Lighting  Corp..  344  Franklin  St.,  Melrose  76, 
Mats 

CINCH  MFG  CORP.,  1026  S.  Homan  Ave.,  Chicago  24, 

III  ADV  PG  438.  439 

CIRCON  COMPONENT  CO.,  Santa  Barbara  Municipal 
Airport.  Goleta.  Calif  ADV  PG.  326. 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N  Second  Ave, 
Mt.  Vernon,  N  V  ADV  PG.  372. 

EPM  Corp  620-622  Van  Sklen  Ave.,  Brooklyn,  N  Y. 
EITEL-MCCULLOUGH  INC,  San  Brux.  Calif  ADV. 
PG.  122,  123 

Farnsworth  Electronics  Co..  Oiv  of  ITiT,  3700  E. 

Pontiac  St  .  Fort  Wayx  1,  Ind 
Fastev  Div.  of  lllixis  Tool  Works.  193  Algonquin  Rd., 
Des  Plaixs  III 

FEDERAL  SCREW  PRODUCTS,  INC.,  3917  N  Kedzie 
Ave  Chic.-qo  18.  Ill  ADV  PG  508 
FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U  S. 

CASKET  CO.,  Camden  1,  N.  J.  ADV.  PG.  529 
Friez  Instrument  Oiv.,  Bendix  Aviation  Corp.,  Baltimore 
4  Md 

GEE-LAR  MFG  CO.,  OIV.  OF  GENERAL  CEMENT- 
TEXTRON  INC.,  400  S.  Wyman  St.,  Rxkford,  III. 
ADV.  PG  80 

GENERAL  CEMENT  MFG.  CO.,  OIV  OF  TEXTRON,  INC., 
ELECTRONIC  OIV.,  400  S.  Wyman  St.,  Rxkford,  III. 
ADV  PG  8P 

GENERAL  COMPONENTS  INC.,  225-229  E  144th  St., 
New  Yxk  31,  N  Y  ADV  PG.  574 
Goat  Co  ,  Ix  Fred,  308  Dean  St.,  Brooklyn  17,  N  Y. 
Gx  Engixering  Co.,  219  S  Mednik  Ave  .  Los  Angeles 
22,  Calif. 

GRANT  PULLEY  A  HARDWARE  CORP,  High  St.,  West 
Nyack,  N  Y  ADV  PG  338 
Ones  Reprodxer  Cxp.,  151  Bexhwood  St.,  New 
Rochelle,  N  Y 

1  E  Manufacturing,  323  N  Hoyne  Ave..  Chicago  12,  III. 
INDUSTRIAL  HARDWARE  MFG  CO.,  INC.,  109  Pnxe 
St  ,  New  York  12,  N.  Y.  ADV  PG.  502. 

Irwin  Products  Co.,  4937  N  Damen,  Chicago  23,  III 
Jan  Hardware  Mfg.  Co.,  Ix.,  73  N  11th  St.,  Brooklyn 
11,  N.  Y 

Lerco  Electronics,  Ix.,  501  S  Varxy  St.,  Burbank, 
Calif 

LIBRASCOPE  INC.,  808  Western  Ave,  Glendale,  Calif. 
ADV.  PG  125 

Litton  Industries,  336  N.  Foothill  Rd.,  Beverly  Hills, 
Calif 

Litton  Industries,  Components  Div,,  5873  Rodeo  Rd , 
Lcs  Ang<.ies  16,  Calif 

MALCO  TOOL  &  MFG  CO.,  4023  W  Lake  St ,  Chicago 
24,  III.  ADV  PG.  380. 

Martin  Co.  I.X.,  Rodman  H.,  Elxtronics  Oiv  ,  300  W. 
Oak  St  ,  Norristown,  Pa. 

Mercury  Air  Parts  Co.,  3826  Willat  Parts  Ave.,  Boa 
133,  Culver  City,  Calif. 

Millen  Mfg  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

Missile-Air,  1108  W.  133th  St.,  Gardena,  Calif 
Modern-Aire  Mfg.  Corp.,  4436  W  Roosevelt  Rd  ,  Chicago 
24,  III. 

Moran  Co..  113  Main  St.,  El  Segundo,  Calif. 

MORRIS  CO.,  J.  I.,  376  Elm  St.,  Southbridge.  Mass. 
ADV.  PG.  436 

NIELSEN  HARDWARE  CORP.,  770  Wethersfield  Ave, 
Hartford  14  Conn  ADV.  PG.  579. 

Nylok  Cxp.,  The,  611  Industrial  Ave.,  Paramus.  N.  J. 

P  I  C  Design  Corp.,  477  Atlantic  Ave.,  East  Rxkaway, 
N  Y 

P-M  Nut  Division  of  Waterbury  Pressed  Metal  Co  ,  300 
Chase  Ave.,  Waterbury,  Conn. 

Peerless  Products  Industries,  812  N  Pulaski  St.,  Chicago 
51,  III 

Permonite  Mfg.  Co.,  444  N  Lake  Shxe  Drive,  Chicago 
11,  III. 

Pfleger  Prodxts,  3901  W.  54th  St.,  Los  Angeles  43, 
Calif. 

Pi>  Mfg.  Co  ,  Ix.,  81A  Hudson  St.,  Newark,  N  J. 
Prxlsion  Metal  Products  Co  of  Malden,  41  Elm  St., 
Stoxham  80.  Mass 

RAYTHEON  MFG  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  34  Mass  ADV  PG.  428.  429 
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REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  Y.  ADV.  PG.  433. 

Remler  Company,  2101  Bryant  St.,  San  Francisco  10, 
Calif. 

Richards  Electrocraft,  Inc.,  3743  N.  Kedzie  Ave.,  Chicago 
18,  III. 

Romar  Plastics,  Inc.,  1309  E.  Main  St.,  St.  Charles, 
III. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davis- 
ville.  Pa.  ADV.  PG.  472. 

Scovill  Manufacturing  Co.,  Waterbury  20,  Conn. 
Servomechanisms,  Inc.,  Mechatrol  Oiv.,  1200  Prospect 
Ave.,  Westbury,  N.  Y. 

Sessions  &  Sons,  J.  H.,  280  Riverside  Ave.,  Bristol, 
Conn. 

Sheffco  Mfg.  Corp.,  Grand  &  Ruby  Aves.,  Palisades  Park, 
N.  J. 

Sinclair  Mfg.  Co.,  Chartley,  Mass. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

Stanley-Jud.1  Div.  of  Stanley  Works,  Wallingford,  Conn. 
Stanley  Pressed  Metal  Oiv.  of  The  Stanley  Works,  New 
Britain,  Conn. 

STAR  EXPANSION  PRODUCTS  DIV.  OF  STAR  PRECI¬ 
SION  DEVICES,  INC.,  P.  0.  Bov  108,  MounUinville, 
N.  Y.  ADV.  PG.  506. 

Steel  Co.,  Herman  D.,  Lafayette  Bldg.,  Philadelphia  6, 
Pa. 

Stone  City  Machine  &  Tool  Co.,  Inc.,  1206  Seventh  St., 
P.  0.  Box  351,  Bedford,  Ind. 

Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J. 

Trio  Mfg.  Co.,  Griggsville,  III. 

United  Mineral  &  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Vemaline  Products  Co.,  P.  0.  Box  222,  Hawthorne,  N.  J. 
Vibrex  Fastener  Corp.,  Mount  Kisco,  N.  Y. 

Waldom  Electronics,  Inc.,  4625  W.  53rd  St.,  Chicago 

32,  III. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 

Weckesser  Co.,  5701  Northwest  Highway,  Chicago  30,  III. 
WESTERN  DEVICES,  INC.,  600  Florence  Ave.,  Ingle¬ 
wood,  Calif.  ADV.  PG.  416. 

HARNESSES-Wire 
$M  also  CABLE  ASSEMBLIES 

Advanced  Electronics,  Inc.,  94  Silas  Deane  Highway, 
Rocky  Hill,  Conn. 

Aero  Research  Instrunsent  Co.,  315  N.  Aberdeen  St., 
Chicago  7,  III. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton, 
Mass.  ADV.  PG.  472. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  ADV.  PG.  65. 

AMPHENOL  ELECTRONICS  CORP.,  1930  S.  54th  Ave., 
Chicago  50,  IM.  ADV.  PG.  18. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N.  Y.  ADV.  PG.  476. 

BG  Corp.,  The,  321  Broad  Ave.,  Ridgefield,  N.  J. 

Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 
III. 

Borneo  Engineering  Corp.,  2320  S.  Tibbs  Ave.,  Indianapo¬ 
lis,  Ind. 

Bliss  Electronic  Corp.,  Box  366,  Sussex,  N.  J. 

Brand  &  Co.,  Inc.,  William,  41  North  St.,  Willimantic, 
Conn. 

Buffalo  Electronics  Corp.,  37  Franklin  St.,  Buffalo  2, 
N.  Y. 

Bureau  of  Engraving,  Inc.,  Industrial  Div.,  500  S. 

Fourth  St.,  Minneapolis  15,  Minn. 

Cable  Specialists  of  Conn.,  95  Kitts  Lane,  Newington  11, 
Conn. 

Cadre  Industries  Corp.,  Box  150  Endicott,  N.  Y. 
COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  Second  Ave., 
Mt.  Vernon,  N.  Y.  ADV.  PG.  572. 

Coils-Electronics  Co.,  2939-49  N.  2nd  St.,  Philadelphia 

33,  Pa. 

Columbia  Wire  &  Supply  Co.,  2850  Irving  Park  Rd., 
Chica^  18,  III. 

Connecticut  Telephone  &  Electric  Corp.,  70  Britannia 
St.,  Meriden,  Conn. 

ConRay  Corp.,  29  W.  Apple  St.,  Dayton  2,  Ohio. 
CORNISH  WIRE  CO.,  50  Church  St.,  New  York  7, 
N.  Y.  ADV.  PG.  228. 

Decatur  Electronics  Industries  Corp.,  203  Orinco  Drive, 
Brightwater,  N.  V. 

Detronic  Industries,  33840  Plymouth  Rd.,  Livonia,  Mich. 
Dwyer  Engineering  Co.,  Inc.,  P.  0.  Box  452,  Nashua, 
N.  H. 

Electric  Auto-Lite  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio. 

Electric  Cords  &  Supply  Co.,  413  E.  Third  St.,  Los 
Angeles  13,  Calif. 

Empire  Electronics  Co.,  Inc.,  166  River  St.,  Paterson  1, 
N.  J. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  ADV.  PG.  140,  141. 
Federal  Mfg.  &  Engineering  Corp.,  1055  Stewart  Ave., 
Garden  City,  N.  Y. 

First  Electronics  Corp.,  117  Blue  Hill  Ave.,  Boston  19, 
Mass. 

GENERAL  HERMETIC  SEALING  CORP.,  99  E.  Haw¬ 
thorne,  Valley  Stream,  N.  Y.  ADV.  PG.  546. 
GENERAL  RF  FITTINGS,  INC.,  702  Beacon  St.,  Boston 
15,  Mass.  ADV.  PG.  517. 

Hallamore  Electronics  Co.,  8352  Brookhurst  Ave.,  Ana¬ 
heim,  Calif. 

Hallett  Mfg.  Co.,  5910  Boweroft  St.,  Los  Angeles  16, 
Calif. 

Holyoke  Wire  &  Cable  Co.,  720  Main  St.,  Holyoke,  .Mass. 


Hoover  Electronics  Co.,  110  W.  Timonium  Rd.,  Timonlum, 
Md. 

Houlihan  Co.,  T.  J.,  2508-14  W.  Lawrence  Ave.,  Chicago 
25,  III. 

Industrial  Wiring  &  Cable  Co.,  103  Foundry  St.,  Wake¬ 
field,  Mass. 

Jefferson  Electronic  Products  Corp.,  322  State  St.,  Santa 

Barbara,  Calif. 

JowiI  Electronics,  Inc.,  Belfield  &  Wister,  Philadelphia 
44,  Pa. 

KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt. 

Vernon,  N.  Y.  ADV.  PG.  589. 

Kupfrian  Mfg.  Corp.,  398  State  St.,  Binghamton,  N.  Y. 
Lab-Tronics,  Inc.,  3656  N.  Lincoln  Ave.,  Chicago  13, 
III. 

MacLeod  &  Hanopot,  Inc.,  10  Roland  St.,  Charlestown 
29,  Mass. 

Manger  Electric  Co.,  Miller  St.,  Stamford,  Conn. 
Modelectric  Products  Corp.,  1500  Bangs  Ave.,  Asbury 
Park,  N.  J. 

Miller  Electric  Co.,  120  Main  St.,  Pawtucket,  R.  I. 
Mutron  Corp.,  125  Perkins  Ave.,  Brockton,  Mass. 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Galie^ 
Ohio.  ADV.  PG.  219. 

Packard  Electric  Oiv.  of  General  Motors  Corp.,  312  Dana 
Ave.,  Warren,  Ohio. 

PARAPLEGICS  MFG.  CO.,  INC.,  10068  Franklin  Ave., 
Franklin  Park,  III.  ADV.  PG.  22. 

Permonite  Mfg.  Co.,  444  N.  Lake  Shore  Drive,  Chicago 

II,  III. 

Phalo  Plastics  Corp.,  25  Foster  St.,  Worcester  8, 
Mass. 

Rea  Co.,  Inc.,  J.  B.,  1723  Cloverheld  Blvd.,  Santa 
Monica,  Calif. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave., 
Pasadena  1.  Calif. 

REVERE  CORP.  OF  AMERICA,  SUB.  OF  NEPTUNE 
METER  CO.,  Wallingford  2,  Conn.  ADV.  PG.  492. 
Rosenau,  Harris  A  Co.,  Ontario  &  "I"  Sts.,  Phila¬ 
delphia  34,  Pa. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davis¬ 
ville,  Pa.  ADV.  PG.  472. 

Rowe  Industries,  1702  Wayne  St.,  Toledo  9,  Ohio. 

Sag  Harbor  Industries,  Inc.,  Bay  St.,  Sag  Harbor,  N.  Y. 
Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield, 

III. 

Scintilla  Division,  Bendix  Aviation  Corp.,  Sidney,  N.  Y. 
SEQUOIA  WIRE  &  CABLE  CO.,  2201  Bay  Rd.,  Redwood 
City,  Calif.  ADV.  PG.  524. 

Sheltered  Workshop,  2521  5th  St.,  Santa  Monica, 
Calif. 

Sittler  Corp.,  18  N  Ada  St.,  Chicago  7,  III. 

Skysweeper  Inc.,  McHenry,  III. 

Tech  Laboratories,  Inc.,  Bergen  A  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J. 

Telecom,  Inc.,  1019  Admiral  Blvd.,  Kansas  City,  Mo. 
Teletronic  Laboratories,  Inc.,  1835  W.  Rosecrans  Ave., 
Gardena,  Calif. 

Tricraft  Products  Corp.,  1124  W.  Newport  Ave.,  Chicago 
13,  III. 

TrI-Dex  Co.,  P.  0.  Box  1207,  Lindsay,  Calif. 

Tronic  Coil  Winding  Co.,  Inc.,  58  Wesley  St.,  Water¬ 
bury,  Conn. 

Vector  Associates  Inc.,  1007  Atlantic  Ave.,  Brooklyn 
38,  N.  Y. 

Wade  Electric  Products  Co.,  400  Jacob  St.,  Sturgis, 
Mich. 

WALDORF  INSTRUMENTS  CO.,  OIV.  OF  F.  C.  HUYCK 
A  SONS,  Wolf  HIM  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C. 

Weckesser  Co.,  5701  Northwest  Highway,  Chicago  30, 
111. 

Westbury  Electronics,  Inc.,  300  Shames  Drive,  Westbury, 
N.  Y 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
150  E.  Aurora  St.,  Waterbury  20,  Conn. 

Zippertubing  Co.,  The,  752  S.  San  Pedro,  Lot  Angeles, 
Calif. 

HEADPHONES  A  HEADSETS 

Altec  Lansing  Corp.,  1515  S.  Manchester  Ave.,  Anaheim, 
Calif. 

Ardente  Acoustic  Labs.,  Ltd.,  8/12  Minerva  Rd.,  North 
Acton,  London,  N.W.  10,  England. 

Audio-Master  Corp.,  17  E.  45th  St.,  New  York  17, 
N.  Y. 

Audiosears  Corp.,  Shepard  Hill  Rd.,  Roxbury,  N.  Y. 
Brown,  S.  G.,  Div.  of  British  Industries  Corp.,  80 
Shore  Rd.,  Port  Washington,  N.  Y. 

Cannon  Co.,  C.  F.,  Springwater,  N  Y. 

CLEVITE  ELECTRONIC  COMPONENTS  DIV.  OF  CLE- 
VITE  CORP.,  3312  Perkins  Ave.,  Cleveland  14,  Ohio. 
ADV.  PG.  19. 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia 
St.,  Meriden,  Conn. 

Consolidated  Radio  Products  Co.,  350  W.  Erie  St., 
Chicago  10,  III. 

Hal-Hen  Co.,  36-14  Eleventh  St.,  Long  Island  City  6, 
N.  Y. 

Intelex  Systems,  Inc.,  22  Thames  St.,  New  York,  N.  Y. 
Melody  Master  Mfg.  Co.,  2842  N.  Cicero  Ave.,  Chicago 
41,  III. 

Mytron  Mfg.  Co.,  4522  Brazil  St.,  Los  Angeles  30, 
Calif. 

Plastic  Mold  A  Engineering  Co.,  Inc.,  157  Clifford  St., 
Providence  3,  R.  I. 

Remler  Company,  2101  Bryant  St.,  San  Francisco  10, 
Calif. 

Roanwell  Corp.,  662  Pacific  St.,  Brooklyn  17,  N.  Y. 
Roflan  Co.,  Corner  Route  1  A  Camp  Meeting  Rd.,  Tops- 
held,  Mass. 


Rola  Co.,  Inc.,  The,  2530  Superior  Ave.,  Cleveland  14, 
Ohio. 

Rye  Sound  Corp.,  Box  210,  Mamaroneck,  N.  Y. 

Sierra  ElKtric  Corp.,  15100  S.  Figueroa  St.,  P.  0.  Bo> 
85,  Gardena,  Calif. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London  W.C.  2,  England. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Superex  Electronics  Corp.,  4-6  Radford  Place,  Yonkers 
N  Y. 

Telephonies  Corp.,  Park  Ave.,  Huntington,  N.  Y. 

Telex,  Inc.,  Telex  Park,  St.  Paul  1,  Minn. 

Trimm,  Inc.,  400  W.  Lake  St.,  Libertyville,  III. 

Wells  Co.,  Inc.,  Gary,  361  Rockaway  Ave.,  Valley  Strean-, 
N.  Y. 


HEADS— AlagiMfje  Drum  (Memory) 

Bryant  Gage  A  Spindle  Div.,  Box  620,  Springfield,  Vt 

CLEVITE  ELECTRONIC  COMPONENTS  DIV.  OF  CLE¬ 
VITE  CORP.,  3312  Perkins  Ave.,  Cleveland  14,  Ohio 
ADV.  PG.  19. 

Davies  Laboratories  Div.,  Minneapolis-Honeywell  Regu 
lator  Co.,  10721  Hanna  St.,  Beltsville,  Md. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza,  New 
York  20,  N.  Y.  ADV.  PG.  490. 

General  Transistor  Western  Corp.,  6110  Venice  Blvd  , 
Los  Angeles  34,  Calif. 

Gray  Mfg  Co.,  16  Arbor  St.,  Hartford,  Conn. 

UBORATORY  FOR  ELECTRONICS,  INC.,  75  Pitts  St , 
Boston  1^  Mass.  ADV.  PG.  508. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif 
ADV.  PG.  125 

Monroe  Calculating  Machine  Co.,  Electronics  Div.,  Morris 
Plains,  N.  J. 

Norton  Associates,  Inc.,  P.  0  Box  96,  Garden  City, 
N.  Y. 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnyside  Blvd., 
Plainview,  N  Y.  ADV.  PG  545. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
OIV.,  Camden,  N.  J.  ADV.  PG  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

Rea  Co.,  Inc.,  J.  B.,  1723  Cloverffeld  Blvd.,  Santa 
Monica,  Calif. 

Shore  Brothers,  Inc.,  246  Hartrey  Ave.,  Evanston,  III 

Stancil-Hoffman  Corp.,  921  N.  Highland  Ave.,  Hollywood 
38,  Calif. 

HEADS— Magnulic  Film 

Berndt-Bach,  Inc.,  6924  Romaine  St.,  Hollywood  38 
Calif. 

Davies  Laboratories  Div.,  Minrieapolis-Honeywell  Regu¬ 
lator  Co.,  10721  Hanna  St.,  Beltsville,  Md 

General  Transistor  Western  Corp.,  6110  Venice  Blvd, 
Los  Angeles  34,  Calif. 

LIBRASCOPE,  INC.,  BOB  Western  Ave.,  Glendale,  Calif 
ADV.  PG.  125 

Lipps,  Inc.,  Edwin  A.,  5485  W  Washington  Blvd.,  Lot 
Angeles  16,  Calif. 

Norton  Associates,  Inc.,  P.  0.  Box  96,  Garden  City, 
N.  V. 

Nortronics  Co.,  Inc.,  1015  S.  Sixth  St.,  Minneapolis  4, 
Minn. 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnyside  Blvd., 
Plainview,  N.  Y.  ADV.  PG.  545 

Stancil-Hoffman  Corp.,  921  N.  Highland  Ave.,  Holly¬ 
wood  38,  Calif. 

Westrex  Corp.,  Ill  Eighth  Ave.,  New  York  11,  N.  Y. 

HEADS— Recording 

A  P.  W.  Co.,  72  W.  Main  St.,  Rockaway,  N  J. 

Airborne  Instruments  Lab.,  Inc.,  160  Old  Country  Rd., 
Mineola,  N.  Y. 

Berndt-Bach,  Inc.,  6924  Romaine  St.,  Hollywood  38, 
Calif. 

Bryant  Gage  A  Spindle  Div.,  Box  620,  Springfield,  Vt. 

CLEVITE  ELECTRONIC  COMPONENTS  Ofv.  OF  CLE¬ 
VITE  CORP.,  3312  Perkins  Ave.,  Cleveland  14,  Ohio. 
ADV.  PG.  19. 

Davies  Laboratories  Div.,  Minneapolis-Honeywell  Regu¬ 
lator  Co.,  10721  Hanna  St.,  Beltsville,  Md. 

Duotone  Co.,  Inc.,  Keyport,  N.  J. 

General  Transistor  Western  Corp.,  6110  Venice  Blvd., 
Los  Angeles  34,  Calif. 

Gray  Mfg  Co.,  16  Arbor  St.,  Hartford,  Coon. 

LABORATORY  FOR  ELECTRONICS,  INC.,  75  Pitts  St., 
Boston  14,  Mass.  ADV.  PG.  508 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV  PG.  125. 

Lipps,  Inc.,  Edwin  A.,  5485  W.  Washington  Blvd.,  Los 
Angeles  16,  Calif. 

Midwestern  Instruments,  Inc.,  Magnecord  Div.,  P.  0. 
Box  7186,  41st  A  Sheridan  Rd.,  Tulsa  5,  Okla. 

Norton  Associates,  Inc.,  P.  0.  Box  96,  Garden  City, 
N.  Y. 

Nortronics  Co.,  Inc.,  1015  S.  Sixth  St.,  Minneapolis  4, 
Minn. 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnyside  Blvd., 
Plainview,  N.  Y.  ADV.  PG.  545. 

Presto  Recording  Corp  ,  P.  0.  Box  500,  Paramos,  N.  J 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N  J.  ADV.  PG  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

Shure  Brothers,  Inc.,  246  Hartrey  Ave  ,  Evanston,  III. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.O.  Box  13058,  Houston  19,  Tex. 
ADV.  PG.  347. 
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ELECTRONIC  and  ALLIED  PRODUCTS 


HOUSINGS 


SUncil-Hoflm«n  Corp.,  921  N  Highland  Ave.,  Holly¬ 
wood  38,  Colif. 

Wettra  Corp.,  11)  Eighth  Avt.,  New  York  11,  N.  V, 

HEADS— Top#  Rocerdina 

Berndt-Bach,  Inc.,  6924  Romaint  St.,  Hollywood  38, 
Cahf 

CLEVrrC  ELECTRONIC  COMPONENTS  DIV.  OF  CLE- 
VITE  CORP.,  3312  Perkins  Avo.,  Cleveland  14,  Ohio. 
AOV.  PG.  19. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Davies  Laboratories  Oiv.,  Minneapolis-Honeywell  Regu¬ 
lator  Co.,  10721  Hanna  St.,  Boltsvllle,  Md 

Electro- Science  Industries,  Boa  10066  International  Air¬ 
port,  Los  Angeles  45,  Calif. 

General  Transistor  Western  Corp.,  6110  Venice  Blvd , 
Los  Angeles  34,  Calif. 

Intersearch  Inc.  7  Arcadia,  Cincinnati  8,  Ohio. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
AOV.  PG  125. 

Lipps,  Inc.,  Edwin  A.,  5485  W.  Washington  Blvd.,  Lot 
Angeles  16,  Calif. 

Maico  Co.,  Inc.,  21  N.  3rd  St.,  Minneapolis,  Minn. 

Michigan  Magnetics,  Inc.,  Vermontville,  Mich. 

Midwestern  Instruments,  Inc.,  Magntcord  Olv.,  P.  0. 
Boa  7186,  41tt  A  Sheridan  Rd.,  Tulsa  5,  Okla. 

Norton  Associates,  Inc.,  P.  0.  Boa  96,  Garden  City, 
N.  V, 

Nortronlcs  Cu.,  Inc.,  1015  S.  Siath  St.,  Minneapolis  4, 
Minn. 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnyside  Blvd, 
Plainview,  N  V.  AOV.  PG  545. 

Shore  Brothers,  Inc.,  246  Hartrey  Ave  ,  Evanston  III. 

Sonotone  Corp.,  Saw  Mill  River  Rd.,  P  0  Boa  200, 
Elmsford  N  V. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0  Boa  13058,  Houston  19  Teaas 
AOV.  PG.  347. 

Stancil-Hoffman  Corp.,  921  N  Highland  A*e.,  Holly¬ 
wood  38,  Calif. 

Telectro  Industries  Corp.,  35-16  )7th  St.,  Long  Island 
City  1,  N  V 

Westrea  Corp.,  Ill  Eighth  Ave.,  New  York  11,  N.  Y. 

HEARINO  AID  TUBES 
Soo  TUBES-Hoaring  Aid 


HEARING  AIDS 


ABC  Sound  Fouipment  Co.,  149  W.  47th  St.,  New  York 
36,  N  Y. 

Ardente  Acoustic  Labs.,  Ltd.,  8/12  Minerva  Rd.,  North 
Acton,  London,  N.  W.  10,  England 
Audio  Equipment  Co.,  Inc.,  80S  Middle  Neck  Rd..  Great 
Neck,  N  Y. 


Audivoa,  Inc.,  123  Worcester  St.,  Boston  18,  Mass. 
Aurea  Corp.,  11)7  N.  Franklin  St.,  Chicago  10,  III. 
Beltone  Hearing  Aid  Co.,  2900  W.  36th  St.,  Chicago 
32,  III 

Doty  Acoustical  Electronic  Labs.,  Tobyhanna.  Pa. 

Hal-Hen  Co.,  36-14  11th  St.,  Long  Island  City  6,  N.  Y. 
Kessler  Co.,  Inc.,  Frank,  41-45  47lh  St.,  Long  Island 
City  4,  N  Y. 


Laurehk  Radio  Mfg  Co.,  3931  S.  Wayne  Rd.,  Wayne, 
Mich. 

Maico  Co.,  Inc.,  21  N.  3rd  St.,  Minneapolis,  Minn. 

Melody  Master  Mfg.  Co.,  2842  N.  Cicero  Avt..  Chicago 
41,  III. 

Myers  A  Sons,  Inc.,  E.  A.,  Radioear  Bldg.,  Valley  Brook 
Rd.,  Canonsburg,  Pa. 

Nichols  A  Clark,  Inc.,  321  Newburyport  Turnpike,  Dan¬ 
vers  P.  0.,  Hathome,  Mass. 

Paravox  Inc.,  2056  E.  Fourth  St.,  Cleveland  15,  Ohio. 

Remler  Company,  2101  Bryant  St.,  San  Francisco  10, 
Calif. 

Roflan  Co.,  Corner  Route  1  A  Camp  Meeting  Rd ,  Topt- 
held.  Mass 

Rye  Sound  Corp.,  Box  210,  Mamaroneck,  N.  Y. 

Sonotone  Corp.,  Saw  Mill  River  Road,  P.  0.  Box  200, 
Elmsford,  N  Y 

Telex,  Inc.,  Telex  Park,  St.  Paul  1,  Minn. 


HEAT  TREATING  SERVICE 

Advanced  Vacuum  Products,  Inc.,  Olv.  of  General  Cera¬ 
mics  Corp.,  430  Fairfield  Ave.,  Stamford,  Conn. 

Allied  Products  Olv.,  Hamilton  Watch  Co.,  Lancaster, 
Pa. 

American  Gas  Furnace  Co.,  130  Spring  St.,  Elitabeth, 
N.  J. 

Bache  A  Co.,  Semon,  636  Greenwich  St.,  New  York 
14,  N.  Y. 

Copk  Electric  Co.,  2700  Southport  Ave.,  Chicago  14, 
III. 

Longren  Aircraft  Co.,  Inc.,  24751  Crenshaw  Blvd.,  Tor¬ 
rance,  Calif. 

Positive  Lock  Washer  Co.,  181  Miller  St.,  Newark  5, 
N.  J. 

Sargtant  A  Wilbur  Heat  Treating  Corp.,  170  York  Ave., 
Pawtucket,  R.  I. 

Taft-Peirce  Mfg.  Co.,  32  Mechanic  Ave.,  Woonsocket, 
R.  I. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 


HEATING,  EIECTRONIC-Accextoriea  and 
Assoeiarod  Equipmonf 

Allls-Chatmcrs  Mfg.  Co.,  935  S  70th  St.,  Milwaukee 
1,  Wii. 


Blue  M  Electric  Co.,  138th  A  Chatham  St.,  Blue  Island, 
III. 

Cavitron  Electron  Oscilliator  Co.,  Oiv.  of  Short  Wave 
Plastic  Forming  Co.,  355  N.  Newport  Blvd.,  Newport 
Beach.  Calif. 

CRAIG  SYSTEMS,  INC.,  360  Merrimack  St  ,  Lawrence, 
Mass.  AOV.  PG.  499. 

Erdco  Engineering  Corp.,  Addison,  III. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  OIV., 

1  River  Rd.,  Schenectady  5,  N  Y.  AOV  PG  1,  2, 
3,  6. 

General  Electric  Co.,  Industrial  Heating  Oept.,  Shxlby- 
ville,  Ind. 

Induction  Heating  Corp.,  181  Wythe  Ave.,  Brooklyn  11, 
N.  Y. 

Industron  Corp.,  55  Needham  St.,  Newton  Highlands, 
Mass. 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 
Bergen,  N  J.  AOV.  PG  10,  11. 

Lacey  Brothers  Etched  Circuits,  117  S.  Lombard,  Oak 
Park,  III. 

Lepel  High  Frequency  Labs  .  Inc.,  SSth  St  A  7th  Ave., 
Woodside  77,  N.  Y. 

Marion  Electrical  Instrument  Co.,  Grenier  Field,  Man¬ 
chester,  N.  H. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Oiv., 
2600  Rldgway  Rd.,  Minneapolis  13,  Minn. 

Mytron  Mfg.  Co.,  4522  Braill  St.,  Los  Angeles  30, 
Calif. 

Radio  FrcgueiKy  Co.,  Inc.,  44  Park  St.,  Medfield,  Mass. 

Reeve  Electronics,  Inc.,  609  W.  Lake  St.,  Chicago  6, 
III. 

Scientific  Electric  Corp.,  105-119  Monroe  St.,  Garfield, 
N.  J. 

Sherman  Industrial  Electronics  Co.,  Oiv.  of  Engineering 
Design,  Inc.,  108  N.  Gill  St.,  Sute  College,  Pa. 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London  W.  C.  2,  England. 

Vapor  Heating  Corp.,  6420  W.  Howard  St.,  Chicago 
31,  III 


HEATING,  ELECTRONIC-DMlocfrfc 

Allis-Chalmers  Mfg.  Co.,  935  S  70th  St.,  Milwaukee  1, 
Wit. 

APPLIED  RADIATION  CORP.,  2404  N  Main  St..  Walnut 
Creek,  Calif.  AOV.  PG.  504. 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England. 

Cavitron  Electron  Oscillator  Co.,  Oiv.  of  Short  Wave 
Plastic  Forming  Co.,  355  N.  Newport  Blvd.,  Newiwrt 
Beach,  Calif. 

Electronic  Processes  Corp,  2190  Folsom  St,,  San  Fran¬ 
cisco  10,  Calif. 

Erdco  Engineering  Corp.,  Addison,  III. 

General  Electrodynamics  Corp.,  4430  Forest  Lane,  Gar¬ 
land,  Texas. 

Girdler  Process  Equipment  Oiv.,  National  Cylinder  Co., 
334  E.  Broadway,  Louisville  1,  Ky. 

Induction  Heating  Corp.,  181  Wythe  Ave.,  Brooklyn  11, 
N.  V. 

Industron  Corp.,  55  Needham  St.,  Newton  Highlands, 
Matt. 

Mytron  Mfg  Co.,  4522  Braiil  St.,  Los  Angeles  30, 
Calif. 

Peeco  Corp.,  2760  Whittier  Blvd.,  Lot  Angeles  23, 
Calif 

Proman  Corp.,  17360  Hayes  St.,  Grand  Haven,  Mich. 

Radio  Frequency  Co  ,  Inc  ,  44  Park  St.,  Medfteld,  Matt. 

RADIO  RECEI^OR  CO.,  INC.,  SUB.  OF  GENERAL  IN¬ 
STRUMENT  CORP.,  240  Wythe  Ave.,  Brooklyn  11, 
N.  Y.  AOV  PG.  404,  405. 

Reeve  Electronia,  Inc.,  609  W.  Lake  St.,  Chicago  6, 
III. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena,  Calif. 

Robotron  Corp.,  21300  W.  Eight  Milt  Rd ,  Detroit  19, 
Mich. 

Scientific  ElKtric  Corp.,  105-119  Monroe  St.,  Garfield, 
N.  J. 

Sherman  Industrial  Electronics  Co.,  Oiv  of  Engineering 
Design  Inc.,  108  N.  Gill  St.,  State  College,  Pa 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.  C.  2,  England. 

Young  Brothers  Co.,  1829  Columbia  Rd.,  Cleveland,  Ohio. 


HEATING.  ELECTRONIC-lMfucHan 

Allis-Chalmers  Mfg.  Co.,  935  S.  70th  St.,  Milwaukee  1, 
Wit. 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England. 

Cavitron  Electron  Oscilliator  Co.,  ON.  of  Short  Wave 
Plastic  Forming  Co.,  355  N.  Newport  Blvd.,  Newport 
Beach,  Calif. 

Erdco  Engineering  Corp.,  Addison  III. 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

General  Electric  Co.,  Industrial  Heating  Oept.,  Shelby- 
ville,  Ind. 

General  Electrodynamics  Corp.,  4430  Forest  Lane,  Gar¬ 
land,  Texas. 

Induction  Heating  Corp.,  181  Wythe  Ave.,  Brooklyn  1}, 
N.  Y. 

Indintron  Corp.,  55  Needham  St.,  Newton  Highlands, 
Mass. 

Lepel  High  Frequency  Labs.,  Inc.,  SSth  St.  A  7th  Ave., 
Woodside  77,  N.  Y. 

Lindberg  Engineering  Co.,  2450  W.  Hubbard  St.,  Chi¬ 
cago,  III. 


McDowell  Electronics,  Inc.,  P.  0.  Box  342.  Metuchen, 
N  J. 

Marlon  Electrical  Instrument  Co.,  Grenier  Field.  Man¬ 
chester,  N.  H. 

Ohio  Crankshaft  Co.,  Txco  ON.,  3800  Harvard  Ave., 
Cleveland  5,  Ohio. 

Radio  Frequency  Co.,  Inc.,  44  Park  St.,  Medfield,  Mms. 

RADIO  RECEPTOR  fco.,  INC.,  SUB.  OF  GENERAL  IN¬ 
STRUMENT  CORP.,  240  Wythe  Ave.,  Brooklyn  11, 
N  Y.  AOV.  PG.  404,  405. 

Reeve  Electronics,  Inc.,  609  W.  Uke  St.,  Chicago  6,  HI. 

Robotron  Corp.,  21300  W.  Eight  Mile  Rd.,  Detroit  19, 
Mich.  ,  ^ 

Scientific  Electric  Corp.,  105-119  Monroe  St.,  Garfield, 
N.  J. 

Sherman  Industrial  Electronics  Co.,  Die.  of  Engineering 
Design,  Inc.,  108  N.  Gill  St.,  SUte  College,  Pa. 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 


HEATING  ELEMENTS 
See  ElEMENTS-Heoting 


HOLDERS-Cryafol 

Aircom  Inc.,  139  E.  First  Ave.,  Roselle,  N.  J. 

AIRTRON,  Inc.,  1101  W.  Elitabeth  Ave.,  Linden,  N.  J. 
AOV  PG.  516 

AUGAT  BROS.,  INC.,  33  Perry  Ave.,  Attleboro,  Mass. 
ADV  PG  260. 

CINCH  MFG.  CORP.,  1026  S  Homan  Ave.,  Chicago  24, 
III.  AOV  PG.  438,  439 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  AOV  PG.  204-207. 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry,  N.  Y. 
Farnsworth  Electronics  Co.,  Div.  of  ITAT,  3700  E. 

Pontiac  St.,  Fort  Wayne  1,  Ind. 

Glass  Solder  Engineering,  4232  Temple  City  Blvd., 
Rosemead,  Calif. 

Hermetic  Pacific  Corp.,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif 

HERMETIC  SEAL  CORP.,  29-37  S.  Sixth  St.,  Newark 
7,  N.  J.  ADV.  PG.  403. 

Javex,  P.  0  Box  646,  Redlands,  Calif. 

J-V-M  MICROWAVE  CO.,  4633  S  Lawndale  Ave., 
Lyons,  III.  ADV.  PG.  174. 

Meridian  Metalcraft,  Inc.,  8739  S.  Millergrove  Drive, 
Whittier,  Calif 

MICROWAVE  ASSOCIATES,  INC.,  Burlington.  Mass. 
ADV  PG  447 

Nebel  Laboratory,  R.  E.,  1624  E.  12th  St.,  Brooklyn  29, 
N  Y 

Permonite  Mfg.  Co..  444  N  Lake  Shore  Drive,  Chicago 
11,  III. 

Premier  Research  Laboratories  Inc.,  83  Seventh  Ave., 
New  York  11,  N  Y. 

Sage  Laboratories,  Inc.,  159  Linden  St.,  Wellesley  81, 
Mass. 

Scientific  Electronic  Labs,  Inc.,  866  Bergen  St., 
Newark  8.  N.  J 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV., 
Warren,  Pa.  AOV.  PG  632 
UNIWAVt  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
ADV  PG  228. 


HOLDERS-Futo 

So*  BLOCKS.  FUSE  BLOCKS  A  HOLDERS 


HONEYCOMB  STRUCTURES 

ALBANO  CO.,  INC.,  HONEYCOMB  STRUCTURES  OIV., 
555  W  54th  St.,  New  York  19,  N  Y.  ADV.  PG.  168. 
Kawneer  Co.,  1105  N.  Front  St.,  Niles,  Mich. 


HORNS— Microwovo 
Soo  MICROWAVE  ACCESSORIES 


HORNS- Spoaker  Projectee 

Altec  Lansing  Corp.,  1515  S.  Manchester  Ave.,  Ana¬ 
heim,  Calif. 

Atlas  Sound  Corp.,  1443  )9th  St.,  Brooklyn  18,  N.  V. 

Lesa,  Via  Bergamo  21,  Milan,  Italy. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  AOV.  PG.  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

Stromberg-Carlson  Co  ,  Oiv.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

UNIVERSITY  LOUDSPEAKERS,  INC.,  80  S.  Kensict 
Ave.,  Whrte  Plains,  N  Y.  ADV  PG.  264. 


HOUSINGS- A  neaniM 

ABALON  PRECISION  MFG.  CORP.,  540  Casanova  St., 
Bronx  59,  N.  V.  ADV.  PG.  546. 

AINSLIE  CORP.,  312  Quincy  Ave.,  Quincy,  Mass. 
ADV  PG.  519 

AMERICAN  MACHINE  A  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria, 
Va.  ADV.  PG.  380. 

Blondcr-Tongue  Laboratories,  Inc.,  9-25  Ailing  St., 
Newark  ^  N.  J. 

CRAIG  SYSTEMS,  INC.,  360  Merrimack  St.,  Lawrence, 
Mass.  ADV.  PG.  499. 

Emerson  Plasties  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N  V. 

Felsenthal  A  Sons,  Inc.,  G.,  3500  N.  Kedzie,  Chicago 
18,  III. 
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McMillan  industrial  CORP.,  Brownvllle  Avenue 
Plant,  Ipswich,  Mass.  AOV.  PG.  S59. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New 
York  11,  N.V. 

Nuclear  Instrumentation  Oiv.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  £.,  Albuquerque,  N.  M. 

Peterson  &  Neville,  Inc.,  365  Dorchester  Ave.,  Boston 
27,  Mass. 

Romar  Plastics,  Inc.,  1309  E.  Main  St.,  St.  Charles,  III. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Suffolk  Products  Corp.,  Woodbine  &  Scudder,  North- 
port,  N'.  Y. 

Swenson  Co.,  Inc.,  V.  H.,  552  Elm  St.,  Arlington,  N.  J. 

Washington  Aluminum  Co.,  Inc.,  Penna.  RR  &  Knecht 
Ave.,  Baltimore  29,  Md 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City,  Mo. 


HOUSINGS— Automobile  Radio 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N.  Y. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Minute  Man  Products,  Inc.,  430  E.  102nd  St.,  New 
York,  N.Y. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cam¬ 
bridge,  England. 

Taffet  Radio  &  Television  Co.,  2705  Brooklyn-Queens 
Expressway,  W.,  Woodside  77,  N.  Y. 

Walter  Co.,  Inc.,  S.,  1400  Atlantic  Ave.,  Brooklyn  16, 
N.  Y. 


HOUSINGS— Instrument 

ABALON  PRECISION  MFG.  CORP.,  540  Casanova  St., 
Bronx  59,  N.  Y.  AOV.  PG.  546. 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton  64, 
Mass.  AOV.  PG.  472. 

Algo,  Inc.,  251  West  St.,  South  Hackensack,  N.  J. 

Alpitec  Inc.,  49  Gleason  Ave.,  Stamford,  Conn. 

Aluminum  Co.  of  America,  Alcoa  Bldg.,  Pittsburgh  19, 
Pa. 

AMCO  ENGINEERING  CO.,  7335  Ainslie  St.,  Chicago  31, 
III.  AOV.  PG.  566. 

American  Aluminum  Co.,  230  Sheffield  St.,  C,  Moun¬ 
tainside,  N.  J. 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif, 

AMERICAN  MACHINE  &  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria, 
Va.  AOV.  PG.  380. 

Art-Lloyd  Metal  Products  Corp.,  2973  Cropsey  Ave., 
Brooklyn  14,  N.  Y. 

Artisan  Metal  Works  Co.,  11410  Madison  Ave.,  Cleve¬ 
land  2,  Ohio. 

BALTIC  METAL  PRODUCTS  CO.,  120  Sutton  St.,  Brook¬ 
lyn  22,  N.  Y.  AOV.  PG.  576. 

BELMET  PRODUCTS,  INC.,  503  Morgan  Ave.,  Brook¬ 
lyn  22,  N.Y.  AOV.  PG.  235. 

Bennett  Mfg.  Co.,  Alden,  N.  Y. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Bud  Radio,  Inc.,  2118  E.  55th  St.,  Cleveland  3,  Ohio. 

Churchill  Lighting  Corp.,  344  Franklin  St.,  MelroM 
76,  Mass. 

Columbia  Metal  Box  Co.,  260  E.  143rd  St.,  New  York, 
N.  Y. 

CRAIG  SYSTEMS,  INC.,  360  Merrimack  St.,  Lawrence, 
Mass.  AOV.  PG.  499. 

Corry- Jamestown  Mfg.  Co.,  Corry,  Pa. 

Croname,  Inc.,  1747  Grace  St.,  Chicago  13,  III. 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N.  Y. 

Elgin  Metalformers  Corp.,  630  Congdon  Ave.,  Elgin, 
III. 

Ellis  &  Sons  Inc.,  George  0.,  4002  N.  American  St., 
Philadelphia  40,  Pa. 

Eliee  Metal  Products  Co.,  Inc.,  779  39th  St.,  Brooklyn 
32,  N.  Y. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Falstrom  Co.,  44  Faistrom  Court,  Passaic,  N.  J. 

Farwell  Metal  Fabricating,  75  W.  Fairfield  Ave.,  St. 
Paul  7,  Minn. 

Feisenthal  &  Sons,  Inc.,  G.,  3500  N.  Kedzie,  Chicago  18, 
III. 

General  Aviation  &  Electronics  Mfg.  Co.,  Inc.,  179 
Berger  St.,  Wood-Ridge,  N.  J. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Heldor  Mfg.  Corp.,  238  Lewis  St.,  Paterson,  N.  J. 

Kahn  &  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 

Kaupp  &  Sons,  C.  B.,  32  Newark  Way,  Maplewood,  N.  J. 

Koch  &  Sons,  H.,  Corte  Madera,  Calif. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300 
W.  Oak  St.,  Norristown,  Pa. 

Measurement  Engineering,  Ltd.,  Amprior,  Ontario, 
Canada. 

Mid-West  Metal  Products  Inc.,  Fairfax  Industrial  Dis¬ 
trict,  Kansas  City  15,  Kan. 

Minute  Man  Products,  Inc.,  430  E.  102nd  St.,  New 
York,  N.  Y. 

Mobil  Electronics  Mfg.  Co.,  1111  SUte  Rd.,  67  E., 
Anderson,  Ind. 

Molding  Corp.  of  America,  40  Church  St.,  Pawtucket, 
R.  I. 

Peterson  &  Neville,  Inc.,  365  Dorchester  Ave.,  Boston  27, 
Mass. 

PREMIER  METAL  PRODUCTS  CO.,  337  Manida  St., 
Bronx  59,  N.  Y.  AOV.  PG.  579. 


1958-1959  LISTINGS  0l 


Resinite  Corp.  Sub.  of  Precision  Paper  Tube  Co.,  6981 
N.  Central  Park  Ave.,  Chicago  45  (Lincolnwood),  III. 

RICHARDSON  CO.,  THE,  2767  Lake  St.,  Melrose  Park, 
III.  AOV.  PG.  280. 

Romar  Plastics,  Inc.,  1309  E.  Main  St.,  St.  Charles,  III. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0.  Box 
85,  Gardena,  Calif. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx  61, 
N.  Y. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas. 
AOV.  PG.  347. 

Stamford  Metal  Specialty  Co.,  429  W.  Broadway,  New 
York  12,  N.  Y. 

Taffet  Radio  &  Television  Co.,  2705  Brooklyn-Queens 
Expressway,  W.,  Woodside  77,  N.  Y. 

Topatron,  Inc.,  942  E.  OJai  Ave.,  OJal,  Calif. 

Walter  Co.,  Inc.,  S.  1400  Atlantic  Ave.,  Brooklyn  16, 
N.  Y. 

White  Aircraft  Corp.,  Palmer,  Mass. 


HYBRID  JUNCTIONS-Microwave 
Sm  MICROWAVE  ACCESSORIES 

IGNITION  SVSTEMS-EUclronic 

Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chlago  44. 
III. 

Hallett  Mfg.  Co.,  5910  Bowcroft  St.,  Los  Angeles  16 
Calif. 

Modelectric  Products  Corp.,  1500  Bangs  Ave.,  Asbury 
Park,  N.  J. 

Pantek  Co.,  Box  212,  El  Segundo,  Calif. 

Scintilla  Division,  Bendix  Aviation  Corp.,  Sidney,  N  Y 
Titeflex,  Inc.,  534  Hendee  St.,  Springfield,  Mast. 

IGNITRON 
Sm  TUBES 


HOUSINGS-PIub-Iii 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton  64, 
Mass.  AOV.  PG.  472. 

Berkshire  Laboratories,  580  Bank  Village,  Greenville, 

ENGINEERED  ELECTRONICS  CO.,  506  E.  First  St., 
Santa  Ana,  Calif.  AOV.  PG.  317. 

Javex,  P.  0.  Box  646,  Redlands,  Calif. 

Life  Instrument  Co.,  100  Brook  St.,  Franklin,  Mass. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300 
W.  Oak  St.,  Norristown,  Pa. 

Minute  Man  Products,  Inc.,  430  E.  102nd  St.,  New 
York,  N.  Y. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New 
York  11,  N.Y. 

Taffet  Radio  &  Television  Co.,  2705  Brooklyn-Queens 
Expressway,  W.,  Woodside  77,  N.  Y. 

Vector  Electronic  Co.,  1100  Flower  St.,  Glendale  1, 
Calif. 


HOUSINGS— Public  Address  Syssem 

Alpitec  Inc.,  49  Gleason  Ave.,  Stamford,  Conn. 

Altec  Lansing  Corp.,  1515  S.  Manchester  Ave., 
Anaheim,  Calif. 

Argos  Products  Co.,  310  Main  St.,  Goena,  III. 

Bud  Radio,  Inc.,  2118  E.  55th  St.,  Cleveland  3,  Ohio. 

Dukane  Corp.,  St.  Charles,  III. 

Lesa,  Via  Bergamo  21,  Milan,  Italy. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Minute  Man  Products,  Inc.,  430  E.  102nd  St.,  New 
York,  N.Y. 

O'Brien  Electric  Corp.,  6514  Santa  Monica  Blvd., 
Hollywood  38,  Calif. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
OIV.,  Camden,  N.J.  AOV.  PG.  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

Romar  Plastics,  Inc.,  1309  E.  Main  St.,  St.  Charles, 
III. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60,  N.  Y. 

Strombcrg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Taffet  Radio  A  Television  Co.,  2705  Brooklyn-Queens 
Expressway,  W.,  Woodside  77,  N.  Y. 

UNIVERSITY  LOUDSPEAKERS,  INC.,  80  S.  Kenisco 
Ave.,  White  Plains,  N.  Y.  AOV.  PG.  264. 

Walter  Co.,  Inc.,  S.,  1400  Atlantic  Ave.,  Brooklyn  16, 
N.Y. 


UlUMINATION  CONTROLS 
Sm  CONTROIS-Illuminatioii 


IMPEDANCE 
Sm  DETECTORS 

IMPREGNATING  COMPOUNDS 
Sm  INSULATING  COMPOUNDS 

IMPREGNATING  MACHINES 
Sm  MACHINES 


INDICATORS— Anlenoo  PMidaa 

Airborne  Instruments  Lab.,  Inc.,  160  Old  Country  Rd , 
vine.  III. 

Antlab  Inc.,  6330  Proprietors  Rd ,  Worthington,  Ohio 

Bendix  Aviation  Corp.,  Montrose  ON.,  Sooth  Montrose, 
Pa. 

Channel  Master  Co.,  Ellenville,  N  Y. 

ECLIPSE-PIONEER  DIV.,  BENODC  AVIATION  CORP., 
Teterboro,  N.  J.  AOV.  PG.  81-88. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N., 
St.  Petertbur9,  FU. 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave,  Garden 
City,  N.  Y.  AOV.  PG.  320. 

Gray  Mfg  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Gurley,  W.  A  L.  E.,  514  Fulton  St.,  Troy,  N,  Y. 

Liquidometer  Corp.,  The,  Skillman  Ave.  at  36th  St., 
Long  Island  City  1,  N.  Y. 

Minneapolis-Honeywell,  Boston  Oiv.,  1400  Soldiers  Field 
Rd ,  Boston  35,  Mass. 

SHURITE  METERS,  INC.,  J5-B  Hamilton  St,  New 
Haven  8,  Conn.  AOV.  PG.  446. 

Smith  Mfg.  Co.,  J.  A  H.,  Little  BriUln  Rd.,  Newburgh, 
N.  Y 


INOICATORS-Arc  Barb 

WALKIRT  CO.,  141  W.  Haiel  St.,  Inglewood  3,  Calif 
AOV  PG.  500. 

INDICATORS-Broodeoel  VofuiM 

Weston  Instruments  Oiv.  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 


HOUSINGS-SpMikar 

Altec  Lansing  Corp.,  1515  S.  Manchester  Ave.,  Ana¬ 
heim,  Calif. 

Argos  Products  Co.,  310  Main  St..  Genoa,  III. 

Bud  Radio  Inc.,  2118  E.  55th  St.,  Cleveland  3,  Ohio. 

Electro-Voice,  Inc.,  Buchanan,  Mich. 

Farwell  Metal  Fabricating,  75  W.  Fairfleld  Ave.,  St. 
Paul  7,  Minn. 

Hartiey  Products  Co.,  521  E.  162nd  St.,  New  York  51, 
N.  Y. 

Lansing  Sound,  Inc.,  James  B.,  2439  Fletcher  Drive, 
Los  Angeles  26,  Calif. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Mobil  Electronics  Mfg.  Co.,  1111  State  Rd.,  67  E. 
Anderdon,  Ind. 

PREMIER  METAL  PRODUCTS  CO.,  337  Manida  St., 
Bronx  59,  N.  Y.  AOV.  PG.  579. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  AOV.  PG.  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

Romar  Plastics,  Inc.,  1309  E.  Main  St.,  St.  Charles,  III. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60,  N.  Y. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Taffet  Radio  A  Television  Co.,  2705  Brooklyn-Queens 
Expressway,  W.,  Woodside  77,  N.  Y. 

UNIVERSITY  LOUDSPEAKERS,  INC.,  80  S.  Kenisco 
Ave..  White  Plains,  N.  Y.  AOV.  PG.  264. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  ADV.  PG.  276,  277. 

Walter  Co.,  Inc.,  S.,  1400  Atlantic  Ave.,  Brooklyn  16, 
N.  Y. 


INDICATORS— Capocltar  LMba«e 

Barnes  Development  Co.,  213  W.  Baltimore  Pike,  Lans- 
down.  Pa. 

Lee  Electronic  Labs.,  Inc.,  88  Evans  St.,  Watertown, 
Mass. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas. 
AOV.  PG.  347. 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 

INDICATORS- Dentify 
Sm  INDICATORS-SpacIfle  Gravity 

INOICATORS-Dew  Point 

American  Instrument  Co.,  Inc.,  8030  Georgia  Ave.,  Silver 
Spring,  Md. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Electron-Radar  Products,  P.  0.  Box  50,  Route  #30, 
North  Aurora,  III. 

Foxboro  Co.,  The,  Foxboro,  Mast. 

Kahn  A  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 

Photo  Crystals,  Inc.,  15  S.  First  St.,  Geneva,  III. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  AOV.  PG.  346. 


INDICATORS-OialMtrIc  Conatanl 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Oiv., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Wayne  Kerr-E.I.L.,  P.  0.  Box  801,  Philadelphia  5,  Pa. 


HUMIDITY 
So*  INDICATORS 


INDICATORS-FIlm  TblekMii 

ACF  Electronics,  800  N.  Pitt  St.,  Alexandria,  Va. 
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A'nerican  Instrument  Co.,  Inc.,  S030  Georgia  Ave.,  Silver 
Spring  Md 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  OIV.,  631 
Central  Ave.,  Carlstadt,  N.  J.  AOV.  PG.  394A. 

ElKtric  Eye  Equipment  Co.  1938  E.  Fairchild  St.,  Dan¬ 
ville,  III. 

Farnsworth  ElKtronics  Co.,  Oiv.  of  IT&T,  3700  E. 
Pontiac  St.,  Fort  Wayne  1,  Ind. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Gordon  Enterprises,  S362  N  Cahuenga  Blvd.,  North 
Hollywood,  Calif. 

Nuclear  Carp  of  America,  400  Park  Ave.,  New  York  22, 
N  Y. 

Ohmart  Corp.,  The,  Bo«  67-E,  Sta  B,  Cincinnati,  Ohio 

Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y. 

Research  Industrial  Laboratories  of  Electronics,  Roslyn, 
Pa. 

Standard  Electronics  Research  Corp.,  2  East  End  Ave., 

New  York  21,  N.  Y 

Sunshine  Scientific  Instrument,  IBIO  Grant  Ave.,  Phila¬ 
delphia  IS,  Pa 

Tracerlab,  Inc.,  1601  Trapelo  Rd  Waltham  S4,  Mass 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N  Y.  AOV 
PG.  394C 


INOICATORS-FlwM  Condutflvlry 
Bailey  Meter  Co.,  lOSO  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 
Bristol  Co.,  The,  P  0.  Bos  1790  EBG,  Waterbiiry  20, 
Conn. 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W  4, 
England 

Fonboro  Co.,  The,  Foaboro,  Mass. 

Industrial  Instruments,  Inc.,  89  Commerce  Rd.,  Cedar 
Grove,  N  J. 

Leeds  &  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 

44,  Pa 

WALbORF  INSTRUMENT  CO  OIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N  Y  ADV 
PG.  394C 

Wayne  Kerr-E  I.L.,  P.  0.  Boa  801,  Philadelphia  5,  Pa 


INOICATORS-FfwM  Flow,  ffocerenlc 
Avien,  Inc.,  S8-1S  Northern  Blvd.,  Woodslde  77,  N  Y 
Bailey  Meter  Co.,  lOSO  Ivanhoe  Road,  Cleveland  10, 
Ohio 

Bendia  Aviation  Corp.,  Montrose  Div.,  South  Montrose, 

Pa 

Bristol  Co.,  The,  P  0.  Boa  1790  EBG,  Waterbury  20, 
Conn. 

>ntral  Electronic  Manufacturers,  Inc.,  2  Richwood 
Place,  Denville,  N.  J. 

Computer-Measurements  Corp.,  5S2B  Vineland  Ave.,  North 
Hollywood,  Calif. 

Crescent  Engineering  A  Research  Co.,  5440  N.  Peck  Rd  , 
El  Monte.  Calif 

Dynac,  Inc.,  395  Page  Mill  Rd.,  Palo  Alto,  Calif 
Evershed  A  Vignoles  Ltd.,  Chiswick,  Lorsdon  W  4, 
England. 

Fischer  A  Porter  Co.,  476  Warminster  Road,  Hatboro,  Pa 
Foaboro  Co ,  The,  Foaboro,  Mass 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Gilmore  Industries,  5713  Euclid  Ave.,  Cleveland  3,  Ohio 
Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Industrial  Development  Labs.,  IiK.,  17  Pollock  Ave , 
Jersey  C'ty  5,  N  J. 

Kybernetes  Co.,  9  E.  40th  St.,  New  York  16,  N  Y. 
Manning,  Maawell  A  Moore,  Inc.,  Industrial  Controls 
Div.,  250  E  Mam  St.,  Stratford,  Conn 
Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div, 
2600  Ridgway  Rd,  Minneapolis  13,  Minn 
Northam  Electronics,  Inc.,  2420  N  Lake  Ave.,  Altadena. 
Calif 

Norwood  Controls  Unit,  Detroit  Controls  Corp.,  934 
Washington  St.,  Norwood,  Mass. 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  Yo'k 
22,  N  Y. 

Performance  Measurements  Co.,  15301  W  McNichols, 
Detroit  35,  Mich. 

Patter  Aeronautical  Corp  ,  Route  jt22.  Union,  N  J. 
REVERE  CORP.  OF  AMERICA,  SUB.  OF  NEPTUNE 
METER  CO.,  Wallingford  2,  Conn  ADV.  PG  492 
SYSTRON  CORP.,  2055  Concord  Blvd.,  Concord,  Calif 
AOV.  PG  368 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Uni, in,  N  J  ADV.  PG.  346. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  I 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
AOV.  PG.  394C. 

Waugh  Engineering  Co.,  7842  Burnet  Ave.,  Van  Nuys, 
Calif. 


INDICATORI-Froqveney 

ACROMAG  INC.,  Dept  EBG,  22519  Telegraph  Rd , 
,  Detroit  41,  Mich  AOV.  PG.  583. 

Aero  Instrument  Co.,  11423  Vanowen  St.,  North  Holly¬ 
wood  Calif 

AIRPAjt  PRODUCTS  CO.,  Middle  River,  Baltimore  20, 
Md.  AOV  PG.  229-232 

AIRTRON,  INC.,  1101  W  Eliiabeth  Ave,  Linden,  N.  J 
ADV.  PG.  516. 

AMERAC  INC.,  Dunham  Rd.,  Beverly,  Mass.  ADV  PG 

76,  77 


PRODUCTS 


BARKER  A  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa  AOV.  PG.  103. 

Beckman/Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif. 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morris  Plains,  N.  J.  ADV.  PG.  368. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.E.  26,  England. 

Collins  Corp.,  G.  L.,  2820  E.  Hullet  St.,  Long  Beach  5, 
Cahf. 

Computer-Measurements  Corp.,  5528  Vineland  Ave., 

North  Hollywood,  Calif. 

Conn.,  Ltd.,  C.  G  ,  1101  E.  Beardsley  Ave.,  Elkhart,  Ind 
DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98,  99 
Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

Dynac,  Inc.,  395  Page  Mill  Rd.,  Palo  Alto,  Calif. 
Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  Y  ADV  PG  149-152. 

FREQUENCY  STANDARDS  CORP.,  Box  504,  Asbury 
Park,  N.  J.  ADV.  PG.  285 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N  Y 

General  Electric  Co.,  Industrial  Heating  Dept.,  Shelby- 
ville,  Ind 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Hupp  Instrumation  Div.,  Erie-Pacific,  12932  S.  Weber 
Way,  Hawthorne,  Calif 

l-L-S  Instrument  Corp.,  4525  W  160th  St.,  Cleveland 
11.  Ohio 

J-B-T  INSTRUMENTS,  INC.,  431  Chapel  St.,  New 
Haven  8,  Conn  AOV.  PG.  256 
Jones-Porter  Instrument  Co.,  Inc.,  Box  666,  Rlverdale, 
N  J 

LABORATORY  FOR  ELECTRONICS,  INC.,  75  Pitts  St  , 
Boston  14,  M.1V  ADV  PG  508 
MAGNETIC  RESEARCH  CORP.,  3160  W  El  Segundo 
Blvd  Hawthorne,  Calif  ADV  PG,  482 
MEASUREMENTS  DIV.,  McGRAW-EDISON  CO.,  Boonton, 
N  J  ADV  PG.  564,  565 

Millen  Mfg  Co.,  James,  150  Exchange  St.,  Malden,  Mass 
Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks  , 
England. 

STICHT  CO.,  INC.,  HERMAN  H.,  27  Park  Place,  New 
York  7,  N  Y  ADV  PG  585 
Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  15  Pa 

SYSTRON  CORP.,  2055  Concord  Blvd,  Concord.  Calif 
AOV  PG  368 

TELERAD  MFC.  CORP.,  1440  Broadway,  New  York  18, 
N  Y  AOV  PG.  343,  344. 

VARO  MFG  CO.,  2201  Walnut  St.,  Garland,  Texas 
ADV  PG  454. 

WacLIne,  Inc.,  35  S  St  Clair  St  ,  Dayton  2,  Ohio 
Waugh  Engmeering  Co,  7842  Burnet  Ave.,  Van  Nuys, 
Calif 

Westberg  Mfg  Co.,  144  S  Coombs  St.,  Box  576,  Napa. 
Calif 

Weston  Instruments  Oiv.  of  Oaystrom,  Inc.,  614  Fre- 
linghuysen  Ave,  Newark  12,  N.  J. 

Westronics,  Inc ,  3605  McCart  St.,  Fort  Worth,  Texas 

INOICATORS-Nerdnoss 

Baldwin-Lima-Hamllton  Corp.,  42  4th  Ave.,  Waltham. 
Mass 

Barber-Colman  Co.,  Dept.  766,  Rockford.  III. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit. 
N  J 


INDICATORS— Humidify,  flocfronic 
American  Instrument  Co.,  Inc.,  8030  Georgia  Ave., 
Silver  Spring,  Md 

Bristol  Co.,  The,  P  0  Box  1790  EBG.  Waterbury  20. 
Conn 

Electron-Radar  Products,  P  0  Box  50,  Route  4730, 
North  Aurora,  III. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

Friei  Instrument  Oiv.,  Bcndix  Aviation  Corp  ,  Baltimore  4, 
Md 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio 

Industrial  Instruments,  Inc.,  89  Commerce  Rd.,  Cedar 
Grove,  N.  J. 

Kahn  &  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 
New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

Photo  Crystals.  Inc.,  15  S  First  St,,  Geneva,  III. 
VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd.. 

Union,  N  J  AOV  PG  346 
WALOOI^F  INSTRUMENT  CO.,  DIV  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station.  N.  V. 
AOV  PG.  394C. 

Weston  Instruments  Oiv.  of  Oaystrom,  Inc.,  614  Freling- 
huysen  Ave.,  Newark  12,  N  J. 


INDICATORS-llluminatien 

Bristol  Co.,  The.,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn 

Chicago  Aerial  Industries,  1980  N  Hawthorne,  Melrose 
Park,  III. 

Electro-Snap  Switch  Mfg.  Co.,  4218  W.  Lake  St., 
Chicago  24,  III. 

Leeds  i  Northrop  Co.,  4970  Stenton  Ave  ,  Philadel¬ 
phia  44,  Pa 


INDICATORS 


Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y. 
SLOAN  CO.,  4101  Burbank  Blvd.,  Burbank,  Calif. 
ADV.  PG.  508 

VJeston  Instruments  Div.  of  Daystrom,  Inc.,  614  Freling- 
huysen  Ave.,  Newark  12,  N.  J. 


INDICATORS-Liquid  lovoi,  flocfronic 

ACCUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave., 
Mineola,  N.  Y.  AOV.  PG.  531. 

Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia,  Pa. 

Avien,  Inc.,  58-15  Northern  Blvd.,  Woodside  77,  N.  Y. 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 

Bendix  Aviation  Corp  ,  Cincinnati  Div.,  3130  Wasson  Rd., 
Cinc.nnati  8,  Ohio. 

Bendix  Aviation  Corp.,  Pacific  Oiv.,  11600  Sherman  Way, 
North  Hollywood,  Calif. 

Blue  M  Electric  Co.,  138th  A  Chatham  St.,  Blue  Island, 
III. 

Bogue  Electric  Mfg  Co.,  52  Iowa  Ave.,  Paterson  3, 

N  J. 

Biistol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn 

Crescent  Engineering  A  Research  Co.,  5440  N.  Peck 
Rd  El  Monte,  Cahf 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  OIV.,  631 
Central  Ave.,  Carlstadt,  N.  J  ADV  PG.  394A. 

Elesta  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragaz, 
Switzerland. 

Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England 

Fenwal  Incorporated,  Pleasant  St.,  Ashland,  Mass. 

Fischer  A  Porter  Co.,  476  Warminster  Road,  Hatboro,  Pa. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y 

HiCkok  F.  lectrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Isotope  Developments  Ltd.,  Beenham  Grange,  Alder- 
maston  Wharf,  Nr  Reading,  Berks. 

Kybernetes  Co.,  9  E.  40th  St.,  New  York  16,  N.  Y. 

Liquidometer  Corp.,  The,  Skiliman  Ave.  at  36th  St., 
Long  Island  City  1,  N.  Y 

Lumemte  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago 
5,  III 

Manning,  Maxwell  A  Moore,  Inc.,  Industrial  Controls 
Div ,  250  E  Main  St.,  Stratford.  Conn. 

Minneapolis-Honeywell  Regulator  Co ,  Aeronautical  Div., 
2600  Ridgway  Rd  ,  Minne.spolis  13,  Minn. 

NARDA  ULTRASONICS  CORP.,  118-160  Herricks 
Rd,  Dept.  EB-1,  Mineola,  N  Y  ADV.  PG.  116. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42.  Mass 

Norwood  Controls  Unit,  DetrO't  Controls  Corp.,  934 
Washington  St,  Norwood,  Mass. 

Nuclear  Corp.  of  America  400  Park  Ave.,  New  York 
22,  N  Y 

Nuclear  Research  Corp.,  Southampton,  Pa. 

Ohmart  Corp.,  The,  Box  67-E,  Sta  8,  Cincinnati,  Ohio. 

Radioactive  Products,  Inc.,  2421  Wolcott,  Ferndale, 
Mich 

REVERE  CORP  OF  AMERICA,  SUB  OF  NEPTUNE 
METER  CO.,  Wallingford  2,  Conn.  ADV.  PG.  492. 

Shand  and  Jurs  Co.,  Sub.  of  General  Precision  Equip¬ 
ment  Corp.,  Carleton  A  Eighth  Sts.,  Berkeley  10, 
Calif. 

Simmoods  Aerocessories,  Inc.,  Tarrytown,  N.  Y. 

Tracerlab,  Inc  1601  Trapelo  Rd  .  Waltham  54,  Mass. 

VICTORY  ENGINEERING  CORP.,  101  SpringVId  Rd . 
Union  N  J  AOV  PG  346 

WALDORF  INSTRUMENT  CO  ,  DIV  OF  F  C  HUYCK 
A  SONS,  Wolf  Hill  Rd.  Huntington  Station.  N.  Y. 
ADV.  PG  394C. 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave.  Newark  12,  N  J 


INDICATORS— Meforiolx  Thicknosa 

Automatic  Timing  A  Controls,  Inc  ,  King  of  Prussia.  Pa. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave..  Carlstadt.  N  J.  AOV.  PG.  394A. 

Daytronic  Corp.,  216  S.  Main  St.,  Dayton,  Ohio. 

Dice  Co.,  J  W,  Englewood.  N  J. 

Electric  F  t  Equipment  Co.,  1938  E.  Fairchild  St.,  Dan¬ 
ville,  III. 

Ess  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergenfteld, 
N.  J. 

Farnsworth  Electronics  Co.,  Oiv.  of  IT  AT  3700  E. 
Pontiac  St.,  Fort  Wayne  1.  Ind. 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Glennite  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
Metuchen,  N  J 

Isotope  Developments  Ltd.,  Beenham  Grange,  Aldermaston 
Wharf,  Nr.  Reading.  Berks. 

Kahn  A  Co.,  Inc.,  541  Windsor  St..  Hartford  1,  Conn. 

Nuclear  Corp  of  America,  400  Park  Ave.,  New  York  22, 
N  Y 

Nuclear  Research  Corp.,  Southampton,  Pa. 

Ohmart  Corp.,  The,  Box  67-E,  Sta.  B,  Cincinnati,  Ohio. 

Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7.  N  Y. 

Standard  Electronics  Research  Corp.,  2  East  End  Ave., 
New  York  21,  N  Y. 

Tracerlab,  Inc.,  1601  Trapelo  Rd..  Waltham  54,  Mass. 

Unit  Process  Assemblies,  Inc.,  61  E.  4th  St.,  New  York 
3,  N  Y. 

Wayne  Kerr-E.  I  L.,  P  0  Bax  801,  Philadelphia  5.  Pa. 


INDICATORS-Meiifuro,  ffoctromc 

American  Instrument  Co.,  Inc.,  8030  Georgia  Ave.,  Silver 
Spring,  Md. 

Beckman/ Berkeley  Division,  2200  Wright  Ave  ,  Richmond 
3,  Calif 
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Beckman/ Process  Instruments  Division,  2500  Fullerton 
Rd.,  Fullerton,  Calif. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pa'adena,  Calif. 

Electric  Eye  Equipment  Co.,  1938  E.  Fairchild  St., 
Danville,  III. 

Electron-Radar  Products,  P.  0.  Box  50,  Route  #30, 
North  Aurora,  III. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Moisture  Register  Co.,  1510  W.  Chestnut  St.,  Alham¬ 
bra,  Calif. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y. 

Photo  Crystals,  Inc.,  15  S.  First  St.,  Geneva,  III. 

Tech  Laboratories,  Inc.,  Bergen  &  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd.. 
Union,  N  J.  AOV.  PG.  346. 

WALDORF  INSTRUMENT  CO.,  OIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C. 

Wayne-Kerr-E.  I.  L.,  P.  0.  Box  801,  Philadelphia  5,  Pa. 


INDICATORS-Null 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumterland,  Md. 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd., 
Chesterland  6,  Ohio.  ADV.  PG.  340. 

Automatic  Timing  &  Controls.  Inc.,  King  of  Prussia,  Pa. 

BALLANTINE  UBORATORIES,  INC.,  Boonton,  N.  J. 
AOV.  PG.  163. 

Barber-Colman  Co.,  Dept  766,  Rockford,  III. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

Barnes  Development  Co.,  213  W.  Baltimore  Pike,  Lans- 
downe.  Pa. 

Belleville-Hexem  Corp.,  638  University  Ave.,  Los  Gatos, 
Calif. 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morris  Plains,  N.  J.  ADV.  PG.  368. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Collins  Corp.,  G.  L.,  2820  E.  Hullet  St.,  Long  Beach 
5,  Calif. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N.  V.  ADV.  PG.  573. 

CURTISS-WRIGHT  CORP.,  ELEaRONICS  OIV.,  631 
Central  Ave.,  Carlstadt  N.  J.  ADV.  PG.  394A. 

ELECTRO-MEASUREMENTS,  INC.,  7524  S.  W.  Macadam, 
Portland  1,  Ore.  ADV.  PG.  138,  139. 

Electronic  Control  Systems  Div.  of  Stromberg-Carlsoo, 
2231  S.  Barrington  Ave.,  Los  Angeles  64.  Calif. 

FLUKE  MFG.  CO.,  INC.,  JOHN,  1111  W.  N.ckerson  Ave., 
Seattle  99,  Wash.  ADV.  PG.  501. 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N.  Y.  ADV.  PG.  24. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  AOV.  PG.  178,  179. 

Gertsch  Products,  Inc.,  3211  S.  La  Cienega  Blvd.,  Lot 
Angeles  16,  Calif. 

Gilmore  Industries,  Inc.,  5713  Euclid  Ave.,  Cleveland  3, 
Ohio. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Industrial  Development  Labs.,  Inc.,  17  PoilKk  Ave., 
Jersey  City  5,  N.  J. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y.  ADV.  PG.  371. 

J-B-T  INSTRUMENTS  INC.,  431  Chapel  St.,  New  Haven 
8,  Conn.  ADV.  PG.  256. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  AOV.  PG.  51-57. 

Leeds  &  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave.,  New 
York  55,  N.  Y.  ADV.  PG.  286. 

Marion  Electrical  Instrument  Co.,  Grenier  Field,  Man¬ 
chester,  N.  H. 

Millltest  Co.,  88  Madison  Ave.,  Hempstead,  N.  Y. 

Minneapolis-Honeywell,  Boston  Div.,  1400  Soldiers  Field 
Rd.,  Boston  35,  Mass. 

NORTH  ATLANTIC  INDUSTRIES,  INC.,  603  Main  St., 
Westbury,  N.  Y.  AOV.  PG.  585. 

Optimized  Devices,  Inc.,  P.  0.  Box  38,  Gedney  Station, 
White  Plains,  N.  Y. 

OWEN  LABORATORIES,  INC.,  55  Beacon  Place,  Pasa¬ 
dena,  Calif.  ADV.  PG.  498. 

Phaostron  Instrument  &  Electronic  Co.,  151  Pasadena 
Ave.,  South  Pasadena,  Calif. 

Radiometer,  72  EmdrupveJ,  Copenhagen  NV-1,  Denmark. 

Scott,  Inc.,  Hermon  Hosmer,  111  Powder  Mill  Rd., 
Maynard  Mass 

SENSITIVE  RESEARCH  INSTRUMENT  CORP.,  310  Main 
St.,  New  Rochelle,  N.  Y.  ADV.  PG.  467. 

SHALLCROSS  MFG.  CO.,  Selma,  N.  C.  ADV.  PG.  324. 

Simmonds  Aerocessories,  Inc.,  Tarrytown,  N.  Y. 

Tech  Laboratories,  Inc.,  Bergen  &  Edsall  Blvds.,  Palisades 

WacLIne,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 


INDICATORS— Nuff-Bafonce,  Pofenfiometer  Type 
Aeronautical  &  Instrument  Div.  of  Robertshaw-Fulton 
Controls  Co.,  Santa  Ana  Freeway  at  Euclid  Ave., 
Anaheim,  Calif. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cum^land,  Md. 


Analogue  Controls,  Inc.,  39  Roselle  St.,  Mineola,  N.  Y. 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10, 
Ohio. 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 

Beckman/ Berkeley  Division,  2200  Wright  Ave.,  Richmond 
3,  Calif. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Collins  Corp.,  G.  L.,  2820  E.  Hullet  St.,  Long  Beach 
5,  Calif. 

DETROIT  CONTROLS  OIV.  OF  AMERICAN -STANDARD, 
100  Morse  St.,  Norwood,  Mass.  ADV.  PG  579. 

FLUKE  MFG.  CO.,  INC.,  JOHN,  1111  W  Nickerson  Ave  , 
Seattle  99,  Wash.  AOV.  PG.  501 

Foxboro  Co.,  The,  Foxboro,  Mass. 

Gilmore  Industries,  Inc.,  5713  Euclid  Ave  ,  Cleveland  3, 
Ohio. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Leeds  &  Northrop,  4970  Stenton  Ave.,  Philadelphia  44, 
Pa. 

LIquidometer  Corp.,  The,  Skillman  Ave  at  36th  St., 
Long  Island  City  1,  N  Y 

MAGNETIC  RESEAKH  CORP.,  3160  W  El  Segundo 
Blvd.,  Hawthorne,  Calif.  ADV.  PG.  482 

Metronix,  Inc.,  75  Wilson  Mills  Rd.,  Chesterland,  Ohio 

MIDWESTERN  INSTRUMENTS.  4lst  &  Sheridan  Rd.. 
Tulsa,  Okla.  ADV  PG.  9. 

Minneapolis-Honeywell  Regulator  Co.,  Industrial  Oiv., 
Seventh  &  Grange  Sts.,  Philadelphia  44,  Pa. 

Moran  Instrument  Corp.,  170  E.  Orange  Grove  Ave , 
Pasadena  3,  Calif. 

NORTH  ATLANTIC  INDUSTRIES,  INC.,  603  Main  St., 
Westbury,  N.  Y.  AOV.  PG.  585. 

Performance  Measurements  Co.,  15301  W.  McHicholt, 
Detroit  35,  Mich. 

Simmonds  Aerocessories,  Inc.,  Tarrytown,  N  V 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station.  N.  Y 
ADV.  PG.  394C. 

West  Instrument  Corp.,  4363  W.  Montrose  Ave.,  Chicago 
41,  III. 

Westronics,  Inc.,  3605  McCart  St.,  Fort  Worth,  Texas 


INDICATORS-Oceon  Depth 

Bendix  Aviation  Corp.,  Pacific  Div.,  11600  Sherman  Way, 
North  Hollywood,  Calif. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Geld  St., 
New  York  38  N  Y 

KEARFOTT  CO.',  INC.',  ENGINEERING  A  SALES  DIV., 
1378  Main  St.,  Clifton,  N.  J.  ADV.  PG.  356. 

Kelvin  A  Hughes  Ltd.,  New  North  Rd.,  Barkingside,  Essex. 
England. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cam¬ 
bridge,  England. 

Wallace  A  Tiernan,  Inc.,  25  Main  St.,  Belleville  9, 
N.  J. 


INDICATORS-Oxygen 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 

Beckman/Process  Instruments  Division,  2500  Fullerton 
Rd.,  Fullerton,  Calif. 

Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Consolidated  Elearodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

ENGELHARD  INDUSTRIES,  INC.,  (CHEMICAL  DIV.), 
113  Astor  St.,  Newark  5,  N.  J.  ADV.  PG.  329. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd  ,  Minneapolis  13,  Minn. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  AOV.  PG.  346. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK 
A  SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C. 


INDICATORS-pH 

Analytical  Measurements,  Inc.,  585  Main  St.,  Chatham, 
N.  J. 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd., 
Chesterland  6,  Ohio.  AOV.  PG.  340. 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10, 
Ohio. 

Beckman/Process  Instruments  Division,  2500  Fullerton 
Rd.,  Fullerton,  Calif. 

Beckman/Scientl^  Instruments  Oiv.  of  Beckman  In¬ 
struments,  Inc.,  2500  Fullerton  Rd.,  Fullerton,  Calif. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Central  Scientific  Co.,  1700  Irving  Park  Rd.,  Chicago  13, 
III. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

La  Motte  Chemical  Products  Co.,  Chestertown,  Md. 

Leeds  A  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

Photovolt  Corp.,  95  Madison  Ave.,  New  York  16,  N.  Y. 

Thwing-Albert  Instrument  Co.,  5351  Pulaski  Ave.,  Phila¬ 
delphia  44,  Pa. 

Wayne  Kerr-E.I.L.,  P.  0.  Box  801,  Philadelphia  5,  Pa. 


INDICATORS— Pfcofogrophic  Expoauro 

Aerotronic  Associates,  P.  0.  Box  419,  Concord,  N.  H 
Chicago  Aerial  Industries,  1980  N  Hawthorne,  Melrose 
Park,  III. 


DEJUR-AMSCO  CORP.,  Northern  Blvd.  at  45th  St.,  Long 
bland  City  1,  N.  Y.  AOV.  PG  223-225. 

Gordon  Enterprises,  5362  N.  Cahuenga  Blvd.,  North 
Hollywood,  Calif. 

Photobcll  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N  Y. 

Universal  Match  Corp.,  Avionics  Dept.,  4407  Cook  Ave., 
St.  Louis  13,  Mo. 

Weston  Instruments  Div.  of  Oaystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 


I NDICATORS— Poaifioninp 

Aircraft  Instruments  Co.,  304  King  of  Prussia  Rd  ,  Rad¬ 
nor,  Pa. 

Allard  Instrument  Corp.,  146  E.  Second  St.,  Mineola, 
N.  Y. 

Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia,  Pa. 

Automation  Dynamics  Corp.,  255  County  Rd ,  Tenafly, 
N.  J. 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 

Bendix  Aviation  Corp.,  Montrose  Div.,  South  Montrose, 
Pa. 

Bendix  Aviation  Corp.,  Pacific  Div  ,  11600  Sherman  Way, 
North  Hollywood,  Calif. 

BOWMAR  INSTRUMENT  CORP.,  8000  Bluffton  Rd.,  Fort 
Wayne,  Ind.  AOV  PG.  484 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Collins  Corp.,  G  L.,  2820  E.  Hullet  St.,  Long  Beach 
5,  Calif. 

Crescent  Engineering  A  Research  Co.,  5440  N.  Peck  Rd., 
El  Monte,  Calif. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead.  N.  Y  ADV.  PG.  573. 

CURTISS-WRIGHT  CORP.,  ELEaRONICS  DIV.,  631 
Central  Ave.,  Carlstadt,  N.  J.  ADV.  PG  394A 

Daytronic  Corp.,  216  S.  Main  St.,  Dayton,  Ohio. 

ElKtro  Products  Labs.,  4501  N.  Ravtnswood  Ave.,  Chi¬ 
cago  40,  III. 

Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W.4,  Eng¬ 
land. 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd , 
Schenectady  5,  N.  V. 

Gurley,  W.  A  L.  E.,  514  Fulton  St.,  Troy,  N  Y 

Joncs-Porter  Instrument  Co.,  Inc.,  Box  666,  Riverdale, 
N.  J. 

Kybernetes  Co.,  9  E.  40th  St.,  New  York  16,  N.  Y. 

Lear,  Inc.,  3171  S.  Burufy  Drive,  Santa  Monica.  Calif. 

LIquidometer  Corp.,  The,  Skillman  Ave  at  J6th  St., 
Long  Island  City  1,  N.  Y. 

MAGNETIC  AMPLIFIERS,  INC.,  632  TInten  Ave.,  New 
York  55,  N.  Y.  ADV  PG.  286 

Minneapolit-Honeywell,  Boston  Div.,  1400  Soldiers  Field 
Rd.,  Boston  35,  Mass. 

Minneapolit-Honeywell  Regulator  Co.,  Aeronautical  Oiv, 
2600  Ridgway  Rd  ,  Minneapolis  13,  Minn. 

NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave, 
Philadelphia  45,  Pa.  ADV.  PG  528. 

Northam  Electronics,  Inc.,  2420  N.  Lake  Ave.,  Altadena, 
Calif. 

PSP  ENGINEERING  CO.,  8608  Otis  St..  South  Gate. 
Calif.  AOV.  PG.  506. 

Penn  Keystone  Corp.,  Derby,  Conn 

Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N  Y. 

Rantec  Corp.,  P  0.  Box  18,  Calabasas,  Calif. 

Sclentific-Atlanta,  Inc.,  2162  Piedmont  Rd.,  N  E  ,  At¬ 
lanta  9,  Ga. 

Smith  Mfg  Co.,  J.  A  H.,  Little  Britain  Rd ,  New¬ 
burgh,  N.  Y. 

Topp  Industries,  Inc.,  5255  W  102nd  St.,  Los  Angeles 
45,  Calif. 

WALDORF  INSTRUMENT  CO.,  OIV.  OF  F.  C.  HUYCK 
A  SONS,  Wolf  Hill  Rd.,  Huntington  SUtlon,  N  Y 
AOV  PG  394C 

WALLEN  ASSOCIATES,  LTD.,  963  Frelinghuysen  Ave., 
Newark  5,  N  J  ADV.  PG.  441. 


INDICATORS— Power,  lovol,  ffoctronre 

Aerotronic  Associates,  P.  0.  Box  419,  Concord,  N.  H 

Audio  Instrument  Co.,  Inc.,  133ES  W.  14th  St  ,  New 
York  11  N  Y 

BIRD  ELECTRONIC  CORP.,  1800  E.  38th  St.,  Cleveland 
14,  Ohio.  AOV.  PG.  47. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  AOV.  PG.  401 

Electro  Impulse  Labs.,  208  River  St.,  Red  Bank.  N.  J 

FLUKE  MFG.  CO.,  INC.,  JOHN,  1111  W  Nickerson 
St  ,  Seattle  99,  Wash  AOV.  PG.  501. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Matt.  AOV  PG  178,  179. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

SIERRA  ELECTRONIC  CORP.,  3885  Bohannon  Drive, 
Menlo  Park,  Calif.  AOV.  PG.  66,  67. 

Simpson  Electric  Co.,  Oiv.  of  American  Gage  A  Ma¬ 
chine  Co  ,  5218  W.  KInzie  St  .  Chicago  44,  III 

SPERRY  GYROSCOPE  CO.,  MICROWAl^  ELEaRONICS 
DIV.,  Great  Neck,  N  V.  AOV.  PG.  165 


INDICA.TOR$-Pr«eeure 

Aircraft  Instruments  Co.,  304  King  of  Prussia  Rd., 
Radnor,  Pa. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia,  Pa. 
Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 
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INDICATORS 


ELECTRONIC  and  ALLIED 


Baldwtn-Llma-Hamilton  Corp.,  42  4th  An.,  Waltham, 
Mass. 

Bmdix  Aviation  Corp.,  Montrose  Oiv.,  South  Montrose, 
Pa. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Burton  Mfp.  Co.,  2520  Colorado  Ave.,  Santa  Monica, 
Calif. 

Consolidated  Controls  Corp.,  6  Ouraiit  Ave.,  Bethel,  Conn. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Crescent  Enpineering  &  Research  Co.,  5440  N.  Peck  Rd., 
El  Monte,  Calif. 

EDISON  INDUSTRIES,  THOMAS  A.,  INSTRUMENT  DIV., 
81  Lakeside  Ave.,  West  Orange,  N.  J.  AOV.  PG. 
325,  32b. 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

Friet  Instrument  Oiv.,  Bendix  Aviation  Corp.,  Baltimore 
4,  Md. 

Garrett  Corp.,  The,  9851  Supulveda  Blvd.,  Los  Angeles 
45,  Calif. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  AOV.  PG.  75. 

Gilmore  Industries,  5713  Euclid  Ave.,  Cleveland  3,  Ohio. 

Grcenleaf  Mfg.  Co.,  The,  7814  Maplewood  In^strial 
Court,  St.  Louis  17,  Mo 

Hastlngs-Raydist,  Inc.,  Hampton  9,  Va. 

Kelvin  &  Hughes  Ltd.,  New  North  Rd.,  Barkingside, 
Essex,  England. 

Kistler  Instrument  Corp.,  15  Webster  St.,  North  Tona- 
wanda,  N.  V. 

Kollsman  Instrument  Corp.,  Sub.  of  Standard  Coil  Prod¬ 
ucts  Co.,  Inc.,  80-08  45th  Ave.,  Elmhurst,  N.  V 

Kybernetes  Co.,  9  E.  40th  St.,  New  York  16,  N.  Y. 

Manning,  Maxwell  8  Moore,  Inc.,  Industrial  Controls 
Oiv.,  250  E.  Main  St.,  Stratford,  Conn. 

Minneapolis-Honeyvkell  Regulator  Co.,  Aeronautical  Oiv., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Minneapolis-Honeywell  Regulator  Co.,  Industrial  Oiv., 
Seventh  &  Grange  Sts.,  Philadelphia  44,  Pa. 

Northern  Electronics,  Inc.,  2420  N  Lake  Ave.,  Altadena, 
Calif. 

Norwood  Controls  Unit,  Detroit  Controls  Corp.,  934 
Washington  St.,  Norwood,  Mass 

Penn  Keystone  C^.,  Oertry,  Conn. 

Photocon  Research  Products,  421  N  Altadena  Drive,  Pasa¬ 
dena  Calif 

REVERE  CORP.  OF  AMERICA,  SU«  OF  NEPTUNE 
METER  CO.,  Wallingford  2,  Conn.  AOV  PG  492 

Shand  and  Jurs  Co.,  Sub.  of  General  Precision  Egulp- 
ment  Corp.,  Carleton  8  Eighth  Sts.,  Berkeley  10, 
Calif 

SYSTRON  CORP.,  2055  Concord  Blvd.,  Concord,  Calif 
AOV  PG  368 

Taber  Instrument  Corp.,  Electronics  Oiv.,  107  Goundry 
St.,  North  Tonawanda,  N.  V 

Trimount  Instrument  Co.,  3119  W  Lake  St.,  Chicago  12, 
III. 

U.  S.  Gauge  Oiv.,  American  Machine  8  Metals,  Inc., 
Sellersvllle,  Pa 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd , 
Union,  N  J.  AOV.  PG  346. 

Wallace  8  TIeman  Inc.,  25  Main  St.,  Belleville  9,  N.  J. 


INDICATORS-Pufse  Ttmo  Riser 

ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park,  N  J. 
AOV  PG.  303 

Hupp  Instrumentation  Oiv.,  Erle-Paci8c,  12932  S  Weber 
Way,  Hawthorne,  Calif. 

INDICATORS-Rodiatien 
See  COUNTERS-Ceiger 

INDICATORS— Recording  Engine 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Coon. 

Electro-Science  Industries,  Box  10066  International  Air¬ 
port,  Los  Angeles  45,  Calif. 

Standard  Telephones  8  Cables  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.  C.  2,  England 

INDICATORS-r-f  Probe 

600NT0N  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morris  Plains.  N  J.  AOV.  PG.  368. 

DEMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasadena, 
Calif.  AOV.  PG  98,  99. 

Electro  Impulse  Labs  ,  208  River  St.,  Red  Bank,  N.  J. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 

Woodside  77,  N  V  AOV  PG  149-152 

Javex,  P  0.  Box  646,  Redlands,  Calif 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.  J. 
AOV  PG.  345 

MEASUREMENTS  DIV.,  McGRAW-EDISON  CO.,  Boonton, 
N.  J  AOV  PG  564,  565. 

NAROA  MICROWAVE  CORP.,  118-160  Herricks  Rd , 
Mineola,  N  V.  AOV  PG.  268 

Press  Wireless  Laboratories,  inc.,  25  Prospect  Place, 

West  Newton  65,  Mass. 

Waveline,  Inc.,  Box  718,  Caldwell,  N.  J 

INOICATORS-r-f  Waveform 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 

Morris  Plains,  N  J  AOV.  PG.  368 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  PiKe, 

Woodside  77,  N  Y.  AOV  PG.  149-152. 


PRODUCTS 


Technicraft  Laboratories,  Inc.,  Thomaston-Waterbury  Rd., 
Thomaston,  Conn. 


INOICATORS-Sborfed  Turn 

B  8  K  Mfg  Co.,  3726  N  Southport  Ave.,  Chicago  13,  III. 
INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y.  AOV.  PG.  371. 

KARTRON,  INC.,  Box  472,  Huntington  Beach,  Calif. 
AOV  PG.  509. 

OPAD  ELECTRIC  CO.,  69-5  Murray  St.,  New  York  7, 
N.  Y.  AOV.  PG.  521. 

Slaughter  Company,  Pigua  9,  Ohio. 

Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  15,  Pa. 


INDICATORS— Smoke  A  Combutfien,  Electronic 

Axler  Associates,  102-42  43rd  Ave.,  Corona  68,  N.  Y. 

Bailey  Meter  Co.,  1050  Ivanhoe  Road,  Cleveland  10,  Ohio. 

Barber-Colman  Co.,  Oept.  766,  RKkford,  III. 

Bristol  Co.,  The,  ».  o.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Combustion  Control  Oiv.,  Electronics  Corp.  of  America, 
77  Broadway,  CambrK^  42,  Mass. 

Electron-Radar  Products,  P.  0.  Box  50,  Route  #30. 
North  Aurora,  III. 

Electronic  Control  Corp.,  1573  E.  Forest  St.,  Detroit  7, 
Mich. 

Eu  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergenfleld, 
N  J. 

Evershed  8  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  V. 

Kelvin  8  Hughes  Ltd.,  New  North  Rd.,  Barkingside, 
Essex,  England. 

Lumcnite  Electric  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III. 

Measurement  Engineering,  Ltd.,  Amprior,  Ontario,  Canada. 

Photo  Crystals,  Inc.,  15  S.  First  St.,  Geneva,  III. 

Taller  8  Cooper  Co.,  75  Front  St.,  Brooklyn  1,  N.  Y. 

VICTORY  ENGINEERING  CORP.,  101  Springheld  Rd., 
Union,  N  J.  AOV.  PG.  346. 


INOICATORS-Soond  lovof 

Aerotronic  Associates,  P.  0  Box  419,  Concord,  N  H 

Bruel  8  K|<er,  Naerum,  Denmark. 

DEJUR-AMSCO  CORP.,  Northern  Blvd  at  45th  St.,  Long 
Island  City  1.  N  Y  AOV  PG  223-225 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam- 
bridgr  39,  Mass.  AOV.  PG.  178,  179. 

HEATH  CO.,  A  SUB  OF  OAVSTROM,  INC.,  Benton  Harbor 
14,  Mich  AOV  PG.  513. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N  J. 
AOV  ‘>G  345. 

Photocon  Research  Products,  421  N.  Altadena  Drive, 
Pasadena.  Calif 

Scott,  Inc.,  Hermon  Hosmer,  111  Powder  Mill  Rd., 
Maynard,  Mast. 

Simpson  Electric  Co.,  Oiv.  of  American  Gage  8  Machine 
Co.,  5218  W.  Kiniie  St.,  Chicago  44,  III. 

Summit  Electronics.  Inc.,  7  Industrial  Place,  Summit, 
N.  J 

Western  Electro-Acoustic  Lab.,  11789  San  Vicente  Blvd., 
Lot  Angeles  49,  Calif. 

Westinghouse  Electric  Corp.,  P.  0  Box  868,  Pittsburgh 
30,  Pa 

Weston  Instruments  Oiv.  of  Oaystrom,  Inc.,  614  Fre- 
linghiiysen  Ave.,  Newark  12,  N.  J. 


INDICATORS— SpocIRc  Gravity 

Bendix  Aviation  Corp.,  Cincinnati  Div.,  3130  Wasson 
Rd.,  Cincinnati  8,  Ohio. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20. 
Conn 

Evershed  8  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England 

Fischer  8  Porter  Co.,  476  Warminster  Road,  Hatboro,  Pa. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

Impact-O-Graph  Corp.,  The,  1900  Euclid  Ave.,  Cleveland 
15,  Ohio 

Isotope  Developments  Ltd.,  Beenham  Grange,  Aldermaston 
Wharf,  Nr.  Reading,  Berks 

Liguidometer  Corp.,  The,  Skillman  Ave.  at  36th  St., 
Long  Island  City  1,  N.  V. 

Nuclear  Research  Corp.,  Southampton,  Pa. 

Taller  8  Cooper  Co.,  75  Front  St.,  Brooklyn  1,  N  Y. 

Waugh  Engineering  Co.,  7842  BumH  Ave.,  Van  Nuys, 
Calif. 


INDICATORS- Strain 

B  8  F  Instruments,  Inc.,  4732  N.  Broad  St.,  Phila¬ 
delphia  41,  Pa 

BAIRD-ATOMIC,  INC.,  33  University  Rd ,  Cambridge 
38,  Mats.  AOV  PG.  466. 

Baldwin-Lima-Hamilton  Corp.,  42  4th  Ave.,  Waltham, 
Mats. 

Bruel  8  Kjaer,  Naerum.  Denmark. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif. 

Crescent  Engineering  8  Research  Co.,  5440  N.  Peck  Rd., 
El  Monte,  Calif. 

Datran  Electronics,  1836  Rosencrans  Ave.,  Manhattan 
Beach,  Calif. 

Daytronic  Corp.,  216  S.  Main  St.,  Dayton,  Ohio. 

Electronic  Tube  Corp.,  1200  E.  Mermaid  Ave.,  Philadel¬ 
phia  18,  Pa. 


Ellis  Associates,  Box  77,  Pelham,  N.  Y. 

Gilmore  Industries,  5713  Euclid  Ave.,  Cleveland  3,  Ohio. 

Hamilton  Instrument  Div.,  Hamilton  Watch  Co.,  5800 
E.  Jewell  Ave.,  Denver  22,  Colo. 

INDUSTRIAL  CONTROL  CO.,  805  Albin  Ave.,  Linden¬ 
hurst,  N.  Y.  AOV.  PG.  490 

Kelvin  8  Hughes  Ltd.,  New  North  Rd.,  Barkingside, 
Essex,  England. 

Kybernetes  Co.,  9  E.  40th  St.,  New  York  16,  N.  Y. 

Norwood  Controls  Unit,  Detroit  Controls  Corp.,  934 
Washington  St.,  Normiood,  Mass. 

OWEN  LABORATORIES,  INC.,  55  Beacon  Place,  Pasa¬ 
dena.  Calif.  AOV  PG.  498 

Performance  Measurements  Co.,  15301  W.  McNiChols, 
Detroit  35,  Mich. 

Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridgeport, 
Penna 

SYSTRON  CORP.,  2055  Concord  Blvd.,  Concord,  Calif. 
AOV  PG  368. 

Thwing-Albert  Instrument  Co.,  5351  Pulaski  Ave.,  Phila¬ 
delphia  44,  Pa. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust 
St.,  St.  Louis  3,  Mo. 


INDICATORS-Tomporafuro 

Amoux  Corp.,  11924  W.  Washington  Blvd.,  Los  Angeles 
66,  Calif. 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd., 
Chesterland  6,  Ohio.  AOV.  PG.  340. 

Automatic  Timing  8  Controls,  Inc.,  King  of  Prussia,  Pa 
Avien,  Inc.,  58-15  Northern  Blvd.,  Woodside  77,  N.  V. 

B  8  H  Instrument  Co.,  3479  W.  Vickery  Blvd.,  Fort 
Worth  7,  Texas 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 
Barber-Colman  Co.,  Oept.  766,  Rockford,  III. 

Barnes  Development  Co.,  213  W.  Baltimore  Pike,  Lans- 
downe.  Pa. 

Beckman  8  Whitley,  Inc.,  913  San  Carlos  Ave.,  San 
Carlos.  Calif. 

Bendix  Aviation  Corp.,  Montrose  Oiv.,  South  Montrose, 
Pa. 

Blue  M  Electric  Co.,  138th  8  Chatham  St.,  Blue  Island, 
III. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  OIV.,  631 
Central  Aw.,  Carlstadt,  N.  J.  AOV.  PG.  394A. 

DE  JUR-AMSCO  CORP.,  Northern  Blvd  at  45th  St., 
Long  Island  City  1,  N  Y  AOV.  PG  223-225 
EDISON  INDUSTRIES,  THOMAS  A.,  INSTRUMENT  OIV., 
81  Lakeside  Aw.,  West  Orange,  N.  J.  AOV.  PG.  325, 
326 

Electric  Auto-Llte  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio. 

Electronic  Control  Corp.,  1573  E.  Forest  St.,  Detroit  7, 
Mich 

Epic,  Inc.,  154  Nassau  St.,  New  York  38,  N.  Y. 

Evershed  8  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England 

Fairfield  Engineering  Corp.,  934  Hope  St.,  Springdale, 
Conn. 

Fenwal  Incorporated.  Pleasant  St.,  Ashland,  Mass. 

Fischer  8  Porter  Co.,  476  Warminster  Road.  Hatboro. 
Pa. 

Ford  Instrument  Co.,  Oiv.  of  Sperry  Rand  Corp.,  31-10 
Thomson  Aw.,  Long  Island  City  1,  N.  Y. 

Foxboro  Co.  The,  Foxboro,  Mass. 

Friei  Instrument  Division,  Bendix  Aviation  Corp.,  Balti¬ 
more  4,  Md 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45.  Calif. 

GENERAL  CONTROLS  CO.,  801  Allen  Aw.,  Glendale  1, 
Calif  AOV.  PG  75 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  Rlwr  Rd., 
Schenectady  5,  N  Y 

Gilmore  Industries,  Inc.,  5713  Euclid  Aw.,  Clewland  3, 
Ohio. 

Gordon  Co.,  Claud  S.,  3000  S.  Wallace  St.,  Chicago  16, 
III. 

HIckok  Electrical  Instrument  Co.,  10514  Dupont  Aw., 
Clewland  8,  Ohio. 

Industrial  Dewlopment  Labs.,  Inc.,  17  Pollock  Aw., 
Jersey  City  5,  N  J 

J-B-T  INSTRUMENTS,  INC.,  431  Chapel  St.,  New 
Haven  8  Conn.  AOV.  PG.  256. 

Kahn  8  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 
Kelvin  8  Hughes  Ltd.,  New  North  Rd.,  Barkingside, 
Essex,  England. 

Kybernetes  Co.,  9  E.  40th  St.,  New  York  16,  N.  Y. 
Larson  Instrument  Co.,  24  Orchard  St.,  Tarrytown,  N.  Y. 
Leeds  8  Northrup  Co.,  4970  Stenton  Aw.,  Philadelphia 
44,  Pa 

LEWIS  ENGINEERING  CO.,  52  Rubber  Ave.,  Naugatuck, 
Conn.  AOV.  PG.  532. 

Liguidometer  Corp.,  The,  Skillman  Aw.  at  36th  St., 
Long  Island  City  1,  N.  Y. 

Manning,  Maxvwll  8  Moore,  Inc.,  Industrial  Controls 
Div.,  250  E.  Main  St.,  Stratford.  Conn. 

Minco  Products,  Inc.,  740  Washington  Aw.,  N.,  Minne¬ 
apolis  1,  Minn. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Oiv., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 
Minneapolis-Honeywell  Regulator  Co.,  Industrial  Oiv., 
Seventh  8  Grange  Aves.,  Phiiadeiphia  44,  Pa. 

National  Coil  Co.,  P.  0.  Box  1237,  Sheridan,  Wyo. 
NORTH  ATLANTIC  INDUSTRIES,  INC.,  603  Main  St., 
Westbury,  N.  Y.  AOV.  PG.  585 
Norwood  Controls  Unit.  Detroit  Controls  Corp.,  934 
Washington  St.,  Norwood,  Mass. 

Performance  Measurements  Co.,  15301  W.  McNiChols, 
Detroit  15,  Mich. 


ELECTRONICS  BUYERS'  GUIDE -June,  1958  -  MID-MONTH 


D-99 


1 


INDICATORS 


Piezo  Products  Co.,  Whitney  St.,  Sherborn,  Mass. 

Ru9e  Associates,  IrK.,  Arthur  C.,  733  Concord  Ane., 
CanTbrid9e,  Mass. 

Servo  Corp.  of  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N.  Y. 

Shand  and  jurs  Co.,  Sub.  of  General  Precision  Equip¬ 
ment  Corp.,  Carleton  &  Eighth  Sts.,  Berkeley  10, 
Calif. 

SVSTRON  CORP.,  2055  Concord  Blvd.,  Concord,  Calif. 
ADV.  PG.  368. 

Temperature  Engineering  Corp.,  1000  Union  Landing 
Rd.,  Riverton,  N.  J. 

Tempi!  Corp.,  132  W.  22nd  St.,  New  York  11,  N.  Y, 

Thwing-Albert  Instrument  Co.,  5351  Pulaski  Ave., 
Philadelphia  44,  Pa. 

United  Electric  Controls  Co.,  85  School  St.,  Watertown 
72,  Mass. 

Vapor  Heating  Corp.,  6420  W.  Howard  St.,  Chicago  31, 
III. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  ADV.  PG.  346. 

West  instrument  Corp.,  4363  W  Montrose  Ave.,  Chi¬ 
cago  41,  III. 

Westinghouse  Electric  Corp.,  P.  0.  Bo«  868,  Pitts¬ 
burgh  30,  Pa. 

Weston  Instruments  Div.  of  Oaystrom,  Inc.,  614  Freling- 
huysen  Ave.,  Newark  12,  N.  J. 

Westronics,  Inc.,  3605  McCart  St.,  Fort  Worth,  Tews 

Yellow  Springs  Instrument  Co.,  P.  0  Bo«  106,  Yellow 
Springs,  Ohio. 

INDICATORS-rimiiit 

Aero  Instrument  Co.,  11423  Vanowen  St.,  North  Holly¬ 
wood,  Calif. 

Allegany  Instrument  Co.,  Inc.,  lOOl  Wills  Mountain, 
Cumterland,  Md. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  ADV.  PG.  466. 

Beckman.  Berkeley  Division,  2200  Wright  Ave.,  Richmond 
3,  Calif. 

Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J. 

Blue  M  Electric  Co.,  138th  &  Chatham  St.,  Blue  Island, 
III. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Computer-Measurements  Corp.,  5528  Vineland  Ave.,  North 
Hollywood,  Calif. 

Cramer  Controls  Corp.,  Box  13,  Centerbrook,  Conn. 

DEJUR-AMSCO  CORP.,  Northern  Blvd.  at  45th  St.,  Long 
Island  City  1,  N.  Y.  ADV.  PG.  223-225. 

Electro  Products  Labs.,  4501  N.  Ravenswood  Ave.,  Chi¬ 
cago  40,  III. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  ADV.  PG.  140,  141. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Sclu  nectady  5,  N.  Y. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

HAYDON  CO.,  A.  W.,  THE,  238  N  Elm  St.,  Waterbury, 
Conn.  ADV.  PG.  483. 

HAYDON  DIV.  OF  GENERAL  TIME  CORP.,  500  E.  Elm 
St.,  Torrington,  Conn.  ADV.  PG.  97. 

Heinz  Mueller  Engineering  Co.,  Inc.,  1906  N.  Cicero 
Ave.,  Chicago  39,  III. 

Hupp  Instrumation  Div.,  Erie-Pacific,  12932  S.  Weber 
Way,  Hawthorne,  Calif. 

I-L-S  Instrument  Corp.,  4525  W.  160th  St.,  Cleveland 

11,  Ohio. 

INDUSTRIAL  TIMER  CORP.,  1407  McCarter  Highway, 
Newark  4,  N.  J.  ADV.  PG.  185. 

Irqraham  Co.,  E.,  Bristol,  Conn. 

LABORATORY  FOR  ELECTRONICS,  INC.,  75  Pitts  St., 
Boston  14,  Mass.  ADV.  PG.  508. 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

SYSTRON  CORP.,  2055  Concord  Blvd.,  Concord,  Calif. 
ADV.  PG.  368. 

Vocatron  Mfg.  Div.  of  Vocaline  Co.  of  America,  Inc., 
Old  Saybrook,  Conn. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C. 

INDICATORS-Torqua 

B  i  F  Instruments,  Inc.,  4732  N.  Broad  St.,  Phila¬ 
delphia  41,  Pa. 

Baldwin-Lima-Hamilton  Corp.,  42  4th  Ave.,  Waltham, 
Mass. 

Bendix  Aviation  Corp.,  Montrose  Div.,  South  Montrose, 
Pa. 

Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J. 

Chatillon  J>  Sons,  John,  85  Cliff  St.,  New  York  38,  N.  Y. 

Crescent  Engineering  &  Research  Co.,  5440  N.  Peck  Rd., 
El  Monte,  Calif. 

Daytronic  Corp.,  216  S.  Main  St.,  Dayton,  Ohio. 

Fcxboro  Co.,  The,  Foxboro,  Mass. 

Gilmore  Industries,  5713  Euclid  Ave.,  Cleveland  3,  Ohio. 

Magtrol,  Incorporated,  240  Seneca  St.,  Buffalo  4,  N.  Y. 

Performance  Measurements  Co.,  15301  W.  McNichols, 
Detroit  35,  Mich. 

PITOMETER  LOG  CORP.,  237  Lafayette  St.,  New  York 

12,  N.  Y.  ADV.  PG.  569. 

Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridgeport, 
Penna 

Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  15,  Pa. 

Taller  &  Cooper  Co.,  75  Front  St.,  Brooklyn  1,  N.  V. 

WATERS  MANUFACTURING  INC.,  Boston  Post  Rd.,  Way- 
land,  Mass.  ADV.  PG  473. 
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Waugh  Engineering  Co.,  7842  Burnet  Ave.,  Van  Nuys, 
Calif. 


INDICATORS-Turbidlry 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 
BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  ADV.  PG.  466. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 


INDICATORS-Vocwwm 

Bendix  Aviation  Corp.,  Montrose  Div.,  South  Montrose,  Pa. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Central  Electronic  Manufacturers,  Inc.,  2  Richwood  Place, 
Oenville,  N.  J. 

Central  Scientifk  Co.,  1700  Irving  Park  Rd.,  Chicago  13, 
III. 

CLARK  ELECTRONIC  LABS.,  Box  165,  Palm  Sprirgs, 
Calif.  ADV.  PG.  527. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Edwards  High  Vacuum  (Canada)  Ltd.,  P.  0.  Box  515, 
Burlington,  Ontario. 

Electronic  Research  Labs.,  85  Surrey  St.,  Brighton  35, 
Mass. 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  ADV.  PG.  75. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y 

Gilmore  Industries,  Inc.,  5713  Euclid  Ave.,  Cleveland  3, 
Ohio 

Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J. 

Hastings-Raydist,  Inc.,  Hampton  9,  Va. 

High  Vacuum  Equipment  Corp.,  2  Churchill  Rd.,  Hing. 
ham.  Mass. 

Kinney  Mfg.  Div.  of  Tlie  New  York  Air  Brake  Co., 
3529  Washington  St.,  Boston,  Mass. 

Manning,  Maxwell  &  Moore,  Inc  ,  Industrial  Controls 
Div.,  250  E.  Main  St.,  Stratford,  Conn. 

Minneapolis-Honeywell  Regulator  Co.,  industrial  Div., 
Seventh  A  Grange  Sts.,  Philadelphia  44,  Pa. 

NRC  EQUIPMENT  CORP.,  160  Charlemont  St.,  Newton 
61,  Mass.  ADV  PG.  427. 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York  22, 
N.  Y. 

Process  A  Instruments,  15  Stone  Ave.,  Brooklyn  33, 
N.  Y. 

Research  Industrial  Laboratories  of  Electronics,  Roslyn, 
Pa. 

Resitron  Laboratories,  Inc.,  2908  Nebraska  Ave.,  Santa 
Monica,  Calif. 

SCIENTIFIC  ENGINEERING  LABORATORY,  1519  Sixth 
St.,  Berkeley  10,  Calif.  ADV.  PG.  296. 

Temperature  Engineering  Corp.,  1000  Union  Landing  Rd., 
Riverton,  N.  J. 

Trimount  Instrument  Co.,  3119  W.  Lake  St.,  Chicago  12, 
III. 

U.  S.  Gauge  Div.,  American  Machine  A  Metals,  Inc., 
Sellersville,  Pa. 

Vacuum  Specialties  Co.,  34  Linden  St.,  Somerville,  Mass. 

Veeco  Vacuum  Corp.,  86  Denton  Ave.,  New  Hyde  Park, 
N.  Y. 

Wallace  A  Tiernan,  Inc.,  25  Main  St.,  Belleville  9,  N.  J. 

INOICATORS-Vefuma 

Bristol  Co.,  The,  P  C  Box  1790  EBG,  Waterbury  20, 
Conn. 

Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

Liquidometer  Corp.,  T)ie,  Sklllman  Ave.  at  36th  St., 
Long  Island  City  1,  N.  Y. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgeway  Rd.,  Minneapolis  13,  Minn. 

Simmonds  Aerocessories,  Inc.,  Tarrytown,  N.  Y 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N  Y. 

ADV.  PG.  394C. 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 


INDICATORS- YSWR 

California  Technical  Industries  Div.  cf  Textron,  Inc., 
1421  Old  County  Rd.,  Belmont,  Calif. 


Hoover  Electronics  Co.,  110  W.  Timonium  Rd.,  Timonium, 
Md. 

Industrial  Electronic  Engineers,  3973  Lankershim  Blvd., 
North  Hollywood,  Calif. 

Kistler  Instrument  Corp.,  15  Webster  St.,  North  Tona- 
wanda,  N.  Y. 

Nuclear  Research  Corp.,  Southampton,  Pa. 

Performance  Measurements  Co.,  15301  W  MtNichols, 
Detroit  15,  Mich. 

REVERE  CORP.  OF  AMERICA,  SUB.  OF  NEPTUNE 
METER  CO.,  Wallingford  2,  Conn.  ADV.  PG  492 

Simmonds  Aerocessories,  Inc.,  Tarrytown,  N.  Y. 

Sioux  Radio  Products,  100  Douglas  Ave.,  Yankton,  S.  D. 

Streeter-Amet  Co.,  Grayslakc,  111. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  SUtion,  N  Y.  ADV 
PG.  394C 

Wallace  A  Tiernan,  Inc.,  25  Mam  St.,  Belleville  9, 
N.  J. 

Westronks,  Inc.,  3605  McCart  St.,  Fort  Worth,  Texas 


INDICATORS-Wind  Diractian— f laelronic 

Aeronautical  Communications  Equipment,  Inc.,  3090  S.  W. 
37lh  Ave.,  Miami  33,  Fla. 

Beckman  A  Whitley,  Inc.,  913  San  Carlos  Ave.,  San 
Carlos,  Caiil. 

Bendix  Aviation  Corp.,  Montrose  Div.,  South  Montrose, 
Pa. 

Bristol  Co.,  The,  P.  0  Box  1790  EBG,  Waterbury  20, 
Conn. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N  Y.  ADV.  PG.  573. 

El-Tronics,  Inc.,  Suburban  Station  Bldg.,  Philadelphia, 
Pa. 

Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W  4, 
England 

Ford  Instrument  Co.,  Div.  of  Sperry  Rand  Corp.,  31-10 
Thomson  Ave.,  Long  Island  City  1,  N  Y. 

Friez  Instrument  Division,  Bendix  Aviation  Corp.,  Balti¬ 
more  4,  Md. 

Gurley,  W.  A  L.  E.,  514  Fulton  St.,  Troy,  N  Y. 
Hastings-Raydist,  Inc.,  Hampton  9,  Va. 

Kelvin  A  HughM  Ltd.,  New  North  Rd.,  Barkingside, 
Essex,  England. 

Northern  Electronics,  Inc.,  2420  N.  Lake  Ave.,  Altadena, 

Calif. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N  J  ADV.  PG.  346 
WALDOI^F  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N  Y. 
ADV.  PG.  394C 

Westberg  Mfg  Co.,  144  S.  Coombs  St.,  Box  576,  Napa, 
Calif. 


INDICATORS-Wfnrf  S^Md-ffeOranic 

Aeronautical  Communications  Equipment,  Inc.,  3090 
S.W.  37th  Ave.,  Miami  33,  Fla. 

Beckman  A  Whitley,  Inc.,  913  San  Carlos  Ave.,  San 
Carlos,  Calif. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG.  Waterbury  20, 
Conn. 

EI-Tronlcs,  Inc.,  Suburban  Station  Bldg..  Philadelphia, 
Pa. 

Friez  Instrument  Division,  Bendix  Aviation  Corp.,  Balti¬ 
more  4,  Md. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St  Louis  17,  Mo 

Gurley,  W.  A  L.  E.,  514  Fulton  St.,  Troy,  N  Y. 

Northern  ElKtronics,  Inc.,  2420  N  Lake  Ave  ,  Altadena, 
Calif 

WALDORF  INSTRUMENT  CO.,  OlV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  HIM  Rd.,  Huntington  Station,  N  Y. 
ADV  PG  394C. 

Waugh  Engineering  Co.,  7842  Burnet  Ave..  Van  Nuys, 
Calif. 

Westberg  Mfg.  Co.,  144  S.  Coombs  St.,  Box  576,  Napa, 
Calif. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd , 
Union,  N.  J.  ADV.  PG.  346 

INOUCTANCES-Ffybwcft 
See  TRANSFORMERS-Flybntk 

INDUCTANCES-Mogiwl 
So#  COUS-Mogwat 

INDUCTANCES-IHatalNxe^  Olasi 
So*  COIlS-MetolllMd  Olaee 


) 


INDICATORS-Waighf 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumterland,  Md. 

Avion  Division,  ACE  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

B  A  F  Instruments,  Inc.,  4732  N.  Broad  St.,  Philadel¬ 
phia  41,  Pa. 

Baldwin-Lima-Hamilton  Corp.,  42  4th  Ave.,  Waltham, 
Mass. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Chatillon  A  Sons,  John,  85  Cliff  St.,  New  York  38, 
N.  Y. 

Crescent  Engineering  A  Research  Co.,  5440  N.  Peck 
Rd.,  El  Monte,  Calif. 

Daytronic  Corp.,  216  S.  Main  St.,  Dayton,  Ohio. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

Gilmore  Industries,  5713  Euclid  Ave.,  Cleveland  3,  Ohio. 


INDUCTANCES-IMoeor  A  Gonorofqr  FioM 
$••  COILS— Motor  A  Oonorotor  Flold 

INOUCTANCES-Powor  A  a-t  Coil  MfWInga 
Soo  TRANSFORMER  WINOINOS 

INOUCTANCES-Printod  Circuit 
Soo  TRANSFORMERS-Printed  Circoit 

INDUCTANCES-r-f  A  M  Receiving  or  Tronamitting 
Soo  COtlS-Choko 


INDUCTANCES-Rofoy 
Soo  COILS-Roloy 


INOUCTANCES-Spoolrar  Voice  Coil 
Soo  COIlS-Sgookor  Voice  Coil 
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ELECTRONIC  and  ALLIED 


INOUCTAMCES-T«<*v>«>a)i  Focusing 
COIlS-T*l*vi<i*n  FMUting 

INOUCTANCEI-r«roirfa( 

sm  toroids 


INDUCTANCES-VariobU 

I  SoturaW*  R»acl«rt 
}  Mackonical 

Aetna  Electrofiio  Corp ,  207  Stonetiinfe  Lane,  Carle 
Place,  N.  V  2. 

Alto  Sccentifk  Co .  8S5  Commercial  St  ,  Palo  Alto, 
Calif  2. 

American  Research  A  W'g  Corp.,  <>20  Halpine  Ave., 
RocLvillt,  Md  I. 

Avion  Division,  ACF  Industries,  Inc.,  11  Pa  h  Place, 
Paramus,  N  J  1. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts,,  Bristol, 
Pa  2.  AOV.  PG.  lOJ. 

Beckman/Berkelev  Division,  2200  Wr  oht  Ave  ,  Richmond 
i  Calif  1. 

CBC  Electronics  Co,  Inc,  2601  N  Honard  St,  Phila¬ 
delphia  13,  Pa  1 

CG  Electronics  Oiv  of  Gulton  Industr  es,  Inc  ,  lOS 
Dallas  St.,  N  E.,  Albuouerout,  N  M  1. 

C  G  S  Laboratories,  Inc.,  141  Ludlon  St  ,  Stamford 
Conn  1. 

Caddell  Burns  Mfg  Co.,  40  East  Second  St  ,  Mmeo'a, 
N.  V 

California  Magnetic  Control  Co'P  .  11422  Valeno  St  , 
North  Hollynood  Calif  1-2. 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO  ,  P  0  Bov  SSI.  MahMah.  N  J  1-2  ADV  PG 
1S2.  151,  172 

Central  Transformer  Co..  410  W  Jackson  Bivd  Chicago 
III  1-2. 

Coast  Coil  Co  .  5111  W  Washington  Blvd  Los  Angeles 
16.  Calif.  1. 

Coils-E lectronics  Co.,  2414-44  N  2nd  St.  Philadelphia 

II  Pa 

COMMUNICATION  ACCESSORIES  CO.,  U  S  H>ghi«ay  50 
&  71  By-Pass,  Lee's  Summit.  Mo  1.  AOV  PG.  TOO¬ 
TS! 

COMPUTER  ENGINEERING  ASSOCIATES,  INC.,  150 
Halstead  Pasadena,  Cal  '  ADV  PG  '85 
OAR,  LTD.,  402  E  Guterret  St.  P  0  Bo>  1500 
Santa  Barbara,  Calif  1  ADV  PG  556 
DX  Radio  Products  Co,  Inc,  2100  Am.lage  Ave 

Chicago  47,  III  1 

Electro  Networks,  Inc.,  P  0  Bov  424,  Syracuse. 

N  V.  1. 

Fisher  Engineering.  Inc.,  2060  U  S  East.  P  0  Boa 
127  Huntingtji'  Ind  I. 

FREED  TRANSFORMER  CO,  INC,  1716  WerBeld  St. 

Brooklyn  27.  N.  V  1-2  AOV  PG  24 
Cates  Radio  Co  .  Quincy,  III 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave  Cam¬ 
bridge  14,  Mass  2  AOV  PG  178,  174 

Harnett  Electric  Corp.,  Lincoln  A  Hallett  Aves  ,  River- 
head  N  Y 

INDUSTRIAL  TRANSFORMER  CORP.,  Gouldsboro.  Pa  1 
ADV  PG  414  415 

JOBBINS  ELECTRONICS.  771  Hamilton  Ave,  Menlo 
Park  Calif  1.  AOV  PG  470. 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave  New 
York  55.  N  Y  1  AOV  PG  286 
MAGNETIC  RESEARCH  CORP.,  1160  W  El  Segundo 
Blvd  Hawthorne,  Calif.  1.  AOV.  PG  482 
MAGNETICO  INC.,  6  Richter  Court,  East  Northport, 

N  Y  1.  AOV  PG.  445 

Millen  Mfg  Co.,  James,  150  Eichange  St  ,  Malden, 
Mass  2. 

Mille-  Co.,  J.  W,  5417  S.  Main  St  ,  Los  Angeles  1, 
CAlif. 

Minitran  Corp,  5  Oliver  St.,  Newark  5,  N.  J.  1. 
Mystic  Transformers  Inc.,  61  Swanton  St  .  Winchester, 
Mass  1 

NJE  CORPORATION,  145  Carnegie  Ave  ,  Kenilworth,  N  J 
1  AOV  PG  242-245 

NYT  ELECTRONICS,  INC.,  2474  N  Ontario  St  .  Bur¬ 
bank,  CAlif.  1  AOV.  PG.  500. 

NORTH  HILLS  ELECTRIC  CO.,  INC.,  402  Sagamore  Ave  , 
Mineola,  N  Y  2.  AOV  PG  511,  548 
Peerless  Electrical  Oiv.  of  Altec  Lansing  Corp.,  1515  S 
Manchester  Ave  ,  Anaheim,  Calif  1 
Polyphase  Instrument  Co,  East  Fourth  St.,  Bridgeport, 
Pa  1. 

REDMAN  ELECTRONICS  CORP.,  P  0  Bov  72,  Thomp- 
sonville.  Conn  2.  ADV.  PG.  548. 

Servomechanisms,  Inc.,  Special  Products  Oiv.,  12500  Avia¬ 
tion  Blvd  ,  Hawthorne,  Calif.  1. 

Sickles,  F.  W.,  Oiv.,  General  Instrument  Corp.,  165 
Front  St.,  Chicopee  Mats.  1. 

SIGNAL  TRANSFORMER  CO.,  1661  McDonald  Ave., 
Brooklyn  10,  N  Y.  1.  ADV.  PG  448 
Stanley  Transformer  Co.,  11-21  Vernon  Blvd.,  Long 
Island  City,  N.  Y  1. 

Superex  Electronics  Corp.,  4-6  Radford  Place,  Yonkers, 
N.  Y. 

TECHNICAL  APPARATUS  BUILDERS,  104  Liberty  St  , 
New  York  6,  N.  Y.  1.  AOV.  PG.  511. 

Tensor  Electric  Development  Co.,  Centroid  Oiv.,  1871 
Eastern  Parkway,  Brooklyn  11,  N.  Y.  1-2. 

Thermador  Electric  Mfg.  Co.,  5215  S.  Boyle  Ave.,  Lot 
Angeles  58,  Calif.  1. 

Toroidal  Components  Co.,  1174  E  Walnut  St.,  Pas.i- 
dena,  Calif.  1. 

TORWICO  ELECTRONICS,  INC.,  1040  Morris  Ave., 
Union,  N.  J  1.  ADV  PG  461 


PRODUCTS 


Transformer  Design,  Inc.,  7177  N  76th  St.,  Milwaukee 
16,  Wit  1. 

Transformer  Specialty  Co.,  Inc.,  Balk-Cynwyd,  Pa  1. 

TRANSFORMERS,  INC.,  200  Stage  Rd.,  VetUI,  N.  Y  1. 
ADV.  PG  341-341. 

Transonic,  Inc  ,  808  Sixteenth  St.,  Bax  46A,  Bakers¬ 
field.  Calif.  1. 

TRESCO,  INC.,  1824  Terrace  St.,  Philadelphia  28. 
Pa  1.  AOV.  PG  248. 

Tronic  Coil  Winding  Co.,  Inc.,  58  Wesley  St.,  Water- 
bury.  Conn.  1. 

U  S  Electronics  Corp.,  276  Warren  St.,  Lyndhurst, 
N  J  1 

UNITED  TRANSFORMER  CORP.,  150  Varick  St  ,  New 
York  11,  N  Y  1-2.  ADV  PG  Second  Cover 

VARI-L  CO.,  INC.,  P  0  Box  1431,  Stamford.  Conn  1 
AOV  PG.  457. 

Vickers  Electric  Division,  Vickers,  In: ,  1825  Locust  St  , 
St  Louis  1,  Mo  1. 

Warren  Transformer  Co  ,  Inc.,  101  Warren  St.,  Tunk- 
hannock.  Pa  1. 

Wheele-  Electronic  Corp,  Sub  of  Sperry  Rand  Corp., 
150  E  Aurora  St  ,  Waterbury  20,  Conn  1. 

INDUCTION  HEATINO 
See  HEATINO-Indwcliofi 


INFRARED  EQUIPMENT 

AEROLUX  LIGHTS  CORP,  651  Eleventh  Ave,  New  York 
16  N  Y  AOV  PG  584 

Avion  Oiv  Sion,  ACF  Industries,  Inc,  11  Park  Place, 
Paramus,  N  J 

BAIRD-ATOMIC.  INC  .  11  University  Rd  .  Camb-idge  18, 
Mass  AOV  PG  466 

Beckman/Process  Instruments  Division,  2500  Fullerton 
Rd  ,  Fullerton,  Calif 

Brach  Oiv,  Electronic  Research  General  Brjnze  Corp, 
711  Stewart  Ave  ,  Garden  City,  N  Y 
British  Thornson-Houston  Co.,  Ltd,  Rugby,  England 
Chicago  Aerial  Industries.  1480  N  Hawthorne,  Melrose 
Park  III 

Eastman  Kodak  Co,  34}  State  St.,  Rochester  4,  N  Y. 
Edmund  Sclentiftc  Corp  .  502  E  Gloucester  Place, 

Barrington,  N  J. 

Electronic  Communications,  Inc,  1501  72nd  St,  N., 
St  Petersburg,  Fla 

Electronics  S  Avionics  Oiv  of  The  Emerson  Electric 
Mfg  Co ,  8100  Florissant  Ave  .  St  Louis  21.  Mo 
Eppley  Lab  Inc  ,  The,  Newport.  R  I 
Fairchild  Camera  &  Instrument  Corp  ,  Defense  Products 
Oiv  Robbins  Lane,  Syosset,  N  Y 
Farnsworth  Electronics  Co,  Div  of  ITAT,  1700  E 
Pontiac  St  ,  Fort  Wayne  1,  Ind 
Farrand  Optical  Co.,  Inc  .  Bronx  Blvd  at  218th  St., 
New  York  70,  N  Y 

FILMOHM  CORP.,  48  W  25th  St  .  New  York  10  N  Y 
AOV  PG  586 

Fostona  Pressed  Steel  Corp ,  Fostoria  Ohio 
Haller.  Raymond  A  Brown,  Inc..  State  College.  Pa 
International  Te'ephone  A  Teleg-aph  Corp.,  Industrial 
Products  OiV  15141  Bledsoe  St..  San  Fernando,  Calif 
LIBRASCOPE,  INC.,  808  Western  Ave  Glendale  Calif 
AOV  PG  125 

Metavac,  Inc.,  45-68  162nd  St  .  Flushing  58,  N  Y 
Minneapolis-Honeywell  Regulator  Co ,  Aeronautical  Oiv., 
2600  RIdgway  Rd  .  Minneapolis  11,  Minn 
Minneapolis-Honeywell  Regulator  Co  .  Ordnance  Oiv  600 
2nd  St  ,  N.,  Hopkins,  Minn 

Miskella  Infra-Red  Co.,  The  E  71id  A  Grand  Ave, 
Cleveland  4,  Ohio 

Nevada  Air  Products  Co ,  P  0  Box  2472.  Reno  Nev 
North  American  Electric  Lamp  Co  ,  1520  N  11th  St  , 
St  Loijis  6,  Mo 

Perkin-Elmer  Corp.  The.  Main  Ave,  Norwalk,  Conn 
PRECISE  MEASUREMENTS  CO.,  R  0  Jtl.  MIHbrooks 
Rd.,  Flemington,  N  J.  AOV  PG  501. 

Q  O  S  Corp.,  621  E  216th  St  ,  New  York  67,  N  Y 
Servo  Corp.  yf  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N  Y 

Sperry  Gyroscope  Co.,  Oiv  of  Sperry  Rand  Corp.,  Air 
Armament  Div.,  Great  Neck  N  Y 
TECHNICAL  APPARATUS  BUILDERS,  104  Liberty  St., 
New  York  6.  N.  Y  AOV  PG  511. 

Temperature  Engineering  Corp  ,  1000  Upton  Landing  Rd  , 
Riverton,  N  J 

TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave ,  Dallas  4,  Texas  ADV  PC.  146 
Thermal  Dynamic  Products,  Inc.  18  W  51rd  St  ,  New 
York  14,  N  Y 

Universal  Match  Corp.,  Avionics  Oept ,  4407  Cook  Ave., 
St.  Louis  11,  Mo 

Velotron.  Inc  1186  Broadway,  New  York  1.  N  Y 
WALDORF  INSTRUMENTS  CO.,  DIV  OF  F  C  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y.  AOV 
PG.  144C. 

WestinghOiise  Electric  Corp.,  Lamp  Oiv.,  Bloomfield, 
N.  J. 

Wiegand  Co  ,  Edwm  L.,  7606  Thomas  Blvd.,  Pittsburgh 

8.  Pa 


INKS-Morking 

Acromark  Co.,  121  Morrell  St.,  Elizabeth  4,  N  J. 
Barta-Griffin  Co,  72  Commercial  St.,  P.  0.  Box  808, 
Worcester  1,  Mass 

Cudner  A  O'Connor  Co.,  4015  W.  Kinzie  Ave.,  Chicago 
24,  III. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 


INSTRUMENT  PARTS 


Diamond-Union  Stamp  Works,  81  Washington  St ,  Boston 
8,  Mass. 

KRENGEL  MFG  CO.,  INC.,  227  Fulton  St.,  New  York  7, 
N.  Y.  AOV.  PG.  267. 

Markal  Co..  1052  W  Carroll  Are.,  Chicago  12,  III 

Markem  Machine  Co.,  Keene,  N  H 

Marsh  Stencil  Machine  Co.,  46  Marsh  Bldg.,  Belleville, 
111. 

Matthews  A  Co.,  James  H.,  3821  Forbes  Ave.,  Pitts¬ 
burgh  1 3,  Pa 

Minnesota  Mining  A  Mfg  Co.,  Jersey  City  Chem  cal  Div., 
75  Oroyers  St.,  P.  0  Box  477,  Jersey  City  J,  N  J. 

Naa-Oar  Co.,  465  Milwaukee  Ave.,  Chicago  10,  III. 

Organic  Development  Corp.,  Spectra-Str  p  Oiv.,  10052 
Larson  Ave.,  Garden  Grove,  Calif. 

Phillips  Process  Co.,  Inc.,  142  Mill  St.,  Rochester  14, 
N.  Y. 

Fittsburgh  Plate  Glass  Co ,  1  Gateway  Center,  Pitts- 

SYLVANi”'eLECTRIC  products  INC.,  CHEMICAL  A 
METALLURGICAL  OIV.,  Towanda  Pa  ADV  PG  633 

Westinghouse  Electric  Corp.,  Lamp  Oiv ,  Bloomfield, 
N  J 


INSPECTION  EOUIPMENT-lightinf 

Buhl  Optical  Co.,  1004  Beech  Ave  .  Pittsburgh  11,  Pa. 
Burton  Mfg  Co.,  2520  Colorado  Ave  ,  Santa  Monica, 
Calif 

Strat-O-Seal  Mfg  Co,  1014  W  Fullerton  Ave,  Chicago 
47,  III. 

Wappler,  Inc.,  27-10  Astoria  Blvd,  Long  Island  City 
2,  N  Y 

Westinghouse  Electric  Corp,  Lamp  Oiv.,  Bloomfield, 
N  J 


INSTRUMENT  PARTS-Prociaion 

Acme  Tool  A  Specialties  Co.,  224  N  Loomis  St, 

Chicago  7,  til. 

Aerotron  Suppiy  Co.,  3504  S  Normandie  Ave.,  Los 
Angeles  44,  Calif. 

American  Electronics,  Inc ,  655  W  Washington  Blvd  , 
Los  Angeles  15,  Calif 

AMERICAN  LAVA  CORP.,  STEATITE  OIV,  Cherokee 
Blvd  A  Manufacturers  Rd  C.-attanooga  5  ? 

AOV  PG.  217. 

Autoscrew  Co.,  216-222  W  18th  St.,  New  York,  N  Y. 
Barnes  Co..  Wallace,  Oiv  of  Associated  Spring  Corp, 

Bristol,  Conn. 

Barnes  Development  Co.,  213  W  Baltimore  Pike,  La's- 
downe.  Pa 

Barnes-Gibson-Raymond  O  viSion,  40300  Plymouth  Rd , 
Plymouth,  M.ch 

Beixk  Instrument  Corp.,  111-01  14th  Ave  College 

Point  56,  N  Y. 

Roehme.  Inc.,  H.  0.,  415  Broadway,  New  York  10,  N  Y. 
BOWMAR  INSTRUMENT  CORP.,  3000  B  uffco'  Rd  . 

Fort  Wayne,  Ind  AOV  PG  484 
Bristol  Co.,  The.  P  0  Box  1740  E8G,  Waterbury  20, 
Conn. 

Buckbee .  Mears  Co.,  Toni  Bldg  St  Paul  1.  Mmn 
Buhl  Optical  Co.,  1004  Beech  Ave  ,  Pittsburgh  13.  Pa. 
Cedar  Engineering  Ow.  of  Control  Data  Corp.,  5806  W 
36th  St.,  Minneapolis  16,  Mmn. 

Croname,  Inc.,  1747  Grace  St.,  Chicago  13,  III. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfie'd 
Ave.,  Clifton,  N  J. 

Eastern  Specialty  Co  ,  Philadelphia  40,  Pa 
ELECTRO-MEASUREMENTS,  INC.,  7524  S.  W  Macadam, 
Portland  1,  Ore  AOV  PG  138,  114 
Elm  Laboratories,  18  S  Broadway,  Dobbs  Ferry,  N.  Y 
Elzee  Metal  Products  Co.,  Inc.,  774  jgth  St.,  Brook¬ 
lyn  12,  N.  Y. 

Gear  Systems,  Inc  ,  Div  of  Geartronics  Corp.,  406  Mam 
St.,  West  Concord,  Mass 

GENERAL  FINDINGS  A  SUPPLY  CO.,  INDUSTRIAL  OIV., 
Attleboro,  Mass  AOV  PG.  275. 

Gibson  Co.,  William  0.  The,  1800  Clybourn  Ave, 
Chicago  14,  III 

GRAPHITE  METALLIZING  CORP.,  1052  Nepperhan  Ave  , 
Yonkers,  N.  Y  AOV.  PG.  14,  15. 

G'eer  Stop  Nut  Co.,  2620  W  Fluornoy  St  ,  Chicago  12, 
III 

Gurley,  W.  A  L.  E.,  514  Fulton  St.,  Troy,  N  Y. 
HAH  Products  Co.,  766  Ramsey  Ave.,  Hillside,  N  J. 
Haydu  Electronic  Products,  Inc  ,  1426  W  Front  St., 
Plainfield,  N.  J. 

Haydon  Instrument  Co.,  156  W  Liberty  St.,  Waterbury 
20,  Conn 

Henry  and  Miller  Industries,  Inc.,  675  Garfield  Ave , 
Jersey  City  5,  N.  J. 

Irving  Tool  A  Mfg  Co ,  1315  Levee  St ,  Dallas  7, 
Texas. 

Jan  Hardware  Mfg.  Co.,  Inc.,  75  N  11th  St ,  Brooklyn 
11,  N  Y 

Kelvin  A  Hughes  Ltd.,  New  North  Rd  .  Barkingside. 
Essex,  England 

Kerreo  Products,  Box  228,  Havelock  St.,  Lincoln,  Neb. 
LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale.  Calif 
AOV.  PG  125 

Martin  Co.,  Inc.,  Rodman  H  Electronics  Oiv.,  100  W 
Oak  St.,  Norristown.  Pa. 

Massachusetts  Gea-  A  Tool  O  v  of  Geartronics  Corp  , 
6  Nashua  St.,  Woburn,  Mass 
MEASUREMENTS  OIV.,  McGRAW-EOISON  CO.,  Boonton, 
N.  J  AOV  PG  564,  565 

Milwaukee  Oiv.,  of  Associated  Spring  Corp.,  141  E. 

Erie  St.,  Milwaukee  2,  Wit 
Minneapolis-Honeywell  Reg.lator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd  .  Minneapolis  13,  Mmn 
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Missouri  Research  Labs.,  Inc.,  2019  Locust  St.,  St. 
Louis  3,  Mo. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

Miiirhead  &  Co.,  Ltd.,  Beckenham,  Kent,  England. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New 
York  11,  N.  Y. 

Nylok  Corp.,  The,  611  Industrial  A«e.,  Paramus,  N.  J. 

Ohio  Oiv.  of  Associated  Spring  Corp.,  1825  E.  First 
St.,  Dayton  3,  Ohio. 

P  I  C  Design  Corp.,  477  Atlantic  Ave.,  East  Rockaway, 
N.  Y. 

Peerless  Products  Industries,  812  N.  Pulaski  St.,  Chicago 
51,  III. 

Precise  Instrument  Parts  Co.,  4520  San  Fernando  Rd., 
Glendale  4,  Calif. 

Raymond  Manufacturing  Co.,  Corry,  Pa. 

Red  Devil  Mfg.  Co.,  1402  N.  Ogden  Ave.,  Chicago  10, 
III. 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  Y.  ADV.  PG.  433. 

Research  Development  Manufacture,  Inc.,  429  E.  Collom 
St.,  Philadelphia  44,  Pa. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davis- 
ville.  Pa.  ADV.  PG.  472. 

Seaboard  Coil  Spring  Division,  15001  S.  Broad¬ 
way,  Gardena,  Calif. 

Stamford  Metal  Specialty  Co.,  429  W.  Broadway, 
New  York  12,  N.  Y. 

Staver  Co.,  Inc.,  The,  41  N.  Saxton  Ave.,  Bay  Shore, 
N.  Y. 

Strickland  Engineering  Co.,  Inc.,  177  Austin  St.,  Newton- 
ville.  Mass. 

Suffolk  Products  Corp.,  Woodbine  &  Scudder,  Northport, 
N.  Y. 

Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J. 

Tensor  Electric  Development  Co.,  Centroid  Div.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y. 

Tru-Connector  Corp.,  416  Union  St.,  Lynn,  Mass. 

U.  S.  Gauge  Div.,  American  Machine  &  Metals,  Inc., 
Sellersville,  Pa. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
ADV.  PG.  228. 

Victor  R.  F.  &  Microwave  Co.,  36  W.  Water  St., 
Wakefield,  Mass. 

Waveline,  Inc.,  Box  718,  Caldwell,  N.  J. 

Westbury  Electronics,  Inc.,  300  Shames  Drive,  West- 
bury,  N.  Y. 

Zagora  Gears,  Inc.,  1327  S.  Mint  St.,  Charlotte  3,  N.  C. 


INSTRUMENTS-ElECntlCAl 

MEASURING 

Ammators  to  Wottmators  Inclutiva 


AMMETERS 

Saa  also  Microommalart 

Micro-Microammatars 

Milliommatars 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd., 
Chesterland  6,  Ohio.  ADV.  PG.  340. 

Avo  Ltd.,  Avocet  House,  92/96,  Vauxhall  Bridge  Rd., 
London  S.  W.  1,  England. 

BEEDE  ELECTRICAL  INSTRUMENT  CO.,  INC.,  Penacook, 
N.  H.  ADV.  PG.  569. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Columbia  Electric  Mfg.  Co.,  4519  Hamilton  Ave.,  N.  E., 
Cleveland  14,  Ohio. 

DE  JUR-AMSCO  CORP.,  Northern  Blvd.  at  45th  St., 
Long  Island  City  1,  N.Y.  ADV.  PG.  223-225. 

Electric  Design  &  Mfg.  Corp.,  Burlington,  Iowa. 

Esterline-Angus  Co.,  Inc.,  P.  0.  Box  596,  Indianapolis 
6,  Ind. 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV., 
1  River  Rd.,  Schenectady  5,  N.  Y.  ADV.  PG.  1,  2,  3,  6. 

Helipot  Corp.,  Newport  Beach,  Calif. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8.  Ohio. 

HOYT  ELECTRICAL  INSTRUMENT  WORKS.,  INC,  42 
Carleton  St.,  Cambridge  42,  Mass.  ADV.  PG.  400. 

INTERNATIONAL  INSTRUMENTS  INC.,  P.  0.  Box  2954, 
New  Haven  15,  Conn.  ADV.  PG.  552. 

Manning,  Maxwell  &  Moore,  Inc.,  Industrial  Controls 
Div.,  250  E.  Main  St.,  Stratford,  Conn. 

Marion  Electrical  Instrument  Co.,  Grenier  Field,  Man¬ 
chester,  N .  H . 

Martindale  Electric  Co.,  Edgewater  Branch,  Box  617, 
Cleveland  7,  Ohio. 

Meters,  Inc.,  5353  N.  Keystone  Ave.,  Indianapolis  20, 
Ind. 

New  England  Scientific  Instruments  Co.,  238  Main 
St.,  Cambridge  42,  Mass. 

Pace  Electrical  Instruments  Co.,  Inc.,  70-31  84th  St., 
Glendale  27,  N.  Y. 

Phaostron  Instrument  &  Electronic  Co.,  151  Pasadena 
Ave.,  South  Pasadena,  Calif. 

PHYSICS  RESEARCH  LABS.,  INC.,  P.  0.  Box  555, 
Hempstead,  N.  Y.  ADV.  PG.  520. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit 
20,  Mich. 

RAW^N  ELECTRICAL  INSTRUMENT  CO.,  Ill  Potter 
St.,  Cambridge  42,  Mass.  ADV.  PG.  457. 

Roller-Smith  Corp.,  1825  Market  St.,  Bethlehem,  Pa. 

Sangaitio  Electric  Co.,  1201  N.  11th  St.,  Springfield, 
III. 

SENSITIVE  RESEARCH  INSTRUMENT  CORP.,  310  Main 
St.,  New  Rochelle,  N.  Y.  ADV.  PG.  467. 


SHURITE  METERS,  35-B  Hamilton  St.,  New  Haven  8, 
Conn.  ADV.  PG.  446. 

Simpson  Ele<£tric  Co.,  Div.  of  American  Gage  &  Machine 
Co.,  5218  W.  Kinzie  St.,  Chicago  44,  III. 

Sterling  Mfg.  Co.,  7201  Wentworth,  Cleveland,  Ohio. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  ADV.  PG.  511. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Blufl- 
ton,  Ohio. 

U.  S.  Gauge  Div.,  American  Machine  &  Metals,  Inc., 
Sellersville,  Pa. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  ADV.  PG.  276,  277. 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

WATERS  MANUFACTURING  INC.,  Boston  Post  Rd., 
Wayland,  Mass.  ADV.  PG.  473. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Freling- 
huysen  Ave.,  Newark  12,  N.  J. 

AMMETERS-r-f 

ASSEMBLY  PROOUaS,  INC.,  75  Wilson  Mills  Rd., 
Chesterland  6,  Ohio.  ADV.  PG.  340. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.Y. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

RAWSON  ELECTRICAL  INSTRUMENT  CO.,  Ill  Potter 
St.,  Cambridge  42,  Mass.  ADV.  PG.  457. 

Simpson  Electric  Co.,  Div.  of  American  Gage  &  Machine 
Co.,  5218  W.  Kinzie  St.,  Chicago  44,  III. 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Fre- 
llnghuysen  Ave.,  Newark  12,  N.  J. 


AUDIOMETERS 

Allison  Laboratories,  Inc.,  14185  Skyline  Drive,  Puente, 
Calif. 

Audivox,  Inc.,  123  Worcester  St.,  Boston  18,  Mass. 

Aiirex  Corp.,  1117  N.  Franklin  St.,  Chicago  10,  III. 

Bi'ltone  Hearing  Aid  Co.,  2900  W.  36th  St.,  Chicago  32, 
III. 

Grason-Stadler  Co.,  Audiometer  Div.,  West  Concord, 
Mass. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y.  ADV.  PG.  536. 

Maico  Co.,  Inc.,  21  North  Third  St.,  Minneapolis,  Minn. 

Nichols  &  Clark,  Inc.,  321  Newburyport  Turnpike,  Dan¬ 
vers  P.  0.,  Hathorne,  Mass. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland.  Texas. 
ADV.  PG.  454. 


BRIDGES— Electrical 

Allegany  instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md 

Avo  Ltd.,  Avocet  House,  92/96,  Vauxhall  Bridge  Rd., 
London  S.  W.  1,  England. 

Barnes  Development  Co.,  213  W.  Baltimore  Pike,  Lans- 
downe.  Pa. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Bruno-New  York  Industries  Corp.,  460  W.  34th  St., 
New  York  1,  N.  Y. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E.  26,  England. 

CLEGG  LABORATORIES  DIV.  OF  CLEGG,  INC.,  Han¬ 
over  A  Ridgedale  Aves.,  Morristown,  N.  J.  ADV.  PG. 
505. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  Carlstadt,  N.  J.  ADV.  PG.  394A. 

DYTRONICS,  P.  0.  Box  3676,  Columbus  14,  Ohio.  ADV. 
PG.  589. 

ELECTRO-MEASUREMENTS,  INC.,  7524  S.  W.  Macadam, 
Portland  1,  Ore.  ADV.  PG.  138,  139. 

Electronic  Control  Systems  Div.  of  Stromberg-Carlson 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry,  N.  Y. 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St.. 
Brooklyn  27,  N,  Y.  ADV.  PG.  24. 

General  Electric  Co.,  Apparatus  Sales  Div.  1  River 
Rd.,  Schenectady  5,  N.  Y. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Gertsch  Products,  Inc.,  3211  S.  La  Cienega  Blvd.,  Los 
Angeles  16,  Calif. 

Gray  Instrument  Co.,  200  E.  Church  Lane,  Philadelphia 
44,  Pa. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y.  ADV  PG.  371. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  356. 

Minneapolis-Honeywell  Regulator  Co.,  Rubicon  Instru¬ 
ments,  Ridge  Ave.,  at  35th  St.,  Philadelphia  32,  Pa. 

Muirhead  &  Co.,  Ltd.,  Beckenham,  Kent,  England. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

Northeast  Electronics  Corp.,  P.  0.  Box  425,  Municipal 
Airport,  Concord,  N.  H. 

SHALLCROSS  MFG.  CO  ,  Selma,  N.  C.  ADV.  PG.  324. 

STICHT  CO.,  INC.,  HERMAN  H.,  27  Park  Place,  New 
York  7,  N.  Y.  ADV.  PG.  585. 

Sullivan  Ltd.,  H.  W.,  80  Shore  Rd.,  Port  Washington, 
N.  Y. 


Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit. 
N.  J. 

Tech  Laboratories,  Inc.,  Bergen  &  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J. 

United  Mineral  &  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Wayne  Kerr-E.  I.  L.,  P.  0.  Box  801,  Philadelphia,  5,  Pa. 


BRIDGES— fmpadanco 

Alpha  Instrument  Co.,  43  Hempstead  St.,  New  London, 

Conn. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

BOONTON  RADIO  CORP  ,  Boonton,  N.  J.  ADV  PG.  417. 
BRIGGS  ASSOCIATES,  INC.,  10  Dekalb  St.,  Norristown, 
Pa.  ADV.  PG.  578. 

Bristol  Co.,  The,  P  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Bruel  &  Kjaer,  Naerum,  Denmark. 

Cambridge  Instrument  Co.,  Inc.,  3633  Grand  Central 
Terminal,  New  York  17,  N  Y. 

CLEGG  LABORATORIES  DIV.  OF  CLEGG,  INC.,  Han¬ 
over  &  Ridgedale  Aves.,  Morristown,  N.  J.  ADV.  PG. 
505. 

Clough-Brengle  Co.,  6014  N.  Broadway,  Chicago,  III. 
DYTRONICS,  P  0.  Box  3676,  Columbus  14,  Ohio. 
ADV  PG  589 

ELECTRO-MEASUREMENTS,  INC.,  7524  S  W.  Macadam, 
Portland  1,  Ore.  ADV.  PG.  138,  139 
Electronic  Control  System  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave..  Los  Angeles  64,  Calif. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  Y  ADV.  PG  149-152. 

FREED  TRANSFORMER  CO.,  INC  ,  1736  Weirfield  St  , 
Brooklyn  27  N.  Y  ADV.  PG  24. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave ,  Cam¬ 
bridge  39,  Mass  ADV  PG  178  179 
HEATH  CO  ,  A  SUB  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich  ADV.  PG  513. 
HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  ADV  PG  29-44 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Industrial  Development  Labs.,  Inc.,  17  Pollock  Ave., 
Jersey  City  5,  N  J 

Industrial  Instruments,  Inc.,  89  Commerce  Rd.,  Cedar 
Grove,  N.  J 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E  11th  St., 
New  York  3,  N  Y  ADV  PG  371 
KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  356 
Leeds  &  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

MARCONI  INSTRUMENTS.  Ill  Cedar  Lane.  Englewood. 
N  J.  ADV  PG.  316. 

Metronix,  Inc.,  75  Wilson  Mills  Rd  ,  Chesterland,  Ohio 
Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden,  Mass. 
Muirhead  &  Co  .  Ltd.,  Beckenham.  Kent,  England 
NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd  , 
Mineola,  N.  Y.  ADV  PG  268. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass 

Northeast  Electronics  Corp.,  P  0  Box  425,  Municipal 
Airport,  Concord,  N  H 

Radex  Corp.,  2076  N.  Flston  Ave.,  Chicago  14,  III. 
Radiometer,  72  Fndrupvej,  Copenhagen  NV-l,  Denmark. 
RInco,  Inc.,  7962  S.  E.  Powell  Blvd.,  Portland  6,  Ore 
Rixon  Electronics,  Inc.,  Silver  Spring,  Md. 

Standard  Telephones  &  Cables,  Ltd .  Connaught  House, 
63  Aldwych,  London,  W  C.  2,  England 
Sullivan  Ltd.,  H.  W.,  80  Shore  Rd.,  Port  Washington, 
N  Y. 

Summit  Electronics,  Inc,  7  Industrial  Place,  Summit, 
N.  J, 

United  Mineral  &  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y, 

Wayne  Kerr-E.  I.  L.,  P  0.  Box  801,  Philadelphia  5, 
Pa 


BRIDGES- Inductanc* 

Alpha  Instrument  Co.,  43  Hempstead  St.,  New  London. 
Conn. 

Bristol  Co.,  The,  P  0.  Box  1790  EBG.  Waterbury  20. 
Conn. 

Bruel  &  Kjaer,  Naerum,  Denmark. 

Cambridge  Instrument  Co.,  Inc.,  3633  Grand  Central 
Terminal,  Mew  York  17,  N.  Y. 

Cinema-Television  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E.  26,  England. 

Clough-Brengle  Co.,  6014  N.  Broadway,  Chicago,  III. 
Crescent  Engineering  A  Research  Co.,  5440  N.  Peck  Rd., 
El  Monte,  Calif. 

DYTRONICS,  P  0.  Box  3676,  Columbus  14,  Ohio.  ADV. 
PG  589 

ELECTRO-MEASUREMENTS,  INC.,  7524  S  W.  Maca¬ 
dam,  Portland  1,  Ore.  ADV.  PG.  138,  139. 

Electronic  Control  Ssytems  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave  ,  Los  Angeles  64,  Calif. 
FREED  TRANSFORMER  CO..  INC.,  1736  Weirfield  St., 
Brooklyn  27  N  Y.  ADV.  PG.  24. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  ADV.  PG.  178,  179 
Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St  . 

New  York  3,  N.  Y  ADV.  PG  371. 

INDUSTRIAL  TRANSFORMER  CORP.,  Gouldsboro,  Pa 
ADV.  PG  434,  435. 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  OIV  ,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  ADV.  PG.  408. 

Leeds  &  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 
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INSTRUMENTS— ELECTRICAL  MEASURING 


ELECTRONIC  and  ALLIED 


MARCONI  INSTRUMENTS,  ill  Cedar  Lane,  Englewood, 
N.  J.  AOV.  PG.  116. 

Metronix,  Inc.,  7S  Wilton  Mills  Rd.,  Chesterland.  Ohio 
New  England  ScientiAc  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

Radiometer,  72  Emdrupvti,  Copenhagen  NV-1,  Denmark 
Rmco,  Inc.,  7962  S.  E.  Powell  Bled.,  Portland  6,  Ore. 
Sullivan  Ltd.,  H  W.,  80  Short  Rd.,  Port  Washington, 
N.  V. 

United  Mineral  A  Chemical  Carp  ,  16  Hudson  St.,  New 
York  13,  N  V 

Wayne  Kerr-E.  I  L.,  P  0  Box  801,  Philadelphia  S,  Pa. 


•RIDOE$-vM 

Bruno-New  York  Industries  Corp.,  460  W.  34th  St.,  New 
York  1,  N  Y 

GENERAL  RADIO  CO.,  27S  Massachusetts  Ave.,  Cam¬ 
bridge  39.  Mast  AOV  PG  178,  179 

INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  2SO 
Garibaldi  Ave,  Lodi,  N  J  ADV  PG.  408. 

MARCONI  INSTRUMENTS.  Ill  Cedar  Lane.  Englewood, 
N  J ,  ADV.  PC  316. 

Wayne  Kerr-E.  1  L.,  P  0  Bsx  801,  Philadelphia  5,  Pa. 


CALIBRATORS- Swoop 

ElKtionic  Tube  Corp.,  1200  E.  Mermaid  Ave,  Phila¬ 
delphia  18,  Pa 

Hickok  Electrical  Instrument  Co.,  10S14  Dupont  Ave, 
Cleveland  8,  Ohm 

Jackson  Electrical  lnstrumc.it  Co  ,  16  S.  Patterson  Blvd  , 
Dayton  2,  Ohm 

Tektronix,  liK  ,  P  0  Box  831  Portland  7,  Ore 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  OlV ,  186 
Granite  St.,  Manchester,  N.  H  AOV.  PG.  276,  277 

WALDORF  INSTRUMENT  CO.,  OlV.  OF  F.  C.  HUYCK 
A  SONS,  Wolf  Hill  Rd  ,  Huntington  Station,  N  Y. 
AOV  PG  394C 


CAllBRATORS-whf 

Colortone  Electronics,  Inc.,  200  Frank  Rd ,  Hicksville, 
N.  Y 

CONTROL  ELECTRONICS  CO.,  INC.,  1926  New  York 
Ave.,  Huntington  Station,  N  Y.  ADV.  PG  473,  S50 
Elk  Electronic  Labs,  Inc  ,  333  W  52nd  St.,  New  York 
19.  N  Y 


COMPARATORS— Avfpmotic  Rotieiance 

Barnes  Ocvelopnient  Co.,  213  W  Baltimore  Pike,  Lans- 
downe.  Pa 

Cineina-Television,  Ltd ,  VVorsley  Bridge  Rd ,  London, 
S.E  26,  England. 

Clippard  Instrument  Laboratory,  Inc..  7350-90  Colerain 
Rd  .  Cinciiuiati  24,  Ohm. 

DVTRONICS,  P  U  Box  3676.  Columbus  14,  Ohio  AOV. 
PG  589 

Electronic  Control  Systems  Dm.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif 

Foxboro  Co  ,  The,  Foxboro,  Mass. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave ,  Cam¬ 
bridge  39,  Mass  AOV  PG  178,  179 

Holt  Instrument  Labs.,  Oconto,  Wis. 

Hunter-Bristol  Corp  ,  Bristol.  Pa 

INDUSTRIAL  TEST  EQUIPMENT  CO..  55  F  11th  St., 
New  York  1,  N  Y.  AOV.  PG  371 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  OlV., 
1378  Main  Ave  Clifton,  N  J  ADV  PG.  356 

NON-LINEAR  SYSTEMS,  INC.,  Del  Mar  Airport,  Del 
Mar,  Calif.  ADV  PG  442. 

Optimiied  Devices,  Inc.,  P  0  Box  38.  Gedney  Station, 
White  Plains,  N.  Y. 

Slaughter  Company,  Pioua  9,  Ohm 

Strempel  Instrum^  Corp.,  R  0.  1,  Lake  George,  N  Y 

WALDORF  INSTRUMENT  CO.,  OIV.  OF  F.  C.  HUYCK 
A  SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N  Y 
AOV  PG  394C 


COMPARATORS-CirevIt  UisMrrfy 
COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave, 
Hempstead,  N.  Y.  AOV.  PG  573. 

Slaughter  Company,  Pioua  9,  Ohio. 


COMPARATORS-Volfaga 

American  Research  A  Mfg  Corp.,  920  Halpine  Ave , 
Rockville,  Md 

Andromeda,  Inc.,  3742  Howard  Ave.,  Kensington,  Md 
Consolidated  Avion.es  Corp.,  800  Shames  Drive,  West- 
bury,  N.  V. 

Oonner  Scientific  Co.  888  Galmdo  St.,  Concord,  Calif. 
Dwyer  Engineering  Co.,  Inc.,  P  0  Box  452,  Nashua, 

DYNAMIC  INSTRUMENT  CORP.,  59  New  York  Ave., 
Westbury,  N.  Y  AOV.  PG.  540 
ElKtronic  Control  Systems  O.v.  of  Stromberg-Carlson. 

2231  S.  Barrington  Ave  .  Los  Angeles  64,  Calif 
Holt  Instrument  L,ibt.,  Oconto  Wit. 

Matron, X,  Inc.,  75  Wilson  Mills  Rd.,  Chesterland,  Ohio 
KEPCO  LABS.,  INC.,  131-38  Sanford  Ave..  Flushing  55. 
N  Y.  ADV.  PG  289  290 

NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave, 
Philadelphia  45  Pa  AOV  PG  528 
NON-LINEAR  SYSTEMS,  INC.,  Del  Mar  Airport,  Del  Mar, 
Calif.  ADV  PG.  442. 

Optimized  Devices  In*; ,  P  0  Bax  38.  Gedney  Station, 
Wh  te  Plains,  N  Y 


PRODUCTS 


OWEN  LABORATORIES,  INC.,  55  Beacon  Place,  Pasa¬ 
dena,  Calif.  AOV.  PG.  498. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit  20, 

Mich. 

Rese  Engineering  Corp.,  731  Arch  St.,  Philadelphia  6,  Pa 
Rheem  Electronics  Oivismn,  7777  Industry  Ave.,  Rivera, 
Calif 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityville, 
N.  Y  AOV  PG  323 

TRANSFORMERS,  INC.,  200  Stage  Rd.,  Vestal,  N  Y. 
ADV  PG  391-393 


OAlVANOMGriRS 

Allied  Products  Div.,  Hamilton  Watch  Co.,  Lancaster,  Pa 
ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd , 
Chesterland  6,  Ohio.  AOV.  PG.  340 
Bemdt-Bach,  Inc.,  6924  Romaine  St.,  Hollywood  38, 
Calif. 

Biddle  Co.,  James  G.,  1316  Arch  St.,  Philadelphia  7, 
Pa. 

Bristol  Co ,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Coon. 

Cambridge  Instrument  Co.,  Inc.,  3633  Grand  Central 
Terminal,  New  York  17,  N.  Y. 

Century  Electronics  A  Instruments  Inc.,  P.  0  Box  6216, 
Pine  Station,  Tulsa  10,  Okla 
Coleman  Instruments,  Inc.,  318  Madison  St.,  Maywood, 
III. 

Consolidated  Electrodynamics  Corp  ,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Epic,  Inc  ,  154  Nassau  St.,  New  York  38,  N  Y. 

G-M  LABORATORIES,  INC.,  4336  N.  Knox  Ave  ,  Chicago 
41,  III.  AOV.  PG.  571. 

Hathaway  Instrument  Div.,  Hamilton  Watch  Co.,  5800 
E  Jewell  Ave.,  Denver  22,  Colo. 

Heiland  Oiv.  of  Mmneapolis-Honeywell  Regulator  Co., 
5200  E.  Evans  Ave.,  Denver  22,  Colo. 

Howell  Instrument  Co.,  3101  Trimly  St.,  Fort  Worth 

7.  Texas 

INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave  Lodi,  N  J.  AOV  PG  408. 

J-B-T  INSTRUMENTS,  INC.,  431  Chapel  St.,  New  Haven 

8,  Conn  ADV  PG.  256. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego  12, 
Calif.  AOV.  PG  51-57. 

Leeds  A  Northrup  Co..  4970  Stenton  Ave.,  Philadelphia 

44,  Pa. 

MASSA  LABORATORIES,  INC.,  5  fottler  Rd  ,  Hmgham, 
Mass.  AOV.  PG.  514 

Meters.  Inc.,  5353  N  Keystone  Ave.,  Indianapolis  20, 
Ind 

MIDWESTERN  INSTRUMENTS,  41st  A  Sherman  Rd., 
Tulsa,  Okla.  AOV.  PG.  9 

Minneapolis-Honeywell  Regulator  Co.,  Rubicon  Instru¬ 
ments.  Ridge  Ave.  at  35th  St.,  Philadelphia  32,  Pa. 
New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

Offner  Electronics  Inc.,  5320  N.  Kedzie  Ave.,  Chicago 
26,  III. 

Radiometer,  72  EmdrupveJ,  Copenhagen  NV-1,  Denmark 
SANBORN  CO.,  175  Wynan  St.,  Waltham  54,  Mass 
ADV  PG  357 

SHALLCROSS  MFG  CO.,  Selma,  N  C.  AOV.  PG  324. 
Sullivan  Ltd.,  H  W.,  80  Shore  Rd.,  Port  Washington, 
N.  Y 

Thwing-Albert  Instrument  Co..  5351  Pulaski  Ave.,  Phila¬ 
delphia  44,  Pa. 

Welch  Scientific  Co.,  W.  M  ,  1515  Sedgwick  St.,  Chi¬ 
cago  10,  III. 

Weston  Instruments  Oiv.  of  Daystrom,  Inc  ,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N  J 


INSTRUMCNTS-PomI 

Aero  Instniment  Co.,  11123  Vanowen  St.,  North  Holly¬ 
wood,  Calif. 

Aircraft  Instruments  Co.,  304  King  of  Prussia  Rd., 
Radnor,  Pa. 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Cali'. 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd.. 
Chesterland  6,  Ohio.  AOV  PG  340. 

Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia.  Pa 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 

Barber-Colman  Co..  Dept.  766,  Rockford,  III. 

Bendix  Aviation  Corp.,  Montrose  Oiv.,  South  Montrose,  Pa 

Bendix  Radio  Oiv.,  Bendix  Aviation  Corp.,  Baltimore  4, 
Md. 

Bristol  Co.,  Thz,  P  0.  Box  1790  EBG,  Waterbury  20, 
Conn 

OEJUR-AMSCO  CORP.,  Northern  Blvd.  at  45th  St  .  Long 
Island  City  1,  N  Y  AOV  PG.  223-225 

Electric  0e<  A  Mfg.  Co.,  Burlington,  Iowa. 

Electro-Sna  Switch  Mfg.  Co.,  4218  W.  Lake  St ,  Chi- 
rago  24,  III. 

Elm  Labor itories,  18  S  Broadway,  Dobbs  Ferry,  N.  Y 

Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

Fischer  A  Porter  Co.,  476  Warminster  Rd.,  Hatboro,  Pa 

Foxboro  Co  ,  The  Foxboro,  Mass 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  OIV., 
1  River  Rd  ,  Schenectady  5,  N  V  AOV.  PG  1,  2 
3,  6 

Gilmore  Industries,  Inc.,  5713  Euclid  Ave.,  Cleveland  3, 
Ohio 

Hickok  Electrical  Instrument  Co..  10514  Ouoont  Ave,, 
Cleveland  8.  Ohio 

HOYT  ELECTRICAL  INSTRUMENT  WORKS,  INC.,  42 
Carleton  St  .  Ca  nbr  dge  42,  Mass  AOV  PG.  400 


J-B-T  INSTRUMENTS,  INC.,  431  Chapel  St ,  New  Haven 
8,  Conn.  AOV.  PG.  256. 

Kelvin  A  Hughes  Ltd.,  New  North  Rd.,  Barkmgside, 
Essex,  England. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 
Leeds  A  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 

44,  Pa. 

Manning,  Maxwell  A  Moore,  Inc.,  Industrial  Products 
Div,  250  E.  Main  St.,  Stratford,  Conn 
Marion  Electrical  Instrument  Co.,  Grenier  Field,  Man¬ 
chester,  N.  H. 

Meters,  Inc.,  5353  N.  Keystone  Ave.,  Ind.anapolis  20, 
Ind 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Oiv  , 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 

44,  Pa 

New  England  Scientific  Instruments  Co.,  238  Mam  St  , 
Cambridge  42,  Mass. 

Pace  Electrical  Instruments  Co.,  Inc.,  70-31  84th  St , 
Glendale  27,  N.  V. 

Phaostron  Instrument  A  Electric  Co.,  151  Pasadena  Ave  , 
South  Pasadena,  Calif 

PHYSICS  RESEARCH  LABS.,  INC.,  P  0  Box  555, 
Hempstead,  N  Y  AOV.  PG  520. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale  Detroit  20, 
Mich 

RAWSON  ELECTRICAL  INSTRUMENT  CO.,  Ill  Potte- 
St.,  Cambridge  42,  Mass.  AOV  PG.  457 
Roller-Smith  Corp.,  1825  Market  St.,  Bethlehem,  Pa. 
Sangamo  Electric  Co  ,  1201  N  11th  St  ,  Springfield,  111 
SENSITIVE  RESEARCH  INSTRUMENT  CORP.,  310  Mam 
St  ,  New  Rochelle,  N  Y.  ADV  PG  467 
SHURITE  METERS,  INC.,  35-B  Hamiltoi  St.,  New  Haven 
8,  Conn.  AOV.  PG  446 

Simpson  Electric  Co.,  Oiv.  of  American  Gage  A  Machine 
Co.,  5218  W.  Kmzie  St.,  Chicago  44,  111 
Sterling  Mfg.  Co.,  7201  Wentworth,  Cleveland  2,  Ohio 
Summers  Gyroscope  Co.,  2328  Broadway,  Santa  Monica 
Calif 

Tensor  Electric  Development  Co.,  Centroid  Oiv,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13,  111. 
Topp  Industries,  Inc.,  5255  W  102nd  St.,  Los  Angeles 

45,  Calif. 

Trimount  Instrument  Co.,  3119  W  Lake  St  ,  Chicago 
12,  III. 

Tnplett  Electrical  Instrument  Co  ,  Harmon  Rd.,  BluRton, 
Ohio 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  OIV.,  186 
Granite  St.,  Manchester,  N.  H.  ADV  PG  276,  277. 
Vibro  Ceramics  Div  o<  Gulton  Industries,  Inc  .  Metuchen, 
N.  J. 

WacLme,  Inc.,  35  S.  St.  Claur  St.,  Dayton  2.  Ohio 
Waveforms.  Inc  ,  333  Sixth  Ave..  New  York  14,  N  Y. 
Westinghouse  Electric  Corp.,  P  0  Box  868,  Pittsburgh 
30,  Pa 

Weston  Instruments  Div  of  Daystrom,  Inc  ,  614  Fre- 
linghiiysen  Ave,  Newark  12,  N  J 


INSTRUMENTS-UlfraapnK 

ACOUSTICA  ASSOCIATES,  INC  .  26  Windsor  Ave , 

Mineola,  N.  Y.  AOV  PG.  531 

Alcar  Instruments,  Inc.,  17  Industnal  Ave.,  Little  Ferry, 
N.  J 

Bendix  Aviation  Corp.,  Pacific  Oiv.  11600  Sherman  Way, 
North  Hollywood,  Calif 

Bliidworth  Marine  Div,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y 

Branson  Instruments,  Inc.,  1  Brown  House  Rd.,  Stamford. 
Conn. 

Burton  Mfg.  Co.,  2520  Colorado  Ave,  Santa  Monica, 
Calif. 

Dice  Co.,  J.  W..  Englewood,  N.  J. 

Electro  Craft  Industries,  Inc.,  68  Jackson  St.,  Stamford. 
Conn 

Fairchild  Camera  A  Instrument  Corp.,  Defense  Products 
Div.,  Robbins  Lane.  Syosset,  N.  Y 

Kelvin  A  Hughes  Ltd.,  New  North  Rd.,  Barkingside 
Essex.  England. 

McKenna  Laboratories,  2503  Main  St.,  Santa  Monica  6, 
Calif. 

MKk  Electronics  A  Div  of  Mack  Trucks,  Inc.,  Plainfleld, 
N.  J. 

MASSA  LABORATORIES,  INC.,  5  Fattier  Rd.,  Hingham. 
Mass.  AOV.  PG.  514. 

Mullard  Equipment  Ltd.,  Mullard  House,  Torrington  Place, 
London.  W.  C.  1.  England 

NARDA  ULTRASONICS  CORP.,  118-160  Herricks  Rd , 
Dept.  EB-1,  Mineola,  N.  Y.  AOV.  PG.  116. 

Spencer-Kennedy  Labs.,  Inc.,  1318  Soldiers  Field  Rd., 
Boston  35,  Mass 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Sunshine  Scientific  Instrument,  1810  Grant  Ave  ,  Phila¬ 
delphia '15.  Pa. 

Tensor  Electric  Development  Co.,  Centro  d  Oiv.,  1873 
Eastern  Parkway,  Brooklyn  33,  N  Y. 

Tesla  Electric  Co.,  2871  N  Lincoln  Ave,  Ch-cago  13, 
III. 


MEOOHMMETERS 

ASSOCIATED  RESEARCH,  INC.,  3788  W  Belmont  Ave  . 

Chicago  18,  III.  AOV.  PG.  477 
Biddle  Co.,  James  G.,  1316  Arch  St.,  Philadelphia  7.  Pa. 
Bristol  Co,  The.  P.  0  Box  1790  EBG  Waterb-ry  20 
Conn 

ELECTRO-MEASUREMENTS,  INC.,  7524  S  W.  Micadi  n, 
Portland  I,  Ore  AOV  PG  138  139 
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Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St.. 
Brooklyn  27,  N.  Y.  ADV.  PG.  24. 

GENERAL  HERMETIC  SEALING  CORP.,  99  E.  Hawthorne 
Valley  Stream,  N.  Y.  ADV.  PG.  546. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam- 
Brid^  39,  Mass.  ADV.  PG.  178,  179. 

Iidustrial  Instruments,  Inc.,  89  Commerce  Rd.,  Cedar 
Grove,  N.  J. 

Leeds  &  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

PHYSICS  RESEARCH  LABS.,  INC.,  P.  0.  Box  555, 
Hempstead,  N.  Y.  ADV.  PG.  520. 

PRECISE  MEASUREMENTS  CO..  R.  0.  #1,  Millbrooks 
Rd.,  Flemington,  N.  J.  ADV.  PG.  503. 

RIBET  &  DESJARDINS,  13-17  Rue  Perier,  Montrouge 
(Seine)  France.  ADV.  PG.  215-218. 

Slaughter  Company  Piqua  9,  Ohio. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas. 
ADV.  PG.  347. 

STICHT  CO.,  INC.,  HERMAN  H.,  27  Park  Place,  New 
York  7,  N.  Y.  ADV.  PG.  585. 

Sullivan  Ltd.,  H.  W.,  80  Shore  Rd.,  Port  Washington, 
N.  Y. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  BlufTton, 
Ohio. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  ADV.  PG.  276,  277. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  ADV.  PG.  346. 


METERS— Efecironic  Capacitance 

Aeronautical  &  Instrument  Div.  of  Robertshaw-Fulton  Con¬ 
trols  Co.,  Santa  Ana  Freeway  at  Euclid  Ave.,  Anaheim, 
Calif. 

Avo  Ltd.,  Avocet  House,  92, 96,  Vauxhall  Bridge  Rd., 
London  S.  W.  1,  England. 

BALLANTINE  LABORATORIES,  INC.,  Boonton,  N.  J. 
ADV.  PG.  163. 

Bristol  Co.,  The,  P.  0.  Box  1790  E3G,  Waterbury  20, 
Conn. 

Erdco  Engineering  Corp.,  Addison,  III. 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  ADV.  PG.  408. 

Liquidometer  Corp.,  The,  Skillman  Ave.  at  36th  St., 
Long  Island  City  1,  N.  Y. 

MacLe^  &  Hanopol  Inc.,  10  Roland  St.,  Charlestown  29, 
Mass. 

Metronix  Inc.,  75  Wilson  Mills  Rd.,  Chesterland,  Ohio. 

TELERAD  MFC.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 


METERS— Fiefii  Slnngth 

rmec.  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 

,lco  Electronics  Mfg.  Co.,  3  Wolcott  Ave.,  Lawrence, 
Mass. 

3EEDE  ELECTRICAL  INSTRUMENT  CO.,  INC.,  Penacook, 
N,  H.  ADV.  PG.  569. 

Blonder-Tongue  Laboratories,  Inc.,  9-25  Ailing  St., 
Newark  2,  N.  J. 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England. 

Elk  Electronic  Labs.,  Inc.,  333  W.  52nd  St.,  New  York 
19,  N.  Y. 

EMPIRE  DEVICES  PRODUCTS  CORP.,  Amsterdam,  N.  Y. 
ADV.  PG.  412. 

Ferris  Instrument  Co.,  110  Cornelia  St.,  Boonton,  N.  J. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Harvey-Wells  Electronics,  Inc.,  North  St.,  Southbridge, 
Mass. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave  ,  Lodi,  N.  J.  ADV.  PG.  408. 

JERROLD  ELECTRONICS  CORP.,  15th  &  Lehigh,  Phil¬ 
adelphia  32,  Pa.  ADV.  PG.  342. 

JowiI  Electronics,  Inc.,  Belfield  &  Wister,  Philadelphia 
44,  Pa. 

Kahn  &  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 

Nems-Clarke  Co.,  A  Div.  of  Vitro  Corp.  of  America, 
Silver  Spring,  Md. 

POLARAD  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N.  Y.  ADV.  PG.  307,  308. 

Simpson  Electric  Co.,  Div.  American  Gage  &  Machine  Co., 
5218  W.  Kituie  St.,  Chicago  44,  III. 

STOODART  AIRCRAFT  RADIO  CO.,  6444  Santa  Monica 
Blvd.,  Hollywood  38,  Calif.  ADV.  PG.  478. 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J. 

Winston'  Electronics,  Inc.,  4312  Main  St.,  Philadelphia 
27,  Pa. 


MITERS— f-m  Ooviafioa 
also  Monitors 

Browning  Laboratories,  Inc.,  Main  St.,  Winchester,  Mass. 
Budelman  Radio  Corp.,  376  Fairfield  Ave.,  Stamford, 
Conn. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 


Gertsch  Products,  Inc.,  3211  S.  La  Cienega  Blvd., 
Los  Angeles  16,  Calif. 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  ADV.  PG.  408. 
UMPKIN  LABORATORIES,  INC.,  Bradenton  1,  Fla. 
ADV.  PG.  471 

MARCONI  INSTRUMENTS,  111  Cedar  Lane,  Englewood, 
N.  J.  ADV.  06.  316. 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J. 


METERS— Froquancy 

ACROMAG  INC.,  Dept.  EGB,  22519  Telegraph  Rd., 
Detroit  41,  Mich.  ADV.  PG.  583. 

'Adler  Electronics,  Inc.,  1  Le  Fevre  Lane,  New  Rochelle, 

N.  Y. 

Aero  Instrument  Co.,  11423  Vanowen  St.,  North  Holly¬ 
wood,  Calif. 

Aircom  Inc.,  354  Main  St.,  Winthrop  52,  Mass. 

Airmec,  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 
AIRPAX  PRODUCTS  CO.,  Middle  River,  Baltimore  20, 
Md.  ADV.  PG.  229-232. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
ADV.  PG.  516. 

AMERAC  INC.,  Dunham  Rd.,  Beverly,  Mass.  ADV.  PG. 
76,  77. 

AMERICAN  MACHINE  &  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria, 
Va.  ADV.  PG.  380. 

BARKER  &  WILLIAMSON,  Canal  A  Beaver  St.,  Bristol, 
Pa.  ADV.  PG.  103. 

Bassett,  Inc.,  Rex,  1314  N.  E.  17th  Court,  P.  0.  Box 
7127,  Fort  Lauderdale,  Fla. 

Beckman/ Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif. 

Biddle  Co.,  James  G.,  1316  Arch  St.,  Philadelphia  7 
Pa. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England. 
Budelman  Radio  Corp.,  376  Fairfield  Ave.,  Stamford, 
Conn. 

Cinema-Television  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E.  26,  England. 

Cclortone  Electronics,  Inc.,  200  Frank  Rd.,  Hicksville, 
N.  Y. 

Columbus  Electronics  Corp.,  1010  Saw  Mill  River  Rd., 
Yonkers,  N.  Y. 

Computer-Measurements  Corp.,  5528  Vineland  Ave., 
North  Hollywood,  Calif. 

Consolidated  Avionics  Corp.,  800  Shames  Drive,  West- 

bury,  N.  Y. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG.  401. 
DEMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98,  99. 

Devtron  Engineering,  1  Winslow  St.,  Redwood  City, 
Calif. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG.  204-207. 

Dubrow  Development  Co.,  2356  Penn  St.,  Burlington, 
N.  J. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

Dynac,  Inc.,  395  Page  Mill  Rd.,  Palo  Alto,  Calif. 
Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

Engineering  Associates,  434  Patterson  Rd.,  Dayton  9, 
Ohio. 

Esterline-Angus  Co.,  Inc.,  P.  0.  Box  596,  Indianapolis  6, 
Ind 

FREQUENCY  STANDARDS  CJRP.,  Box  504,  Asbury  Park, 
N.  J.  ADV.  PG.  285. 

General  Communication  Co.,  681  Boston  15,  Mass. 
GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV., 

1  River  Rd.,  Schenectady  5,  N.  Y.  ADV.  PG.  1,  2, 
3,  6. 

GENERAL  RF  FITTINGS,  INC.,  702  Beacon  St.,  Boston 
15,  Mass.  ADV.  PG.  517. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Gertsch  Products,  Inc.,  3211  S.  La  Cienega  Blvd., 
Los  Angeles  16,  Calif. 

Gyrex  Corp.,  3003  Pennsylvania  St.,  Santa  Monica,  Calif. 
Helipot  Corp.,  Newport  Beach,  Calif. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  ADV.  PG.  29-44. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Hupp  Instrumation  Div.,  Erie-Pacific,  12932  S.  Weber 
Way,  Hawthorne,  Calif. 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  ADV.  PG.  08. 

J-B-T  INSTRUMENTS,  INC.,  431  Chapel  St.,  New  Haven 
8,  Conn.  ADV.  PG.  256. 

Jones-Porter  Instrument  Co.,  Inc.,  Box  666,  Riverdale, 
N.  J. 

JowiI  Electronics,  Inc.,  Befield  &  Wister,  Philadelphia 
44,  Pa 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.  J. 
ADV.  PG.  345. 

Kellogg  Switchboard  &  Supply  Co.,  6650  S.  Cicero  St., 
Chicago  2,  III. 

LABORATORY  FOR  ELECTRONICS,  INC.,  75  Pitts  St., 
Boston  14,  Mass.  ADV.  PG  508. 

LAMPKIN  LABORATORIES,  INC.,  Bradenton  1,  Fla. 
ADV.  PG.  471. 

LAVOIE  LABORATORIES,  INC.,  Morganville,  N.  J.  ADV. 
PG.  413 

MARCONI  INSTRUMENTS,  111  Cedar  Lane,  Englewood, 
N.  J.  ADV.  PG  316. 


Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  ADV.  PG.  268. 

National  Coil  Co.,  P.  0.  Box  1237,  Sheridan,  Wyo. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

New  London  Instrument  Co.,  P.  0.  Box  189,  New  London, 
Conn. 

Northam  Electronics,  Inc.,  2420  N.  Lake  Ave.,  Altadena, 
Calif. 

NORTHEASTERN  ENGINEERING  INC.,  Manchester,  N.  H 
ADV.  PG.  222 

NORTHERN  RADIO  CO.,  INC.,  143-145  W.  22nd  St  , 
New  York  11,  N.  Y.  ADV.  PG.  304-306. 

Polytechnic  Research  &  Development  Co.,  Inc.,  202  Tillary 
St.,  Brooklyn  1,  N.  Y. 

Potter  Aeronautical  Corp.,  Route  #22,  Union,  N.  J. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks, 
England. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit 
20,  Mich. 

Ransom  Research,  Box  269,  San  Pedro,  Calif. 

Riverbank  Laboratories,  Dept,  of  Engineering,  P.  0.  Box 
65,  Geneva,  III. 

Roller  Smith  Corp.,  1825  W.  Market  St.,  Bethlehem, 
Pa. 

SENSITIVE  RESEARCH  INSTRUMEN1  CORP.,  310  Main 
St.,  New  Rochelle,  N  Y  ADV.  PG  467. 

STICHT  CO.,  INC.,  HERMAN  H.,  27  Park  Place,  New 
York  7,  N.  Y.  ADV.  PG  585. 

Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  15,  Pa. 

SYSTRON  CORP.,  2055  Concord  Blvd.,  Concord,  Calif. 
ADV  PG.  368. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 

Teletronics  Laboratory,  Inc.,  Kinkel  St.,  Westbury,  N.  Y. 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J. 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas. 
ADV.  PG.  454. 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
England. 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Wang  Laboratories,  Inc.,  37  Hurley  St.,  Cambridge  41, 
Mass. 

Waugh  Engineering  Co.,  7842  Burnet  Ave.,  Van  Nuys, 
Calif. 

Wells  Co.,  Inc.,  Gary,  361  Rockaway  Ave.,  Valley  Stream, 
N.  Y. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 


METERS— I  mpoelanca 

DEMORNAY-BONARDI,  780  S  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98,  99. 

Epic,  Inc.,  154  Nassau  St.,  New  York  38,  N.  Y. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  ADV.  PG.  149-152. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  ADV  PG.  178,  179. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8.  Ohio. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.  J.  ADV  PG.  356. 

Leeds  &  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa 

MARCONI  INSTRUMENTS,  111  Cedar  Lane,  Englewood, 
N  J.  ADV.  PG  316. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

Muirhead  &  Co ,  Ltd.,  Beckenham  Kent,  England. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N  Y  ADV.  PG  268. 

Polytechnic  Research  &  Development  Co.,  Inc.,  202 
Tillary  St.,  Brooklyn  1,  N.  Y 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  ADV.  PG.  165. 


METERS— Meefuforion 

See  also  Monifors- Modwlation 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  Eng¬ 
land. 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N  Y.  ADV.  PG.  555. 

BEEDE  ELECTRICAL  INSTRUMENT  CO.,  INC.,  Penacook, 
N.  H.  ADV.  PG.  569. 

CLEGG  LABORATORIES  DIV.  OF  CLEGG,  INC.,  Han¬ 
over  &  Ridgedale  Aves.,  Morristown,  N.  J.  ADV.  PG. 
505. 

EMPIRE  DEVICES  PRODUCTS  CORP.,  Amsterdam,  N.  Y. 
ADV.  PG  412 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

UMPKIN  LABORATORIES,  INC.,  Bradenton  1,  Fla. 
ADV.  PG.  471. 

New  London  Instrument  Co.,  P.  0.  Box  189,  New 
London,  Conn. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
ville,  N.  Y.  ADV.  PG.  323. 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J. 

METERS-NwII 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37.  N  Y.  ADV.  PG.  555. 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd., 
Chesterl.md  6,  Ohio.  ADV.  PG.  340. 
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INSTRUMENTS— ELECTRICAL  MEASURING 


ELECTRONIC  and  ALLIED  PRODUCTS 


BALLANTINC  UBORATORIES,  INC.,  Boontan,  N.  J. 
AOV.  PG.  163 

BARKER  &  WILLIAMSON,  Oul  &  Beaver  Sti.,  Briitol, 

Pa.  ADV.  PG  103. 

BEEDE  ELECTRICAL  INSTRUMENT  CO.,  INC.,  Penacook, 

N.  H  ADV.  PG.  366 

Bellevllle-Hexem  Corp.,  638  University  Ave.,  Los  Gatos, 
Calif. 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morris  Plaint,  N.  J.  ADV.  PG.  368. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N  V  ADV.  PG.  573. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631  Cen¬ 
tral  Ave.,  Carlstadt,  N.  J  AOV.  PG.  394A. 

Oemolab  Corp.,  1S30  N.  Highland  Ave.,  Hollywood, 
Calif. 

DYNAMIC  INSTRUMENT  CORP.,  39  New  York  Ave., 
Westburv,  N  Y.  ADV.  PG.  340. 

ELECTRO-MEASUREMENTS,  INC.,  7324  S.  W  Macadam. 
Portland  1,  Ore,  AOV.  PG  138,  139. 

FLUKE  MFC.  CO.,  INC.,  JOHN,  1111  W  Nickerson 
St  ,  Seattle  99,  Wash.  AOV  PG.  501. 

GENERAL  RADIO  CO.,  273  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Matt.  AOV.  PG.  178,  179 

Gertsch  Products,  Inc.,  3211  S.  La  Cienega  Blvd.,  Los 
Angeles  16,  Calif 

INDUSTRIAL  CONTROL  CO.,  803  Albin  Ave.,  Linden¬ 
hurst,  N  Y  ADV  PG.  490 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N  Y  AOV.  PG.  371. 

J-B-T  INSTRUMENTS,  INC.,  4  31  Chapel  St.,  New 
Haven  8.  Conn  ADV.  PG.  236 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N  J  AOV.  PG  336 

KIN  TEL,  Box  623,  3723  Kearny  Villa  Rd.,  San  Olego 
12,  Calif  AOV.  PG.  51-57 

Leeds  &  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa 

Marlon  Electrical  Instrument  Co.,  Grenier  Field.  Man¬ 
chester,  N.  H 

Meters.  Inc.,  3333  N  Keystone  Ave.,  Indianapolis  20. 
Ind 

MILLIVAC  INSTRUMENTS  DIV  OF  COHU  ELEaRONICS, 
INC.,  2315  Second  Ave.,  Carmen,  Schenectady,  N  Y 
ADV.  PG  497 

NORTH  ATUNTIC  INDUSTRIES,  INC.,  603  Main  St., 
Westbury,  N  V  ADV.  PG.  585. 

Optlmiied  Devices,  Inc.,  P  0  Box  38,  Gedney  Station, 
White  Plains,  N  Y 

OWEN  LABORATORIES,  INC.,  53  Beacon  Place,  Pasa¬ 
dena,  Calif  AOV.  PG.  498. 

Phaostron  Instrument  A  Electronic  Co ,  131  Pasadena 
Ave  .  Sosjth  Pasadena,  Calif 

RAYTHEON  MFC  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  34,  Mast  ADV.  PG  428.  429 

Scott,  Inc.,  Hermon  Hosmer,  111  Powder  Mill  Rd.,  May¬ 
nard.  Mats 

TRIO  LABORATORIES,  INC.,  4023  Merrick  Rd  ,  Seaford, 
N  Y  AOV  PG.  519 

WacLIne,  Inc.,  33  S  St  Clair  St  ,  Dayton  2,  Ohio 

WATERS  MANUFACTURING,  INC.,  Boston  Post  Rd , 
Wayland,  Mast  ADV  PG  473. 

Weston  Instruments  Oiv  of  Daystrom,  Inc.,  614  Fre- 
llnghuysen  Ave.,  Newark  12,  N.  J. 


METERS- 0«ep«« 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N  Y  ADV  PG.  553. 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilton  Mills  Rd , 
Chesterland  6,  Ohio  ADV.  PG.  340. 

Avo  Ltd.,  Avocet  House,  92 '96,  Vauihall  Bridge  Rd., 
London  S.W.l,  Fngland. 

BARKER  A  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa  ADV  PG  103 

BEEDE  ELECTRICAL  INSTRUMENT  CO.,  INC.,  Penacoek, 
N  H  AOV  PG  369. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn 

DE  JUR-AMSCO  CORP.,  Northern  Blvd  at  45th  St  , 
Long  Island  City  1,  N  Y  ADV  PG.  223-225 

Electro  Impulse  Labs  ,  208  River  St.,  Red  Bank,  N.  J 

GENERAL  RADIO  CO.,  373  Massachusetts  Ave.,  Cam- 
bridge  39,  Mass  ADV.  PG.  178,  179 

Hickok  Electrical  Instrument  Co.,  10314  Dupont  Ave., 
Cleveland  8,  Ohio. 

Instrument  Laboratories,  313  W.  Walton  Place,  Chicago 
10,  III. 

Marlon  Electrical  Instrument  Co.,  Grenier  Field,  Man¬ 
chester  N.  H. 

Meters,  Inc.,  3333  N.  Keystone  Ave.,  Indianapolis  20, 
Ind 

MILLIVAC  INSTRUMENTS  OIV.  OF  COHU  ELEaRONICS, 
INC.,  2315  Second  Ave.,  Carmen,  Scheneaady,  N  Y 
AOV.  PG.  497 

Pace  Electrical  Instrumerrts  Co.,  Inc.,  70-31  84th  St., 
Glendale  27,  N.  Y. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Frrndale,  Detroit  20, 
Mich. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd., 

Bluffton,  Ohio. 

VAN  NORMAN  INDUSTRIES,  ELEaRONICS  OIV.,  186 
Granite  St.,  Manchester,  N.  H.  AOV.  PG.  276,  277. 

WacLIne,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Weston  Instruments  Div  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 


METERS-PoimI 

Alco  Electronics  Mfg  Co.,  3  Wolcott  Ave.,  Lawrence, 
Matt. 


American  Metrix  Corp.,  40  Haddon  Ave.,  Camden  2, 
N.  J. 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N  Y  AOV.  PG.  555. 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilton  Mills  Rd., 
Chesterland  6,  Ohio.  AOV.  PG.  340. 

Bailey  Meter  Co.,  1030  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 
BEEDE  ELEaRICAL  INSTRUMENT  CO.,  INC.,  Penacook, 
N.  H.  AOV.  PG.  569. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

OE  JUR-AMSCO  CORP.,  Northern  Blvd  at  45th  St., 
Long  Island  City  1,  N.  Y.  ADV.  PG.  223-225. 

Electric  Design  A  Mfg.  Corp.,  Burlington,  Iowa. 

Everthed  A  Vignoles  Ltd.,  Chiswick,  London  W.  4,  Eng¬ 
land 

Fischer  A  Porter  Co  ,  476  Warminster  Rd.,  Hatboro,  Pa. 
GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  OIV., 

1  River  Rd.,  Schenectady  3,  N.  Y.  ADV.  PG.  1,  2, 
3,  6 

Helipot  Corp.,  Newport  Beach,  Calif. 

Hickok  Electrical  Instrument  Co.,  10314  Dupont  Ave., 
Cleveland  8,  Ohio. 

HOYT  ELECTRICAL  INSTRUMENT  WORKS,  INC.,  42 
Carleton  St.,  Cambridge  42,  Mass  AOV.  PG.  400. 
INTERNATIONAL  INSTRUMENTS,  INC.,  P  0.  Box  2934, 
New  Haven  15,  Conn.  AOV.  PG.  552. 

J-B-T  INSTRUMENTS,  INC.,  431  Chapel  St.,  New 
Haven  8,  Coon.  AOV.  PG.  256 
Larson  Instrument  Co.,  24  Orchard  St.,  Tarrytown, 

N  Y 

LEWIS  ENGINEERING  CO.,  52  Rubber  Ave.,  Naugatuck, 
Conn  AOV  PG.  332. 

Manning,  Maxwell  A  Moore,  Inc.,  Industrial  Controls 
Oiv,  230  E.  Main  St.,  Stratford,  Conn. 

Marion  Electrical  Instrument  Co,  Grenier  Field,  Man¬ 
chester,  N  H 

Meters,  Inc.,  5353  N  Keystone  Ave,  Indianapolis  20. 
Ind 

Pace  Electrical  Instruments  Co..  Inc.,  70-31  84th  St., 
Glendale  27,  N.  Y 

Phaostron  Instrument  A  Electronic  Co ,  131  Pasadena 
Ave,  South  Pasadena,  Calif. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Femdale,  Detroit 
20,  Mich 

RAWSON  ELECTRICAL  INSTRUMENT  CO.,  Ill  Potter 
St  .  Cambridge  42,  Mass  ADV  PG  437 
Roller-Smith  Corp  ,  1825  W  Market  St.,  Bethlehem,  Pa 
Sangamo  Electric  Co.,  1201  N  11th  St  .  Springfield, 
III 

SENSITIVE  RESEARCH  INSTRUMENT  CORP.,  310  Main 
St  .  New  Rochelle,  N.  Y.  ADV  PG.  467 
SHURITE  METERS,  55-B  Hamilton  St ,  New  Haven  8, 
Conn  ADV  PG  446 

Simpson  Electric  Co.,  Div.  of  American  Gage  A  Machine 
Co,  5218  W.  Kiniie  St.,  Chicago  44,  III. 

Sterling  Mfg  Co  ,  7201  Wentxwirth,  Cleveland  2,  Ohio 
TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6.  N.  Y  ADV.  PG.  511 
Triplett  Electrical  Instrument  Co.,  Harmon  Rd., 
Bluffton.  Dhio 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  OIV.,  186 
Granite  St.,  Manchester,  N  H.  ADV  PG.  276,  277 
WacLIne,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 
WATERS  MANUFACTURING,  INC.,  Boston  Pott  Rd , 
Wayland,  Mass  AOV  PG.  473. 

Waveforms,  Inc.,  333  Sixth  Ave.,  New  York  14,  N.  Y 
Welch  Scientific  Co.,  W.  M.,  1515  Sedgwick  St.,  Chi¬ 
cago  10,  III. 

Westinghouse  Electric  Corp.,  P  0.  Box  868,  Pittsburgh 
30,  Pa 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J 


METERS -PfiPM  Ahf la 

ACTON  LABORATORIES,  INC.,  536  Main  St.,  Acton, 

Matt  AOV.  PG  156 

AD-YU  ELECTRONICS  LAB.,  INC.,  249-259  Terhune 
Ave.,  Passaic,  N.  J.  AOV.  PG  499 
Airmec  Ltd ,  High  Wycombe,  Buckinghamshire,  England 
Avo  Ltd.,  Avocet  House.  92 '96,  Vauxhall  Bridge  Rd., 

London  S.  W.  1,  England. 

Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J 
CONTROL  ELECTRGNICS  CO.,  INC.,  1925  New  York 

Ave.,  Huntington  Station,  N.  Y.  ADV.  PG.  473,  550. 
Deltron,  Inc.,  2905  N  Leithgow  St.,  Philadelphia  33, 

Pa 

DYNAMIC  INSTRUMENT  CORP.,  59  New  York  Ave., 

Westbury,  N  Y.  AOV,  PG.  540 
OYTRONICS,  P  0.  Box  3676,  Columbus  14,  Ohio  AOV 
PG  589. 

Eastern  Specialty  Co.,  Philadelphia  40,  Pa. 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  I  River  Rd., 
Schenectady  5,  N,  Y. 

Hallamore  Electronics  Co.,  8352  Brookhurst  Ave., 
Anaheim,  Calif. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8.  Ohio 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N  Y.  AOV.  PG.  371 
KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.  J.  AOV.  PG.  356 
Link  Aviation,  Inc.,  Binghamton,  N.  Y. 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave.,  New 
York  55,  N  Y.  ADV.  PG  286 
Muirhead  &  Co.,  Ltd.,  Beckenham,  Kent,  England. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

NORTH  ATLANTIC  INDUSTRIES,  INC.,  603  Main  St., 
Westbury,  N  V  ADV.  PG.  585 
SYSTRON  CORP.,  2055  Concord  Blvd.,  Concord,  Calif 
AOV.  PG  368 
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TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
ville,  N  Y.  AOV.  PG.  323. 

THETA  INSTRUMENT  CORP.,  48  Pine  St.,  East  Pater¬ 
son,  N.  J.  AOV.  PG.  22.  .  ^ 

TRIO  UBORATORIES,  INC.,  4025  Merrick  Rd.,  Seaford, 
N  Y.  ADV.  PG.  519. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd.. 

Union,  N  J.  AOV.  PG.  346. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 

JO'  P* 

Wintronics,  213  S.  Hawthorne  Blvd.,  Hawthorne,  Calif. 


METERS-Pewar  Factor 

Avo  Ltd.,  80  Shore  Rd.,  Port  Washington,  N.  V. 

Bristol  Co.,  The,  P  0.  Box  1790  EBG,  Waterbury  20, 
Conn 

Esterllne-Angus  Co.,  Inc.,  P.  0  Box  596,  Indianapolis 
6,  Ind. 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  OIV., 
1  River  Rd,  Schenectady  5,  N.  Y.  AOV.  PG.  1,  2, 
3,  6 

general  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  ADV  PG  178,  179. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y.  AOV.  PG.  371. 

Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckahoe, 
N.  V. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass 

PHYSICS  RESEARCH  UBS,  INC.,  P  0  Box  555, 
Hempstead.  N  Y.  ADV  PG  520 

POURAO  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N  Y  ADV.  PG.  307,  308. 

Roller-Smith  Corp.,  1825  W  Market  St.,  Bethlehem,  Pa 

Sang.imo  Electric  Co.,  1201  N  11th  St.,  Springfield, 

III. 

Westinghouse  Electric  Corp.,  P  0  Box  868,  Pittsburgh 
30,  Pa 

Weston  Instruments  Oiv.  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave  ,  Newark  12,  N  J. 


METERS-O 

Alpha  Instrument  Co.,  43  Hempstead  St  ,  New  London, 
Conn 

Avo  Ltd ,  Avocet  House.  92/96  Vauxhall  Bridge  Rd., 
London  S  W  1  England 

BOONTON  RADIO  dORP  ,  Boonton,  N  J  AOV  PG.  417 
Elk  Electronic  Labs.,  Inc.,  333  W  52nd  St.,  New  York 
19.  N  Y 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St , 
Brooklyn  27,  N  V  ADV  PG  24 
HEATH  CO.,  A  SUB  OF  DAYSTROM,  INC.,  Benton 
Harbor  14.  Mich  AOV.  PG  513 
Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8  Ohio. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N  J. 
AOV  PG  345 

MARCONI  INSTRUMENTS,  111  Cedar  Lane,  Englewood, 
N  J  ADV.  PG  316. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

Radiometer,  72  EmdruoveJ,  Copenhagen  NV-1,  Denmark. 
Wayne  Kerr-E.  I  L  ,  P  0  Box  801,  Philadelphia  5, 

Pa 


METERS- RF  Power 

Aerotronic  Associates,  P.  0.  Box  419,  Concord,  N.  H 

AIrcom  Inc.,  354  Main  St.,  Winthrop  52,  Mass 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa  ADV  PG  103 

BIRD  ELECTRONIC  CORP.,  1800  E  38th  St  ,  Cleveland 
14,  Ohio  AOV  PG  47. 

Bruno-New  York  Industries  Corp.,  460  W.  34th  St.,  New 
York  1,  N  Y 

Brunswick  Instruments,  P  0.  Box  813,  New  Brunswick, 
N  J 

CONTROL  ELECTRONICS  CO.,  INC.,  1925  New  York 
Ave.,  Huntington  Station,  N  Y.  AOV.  PG.  473,  550. 

Electro  Impulse  Labs.,  208  River  St.,  Red  Bank,  N.  J. 

Flow  Corp  85  Mystic  St.,  Arlington  74,  Mass. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd  ,  Palo  Alto, 
Calif  AOV.  PG.  29-44 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave  .  Lodi,  N  J.  AOV.  PG.  408. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III  AOV  PG.  174. 

JONES  ELEaRONICS  CO.,  INC.,  M.  C.,  185  N  Main 
St  ,  Bristol.  Conn  AOV  PG  273 

MARCONI  IN^UMENTS,  111  Cedar  Lane,  Englewood, 
N  J  ADV  PG  316 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd  , 
Mineola,  N.  V.  AOV.  PG.  268 

Northeast  Electronics  Corp.,  P  0  Box  425,  Municipal 
Airport,  Concord,  N.  H. 

Polytechnic  Research  i.  Development  Co.,  Inc.,  202 
Tillary  St.,  Brooklyn  1  N  Y. 

SIERRA  ELEaRONIC  CORP.,  3885  Bohannon  Drive, 
Menlo  Park,  Calif.  ADV  PG.  66,  67. 


METERS— Stamfing  Wave  Ratio 

Aerotronic  Associates,  P.  0.  Box  419,  Concord,  N.  H. 
AIrcom  Inc.,  354  Main  St.,  Winthrop  52,  Mass. 

Alto  Scientific  Co.,  855  Commercial  St.,  Palo  Alto 
Calif 
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INSTRUMENTS— ELECTRICAL  MEASURING 


1958-1959  LISTINGS  of 


BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bris¬ 
tol,  Pa.  ADV.  PG.  103. 

BIRD  ELECTRONIC  CORP.,  1800  E.  38th  St.,  Cleve¬ 
land  14,  Ohio.  ADV.  PG.  47. 

Browning  Laboratories,  Inc.,  Main  St.,  Winchester,  Mass. 

Binei  &  Kjaer,  Naerum,  Denmark. 

California  Technical  Industries,  Div.  of  Textron,  Inc., 
1421  Old  Country  Rd.,  Belmont,  Calif. 

DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98,  99. 

Electro  Impulse  Labs.,  208  River  St.,  Red  Bank,  N.  J. 

F-R  MACHINE  WORKS,  INC.,  2b-12  Borough  Place, 
Woodside  77  N.  Y.  ADV.  PG.  149-152. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  AOV.  PG.  513. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  ADV.  PG.  29-44. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave., 
Lyons,  III.  ADV.  PG.  174. 

JONES  ELECTRONICS  CO.,  INC.,  M.  C.,  185  N  Main 
St.,  Bristol,  Conn.  AOV.  PG.  273. 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass. 
AOV.  PG.  447. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

NAROA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  AOV.  PG.  268. 

Northeast  Electronics  Corp.,  P  0.  Box  425,  Municipal 
Airport,  Concord,  N.  H. 

POLARAD  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N.  Y.  ADV.  PG.  307,  308. 

Polytechnic  Research  A  Development  Co.,  Inc.,  202 
Tillary  St.,  Brooklyn  1,  N.  V 

Seismograph  Service  Corp.,  P.  0  Box  1590,  Tulsa,  Okla. 

Soiartron,  Inc.,  Western  Div.,  10761  Burbank  Blvd., 
North  Hollywood,  Calif. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  AOV.  PG.  165. 

TECHNICAL  MATERIEL  CORP.,  P  0.  Box  142,  Mamaro- 
neck,  N.  Y.  ADV.  PG.  145. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
ADV.  PG.  228. 

Waveline,  Inc.,  Box  718,  Caldwell,  N.  J. 


METERS-Wave 

Airmec,  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 

Definance  Engineering  A  Microwave  Corp.,  Box  488, 
Beverly  Airport,  Beverly,  Mass. 

DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  AOV.  PG.  98,  99. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  ADV.  PG.  149-152. 

General  Communication  Co.,  681  Beacon  St.,  Boston  15, 
Mass. 

GENERAL  RF  FITTINGS,  INC.,  702  Beacon  St.,  Bos¬ 
ton  15,  Mass.  ADV.  PG.  517. 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  AOV.  PG.  408. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  AOV.  PG.  174. 

Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckahoe,  N.  Y. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden,  Mass. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  ADV.  PG.  268. 

RADAR  DESIGN  CORP.,  3309  James  St.,  Syracuse  6, 
N.  V.  ADV.  PG.  547. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  AOV.  PG.  165. 

Sullivan  Ltd.,  H.  W.,  80  Shore  Rd.,  Port  Washington, 
N.  Y. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J. 

Victor  R.  F.  &  Microwave  Co.,  36  W.  Water  St.,  Wake¬ 
field,  Mass. 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Wayne  Kerr-E.I.L.,  P.  0.  Box  801,  Philadelphia  5,  Pa. 


METERS— X-Ray  Infonaiey 

NRO  Instrument  Co.,  6425  Etzel  Ave.,  St.  Louis  14,  Mo. 

Picker  X-Ray  Corp.,  25  S.  Broadway,  White  Plains,  N.  V. 

MICROAMMETERS 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  3,  N.  Y.  ADV.  PG.  555. 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd., 
Chesterland  6,  Ohio.  AOV.  PG.  340. 

Avo  Ltd.,  80  Shore  Rd.,  Port  Washington,  H.  Y. 

BEEDE  ELECTRICAL  INSTRUMENT  CO..  INC.,  Pena- 
cook,  N.  H.  ADV.  PG.  569. 

Belleville-Hexem  Corp.,  638  University  Ave.,  Los  Gatos, 
Calif. 

BETA  ELECTRIC  DIV.  OF  SORENSEN  CO.,  INC.,  Richards 
Ave.,  South  Norwalk,  Conn.  ADV.  PG.  95,  96. 

Bristol  Co.,  The.  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

DEJUR-AMSCO  CORP.,  Northern  Blvd.  at  45th  St.,  Long 
Island  City  1,  N.  Y.  ADV.  PG.  223-225. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

Electric  Design  &  Mfg.  Corp.,  Burlington,  Iowa. 

Epic,  Inc.,  154  Nassau  St.,  New  York  38,  N.  Y. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Greibach  Instruments  Corp.,  a  Div.  of  Gulton  Industries, 
Inc.,  New  Rochelle,  N.  Y. 


Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

HOYT  ELECTRICAL  INSTRUMENT  WORKS,  42  Carleton 
St..  Cambridge  42,  Mass.  AOV.  PG.  400. 

INTERNATIONAL  INSTRUMENTS,  INC.,  P.  0  Box  2954 
New  Haven  15,  Conn.  ADV.  PG.  552. 

KEITHLEY  INSTRUMENTS,  INC.,  12415  Euclid  Ave., 
Cleveland  6,  Ohio.  AOV.  PG.  274. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd  ,  San  Diego  12, 
Calif.  AOV.  PG.  51-57. 

Leeds  &  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

Maripn  Electrical  Instrument  Co.,  Grenier  Field.  Man¬ 
chester,  N.  H. 

Meters,  Inc.,  5353  N.  Keystone  Ave.,  Indianapolis  20, 
Ind. 

MILLIVAC  INSTRUMENT  OlV.  OF  COHU  ELECTRONICS, 
INC.,  2315  Second  Ave.,  Carmen,  Schenectady,  N  Y. 
ADV.  PG.  497. 

National  Coil  Co.,  P.  0.  Box  1237,  Sheridan,  Wyo. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

Pace  Electrical  Instruments  Co.,  Inc.  70-31  84th  St., 
Glendale  27,  Calif. 

Phaostron  Instrument  A  Electronic  Co.,  151  Pasadena 
Ave.,  South  Pasadena,  Calif. 

QUAN-TECH  UBORATORIES,  236  Mt.  Kemble  Ave, 
Morristown,  N.  J.  AOV.  PG.  553. 

RAWSON  ELECTRICAL  INSTRUMENT  CO.,  Ill  Potter 
St.,  Cambridge  42,  Mass.  ADV.  PG.  457 

Roller-Smith  Corp.,  1825  W  Market  St,  Bethlehem, 
Pa 

SENSITIVE  RESEARCH  INSTRUMENT  CORP.,  310  Main 
St.,  New  Rochelle,  N.  Y.  ADV.  PG.  467. 

Simpson  Electric  Co.  Div.,  American  Gage  A  Machine 
Co.,  5218  W.  Kiiuie  St.,  Chicago  44,  III. 

Triplett  Electrical  l.istrument  Co.,  Harmon  Road, 
Blufflon.  Ohio. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  ADV.  PG  276,  277. 

WacLite,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

WATERS  MANUFACTURING,  INC.,  Boston  Pott  R., 
Wayland,  Mass.  AOV.  PG.  473. 

Welch  Scientific  Co.,  W  M.,  1515  Sedgwick  St., 

Chicago  10,  III. 

Westinghouse  Electric  Corp.,  P.  0  Box  868,  Pittsburgh 
30,  Calif. 

Weston  Instrument  Div.  of  Oaystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 


MICROFARADMETERS 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

VJeston  Instruments  Div  of  Oaystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 


MICRO-MICROAMMETERS 

Beckman /Process  Instruments  Division,  2500  Fullerton 
Rd.,  Fullerton,  Calif. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Bruel  A  Kjaer,  Naerum,  Denmark. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  Carlstadt,  N.  J.  ADV.  PG.  394A. 

GENERAL  RADIO  CO.,  275  MassachusetU  Ave.,  Cam¬ 
bridge  39,  Mass.  AOV.  PG.  178,  179. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Paio  Alto, 
Calif.  ADV.  PG.  29-44. 

KEITHLEY  INSTRUMENTS,  INC.,  12415  Euclid  Ave, 
Cleveland  6,  Ohio.  ADV.  PG.  274. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  ADV.  PG.  51-57. 

Leeds  A  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

MILLIVAC  INSTRUMENTS  DIV.  OF  COHU  ELEC¬ 
TRONICS,  INC.,  2315  Second  Ave.,  Carmen,  Schcncc- 
Udy,  N.  Y.  AOV.  PG.  497. 

National  Coil  Co.,  P.  0.  Box  1237,  Sheridan,  Wyo. 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
DIV.,  415  S.  Fifth  St.,  Harrison,  N.  J.  ADV.  PG. 
440,  441,  Third  A  Fourth  Covers  A  Preceding  Insert. 

Tullamore  Elearonics  Laboratory,  6055  S.  Ashland  Ave., 
Chicago  36,  HI. 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  DIV., 
5806  Hough  Ave.,  Cleveland  3,  Ohio.  ADV.  PG.  254. 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Wayne  Kerr-E.I.L.,  P.  0.  Box  801,  Philadelphia  5,  Pa. 

Weston  Instruments  Div.  of  Oaystrom,  Inc.,  614  Freling- 
huysen  Ave.,  Newark  12,  N.  J. 


MILLIAMMETERS 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N.  V.  ADV.  PG.  555. 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd., 
Chesterland  6,  Ohio.  AOV.  PG.  340. 

BEEDE  ELECTRICAL  INSTRUMENT  CO.,  INC.,  Pena- 
cook,  N.  H.  AOV.  PG.  569. 

Belleville-Hexem  Corp.,  638  University  Ave.,  Los  Gatos, 
Calif. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

OE  JUR-AMSCO  CORP.,  Northern  Blvd.  at  45th  St., 
Long  Island  City  1,  N.  Y.  ADV.  PG.  223-225. 

Electric  Design  A  Mfg.  Corp.,  Burlington,  Iowa. 

Epic,  Inc.,  154  Nassau  St.,  New  York  38,  N.  Y. 

Esterline-Angus  Co.,  Inc.,  P.  0.  Box  596,  Indianapolis  6, 
Ind. 


Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

HEATH  CO.,  A  SUB.  OF  OAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  ADV.  PG.  513. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

HOYT  ELECTRICAL  INSTRUMENT  WORKS,  42  Carleton 
St.,  Cambridge  42,  Mass.  ADV.  PG.  400. 

INTERNATIONAL  INSTRUMENTS,  INC.,  P.  0  Box  2954, 
New  Haven  15,  Conn.  AOV.  PG.  552. 

KEITHLEY  INSTRUMENTS,  12415  Euclid  Ave.,  Cleve¬ 
land  6,  Ohio.  ADV.  PG.  274. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  AOV.  PG.  51-57. 

Manning,  Maxwell  A  Moore,  Inc.,  Industrial  Products 
Div.,  250  E.  Main  St.,  Stratford,  Conn. 

Marion  Electrical  Instrument  Co.,  Grenier  Field,  Man¬ 
chester,  N.  H. 

Meters,  Inc.,  5353  N.  Keystone  Ave  ,  Indianapolis  20, 
Ind. 

National  Coil  Co.,  P.  0.  Box  1237,  Sheridan,  Wyo. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mast. 

Pace  Electrical  Instruments  Co.,  Inc.,  70-31  84th  St., 
Glendale  27,  N.  Y. 

Phaostron  Instrument  A  Electronic  Co.,  151  Pasadena 
Ave.,  South  Pasadena,  Calif. 

PHYSICS  RESEARCH  LABS.,  INC.,  P.  0.  Box  555, 
Hempstead,  N.  Y  ADV  PG.  520 

RAWSON  ELECTRICAL  INSTRUMENT  CO.,  Ill  Potter 
St.,  Cambridge  42,  Mass.  AOV.  PG.  457. 

Roller-Smith  Corp  ,  1825  W.  Market  St  ,  Bethlehem,  Pa. 

SENSITIVE  RESEARCH  INSTRUMENT  CORP.,  310  Main 
St.,  New  Rochelle,  N.  Y.  ADV.  PG.  467. 

SHURITE  METERS,  35-B  Hamilton  St.,  New  Haven  8, 
Conn.  ADV  PG.  446. 

Simpson  Electric  Co.,  Div.,  American  Gage  A  Machine 
Co.,  5218  W.  Kiiuic  St.,  Chicago  44,  III. 

Sterling  Mfg.  Co.,  7201  Wentworth,  Cleveland  2,  Ohio. 

Sullivan  Ltd.,  H.  W.,  80  Shore  Rd.,  Port  Washington, 
N.  Y. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  ADV.  PG.  511 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Bluflton, 
Ohio. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  AOV.  PG.  276,  277. 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

WATERS  MANUFACTURING  INC.,  Boston  Post  Rd.,  Way- 
land,  Mass  ADV.  PG.  473. 

Welch  Scientific  Co.,  W.  M.,  15-15  Sedgwick  St.,  Chi¬ 
cago  10,  III. 

Westinghouse  Electric  Corp.,  P.  0  Box  868,  Pittsburgh 
30,  Pa. 

Weston  Instruments  Div.  of  Oaystrom,  Inc.,  614  Frcling- 
huysen  Ave.,  Newark  12,  N.  J. 


Ml  III  VOLTMETERS 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 

Alcetra  Div.,  Consolidated  Electrodynamics  Corp.,  325 
N.  Altadena  Drive,  Pasadena,  Calif. 

Alpha  Instrument  Co.,  43  Hempstead  St.,  New  London, 
Conn. 

ANTON  ELECTRONIC  UBS.,  INC.,  1226  Flushing  Ave  , 
Brooklyn  37,  N.  Y.  ADV.  PG.  555. 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd., 
Chesterland  6,  Ohio.  ADV.  PG.  340. 

BEEDE  ELECTRICAL  INSTRUMENT  CO.,  INC.,  Pena- 
cook,  N.  H.  AOV.  PG.  569 

Belleville-Hexem  Corp.,  638  University  Ave.,  Los  Gatos, 
Calif. 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morris  Plains,  N.  J.  AOV.  PG.  368. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Burr-Brown  Research  Corp.  Box  6444,  Tucson,  Aria. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  Carlstadt,  N.  J.  ADV.  PG.  394A. 

DE  JUR-AMSCO  CORP.,  Northern  Blvd.  at  45th  St., 
Long  Island  City  1,  N.  Y.  ADV.  PG.  223-225. 

Electric  Design  &  Mfg.  Corp.,  Burlington,  Iowa. 

Epic,  Inc.,  154  Nassau  St.,  New  York  38,  N.  Y. 

Esterline-Angus  Co.,  Inc.,  P.  0.  Box  596,  Indianapolis  6, 
Ind. 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

Fisher  Research  Lab.,  Inc.,  1961  University  Ave.,  Palo 
Alto,  Calif. 

FLUKE  MFG.  CO.,  INC.,  JOHN,  1111  W  Nickerson  St., 
Seattle  99,  Wash.  ADV.  PG.  501. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV., 
1  River  Rd.,  SchenecUdy  5.  N.  Y.  ADV.  PG  1,  2, 
3,  6. 

Goldak  Co.,  Inc.,  The,  Dept.  E,  1544  W.  Glenoaks  Blvd., 
Glendale  1,  Calif. 

Greibach  Instruments  Corp.,  A  Div.  of  Gulton  Industries, 
Inc.,  New  Rochelle,  N.  Y. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

HOYT  ELECTRICAL  INSTRUMENT  WORKS,  42  Carlton 
St.,  Cambridge  42,  Mass.  ADV.  PG.  400. 

INTERNATIONAL  INSTRUMENTS,  INC.,  P.  0.  Box  2954, 
New  Haven  15,  Conn.  ADV.  PG.  552. 

Kahn  &  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  ADV.  PG.  51-57. 
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Marion  Electrical  Instrument  Co.,  Grenier  Field,  Man¬ 
chester.  N.  H. 

Meters,  Inc.,  S3S3  N.  Keystone  Ave.,  Indianapolis  20, 
Ind. 

MILLIVAC  INSTRUMENTS  DIV  OF  COHU  ELECTRONICS, 
INC.,  2313  Second  Ave.,  Carmen,  Schenectady,  N.  V. 
AOV.  PG.  497. 

Minneapolis-Honeywell  Regulator  Co.,  Industrial  Oiv., 
Seventh  &  Grange  Sts.,  Philadelphia  44,  Pa. 

MOSELEY  CO.,  F.  L.,  409  N.  Fair  Oaks  Ave.,  Pasadena, 
Calif.  AOV.  PG.  126. 

National  Coil  Co.,  P.  0.  Bo>  1237,  Sheridan,  Wyo. 

New  Lngiand  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass 

NON-LINEAR  SYSTEMS,  INC.,  Del  Mar  Airport,  Del  Mar, 
Calif.  ADV.  PG.  442 

OWEN  LABORATORIES,  INC.,  33  Beacon  Place,  Pasa¬ 
dena,  Calif.  AOV.  PG.  498. 

Pace  Electrical  Instruments  Co.,  Inc.,  70-31  84th  St., 
Glendale  27,  N.  V. 

Phaostron  Instrument  &  Electronic  Co.,  131  Pasadena  Ave., 
South  Pasadena,  Calif. 

PHYSICS  RESEARCH  LABS.,  INC.,  P.  0.  Bov  333, 
Hempstead,  N.  Y.  ADV.  PG.  320. 

Radiometer,  72  EmdrupveJ,  Copenhagen  NV-1,  Denmark. 

RAWSON  ELECTRICAL  INSTRUMENTS  CO.,  Ill  Potter 
St.,  Cambridge  42,  Mass.  AOV.  PG.  437. 

Roller-Smith  Corp  ,  1823  W.  Market  St ,  Bethlehem,  Pa. 

SENSITIVE  RESEARCH  INSTRUMENT  CORP.,  310  Mam 
St.,  New  Rochelle,  N.Y  AOV.  PG.  467 

Simpson  Electric  Co.,  Div.  American  Gage  &  Machine 
Co  ,  3218  W  Kiruie  St ,  Chicago  44,  lit. 

Sullivan  Ltd.,  H.  W,  80  Shore  Rd.,  Port  Washington, 
N  V. 

Taber  Instrument  Corp.,  Electronics  Div,  107  Goundry 
St.,  North  Tonawanda,  N.  ¥. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Bluffton, 
Ohio. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  OIV.,  186 
Granite  St.,  Manchester,  N  H  AOV.  PG.  276,  277 

WacLIne,  Inc.,  33  S.  St.  Clair  St.,  Dayton  2,  Ohio 

Welch  Scientiftc  Co.,  W.  M.,  1313  Sedgwick  St.,  Chicago 

10.  III. 

West  Instrument  Corp.,  4363  W.  Montrose  Ave.,  Chicago 
41,  III. 

Westinghouse  Electric  Corp.,  P.  0  Bov  868,  Pittsburgh 
30,  Pa. 

Weston  Instruments  Oiv.  of  Oaystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 


OHMMITCRS 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

Anerican  Metriv  Corp.,  40  Haddon  Ave.,  Camden  2, 

N  J 

ASSOCIATED  RESEARCH,  INC.,  3768  W.  Belmont  Ave  , 
Chicago  18,  III  AOV.  PG  477 

Avo  Ltd.,  Avocet  House,  92/96,  Vauvhall  Bridge  Rd., 
London  S.W.  1,  England. 

Belleville-Heiem  Corp.,  638  University  Ave..  Los  Gatos, 
Calif. 

Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J. 

B.ddle  Co.,  James  G.,  1316  Arch  St.,  Philadelphia  7,  Pa 

Bristol  Co.,  The,  P.  0.  Boa  1790  EBG,  Waterbury  20 
Conn. 

Bruno-New  York  Industries  Corp.,  460  W.  34th  St., 
New  York  1,  N.  Y. 

Carol  Electronics  Corp.,  313  W.  Stephen  St.,  Martins- 
biirg.  W  Va. 

CUBIC  CORP.,  3373  Kearny  Villa  Rd.,  San  Diego  11, 
Calif  ADV.  PG.  118,  119 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  CarlsUdt,  N  J.  ADV.  PG.  39aA 

Electro  Instruments,  Inc,  3340  Aero  Court,  San  Diego 

11,  Calif. 

Electronic  Applications,  Inc,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

Franklin  Electronics,  Inc.,  E.  Fourth  St.,  Bridgeport,  Pa. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  3,  N.  V. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Hycon  Electronics,  Inc.,  370  S.  Fair  Oaks,  Pasadena. 
Calif. 

Industrial  Instruments,  Inc.,  89  Commerce  Rd.,  Cedar 
Grove,  N  J. 

KIN  TEL,  Bo>  623,  3723  Kearny  Villa  Rd.,  Son  Diego 

12.  Calif.  AOV.  PG  31-37. 

Leeds  &  Northrup  Co.,  4970  Stanton  Ave.,  Philadelphia 
44,  Pa. 

lynan  Electronic  Corp.,  12  Cass  St.,  Springfield,  N.  J 

MEASUREMENTS  OIV.,  McGRAW-EDISON  CO.,  Boonton 
N  J  ADV.  PG  364,  363. 

National  Coil  Co.,  P.  0.  Bov  1237  Sheridan,  Wyo 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

NON-LINEAR  SYSTEMS,  INC.,  Del  Mar  Airport,  Del  Mar, 
Calif  AOV  PG  442. 

Optinii/ed  Devices,  Inc ,  P.  0  Bov  38,  Gedney  Station, 
White  Plains,  N  Y 

PHYSICS  RESEARCH  LABS.,  INC.,  P.  0  Bov  333, 
Hempstead,  N  Y  AOV  PG.  320. 

Precision  Apparatus  Co.,  Inc.,  70-31  84th  St.,  Glendale 
27,  N  Y 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
OIV.,  413  S.  Fifth  St.,  Harrison,  N.  J.  ADV  PG 
440,  441,  Third  and  Fourth  Covers  and  Preceding 
Insert. 
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RIBET  &  DESJARDINS,  13-17  Rut  Ptricr,  Montrouge 
(Seinel,  France.  AOV.  PG.  213-218. 

Servo-Tek  Products  Co.,  Inc.,  1086  Goffle  Rd.,  Haw¬ 
thorn^  N.  J. 

SHURITE  METERS,  33-B  Hamilton  St.,  New  Haven  8, 
Conn.  AOV.  PG.  446. 

Simpson  Electric  Co.,  Div.  of  American  Gage  &  Machine 
Co.,  3218  W.  Kiiuie  St.,  Chicago  44,  III. 

Slaughter  Company,  Piqua  9,  Ohio. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Bov  13038,  Houston  1^,  Tevas. 
ADV  PG.  347. 

STICHT  CO.,  INC.,  HERMAN  H.,  27  Park  Place,  New 
York  7,  N.  Y.  AOV.  PG.  383. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  BluRton, 
Ohio 

Welch  Scientific  Co.,  W.  M.,  1313  Sedgwick  St.,  Chicago 
10,  III. 

Westinghouse  Electric  Corp.,  P.  0.  Bov  868,  Pittsburgh 
30,  Pa. 

Weston  Instruments  Div.  of  Oaystrom,  Inc.,  614  Fre- 
Imghuysen  Ave.,  Newark  12,  N.  J. 

2inn  Instruments,  P  0.  Bov  733,  Lomita,  Calif. 


RATIOMETERS 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumoeriand,  Md. 

American  Rectifier  Corp.,  93  Lafayette  St.,  New  York 
13,  N  Y. 

Beckman/ Berkeley  Division,  2200  Wright  Ave.,  Richmond 
3,  Calif. 

Computer-Measurements  Corp.,  3328  Vineland  Ave., 
North  Hollywood,  Calif. 

CUBIC  CORP.,  3373  Kearny  Villa  Rd.,  San  Dicgo  11, 
Cal  f  ADV.  PG.  118,  119. 

Dynac,  Inc.,  393  Page  Mill  Rd.,  Palo  Alto,  Calif. 

Electro  Instruments,  Inc.,  3340  Aero  Court,  San  Diego 
II.  Calif 

HEWLETT-PACKARD  CO.,  273  Page  Mill  Rd.,  Palo 
Alto,  Calif  AOV.  PG.  29-44. 

Hickok  Electrical  Instrument  Co.,  10314  Dupont  Ave., 
Cleveland  8,  Ohio. 

KIN  TEL,  Bov  623,  3723  Kearny  Villa  Rd.,  San  Diego  12, 
Calil  AOV  PG  31-37 

LEWIS  ENGINEERING  CO.,  32  Rubber  Ave.,  Naugatuck, 
Conn.  AOV.  PG.  332 

Link  Aviation,  Inc  ,  Bmghampton,  N.  Y. 

NON-LINEAR  SYSTEMS,  INC.,  Del  Mar  Airport,  Del  Mar, 
Calif.  AOV.  PG  442. 

Seevonics  Inc.,  822  N.  Henry  St.,  Alevandria,  Va. 

TRANSFORMERS,  INC.,  200  Stage  Rd.,  Vestal,  N.  V. 
ADV.  PG.  391-393. 

Zinn  Instruments,  P.  0.  Bov  733,  Lomita,  Calif. 


RECOROERS-FroduoiKv 

Bristol  Co.,  The,  P  0.  Bov  1790  EBG,  Waterbury  20, 
Conn. 

BRUSH  INSTRUMENTS  OIV.  OF  CLEVITE  CORP.,  3403 
Perkins  Ave.,  Cleveland  14,  Ohio.  ADV  PG  20,  21 

Cinema-Television,  Ltd,  Worsiey  Bridge  Rd ,  London, 
S  E  26,  England 

Computer-Measurements  Corp.,  3328  Vineland  Ave., 
North  Hollywood.  Calif. 

Consolidated  Avionics  Corp.,  800  Shames  Drive,  West- 
bury,  N  Y. 

Esterline-Angus  Co.,  Inc.,  P.  0.  Boa  396,  Indianapolis  6, 
|nd 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV., 

1  River  Rd.,  Schenectady  3,  N.  Y.  AOV  PG. 

1,  2.  3,  6 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N  J 
AOV  PG  345 

LABORATORY  FOR  ELECTRONICS,  INC.,  73  Pitts  St., 
Boston  14,  Mass  AOV  PG.  308 

Leeds  A  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44.  Pa 

Magnasync  Mfg  Co.,  Ltd.,  3346  Satsuma  Ave.,  P.  0 
Boa  707,  North  Hollywood,  Calif. 

Minneapolis-Honeywell  Regulator  Co.,  Industrial  Div., 
Seventh  A  Grange  Sts.,  Philadelphia  44,  Pa. 

Potter  Aeronautical  Corp.,  Route  Jt22,  Union,  N.  J. 

Ratal  Engineering  Ltd.,  Western  Rd ,  Bracknell,  Berks, 
England 

Sound  Apparatus  Co.,  Stirling,  N.  j. 

SYSTRON  CORP.,  2033  Concord  Blvd.,  Concord,  Calif 
AOV.  PG  368. 

Westinghouse  Electric  Corp.,  P.  0.  Bov  868,  Pittsburgh 
30,  Pa 

Weston  Instruments  Oiv  of  Oaystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N  J 


RECORDERS-Powor  lovol 

Airborne  Instruments  Lab.,  Inc.,  160  Old  Country  Rd., 
Mineola,  N.  Y 

Antlab  Inc.,  6330  Proprietors  Rd.,  Worthington,  Ohio 

Bristol  Co.,  The,  P  0  Bov  1790  EBG,  Waterbury  20, 
Conn 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV., 
1  River  Rd.,  Schenectady  3,  N  Y.  AOV.  PG.  1,  2, 
3,  6 

Industrial  Electronic  Engineers,  3973  Lankershim  Blvd., 
North  Hollywood,  Calif. 

LAO  Research  A  Development  Corp.,  134  N.  Wayne 
Ave.,  Wayne,  Pa. 

Rantec  Corp.,  P.  0.  Bov  18,  Calabasas,  Calif. 

Sound  Apparatus  Co.,  Stirling,  N.  J. 


RECORDERS-Telemefering 

ALDEN  ELECTRONIC  &  IMPULSE  RECORDING  EQUIP¬ 
MENT  CO.,  Bov  123,  Westboro,  Mass.  ADV  PG.  432 

Ampev  Corp.,  Instrument  Oiv.,  934  Charter  St.,  Redwood 

City, 

Bailey  Meter  Co.,  1050  Ivanhoe  Roady  Cleveland  10, 

Briilol  Co.,  The,  P-  0  Bo*  1700  EBG,  Waterbory  20, 

BRUSH  INSTRUMENTS  OIV,  OF  CLEVITE  CORP.,  3403 
Perkins  Ave.,  Cleveland  14,  Ohio.  AOV.  PG.  20,  21. 

Consolidated  Avionics  Corp.,  800  Shanses  Drive,  West- 
bury,  NY. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena  13,  Calif. 

Davies  Laboratories  Div.,  Minneapolis-Honeywell  Regu¬ 
lator  Co.,  10721  Hanna  St.,  Beltsville,  Md. 

Electro  Craft  Industries,  Inc.,  68  Jackson  St.,  Stamford, 
Conn.  „ 

Electromation  Co.,  1646  18th  St.,  Santa  Monica,  Calif. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Fovboro  Co.,  The,  Fovbaro,  Mass. 

GENERAL  DEVICES,  INC.,  P.  0.  Bov  233,  Princeton, 
N.  J  AOV.  PG  364. 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV., 
1  River  Rd.,  Schenectady  3,  N.  Y.  AOV.  PG.  1,  2, 
3,  6  ,  ^ 

Hogan  Laboratories,  Inc.,  133  Perry  St.,  New  York  14, 
N.  Y. 

Kauke  A  Co.,  1634  Pico  Blvd.,  Santa  Monica,  Calif. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pme  Brook,  N.  J. 
AOV.  PG.  343. 

Magnasync  Mfg.  Co.,  Ltd.,  3346  Stasuma  Ave.,  P.  0. 
Boa  707,  North  Hollywood,  Calif. 

offner  Electronics,  Inc.,  3320  N.  Kedile  Ave.,  Chicago  23, 
III. 

RADIATION  INC.,  Melbourne,  Fla  AOV.  PG.  233. 

Shand  and  Jurs  Co.,  Sub.  of  General  Precision  Equip¬ 
ment  Corp.,  Carleton  A  Eighth  Sts.,  Berkeley  10, 
Calif. 

Streeter-A.net  Co.,  Grayslake,  III. 

Telectro  Industries  Corp.,  33-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Westinghouse  Electric  Corp.,  P.  0.  Bov  868,  Pittsburgh 
30,  Pa. 


STANDARDS— CopacifaiKO 

Barnes  Development  Co,,  213  W.  Baltimore  Pike, 
Lansdowne.  Pa 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morns  Plains,  N.  J.  AOV.  PG.  368. 

Condenser  Products  Div.,  New  Haven  Clock  A  Watch  Co., 
140  Hamilton  St  ,  New  Haven,  Conn. 

INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  230 
Garibaldi  Ave.,  Lodi,  N.  J.  ADV.  PG.  408. 

GENERAL  RADIO  CO.,  273  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  ADV.  PG.  178,  179. 

Leeds  A  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa 

MacLeod  A  Haropol,  Inc.,  10  Roland  St.,  Charlestown, 
29,  Mast. 

Muirhead  A  Co ,  Ltd  ,  Beckenham,  Kent,  England. 

New  Eng. and  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

Simmonds  Aerocessones,  Inc.,  Tarrytown,  N.  Y. 

Suit  vai  Ltd.,  H  W.,  80  Shore  Rd.,  Port  Washington, 
N  Y 


STANDARDS-FrdgwpiKY 

ACCURATE  INSTRUMENT  CO.,  2422  Branard  St., 
Houston  6,  Tevas.  AOV.  PG.  228. 

A.rmec  Ltd.,  H  gh  Wycombe,  Buckinghamshire,  England 

Allied  Products  Div.,  Hamilton  Watch  Co.,  Lancaster, 

Pa 

AMERICAN  TIME  PRODUCTS,  INC.,  380  Fifth  Ave., 
New  York  36,  N.  Y.  AOV.  PG.  234. 

Bassett,  Inc.,  Rev,  1314  N.E.  17th  Court,  Fort  Lauder¬ 
dale,  Fla. 

Cinema-Television,  Ltd.,  Worsiey  Bridge  Rd.,  London, 
S  E.  26,  E.ngland. 

Colortone  Electronics,  Inc.,  200  Frank  Rd.,  Hicksville, 
N.  Y. 

CONTROL  ELECTRONICS  CO.,  INC.,  1923  New  York 
Ave  ,  Huntington  Station,  N.  Y.  AOV.  PG.  473,  330. 

D  A  R  LTD.,  402  E.  Gutierrez  St.,  P.  0.  Bov  1300, 
Santa  Barbara,  Calif.  ADV.  PG.  336. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa 

Electronic  Applications,  Inc.,  194  Richmond  Hlil  Ave., 
Stamford,  Conn. 

Engineering  Associates,  434  Patterson  Rd.,  Dayton  9, 
Ohio 

GENERAL  RADIO  CO.,  273  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  AOV.  PG.  178,  179 

HEWLETT-PACKARD  CO.,  273  Page  Mill  Rd.,  Palo 
Alto.  Calif.  ADV.  PG.  29-44. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  35  E.  11th  St., 
New  York  3,  N.  Y.  AOV.  PG.  371. 

Intercontmenul  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola.  N  Y. 

INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS.  230 
Garibaldi  Ave.,  Lodi.  N.  J.  AOV.  PG.  408. 

LAVOIE  LABORATORIES,  INC.,  Morganvllle,  N.  J.  ADV. 
PG  413 

MANSON  LABORATORIES,  INC.,  P.  0.  Bov  594,  207 
Greenwich  Ave.,  Stamford,  Conn.  AOV.  PG.  302. 
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MARCONI  INSTRUMENTS,  111  Cedar  Lane,  Etiglewood, 
N.  J.  ADV.  PG.  316. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

Metronix,  Inc.,  75  Wilson  Mills  Rd.,  Chesterland,  Ohio. 

Minneapolis-Honeywell  Regilator  Co.,  Ordnance  Div.,  600 
Second  St.,  North,  Hopkins,  Minn. 

Muirhcad  &  Co.,  Ltd.,  Beckenham,  Kent,  England. 

National  Co.,  Inc.,  61  Slwman  St.,  Malden  48,  Mass. 

Norrman  Laboratories,  Ernst,  Williams  Bay,  Wis. 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester,  N.  Y,  ADV.  PG.  507. 

Precisicn  Crystal  Laboratory,  2223  Warwick  Ave.,  Santa 
Monica,  Calif. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

Riverbank  Laboratories,  Dept,  of  Engineering,  P.  0.  Box 
65,  Geneva,  111. 

Standard  Electronics  Research  Corp.,  2  East  End  Ave., 
N:n«<  York  21,  N.  Y. 

Sullivan  Ltd.,  H.  W.,  8C  Shore  Rd.,  Port  Washington, 
N.  Y. 

Times  Facsimile  Corp,  540  W.  58th  St.,  New  York 
19,  N.  Y. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  AOV.  PG.  276,  277. 

VARO  MFG.  CO.,  INC.,  2201  Walnut  St.,  Garland, 
Texas.  ADV.  PG.  454. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 


STANDAROS—fadwctoiKO 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N.  Y.  ADV.  PG.  24. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV  PG.  178,  179. 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  ADV.  PG.  408. 

Leeds  &  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

Sullivan  Ltd.,  H.  W.,  80  Shore  Rd.,  Port  Washington, 
N.  V. 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
York  13,  N.  Y.  AOV.  PG.  Second  Cover. 


STANDARDS-Reaiafanee 

Barnes  Development  Co.,  213  W.  Baltimore  Pike,  Lans- 
downe.  Pa. 

G  B  Components  Inc.,  14621  Arminta  St.,  Van  Nuys, 
Calif. 

Gray  Instrument  Co.,  200  E.  Church  Lane,  Philadelphia 
44,  Pa. 

Leeds  &  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

Minneapolis-Honeywell  Regulator  Co.,  Rubicon  Instru¬ 
ments,  Ridge  Ave.  at  35th  St.,  Philadelphia  32,  Pa. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

PHYSICS  RESEARCH  LABS.,  INC.,  P.  0.  Box  555, 
Hempstead,  N.  Y.  ADV.  PG.  520. 

Pimex,  Inc.,  18  E.  60th  St.,  New  York  22,  N.  Y. 

Sullivan  Ltd.,  H.  W.,  80  Shore  Rd.,  Port  Washington, 
N  Y. 


TRACERS- Signol 

B  4  K  Manufacturing  Co.,  3726  N.  Southport  Ave., 
Chicago  13,  III. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 
Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City,  N.  Y. 

ELECTRONICS,  INC.,  39  York  Rd ,  Willow  Grove,  Pa 
ADV.  PG.  575. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 

Harbor  14,  Mich.  AOV,  PG.  513. 

Kingston  Electronic  Corp.,  Medfield,  Mass. 


VOLTMETERS 

Alto  Scientific  Co.,  855  Commercial  St.,  Palo  Alto,  Calif. 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif. 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N.  Y.  ADV.  PG.  555. 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd., 
Chesterland  6,  Ohio.  AOV.  PG.  340. 

Avo  Ltd.,  Avocet  House,  92/96,  Vauxhall  Bridge  Rd., 
London  S.  W.  1,  England. 

BEEOE  ELECTRICAL  INSTRUMENT  CO.,  INC.,  Penacook, 
N.  H.  ADV.  PG.  569. 

Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J. 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave  , 
Morris  Plains,  N.  J.  ADV.  PG.  368. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  Carlstadt,  N.  J.  ADV.  PG.  394A. 

DAVEN  CO.,  Route  10,  Livingston.  N.  J.  AOV.  PG.  401. 

OE  JUR-AMSCO  CORP.,  Northern  Blvd.  at  4Sth  St., 
Long  Island  City  1,  N.  Y.  AOV.  PG.  223-225. 

Electric  Design  &  Mfg.  Corp.,  Burlington,  Iowa. 

Epic,  Inc.,  154  Nassau  St.,  New  York  38,  N.  Y. 

Esterline-Angus  Co.,  Inc.,  P.  0.  Box  596,  Indianapolis  6, 
Ind. 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 


Flow  Corp^  85  Mystic  St.,  Arlington  74,  Mass. 

FLUKE  MF^G.  CO.,  INC.,  JOHN,  1111  W.  Nickerson  St., 
Seattle  99,  Wash.  AOV.  PG.  501. 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N.  Y.  AOV.  PG.  24. 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV., 

1  River  Rd.,  Schenectady  5,  N.  Y.  AOV.  PG.  1,  2, 

3,  6. 

Greibach  Instruments  Corp.,  a  Div.  of  Gulton  Industries, 

lnc. ,  New  Rochelle,  N.  Y. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  ADV.  PG.  513. 

Helipot  Corp.,  Newport  Beach,  Calif. 

HEWLETT-PACKARD  CD..  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  ADV.  PG.  29-44. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

HOYT  ELECTRICAL  INSTRUMENT  WORKS,  42  Carleton 
St.,  Cambridge  42,  M.tss.  ADV.  PG.  400. 

INTERNATIONAL  INSTRUMENTS,  INC.,  P.  0.  Box  2954, 
New  Haven  15,  Conn.  ADV.  PG.  552. 

JENNINGS  RADIO  MFG.  CORP.,  970  McLaughlin  Ave., 
P.  0.  Box  1278,  San  Jose  8,  Calif.  ADV.  PG.  505. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  ADV.  PG  51-57. 

Marion  Electrical  Instrument  Co.,  Grenier  Field,  Man¬ 
chester,  N.  H. 

Meters,  Inc.,  5353  N.  Keystone  Ave.,  Indianapolis  20, 

lnd. 

MILLIVAC  INSTRUMENTS  DIV.  OF  COHU  ELEC¬ 
TRONICS,  INC.,  2315  Second  Ave.,  Carmen,  Schenec¬ 
tady,  N.  Y.  AOV.  PG.  497. 

National  Coil  Co.,  P.  0.  Box  1237,  Sheridan,  Wyo 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

Pace  Electrical  Instruments  Co.,  Inc.,  70-31  84th  St., 
Glendale  27,  N.  Y. 

Phaostron  Instrument  &  Electronic  Co,,  151  Pasadena 
Ave.  South  Pasadena,  Calif. 

PHYSICS  RESEARCH  LABS.,  INC.,  P  0  Box  555, 
Henpstead,  N.  Y.  AOV.  PG.  520. 

PRECISE  MEASUREMENTS  CO.,  R.  E.,  ri,  Millbrooks 
Rd.,  Flemington,  N.  J.  AOV.  PG.  !03. 

Pam  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit  20, 
Mich. 

RAWSON  ELECTRICAL  INSTRUMENT  CO.,  Ill  Potter 
St.,  Cambridge  42,  Mass  .  ADV.  PG.  457. 

Roller-Smith  Corp.,  1825  W.  Market  St.,  Bethlehem,  Pa. 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springffleld, 
III. 

SHURITE  METERS,  35-B  Hamilton  St.,  New  Haven  6, 
Conn.  AOV.  PG.  446. 

Simpson  Electric  Co.,  Div.  of  American  Gage  &  Machine 
Co.,  5218  W.  Kimie  St.,  Chicago  44,  III 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P  0  Box  13058,  Houston  19,  Texas. 
AOV.  PG.  347. 

Sterling  Mfg.  Co.,  7201  Wmtworth  CIrveland  2,  Ohio. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  AOV.  PG.  511. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Tele-Matic  Industries,  Inc.,  16  Howard  Ave.,  Brooklyn 
21,  N.  Y. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Bluffton, 
Oklo. 

WacLine,  Inc.,  35  S  St.  Clair  St.,  Dayton  2.  Ohio. 

WATERS  MANUFACTURING  INC.,  Boston  Post  Rd., 
Wayland,  Mass.  AOV.  PG.  473. 

Welch  Scientific  Co.,  W.  M.,  1515  Sedgwick  St.,  Chicago 
10,  III. 

Westinghouse  Electric  Corp.,  P  0.  Box  868,  Pittsburgh 
30,  Pa. 

Weston  Instruments  Div.  of  Oaystrom,  Inc.,  614  Freilng- 
huysen  Ave.,  Newark  12,  N.  J. 

Yonkers  Industries,  Inc.,  28  School  St.,  Yonkers,  N.  Y. 

VOlTMETERS-flacfronic 

ACTON  LABORATORIES,  INC.,  536  Main  St.,  Acton, 
Mass.  ADV.  PG.  156. 

Alectra  Div.,  Consolidated  Electrodynamics  Corp.,  325 
N.  Altadena  Drive,  Pasadena,  Calif. 

Alto  Scientific  Co.,  855  Commercial  St.,  Palo  Alto, 
Calif. 

Avo  Ltd.,  Avocet  House,  92/96,  Vauxhall  Bridge  Rd., 
London  S.  W.  1,  Engl.inrt 

BALLANTINE  UBORATORIES,  INC.,  Boonton,  N  J. 
ADV.  PG.  163. 

Beckman/Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif. 

Belleville-Hexem  Corp.,  638  University  Ave.,  Los  Gatos, 
Calif. 

Bergen  Laboratories,  247  Crooks  Ave  ,  Clifton,  N  J. 

BETA  ELECTRIC  DIV.  OF  SORENSEN  CO.,  INC., 
Richards  Ave.,  Sooth  Norwalk,  Conn.  ADV.  PG.  95, 
96 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morris  Plains,  N.  J.  ADV.  PG.  368. 

Bruel  &  KJaer,  Naerum,  Denmark. 

Bruno-New  York  Industries  Corp.,  460  W.  34th  St., 
New  York  1,  N  Y. 

Burr-Brown  Research  Corp.,  Box  6444,  Tucson,  Ariz. 

Clough  Brengle  Co.,  6014  North  Broadway,  Chicago,  III. 

Colortone  Electronics,  Inc.,  200  Frank  Rd ,  Hicksville, 
N.  Y. 

Columbus  Electronics  Corp.,  1010  Saw  Mill  River  Rd., 
Yonkers,  N.  Y. 

COMMUNICATION  MEASUREMENTS  LAB.,  INC.,  350 
Leland  Ave.,  Plainfield,  N.  J.  AOV.  PG.  534. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif. 


DAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG.  401. 
Demolab  Corp.,  1550  N.  Highlai.d  Ave.,  Hollywood,  Calif. 
Dubrow  Development  Co.,  235B  Penn  St.,  Burlington, 

N.  J. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield 
Ave.,  Clifton,  N.  J. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City,  N  Y. 

Electronic  Measurements  Co.,  liK.,  Lewis  St.  &  Maple 
Ave.,  Eatontown,  N.  J. 

Electronic  Measurements  Corp.,  625  Broadway,  New  York 
12,  N.  Y. 

Engineering  Specialty  Co.,  3100  Eldredge  St.,  Salt  Lake 
City.  Utah. 

Flow  Corn  85  Mystic  St  Arlington  74,  Mass. 

FLUKE  MFG.  CO.,  INC.,  JOHN,  nil  W  Nickerson  St  , 
Seattle  99,  Wash.  AOV.  PG  501. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave  ,  Cam¬ 
bridge  39,  Mast.  ADV.  PG.  17^  179 
HEATH  CO.,  A  SUB.  OF  OAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  AOV.  PG.  513. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

INDUSTRIAL  CONTROL  CO.,  805  Albin  Ave.,  Linden¬ 
hurst,  N.  Y.  ADV.  PG.  490 
INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E  llth  St., 
New  York  3,  N  Y.  ADV.  PG.  371. 

Instrument  Electronict  Corp.,  90  Main  St.,  P  0.  Box 
830,  Port  Washington,  N  Y. 

Jefferson  Electronic  Products  Corp.,  322  State  St  , 
Santa  Barbara,  Calif. 

Jowil  Electronics,  Inc.,  Belfleld  A  Wister,  Philadelphia 
44,  Pa. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.  J. 
ADV.  PG  345 

KEITHLEY  INSTRUMENTS,  INC.,  12415  Euclid  Ave., 
Cleveland  6,  Ohio.  AOV.  PG.  274. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  AOV.  PG.  51-57. 

MEASUREMENTS  DIV.,  MC  GRAW-EDISON  CO.,  Boon- 
ton,  N.  J.  ADV.  PG.  564,  565 
Metronix,  Inc  75  Wilton  Mills  Rd.,  Chesterland,  Oh  o 
MILLIVAC  INSTRUMENTS  DIV.  OF  CONU  ELEC¬ 

TRONICS.  INC.,  2315  ^ond  Ave.,  Carmen,  Schenec¬ 
tady,  N.  Y.  ADV.  PG.  497. 

Mullard  Eguipment  Ltd.,  Mullard  House,  Torrington 
Place,  London,  W.  C.  1,  England. 

NORTH  ATUNTIC  INOUCTRIES,  INC.,  603  Mam  St., 
Westbury,  N.  Y.  ADV.  PG  585. 

Precision  Apparatus  Co.,  Inc.,  70-31  84th  St  .  Glendale 
27,  Calif. 

Precision  Electronics,  Inc.,  9101  King  St.,  Franklin 
Park,  III. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

Radio  City  Products  Co.,  Inc.,  Centre  A  Glendale  Sts., 
Easton,  Pa. 

RADIO  6oRP.  of  AMERICA.  RCA  ELECTRON  TUBE 
DIV.,  415  S.  Fifth  St.,  Harrison,  N.  J.  AOV.  PG. 
440,  441,  Third  A  Fourth  Covers  A  Preceding  Insert. 
Radiometer,  72  EndrupveJ,  Copenhagen  NV-1,  Denmark. 
Seen  Mfg.  Co.,  5015  Penn  Ave.,  $.,  Minneapolis,  Minn. 
Servonics,  Inc  ,  822  N.  Henry  St.,  Alexandria,  Va. 
SIERRA  ELECTRONIC  CORP.,  3885  Bohannon  Drive. 

Menlo  Park,  Calif.  AOV.  PG.  66,  67 
Solartron,  Inc.,  Western  Olv.,  10761  Burbank  Blvd., 
North  Hollywood,  Calif. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas. 
ADV.  PG.  347. 

SYSTRON  CORP.,  2055  Concord  Blvd.,  Concord,  Calif. 
AOV.  PG.  368 

Taber  Instrument  Corp.,  Electronict  Div.,  107  Goundry 
St.,  North  Tonawanda,  N.  Y. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd..  Bluff- 

ton,  Ohio 

TRANS  ELECTRONICS,  INC.,  7349  Canoga  Ave  ,  Canoga 
Park,  Calif.  AOV.  PG.  506. 

TRIO  Laboratories,  inc.,  402s  Memck  Rd..  sea- 

ford,  N  Y.  ADV.  PG.  519 
ViaORY  ENGINEERING  CORP.,  101  Springheld  Rd . 

Union,  N.  J.  ADV.  PG.  346. 

Waveforms,  Inc.,  333  Sixth  Ave.,  Hew  York  14,  N.  Y. 
Western  Electro-Acoustic  Lab.,  11789  San  Vicente  Blvd  , 
Los  Angeles  49,  Calif. 

Westinghouse  Electric  Corp.,  P  0.  Box  868,  Pitts¬ 
burgh  30,  Pa. 

Weston  Instruments  Div.  of  Oaystrom,  Inc.,  614  Freling- 
huysen  Ave.,  Newark  12,  N.  J. 

Yonkers  Industries,  Inc,,  28  School  St.,  Yonkers,  N.  Y. 

VOlT-OHM-MIlllAMMITfRS 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N  Y.  ADV.  PG.  SSS. 

Avo  Ltd.,  80  Shore  Rd.,  Port  Washington,  N  Y. 

BEEDE  Electrical  instrument  CO.,  inc.,  Pena¬ 

cook,  N.  H.  ADV.  PG.  569. 

Belleville-Hexem  Corp.,  638  University  Ave.,  Los  Catos, 
Calif. 

Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J. 
Bruno-New  York  Industries  Corp.,  460  W.  34th  St., 
New  York  1,  N.  Y. 

Columbus  Electronics  Corp.,  1010  Saw  Mill  River  Rd., 
Yonkers  N.  Y. 

CURTISS-WrIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  Carlstadt,  N.J.  ADV.  PG.  394A. 
DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield  Ave  , 
Clifton,  N.  J. 

Electronic  Instrument  C.o,  Inc,  3300  Northern  Blvd., 
Long  Island  City,  N.  Y. 

Electronic  Measurements  Corp.,  625  Broadway,  New 
York  12,  N.  Y. 
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ELECTRONIC  and  ALLIED  PRODUCTS _  _ INSULATING  COMPOUNDS 


Epic,  Inc,  1S4  NitMu  St.,  Ntw  York  38,  N  Y 

Fronklin  Electrooici,  Inc  ,  E.  Fourth  St  ,  Bridooport,  Po 

HEATH  CO.,  A  SUB.  OF  OAVSTMM,  INC.,  Benton 
HorOor  14,  Mich.  AOV  PC  S13. 

Hickok  Eloctricjl  Inttrumont  Co.,  10514  Dupont  A«e , 
Cleveland  8,  Ohio. 

Inttrumont  Laboratoriet,  315  W.  Walton  Place,  Chicaoo 
10,  III. 

Jowll  Electranici,  Inc.,  Belfteld  &  Witter,  Philadelphia 
44,  Pa 

KEITHLEY  INSTRUMENTS.  12415  Euclid  Ave .  Clove 
land  b,  Ohio.  AOV.  PG  274 

Martindale  Electric  Co.,  Edgewater  Braxh,  Boi  bl7, 
Cleveland  7,  Ohio. 

Metert,  Inc.,  5353  N  Keyttone  Ave  ,  Indianapolii  20, 
Ind 

National  Coll  Co.,  P  0.  Bon  1237,  Sheridan,  Wyo 

Phaottron  Inttrumont  A  Electronic  Co.,  151  Paudona 
Ave.,  South  Patadena,  Calif. 

Precision  Apparatut  Co.,  Inc.,  70-31  84th  St ,  Olendale 
27,  Calif 

Radio  City  Produett  Co.,  Inc.,  Centre  A  Glendale  Stt  , 
Eatton,  Pa. 

RADIO  CORP  OF  AMERICA.  ENGINEERINC  PRODUCTS 
DIV.,  Camden,  N  J  AOV.  PG  440.  441,  Third  A 
Fourth  Covert  A  Preceding  Intert 

Roller  Smith  Corp.,  1825  W  Market  St  ,  Bethlehem.  Pa 

Servo-Tek  Product!  Co.,  Inc.,  1086  Go^  Rd.,  Hawthorne, 
N  J 

SImpton  Electric  Co.,  Oiv  of  American  Gage  A  Machine 
Co,  5218  W  Kinile  St  .  Chicago  44,  III. 

SOUTHWESTERN  INDUSTRIAL  ELEaRONICS  CO.,  2831 
Pott  Oak  Rd.,  P  0  Box  13058,  Houston  Id,  Texas 
AOV  PG  347 

Superior  Instrument  Co,  2435  White  Plains  Rd.,  New 
York  67,  N  Y 

Telectro  Induitnet  Corp,  35-16  37th  St,  Long  Island 
City  1  N  Y 

Triplett  Electrical  Instrument  Co  ,  Harmon  Rd.,  Bluffton, 
Ohio 

Welch  Scientific  Co.,  W  M  ,  1515  Sedgwick  St.,  Chi¬ 
cago  10,  III 

Wettinghouse  Electric  Corp.,  P.  0  Box  868,  Pittsburgh 
30,  Pa 

Weston  Instruments  Oiv  of  Oaystrom,  Inc.,  614  Frellng- 
huysen  Ave ,  Newark  12  N  J. 

Yonkers  Industries.  Inc  .  28  School  St ,  Yonkers.  N  Y 


WAHMETIRS 

BIRO  ELECTRONIC  CORP.,  1800  E  38th  St.,  Cleveland 
14,  Ohio  AOV  PG  47 

Bristol  Co,  The.  P  0  Box  1760  E8G.  Waterbury  20. 
Conn 

Bruno  New  York  Industries  Corp  .  460  W  34th  St  , 
New  York  1,  N  Y 

Chemalloy  Electronics  Corp.,  Gillespie  Field,  Santee, 
Calif 

CONTROL  ELECTRONICS  CO,  INC.,  l<*25  New  York 
Ave.,  Huntington  Station,  N  Y  AOV.  PC  473.  550 
Electro  Impulse  Labs.,  208  River  St.,  Red  Bank,  N  J 
Epic,  Inc  ,  154  Nassau  St  .  New  York  38.  N  Y 
Esterline-Angus  Co.,  Inc  ,  P  0  Box  566.  Indianapolis  6. 
Ind 

Everthed  A  Vignoles  Ltd ,  Chitwick.  London  W  4 
England 

FLUKE  MFG.  CO.,  INC,  JOHN,  nil  w  Nickerson  St. 

Seattle  66.  Wash  ADV  PG  501 
GENERAL  ELECTRIC  CO,  APPARATUS  SALES  DIV., 
1  River  Rd  Schenectady  5.  N  Y  AOV  PG  1,  2 
3.  6 

HEATH  CO.,  A  SUB  OF  OAYSTROM.  INC,  Benton 
Harbor  14.  Mich  AOV  PG  513 
HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd  Palo 
Alto.  Calif.  AOV  PG  26-44 
JONES  ELECTRONICS  CO.,  INC  ,  M  C.,  185  N  Main 
St  .  Bristol,  Conn  AOV  PG  273 
MARCONI  INSTRUMENTS,  III  Cedar  Lane,  Engle¬ 
wood.  N  J  AOV.  PG  316 
New  England  Scientific  Instruments  Co.,  238  Main 
St  ,  Cambridge  42.  Mass 

PHYSICS  RESEARCH  UBS.,  INC.,  P  0  Box  555 
Hempstead.  N  Y.  AOV  PG  520 
RAWSM  ELECTRICAL  INSTRUMENT  CO.,  Ill  Potter 
St  Cambridge  42.  Mass  ADV  PG.  457 

SIERRA  ELECTRONIC  CORP.,  3885  Bohannon  Drive 
Menlo  Park,  Calif.  ADV  PC  6b.  67 
SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
OIV.,  Great  Neck.  N  Y  AOV  PG  165 
Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Bluff- 
ton,  Ohio. 

Welch  Scientific  Co.,  W  M  ,  1515  Sedgwick  St.,  Chi¬ 
cago  10,  III 

Westinghouse  Electric  Corp,  P.  0  Box  868,  Pittsburgh 
30,  Pa 

Weston  Instruments  Oiv  of  Oaystrom.  Inc.,  614  Freling- 
huysen  Ave  ,  Newark  12,  N.  J 


INSTRUMENTS-ffeetrpiHt  INaafcwl 

Cedar  Engineering  Oiv.  of  Control  Data  Corp.,  5806  W 
36th  St.,  Minneapolis  16,  Minn. 

Telecomputing  Corp.,  615  N  Citrus  Ave.,  Lot  Angeles  38, 
Calif. 

Tensor  Electric  Development  Co.,  Centroid  DIv.,  1873 
Eastern  Parkway,  Brooklyn  33,  N  V 
Tesla  Electric  Co.,  2871  N  Lincoln  Ave.,  Chicago  13,  III. 


INSTRUMINTS-OrwpAlc  Rac*rrfia« 

ACTON  LABORATORIES,  INC.,  536  Main  St.,  Acton, 
Mast.  AOV.  PG  156 

ALOEN  ELECTRONIC  &  IMPULSE  RECORDING  EQUIP¬ 
MENT  CO.,  Cox  125,  Westboro,  Mats  AOV  PG  452 


Antlab  Inc.,  6330  Proprietors  Rd.,  Worthington,  Ohio 
Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio 
BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge 
38,  Mass  AOV  PG.  466 
Barber-Colman  Co.,  Dept.  766,  Rockford,  HI 
Penton-Lehner  Corp.,  11630  W  Olympic  Blvd  ,  Los 
Angeles  64,  Cal. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Coon. 

Bruel  8  Kiaer,  Naerum,  Denmark. 

BRUSH  INSTRUMENTS  DIV.  OF  CLEVITE  CORP.,  3405 
Perkins  Ave.,  Cleveland  14.  Ohio  ADV  PG.  20,  21 
Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena.  Calif. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631  Cen 
tral  Ave,  Carlstadt,  N  J  AOV.  PG.  364A 
Electronic  Tube  Corp.,  1200  E  Mermaid  Are.,  Phila¬ 
delphia  18,  Pa 

Esterline-Angus  Co.,  Inc.,  P  0  Box  566,  Indianapolis 
6,  Ind 

Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England 

Fischer  8  Porter  Co  ,  476  Warminster  Road,  Hatboro, 

Pa 

Foxboro  Co.,  The,  Foxboro,  Matt. 

General  Electric  Co.,  Apparatut  Sales  Div ,  1  River  Rd  , 
Schenectady  5,  N.  V 

Gilmore  Industries,  5713  Euclid  Ave.,  Cleveland  3,  Ohio 
Grass  Instrument  Co.,  101  Old  Colony  Ave.,  Quincy,  Mast 
Hogan  Laboratories,  Inc.,  155  Perry  St.,  New  York  14, 
N.  Y. 

Impact-O-Graph  Corp  ,  The,  1600  Euclid  Ave  ,  Cleve¬ 
land  15,  Ohio 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N  J 
AOV.  PG  345 

LAO  Research  8  Development  Corp,  134  N  Wayne 
Ave.,  Wayne,  Pa. 

Larson  Instrument  Co.,  24  Orchard  St  ,  Tarrytown,  N  Y 
Leeds  8  Northrop  Co.,  4670  Stenton  Ave.,  Phlladelph.a 

44,  Pa 

LIBRASCOPE,  INC.,  808  Western  Ave  ,  Glendale.  Calif 
AOV  PG  125 

Mandrel  Industries,  Inc.,  Industrial  Instruments  Div , 
5134  Glenmont  Drive,  Houston,  Texas 
Manning,  Maxwell  8  Moore,  Inc.,  Industrial  Controls 
Div  250  E  Main  St ,  Stratford,  Conn 
MASSA  laboratories,  INC.,  5  Fottler  Rd ,  Hmgham 
Mats  AOV  PG.  514 

Micrometrical  Mfg  Co.,  345  S  Main  St  .  Ann  A-bo- 
Mich 

MIDWESTERN  INSTRUMENTS.  41tt  8  Sheridan  Rd 
Tulsa,  Okla.  AOV.  PG  6  4 

Mimreapolll-Honeywell  Regulator  Co.,  Industrial  Div  . 

Seventh  8  Grange  Axes.,  Philadelphia  44.  Pa. 

Offner  Electronics  Inc.,  5320  N  Kedz  e  Ave.,  Chicago 
26,  III 

PANORAMIC  RADIO  PRODUCTS  INC.,  520  S  Fulton 
Ave  ,  Mt  Vernon,  N  Y  AOV.  PG.  463 
RADIATION,  INC  ,  Melbourne,  Fla  ADV  PG  255 
REEVES  INSTRUMENT  CORP.,  227  E  61st  St  ,  New 
York  28,  N  Y  AOV  PG  433 
SANBORN  CO.,  175  Wyman  St  ,  Waltham  54  Mass 
AOV  PG.  357 

Sangamo  Electric  Co  ,  1201  N  11th  St.,  Springfield.  Ill 
Seismograph  Service  Corp  ,  P  0  Box  1560,  Tulsa.  Okla 
TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave  Dallas  6  Texas  AOV  PG  366. 

VARIAN  ASSOCIATES,  611  Hansen  Way,  Palo  Alto 
Calif  ADV  PG  160,  161,  332 
West  Instrument  Corp.,  4363  W  Montrose  Ave., 
Chicago  41,  III 

Westinghouse  Electric  Corp.,  P  0  Bob  868,  P.tts- 
btirgh  30,  Pa 

Westronict,  Inc.,  3605  McCart  St  ,  Fort  Worth,  Texas 


INSTRUMENTS-Ponof 

INSTRUMENTS-Ultrasenic 

See  INSTRUMINTS-ilectricel  Measuring 


INSUIATINO  COMPOUNDS 
AipNalf  8  PNcfi 

Barrett  Division,  Allied  Chemical  Corp  ,  40  Rector 

St  ,  Hew  York  6,  N  Y 

BIWAX  CORP.,  3445  Howard  St.,  Skokie.  Ill  AOV 

PG  472 

Delta  Chemical  Works.  21  W  60th  St  ,  New  York,  N  Y 
Esso  Standard  Oil  Co.,  15  W  51st  St.,  New  York  16, 
N.  Y. 

George  Co.,  P  0.,  5200  N  Second  St.,  St  Louis,  Mo 
Hl-Test  Chemical  Corp.,  722  64th  St.,  Brooklyn  20, 

N  Y 

Johns-Manville,  22  E  40th  St.,  New  York  16,  N  Y 
Schenectady  Varnish  Co.,  Inc.,  Schenertady,  N  Y. 

ZOPHAR  mills,  INC.,  115  26th  St.,  Brooklyn  32, 

N  Y  AOV  PG  577 


Calf  Oapea 

Biggs  Co.,  Carl  H.,  2255  Barry  Ave.,  West  Los  Angeles 
64,  Calif 

BORTHIG  CO.,  INC.,  GEORGE  C.,  Box  11 -A,  East 
RutheHord,  N.  J.  ADV  PG.  436. 

Chemical  Products  Corp.,  King  Philip  Rd ,  East  Provi¬ 
dence,  R.  I. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y 

Furane  Plastics,  Inc.,  4516  Brazil  St.,  Los  Angeles  36, 
Calif. 

GENERAL  CEMENT  MFG.  CO.,  DIV  OF  TEXTRON,  INC., 
ELECTRONIC  OIV.,  400  S  Wyman  St.,  Rockford, 
III  ADV  PG  80 


Millen  Mfg  Co.,  James,  150  Exchange  St.,  Malden, 
Mass  _ 

Pierce  8  Stevens  Chemical  Corp.,  710  Ohio  St.,  Buffalo  3, 
N.  V. 

Sauereisen  Cements  Co.,  Sauerelsen  Bldg.,  Pittsburgh  15, 
Pa. 

Schenectady  Varnish  Co.,  Inc.,  SchenecUdy,  N.  Y. 
Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 


fnom»l 

BORTHIG  CO.,  INC  ,  GEORGE  C.,  P.  0.  Box  11  A,  East 
Rutherford,  N  J  AOV.  PG.  436 

Delta  Chemical  Works,  21  W  60th  St.,  New  York,  N  Y 

Dow  Coming  Corp.,  Midland,  Mich. 

du  Pont  de  Nemours  8  Co.,  Inc.,  E.  I.,  Wilmington  68, 
Delaware 

George  Co.,  P.  0.,  5200  N  Second  St.,  St  Louis,  Mo 

Irvington  Oiv.  of  Minnesota  Mining  8  Mfg  Co.,  6  Argyle 
Terrace,  Irvington  11,  N.  J. 

Maas  8  Waldste.n  Co.,  2121  McCarter  Highway,  Newark 
4,  N.  J. 

Midland  Industrial  Finishes  Corp.,  Dept.  1-20,  Waukegan, 
III 

Schenectady  Varnish  Co.,  Inc.,  Schenectady,  N  V. 

Silicones  Oiv.,  A  DiV  of  Union  Carbide  Corp.,  30  E. 
42nd  St.,  New  York  17,  N.  Y. 

Standard-Toch  Chemicals,  Inc.,  2600  Richmond  Terrace, 
Staten  Island  3.  N  Y 


EPOXY  RESIN 

Soe  PLASTIC  MATERIALS 


Imprognoring  Cempovndx 

ACME  WIRE  CO.,  New  Haven  14,  Conn.  ADV.  PG  186. 
American  Products  Mfg  Co  ,  Inc.,  8127-33  Oleander  St  , 
New  Orleans  18,  La. 

Ar.es  Laboratories,  Inc.,  270  Park  Ave  ,  New  York  17, 

N  Y 

Barrett  Division  Allied  Chemical  Corp,  40  Rector 
St  New  York  6,  N.  Y 

Biggs  Co.,  Carl  H  ,  2255  Barry  Ave  ,  West  Los  Angeles 
64  Calif 

BIWAX  CORP  ,  3445  Howa-d  St  ,  Skokie  H'  AOV. 
PG  472 

BORTHIG  CO.,  INC  ,  GEORGE  C.,  P  0  Box  llA,  East 
Rutherford,  N  J  AOV  PG  436 
Celanese  Corp.  of  A-<erica,  Plastics  Oiv.,  744  Broad  St., 
Newark  2,  N  J 

Ciba  Co.,  Inc.,  Plastics  Div.,  Kimberton,  Pa 

Delta  Chemical  Wo-ks,  21  W  60th  St.,  New  York,  N  Y. 

Dow  Corning  Corp.,  M  diard,  MiCh. 

Emerson  8  Cuming  Inc.,  866  Washington  St  ,  Canton, 

Mass 

Esso  Standard  Oil  Co,  15  W  51st  St.,  New  York  19, 
N  Y 

Furane  Plastics,  Inc  ,  4516  Brazil  St.,  Los  Angeles  36, 
Calif. 

General  Electric  Co.,  Silicone  Products  Dept.,  Waterford. 
N.  Y 

George  Co .  P  0 .  5200  N  Second  St.,  St  Louis,  Mo 
Glyco  Products  Co.,  Inc.,  Empire  State  Bldg.,  New 
York  1,  N  Y 

Hi-Test  Chemical  Corp.,  722  64th  St.,  Brooklyn  20, 
N  Y 

Houghton  Laboratories,  Inc  ,  322  Houghton  Ave.,  Olean, 
N  Y 

Marblette  Corp  37  21  30th  St.,  Long  Island  City  1, 
N  Y 

Minnesota  Mining  8  Mfg  Co.,  600  Fauquier  Ave, 
St.  Paul  6,  Minn 

Mitchell  Rand  Mfg  Corp  ,  51  Murray  St.,  New  York  7, 
N  Y 

Permacel  Tape  Corp.,  U.  S.  Highway  1,  New  Brunswick, 
N  J 

Sauereisen  Cements  Co.,  Sauereisen  Bldg.,  Pittsburgh  15, 

Pa 

Schenectady  Varnish  Co.,  Inc.,  Schenectady,  N  V 
Silicones  Division,  A  Div.  of  Union  Carbi^  Corp.,  30  E. 

42nd  St.,  New  York  17,  N  Y. 

Standard-Toch  Chemicals,  Inc.,  2600  Richmond  Terrace, 
Staten  Is'and  3,  N.  Y. 

Terrell  Corp.,  16  Lane  St.,  Waltham  54,  Mass 
Topper  Mfg.  Co  ,  Inc.,  147-12  Liberty  Ave  ,  Jamaica  35, 
N  Y 

ZOPHAR  MILLS,  INC  ,  115  26th  St  ,  Brooklyn  32.  N  Y. 
ADV  PG  577 


Ineulefiny  Vornttfi 

ACME  WIRE  CO.,  New  Haven  14,  Conn  AOV.  PG  186. 

Ambroid  Co.,  Weymouth  88,  Mass 

Barrett  Division,  Allied  Chemical  Corp ,  40  Rector 

Rector  St.,  New  York  6,  N  Y. 

Barrett  Varnish  Co.,  1532  S  SOth  Court,  Cicero  50, 
III. 

BORTHIG  CO.,  INC.,  GEORGE  C.,  P  0  Box  IIA,  East 
Rutherford.  N.  J.  AOV.  PG  436 

Delta  Chemical  Works,  21  W.  60th  St.,  New  Yvk,  N  Y. 

Dow  Coming  Corp.,  Midland,  Mich. 

du  Pont  de  Nemours  8  Co.,  Inc.,  Wilmington  68,  Del 

Empire  Varnish  Co.,  The,  2636  E  76th  St.,  Cleveland 
4,  Ohio. 

Furane  Plastics,  Inc.,  4516  Brazel  St.,  Los  Angeles  36, 
Calif 

GENERAL  CEMENT  MFG.  CO.,  OIV.  OF  TEXTRON,  INC., 
ELECTRONIC  OIV  ,  400  S  Wyman  St  ,  Rockford,  III. 
AOV  PG  80 
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INSULATION  MATERIALS 


General  Electric  Co.,  Silicone  Products  Dept.,  Waterford, 
N.  Y. 

George  Co.,  P.  D.,  5200  N.  Second  St.,  St.  Louis,  Mo. 

Irvington  Oiv.  of  Minnesota  Mining  &  Mfg.  Co.,  6  Argyle 
Terrace,  Irvington  11,  N.  J. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

Martindale  Electric  Co.,  Edgewater  Branch,  Box  617, 
Cleveland  7,  Ohio. 

Midland  Paint  &  Varnish  Co.,  9115  Reno  Ave.,  Cleve¬ 
land  5,  Ohio. 

Sauereisen  Cements  Co.,  Sauereisen  Bldg.,  Pittsburgh 
15,  Pa. 

Schenectady  Varnish  Co.,  Inc.,  Schenectady,  N.  Y. 

Standard-Toch  Chemicals,  Inc.,  2600  Richmond  Terrace, 
Staten  Island  3,  N.  Y. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica 
35,  N.  Y. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 

Waterlox  Div.  of  The  Empire  Varnish  Co.,  2636  E.  76th 
St.,  Cleveland,  Ohio. 


lacquor 

Ambroid  Co.,  Weymouth  88,  Mass. 

American  Products  Mfg.  Co.,  Inc.,  8127-33  Oleander 
St.,  New  Orleans  18,  La. 

Barrett  Varnish  Co.,  1532  S.  50th  Court,  Cicero  50,  III. 

BORTHIG  CO.,  INC.,  GEORGE  C.,  P.  0.  Box  llA,  East 
Rutherford,  N.  J.  ADV.  PG.  436. 

Chemical  Products  Corp.,  King  Philip  Rd.,  East  Provi¬ 
dence,  R.  I. 

Cudner  &  O'Connor  Co.,  4035  W.  Kinzie  Ave.,  Chicago 
24,  III. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

du  Pont  de  Nemours  &  Co.,  Inc.,  E.  I.,  Wilmington  98, 
Del. 

GENERAL  CEMENT  MFG.  CO.,  DIV.  OF  TEXTRON,  INC., 
ELECTRONIC  DIV.,  400  S.  Wyman  St.,  Rockford,  III. 
ADV.  PG.  80. 

George  Co.,  P.  D.,  5200  N.  Second  St.,  St.  Louis,  Mo. 

Irvington,  Div.  of  Minnesota  Mining  &  Mfg.  Co.,  6  Argyle 
Terrace,  Irvington  11,  N.  J. 

Maas  &  Waldstein  Co.,  2121  McCarter  Highway,  Newark 
4,  N.  J. 

Martindale  Electric  Co.,  Edgewater  Branch,  Box  617, 
Cleveland  7,  Ohio. 

Midland  Industrial  Finishes  Corp.,  Dept.  1-20,  Waukegan, 
III. 

Pierce  &  Stevens  Chemical  Corp.,  710  Ohio  St.,  Buffalo 
3,  N.  V. 

Standard-Toch  Chemicals,  Inc.,  2600  Richmond  Terrace, 
Staten  Island  3,  N.  Y. 


Plastic* 

See  PLASTIC  MATERIALS 

Protective  Sealers 
See  COATINGS 

Resin 

See  PLASTIC  MATERIALS 


Silicone  Compounds 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
Dow  Corning  Corp.,  Midland,  Mich. 

Ed-Berl  Products,  Inc.,  87  Merrick  Rd.,  Baldwin,  N.  Y. 
GENERAL  CEMENT  M^G.  CO.,  DIV.  OF  TEXTRON,  INC., 
Electronic  Div.,  400  S.  Wyman  St.,  Rockford,  III. 
ADV.  PG.  80. 

General  Electric  Co.,  Silicone  Products  Dept.,  Waterford, 
N.  Y. 

Midland  Industrial  Finishes  Corp.,  Dept.  1-20,  Waukegan, 
III. 

Schenectady  Varnish  Co.,  Inc.,  Schenectady,  N.  Y. 

Silicones  Division,  A  Div.  of  Union  Carbide  Corp.,  30  E. 

42nd  St.,  New  York  17,  N.  Y. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 


Waxes 

BIWAX  CORP.,  3445  Howard  St.,  Skokie,  III.  ADV. 
PG.  472. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
Esso  SUndard  Oil  Co.,  15  W.  51st  St.,  New  York  19, 
N.  Y. 

Glyco  Products  Co.,  Inc.,  Empire  State  Bldg.,  New  York 
1,  N.  Y. 

Hi-Test  Chemical  Corp.,  722  64th  St.,  Brooklyn  20, 
N.  Y. 

International  Wax  Refining  Co.,  99  E.  Hawthorne  Ave., 
Valley  Stream,  N.  Y. 

MinnesoU  Mining  &  Mfg.  Co.,  Jersey  City  Chemical  Div., 
75  Oroyers  St.,  P.  0.  Box  477,  Jersey  City  3,  N.  J. 
Mitchell  Rand  Mfg.  Corp.,  51  Murray  St.,  New 
York  7,  N.  Y. 

Standard-Toch  Chemicals,  Inc.,  2600  Richmond  Terrace, 
Staten  Island  3,  N.  Y. 

Stevenson,  Bro.  &  Co.,  110  Race  St.,  Philadelphia  6, 
Pa. 

Terrell  Corp.,  19  Lane  St.,  Waltham  54,  Mass. 

ZOPHAR  MILLS,  INC,  115  26th  St.,  Brooklyn  32,  N.  Y. 
ADV.  PG.  577. 


INSULATION  MATERIALS 

Afumiawm  Oxisfa 

Aluminum  Co.  of  America,  Alcoa  Bldg.,  Pittsburgh  19, 
Pa. 

American  Mica  Insulation  Co.,  Manasquan,  N.  J. 

BG  Corp.,  The,  321  Broad  Ave.,  Ridgefield,  N.  J. 

Bio-Rad  Laboratories,  800  Delaware  St.,  Berkeley, 
Calif. 

COORS  PORCELAIN  CO.,  600  Ninth  St.,  Golden,  Colo. 
ADV.  PG.  310,  311. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

Diamonite  Products  Mfg.  Co.  Oiv.  of  U.  S.  Ceramic 
Tile  Co.,  1232  Cleveland  Ave.,  N.W.,  Canton  2,  Ohio. 

Du-Co  Ceramics  Co.,  Box  587,  Butler  8,  Pa. 

Duramic  Products  Inc.,  262 .  Mott  St.,  New  York  12, 
N.  Y. 

Electronic  Mechanics,  Inc.,  101  Clifton  Blvd.,  Clifton, 
N.  J. 

GENERAL  CERAMICS  CORP.,  Keasbey,  N.  J.  ADV.  PG. 
133 

KELLER,  JR.,  JEWELS,  HUGO,  50  E.  42nd  St.,  New 
York  17,  N.  Y.  ADV.  PG.  587. 

Kirchberger  &  Co.,  Inc.,  M.,  248  Humphrey  St.,  Engle¬ 
wood,  N.  J. 

Norton  Co.,  Worcester  6,  Mass 

Reynolds  Metals  Co.,  2500  S.  Third  St.,  Louisville  1, 
Ky. 

Steward  Mfg.  Co.,  D.  M.,  3600  Jerrome  Ave.,  Chatta¬ 
nooga  1,  Tenn. 

SUPERIOR  STEATITE  &  CERAMIC  CORP.,  83-91  W 
Forest  Ave,  Englewood,  N  J.  ADV.  PG.  536. 

THOR  CERAMICS,  INC  ,  225  Belleville  Ave.,  Bloom¬ 
field,  N  J.  ADV.  PG.  538. 

U.  S.  Stoneware  Co.,  The,  Akron  9,  Ohio. 

Vitro  Corp.  of  America,  261  Madison  Ave.,  New  York  16, 
N  Y. 

Asbestos 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

Auburn  Mfg.  Co.,  The,  Pease  Ave.  &  Stack  St.,  Middle- 
town,  Conn. 

Delta  Chemical  Works,  21  W  both  St.,  New  York, 
N  Y. 

ELECTRICAL  INSULATION  CO.,  INC.,  1245  Marconi 
Blvd.,  Copiague,  N  Y  ADV.  PG.  584. 

Electro-Technical  Products  Oiv.  of  Sun  Chemical  Corp., 
113  E.  Centre  St.,  Nutley  10,  N.  J. 

Felt  Products  Mfg.  Co.,  7450  N.  McCormick  Blvd., 
Skokie,  III. 

General  Electric  Co.,  Laminated  Products  Dept.,  Coshoc¬ 
ton,  Ohio. 

Irvington  Div.  of  Minnesota  Mining  &  Mfg.  Co.,  6 
Argyle  Terrace,  Irvington  11,  N  J. 

Johns-Manville,  22  E.  40th  St.,  New  York  16,  N.  Y. 

Mansfield  Fabricators,  Inc.,  541  Grant  St.,  Mansfield, 
Ohio. 

Precision  Metal  Products  Co.  of  Malden,  41  Elm  St., 
Stoneham  80,  Mass. 

Raybestos-Manhattan,  Inc.,  61  Willett  St.,  Passaic, 
N.  J. 

Rogers  Corp.,  Goodyear,  Coon. 

Ceramic 

Advanced  Vacuum  Products,  Inc.,  Oiv.  of  General  Ceramics 
Corp.,  430  Fairfield  Ave.,  Stamford,  Conn. 

Allied  Plastics  Supply  Corp.  75  Cliff  St.,  New  York  38, 
N.  Y 

AMERICAN  LAVA  CORP.,  STEATITE  DIV^  Cherokee 
Blvd.  &  Manufacturers  Rd.,  Chattanooga  5,  Tenn.  ADV. 
PG.  237 

BG  Corp.,  The,  321  Broad  Ave.,  Ridgefield,  N.  J. 

Brush  Bei^llium  Co.,  The,  4301  Perkins  Ave.,  Cleveland 
3,  Ohio 

CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wis.  ADV.  PG.  422. 

Cook  Ceramic  Mfg.  Co.,  501  Prospect  St.,  Trenton  1, 
N.  J. 

COORS  PORCELAIN  CO.,  600  Ninth  St.,  Golden,  Colo. 
ADV.  PG.  310,  311. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

Diamonite  Products  Mfg.  Co.,  Div.  of  U.  S.  Ceramic  Tile 
Co.,  1232  Cleveland  Ave.,  N.  W.,  Canton  2,  Ohio. 

Du-Co  Ceramics  Co.,  Box  587,  Butler  8,  Pa. 

Duramic  Products  Inc.,  262  Mott  St.,  New  York  12, 
N.  Y. 

Electrical  Refractories  Co.,  50  Clark  St.,  East  Palestine, 
Ohio. 

Electronic  Mechanics,  Inc.,  101  Clifton  Blvd.,  Clifton, 
N.  J. 

Engelhard  Inc.,  Charles,  113  Astor  St.,  Newark  5,  N.  J. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  ADV.  PG.  140,  141. 

Frenchtown  Porcelain  Co.,  Frenchtown,  N.  J. 

GENERAL  CERAMICS  CORP.,  Keasbey,  N.  J.  ADV.  PG. 
133. 

Guastavino  Co.,  R.,  660  Main  St.,  Woburn,  Mass. 

Isolantite  Mfg.  Corp.,  Stirling,  N.  J. 

Johns-Manville,  22  E.  40th  St.,  New  York  16,  N.  Y. 

Kirchberger  &  Co.,  Inc.,  M.,  248  Humphrey  St.,  Engle¬ 
wood,  N.  J. 

LAPP  INSULATOR  CO.,  INC.,  RADIO  SPECIALTIES  DIV., 
31  Gilbert  St.,  Le  Roy,  N.  V.  ADV.  PG.  112,  113. 

Maryland  Lava  Co.,  Ceramic  Dept.,  Dept.  C,  Bel  Air,  Md 

Mica  Fabricating  Co.,  53  Central  Ave.,  Rochelle  Park, 
N.  J. 

Mitronks,  Inc.,  1290  Central  Ave.,  Hillside,  N.  J. 

Mykroy,  Inc.,  Wheeling,  III. 

National  Ceramic  Co.,  400  Southard  St.,  Trenton  2, 
N.  J. 

Norton  Co.,  Worcester  6,  Mass. 


1958-1959  LISTINGS  of 


Solar  Mfg.  Corp.,  4553  Seville  Ave.,  Los  Angeles  58, 
Calif. 

Star  Porcelain  Co.,  61  Muirhead  Ave.,  Trenton  9,  N.  J 

Steward  Mfg.  Co.,  D.  M.,  3600  Jerrome  Ave.,  Chatta¬ 
nooga  1,  Tenn 

SUPERIOR  STEATITE  &  CERAMIC  CORP.,  83-91  W 
Forest  Ave.,  Englewood,  N.  J.  ADV.  PG.  536. 

Thermo  Materials  Inc.,  4040  Campbell  Ave.,  Menlo  Park, 
Calif. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave.,  Bloomfield, 
N.  J.  ADV.  PG.  538. 

Torrance  Glass  &  Color  Works,  Torrance,  Calif. 

U.  S.  Stoneware  Co.,  Akron  9,  Ohio. 

Vitro  Corp.  of  America,  261  Madison  Ave.,  New  York  16, 
N.  Y. 


Fabric 

ACME  WIRE  CO.,  New  Haven  14,  Conn.  ADV.  PG.  186 
Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

AMERICAN  FELT  CO.,  Glenville,  Conn  ADV.  PG.  494 
American  Mica  Insulation  Co.,  Manasquan,  N.  J. 

Apex  Coated  Fabrics  Co.,  12  E.  22nd  St.,  New  York  10, 
N.  Y. 

Brstcraft  Products  Co.,  Inc.,  626  Broadway,  New  York, 
N.  Y. 

Arrowhead  Products,  2300  Curry  St.,  Long  Beach  5, 
Calif. 

Brand  &  Co.,  Inc.,  William,  41  North  St.,  Willimantic, 
Conn 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware  ADV.  PG  373-376. 
duPont  de  Nemours  A  Co,  Inc.,  Wilmington  98,  Del 
ELECTRICAL  INSULATION  CO.,  INC.,  1245  Marconi 
Blvd  ,  Copiague,  N  Y.  ADV.  PG.  584. 
Electro-Technical  Products  Oiv  of  Sun  Chemical  Corp., 
113  E.  Centre  St  Nutley  10,  N  J 
GENERAL  CEMENT  MFG.  CO.,  OIV  OF  TEXTRON,  INC  , 
ELECTRONIC  DIV.,  400  S.  Wyman  St.,  Rockford,  III. 
ADV.  PG  80. 

General  Electric  Co.,  Laminated  Products  Dept.,  Coshocton, 
Ohio 

Irvington  Div.  of  Minnesota  Mining  A  Mfg  Co.,  6  Argyle 
Terrace,  Irvington  11,  N.  J. 

Johns-Manville,  22  E.  40th  St.,  New  York  16,  N  Y 
Mansfield  Fabricators,  Inc.,  541  Grant  St.,  Mansfield, 
Ohio. 

National  Felt  Co  76  Summer  St.,  Boston  10,  Ma*'. 
NEW  ENGUND  LAMINATES  CO.,  INC.,  P  0.  Sox  43, 
481  Canal  St.,  Stamford,  Conn.  ADV  PG  563 
Polyken  Sales  Div  of  The  Kendall  Co.,  309  W.  Jackson 
Blvd.,  Chicago  6,  III. 

Precision  Metal  Products  Co.  of  Malden,  41  Elm  St  , 
Stoneham  80,  Mass. 

Synthane  Corp.,  Oaks,  Pa. 


Fibro 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38. 

N.  Y. 

American  Mica  Insulation  Co.,  Manasquan,  N.  J 

Arrowhead  Products,  2300  Curry  St.,  Long  Beach  5, 
Calif. 

Auburn  Mfg.  Co.,  The,  Pease  Ave  A  Stack  St.,  Middle- 
ton,  Conn. 

Bestcroft  Products  Co.,  Inc.,  626  Broadway,  New  York, 
N  Y. 

Cornea  Plastics,  Inc.,  97-24  Albert  Rd.,  Ozone  Park  17, 
N.  Y. 

COMMERCIAL  PLASTICS  A  SUPPLY  CORP.,  630  Broad¬ 
way,  New  York  12,  N.  Y  ADV.  PG  60 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware  ADV.  PG.  373-376 

Delta  Chemical  Works,  21  W.  60th  St..  New  York,  N.  Y. 

ELECTRICAL  INSULATION  CO.,  INC.,  1245  Marconi 
Blvd.,  Copiague,  N  Y  ADV.  PG  584 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Felt  Products  Mfg.  Co.,  7450  N.  McCormick  Blvd., 
Skokie,  III. 

Franklin  Fibre  Lamitex  Corp.,  Wilmington,  Del. 

HERMETIC  SEAL  CORP.,  29-37  S.  Sixth  St.,  Newark  7, 
N.  J.  ADV.  PG.  403 

Jenkins  Co.,  George  0.,  Bridgewater,  Mass 

Johns-Manville,  22  E.  40th  St.,  New  York  16,  N  Y. 

Mansfield  Fabricators,  Inc.,  541  Grant  St.,  Mansfield, 
Ohio. 

Mica  Fabricating  Co.,  53  Central  Ave.,  Rochelle  Park, 
N.  J. 

Murray  Plastics  Co  ,  River  Rd.,  New  Hamburg,  N  Y. 

NATIONAL  VULCANIZED  FIBRE  CO.,  Bos  311,  Wilming- 
ton,  Del.  ADV.  PG.  360. 

RELIANCE  MICA  CO.,  341  39th  St.,  Brooklyn,  N  Y 
ADV.  PG  584 

Rogers  Corp.,  Goodyear,  Conn. 

Spaulding  Fibre  Co.,  Inc.,  310  Wheeler  St.,  Tonawanda, 
N.  Y. 

West  Virginia  Pulp  A  Paper  Co.,  230  Park  Ave.,  New 
York  17,  N.  Y. 

Wilmington  Fibre  Specialty  Co.,  New  Castle  6,  Del. 


Films 

$•0  FILMS 

Class 

ACME  WIRE  CO.,  New  Haven  14,  Conn.  ADV  PG.  186. 
Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

Armstrong  Cork  Co.,  Lancaster,  Pa. 


D-no 
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INSULATION  PARTS 


ELECTRONIC  and  ALLIED 


Arrowhead  Products,  2300  Curry  St.,  Lony  Beach  S, 
Calif. 

Bache  &  Co.,  Setnon,  636  Greenwich  St.,  New  York  14, 
N.  Y. 

CONTINENTAL-OIAMONO  FIBRE  CORP.,  Newark  100, 
Delaware.  AOV.  PG.  373-326 

Corning  Glass  Works,  Corning,  N.  Y 

Electro-Technical  Products  Oiv.  of  Sun  Chemical  Corp., 
113  E  Centre  St.,  Nutley  10,  N.  J 

Franklin  Fibre-Lamites  Corp.,  Wilmington,  Del 

Hamilton  Electronics  Corp.,  Pleasant  Valley  Rd.,  Fair¬ 
mont,  W  Va. 

HERMETIC  SEAL  CORP.,  29-37  S.  Sirth  St.,  Newark  7, 
N.  J.  AOV.  PG.  403 

Irvington  Div.  of  Minnesota  Mining  A  Mfg.  Co.,  6 
Argyle  Terrace,  Irvington  11,  N  J 

NATVAR  CORP.,  Woobridge,  N  J  AOV  PG.  443 

Philadelphia  Scientifle  Glass  Co.,  Ouakertown,  Pa. 

Pittsburgh  Plate  Glass  Co.,  1  Gateway  Center,  Pittsburgh 
22,  Pa 

Precision  Metal  Products  Co.  of  Malden,  41  Elm  St., 
Stoneham  80,  Mass 

Scientific  Electronic  Labs.,  Inc.,  866  Bergen  St.,  Newark 
8,  N  J. 

Vitro  Corp.  of  America,  261  Madison  Ave  ,  New  York  16, 
N  Y 


Clati  BondeW  AUco 

Electronic  Mechanics,  Inc.,  101  Clifton  Blvd ,  Clifton, 
N  J 

Mica  Fabricating  Co.,  53  Central  Ave.,  Rochelle  Park, 
N  J 

MVULEX  CORPORATION  OF  AMERICA,  125  Clifton 
Blvd.  Clifton,  N  J  AOV  PG  313 


Clou  Fibre 

ACME  WIRE  CO.,  New  Haven  14,  Conn  AOV.  PG.  186 
Allied  Plastics  Supply  Corp.,  75  CliR  St ,  New  York  38 
N.  Y. 

Arrowhead  Products,  2300  Curry  St.,  Long  Beach  5, 
Calif 

Beck's,  Inc  ,  298-300  E  Fifth  St  .  St  Paul  1,  Minn 
Bestcraft  Products  Co.,  Inc.,  626  Broadway,  New  York, 

N  Y. 

Brand  A  Co.,  Inc.,  William,  41  North  St  .  WItlimantic, 
Conn. 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  lOO. 

Delaware  AOV  PG  37  3-376 
ELECTRICAL  INSULATION  CO.,  INC.,  1245  Marconi 
Blvd,  Copiague,  N.  Y.  AOV  PG.  584 
Electro-Technical  Products  Oiv.  of  Sun  Chemical  Corp., 
Ill  E  Centre  St  ,  Nutley  10,  N  J 
Franklin  Fibre-lamitei  Corp.,  Wilmington,  Del 
General  Electric  Co.,  Laminated  Products  Oept.,  Coshoc¬ 
ton,  Ohio. 

Irvington  Oiv.  of  Minnesota  Mining  A  Mfg  Co.,  6 
Argyle  Tcrracc.  Irvington  11,  N.  J 
LAMTEX  INDUSTRIES,  INC.,  51  State  St  ,  Westbury, 
N  V.  AOV  PG  474 

L-O-F  Glass  Fibers  Co.,  1810  Madison  Ave  ,  Toledo  1, 
Ohio. 

Mansheld  Fabricators,  Inc,  541  Grant  St.,  Mansfield, 
Ohio. 

Mica  Fabricating  Co.,  53  Central  Ave.,  Rochelle  Park, 
N  J. 

Murray  PlastiCS  Co.,  River  Rd  ,  New  Hamburg,  N  Y 
National  Electric  Coil  Co.,  Columbus  16,  Ohio. 

Pittsburgh  Plate  Glass  Co.,  1  Gateway  Center,  Pittsburgh 
22,  Pa. 

Polyken  Sales  Div.  of  The  Kendall  Co ,  309  W  Jackson 
Bhrd  ,  Chicago  6,  III 

Robins  Industries  Cwp.,  214-26  41tt  Ave  ,  Bayside,  N  Y 
Rogers  Corp.,  Goodyear,  Conn 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Brona  61, 
N.  Y. 

Sy  .thane  Corp.,  Oaks,  Pa. 

Thompson  Fiberglass  Co,  H.  I.,  17  33  Cordova  St.,  Los 
Angeles  7,  Calif. 

VARFLEX  CORP  ,  506  W.  Court  St.,  Rome,  N.  Y.  AOV. 
PG  469 

laminofei 

See  LAMINATES 

Mica 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  V. 

American  Mica  Insulation  Co.,  Manasquan,  N  J. 

Asheville- Schoonmaker  Mica  Co.,  900  Jefferson  Ave., 
Newport  Newt,  Va 

Associated  Commodity  Corp.,  Woolworth  Bldg.,  New 
York  7,  N  Y 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa 
Brand  A  Co.,  Inc.,  William,  41  North  St ,  Willlmantic, 
Conn. 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware  AOV.  PG.  373-376. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N  Y 

ELECTRICAL  INSUUTION  CO,  INC.,  1245  Marconi 
Blvd.,  Copiague,  N  Y.  AOV.  PG.  584. 

Ford  Radio  A  Mica  Corp.,  538  b3id  St.,  Brooklyn  20. 
N.  Y. 

Industrial  Mica  Corp.,  223  S.  Van  Brunt  St,  Englewood, 
N.  J. 

Insulation  Manufacturers  Corp.,  565  W.  Washington  Blvd., 
Chicago  6,  III. 


PRODUCTS 


Integrated  Mica  Corp.,  202  Franklin  Place,  Woodmere, 

N.  Y 

Mica  Fabricating  Co.,  53  Central  Ave.,  Rxhelle  Park, 

N.  J. 

Mica  Insulator  Co.,  Schenectady  1.  N  Y 
Micacraft  Products,  Inc.,  703  McCarter  Highway,  Newark 
5,  N.  J. 

National  Electric  Coil  Co.,  Columbus  16,  Ohio 
PERFECTION  MICA  CO.,  MAGNETIC  SHIELD  DIV., 
1320  N  Elston  Ave.,  ChiUgo  22,  III.  AOV.  PG.  485 
Polymica  A  Insulation  Co.,  683  Man  St.,  WilhmantiC, 
Conn. 

RELIANCE  MICA  CO.,  INC.,  341  39th  St.,  Brooklyn  32, 

N.  Y.  AOV.  PG  584 

Spruce  Pine  Mica  Co.,  Spruce  Pme,  N  C. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  OIV., 
Warren,  Pa.  AOV  PG.  632 
United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Mica,  Synfhefic 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 

N.  Y. 

American  Mica  Insulation  Co.,  Manasquan,  N.  J 
Barium  A  Chemicals,  Inc.,  Wilioughby,  Ohio 
Brush  Beryllium  Co.,  The,  4301  Perkins  Ave.,  Cleveland 
3,  Ohio. 

Delta  Chemical  Works,  21  W  60th  St.,  New  York,  N.  Y 
Electronic  Mechanics,  Inc.,  101  Clifton  Blvd.,  Clifton, 

N  J. 

Integrated  Mica  Corp.,  202  Franklin  Place,  Woodmere, 

N.  Y. 

Mica  Fabricating  Co.,  53  Cential  Ave.,  Rochelle  Park, 

N.  J. 

MYCALEX  CORPORATION  OF  AMERICA,  125  Clifton 
Blvd..  Clifton,  N.  J  AOV  PG  313 

Nyloa 

ACME  WIRE  CO.,  New  Haven  14,  Conn.  AOV  PG  186 
Allied  Plastics  Supply  Corp ,  75  Cliff  St  ,  New  York  38, 

N  Y 

American  Mica  Insulation  Co.,  Manasquan,  N  J 
Auburn  Mfg.  Co.,  The,  Pease  Ave  A  Stack  St.,  Middle- 
town,  Conn. 

Barrett  Division,  Allied  Chemi.al  Corp.,  40  Rector 
St ,  New  York  6,  N  Y 

Bestcraft  Prodticts  Co.,  Inc.,  626  Broadway,  New  York, 

N  Y 

Brand  A  Co,  Inc.,  William,  41  North  St,  Willunantic, 
Conn 

Carmer  Industries,  Inc.,  22  N  26th  St.,  Kenilworth, 

N  J. 

Catalin  Corp.  of  America,  1  Park  Ave ,  New  York  16. 

N  Y 

Comco  Plastics,  Inc.,  97-24  Albert  Rd.,  Otone  Park  17, 

N  Y 

COMMERCIAL  RUSTICS  A  SUPPLY  CORP  ,  630  Broad¬ 
way,  New  York  12,  N  Y  AOV  PG.  60. 
du  Pont  de  Nemours  A  Co.,  Inc.,  E  I  ,  Wilmington  98. 
Del 

ELECTRICAL  INSUUTION  CO.,  INC.,  1245  Marconi 
Blvd,  Copiague,  N  Y  AOV.  PG  584 
Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Broni  61, 
N.  V 

Fluorulon  Laboratories,  Boa  305,  Caldwell,  N  J. 

Franklin  Fibre-Lamitei  Corp,  Wilmmgtan,  Del 
General  Electric  Co.,  Laminated  Products  Dept.,  Coshoc¬ 
ton,  Ohio. 

Irvington  Oiv  of  Minnesota  Mining  A  Mfg.  Co,  6  Argyle 
Terrace,  Irvington  11,  N.  J. 

Jodee  Plastics  Co.,  3089  Fulton  St.,  Brooklyn  8,  N.  Y 
Mansheld  Fabricators,  Inc.,  541  Grant  St.,  Mansheld, 
Ohio 

Maryland  Lava  Co.,  Ceramic  Oept.,  Dept.  C,  Bel  Air,  Md 
Mica  Fabricating  Co.,  53  Central  Ave  ,  Rochelle  Park. 
N.  J 

NATIONAL  VULCANIZED  FIBRE  CO.,  Boa  311,  Wilming¬ 
ton,  Del  AOV.  Pu  360 

POLYMER  CORPORATION,  THE,  Reading,  Pa  AOV  PG 

196 

Precision  Metal  Products  Co  of  Malden,  41  Elm  St., 
Stonehani  80,  Mast 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Oavis- 
vllle.  Pa.  AOV  PG.  472 
Synthane  Corp.,  Oaks,  Pa 

Westlake  Plastics  Co.,  133  W  Lenm  Rd.,  Lenni,  Pa. 

Paper 

ACME  WIRE  CO.,  New  Haven  14,  Conn  AOV  PG  186 
Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N  Y 

American  Mica  Insulation  Co.,  Manasquan,  N  J 
Auburn  Mfg.  Co.,  The,  Pease  Ave  A  Stack  St.,  Middle- 
town,  Conn. 

Bestcraft  Products  Co.,  Inc.,  626  Broadway  New  York. 
N.  Y 

Brand  A  Co.,  Inc.,  William,  41  North  St.,  Willimantic, 
Conn 

CONTINENTAL-OIAMONO  FIBRE  CORP.,  Newark  lOO, 
Delaware  AOV  PG  373-376. 

COTTRELL  PAPER  CO.,  INC.,  Fall  River,  Mass  AOV 
PG.  474 

ELECTRICAL  INSULATION  CO.,  INC.,  1245  Marconi 
Blvd  ,  Copiague,  N.  Y.  AOV.  PG.  584. 
Electro-Technical  Products  Oiv  of  Sun  Che-nical  Corp., 
113  E.  Centre  St.,  Nutley  10,  N  J 
General  Electric  Co.,  Lamirated  P-oducts  Dept.,  Coshoc¬ 
ton,  Ohio. 

Hartford  City  Paper  Co.,  S  Spring  St.,  Hartford  City, 
Ind 


Irvington  Oiv.  of  Minnesota  Mining  A  Mfg.  Co.,  6  Argyle 
Ter-ace,  Irvington  11,  N.  J. 

Johns-Manville,  22  E  40th  St.,  New  York  16,  N.  Y. 
Mansheld  Fabricators,  Inc.,  541  Grant  St.,  Mansheld, 
Ohio. 

Mosine*  Paper  Mills  Co.,  Mosinee,  Wit 
NATVAR  CORP.,  Woodoriflge,  N.  J  AOV  PG  443 
NEW  ENGLAND  LAMINATES  CO.,  INC.,  P  0  Boa  43, 
481  Canal  St.,  Stamford,  Conn.  AOV.  PG.  563. 
Precision  Metal  Products  Co.  of  Maiden,  41  Elm  St., 
Storieham  80,  Mass 
Rogers  Corp.,  Goodyear,  Conn. 

Schweitjer  Inc.,  Peter  J.,  261  Madison  Ave.,  New  York 
16,  N  Y 

Stevens  Paper  Mills,  Inc.,  Windsor,  Corm. 

Synthane  Corp.,  Oaks,  Pa 

West  Yirg.ma  Pulp  A  Paper  Co.,  230  Park  Ave.,  New 
York  17,  N  Y 

Ploarlc 

Sea  PLASTIC  MATERIAU 


Potniain 

See  INSUUTION  MATERIALS-Caramic 


Rubber 

Sea  RUBBER 


Sveafife 

Sea  INSULATION  MATERI ALS-Cerawiic 


Varnithed  Cambric 

ACME  WIRE  CO.,  New  Haven  14,  Conn  AOV.  PG.  186. 

Allied  Plastics  Supply  Corp  ,  75  Cliff  St.,  New  York 
38,  N  Y. 

American  Mica  Insu.ation  Co  ,  Manasquan,  N.  J. 

Bestcraft  Products  Co  ,  Inc.,  626  Broadway,  New  York, 
N  Y. 

Brand  A  Co.,  Inc.,  William,  41  North  St  ,  Willimantic, 
Conn 

Delta  Che-nical  Works,  21  W  60th  St.,  New  York,  N.  Y 

Electro-Technical  Products  Div  of  Sun  Chemical  Corp., 
113  E  Centre  St  Nutley  10  N  J 
GENERAL  CEMENT  MFG  CO.,  OIV  OF  TEXTRON,  INC., 
ELECTRONIC  OIV.,  400  S  Wyman  St ,  Rxkford.  III. 
AOV  PG  80 

Irvington  Oiv  of  M  m  esota  Mming  A  Mfg  Co.,  6  Argyle 
Terra-e,  Irvingto-'  11,  N  J. 

Manshe.d  Fabricators,  Inc.,  541  Grant  St,  Mansheld, 
Ohio 

Mica  Faoricatmg  Co ,  53  Central  Ave..  Rochelle  Park, 
N  J 

NATVAR  CORP.,  Woodbndge,  N  J  AOV.  PG.  443. 

New  Je-sey  Wood  F  n.sh.ng  Co.,  Amboy  Ave.,  Woodbndge, 
N.  J 

Polym.ca  A  Insulat  o  i  Co  .  683  Main  St.,  Willimantic, 
Con.T 

Schenect.id)  Vam.sh  Co.,  Inc.,  Schenectady,  N,  V. 

United  M.neral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N  V 

Vitro  Corp  of  Ame-.ca,  261  Madison  Ave  ,  New  York 
16,  N  Y 


INSUUTION  PARTS 

Bead  Intylahon  Parts 

Allied  Plast'Cs  Supp.y  Corp  ,  75  Ci  ff  St  ,  New  York  38, 

N  Y 

AMERICAN  FELOMUEHLE  CORP.,  11  W  42nd  St..  New 
York  30  N  Y  AOV  PG  504 

AMERICAN  LAVA  CORP.,  STEATITE  OIV.,  Cherokee 
Blvd  A  Manu‘a.'.  i-ers  Rd  Chattanooga  5,  Tenn. 
AOV  PC  237 

CARBORUNDUM  CO  ,  THE.  LATROBE  PLANT,  Lat-obe, 
Pa  AOV  PG  72  73 

CENTRALAB  OIV.,  GLOBE-UNION  INC.,  914Y  E  Keefe 
Ave  Milwaukee  1  Wis.  AOV  PG  422 

COAXIAL  CONNECTOR  CO.,  INC  ,  37  N  Second  Ave., 
Mt  Vernon,  N.  >.  AOV  PG  572. 

Cook  Ceramic  Mfg  Co..  501  Prospect  St.,  Trenton  1, 
N  J. 

Du-Co  Ceramics  Co.,  Bon  587,  Butler  8.  Pa 

Ouramic  Products  Inc.,  262  Mott  St.,  New  York  12, 
N  V 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 

N  V 

Enffo  Corp.,  Fellowship  Rd  A  Route  73,  Maple  Shade. 
N  J 

FLUOROCARBON  PRODUCTS  INC.,  DIV  OF  U  S.  GASKET 
CO.,  Camden  1,  N.  J.  ACV.  PG  529. 

General  Electric  Co.,  Industrial  Heat.ng  Oept.,  Shelby- 
ville,  Ind. 

Hamilton  Electronics  Corp.,  Pleasant  Valley  Rd ,  Fair¬ 
mont,  W.  Va. 

Hartwood  Glass  A  Metals  Co.,  P  0.  Box  865,  Martms- 
burg  W  Va 

HERMETIC  SUL  CORP.,  29-37  S  Sixth  St ,  Newark  7, 
N.  J.  AOV.  PG  403. 

Isolantite  Mfg.  Cu-p  .  Stirling.  N.  J 

KELLER,  JR.,  JEWELS,  HUGO,  50  E  42nd  St.,  New 
York  17,  N.  V.  AOV  PG  587 

Kirchbergei  A  Co,  Inc.,  M.,  248  Humphrey  St,  Engle¬ 
wood,  N  J. 

Mansol  Ce  amics  Co.  140  Little  St,  Belleville,  N  J. 

Mykroy,  Inc.,  Wheeling,  III. 
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1958-1959  LISTINGS  of 


National  Ceramic  Co.,  400  Southard  St.,  Trenton  2, 

N. 

Norrlch  Plastics  Corp.,  107-109  W.  18th  St.,  New  York 
11,  N.  Y. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx  61, 

N.  Y. 

Steward  Mfg.  Co.,  D.  M.,  3600  Jerrome  Ave.,  Chattanooga 
1,  Tenn. 

SUPERIOR  STEATITE  &  CERAMIC  CORP.,  83-91  W. 

Forest  Ave.,  Englewood,  N.  J.  ADV.  PG.  536. 

SYNCOR  PRODUCTS  CO.,  30  Eastern  Ave.,  Malden,  Mass. 
AOV.  PG.  426. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave.,  Bloomfield, 

N.  J.  AOV.  PG.  538. 

Tri-Point  Plastics,  Inc.,  175  E.  U.  Willets  Rd.,  Albert¬ 
son,  N.  Y. 

United  Mineral  &  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Capocitor  films 

Sm  FILMS— Cppacitor 

Caramit  Imulation  Ports 

Advanced  Vacuum  Products,  Inc.,  Div.  of  General 
Ceramics  Corp.,  430  Fair^ld  Ave.,  Stamford,  Conn. 
Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 

N.  Y. 

AMERICAN  FELDMUEHLE  CORP.,  11  W.  42nd  St.,  New 
York  36,  N.  Y.  ADV.  PG.  504. 

AMERICAN  LAVA  CORP.,  STEATITE  OIV.,  Cherokee 
Blvd.  &  Manufacturers  Rd.,  Chattanooga  5,  Tenn. 
AOV.  PG.  237. 

American  Mica  Insulation  Co.,  Manasquan,  N.  J. 

BG  Corp.,  The,  321  Broad  Ave.,  Ridgefield,  N.  J. 

Brush  Beryllium  Co.,  The,  4301  Perkins  Ave.,  Cleve¬ 
land  3,  Ohio. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Cambridge  38,  Mass.  ADV.  PG.  74. 

CARBORUNDUM  CO.,  THE,  LATROBE  PLANT,  Latrobe, 
Pa.  ADV.  PG.  72,  73. 

CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.  Milwaukee  1,  Wis.  ADV.  PG.  422. 

Cook  Ceramic  Mfg.  Co.,  501  Prospect  St.,  Trenton  1, 
N.  J. 

COORS  PORCELAIN  CO.,  600  Ninth  St,  Golden,  Colo. 
AOV.  PG.  310,  311. 

Oiamonite  Products  Mfg.  Co.,  Div.  of  U.  S.  Ceramic 
Tile  Co.,  1232  Cleveland  Ave.,  N.  W.,  Canton  2,  Ohio. 
Ou-Co  Ceramics  Co.,  Box  587,  Butler  8,  Pa. 

Ouramic  Products  Inc.,  262  Mott  St.,  New  York  12, 
N.  Y. 

Electrical  Refractories  Co.,  50  Clark  St.,  East  Pales¬ 
tine,  Ohio. 

Electronic  Mechanics,  Inc.,  101  Clifton  Blvd.,  Clifton, 
N.  J. 

Engelhard  Inc.,  Charles,  113  Astor  St.,  Newark  5,  N.  J. 
ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  AOV.  PG.  140, 
141. 

Frenchtown  Porcelain  Co.,  Frenchtown,  N.  J. 

GENERAL  CERAMICS  CORP.,  Keasbey,  N.  J.  ADV.  PG. 
133. 

Goe  Engineering  Co.,  219  S.  Mednik  Ave.,  Los  Angeles 
22,  Calif. 

Guastavino  Co.,  R.,  660  Main  St.,  Woburn,  Mass. 
Isolantite  Mfg.  Corp.,  Stirling,  N.  J. 

KELLER,  JR.,  JEWELS,  HUGO,  50  E.  42nd  St.,  New 
York  17,  N.  Y.  ADV.  PG.  587. 

Kirchberger  &  Co.,  Inc.,  M.,  248  Humphrey  St.,  Engle¬ 
wood,  N.  J. 

LAPP  INSULATOR  CO.,  INC.,  RADIO  SPECIALTIES 
DIV.,  31  Gilbert  St.,  Le  Roy,  N.  Y.  ADV.  PG.  112, 
113. 

Litton  Industries,  Components  Div.,  5873  Rodeo  Rd., 
Los  Angeles  16,  Calif. 

Louthan  Mfg.  Co.,  East  Liverpool,  Ohio. 

Mansol  Ceramics  Co.,  140  Little  St.,  Belleville,  N.  J. 
Maryland  Lava  Co.,  Ceramic  Dept.,  Dept.  C,  Bel  Air, 
Md. 

Mica  Fabricating  Co.,  53  Central  Ave.,  Rochelle  Park, 
N.  J. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

Mitronics,  Inc.  1290  Central  Ave.,  Hillside,  N.  J. 
MYCALEX  CORPORATION  OF  AMERICA,  125  Clifton 
Blvd.,  Clifton,  N.  J.  AOV.  PG.  313. 

Mykroy,  Inc.,  Wheeling,  III. 

National  Ceramic  Co.,  400  Southard  St.,  Trenton  2,  N.  J. 
Norton  Co.,  Worcester  6,  Mass. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 

Porcelain  Products,  Inc.,  Findlay,  Ohio. 

Quartzite  Processing,  Inc.,  197  Chelsea  St.,  Everett, 
Mass. 

Star  Porcelain  Co.,  61  Muirhead  Ave.,  Trenton  9,  N.  J. 
Steward  Mfg.  Co.,  D.  M.,  3600  Jerome  Ave.,  Chat¬ 
tanooga  1,  Tenn. 

SUPERIOR  STEATITE  &  CERAMIC  CORP.,  83-91  W. 

Forest  Ave.,  Englewood,  N.  J.  ADV.  PG.  536. 
SYNCOR  PRODUCTS  CO.,  30  Eastern  Ave.,  Malden,  Mass. 
ADV.  PG.  426, 

TECHNICAL  CERAMIC  &  LAVA  CORP.,  85  Fifth  Ave., 
Paterson,  N.  J.  ADV.  PG.  588. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave.,  Bloomfield, 
N.  J.  ADV.  PG.  538. 

United  Mineral  &  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N. Y. 

U.  S.  Stoneware  Co.,  Akron  9,  Ohio. 

Inswlofiiigi  Cord 
Sm  CORDS-locing 


Intulofing  Sleevea 

Actioncraft  Products,  8  Sagamore  Hill  Drive,  Port  Wash¬ 
ington,  N.  Y. 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 

N.  Y. 

AMERICAN  FELDMUEHLE  CORP.,  11  W.  42nd  St.,  New 
York  36,  N.  Y.  ADV.  PG.  504. 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd.  &  Manufacturers  Rd.,  Chattanooga  5,  Tenn. 
ADV.  PG.  237. 

American  Mica  Insulation  Co.,  Manasquan,  N.  J. 

Auburn  Mfg.  Co.,  The,  Pease  Ave.  &  Stack  St.,  Middle- 
town,  Conn. 

BENTLEY-HARRIS  MFG.  CO.,  Conshohocken  13,  Pa. 
ADV.  PG.  464. 

Brand  &  Co.,  Inc.,  William,  41  North  St.,  Willl- 
mantic.  Conn. 

Brush  Beryllium  Co.,  The,  4301  Perkins  Ave.,  Cleve¬ 
land  3,  Ohio. 

Cadre  Industries  Corp.,  Box  150,  Endicott,  N.  V. 

Carmer  Industries,  Inc.,  22  N.  26th  St.,  Kenilworth, 

N.  J. 

CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wit.  AOV.  PG.  422. 

CLEVELAND  CONTAINER  CO.,  THE,  6201  Barberton 
Ave.,  Cleveland  2,  Ohio.  ADV.  PG.  398. 
CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware.  ADV.  PG.  373-376. 

Cook  Ceramic  Mfg.  Co.,  501  Prospect  St.,  Trenton  1, 

N.  J. 

Oiamonite  Products  Mfg.  Co.  Div.  of  U.  S.  Ceramic  Tile 
Co.,  1232  Cleveland  Ave.,  N.  W.,  Canton  2,  Ohio. 
Dielectric  Materials  Co.,  5315-17  N.  Ravenswood  Ave., 
Chicago  40,  III. 

Dixon  Corp.,  19-21  Burnside  St.,  Bristol,  R.  I. 

Du-Co  Ceramics  Co.,  Box  587,  Butler  8,  Pa. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 

N.  Y. 

Eiiflo  Corp.,  Fellowship  Rd.  &  Route  73,  Maple  Shade, 

N.  J. 

FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U.  S. 

GASKET  CO.,  Camden  1,  N.  J.  ADV.  PG.  529. 

Haveg  Industries,  Inc.,  900  Greenbank  Rd.,  Wilmington 
8,  Del. 

Irvington  Div.  of  Minnesota  Mining  &  Mfg.  Co.,  6 
Argyle  Terrace,  Irvington  6,  N.  J. 

Isolantite  Manufacturing  Co.,  Stirling,  N.  J. 

KELLER,  JR.,  JEWELS,  HUGO,  50  E  42nd  St.,  New 
York  17,  N.  Y.  ADV.  PG.  587. 

Kirchberger  &  Co.,  Inc.,  M.,  248  Humphrey  St.,  Engle¬ 
wood,  N.  J. 

Mansol  Ceramics  Co.,  140  Little  St.,  Belleville,  N.  J. 
MARK^EL  &  SONS,  L.  FRANK,  School  House,  Norristown, 
Pa.  AOV.  PG.  452, 

Mica  Fabricating  Co.,  53  Central  Ave.,  Rochelle  Park, 
N.  J. 

Mica  Insulator  Div.  of  Minnesota  Mining  &  Mfg.  Co., 
Schenectady  1,  N.  Y. 

Mykroy,  Inc.,  Wheeling,  III. 

National  Tel-Tronics  Corp.,  35  St.  Casmirs  Ave., 
Yonkers,  N.  Y. 

NATIONAL  VULCANIZED  FIBRE  CO.,  Box  311,  Wilmlng- 
ton,  Del.  ADV.  PG.  360. 

NATVAR  CORP.,  Woodbridge,  N.  J.  ADV.  PG.  443. 
Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New  York 
11,  N.  Y. 

Peerless  Products  Industries,  812  N.  Pulaski  St.,  Chi¬ 
cago  51,  III. 

Pilgrim  Products,  Inc.,  16  Spruce  St.,  West  Acton, 
Mass. 

Polymica  &  Insulation  Co.,  683  Main  St.,  Willimantic, 
Conn 

PRECISION  PAPER  TUBE  CO.,  2035  W.  Charleston  St., 
Chicago  47,  III.  ADV.  PG.  188. 

Resin  Industries,  P.  0.  Box  1589,  Santa  Barbara,  Calif. 
Resistoflex  Corp.,  Roseland,  N.  J. 

Silicone  Insulation  Co.,  1385  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Steward  Mfg.  Co.,  D  M.,  3600  Jerrome  Ave.,  Chat¬ 
tanooga  1,  Tenn. 

SUPERIOR  STEATITE  &  CERAMIC  CORP.,  83-91  W. 

Forest  Ave.,  Englewood,  N.  J.  ADV.  PG.  536. 
SYNCOR  PRODUCTS  CO.,  30  Eastern  Ave.,  Malden,  Mass. 
AOV.  PG  426. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave.,  Bloomfield, 
N.  J.  ADV.  PG.  538. 

Tri-Point  Plastics,  Inc.,  175  E.  U.  Willets  Rd.,  Albertson, 
N.  Y. 

U.  S.  GASKET  CO.,  PLASTICS  DIV.  OF  THE  GARLOCK 
PACKING  CO.,  Camden  1,  N.  J.  ADV.  PG.  477. 
VARFLEX  CORP.,  506  W.  Court  St.,  Rome,  N.  Y.  AOV. 
PG.  469. 

Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx 
61,  N.  Y. 

Wilmington  Fibre  Specialty  Co.,  New  Castle  6,  Del. 
ZippertuWng  Co.,  The,  752  S.  San  Pedro,  Los  Angeles, 
Calif. 

Pfosfic  Insvloflon  Parti 

1.  Extrudad 

2.  Fobricafod 

3.  Lominatad 

4.  MoldMl 

Accurate  Electronics  Corp.,  Dept.  G,  169  Abbe  Rd.,  S., 
Elyria,  Ohio.  2-4. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J.  2-4. 

Allied  Allegri,  Inc.,  141  River  Rd.,  Nutley,  N.  J.  2. 
Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N  Y.  1-2-3-4. 


American  Mica  Insulation  Co.,  Manasquan,  N.  J. 

1 -2-3-4. 

American  Molded  Products  Co.,  2727  W.  Chicago  Ave., 
Chicago  22,  III  4. 

ANCHOR  INDUSTRIAL  CO.,  DIV.  OF  ANCHOR  PLASTICS 
CO.,  INC.,  36-36  36th  St.,  Long  Island  City  6,  N.  Y. 

1- 2.  ADV.  PG.  582. 

Apahouser  Corp.,  1312  Boylston  St.,  Boston,  Mats.  2. 
Armel  Electronics,  Inc.,  840  Fifth  Ave.,  Brooklyn  32, 
N.  Y.  4. 

Arrowhead  Products,  2300  Curry  St.,  Long  Beach  5, 
Calif.  2-3-4. 

Auburn  Button  Works,  Inc.,  Auburn,  N.  Y.  1-4. 

Auburn  Mfg.  Co.,  The,  Pease  Ave.  &  Stack  St.,  Middle- 
town,  Conn.  2-3. 

Baer  Co.,  N.  S.,  9  Montgomery  St.,  Hillside,  N.  J. 

2- 3. 

Barwood  Mfg.  Co.,  Inc.,  L.  J.,  22  Williams  St.,  Everett 
49,  Mass.  3. 

Beck's  Inc.,  298-300  E.  Fifth  St.,  St.  Paul  1,  Minn.  3. 
BENTLEY-HARRIS  MFG  CO.,  Conshohocken  13,  Pa.  1. 
AOV.  PG  464 

Bestcraft  Products  Co.,  Inc.,  626  Broadway,  New  York, 
N.  Y.  2. 

BIWAX  CORP.,  3445  Howard  St.,  Skokie,  III.  4.  ADV. 
PG.  472. 

Bolta  Products  Div.,  General  Tire  &  Rubber  Co.,  Law¬ 
rence,  Mass. 

Boonton  Molding  Co.,  Boonton,  N.  J.  1-2-4. 

Borden  Chemical  Co.,  A  Olv.  of  The  Borden  Co.,  350 
Madison  Ave.,  New  York  17,  N  Y.  1. 

Borden  Co.,  Resinte  Dept.,  Box  1589,  Santa  Barbara, 
Calif.  1. 

Brilhart  Plastics  Corp.,  Old  Country  Rd.,  Mineola, 
N.  Y.  4. 

Buyers  Service  Co.,  15612  Euclid  Ave.,  East  Cleveland 
12,  Ohio  2. 

Calresln  Corp.,  4543  Brazil  St.,  Los  Angeles  39,  Calif 
2-3-4. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Cambridge  38,  Mass  2-3.  ADV  PG  74. 

Carmer  Industries,  Inc.,  22  N.  26th  St.,  Kenilworth, 
N  J  1-2 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N  Second  Ave., 
Mt.  Vernon,  N.  Y.  2-3.  ADV.  PG  572. 

COLLECTRON  CORP.,  304  E.  45th  St.,  New  York  17, 
N  Y.  4.  AOV  PG.  578 

Comco  Plastics,  Inc.,  97-24  Albert  Rd.,  Ozone  Park  17, 
N  V.  2. 

COMMERCIAL  RUSTICS  &  SUPPLY  CORP.,  630  Broad¬ 
way,  New  York  12,  N  Y  2-3.  AOV  PG  60. 
Consolidated  Molded  Products  Corp.,  Scranton  2,  Pa.  4. 
CONTINENTAL-DIAMOND  FIBRE  CORP  ,  Newark  100, 
Delaware  1-2-3-4.  AOV.  PG  373-376. 

Cortland  Industries,  Inc.,  4545  Cortland  St.,  Chicago  39, 
III.  2. 

Crane  Packing  Co.,  6402  Oakton  St.,  Morton  Grove,  III. 
1-2-4. 

Decatur  Electronics  Industries  Corp.,  203  Orinco  Drive, 
Brightwater,  N  Y.  4. 

Defiance  Engineering  &  Microwave  Corp.,  Box  488, 
Beverly  Airport,  Beverly,  Mass.  2. 

Dielectric  Materials  Co.,  5315-17  N  Ravenswood  Ave., 

Chicago  40,  III.  1. 

DIMCO-GRAY  CO.,  207  E  Sixth  St.,  Dayton,  Ohio.  4 
ADV.  PG.  414 


Dixon  Corp.,  19-21  Burnside  St.,  Bristol,  R.  I.  1-2-4. 

DuBois  Plastics  Products,  Inc.,  10  N  Fulton  Ave.,  Mount 
Vernon,  N.  Y.  4. 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N.  Y.  2. 

Elco  Corp.,  "M"  St.  below  Erie  Ave.,  Philadelphia  24, 
Pa.  4. 

Electric  Cords  A  Supply  Co.,  413  E.  Third  St.,  Lot 
Angeles  13,  Calif.  4. 

ELECTRICAL  INSULATION  CO.,  INC.,  1245  Marconi 
Blvd.,  Copaigue,  N  Y.  2.  AOV.  PG.  584. 

Electronic  Service  Corp.,  2906  Birch  St.,  Franklin  Park, 
III  4. 

Emeloid  Co.,  Inc.,  1239  Central  Ave.,  Hillside  5,  N.  J 
1 -2-3-4. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 


N.  J.  1-2-3-4. 

Enflo  Corp.,  Fellowship  Rd.  &  Route  73,  Maple  Shade, 
N  J  1-2-3-4 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  4.  AOV.  PG 
140,  141 

Ethylene  Chemical  Corp.,  245  Broad  St.,  Summit,  N.  J 


*-n. 

Farley  A  Loetscher  Mfg.  Co.,  Plastics  Olv.,  Dubuque, 
Iowa.  3. 

Felt  Products  Mfg  Co.,  7450  N.  McCormick  Blvd., 
Skokie,  III.  1-2-4. 

Fisher  A  Crome,  107  N.  Camac  St.,  Philadelphia  7, 
Pa.  2. 

FLUOROCARBON  PRODUaS  INC.,  DIV.  OF  U.  S.  GAS¬ 
KET  CO.,  Camden  1,  N  J  AOV.  PG.  529. 
Fluroulon  Laboratories,  Box  305,  Caldwell,  N.  J.  1-2- 


j-n. 

Formica  Co.,  Sub.  of  American  Cyanamid,  4587  Spring 
Grove  Ave.,  Cincinnati  32,  Ohio.  2-4. 

Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del.  1-2-3. 
Garde  Mfg.  Co.,  588  Eddy  St.,  Providence  3,  R.  I 


Z-4. 

Garlock  Packing  Co.,  The,  Palmyra,  N.  Y.  1-2-4. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N  Y.  1. 

GENERAL  CEMENT  MFG.  CO.,  OIV.  OF  TEXTRON,  INC., 
ELECTRONIC  DIV.,  400  S.  Wyman  St.,  Rockford,  III. 
2-4.  ADV.  PG.  80. 

GENERAL  COMPONENTS  INC.,  225-229  E.  144th  St., 
New  York  51,  N.  Y.  2-3-4.  ADV.  PG.  574. 
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Central  Electric  Co.,  Laminated  Producti  Dept.,  Coshoc¬ 
ton,  Ohio.  3. 

Gencrai  Electric  Co.,  Plastics  Dept.,  132  S.  Water  St., 
Decatur,  III.  4. 

Clastic  Corp.,  The,  4321  Glenridpe  Rd.,  CItveiand  21, 
Ohio.  1-3-4. 

Coe  Enplneerinp  Co.,  219  S.  Mednik  Ave.,  Los  Anpeies 

22,  Calif.  4. 

Goodrich  Industrial  Products  Co.,  B.  F.,  a  Die.  of  B.  F. 

Goodrich  Co.,  Marietta,  Ohio.  1. 

Graphik-CIrcuits  Die.  of  Cinch  Mfg.  Corp.,  200  S.  Turn- 
buil  Canyon  Rd.,  La  Puente,  Cal'f.  2. 

Gray  Mfg.  Co.,  lb  Arbor  St.,  Hartford,  Conn.  2. 
GRAYHILL,  INC.,  537  Hlllgrovt  Ave.,  U  Grange,  III.  4. 
AOV  PG.  309. 

Cries  Reproducer  Corp.,  151  Btechwood  St.,  New 
Rochtile,  N.  V.  4. 

Hampden  Mfg  Co.,  Inc.,  P.  0.  Box  89,  Palmer,  Mass. 
2-3. 

Haveg  Industries,  Inc.,  900  Greenbank  Rd.,  Wilmington 
8,  Del  1-2-4. 

Houghton  Laboratories,  Inc.,  322  Houghton  Aye.,  Olean, 

N  Y  2-4 

Industrial  Devices,  Inc.,  982  River  Rd.,  Edgewater, 

N  J.  4. 

Industrial  Engravers,  Inc.,  2212  McDonald  Ave.,  Brooklyn 

23,  N.  Y.  2. 

Insulation  Manufacturers  Corp.,  565  W.  Washington  Blvd., 
Chicago  9,  III.  1-2-3-4. 

Insulating  Fabricators,  Inc.,  150  Union  Ave.,  East  Ruth¬ 
erford,  N  J  2-3. 

Irvington  Div.,  of  Minnesota  Mining  &  Mfg  Co.,  6 
Argyle  Terrace,  Irvington  11,  N.  J.  1-3. 

Jandor,  Inc  ,  P.  D.  Box  53,  Far  Hills  Sub-station,  Day- 
ton  19,  Ohio  4. 

Javei,  P.  0  Box  646,  Redlands,  Calif.  1-4. 

Jefferson  Products  Corp.,  Pleasant  Valley  Rd.,  Sutton, 
Mass  1. 

Joclln  Mfg.  Co.,  Lufbery  Ave.,  Wallingford,  Conn.  2-3-4. 
Jodee  Plastics  Co.,  3089  Fulton  St.,  Brooklyn  8,  N.  Y. 

1- 2-3-4. 

JOY  MFG.  CO.,  Dept  39,  Oliver  Bldg.,  Pittsburgh  22, 
Pa.  4  ADV  PG  26. 

Keystone  Electronics  Corp.,  49  Bleecker  St.,  New  York 
12,  N.  Y.  2. 

Litton  Industries,  Components  Div.,  5873  Rodeo  Rd.,  Los 
Angeles  16,  Calif.  2-3-4. 

Lamiruted  Sheet  Products  Corp.,  449  Neponset  St , 
P.  0.  Box  390,  Norwood,  Mass.  2-3. 

Luierne  Rubber  Co.,  Muirhead  Ave.,  Trenton,  N.  J.  1-2-4. 
Maigne  Co.  0.  J ,  321  Pearl  St ,  New  York  38,  N  Y 

2- 4. 

Mansfield  Fabricators,  Inc.,  541  Grant  St.,  Mansfield, 
Ohio.  2. 

Metalplast  Corp.,  DavisvIHe  Rd.,  at  Pa.  Turnpike,  Hat- 
boro,  Pa  2. 

METHOOE  MFG.  CORP.,  7447  W  Wilson  Ave.,  Chicago 
SI,  III.  2-3-4.  AOV.  PG.  524. 

Mica  Fabricating  Co.,  53  Central  Ave.,  Rochelle  Park, 
N  J.  1-2-3-4. 

Mica  Insulator  Oiv  of  Minnesota  Mining  &  Mfg.  Co., 
Schenectady  1,  N.  Y.  2-3-4. 

Micarta  Fabricators,  Inc.,  5324  N.  Ravenswood  Ave., 
Chicago  40,  III.  2-3. 

Millen  Mfg  Co.,  James,  150  Exchange  St.,  Malden, 
Mast.  4 

Molded  Fiberglass  Sheet  Co.,  4308  Benefit  Ave.,  Ashta¬ 
bula,  Ohio.  2-4. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia  44, 
Pa.  2-4 

Molded  Products  Oiv.,  of  Admiral  Corp.,  P.  0.  Box  338, 
West  Chicago,  III.  4. 

Molding  Corp  of  America,  40  Church  St.,  Pawtucket, 
R  I.  4. 

Mykroy  Inc.,  Wheeling,  III.  2-4. 

Natiorul  Tel-Tronict  Corp.,  35  St.  Casmirt  Ave.,  Yonkers, 
N  Y  2-3. 

NATIONAL  VULCANIZED  FIBRE  CO.,  Box  311,  WII- 
minoton,  Del  1-2-3.  AOV.  PG.  360. 

NATVAR  CORP.,  Woodbridge,  N  J.  1.  ADV  PG  443. 
NEW  ENGLAND  LAMINATES  CO,  P.  0.  Box  43,  481 
Canal  St ,  Stamford,  Coon.  3-4.  ADV.  PG.  563. 

New  England  Tape  Co.,  Hudson,  Mats.  1-2. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  N»w  York 

II,  N  Y.  2-3-4. 

Northern  Plastics  Corp.,  Second  &  Market  Sts.,  La 
Crosse,  Wis.  2-3. 

Olympic  Plastic  Co.,  Inc.,  3471  S.  La  Cleneqa  Blvd., 
Los  Angeles  16,  Calif.  4. 

Panelyte  Oiv.,  St.  Rrgit  Ptptr  Co.,  261  Mad. son  Ave., 
New  York  16,  N.  Y.  2-3. 

Parisian  Novelty  Co.,  3510  S.  Western  Ave.,  Chicago  9, 

III.  2-3. 

Peerless  Products  Industries,  812  N.  Pulaski  St.,  Chicago 
51,  111  2. 

Penn  Fibre  &  Specialty  Co.,  2020  E.  Westmoreland  St., 
Philadelphia  34,  Pa  2-3. 

Permonite  Mfg  Co.,  444  N.  Lake  Shore  Drive,  Chicago 
11,  111.  2-3-4. 

Pfleger  Products,  3901  W.  54th  St.,  Los  Angeles  43, 
Calif.  2. 

Pilgrim  Products,  Inc.,  16  Spruce  St.,  West  Action, 
Mass.  2. 

Plasteck,  Inc.,  Poteau,  Okla.  4. 

Plastics  &  Electronics  Co.,  Inc.,  P.  0.  Box  38,  Station 
J.  Buffalo  8,  N.  Y.  2. 

Plastics  Service  Corp.,  225  Fifth  Ave.,  New  York  10, 
NY.  3. 

POLYMER  CORPORATION,  THE.  Reading,  Pa.  1-2-4. 
ADV.  PG  196 

Precision  Metal  Products  Co.  of  Malden,  41  Elm  St., 
Stoneham  80,  Mast.  2-3. 


PRECISION  PAPER  TUBE  CO.,  2035  W.  Charleston  St., 
Chicago  47,  III.  2-3.  AOV  PG  188 

Quality  Components  Co.,  St.  Marys,  Pa.  4. 

Raybestos-Manhattan,  Inc.,  61  Willett  St.,  Passaic, 
N.  J.  3. 

Resin  Industries,  P.  0.  Box  1589,  Santa  Barbara,  Calif.  1. 

Resinite  Corp.  Sub.  of  Precision  Paper  Tube  Co.,  6981 
N.  Central  Park  Ave.,  Chicago  45  (Lincolnwood), 
III.  2-3. 

Resistoflex  Corp  ,  Roteland,  N.  J.  1-2-4. 

RICHARDSON  CO.,  THE,  2767  Lake  St.,  Melrose  Park, 
III.  2-3-4  AOV.  PG.  280. 

ROGAN  BROS.,  8031  N.  Monticello  Ave.,  Skokie,  III.  4. 
AOV.  PG  394B 

Rogers  Corp.,  Goodyear,  Conn.  2-3. 

Romar  Plastics,  Inc.,  1309  E.  Mam  St.,  St.  Charles, 
III  4 

ROSS  METALS  CO  .  MILTON  505  Davisville  Rd.,  Davis- 
villr.  Pa  1-2-4.  AOV  PG  472. 

Schirldahl  Co.,  G  T.,  Box  170,  Northheld,  Mass.  2-3. 

SEALECTRO  CORP.,  610  Fayette  Ave.,  Mamaroneck, 
N  Y  2.  ADV  PG.  510 

Shamban  &  Co.,  W  S,  11617  W  Jefferson  Blvd., 
Culver  City,  Calif.  1-2-3-4. 

Shaw  Insulator  Co.,  160  Coit  St.,  Irvington  11,  N.  J.  4. 

Sheffco  Mfg  Corp.,  Grand  A  Ruby  Aves.,  Palisades  Park, 
N.  J  2-3. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0.  Box 
85,  Gardena,  Calif.  2-4. 

Silicone  Insulation  Co.,  1385  Seabury  Ave.,  Bronx  61, 
N  Y  1-2-3-4. 

Sillcocks-Miller  Co.,  Maplewood,  N.  J.  2-3. 

Sinclair  Mfg.  Co.,  Chartley,  Mats.  2. 

Skydyne,  Inc.,  River  Rd.,  Port  Jervis,  N.  Y.  3-4. 

Sparta  Mfg  Co.,  Div.  of  U.  S.  Ceramic  Tile  Co.,  Dover, 
Ohio  1-2-4. 

Spaulding  Fibre  Co.,  Inc.,  310  Wheeler  St.,  Tonawanda, 
N  Y.  2-3. 

Spruce  Pine  Mica  Co.,  Spruce  Pine.  N  C.  2. 

Standard  Plastics  Co.,  Inc.,  62  Water  St.,  Attleboro, 

Mats  4. 

Stevens  Products  Inc.,  86-88  Main  St.,  East  Orange, 
N  J  2-3. 

Swedlow  Plastics  Co.,  6986  Bandini  Blvd.,  Lot  Angeles 
22,  Calif  2-3-4. 

Swenson  Co.,  Inc.,  V.  H.,  552  Elm  St.,  Arlington, 
N  J  4 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV., 

Warren,  Pa  2-4  AOV  PG  632. 

Synthane  Corp.,  Oaks,  Pa.  2-3-4. 

Taurus  Corp.,  8  Coryell  St  ,  Lambertville,  N  J.  2. 

Taylor  Fibre  Co.,  Norristown.  Pa  2-3. 

Thompson  Fibreglass  Co,  H.  I.,  1733  Cordova  St., 
Los  Angeles  7,  Calif.  3. 

THOR  ceramic!  INC  ,  225  Belleville  Ave  ,  Bloom- 

held,  N  J.  4.  ADV.  PG  538. 

Tii-qstol  Co.,  1461  W.  Grand  Ave.,  Chicago  22,  III. 

2-3. 

TrI-Oex  Co.,  P  0.  Box  1207,  Lindsay,  Calif.  2. 

Tri-Point  Plastics,  Inc.,  177  I.U  Willett  Rd.,  Albert¬ 
son,  N  V  1-2-3. 

U  S  GASKET  CO ,  PLASTICS  DIV  OF  THE  GARLOCK 
PACKING  CO  ,  Camden  1,  N.  J  1-2-4  ADV  PG  477. 

VARFLEX  CORP.,  506  W  Court  St.,  Rome.  N  Y.  1. 
ADV  PG  469. 

Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx  61. 
N  Y  1-2-4 

West  Virginia  Pulp  A  Paper  Co..  230  Park  Ave ,  New 

York  17,  N  Y  4. 

Westlake  Plastics  Co.,  133  W  Lenni  Rd.,  Lenni, 

Pa  1-2-3-4. 

Willson  Camera  Co.,  Inc.,  1395  Lawrence  Rd  ,  Havertown, 
Pa  3. 

Wilmington  Fibre  Specialty  Co.,  New  Castle  6,  Del.  2-3. 

Wrought  Washer  Mfg.  Co.,  2264  S.  Bay  St.,  Milwaukee 
7,  Wis.  2. 

Zippertubing  Co.,  The,  752  S.  San  Pedro,  Los  Angeles, 
Calif  1-2-3. 


RODS 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York 
38  N  Y. 

AMERICAN  FELDMUEHLE  CORP.,  11  W  42nd  St., 
New  York  36,  N  V  ADV  PG.  504 

AMERICAN  LAVA  CORP.,  STEATITE  DIV..  Cherokee  Rd. 
A  Manufacturers  Rd  ,  Chattanooga  5,  Tenn.  ADV.  PG. 
237. 

American  Mica  Insulation  Co  ,  Manasouan  N  J 

ANCHOR  INDUSTRIAL  CO.,  DIV  OF  ANCHOR  PLASTICS 
CO,  INC.,  36-36  36th  St.,  Long  Island  City  6,  N.  Y. 
ADV  PG  582 

Auburn  Button  Works,  Inc.,  Auburn,  N  Y. 

Auburn  Mfg  Co.,  The,  Pease  Ave.  A  Stack  St.,  Middle- 
town,  Conn 

Baer  Co.,  N.  S.,  9  Montgomery  St.,  Hillside  N.  J. 

Bella  Products  Div.,  General  Tire  A  Rubber  Co., 
Lawrence,  Mass 

Borden  Co.,  Resinite  Dept.,  Box  1589,  Santa  Barbara, 
Calif 

Brush  Beryllium  Co.,  The,  4301  Perkins  Ave.,  Cleveland 
3,  Ohio. 

Carmer  Industries,  Inc.,  22  N  26th  St.,  Kenilworth, 
N  J 

CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  T,  Wis.  ADV  PG  422. 

Comco  Plastics,  Inc.,  97-24  Albert  Rd.,  Oione  Park  17, 
N  Y 

COMMERCIAL  PLASTICS  A  SUPPLY  CORP.,  630  Broad¬ 
way.  New  York  12,  N.  Y  ADV.  PG  60. 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware  ADV  PG  373-376 

Crane  Packing  Co.,  6402  Oakton  St.,  Morton  Grove,  III. 

Diamonite  Products  Mfg  Co.,  Div.  of  U.  S.  Ceramic  Tile 
Co.,  1232  Cleveland  Ave,  N.  W,  Canton  2.  Ohio. 


Dixon  Corp.,  19-21  Burnside  St.,  Bristol,  R.  I. 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N.  Y. 

ELECTRICAL  INSULATION  CO.,  INC.,  1245  Marconi 
Blvd.,  Copiague,  N.  Y  AOV  PG  584. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Enflo  Corp.,  Fellowship  Rd.  A  Route  73,  Maple  Shade, 
N  J. 

Ethylene  Chemical  Corp.,  245  Broad  St.,  Summit, 
N.  J. 

Fisher  A  Crome,  107  N  Camac  St  ,  Philadelohia  7,  Pa. 

FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U.  S.  GAS¬ 
KET  CO.,  Camden  1,  N  J.  AOV  PG  529. 

Fluorulon  Laboratories,  Box  305,  Caldwell,  N.  J 

Formica  Co.,  Sub.  of  American  Cyanamid,  4587  Spring 
Grove  Ave.,  Cincinnati  32,  Ohio. 

Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 

Garlock  Packing  Co  ,  The,  Palmyra,  N.  Y. 

GENERAL  COMPONENTS  INC.,  225-229  E.  144th  St.. 
New  York  51,  N.  Y.  ADV.  PG.  574. 

General  Electric  Co.,  Laminated  Products  Dept.,  Coshoc¬ 
ton,  Ohio. 

Glastic  Corp.,  The,  4321  Glenridge  Rd.,  Cleveland  21, 
Ohio. 

Goodrich  Industrial  Products  Co.,  B.  F.,  a  Div.  of  B.  F. 
Goodrich  Co  Marietta,  Ohio. 

Hamilton  Electronics  Corp.,  Pleasant  Valley  Rd.,  Fairmont, 


Haveg  Industries,  Inc.,  900  Greenbank  Rd.,  Wilmington 

8.  0*' 

Houston  Laboratories,  Inc.,  322  Houghton  Ave.,  Olean, 
N  Y. 

Illumitronic  Engineering,  680  E.  Taylor,  Sunnyvale, 

Colif.  .  .  . 

Irvington  Oiv.  of  Minnesota  Mining  A  Mfg.  Co.,  6  Argyle 


Terrace,  Irvington  11,  N.  J 
Isolantite  Mfg  Corp.,  Stirling,  N.  J. 

Jodee  Plastics  Co.,  3089  Fulton  St.,  Brooklyn  8,  N.  Y. 
Mica  Fabricating  Co.,  53  Central  Ave.,  Rochelle  Park, 
N.J.  ,  „ 

Mica  Insulator  Oiv.  of  Minnesota  Mining  A  Mfg.  Co., 
Schenectady  IN  Y 

MYCALEX  CORPORATION  OF  AMERICA,  125  Clifton 
Blvd,  Clifton,  N  J.  AOV  PG.  313. 

Mykroy  Inc.  Wheeling,  III. 

National  Tei-Tronics  Corp.,  35  St.  Casmirs  Ave.,  Yonkers, 
N.  Y. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New 
York  11,  N.  Y. 

Penn  Fibre  A  Specialty  Co.,  2020  E.  Westmoreland  St., 


Philadelphia  34,  Pa 

Permonite  Mfg.  Co.,  444  N.  Lake  Shore  Drive,  Chicago 
11,  III 

POLYMER  CORPORATION,  THE,  Reading,  Pa.  AOV. 
PG  196 

Resin  Industries.  P.  0  Box  1589,  Santa  Barbara.  Calif. 
Resinite  Corp.,  Sub  of  Precision  Paper  Tube  Co.,  6981 
N.  Central  Park  Ave.,  Chicago  45  (Lincolnwood),  III. 
Resi'leflex  Corp.  PoseUrd,  N.  J. 

REX  CORP.,  THE,  Hayward  Rd.,  West  Acton,  Mass. 
AOV  PG  479 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd  ,  Davis¬ 
ville.  Pa  ADV  PG.  472 

Silicone  Insulation  Co.,  1385  Seabury  Ave.,  Bronx  61, 


N.  Y. 

Sparta  Mfg.  Co.,  Div.  of  U.  S.  Ceramic  Tile  Co.,  Dover, 
Ohio. 

Spaulding  Fibre  Co.,  Inc.,  310  Wheeler  St.,  Tonawanda, 
N.  Y. 

SYNCOR  PRODUCTS  CO.,  30  Eastern  Ave.,  Malden, 
Mass.  AOV.  PG.  426. 

Synthane  Corp.,  O.sks,  Pa. 

Taylor  Fibre  Co  Norristown,  Pa. 

THOR  CERAMICS.  INC.,  225  Belleville  Ave.,  Bloomfield, 
N  J  ADV  PG  5.38. 

Trl-Point  Plastics,  Inc.,  177  I.  U.  Willets  Rd.,  Albert¬ 
son,  N  Y. 

U  S.  GASKET  CO.,  PLASTICS  OIV.  OF  THE  GARLOCK 
PACKING  CO.,  Camden  1,  N.  J.  ADV.  PG.  477. 

Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx  61, 
N.  Y. 


Westlake  Plastics  Co.,  133  W.  Lenni  Rd.,  Lenni  Mills, 
Pa. 

Wilmington  Fibre  Specialty  Co.,  New  Castle  6,  Del. 


Shgefa 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

American  Mica  Insulation  Co.,  Manasquan,  N.  J. 

Auburn  Button  Works,  Inc.,  Auburn,  N.  Y. 

Auburn  Mfg.  Co.,  The,  Pease  Ave.  &  Stack  St.,  Middle- 
town,  Conn. 

Baer  Co.,  N.  S.,  9  Montgomery  St  ,  Hillside,  N.  J. 

Bestcraft  Products  Co.,  Inc.,  626  Broadway,  New  York, 
N.  Y. 

Bolta  Products  Div.,  General  Tire  A  Rubber  Co.,  Law¬ 
rence,  Mass. 

Borden  Co.,  Resinite  Dept.,  Box  1589,  Santa  Barbara, 
Calif. 

Carmer  Industries,  Inc.,  22  N.  26th  St.,  Kenilworth, 
N.  J. 

Comco  Plastics,  Inc.,  97-24  Albert  Rd.,  Ozone  Park  17, 
N.  Y 

COMMERCIAL  PLASTICS  &  SUPPLY  CORP.,  630  Broad- 
w.iy.  New  York  12,  N.  Y  ADV  PG.  60. 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware.  AOV.  PG.  373-376. 

Crane  Packing  Co.,  6402  Oakton  St.,  Morton  Grove,  III. 

Dixon  Corp.,  19-21  Burnside  St.,  Bristol,  R.  I. 

Dow  Chemical  Co.,  The,  Midland,  Mich. 
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Dura  Plastics  of  New  York,  Inc.,  303  Fifth  A*e.,  New 
York  16,  N.  Y. 

ELECTRICAL  INSUUTION  CO.,  INC.,  1245  Marconi 
Blvd.,  Copiaoue,  N.  Y.  AOV.  PG.  584. 

Emeloid  Co.,  Inc.,  1239  Central  Ave.,  Hillside  5,  N.  J. 
Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 

N.  Y. 

Enflo  Corp.,  Fellowship  Rd.  &  Route  73,  Maple  Shade, 

N.  J. 

Ethylene  Chemical  Corp.,  245  Broad  St.,  Summit,  N.  J. 
Fisher  &  Crome,  107  N.  Camac  St.,  Philadelphia  7,  Pa. 
FLUOROCARBON  PRODUCTS,  INC.,  DIV.  OF  U.  S.  GAS¬ 
KET  CO.,  Camden  1,  N.  J.  ADV.  PG.  529. 

Fluorulon  Laboratories,  Box  305,  Caldwell,  N.  J. 

Formica  Co.,  Sub.  of  American  Cyanamid,  4587  Spring 
Grove  Ave.,  Cincinnati  32,  Ohio. 

Franklin  FIbre-Lamitex  Corp.,  Wilmington,  Del. 

Garlock  Packing  Co.,  The,  Palmyra,  N  Y. 

GENERAL  COMPONENTS  INC.,  225-229  E.  144th  St., 
New  York  51,  N.  Y.  ADV.  PG.  574. 

General  Electric  Co.,  Laminated  Products  Dept.,  Coshoc¬ 
ton,  Ohio. 

General  Plastics  Corp.,  P.  0.  Box  1689,  Paterson, 
N.  J. 

elastic  Corp.,  The,  4321  Glenridge  Rd.,  Cleveland  21, 
Ohio. 

Goodrich  Industrial  Products  Co.,  B.  F.,  A  Oiv.  of 
B.  F.  Goodrich  Co.,  Plastic  Products,  Marietta,  Ohio'. 
Haveg  Industries,  Inc.,  900  Greenbank  Rd.,  Wilmington  8, 
Del. 

Houghton  Laboratories,  Inc.,  322  Houghton  Ave.,  Oltan, 
N.  Y. 

Jodee  Plastics  Co.,  3089  Fulton  St.,  Brooklyn  8,  N.  Y. 
Maigne  Co.,  0.  J.,  321  Pearl  St.,  New  York  38,  N.  Y. 
Mica  Fabricating  Co.,  53  Central  Ave.,  Rochelle  Park, 
N.  J. 

Mica  Insulator  Div.  of  Minnesota  Mining  &  Mfg.  Co., 
Schenectady  1,  N.  Y. 

Molded  Fiberglass  Sheet  Co.,  4308  Benefit  Ave.,  Ashta¬ 
bula,  .Ohio. 

MYCALEX  CORPORATION  OF  AMERICA,  125  Clifton 
Blvd.,  Clifton,  N.  J.  AOV.  PG.  313. 

Mykroy,  Inc.,  Wheeling,  III. 

National  Tel-Tronics  Corp.,  35  St.  Casmirs  Ave., 
Yonkers,  N.  Y. 

NEW  ENGLAND  UMINATES  CO.,  INC.,  P  0.  Box  43, 
481  Canal  St.,  Stamford,  Conn,  AOV.  PG.  563. 

Nopco  Chemical  Co.,  Plastics  Oiv.,  Harrison,  N.  J. 
Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New  York 

II,  N.  Y. 

Parisian  Novelty  Co.,  3510  S.  Western  Ave.,  Chicago  9, 

III. 

Penn  Fibre  &  Specialty  Co.,  2020  E.  Westmoreland  St., 
Philadelphia  34,  Pa. 

Permonite  Mfg.  Co.,  444  N.  Lake  Shore  Drive,  Chicago 
11,  III. 

POLYMER  CORPORATION,  THE,  Reading,  Pa.  AOV.  PG. 
196. 

Resin  Industries,  P.  0.  Box  1589,  Santa  Barbara,  Calif. 
Resistoflex  Corp.,  Roseland,  N.  J. 

REX  CORP.,  THE,  Hayward  Rd.,  West  Acton,  Mass. 

ADV.  PG.  479, 

Rogers  Corp.,  Goodyear,  Conn. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Davis- 
ville.  Pa.  ADV.  PG.  472. 

Silicone  Insulation  Co.,  1385  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Sparta  Mfg.  Co.,  Div.  of  U.  S.  Ceramic  Tile  Co.,  Dover, 
Ohio. 

Spaulding  Fibre  Co.,  Inc.,  310  Wheeler  St.,  Tonawanda, 
N.  Y. 

Swedlow  Plastics  Co.,  6986  Bandini  Blvd.,  Los  Angeles 
22,  Calif. 

SYNCOR  PRODUCTS  CO.,  30  Eastern  Ave.,  Malden,  Mass. 

ADV.  PG.  426. 

Synthane  Corp.,  Oaks,  Pa. 

Taylor  Fibre  Co.,  Norristown,  Pa. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave.,  Bloom¬ 
field,  N.  J.  AOV.  PG.  538. 

U  S.  GASKET  CO.,  RUSTICS  DIV.  OF  THE  GARLOCK 
PACKING  CO.,  CAMDEN  1,  N.  J.  AOV.  PG.  477. 
Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx  61, 
N.  V. 

West  Virginia  Pulp  &  Paper  Co.,  230  Park  Ave.,  New 
York  17,  N.  Y. 

Westlake  Plastics  Co.,  133  W.  Leni  Rd.,  Lenni  Mills,  Pa. 
Willson  Camera  Co.  Inc.,  1395  Lawrence  Rd.,  Haver- 
town,  Pa. 

Wilmington  Fibre  Specialty  Co.,  New  Castle  6,  Del. 


Silicone  Rubbor  Insulation  Ports 

Actioncraft  Products,  8  Sagamore  Hill  Drive,  Port  Wash¬ 
ington,  N.  Y. 

American  Mica  Insulation  Co.,  Manasquan,  N.  J. 

Arrowhead  Products,  2300  Curry  St.,  Long  Beach  5, 
Calif. 

Auburn  Mfg.  Co.,  The,  Pease  Ave.  A  Stack  St.,  Middle- 
town,  Conn. 

Bacon  Industries,  Inc.,  192  Pleasant  St.,  Watertown, 
Mass. 

Connecticut  Hard  Rubber  Co.,  407  East  St.,  New  Haven 
9,  Conn. 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware.  ADV.  PG.  373-376. 

Decatur  Electronics  Industries  Corp.,  203  Ornico  Drive, 
Brightwater,  N.  Y 

ELECTRICAL  INSULATION  CO.,  INC.,  1245  Marconi 
Blvd.,  Copiague,  N.  Y.  AOV.  PG.  584. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  V. 


FLUOROCARBON  PRODUCTS  INC.,  OIV.  OF  U.  S. 
GASKET  CO.,  Camden  1,  N.  J.  AOV.  PG.  529 

Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 

Garlock  Packing  Co.,  The,  Palmyra,  N.  V. 

GENERAL  COMPONENTS  INC.,  225-229  E.  144th  St., 
New  York  51,  N.  Y.  AOV.  PG.  574. 

General  Electric  Co.,  Plastics  Dept.,  132  S.  Water  St., 
Decatur,  III. 

Hallett  Mfg.  Co.,  5910  Boweroft  St.,  Los  Angeles  16, 
Calif. 

Mansfield  Fabricators,  Inc.,  541  Grant  St.,  Mansfield, 
Ohio. 

Mica  Insulator  Div.  of  Minnesota  Mining  A  Mfg  .Co., 
Schenectady  1,  N.  Y. 

Mica  Fabricating  Co.,  S3  Central  Ave.,  Rochelle  Park, 
N.  J. 

NATVAR  CORP.,  Woodbridge,  N  J.  ADV.  PG.  443. 

New  Jersey  Wood  Finishing  Co.,  Amboy  Ave.,  Wood- 
bridge,  N.  J. 

Newth  Rubber  Co.,  Barrington,  R.  I. 

Permonite  Mfg.  Co.,  444  N.  Lake  Share  Drive,  Chicago 
11,  III. 

Raybestos-Manhattan,  Inc.,  61  Willett  St.,  Passaic, 
N.  J. 

Rogers  Corp.,  Goodyear,  Conn. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Staver  Co.,  Inc.,  The,  41  N.  Saxon  Ave.,  Bay  Shore, 
N.  Y. 

Western  Felt  Works,  4029  Ogden  Ave.,  Chicago,  III. 

Zippertubing  Co.,  The,  752  S.  San  Pedro,  Lot  Angeles, 
Calif. 


Stompriigt  A  Punchfnge— Caromie 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

American  Mica  Insulation  Co.,  Manasquan,  N.  J. 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd.  &  Manufacturers  Rd.,  Chattanooga  5,  Tenn. 
ADV.  PG.  237. 

CENTRAUB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wit.  ADV.  PG.  422. 

Diamonite  Products  Mfg.  Co.,  Div  of  U.  S.  Ceramic 
Tile  Co.,  1232  Cleveland  Ave.,  N.  W.,  Canton  2, 
Ohio. 

Du-Co  Ceramic  Co..  Box  587,  Butler  8,  Pa. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  ADV  PG.  140, 
141 

Guastavino  Co.,  R.,  660  Main  St.,  Woburn,  Mass 

Isolantite  Manufacturing  Co.,  Stirling,  N.  J. 

Kirchberger  &  Co.,  Inc.,  M.,  248  Humphrey  St.,  Engle¬ 
wood,  N.  J. 

Mansol  Ceramics  Co.,  140  Little  St.,  Belleville,  N.  J. 

Maryland  Lava  Co.,  Ceramic  Dept.,  Dept.  C,  Bel  Air, 
Md. 

National  Tel-Tronics  Corp.,  35  St.  Casmirs  Ave.,  Yonkers, 
N.  Y. 

Permonite  Mfg.  Co.,  444  N.  Lake  Shore  Drive,  Chicago 
11,  III. 

Star  Porcelain  Co.,  61  Muirhead  Ave.,  Trenton  9,  N  J 

SUPERIOR  STEATITE  &  CERAMIC  CORP.,  83-91  W 
Forest  Ave.,  Englewood,  N.  J.  AOV.  PG.  536. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave.,  Bloom¬ 
field,  N.  J.  AOV.  PG.  538 

Westlake  Plastics  Co.,  133  W.  Lenni  Rd.,  Lenni  Mills, 
Pa. 

Wrought  Washer  Mfg.  Co.,  2264  S.  Bay  St.,  Milwaukee 
7,  Wis. 

Sfompinge  A  Punchingre— Atico 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

American  Mica  Insulation  Co.,  Manasquan,  N.  J 

Ashevllle-Schoonmaker  Mica  Co.,  900  Jefferson  Ave., 
Newport  News,  Va 

Auburn  Mfg.  Co.,  The,  Pease  Ave  &  Stack  St.,  Middle- 
town,  Conn. 

Brand  &  Co.,  Inc.,  William,  41  North  St.,  Willimantic, 
Conn. 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware  ADV  PG.  373-376. 

ELECTRICAL  INSUUTION  CO.,  INC.,  1245  Marconi 
Blvd,  Copiague,  N.  Y.  AOV.  PG.  584. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Industrial  Mica  Corp.,  223  5.  Van  Brunt  St.,  Englewood. 
N  J. 

Irving  Tool  &  Mfg  Co.,  1315  Levee  St.,  Dallas  7, 
Texas. 

Laminated  Sheet  Products  Corp.,  449  Neponset  St., 
P.  0.  Box  390,  Norwood,  Mass. 

Penn  Fibre  A  Specialty  Co.,  2020  E.  Westmoreland  St., 
Philadelphia  34,  Pa. 

Pfleger  Products,  3901  W.  54th  St.,  Los  Angeles  43, 
Calif. 

Polymica  &  Insulation  Co.,  683  Main  St.,  Willimantic, 
Conn. 

RELIANCE  MICA  CO.,  INC.,  341  39th  St.,  Brooklyn  32, 
N  Y.  ADV  PG  584. 

Spruce  Pine  Mica  Co.,  Spruce  Pine,  N  C. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Westlake  Plastics  Co.,  133  W.  Lenni  Rd ,  Lenni  Mills, 
Pa. 

Wrought  Washer  Mfg  Co.,  2264  S.  Bay  St.,  Milwaukee 
7,  Wis. 

Sfompings  A  Punchings— Paper 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N  J. 


Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York 

38,  N.  Y. 

American  Mica  Insulation  Co.,  Manasquan,  N.  J. 
Auburn  Mfg.  Co.,  The,  Pease  Ave.  A  Stack  St.,  Middle- 
town,  Conn. 

Baer  Co.,  N.  S.,  9  Montgomery  St.,  Hillside,  N.  J 
Barwood  Mfg.  Co.,  Inc.,  L.  J.,  22  Williams  St.,  Everett 
49,  Mass. 

Bestcraft  Products  Co.,  Inc.,  626  Broadway,  New  York, 
N  Y 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware.  ADV.  PG.  373-376 
Cortland  Industries,  Inc.,  4545  Cortland  St.,  Chicago 

39,  III 

GENERAL  COMPONENTS  INC.,  225-229  E  144th  St., 
New  York  51,  N.  Y.  AOV.  PG.  574. 

Irving  Tool  A  Mfg  Co.,  1315  Levee  St.,  Dallas  7, 
Texas. 

Lansky  Die  Cutting  Corp.,  473  President  St.,  Brooklyn 
15,  N  Y. 

Laminated  Sheet  Products  Corp.,  449  Neponset  St., 
P.  0.  Box  390,  Norwood,  Mast. 

Mansfield  Fabricators,  Inc.,  541  Grant  St  ,  Mansffeld, 
Ohio. 

National  Tel-Tronics  Corp.,  35  St.  Casmirs  Ave.,  Yonkers, 
N.  Y. 

Peerless  Products  Industries,  812  N  Pulaski  St  ,  Chi¬ 
cago  51,  III. 

Penn  Fibre  A  Specialty  Co.,  2020  E.  Westmoreland  St , 
Philadelphia  34,  Pa. 

Permonite  Mfg  Co.,  444  N.  Lake  Shore  Drive,  Chicago 

II,  III 

Pilgrim  Products.  Inc.,  16  Spruce  St.,  West  Acton. 
Matt 

Resinite  Corp  Sub  of  Precision  Paper  Tube  Co.,  6981 
N  Central  Park  Ave.,  Chicago  45,  ILIncolnwood), 

III. 

Staver  Co.,  Inc.,  The,  41  N  Saxon  Ave.,  Bay  Shore, 
N  Y. 

Stone  City  Machine  A  Tool  Co.,  Inc.,  1206  Seventh 
St.,  P  0  Box  351,  Bedford  Ind 
SYLVANIA  ELECTRIC  PRODUCTS  INC,  PARTS  DIV., 
Warren.  Pa.  ADV  PG.  632 

Wrought  Washer  Mfg  Co.,  2264  S  Bay  St  ,  Milwaukee 
7,  Wis 

Sfompings  A  Pvnehinge— Pfotfie  or  lominolof 
Soo  INSULATION  PARTS 

Plastic  Inswlatlon  Parts— Pabrlcotod 


INSULATORS— Antonna  fnsvfators  A  Spring 

Assomblios 

AMERICAN  UVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd.  A  Manufacturers  Rd.,  Chattanooga  S.  Tenn 
AOV.  PG.  237. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y. 

Enflo  Corp.,  Fellowship  Rd  A  Route  73,  Maple  Shade, 
N.  J 

FLUOROCARBON  PRODUCTS  INC.,  DIV  OF  U  S. 
GASKET  CO.,  Camden  1,  N  J  AOV  PG.  529 

Garde  Mfg.  Co.,  588  Eddy  St.,  Providence  3,  R.  I. 

Glass  Solder  Engineering,  4232  Temple  City  Bhrd.,  Rose¬ 
mead  Calif 

Hermetic  Pacific  Corp.,  4232  Temple  City  Blvd.,  Rose¬ 
mead  Calif. 

I.  E.  Manufacturing,  325  N.  Hoyie  Av*.,  Chicago  12, 
III. 

Isolantite  Mfg  Corp.,  Stirling,  N.  J. 

Johnson  Co  ,  E  F.,  Waseca.  Minn 

LAPP  INSUUTOR  CO.,  INC.,  RADIO  SPECIALTIES  OIV., 
31  Gilbert  St.,  LeRoy,  N.  Y.  ADV  PG  112,  113 

National  Ceramic  Co.,  400  Southard  St.,  Trenton  2, 
N.  J. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 

Perm  Fibre  A  Specialty  Co.,  2020  E.  Westmoreland  St., 
Philadelphia  34,  Pa. 

Premai  Products  Div.,  Chlsholm-Ryder  Co.,  Inc.,  High¬ 
land  A  College  Aves ,  Niagara  Falls  2,  N.  V. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Brom  61, 
N.  V. 

TrI-PoInt  Plastics,  Inc  ,  175  E.  U  Wlllets  Rd ,  Alhert- 
son,  N.  V. 

Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Wind  Turbine  Co.,  E.  Market  St.  A  Penna  R.  R,,  West 
Chester,  Pa 


INSULATORS-Can  Linar 

Bestcraft  Products  Co.,  Inc.,  626  Broadway,  New  York, 
N.  Y. 

Ou-Co  Ceramics  Co.,  Box  587,  Butler  8,  Pa. 

Enflo  Corp.,  Fellowship  Rd.  A  Route  73,  Maple  Shade, 
N.  J. 

Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del 
PRECISION  PAPER  TUBE  CO.,  2035  W.  Charleston  St., 
Chicago  47,  III.  ADV.  PG.  188 
Rogers  Corp.,  Goodyear,  Corm. 

Stone  City  Machine  A  Tool  Co.,  Inc.,  1206  Seventh  St., 
P.  0  Box  351,  Bedford,  Ind. 

West  Virginia  Pulp  A  Paper  Co.,  250  Park  Ave.,  New 
York  17,  N.  Y 


INSULATORS-Coramic 

Advanced  Vacuum  Products,  Inc  ,  Div.  of  General  Ceramics 
Corp.,  430  Fairfield  Ave  ,  Stamford,  Conn. 
AMERICAN  FELDMUEHLE  CORP.,  11  W.  42nd  St.,  New 
York  36,  N.  Y.  AOV.  PG.  504. 
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ELECTRONIC  and  ALLIED 


AMERICAN  UVA  CORP.,  STEATITE  DIV.,  ChcrokM 
Blvd.  &  Manufacturers  Rd.,  Chattanooga  S,  Tcnn. 
ADV.  PG  237. 

BG  Corp.,  The,  321  Broad  Avt.,  Ridgefield,  N  J. 
Birnbacli  Radio  Co.,  Inc.,  143  Hudson  St.,  New  York 
13,  N  Y. 

Bristol  Co.,  The,  P.  0.  Bo«  1790  EBG,  Waterbury  20, 
Conn. 

CAMBRIDGE  THERMIONIC  CORP.,  443  Concord  Ave , 
Canibridge  38,  Matt  ADV.  PG  74 
CARBORUNDUM  CO.,  THE,  LATROBE  PLANT,  Latrobc, 
Pa  AOV.  PG.  72,  73. 

CENTRALA8  DIV.,  GLOBE-UNION,  INC.,  914  Y  E 
Keefe  Ave  ,  Milwaukee  1,  Wis.  ADV.  PC.  422. 

COORS  PORCELAIN  CO.,  600  Ninth  St.,  Golden,  Colo. 
AOV  PG.  310,  311 

Diamonite  Products  MIg.  Co.,  Div.  of  U.  S.  Ceramic  Tile 
Co.,  1232  Cleveland  Ave  ,  N  W.,  Canton  2,  Ohio. 
Ou-Co  Ceramics  Co.,  Boa  387,  Butler  8,  Pa. 

Ouramic  Products  Inc.,  262  Mott  St.,  New  York  12, 

N  Y. 

Electric  Auto-Lite  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio. 

Electrical  Refractories  Co.,  30  Clark  St.,  East  Palestint, 
Ohio. 

Electronic  Mechanics,  Inc,  101  Clifton  Blvd.,  Clifton, 

N  J 

ERIE  RESISTOR  CORP.,  Eric  6,  Pa.  ADV.  PG.  MO,  141. 
Frenchtown  Porcelain  Co,  Frenchtown,  N.  J 
GENERAL  CERAMICS  C6rP.,  Keesbey,  N  J  ADV 
PG  133 

Glass  Solder  E.>9>neering,  4232  Temple  City  Blvd., 
Rosemead,  Calif. 

Goe  Engineering  Co.,  219  S  Medn  k  Ave  ,  Los  Angeles 
22.  Calif. 

Cuastavino  Co.,  R  ,  660  Mam  St..  Woburn,  Mass 
Hermetic  Paci^  Corp  ,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif. 

I  E  Manufacturing,  323  N  Hj,iie  Ave.,  Chicago  12,  III. 
Itoiantile  Mfg.  Corp.,  Stirling,  N  J. 

Johnson  Co,  E.  F.,  Waseca.  Minn. 

Kirvhberger  &  Co.,  tnc  ,  M,  248  Hirnphrey  St  .  Engle¬ 
wood.  N  J 

LAPP  INSULATOR  CO  ,  INC.,  RADIO  SPECIALTIES  DIV., 
31  Gilbert  St,  LeRoy,  N  Y.  AOV  PG  112.  113. 
Louthan  Mfg  Co.,  East  Liverpool,  Ohio. 

Litton  Industries,  Components  Div.,  3873  Rodeo  Rd , 
lot  Angeles  16,  CalH. 

Liindey  Associates,  Inc.,  694  Mam  St.,  Waltham  54, 
Mass. 

Mansol  Ceramics  Co,  140  Little  St.,  Belleville,  N  J 
Maryland  Lava  Co.,  Ceramic  Dept ,  Dept  C,  Bel  Air,  Md 
Mica  Fabricating  Co ,  33  Central  Ave ,  Rochelle  Park, 
N  J 

Millen  Mfg  Cc  ,  Janies,  150  Evchange  St  ,  Malden,  Mass 
MYCALEX  CORPORATION  OF  AMERICA,  123  Clifton 
Blvd  ,  Clifton.  N  J  AOV  PG  313. 

Mykroy,  Inc.,  Wheeling,  III. 

National  Ceramic  Co  ,  400  Soiithard  St.,  Trenton  2,  N  J 
National  Co,  Inc,  61  Sherman  St  ,  Malden  48,  Mats 
Norton  Co  ,  Worcester  6,  Mass 
Porcelain  Products,  Inc  .  Findlay,  Ohio 
Quality  Components  Co,  St.  Marys,  Pa 
Solar  Mfg  Corp.,  4553  Seville  Ave.,  Los  Angeles  38, 
Calif. 

Star  Porcelain  Co.,  61  Muirhead  Ave.,  Trenton  9,  N.  J 
Steward  Mfg  Co ,  D  M.,  3600  Jerrome  Ave.,  Chatta¬ 
nooga  1,  Tenn 

SUPERIOR  STEATITE  A  CERAMIC  CORP.,  93-91  W 
Forest  Ave  Englewood,  N.  J.  ADV  PG  336 
SYNCOR  PRODUCTS  CO.,  30  Eastern  Ave.,  Malden,  Matt. 
AOV  PG  426 

TECHNICAL  CERAMIC  &  LAVA  CORP ,  S3  Fifth  Ave  , 
Paterson,  N  J  ADV  PG  388 
Thermo  Materialt  !nc.,  4040  Campbell  Ave  ,  Menlo  Park, 
Calif 

THOR  CERAMICS,  INC.,  223  Belleville  Ave.,  Bloomfield, 
N.  J  ADV.  PG.  5J8. 

United  Mineral  &  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

U.  S.  Stoneware  Co.,  Akron  9,  Ohio. 

Wind  Turbine  Co.,  E.  Market  St  A  Penna  R  R  West 
Chester,  Pa. 


INSUIATORS-Food  Through 

Advanced  Vacuum  Products,  Inc.,  Div  of  General  Ceramics 
Corp  ,  430  Fairfield  Ave  ,  Stamford,  Conn. 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd  A  Manulacturert  Rd ,  Chattanooga  3,  Tenn. 
ADV.  PG.  237 

Amp,  Inc.,  Chemicals  A  Dielectrics  Div.,  133  Park  St., 
Elizabethtown,  Pa. 

Armel  Electronics,  Inc.,  840  Fifth  Ave.,  Brooklyn  32, 
N.  V. 

BG  Corp.,  The,  321  Broad  Ave.,  Ridgefield,  N.  J. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N  Y. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave, 
Cambridge  18,  Mats.  ADV  PG  74 

CARBORUNDUM  CO.,  THE,  LATROBE  PLANT,  latrobe. 
Pa  ADV.  PG  72,  73 

Carmer  Industries,  Inc.,  22  N  26th  St.,  Kenilworth, 
N.  J. 

CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  <>I4Y  E 
Keefe  Ave  ,  Milwaukee  1,  Wit.  ADV.  PG.  422. 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  Second  Ave., 
Mt  Vernon,  N  Y  AOV.  PG.  572. 

COORS  PORCELAIN  CO.,  600  Ninth  St.,  Golden,  Colo 
ADV.  PG  310,  311 

Ou-Co  Ceramics  Co.,  Bok  387,  Butler  8,  Pa. 


PRODUCTS 


EPM  Corp.,  620-622  Van  SItlen  Ave.,  Brooklyn,  N.  Y. 
Electric  Auto-Lite  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio. 

Electronic  Mechanics,  Inc.,  101  Clifton  Blvd.,  Clifton, 
N.  J. 

Emerson  Plastics  Corp.,  1383  Seahury  Ave.,  Bronx  61, 
N.  Y. 

Enflo  Corp.,  Fellowship  Rd  A  Route  73,  Maple  Snade, 

N  J 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa  ADV  PG  140,  141 
FLUOROCARBON  PRODUCTS  INC.,  DIV  OF  U.  S 
GASKET  CO.,  Camden  1,  N.  J.  AOV  PG  329 
Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 

Frenchtown  Porcelain  Co.,  Frenchtown,  N.  J 
Garde  Mfg  Co.,  388  Eddy  St.,  Providence  3,  R  I 
GENERAL  CERAMICS  CORP  ,  Keasbey,  N  J  AOV  PG. 
133. 

Glass  Solder  Engineering,  4232  Temple  City  Blvd , 
Rosemead,  Calif. 

Goe  Engineering  Co.,  219  S.  Mednik  Ave,  Los  Angeles 
22,  Calif 

Hermetic  PKific  Corp  ,  4332  Temple  City  Blvd.,  Rose¬ 
mead.  Calif 

HERMETIC  SEAL  CORP.,  29-37  S.  S  xth  St  ,  Newark 
7  N  J.  AOV  PG  403 
Itolantite  Manufacturing  Co.,  Stirling,  N  J 
Javev  P  0  Box  646,  Redlands.  Calif 
Jxli-'  Mfg  Co.,  Lufbery  Ave.,  Wallingford  Conn 
Johnson  Go  E  F  ,  Waseca.  Minn 

LAPP  INSULATOR  CO.,  INC  ,  RADIO  SPECIALTIES 
DIV.,  31  Gilbert  St.,  LeRoy,  N.  Y.  ADV.  PG  112,  113. 
Litton  Industries,  Components  Div.,  3873  Rodeo  Rd., 
Lot  Aigelet  16,  Calif. 

Lundey  Associates,  Inc.,  694  Mam  St.,  Waltham  54, 

Mast 

Millen  MIg  Co.,  James  150  Exchange  St  Malden, 

Mats 

Mstley  Electronics,  Inc.,  8622  St.  Charles  Rock  Rd  ,  St 
Louis  14,  Mo 

‘  at  onal  Ceramic  Co ,  400  Southard  St  ,  Trenton 

2,  N  J 

National  Co.,  Ix  ,  61  Sherman  St  .  Malden  48,  Mass 
Norrich  Plastics  Corp.,  107-109  W  18th  St.,  New  York 
11,  N  Y 

Peerless  Products  Industries,  812  N  Pulaski  St  ,  Chi¬ 
cago  31.  III. 

Precision  Metal  Products  Co  of  Malden,  41  Elm  St  , 
StO'ieham  80,  Mats 

Rego  Insulated  Wire  Co.,  830  Monroe  St ,  Hoboken, 

N.  J 

Scientific  Electronic  labs.,  lx  ,  866  Bergen  St  ,  New¬ 
ark  8.  N  J 

SEALECTRO  CORP.,  610  Fayette  Ave.,  Mamaroneck,  N  Y. 
ADV  PG.  510 

Shamban  A  Co.,  W  S.,  11617  W  Jefferson  Blvd., 

Culver  City,  Calif. 

SIlieox  Insulation,  Ix.,  1383  Seabury  Ave,  Bronx  61, 
N.  Y 

Solar  Mfg  Corp ,  4353  Seville  Ave ,  Los  Angeles  58, 
Calif. 

Steward  Mfg  Co  ,  D  M  3600  Jerrome  Ave  ,  Chatta¬ 
nooga  1,  Tenn. 

Taurus  Corp  8  Coryell  St  .  Lambertville,  N  J. 
TECHNICAL  CERAMIC  A  LAVA  CORP.,  83  Fifth  Ave  , 
Paterson.  N  J  ADV.  PG  388 
Thermo  Materials  lx.,  4040  Campbell  Ave  ,  Menlo  Park, 
Cal.i 

THOR  CERAMICS,  INC.,  223  Belleville  Ave  .  Bloomfield. 
N  J  ADV  PG  338 

Tn-Point  Plastics,  Inc .  175  E  U  Willett  Rd  ,  Albert¬ 
son,  N.  Y 

United  Mineral  A  Chemical  Corp ,  16  Hudson  St.,  New 
York  13,  N  Y. 

Vitroseal  Corp  ,  VIx  A  Race  Sts.,  Ridgway,  Pa 
Walter  Lee  Chemical  Co.,  1381  Seabury  Ave  ,  Bronx  61, 
N  Y 


INSULATORS— Feoxfor  Sprooder 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd  A  Manufacturers  Rd ,  Chattanooga  3,  Tenn 
ADV  PG  237 

Birnbach  Radio  Co  ,  lx.,  145  Hudson  St.,  New  York 
13,  N  Y. 

Bud  Radio  lx.,  2118  E  55th  St  .  Cleveland  3,  Ohio. 

CARBORUNDUM  CO.,  THE,  LATROBE  PLANT,  Latrobe, 
Pa  ADV  PG  72.  73 

GENERAL  CERAMICS  CORP.,  Keasbey,  N  J  ADV  PG 
133 

Itolantite  Mfg.  Co.,  Stirling,  N.  J. 

Johnson  Co.,  E  F.,  Waseca,  Minn 

LAPP  INSUUTOR  CO.,  INC.,  RADIO  SPECIALTIES  DIV., 
31  Gilbe-t  St.,  LeRoy,  N  V  AOV.  PG.  112.  113. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

National  Ceramic  Co.,  400  Southard  St.,  Trenton  2, 
N  J. 

National  Co,  Ix.,  61  Sherman  St.,  Malden  48,  Mass. 

Steward  Mfg.  Co.,  0.  M.,  3600  jerrome  Ave.,  Chat¬ 
tanooga  1,  Tenn 

TECHNICAL  CERAMIC  A  LAVA  CORP.,  85  Fifth  Ave., 
Paterson,  N  J  ADV  PG.  388 

THOR  CERAMICS,  INC.,  223  Belleville  Ave.,  Bloomfield, 
N  J  ADV.  PG.  538. 

Wind  Turbix  Co.,  E.  Market  St.  A  Penna.  R.  R.,  West 
Chester,  Pa. 

INSULATORS— Fwtod  Quorfx 

ENGELHARD  INDUSTRIES,  INC.,  (AMERSIL  QUARTZ 
DIV  ),  113  Astx  St.,  Newark  3.  N  J  ADV.  PG  329 


INSULATORS 


Servo  Recording  Instrurxntl,  Ix.,  407  N.  Maple  Drive, 
Beverly  Hills.  Calff. 

SYNCOR  PRODUCTS  CO.,  30  Eastern  Ave.,  Malden, 
Mass.  AOV.  PG.  426. 

Thermal  American  Fused  Quart]  Co.,  Ix.,  18-20  Salem 
St.,  Dover,  N  J. 

VALPEY  CRYSTAL  CORP.,  1244  Highland  St.,  Holllston, 
Mass  ADV.  PG.  208. 


INSULATOR$-Ni«A  Dielocfrix  Paper 

Barwood  MIg.  Co.,  Ix.,  L.  J.,  22  Williams  St.,  Everett 
49,  Mass 

CLEVELAND  CONTAINER  CO.,  THE,  6201  Barberton 
Ave.,  Cleveland  2,  Ohio.  ADV.  PG  398. 

Diamonite  Products  Mfg.  Co.  Div.  of  U.  S.  Caramic  Tile 
Co  1232  Cleveland  Ave,  N  W.,  CaXon  2,  Ohio. 

ERIE  RESISTOR  CORP  ,  Erie  6,  Pa  AOV.  PG  140,  141 

FLUOROCARBON  PRODUCTS  INC.,  Div.  of  U.  S.  Gasket 
Co.,  Camden  1,  N  J.  AOV  PG.  529 

Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 

GENERAL  CERAMICS  CORP.,  Keasbey,  N.  J.  AOV 
PG  133 

HERMETIC  SEAL  CORP.,  29-37  S.  Sixth  St.,  Newark 
7.  N  J  ADV.  PG.  403 

Johns-Manville,  22  E  40th  St.,  New  Yxk  16,  N.  Y 

PRECISION  PAPER  TUBE  CO.,  2033  W  Charleston  St  . 
Chicago  47,  III.  ADV.  PG.  188 

Resinite  Corp.  Sub.  of  Precision  Paper  Tube  Co.,  6981 
N  Central  Park  Ave  ,  Chicago  45  (Lincolnwood),  HI. 

Spruce  Pme  Mica  Co.,  Spruce  Pix,  N.  C. 

Stone  C'ty  Machix  A  Tool  Co.,  Inc.,  1206  Sevexh 
St  .  P  0  Box  351,  Bedford,  Ind. 


INSULATORS-StondefF 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N  J 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd  &  Manufacturers  Rd ,  Chattanooga  5,  Tenn 
ADV  PG  237 

Armel  Electronics,  Inc.,  840  Fifth  Ave,  Brooklyn  32, 

N  Y. 

BG  Corp.,  TX,  321  Broad  Ave.,  Ridgefield,  N.  J. 

Birnbach  Radio  Co.,  Inc.,  143  Hudson  St.,  New  York  13, 

N  Y 

CARBORUNDUM  CO.,  THE,  LATROBE  PLANT,  Latrobe, 
Pa  ADV.  PG  72,  73 

Carrier  Industries,  Ix  ,  22  N  26th  St.,  Kenilworth,, 

N  J 

CENTRALAB  DIV.,  GLOBE-UNION  INC.,  914Y  E  Keefe 
Ave  ,  Milwaukee  1,  WIs.  ADV  PG  422. 

Channel  Master  Co.,  Ellexille,  N  Y. 

COORS  PORCELAIN  CO.,  600  Nmth  St.,  Golden,  Colo 
AOV  PG.  310,  311. 

Diamonite  Products  Mfg  Co.,  Div.  of  U.  S.  Ceramic  Tile 
Co.,  1232  Cleveland  Ave.,  N  W.,  Canton  2,  Ohio. 

EPM  Corp.,  620-622  Van  Siclen  Ave.,  Brooklyn,  N.  Y 

Electronic  Mxhanics,  Ix.,  101  Clifton  Blvd.,  Clifton, 
N.  J 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 

N  Y. 

ErRo  Corp.,  Fellowship  Rd  &  Route  73,  Maple  Shade, 

N  J 

ERIE  RESISTOR  CORP.,  Ene  6,  Pa  AOV  PG  140,  141 

FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U.  S. 
GASKET  CO.,  Camden  l,  N.  J  AOV.  PG.  529. 

Fluorulon  Laboratories,  Boa  303,  Caldwell,  N  J. 

Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 

Frenchtown  Porcelain  Co.,  Frexhtown,  N.  J 

Garde  Mfg  Co  ,  388  Eddy  St.,  Providence  3,  R.  I 

GENERAL  CERAMICS  CORP.,  KeasXy,  N.  J.  ADV.  PG 
133. 

Glass  Solder  Engineering,  4232  Temple  City  Blvd., 
Rosemead,  Calif 

Clastic  Corp.,  TX,  4321  Glenridge  Rd.,  Cleveland  21, 
Ohio. 

Goe  Engineering  Co.,  219  S.  Mednik  Ave.,  Los  Angeles 
22.  Calif 

GRAYHILL.  INC.,  537  Hillgrove  Ave,  La  Grange,  III. 
AOV.  PG  309. 

Heldor  Mfg.  Corp.,  238  Lewis  St.,  Paterson,  N.  J. 

Hermetic  Pacific  Corp.,  4232  Temple  City  Blvd., 
Roserxjd,  Calif. 

I.  E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12, 
III. 

Isolantite  Manufacturing  Co.,  Stirling,  N.  J. 

Jan  Hardware  Mfg  Co.,  Ix.,  73  N  11th  St.,  Brooklyn 
11,  N.  Y. 

Jxlin  Mfg.  Co.,  LufXry  Ave.,  Wallingford,  Conn. 

JoXson  Co.,  E.  F.,  Waseca,  Mmn. 

KirchXrgcr  A  Co.,  Ix.,  M.,  248  Humphrey  St.,  Engle¬ 
wood,  N  J. 

LAPP  INSULATOR  CO.,  INC.,  RADIO  SPECIALTIES  DIV., 
31  Gilbert  St.,  LeRoy,  N  Y.  ADV.  PG.  112,  113. 

Litton  Industries,  Compoxnts  Div.,  3873  Rodeo  Rd., 
Los  Angeles  16,  Calif. 

Millen  Mfg.  Co.,  James,  130  Exchange  St.,  Malden, 
Mass. 

MYCALEX  CORPORATION  OF  AMERICA,  125  Clifton 
Blvd.,  Clifton,  N.  J  ADV.  PG.  313. 

National  Ceramic  Co.,  400  Southard  St.,  Trenton  2, 
N.  J. 

National  Co.,  Ix.,  61  Sherman  St.,  Malden,  48  Mass 

National  Tel-Tronics  Corp.,  33  St.  Casmirs  Ave.,  Yon¬ 
kers,  N.  Y. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New  York 
11,  N.  Y. 

Peerless  Products  Industries,  812  N.  Pulaski  St.,  Chi¬ 
cago  31,  III. 

POLYMER  CORPORATION,  THE  Reading,  Pa  ADV. 
PG  196 
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INSULATORS 


Pre:!  slon  Metal  Products  Co.  of  Malden,  41  Elm  St., 
Stoneham  80,  Mass. 

Premae  Products  Oiv.,  Chisholm-Ryder  Co.,  Inc.,  Hijh- 
land  &  College  Aves.,  Niagara  Falls  2,  N.  Y. 

Rego  Insulated  Wire  Co.,  810  Monroe  St.,  Hoboken, 
N.  J 

ROSS  METALS  CO.,  MILTON,  SOS  Oavisville  Rd , 
Davisville,  Pa.  ADV.  PG.  472. 

Saxton  Products,  Inc ,  1661  Boone  A«e.,  Bronx  60, 
N.  Y. 

SEALECTRO  CORP.,  610  Fayette  Aye.,  Mamaroneck, 
N.  Y.  ADV.  PG.  SIO. 

Shamban  &  Co.,  W.  S.,  11617  W.  Jefferson  Blvd.,  Culver 
City,  Calif. 

Spaulding  Fibre  Co.,  Inc.,  310  Wheeler  St.,  Tonawanda, 
N.  Y. 

Steward  Mfg.  Co.,  D.  M.,  3600  Jerrome  Ave.,  Chatta¬ 
nooga  1,  Tenn. 

SUPERIOR  STEATITE  &  CERAMIC  CORP.,  83-91  W. 

Forest  Ave.,  Englewood,  N.  J.  ADV.  PG.  S36. 

Taurus  Corp,,  8  Coryell  St.,  Lambertvllle,  N.  J. 
TECHNICAL  CERAMIC  &  LAVA  CORP.,  8S  Fifth  Ave., 
Paterson,  N.  J.  ADV.  PG.  588. 

TELEVISION  HARWARE  MFG.  CO.,  DIV.  OF  G-C- 
TEXTRON  INC.,  400  S.  Wyman  St.,  Rockford,  III. 
AOV.  PG.  80. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave.,  Bloom¬ 
field,  N.  J.  ADV.  PG.  538. 

Tri-Point  Plastics,  Inc.,  175  E.  U.  Willets  Rd.,  Albert¬ 
son,  N.  V. 

Vitroseal  Corp.,  Vine  &  Race  Sts.,  Ridgway,  Pa 
Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx  61, 
N  V. 

INSULATORS-Sfroin 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee  Bivd 
&  Manufacturers  Rd.,  Chattanooga  5,  Tenn.  ADV.  PG. 
237. 

BG  Corp.,  The,  321  Broad  Ave.,  Ridgefield,  N.  J 
Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y. 

Decatur  Electronics  Industries  Corp.,  203  Ornico  Drive, 
Brightwater,  N.  Y. 

Diamonite  Prt^ucts  Mfg.  Co.  Div.  of  U.  S.  Ceramic  Tile 
Co.,  1232  Cleveland  Ave.,  N.  W.,  Canton  2,  Ohio. 
Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del 
GENERAL  CERAMICS  CORP.,  Keasbey,  N.  J.  AOV.  PG. 
133 

I.  E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12,  III. 
Isolantite  Mfg.  Corp.,  Stirling,  N.  J 
Johnson  Co.,  E.  F.,  Waseca,  Minn. 

LAPP  INSUUTOR  CO.,  INC.,  RADIO  SPECIALTIES  OIV., 
31  Gilbert  St.,  LeRoy,  N.  Y.  ADV.  PG.  112,  113. 
Mykroy,  Inc.,  Wheeling,  III. 

National  Ceramic  Co.,  400  Southard  St.,  Trenton  2,  N.  J. 
National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 
Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New  York 
11,  N.  Y. 

Porcelain  Products,  Inc  ,  Findlay,  Ohio. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Oavis¬ 
ville,  Pa.  ADV.  PG.  472. 

Steward  Mfg.  Co.,  0.  M.,  3600  Jerrome  Ave.,  Chat¬ 
tanooga  1,  Tenn 

TECHNICAL  CERAMIC  &  LAVA  CORP.,  85  Fifth  Ave., 
Paterson,  N.  J.  AOV.  PG.  588. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave.,  Bloomfield, 
N.  J.  ADV.  PG.  538. 

Wind  Turbine  Co.,  E.  Market  St  &  Penna,  R.  R.,  West 
Chester,  Pa. 


INSULATORS-Totf  Clip 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y. 

Du-Co  Ceramics  Co.,  Box  587,  Butler  8,  Pa. 

Enflo  Corp.,  Fellowship  Rd.  &  Route  73,  Maple  Shade, 
N.  J. 

Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 

GENERAL  CEMENT  MFG.  CO.,  DIV.  OF  TEXTRON,  INC., 
ELECTRONIC  DIV.,  400  S.  Wyman  St.,  Rockford,  III 
'ADV.  PG.  80. 

I.  E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12, 
III. 

Mueller  Electric  Co.,  1582H  E.  31st  St.,  Cleveland  14, 
Ohio. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

INSUlATORS-TAormocevpIo 

AMERICAN  FELDMUEHLE  CORP.,  11  W.  42nd  St., 
New  York  36,  N.  Y.  AOV.  PG.  504 

AMERICAN  LAVA  CORP.,  STEATITE  OIV.,  Cherokee  Blvd 
&  Manufacturers  Rd.,  Chattanooga  5,  Tenn.  ADV.  PG 
237. 

BG  Corp.,  The,  321  Broad  Ave.,  Ridgefield,  N.  J. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 

Conn. 

CARBORUNDUM  CO.,  THE,  UTROBE  PLANT,  Latrobe, 
Pa.  ADV.  PG.  72,  73. 

COORS  PORCELAIN  CO.,  600  Ninth  St.,  Golden,  Colo 
ADV.  PG.  310,  311. 

Diamonite  Products  Mfg.  Co.,  Div.  of  U.  S.  Ceramic  Tile 
Co.,  1232  Cleveland  Ave.,  N.  W.,  Canton  2,  Ohio. 

Du-Co  Ceramla  Co.,  Box  587,  Butler  8,  Pa. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Engelhard  Inc.,  Charles,  113  Astor  St.,  Newark  5,  N.  J. 

Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 


D-116 


.1958-1959  LISTINGS  of 


General  Electric  Co.,  Industrial  Heating  Dept.,  Shelbyville, 
Ind. 

Gordon  Co.,  Claud  S.,  3000  S.  Wallace  St.,  Chicago 
16,  III. 

Kirchberger  &  Co.,  Inc.,  M.,  248  Humphrey  St.,  Engle¬ 
wood,  N.  J. 

Leeds  &  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

Norton  Co.,  Worcester  6,  Mass 

SUPERIOR  STEATITE  &  CERAMIC  CORP.,  83-91  W. 
Forest  Ave.,  Englewood,  N.  J.  AOV.  PG.  536. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave ,  Bloomfield, 
N.  J  AOV.  PG  538. 

Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx  61, 
N.  Y. 

West  Instrument  Corp.,  4363  W.  Montrose  Ave.,  Chicago 
41,  III. 


INSUIATORS-Towar 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee  Rd 
&  Manufacturers  Rd.,  Chattanooga  5,  Tenn.  AOV.  PG. 
237. 

Diamonite  Products  Mfg.  Co.,  Div.,  of  U.  S.  Ceramic  Tile 
Co.  1232  Cleveland  Ave.,  N.  W.,  Canton  2,  Ohio 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 

LAPP  INSULATOR  CO.,  INC.,  RADIO  SPECIALTIES  DIV., 
31  Gilbert  St.,  LeRoy,  N.  Y.  AOV.  PG.  112,  113 

National  Ceramic  Co.,  400  Southard  St.,  Trenton  2, 
N.  J. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New  York 
11,  N.  Y. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Wind  Turbine  Co.,  E.  Market  St.  &  Penna.  R  R,,  West 
Chester,  Pa 


INSULATORS— TronimHeliig  Anfanno 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y. 

Diamonite  Products  Mfg.  Co.,  Oiv.  of  U.  S.  Ceramic  Tile 
Co.,  1232  Cleveland  Ave.,  N.  W.,  Canton  2,  Ohio. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Enflo  Corp.,  Fellowship  Rd.  &  Route  73,  Maple  Shade, 
N.  J. 

Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 

Isolantite  Mfg.  Corp.,  Stirling,  N.  J. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

LAPP  INSULATOR  CO.,  INC.,  RADIO  SPECIALTIES  OIV., 
31  Gilbert  St.,  LeRoy,  N.  Y.  AOV.  PG.  112,  113 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malten,  Mass 

Mosley  Electronics,  Inc.,  8622  St.  Charles  Rock  Rd.,  St. 
Louis  14,  Mo. 

National  Ceramic  Co.,  400  Southard  St.,  Trenton  2,  N  J. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx  61, 
N.  Y. 

TECHNICAL  CERAMIC  &  LAVA  CORP.,  85  Fifth  Ave  , 
Paterson,  N.  J,  ADV.  PG.  588. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave.,  Bloom¬ 
field,  N.  J.  ADV.  PG.  538. 

Wind  Turbine  Co.,  E.  Market  St.  A  Penna  R.  R.,  West 
Chester,  Pa. 


IN$ULATOR$-rV  YoAo 

American  Molded  Products  Co.,  2727  W  Chicago  Ave., 
Chicago  22,  III. 

Diamonite  Products  Mfg  Co.,  Div.  of  U.  S.  Ceramic  Tile 
Co.,  1232  Cleveland  Ave.,  N.  W.,  Canton  2,  Ohio. 
PRECISION  PAPER  TUBE  CO.,  2035  W.  Charleston  St., 
Chicago  47,  III.  ADV.  PG.  188 
Rogers  Corp.,  Goodyear,  Conn. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Oavis¬ 
ville,  Pa.  ADV.  PG.  472. 

Sillcocks-Miller  Co.,  Maplewood,  N.  J. 


INTEORATORS-Electrenic 

American  Research  &  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 

ANDERSEN  LABORATORIES,  INC.,  39  Talcott  Rd ,  West 
Hartford  10,  Conn.  ADV.  PG.  564. 

Antlab  Inc.,  6330  Proprietors  Rd.,  Worthington,  Ohio 

Chesapeake  Instrument  Corp.,  Shadyside,  Md. 

INDUSTRIAL  CONTROL  CO.,  805  Albin  Ave.,  Lindenhurst, 
N.  V.  ADV.  PG.  490. 

Insco  Co.,  Div.  of  Barry  Controls,  Inc.,  Hollis  St., 
Groton,  Mass. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  OIV , 
1378  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  356. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  AOV.  PG.  51-57. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

Nelson  Instrument  Co  ,  607  Howard  St.,  Evanston,  III. 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  Y.  ADV.  PG.  433. 

Reflectone  Corp.,  Post  Rd.  &  Myano  Lane,  Stamford, 
Conn. 

Servonics,  Inc.,  822  N.  Henry  St.,  Alexandria,  Va. 

Summers  Gyroscope  Co.,  2328  Broadway,  Santa  Monica, 
Calif. 

Taber  Instrument  Corp.,  Electronics  Div.,  107  Goundry 
St.,  North  Tonawanda,  N.  V. 

Universal  Match  Corp.,  Avionics  Dept.,  4407  Cook  Ave., 
St.  Louis  13,  Mo 


INnRCOMMUNICATION  SYSTEMS 

ABC  Sound  Engineering  Corp.,  149  W  47th  St,  New 
York  36,  N.  Y. 

American  Research  A  Mfg.  Corp ,  920  Halpine  Ave , 
Rockville,  Md 

Audio  Equipment  Co.,  Inc.,  805  Middle  Neck  Rd  ,  Great 
Neck,  N.  Y. 

Automatic  Electric  Sales  Corp.,  North  Lake,  III. 

Bell  Sound  Systems,  Inc.,  555  Marion  Rd.,  Columbus  7, 
Ohio 

Bliss  Electronic  Corp.,  Box  366,  Sussex,  N  J 
Bogen  Co.,  David,  P.  0.  Box  500,  Paramus,  N.  J. 
Colls-Electronics  Co.,  2939-49  N.  2nd  St.,  Philadelphia 
33,  Pa 

Colortone  Electronics,  Inc.,  200  Frank  Rd.,  Hlcksvllle, 
N.  Y. 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia  St., 
Meridan,  Conn. 

Continental  Manufacturing,  Inc.,  1612  California  St., 
Omaha,  Neb 

Oalmotron  Co.,  534  Laurel  St.,  San  Carlos,  Calif 
Dukane  Corp.,  St.  Charles,  III. 

Executone  Inc.,  415  Lexington  Ave  ,  New  York  17,  N  Y. 
Feller  Engineering  A  Mfg  Co.,  8026  N  Monticello  Ave  , 
Skokie,  III. 

Flush  Wall  Radio  Co.,  1012  Cleveland  St.,  Clearwater, 
Fla 

GENERAL  HERMETIC  SEALING  CORP.,  99  E  Hawthorne, 
Valley  Stream,  N.  Y.  ADV.  PG  546. 

Godfrey  Manufacturing  Co.,  1633  N  Halsted  St.,  Chi¬ 
cago  14,  III. 

Lake  Mfg  Co.,  2323  Chestnut  St.,  Dept.  E,  Oakland  7, 
Calif. 

Loge  Sound  Engineers,  J  M.,  2171  W  Washington  Blvd, 
Los  Angeles  II,  Calif. 

Muirhead  A  Co.,  Ltd.,  BKkenham,  Kent,  England 
Neill  Co.,  Inc.,  R  W.,  4320  Montrose  Ave.,  Chicago 
41,  III 

Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III. 
NORTH  ELECTRIC  CO.,  553  S.  Market  St  ,  Gallon,  Ohio. 
AOV.  PG.  219. 

O'Brien  ElKtrlc  Corp.,  6514  Santa  Monica,  Blvd.,  Holly¬ 
wood  38,  Calif. 

Palmer,  Inc.,  M  V.,  4002  Fruit  Valley  Rd.,  Vancouver, 
Wash 

PARAPLEGICS  MFG  CO.,  INC.,  10068  Franklin  Ave., 
Franklin  Park,  III.  AOV  PG  22 
Polytronic  Research,  Inc.,  7326  Westmore  Rd.,  Rockville, 
Md 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cam. 
bridge  England 

Radio  Merchandise  Sales,  Inc.,  2016  Bronxdale  Ave., 
New  York  62,  N  Y. 

Remler  Company,  2101  Bryant  St.,  San  Francisco  10, 
Calif. 

Republic  Electronic  Industries  Corp.,  31  W  27th  St., 
New  York  1,  N  Y. 

Seg  Electronics  Co.,  Inc.,  1778  Flatbush  Ave.,  Brooklyn 
10,  N  Y. 

Signal  Equipment  Co.,  Inc.,  2706  Third  Ave.,  Seattle  1, 
Wash 

Simpson  Mfg  Co  .  Inc.,  Mark.  32-28  49th  St.,  Long 
Island  City  3,  N  Y. 

Standard  Telephones  A  Cables  Ltd.,  Connaught  House.  63 
Aldwych,  London,  W.  C.  2,  England 
Stromberg-Carlson  Co.,  Oiv.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Talk-A-Phone  Mfg  Co.,  1512  S  Pulaski  Rd ,  Chicago 
23,  III. 

Telecom,  Inc.,  1019  Admiral  Blvd.,  Kansas  City,  Mo 
Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Telephonies  Corp.,  Park  Ave.,  Huntington,  N  Y. 
Television  Utilities  Corp.,  112-33  Colonial  Ave  ,  Corona, 
N.  Y 

TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave.,  Dallas,  Texas  AOV  PG.  396. 

U.  S.  Instrument  Corp  ,  Charlottesville,  Va 
UNIVERSITY  LOUDSPEAKERS,  INC.,  80  S.  Kenisco  Ave , 
White  Plaint,  N  Y.  AOV.  PG  264 
Vocatron  Mfg.  Div.  of  Vocaline  Co.  of  America,  Inc  , 
Old  Saybrook,  Conn 

Webster  Electric  Co.,  1900  Clark  St  ,  Racine,  Wis. 


INTERCOMMUNICATIONS  SVSTEMS-Sovnel  Peworod 

Bell  Sound  Systems,  Inc.,  555  Marion  Rd.,  Columbus  7, 
Ohio. 

Colortone  ElKtronics,  Inc.,  200  Frank  Rd.,  Hlcksvllle, 
N.  Y. 

Oilks  Co.,  The,  Seymour,  Conn 

Polytronic  Research,  Inc.,  7326  Westmore  Rd.,  Rock¬ 
ville,  Md. 

Standard  Telephones  A  Cables,  Ltd.  Connaught  House,  63 
Aldwych,  London,  W.  C.  2,  England. 

Telephonies  Corp  ,  Park  Ave.,  Huntington,  N.  Y. 

UNIVERSITY  LOUDSPEAKERS,  INC.,  80  S.  KeniKO  Ave., 
White  Plaint,  N.  Y.  ADV.  PG.  264 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
150  E.  Aurora  St.,  Waterbury  20,  Conn. 


INTERMODULATION  TESTERS 
Sqq  TESTERS— Ditlortiqn 


INTERVALOMHERS 
So*  TIMERS— Autamalic  Cyclo 
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INVfNTORVINO  SYSTIMS 

COMPUTER  CONTROL  CO.,  INC.,  92  Broad  St.,  Wellet- 
lay  S7,  Maat.  ADV.  PG.  481. 

International  Buiinau  Machines,  590  Madison  A»«.,  New 
York  22,  N.  Y.  , 


INVERTERS-(OC-AC) 

Aerolab  Development  Co.,  330  W.  Holly  St.,  Pasadena, 
Calif 

AIRPAX  PRODUCTS  CO.,  Middle  River,  Baltimore  20, 

Md  ADV  PG.  229-232 

American  Electronics,  Inc.,  855  W.  Washington  Bhrd., 
Los  Angeles  15,  Calif. 

American  Gelosa  Electronics,  Inc.,  312  Seventh  Ave., 
New  York  1,  N  Y. 

American  Research  &  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md 

AMERICAN  TELEVISION  &  RADIO  CO.,  300  E.  Fourth 
St.,  St.  P.tul  1,  Minn.  ADV.  PG.  484 
Arnouk  Corp.,  11924  W.  Washington  Blvd.,  Los  Angeles 
66,  Calif. 

Bludworth  Marine  Div.,  Kearfott  Co..  Inc.,  92  Gold  St., 
New  York  38,  N  Y 

Bogue  Electric  Mfg.  Co,  52  Iowa  Ave,  Paterson  3, 

N  J, 

Borg-Warner  Corp..  Pesco  Products  Div.,  24700  N.  Miles 
Rd.,  Bedford,  Ohio 

Bristol  Co.,  The,  P.  0  Boa  1790  EBG,  Waterbury  20, 
Conn. 

Brunswick  Instruments,  P.  0.  Boa  813,  New  Brunswick, 

N.  J. 

Carter  Motor  Co.,  2746  W.  George  St.,  Chicago  18, 

III 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P  r  Boa  555,  Mahwah,  N.  J.  ADV  PG  352, 
353,  372 

CONTROL  ELECTRONICS  CO.,  INC.,  1925  New  York 
Ave.  Huntington  St.ition,  N.  Y  ADV.  PG.  473,  550 
CORNELL-DUBILIER  ELECTRIC  CORP.,  South  Plainfield. 

N.  J  ADV  PC.  419 

Elcor,  Inc.,  4235  W.  North  Av  .,  Chicago  39,  III. 
Electronic  Measurements  Co.,  Inc.,  Lewis  St.  8  Maple 
Ave.,  Eatontown  N.  J. 

Electronic  Specialty  Co.,  5121  San  Fern.mdo  Rd..  lot 
Angeles  39,  Calif. 

General  Electronics  Corp.,  17  M.'dlson  Ave.,  Montgomery 

4,  Ala. 

GENERAL  RADIO  CO.,  275  Massachusrtts  Ave.,  Cam¬ 
bridge  39,  Mast.  ADV  PG.  178,  179. 

Heini  Mueller  Engineering  Co.,  Inc.,  1906  N.  Cicero 
Ave.,  Chicago  39,  III. 

Hertner  Electric  Co,  12690  Elnwvood  Ave.,  Cleveland 
11,  Ohio. 

Hoover  Electric  Co.,  2100  S.  Stoner  Ave.,  Los  Angeles  25, 
Calif 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N  Y  ADV.  PC.  536. 

International  Telephone  &  Telegraph  Corp.,  Industrial 
Products  Div.,  100  KIngsland  Rd.,  Clifton,  N.  J. 
Jack  &  Heintr  Inc  ,  CIrvel.snd  1,  Ohio. 

JAMES  VIBRAPOWR  CO.,  4050  N  Rockwell  St.,  Chi- 
rago  18,  III.  ADV.  PG  574 
Jordon  Electronics,  .i  Div.  of  Victoreen  Imtrument  Co., 
3025  W  Mission  Rd.,  Alhambra,  Calif. 

KEPCO  LABS.,  INC.,  131-38  Sanford  Ave.,  Flushing  55, 

N  Y  ADV  PG  289,  290. 

MAGNETIC  AMPLIFIERS,  INC.,  632  TInton  Ave,  New 
York  55,  N  Y  ADV  PG  286. 

MAGNETIC  RESEARCH  CORP.,  3160  W  El  Segundo 
B'vd.,  H.iwthorne,  Calif.  ADV.  PG  482. 

Microdyne,  300  W  Washington  St.,  Chicago  3,  HI. 
Minneapolis-Honeywell  Regulator  Co.,  Ordnance  Div.,  600 
2nd  St  ,  N.,  Hopkins,  Minn. 

Norrman  Laboratorirs,  Ernst,  Williams  Bay.  Wis. 

Pacific  Magnetic  Corp.,  Electronic  Center,  Romoland, 
Calif. 

PERKIN  ENGINEERING  CORP.,  345  Kansas  St.,  El 
Segundo,  Cahf.  ADV  PG.  496. 

Power  Sources,  Inc.,  Northwest  Industrial  Park,  South 
Ave.,  Burlin^on,  Mass. 

Rangertone,  Inc.,  73  Winthrop  St.,  Newark  4,  N.  J. 
Raypar,  Inc.,  7800  W.  Addison  St  ,  Chicago,  III. 

RED  BANK  DIVISION,  BENDIX  AVIATION  CORP,  Rt. 

35,  Eatontown,  N.  J.  ADV.  PG.  89. 

Redmond  Co.,  Inc.,  Owosso,  Mich. 

Rho  Engineering  Co.,  2242  Sepulveda  Blvd.,  Lot  Angeles 
64,  Calif. 

Sangamo  Electric  Co.,  1201  N.  11th  St  ,  Springfield. 
III. 

Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif. 

Simpson  Mfg.  Co.,  Inc.,  Mark,  32-28  49th  St.,  Long 
Island  City  3,  N.  Y. 

Small  Motors,  Inc.,  2076  Elston  Ave.,  Chicago  14,  III. 
SORENSEN  A  CO.,  INC.,  Richards  Ave.,  Norwalk,  Conn. 
ADV.  PG.  91-96 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P  0  Boa  13058,  Houston  19,  Teias. 
ADV  PG.  347 

TKM  ElKtric  Corp.,  1160  University  Ave,  Rochester  7, 
N.  Y. 

TECHNICAL  APPARATUS  BUILDERS.  109  Liberty  St  , 
New  York  6.  N  Y  ADV  PG.  511. 

Telecom,  Inc.,  1019  Admiral  Blvd.,  Kansas  City,  Mo 
Terado  Co.,  1059  Raymond  Ave.,  St.  Paul  14,  Minn. 
Transistor  Devices,  Inc  ,  730  Boulevard.  Kenilworth,  N.  J 
Trepac  Corp.  of  America,  1  Engle  St  ,  Fnglewood,  N.  J. 
UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  Ave,  Westbury,  N.  Y  ADV  PG.  390. 


PRODUCTS 


VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Traas.  ADV. 
PG.  454. 

Vibration  Research  Labs.,  Inc.,  58  Marbledale  Rd., 
Tuckahoe,  N.  V. 

Westinghouse  Electric  Corp.,  P  0.  Boa  868,  Pitts¬ 
burgh  30,  Pa. 

Wincharger  Corp.,  E.  7th  &  Division  Sts.,  Sioua  City, 
Iowa. 


ION  TRAPS 

Consolidated  Radio  Products  Co.,  350  W  Ene  St  ,  Chi¬ 
cago  to.  III. 

DX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave  ,  Chi¬ 
cago  47,  III. 

GENERAL  CEMENT  MFG.  CO.,  DIV.  OF  TEXTRON,  INC., 
ELECTRONIC  DIV.,  400  S  Wyman  St..  Rockford.  III. 
ADV  PG.  80 

Heppner  Mfg  Co^  P  0.  Boa  612,  Round  Lake,  III. 
MULLARD  OVERSEAS  LTD.,  Mullard  House,  Torrington 
Place.  London,  W.C.I,  England  ADV  PG.  148 
Perteclion  Electric  Co.,  2635  S.  Wabash  Ave.,  Chicago, 
16,  III. 

Qiuii  -Nichols  Co.,  Marquette  Rd  8  Prairie  Ave.,  Chi¬ 
cago  37,  III. 

Symphony  Electronics  Corp.,  925  S.  Wettern  Ave.,  Los 
Angeles  6,  Calif 

IRON  OXIDES  (or  Forrilet 

BAKER  8  ADAMSON  PRODUCTS,  GENERAL  CHEMI¬ 
CAL  DIV.  OF  ALUED  chemical  corp.,  40  Rector 
St.,  New  York,  N.  Y.  ADV.  PG.  247 
Columbian  C.srbon  Co.,  M-ipIco  Color  Unit,  380  M.>dison 
Ave.,  New  York  17  N.  Y. 

Frrncpre  Inc.,  250  South  St.,  Newark  5,  N  J. 
WILLIAMS  8  CO.,  C.  K.,  610  N  13th  St,  Faston,  Pa. 
ADV  PG  453 

IRONS- 5«fdorjn« 

AMERICAN  ELECTRICAL  HEATER  CO,  6110  Cass  Ave, 
Detroit  2,  M.^h  ADV.  PG.  198 
Chase  Brass  8  Capper  Co.,  Inc.,  236  Grand  St.,  Water- 
bi  ry  20.  Conn. 

Drake  riectric  Works,  3656  Lincoln  Avt  ,  Chicago  13, 
III 

Flectric  Soldering  Iron  Co.,  W.  Elm  St  ,  Deep  River, 
Corn 

GENERAL  CEMENT  MFG  CO.,  DIV.  OF  TEXTRON,  INC., 
ELECTRONIC  DIV.,  400  S.  Wyman  St  ,  Rockford,  III. 
ADV.  PG  80. 

General  Electric  Co.,  Apparatus  Sa'es  Div.,  1  River  Rd., 
Sche  iectady  5,  N  Y. 

General  Electric  Co.,  Industrial  Heating  Dept.,  Shelbyville, 
Ind 

Hraacon  Electric  Company,  130  W.  Clay  Ave.,  Roselle 
Park.  N  J. 

Ideal  Industries,  Inc  .  5103  Park  8  Borden  Aves.,  Syca¬ 
more,  III 

Krinor  Mfg.  Co.,  liK.,  1335  Market  St.,  San  Francisco 

3,  Calif 

Kwikheat  Mfg.  Co  ,  3732  San  Fernando  Road,  Glendale 

4.  Calif 

Leiik  Mfj.  Co.,  The,  Franklin,  Ky. 

Lindt  Co,  Oiv.  of  Union  Carbide  Corp,  30  E.  42nd 
St..  Nmv  York  17,  N,  Y. 

Mitchell  Industries,  |iK.,  P.  0  Boa  17,  Mineral  Wells, 
Tf  vas. 

Nelson  Instrument  Co.,  -607  Hosv.srd  St.,  Evanston,  III. 
Orya  Co.,  9015  Wilshire  Blvd.,  Beverly  Hi'ls,  Calif. 
Kfandard  Telephones  8  Cables,  Ltd .  Connaught  House, 
63  Aldwych,  London  W.C.  2,  England 
Ungar  Electric  Tools,  Inc.,  4t01  Redwood  Ave.,  Los 
Angeles  66,  Calif. 

Vulcan  Electric  Co.,  Danvers,  Mass. 

Wall  Mfg  Co.,  Grove  City,  Pa. 


ISOLATORS 

$•#  lOADS-Oummy 


JACK  PANEL  ASSEMBLIES 

Accurate  Electronics  Corp.,  Dept.  G,  169  Abbe  Rd  ,  S., 
Elyria.  Obio. 

Aero  Research  Instrunrent  Co.,  315  N.  Aberdeen  St., 
Chicago  7,  III. 

Arrolite  Elertronics  Carp.,  2207  Summit  Ave,  Union 
City,  N  J. 

Aerov..v  Corp.,  740  Belleville  Ave  ,  New  Bedford,  Mass 

Alton  Meal  Products,  liK.,  1750  N  Kimball  Ave, 
Chicago  47,  III. 

Audio  Development  Co.,  2833  13th  Ave.,  S.  Minneapolis 
7j  Mii.n. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave,  Brooklyn. 
N  Y  ADV.  PG.  476 

Automatic  Electric  Sales  Corp.,  North  Lake,  III. 

British  Electronics  Sales  Co.,  Iik.,  Oakland  Garden 
Sta  ,  Flushing  64,  N  Y. 

Cadre  Industries  Ccup,,  Box  150,  Endicott,  N.  Y. 

C-?-ter  Parts  Co.,  3401  M.'dison  St.,  SLokir,  III. 

Cmeua  tnginvering  Oiv..  Aerovox  Corp,  1100  Chestnut 
Ft  ,  Burbank  Calif 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  Second  Ave., 
>..t  Vrrnon,  N  Y.  AD^  PG.  572. 

Coils- Electronics  Co.,  2939-49  N.  2nd  St.,  Philadelphia 
33,  Pa. 

Connecticut  Telephone  8  Electric  Corp.  70  Britannia 
St.,  Meriden,  Conn 

■  mpire  Electronics  Co.,  Inc.,  166  River  St.,  Paterson  1, 
N.  J. 


slACKS 


Enflo  Corp.,  Fellowship  Rd  8  Route  73,  Maple  Shade, 

N  J 

ENGINEERED  ELECTRONICS  CO.,  506  E  First  St., 
Santa  Ana,  Calif  AOV  PG.  317 
FLUOROCARBON  PRODUCTS  INC.,  OIV.  OF  U.  S.  GAS¬ 
KET  CO  ,  Camden  1,  N.  J.  AOV  PG.  529 
GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  ADV.  PG  178,  179. 

Holland  Electronics,  Inc.,  772  E.  53rd  St.,  Brooklyn, 
N.  V. 

Kellogg  Switchboard  8  Supply  Co.,  6650  S  Cicero  St., 
Chicago  2,  III. 

Keystone  Electronics  Corp.,  49  Bleecker  St,,  New  York 
12,  N.  V. 

Kings  Flectronics  Co ,  40  Marbledale  Rd.,  Tuckahoe, 
N.  Y. 

Lab-Tronics,  Inc.,  3656  N  Lincoln  Ave ,  Chicago  13, 

I" 

lynch  Carrier  Systems,  Inc.,  695  Bryant  St.,  San 
Francisco  7,  Calif. 

Martin  Co.,  Inc.,  Rodman  H,,  Electronics  Oiv  ,  300 

W  Oak  St  .  Norristown,  Pa. 

MICROOOT,  INC.,  220  Pasadena  Ave.,  South  Pasidena, 
Calif  AOV.  PG.  540, 

Molded  Insufafion  Co.,  335  E  Price  St.,  Philadelphia 

44,  Pa 

N.itional  Tel-Tronics  Corp.,  35  St.  Casmirs  Ave.,  Yonkers, 
N  Y 

Nfill  Co.,  tnc.,  R  W.,  4370  W.  Montrose,  Chicago  41, 
III 

NORTH  ELECTRIC  CO.,  553  S  Market  St.,  Gallon, 
Ohio  ADV  PG  219 

PARAPLEGICS  MFG.  CO.,  INC.,  10068  Franklin  Ave., 
Franklin  Park,  III  ADV.  PG.  22. 

Pfrmontr  t’fo  Co.,  444  N  Lake  Shore  Drive,  Chicago 
11,  III 

Smith  Inc.  Hr-man  H.,  2326  Nostrand  Ave.,  Brooklyn 
10  '  N  V 

SPIVEY,  INC.,  JAMES  S.,  4908  Hampden  Lane,  Wash- 
inoton  14.  0  C  AOV  PG.  531. 

STANDARD  ELECTRIC  TIME  CO.,  97  Logan  St.,  Spring- 
held,  M.’SS  AOV.  PG.  518 

St.'nd.ird  Flectronics  Div.  of  R.adio  Engineering  Labs., 
Inc.,  29-01  P  'deo  Ave.,  Long  Island  City  1,  N.  V. 
^Irorobe-g-Cartton  Co.,  Oiv.  of  General  Dynamics  Corp., 
100  Carlson  Rd  Rochester  3,  N.  Y. 

SWITCHCRAFT  INC.,  5555  Elston  Av*.,  Chicago  30, 
ILL  ADV  PF  557 

TECHNICAL  MATERIEL  CORP.,  P  0  Box  142,  Mamar- 
one'k,  N  Y  ADV.  PG  145 
Telecom,  Inc  1019  Admiral  Blvd.,  Kansas  City,  Mo. 
Tf'eriro  Ird.-strirs  Corp.,  35-16  37th  St.,  Long  Island 
City  1  N  Y. 

Telrv  Inc.  Tfirv  Park,  St.  Paul  1,  Minn 
Trimm  Inc.,  «00  W  Lake  St  ,  Libertyville,  III. 
WALDORF  INSTRUMENT  CO.,  DIV  OF  F.  C.  HUYCK  8 
SONS,  Wolf  Hill  Rd  ,  Huntington  Station,  N.  Y  ADV. 
PG  394C. 

Waltham  Horclogical  Corp.,  395  Lynnway.  Lynn.  Mass. 


JACKS 

Accurate  F'ectronics  Corp.,  Dept.  G,  169  Abbe  Rd.,  S., 
Elyria,  Oh  o. 

Aerol  to  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J- 

Ar-ovox  Co'P ,  740  Belleville  Ave.,  New  Bedford,  Mass. 
Alcon  Vet.'l  Products,  Inc.,  1750  N  Klmbell  Ave., 
Chicago  47  III 

AlOEN  PRODUCTS  CO.,  112  M  Main  St.,  Brockton  64, 
M.a<s  ADV  PG.  472 

Amatom  Electronic  Hardware  Co.,  Inc.,  88  Drake  Ave., 
New  Rochelle  N  V 

AMPHENOL  ELECTRONICS  CORP.,  1830  S  54th  Ave., 
Chif.ago  50  III  AOV  PG  18 
Audio  Dfvelopment  Co.,  2333  13th  Ave.,  S.  Minneapolis 
7,  Minn 

Automat  ■  Flectric  Sales  Corp  ,  North  Lake,  III. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N  Y. 

British  Firrt'onics  Sales  Co.,  Inc.,  Oakland  Garden 
Sta  Flurh-o  64  N  Y 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Ca-h-  doe  ’8  Mass  ADV  PG.  74 
CANNON  ELECTRIC  CO.,  3208  Humboldt  St.,  Lcs 
Ancetr.  ,1.  Calf  ADV.  PG  288. 

Farter  P-rts  '■n  3401  Madison  St.,  Skokie,  III 

CINCH  MFC.  CORP.,  1026  S.  Homan  Avt.,  Chicago  24, 
II'.  ADV  PG.  438,  439 

Cinema  E 'gineering  Div.,  Aerovox  Corp.,  1100  Chestnut 
S-  e  jrh.mk  Calif. 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N  Second  Ave., 
Mt  Vr-nc-'.  N  Y  ADV  PG  572 
CU" -ect  Telephone  8  Electric  Corp.,  70  Brittania 
St  ,  Mr.  ■  ieo.  Conn. 

Ehv  Co.,  Hugh  H  ,  4701  Germantown  Avt.,  Philadelphia 
44  Pj 

FLUOROCARBON  PRODUCTS  INC.,  OIV.  OF  U  S. 

GASKET  CO.  Can-den  1,  N  J  AOV.  PG.  529 
GENERAL  RADIO  CO.,  275  Massachusetts  Ave  .  Cam- 
br  e  39,  Mass  AOV  PG  178,  179 
GRAVHILL,  INC.,  537  Hillgrove  Ave.,  La  Grange,  III. 
ADV.  PC.  309 

Harvey  Hubbell,  Inc.,  State  St.  8  Bostwick  Ave., 
B-idgnport  2,  Conn. 

Johnson  Co.,  E  F.  Waseca,  Minn. 

JONES  OIV.,  HOWARD  B.,  CINCH  MFG.  CORP.,  1026  S. 

Homan  Ave  ,  Ch.cago  24,  III.  ADV.  PG.  438,  439 
Kellogg  Switchb.ard  8  Suoply  Co.,  6650  S.  Cicero  St., 
Ch  cage  2,  111. 

Keystone  Electronics  Corp.,  49  Bleecker  St.,  New  York 
13,  N  Y. 
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Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckihoe, 
N.  V. 

Lab-Tronlcs,  Inc.,  3656  N.  Lincoln  Ave.,  Chicago  13, 

111. 

Litton  Industries,  Components  Div.,  5873  Rodeo  Rd., 
Los  Angeles  16,  Calif. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indian¬ 
apolis  6,  Ind. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden,  Mass. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

National  Tel-Tronics  Corp.,  35  St.  Casmirs  Ave., 
Yonkers,  N.  Y 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallion, 
Ohio.  AOV.  PG.  219. 

RIBET  &  DESJARDINS,  13*17,  Rue  Perier,  Montrouge 
(Seine)  France.  ADV.  PG.  215-218. 

Richards  Electrocraft,  Inc.,  3743  N.  Kedzie  Ave., 
Chicago  18,  III. 

Robco  Mfg.  Co.,  225  W.  Main  St.,  Patchogue,  N.  Y. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd., 
Davisville,  Pa.  AOV.  PG.  472. 

SEALECTRO  CORP.,  610  Fayette  Ave.,  Mamaroneck, 
N.  Y.  ADV.  PG.  510. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

STANDARD  ELECTRIC  TIME  CO.,  97  Logan  St.,  Spring, 
field.  Mass.  AOV.  <>0.  518. 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  VK.C.  2,  England. 

Steel  Co.,  Herman  0.,  Lafayette  Bldg.,  Philadelphia  6, 
Pa. 

Stromberg-Carlson  Co.,  Oiv.  of  General  Oynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Superex  Electronics  Corp.,  4-6  Radford  Place,  Yonkers, 
N.  Y. 

SW1TCHCRAFT,  INC.,  5555  Elston  Ave.,  Chicago  30, 
III.  AOV.  PG.  557. 

Telex,  Inc.,  Telex  Park,  St.  Paul  1,  Minn. 

Trimm,  Inc.,  400  W.  Lake  St.,  Libertyville,  III. 

UCINITE  CO.,  DIV.  OF  UNITED-CARR  FASTENER 
CORP.,  459  Watertown  St.,  Newtonville,  Mass.  AOV. 
PG.  79. 

W.  &  M.  Mfg.  Corp.,  187  Lafayette  St.,  New  York  13, 
N.  Y. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 

Waltham  Horological  Corp.,  395  Lynnway,  Lynn,  Mass. 

WHITSO,  INC.,  9328  Byron  St.,  Schiller  Park,  III. 
AOV.  PG.  520. 


JEWELS-Gloee 

Automatic  Electric  Sales  Corp.,  North  Lake,  HI. 

BIRO  CO.,  RICHARD  H.,  1  Spruce  St.,  Waltham,  Mass. 
AOV.  PG.  12. 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River 
Rd.,  Schenectady  5,  N.  Y. 

Mansol  Ceramics  Co.,  140  Little  St.,  Belleville,  N.  J. 
Moser  Jewel  Co.,  Perth  Amboy,  N.  J. 

Stromberg-Carlson  Co.,  Oiv.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 


JOINTS— Rofory,  Microwave 

Sea  MICROWAVE  ACCESSORIES 


JO  I  NTS— Univareal 

Boston  Gear  Works  Oiv.  of  Murray  Corp.,  Quincy,  Mass. 

CURTIS  UNIVERSAL  JOINT  CO.,  19  Bimie  Ave.,  Spring- 
field,  Mass.  AOV.  PG.  555. 

Falcon  Machine  &  Tool  Co.,  209  Concord  Turnpike,  Cam¬ 
bridge,  Mass. 

Gray  &  Prior  Machine  Co.,  Hartford,  Conn. 

Kupfrian  Mfg.  Corp.,  398  State  St.,  Binghamton,  N.  Y. 

Precision  Specialties,  Inc.,  1342  E.  S8th  St.,  Kansas 
City  10,  Mo. 

Stow  Manufacturing  Co.,  101  Sheer  St.,  Binghamton, 
N.  Y. 


JUMPERS-Sonding 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

BIrnbKh  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y. 

Electric  Cords  &  Supply  Co.,  413  E.  Third  St.,  Los 
Angeles  13,  Calif. 

Entron,  Inc.,  4902  Lawrence  St.,  Bladensburg,  Md. 

First  Electronics  Corp.,  117  Blue  Hill  Ave.,  Boston 
19,  Mass. 

Hallett  Mfg.  Co.,  5910  Bancroft  St.,  Los  Angeles  16, 
Calif. 

Janco  Corp.,  3111  Winona  Ave.,  Burbank,  Calif. 

Lab-Tronlcs,  Inc.,  3656  N.  Lincoln  Ave.,  Chicago  13, 
III. 


KEYERS  8  COUPLERS 

Applied  Science  Corp.  of  Princeton,  P.  0.  Box  44, 
Princeton,  N.  J. 

Boehme,  Inc.,  H.  0.,  915  Broadway,  New  York  10,  N.  Y. 
Electronic  Specialty  Co.,  5121  San  Fernando  Rd.,  Los 
Angeles  39,  Calif. 

Polytronic  Research,  Inc.,  7326  Westmore  Rd.,  Rock¬ 
ville,  Md. 

Press  Wireless  Laboratories,  Inc.,  25  Prospect  Place, 
West  Newton  65,  Mass. 


Radar  Relay,  Inc.,  2120  Pontius  Ave.,  Los  Angeles  25, 
Calif. 

Taffet  Radio  &  Television  Co.,  2705  Brooklyn-Queens 
Expressway,  W.,  Woodside  77,  N.  Y. 


KEYER$-AM  Ton* 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Federal  Telephone  A  Radio  Co.,  100  KIngsland  Rd., 
Clifton,  N.  J. 

NORTHERN  RADIO  CO.,  INC.,  143-145  W.  22nd  St., 
New  York  11,  N.  Y.  AOV.  PG.  304-306. 

RADIO  FREQUENCY  LABS.,  INC.,  Boonton  2,  N.  J. 
ADV.  PG.  399. 

TECHNICAL  MATERIEL  CORP.,  THE,  P.  0.  Box  142, 
Mamaroneck,  N.  Y.  AOV.  PG.  145. 


KEYERS-Fraquoncy  Miff 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

NORTHERN  RADIO  CO.,  INC.,  143-145  W.  22nd  St., 
New  York  11,  N.  Y.  ADV.  PG.  304-306. 
TECHNICAL  MATERIEL  CORP.,  THE,  P.  0.  Box  142, 
Mamaroneck,  N.  Y.  AOV.  PG.  145. 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J. 


KEYS  8  CODING  EQUIPMENT 

Boehme,  Inc.,  H.  0.,  915  Broadway,  New  York  10,  N.  Y. 

Electro-Medical  Lab.,  Inc.,  South  Woodstock  8,  Vt. 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon, 
Ohio.  AOV.  PG.  219. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

Symphony  Electronics  Corp.,  925  S.  Western  Ave.,  Los 
Angeles  6,  Calif. 

Taffet  Radio  &  Television  Co.,  2705  Brooklyn-Queens 
Expressway,  W.,  Woodside  77,  N.  Y. 

Vibroplex  Co.,  Inc.,  833  Broadway,  New  York,  N.  Y. 

Warren  Mfg.  Co.,  Inc.,  The,  Newton  Rd.,  Littleton, 
Mass. 

KILOVOLTMETERS 

ASSOCIATED  RESEARCH,  INC.,  3788  W.  Belmont  Ave., 
Chicago  18,  III.  ADV.  PG.  477. 

Am  Ltd.,  Avocet  House,  92/96,  Vauxhall  Bridge  Rd., 
London  S.W.  1,  England. 

BETA  ELECTRIC  OIV.  OF  SORENSEN  CO.,  INC., 
Richards  Ave.,  South  Norwalk,  Conn.  AOV.  PG.  95, 
96. 

Electric  Design  &  Mfg.  Corp.,  Burlington,  Iowa. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza,  New 
York  20,  N.  Y.  AOV.  PG.  490. 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

JENNINGS  RADIO  MFG.  CORP.,  970  McLaughlin  Ave., 
P.  0.  Box  1278,  San  Jose  8,  Calif.  AOV.  PG.  SOS. 

KEITHLEY  INSTRUMENTS,  12415  Euclid  Ave.,  Cleve- 
land  6,  Ohio.  AOV.  PG.  274. 

Meters,  Inc.,  5353  N.  Keystone  Ave.,  Indianapolis  20, 
Ind. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
C.imbrid«  42,  Mass. 

OPAO  ELECTRIC  CO.,  69-5  Murray  St.,  New  York  7, 
N.  Y.  ADV.  PG.  521. 

Phaostron  Instrument  &  Electronic  Co.,  151  Pasadena 
Ave..  South  Pasadena,  Calif. 

PRECISE  MEASUREMENTS  CO.,  R  0.  #1,  Millbrooks 
Rd.,  Flemington,  N.  J.  AOV.  PG  503. 

RAWSON  ELECTRICAL  INSTRUMENT  CO.,  Ill  Potter 
St.,  Cambridge  42,  Mass.  AOV.  PG.  457. 

SENSITIVE  RESEARCH  INSTRUMENT  CORP..  310  Main 
St.,  New  Rochelle,  N.  Y.  AOV.  PG.  467. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Bluffton, 
Ohio. 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 


KITS 

1.  Cempulor 

2.  Goigor  Counter 

3.  Roceivar 

4.  Tost  Equipment 

5.  Transmitter 

Allied  Radio  Corp.,  100  North  Western  Ave.,  Chicago  80, 
III.  3-4-5. 

American  Electronics  Co.,  1203-05  Bryant  Ave.,  New 
York  59,  N.  Y.  5. 

ANTON  ELECTRONIC  UBS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N  Y.  2  ADV.  PG.  555. 

Eastern  Specialty  Co.,  Philadelphia  40.  Pa.  4 
Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City,  N.  V.  2-3-4. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  Y.  3-4-5.  ADV.  PG.  149-152. 
Gordon  Enterprises,  5362  N.  Cahuenga  Blvd.,  North 
Hollywood,  Calif.  4. 

Gyro  Electronics  Co.,  325  Canal  St.,  New  York,  N.  Y. 
3-5. 

HEATH  CO.,  A  SUB.  OF  OAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  1-2-3-4-5.  AOV.  PG.  513. 

Johnson  Co.,  E.  F.,  Waseca,  Minn.  5. 

Kahn  &  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn.  4. 
Minneapolls-Honeywell  Regulator  Co.,  Aeronautical  Oiv., 
2600  RIdgway  Rd.,  Minneapolis  13,  Minn.  4. 

Philmore  Mfg.  Co.,  Inc.,  113  University  Place,  New  York 
3,  N.  Y.  3-5. 

Precision  Electronics,  Inc.,  9101  King  St.,  Franklin  Park, 
HI.  3-4. 


REVERE  CORP.  OF  AMERICA,  SUB.  OF  NEPTUNE 
METER  CO.,  Wallingford  2,  Conn.  4.  AOV.  PG.  492. 

Servo  Corp.  of  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N.  Y  4. 

Superex  Electronics  Corp.,  4-6  Radfvd  Place,  Yonkers, 
N.  Y.  3. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  4.  AOV.  PG.  511. 

Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J.  1-4. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y.  3-4-5. 

Tele-Matic  Industries,  Inc.,  16  Howard  Ave.,  Brooklyn 

VICt6rEEN  INCTRUMENT  CO.,  COMPONENTS  OIV., 
5806  Hough  Ave.,  Cleveland  3,  Ohio  2.  AOV.  PG.  254 

WALDORF  INSTRUMENT  CO.,  OIV.  OF  F.  C.  HUYCK 
8  SONS,  Wolf  Hill  Rd.,  Huntington  SUtion,  N.  Y.  1. 
AOV.  PG.  394  C. 

KLYSTRONS 
Saa  TUBES 


KNOBS 

ACTON  UBORATORIES,  INC.,  536  Main  St.,  Acton, 
Mass  AOV.  PG  156. 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton  64, 
Mass.  ADV.  PG.  472. 

American  Plastics  Corp.,  342  Madison  Ave.,  New  York  17, 
N.  Y. 

Bolta  Products  Div.,  General  Tire  8  Rubber  Co.,  Law¬ 
rence,  Mass. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Cambridge  38,  Mass.  ADV.  PG.  74. 

Chicago  Die  Mold  Oiv.  of  U.  S.  Rubber  Co.,  4300  New 
Haven  Ave.,  Fort  Wayne  4,  Ind 

Colman  Tool  8  Machine  Co.,  P.  0.  Box  7026,  Amarillo, 


Texas. 

Continental  Manufacturing,  Inc.,  1612  California  St., 
Omaha,  Neb. 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb.  AOV. 
PG.  194,  195. 

Davies  Molding  Co.,  Harry,  1428  N.  Wells  St.,  Chicago 

10.  Hi 

OIMCO-GRAY  CO.,  207  E.  Sixth  St.,  Dayton,  Ohio. 
AOV.  PG.  414. 

Emeloid  Co  ,  Inc.,  1239  Central  Ave.,  Hillside  5,  N.  J. 
ERIE  RESISTOR  dORP.,  Erie  6,  Pa  AOV.  PG  140,  141. 
Felsenthal  8  Sons,  Inc.,  G.,  3500  N.  Kedzie,  Chicago 
18,  III. 

FLUOROCARBON  PRODUCTS  INC.,  OIV.  OF  U.  S. 

CASKET  CO.,  Camden  1,  N.  J.  AOV  PG  529 
GEE-LAR  MFG  CO.,  DIV.  OF  GENERAL  CEMENT- 
TEXTRON  INC.,  400  S.  Wyman  St.,  Rockford,  HI. 

AOV.  PG.  BO 

GENERAL  COMPONENTS  INC.,  225-229  E.  144th  St., 
New  York  51,  N  Y.  AOV.  PG  574. 

General  Electric  Co.,  Industrial  Heating  Oept.,  Shelby- 
ville  Ind. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  AOV.  PG.  178,  179 
Gries  Reproducer  Corp.,  151  Beechwood  St.,  New  Ro¬ 
chelle,  N.  Y. 

Industrial  Devices,  Inc.,  982  River  Rd  ,  Edgewater,  N  J. 
Irwin  Products  Co.,  4937  N  Oamen,  Chicago  25,  HI 
Jan  Hardware  Mfg  Co.,  Inc.,  75  N  11th  St.,  Brooklyn 

11,  N.  Y. 

Janco  Corp.,  3111  Winona  Blvd.,  Burbank,  Calif. 

Jodee  Plastics  Corp.,  3089  Fulton  St.,  Brooklyn  8,  N.  Y. 
Johnson  Co.,  E.  F.,  Waseca,  Minn. 

Kerrco  Products,  Box  228,  Havelock  St.,  Lincoln,  Neb. 
Kurz-Kasch,  Inc.,  1421  S.  Broadway,  Dayton  I,  Ohio 
Litton  Industries,  Components  Oiv.,  5873  Rodeo  Rd., 
Lot  Angeles  16,  Calif. 

Lodding  Inc.,  75  Beacon  St.,  Worcester  1,  Mast. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

Missouri  Research  Labs.,  Inc.,  2109  Locust  St.,  St. 
Louis  3,  Mo. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

Muirhead  8  Co.,  Ltd.,  Beckenham,  Kent,  England. 
National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mats. 
Northern  Industrial  Chemical  Co.,  7-11  Elkins  St., 
South  Boston  27,  Mast. 

Northwestern  Tools,  Inc.,  117  Hollier  Ave.,  Dayton  3, 


Ohio. 

Pacific  Transducer  EBG  Corp,  11836  W.  Pico  Blvd., 
Los  Angeles  64,  Calif. 

Pfleger  Products,  3901  W.  54th  St.,  Los  Angeles  43, 
Calif. 


RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  OIV., 
Waltham  54,  Mass  AOV.  PG.  428,  429. 

ROGAN  BROS.,  8031  N.  Monticello  Ave.,  Skokie,  HI. 
AOV.  PG.  394B 

Rohden  Manufacturing  Co.,  Inc.,  4739  Montrose  Ave., 
Chicago  41,  III. 

Romar  Plastics,  Inc.,  1309  E.  Main  St.,  St.  Charles, 
HI. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Oavis¬ 
ville,  Pa  AOV.  PG  472. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0. 
Box  85,  Gardena,  Calif. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

Swenson  Co.,  Inc.,  V.  H  ,  552  Elm  St  ,  Arlington,  N.  J. 
SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  OIV., 


Warren,  Pa.  ADV.  PG.  632. 

Waldom  Electronics,  Inc.,  4625  W.  53rd  St.,  Chicago 
3^  III. 

WHITSO,  INC.,  9328  Byron  St.,  Schiller  Park,  III. 
AOV.  PG.  520. 
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ELECTRONIC  and  ALLIED  PRODUCTS. 


LENSES 


lAIOtATORIES-r*Wing 

American  Spectrographic  Laboratories,  4S7  Minna  St., 
San  Francisco,  Calif. 

Armour  Research  Foundation,  JS  W  33rd  St.,  Chicago, 
III 

ASSOCIATED  TESTING  LABORATORIES,  INC.,  107  Clin¬ 
ton  Rd.,  Caldsrell.  N.  J  ADV.  PG  560 

Cook  Research  Laboratories  Oiv  of  Cook  Electric  Co, 
1457  Diversey  Parkway,  Chirairo  14,  III. 

ELECTRICAL  TESTING  UBORATORIES,  INC.,  2  East 
End  Ave.,  New  Yorli  21,  N  Y  AOV  PG.  486 

General  Testing  Laboratories,  Inc.,  58  iNashington  Ave., 
Carlstadt,  N.  J. 

Inland  Testing  Laboratories,  2745  N  Janssen  Ave., 
Chicago  14  III. 

New  York  Testing  Laboratories,  Inc.,  47  West  St., 
New  York,  N  Y. 

Parameters,  Inc.,  105  Herricks  Rd ,  New  Hyde  Park, 
N.  Y 

Rototest  Laboratories  Inc.,  2803  Los  Flores  Bivd.,  Lyn¬ 
wood,  Calif. 

Snell  Inc.,  Foster  0.,  20  W  15th  St.,  New  York,  N.  Y 

United  States  Testing  Co.,  Inc.,  1415  Park  Ave.,  Hoboken, 
N  J. 


LABORATORIES.  TESTINO-fnvirenmeweol 

Aerotest  Laboratories,  Inc.,  120-11  18th  Ave.,  College 
Point,  N  Y 

ASSOCIATED  TESTING  LABORATORIES,  INC  ,  107  Clin¬ 
ton  Rd.,  Caldwell,  N.  J.  ADV.  PG  560 

Atmosphere  Control  Co.,  Inc.,  5315  Chester  Ave.,  Phila¬ 
delphia  43,  Pa 

ELECTRICAL  TESTING  LABORATORIES.  INC.,  2  East 
End  Ave  ,  New  York  21,  N  Y  AOV.  PG  486 

General  Testing  Laboratories,  Inc.,  58  VYashington  Ave., 
Carlstadt,  N  J 

Hunter-Bristol  Carp.,  Bristol,  Pa. 

New  York  Testing  Laboratories,  Inc.,  47  West  St.,  New 
York,  N.  V 

Parameters,  Inc.,  105  Herricks  Rd.,  New  Hyde  Park, 
N  Y. 

Rototest  Laboratories,  Inc.,  2803  Los  Flores  Blvd.,  Lyn¬ 
wood,  Calif. 

Slates  Testing  Laboratory,  Inc.,  215  Knowiton  St., 
Bridgeport  8,  Conn 


lACINO  CORDS 
Soo  CORDS- Ucing 

lACINO-Harnooa 

Soo  CABLE- Wrapping  or  Lacing 

LACQUER 

Soo  INSULATINO  COMPOUNDS 
LAMINATES 

Allied  Plastics  Supply  Corp.,  75  CUR  St.,  New  York  38, 

N  Y 

American  Mica  Insulation  Co.,  Manasguan,  N.  J. 

American  Printed  Circuits  Co.,  Inc.,  Forrest  St., 

Metuchen,  N.  J. 

Arrowhead  Products,  2300  Curry  St.,  Long  Beach  5, 
Calif 

Bache  &  Co.,  Semon,  636  Greenwich  St  ,  New  York  14, 
N  Y. 

Bar-Ray  Products,  Inc.,  210  25th  St.,  Brooklyn  32,  N.  Y 
Bridgei^t  Brass  Co.,  30  Grand  St.,  Bridgeport,  Conn. 
Comco  Plastics,  Inc.,  07-24  Albert  Rd.,  Oione  Park  17, 
N  Y 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 

Delaware  ADV  PG  373-376. 

Duralith  Corp.,  1025  Race  St.,  Philadelphia  7,  Pa. 

Dwyer  Engineering  Co.,  Inc.,  P.  0.  Boa  452,  Nashua, 

N  H. 

Emerson  4  Cuming,  Inc.,  869  Washington  St.,  Canton, 

Mass 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Brona  61, 
N.  Y. 

FLUOROCARBON  PRODUCTS  INC.,  DIV  OF  U  S.  CAS¬ 
KET  CO.,  Camden  1,  N.  J  ADV  PG  529 
Fluorulon  Laboratories,  Boa  305,  Caldwell,  N.  J 
Formica  Co.,  Sub.  of  American  Cyanamid,  4587  Spring 
Grove  Ave.,  Cincinnati  32,  Ohio. 

Franklin  Fibre-Lamitea  Corp.,  Wiimingion,  Del. 

General  Electric  Co.,  Laminated  Products  Dept  ,  Coshoc¬ 
ton,  Ohio. 

Clastic  Corp.,  The,  4321  Glenridge  Rd..  Cleveland  21, 
Ohio. 

HK  Metal  Craft  Mfg  Corp.,  3775  Tenth  Ave.,  New  York 
34,  N.  Y. 

jKlIn  Mfg.  Co.,  Lufbery  Ave  ,  Wallingford,  Conn. 

Kerreo  Products,  Boa  228.  Havelock  St.,  Lincoln,  Neb 
LAMTEX  INDUSTRIES,  INC.,  51  State  St.,  Westbury, 
N  Y.  AOV.  PG  474. 

LEACH  &  GARNER  CO.,  Attleboro,  Mats.  AOV  PG 
275. 

McMILLAN  INDUSTRIAL  CORP.,  Brownville  Avenue 
Plant,  Ipswich,  Mass.  AOV  PG.  559 
Mica  Insulator  Oiv.  of  Minnesota  Mining  4  Mfg  Co., 
Schenectady  1,  N.  V. 

Molded  Fiberglass  Sheet  Co.,  4308  Benefit  Ave  ,  Ashta¬ 
bula,  Ohio. 

NATIONAL  VULCANIZED  FIBRE  CO.,  Boa  311,  Wllming- 
Ion,  Del  ADV  PG  360. 

NEW  ENGLAND  LAMINATES  CO.,  INC  ,  P.  0.  Boa  43, 
481  Canal  St.,  Stamford,  Conn  ADV.  PG  563 


NORTHEAST  CIRCUIT  LAB'S.  CORP.,  454  Mam  St., 
Wilmington,  Mass  AOV.  PG.  426. 

Northern  Plastics  Corp.,  Second  4  Market  St.,  LaCrosse, 
Wis. 

Panelyte  Div.,  St.  Regis  Paper  Corp.,  261  Madison  Ave., 
New  York  16,  N.  Y. 

Penn  Fibre  4  Specialty  Co.,  2020  E.  Westmoreland 
St.,  Philadelphia  34,  Pa. 

Precision  Metal  Products  Co.  of  Malden,  41  Elm  St  , 
Stoneham  80,  Mass. 

Pa/uestos-Manhattan  Inc.,  61  Willett  St.,  Pasuic,  N.  J. 

RICHARDSON  CO.,  THE,  2767  Lake  St  ,  Melrose  Park, 
III.  AOV.  PG.  280. 

Rogers  Corp.,  Goodyear,  Conn. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave  ,  Brona  61, 
N  Y. 

Skydyne,  Inc,  River  Rd.,  Port  Jervis,  N.  Y 

Spauld.ng  Fibre  Co  ,  Inc.,  310  Wheeler  St.,  TonawarHla, 
N.  Y 

Synthane  Corp.,  Oaks,  Pa. 

Taylor  Fibre  Co.,  Norristown,  Pa. 

Willson  Camera  Co.,  Inc.,  1395  Lawrence  Rd.,  Haver- 
town,  Pa 


LAMINATES- Atotal-Clarf 

ALOEN  PRODUCTS  CO.,  112  N  Mam  St.,  Brockton 
64,  Mast.  ACV  PG.  472 

Allied  Plastiu  Supply  Corp.,  75  Cliff  St.,  New  York 
38,  N  Y 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd,  Long  Island 
City  1,  N  Y. 

American  Printed  Circuits  Co.,  Inc.,  Forrest  St  ,  Metuchen, 

N  J. 

Bar-Ray  Products,  Inc.,  210  2Sth  St.,  Brooklyn  32,  N.  Y. 
Beck’s  Inc  ,  298-300  E.  Fifth  St.,  Saint  Paul  1,  Minn< 
Bomyte  Co.,  The,  Green  St.,  Silverdale,  Pa. 

Comco  Plastia,  Inc.,  97-24  Albert  Rd.,  Oione  Park  17, 

N  Y 

CONTINENTAL-DIAMOND  FIBRE  CORP  ,  Newark  100, 
Oelcware  ADV.  PG.  373-376 
Dwyer  Engineering  Co.,  Inc.,  P  0  Boa  452,  Nashua, 
N  H 

FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U.  S  GAS¬ 
KET  CO.,  Camden  1,  N.  J  AOV  PG  529. 

Formica  Co.,  Sub.  of  American  Cyanamid,  4587  Spring 
Giove  Ave.,  Cincinnati  32,  Ohio. 

Franklin  Fibre-Lamitea  Corp.,  Wilmington,  Del. 

General  Electric  Co.,  Laminated  Products  Dept.,  Coshoc¬ 
ton  Ohio 

INTERNATIONAL  RESISTANCE  CO.,  401  N  Broad  St  , 
Philadelphia  8,  Pa.  AOV.  PG  189-192. 

LAMTEX  INDUSTRIES,  INC.,  51  State  St  ,  Westbury, 
N.  V  ADV.  PG.  474. 

LEACH  4  GARNER  CO.,  Attleboro,  Mass.  AOV  PG  275 
Mansheld  Fabricators,  Inc.,  541  Grant  St ,  Mansfield, 
Ohio. 

Metals  4  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mass. 
Mica  Insulator  Oiv.  of  Minnesota  Mining  4  Mfg  Co., 
Schenectady  1,  N.  Y 

NATIONAL  VULCANIZED  FIBRE  CO.,  Boa  311,  Wilming¬ 
ton,  Del  AOV.  PG  360 

NEW  ENGLAND  LAMINATES  CO.,  INC  ,  P  0.  Bov  43, 
481  Canal  St  Stamford  Conn  AOV.  PG  563 
NORTHEAST  CIRCUIT  LAB'S.  CORP.,  454  Main  St., 
Wilmington,  Mast.  AOV.  PG.  426 
Northern  Plastics  Corp.,  Second  4  Market  Sts  ,  La  Crosse, 
Wis 

PACIFIC  MOULDED  PRODUaS,  905  E  59th  St  ,  Los 
Angeles,  Calif  ADV.  PG.  518 
Panelyte  Oiv.,  St.  Regis  Paper  Co.,  261  Madison  Ave, 
New  York  16,  N  Y. 

Penn  Fibre  4  Specialty  Co.,  2020  E.  Westmoreland  St., 
Philadelphia  34,  Pa 

Precision  Metal  Products  Co.  of  Malden,  41  Elm  St., 
Stoneham  80,  Mass 

RICHARDSON  Co.,  THE,  2767  Lake  St  ,  Melrose  Park, 
III.  ADV  PG.  280 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N  H  AOV 

PG  253 

Skydyne,  Inc.,  River  Rd  ,  Port  Jervis.  N  Y 
Spaulding  Fibre  Co.,  Inc.,  310  Wheeler  St,  Tonawanda, 
N.  Y. 

Standard  Metals  Corp.,  Broad  4  Whiting  St  ,  North 
Ati.'ebero,  Mats 

Swedlow  Plastics  Co.,  6986  Bandlni  Blvd.,  Los  Angeles 
22,  Calif. 

Synthane  Corp.,  Oaks,  Pa 

Taylor  Fibre  Co.,  Norristown,  Pa 

Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N  J. 

Tingstol  Co.,  1461  W  Grand  Ave.,  Chicago  22,  III 

White  Aircraft  Corp.,  Palmer,  Mass 


LAMINATIONS-Tranaformer 

ABALON  PRECISION  MFG  CORP  540  Casanova  St., 
Bronv  59,  N  Y.  ADV  PG  546 
Allegheny  Ludlum  Steel  Corp.,  H  W.  Oliver  Bldg.,  Pitts¬ 
burgh  22,  Pa 

American  Printed  Circuits  Co,  Inc.,  Forrest  St., 
Metuchrn,  N.  J 

Barwood  Mfg.  Co.,  Inc.,  L.  J.,  22  Williams  St.,  Everett 
49,  Mass. 

Kobiy  Tool  Co,  1535  N  Dayton  Ave.,  Chicago  22,  III. 
MAGNETIC  METALS  CO,  Hayes  Ave.,  at  21st  St., 
Ca-'den,  N  J  ADV  PG  348 
MAGNETICS,  INC.,  COMPONENTS  OIV.,  P.  0  Box  391. 

Butler,  Pa  ADV.  PG  220 
Murray  Plastics  Co.,  River  Rd.,  New  Hamburg,  N.  V. 
Repath  Pacific  Div.  of  Arnold  Engineering  Co.,  641  E. 
61st  St.,  Los  Angeles  1,  Calif 


Tempel  Mfg  Co.,  1939  Bryn  Mawr  Ave.,  Chicago  26, 
III. 

Therniador  Electric  Mfg  Co.,  5215  S.  Boyle  Ave., 
Los  Angeles  58,  Calif 

THOMAS  4  SKINNER  INC.,  1122  E.  23rd  St  ,  Indian¬ 
apolis  5,  Ind.  AOV  PG.  576. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave,  Jamaica 
35,  N.  Y 

Westinghouse  Electric  Corp.,  P  0.  Bov  868,  Pittsburgh 
iO,  Pa 


LAMINATORS  OF  PLASTIC  MATERIALS 
See  INSULATION  PARTS 
Plastic  Insulation  Parts 
Lominatad 

LAMP  BULBS-Miniaturo 

See  LICMTS-Dtal,  Panel  4  Pilot 

LEADS-Test 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N  J 

ALDEN  PRODUCTS  CO.,  112  N  Main  St.,  Brockton  64, 
Mass  AOV.  PG.  472. 

ASSOCIATED  ENGINEERING  CORP.,  65  Kent  St., 
Brookline  46,  Mass  ADV.  PG.  564. 

BEAD  CHAIN  MANUFACTURING  CO.,  THE,  110  Moun- 
ta.n  Grove  St  ,  Br-dgeport  5,  Conn.  ADV.  PG.  517. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y. 

Bud  Radio,  Inc.,  2118  E.  55th  St.,  Cleveland  3,  Ohio. 

Cadre  Industries  Corp.,  Box  150,  Endicott,  N.  Y. 

Electric  Cords  4  Supply  Co.,  413  E.  Third  St.,  Los 
Angeles  13,  Calif. 

Empire  Electronics  Co.,  Inc.,  166  River  St.,  Paterson  1, 
N.  J. 

Engineering  Co.,  27  Wright  St.,  Newark,  N.  J. 

First  Electronics  Corp.,  117  Blue  Hill  Ave.,  Boston  19, 
Mats 

GENERAL  RF  FITTINGS,  INC.,  702  Beacon  St.,  Boston 
15,  Mass  AOV  PG  517 

Hallett  Mfg.  Co.,  5910  Boweroft  St.,  Los  Angeles  16, 
Calif 

Jowll  Electronics,  Inc.,  Belfield  4  Witter,  Philadelphia 
44,  Pa. 

Lab-Tronics,  Inc.,  3656  N.  Lincoln  Ave.,  Chicago  13, 
III. 

National  Tel-Tronics  Corp.,  35  St.  Casmirs  Ave.,  Yonkers, 
N  Y. 

Network  Mfg  Corp  ,  213  W  Fifth  St.,  Bayonne,  N.  J. 

POMONA  ELECTRONICS  CO.,  INC.,  1126  W.  Fifth  Ave., 
Pomona.  Calif.  AOV  PG.  174. 

sutler  Corp.,  18  N  Ada  St.,  Chicago  7,  III. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y 

Superior  Instrument  Co.,  2435  White  Plains  Rd.,  New 
York  67,  N.  Y. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N  Y. 

Witelrad  Electrical  Mfg.,  Inc.,  76  Pulaski  St.,  Stamford, 
Conn 


LEAK 

5m  DETECTORS 


LEATHERETTE 

General  Tire  4  Rubber  Co.,  The,  Akron,  Ohio. 

Goodrich  Industrial  Products  Co.,  B.  F.,  a  Oiv.  of  B.  F. 

Goodrich  Co.,  Plastic  Products,  Marietta,  Ohio 
Marvellum  Co.,  Holyoke,  Mass 

U  S  Rubber  Co.,  1230  Avenue  of  the  Americas,  New 
York  20,  N.  Y. 


lENSES-Mi'crowavo 
Seo  MICROWAVE  ACCESSORIES 


lENSES-Opficol 

American  Cotical  Co.,  Instrument  Div.,  Box  A,  Buffalo  15, 
N  Y. 

Bache  4  Co.,  Semon,  636  Greenwich  St.,  New  York  14, 
N.  Y 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass  ADV  PG  466 

Bausch  4  Lomb  Optical  Co.,  614  St.  Paul  St.,  Rochester 
2,  N.  Y 

Buhl  Optical  Co.,  1009  Beech  Ave.,  Pittsburgh  33,  Pa. 

Came-a  Mart  Inc.,  1845  Broadway,  New  York  23,  N  Y 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa  Pasadena,  Calif. 

DELL  OPTICS  CO.,  LTD.,  327  55th  St.,  West  New  York, 
N  J  ADV.  PG.  468 

Eastman  Kpdak  Co.,  343  State  St.,  Rochester  4,  N.  Y. 

Edmmd  Scientific  Coro.,  502  E.  Gloucester  Pike,  Barring¬ 
ton,  N.  J. 

Farrand  Optical  Co.,  Inc.,  Bronx  Bhrd.  at  238th  St., 
New  York  70,  N  Y. 

Fetsenthal  4  Sons,  Inc.,  G.,  3500  N.  Kedzie,  Chicago  18, 
III. 

Gae-tner  Scientific  Corp.,  1239  Wrightwood  Ave.,  Chtcago 
14,  III. 

Gordon  Enterprises,  5362  N.  Cahuenga  Bhrd.,  North 
Hollywood.  Calif. 
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LENSES 


Crimson  Color,  Inc.,  361  Fourth  Ave.,  New  Vork  16, 
N.  V. 

Gurley,  W.fcL.E.,  514  Fulton  St.,  Troy,  N.  V. 

Kelvin  &  Hughes  Ltd.,  New  North  Rd.,  Barkingside,  Essex, 
England. 

Kollsman  Instrument  Corp.,  Sub.  of  Standard  Coll  Prod¬ 
ucts  Co.,  Inc.,  80-08  45th  Ave.,  Elmhurst,  N.  V. 

Lancaster  Glass  Corp.,  Lancaster,  Ohio. 

0  &  S  Research,  Inc.,  1811  Bannard  St.,  Riverton,  N.  J. 

Pacific  Transducer  EBG  Corp.,  11836  W.  Pico  Blvd.,  Los 
Angeles  64,  Calif. 

Pacific  Universal  Products  Corp.,  168  Vista  Ave.,  Pasa¬ 
dena  8,  Calif. 

Perkin-Elmer  Corp.,  The,  Main  Ave.,  Norwalk,  Conn. 

Pittsburgh  Plate  Glass  Co.,  1  Gateway  Center,  Pitts¬ 
burgh  22,  Pa. 

Polan  Industries  Inc.,  P.  0.  Box  1720,  Huntington  W.  Va. 

Republic  Lens  Co.,  31  E.  169th  St.,  New  York  52,  N.  V. 

ROSS  METALS  CO.,  MILTON.  505  Oavisville  Rd.,  Oavls- 
ville.  Pa.  ADV.  PG.  472. 

Seismograph  Service  Corp.,  P.  0.  Box  1590,  Tulsa,  Okla. 

Servo  Corp.  of  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N.  Y. 

TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave.,  Dallas  9,  Texas.  ADV.  PG.  396. 

Thermal  American  Fused  Quartz  Co.,  Inc.,  18-20  Salem 
St.,  Dover,  N.  J. 

Zenith  Optical  Laboratory,  1940  Great  Neck  Rd., 
Copiague,  N.  Y. 

Zoomar,  Inc.,  Glen  Cove,  N.  Y. 


LENSES— Tofovition 

Axler  Associates,  102-42  43rd  Ave.,  Corona  68,  N.  Y 

Bache  &  Co.,  Semon,  636  Greenwich  St.,  New  York  14, 
N.  Y. 

Bausch  &  Lomb  Optical  Co.,  614  St.  Paul  St.,  Rochester 
2,  N.  Y. 

Buhl  Optical  Co.,  1009  Beech  Ave.,  Pittsburgh  33,  Pa. 

Burke  &  James,  Inc.,  321  S.  Wabash  Ave.,  Chicago  4,  III. 

Camera  Mart,  Inc.,  1845  Broadway,  New  York  23,  N.  Y. 

DELL  OPTICS  CO.,  LTD.,  327  55th  St.,  West  New  York, 
N.  J.  ADV.  PG.  468. 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N.  Y. 

Eastman  Kodak  Co.,  343  State  St.,  Rochester  4,  N.  Y. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa  ADV.  PG.  140, 
141. 

Farrand  Optical  Co.,  Inc.,  Bronx  Blvd.  at  236th  St., 
New  Vork  70,  N.  Y. 

Felsenthal  &  Sons,  Inc.,  G.,  3500  N.  Kedzie,  Chicago  18, 
III. 

Gordon  Enterprises,  5362  N.  Cahuenga  Blvd.,  North 
Hollywood,  Calif. 

Grimson  Color,  Inc.,  381  Fourth  Ave.,  New  York  16, 
N.  Y. 

International  Telephone  &  Telegraph  Corp.,  Industrial 
Products  Oiv.,  15191  Bledsoe  St.,  San  Fernando, 
Calif. 

Lancaster  Glass  Corp.,  Lancaster,  Ohio. 

Perkin-Elmer  Corp.,  The,  Main  Ave.,  Norwalk,  Conn. 

Republic  Lens  Co.,  31  E.  Ib9th  St.,  New  York  52,  N.  Y. 

Romar  Plastics,  Inc.,  1309  E.  Main  St.,  St.  Charles, 
III. 

Television  Zoomar  Corp.,  500  Fifth  Ave.,  Room  2223, 
New  York,  N.  Y. 

Zoomar,  Inc.,  Glen  Cove,  N.  Y. 


LENSES— Tefeviiion  Mognifying 

Bache  &  Co.,  Semon,  636  Greenwich  St.,  New  York  14, 
N.  Y. 

DELL  OPTICS  CO.,  LTD.,  327  55th  St.,  West  New  York, 
N.J.  ADV.  PG.  468. 

Gordon  Enterprises,  5362  N.  Cahuenga  Blvd.,  North 
Hollywood,  Calif. 

Lancaster  Glass  Corp.,  Lancaster,  Ohio. 

Republic  Lens  Co.,  31  E.  169th  St.,  New  York  52,  N.  Y. 


LENSES— Toloviiion  Projaction 

Bache  &  Co.,  Semon,  636  Greenwich  St.,  New  York  14, 
N.  Y. 

Bausch  &  Lamb  Optical  Co.,  614  St.  Paul  St.,  Rochester 
2,  N.  Y. 

Buhl  Optical  Co.,  1009  Beech  Ave.,  Pittsburgh  33,  Pa. 
Camera  Mart  Inc.,  1845  Broadway,  New  York  23,  N.  Y. 
DELL  OPTICS  CO.,  LTD.,  327  55th  St.,  West  New  York, 
N.J.  ADV.  PG.  468. 

Eastman  Kodak  Co.,  343  State  St.,  Rochester  4,  N.  Y. 
Gordon  Enterprises,  5362  N.  Cahuenga  Blvd.,  North 
Hollywood,  Calif. 

Lancaster  Glass  Corp.,  Lancaster,  Ohio. 

Republic  Lens  Co.,  31  E.  169th  St.,  New  York  52,  N.  Y. 

LIE  DETECTORS-Efocfronlc 

ASSOCIATED  RESEARCH,  INC.,  3788  W.  Belmont  Ave  , 
Chicago  18,  III.  ADV.  PG.  477. 

Electro-Medical  Lab.,  Inc.,  South  Woodstock  6,  Vt. 


LIGHTING  EQUIPMENT-TaUviaion 
Camera  Mart  Inc.,  1645  Broadway,  New  York  23,  N.  Y. 
CHICAGO  MINIATURE  UMP  WORKS,  1500  N.  Ogden 
Ave.,  Chicago  10,  III.  ADV.  PG.  470 
Kemlite  Laboratories,  1819  W.  Grand  Ave.,  Chicago  22, 
III. 

Mole-Richardson  Co.,  937  N.  Sycamore  Ave.,  Hollywood 
38,  Calif. 

Noel  Mfg.  Co.,  3  W.  18th  St.,  New  Vork  11,  N.  Y. 


Ray-O-Vac  Co.,  A  Div.  of  The  Electric  Storage  Battery 
Co.,  212  E.  Washington  Ave.,  Madison,  Wis. 

Stamford  Metal  Specialty  Co.,  429  W.  Broadway,  New 
York  12,  N.  V. 

Tandberg,  10  E.  52nd  St.,  New  York,  N.  Y. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3,  Mo. 


LIGHTS-Diol,  Panel  A  Pilot 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union  City, 
N.  J. 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton  64, 
Mass.  ADV.  PG.  472. 

Alden  Systems,  Inc.,  Alden  Research  Center,  Westboro, 
Mass. 

Arcolectric  Div.  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta.,  Flushing  64,  N.  Y. 

Automatic  Electric  Sales  Corp.,  North  Lake,  III. 

CHICAGO  MINIATURE  LAMP  WORKS,  1500  N.  Ogden 
Ave.,  Chicago  10,  III.  ADV.  PG.  470. 

CIRCON  COMPONENT  CO.,  Santa  Barbara  Municipal  Air¬ 
port,  Goleta,  Calif.  ADV.  PG.  526. 

OIALIGHT  CORPORATION,  60  Stewart  Ave.,  Brooklyn  37, 
N.  Y.  ADV.  PG.  450. 

Drake  Mfg.  Co.,  1713  W.  Hubbard  St.,  Chicago  22,  III. 

ELDEMA  CORP.,  1805  Belcroft  Ave.,  El  Monte,  Calif. 
ADV.  PG.  164. 

Electro-Snap  Switch  Mfg.  Co.,  4218  W.  Lake  St.,  Chi¬ 
cago  24,  III. 

FEDERAL  SCREW  PRODUCTS,  INC.,  3917  N.  Kedzie 
Ave.,  Chicago  18,  III.  ADV.  PG.  508. 

General  Electric  Co.,  Miniature  Lamp  Dept.,  Nela  Park, 
Cleveland  12,  Ohio. 

Herzog  Miniature  Lamp  Works,  Inc.,  50-17  5th  St.,  Long 
Island  City  1,  N.  Y. 

Hetherington,  Inc.,  Folcroft,  Pa. 

Hudson  Lamp  Co.,  528  Elm  St.,  Kearny,  N.  J. 

Industrial  Devices,  Inc.,  982  River  Rd.,  Edgewater,  N  J. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

Kirkland  Co,  H.  R.,  8  King  St.,  Morristown,  N.  J. 

LeKraft  Mfg  Co.,  Inc.,  60  Greene  St.,  D^t.  18,  New 
York  12,  N.  V. 

Marco  Industries  Co.,  207  S.  Helena  St.,  Anaheim,  Calif 

Master  Specialties  Co.,  956  E.  108th  St.,  Lot  Angeles 
59,  Calif. 

National  Carbon  Co.,  Div.  of  Union  Carbide  Corp.,  30  E. 
42nd  St.,  New  York  17,  N.  Y. 

Oxford  Components,  Inc.,  556  W.  Monroe  St.,  Chicago  6, 
III. 

Radar  Relay,  Inc.,  2120  Pontius  Ave.,  Los  Angeles  25, 
Calif. 

Signalite,  Inc.,  37-41  Neptune  Highway,  Neptune,  N.  J. 

SLOAN  CO.,  4101  Burbank  Blvd.,  Burbank,  Calif.  ADV. 
PG  508. 

Smith  Mfg.  Co.,  J.  &  H.,  Little  Britain  Rd.,  New¬ 
burgh,  N.  Y. 

TRANSISTOR  ELECTRONICS  CORP.,  3360  Republic  Ave., 
Minneapolis  26.  Minn.  ADV.  PG.  471. 

TUNG-SOL  ELECTRIC  INC.,  95  Eighth  Ave.,  Newark  4, 
N.  J.  ADV.  PG.  16,  17. 

UCINITE  CO.,  DIV.  OF  UNITED-CARR  FASTENER  CORP., 
459  Watertown  St.,  Newtonville,  Mass.  ADV.  PG.  79. 

Westinghouse  Electric  Corp.,  Lamp  Div.,  Bloomfield,  N  J. 


LIGHTS— Photoefectric  Source 

AEROLUX  LIGHTS  CORP.,  653  Eleventh  Ave.,  New  York 
36,  N.  V.  ADV.  PG.  589. 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England 

Arcoelectric  Div.  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta.,  Flushing  64,  N.  Y. 

Autron  Engineering,  Inc.,  1254  W.  Sixth  St.,  Los  Angeles 
17,  Calif. 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England. 

CHICAGO  MINIATURE  LAMP  WORKS,  1500  N.  Ogden 
Ave.,  Chicago  10,  III.  ADV.  PG.  470. 

Electrical  Service  Co.,  1271  Mission  St.,  San  Francisco, 
Calif. 

Electronic  Control  Corp.,  1573  E.  Forest  St.,  Detroit  7, 
Mich. 

Gurley,  W.  &  L.  E.,  514  Fulton  St.,  Troy,  N.  Y. 

Kemlite  Laboratories,  1819  W.  Grand  Ave.,  Chicago  22, 
III. 

Lumenite  Electric  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III. 

Measurement  Engineering,  Ltd.,  Arnprior,  Ontario,  Can¬ 
ada. 

Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N  Y. 

SLOAN  CO.,  4101  Burbank  Blvd.,  Burbank,  Calif.  ADV 
PG.  508. 

Worner  Electronic  Devices,  Rankin,  III. 


LIGHTS-Signof 

AEROLUX  LIGHTS  CORP.,  653  Eleventh  Ave.,  New 
York  36,  N.  Y.  ADV.  PG.  589. 

Amglo  Corp.,  4333  N.  Ravenswood  Ave.,  Chicago  13,  III. 

Arcoelectric  Div.  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta.,  Flushing  64,  N.  Y. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

DIALIGHT  CORPORATION,  60  Stewart  Ave.,  Brooklyn 
37,  N.  Y.  ADV.  PG.  450. 

Drake  Mfg.  Co.,  1713  W.  Hubbard  St.,  Chicago  22,  III. 

General  Electric  Co.,  Miniature  Lamp  Dept.,  Nela  Park, 
Cleveland  12,  Ohio. 

Kemlite  Laboratories,  1819  W.  Grand  Ave.,  Chicago  22, 

111. 

Kirkland  Co.,  H.  R.,  8  King  St.,  Morristown,  N.  J. 

Leecraft  Mfg.  Co.,  Inc.,  60  Greene  St.,  Dept.  18,  New 
York  12,  N.  Y. 


1958-1959  LISTINGS  of 


Master  Specialties  Co.,  956  E.  108th  St.,  Los  Angeles 
59,  Calif. 

National  Carbon  Co.,  Div.  of  Union  Carbide  Corp.,  30 
E.  42nd  St.,  New  York  17,  N.  Y. 

North  American  Electric  Lamp  Co.,  1520  N.  13th  St., 
St.  Louis  6,  Mo. 

SLOAN  CO.,  4101  Burbank  Blvd.,  Burbank,  Calif.  ADV. 
PG.  508. 

Smith  Mfg.  Co.,  J.  &  H.,  Little  Britain  Rd.,  Newburgh, 
N  Y. 

TRANSISTOR  ELECTRONICS  CORP.,  3360  RtpubliclTve., 
Minneapolis  26,  Minn.  ADV.  PG.  471. 

Westinghouse  Electric  Corp.,  Lamp  Olv.,  Bloomfield,  N.  J. 


LIGHTS— Ssroboacoatc  Source 

AEROLUX  LIGHTS  CORP.,  653  Eleventh  Ave.,  New  York 
36,  N.  Y.  ADV.  PG.  589. 

Aerotronic  Associates,  P.  0.  Box  419,  Concord,  N.  H. 

Amglo  Corp.,  4333  N.  Ravenswood  Ave.,  Chicago  13,  III. 

Arcoelectric  Oiv.  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta.,  Flushing  64,  N.  V. 

CHICAGO  MINIATURE  LAMP  WORKS,  1500  N  Ogden 
Ave.,  Chicago  10,  III.  ADV.  PG.  470. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  ADV.  PG  178,  179. 

Kemlite  Laboratories,  1819  W.  Grand  Ave.,  Chicago  22, 
III. 

Northeast  Electronics  Corp.,  P.  0.  Box  425,  Municipal 
Airport,  Concord,  N.  H. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St  , 
New  York  6.  N  Y  ADV.  PG.  511. 

TUNG-SOL  ELECTRIC,  INC.,  95  Eighth  Ave.,  Newark  4, 
N  J  ADV.  PG.  16,  17. 


LIMITERS- Surge 

CHICAGO  TELEPHONE  SUPPLY  CORP.,  1142  W  Beards¬ 
ley  Ave.,  Elkhart,  Ind  ADV.  PG.  301. 

WUERTH  TUBE-SAVER  CORP.,  9125  Llvernois  Ave, 
Detroit  4,  Mich  ADV.  PG  494 


LINES- Sfetrerf 

ALFORD  MANUFACTURING  CO.,  299  Atlantic  Ave., 
Boston,  Mass  ADV  PG.  491. 

ANDREW  CORP.,  363  E.  7Sth  St.,  Chicago  19,  III 
ADV.  PG.  50. 

Brach  Div.,  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  V. 

COAXIAL  CONNECTOR  CO.,  INC  ,  37  N  Second  Ave  , 
Mt.  Vernon,  N  Y.  ADV.  PG.  572. 

Defiance  Engineering  &  Microwave  Corp.,  Box  488,  Bev 
erly  Airport,  Beverly,  Mass 

OEMORNAY-BONAROI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif  ADV.  PG.  98  99 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass  ADV.  PG.  204-207. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
M.sine. 

GENERAL  RF  FITTINGS,  INC.,  702  Beacon  St.,  Boston 
15,  Mass  ADV  PG.  517. 

GENERAL  RADIO  CO.,  275  MasMChusetts  Ave.,  Cam¬ 
bridge  39,  Mass  ADV.  PG  178,  179 

Graham  Mfg  Co.,  Inc.,  247  Bridge  St.,  East  Green¬ 
wich,  R.  I. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  ADV.  PG.  29-44. 

I-T-E  Circuit  Breaker  Co.,  Special  Products  Div.,  601 
E.  Erie  Ave,  Phil.idelphia  34,  Pa 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave  ,  Lodi,  N.  J.  ADV.  PG.  408. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  ADV.  PG.  174 

KEARFOTT  CO.,  INC.,  WESTERN  OIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif  ADV.  PG.  328. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd , 
Mineola,  N.  Y.  ADV.  PG.  268. 

Polytechnic  Research  A  Development  Co.,  Inc.,  202 
Tillary  St.,  Brooklyn  1,  N.  Y. 

Sage  Laboratories,  Inc.,  159  Linden  St.,  Wellesley  81, 
Mass. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y  ADV.  PG  343,  344 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N  Y 
ADV  PG.  228 

WacLIne,  Inc.,  35  S.  St.  Claire  St.,  Dayton  2,  Ohio. 

Waveguide,  Inc.,  P.  0  Box  486,  14845  Oxnard  St.,  Van 
Nuys,  Calif. 


LINKS— Antenna 

Defiance  Engineering  &  Microwave  Corp.,  Box  488,  Bev¬ 
erly  Airport,  Beverly,  Mass 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  ADV.  PG.  174. 

Janco  Corp.,  3111  Winona  Blvd,  Burbank,  Calif. 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  ADV.  PG  328. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St  .  New  York  4,  N  Y. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y.  ADV.  PG  343,  344. 


LINKS— Televifian  Microwave 
See  MICROWAVE  ACCESSORIES 
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sm  metals 


LOADS-Oitmmy 

A  R.  F.  Products,  Inc.,  7627  Lakt  St.,  Rivtr  Forest, 
III. 

Aeronautical  Communications  Equipment,  Inc.,  3040  S. 

W  37th  Aee.,  Miami  33,  Fla. 

Aircom  Inc.,  364  Main  St.,  Winthrop  52,  Mass. 

Aircom  Inc.,  134  E.  First  A«e ,  Roselle,  N.  J. 

AIRTRON,  INC.,  1101  W.  Eliiabeth  Aye.,  Linden,  N  J. 
AOV.  PG  516. 

Aipha  Instrument  Co.,  43  Hempstead  St.,  New  London, 
Conn 

ARRA  Corp.,  1  Bond  St.,  Westbury,  N.  Y. 

automatic  coil  CO.,  415  Bedford  Ave.,  Brooklyn, 

N  V  AOV  PG  476. 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa.  AOV  PG  103 

BIRD  ELECTRONIC  CORP.,  IBOO  E.  38th  St.,  Cleveland 

14.  Ohio  AOV  PG.  47. 

BOGART  MFC.  CORP.,  315  Sieqel  St.,  Brooklyn  6,  N.  V. 
ADV  PG  236. 

Brach  Oiv.,  Electronic  Research,  General  Bronie  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  V. 

Budd-Stanley  Co.,  Inc.,  43-01  22nd  St.,  Lonq  Island 
City  1,  N.  Y. 

Cascade  Research  Div.  of  Mongram  PrKislon  Industries, 
Inc.,  53  Victory  Lane,  Los  Gatos,  Calif. 

COAXIAL  CONNECTOR  CO.,  INC  ,  37  N.  Second  Ave., 
Mt.  Vernon,  N  Y.  AOV.  PG.  572. 

Continental  Electronics  Mfg.  Co.,  4212-20  S  Buckner 
Blvd  ,  Dallas  27,  Te« 

CONTROL  ELECTRONICS  CO.,  INC.,  1425  New  York 
Ave.,  Huntington  Station,  N.  Y.  AOV.  PG.  473,  550. 
Defiance  Engineering  A  Microwave  Corp.,  Bov  488,  Bev¬ 
erly  Airport,  Beverly,  Mass. 

OeMORNAV-BONAROI,  780  S.  Arroyo  Parkway,  Pasadena, 
Calif  ADV  PG  48,  44 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass  ADV  PG  204-207. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 

DOUGLAS  MICROWAVE  CO,  INC.,  252  E  Third  St., 
Mt.  Vernon,  N.  Y.  ADV  PG.  327. 

Elco  Mfg  Co.,  137  Herricks  Rd.,  New  Hyde  Park,  N.  Y. 
Electro  Impulse  Labs  208  River  St.,  Red  Bank,  N.  J. 
GENERAL  BR0N7E  CORP.,  711  Stewart  Ave.,  Garden 
City,  N  Y  AOV.  PG.  320 
General  Communication  Co.,  681  Boston  St.,  Boston  15, 
Mast 

GENERAL  RF  FITTINGS,  INC  ,  702  Beacon  St.,  Boston 

15,  Mass  AOV.  PG  517 

Gorham  Manufacturing  Co.,  Bronie  Div.,  Providence  7, 
R.  I. 

Houlihan  Co.,  T.  J.,  2508-14  W.  Lawrence  Ave.,  Chi- 
'.igu  25,  III 

INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV  ,  INSTRUMENTS,  250 
Garibaldi  Ave  ,  Lodi,  N.  J.  ADV.  PG.  408 
J-V-M  MICROWAVE  CO.,  4633  S  Lawndale  Ave.,  Lyons, 
III  ADV  PG  174 

JONES  ELECTRONICS  CO.,  INC  ,  M.  C.,  185  N  Main 
St  ,  Bristol,  Conn  ADV  PG  27  3 
KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oanard 
St.,  Van  Nuyt,  Calif.  AOV  PG.  328. 

Kings  Electronics  Co ,  40  Marbiedale  Rd ,  Tiickahoe, 
N  Y 

Kmght  Corp.,  Ewen,  206  A  St  Needham  44  Mass 

LAPP  INSULATOR  CO.,  INC.,  RADIO  SPECIALTIES  DIV., 
11  Gilbert  St.,  LeRoy,  N  Y  AOV.  PG  112,  113 
LIECO,  INC.,  3610  Oceanside  Rd ,  Oceanside,  N.  Y.  ADV 
PG.  587. 

Meridian  Met.slcralt,  Inc.,  8734  S.  Millergrove  Drive, 
Whittier,  Calif. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N  J.  ADV 
PG  514 

N  R.K.  Mfg  A  Engineering  Co.,  4601  W.  Addison  St., 
Chicago  41.  Ill 

NAROA  MICROWAVE  CORP.,  118-160  Herricks  Rd . 

Mineola,  N.  Y.  ADV.  PG.  268. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St  N.E.,  Albuquerque,  N.  M 
OHMITE  MFG  CO.,  3601  Howard  St.,  Skokie,  III.  ADV 
PG.  200,  201 

Ohmweve  Co.,  41  Darcy  St.,  West  Hartford  6,  Conn. 
Painton  Div.  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta.,  Flushing  64,  N.  V. 

PolytKhnic  Research  &  Development  Co.,  Inc.,  202 

Tillary  St^  Brooklyn  1,  N  Y. 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester,  N  Y  ADV.  PG.  507. 

Press  Wireless  Laboratories,  Inc.,  25  Prospect  Place, 
West  Newton  65.  Mass. 

RADAR  DESIGN  CORP.,  3304  James  St.,  Syracuse  6, 
N.  Y.  AOV.  PG  547. 

Rantec  Corp ,  P.  0  Boa  18  C.ilabasas,  Calif 
RAYTHEON  MFG.  CO.,  SPECIAL  MICROWAVE  DEVICE 
GROUP,  Waltham  54,  Mass.  AOV.  PG.  432. 

Roflan  Co.,  Corner  Route  1  &  Camp  Meeting  Rd.,  Tops- 
held,  Mass 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  ADV  PG.  165. 

Standard  Electronics  Div.  of  Radio  Engineering  Labs., 
Inc.,  24-01  Borden  Ave.,  Long  Island  City  1,  N.  Y. 


PRODUCTS. 


States  Co.,  14  New  Park  Ave.,  Hartford  6,  Conn. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  SPECIAL  TUBE 
OPERATIONS  HEADOUARTERS,  1841  E.  Third  St.. 
Williamsport,  Pa.  ADV.  PG.  624-631. 

Taffet  Radio  A  Television  Co.,  2705  Brooklyn-Queens 
Eipressway,  W  ,  Woodside  77,  N.  Y. 

TECHNICAL  MATERIEL  CORP.,  P.  0.  Boa  142,  Mama- 
roneck^  N.  Y.  ADV.  PG.  145. 

UNIWAVE,  INC.,  104  Marine  St.,  Farmingdale,  N  V. 
ADV  PG.  228 

Victor  R.  F.  A  Microwave  Co.,  36  W.  Water  St.,  Wake¬ 
field,  Mass. 

WacLine,  Inc.,  15  S.  St.  Claire  St.,  Dayton  2,  Ohio. 

Wavelme,  Inc.,  Boa  718,  Caldwell,  N.  J. 

Westbury  Electronics,  Inc.,  300  Shames  Drive,  West- 
bury,  N.  Y. 

Wind  Turbine  Co.,  E.  Market  S.  A  Penna.  R.  R.,  West 
Chester,  Pa. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III. 


lOCATORS-Cabfe  A  line  fault 

Biddle  Co.,  James  G.,  1316  Arch  St.,  Philadelphia  7, 
Pa. 

Clevlte  Corp.,  Teaas  Div.,  3732  Wertheimer  Rd.,  Houston 
6,  Teaas. 

Dit-Mco,  Inc.,  Electronics  Oiv.,  411  Broadway,  Kansas 
City  5,  Mo. 

Leeds  A  Northrup  Co.,  4470  Stcnton  Ave.,  Philadelphia 
44  Pa. 

PESCHEL  ELECTRONICS,  INC.,  R.  F.  D.  #1,  Patter¬ 
son,  N  Y  AOV  PG  581. 

Radar  Engineers,  4714  Brooklyn  Ave.,  Seattle  5,  Wash. 

SIERRA  ELECTRONIC  CORP.,  3885  Bohannon  Qrlve, 
Menlo  P.irS  Calif  ADV  PG  66  67. 

TEXAS  INSTRUMENTTS  INCORPORATED,  6000  Lemmon 
Ave.,  Dallas  4.  Teaas  AOV.  PG.  346. 

TOBE  DEUTSCHMANN  CORP.,  421  Providence  Highway, 
Norwood,  Mass  ADV.  PG.  173 


LOCATORS-Pipe  A  Coble 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd  ,  London,  S.E. 
26,  England. 

Fisher  Research  Lab.,  Inc.,  1461  University  Ave.,  Palo 
Alto,  Calif. 

Gardiner  Electronics,  2545  E.  Indian  School  Rd.,  Phoenia, 
Aril. 

Goldak  Co.,  Inc.,  The,  Dept.  E,  1544  W.  Glenoaks  Blvd., 
Glendale  1,  Calif. 

Nilsson  Electrical  Laboratory,  Inc.,  103  Lafayette  St., 
New  York  13.  N  V 

TEXAS  INSTRUMENTS  INCORPORATED,  600  Lemmon 
Ave.,  Dallas  4,  Teaas  AOV.  PG  346 


lOCKS-Oiol 

Amatom  Electronic  Hardware  Co.,  Inc.,  88  Drake  Ave., 
New  Rochelle,  N  Y. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y 

Bud  Rad  0.  Inc  .  2118  E  45lh  St.,  Cleveland  3,  Ohio. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Cambridge  18  Mass  ADV  PG.  74. 

GENERAL  COMPONENTS  INC.,  225-224  E.  144th  St., 
New  York  51,  N  Y  AOV  PG  574. 

Jan  Hardware  MIg  Co.,  Inc.,  75  N.  11th  St.,  Brook¬ 
lyn  11,  N  Y. 

Johnson  Co.,  E.  F.,  Waseca,  Mmn. 

Keystone  Electronics  Corp.,  44  Bleecker  St.,  New  York 
12,  N.  Y 

Litton  Industries,  Components  Div.,  5873  Rodeo  Rd.,  Los 
A-igeles  16,  Calif. 

Millen  Mfg.  Co.,  James,  150  Eachange  St.,  Malden, 
Mass 

Natiorul  Co  ,  Inc  .  61  Sherman  St.,  Malden  48,  Mass. 

REEVES  INSTRUMENT  CORP ,  227  E.  41st  St.,  New 
York  28,  N  Y.  ADV.  PG.  433. 

Waldom  Electronics,  Inc.,  4625  W  53rd  St.,  Chicago 
32,  III. 


LOCKS- Shaft 

ALOEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton  64, 
Mass.  ADV  PG.  472. 

Amatom  Electronic  Hardware  Co.,  Inc.,  88  Drake  Ave., 
New  Rochelle,  N.  Y. 

Hirnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N  Y 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Cambridge  38,  Mast.  ADV.  PG.  74. 

Cardwell  Co,  Allen  0.,  The,  47  Whiting  St.,  Plain- 
view,  Conn. 

Dalmore  Corp.,  47  Prospect  St.,  Woburn,  Mass. 

GENERAL  COMPONENTS  INC.,  225-224  E.  t44th  St., 
New  York  51,  N  Y.  AOV.  PG.  574. 

Jan  H.srdware  Mfg.  Co.,  Inc.,  75  N.  11th  St.,  Brook¬ 
lyn  11,  N.  V. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

Keystone  Electronics  Corp.,  44  Bleecker  St.,  New  York 
12,  N.  Y. 

Litton  Industries,  336  N.  Foothill  Blvd.,  Beverly  Hills, 
Calif. 

Litton  Industries,  Components  Div.,  5B73  Rodeo  Rd.,  Los 
Angeles  16,  Calif. 

Millen  Mfg.  Co.,  James,  ISO  Exchange  St.,  Malden, 
Mass. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass 


MACHINES 


REEVES  INSTRUMENT  CORP.,  227  E.  41st  St.,  New 
York  28,  N.  Y.  AOV.  PG.  433. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  V. 

Waldom  Electronics,  Inc.,  4625  W.  53rd  St.,  Chicago  32, 
III. 


lORAN  SYSTEMS 

Edo  Corp.,  College  Point,  N.  Y. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N.,  St. 
Petersburg,  Fla. 

Federal  Telephone  &  Radio  Co.,  100  Kingsland  Rd.,  Clif¬ 
ton,  N.  J 

Sperry  Gyroscope  Co.,  Div.  of  Sperry  Rand  Corp.,  Air 
Armament  Div.,  Great  Neck,  N.  Y. 

Sperry  Gyroscope  Co.,  Div.  of  Sperry  Rand  Corp.,  Marine 
Div.,  Roosevelt  Field,  Mineola,  N.  Y. 


LOUVERS— Choatia  VenfjfafinB 

AA  Metal  Products,  Inc.,  154  Elliott  St.,  Box  716, 
Brattleboro,  Vt. 

Cutler  Metal  Products  Co.,  1025  Line  St.,  Camden,  N.  J. 
Eliee  Metal  Products  Co.,  Inc.,  774  34th  St.,  Brooklyn 
32,  N.  Y. 

Falstrom  Co.,  44  Faistrom  Court,  Passaic,  N.  J. 

General  Aviation  &  Electronics  Mfg.  Co.,  Inc.,  174 
Berger  St.,  Wood-Ridge,  N.  J. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

MIDGET  LOUVER  CO.,  6  Wall  St.,  Norwalk,  Conn.  AOV. 
PG.  488 

Mid-West  Metal  Products  Inc.,  Fairfax  Industrial  District, 
Kansas  City  15,  Kan. 

Peerless  Products  Industries,  812  N.  Pulaski  St.,  Chicago 
51,  111 

Taffet  Radio  &  Television  Co.,  2705  Brooklyn-Queens 
Expressway,  W.,  Woodside  77,  N.  Y. 

Washington  Aluminum  Co.,  Inc.,  Penna.  RR  &  Knecht 
Ave.,  Baltimore  24,  Md. 

White  Aircraft  Corp.,  Palmer,  Mass. 

LUOS 

Sou  TERMINALS 

LUMINOUS  MARKERS 
Sua  MARKERS— Luminoue 


MACHINES-Sending 

Design  Tool  Corp.,  80  Washington  St.,  New  York 

6,  N.  Y. 

Industrial  Winding  Machinery  Corp.,  120  Wall  St.,  New 
York  5,  N.  Y. 

Kent  Co.,  F.  C.,  64  Howard  St.,  Irvington,  N.  J. 
O'Neil-Irwin  Mfg.  Co.,  316  Eighth  Ave,  Lake  City, 
Minn. 

Stueck,  Inc.,  W.  Whitney,  Old  Saybrook,  Conn. 

United  Shoe  Machinery  Corp ,  140  Federal  St.,  Boston 

7,  Mass. 

Whitney  Metal  Tool  Co.,  726  Forbes  St.,  Rockford,  III. 


MACHINES-Blueprinf 

Bruning  Co.,  Inc.,  Charles,  1800  Central  Rd.,  Mt.  Pros¬ 
pect,  III. 

Paragon- Revolute  Corp.,  71  South  Ave.,  Rochester  4, 
N.  Y. 

Pease  Co.,  C.  F  ,  2601  W.  Irving  Park  Rd.,  Chicago,  III. 
Peck  &  Harvey  Mfg  Corp.,  5650  N.  Western  Ave., 
Chicago  45,  III. 


MACHINES— Capacitor  Alanwfacturing 

Associated  American  Trading  Division,  750  St.  Ann's 
Ave.,  New  York  5b,  N.  Y. 

Condenser  Machinery  Co.,  Stamford,  Conn. 

Design  Tool  Corp.,  80  Washington  St.,  New  York  6, 
N  Y. 

Hull-Standard  Corp.,  Hatboro,  Pa. 

Industrial  Instruments,  Inc.,  89  Commerce  Rd.,  Cedar 
Grove,  N.  J. 

MACHINES-Cleaning 

ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave., 
Mineola,  N  Y.  AOV.  PG  531. 

Cobehn,  Inc.,  226  Passaic  Ave.,  Caldwell,  N.  J. 

Cro-Plate  Co.,  Inc.,  The,  747  Windsor  St.,  Hartford  1, 
Conn. 

Industrial  Systems  Co.,  Matawan,  N.  J. 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 
Bergen.  N.  J  ADV.  PG.  10,  11 

L  A  R  MIg  Co.,  580  Elm  St.,  Arlington,  N.  J. 

NAROA  ULTRASONICS  CORP.,  118-160  Herricks  Rd., 
Dept.  EB-1,  Mineola,  N  Y.  ADV.  PG.  116. 

Phillips  Mfg.  Co.,  3406  W.  Touhy  Ave.,  Chicago  45, 

III. 


MACHINES-Ceil  Winding 

Acme  Precision  Products,  Inc.,  215  N.  Findlay  St., 
Dayton  3,  Ohio. 

Associated  American  Trading  Division,  750  St.  Ann's 
Ave.,  New  York  56,  N.  Y. 

Associated  Enqinee-ing  &  Mfg.  Co  ,  Glen  Ridge,  N.  J. 
Avo  Ltd ,  80  Shore  Rd ,  Port  W.tsh  nqton.  N.  Y 
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MACHINES 


1958-1959  LISTINGS  of 


BOESCH  MFC.  CO.,  Danbury,  Conn  ADV.  PG.  465. 

British  Industries  Corp.,  80  Shore  Rd.,  Port  Washin9ton, 
N.  Y. 

COIL  WINDING  EQUIPMENT  CO.,  lOd  Audrey  Ave., 
Oyster  Bay,  N.  Y.  ADV.  PG  458,  459. 

Corbett  Science  Labs.,  F.  W.,  3117  Venice  Blvd.,  Los 
Angeles  19,  Calif. 

Cosa  Corp.,  405  Lexington  Ave.,  New  York  17,  N.  Y. 

Crown  Industrial  Products  Co.,  713  Amsterdam  Ave., 
Woodstock,  III. 

Emerson-Glover  Inc.,  43  E.  Plain  St.,  Cochituate,  Mass. 

Halm  Instrument  Co.,  Inc.,  Glen  Head  Rd.,  Glen  Head, 

N.  Y. 

Industrial  Winding  Machinery  Corp.,  120  Wall  St.,  New 
York  5,  N.  Y. 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 
Bergen,  N.  J.  ADV.  PG.  10,  11. 

Perkins  Machine  &  Gear  Co.,  Special  Machinery  Div., 
West  Springfield.  Mass. 

PRECISE  MEASUREMENTS  CO.,  R.  D.  ttl,  Millbrooks 
Rd.,  Flemington,  N.  J.  ADV.  PG.  503. 

Rixon  Electronics,  Inc.,  Silver  Spring,  Md. 

Stevens  Mfg.  Co.,  Inc.,  George,  6022  N.  Rogers  Ave., 
Pulaski  gi  Peterson,  Chicago  30,  lil. 

Universal  Winding  Co.,  P.  0.  Box  1605,  Providence  1, 
R  I. 


MACHINES-Ceil  Winding,  Toroidal 

Acme  Precision  Products,  Inc.,  215  N.  Findlay  St., 
Davton  3,  Ohio 

ARNOLD  MAGNETICS  CORP.,  4613  W  Jefferson  Blvd, 
Los  Angeles  16,  Calif.  ADV.  PG.  124. 

Associated  American  Trading  Division,  750  St  Ann's 
Ave.  New  York  56,  N.  Y. 

BOESCH  MFG.  CO.,  Danbury,  Conn.  ADV.  PG.  465 

CG  Electronics  Div.  of  Gulton  Industries,  Inc.,  305 
Dallas  St.,  N.E.,  Albuquerque  N.  M. 

COIL  WINDING  EQUIPMENT  CO.,  109  Audrey  Ave, 
Oyster  Bay,  N.  Y.  ADV.  PG.  458,  459. 

Cosa  Corp.,  405  Lexington  Ave.,  New  York  17,  N.  Y 

OX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave.,  Chi¬ 
cago  47,  III. 

Electro  Devices  Inc.,  480  Main  St.,  Wilmington,  Mass. 

Emerson-Glover  Inc.,  43  E.  Plain  St.,  Cochituate, 
Mass. 

Harder  Co.,  Donald  C.,  3710  Midway  Drive,  San  Diego 
10,  Calif. 

Industrial  Winding  Machinery  Corp.,  120  Wall  St., 
New  York  5,  N.  V. 

Magnavox  Co.,  The.  2131  Beuter  Rd.,  Fort  Wayne,  Ind. 

MICO  INSTRUMENT  CO.,  80  Trowbridge  St.,  Cambridge 
38,  Mass.  ADV.  PG.  549 

Rex  Rheostat  Co.,  3  Foxhurst  Rd.,  Baldwin,  N.  Y 

Rixon  Electronics,  Inc.,  Silver  Spring,  Md. 

Stevens  Mfg.  Co.,  Inc.,  George,  6022  N.  Rogers  Ave., 
Pulaski  &  Peterson,  Chicago  30,  III. 

Universal  Mfg.  Co.,  Inc.,  410  Hillside  Ave.,  Hillside, 
N.  J. 


MACHINES— Counting  fPhotoalectricI 

Acme  Telectronix  Div.  of  NEA  Service,  Inc.,  West 
Third  &  Lakeside,  Cleveland  13,  Ohio. 

BAIRD-ATOMIC,  INC.,  33  University  Rd ,  Cambr  dge 
38.  Mass.  ADV  PG.  466. 

Beckman 'Berkeley  Division,  2200  Wright  Ave.,  Richnspnd 
3,  Calif 

BOESCH  MFG.  CO.,  Danbury,  Conn.  ADV.  PG.  465. 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

Ess  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergenfield, 
N.  J. 

Gurley  W.  &  L  E.,  514  Fulton  St.,  Troy,  N.  Y. 

HAUSSER  &  SON,  C.  A.,  6040  Belfield  Ave.,  Philadelphia 
44,  Pa.  ADV.  PG.  526. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif 
ADV.  PG.  125. 

Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y. 

Potter  Aeronautical  Corp.,  Route  #22,  Union,  N.  J 

Production  Instruments  Div.,  General  Control  Co.,  8080 
McCormick  Blvd.,  Skokie,  III. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
ville,  N.  Y.  ADV.  PG.  323. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J  ADV.  PG.  346. 


MACH  I NES— Cry  stal-Cvfti ng 

ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave, 
Mineola,  N.  Y.  ADV.  PG.  531. 

Eisler  Engineering  Co.,  Inc.,  751  S.  13th  St.,  Newark 
3,  N.  J. 

Hoffman  Co.,  P.  R.,  Carlisle,  Pa. 

Micromech  Mfg.  Corp.,,  1020  Commerce  Ave.,  Union, 
N.  J. 

Nichols  Co.,  W.  H.,  Waltham  54,  Mass. 

U  S. -Burke  Machine  Tool  Div.,  Brotherton  Rd.,  Cincin¬ 
nati  27,  Ohio. 


MACHINES— Crystal  Manufacturing  A  Finishing 

Hoffman  Co.,  P  R  .  Carlisle,  Pa. 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 
Bergen.  N.  J. '  ADV.  PG.  10,  11. 

Lepel  High  Frequency  Labs.,  Inc.,  55th  St.  &  7th  Ave., 
Woodside  77,  N.  Y. 


NRC  EQUIPMENT  CORP.,  160  Charlemont  St.,  Newton 
61,  Mass.  ADV.  PG.  427. 

Trans-Sil  Corp.,  55  Honeck  St.,  Englewood,  N.  J. 


MACHINES— Oiod*  A  Transistor  Manufacturing^ 

Apex  Machine  Co.,  14-13  118th  St.,  College  Point  56, 
N.  Y. 

Barnes  Development  Co.,  213  W.  Baltimore  Pike,  Lans- 
downe,  Pa. 

BARNSTEAD  STILL  A  STERILIZER  CO.,  INC.,  84  Lanes- 
ville  Terrace,  Boston  31,  Mass.  ADV.  PG.  578. 

Design  Tool  Corp.,  80  Washington  St.,  New  York  6, 
N.  Y. 

Eisler  Engineering  Co.,  Inc.,  751  S  13th  St.,  Newark 
3,  N.  J. 

Ewald  Instruments,  Route  7E,  Kent,  Coon. 

FEDERAL  TOOL  ENGINEERING  INC.,  1387  Pompton 
Ave.  Cedar  Grove,  N.  J  ADV.  PG.  54J. 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 
Bergen,  N.  J.  ADV.  PG  10,  11. 

U.S. -Burke  Machine  Tool  Div.,  Brotherton  Rd.,  Cincin¬ 
nati  27,  Ohio. 

United  States  Dynamics  Corp.,  1250  Columbus  Ave., 
Boston  20,  Mass 


MACHINES-Dip  Soldaring 

ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave., 
Mineola,  N.  Y.  ADV.  PG.  531 

Carpenter  Mfg.  Co.,  Inc.,  P.  0.  Box  217,  Highbridge 
Rd.,  OeWitt  14,  N.  Y. 

Design  Tool  Corp.,  80  Washington  St.,  New  York  6, 
N.  Y. 

ELECTRONICS,  INC.,  39  York  Rd.,  Willow  Grove,  Pa 
ADV.  PG.  575. 

Electrovert,  Inc.,  124  E.  40th  St.,  New  York  17,  N.  Y. 

International  Pump  A  Machine  Works,  81  Dorsa  Ave., 
Livingston,  N.  J. 

Jefferson  Electronic  Products  Corp.,  322  State  St., 
Santa  Barbara,  Calif. 

KAHLE  ENGINEERING  CO.,  1.107  Seventh  St.,  North 
Bergen,  N.  J.  ADV.  PG.  10,  11. 

London  Chemical  Co.,  1535  N  3l5t  Ave  ,  Melrose  Park, 
III. 


MACHINES-Oiec  Recording 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Presto  Recording  Corp.,  P.  0.  Box  500,  Paramus,  N.  J. 
Rek-O-Kut  Co.,  Inc.,  38-19  108th  St.,  Corona  68,  N.  Y. 


MACHINES-Electric  Soldering 

Avo  Ltd.,  Avocet  House,  92/96,  Vauxhall  Bridge  Rd., 
London  S.W.l,  England. 

Cole  Radio  Works,  86  Westville  Ave.,  Caldwell,  N.  J. 

Eisler  Engineering  Co.,  Inc.,  751  S.  13th  St.,  Newark  3, 
N.  J. 

Good-All  Electric  Mfg.  Co.,  112  W.  First  St.,  Ogallala, 
Neb. 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 
Bergen,  N.  J.  ADV.  PG.  10,  11. 

Lepel  Hi^  Frequency  Labs.,  Inc.,  55th  St.  A  37th  Ave., 
Woodside  77,  N.  Y. 

Luma  Electric  Equipment  Co.,  P.  0.  Box  132,  Toledo  1, 
9hio 

PATTON-MAC  BUYER  CO.,  17  Virginia  Ave.,  Providence 
5,  R.  I.  ADV.  PG.  529 

Virginia  Electronics  Co.,  Inc.,  River  Rd  A  BAD  Rail¬ 
road,  Washington  16,  D.  C 


MACHINES— Eleefronic  Balancing 

Annis  Co.,  R.  B.,  1101  N.  Delaware  St.,  Indianapolis, 
Ind. 

Micro  Balancing,  Inc.,  191  Herricks  Rd.,  Garden  City 
Park,  N.  V. 

Ten  BMCh,  Inc.,  M.,  80  Wheeler  Ave.,  Pleasantville, 
N.  Y 


MACHINES— Electronic  Dictating 

ABC  Sound  Engineering  Corp.,  149  W.  47th  St.,  New 
York  36,  N.  Y. 

Dictaphone  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Pol^ronic  Research,  Inc.,  7326  Westmore  Rd.,  Rock¬ 
ville,  Md. 


MACHINES— Electronic  Trontcribing 

ABC  Sound  Engineering  Corp.,  149  W.  47th  St.,  New 
York  36,  N.  Y. 

Dictaphone  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Poli^ronic  Research,  Inc.,  7326  Westmore  Rd.,  Rock¬ 
ville,  Md. 

Tammen  &  Denison  Inc.,  4751  N.  Olcott  Ave.,  Chicago 
13,  III. 


MACHINES— Encapsulating 

Red  Point  Corp.,  1907  Riverside  Drive,  Glendale  1, 
Calif. 


MACHINES— Engraving  and  Profiling 

Acme  Telectronix  Div.  of  NEA  Service,  Inc.,  W.  Third 
A  Lakeside,  Cleveland  13,  Ohio. 


Auto  Engraver  Co.,  P.  0.  Box  366,  Ridgefield,  Conn. 

Cosa  Corp.,  405  Lexington  Ave.,  New  York  17,  N.  Y. 

GREEN  INSTRUMENT  CO.,  J6JA  Putnam  Ave,  Cam¬ 
bridge.  Mass.  ADV.  PG.  572. 

HAUSSER  A  SON,  C.  A.,  6040  Belfield  Ave.,  Philadel¬ 
phia  44,  Pa  ADV.  PG.  526 

MICO  INSTRUMENT  CO.,  80  Trowbridge  St.,  Cambridge 
38,  Mass  ADV  PG.  549 

NEW  HERMES  ENGRAVING  MACHINE  CORP.,  13-19 
University  Place,  New  York  3,  N.  Y.  ADV.  PG.  565 

Preis  Engraving  Machine  Co.,  H.  P.,  651  U.  S  Highway 
22,  Hillside,  N.  J. 

Technicraft  Co.,  1156  Commonwealth  Ave.,  Boston  34, 
Mass. 


MACHINES— Forming 

Design  Tool  Corp  .  80  Washington  St.,  New  York  6, 
N  Y. 

Hydraulic  Press  Mfg.  Co.,  A  Div  of  Koehring  Co.,  Mt. 
Gilead.  Ohio 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St,  North 
Bergen,  N.  J  ADV.  PG.  10,  11 
O'Neil-lrwin  Mfg.  Co.,  316  Eighth  Ave.,  Lake  City, 
Minn. 

Strempel  Instrument  Corp.,  R.  0  1,  Lake  George,  N  Y. 
Torrington  Co.,  59  Field  St.,  Torrington,  Conn. 

Whitney  Metal  Tool  Co.,  726  Forbes  St.,  Rockford,  III. 


MACHINES— Class  Slowing 

Associated  Engineering  A  Mfg  Co .  Glen  Ridge,  N  J. 
Eisler  Engineering  Co.,  Inc.,  751  S  IJth  St.,  Newark 
3.  N  J 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 
Bergen,  N.  J.  ADV  PG.  10.  11 
Litton  Engineering  Laboratories,  P.  0  Box  949,  Grass 
Valley,  Calif. 


MACHINES-Gloss  Working 

Associated  Engineering  A  Mfg  Co  ,  Glen  Ridge,  N.  J. 

Eisler  Engineering  Co.,  Inc.,  751  S.  13th  St.,  Newark 
3,  N.  J. 

Forter-Teichman  Co.,  Clark  Bldg.,  Pittsburgh  22.  Pa. 

HAUSSER  A  SON,  C.  A.,  6040  Belfield  Ave,  Phila¬ 
delphia  44,  Pa  ADV.  PG.  526 

International  Pump  A  Machinery  Works,  81  Dorsa  Ave., 
Livingston  N  J 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St  ,  North 
Bergen,  N.  J.  ADV  PG.  10,  11. 

Litton  Engineering  Laboratories,  P,  0  Bax  949,  Grass 
Valley,  Calif. 

DAS  Research,  Inc.,  1811  Bannard  St  ,  Riverton, 
N.  J. 

Pioneer  Machine  Works.  Inc.,  6136  Adam  St.,  West 
New  York,  N.  J 

Scientific  Electronic  Labs.,  Inc.,  866  Bergen  St., 
Newark  8,  N.  J. 

Standard  Tool  A  Mfg  Co.,  Arlington,  N.  J. 

Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St.,  Ocean- 
Side,  Calif. 


MACHINES— Impregnating  A  Encapeulafing 

Barrett  Co.,  Leon  J.,  The,  1776  Grafton  Rd.,  Worcester 
1,  Mass. 

Hull  Corparation,  Hatboro,  Pa 

International  Pump  A  Machine  Works,  81  Dorsa  Ave., 
Livingston,  N  J 

Kinney  Mfg  Olv.  of  The  New  York  Air  Brake  Co.,  3529 
Wa'hii'g'an  St  .  Boston,  Mass 

NRC  EQUIPMENT  CORP.,  160  Charlemont  St.,  New¬ 
ton  61,  Mass  ADV  PG  427 

Nichols  A  Clark,  Inc.,  321  Newburyport  Turnpike,  Dan¬ 
vers  P.  0.,  Hathorne,  Mass. 

Red  Point  Corp.,  1907  Riverside  Drive,  Glendale  1, 
Calif. 

Stokes  Corp.,  F.  J.,  5500  Tabor  Rd.,  Philadelphia  20,  Pa. 


MACHINES-Marking 

Ackerman-Gould  Co.,  92  Bleecker  St.,  New  York,  N.  Y. 

Acromark  Co.,  323  Morrell  St.,  Elizabeth  4,  N.  J. 

Aerolab  Development  Co.,  330  W.  Holly  St.,  Pasadena, 
Calif. 

Annis  Co.,  R.  B.,  1101  N.  Delaware  St.,  Indianapolis, 
Ind. 

Apex  Machine  Co.,  14-13  118th  St.,  College  Point  56, 
N.  Y. 

Auto  Engraver  Co.,  P.  0.  Box  366,  Ridgefield,  Conn. 

Brady  Co.,  W.  H.,  727  W.  Glendale  Ave.,  Milwaukee  12, 
Wis 

Cosa  Corp.,  405  Lexington  Ave.,  New  York  17,  N  Y. 

Diamond-Union  Stamp  Works,  81  Washington  St.,  Boston 
8,  Mass. 

GILLIES  CO.,  INC.,  DUNCAN  M.,  66  Central  St.,  West 
Boylston,  Mass.  ADV.  PG.  586 

Heller  Rot^ts  Mfg  Corp.,  700  Jamaica  Ave.,  Brooklyn 
8,  N.  Y. 

High  Speed  Hammer  Co.,  Rochester,  N.  Y 

Hoffman  Co.,  P.  R.,  Carlisle,  Pa. 

Kingsley  Stamping  Machine  Co.,  Aircraft  Div.,  850 
Cahuenga  Blvd.,  Hollywood  38,  Calif 

Luma  Electric  Equipment  Co.,  P  0  Box  132,  Toledo  1, 
Ohio 

Markem  Machine  Co..  Keen*,  N.  H 

MARKWIK  MFG.  CO.,  INC.,  31  Sexton  Rd.,  Plainview, 
N  Y.  ADV.  PG.  22 

Marsh  Ste.ncll  Machine  Co,  46  Marsh  B'dg.,  Belleville, 
III 
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Uirtindjie  Electric  Co.,  Edgtwattr  Branch,  Boa  617, 
Cleveland  7,  Ohio. 

Matthewt  &  Co.,  James  H.,  3821  Forbes  Ave.,  Pitts¬ 
burgh  13,  Pa 

MEW  HERMES  ENGRAVING  MACHINE  CO.,  13-19 
University  Place,  Nevr  York  3,  N.  Y.  ADV.  PG.  865. 

Noble  6  Westbrook  Mfg.  Co.,  27  Westbrook  St.,  East 
Hartford  8,  Conn. 

Numberall  Stamp  A  Tool  Co.,  Huguenot  Park,  Staten 
Island  12,  N  Y. 

Organic  Development  Corp.,  Spectra-Strip  Oiv.,  10052 
Larson  Ave ,  Garden  Grove,  Calif. 

POPPER  &  SONS,  INC.,  300  Fourth  Ave  ,  New  York  10, 
N  Y  ADV  PG  581. 

PRECISE  MEASUREMENTS  CO.,  R  0  771,  Millbrook 
Rd.,  Flemington,  N.  J.  AOV.  PG.  503. 

Preis  Engraving  Machine  Co.,  H.  P.,  651  U.  S  Highway 
22,  Hillside,  N.  J. 

SwifI  A  Sons.  M.,  10  Love  Lane,  Hartford  1,  Conn. 


MACHINES-Morfufor  A  Avtematie  At$mmbly 

Acme  Precision  Products,  Inc.,  215  N.  Findlay  St., 
Dayton  3,  Ohio. 

Automation  Management,  Inc.,  Westboro,  Mass. 

Design  Tool  Corp.,  80  Washington  St.,  New  York  6, 
N  Y. 

FEDERAL  TOOL  ENGINEERING,  INC.,  1387  Pompton 
Ave,  Cedar  Grove.  N  J  AOV  PG.  54  3. 

Eyelet  Tool  Co.,  236  Broadway,  Cambridge,  Mast. 

Halm  Instrument  Co.,  Inc.,  Glen  Head  Hd.,  Glen  Head, 
N  Y. 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St,  North 
Bergen,  N.  J.  AOV.  PG.  10,  11. 

Minneapolis-Honeywell  Regulator  Co.,  Ordnance  Div.,  600 
2nd  St.,  N  ,  Hopkins,  Minn. 

Parker-Kalon  Oiv  of  General  American  Transporta¬ 
tion  Corp.,  Clifton,  N.  J. 

Proman  Corp,  17160  Hayes  St,  Grand  Haven,  Mich. 

Standard  Tool  A  MIg  Co.,  Arlington,  N.  J 

Taft-Peirce  MIg.  Co.,  32  Mechanic  Ave.,  Woonsocket, 
R  I. 

United  Shoe  Machinery  Corp.,  140  Federal  St ,  Boston  7, 
Mass. 


MACHINES-Phofocepy  A  Whifoprinf 

American  Photocopy  Equipment  Co.,  1920  W  Peterson, 
Chicago  26,  III. 

Bruning  Co.,  Inc.,  Charles,  1800  Central  Rd ,  Mt. 
Prospect,  III 

Eastman  Kodak  Co ,  143  State  St.,  Rochester  4,  N  Y 

General  Photo  Products  Co.,  Inc  ,  General  Photo  Bldg , 
15  Summit  Ave  ,  Chatham,  N.  Y. 

Haloid  Co.,  The,  6  Haloid  St.,  Rochester  3,  N  Y 

Oialld  Div  of  General  Aniline  A  Film  Corp.,  770  AnKO 
Rd.,  Johnson  City,  N  Y. 

Paraqon-Revolute  Corp.,  71  South  Ave.,  Rochester  4, 
N  Y 

Pease  Co.,  C.  F  ,  2601  W  Irving  Park  Rd  ,  Chicago,  III. 

Peck  A  Harvey  Mfg  Corp.,  5650  N  Western  Ave.,  Chi¬ 
cago  45.  Ill 

Peerless  Photo  Products,  Inc.,  Shoreham,  N  Y 


MACHINES-Pfoting 

Ramyr  Mfg  Co.,  1624  E.  First  St.,  Los  Angeles  23, 
Calif. 

Sel-Re>  Corporation,  Nutley  10,  N.  J. 


MACHINES— Prinfeel  Clrcwif,  Ouplieoriiif 
Haloid  Co.,  The,  6  Haloid  St.,  Rochester  J,  N.  Y. 
Wales-Strippit  Corp.,  Akron,  N.  Y. 


MACHINES— Printed  Clrcwit  Monufoctwrinp 
General  Research  A  Supply  Co.,  572  S.  Division  Ave., 
Grand  Rapids  3,  Mich. 


MACHINES- Printed  Cirevit,  Pwnefi,  Drill  etc. 

Auto  Engraver  Co.,  P.  0  Bov  366,  Ridgefield,  Conn. 
Dry  Screen  Process,  Inc.,  1016  Madison  Ave.,  Pittsburgh 
12,  Pa 

Wales-Strippit  Corp.,  Akron,  N  Y. 

Weideman  Machine  Co.,  4272  Wissahickon  Ave ,  Phila¬ 
delphia  32,  Pa. 


MACHINES— Record  Manufacturing 

Amthor  Testing  Instrument  Co.,  45A-53  Van  Sinderin 
Ave.,  Brooklyn  7,  N.  Y. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 


MACHINES— Semiconductor  Alonufocturing 

Eisler  Engineering  Co.,  Inc.,  751  S.  13th  St.,  Newark  3, 
N.  J. 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 
Bergen,  N.  J.  AOV,  PG.  10,  11. 

Stokes  Corp.,  F.  J.,  5500  Tabor  Rd.,  Philadelphia  20, 

Pa 

MACHINES- Sliock  Testing 

ASSOCIATED  TESTING  LABORATORIES,  INC.,  107 
Clinton  Rd.,  Caldwell,  N.  J  ADV.  PG.  569 
Avco  Mfg  Corp.,  Research  &  Advanced  Development 
Div.,  20  S.  Main  St.,  Lawrence,  Mass. 


PRODUCTS 


Baldwin-Lima-Hamilton  Corp.,  42  4th  Ave.,  Waltham, 
Mass. 

BARRY  CONTROLS,  INC.,  711  Pleasant  St.,  Watertown 
72,  Mass.  AOV  PG.  336. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Internatiorul  Equipment  Co.,  1284  Soldiers  Field  Rd., 
Boston  35,  Mass. 

INTERNATIONAL  RADIANT  CORP.,  Ill  New  York  Ave., 
Westbury,  N  Y.  ADV.  PG.  581. 

Jan  Hardware  MIg.  Co.,  Inc.,  75  N.  11th  St.,  Brooklyn 
11,  N  Y. 


MACHINES— Tube  ManirFocturing 

Associated  Engineering  A  Mfg  Corp.,  Glen  Ridge,  N  J. 
Eisler  Engineering  Co.,  Inc.,  751  S.  13th  St, 
Newark  3,  N.  J. 

Ewald  Instruments,  Route  7E,  Kent,  Conn. 

International  Rump  A  Machine  Works,  81  Dorsa  Ave., 
Livingston  N  J. 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St,  North 
Bergen,  N.  J.  AOV.  PG  10,  11 
Kent  Co,  F.  C.,  64  Howard  St.,  Irvington,  N.  J. 

Litton  Engineering  Laboratories,  P  0.  Boa  949,  Grass 
Valley,  Calif 

Pioneer  Machine  Works,  Inc.,  6136  Adam  St.,  West 
New  York,  N.J. 

Standard  Tool  A  Mfg  Co.,  Arlington,  N.  J. 


MACHINES— Vibration  Fatiguo  Toiling 

All  American  Tool  A  Mfg  Co  ,  8027  Lawndale,  Skokie, 
III 

ASSOCIATED  TESTING  LABORATORIES,  INC.,  107 
Clinton  Rd,  Caldwell,  N  J.  ADV  PG.  569. 

Baldwin-Lima-Hamilton  Corp.,  42  4th  Ave  ,  Waltham, 
Mass. 

Cosa  Corp.,  405  Levington  Ave.,  New  York  17,  N.  Y. 

Genisco,  Inc.,  22’T  F»deral  Ave,  Los  Angeles  64,  Calif 

Johnson  Associatars,  Walter  A,,  318  Norton  Ave.,  Endi- 
cott,  N  Y 

L  A.  8  Corp.,  Skaneatcles,  N  Y 

MB  Mfg  Oiv  of  Teatron,  Inc.,  P.  0.  Boa  1825,  New 
Haven  8,  Conn. 


MACHINES- Wiro-Cuf  ting 

Acme  PrKision  Products,  Inc.,  215  N.  Fmdlay  St  , 
Dayton  3,  Ohio 

Artos  Engineering  Co.,  2737  S  28th  St.,  Milwaukee, 
Wis. 

Associated  Engineering  A  MIg  Co  ,  Glen  Ridge,  N  J 

Avo  Ltd ,  Avocet  House,  92  96Vauahall  Bnd^  Rd., 
London  S.  W  1,  England 

Carpenter  Mfg  Co.,  Inc.,  P.  0  Boa  217,  Highbndge 
Rd  ,  OeWitt  14,  N  Y 

Eisler  Engineering  Co.,  Inc.,  751  S.  13th  St.,  Newark  3, 
N  J 

FEDERAL  TOOL  ENGINEERING,  INC.,  1387  Pompton 
Ave  Cedar  Grove,  N  J  ADV  PG  543 

Jennings  Machine  Corp.,  3452  Ludlow  St  ,  Philadelphia, 

Pa 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 
Bergen,  N  J  ADV  PG.  10,  11. 

Strempel  Instrument  Corp.,  R.  0.  1,  Lake  George,  N  Y 

Technical  Devices  Co.,  2346  Centinela  Ave.,  Los  Angeles 
64,  Calif 

MAGNETIC  ANALYSIS  EQUIPMENT 

Clevite  Corp.,  Teaas  Div  ,  3732  Wertheimer  Rd , 

Houston  6,  Teaas. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif 

Dice  Co.,  J.  W  ,  Englewood,  N.  J. 

General  Electric  Co.,  Apparatus  Sales  Div,  1  River  Rd., 
Schenectady  5,  N  Y. 

LI8RASC0PE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV  PG  125 

Mack  Electronics  Div.  of  Mack  Trucks,  Inc.,  Advanced 
Research  Lab.,  40  Leon  St  ,  Boston  15,  Mass. 

Magnetic  Analysis  Corp.,  42-44  12th  St.,  Long  Island 
City  1,  N  Y 

Perkin-Elmer  Corp  The,  Main  Ave  Norwalk,  Conn. 

RAWSON  ELECTRICAL  INSTRUMENT  CO.,  Ill  Potter 
St.,  Cambridge  42,  Mass.  AOV  PG.  457. 

Rese  Engineering  Corp.,  731  Arch  St.,  Philadelphia  6, 
Pa 

RIBET  A  DESJARDINS,  13-17  Rue  Perier,  Montrouge 
(Seme)  France  ADV  PG.  215-218 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Rost  Oak  Rd.,  P.  0  Bon  13058,  Houston  19,  Texas. 
AOV  PG.  347 

Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  15,  Pa. 


MAONniC  FLUX  METERS 
Sue  FlUXMETERS 

MAONETIZERS  AND  DEMAGNETIZERS 
AMERICAN  TIME  PRODUCTS,  INC.,  580  Fifth  Ave., 
New  York  36,  N.  Y  ADV  PG.  234 
Annis  Co.,  R.  B.,  1101  N.  Delaware  St.,  Indianapolis, 
Ind. 

Cinema  Engineering  Div.,  Aerovox  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif. 

Coils-Electronics  Co.,  2939-49  N.  2nd  St.,  Philadelphia 
33,  Pa. 


MAGNETS 


Consolidated  Radio  Products  Co.,  350  W.  Erie  St.,  Chi¬ 
cago  10,  III. 

CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W.  Oliver 
Bldg.,  P.  0.  Box  2518,  Pittsburgh  30,  Pa.  AOV. 
PG.  135. 

Dubrow  Development  Co.,  235  B  Penn  St.,  Burling¬ 
ton,  N.  J. 

Electro- Voice,  Inc.,  Buchanan,  Mich. 

General  Electric  Co.,  Magnetic  Materials  Section,  7780 
N.  Nef!  Pd.,  Edmore,  Mich. 

Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J. 

Ideal  Industries,  Inc.,  5103  Park  A  Borden  Aves.,  Syca¬ 
more,  III. 

INDIANA  STEEL  PRODUCTS  CO.,  Valparaiso,  Ind.  ADV. 
PG.  188 

Jadow,  Inc.,  B  ,  860  Broadway,  New  York  3,  N.  Y. 

JOBBINS  ELECTRONICS,  771  Hamilton  Ave.,  Menlo 
Park,  Calif  ADV.  PG  470. 

Klein-Eleclronics,  Leo,  2404  S.  La  Brea  Ave,  Los 
Ang-les  16,  Calif. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
AOV.  PG.  125. 

Luma  Electric  Equipment  Co.,  P.  0.  Box  132,  Toledo  1, 
Ohio. 

Magnetic  Analysis  Corp.,  42-44  12th  St.,  Long  Island 
City  1,  N  Y. 

Martindale  Electric  Co.,  Edgewater  Branch,  Box  617, 
Cleveland  7,  Ohio. 

MICROTRAM  CO.,  INC.,  145  E.  Mineola  Ave.,  Valley 
Stream,  N  Y  AOV.  PG.  436,  437. 

OPAO  ELECTRIC  CO.,  69-5  Murray  St ,  New  York  7, 
N  Y  ADV  PG.  521 

PERMAG  CORP.,  214  Taalfe  Place,  Brooklyn  5,  N  Y. 
ADV  PG  499 

RADIO  FREQUENCY  LABS,  INC,  Boonton  2,  N.  J. 
ADV  P(.  599 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54,  Mass  ADV  PG.  428,  429 

Sonar  Radio  '.  orp.,  3050  W  21st  St  ,  Brooklyn  24,  N.  Y. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd,  P.  0.  Box  13058,  Houston  19,  Texas. 
ADV.  PG.  347. 

Stancil-Hoffman  Corp.,  921  N.  Highland  Ave.,  Hollywood 
38.  Calif 

Taft-Peirce  Mfg  Co.,  32  Mechanic  Ave.,  Woonsocket, 
R  I 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  b.  N  Y  ADV.  PG  511 

Tensor  Flectrk  Development  Co.,  Centroid  Oiv.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y. 


MAGNETOMETERS 

See  INSTRUMENTS-Electrical  Measuring 

MAGNETOSTRICTION  DEVICES 
See  VIBRATORS— Ultrasonic 


MAGNETRONS 
See  TUBES 


MAGNETS— Permanent 

Allied  Products  Div  Hamilton  Watch  Co.,  Lancaster  Pa. 
ARNOLD  ENGINEERING  CO.,  Marengo,  III.  AOV.  PG. 
269  272 

Consolidated  Radio  Products  Co.,  350  W.  Erie  St.,  Chi- 
490  10.  Ill 

CRUCIBLE  STEEL  CO.,  OF  AMERICA.  Henry  W.  Oliver 
Bldg,  P.  0.  Box  2518,  Pittsburgh  30,  Pa.  AOV.  PG. 
135 

Ferricore.  Inc.,  250  South  St.,  Newark  5,  N.  J. 

General  Magnetic  Corp.,  10001  Erwin  Ave.,  Detroit  34, 
Mich 

Glaser-Sleers  Corp  ,  2  Main  St  ,  Bellevile  9,  N.  J. 
INDIANA  STEEL  PRODUCTS  CO.,  Valparaiso,  Indiana. 
ADV.  PG.  188 

General  Electric  Co.,  Magnetic  Materials  Section,  7780 
N.  Neff  Rd ,  Edmore,  Mich. 

Murex  ltd.,  Rainham,  Eisex,  England 
MULLARD  OVERSEAS  LTD.,  Milliard  House,  Torrington 
Place,  London,  W,  C.  1,  England.  ADV  PG.  148. 
NATIONAL  MOLDITE  CO.,  250  South  St.,  Newark  5, 
N  J  ADV.  PG.  335. 

PERMAG  CORP.,  214  Taafle  Place,  Brooklyn  5,  N.  Y. 
AOV  PG.  499 

Plamondon,  Jr.,  A  D.,  32  E.  Scott  St.,  Chicago  10.  III. 
Robins  Industries  Corp.,  214-26  41st  Ave.,  Bayside,  N.  Y. 
Stackpole  Carbon  Co.,  St.  Mary's,  Pa. 

Steward  Mfg.  Co.,  D.  M.,  3600  Jerrome  Ave.,  Chat- 
(.l.iooqa  1,  Tenn 

THOMAS  A  SKINNER.  INC.,  1122  E.  23rd  St.,  Indian¬ 
apolis  5.  Ind.  AOV.  PG  576. 

Westinghouse  Electric  Corp.,  P.  0  Box  868,  Pittsburgh 
30,  Pa. 

Yale  A  Towne  Mfg.  Co.,  Powdered  Metal  Products  Oiv., 
9335  Belmont  Ave,  Franklin  Park,  III. 


MANUFACTURERS'  REPRESENTATIVES 
Suu  Pagut  4S,  591  to  610 


MARKERS— Fruquunrv,  Microwave 
Suu  MICROWAVE  ACCESSORIES 
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MARKERS 


MARKERS-luminouf 

CANADIAN  RADIUM  &  URANIUM  CORP.,  630  Fifth  Ave., 
New  York  20,  N.  V.  AOV.  PG.  499. 

U.  S.  RADIUM  CORP.,  Hanover  &  Horse  Hill  Rd., 
Morristown,  N.  J.  ADV.  PG.  446. 


MARKERS-Wirc 

Ackerman-Gould  Co.,  92  Bleecker  St.,  New  York,  N.  Y. 

Acromark  Co.,  323  Morrell  St.,  Elizabeth  4,  N.  J. 

Actioncraft  Products,  8  Sasamore  Hill  Drive,  Port 
Washington,  N.  Y. 

Apex  Machine  Co.,  14-13  118th  St.,  College  Point  S6, 
N.  Y. 

Artos  Engineering  Co.,  2737  S.  28th  St.,  Milwaukee,  Wis. 

Brady  Co.,  W.  H.,  727  W.  Glendale  Ave.,  Milwaukee  12, 
Wis. 

Brand  &  Co.,  Inc.,  William,  41  North  St.,  Wlllimantic, 
Conn. 

Duramark,  Inc.,  2  Secatog  Ave.,  Port  Washington,  N.  Y. 

Electric  Cords  &  Supply  Co.,  413  E  Third  St.,  Los 
Angeles  13,  Calif. 

Genera!  Plastics  Corp.,  P.  0.  Box  1689,  Paterson,  N.  J. 

GILLIES  CO.,  INC.,  DUNCAN  M.,  66  Central  St ,  West 
Boylston,  Mass.  ADV.  PG.  586. 

Cries  Reproducer  Corp.,  151  Beechwood  St.,  New 
Rochelle,  N.  Y. 

Markal  Co.,  3052  W.  Carroll  Ave.,  Chicago  12,  III. 

MARKWIK  MFG.  CO.,  INC.,  31  Sexton  Rd.,  Plainview, 
N.  Y.  ADV.  PG.  22. 

Matthews  &  Co.,  James  H.,  3821  Forbes  Ave.,  Pitts¬ 
burgh  13,  Pa. 

North  Shore  Nameplate  Inc.,  214-27  Northern  Blvd., 
Bayside  61,  N.  Y. 

Organic  Development  Corp.,  Spectra-Strip  Olv.,  10052 
Larson  Ave.,  Garden  Grove,  Calif. 

Penn  Fibre  A  Specialty  Co.,  2020  E.  Westmoreland  St., 
Philadelphia  34,  Pa. 

Teletronic  Laboratories,  Inc.,  1835  W.  Rosecrans  Ave., 
Gardena,  Calif. 

Westline  Products  Div.  of  Western  Lithograph  Co.,  600 
E.  Second  St.,  Los  Angeles  54,  Calif. 

Zippertubing  Co.,  The,  752  S.  San  Pedro,  Los  Angeles, 
Calif 


MARKING  STAMPS 
Sm  STAMPS-Morking 

MASKS— Aperture 

See  PARTS  For  COLOR  TV  TUBES 

MASKS-Tefeviaion 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y. 

Bolta  Products  Div.,  General  Tire  &  Rubber  Co., 
Lawrence,  Mass. 

Croname,  Inc.,  1747  Grace  St.,  Chicago  13,  III. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

JOHNSON  &  HOFFMAN  MFG.  CORP.,  31  E  Second 
St.,  Mineola,  N.  Y.  AOV.  PG.  242. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Rooiar  Plastics,  Inc.,  1309  E.  Main  St.,  St.  Charles,  111. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Davis- 
ville.  Pa.  AOV.  PG.  472. 

Smith  Mfg.  Co.,  J.  A  H.,  Little  Britain  Rd.,  New¬ 
burgh  N.  Y. 

SOMERS  BRASS  CO.,  94  Baldwin  Ave.,  Waterbury, 
Conn.  ADV.  PG  575. 

Waldom  Electronics,  Inc.,  4625  W.  53rd  St.,  Chicago 
32,  III. 

MASTS— Antenna 

See  alto  ANTENNA  TOWERS  t  SUPPORTS 

Alpar  Manufacturing  Corp.,  2910  Spring  St.,  Redwood 
City,  Calif. 

ANDREW  CORP.,  363  E.  7Sth  St.,  Chicago  19,  III. 
AOV.  PG.  50. 

Brach  Div.,  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Channel  Master  Co.,  Ellenville,  N.  Y. 

Clear  Beam  Television  Antenna  Co.,  21341  Roscoe  Blvd., 
Canoga  Park,  Calif. 

Davis  Electronics,  P.  0.  Box  1247,  4002  Burbank  Blvd., 
Burbank,  Calif. 

Gonset  Div.,  Young  Spring  A  Wire  Corp.,  801  S.  Main 
St.,  Burbank,  Calif. 

Kenwood  Engineering  Co.,  Inc.,  265  Colfax  Ave.,  Kenil¬ 
worth,  N.  J. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Peterson  A  Neville,  Inc.,  365  Dorchester  Ave.,  Boston 
27,  Mass. 

Premax  Products  Div.,  Chisholm-Ryder  Co.,  Inc.,  High¬ 
land  A  College  Aves.,  Niagara  Falls  2,  N.  Y. 

ROHN  MFG.  CO.,  116  Limestone,  Bellevue,  Peoria,  111. 
ADV.  PG.  587. 

MECHANICAL  TOOLS 

S««  TOOLS— Hand  or  Mochanical 

MEOAPMONES-Elactranic 

Audio  Equipoxht  Co.,  Inc.,  805  Middle  Neck  Rd.,  Great 
Neck,  N.  Y. 


Biudworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

Bogen  Co.,  David,  P.  0.  Box  500,  Paramus,  N.  J. 

Measurement  Engineering,  Ltd.,  Arnprior,  Ontario,  Can¬ 
ada. 

Motorola  Communications  A  Electronics,  Inc.,  4501 
Augusta  Blvd.,  Chicago  51,  III. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cam¬ 
bridge,  England. 


MEOOHMMETERS 

So*  INSTRUMENTS-Eloctricol  Measuring 


MECOHMMETERS-Vacuum  Tube 

Alpha  Instrument  Co.,  43  Hempstead  St.,  New  Lon¬ 
don  Conn. 

ASSOCIATED  RESEARCH,  INC.,  3788  W.  Belmont  Ave., 
Chicago  18,  III.  ADV.  PG.  477 

Belleville-Hexem  Corp.,  638  University  Ave.,  Lot  Gatos, 
Calif. 

Bruel  A  Kjaer  Naerum,  Denmark 

COMMUNICATION  MEASUREMENTS  LAB.,  INC.,  350 
Leland  Ave.,  Plainfield,  N.  J.  ADV.  PG.  534 

Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N  Y.  AOV.  PG.  24. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG  178,  179 

Industrial  Instruments,  Inc.,  89  Commerce  Rd.,  Cedar 
Grove,  N.  J. 

INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP  , 
INDUSTRIAL  PRODUCTS  DIV,  INSTRUMENTS,  250 
Garibaldi  Ave  ,  Lodi,  N.  J.  AOV  PG.  408. 

KEITHLEY  INSTRUMENTS,  12415  Euclid  Ave.,  Cleve¬ 
land  6,  Ohio.  ADV  PG.  274. 

Kuijian  Corp.,  The,  Electronics  Div.,  1200  N  Broad  St., 
Philadelphia  21,  Pa. 

MacLeod  A  Hanopol,  Inc.,  10  Roland  St.,  Charlestown 
29,  Mass. 

MEASUREMENTS  DIV.,  McGRAW-EDISON  CO.,  Boonton, 
N.  J.  ADV.  PG.  564,  565 

Radiometer,  72  EmdrupveJ,  Copenhagen  NV-1,  Denmark 

Slaughter  Company,  Piqua  9,  Ohio 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas 
ADV  PG.  347 

STICHT  CO.,  INC.,  HERMAN  H.,  27  Park  Place,  New 
York  7,  N.  Y  ADV  PG.  585. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N  J.  ADV.  PG.  346. 


MEMORY  SYSTEMS 

Beck's,  Inc.,  298-300  E.  Filth  St.,  Saint  Paul  1,  Minn. 

Bryant  Gage  A  Spindle  Div.,  Box  620,  Springfield,  Vt 

C  K  Components,  Inc.,  101  Morse  St.,  Newton  58,  Mass 

COMPUTER  CONTROL  CO.,  INC.,  92  Broad  St.,  Welles¬ 
ley  57,  Mass.  AOV.  PG.  481 

OaUscan,  Inc.,  48  Notch  Rd.,  Little  Falls,  N.  J 

Davies  Laboratories  Div.,  tMinneapolis-Honeywell  Regu¬ 
lator  Co.,  10721  Hanna  St.,  Beltsville,  Md. 

Oaystrom  Systems  Div.  of  Oaystrom,  Inc  ,  5640  La  Jolla 
Blvd  ,  La  Jolla,  Calif 

GENERAL  CERAMICS  CORP.,  Keasbey,  N  J  ADV  PG 
133 

General  Transistor  Western  Corp.,  6110  Venice  Blvd.,  Los 
Angeles  34,  Calif. 

Industrial  Electronic  Engineers,  3973  Lankershim  Blvd., 
North  Hollywood,  Calif. 

Mack  Electronics,  Div.  of  Mack  Trucks,  Inc.,  Advanced 
Research  Lab.,  40  Leon  St.,  Boston  15,  Mass 

Magnetics  Research  Co.,  255  Grove  St.,  White  Plains, 
N.  V. 

MIDWESTERN  INSTRUMENTS,  41st  A  Sheridan  Rd., 
Tulsa,  Okla.  ADV.  PG.  9. 

Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III. 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnyside  Blvd, 
Plainview,  N.  Y.  ADV.  PG.  545. 

Radiation  Counter  Laboratories,  Inc.,  5121  W  Grove 
St.,  Skokie,  III. 

RADIO  CORP.  OF  AMERICA,  RCA  SEMICONDUCTOR  A 
MATERIALS  DIV.,  Somerville,  N.  J.  AOV.  PG  440, 
441,  Third  A  Fourth  Covers  A  Preceding  Insert 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  V. 


MESH-Kniffad  Wire 

TUBINO— Woven  or  Knitted  Wira 


METAL  CONES-Televitien 
See  CONES— Metal  Television 


METAL  PARTS-Suefiings 

ABALON  PRECISION  MFG.  CORP.,  540  Casanova  St., 
Bronx  59,  N.  Y.  AOV.  PG.  546. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

Amatom  Electronic  Hardware  Co.,  Inc.,  88  Drake  Ave., 
New  Rochelle,  N.  Y. 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N.  Y.  AOV.  PG.  476. 

Autoscrew  Co.,  216-222  W.  18lh  St.,  New  York,  N.  Y. 


1958-1959  LISTINGS  of 


BEAD  CHAIN  MANUFACTURING  CO.,  THE,  110  Moun- 
tain  Grove  St.,  Bridgeport  5,  Coon  AOV  PG.  517 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia 
St.,  Meriden,  Conn. 

Conrad  A  Moser,  2  Borden  Ave.,  Long  Island  City  1, 
N.  Y. 

Eastern  Specialty  Co.,  Philadelphia  40,  Pa 

Elzee  Metal  Products  Co.,  Inc ,  779  39th  St.,  Brooklyn 
32,  N.  Y. 

Eugene  Engi.ieering  Co.,  Inc.,  1217  Hyde  Park  Ave, 
Hyde  Park  36,  Mass 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N  Y. 

Gries  Reproducer  Corp.,  151  Beechwood  St.,  New 
Rochelle,  N.  Y. 

Haynes  Stellite  Co.,  Div.  of  Union  Carbide  Corp  ,  30  E. 
42nd  St.,  New  York  17,  N.  Y. 

Heldor  Mfg  Corp.,  238  Lewis  St.,  Paterson,  N.  J 

Henry  and  Miller  Industries,  Inc.,  675  Garfield  Ave., 
Jersey  City  5,  N  J. 

I.  E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12, 
III. 

Jan  Hardware  Mfg  Co.,  Inc.,  75  N.  11th  St.,  Brooklyn 
11,  N  Y 

Litton  Industries,  Components  Div.,  5873  Rodeo  Rd , 
Los  Angeles  16,  Calif. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 

44,  Pa. 

Nevada  Air  Products  Co.,  P  D  Box  2472,  Reno,  Nev 

Norrich  Plastics  Corp.,  107-109  W  18th  St,  New 
York  11,  N  Y 

P  I  C  Design  Corp.,  477  Atlantic  Ave.,  East  Rockaway, 
N.  Y 

Peerless  Prodocts  Industries,  812  N.  Pulaski  St.,  Chicago 
51,  III 

Precision  Metal  Products  Co.  of  Malden,  41  Elm  St., 
Stoneham  80,  Mass 

Red  Devil  Mfg  Co.,  1402  N  Ogden  Ave  ,  Chicago  10, 
III 

REEVES  INSTRUMENT  CORP.,  227  E  9lst  St.,  New 
York  28,  N.  Y.  AOV.  PG  433. 

St.  Marys  Carbon  Company,  State  Rd ,  St.  Marys,  Pa 

Sinclair  Mfg  Co.,  Chartley,  Mass 

Strickland  Engineering  Co.,  Inc.,  177  Austin  St.,  New- 
tonville.  Mass. 

U.  S.  Graphite  Co.,  Div.  of  The  WIckes  Corp.,  Saginaw 
32,  Mich 

Wrought  Washer  Mfg  Co.,  2264  S.  Bay  St  ,  Milwaukee 
7,  Wit. 


METAL  PART$-Caifin«s 

Acme  Tool  A  Specialties  Co.,  224  N  Loomit  St.,  Chi¬ 
cago  7,  III. 

Aintworth-Preclsion  Castings  Co.,  3200  Guardian  Bldg , 
Detroit  26,  Mich. 

AIRTRON,  INC.,  1101  W  Elizabeth  Ave,  Linden.  N  J. 
ADV  PG.  516 

Alloy  Precision  Casting  Co.,  E.  45th  St  A  Hamilton 
Ave.,  Cleveland  14,  Ohio. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City.  N  J 
Aluminum  Co  of  America,  Alcoa  Bldg,  Pittsburgh  19, 

Pa 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N  Y. 
Bean  A  Co.,  Morris,  Yellow  Springs,  Ohio 
Beryllium  Curp.,  P  0.  Box  1462,  Reading,  Pa. 
Connecticut  Telephone  A  Electric  Corp.,  70  Britannia 
St.,  Meriden,  Conn. 

Conrad  A  Moser.  2  Borden  Ave.,  Long  Island  City  1, 
N  Y. 

CRUCIBLE  STEEL  CO.  OF  AMERICA.  Henry  W  Oliver 
Bldg  ,  P  0  Box  2518,  Pittsburgh  30,  Pa  AOV. 
PG  135 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb.  AOV. 
PG.  194,  195 

Oollin  Corp.,  630  S  21st  St.,  Irvington  11,  N  J. 

Dow  Chemical  Co.,  The,  Midland,  Mich. 
ECLIPSE-PIONEER  DIV.,  BENDIX  AVIATION  CORP., 
Teterboro.  N.  J  AOV  PG  81-88 
Electric  Auto-Lite  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio. 

Eugene  Engineering  Co.,  Inc.,  1217  Hyde  Park  Ave., 
Hyde  Park  36,  Mast 

Gries  Reproducer  Corp.,  151  Beechwood  St.,  New 
Rochelle,  N.  Y. 

Haynes  Stellite  Co.,  Div  of  Union  Carbide  Corp.,  30  E. 

42nd  St.,  New  York  17,  N  Y. 

Hitchiner  Manufacturing  Co.,  Inc.,  P  0  Box  340, 
Milford,  N.  H. 

I.  E  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12, 
III. 

Jan  Hardware  Mfg.  Co.,  Inc.,  75  N  llth  St.,  Brooklyn 
11,  N.  Y. 

Kerrco  Products,  Box  228,  Havelock  St.,  Lincoln,  Neb. 
Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind 

STEEL  HEDDLE  MFG.  CO.,  2100  W.  Allegheny  Ave., 
Philadelphia  32,  Pa.  ADV.  PG.  541. 

Strickland  Engineering  Co.,  Inc.,  177  Austin  St.,  New- 
tonville.  Mass. 

Teiner  Engineering  Corp.,  116  Madison  St.,  Malden, 
Mass 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 


METAL  PARTS-Confacfa 
Sea  CONTACTS-Ilacirical 
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ELECTRONIC  and  ALLIED 


METAl  PARTS -Omp  Drown 

ABALON  PRECISION  MFC.  CORP..  S40  Caunma  St., 
Bronx  S9,  N.  Y  AOV.  PG.  S46 
Ainsoorth-Prcciiion  Castings  Co.,  3200  Guardian  Bldg., 
Detroit  26,  Mich. 

Aluminum  Co.  ol  America,  Alcoa  Bldg.,  Pittsburgh  19, 
Pa. 

American  Aluminum  Co.,  230  Sheffield  St.,  — C,  Moun¬ 
tainside,  N.  J. 

American  Brass  Co.,  414  Meadow  St.,  Waterbsirir  20, 
Conn. 

Art-Lloyd  Metal  Products  Corp.,  2973  Cropsey  Are, 
Brooklyn  14,  N  Y 

ART  WIRE  A  STAMPING  CO.,  227  High  St.,  Newark  2, 
N.  J  ADV.  PG  8. 

Associated  Foqineering  &  MIg.  Co.,  Glen  Ridge.  N  J. 
BELMET  PRODUCTS,  INC.,  S03  Morgan  Are  Brooklyn 
22,  N  Y  ADV  PG  235. 

Chase  Br.sss  A  Copper  Co.,  Inc  ,  236  Grand  St.,  VYater- 
bury  20,  Conn. 

Coils-Electronics  Co.,  2939-49  N  2nd  St.,  Philadelphia 

33,  Pa. 

Dow  Cheinicsl  Co..  The,  Midland,  MiCh 
Fastern  Tool  A  Specialty  Co.,  1  Montgomery  St  . 
Belleville  9.  H  J. 

flyee  Met.tl  Products  Co.,  Inc.,  779  19th  St.,  Brooklyn 
32.  N  Y. 

Farwell  Metal  Fabricating,  75  W  Fairfteld  Are.,  St 
Paul  7,  Minn 

General  Aviation  A  Electronics  Mfg  Co.,  Inc.,  179 
Berger  St.,  Wood  Rid'ie,  N  J 
Gray  Mfg  Co.,  16  A'bor  St  ,  Hartford.  Conn. 

HK  Metal  Craft  Mfg.  Corp  ,  3775  Tenth  Ave  ,  New  York 

34,  N.  Y 

Halliburton,  Inc.,  4724  S.  Boyle  Ave.,  Lot  Angeles  58. 
Calif. 

Helder  M'g  Corp.,  238  Lewis  St..  Paterson  N  J. 

Henry  and  Miller  Industries.  IrK.,  675  Garfield  Ave., 
.terse,  City  5,  N  J 

HUDSON  TOOL  A  DIE  CO.,  118  S  14th  St..  Newark. 

N  J  AOV  PG  201. 

I  E  Msnijfa:turin9,  125  N  Hoyrre  Ave.  Chic.igo  12, 
III 

Jan  Hardware  Mfg.  Co.  Inc.,  75  N  11th  St..  Brooklyn 
11,  N  Y 

JOHNSON  A  HOFFMAN  MFG  CORP.,  31  E  Second  St.. 

Mlneola.  N.  Y.  AOV  PG  242. 
kaupp  A  Sons,  C.  6  ,  32  Newark  W,iy,  Maplewood,  N.  J. 
King  Labor.storles.  Inc.,  127  Solar  St.,  Syracuse  1.  N  Y. 
Kling  Metal  Spinning  Co.,  247  Centre  St  ,  New  York  11, 
N  Y. 

longren  Aircr.sft  Co..  Inc.  24751  Crenshaw  Blvd., 
Torrance,  Calif. 

Master  Mechanics  MIg  Co..  Inc  ,  541  Siath  Ave.,  New 
York  11.  N  Y. 

Metpro,  Inc.,  P  I.,  230  Toronto  Ave.,  Providence.  R.  I. 
North^n  Metal  Products  Co.,  9597  W  Graid  Ave., 
Franklin  Park,  |t| 

Olin  Mathlesrn  Chemical  Corp..  460  Park  Ave,  New 
York  22,  N  Y. 

Olln  M.alhirs9n  Chemical  Corp.,  Western  Br.rss  Mills 
Oiv.,  East  Alton,  III 

Paul  A  Beekm.in,  Inc.,  1801  Courtland  St.,  Philadelphia 
40.  P.s 

REF  ManufaMurIng  Corp,  Jericho  Turnpike  Mmeola, 
N  Y 

Repath  PacIBc  Olv  of  Arno'd  Engineering  Co.  641  E. 

61st  St  ,  Los  Angeles  1  Calif 
Romac  Products  Co  .  48-01  25th  Ave  Long  Island 

City  1  N  Y 

ROSS  METALS  CO..  MILTON,  505  Davisv.llr  Rd..  Davis- 
vine.  Pa  ADV  PG  472 
Sinclair  MIg.  Co ,  Chartley.  Mass. 

Stanley  Pressed  MetsI  Div  ol  The  Stanley  Works,  New 
Britain.  Conn. 

Stanley  Works,  The.  New  Britain,  Conn 
Staver  Co.,  Inc.,  The,  41  N  Savon  Ave.,  Bay  Shore, 
N  Y 

Strickland  Engineering  Co.,  Inc.,  177  Austin  St  ,  New- 
tonvillr  Mass 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  OIV., 
Warren  Pa  ADV.  PG  632 
U  M  A  F  Manufacturing  Co.,  10929  Vanowen  St, 
North  Hollywood,  Calif. 

United  Aircr.sft  Products,  Inc,  1116  Bolander  Ave., 
Dayton  1,  Ohio 

UNITEO-CARR  FASTENER  CORP.,  Cambridge  42.  Moss 
AOV  PG  78. 

Wade  Electric  Products  Co.,  400  Jacob  St.,  Sturgis, 
Mich. 

Walter  Co.,  Inc.,  S,  1400  Atlantic  Ave.,  Brooklyn  16, 
N  Y 

Westinghouse  Electric  Corp.,  Lamp  Oiv.,  Bloomfield, 
N  J. 

Worcester  Pressed  Steel  Co.,  100  Barber  Ave.,  Worcester 
6,  Mass. 

Zero  Mfg  Co,  1121  Chestnut  St.,  Burbank  71,  Calif. 


METAl  PARTS-lomirHifed 

Alloys  Unlimited  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N  Y 

Bar-R.iy  Products,  Inc.,  210  25th  St.,  Brooklyn  32, 
N.  Y. 

General  Aviation  A  Electronics  MIg.  Co.,  Inc.,  179 
Derger  St.,  Wood-Ridgr,  N  J 
GENERAL  FINDINGS  A  SUPPLY  CO.,  INDUSTRIAL  DIV., 
Attleboro,  Mass.  ADV  PG.  275 
HK  Metal  Craft  Mfg  Corp.,  3775  Tenth  Ave.,  New 
York  34.  N  Y. 


PRODUCTS 


METAL  PARTS 


Henry  A  Miller  Industries,  Inc.,  675  Ga-field  Ave., 
Jersey  City  5,  N.  J. 

Longren  Aircraft  Co.,  Inc.,  24751  Crenshaw  Blvd., 
Torrance,  Calif. 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mass. 

REF  Manufacturing  Corp.,  Jericho  Turnpike.  Mineola. 
N  Y 

Sinclair  Mfg.  Co.,  Chartley,  Mass 

Standard  Metals  Corp,  Bra.id  A  Whitmg  St.,  North 
Attleboro,  Mass 

Stavrr  Co.,  Inc.,  The,  41  N  Saxon  Ave.,  Bay  Shore, 
N.  Y. 

U  M  A  F  Manufacturing  Co.,  10929  Vanowen  St., 
North  Hollywood,  Calif. 

Westinghouse  Electric  Corp.,  P  0.  Box  868,  Pittsburgh 
30,  Pa 


METAl  PARTS-  teed 

Accurate  Specialties  Co.,  Inc.,  37-118  57th  St,  Wood- 
side  77,  N  Y. 

Alloys  Unlimited  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 
Anchor  Metal  Co.,  966  Meckrr  Ave.,  Brooklyn  22,  N  Y. 
A<!K.ated  Engineering  A  M<g.  Co.,  Glen  Ridge,  N.  J 
Bar-Ray  Products,  Inc.,  210  25th  St.,  Brooklyn  32, 

N  Y 

Kling  Metal  Spinning  Co.,  247  Centre  St.,  New  York, 
N  Y 

National  Lead  Co.,  Ill  Broadway,  New  York  6,  N.  Y. 
Norrich  Plastics  Corp.,  107-109  W  IBth  St.,  New 
York  11,  N  Y 

STAR  EXPANSION  PRODUCTS  OIV.  OF  STAR  PRE¬ 
CISION  DEVICES,  INC.,  P  0  Eox  108,  MounUin- 
V  He,  N  Y.  ADV.  PG.  506 

Staver  Co.,  Inc.,  The,  41  N  Saxon  Ave  ,  Bay  Shore, 
N.  V 


METAl  PARTS-Powdered 

Dow  Chemical  Co.,  The,  Midland,  Mich 

ENGELHARD  INDUSTRIES,  INC  (H  A  WILSON  DIV.), 
113  Astor  St.,  Newark  5,  N.  J  AOV  PG  329 

Ft.ricofc,  Inc  ,  250  Sculn  St,,  Newatk  5,  N  J 

GIBSON  ELECTRIC  CO.,  Bov  535,  Delmont,  Pa  AOV 
PG.  186 

Goldt'iiith  Bros.  Smelting  A  Refining  Co.,  Ill  N  Wabash 
Ave  Chicau  2.  IH. 

KEYSTONE  CARBON  CO.,  INC.,  Saint  Marys,  Pa  AOV. 
PG  II 

htallory  A  Co.,  Inc.,  P  R.,  34  S.  Gray  St  ,  Indianapolis 
6,  Ind. 

L  ai  sol  Cer.tmics  Co.,  140  Little  St.,  Belleville,  N.  J 

Nectid  (Canada)  Ltd,  10  Vansco  Rd.,  Etobicoki,  Toron¬ 
to  14,  Out 

R.ybcrtos-Manhatt.in,  Inc.,  61  Willett  St.,  Passaic,  N  J 

St.  Mary's  Carbon  Company,  State  Rd.,  St  Marys,  Pa 

Superior  Carbon  Products  Co.,  9115  George  Arc.,  Cleve- 
lanj  5,  Ohio. 

U  S.  Graphite  Co.,  Div  of  The  Wickes  Corp.,  Sagmaw 
32,  Mich. 

Yale  A  Towne  Mfg.  Co.,  Powdered  Metal  Products  Div., 
9335  Belmont  Ave.,  Franklin  Park,  III 


METAl  PARTS— Serewr  Mochina 

ABALON  PRECISION  MFG.  CORP.,  540  Casanova  St  , 
Bro'  1  59,  N  Y.  AOV  PG.  546 

Acme  Tool  A  Specialties  Co.,  224  N.  Loomis  St., 
Chicago  7,  III. 

AerotroTi  Supply  Co.,  B504  S.  Normandie  Ave  ,  Los 
Angeles  44,  Calif. 

Allied  Products  Div.  Hamilton  W.itch  Co.,  Lai  C-vster,  Pa. 

AMmeUI  Screw  Products  Co.,  Inc.,  821  Stewart  Ave  , 
Garden  City,  N  Y. 

Alunimum  Co.  of  America,  Alcoa  Bldg.,  Pittsb.irgh  19, 
Pa. 

An.'tom  Electronic  Hardware  Co.,  inc.,  88  Drake  Ave., 
New  Rochelle,  N  Y. 

American  Hinge  Coep.,  206  Wallabout  St.,  Brooklyn  6, 
N  Y 

Anti-Corrosive  Metal  Products  Co.,  Castleten-on-Hudson, 
N.  Y. 

Associated  Engineering  A  MIg.  Co.,  Glen  R.ugc,  N.  J. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N.  Y  AOV  PG.  476 

AUTOMATIC  METAL  PRODUCTS  CORP.,  315  Bt-ry  St  , 
Brooklyn  11,  N  Y.  AOV.  PG.  500. 

Autoscrew  Co.,  216-222  W  18th  St.,  New  York.  N.  Y. 

Bernco  Engineering  Corp.,  2320  S.  Tibbs  Ave.,  Indian¬ 
apolis,  Ind. 

Bill  Jack  Scientific  Instrument  Co.,  P.  0  Bov  C-3,  Solana 
Beach.  Calif 

BOWMAR  INSTRUMENT  CORP.,  6000  Bluffton  Rd.,  Fort 
Wayne,  Ind  ADV  PG.  484 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave, 
Cambridge  38,  Mast.  AOV.  PG.  74 

Chase  Brass  A  Copper  Co.,  Inc.,  236  Grand  St.,  Water- 
h  y  20,  Conn 

COAXIAL  CONNECTOR  CO.,  INC.,  3>  N  Second  Ave  , 
Mt.  Vernon,  N  V.  ADV.  PG.  572. 

Dalmore  Corp.,  47  Prospect  St.,  Woburn.  Mass. 

Eastern  Specialty  Co.,  Pl.iladelphii  40,  Pa 

Electronic  Parts  Mfg,  Co.,  I  >c.,  508-10  2bth  Si,  Union 
City,  N.  J 

Eliee  Metal  Products  Co.,  Inc.,  779  39th  St,,  Brook¬ 
lyn  32,  N.  ¥. 

Eugene  Engineering  Co.,  Inc,,  1217  Hyde  Park  Ave., 
Hyde  Park  36,  Mats. 

FEDERAL  SCREW  PRODUCTS,  INC.,  3917  N  Kediie 
Ave.,  Chicago  18,  III.  ADV  PG  508. 


Geartronics  Corp.,  56  Nashua  St.,  Woburn,  Mass. 
GENERAL  COMPONENTS  INC.,  225-229  E.  144th  St., 
New  York  51,  N.  Y.  ADV.  PG.  574. 

Goe  Engineering  Co.,  219  S.  Mtdnik  Ave.,  Los  Angeles 
22,  Calif 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Greer  Stop  Nut  Co.,  2620  W.  Flournoy  St.,  Chicago  12, 


III. 


Haydu  Electronic  Products,  lr»C.,  1426  W.  Front  St., 
Plainfield,  N.  J. 

henry  and  Milter  Industries,  Inc.,  675  Garfield  Ave., 
Jersey  City  5,  N.  J 

I.  E.  Manufacturino.  325  N.  Hoyne  Ave.,  Chicago  12,  IH. 


Kings"  Llectronics  Co.,  40  Marbledale  Rd.,  Tuckahoe, 
N  Y. 

lamson  A  Sessions  Co.,  The,  5000  Tiedeman  Rd  ,  Cleve¬ 
land  9,  Ohio. 

Litton  Industries,  Components  Div.,  5873  Rodeo  Rd., 
Los  Angeles  16,  Calif. 

Massachusetts  Gear  A  Tool  Oiv.  of  Geartronics  Corp.,  6 
Nashua  St.,  Woburn,  Mass. 

Master  Mechanics  Mfg.  Co.,  Inc.,  541  Sixth  Ave.,  New 
York  11,  N.  Y. 

Maurer,  Inc.,  J.  A.,  37-01  3Hl  St.,  Long  Island  City  1, 


Moioed  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

Moody  Machine  Products  Co.,  Inc.,  39  Dudley  St.,  Provi¬ 
dence  5,  R.  1. 

Nat.cnil  Coil  Co.,  P.  0.  Box  1237,  Sher.dan,  Wyo. 
NatiO'.al  Screw  A  Mfg.  Co.,  The,  Cleveland  4,  Ohio. 
Nevada  A.r  Products  Co.,  P.  0.  Box  2472,  Reno,  Nev. 
Morrich  Plast.es  Corp.,  107-109  W.  18th  St.,  New  York 
11,  NY. 

Northwestern  Tools,  Inc.,  117  Hollier  Av*.,  Dayton  3, 


Chij. 

Ivylock  Corp.,  The,  bll  Industrial  Ave.,  Parimus,  N.  J. 

GAS  Research,  Inc.,  1811  Bannard  St.,  Riverton,  M.  J. 

Peerless  Products  Industries,  812  N.  Pulaski  St.,  Chi¬ 
cago  SI,  HI. 

Permoriite  MIg.  Co.,  444  N  Lake  Shore  Drive,  Chicago 
11,  HI. 

Pflegrr  Products.  3901  W  54th  St.,  Lot  Angeles  43, 
Calif. 

Precise  Instrument  Parts  Co.,  4520  San  Fernando  Rd., 
Glendalr  4,  Calif. 

PreciS.on  MetuI  Products  Co.  of  Malden,  41  Elm  St^ 
Slo  enam  80,  Mass. 

Ren  Devil  Mfg.  Co.,  1402  N.  Ogden  Ave.,  Chicago  10, 
HI 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  Y.  ADV.  PG.  433. 

Rem.er  Company,  2101  Bryant  St.,  San  Francisco  10, 
Calif. 

Research  Development  Manufacture,  Inc.,  429  E.  CoHom 
St.,  PhiUdelphia  44,  Pa. 

Rosan,  Inc.,  2901  West  Coast  Highway,  Newport  Beach, 
Calif 

ROSS  METALS  CO.,  MILTON,  505  OavisviHe  Rd  ,  Oavis- 
ville.  Pa  ADV.  PG.  472. 

SEALECTRO  CORP.,  610  Fayette  Ave.,  Mamaroneck, 
N  Y.  AOV.  PG.  510. 

Sinclair  Mfg.  Co.,  Chartley,  Mass 

Smith,  Inc.,  Herman  H  ,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

Standard  Screw  Co.  (Chicago,  HMS,  A  Western  Divs.), 
2801  Washington  Blvd.,  Bellwood,  HI. 

Stanley  Works,  The,  New  Britain,  Conn. 

:teel  Co.,  Herman  0.,  Lalayette  Bldg.,  Philadelphia  6, 

Pa 

STEEL  HEDDLE  MFG.  CO.,  2100  W.  Allegheny  Ave., 
Phiiadtipnia  32,  Pa  ADV.  PG.  541 

Stevens-Wald.n.  Inc.,  475  Shrewsbury  St.,  Worcester  4, 
Mass 

Strickland  Engi, leering  Co.,  Inc.,  177  Austin  St.,  New- 
tonvilie.  Mass. 

Torrir.gton  Co.,  59  Field  St.,  Torrington,  Conn 

Tru-Canne:tar  Corp.,  416  Union  St.,  Lynn,  Mass. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdalc,  N.  V. 
AOV.  PG.  228. 

WaHftam  Screw  Co.,  Waltham,  Mass 


METAl  PARTS— Small  Mofal  Sfempfiigs 

AA  Metal  Products,  Inc.,  154  Elliott  St.,  Box  716, 
Brattleboro,  Vt. 

A  A  P  Metal  Products  Mfg.  Corp.,  Ill  Bloomingdale 
Rd.,  Hicksvtlle,  N.  V. 

A  R  F  Ptod.  cts,  Inc.,  7627  Lake  St.,  River  Forest,  HI. 

ABALON  PRECISION  MFG.  CORP.,  540  Casanova  St., 
Bronx  59,  N.  Y.  ADV.  PG.  546. 

Accurate  Electronics  Corp.,  Oept.  G,  169  Abbe  Rd.,  S., 
Elyria,  Ohio 

Accurate  Specialties  Co.,  Inc.,  37-116  57th  St.,  Wood- 
side  77,  N.  Y. 

Accurate  Spring  Mfg.  Co.,  3811  W.  Lake  St.,  Chicago, 
III. 

Acme  Tool  A  Specialties  Co.,  224  N.  Loomis  St.,  Chi¬ 
cago  7,  HI. 

Acromark  Co.,  323  Morrell  St.,  Elizabeth  4,  N.  J. 

Admiral  Tool  A  Mfg.  Co.,  2354  N.  Clybourn,  Chicago, 
III. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

Amsworth-Precision  Castings  Co.,  3200  Guardian  Bldg, 
Detroit  26  Mich. 

AIRPAX  PRODUCTS  CO.,  Middle  River,  B.iltimore  20, 
Md  ADV  PG  229-232 
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1958-1959  LISTINGS  of 


METAL  PARTS 


Alcan  Metal  Products,  Inc.,  1750  N.  Kimball  Ave., 
Chicago  47,  111. 

Algo,  Inc.,  ZSl  West  St.,  South  Hackensack,  N.  J. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 
Amatom  Electronic  Hardware  Co.,  Inc.,  88  Drake  Are., 
New  Rochelle,  N.  Y. 

American  Aluminum  Co.,  2J0  Sheffield  St.,-C,  Moun¬ 
tainside,  N.  J. 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

AMERICAN  MACHINE  &  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria, 
Va.  ADV.  PG.  380. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N.  Y. 
Art-Lloyd  Metal  Products  Corp.,  2973  Cropsey  Ave., 
Brooklyn  14,  N.  Y. 

ART  WIRE  &  STAMPING  CO.,  227  High  St.,  Newark  2, 
N.  J.  ADV.  PG.  8. 

Associated  Engineering  &  Mfg.  Co.,  Glen  Ridge,  N.  J. 
Atlas  E-E  Corp.,  47  Prospect  St.,  Woburn,  Mass. 
Auburn  Mfg.  Co.,  The,  Pease  Ave.  &  Stack  St.,  Middle- 
town,  Conn. 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 
N.  Y.  ADV.  PG.  476. 

Autoscrew  Co.,  216-222  W.  18th  St.,  New  York,  N.  Y. 
BALTIC  METAL  PRODUCTS  CO.,  120  Sutton  St.,  Brook¬ 
lyn  22,  N.  Y.  ADV.  PG.  576. 

Barnes  Co.,  Wallace,  Div.  of  Associated  Spring  Corp., 
Bristol,  Conn. 

Barnes-Gibson-Raymond  Division,  40300  Plymouth  Rd., 
Plymouth,  Mich. 

Barwood  Mfg.  Co.,  Inc.,  L.  J.,  22  Williams  St.,  Everett 
49,  Mass. 

Bennett  Mfg.  Co.,  Alden,  N.  Y. 

Bernco  Engineering  Corp.,  2320  S.  Tibbs  Ave.,  Indian¬ 
apolis,  Ind. 

Boyle  Metalcraft  Corp.,  150  Sullivan  St.,  Brooklyn  31, 
N.  Y. 

Braun  Tool  &  Instrument  Co.,  Inc.,  H.,  140  Fifth  Ave., 
Hawthorne,  N.  J  . 

Buckbee  Mears  Co.,  Toni  Bldg.,  St.  Paul  1,  Minn. 

Bud  Radio,  Inc.,  2118  E.  S5th  St.,  Cleveland  3,  Ohio. 
CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Cambridge  38,  Mass.  ADV.  PG.  74. 

Carroll  Pressed  Metal  Co.,  133  Dewey  St.,  Worcester, 
Mass. 

Chase  Brass  &  Copper  Co.,  Inc.,  236  Grand  St.,  Water¬ 
bury  20,  Conn. 

Churchill  Lighting  Corp.,  344  Franklin  St.,  Melrose 
76,  Mass 

CIRCON  COMPONENT  CO.,  SanU  Barbara  Municipal 
Airport,  GoleU,  Calif.  ADV.  PG.  526. 

Conrad  &  Moser,  2  Borden  Ave.,  Long  Island  City  1, 
N.  Y. 

Croname,  Inc.,  1747  Grace  St.,  Chicago  13,  III. 

Dolin  Metal  Products,  Inc.,  315  Lexington  Ave.,  Brook¬ 
lyn  16,  N.  Y. 

Dow  Chemical  Co.,  The,  Midland,  Mich. 

Eastern  Specialty  Co.,  Philadelphia  40,  Pa. 

Eastern  Tool  &  Mfg.  Co.,  1  Montgomery  St.,  Belleville 

EITEL-McCULLOUGH,  INC,  San  Bruno,  Calif.  ADV. 
PG.  122,  123. 

Electronic  Parts  Mfg.  Co.,  Inc.,  508-10  25th  St.,  Union 
City,  N.  J. 

Ellis  &  Sons  Inc.,  George  0.,  4002  N.  American  St., 
Philadelphia  40,  Pa. 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry,  N.  Y. 
Eltran  Corp.,  St.  Anne,  III. 

Elzee  Metal  Products  Co.,  Inc.,  779  39th  St.,  Brooklyn 
32,  N.  Y. 

Engineering  Co.,  27  Wright  St.,  Newark,  N.  J. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  ADV.  PG.  140,  141. 
Etching  Co.  of  California,  Q-Circuits  Div.,  1208  How¬ 
ard  St.,  San  Francisco  3,  Calif. 

Eugene  Engineering  Co.,  Inc.,  1217  Hyde  Park  Ave.,  Hyde 
Park  36,  Mass. 

Falstrom  Co.,  44  Falstrom  Court,  Passaic,  N.  J. 
Farwell  Metal  Fabricating,  75  W.  Fairfield  Ave.,  St. 
Paul  7,  Minn. 

Fastex  Div.  of  Illinois  Tool  Works,  195  Algonquin  Rd., 
Des  Plaines,  III. 

Federal  Tool  &  Mfg.  Co.,  3600  Alabama  Ave.,  Minne¬ 
apolis  16,  Minn. 

Felt  Products  Mfg.  Co.,  7450  N.  McCormick  Blvd., 
Skokie,  III. 

Garde  Mfg.  Co.,  588  Eddy  St.,  Providence  3,  R.  I. 
General  Aviation  &  Electronics  Mfg.  Co.,  Inc.,  179 
Berger  St.,  Wood-Ridge,  N.  J. 

GENERAL  C5mP0NENTS  INC.,  225-229  E.  144th  St., 
New  York  51,  N.  Y.  ADV.  PG.  574. 

GENERAL  ELECTRIC  CO.,  RECEIVING  TUBE  DEPT., 
316  E.  Ninth  St.,  Owensboro,  Ky.  ADV.  PG.  5. 
GENERAL  FINDINGS  &  SUPPLY  CO.,  INDUSTRIAL  DIV., 
Attleboro,  Mass.  ADV.  PG.  275. 

GEORGE  PRODUCTS  CO.,  INC.,  759  Ramsey  Ave.,  Hill¬ 
side,  N.J.  ADV.  PG.  457. 

Gibson  Co.,  William  0.,  The,  1800  Claybourn  Ave., 
Chicago  14,  III. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Great  Eastern  Metal  Products  Co.,  22  Woodworth 
Ave.,  Yonkers,  N.  Y. 

HK  Metal  Craft  Mfg.  Corp.,  3775  Tenth  Ave.,  New 
York  34,  N.  Y. 

Halliburton,  Inc.,  4724  S.  Boyle  Ave.,  Los  Angeles  58, 
Haydu  Electronic  Products,  Inc.,  1426  W.  Front  St., 
Plainfield,  N.  J. 

Heldor  Mfg.  Corp.,  238  Lewis  St.,  Paterson,  N.  J. 
Heller  Roberts  Mfg.  Corp.,  700  Jamaica  Ave.,  Brooklyn 
8,  N.  Y. 


Henry  and  Miller  Industries,  Inc.,  675  Garfield  Ave., 
Jersey  City  5,  N.  J. 

HEYMAN  MFG.  CO.,  Kenilworth  2,  N.  J.  ADV.  PG.  493. 
Hobson  Bros.,  Inc.,  4940  W  Lawrence  Ave.,  Chicago 
30,  III. 

HUDSON  TOOL  &  DIE  CO.,  INC.,  118  S.  14th  St., 
Newark,  N.  J.  ADV.  PG.  203. 

I.  E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12, 
III. 

INDUSTRIAL  HARDWARE  MFG.  CO.,  INC.,  109  Prince 
St.,  New  York  12,  N.  Y.  ADV.  PG.  502. 

Irving  Tool  &  Mfg.  Co.,  1315  Levee  St.,  Dallas  7,  Texas. 
Jan  Hardware  Mfg.  Co.,  Inc.,  75  N.  11th  St.,  Brooklyn 
11,  N.  Y. 

JOHNSON  &  HOFFMAN  MFG.  CORP.,  31  E.  Second  St., 
Mineola,  N.  Y.  ADV.  PG.  242. 

King  Laboratories,  Inc.,  127  Solar  St.,  Syracuse  3,  N.  Y. 
Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckahoe, 
N.  Y. 

Kling  Metal  Spinning  Co.,  247  Centre  St.,  New  York  13, 
N.  Y. 

KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt. 

Vernon,  N.  Y.  ADV.  PG.  589. 

Lee  Spring  Co.,  32  Main  St.,  Brooklyn  1,  N.  Y. 

Longren  Aircraft  Co.,  Inc.,  24751  Crenshaw  Blvd.,  Tor¬ 
rance,  Calif. 

MALCO  TOOL  &  MFG.  CO.,  4025  W.  Lake  St.,  Chicago 
24,  III.  ADV.  PG.  580. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Master  Mechanics  Mfg.  Co.,  Inc.,  541  Sixth  Ave.,  New 
York  11,  N.  Y. 

Metpro,  Inc.,  R.  I.,  230  Toronto  Ave.,  Providence,  R.  I. 
Microtronics,  Inc.,  Porete  Ave.,  North  Arlington,  N.  J. 
Mid-West  Metal  Products  Inc.,  Fairfax  Industrial  Dis¬ 
trict,  Kansas  City  15,  Kan. 

Mid-West  Spring  Mfg  Co.,  Mentone,  Ind 
Milwaukee  Div.  of  Associated  Spring  Corp.,  341  E.  Erie 
St.,  Milwaukee  2,  Wise. 

Minute  Man  Products,  Inc.,  430  E.  102nd  St.,  New 
York,  N.  Y. 

Missile-Air,  1108  W.  13Sth  St.,  Gardena,  Calif. 

Mobil  Electronics  Mfg.  Co.,  1111  State  Rd.,  67  E. 
Anderdon,  Ind. 

Mohawk  Mfg.  Co.,  The,  P.  0.  Box  110,  Middletown, 
Coon. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia  44, 
Pa. 

Nevada  Air  Products  Co.,  P.  0.  Box  2472,  Reno,  Nev. 
New  York  Coil  Co.,  Phoenixville  12,  Pa. 

Noel  Mfg.  Co.,  3  W.  18th  St.,  New  York  11,  N.  Y. 
Northern  Metal  Products  Co.,  9597  W.  Grand  Ave., 
Franklin  Park,  III. 

Nylok  Corp.,  The,  611  Industrial  Ave.,  Paramus,  N.  J. 
Ohio  Div.  of  Associated  Spring  Corp.,  1825  E.  First  St., 
Dayton  3,  Ohio. 

Olin  Mathieson  Chemical  Corp.,  460  Park  Ave.,  New 
York  22,  N.  Y. 

Olin  Mathieson  Chemical  Corp.,  Western  Brass  Mills  Oiv., 
East  Alton,  III. 

P-M  Nut  Division  of  Waterbury  Pressed  Metal  Co.,  300 
Chase  Ave.,  Waterbury  Conn. 

PARAMOUNT  PRODUCTS  CO.,  INC.,  759  Ramsey  Ave., 
Hillside  5,  N.  J.  ADV.  PG.  504. 

Paul  It  Beekman  Inc.,  1801  Courtland  St.,  Philadelphia 
40,  Pa. 

PATTON-MACGUYER  CO.,  17  Virginia  Ave.,  Providence  5, 
R.  1.  ADV.  PG.  529. 

Peerless  Products  Industries,  812  N.  Pulaski  St.,  Chi¬ 
cago  51,  III. 

Penn  Fibre  &  Specialty  Co.,  2020  E.  Westmoreland  St., 
Philadelphia  34,  Pa. 

Permonite  Mfg.  Co.,  444  N.  Lake  Shore  Drive,  Chicago 
11,  III. 

Pfleger  Products,  3901  W.  54th  St.,  Los  Angeles  43, 
Calif. 

Pix  Mfg.  Co.,  Inc.,  81A  Hudson  St.,  Newark,  N.  J. 

Polan  Industries  Inc.,  P.  0.  Box  1720,  Huntington,  W.  Va. 
Positive  Lock  Washer  Co.,  181  Miller  St.,  Newark  5,  N.  J. 
Quadriga  Mfg.  Co.,  213  W.  Grand  Ave.,  Chicago  10,  III. 
Raymond  Manufacturing  Co.,  Corry,  Pa. 

REF  Manufacturing  Corp.,  Jericho  Turnpike,  Mineola, 
N.  Y. 

Repath  Pacific  Oiv.  of  Arnold  Engineering  Co.,  641  E. 

61st  St.,  Los  Angeles  1,  Calif. 

Revere  Copper  &  Brass,  Inc.,  230  Park  Ave.,  New  York 
17,  N.  Y. 

Romac  Products  Co.,  48-01  2Sth  Ave.,  Long  Island  City 
3,  N.  Y. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Oavls- 
ville.  Pa.  ADV.  PG.  472. 

Seaboard  Coil  Spring  Division,  15001  S.  Broadway, 
Gardena,  Calif. 

Sessions  It  Sons,  J.  H.,  280  Riverside  Ave.,  Bristol,  Conn. 
Sinclair  Mfg.  Co.,  Chartley,  Mass. 

Soldering  Specialties  Co.,  18  Chatham  Rd.,  Summit, 
N.  J. 

South  River  Metal  Products  Co.,  377-379  Turnpike, 
South  River,  N.  J. 

Stamford  Metal  Specialty  Co.,  429  W.  Broadway,  New 
York  12,  N.  Y 

Standard  Metals  Corp.,  Broad  &  Whiting  St.,  North 
Attleboro,  Mass. 

Stanley  Pressed  Metal  Div.  of  The  Stanley  Works,  New 
Britain,  Conn. 

Stanley  Works,  The,  New  Britain,  Conn. 

STAR  EXPANSION  PRODUCTS  DIV.  OF  STAR  PRECISION 
DEVICES,  INC.,  P.  0.  Box  108,  Mountainville,  N.  Y. 
ADV.  PG.  506. 

Staver  Co.,  Inc.,  The,  41  N.  Saxon  Ave.,  Bay  Shore, 
N.  Y. 


STEEL  HEODLE  MFG.  CO.,  2100  W.  Allegheny  Ave., 
Philadelphia  32,  Pa.  ADV.  PG.  541. 

Steinen  Co.,  William,  43  Breun  St.,  Newark  5,  N.  J. 
Stevens-Walden,  Inc.,  475  Shrewsbury  St.,  Worcester  4, 
Mass. 

Stewart  Stamping' Co.,  630  Central  Park  Ave.,  Yonkers  4, 
N.  Y. 

Stimpson  Co.,  Inc.,  Edwin  B.,  74  Franklin  Ave.,  Brooklyn 

5,  N.  Y. 

Strickland  Engineering  Co.,  Inc.,  177  Austin  St.,  New- 
tonville,  Mass. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  OIV., 
Warren,  Pa.  ADV.  PG.  632. 

Taffet  Radio  A  Television  Co.,  2705  Brooklyn-Queens 
Expressway,  W.,  Woodside  77,  N.  Y. 

Techniques,  Inc.,  52  Jackson  Ave  ,  Hackensack,  N.  J. 
Thomas  A  Sons,  Inc.,  William,  Slocum  Ave.,  Ridgefield, 
N.  J. 

Tinnernan  Products,  Inc.,  P.  0.  Box  6688,  Dept.  No.  16, 
Cleveland  1,  Ohio. 

Titchener  A  Co.,  E.  H.,  67  Clinton  St.,  Binghamton, 
N.  Y. 

Transformer  Metal  Products  Corp.,  36  York  St.,  Brooklyn 
1,  N.  Y 

Tricon  Mfg.  Co.,  8012  S.  Wallace  St.,  Chicago  20,  III. 
U  M  A  F  Manufacturing  Co.,  10929  Vanowen  St.,  North 
Hollywood,  Calif. 

UCINITE  CO.,  OIV  OF  UNITED  CARR-FASTENER  CORP., 
459  Watertown  St.,  Newtonville,  Mass.  ADV.  PG.  79. 
United  Aircraft  Products,  Inc.,  1116  Bolander  Ave., 
Dayton  1,  Ohio. 

UNITED-CARR  FASTENER  CORP.,  Cambridge  42,  Mass. 
ADV  PG.  78. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

United  Screw  A  Bolt  Corp.,  2513  W.  Cullerton  St., 
Chicago  8,  III. 

United  Shoe  Machinery  Corp.,  140  Federal  St.,  Boston 
7,  Mass. 

Volkert  Stampings,  Inc.,  222-34  96th  Ave.,  Queens 
Village  29,  N.  Y. 

Wade  Electric  Products  Co.,  400  Jacob  St.,  Sturgis, 
Mich. 

Walter  Co.,  Inc.,  S.,  1400  Atlantic  Ave.,  Brooklyn  16, 
N.  Y. 

WENCO  MFG.  CO.,  1133  W.  Hubbard  St.,  Chicago  22, 
III.  ADV.  PG.  533. 

Westinghouse  Electric  Corp.,  Lamp  Oiv.,  Bloomfield,  N.  J. 
Winzeler  Mfg.  A  Tool  Co.,  7355  W.  Wilson  Ave.,  Chi¬ 
cago  31,  III. 

Worcester  Pressed  Steel  Co.,  100  Barber  Ave.,  Worcester 

6,  Mass. 

Wrought  Washer  Mfg.  Co.,  2264  S.  Bay  St.,  Milwaukee 

7,  Wis. 

ZELL  PRODUCTS  CORP.,  276-280  Main  St.,  Norwalk, 
Coon  ADV.  PG.  538,  539. 

Zero  Mfg.  Co.,  1121  Chestnut  St.,  Burbank  71,  Calif. 
Zierick  Mfg.  Corp.,  Beechwood  A  Rockdale  Aves.,  New 
Rochelle,  N.  Y. 


METAL  PARTS-Spinninga 

Aluminum  Co.  of  America,  Alcoa  Bldg.,  Pittsburgh  19, 

Pa 

Amatom  Electronic  Hardware  Co.,  Inc.,  88  Drake  Ave., 
New  Rochelle,  N.  Y. 

American  Aluminum  Co.,  230  Sheffield  St.,  C,  Mountain¬ 
side,  N.  J. 

Chase  Brass  A  Copper  Co.,  Inc.,  236  Grand  St.,  Water¬ 
bury  20,  Conn. 

Dow  Chemical  Co.,  The,  Midland,  Mich. 

Electronics  A  Avionics  Div  of  The  Emerson  ElKtric 
Mfg.  Co.,  8100  Florissant  Ave.,  St.  Louis  21,  Mo. 

Ellis  A  Sons,  Inc.,  George  0.,  4002  N.  American  St., 
Philadelphia  40,  Pa. 

Elzee  Metal  Products  Co.,  Inc.,  779  J9th  St.,  Brooklyn 
32,  N.  Y. 

Eugene  Eoginecring  Co.,  Inc.,  1217  Hyde  Park  Ave., 
Hyde  Park  36,  Mass. 

general  FINDINGS  A  SUPPLY  CO.,  INDUSTRIAL  OIV., 
Attleboro,  Mass.  ADV.  PG.  275. 

Heldor  Mfg.  Corp.,  238  Lewis  St.,  Paterson,  N.  J. 

Henry  and  Miller  Industries,  Inc.,  675  Garfield  Ave., 
Jersey  City  5,  N.  J. 

I.  E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12, 
III. 

Jan  Hardware  Mfg.  Co.,  Inc.,  75  N.  11th  St.,  Brooklyn 
11,  N.  Y. 

Kaupp  A  Sons,  C.  B.,  32  Newark  Way,  Maplewood, 
N.  J. 

Kling  Metal  Spinning  Co.,  247  Centre  St ,  New  York  13, 
N.  Y. 

Mlulle-Air,  1108  W.  135th  St.,  Gardena,  Calif. 

Revere  Copper  A  Brass,  Inc.,  230  Park  Ave.,  New  York 
17,  N.  Y. 

Strickland  Engineering  Co.,  Inc.,  177  Austin  St.,  New¬ 
tonville,  Mass. 

Teiner  Co.,  Inc.,  Roland,  134  Tremont  St.,  Everett  49, 
Mass. 

Teiner  Engineering  Corp.,  116  Madison  St.,  Malden, 
Mass. 

United  Aircraft  Products,  Inc.,  116  Bolander  Ave., 
Oayton  1,  Ohio. 

ZELL  PRODUCTS  CORP.,  276-280  Main  St.,  Norwalk, 
Conn  ADV.  PG.  538,  539. 


METAL  PARTS-Trimminge 

Barwood  Mfg.  Co.,  Inc.,  L.  J.,  22  Williams  St.,  Everett 
49,  Mass. 

Chase  Brass  A  Copper  Co.,  Inc.,  236  Grand  St.,  Water¬ 
bury  20,  Conn. 
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ELECTRONIC  and  ALLIED 


Cronanw.  Inc.,  1747  Grace  Si.,  Chicago  13,  III. 

Electric  Auto-Lite  Co.,  The,  Champiain  St.,  Toledo  1, 
Ohio. 

Eliii  &  Son>,  Inc.,  George  0.,  4002  N  American  St., 
Philadelphia  40,  Pa. 

Farwell  Metal  Fabricating,  7S  W.  Fairfield  Ave.,  St. 
Paul  7,  Minn. 

GENERAL  FINDINGS  &  SUPPLY  CO.,  INDUSTRIAL  OlV., 
Attleboro,  Mau  ADV.  PG  275. 

Henry  &  Miller  Indujtries,  Inc.,  675  Garfield  Ave.,  Jersey 
City  5,  N.  J. 

I.  E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12,  III. 

Jan  Hardmare  MIg.  Co.,  Inc.,  75  N.  11th  St.,  Brooklyn 
11,  N.  Y. 

Longren  Aircraft  Co.,  Inc.,  24751  Crenshaw  Blvd.,  Tor¬ 
rance,  Calif. 

Minute  Man  Products,  Inc,  430  E  I02nd  St.,  New 
York,  N.  Y 

ROSS  METALS  CO.,  MILTON,  505  Oavisvilic  Rd  ,  Oavis- 
ville.  Pa.  ADV.  PG.  472. 

U  M  &  F  Manufacturing  Co.,  1092R  Vanowen  St.,  North 
Hollywood,  Calif. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

METALLIC  OXIDE 
Soo  RECTIFIERS 

METAU,  ALLOTS.  METALLIC  OXIDES  t 
COMPOUNDS 

AIimco 

ARNOLD  ENGINEERING  CO.,  Marengo,  III.  ADV.  PG. 
269-272 

Bram  Chemical  Co.,  820  65th  Ave  ,  Philadelphia  26,  Pa. 

CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W.  Oliver 
Bldg,  P  0.  Boa  251S,  Pittsburgh  30,  Pa.  ADV 
PG.  135 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N  Y. 

Westinghouse  Electric  Corp.,  P.  0.  Boa  868,  Pittsburgh 
30,  Pa. 


Alumiimm 

Accurate  Specialties  Co.,  Inc.,  37-118  57th  St.,  wood- 
side  77,  N.  Y 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 

Aluminum  Co.  of  America,  Alcoa  Bldg,  Pittsburgh  19, 
Pa. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing 
54,  N  Y. 

Anchor  Metal  Co  966  Meeker  Ave  Brooklyn  22,  N.  Y. 

BAKER  A  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St., 
New  York.  N.  Y.  ADV.  PG.  247. 

Bio-Rad  Laboratories,  800  Delaware  St.,  Berkeley,  Calif. 

Bridgeport  Brass  Co.,  30  Grand  St.,  Bridgeport,  Conn. 

Channel  Master  Co.,  Ellerwille,  N.  Y. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

Federated  Metals  Div  American  Smelting  A  Refining  Co., 
120  Broadway,  New  York  5,  N.  Y. 

Kaiser  Aluminum  A  Chemical  Sales,  Inc.,  919  N 
Michigan  Ave.,  Chicago,  III. 

Mallinckrodt  Chemical  Works,  Second  and  Mallinckrodt 
SU.,  St.  Louis  7,  Mo. 

Olin  Mathieson  Chemical  Corp.,  460  Park  Ave.,  New 
York  22,  N  Y. 

Paul  A  Stein  Bros.,  Inc.,  F.  H.,  235  Filth  Ave  ,  New 
York  16,  N  Y. 

Revere  Copper  A  Brass,  Inc.,  230  Park  Ave.,  New  York 
17,  N  Y. 

Reynolds  Metals  Co.,  2500  S.  Third  St  ,  Louisville  1, 
Ky 

Ryerson  A  Son,  Inc.,  J.  T.,  2558  W.  I6th  St.,  Chicago 
16,  III 

STEEL  HEDDLE  MFG.  CO.,  2100  W.  Allegheny  Ave., 
Philadelphia  32,  Pa.  ADV.  PG.  541. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 


Anfimawy 

Accurate  Specialties  Co.,  Inc.,  37-118  57th  St.,  Wood- 
side  77,  N  Y. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J 

Anchor  Metal  Co  966  Meeker  Ave  Brooklyn  22,  N  Y. 

BAKER  A  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St., 
New  York,  N  Y.  ADV.  PG.  247. 

Berium  A  Chemicals,  Inc.,  Willoughby,  Ohio. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N  Y. 

Division  Lead  Co.,  7742  W.  61st  Place,  Summit,  III. 

Federated  Metals  Div.  American  Smelting  A  Refining  Co., 
120  Broadway,  New  York  5,  N.  Y. 

Johnson  Mfg.  Co.,  Inc.,  Mount  Vernon,  Iowa. 

Mallinckrodt  Chemical  Works,  SKond  A  Mallinckrodt 
Sts.,  St.  Louis  7,  Mo. 

Sel-Res  Corporation,  Nutley  10,  N.  J. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St  ,  New  York, 
N.  Y. 


PRODUCTS 


Batiym  Campounds 

Anchor  Metal  Co.,  966  Meeker  Ave  ,  Brooklyn  22,  N.  Y. 
BAKER  A  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St , 
New  York,  N  Y.  ADV.  PG.  247. 

Barium  A  Chemicals,  Inc.,  Willoughby,  Ohio. 

Bram  Chemical  Co.,  820  65th  Ave  ,  Philadelphia  26,  Pa. 
Delta  Chemical  Works,  21  W.  60th  St  ,  New  York, 
N.  Y 

King  Laboratories,  Inc.,  127  Solar  St.,  Syracuse  3,  N.  Y. 
Mallinckrodt  Chemical  Works,  Second  A  Mallinckrodt 
Sts,  St.  Louis  7,  Mo. 

Ver-Lac-Oid  Chemical  Co,  116  Broad  St.,  New  York, 
N.  Y 


Beryllium  end  Beryllium  Alleys 

American  Silver  Co,  Inc.,  36-07  Prmce  St  ,  Flushing 
54,  N.  Y. 

Anchor  Metal  Co  ,  966  Meeker  Ave  ,  Brooklyn  22,  N.  Y 

Beryllium  Corp.,  P.  0.  Boa  1462,  Reading,  Pa. 

Bram  Chemical  Co.,  820  6Sth  Ave.,  Philadelphia  26,  Pa 

Brush  Beryllium  Co..  The,  4301  Perkins  Ave.,  Cleveland 
3,  Ohio. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N  Y. 

DRIVER  CO.,  WILBUR  B,  1875  McCarter  Highway, 
Newark  4,  N.  J.  ADV.  PG.  339. 

Mallory  A  Co.,  Inc.,  P.  R  ,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mast. 

Pennrold  Div  ,  The  Brush  Beryllium  Co.,  501  CreKent 
Ave  ,  Reading,  Pa. 

SOMERS  BRASS  CO.,  94  Baldwin  Ave.,  Waterbury,  Conn. 
AOV  PG.  575. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N  Y. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N  Y 


Bwrgrs 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd ,  Long  Island 
City  1,  N.  Y 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22, 
N  Y 

BAKER  A  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP  ,  40  Rector  St  , 
New  York,  N.  Y  AOV.  PG.  247. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 

Delta  Chemical  Works,  21  W.  60th  St..  New  York, 
N.  Y. 

Electro  Metallurgical  Co.,  Div.  of  Union  Carbide  Corp., 
30  E  42nd  St  ,  New  York  17,  N  Y 

Metal  A  Thermit  Corp.,  Rahway,  N.  J 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y 


Braae  ond  Brania 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

Amer.ca.1  Silver  Co.,  Inc.,  36-07  Pnnee  St.,  Flushing 
54,  N.  Y. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N.  Y 

Bram  Chemical  Co.,  820  65th  Ave  ,  Philadelphia  26,  Pa 

Bridgeport  Brass  Co.,  30  Grand  St.,  Bridgeport,  Conn. 

Bristol  Brass  Co.,  Bristol,  Conn. 

Chase  Brass  A  Copper  Co.,  Inc.,  236  Grand  St.,  Water¬ 
bury  20,  Conn. 

Delta  Chemical  Works,  21  W.  both  St ,  New  York, 
N.  Y. 

Federated  Metals  Div  American  Smelting  A  Refining  Co  , 
120  BroodA.yy.  New  York  5,  N.  Y. 

LEACH  A  GARNER  CO.,  Attleboro,  Mass  ADV  PG. 
275. 

New  Jersey  Zinc  Co.,  160  Front  St.,  New  York  38, 
N  Y. 

Olin  Mathieson  Chemical  Corp.,  460  Park  Ave.,  New 
York  22,  N.  Y. 

Olin  Mathieson  Chemical  Corp.,  Western  Brass  Mills 
Div.,  East  Alton,  III. 

Pennrold  Div.,  The  Brush  Beryllium  Co.,  501  Crescent 
Ave.,  Reading,  Pa. 

Revere  Copper  A  Brass,  Inc.,  230  Park  Ave  ,  New  York 
17.  N.  Y. 

Seymour  Mfg.  Co  ,  The,  25  Franklin  St.,  Seymour,  Conn. 

SOMERS  BRASS  CO.,  94  Baldwin  Ave  ,  Waterbury,  Conn. 
ADV.  PG.  575 

STEEL  HEDDLE  MFG.  CO.,  2100  W  Allegheny  Ave., 
Philadelphia  32,  Pa  ADV.  PG.  541 

Utility  Brass  A  Copper  Corp.,  255  Conover  St.,  Brooklyn 
31,  N  Y. 


Cadmium 

Accurate  Specialties  Co.,  Inc.,  37-118  S7th  St.,  Wood- 
side  77,  N  Y. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long 
Island  City  1,  N  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 

American  Metal  Climax,  Inc.,  61  Broadway,  New  York 
6,  N  Y 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing 
54,  N.  Y. 

Anchw  Metal  Co.,  966  Meeker  Ave,  Brooklyn  22, 
N  Y. 


METALS 


BAKER  A  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St., 
New  York,  N.  Y.  ADV.  PG.  247. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 

Cominco,  Metal  Sales  Oiv.,  215  St  James  St.,  W  , 
Montreal,  Canada. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

Division  Lead  Co.,  7742  W  61st  Place,  Summit,  HI. 

Federated  Metals  Div.  American  Smelting  A  Refining  Co., 
120  Brendway,  New  York  5,  N.  Y. 

Harmon,  Lichtenstein  A  Co.,  26  Broadway,  New  York 
4,  N.  Y. 

Johnson  Mfg.  Co.,  Inc.,  Mount  Vernon,  Iowa. 

Mallinckrodt  Cneihical  Works,  Second  A  Mallinckrodt 
Sts.,  St.  Louis  7,  Mo. 

Sel-Pei  Corporation,  Nutley  10,  N.  J 

Titeflei,  Inc.,  534  Hendee  St.,  Springfield,  Mass. 

Ver. Lac-Old  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 


Cahum 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N.  Y. 
Bram  Chen.ical  Co.,  820  b5th  Ave.,  Philadelphia  26,  Pa. 
Davison  Chemical  Co.,  Div.  of  W.  R.  Grace  A  Co.,  Box 
488,  Pompton  Plains,  N.  J. 

Delta  Chemical  Works,  21  W.  601h  St.,  New  York, 

N.  y. 

New  Process  Metals,  Inc.,  45-65  Manufacturers  Place, 
Newark  5,  N.  J. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N  Y. 


Ctsium  Compounds 

(For  Photo-Tubes) 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 
Delta  Chem.cal  Works,  21  W.  bOth  St.,  New  York, 
N.  Y. 

General  Electric  Co.,  Lamp  Wire  A  Phosphors  Dept., 
21800  Tungsten  Rd.,  Cleveland  17,  Ohio. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N  Y 


Chromium 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  V. 

Bram  Chemical  Co.,  820  65th  Ave  .  Philadelphia  26,  Pa. 

CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W.  Oliver 
Bldg.,  P  0.  Box  2518,  Pittsburgh  30,  Pa.  ADV. 
PG  135. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N  Y. 

DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway, 
Newark  4,  N.  J.  ADV.  PG.  339. 

Electro  Metallurgical  Co.,  Oiv.  of  Union  Carbide  Corp., 
30  E.  42nd  St.,  New  York  17,  N.  Y. 

Foote  Mineral  Co.,  452  Eighteen  West  Chelten  Bldg., 
Phitadelph.a  44,  Pa. 

Mallinckrodt  Chemical  Works,  Second  A  Mallinckrodt 
Sts.,  St.  Louis  7,  Mo. 

Metal  A  Thermit  Corp.,  Rahway,  N.  J. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N  Y. 


Cobalt 

BAKER  A  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St., 
New  York,  N.  Y.  AOV.  PG.  247 

Bram  Chemical  Co.,  820  b5th  Ave  .  Philadelphia  26,  Pa. 

CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W.  Oliver 
Bldg.,  P.  0.  Box  2518,  P.ttsburgh  30,  Pa.  AOV. 
PG.  135. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y 

DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway, 
Newark  4,  N.  J.  ADV.  PG.  339. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N  Y 


CoaHieMnl  Matale 

Alloy  Metal  Wire  Oiv.,  H.  K.  Porter  Co.,  Inc.,  1  Pavilion 
Ave  ,  Riverside,  N.  J. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 
American  Silver  Co.,  Inc.,  36-07  Pri.Ke  St.,  Flushing 
54,  N.  Y. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N.  Y. 
Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 
Carpenter  Steel  Co.,  142  W.  Bern  St.,  Reading,  Pa. 
Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway, 
Newark  4,  N.  J.  AOV.  PG.  339. 

ORIVER-HARRIS  CO.,  201  Middlesex  St.,  Harrison,  N.  J. 

AOV.  PG.  333. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y 


Columbium 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing 
54,  N.  Y. 

BAKER  A  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St., 
New  York.  N  Y  ADV  PC  247 
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Bram  Chemical  Co.,  820  bSth  Ave.,  Philadelphia  26,  Pa. 
Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
Electro  Metallurgical  Co.,  Div.  of  Union  Carbide  Corp., 
30  E.  42nd  St.,  New  York  17,  N.  Y. 

Fansteel  Metallurgical  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  III. 

Murex  Ltd.,  Rainham,  Essex,  England. 

REMBAR  CO.,  INC.,  THE,  67  Main  St.,  Dobbs  Ferry, 
N.  Y.  AOV.  PG.  521. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 

Wah  Chang  Corp.,  233  Broadway,  New  York  7,  N.  Y. 


Copper 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

American  Metal  Climax,  Inc.,  61  Broadway,  New  York  6, 
N.  Y. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing 
54,  N.  Y. 

Anchor  Metal  Co..  966  Meeker  Ave.,  Brooklyn  22,  N.  Y. 

BAKER  &  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St.. 
New  York,  N.  Y.  ADV.  PG.  247. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 

Bridgeport  Brass  Co.,  30  Grand  St.,  Brid^port,  Conn. 

Chase  Brass  &  Copper  Co.,  Inc.,  236  Grand  St.,  Water¬ 
bury  20,  Conn. 

CHESTER  CABLE  CORP.,  SUB.  OF  MIAMI  COPPER  CO., 
Hill  St.,  Chester,  N.  Y.  AOV,  PG.  394. 

Consolidated  Wire  &  Associated  Companies,  1635  S. 
Clinton  St.,  Chicago  16,  III. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway, 
Newark  4,  N.  J.  ADV.  PG.  339. 

LEACH  &  GARNER  CO.,  Attleboro,  Mass.  ADV.  PG. 
275. 

Mallinckrodt  Chemical  Works,  Second  &  Mallinckrodt 
Sts.,  St.  Louis  7,  Mo. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

New  Jersey  Zinc  Co.,  160  Front  St.,  New  York  38, 
N.  Y. 

Olin  Mathieson  Chemical  Corp.,  Western  Brass  Mills  Div., 
East  Alton,  III. 

Revere  Copper  &  Brass,  Inc.,  230  Park  Ave.,  New  York 
17,  N  Y. 

Sel-Rex  Corporation,  Nutley  10,  N.  J. 

SOMERS  BRASS  CO.,  94  Baldwin  St.,  Waterbury,  Conn. 
AOV.  PG.  575. 

STEEL  HEDDLE  MFG.  CO.,  2100  W.  Allegheny  Ave., 
Philadelphia  32  Pa  AOV.  PG.  541. 

Titeflex,  Inc.,  534  Hendee  St.,  Springfield,  Mass. 

Utility  Brass  &  Copper  Corp.,  255  Conover  St.,  Brook¬ 
lyn  31,  N.  Y. 


Electric  Sheets— See  Steel,  Electric 


Foil-Aluminum,  Tin  or  LocnI 

Accurate  Specialties  Co.,  Inc.,  37-118  57th  St.,  Wood- 
side  77,  N.  Y. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  V. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 

Aluminum  Co.  of  America,  Alcoa  Bldg.,  Pittsburgh  19,  Pa. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flurhing 
54,  N.  Y. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N.  Y. 

Bar-Ray  Products,  Inc.,  210  25th  St.,  Brooklyn  32, 
N.  Y. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 

Cominco,  Metal  Sales  Div.,  215  St.  James  St.,  W., 
Montreal,  Canada. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

Division  Lead  Co.,  7742  W.  61st  Place,  Summit,  III. 

Johnston  Foil  Mfg.  Co.,  6100  S.  Broadway,  St.  Louis  11, 
Mo. 

Kaiser  Aluminum  &  Chemical  Sales,  Inc.,  919  N. 
Michigan  Ave.  Chicago,  III. 

LEACH  &  GARNER  CO.,  Attleboro,  Mass.  ADV.  PG.  275. 

National  Lead  Co.,  Ill  Broadway,  New  York  6,  N.  Y. 

REPUBLIC  FOIL  &  METAL  MILLS,  INC.,  55  Triangle 
St.,  Danbury,  Conn.  ADV.  PG.  476. 

Revere  Copper  &  Brass,  Inc.,  230  Park  Ave.,  New  York 
17,  N.  Y. 

Reynolds  Metals  Co.,  2500  S.  Third  St.,  Louisville  1,  Ky. 

STEEL  HEDDLE  MFG.  CO.,  2100  W.  Allegheny  Ave., 
Philadelphia  32,  Pa  ADV.  PG.  541. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 


Germanium 

Accurate  Specialties  Co.,  Inc.,  37-118  57th  St.,  Wood- 
side  77,  N.  Y. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 
American  Metal  Climax,  Inc.,  61  Broadway,  New  York 
6  N.  Y. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N.  Y. 
Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 
DelU  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
Eagle-Picher  Co.,  American  Bldg.,  Cincinnati,  Ohio. 


Harmon,  Lichtenstein  &  Co.,  26  Broadway,  New  York  4, 
N.  Y. 

Metals  &  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mass. 
SYLVANIA  ELECTRIC  PRODUCTS  INC.,  CHEMICAL  & 
METALLURGICAL  DIV.,  Towanda,  Pa.  ADV.  PG.  633. 
United  Mineral  &  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 


Cold  and  Gold  Alloys 

Accurate  Specialties  Co.,  Inc.,  37-118  S7th  St.,  Wood- 
side  77,  N.  Y. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 

American  Metal  Climax,  Inc.,  61  Broadway,  New  York  6, 
N.  Y. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing  54, 
N.  Y. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N.  Y. 

Bishop  &  Co.,  J.,  Platinum  Works,  Malvern,  Pa. 

BRAININ  CO.,  C.  S.,  320  Washington  St.,  Mt.  Vernon, 
N.  Y.  AOV.  PG.  547. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 

COHN  CORP.,  SIGMUND,  121  S.  Columbus  Ave.,  Mt 
Vernon,  N.  Y.  AOV.  PG.  583. 

Cooper  &  Sons,  Inc.,  Joseph  B.,  25  W.  47th  St.,  New 
York  36,  N.  Y. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

Eastern  Smelting  &  Refining  Corp,,  107-109  W.  Brook¬ 
line  St.,  Boston  18,  Mass. 

ENGELHARD  INDUSTRIES,  INC.,  (AMERICAN  PLATINUM 
&  SILVER  DIV.),  113  Astor  St.,  Newark  5,  N  J. 
ADV.  PG.  329. 

Goldsmith  Bros.  Smelting  &  Refining  Co.,  Ill  N  Wabash 
Ave.,  Chicago  2,  III. 

Handy  &  Harman,  82  Fulton  St.,  New  York  38,  N.  Y. 

Improved  Seamless  Wire  Co.,  775  Eddy  St.,  Providence  5, 
R.  I. 

Kaiser  Aluminum  &  Chemical  Sales,  Inc.,  919  N  Michi¬ 
gan  Ave  Chicago,  III. 

LEACH  &  GARNER  CO.,  Attleboro,  Mass.  AOV.  PG.  275. 

Metals  &  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mass 

Metz  Refining  Co.,  369  Mulberry  St.,  New.irk  2,  N.  J. 

NEY  CO.,  J.  M.,  P.  0.  Box  990,  Hartford  1,  Coon. 
AOV.  PG.  560. 

Pease  &  Curran  Inc.,  780  Allens  Ave.,  Providence,  R.  I. 

Sel-Rex  Corporation,  Nutley  10,  N.  J. 

Standard  Metals  Corp.,  Broad  h  Whiting  St.,  North 
Attleboro,  Mass. 

Technic,  Inc.,  P.  0.  Box  965,  Providence  1,  R.  I. 

Torrance  Glass  &  Color  Works,  Torrance,  Calif. 

Tricon  Mfg.  Co.,  8012  S.  Wallace  St.,  Chicago  20,  III. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York. 
N.  Y. 

Western  Gold  &  Platinum  Co.  (a  Sub.  of  The  Wilbur 
B  Driver  Co.),  525  Harbor  Blvd.,  Belmont,  Calif. 

Wildberg  Bros.  Smelting  A  Refining  Co.,  742  Market  St., 
San  Francisco  2,  Calif. 


High  Permoabifity  Alloyi 

Allegheny  Ludlum  Steel  Corp.,  H.  W.  Oliver  Bldg.,  Pitts¬ 
burgh  22,  Pa. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing  54, 
N.  Y. 

Armco  Steel  Corp.,  703  Curtis  St.,  Middletown,  Ohio. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa 

Carpenter  Steel  Co.,  The,  142  W.  Bern  St.,  Reading,  Pa 

CRUCIBLE  STEEL  CO.,  OF  AMERICA,  Henry  W.  Oliver 
Bldg.,  P.  0.  Box  2518,  Pittsburgh  30.  Pa.  AOV 
PG.  135. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

DRIVER-HARRIS  CO.,  201  Middlesex  St.,  Harrison,  N.  J. 
AOV.  PG.  333. 

Handy  &  Harman,  82  Fulton  St.,  New  York  38,  N.  Y 

Kaiser  Aluminum  &  Chemical  Sales,  Inc.,  919  N.  Michi¬ 
gan  Ave.,  Chicago,  III. 

PERFECTION  MICA  CO.,  MAGNETIC  SHIELD  DIV.,  1320 
N.  Elston  Ave.,  Chicago  22,  III.  ADV.  PG.  485. 

United  Mineral  &  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Vacuum  Metals  Corp.,  Olv.  of  Crucible  Steel  Co.  of 
America,  P.  0.  Box  977,  Syracuse  I,  N.  Y. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 


fitsfrum 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 
Cominco  Metal  Sales  Div.,  215  St.  James  St.,  W., 
Montreal,  Canada. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
Indium  Corp.  of  America,  1676  Lincoln  Ave.,  Utica  4, 
N.  Y. 


Laminated 

Allegheny  Ludlum  Steel  Corp.,  H.  W.  Oliver  Bldg., 
Pittsburgh  22,  Pa. 

Alloy  Metal  Wire  Div.,  H.  K.  Porter  Co.,  Inc.,  1  Pavilion 
Ave.,  Riverside,  N.  J. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N  Y. 


American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing  54, 
N.  Y. 

Bar-Ray  Products,  Inc.,  210  25th  St.,  Brooklyn  32, 
N.  Y. 

Bridgeport  Brass  Co.,  30  Grand  St.,  Bridgeport,  Conn. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  V. 

Improved  Seamless  Wire  Co.,  775  Eddy  St.,  Providence  5, 
R.  I. 

LEACH  &  GARNER  CO.,  Attleboro,  Mass.  ADV.  PG.  275. 

Metals  &  Controls  Corp.,  31  Forest  St  ,  Attleboro,  Matt. 

PERFECTION  MICA  CO.,  MAGNETIC  SHIELD  DIV.,  1320 
N.  Elston  Ave.,  Chicago  22,  III.  AOV.  PG.  485. 

Standard  Metals  Corp.,  Broad  A  Whiting  St.,  North 
Attleboro,  Mass. 

Utility  Brass  &  Copper  Corp.,  255  Conover  St.,  Brooklyn 
31,  N  Y. 


Itod 

Accurate  Specialties  Co.,  Inc.,  37-118  57th  St.,  Wood- 
tide  77,  N  Y 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 

American  Metal  Climax,  Inc.,  61  Broadway,  New  York 

Anchor  Metal  Co.,  966  Meeker  Ave  .  Brooklyn  22,  N  V. 

BAKER  &  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St., 
NEW  YORK,  N  Y.  ADV.  PG.  247. 

Bar-Ray  Products,  Inc.,  210  25th  St.,  Brooklyn  32,  N.  Y. 

Bow  Solder  Products  Co.,  Inc.,  251  Freeman  St.,  Brook¬ 
lyn  22,  N.  Y. 

Cominco,  Metal  Sales  Oiy.,  215  St.  James  St.,  W., 
Montreal.  Canada. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N  Y. 

Division  Lead  Co.,  7742  W.  61tt  Place,  Summit,  III. 

Federated  Metals  Div.,  American  Smelting  &  Refining 
Co.,  120  Broadway,  New  York  5,  N.  Y 

Harmon,  Lichtenstein  A  Co.,  26  Broadway,  New  York  4, 
N.  Y. 

Johnston  Foil  Mfg.  Co.,  6100  S.  Broadway,  St.  Louis  11, 
Mo. 

Johnson  Mfg.  Co.,  Inc.,  Mount  Vernon,  Iowa. 

National  Lead  Co.,  Ill  Broadway,  New  York  6,  N.  Y. 


lithium  Compouneli  (for  cathode  tube  screen 
settlnf) 

Barium  A  Chemicals,  Inc.,  Willoughby,  Ohio. 

Bram  Chemical  Co.,  820  6Sth  Ave.,  Philadelphia  26,  Pa. 
Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N  Y. 
Foote  Mineral  Co.,  452  Eighteen  West  Chelten  Bldg., 
Philadelphia  44,  Pa. 

MallinckrotH  Chemical  Works,  Second  A  Mallinckrodt 
Sts.,  St.  Louis  7,  Mo. 


Magnesium 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N  Y. 

Aluminum  Co.  of  America,  Alcoa  Bldg.,  Pittsburgh  19, 
Pa. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing  54, 
N  Y 

Anchor  Metal  Co  ,  966  Meeker  Ave.,  Brooklyn  22.  N  Y. 

BAKER  A  ADAMSON  PRODUCTS,  (GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St., 
New  York,  N.  Y.  ADV  PG.  247. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

Dow  Chemical  Co.,  The,  Midland.  Mich. 

Federated  Metals  Div.,  American  Smelting  A  Refining  Co., 
120  Broadway,  New  York  5,  N.  Y. 

Mallinckrodt  Chemical  Works,  Second  A  Mallinckrodt 
Sts.,  St.  Louis  7,  Mo 


Magnesium  Oxide 

Anchor  Metal  Co  ,  966  Meeker  Ave  Brooklyn  22,  N  Y. 
BAKER  A  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St., 
New  York,  N.  Y.  ADV.  PG.  247. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N  Y. 
Dow  Chemical  Co.,  The,  Midland,  Mich. 

Mallinckrodt  Chemical  Works,  Second  A  Mallinckrodt  Sts., 
St.  Louis  7,  Mo 

Michigan  Chemical  Corp.,  St.  Louis,  Mich. 

Norton  Co.,  Worcester  6,  Mass. 


Magnetic  Iron  Oxide  (tot  cores) 

BAKER  A  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St., 
New  York,  N.  Y  AOV.  PG  247. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
Foote  Mineral  Co.,  452  Eighteen  West  Chelten  Bldg., 
Philadelphia  44,  Pa. 

Magnetic  Powders,  Inc.,  1000  Fairvlew  Ave.,  Johnson- 

burg,  Pa. 

NATIONAL  MOLDITE  CO.,  250  South  St.,  Newark  5, 
N.  J  ADV  PG.  335. 

WILLIAMS  A  CO.,  C.  K.,  640  N.  13th  St.,  Easton,  Pa. 
ADV.  PG.  453. 


Magnetic  Powdered 

Antara  Chemical  Sales  Div.  of  General  Aniline  A  Film 
Corp.,  435  Hudson  St.,  New  York  14,  N  Y 


D-128 


June,  ?958- MID-MONTH -ELECTRONICS  BUYERS'  GUIDE 


ELECTRONIC  and  ALLIED 


Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y 
NATIONAL  MOLDtTE  CO.,  2S0  South  St.,  Newark  9, 
N  J  AOV  PG  339. 

PERFECTION  MICA  CO.,  MAGNETIC  SHIELD  DIV., 
1320  N.  Eleeton  Ave.,  Chicago  22,  III.  AOV.  PG.  489 
WILLIAMS  &  CO.,  C.  K.,  640  N.  13th  St.,  Eaiton,  Pa 
ADV.  PG.  493 


Mognateeerlctlon 

Nictial  t  Nich*!  Allwyt 


MangoMi* 

Alloyi  Unlimited,  Inc.,  44-19  Vernon  Bled.,  Long 
Island  City  1,  N  Y 

BAKER  &  ADAMSON  PRODUCTS  GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St., 
New  York,  N.  Y.  AOV.  PG  247, 

Bram  Chemical  Co.,  820  69th  Aee.,  Philadelphia  26, 

Pa 

CRUCIBLE  STEEL  CO.  OF  AMERICA,  HENRY  W  OLIVER 
BLDG.,  P.  0  Boa  2918,  Pittsburgh  30,  Pa.  AOV  PG 
139 

Delta  Chemical  Works,  21  W  60th  St.,  New  York,  N  Y 
Electro  Metallurgical  Co.,  Die.  of  Union  Carbide  Corp., 
30  E  42nd  St.,  New  York  17,  N  Y. 

Foote  Mineral  Co.,  492  Eighteen  West  Chelten  Bldg., 
Philadelphia  44,  Pa 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro,  Matt. 
Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 


Atorcury 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N.  Y. 
Brani  Chemical  Co.,  820  6Sth  A»e.,  Philadelphia  26,  Pa 
Delta  Chemical  Works,  21  W  60th  St.,  New  York,  N.  Y 
Eastern  Smelting  A  Refbiing  Corp.,  107-109  W.  Brook¬ 
line  St.,  Boston  18,  Mass. 

Goldsmith  Bros.  Smelting  A  ReAning  Co.,  Ill  N  Wabash 
Ave.,  Chicago  2,  III. 

Mallinckrodt  Chemical  Works,  Second  A  Malllnckrodt  Sts., 
St.  Louis  7,  Mo. 

Wildberg  Bros  Smelting  A  ReAning  Co.,  742  Market 
St.,  San  Francisco  2,  Calif 


Mofol-fo-Glaso  Alfoya 

Accurate  Specialties  Co.,  Inc.,  37-118  97th  St.,  Woid- 
slde  77,  N.  Y. 

Allegheny  Ludlum  Steel  Corp.,  H  W.  Oliver  Bldg  ,  Pitts¬ 
burgh  22,  Pa. 

Alloys  Unlimited,  Inc.,  44-19  Vernon  Blvd.,  Long  Island 
City  1,  N  V. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J 

American  Silver  Co.,  Inc.,  36-07  Pnnce  St.,  Flushing  94, 
N  V 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N  Y. 

Bishop  A  Co.,  J.,  Platinum  Works,  Malvern  Pa 

CARBORUNDUM  CO.,  THE.  UTROBE  PLANT,  Latrobe, 
Pa  AOV.  PG.  72,  73 

Carpenter  Steel  Co.,  142  W.  Bern  St.,  Reading,  Pa 

Commco,  Metal  Sales  Oiv ,  219  St.  James  St.,  W, 
Montreal,  Canada 

CRUCIBLE  STEEL  CO.  OF  AMERICA.  Henry  W  Oliver 
Bldg ,  P.  0.  Bos  2918,  Pittsixirgh  30,  Pa  AOV 
PG  155 

Division  Lead  Co.,  7742  W.  blst  Place,  Summit,  III. 

DRIVER  CO.,  WILBUR  B.,  1879  McCarter  H.gheay, 
Newark  4,  N  J  AOV.  PG.  339. 

DRIVER-HARRIS  CO.,  201  Middieses  St ,  Harrison,  N  J 
AOV  PG.  333 

Engelhard  Industries,  Inc.,  (Hanovia  Liquid  Gold  Oiv  >, 
113  Astor  St.,  Newark  9,  N.  J 

ScientiAc  Electronic  Labs.,  Inc.,  866  Bergen  St.,  New¬ 
ark  8,  N  J 

SOMERS  brass  CO.,  94  Baldwin  Ave  ,  Waterbury,  Conn. 
AOV.  PG  575 

Vacuum  Metals  Corp.,  Oiv.  of  Crucible  Steel  Co  of 
America,  P.  0.  Bos  977,  Syracuse  1,  N.  V. 

Wah  Chang  Corp.,  233  Broadway,  New  York  7,  N  Y. 

Westinghouse  Electric  Corp.,  P.  0.  Bos  868,  Pittsburgh 
30,  Pa. 

Westinghouse  Electric  Corp.,  Lamp  Oiv.,  BloomAeld,  N  J 


MolyMonum 

Accurate  Specialties  Co.,  Inc.,  37-118  97th  St.,  Wood- 
side  77  N.  Y. 

Alloys  Unlimited,  Inc.,  44-19  Vernon  Blvd.,  Lang  Island 
City  1,  N.  V. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J 

American  Metai  Climas,  Inc.,  61  Broadway,  New  York 
6,  N.  Y. 

Associated  Engineering  A  Mfg.  Corp.,  Glen  Ridge,  N.  J. 

Bram  Chemical  Co.,  820  6Sth  Ave  ,  Philadelphia  26,  Pa 

Bridgeport  Brass  Co.,  30  Grand  St.,  Bridgeport,  Conn. 

CROSS  CO.,  H.,  19  Beekman  St.,  New  York  38,  N.  Y 
AOV  PG.  535 

CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W.  Oliver 
Bldg.,  P.  0  Bos  2918,  Pittsburgh  30,  Pa.  AOV.  PG. 
139. 

OelU  Chemical  Works,  21  W  60th  St.,  New  York,  N.  Y 

Elsler  Engineering  Co.,  Inc,  791  S  11th  St.,  Newark  3, 
N.  J. 

Electronic  Parts  Mfg  Co.,  Inc.,  508-10  29th  St.,  Union 
City,  N  J. 

Elmet  Oiv.,  North  American  Philips  Co.,  Inc.,  Lisbon 
Rd.,  Lewiston,  Maine. 


PRODUCTS 


METALS 


Fansteel  Metallurgical  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  III. 

General  Electric  Co.,  Lamp  Wire  A  Phosphors  Dept., 
21800  Tungsten  Rd.,  Cleveland  17,  Ohio. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S  Gray  St.,  Indianapolis 
6,  Ind. 

Mures,  Ltd.,  Rainham,  Estes,  England. 

REMBAR  CO.,  INC.,  THE,  67  Main  St.,  Dobbs  Ferry, 
N  Y  AOV.  PG  521. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  CHEMICAL  & 
METALLURGICAL  DIV.,  Towanda,  Pa.  AOV.  PG  633 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 

Wah  Chang  Corp.,  233  Broadway,  New  York  7,  N.  Y. 

Westinghouse  Electric  Corp.,  Lamp  Div.,  Bloomfield,  N  J 


MolyMenum  Ribbon 

Accurate  Specialties  Co.,  Inc.,  37-118  57th  St.,  Wood- 
side  77,  N.  Y. 

Ailoyt  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  V. 

Alpha  Metals,  Inc.,  60  Water  St  ,  Jersey  City,  N.  J 
A'tierican  Silver  Co.,  liK.,  36-07  PrirKe  St.,  Flushing  94, 

N  Y. 

Associated  Engineering  A  Mfg.  Co.,  Glen  Ridge,  N.  J. 
Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 
CROSS  CO.,  H.,  15  Beekman  St ,  New  York  38,  N  Y. 
AOV.  PG.  535. 

Delta  Chemical  Woiks,  21  W.  60th  St.,  New  York,  N.  Y. 
Fansteel  Metallurgical  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  III. 

General  Electric  Co.,  Lamp  Wire  4  Phosphors  Dept., 
21800  Tungsten  Rd.,  Cleveland  17,  Ohio. 

Murev  Ltd,  Rainham,  Essex,  England. 

REMBAR  CO.,  INC.,  THE,  67  Main  St.,  Dobbs  Ferry, 
N  V  AOV.  PG  521 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  CHEMICAL  A 
METALLURGICAL  DIV.,  Towanda,  Pa  AOV.  PG  633 
Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 

Wah  Chang  Corp.,  233  Broadway,  New  York  7,  N  Y 
Westinghouse  Electric  Corp.,  Lamp  Oiv.,  BloomAeld,  N  J. 


Nickol  anS  Nitkul  Allay i 

Accurate  Specialties  Co.,  Inc,  37-118  57th  St,  Wood- 
side  77,  N  Y. 

Allegheny  Ludlum  Steel  Corp.,  H.  W.  Oliver  Bldg., 
Pittsburgh  22,  Pa. 

Alloy  Metal  Wire  Oiv.,  H  K  Porter  Co.,  Inc.,  1  Paviiion 
Ave  ,  Riverside,  N  J. 

AIpna  Metals,  Inc.,  60  Water  St ,  Jersey  City,  N.  J. 

American  Braiing  Ailoyt  Co.,  P.  0.  Box  11,  Pelham, 
N.  Y 

A-encan  Silver  Co,  IiK.,  36-37  Pnnce  St.,  Flushing 
54.  N  Y 

Anchor  Metal  Co  ,  966  Meeker  Ave  Brooklyn  22,  N.  Y. 

BAKER  A  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
OIV  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St., 
New  York,  N.  Y.  AOV.  PG.  247. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 

Carpenter  Steel  Co.,  The,  142  W.  Bern  St.,  Reading,  Pa. 

Chase  Brass  A  Copper  Co.,  Inc.,  216  Grand  St.,  Water- 
a.)  20,  Conn 

CRUCIBLE  STEEL  CO.,  OF  AMERICA,  Henry  W.  Oliver 
Bldg.,  P.  0.  Box  2518,  Pittsburgh  30,  Pa.  AOV.  PG. 
115 

Oalweld  Co.,  Inc.,  15  Bertel  Ave.,  Mount  Vernon,  N.  V 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York.  N.  Y 

DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway, 
New.irk  4.  N.J  AOV.  PG.  339. 

DRIVER-HARRIS  CO.,  201  Middlesex  St.,  Harrison,  N.  J. 
AOV.  PG.  333. 

Electronic  Parts  Mfg  Co.,  Inc.,  908-10  251h  St.,  Union 
City,  N.  J. 

Haynes  Stellite  Co.,  Div.  of  Union  Carbide  Corp.,  30  E. 
42nd  St.,  New  York  17,  N  Y 

International  Nickel  Co.,  Inc.,  67  Wall  St.,  New  York 
9,  N  Y. 

LEACH  A  GARNER  CO.,  Attleboro,  Mass.  AOV.  PG. 
275 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St., 

Indianapolis  6,  Ind 

Metal  4  Thermit  Corp.,  Rahway,  N  J. 

Metals  4  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mast. 

Olin  Mathieson  Chemical  Corp.,  Western  Brass  Mills 
Oiv  .  East  Alton,  III. 

PERFECTION  MICA  CO.,  MAGNETIC  SHIELD  DIV.,  1320 
N  Elston  Ave.,  Chicago  22,  III  AOV  PG  485 

Sel-Rex  Corporation,  Nutley  10,  N.  J. 

Seymour  Mfg  Co.,  The,  25  Franklin  St.,  Seymour,  Conn. 

SOMERS  BRASS  CO.,  94  Baldwin  Ave.,  Waterbury,  Conn. 
AOV.  PG.  579. 

Superior  Steel  Corp.,  Carnegie,  Pa. 

Vacuum  Metals  Corp.,  Oiv.  of  Crucible  Steel  Co.,  of 
America,  P.  0.  Box  977,  Syracuse  1,  N.  V. 

Ver-La:-0ld  Chemical  Co.,  116  Broad  St.,  New  York, 
N  Y. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pitts¬ 
burgh  >0,  Pa. 

Westinghouse  Electric  Corp.,  Lamp  Div.,  Bloomfield, 
N.  J. 


Nickol  Ribbon 

Accurate  SpKialtles  Co.,  Inc.,  37-118  97th  St.,  Wood- 
side  77,  N.  Y. 

Alloy  Metal  Wire  Oiv.,  H.  K.  Porter  Co.,  Inc.,  1 
Pavilion  Ave.,  Riverside,  N.  J. 


Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long 
Island  City  1,  N.  Y. 

Alpha  MeUls,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 

Anrerican  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing 
54,  N.  Y. 

Anchor  MeUI  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N  Y 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway, 
Newark  4,  N.  J  AOV.  PG.  339. 

DRIVER-HARRIS  CO.,  201  Middlesex  St.,  Harrison,  N.J. 
AOV  PG  333 

General  Electric  Co.,  Industrial  Heating  Dept.,  Shel- 
byville,  Ind. 

Metals  4  Controls  Corp.,  11  Forest  St.,  Attleboro,  Mass. 

SOMERS  BRASS  CO.,  94  Baldwin  Ave.,  Waterbury,  Conn 
ADV.  PG.  575. 

Ver-Lac-Oid  Chemical  Co.,  116.  Broad  St.,  New  York, 
N  Y. 


Palladium 

American  Metal  Climax,  Inc.,  61  Broadway,  New  York  6, 
N  Y. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing 
54,  N.  Y. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N.  Y. 

Bishoo  4  Co.,  J.,  Platinum  Works,  Malvern,  Pa. 

BRAININ  CO.,  C.  S.,  320  Washington  St.,  Mt.  Vernon, 
N  Y.  AOV.  PG  547. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 

COHN  CORP.,  SIGMUND,  121  S.  Columbus  Ave.,  Mt 
Vernon,  N.  Y.  AOV.  PG.  583 

Cooper  4  Sons,  Inc.,  Joseph  B.,  25  W.  47th  St., 
New  York  36,  N  Y. 

Delta  Chemical  Works,  21  W  60th  St.,  New  York,  N.  Y. 

Derringer  Metallurgical  Corp.,  8131  Monticello  Ave., 
Skokie,  III. 

Eastern  Smelting  4  Refining  Corp.,  107-109  W.  Brookline 
St  Boston  18,  Mass. 

ENGELHARD  INDUSTRIES,  INC  (AMERICAN  PLAT¬ 
INUM  &  SILVER  AND  BAKER  PLATINUM  DIVS.), 
113  Astor  St,  Newark  5,  N  J.  AOV.  PG.  329. 

Goldsmith  Bros.  Smelting  4  Refining  Co.,  Ill  N.  Wabash 
Ave.,  Chicago  2,  III. 

Handv  4  Harman  82  Fulton  St.,  New  York  38,  N.Y. 

LEACH  &  GARNER  CO..  Attleboro,  Mass.  AOV  PG  275. 

Mallory  4  Co.,  Inc.,  P  R.,  34  S  Gray  St.,  Indianapolis 
6,  Ind. 

Metals  4  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mass. 

Met?  Refining  Co.,  369  Mulberry  St.,  Newark  2,  N.  J. 

NEY  CO.,  J.  M.,  P  0  Box  990,  Hartford  1,  Conn 
AOV  PG  560 

Pease  4  Curran  Inc.,  780  Allens  Ave.,  Providence,  R.  I. 

Sel-Rex  Corporation,  Nutley  10,  N  J. 

Standard  Metals  Corp.,  Broad  4  Whiting  St.,  North 
Attleboro,  Mass 

Tricon  Mfg.  Co.,  8012  S.  Wallace  St.,  Chicago  20,  III. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N  Y. 

Wildberg  Bros.  Smelting  4  Refining  Co.,  742  Market  St., 
San  Francisco  2  Calif 


Pkoephor  Broaxo 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

American  Braiing  Ailoyt  Co.,  P  0.  Box  11,  Pelham, 
N  Y, 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing  54, 
N  Y. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N.  Y. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 

Bridgeport  Brats  (jo.,  30  Grand  St.,  Bridgeport,  Conn. 

Bristol  Brass  Co.,  580  Broad  St.,  Bristol,  Conn. 

Chase  Brats  4  Copper  Co.,  Inc.,  236  Grand  St.,  Water- 
buey  70,  Conn. 

Oalweld  Co.,  Inc.,  15  Bertel  Ave.,  Mount  Vernon,  N  Y 

Delta  Chemical  Works.  21  W.  60th  St.,  New  York,  N.  Y. 

LEACH  4  GARNER  CO.,  Attleboro.  Mass.  ADV.  PG.  275. 

Mallory  4  Co..  Inc.,  P.  R.,  34  S  Gray  St.,  Indianapolis 
6,  Ind. 

Olin  Mathieson  Chemical  Corp.,  Western  Brass  Mills 
Oiv.,  East  Alton,  III. 

Pennrold  Div..  The  Brush  Beryllium  Co.,  501  Crescent 
Ave.,  Reading,  Pa. 

Revere  Copper  4  Brass,  Inc.,  230  Park  Ave.,  New  York 
17.  N.Y 

SOMERS  BRASS  CO.,  94  Baldwin  Ave.,  Waterbury,  Conn. 
AOV  PG  575. 

Utility  Brass  4  Copoer  Corp.,  255  Conover  St.,  Brooklyn 
31,  N  Y 


Platinum 


Accurate  Specialties  Co.,  Inc.,  37-118  57th  St.,  Wood- 
side  77,  N  Y. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long 
Island  City  1,  N  V. 

American  MetsI  Climax,  Inc.,  61  Broadway,  New  York 
6,  N  Y. 

American  Silver  Co.,  Inc.,  36-07  Prince  St..  Flushing 
54,  N  Y. 


Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N  Y 
Bishop  4  Co.,  J.  Platinum  Works,  Malvern,  Pa. 
BRAININ  CO.,  C.  S.,  320  Washington  St.,  Mt  Vernon, 
N.  Y  AOV  PG.  547. 

Bram  Chemical  Co  820  65th  Ave.,  Philadelphia  26,  Pa 
COHN  CORP.,  SIGMUND,  121  S.  Columbus  Ave.,  Mt. 

Vernon,  N.  V.  AOV.  WS  583. 

Cooper  4  Sons,  Inc.,  Joseph  B.,  25  W.  47th  St.,  New 
York  36.  N  Y 
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OeHa  Chemical  Works.  21  W.  60th  St.,  New  York,  N.  V. 
Derringer  Metallurgical  Corp.,  8131  Monticello  Ave., 
Skokie,  III. 

Eastern  Smelting  &  Refining  Carp.,  107*109  W.  Brook¬ 
line  St.,  Boston  18,  Mass. 

ENGELHARD  INDUSTRIES,  INC.  (AMERICAN  PUTI* 
NUM  &  SILVER  AND  BAKER  PLATINUM  DIVS.), 
113  Astor  St.,  Newark  5,  N.  J.  ADV.  PG.  329. 
Goldsmith  Bros.  Smelting  &  Refining,  111  N.  Wabash 
Ave.,  Chicago  2,  III. 

Handy  &  Harman,  82  Fulton  St.,  New  York  38,  N.  Y. 
LEACH  &  GARNER  CO.,  Attleboro,  Mass.  ADV.  PG. 
275. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Metals  &  Controls  Corp.,  31  Forest  St.,  Attleboro, 
Mass. 

Metz  Refining  Co.,  369  Mulberry  St.,  Newark  2,  N.  J. 
NEY  CO.,  J.  M.,  P.  0.  Box  990,  Hartford  1,  Conn. 
ADV.  PG.  560. 

Pease  &  Curran  Inc.,  780  Allens  Ave.,  Providence,  R.  I. 
Sel-Rex  Corporation,  Nutley  10,  N.  J. 

Standard  Metals  Corp.,  Broad  &  Whiting  St.,  North 
Attdeboro,  Mass. 

Technig  Inc.,  P.  0.  Box  965,  Providence  1,  R.  I. 
Torrance  Glass  &  Color  Works,  Torrance,  (^lif. 

Tricon  Mfg.  Co.,  8012  S.  Wallace  SL,  Chicago  20,  111. 
Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 

Western  Gold  &  Platinum  Co.  (a  Sub.  of  The  Wilbur  B. 

Driver  Co.),  525  Harbor  Blvd.,  Belmont,  Calif. 
Wildberg  Bros.  Smelting  &  Refining  Co.,  742  Market 
St.,  San  Francisco  2,  Calif. 


Polonium 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York.  N.  Y. 
U.  S.  RADIUM  CORP.,  Hanover  &  Horse  Hill  Rd.,  Mor¬ 
ristown,  N.  J.  ADV.  PG.  446. 


Powdored 

Allays  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 

American  Metal  Climax,  Inc.,  61  Broadway,  New  York  6, 
N.  Y. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N.  Y. 

Anderson  Associates,  H.  V.,  P.  0.  Box  264,  233  Broad 
St.,  Summit,  N.  J. 

Antara  Chemicals  Sales  Div.  of  General  Aniline  &  Film 
Corp.,  435  Hudson  St.,  New  York  14,  N.  Y. 

Bram  Chemical  Co.,  820  6Sth  Ave.,  Philadelphia  26,  Pa. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

Foote  Mineral  Co.,  452  Eighteen  West  Chelten  Bldg., 
Philadelphia  44,  Pa. 

GIBSON  ELECTRIC  CO.,  Box  535,  Delmont,  Pa.  ADV. 
PG.  186. 

Magnetic  Powders,  Inc.,  1000  Fairvievj  Ave.,  Johnson- 
burg.  Pa. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Metz  Refining  Co.,  369  Mulberry  St.,  Newark  2,  N.  J. 

Neosid  (Canada)  Ltd.,  10  Vansco  Rd.,  Etobicoke, 
Toronto  14,  Ont. 

New  Jersey  Zinc  Co.,  160  Front  St.,  New  York  38,  N.  Y. 

Norton  (U>.,  Worcester  6,  Mass. 

SYLVANIA  ELEaRIC  PRODUCTS  INC.,  CHEMICAL  & 
METALLURGICAL  DIV.,  Towanda,  Pa.  ADV.  PG.  633. 


Powders,  Nonmagnotic—lron  Oxide 

Columbian  Carbon  Co.,  Mapico  Color  Unit,  380  Madison 
Ave.,  New  York  17,  N.  Y. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
WILLIAMS  &  CO.,  C.  K.,  640  N.  13th  St.,  Easton,  Pa. 
ADV.  PG.  453. 


Radium 

Bishop  &  Co.,  J.  Platinum  Works,  Malvern,  Pa. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
U.  S.  RADIUM  CORP.,  Hanover  &  Horse  Hill  Rd.,  Morris¬ 
town,  N.J.  ADV.  PG.  446. 


Selenium 

American  Metal  Climax,  Inc.,  61  Broadway,  New  York  6, 
N.  Y. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N.  Y. 
BAKER  &  ADAMSON  PRODUCTS,  (GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St., 
New  York,  N.  Y.  ADV.  PG.  247. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 
Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
Federated  Metals  Div.,  American  Smelting  &  Refining 
Co.,  120  Broadway,  New  York  5,  N.  Y. 

Sel-Rex  Corporation,  Nutley  10,  N.  J. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 


Silicon 

Accurate  Specialties  Co.,  Inc.,  37-118  57th  St.,  Wood- 
side  77,  N.  Y. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 
Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  M.  Y. 
Bram  Chemical  Co.,  820  6Sth  Ave.,  Philadelphia  26, 
Pa. 


CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W.  Oliver 
Bldg.,  P.  0.  Box  2518,  Pittsburgh  30,  Pa.  ADV 
PG.  135. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

du  Pont  de  Nemours  &  Co.,  E.  I.,  Wilmington  98, 
Del. 

Eagle-Picher  Co.,  American  Bldg.,  Cincinnati,  Ohio. 

Electro  Metallurgical  Co.,  Div.  of  Union  Carbide  Corp., 
30  E.  42nd  St.,  New  York  17,  N.  Y. 

Foote  Mineral  Co.,  452  Eighteen  West  Chelten  Bldg., 
Philadelphia  44,  Pa. 

MERCK  &  CO.,  INC.,  Rahway,  N.  J.  ADV.  PG.  238,  239. 

Sarkes  Tarzian,  Inc.,  Rectifier  Div.,  415  N.  College  Ave., 
Bloomington,  Ind. 

Sel-Rex  Corporation,  Nutley  10,  N.  J. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  CHEMICAL  & 
METALLURGICAL  DIV.,  Towanda,  Pa.  ADV.  PG.  633. 

TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave.,  Dallas  9,  Texas.  ADV.  PG.  396. 

Trans-Sil  Corp.,  55  Honeck  St.,  Englewood,  N.  J. 

United  States  Dynamics  Corp.,  1250  Columbus  Ave., 
Boston  20,  Mass. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 


Silicon  CorbMo 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 
CARBORUNDUM  CO.,  THE,  GLOBAR  PLANT,  Niagara 
Falls,  N.  Y.  ADV.  PG.  72,  73. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
Norton  Co.,  Worcester  6,  Mass. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 


Silvot 

Accurate  Specialties  Co.,  Inc.,  37-118  57th  St.,  Wood- 
side  77,  N.  Y. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 

American  Metal  Climax,  Inc.,  61  Broadway,  New  York 
6,  N.  Y. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing 
54,  N.  Y. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N.  Y. 

Bishop  &  Co.,  J.,  Platinum  Works,  Malvern,  Pa. 

BRAININ  CO.,  C.  S.,  32C  Washington  St.,  Mt.  Vernon, 
N.  Y.  ADV.  PG.  547. 

Bram  Chemical  Co.,  820  6Sth  Ave.,  Philadelphia  26,  Pa. 

Cominco,  Metal  Sales  Div.,  215  St.  James  St.,  W., 
Montreal,  Canada. 

Cooper  &  Sons,  Inc.,  Joseph  B.,  25  W.  47th  St.,  New 
York  36,  N.  Y. 

DelU  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

Derringer  Metallurgical  Corp.,  8131  Monticello  Ave., 
Skokie,  III. 

Eastern  Smelting  &  Refining  Corp.,  107-109  Brookline 
St^  Boston  18,  Moss. 

ENGEiLHARD  INDUSTRIES,  INC.,  (AMERICAN  PLATI¬ 
NUM  &  SILVER  DIV.),  113  Astor  St.,  Newark  5,  N.  J. 
ADV.  PG.  329. 

Federated  Metals  Div.,  American  Smelting  6  Refining  Co., 
120  Broadway,  New  York  5,  N.  Y. 

Goldsmith  Bros.  Smelting  A  Refining  Co.,  Ill  N.  Wabash 
Ave.,  Chicago  2,  III. 

Gorham  Manufacturing  Co.,  Bronze  Div.,  Providence  7, 
R.  I. 

Handy  A  Harman,  82  Fulton  St.,  New  York  38,  N.  Y. 

LEACH  A  GARNER  CO.,  Attleboro,  Mass.  ADV.  PG.  275. 

Mallory  A  Co.,  Inc.,  P.  R.  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mass. 

Metz  Refining  Co.,  369  Mulberry  St.,  Newark  2,  N.  J. 

NEY  CO.,  J.  M.,  P.  0.  Box  990,  Hartford  1,  Conn. 
ADV.  PG.  560. 

Pease  A  Curran  Inc.,  780  Allens  Ave.,  Providence,  R.  I. 

Sel-Rex  Corporation,  Nutley  10,  N.  J. 

Standard  Metals  Corp.,  Broad  A  Whiting  Sts.,  North 
Attle(x>ro,  Mass. 

Tricon  Mfg.  Co.,  8012  S.  Wallace  St.,  Chiugo  20,  III. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 

Wildberg  Bros.  Smelting  A  Refining  Co.,  742  Market  St., 
San  Francisco  2,  Calif. 


Silver  Alloys  and  Compounds 

Accurate  Speciaities  Co.,  Inc.,  37-118  57th  St.,  Wood- 
side  77,  N.  Y. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Alpha  Metal,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 

American  Brazing  Alloys  Co.,  P.  0.  Box  11,  Pelham, 
N.  Y. 

American  Metal  Climax,  Inc.,  61  Broadway,  New  York  6, 
N.  Y. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing 
54,  N.  Y. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N.  Y. 

BRAININ  CO.,  C.  S.,  320  Washington  St.,  Mt.  Vernon, 
N.  Y.  ADV.  PG.  547. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 

Cooper  A  Sons,  Inc.,  Joseph  B.,  25  W.  47th  St.,  New 
York  36,  N.  Y. 

Oalweld  Co.,  Inc.,  IS  Bertel  Ave.,  Mount  Vernon,  N.  Y. 

DeHa  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

Derringer  Metallurgical  Corp.,  8131  Monticello  Ave., 
Skokie,  III. 

Division  Lead  Co.,  7742  W.  61st  Place,  Summit,  III. 


1958-1959  LISTINGS  of 


Eastern  Smelting  A  Refining  Corp.,  107-109  W.  Brookline 
St.,  Boston  18,  Mass. 

ENGELHARD  In6uSTRIES,  INC.,  (AMERICAN  PLATI¬ 
NUM  A  SILVER  DIV.),  113  Astor  St.,  Newark  5,  N.  J. 
ADV.  PG.  329. 

GIBSON  ELECTRIC  CO.,  Box  535,  Delmont,  Pa.  ADV. 
PG.  186. 

Goldsmith  Bros.  Smelting  A  Refining  Co.,  Ill  N.  Wabash 
Ave.,  Chicago  2,  111. 

Gorham  Manufacturing  Co.,  Bronze  Div.,  Providence  7, 
R.  I. 

Handy  A  Harman,  82  Fulton  St.,  New  York  38,  N.  Y. 
Improved  Seamless  Wirt  Co.,  775  Eddy  St.,  Providence 

5,  R.  I. 

LEACH  A  GARNER  CO.,  Attleboro,  Mass.  ADV.  PG.  275. 
Mallinckrodt  Chemical  Works,  S^nd  and  Mallinckrodt 
Sts.,  St.  Louis  7,  Mo. 

Mallory  A  Co.,  IiK.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 

6,  Ind. 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro,  Matt. 
Metz  Refining  Co.,  369  Mulberry  St.,  Newark  2,  N.  J. 
NEY  CO.,  J.  M.,  P.  0.  Box  990,  Hartford  1,  Conn. 
ADV.  PG.  560. 

Sel-Rex  Corporation,  Nutley  10,  N.  J. 

Standard  Metals  (^orp..  Broad  A  Whiting  St.,  North 
Attleboro,  Mass. 

Torrance  Glass  A  Color  Works,  Torrance,  Calif. 

Tricon  Mfg.  Co.,  8012  S.  Wallace  St.,  Chicago  20,  III. 
Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 

Vvestern  Gold  A  Platinum  Co.,  (a  tub.  of  The  Wilbur  B. 

Driver  Co.),  525  Harbor  Blvd.,  Belmont,  Calif. 

Wildberg  Bros.  Smelting  A  Refining  Co.,  742  Market 
St.,  San  Francisco  2,  Calif. 


Seoul 

Allegheny  Ludlum  Steel  Corp.,  H.  W.  Oliver  Bldg.,  Pitts¬ 
burgh  22,  Pa. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing 
54,  N.  Y. 

Armco  Steel  Corp.,  703  Curtis  St.,  Middletown,  Ohio. 

Carpenter  Steel  Co.,  142  W.  Bern  St.,  Reading,  Pa. 

CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W.  Oliver 
Bldg.,  P.  0.  Box  2518,  Pittsburgh  30,  Pa.  ADV. 
PC.  135. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  Ydrk, 
N.  Y. 

Republic  Steel  Corp.,  Republic  Bldg.,  Cleveland  1,  Ohio. 

Ryerson  A  Son,  Inc.,  J.  T.,  2558  W.  16th  St.,  Chicago 
16,  III. 

STEEL  HEODLE  MFG.  CO.,  2100  W.  Alleglieny  Ave., 
Philadelphia  32,  Pa.  ADV.  PG.  541. 

Superior  Steel  Corp.,  Carnegie,  Pa. 

U.  S.  Steel  Corp.,  525  William  Penn  Place,  Pittsburgh 
30,  Pa. 

Vacuum  Metals  Corp.,  Div.  of  Crucible  Steel  Co.  of 
America,  P.  0.  Box  977,  Syracuse  1,  N  Y. 


Seoef,  ffoctrix 

Allegheny  Ludlum  Steel  Corp.,  H.  W.  Oliver  Bldg.,  Pitts¬ 
burgh  22,  Pa. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing 
54,  N.  Y. 

Armco  Steel  Corp.,  703  Curtis  St.,  Middletown,  Ohio. 

Carpenter  Steel  Co.,  142  W.  Bern  St.,  Reading,  Pa. 

CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W.  Oliver 
Bldg.,  P.  0.  Box  2518,  Pittsburgh  30,  Pa  ADV. 
PG.  135. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

Republic  Steel  Corp.,  Republic  Bldg.,  Cleveland  1,  Ohio. 

U.  S.  Steel  Corp.,  525  William  Penn  Place,  Pittsburgh 
30,  Pa. 


Sfoof,  Stoinlou 

Allegheny  Ludlum  Steel  Corp.,  H.  W.  Oliver  Bldg.,  Pitts¬ 
burgh  22,  Pa. 

Alloy  Metal  Wire  Olv.,  H.  K.  Porter  Co.,  Inc.,  1  Pavilion 
Ave.,  Riverside,  N.  J. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing 
54,  N.  Y. 

Armco  Steel  Corp.,  703  Curtis  St.,  Middletown,  Ohio. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26, 
Pa. 

Bridgeport  Brass  Co.,  30  Grand  St.,  Bridgeport,  Conn. 

Cannon-Muskegon  Corp.,  2885  Lincoln  St.,  Muskegon, 
Mich. 

CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W  Oliver 
Bldg.,  P.  0.  Box  2518,  Pittsburgh  30,  Pa.  ADV. 
PG.  135. 

Delta  Chemical  Works,  21  W  60th  St.,  New  York, 
N.  Y. 

DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway, 
Newark  4,  N.  J.  ADV.  PG.  339. 

DRIVER-HARRIS  CO.,  201  Middlesex  St.,  Harrison,  N  J. 
ADV.  PG.  333. 

Pennrold  Div.,  The  Brush  Beryllium  Co.,  501  Crescent 
Ave.,  Reading,  Pa. 

Republic  Steel  Corp.,  Republic  Bldg.,  Cleveland  1,  Ohio. 

Ryerson  A  Son,  Inc.,  J.  T.,  2558  W.  16th  St.,  Chicago 
16,  III. 

SOMERS  BRASS  CO.,  94  Baldwin  Ave.,  Waterbury, 
Conn.  ADV.  PG.  575. 

Superior  Steel  Corp.,  Carnegie,  Pa. 

Titefiex,  Inc.,  534  Hendee  St.,  Springfield,  Mass. 

U.  S.  Steel  Corp.,  525  William  Penn  Place,  Pittsburgh 
30,  Pa. 

Vacuum  Metals  Corp.,  Div.  of  Crucible  Steel  Co.  of 
America,  P.  0.  Box  977,  Syracuse  1,  N.  V. 
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ELEC1R0NIC  and  ALLIED 


Stronfivm  Cempeimdi 

BAKER  &  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
OIV.  OF  ALLIED  CHEMICAL  CORP..  40  Rectar  St., 
New  York,  N.  V.  AOV.  PG.  247. 

Barium  &  (^mlcalt,  Inc.,  WIIIoubM>7,  OPia. 

Bram  Chemical  Co.,  820  bSth  Ave  ,  Philadelphia  26,  Pa. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

Foote  Mineral  Co.,  4S2  Eighteen  West  Chclten  Bldg., 
Philadelphia  44,  Pa. 

King  Laboratories  Inc.,  127  Solar  St.,  Syracuse  3, 
N.  Y. 

Mallinckrodt  Chemical  Works,  Second  &  Mallir.ckrodt 
Sts.,  St.  Louis  7,  Mo. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 


Tantalum 

Accurate  Specialties  Co.,  Inc.,  37-118  57th  St.,  Wood- 
side  77,  N  Y. 

Alloys  Unlimited  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 

American  Silver  Co.,  Inc.,  36-07  Princa  St.,  Flushing 
54,  N  Y. 

Associated  Engineering  &  Mfg.  Co.,  Glen  Ridge,  N.  J. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 

CROSS  CO.,  H.,  15  Beekman  St.,  New  York  38,  N  Y. 
ADV.  PG.  535. 

Delta  Chemical  Works,  21  W  60th  St.,  New  York, 

N  V. 

DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway, 
Newark  4,  N  J  ADV.  PG  330. 

Electro  Metallurgical  Co.,  Olv.  of  Union  Carbide  Corp., 
30  E  42nd  St.,  New  York  17,  N  Y 

Fansteel  Metallurgical  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  III. 

Haynes  Stellite  Co.,  Olv.  of  Union  Carbide  Corp.,  30  E. 
42nd  St..  New  York  17,  N  Y. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianaxlit 
6,  Ind. 

Metals  &  Controls  Corp.,  31  Forest  St.,  Attleboro, 
Mass. 

Mure«,  Ltd.,  Rainham,  Essen,  England. 

Paul  A  Stein  Bros.,  Inc.,  F.  H.,  215  Fifth  Ave  ,  New 
York  16,  N  Y 

REMBAR  CO.,  INC.,  THE,  67  Main  St.,  Dobbs  Ferry, 
N  Y  ADV  PG  521 

SOMERS  BRASS  CO.,  04  Baldwin  Ave.,  Waterbury, 
Conn  ADV  PG.  575 

United  Mineral  &  Chemical  Corp.,  16  Hudson  St.,  New 
York  11,  N  Y. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N  V. 

Wah  Chang  Corp.,  211  Broadway,  New  York  7,  N.  Y. 


Tallutium 

Alloys  Unlimited  Inc.,  44-15  Vernon  Blvd ,  Long  Island 
City  1,  N  Y 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 

American  Metal  Climaa,  Inc.,  61  Broadway,  New  York  6, 
N  Y. 

Anchor  Metal  Co.,  066  Meeker  Ave  ,  Brooklyn  22,  N.  Y, 

Bram  Chemical  Co.,  820  65th  Ave  ,  Philadelphia  26,  Pa. 

Bridgeport  Brass  Co.,  10  Grand  St.,  Bridgeport,  Conn. 

Delta  Chemical  Works,  21  W  bOth  St.,  New  York, 
N.  Y. 

Division  Lead  Co.,  7742  W  61st  Place,  Summit,  III. 

Federated  Metals  Div.,  American  Smelting  &  Rehning 
Co.,  120  Broadway,  New  York  5,  N  Y 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N  Y 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 


fhormoetafic  Bi-Malalt 
Soo  BI-METAIS— Thormottolic 


Thorium 

Davison  Chemical  Co.,  Div.  of  W.  R.  Grace  A  Co.,  Bov 
488,  Pompton  Plaint,  N.  J. 

Delta  Chemical  Works,  21  W,  60th  St.,  New  York, 
N  Y 

Metal  Hydrides,  Inc.,  Beverly,  Mass 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro, 
Mast. 

New  Process  Metals,  45-65  Manufacturers  Place,  Newark 
2,  N.  J 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 

Wah  Chang  Corp.,  233  Broadway,  New  York  7,  N.  Y. 

Westlnghousc  Electric  Corp.,  Lamp  Div.,  Bloomfield, 
N  J 


Tim 

Accurate  Specialties  Co.,  Inc.,  37-118  S7th  St.,  Wood- 
side  77,  N.  Y. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 
Anserican  Metal  Climav,  Inc.,  61  Broadway,  New  York 
6,  N  Y. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing 
54,  N.  Y. 


PRODUCTS 


Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22, 

N.  Y. 

BAKER  A  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP  ,  40  Rector  St., 
New  York,  N.  Y.  ADV  PG.  247 
Bow  Solder  Products  Co.,  Inc.,  251  Freeman  St., 
Brooklyn  22,  N  Y 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y 

Division  Lead  Co.,  7742  W.  61st  Place,  Summit,  III. 
Federated  Metals  Div.,  American  Smelting  A  Refining 
Co.,  120  Broadway.  New  York  5,  N.  Y. 

Johnson  Mfg.  Co  ,  Inc.,  Mount  Vernon,  Iowa. 

Metal  A  Thermit  Corp.,  Rahway,  N.  J. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 

Tjtonivm 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Bldg.,  Long  Island 
City  1,  N  Y. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing  54, 
N.  Y. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N.  Y. 
Associated  Engineering  A  Mfg.  Co.,  Glen  Ridge  N  J. 
BAKER  A  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
OIV.  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St., 
New  York,  N.  Y  AOV  PG  247. 

Bram  Chemical  Co.,  820  65th  Ave  ,  Philadelphia  26,  Pa. 
Bridgeport  Brass  Co.,  10  Grand  St.,  Bridgeport,  Conn. 
CROSS  CO.,  H.,  15  Beekman  St.,  New  York  18,  N.  Y. 
ADV  PG.  515 

CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W.  Oliver 
Bldg.,  P.  0.  Bov  2518,  Pittsburgh  30,  Pa.  ADV. 
PG  115. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  V. 
DRIVER  CO.,  WILBUR  B  ,  1875  McCarter  H.ghway, 
Newark  4,  N.  J.  AOV.  PG.  319. 
du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I.,  Wilmington  98, 
Del 

Electro  Metallurgical  Co.,  Div.  of  Union  Carbide  Corp., 
30  F  42nd  St.,  New  York  17,  N.  Y 
Foote  Mineral  Co.,  452  Eighteen  West  Chelten  Bldg., 
Philadelphia  44,  Pa 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indian¬ 
apolis  6,  Ind 

Meial  Hydrides,  Inc  ,  Beverly,  Mass. 

Metal  A  Thermit  Corp  ,  Rahway,  N.  J. 

Metals  A  Controls  Corp.,  il  Forest  St.,  Attleboro,  Mats. 
New  Jersey  Zinc  Co.,  160  Front  St.,  New  York  18,  N.  V. 
Republic  Steel  Corp.,  Republic  Bldg.,  Cleveland  1,  Ohio. 
United  Mineral  A  Chemical  Corp.,  16  Hudson  St., 
New  York  n.  N  Y 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 

Twngvfen 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1  N.  Y. 

Associated  Engineering  A  Mfg  Corp.,  Glen  Ridge,  N.  J. 
Bram  Che-nical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 
CROSS  CO.,  H  ,  15  Beekman  St.,  New  York  38,  N  V, 
ADV  PG.  535 

Delta  Chem.cal  Works,  21  W.  60th  St.,  New  York,  N.  Y, 
Eisler  Engineering  Co.,  Inc.,  751  S.  llth  St.,  Newark  3, 
N  J 

Electro  Metallurgical  Co.,  Oiv.  of  Union  Carbide  Corp., 
10  E  42nd  St.,  New  York  17,  N  Y 
Electronic  Parts  Mfg  Co.,  Inc.,  508-10  25th  St.,  Union 
City,  N.  J. 

Elmet  Div  North  American  Philips  Co.,  Inc.,  Lisbon 
Rd  Lewiston,  Marne. 

ENGELHARD  INDUSTRIES,  INC.,  (H.  A.  WILSON 
DIV  ),  111  Astor  St..  Newark  5,  N.  J.  AOV.  PG.  329 
Fansteel  Metallurgical  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  III. 

General  Electric  Co.,  Lamp  Wire  A  Phosphors  Dept., 
21800  Tungsten  Rd.,  Cleveland  17,  Ohio. 

Mallory  A  Co.,  Inc.,  P.  R.,  14  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Muret,  Ltd  ,  Ramham,  Essev,  England. 

REMBAR  CO.,  INC.,  THE,  67  Mam  St.,  Dobbs  Ferry, 
N  Y  AOV  PG  521 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  CHEMICAL  A 
METALLURGICAL  DIV.,  Towanda,  Pa.  AOV  PG.  611. 
United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  11,  N  Y 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 

Wah  Chang  Corp.,  233  Broadway,  New  York  7,  N.  Y 
Westinghoiise  Electric  Corp.,  Lamp  Oiv  ,  Bloomfield,  N.  J. 

Twnysfo*  Ribbon 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Associated  Engineering  A  Mfg.  Corp.,  Glen  Ridge,  N.  J. 
Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 
CROSS  CO.,  H.,  15  Beekman  St.,  New  York  18,  N.  V. 
ADV.  PG.  535. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York.  N.  Y. 
Eisler  Engineering  Co.,  Inc.,  751  S.  llth  St.,  Newark  3, 
N.  J. 

Fansteel  Metallurgical  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  111. 

General  Electric  Co.,  Lamp  Wire  A  Phosphors  Dept., 
21800  Tungsten  Rd.,  Cleveland  17,  Ohio. 

Murev,  Ltd.,  Rainham,  Essev,  England. 

REMBAR  CO.,  INC.,  THE,  67  Main  St.,  Dobbs  Ferry, 
N.  Y  ADV.  PG.  521. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  CHEMICAL  A 
METALLURGICAL  OIV.,  Towanda,  Pa.  ADV.  PG.  633. 


METALS 


Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York. 
N.  V. 

Wah  Chang  Corp.,  233  Broadway,  New  York  7,  N.  Y. 
Westinghouse  Electric  Corp.,  Lamp  Oiv.,  Bloomfield, 
N.  J. 


Uranium 

Bridgeport  Brass  Co.,  30  Grand  St.,  Bridgeport,  Conn. 
Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y 
Mallinckrodt  Chemical  Works,  Second  A  Mallinckrodt 
Sts.,  St.  Louis  7,  Mo. 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro, 
Mass. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 


Vacuum  Mullad 

Allegheny  Ludlum  Steel  Corp.,  H.  W.  Oliver  Bldg., 
Pittsburgh  22,  Pa. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long 
Island  City  1.  N.  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing 
54,  N.  Y. 

Cannon-Muskegon  Corp.,  2885  Lincoln  St  ,  Muskegon, 
Mich. 

Carpenter  Steel  Co.,  142  W.  Bern  St.,  Reading,  Pa. 

CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W  Oliver 
Bldg.,  P.  0.  Bov  2518,  Pittsburgh  30,  Pa.  ADV.  PG. 
135. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway, 
Newark  4.  N.  J.  ADV.  PG.  339. 

DRIVER-HARRIS  CO.,  201  Middlesev  St.,  Harrison,  N.  J. 
ADV  PG.  313. 

Utica  Drop  Forge  A  Tool  Oiv  of  Kelsey-Hayes  Co.,  2415 
Whitesboro  St.,  Utica  4,  N.  Y. 

Vacuum  Metals  Corp.,  Div.  of  Crucible  Steel  Co.  of 
America,  P.  0.  Bov  977,  Syracuse  1,  N.  V. 

Westinghouse  Electric  Corp.,  P.  0.  Bov  868,  Pittsburgh 
10,  Pa. 


lint 

Accurate  Specialties  Co.,  Inc.,  37-118  S7th  St.,  Wood- 
side  77,  N.  V. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N  Y- 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 

American  Metal  Climav,  Inc.,  61  Broadway,  New  York 
6,  N  Y. 

American  Silver  Co.,  Inc.,  16-07  Prince  St.,  Flushing 
54,  N.  Y. 

Anchor  Metal  Co  .  966  Meeker  Ave  ,  Brooklyn  22,  N.  Y 

BAKER  A  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP.,  40  Rector  St., 
New  York,  N  Y.  AOV.  PG.  247. 

BAKER  CHEMICAL  CO.,  J.  T.,  Ph.lipsburgh,  N.  J  AOV. 
PG  155 

Bridgeport  Brass  Co.,  10  Grand  St.,  Bridgeport,  Conn. 

Cominco,  Metal  Sales  Div.,  215  St.  James  St.,  W., 
Montreal,  Canada. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

Division  Lead  Ce.,  7742  W.  61st  Place,  Summit,  III. 

Federated  Metals  Div.,  American  Smelting  A  Refining 
Co.,  120  Broadway,  New  York  5,  N.  Y. 

Harmon,  Lichtenstein  A  Co.,  26  Broadway,  New  York  4, 
N.  Y. 

Johnson  Mfg.  Co.,  Inc.,  Mount  Vernon,  Iowa. 

Mallinckrodt  Chemical  Works,  Second  A  Mallinckrodt 
Sts.,  St.  Louis  7,  Mo. 

New  Jersey  Zinc  Co.,  160  Front  St.,  New  York  38,  N.  Y. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 


Zirconium 

Allegheny  Ludlum  Steel  Corp.,  H.  W.  Oliver  Bldg.,  Pitts¬ 
burgh  22,  Pa. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

American  Silver  Co  ,  Inc  ,  36-07  Prince  St..  Flushing  54, 

BAKER  A  ADAMSON  PRODUCTS,  GENERAL  CHEMICAL 
DIV.  OF  ALLIED  CHEMICAL  CORP.,  40  Reaor  St., 
New  York,  N.  Y.  AOV.  PG  247 

Bram  Chemical  Co.,  8206  Sth  Ave.,  Philadelphia  26, 
Pa. 

Bridgeport  Brass  Co.,  10  Grand  St.,  Bridgeport,  Conn. 

CARBORUNDUM  CO.,  THE,  GLOBAR  PLANT,  Niagara 
Falls,  N.  Y.  AOV.  PG.  72,  71. 

Carborundum  Metals  Co.,  The,  Oiv.  of  The  Carborundum 
Co  P  0.  Bov  32,  Akron,  N.  V. 

CROSS  CO.,  H.,  15  Beekman  St.,  New  York  38,  N.  Y. 
ADV.  PG.  515. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

Electro  Metallurgical  Co.,  Div  of  Union  Carbide  Corp., 
10  E.  42nd  St.,  New  York  17,  N  Y 

Foote  Mineral  Co.,  452  Eighteen  West  Chelten  Bldg., 
Philadelphia  44,  Pa. 

Jonas  Co.,  F.,  55  W.  42nd  St.,  New  York  36,  N.  Y. 

Metal  Hydrides,  Inc.,  Beverly,  Mass. 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mass. 

Murev,  Ltd ,  Rainham,  Essev,  England. 

REMBAR  CO.,  INC.,  TH^  67  Main  St.,  Dobbs  Ferry, 
N.  Y.  ADV.  PG.  521. 

Superior  Steel  Corp.,  Carnegie,  Pa. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 

Wah  Chang  Corp.,  233  Broadway,  New  York  7,  N  Y. 
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Admiral  Corp.,  3800  Cortland  St.,  CMcago  47,  III. 
Advance  Instrument  Corp.,  1709  F.  St.,  Belmar,  N.  J. 
Aeronautical  Communications  Equipment,  Inc.,  3090  S.W. 

37th  Ave.,  Miami  33,  Fla. 

Gurley,  W.  &  L.  E.,  514  Fulton  St.,  Troy,  N.  V. 
Maurer,  Inc.,  J.  A.,  37-01  31st  St.,  Long  Island  City  1, 
N.  V. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

Muirhead  &  Co.,  Ltd.,  Beckenham,  Kent,  England 
Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  V. 


METERS— Accelarolion 

Sm  accelerometers 


METERS— Aetanvof  ion 

Daven  Co.,  Route  10,  Livingston,  M,  J. 
DEMORNAY-BONAROl,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98,  99. 

Leeds  &  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

Polytechnic  Research  &  Development  Co.,  Inc.,  202 
Tillary  St.,  Brooklyn  1,  N.  Y. 

SPERRY  GYROSCOPE  CO.,  Microwave  Electronics  Div. 
Great  Neck,  N.  Y.  ADV.  PG.  165. 


METERS-CoWa  Tasting 

ASSOCIATED  RESEARCH,  INC.,  3788  W.  Belmont  Ave., 
Chicago  18,  111.  ADV.  PG.  477. 

Biddle  Co.,  James  G.,  1316  Arch  St.,  Philadelphia  7,  Pa. 

Califo.-nia  Technical  Industries  Div.  of  Textron,  Inc., 
1421  Old  County  Rd.,  Belmont,  Calif. 

Dit-Mco,  Inc.,  Electronics  Div.,  911  Broadway,  Kansas 
City  5,  Mo. 

GENERAL  HERMETIC  SEALING  CORP.,  99  E.  Hawthorne, 
Valley  Stream,  N.  Y.  ADV.  PG.  546. 

Industrial  Instruments,  Inc.,  89  Commerce  Rd.,  Cedar 
Grove,  N.  J. 

Instrument  Laboratories,  315  W.  Walton  Place,  Chicago 
10,  III. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.  J. 
ADV.  PG.  345. 

Leeds  &  Northrop  Co..  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

Network  Mfg.  Corp.,  213  W.  Fifth  St.,  Bayonne,  N.  J. 

PESCHEL  ELECTRONICS,  INC.,  R.F.D.  ttl,  Patterson, 
N.  Y.  ADV.  PG.  581. 

PRECISE  MEASUREMENTS  CO.,  R.  D.  j^l,  Millbrooks 
Rd.,  Flemington,  N.  J.  ADV.  PG.  503. 

RADIO  FREQUENCY  LABS.,  INC.,  Boonton  2,  N.  J. 
ADV.  PG.  399. 

Radar  Engineers,  4719  Brooklyn  Ave.,  Seattle  5,  Wash. 

SIERRA  ELECTRONIC  CORP.,  3885  Bohannon  Drive, 
Menlo  Park,  Calif.  ADV.  PG.  66,  67. 

Slaughter  Company,  Piqua  9,  Ohio 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityville, 
N.  Y.  ADV.  PG.  323. 

VAN  NORMAN  INDUSTRIES.  Electronics  Div.,  186 
Granite  St.,  Manchester,  N.  H.  ADV.  PG.  276,  277 


METERS— CemfiKtaiKo 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morris  Plains,  N.  J.  ADV.  PG.  368. 

3ruel  &  KJaer,  Naerum,  Denmark. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Leerds  &  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44.  Pa. 

SENSITIVE  RESEARCH  INSTRUMENT  CORP.,  310  Main 
St.,  New  Rochelle,  N.  Y.  ADV.  PG.  'f-T. 


METERS— Ceuntiiig  Rola 

AMERICAN  TRAOAIR  CORP.,  Sub.  of  Ekeo  Electronics, 
Ltd.,  34-01  30th  St.,  Long  Island  City  6,  N.  Y. 
ADV.  PG.  548. 

BAIRO-ATOMIC,  INC.,  33  University  Rd.,  Cambridge 
38,  Mass.  ADV.  PG.  466. 

Beckman/ Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Bruel  &  Kjaer,  Naerum,  Denmark. 

Oevtron  Engineering,  1  Winslow  St.,  Redwood  City,  Calif. 

Douglas  Radio  Labs,  176  Norfolk  Ave.,  Boston  19,  Mass. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

Fischer  &  Porter  Co.,  476  Warminster  Rd.,  Hatboro,  Pa. 

Haydon  Instrument  Co.,  156  W.  Liberty  St.,  Waterbury 
20,  Conn. 

Hupp  Instrumation  Div.,  Erie-Pacific,  12932  S.  Weber 
Way,  Hawthorne,  Calif. 

Leighton  Labs.,  H.  W.,  Sunset  Lane  &  York  Rd., 
Hatboro,  Pa. 

Nuclear-Electronics  Corp.,  2925  N.  Broad  St.,  Phila¬ 
delphia  32,  Pa. 

Nucleonic  Company  of  America,  196  Degr.-.w  St.,  Brooklyn 
31,  N.  Y. 

Potter  Aeronautical  Corp.,  Route  #22,  Union,  N.  J. 

Ram  Meter,  Inc.,  1100  Hilton  Rd ,  Ferndale,  Detroit 
20,  Mich 


Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  15,  Pa. 

Tullamore  Electronics  Laboratory,  6055  S.  Ashland 
Ave.,  Chicago  36,  III. 

VICTOREEN  INSTRUMENTS  CO.,  COMPONENTS  OlV.. 

5806  Hough  Ave.,  Cleveland  3,  Ohio.  ADV.  PG.  254. 
Waugh  Engineering  Co.,  7842  Burnet  Ave.,  Van  Nuys, 
Calif. 


METERS-d'Arsenvol 

Soo  Also  Oolvanomofert 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N.  Y.  ADV.  PG.  555. 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd., 
Chesterland  6,  Ohio.  ADV.  PG.  340. 

BEEDE  ELECTRICAL  INSTRUMENT  CO.,  INC.,  Penacook, 
N.  H.  ADV.  PG.  569. 

Biistol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Cambridge  Instrument  Co.,  Inc.,  3633  Grand  Central 
Terminal,  New  York  17,  N.  V. 

DEJUR-AMSCO  CORP.,  Northern  Blvd.  at  45th  St., 
Long  Island  City  1,  N.  Y.  ADV.  PG.  223-225. 

Electric  Design  &  Mfg.  Corp.,  Burlington,  Iowa. 

Esterline-Angus  Co.,  Inc.,  P.  0.  Box  596,  Indianapolis 
6,  Ind. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio.  > 

HOYT  ELECTRICAL  INSTRUMENT  WORKS  INC.,  42 
Carleton  St.,  Cambridge  42,  Mass.  ADV.  PG.  400. 

IDEAL  PRECISION  METER  CO.,  INC.,  126  Greenpoint 
Ave..  Brooklyn  22,  N.  V.  ADV.  PG.  474. 

INTERNATIONAL  INSTRUMENTS,  INC.,  P.  0.  Box  2954, 
New  Haven  15,  Conn.  ADV.  PG.  552. 

Larson  Instrument  Co.,  24  Orchard  St.,  Tarrytown,  N.  Y. 

Leeds  &  Northrtip  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

LEWIS  ENGINEERING  CO.,  52  Rubber  Ave.,  Naugatuck, 
Conn.  ADV.  PG.  532. 

Marion  Electrical  Instrument  Co.,  Grenier  Field,  Man¬ 
chester,  N.  H. 

Meters,  Inc.,  5353  N.  Keystone  Ave.,  Indianapolis  20, 
Ind. 

Minneapolis-Honeywell  Regulator  Co.,  Industrial  Div. 
Seventh  &  Grange  Sts.,  Philadelphia  44,  Pa. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

Pace  Electrical  Instruments  Co.,  Inc.,  70-31  84th  St., 
Glendale  27,  N.  Y. 

Phaostron  Instrument  A  Electronic  Co.,  151  Pasadena 
Ave.,  South  Pasadena,  Calif. 

RAWSON  ELECTRICAL  INSTRUMENT  CO.,  Ill  Potter 
St.,  Cambridge  42,  Mass.  ADV.  PG.  457. 

Roller  Smith  Corp.,  1825  W.  Market  St.,  Bethlehem,  Pa. 

SENSITIVE  RESEARCH  INSTRUMENT  CORP.,  310  Main 
St.,  New  Rochelle,  N.  Y.  ADV.  PG.  467. 

Simpson  Electric  Co.,  Div.  of  American  Gage  A  Machine 
Co.,  5218  W.  Klmie  St.,  Chicago  44,  III. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Bluffton, 
Ohio. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  ADV.  PG.  276,  277. 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

WATERS  MANUFACTURING,  INC.,  Boston  Post  Rd., 
Wayland,  Mass.  ADV.  PG.  473. 

Welch  Scientific  Co.,  W.  M.,  1515  Sedgwick  St., 

Chicago  10,  III. 

V/estinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

Weston  Instruments  Div.  of  Oaystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 


METERS-Oecibel 

Alectra  Div.,  Consolidated  Electrodynamics  Corp.,  325  N 
Altadena  Drive,  Pasadena,  Calif. 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N.  Y.  ADV.  PG.  555. 

Avo  Ltd.,  Avocet  House,  92/96,  Vauxhatl  Bridge  Rd., 
London  S.W.  1,  England. 

BEEDE  ELECTRICAL  INSTRUMENT  CO.,  INC.,  Penacook, 
N.  H.  ADV.  PG.  569. 

Bruel  A  Kjaer,  Naerum,  Denmark. 

Clouqh-Brengic  Co.,  6014  N.  Broadway,  Chicago,  III. 

DAVEN  COv  Route  10,  Livingston,  N.  J.  ADV.  PG.  401. 

DEJUR-AM^O  CORP.,  Northern  Blvd.  at  45th  St.,  Long 
Island  City  1,  N.  V.  ADV.  PG.  223-225. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mats.  ADV.  PG.  178,  179. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

HOYT  ELECTRICAL  INSTRUMENT  WORKS,  INC.,  42 
Carleton  St.,  Cambridge  42,  Mass.  ADV.  PG.  400. 

Instrument  Laboratories,  315  W.  Walton  Place,  Chicago 
10,  III. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.  J. 
ADV.  PG.  345. 

Marion  Electrical  Instrument  Co.,  Grenier  Field,  Man¬ 
chester,  N.  H. 

Meters,  Inc.,  5353  N  Keystone  Ave.,  Indianapolis  20, 
Ind. 

Pace  Electrical  Instruments  Co.,  Inc.,  70-31  84th  St., 
Glendale  27,  N.  Y. 

Phaostron  Instrument  A  Electronic  Co.,  151  Pasadena 
Ave.,  South  Pasadena,  Calif. 

Roller  Smith  Corp.,  1825  W.  Market  St.,  Bethlehem, 
Pa. 


Scott,  Inc.,  Hermon  Hosmer,  111  Powder  Mill  Rd.,  May¬ 
nard,  Mass. 

Simpson  Electric  Co.,  Div.  of  American  Gage  A  Machine 
Co.,  5218  W.  Kinzie  St.,  Chicago  44,  III. 

Solartron,  Inc.,  Western  Div.,  10761  Burbank  Blvd., 
North  Hollywood,  Calif. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Bluffton, 
Ohio. 

V/acLine,  Inc.,  35  S.  Clair  St.,  Dayton  2,  Ohio. 

WATERS  MANUFACTURING,  INC.,  Boston  Post  Rd., 
Wayland,  Mass.  ADV.  PG.  473. 

Welch  Scientific  Co.,  W.  M.,  1515  Sedgwick  St.,  Chicago 
10,  III. 

Westinghouse  Electric  Corp.,  P  0.  Box  868,  Pittsburgh 
30.  Pa. 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Frt- 
linghuysen  Ave.,  Newark  12,  N.  J. 


METERS— Dislerf ion  and  Noise 

Airborne  Instruments  Lab.,  Inc.,  160  Old  Country  Rd., 
Mineola,  N.  Y 

ANTON  ELECTRONIC  UBS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N.  Y.  ADV.  PG.  555. 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts  .  8ristol, 
Pa.  ADV.  PG.  103 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morris  Plains,  N.  J.  ADV.  PG.  368. 

Btuel  A  Kjaer,  Naerum,  Denmark. 

Creative  Electronics  Corp.,  94  Lincoln  Ave.,  Stamford, 
Conn. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG.  401. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford  Conn. 

EMPIRE  OmCES  PRODUCTS  CORP.,  Amsterdam.  N  V. 
ADV.  PG.  412. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178  179. 

Hallamore  Electronics  Co.,  8352  Brookhursl  Ave.,  Ana¬ 
heim  Calif. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton  Harbor 
14,  Mich.  ADV.  PG.  513. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Pal« 
Alto,  Calif.  ADV.  PG.  29-44 

MILLIVAC  INSTRUMENTS  OlV.  OF  COHU  ELECTRONICS, 
INC.,  2315  Second  Ave.,  Carmen,  Schenectady,  N.  V. 
ADV.  PG.  497. 

Northeast  Electronics  Corp.,  P  0.  Box  425,  Municipal 
Airport,  Concord,  N.  H. 

TELECHROME  MFC.  CORP.,  28  Ranick  Drive,  Amily- 
ville,  N.  V.  ADV.  PG.  323. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  BluR- 
ton,  Ohio. 


METERS-flapaod  Tim* 

Aero  Instrument  Co.,  11423  Vanowen  St.,  North  Holly¬ 
wood,  Calif. 

ANTON  ELECTRONIC  UBS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N.  Y  ADV.  PG.  555. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  ADV.  PG.  466 

Beckman/Berkeley  Division,  2200  Wright  Ave  ,  Richmond 
3,  Calif. 

Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Bristol  Motor  Ohr.,  Vocational  Co.  of  America,  Inc.,  Old 
Saybrook,  Conn. 

Computer-Measurements  Corp.,  5528  Vineland  Ave.,  North 
Hollywood,  Calif. 

Cramer  Controls  Corp.,  Box  13,  Centerbrook,  Conn. 

DEJUR-AMSCO  CORP.,  Northern  Blvd  at  4Sth  St.,  Long 
Island  City  1,  N.  Y.  ADV.  PG.  223-225. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

Oynac,  Inc.,  395  Page  Mill  Rd.,  Palo  Alto,  Calif. 

Epic,  Inc.,  154  Nassau  St.,  New  York  38,  N  Y. 

ERIE  RESISTOR  CORP.,  Erie  6.  Pa.  ADV.  PG.  140,  141. 

Esterline-Angus  Co.,  Inc.,  P.  0.  Box  596,  Indianapolis 
6,  Ind. 

Foxtero  Co.,  The,  Foxboro,  Mass. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif 

General  Electric  Co.,  Appar.itus  Sales  Div.,  I  River  Rd., 
Schenectady  5,  N.  Y. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

HAYDON  CO.,  A.  W.,  238  N.  Elm  St.,  Waterbury,  Conn. 
ADV.  PG  483. 

HAYDON  OlV.  OF  GENERAL  TIME  CORP.,  500  E.  Elm 
St.,  Torrington,  Conn.  ADV.  PG.  97. 

Haydon  Instrument  Co.,  156  W.  Liberty  St.,  Waterbury 
20,  Conn. 

Hupp  Instrumation  Div.,  Erie-Pacific,  12932  S.  Weber 
Way,  Hawthorne,  Calif. 

I-L-S  Instrument  Corp.,  4525  W.  160th  St.,  Cleveland 
11.  Ohio. 

J-B-T  INSTRUMENTS,  INC.,  431  Chapel  St.,  New  Haven 
8,  Conn.  ADV.  PG.  256. 

Marion  Electrical  Instrumeit  Co.,  Grenier  Field,  Man¬ 
chester,  N.  H. 

NRD  Instrument  Co.,  6425  Etzel  Ave.,  St.  Louis  14, 
Mo. 

Nucleonic  Company  of  America,  196  Degraw  St.,  Brook¬ 
lyn  31,  N.  Y. 

Ransom  Research,  Box  269,  San  Pedro,  Calif. 

Roller  Smith  Corp.,  1825  W.  Market  St.,  Bethlehem,  Pa. 

Simpson  Electric  Co.  Div.  of  American  Gage  &  Machine 
Co.,  5218  W.  Kinzie  St.,  Chicago  44,  III. 
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SriCHT  CO.,  INC.,  HERMAN  H.,  27  Rark  Place,  New 
York  7,  N.  V.  AOV.  PG  S8S. 

SVSTRON  CORP.,  2035  Concord  Bled.,  Concord,  Calif. 

AOV.  PG.  36B. 

Tullamore  Electronici  Laboratory,  6055  S.  Ashland  Ave., 
Chicago  56,  III. 

Venner  Electronic^  Ltd.,  Kingston  By-Pass,  New  Malden, 
England 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 

Union,  N.  J  AOV.  PG.  346. 

WacLIne,  Inc  ,  35  S.  St  ,  Clair  St.,  Dayton  2,  Ohio. 

WATERS  MANUFACTURING  INC.,  Boston  Post  Rd., 
Wayland,  Mass  AOV.  PG.  473. 

Westinghouse  Electric  Carp.,  P  0.  Bo«  868,  Pittsburgh 
30,  Pa. 

Weston  Instruments  Oiv.  of  Oaystrom,  Inc.,  614  Fre- 
linghuysen  Are.,  Newark  12,  N  J. 


METERS— ffoetrempypr 

Belleville-Heicem  Corp.,  638  University  Ave ,  Lot  Gatos, 
Calif 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  OIV.,  631 
Central  Ave  .  Carlstadt,  N  J  AOV  PG  344A 
GENERAL  RADIO  CO.,  275  Massachusetts  Ave ,  Cam¬ 
bridge  39,  Mass  AOV.  PG.  178,  179 
KEITHLEY  INSTRUMENTS,  12415  Euclid  Ave.,  Cleve 
land  6,  Ohio  AOV  PG  274 
Nuclear  Corp.  of  America,  400  Park  Ave ,  New  York 
22,  N  Y 

VICTOREEN  INSTRUMENT  CO.,  Components  Oiv  ,  5806 
Hough  Ave.,  Cleveland  3,  Ohio  AOV.  PG.  254 
V/acLine,  Inc.,  35  S.  St.  Clair  St..  Dayton  2,  Ohio. 
Wayne  Kerr-E.I.L.,  P.  0.  Bov  801,  Philadelphia  5,  Pa. 

METERS-ffetIrenIc  Capweitance 
METERS-FleW  Strengefi 

See  INSTRUMENTS— Electrical  Meetering 


METERS-Flaw,  flecfrenic 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd  ,  Cleveland  10.  Ohio. 
Beckman/Process  Instruments  Division,  2500  Fullerton 
Rd.,  Fullerton,  Calif 

Bristol  Co.,  The,  P  0  Boc  1790  EBG,  Waterbury  20, 
Conn 

Central  ElKtronic  Manufacturers,  Inc  ,  2  Richumod 

Place,  Oenville,  N  J. 

Oynac,  Inc.,  395  Page  Mill  Rd  ,  Palo  Alto,  Calif 
Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W  4,  Eng¬ 
land 

Fischer  A  Porter  Co.,  476  Warminster  Rd.,  Hatboro,  Pa 
Fcvboro  Co.,  The,  Foiboro,  Mass 
Hastings-Raydist,  Inc.,  Hampton  9,  Va 
Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave, 
Cleveland  8,  Ohio. 

Hupp  InstrumMion  Oiv.,  Erie-PaclAc,  12932  S  Weber 
Way,  Hawthorne,  Calif. 

Industrial  Development  Labs.,  Inc.,  17  PoIlKk  Ave., 
>'sr,  City  5,  N.  J. 

LIBRASCOPE,  INC.,  808  Western  Ave  ,  Glendale,  Calif 
AOV  PG  125. 

Manning,  Mavwcll  A  Moore,  Inc.,  Industrial  Controls 
Oiv.,  250  E.  Mam  St.,  Stratford,  Conn 
Norwood  Controls  Unit,  Detroit  Controls  Corp ,  934 
Washington  St.,  Norwood,  Matt 
Nuclear  Corp.  of  AmeriCA  400  Park  Ave  ,  New  York  22, 
N  Y 

Potter  Aeronautical  Corp .  Route  #22,  Union,  N  J 
REVERE  CORP  OF  AMERICA.  SUB  OF  NEPTUNE  ME¬ 
TER  CO.,  Wallingford  2,  Conn  AOV.  PG  492 
Waugh  Engineering  Co.,  7842  Burnet  Ave.,  Van  Nuyt, 
Calif 


METERS-Fluteor 

See  METERS— Wow  ond  Flutter 


METERS— F-AI  Doviotion 
See  INSTRUMENTS— Electrical  Measuring 


METERS-Fluv 
See  flUXMETERS 


METERS— Foetcandle 

Aerotronic  Associates,  P  0  Ba«  419,  Concord,  N  H 

Avo  Ltd.,  Avacet  House,  92 '96,  Vauvhali  Bridge  Rd , 
London  S.  W.  1,  England 

General  ElKtrlc  Co.,  Apparatus  Sales  Div ,  1  River  Rd , 
Schenectady  5,  N  V. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  178,  179 

Gordon  Enterprises,  5362  N  Cahuenga  Blvd.,  North 

Hollywood,  Calif. 

Welch  Scientific  Co.,  W.  M.,  1515  Sedgwick  St.,  Chicago 
10,  III. 

Weston  Instruments  Div.  of  Oaystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 

METERS— Froguonctr 
Soe  INSTRUMENTS- Electric  Mooturing 

METERS-Fragigaitcy,  AUcrowava 
See  MICROWAVE  ACCESSORIES 


PRODUCTS 


METERS-Crid  Dip 

Alto  Scientific  Co,  855  Commercial  St.,  Palo  Alto, 
Calif 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  St.,  Bristol, 
Pa  AOV  PG  103 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morris  Plains,  N.  J  AOV.  PG  368 

Colortone  ElKtronics,  Inc.,  200  Frank  Rd.,  Hicksville, 
N  Y 

HEATH  CO,  A  SUB.  OF  OAYSTROM,  INC.,  Benton 
Harbor  14,  Mich  AOV.  PG  513 

MEASUREMENTS  DIV.,  McGRAW-EOISON  CO.,  Boonton 
N.  J  AOV  PG  564,  565. 

Millen  Mfg  Co.,  James,  150  Ecchange  St.,  Malden, 
Mass 

Press  Wireless  Laboratories,  Inc.,  25  Prospects  Place, 
West  Nrwton  65,  Mass. 

Radiometer  72  Emdrupvej,  Copenhagen,  NV-1,  Denmark. 

Trepac  Corp  of  America,  1  Engle  St.,  Englewood,  N.  J 


METERS-Impodonco 

See  INSTRUMENTS-ElactrIcal  Measuring 


METERS-Intermodulotien 
See  TESTERS— Dittertian 


METERS-light 

Avo  Ltd ,  Avocet  House,  92/96,  Vauvhali  Bridge  Rd  , 
London  S  W.  1,  England. 

Chicago  Aerial  Industries,  1980  N.  Hawthorne,  Melrose 
Park,  III 

DEJUR-AMSCO  CORP.,  Noithern  Blvd  at  45th  St.,  Long 
Island  C  ty  1,  N  Y  AOV  PG  223-225 

General  Electric  Co.,  Apparatus  Sales  Oiv  ,  I  River  Rd  . 
Schenectady  5,  N  Y 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave  Cam¬ 
bridge  39.  Mass  AOV  PG  178.  179 

Gordon  Enterprises.  5362  N  Cahienga  Blvd  .  North 
Hollywood.  Calif 

Hickok  Electrical  Instrument  Co.,  10514  Oupont  Ave., 
Cleveland  8,  Ohio 

Welch  Scientific  Co,  W  M.,  1515  Sedgw.ck  St,  Chicago 
10.  III. 

Zoomar,  Inc.,  Glen  Cove,  N.  Y 


METERS-Mierevelt 

Alpha  Instrument  Co.,  43  Hempstead  St.,  New  London, 
Conn 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave, 
Orooklyn  37,  N  Y  AOV.  PG  555 
BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave, 
Morns  Plains,  N  J  AOV.  PG  368 
Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Oes  Momes, 
Iowa 

Flow  Corp.,  85  Mystic  St ,  Arlington  74,  Mass 
General  Electric  Co.,  Apparatus  Sales  Oiv.,  I  River  Rd  , 
Schenectady  5,  N  Y. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto. 
Calif  AOV  PG  29-44 

INDUSTRIAL  CONTROL  CO.,  805  Alb.n  Ave,  Linden¬ 
hurst  N  Y  AOV  PG  490 
KAY  ELECTRIC  CO..  Maple  Ave,  Pine  Brook.  N  J 
AOV  PG  345 

KIN  TEL,  Bov  623,  5725  Kearny  Villa  Rd.,  San  Oiego 
12,  Calif  AOV.  PG  51-57 

MILLIVAC  INSTRUMENTS  DIV  OF  COHU  ELEC¬ 
TRONICS,  INC.,  2315  Second  Ave  .  Carmen,  Schenec¬ 
tady.  N  Y  AOV  PG  497 

PHYSICS  RESEARCH  LABS,  INC.,  P  0  Bov  555, 
Hempstead,  N  Y  AOV  PG.  520 
TRANS  ELECTRONICS,  INC.,  7349  Canoga  Ave.,  Canoga 
Pa.'k.  Calif  AOV  PG  506 
VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  DIV., 
5806  Hough  Ave ,  Cleveland  3,  Ohio  AOV  PG.  254 
WacLine  Inc  ,  35  S.  St  Clair  St.,  Dayton  2,  Ohio. 
WATERS  MANUFACTURING  INC ,  Boston  Post  Rd , 
Wayland.  Mass  AOV  PG  473. 


METERS-Micrewave 

See  MICROWAVE  ACCESSORIES 


METERS— Madufatien 

See  INSTRUMENTS— Electrical  Measuring 


METERS-Moisture,  Efectrenic 

Avo  Ltd,  Avocet  Hotise,  92/96.  Vauvhali  Bridge  Rd., 
London  S  W.  1,  England 

Beckman/Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif. 

Bristol  Co.,  The,  P  0.  Bov  1790  EBG,  Waterbury  20, 
Coon. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
VillA  Pasadena,  Calif. 

Oelmhorst  Instrument  Co.,  601  Cedar  St.,  Boonton,  N.  J. 

Fovboro  Co.,  Fovboro,  Mass 

Hickok  Electrical  Instrument  Co.,  10514  Oupont  Ave., 
Cleveland  8  Ohio. 

Kahn  &  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn 

Manufacturers  Engineering  A  Equipment  Corp.,  York  A 
Sunset  Lane,  Hatboro.  Pa 

MARCONI  INSTRUMENTS,  111  Cedar  Lane.  Englewood 
N.  J  AOV  PG.  316 


METERS 


Moisture  Register  Co.,  1510  W.  Chestnut  St.,  Alhamb-a, 
Calif 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Bluff- 
ton  Ohio. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J  AOV  PG.  346. 

Wayne  Kerr-E.I.L.,  P.  0.  Bov  801,  Philadelphia  5,  Pa. 

Weston  Instruments  O-v.  of  Oaystrom,  Inc.,  614  Freling- 
huysen  Ave.,  Newark  12,  N.  J. 


METERS-Nuff 
METERS— Output 
METERS -Panel 

See  INSTRUMENTS— Electrical  Measuring 


METERS— pN  Meters.  Recerrfert  A  Cemparotert 

Analytical  Measurements,  Inc.,  585  Main  St.,  Chatham, 
N.  J. 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 

Beckman,  Process  Instruments  Division,  2500  Fullerton 
Rd.,  Fullerton.  Calif. 

Beckman,  Scientific  Instruments  0<v  of  Beckman  Instru¬ 
ments,  Inc.,  2500  Fullerton  Rd.,  Fullerton,  Calif 

Bristol  Co.,  The,  P  0  Bov  1790  EBG,  Waterbury  20, 
Conn 

Cambridge  Instrument  Co.,  Inc.,  3633  Grand  Central 
Terminal,  New  York  17,  N.  Y. 

Central  Scientific  Co.,  1700  Irving  Park  Rd.,  Chicago 
13,  III. 

Coleman  Instruments,  Inc.,  318  Madrson  St.,  Maywood, 
III. 

Foiboro  Co.,  The,  Foxboro,  Mass. 

Leeds  A  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 

44,  Pa. 

Photovolt  Corp.,  95  Madison  Ave.,  New  York  16,  N.  Y. 

Rad.ometer,  72  Emd-  ovej,  Copenhaven  NV-1,  Denmark. 

Thwing. Albert  Instrument  Co  ,  5351  Pulaski  Ave.,  Phila- 
delph.a  44,  Pa 

Wayne  Kerr-E.I.L.,  P  0  Bov  831,  Philadelph.a  5,  Pa. 

Welch  Scientific  Co.,  W  M.,  1515  SedgwiCk  St.,  Chicago 
10,  III. 

Westinghouse  Electric  Corp.,  P.  0.  Bov  868,  Pittsburgh 
30,  Pa 


METERS-Phaae  Angle 

See  INSTRUMENTS— Electrical  Measuring 


METERS— Phetaefeoric  Reflectien 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md 

Avo  Ltd,  Avocet  House,  92  96,  Vauvhali  Bridge  Rd., 
London  S.W.  1,  England. 

Chicago  Aerial  Industries,  1980  N  Hawthorne,  Melrose 
Park.  III. 

Ess  Specialty  Corp  ,  96  S.  Washington  Ave  ,  Bergenfield, 
N.  J 

G-M  LABORATORIES,  INC.,  4336  N  Knov  Ave.,  Chicago 
41,  III  AOV  PG  571. 

TEIECHROME  MFG  CORP.,  28  Ran.ck  Drive,  Amity- 
ville.  N  Y  AOV.  PG.  323. 

Welch  Scientific  Co,  W  M.,  1515  SedgwiCk  St.,  Chicago 
10.  III. 

Zoomar,  Inc.,  Glen  Cove,  N.  Y 


METERS— Power  Fecter 

See  INSTRUMENTS— Electrical  FAeasuring 

METERS— Power,  Microwave 

See  MICROWAVE  ACCESSORIES 

METERS-Power  Output 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts  ,  Bristol, 
Pa  AOV.  PG.  103 

BIRD  ELECTRONIC  CORP.,  1800  E.  38th  St.,  Cleveland 
14,  Ohio  AOV.  PG.  47. 

Bristol  Co.,  The,  P.  0  Bov  1790  EBG.  Waterbury  20, 
Conn 

OAVEN  CO.,  Route  10,  Livingston,  N  J.  AOV.  PG  401 

Electro  Impulse  Labs.,  208  River  St.,  Red  Bank,  N  J. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  AOV  PG  178,  179 

Hickok  Electrical  Instrument  Co.,  10514  Oupont  Ave., 
Cleveland  8,  Ohio. 

Mack  Electronics,  A  Oiv.  of  Mack  Trucks,  Inc.,  Plainfield, 
N  J 

MARCONI  INSTRUMENTS,  111  Cedar  Lane,  Englewood, 
N.  J  AOV.  PG.  316. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

Northeast  Electronics  Corp.,  p  o.  Bov  425,  Municipal 
Airport,  Concord,  N.  H 

SENSITIVE  RESEARCH  INSTRUMENT  CORP.,  318  Main 
St.,  New  Rochelle,  N.  Y.  AOV.  PG  467. 

Weston  Instruments  Oiv.  of  Oaystrom,  Inc.,  614  Frelmg- 
huysen  Ave.,  Newark  12,  N.  J. 

METERS  O 

METERS-RF  Power 

See  INSTIUMENTS-Electrical  Measuring 
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1958-1959  LISTINGS  of 


METERS— Sound  lovo/ 

Aerotronic  Associates,  P.  0.  Box  419,  Concord,  N.  H. 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N.  Y.  AOV.  PG.  555. 

BEEDE  ELECTRICAL  INSTRUMENT  CO.,  INC.,  Penacook, 
N.  H.  AOV.  PG.  569. 

Bruel  &  Kjaer,  Naerum,  Denmark. 

DE  JUR-AMSCO  CORP.,  Northern  Blvd.  at  45th  St., 
Long  Island  City  1,  N.  Y.  ADV.  PG.  223-225. 

Ervrood,  Inc.,  1770  Berteau  Aw.,  Chicago  13,  III. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  ADV.  PG.  513. 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  ADV.  PG.  408. 

Northeast  Electronics  Corp.,  P.  0.  Box  425,  Municipal 
Airport,  Concord,  N.  H. 

Phaostron  Instrument  &  Electronic  Co.,  151  Pasadena 
Ave.,  South  Pasadena,  Calif. 

Radiometer,  72  Emdrupwj,  Copenhagen,  NV-1,  Denmark. 

Simpson  Electric  Co.  Div.  of  American  Gage  &  Machine 
Co.,  5218  W.  Kinzie  St.,  Chicago  44,  III. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Bluffton, 
Ohio. 

Wayne  Kerr-E.  I.  L.,  P.  0.  Box  801,  Philadelphia  5, 
Pa. 

Welch  Scientific  Co.,  W.  M.,  1515  Sedgwick  St.,  Chi¬ 
cago  10,  III. 

Western  Electro-Acoustic  Lab.,  11789  San  Vicente  Blvd., 
Los  Angeles  49,  Calif. 

METERS— Standing  Wove  Ratio 

Soo  INSTRUMENTS— Electrical  Moaavring 

METERS— TfMrmocaopla 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd., 
Chesterland  6,  Ohio.  ADV.  PG.  340. 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Clewland  10,  Ohio. 

BEEDE  ELECTRICAL  INSTRUMENT  CO.,  INC.,  Penacook, 
N.  H.  ADV,  PG.  569. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  Carlstadt,  N.  J.  ADV.  PG.  394A. 

Flow  Corp.,  85  Mystic  St.,  Arlington  74,  Mass. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  ADV.  P«.  75. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Aw., 
Clewland  8,  Ohio. 

Leeds  A  Northrop  Co.,  4970  Stenton  Aw.,  Philadelphia 
44,  Pa. 

LEWIS  ENGINEERING  CO.,  52  Rubber  Ave.,  Naugatuck, 
Conn.  AOV,  PG.  532. 

RAWSON  ELECTRICAL  INSTRUMENT  CO.,  Ill  Potter 
St.,  Cambridge  42,  Mass.  AOV.  PG.  457. 

Simpson  Electric  Co.  Div,,  American  Gage  A  Machine 
Co.,  5218  Kinzie  St.,  Chicago  44,  III. 

Temperature  Engineering  Corp.,  1000  Union  Landing 
Rd.,  Riverton,  N.  J. 

Thwing-Albert  Instrument  Co.,  5351  Pulaski  Ave.,  Phila¬ 
delphia  44,  Pa. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Bluffton, 

Ohio. 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Welch  Scientific  Co.,  W.  M.,  1515  Sedgwick  St., 
Chicago  10,  III. 

West  Instrument  Co.,  4363  W.  Montrose  Aw.,  Chi¬ 
cago  41,  III. 


METERS—  Vibration 

Bruel  A  Kjaer,  Naerum,  Denmark. 

Calidyne  Co.,  The,  120  Cross  St.,  Winchester,  Mass. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

EPR  S^ial  Products  Corp.,  675  Barbey  St.,  Brooklyn, 
N.  V. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  Riwr  Rd., 
Schenectady  5,  N.  Y. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

International  Research  A  Development  Corp.,  6150 
Huntley  Rd.,  P.  0.  Bex  55,  Worthington,  Ohio. 

INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Aw.,  Lodi,  N.  J.  ADV.  PG.  408. 

Kahn  A  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.  J. 
ADV.  PG.  345. 

Kybernetes  Co.,  9  E.  40th  St.,  New  York  16,  N.  Y. 

MB  Mfg.  Div.  of  Textron,  Inc.,  P.  0.  Box  1825,  New 
Haven  8,  Conn. 

Taber  Instrument  Corp.,  Electronics  Div.,  107  Goundry 
St.,  North  Tonawanda,  N.  Y. 


METERS— Viacoaify,  Electronic 

Bendix  Aviation  Corp.,  Cincinnati  Div.,  3130  Wasson  Rd., 
Cincinnati  8,  Ohio. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Electric  Eye  Equipment  Co.,  1938  E.  Fairchild  St., 
Danville,  III. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plau, 
New  York  20,  N.  Y.  ADV  PG  490. 


Fischer  A  Porter  Co.,  476  Warminster  Rd.,  Hatboro,  Pa. 
Foxboro  Co.,  The,  Foxboro,  Mass. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 


METERS— Volt-Ohm,  Electranic 

Alco  Electronics  Mfg.  Co.,  3  Wolcott  Aw.,  Lawrence, 
Mass. 

Alpha  Instrument  Co.,  43  Hempstead  St.,  New  London, 
Conn. 

American  Matrix  Corp.,  40  Haddon  Ave.,  Camden  2, 
N.  J. 

ASSOCIATED  RESEARCH,  INC.,  3788  W.  Belmont  Ave., 
Chicago  18,  III.  ADV.  PG.  477. 

Avo  Ltd.,  80  Shore  Rd.,  Port  Washington,  N.  Y. 

Avo  Ltd.,  Avocet  House,  92/96,  Vauxhall  Bridge  Rd., 
London  S.  W.  1,  Engla.nd. 

BALLANTINE  LABORATORIES,  INC.,  Boonton,  N.  J. 
ADV.  PG.  163. 

Beckman/ Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif. 

Beileville-Hexem  Corp.,  638  U'liwrsity  Aw.,  Los 
Catos,  Calif. 

Bergen  Laboratories,  247  Crooks  Aw.,  Clifton,  N.  J. 

Bruno-New  York  Industries  Corp.,  460  W.  34th  St., 
New  York  1,  N.  Y. 

Columbus  Electronics  Corp.,  1010  Saw  Mill  River  Rd., 
Yonkers,  N.  Y. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City,  N.  V. 

Electronic  Measurements  Corp.,  625  Broadway,  New 
York  12,  N.  Y. 

Epic,  Inc.,  154  Nassau  St.,  New  York  38,  N.  Y. 

Franklin  Electronics,  Inc.,  E.  Fourth  St  ,  Bridgeport,  Pa. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  AOV.  PG.  513. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Aw., 
Cleveland  8,  Ohio. 

KEITHLEY  INSTRUMENTS,  12415  Euclid  Ave  ,  Cleve¬ 
land  6,  Ohio.  ADV.  PG.  274. 

Leitch  Engineering  Corp.,  326  Lincoln  St  ,  Manchester, 
N.  H. 

Mack  Electronics  A  Div.  of  Mack  Trucks,  Inc.,  Plain- 
field,  N.  J 

MEASUREMENTS  DIV.,  McGRAW-EDISON  CO.,  Boonton, 
N.  J.  ADV  PG.  564,  565. 

NON-LINEAR  SYSTEMS,  INC.,  Del  Mar  Airport,  Del  Mar 
Calif.  AOV.  PG  442. 

Phaostron  Instrument  A  Electronic  Co.,  151  Pasadena 
Aw.,  South  Pasadena,  Calif. 

Precision  Apparatus  Co.,  Inc.,  70-31  84th  St.,  Glendale 
27,  N.  Y. 

Precision  Electronics,  Inc.,  9101  King  St ,  Franklin 
Park,  III. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

Radio  City  Products  Co.,  Inc.,  Centre  A  Glendale  Sts., 
Easton,  Pa 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
DIV.,  415  S.  Fifth  St.,  Harrison,  N.  J  AOV.  PG. 
440,  441,  Third  A  Fourth  Covers  A  Preceding  Insert. 

Radiometer,  72  Emdrupwj,  Copenhagen  NV-1,  Denmark. 

Seco  Mfg.  Co.,  5015  Penn  Aw.,  S.,  Minneapolis,  Minn. 

Servo-Tek  Products  Co.,  Inc.,  1086  Goffie  Rd.,  Haw¬ 
thorne,  N.  J. 

Simpson  Electric  Co.  Div.  of  American  Gage  A  Machine 
Co  ,  5218  W  Kinzie  St.,  Chicago  44,  111. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas. 
ADV.  PG.  347. 

Specialty  Engineering  A  Electronics  Co.,  79  Clifton  Place, 
Brooklyn  38,  N.  V. 

TRIO  LABORATORIES,  INC.,  4025  Merrick  Rd.,  Seaford, 
N.  Y.  ADV.  PG.  519. 

Triplett  Electrical  Instrument  Co,  Harmon  Rd.,  Bluff¬ 
ton,  Ohio. 


METERS-Wava 

See  INSTRUMENTS-Eloctrical  Moaturing 


METERS-«Vow  and  fluttar 

Amplifier  Corp.  of  America,  396  Broadway,  New  York 
13,  N.  Y. 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

D  A  R,  LTD.,  402  E.  Gutierrez  St.,  P.  0.  Box  1500, 
Santa  Barbara,  Calif.  ADV  PG.  556. 

Donner  Scientific  Co.,  888  Galindo  St.,  Concord,  Calif. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

Fairchild  Recording  Equipment  Co.,  10-40  45th  Ave., 
Long  Island  City  1,  N.  Y. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.Y. 


METERS— X-Ray  firteiuiry 

So#  INSTRUMENTS-Eloctrical  Moaturing 

MICA 

Soo  INSULATION  MATERIALS 


MICROAMMETERS 

MICROFARADMETERS 

Soo  INSTRUMENTS-Eloctrical  Mootwring 


MICROMETERS-floctrenic 

Dice  Co.,  J.  W.,  Englewood,  N.  J. 

Standard  Electronics  Research  Corp.,  2  East  End  Aw., 
New  York  21,  N.  Y. 

MICRO-MICROAMMETERS 

Soo  INSTRUMENTS-Eloctrical  Moaturing 

MICRO-OHMMETERS 

ASSOCIATED  RESEARCH,  INC.,  3788  W.  Belmont 
Aw.,  Chicago  18,  III.  AOV.  PG.  477. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Dice  Co.,  J.  W.,  Englewood,  N.  J. 

National  Coil  Co.,  P.  0.  Box  1237,  Sheridan,  Wyo. 

Simpson  Electric  Co.,  Div.  of  American  Gage  A  Machine 
Co ,  5218  W.  Kinzie  St  .  Chicago  44,  III. 

STICHT  CO.,  INC.,  HERMAN  H.,  27  Park  Place,  New 
York  7,  N  Y.  ADV.  PG.  585 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Frellng- 
huysen  Aw.,  Newark  12,  N.  J. 


MICRORHONES-Aircroft  Type 

Altec  Lansing  Corp.,  1515  S.  Manchester  Aw.,  Ana- 
helm,  Calif. 

Audiosears  Corp.,  Shepard  Hill  Rd.,  Roxbury,  N.  Y. 

Bendix  Radio  Div.,  Bendix  Aviation  Corp.,  Baltimore  4, 
Md. 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia  St., 
Meriden,  Conn. 

E lectro- Voice,  Inc.,  Buchanan,  Mich. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV  PG.  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

Remler  Company,  2101  Bryant  St.,  San  Francisco  10, 
Calif. 

Roflan  Co.,  Corner  Route  1  A  Camp  Meeting  Rd.,  Tops- 
field,  Mass. 

Rola  Co.,  Inc.,  The,  2530  Superior  Ave.,  Clewland  14, 
Ohio. 

Rye  Sound  Corp.,  Box  210,  Mamaroneck,  N.  Y. 

Shure  Brothers,  Inc.,  246  Hartrey  Aw.,  Evanston,  III. 

Telephonies  Corp.,  Park  Aw.,  Huntington,  N  Y 

Uniwrsal  Microphone  Co.,  Box  55,  Inglewood,  Calif. 


MICROPHONES-Carban 

Astatic  Corporation,  The,  Conneaut,  Ohio. 

Audioscars  Corp.,  Shepard  Hill  Rd.,  Roxbury,  N.  Y. 
Bendix  Radio  Div.,  Bendix  Aviation  Corp.,  Baltimore  4, 
Md. 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia  St., 
Meriden,  Conn. 

E lectro- Voice,  Inc.,  Buchatsan,  Mich. 

Roanwe'l  Corp.,  662  Pacific  St.,  Brooklyn  17,  N.  V. 
Rofian  Co.,  6>rner  Route  1  A  Camp  Meeting  Rd.,  Tops- 
field,  Mass. 

Shure  Brothers,  Inc.,  246  Hartrey  Ave.,  Evanston,  III. 
Telephonies  Corp.,  Park  Ave.,  Huntington,  N  Y. 

Turner  Co.,  The,  909  17th  St.,  N  E.,  Cedar  Rapids, 
Iowa. 

Uniwrsal  Microphone  Co  ,  Box  55,  Inglewood,  Calif 


MICTOfUOmt-Curfoaeof 

Altec  Lansing  Corp.,  1515  S.  Manchester  Ave.,  Ana¬ 
heim,  Calif. 

Audio  Instrument  Co.,  Inc.,  133ES  W  I4th  St.,  New 
York  11,  N.  Y. 

Bruel  A  Kjaer,  Naerum,  Denmark 

BRUSH  INCTRUMENTS  DIV.  OF  CLEVITE  CORP.,  3405 
Perkins  Aw.,  Clewland  14,  Ohio  ADV.  PG  20,  21 

Capps  A  Co.,  Inc.,  20  Addison  Place,  Valley  Stream, 
N  V, 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  AOV  PG.  178,  179. 

Intelex  Systems,  Inc.,  22  Thames  St  ,  New  York,  N  Y. 

Intersearch,  Inc.,  7  Arcadia,  Cincinnati  8,  Ohio. 

Kellogg  Switchboard  A  Supply  Co.,  6650  S.  Cicero  St., 
Chicago  2,  III. 

M.V.M.,  Inc.,  (Telefunken),  48-50  34th  St.,  Long 
Island  City,  N.  Y. 

Photocon  Research  Products,  421  N.  Altadena  Or.,  Pasa¬ 
dena,  Calif. 

Roflan  Co.,  Corner  Route  1  A  Camp  Meeting  Rd.,  Tops- 
field,  Mass. 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.  C.  2,  England. 

Stephens  Tru-Sonic  Inc.,  8538  Warner  Drive,  Culwr  City, 
Calif. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.  Rochester  3,  N.  Y. 

Uniwrsal  Microphone  Co.,  Box  55,  Inglewood,  Calif. 


MICROPHONES-Confatt 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia 
St.,  Meriden,  Conn. 

Electro-Voice  Inc.,  Buchanan,  Mich. 

Roflan  Co.,  Corner  Route  1  A  Camp  Meeting  Rd.,  Tops- 
field,  Mass. 

University  Microphone  Co.,  Box  55,  Inglewood,  Calif. 
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MICROTHONIS-Cryital 

AmtriMn  Gtlosa  Electronics,  Inc.,  312  Seventh  Ave., 
New  York  1,  N.  Y. 

Asutic  Corporation,  The,  Conneaut,  Ohio 

Atlantic  Research  Carp.,  901  N.  Columbus,  Alexandria, 
Va. 

Bendix  Radio  Div.,  Bendix  Aviation  Corp.,  Baltimore  a, 
Md 

Capps  &  Co.,  Inc.,  20  Addison  Place,  Valley  Stream, 
N.  Y. 

Electro-Voice,  Inc.,  Buchanan,  Mich. 

Fen-Tone  Cotp.,  106  Fifth  Ave.,  New  York  11,  N  Y. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam- 
brid«e  39,  Mass  AOV.  PG  178,  179. 

Lesa^  Via  Beroamo  21,  Milan,  Italy. 

MASSA  LABORATORIES,  INC.,  5  Fottler  Rd.,  Hmo- 
ham,  Mast.  AOV.  PG.  514 

Roflar  Co.,  Corner  Route  1  A  Camp  Meeting  Rd.,  Tops- 
field,  Matt. 

Rye  Sound  Corp.,  Box  210,  Mamaroneck,  N.  Y. 

Shure  Brothers,  Inc.,  246  Hartrey  Ave.,  Evanston,  III. 

Slromberg-Carlton  Co.,  Oiv.  of  General  Dynamics  Corp., 
100  Carlton  Rd.,  Rochester  3,  N  Y. 

Turner  Co.,  The,  990  17th  St.,  N.  E.,  Cedar  Rapids, 
Iowa. 

Universal  Microphone  Co.,  Box  55,  Inglewood,  Calif 


MICROPHONIS-Oyiramk 

Altec  Lansing  Corp.,  1515  S  Manchester  Ave.,  Ana¬ 
heim,  Calif. 

American  Gelota  Electronics,  Inc.,  312  Seventh  Ave  , 
New  York  1,  N.  Y. 

Astatic  Corporation,  The,  Conneaut,  Ohio. 

Audioteart  Corp.,  Shepard  Hill  Rd.,  Roxbury,  N  Y 
Bendix  Radio  Oiv.,  Bendix  Aviation  Corp.,  Baltimore  4, 
Md. 

E lectro- Voice,  Inc.,  Buchanan,  Mich. 

Fen-Tone  Corp,  106  Fifth  Ave.,  New  York  11,  N  Y 
GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mats  AOV.  PG.  178,  179 
Intelex  Systems,  Inc  ,  22  Thames  St.,  New  York,  N  Y. 
Intertearch,  Inc.,  7  Arcadia,  Cincinnati  8,  Ohio. 

Lesa,  Via  Bergamo  21,  Milan,  Italy. 

M  V.M  ,  Inc.,  (Telefunken),  48-50  34th  St.,  Long  Island 
City,  N  V. 

Melody  Matter  Mig  Co.,  2842  N.  Cicero  Ave  ,  Chicago 
41,  III 

RADIO  CORP.  OF  AMERICA.  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N  J  AOV.  PG  440,  441,  Third  A 
Fourth  Covert  A  Preceding  Insert. 

Roanwell  Corp.,  662  Pacific  St.,  Brooklyn  17,  N  Y 
Roflan  Co  ,  Comer  Route  1  A  Camp  Meeting  Rd.,  Tops- 
field,  Malt 

Rola  Co.,  Inc.,  The,  2530  Superior  Ave  ,  Cleveland  14, 
Ohio. 

Rye  Sound  Corp.,  Box  210,  Mamaroneck.  N  Y. 

Shure  Brothers,  Inc.,  246  Hartrey  Ave.,  Evanston,  III 
Standard  Telephones  A  Cablet,  Ltd.,  Connaught  House, 
63  Aldwych,  London.  W.  C.  2,  England 
Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlton  Rd ,  Rxhester  3.  N  Y. 

Telephonies  Corp.,  Park  Avenue,  Huntington,  N  Y 
Turner  Co.,  The,  909  17th  St.,  N  E.,  Cedar  Rapids. 
Iowa 

Universal  Microphone  Co.,  Boa  55,  Inglewood.  Calif. 


MICROPHONIS-Noorlnt  AM 

American  Gelota  Etectronici.  Inc.,  312  Seventh  Ave, 
New  York  1,  N  Y 

DYNA-EMPIRE,  INC.,  1075  Stewart  Ave  ,  Garden  City, 
N  Y  AOV  PG  537 

KNOWLES  ELECTRONICS,  INC.,  9400  Belmont  Ave, 
Franklin  Park,  III.  AOV  PG  485 
RoRan  Co ,  Corner  Route  I  A  Camp  Meeting  Rd.,  Topt- 
Keld,  Mast. 

Rye  Sound  Corp.,  Box  210,  MamaronKk,  N  Y 
Shure  Brothers,  Inc.,  246  Hartrey  Ave.,  Evanston,  III. 
Telex,  Inc.,  Telex  Park,  St.  Paul  1,  Minn 
Tibbetts  Industries.  Inc.,  Camden,  Maine 
Universal  Microphone  Co.,  Box  55,  Inglewood,  Calif. 


MICROPHONEt-lopol 

Ouotone  Co.,  Inc.,  Keyport,  N  J 
Electro-Voice,  Inc.,  Buchanan.  Mich 
Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn 
RofUn  Co.,  Corner  Route  1  A  Camp  Meeting  Rd.,  Tops- 
field,  Mast 

Rye  Sound  Corp.,  Box  210,  Mamaroneck,  N.  Y. 

Shure  Brothers,  Inc.,  246  Hartrey  Ave.,  Evanston,  III. 
Stromberg-Carlson  Co  ,  Div.  of  General  Dynamics  Corp., 
100  Carlton  Rd ,  Rochester  3,  N.  Y. 

Turner  Co.,  The.  909  17th  St.,  N  E  ,  Cedar  Rapids, 
Iowa 

Universal  Microphone  Co  ,  Box  55.  Inglewood,  Calif 


MICROPHONIB-IM 

Audioteart  Corp.,  Shepard  Hill  Rd ,  Roxbury,  N  Y. 
Roanwell  Corp.,  662  Pacific  St.,  Brooklyn  17,  N.  Y. 
Roflan  Co.,  Comer  Route  1  A  Camp  Meeting  Rd,,  Tops- 
field,  Mast. 

Telephonies  Corp.,  Park  Avenue,  Huntington,  N.  Y. 
Universal  Micropfwne  Co.,  Bov  55,  Inglewood.  Calif 


MICROPHONIS-MotnoHc 

Audioseart  Corp.,  Shepard  Hill  Rd ,  Roxbury,  N  Y. 
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Electro- Voice,  Inc.,  Buchanan,  Mich. 

Fen-Tone  Corp.,  106  Fifth  Ave.,  New  York  11,  N.  Y. 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia 
St.,  Meriden,  Conn. 

DYNA-EMPIRE,  INC.,  1075  Stewart  Ave.,  Garden  City, 
N.  Y.  AOV.  PG  537. 

KNOWLES  ELECTRONICS.  INC.,  9400  Belmont  Ave., 
Franklin  Park,  III.  ADV.  PG.  485 

Lesa,  Via  Bergamo  21,  Milan,  Italy 

Roanwell  Corp.,  662  Pacific  St.,  Brooklyn  17,  N  V. 

Roflan  Co.,  C^ner  Route  1,  A  Camp  Meeting  Rd.,  Tops- 
field,  Mast. 

Rye  Sound  Corp.,  Box  210,  Mamaroneck,  N.  Y. 

Shure  Brothers,  Inc.,  246  Hartrey  Ave.,  Evanston,  III. 

Stromberg-Carlson  Co.,  Oiv.  of  General  Oynamict  Corp. 
100  Carlton  Rd ,  Rochester  3,  N.  Y. 

Telephonies  Corp.,  Park  Avenue,  Huntington,  N  Y. 

Telex,  Inc.,  Telex  Park.  St.  Paul  1,  Minn 

Tibbetts  Industries,  Inc.,  Camden,  Maine 

Turner  Co.,  The,  909  17th  St.,  N  E.,  Cedar  Rapids, 
Iowa 

Universal  Microphone  Co.,  Box  55,  Inglewood,  Calif 


MICROPHONES-Noise  Coneolllng 
Audiotears  Corp.,  Shepard  Hill  Rd ,  Roxbury,  N.  Y 
Connecticut  Telephone  A  Electric  Corp.,  70  Britannia 
St.,  Meriden,  Conn. 

Electro-Voice,  Inc.,  Buchanan,  Mich. 

Roanwell  Corp.,  662  Pacific  St.,  Brooklyn  17,  N  Y 
RoBan  Co.,  Comer  Route  1  A  Camp  Meeting  Rd  ,  Tops- 
field,  Mast 

Rola  Co.,  Inc.,  The,  2530  Superior  Ave  ,  Cleveland  14, 
Ohio. 

Telephonies  Corp.,  Park  Avenue,  Huntington,  N  Y 
Universal  Microphone  Co.,  Box  55,  Inglewood,  Calif. 


MICROPHONES-Throof 

Roflan  Co.,  Corner  Route  1  A  Camp  Meeting  Rd.,  Tops- 
field.  Mast. 

Universal  Microphone  Co.,  Box  55,  Inglewood,  Calif 


MICROPHONtS-Voloctfy 

Altec  Lansing  Corp.,  1515  S  Manchester  Ave.,  Anaheim, 
Calif 

Budelnian  Radio  Corp ,  376  Fa  rheld  Ave ,  Stamford, 
Conn 

lesa  Via  Bergamo  21  Milan  Italy 

RADIO  CORP  OF  AMERICA.  ENGINEERING  PROOUCTS 
DIV.,  Camden.  N  J.  ADV  PG  440,  441  Th>d  A 
Fourth  Covers  A  Preceding  Insert 

Roflan  Co.,  Comer  Route  1  A  Camp  Meeting  Rd  ,  Tops- 
field,  Mast 

Shure  Brothers,  Inc  ,  246  Hartrey  Ave.,  Evanston,  III 

Universal  Microphone  Cc> ,  Bov  55  Ing  ewood,  Calif 


MICROPHONES-Wiroieti 

Roflan  Co  ,  Corner  Route  I  A  Camu  Meetirrg  Rd  ,  Tops- 
field.  Matt 

Shure  Brothers,  Inc  ,  246  Hartrey  Ave  ,  Evanston,  III 
Stephens  Tru-Sonic,  Inc  ,  8538  Warner  Drive,  Culver 
City,  Calif 

Universal  Microphone  Co.,  Box  55  Inglewood,  Calif 


MICROSCOPES-Eloctren 

New  England  Scientihc  In«truments  Co.  238  Main  St, 
Cambr.dge  42,  Mass 

Philips  Electronict,  Inc  ,  750  S  Fulton  Ave  .  Mt 

Vernon,  N  Y 

RADIO  CORP.  OF  AMERICA.  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  AOV.  PG  440.  4«l.  Third  A 
Fourth  Covers  A  Preceding  Insert 


MICROWAVE  ACCESSORIES 
Ampliflert,  Micrewovt  to 
Wavomolorf  Inclusive 


AMPIIFIERS-Mlcrowove 

AIRTRON,  INC.,  1101  W  Eliiabeth  Ave,  Linden.  N  J. 
AOV  PG.  516 

Aifred  Electronics,  897  Commercial  St ,  Palo  Alto, 
Calif 

AMERAC  INC.,  Dunham  Rd.,  Beverly,  Mass  ADV.  PG 
76,  77. 

American  Eiectronic  Labs,  Inc.,  121  N  7th  St.,  Phila¬ 
delphia  6,  Pa. 

AMERICAN  MACHINE  A  FOUNDRY  CO.,  DEFENSE 
PROOUCTS  GROUP,  1101  N  Royal  St.,  Alexandria, 
Va  AOV  PG  380 

American  Radio  Co.,  Inc.,  445  Park  Ave.,  New  York  22. 
N.  Y. 

Budelman  Radio  Corp.,  376  Fairfield  Ave.,  Stamford, 
Conn 

Canadian  Marconi  Co.,  2442  Trenton  Ave.,  Montreal  16, 
Quebec. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa 
Electronic  Communications  Inc.,  1501  72nd  St.,  N.,  St. 
Petersburg,  Fla. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  Y  AOV,  PG  149-152 
Federal  Telephone  A  Radio  Co,  100  Kingtiand  Rd., 
Clifton,  N.  J. 


General  Communication  Co.,  681  Boston  St.,  Boston  15, 
Mass 

Granger  Associates,  966  Commercial  St.,  Palo  Alto, 
Calif 

Haller,  Raymond  A  Brown,  Inc.,  State  College,  Pa 

Halllcrafters  Co.,  4401  W.  Fifth  St.,  Chicago  24,  III. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif  AOV  PG  29-44 

HUGHES  PROOUCTS,  ELECTRONIC  TUBE  OIV.,  Interna 
tional  Airport  Station,  Lot  Angeles  45,  Calif.  AOV 
PG  105-110 

J-V-M  MICROWAVE  CO.,  4633  S  Lawndale  Ave  ,  Lyons, 
III  ADV  PG  174 

KEARFOTT  CO.,  INC.,  WESTERN  OIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif  AOV.  PG.  328. 

Knight  Corp.,  Ewen,  206  A  St.,  Needham  94,  Mass. 

Levinthal  Electronic  Products,  Inc.,  3180  Hanover  St., 
Stanford  Industrial  Park,  Palo  Alto,  Calif. 

MAGNETIC  RESEARCH  CORP.,  3160  V7  El  Segundo 
Blvd.,  Hawthorne,  Calif.  ADV.  PG  482 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd  , 
Mineola,  N  Y.  AOV.  PG.  268 

Nuclear  Instrumental  ion  Div.  of  Gulton  Industries,  Inc  , 
305  Dallas  St.,  N  E.,  Albuquerque,  N.  M. 

PITOMETER  LOG  CORP.,  237  Lafayette  St.,  New  York 
12,  N  Y  ADV  PG  569 

Polytechnic  Research  A  Development  Co ,  Inc.,  202 
Tillary  St.,  Brooklyn  1,  N  Y 

RADIO  CORP  OF  AMERICA,  ENGINEERING  PROOUCTS 
OIV.,  Camden,  N  J.  AOV.  PG  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

Resdel  Engineering  Corp,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

Sperry  Gyroscope  Co.,  Electronic  Tube  Oiv.,  Great  Neck, 
N  Y 

Stromberg-Car'.son  Co  Oiv.  of  General  Dynamics  Corp., 
100  Carlton  Rd  Rochester  3,  N.  Y. 

TELERAO  MFG.  CORP  ,  1440  Broadway,  New  York  18, 
N  Y  AOV.  PG  343,  344 

Temco  Aircraft  Corp  .  P.  0  Box  6191,  Dallas  22,  Texas. 

Transline  Associates.  95  Summit  St.,  Newark  3,  N  J. 

UNIWAVE,  INC.,  109  Marine  St ,  Farmingdale,  N  Y. 
AOV  PG  228 

VARIAN  ASSOCIATES,  611  Hansen  Way,  Palo  Alto, 
Calif.  AOV.  PG  160,  161.  332. 

Wave 'Particle  Corp,  Box  252,  Menlo  Park,  Calif. 

Westinghouse  Electric  Corp.,  P  0  Bax  868,  Pittsburgh 
30,  Pa 

White  Electron  Devices,  Inc  Roger,  Fourth  Ave., 
Haskell,  N.  J. 

Wunderlich  Radio  Co ,  105  N  Kenilworth  Ave ,  Oak 
Park.  Ill 


AMPLIFIERS— Microwave  Radar 

A  R.F  Products,  Inc.,  7627  Lake  St  River  Forest.  III. 

AIRTRON,  INC  ,  llOI  W  Elltabeth  Ave  ,  Linden,  N  J 
ADV  PG  516 

AMERAC  INC.,  Dunham  Rd  .  Beverly,  Mass.  AOV  PG. 
76,  77 

American  Electronic  Labs.,  Inc  ,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

Bell  Aircraft  Corp  .  P.  0  Box  1,  Buffalo  5,  N.  Y. 

OeMORNAY-BONAROI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif  AOV  PG.  98.  99 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  Y.  AOV.  PG.  149-152. 

Federal  Telephone  &  Radio  Co.,  100  Kirtgsland  Rd., 
Clifton,  N.  J. 

General  Communication  Co.,  681  Boston  St.,  Boston  15, 
Mass 

Halllcrafters  Co.,  4401  W  Fifth  St  Chicago  24,  III. 

HUGHES  PROOUCTS,  ELECTRONIC  TUBE  DIV.,  Interna¬ 
tional  Airport  Station,  Los  Angeles  45,  Calif  AOV. 
PG  105-110 

J-V-M  MICROWAVE  CO.,  4633  S  Lawndale  Ave  ,  Lyon:;, 
III  ADV  PG  174 

KEARFOTT  CO.,  INC.,  WESTERN  OIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif  ADV.  PG.  328. 

Levinthal  Electronic  Products,  Inc.,  3180  Hanover  St., 
Stanford  industrial  Park.  Palo  Alto,  Calif 

MAGNETIC  RESEARCH  CORP.,  3160  W  El  Segundo 
Blvd  Hawthorne,  Calif.  AOV  PG  482. 

PITOMETER  LOG  CORP.,  237  Lafayette  St  ,  Hew  York 
12,  N  Y  AOV  PG  569 

Resdel  Engineering  Corp.,  330  S  Fair  Oaks  Ave  ,  Pasa¬ 
dena  1,  Calif 

Sperry  Gyroscope  Co.,  Electronic  Tube  Oiv.,  Great  Neck, 
N  Y. 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y  ADV  PG  343,  344 

Temco  Aircraft  Corp.,  P.  0  Box  6191,  Dallas  22,  Texas. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N  Y. 
AOV  PG  228 

VARIAN  ASSOCIATES,  611  Hansen  Way,  Palo  Alto, 
Calif  ADV.  PG.  160,  161,  332 

White  Electron  Devices,  Inc.,  Roger,  10  Fourth  Ave , 
Haskell,  N.  J 

Wunderlich  Radio  Co.,  105  N  Kenilworth  Ave.,  Oak 
Park,  III. 


ANALYZERS— Microwovo  Rodor 

OeMORNAY-BONARDI,  780  S.  Arroyo  Parkway.  Pasa¬ 
dena.  Calif.  AOV  PG  98,  99. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  Y  AOV  PG  149-152 
General  Communication  Co.,  681  Boston  St.,  Boston  15, 
Mass 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pme  Brook,  N  J. 
AOV  PG.  345 
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KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  AOV.  PG.  328. 

LABORATORY  FOR  ELECTRONICS,  INC.,  75  Pitts  St., 
Boston  14,  Mass.  AOV.  PG.  508. 

PITOMETER  LOG  CORP.,  237  Lafayette  St.,  New  York 
1?,  N.  Y.  ADV.  PG.  569. 

POLARAD  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N.  Y.  ADV.  PG.  307,  308 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.  Great  Neck  N.  Y.  ADV.  PG.  165. 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  AOV.  PG.  343,  344. 

White  Electron  Devices,  Inc.,  Roger,  10  Fourth  Ave., 
Haskell,  N.  J. 


ANTENNAS— Micrewova 

ACF  Electronics,  800  N.  Pitt  St,,  Alexandria,  Va. 

A.  R.  F.  Products,  Inc.,  7627  Lake  St.,  River  Forest, 
III. 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

AINSLIE  CORP.,  312  Quincy  Ave.,  Quincy  69,  Mass. 
ADV.  PG.  519. 

Airtwrne  Instruments  Lab.,  Inc.,  160  Old  Country  Rd., 

Mineola,  N.  Y. 

Aircom  Inc.,  354  Main  St.,  Winthrop  52,  Mass. 

Aircom  Inc.,  139  E.  First  Ave.,  Roselle,  N.  J. 

Aircraft  Armaments,  Inc.,  Cockeysville,  Md. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
ADV.  PG.  516. 

Aipar  Manufacturing  Corp.,  2910  Spring  St.,  Redwood 
City,  Calif. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  19,  III. 

ADV.  PG.  50. 

ARRA  Corp.,  1  Bond  St.,  Westbury,  N.  Y. 

Automation  Dynamics  Corp.,  255  County  Rd.,  Tenafiy, 
N.  J. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

Bellaire  Electronics,  Inc.,  62  White  St.,  Red  Bank,  N.  J. 
Blaw-Knox  Co.,  Blaw-Knox  Bldg.,  300  Sixth  Ave., 
Pittsburgh  22,  Pa. 

Biudworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

BOGART  MFG.  CORP.,  315  Siegel  St.,  Brooklyn  6, 
N.  Y.  ADV.  PG.  236. 

Brach  Div.  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Oudd-Stanley  Co.,  Inc.,  43-01  22nd  St.,  Long  Island 
City  1,  N.  Y. 

California  Technical  Industries  Div.  of  Textron,  Inc., 
1421  Old  County  Rd.,  Belmont,  Calif. 

Cenoga  Corp.,  5955  Sepulveda  Blvd.,  Van  Nuys,  Calif. 
COAXIAL  CONNECTOR  CO.,  INC.,  37  N  Second  Ave., 
Mt.  Vernon,  N.  Y.  ADV.  PG.  572. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Columbus  Electronics  Corp.,  1010  Saw  Mill  River  Rd., 
Yonkers,  N.  Y. 

Dalmo  Victor  Co.,  Div.  of  Textron,  Inc.,  1515  Indus¬ 
trial  Way,  Belmont,  Calif. 

Defiance  Engineering  &  Microwave  Corp.,  Box  488, 
Beverly  Airport,  Beverly,  Mass. 

DeMORNAY-BONAROl,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98,  99 
DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG.  204-207. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine. 

Don-Lan  Electronics,  Inc.,  1101  Olympic  Blvd.,  Santa 
Monica,  Calif. 

Dome  and  Margolin  Inc.,  29  New  York  Ave.,  Westbury, 
N.  Y. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St., 
Mt.  Vernon,  N.  Y.  ADV.  PG.  327. 

Dwyer  Engineering  Co.,  Inc.,  Box  483,  Nashua,  N  H. 
Electron-Radar  Products,  P.  0.  Box  50,  Route  #30, 
North  Aurora,  III. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

Electronic  Specialty  Co.,  5121  San  Fernanda  Rd.,  Los 
Ai.geles  39,  Calif. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  AOV.  PG.  149-152. 

Federal  Telephone  &  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

FREQUENCY  STANDARDS  CORP.,  Box  504,  Asbury  Park, 
N.  J.  ADV.  PG.  285. 

Fretco,  Inc.,  406  N.  Craig  St.,  Pittsburgh  13,  Pa, 
GABRIEL  ELECTRONICS  DIV.,  THE  GABRIEL  CO.,  135 
Crescent  Rd.,  Needham  Heights  94,  Mass.  ADV.  PG. 
395. 

Gar  Precision  Parts,  Inc.,  703  Pacific  St.,  Stamford, 
Conn. 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  Y.  ADV.  PG.  320. 

GENERAL  RF  FITTINGS,  INC.,  702  Beacon  St.,  Boston 
15,  Mass.  ADV.  PG.  517. 

Gombos  Co.,  Inc.,  John,  103  Montgomery  St.,  Irvington 

II,  N.  J. 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

Haller,  Raymond  &  Brown,  Inc.,  State  College,  Pa. 
Hallicrafters  Co.,  4401  VY.  Fifth  St.,  Chicago  24,  III. 
Hoover  Electronics  Co.,  110  W.  Timonium  Rd.,  Timonium, 
Md. 

I-T-E  Circuit  Breaker  Co.,  Special  Products  Div.,  601 
E.  Erie  Ave.,  Philadelphia  34,  Pa. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 

III.  ADV.  PG.  174. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  356. 


KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  ADV.  PG.  328. 

KENNEDY  &  CO.,  D.  S.,  Cohasset,  Mass.  ADV.  PG.  121. 

Kent  Co.,  F.  C.,  64  Howard  St.,  Irvington,  N.  J. 

Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckahoe, 
N.  Y. 

LIECO,  INC.,  3610  Oceanside  Rd.,  Oceanside,  N.  Y. 
ADV.  PG.  587. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St  ,  New  York  4,  N.  Y. 

MARK  PRODUCTS  CO.,  6412  W.  Lincoln  Ave.,  Morton 
Grove,  III.  ADV.  PG.  588. 

Maryland  Electronic  Mfg.  Corp.,  College  Park,  Md. 

Meridian  Metalcraft,  Inc.,  8739  S.  Mlllergrove  Drive, 
Whittier,  Calif 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass. 
ADV.  PG.  447 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  AOV.  PG.  268. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 

Photo  Crystals,  Inc.,  15  S  First  St.,  Geneva,  III. 

POLARAD  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N  Y.  AOV.  PG  307,  308. 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester,  N.  Y.  ADV.  PG.  507. 

Prodelin,  Inc.,  307  Bergen  Ave.,  Kearny,  N  J. 

Production  Research  Corp.,  Thornwood,  N.  Y. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cambridge, 
England 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  and 
Fourth  Covers  A  Preceding  Insert. 

Rantec  Corp.,  P.  0.  Box  18,  Calabasas,  Calif. 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV., 

Waltham  54,  Mass.  AOV  PG.  428,  429 

Sage  Laboratories,  Inc.,  159  Linden  St.,  Wellesley  81, 
Mass 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N.  H  AOV.  PG. 
253 

Scientific  Associates,  Inc.,  2162  Piedmont  Rd.,  N.  E., 
Atlanta  9,  Ga. 

Smith  Mfg.  Co.,  J.  &  H.,  Little  Britain  Rd.,  New¬ 
burgh,  N.  Y. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  AOV.  PG.  165 

Sterling  Precision  Corp.,  Instrument  Div.,  34-17  Law¬ 
rence  St.,  Flushing  54,  N.  Y. 

Technical  Appliance  Corp.,  Sherborne,  N.  Y. 

Technicraft  Laboratories,  Inc.,  Thomaston-Waterbury  Rd., 
Thomaston,  Conn. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y.  ADV.  PG.  343,  344 

Terpening  Co.,  L.  H  ,  16  W.  61st  St.,  New  York,  N.  Y. 

TRANSCO  PRODUCTS,  INC.,  12210  Nebraska  Ave.,  Los 
Angeles  25,  Calif  ADV.  PG.  571. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
ADV.  PG.  228. 

Victor  R.  F.  A  Microwave  Co.,  36  W.  Water  St.,  Wake¬ 
field,  Mass. 

Waveline,  Inc.,  Box  718,  Caldwell.  N.  J. 

Westbury  Electronics,  Inc.,  300  Shames  Drive,  Westbury 
N.  Y. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III 


ATTENUATORS— Microwove,  Adjuttahh  A 
Calibrattd 

ACF  Electronics,  800  N  Pitt  St.,  Alexandria,  Va. 

Aircom  Inc.,  354  Main  St  ,  Winthrop  52,  Mass. 

Aircom  Inc  ,  139  E  First  Ave.,  Roselle,  N.  J. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N  J. 
AOV  PG.  516 

ALFORD  MANUFACTURING  CO.,  299  Atlantic  Ave.,  Bos¬ 
ton,  Mass.  AOV.  PG.  491. 

ARRA  Corp.,  1  Bond  St.,  Westbury,  N  Y. 

Bellaire  Electronics,  Inc.,  62  White  St.,  Red  Bank,  N.  J. 

BOGART  MFG  CORP.,  315  Seigel  St.,  Brooklyn  6,  N.  Y. 
ADV  PG.  236. 

Brach  Div.  Electronic  Rese.irch,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

Bi'dd-Stanley  Co.,  Inc.,  43-01  22nd  St.,  Long  Island 
City  1,  N.  Y. 

OAVEN  CO.,  Route  10,  Livingston,  N.  J.  AOV.  PG.  401 

Defiance  Engineering  A  Microwave  Corp.,  Box  488, 
Beverly  Airpo-t,  Beverly,  Mass. 

DeMORNAY-BONAROl,  780  S.  Arroyo  Parkway,  Pasadena, 
Calif.  AOV  PG.  98,  99. 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  M.1SS.  AOV.  PG.  204-207. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St., 
Mt.  Vernon,  N  Y.  ADV.  PG.  327. 

Dynac,  Inc.,  395  Page  Mill  Pd.,  Palo  Alto,  Calif. 

Electron-Radar  Products,  P.  0  Box  50,  Route  #30, 
North  Aurora,  III. 

EMPIRE  DEVICES  PRODUCTS  CORP.,  Amsterdam,  N.  Y. 
ADV  PG.  412. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  AOV.  PG.  149-152. 

FILMOHM  CORP.,  48  W.  25th  St.,  New  York  10,  N.  Y. 
AOV.  PG.  586 

FREQUENCY  STANDARDS  CORP.,  Box  504,  Asbury  Park, 
N.  J.  ADV.  PG.  285. 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  Y.  ADV.  PG.  320. 

General  Communication  Co.,  681  Beacon  St.,  Boston  15, 
Mass 

GENERAL  RF  FITTINGS,  INC.,  702  Beacon  St.,  Boston 
15,  Mass  AOV.  PG.  517. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 


1958-1959  LISTINGS  of 


Graliam  Mfg.  Co.,  Inc.,  247  Bridge  St.,  East  Greenwich, 

R.  I. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  ADV  PG  29-44. 

Hilger  &  Wafts  Ltd.,  80  Shore  Rd.,  Port  Washington, 
N.  Y. 

I-T-E  Circuit  Breaker  Co.,  Special  Products  Div.,  601  E. 

Erie  Ave.,  Philadelphia  34,  Pa. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III  ADV.  PG  174 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  ADV.  PG.  328 
Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckahoe, 
N.  V. 

LIECO,  INC.,  3610  Oceanside  Rd.,  Oceanside,  N  Y 
AOV  PG.  587 

McMillan  industrial  corp.,  Browmnlle  Avenue 

Plant,  Ipswich,  Mass.  ADV.  559. 

Metavac,  Inc.,  45-68  162nd  St.,  Flushing  58.  N  Y. 
MICROLAB,  71  Okfier  Parkway,  Livingston,  N.  J  ADV. 
PG  519 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass. 
AOV  PG  447 

MICROWAVE  DEVELOPMENT  LABS  INC.,  92  Broad  St  , 
Babson  Park  57,  Mass  ADV.  PG.  522 
N.R.K.  Mfg.  &  Engineering  Co.,  4601  W.  Addison  St., 
Chicago  41,  III 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  AOV  PG  268. 

Nuclear  Instrumentation  Div  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 

Omega  Laboratories  Inc.,  P.  0.  Box  264,  Rowley,  Mass. 
ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 
N  J.  AOV  PG  337 

Photo  Crystals,  Inc.,  15  S  First  St.,  Geneva,  III. 
Polytechnic  Research  t,  Development  Co.,  Inc.,  202 
Tillary  SI  ,  Brooklyn  1,  N  Y 
PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester,  N  Y  ADV  PG.  507 
PREMIER  INSTRUMENT  CORP.,  52  W  Houston  St., 
New  York  12.  N  Y  ADV  PG  538 
RADAR  DESIGN  CORP.,  3309  James  St.,  Syracuse  6, 
N  Y  ADV  PG  547 

REEVES  INSTRUMENT  CORP.,  227  E  91st  St.,  New 
York  28,  N  Y  ADV  PG.  433 
Sage  Laboratories,  Inc.,  159  Linden  St.,  Wellesley  81, 
Mass. 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N  H  ADV  PG 
253 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N  Y  ADV  PG  165 
Tech  Laboratories,  Inc.,  Bergen  &  Edsall  Blvds.,  Palisades 
Park,  N  J. 

Technicraft  Laboratories,  Inc.,  Thomaston-Waterbury  Rd., 
Thomaston,  Conn 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y  ADV.  PG  343,  344. 

Terpening  Co  ,  L  H  ,  16  W.  61lt  St  ,  New  York,  N.  Y. 
UNIWAVE,  INC.,  19  Marine  St.,  Farmingdale.  N  Y 
ADV  PG  228 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N  H  ADV.  PG  276,  277. 
Victor  R.  F.  &  Microwave  Co  ,  36  W  Water  St.,  Wake¬ 
field.  Mass. 

Waveguide,  Inc  ,  P  0  Box  486,  14845  Oxnard  St., 
Van  Nuys,  Callt. 

Waveline,  Inc.  Box  718  faldwell,  N  J. 

WEINSCHFL  ENGINEERING  CO.  'NC.,  10503  Metro¬ 
politan  Ave  ,  Kensington,  Md.  ADV  PG  61  64 
Westbii-y  Electronics,  Inc.,  300  Shames  Drive,  Westbury, 
N.  Y. 

Wunderllrh  Radio  Co.,  105  N.  Kenilworth  Ave,  Oak 
Park,  III. 


ATTENUATORS-Micrewova  Coaxial  Fixed 

Aerolite  Electronics  Corp.,  2207  Summit  Ave,  Union 
City,  N.  J. 

Aircom  Inc.,  354  Main  St.,  Winthrop  52,  Mass 

Aircom  Inc.,  139  E.  First  Ave  ,  Roselle,  N  J. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave,  Linden,  N  J 
AOV  PG.  516 

ALFORD  MANUFACTURING  CO.,  299  Atlantic  Ave.,  Bos¬ 
ton,  Mass.  AOV  PG.  491. 

APPLIED  RESEARCH,  INC.,  76  S.  Bayles  Ave.,  Port 
Washington,  N.  Y.  ADV.  PG.  566. 

ARRA  Corp.,  1  Bond  St.,  Westbury,  N.  Y. 

Bellaire  Electronics,  Inc  ,  62  White  St.,  Red  Bank,  N.  J. 

Brach  Div.,  Flectronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y 

Budd-Stanley  Co.,  Inc.,  43-01  22nd  St.,  Long  Island 
City  1,  N  Y 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N  Second  Ave., 
Ml.  Vernon,  N  Y.  AOV  PG  572 

Oefinance  Engineering  &  Microwave  Corp.,  Box  488, 
Beverly  Airport,  Beverly,  Mass. 

DeMORNAY-BONAROl,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG  98,  99. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG.  204-207. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St., 
Mt.  Vernon,  N.  V.  AOV.  PG.  327. 

Eleo  Mfg.  Co.,  137  Herricks  Rd.,  New  Hyde  Park,  N.  Y. 

Electron-Radar  Products,  P.  0.  Box  50,  Route  No.  30, 
Aurora,  III. 

Elektro-Serv  Co.,  480  Johnson  Ave  Brooklyn  37,  N.  Y. 

EMPIRE  DEVICES  PRODUCTS  CORP.,  Amsterdam,  N.  Y. 

ADV.  PG.  412. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  AOV.  PG.  149-152. 
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ELECTRONIC  and  ALLIED 


FILMOHM  CORP.,  48  W.  2Sth  St.,  New  York  10,  N.  Y. 
ADV  PC  S86 

FREQUENCY  STANDARDS  CORP.,  Bo«  504,  Aibury  Park, 
N  J  ADV.  PG  285. 

GENERAL  BRONZE  CORP.,  711  Stewart  Aye.,  Garden 
City,  N.  Y.  ADV.  PG.  320. 

General  Communication  Co.,  681  Beacon  St.,  Boston  15, 
Mats. 

GENERAL  RF  FITTINGS,  INC.,  702  Beacon  St.,  Boston 
15.  Matt  ADV  PG  517. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam- 
bridoe  19,  Mass  ADV.  PG.  178,  179. 

J-V-M  MICROWAVE  CO.,  461}  S.  Lawndale  Aye.,  Lyons, 
III.  AOV.  PG  174. 

Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckahoe, 
N.  Y. 

LIECO,  INC.,  1610  Oceanside  Pd.,  Oceanside,  N  Y. 
ADV  PG  587 

Mepco,  Inc.,  15-17  Abbett  Aye.,  Morristown,  N.  J. 

Meridian  Metalcraft.  Inc.,  8719  S.  Millergroye  Oriye, 
Whittier,  Calif. 

Metayac.  Inc..  45-68  162nd  St.,  Flushing  58,  N.  Y. 

MICROLAB,  71  Okner  Parkway,  Livmgtton,  N  J.  AOV 
PG  519 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass 
AOV  PG.  447 

NAROA  MICROWAVE  CORP.,  118-160  Herricks  Pd., 
Mineola,  N.  Y.  AOV.  PG.  268. 

Nuclear  Instnimentation  Oiy.  of  Gullon  Industries,  Inc., 
105  Dallas  St.,  N.  E.,  Albuquerque,  N  M. 

Omega  Laboratories  Inc.,  P  0  Bo>  264,  Rowley,  Matt. 

Photo  Crystals,  Inc.,  15  S  First  St,  Geneya,  IN. 

Pjiylechoic  Research  A  Developnient  Co.,  Inc.,  202  Tillary 
St  ,  Brooklyn  1,  N.  Y. 

Pyroftlm  Resistor  Co.,  Inc.,  U.  S  Highway  2746,  Partip- 
pany,  N.  J 

RADAR  DESIGN  CORP.,  1109  James  St.,  Syracuse  6, 
N  Y  ADV.  PG.  547. 

Schutter  Co.,  Carl  W.,  80  E.  Montauk  Pkwy.,  Linden¬ 
hurst  N  Y 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
OlV,  Great  Neck,  N  Y  AOV  PG  165 

STOOOART  AIRCRAFT  RADIO  CO,  6644  Santa  Monica 
Blyd.,  Hollyvyood  18,  Calif  ADV  PG.  478. 

Tech  Laboratories,  Inc.,  Bergen  A  Edsall  Blvds.,  Palisades 
Park,  N.  J. 

Technicralt  Laboratories,  Inc.,  Tho  naston-Waterbury  Rd  , 
Thomaston,  Conn 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y  ADV  PG.  141,  144. 

Thompson  Products,  Inc  ,  Electronics  Diy.,  2196  Clark- 
wood  Aye.,  Cleveland  1,  Ohio 

U.  S  Rubber  Co.,  1210  Avenue  of  the  Amencat,  New 
York  20,  N  Y 

UNIWAVE,  INC.,  109  Marine  St.,  Farmmgdale,  N  Y 
AOV  PG  228 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  OlV.,  186 
Granite  St.,  Manchester,  N  H  AOV  PG  276,  277. 

V'Ctof  R.  F.  A  Microwave  Co.,  16  W  Water  St  ,  Wake- 
held.  Mast. 

Waveline.  Inc,  Boi  718.  Caldwell,  N  J. 

WEINSCHEL  ENGINEERING  CO.,  INC.,  10501  Metro¬ 
politan  Ave.,  Kensington,  Md  AOV.  PG.  61-64 

White  Electron  Devices,  Inc.,  Roger,  10  Fourth  Ave., 
Haskell,  N.  J 

Wunderlich  Radio  Co.,  105  N  Kenilworth  Ave.,  Oak 
Park,  III. 


ATTENUATORS— Microwiava  Stop 

ACF  Electronics,  BOO  N.  Pitt  St.,  Aleeandria,  Va 

Aircom  Inc.,  354  Main  St.,  Winthrop  52,  Mats 

AIrcom  Inc.,  139  E.  First  Aye.,  Roselle,  N  J. 

Brach  Oly.  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

OAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG  401 

Oehance  Engineering  A  Microwave  Corp,  Bo«  488, 
Beverly  Airport,  Beverly,  Matt 

DeMORNAY-BONARDI,  780  S.  Arroya  Parkway,  Pasa¬ 
dena,  Calif  ADV  PG  98,  99 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  M.iss  AOV.  PG.  204-207. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E  Third  St  , 
Mt.  Vernon,  N.  Y.  ADV.  PG.  127. 

Elco  Mfg.  Co.,  117  Herricks  Rd.,  New  Hyde  Park, 
N  Y. 

Electrical  A  Physical  Instrument  Corp.,  42-19  27th  St., 
Long  Island  City  I,  N  Y. 

EMPIRE  DEVICES  PRODUCTS  CORP.,  Amsterdam,  N  Y. 
AOV  PG  412 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77  N.  Y.  AOV.  PG.  149-152 

FILMOHM  CORP.,  48  W.  25th  St.,  New  York  10, 
N  Y.  AOV.  PG.  586 

General  Communication  Co.,  681  Beacon  St.,  Boston 
15,  Mast 

J-V-M  MICROWAVE  CO.,  4611  S  Lawndale  Ave.,  Lyons, 
III  ADV  PG  174. 

KEARFOTT  CO.,  INC.,  WESTERN  OlV.,  14844  Ovnard 
St.,  Van  Nuys,  Calif.  AOV.  PG.  126. 

Kings  Electronics  Co.,  40  Marbledale  Rd ,  Tuckahoe. 
N.  Y. 

Metavac,  Inc.,  45-68  162nd  St.,  Flushing  58,  N.  Y. 

MICROLAB,  71  Okner  Parkway  Livingston,  N.  j.  AOV 
PG.  519 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass. 
ADV.  PG.  447. 

N  R.  K.  Mfg.  A  Engineering  Co.,  4601  W.  Addison  St., 
Chicago  41,  III 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N  Y.  ADV.  PG.  268. 


PRODUCTS 


Nuclear  Instrumentation  Div.,  of  Gulton  Industries,  Inc., 
105  Dallas  St ,  N.  E  ,  Albuquerque,  N.  M. 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester,  N.  Y.  ADV.  PG  507. 

Schutter  Co.,  Carl  W.,  80  E.  Montauk  Pkwy.,  Linden¬ 
hurst,  N  Y 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
OlV.,  Great  Neck,  N  Y.  ADV.  PG.  165. 

Tech  Laboratories,  Inc.,  Bergen  A  Edsall  Blvds.,  Palisades 
Park,  N.  J 

Technicralt  Laboratories,  Inc.,  Thomaston-Waterbury  Rd., 
Thomaston,  Conn 

TELERAD  MFG  CORP.,  1440  Broadway.  New  York  18, 
N  Y  ADV.  PG  143,  144. 

UNIWAVE  INC.,  109  Marine  St  ,  Farmingdale,  N  Y, 
ADV  PG  228 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  OlV.,  186 
Granite  St  .  Ma  ichester,  N  H  ADV  PG.  276,  277 

Victor  R  F.  4  Micror.ave  Co..  16  W  Water  St  ,  Wake¬ 
field.  Mass  , 

Waveguide,  Inc.,  P.  0  Bov  486,  14845  Ovnard  St., 
Van  Niiys,  Calif 

Waveline  Inc  Bov  718  Caldwell.  N  J 

WEINSCHEL  ENGINEERING  CO.,  INC  ,  10501  Metro¬ 
politan  Ave  ,  Kensington,  Md  AOV.  PG  61-64. 

Wunderlich  Radio  Co.,  105  N.  Kennworth  Ave.,  Oak 
Park.  Ill 


•ENDS-Mlcrowovo 

Aircoi'  Inc,  154  Main  St.,  Winthrop  52,  Mast 
Aircu  Inc.  1 19  F  Fi'St  Ave  ,  Roselle,  N  J 
BOGART  MFG.  CORP.,  115  Seigel  St  ,  B  ook  yn  6, 
N  Y  ADV.  PG.  236. 

B.dd-St.snley  Co ,  Inc.,  41-01  22'-d  St.,  Long  Island 
City  1.  ■:  Y 

DeMORNAY-BONARDI,  780  S  Arroya  Parkeiy,  Pasa¬ 
dena,  Calif  ADV  PG  98,  99 
DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Avr  Y/.ikrfirld  Mass  AOV  PG  201-207 
DOUGLAS  MICROWAVE  CO  ,  INC  .  252  F  Third  St  , 
Mt  L  -rr  NY  AOV  PG  127 
Elr-.  Mf)  C-i  ,  117  Herricks  Rg  New  Hyde  Park,  N  Y 
:-~jlse  Libs  208  River  St  Red  Bank,  N  J 
F-R  MACHINE  WORKS,  INC,  26-12  Borough  Place, 
W--id  ide  77  N  Y.  ADV.  PG  149-152 
H.lger  f,  w.i*ts  Ltd  80  Shore  Rd  ,  Port  Washington, 
N  Y 

J-V-M  MICROWAVE  CO..  4611  S  Lawndale  A>e  .  Lyons, 
III  AOV  PG  174 

KEARFOTT  CO.,  INC,  WESTERN  OIV ,  1484J  Ovna-d 
St  ,  Vin  Nuys,  Galif  AOV  PG  128 
Kent  n-  F  C  ,  64  Howard  St  Irv.ngton,  N  J. 
LIECO.  INC  1610  Oceanside  Rd.,  Oceanside,  N  V. 
AhV  PG  5S7 

Meridian  Metalcraft  Inc.,  8719  S.  Millergrove  Drive, 
Whit*  er  Calif 

MICROWAVE  ASSOCIATES,  INC..  Birl.ngton,  Matt 
ADV  PG  t47 

NAROA  MICROWAVE  CORP.,  118-160  Herricks  Rd . 

Miner  .  N  Y.  ADV  PG.  268 
Omega  L 'boratorles  Inc.,  P.  0  Bov  264,  Rowley,  Mass 
Polytechnic  Research  A  Development  Co.,  Inc.,  202 
Tillary  St  Brookly  I  N  Y 
PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester  N  Y  AOV  PG  507 
SPECIALTY  AUTOMATIC  MACHINE  CORP.,  80  Cam¬ 
bridge  St  Burlington,  Mast  AOV  PG  588 
SPERRV  GYROSCOPE  CO ,  MICROWAVE  ELECTRONICS 
OIV.,  Great  Neck,  N  Y.  AOV  PG.  165. 

Technicraft  Laboratories,  Inc.,  Thomaston-Waterbury  Rd., 
Thomaston,  Conn. 

TELERAD  MFG  CORP.,  1440  Broadway,  New  York  18, 
N  Y.  AOV.  PG.  141,  144. 

Victor  R,  F  4  Microwave  Co.,  16  W.  Water  St., 
Wakefield,  Miss. 

Waveguide,  Inc.,  P.  0.  Bov  486,  14845  Ovnard  St., 
Van  Nuys,  Calif 

Wav'line,  Inc.,  Bov  718,  Caldwell,  N  J 


CAIORIMETERS-Micrewove 

Chemalloy  Electronics  Corp.,  Gillespie  Field,  Santee, 
CaM 

CUBIC  CORP.,  5575  Kearny  Villa  Rd.,  San  Diego  11, 
Calif  AOV  PG  118,  119. 

Df MORNAV-BONARDI,  780  S.  Arroya  Parkway,  Pasa¬ 
dena  Calif  AOV  PG.  98,  99 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave  ,  V/akefieid,  Mass.  AOV  PG.  204-207. 

Fleclro  Impulse  labs  208  River  St.,  Red  Bank,  N  J 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place. 
Woodside  77,  N  V  ADV.  PG  149-152. 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass. 
AOV.  PG.  447 

Polytechnic  Research  &  Development  Co.,  Inc.,  202 
Tillary  Sf  ,  Brooklyn  1,  N.  V. 

SIERRA  ELECTRONIC  CORP.,  1885  Bohannon  Drive, 
Menlo  Park  Calif.  ADV.  PG.  66,  67, 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N  Y 
ADV  PG  228 

VARIAN  ASSOCIATES,  611  Hansen  Way,  Palo  Alto, 
Calif  AOV  PG  160,  161,  112 

Wayne  Kerr-E  I.  L,  P.  0.  Boa  801,  Philadelphia  5, 
Pa 


CAVITIES— Microwave 

Aircom  Inc.,  154  Mam  St.,  Winthrop  52,  Mass. 
Aircom,  Inc.,  139  E,  First  Av.".,  Roselle,  N  J. 


MICROWAVE  ACCESSORIES 


AMERAC  INC.p  Dunham  Rd.,  Beverly,  Mass.  AOV.  PG. 
76,  77. 

ARRA  Corp.,  1  Bond  St.,  Westbury,  N.  V 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J 

BOGART  MFG.  CORP.,  315  Seigel  St.,  Brooklyn  6,  N  Y 
AOV  PG.  216 

BOMAC  LABORATORIES,  INC.,  Salem  Rd.,  Beverly, 
Mass  ADV.  PG  58,  59. 

C.G  S.  Labaratorles.  Inc.,  191  Ludlow  St.,  Stamford, 
Conn. 

Cavitron  Electror-  Oscillator  Co.,  Div.  of  Short  Wave 
Plastic  Forming  Co.,  135  N.  Newport  Blvd.,  New¬ 
port  Beach,  Cal'f 

Columbus  Electronics  Corp.,  1010  Saw  Mill  River  Rd., 
Yonkers,  N.  V. 

Defiance  Engineering  4  Microwave  Corp.,  Bnv  488, 
Beverly  Airport.  Beverly,  Mass 

OeMORNAY  BONAROI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif  AOV.  PG.  98,  99. 

Dielectri;  Products  "ngineering  Co.,  Inc.,  Raymond, 
Marne 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St., 
Mt  Vernon,  N.  Y  ADV  PG  327. 

ENGELHARD  INDUSTRIES,  INC.,  (D.  E.  MAKEPEACE 
OIV.),  Ill  Astor  St.,  Newark  5,  N  J.  ADV.  PG.  129. 

F-R  MACHINE  WORKS,  INC.,  26  12  Borough  Place, 
Wo-Jdside  77  N  V  AOV.  “G.  149-152. 

FREQUENCY  STANDARDS,  INC.,  Bo.  504,  Asbory 
Park,  N  J  AOV.  PG.  285. 

Gar  Precision  Parts,  Inc.,  701  Pa.ific  St.,  Stamford, 
Conn 

General  Com-nunicit  on  Co.,  681  Beacon  St.,  Boston  15, 
Mass 

GENERAL  RF  FITTINGS,  INC.,  702  Beacon  St.,  Boston 
15,  Mass.  AOV.  PG.  517. 

Gorham  Minufictn  -g  Co  ,  Bronze  Div.,  Providence  7, 
R  I. 

Hilger  4  St'S  Ltd  ,  83  Shore  Rd.,  Port  Washington, 
N  Y 

J-V-M  MICROWAVE  CO.,  4611  S.  Lawndale  Ave., 
Lyons,  II'  ADV  PC.  174. 

KEARFOTT  CO.,  INC.,  WESTERN  OIV.,  14844  Oxnard 
St  Van  Nuys.  Calif  AOV  PG  328. 

LABORATORY  FOR  ELECTRONICS,  INC.,  75  Pitts  St., 
Boston  14.  Mass  ADV.  PG.  508. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J.  ADV. 
PG  519 

MICROPHASE  CORP  ,  P.  0.  Box  1166,  Greenwich,  Conn. 
AO.  PG  455 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
M.neola.  N.  Y.  ADV.  PG.  268 

Nuclear  Instrumei-tatla  1  Oiv  of  Gulton  Industries,  Inc., 
305  D.i!  as  St.,  N  E.,  Albuquerque.  N.  M. 

Omeqa  Laboratories  IiK..  P,  0.  Box  264,  R-jwley,  Mass. 

PITOMETER  LOG  CORP.,  217  Lafayette  St.,  New  York 
12.  N  V.  AOv  »G  569. 

POLARAD  ELECTRONICS  CORP.,  41-20  Hth  St.,  Long 
Itia'd  C  ty  1,  N.  Y  AOV.  PG.  107,  108. 

Polytechnic  Research  4  Development  Co.,  Inc.,  202 
Tillary  St..  Brooklyn  1,  N  Y. 

PREMIER  INSTRUMENT  CORP.,  52  W  Houston  St., 
New  York  12,  N.  Y.  AOV  PG  518 

RADAR  DESIGN  CORP.,  1109  James  St.,  Syracuse  6, 
N  V.  ADV.  PG.  5)7. 

Rartec  Corp.,  P.  0.  Box  18,  Calabasas,  Calif. 

Resdel  fnoineering  Corp.,  no  S.  Fair  Oaks  Ave., 
Pasadena  1.  Cal'f. 

Spectialab  Instruments.  608  Fig  Ave  Monrovia  Calif. 

SPERRV  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
OIV.,  Great  Neck,  N.  Y  ADV.  PG.  165. 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y.  ADV.  PG.  341,  144. 

Terpening  Co.,  L.  H.,  16  W.  61st  St.,  New  York,  N.  Y. 

Trepac  Corp.  of  A  nerica,  1  Engle  St.,  Englewood,  N.  J 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  V. 
ADV.  PG.  228. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N,  H  AOV.  PG.  276,  277. 

Victor  R.  F.  &  M'Crooave  Co.,  36  W.  Water  St.,  Wake¬ 
field.  M.ISS. 

Warren  M'g.  Co.,  Inc.,  The,  Newton  Rd.,  Littleton, 
Mass 

Waveguide,  Inc.,  P.  0  Box  486,  14845  Qxnard  St., 
Van  Nuys,  Calif. 

Waveline,  Inc.,  Box  718,  Caldwell,  N.  J. 


COUPLERS— Oiraefrenal 

Aircom,  Inc.,  J54  Main  St.,  Winthrop  52,  Mass. 

Aircom  Inc,,  139  E.  First  Ave.,  Roselle,  N.  J. 
AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
ADV.  PG.  516. 

Amtron  Corp.,  17  Felton  St.,  Waltham,  Mass. 

ARRA  Cora  ,  1  Bond  St.,  Westbury,  N.  V. 

AUTOMATIC  METAL  PRODUCTS  CORP.,  315  Berry  St., 
Brooklyn  11,  N.  V.  AOV.  PG.  500. 

BIRO  ELECTRONIC  CORP.,  1800  E.  38th  St.,  Cleveland 
14  Ohio.  AOV.  PG.  47. 

BOGART  MFG.  CORP.,  115  Siegel  St.,  Brooklyn  6,  N.  V. 
ADV.  PG.  236. 

Budd-Stanley  Co.,  In:.,  43-01  22nd  St.,  Long  Island 
City  1,  N.  V. 

California  Technical  Industries,  Div.  of  Textron,  Inc., 
1421  Old  County  Rd.,  Belmont,  Calif. 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  Second  Ave., 
Mt,  Vernon,  N.  Y.  AOV.  PG.  572. 

Consolidated  Avionics  Corp.,  600  Shames  Drive,  Westbury, 
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Defiance  Engineering  &  Microwave  Corp.,  Bo>  468, 
Beverly  Airport,  Beverly,  Mass. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG.  204-207. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77.  N.  Y.  ADV.  P6.  149-152. 

FREQUENCY  STANDARDS  CORP.,  Box  504,  Asbury 
Park,  N.  J.  ADV,  PG.  285. 

GENERAL  RF  FITTINGS,  INC.,  702  Beacon  St.,  Boston 
15,  Mass.  ADV.  PG.  517. 

Gorham  Manufacturing  Co.,  Bronze  Div.,  Providence  7, 
R.  I. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  ADV.  PG.  29-44. 

Hoover  Electronics  Co.,  110  W.  Timonium  Rd.,  Timonium, 
Md. 

I-T-E  Circuit  Breaker  Co.,  Special  Products  Div.,  601 
E.  Erie  Ave.,  Philadelphia  34,  Pa. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

JONES  ELECTRONICS  CO.,  INC.,  M.  C.,  185  N.  Mam 
St.,  Bristol,  Conn.  ADV  PG.  273. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave.,  Chiton,  N.  J.  ADV.  PG.  356. 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  ADV.  PG.  328. 

LIECO,  INC.,  3610  Oceanside  Rd.,  Oceanside,  N.  Y. 
ADV.  PG.  587. 

Meridian  Metalcraft,  Inc.,  8739  S.  Millergrove  Drive, 
Whittier,  Calif. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J.  ADV. 
PG.  519. 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass. 
ADV.  PG.  447. 

MICROWAVE  DEVELOPMENT  LABS.  INC.,  92  Broad 
St.,  Babson  Park  57,  Mass.  ADV.  PG.  522. 

N.R.K.  Mfg.  &  Engineering  Co.,  4601  W.  Addison  St., 
Chicago  41,  111. 

NAROA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  ADV.  PG.  268. 

Omega  Laboratories  Inc.,  P.  0.  Box  264,  Rowley,  Mass. 

Polytechnic  Research  &  Development  Co.,  Inc.,  202  Tlllary 
St.,  Brooklyn  1,  N.  Y. 

RADAR  DESIGN  CORP.,  3309  James  St.,  Syracuse  6, 
N.  Y.  ADV.  PG.  547. 

Sage  Laboratories,  Inc.,  159  Linden  St.,  Wellesley  81, 
Mass. 

SIERRA  ELECTRONIC  CORP.,  3885  Bohannon  Drive, 
Menlo  Park,  Calif.  ADV.  PG.  66,  67. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  ADV.  PG.  165. 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

Technicraft  Laboratories,  Inc.,  Thomaston-Waterbury  Rd., 
Thomaston,  Conn. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 

Terpening  Co.,  L.  H.  16  W.  61st  St.,  New  York,  N.  Y. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
ADV.  PG.  228. 

Victor  R.  F.  &  Microwave  Co.,  36  W.  VZater  St., 
Wakefield,  Mass. 

Waveguide,  Inc.,  P.  0.  Box  486,  14845  Oxnard  St., 
Van  Nuys,  Calif. 

Waveline,  Inc.,  Box  718,  Caldwell,  N.  J. 


COUPlINeS-Alicrowave 

Aircom  Inc.,  354  Main  St.,  Winthrop  52,  Mass. 

Aircoin  Inc.,  139  E.  First  Ave.,  Roselle,  N.  J. 

Aircraft  Armaments,  Inc.,  Cockeysville,  Md. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
ADV.  PG.  516. 

Budd-Stanley  Co.,  Inc.,  43-01  22nd  St.,  Long  Island 
City  1,  N.  Y. 

CG  Electronics  Div.  of  Gulton  Industries,  Inc.,  305 
Dallas  St.,  N.E.,  Albuquerque,  N.  M. 

Channel  Master  Co.,  Ellenville,  N.  Y. 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  Second  Ave., 
Mt.  Vernon,  N.  Y.  ADV.  PG.  572. 

OeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98,  99. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG.  204-207. 

Eleo  Mfg.  Co.,  137  Herricks  Rd.,  New  Hyde  Park,  N.  Y. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77.  N.  Y.  ADV.  PG.  149-152. 

FREQUENCY  STANDARDS  CORP.,  Box  504,  Asbury  Park, 
N.  J.  ADV.  PG.  285. 

General  Communication  Co.,  681  Boston  St.,  Boston  15, 
Mass. 

GENERAL  RF  FITTINGS,  INC.,  702  Beacon  St.,  Boston 
15,  Mass.  ADV.  PG.  517. 

Gombos  Co.,  Inc.,  John,  103  Montgomery  Ave.,  Irving¬ 
ton  11,  N.  J. 

GRAPHITE  METALLIZING  CORP.,  1052  Nepperhan  Ave., 
Yonkers,  N.  Y.  ADV.  PG.  14,  15. 

Hilger  it  Watts  Ltd.,  80  Shore  Rd.,  Port  Washington, 
N.  Y. 

I-T-E  Circuit  Breaker  Co.,  Special  Products  Div.,  601 
E.  Erie  Ave.,  Philadelphia  34,  Pa. 

J>V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  ADV.  PG.  174. 

KEARFOTT  €0.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  St.,  Clifton  N.  J.  ADV.  PG.  356. 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  ADV.  PG.  328. 

LIECO,  INC.,  3610  Oceanside  Rd.,  Oceanside,  N.  Y. 
ADV.  PG.  587. 

Meridian  Metalcraft,  Inc.,  8739  S.  Millergrove  Drive, 
Whittier,  Calif. 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass.  ADV. 
PG.  447. 


MICROWAVE  DEVELOPMENT  LABS.,  INC.,  92  Broad 
St.,  Babson  Park  57,  Mass.  ADV.  PG.  522. 

N.R.K.  Mfg.  it  Engineering  Co.,  4601  W.  Addison  St., 
Chicago  41,  III. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  ADV.  PG.  268. 

Nuclear  Instrumentation  Oiv.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.E.,  Albuquerque,  N.  M. 

REEVES  INSTRUMENT  CORP.,  227  E  91st  St.,  New 
York  28,  N  Y.  ADV.  PG.  433. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  ADV.  PG.  165. 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

Technicraft  Laboratories,  Inc.,  Thomaston-Waterbury  Rd., 
Thomaston,  Conn. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 

Tru-Connector  Corp.,  416  Union  St.,  Lynn,  Mass 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
ADV.  PG.  228. 

Victor  R.  F.  it  Microwave  Co.,  36  W.  Water  St.,  Wake¬ 
field,  Mass. 

Waveguide,  Inc.,  P.  0.  Box  4S6,  14845  Oxnard  St., 
Van  Nuys,  Calif. 

Washington  Aluminum  Co.,  Inc.,  Penru.  RR  i,  Knecht 
Ave.,  Baltimore  39,  Md. 

Waveline,  Inc.,  Box  718,  Caldwell,  N.  J. 

CRYSTAL  MOUNTS  AND  MIXERS 

Aircom  Inc.,  139  E.  First  Ave.,  Roselle,  N.  J. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
ADV.  PG.  516. 

AUTOMATIC  METAL  PRODUCTS  CORP.,  315  Berry  St., 
Brooklyn  11,  N.  Y.  ADV.  PG.  500. 

Budd-Stanley  Co.,  Inc.,  43-01  22nd  St.,  Long  Island 
City  1,  N.  Y. 

Defiance  Engineering  &  Microwave  Corp.,  Box  488, 
Beverly  Airport,  Beverly,  Mass. 

DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98.  99. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG  204-207. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St.,  Mt. 
Vernon,  N.  Y.  ADV.  PG.  327. 

Eleo  Mfg.  Co.,  137  Herricks  Rd.,  New  Hyde  Park,  N.  Y. 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry,  N.  Y. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  ADV.  PG.  149-152. 

Farnsworth  Electronics  Co.,  Div.  of  IT&T,  3700  E. 
Pontiac  St.,  Fort  Wayne  1,  Ind. 

GENERAL  RF  FITTINGS,  INC.,  702  Beacon  St.,  Boston 
15,  Mass.  ADV.  PG.  517. 

Glass  Solder  Engineering,  4232  Temple  City  Blvd,  Rose¬ 
mead,  Calif. 

HK  Metal  Craft  Mfg.  Corp.,  3775  Tenth  Ave.,  New 
York  34,  N.  Y. 

Hermetic  Pacific  Corp.,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif. 

HERMETIC  SEAL  CORP.,  29-37  S.  Sixth  St ,  Newark  7, 
N.  J.  ADV.  PG.  403. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  ADV.  PG.  29-4). 

Hoover  Electronics  Co.,  110  W.  Timonium  Rd.,  Timonium, 
Md. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  ADV.  PG,  174. 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  ADV.  PG.  328. 

Meridian  Metalcraft,  Inc.,  8739  S.  Millergrove  Drive, 
Whittier,  Calif. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N  J  ADV. 
PG.  519. 

MICROWAVE  ASSOCIATES,  INC.,  Burlingtm,  Mass  ADV. 
PG.  447. 

MICROWAVE  DEVELOPMENT  LABS.,  INC.,  92  Broad 
St.,  Babson  Park  57,  Mass.  ADV.  PG.  522 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  ADV.  PG.  268 

Omega  Laboratories,  Inc.,  P.  0.  Box  264,  Rowley,  Mass. 

Polytechnic  Research  &  Development  Co.,  Inc.,  202 
Tillary  St.,  Brooklyn  1  N  Y. 

PREMIER  INSTRUMENT  (ORP.,  52  W.  Houston  St.,  New 
York  12,  N.  Y.  ADV.  PG.  538. 

RADAR  DESIGN  CORP.,  3309  James  St.,  Syracuse  6, 
N.  Y.  ADV.  PG.  547. 

Sage  Laboratories,  Inc.,  159  Linden  St.,  Wellesley  81, 
Mass. 

Technicraft  Laboratories,  Inc.,  Thomaston-Waterbury  Rd  , 
Thomaston,  Conn. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344 

Trad  Electronics  Corp.,  1001  First  Ave  ,  Asbury  Park, 
N.  J. 

Tru-Connector  Corp.,  416  Union  St.,  Lynn,  Mass 

Victor  R.  F.  &  Microwave  Co.,  36  W.  Water  St.,  Wake¬ 
field,  Mass. 

Waveguide,  Inc.,  P  0  Box  486,  14845  Oxnard  St., 
Van  Nuys,  Calif 

DIODES— Microwove  Mixer 

BOMAC  LABORATORIES,  INC.,  Salem  Rd.,  Beverly,  Mass. 
ADV.  PG.  58,  59. 

DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98,  99 

Fretco,  Inc.,  406  N.  Craig  St.,  Pittsburgh  13,  Pa. 

Lansdale  Tube  Co.,  Div.  of  Philco  Corp ,  Church  Rd., 
Lansdale,  Pa. 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass.  ADV. 
PG.  447 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  SEMICONDUC¬ 
TOR  OIV.,  100  Sylvan  Rd.,  Woburn,  Mass.  ADV.  PG. 
629-631. 


1958-1959  LISTINGS  of 


OIPUXERS 

ALFORD  MANUFACTURING  CO.,  299  Atlantic  Ave, 
Boston,  Mass.  ADV.  PG.  491. 

Defiance  Engineering  A  Microwave  Corp.,  Box  488, 
Beverly  Airport,  Beverly,  Mass. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG.  204-207. 

Electronics  Development  Co.,  Inc.,  3743  N  Cahuenga 
Blvd.,  North  Hollywood,  Calif. 

HYCON  EASTERN,  INC.,  75  Cambridge  Parkway.  Cam¬ 
bridge,  Mass.  ADV.  PG.  291. 


OIVIDERS-Power 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N  J. 
ADV.  PG.  516. 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield.  Mass.  ADV  PG.  204-207. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St  ,  Mi. 

Vernon,  N.  Y.  ADV.  PG.  327, 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Onurd 
St.,  Van  Nuys,  Calif.  ADV.  PG.  328. 

Meridian  Metalcraft,  Inc.,  8739  S.  Millergrovi  Drive, 
Whittier,  Calif. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J  ADV. 
PG.  519 

OHMITE  MFG.  CO.,  36U1  Howard  St,  Skokie,  III. 
ADV.  PG.  200,  201. 

PERKIN  ENGINEERING  CORP.,  345  Kansas  St  .  El 
Segundu,  Calif.  ADV.  PG.  496. 

RADAR  DESIGN  CORP.,  3309  James  St.,  Syracuse  6, 
N.  Y.  ADV.  PG.  547 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N  Y.  ADV  PG.  511. 


DUPLEXERS-MIcrowove 

Aircom  Inc.,  354  Main  St.,  Winthrop  52,  Mass 

Aircom  Inc.,  139  E.  First  Ave.,  Roselle,  N.  J 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N  J. 
ADV.  PG.  516. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

BOGART  MFG  CORP.,  315  Siegel  St.,  Brooklyn  6,  N  Y. 
ADV  PG.  236 

BOMAC  LABORATORIES,  INC.,  Salem  Rd.,  Beverly,  Mats. 
ADV.  PG.  58,  59. 

Budd-Stanley  Co.,  Inc.,  43-01  22nd  St.,  Long  Island 
City  1,  N.  Y. 

Budelman  Radio  Corp.,  376  Fairfield  Ave,  Staniford, 
Conn. 

Canoga  Corp.,  5955  Sepulveda  Blvd.,  Van  Nuys,  Calif. 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  Second  Ave , 
Mt.  Vernon,  N  Y.  ADV.  PG.  572. 

DehafKe  Engineering  A  Microwave  Corp.,  Box  488, 
Beverly  Airport,  Beverly,  Matt. 

DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif  ADV.  PG.  98,  99 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Matt.  ADV.  PG.  204-207. 

Dielectric  Products  Engineering  Co.,  Inc.  Raymond, 
Maune. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E  Third  St., 
Mt.  Vernon,  N.  V.  ADV.  PG.  327. 

Eleo  Mfg.  Co  .  137  Herricks  Rd.,  New  Hyde  Park,  N.  Y. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Puce, 
Woodside  77,  N.  Y  ADV.  PG.  149-152. 

Federal  Telephone  &  Radio  Co.,  100  Kingsland  Rd , 

Clifton,  N.  J. 

General  Communication  Co.,  681  Boston  St.,  Boston  15, 
Mass. 

Gorham  M.snufacturing  Co.,  Bronze  Div.,  Providence  7, 

R.  I. 

Hilger  &  Watts  Ltd.,  80  Shore  Rd.,  Port  Washington, 
N.  V. 

J-V-M  MICROWAVE  CO.,  4633  S  Lawndale  Ave  , 

Lyons,  Ml  ADV.  PG.  174, 

KEARFOTT  CO.,  INC.,  WESTERN  OIV.,  14844  Oxnard 
St.,  Van  Nuys.  Calif.  ADV.  PG.  328. 

KENNEDY  A  CO.,  D.  S.,  Cohasset,  Mast.  ADV.  PG  121. 

LIECO,  INC.,  3610  Oceanside  Rd.,  Oceanside,  N  Y. 
ADV.  PG.  587. 

Meridian  Metalcraft,  Inc.,  8739  S  Millergrove  Drive, 
Whittier,  Calif. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N  J  ADV. 
PG.  519 

MICROPHASE  CORP.,  P  0  Box  1166,  Greenwich,  Conn. 
ADV.  PG  455 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Matt. 
ADV.  PG.  447. 

N.R.K.  Mfg  A  Engineering  Co.,  4601  W.  Addison  St  , 
Chicago  41,  III. 

NAROA  MICROWAVE  CORP.,  118-160  Herricks  Rd , 
Mineo'a,  N  Y  ADV  PG  268 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave  , 
Port  Chester,  N.  Y.  ADV.  PG.  507. 

Rantec  Corp.,  P.  0.  Box  18,  Calabasas,  Calif 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  OIV , 
Waltham  54,  Mass.  ADV.  PG.  428,  429. 

RAYTHEON  M^G.  CO.,  SPECIAL  MICROWAVE  DEVICE 
CROUP,  Waltham  54,  Mats.  ADV.  PG.  432 

Sage  Laboratories,  Inc.,  159  Linden  St.,  Wellesley  81, 
Mass. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
OIV.,  Great  Neck,  N.  Y.  ADV.  PG.  165. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

Technicraft  Laboratories,  Inc.,  Thomaston-Waterbury  Rd  , 
Thomaston,  Conn. 
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TELERAO  MEG.  CORP.,  1440  Broadway,  Nrw  York  18, 
N.  V.  AOV.  PG  34J,  344. 

TerpMiing  Co  ,  L.  H.,  16  W  blit  St.,  New  York,  N.  Y. 
UNIWAVE,  INC.,  10<>  Marine  St.,  Farniin«dale,  N.  Y. 
AOV.  PG.  228. 

Victor  R.  F.  ||  Microwave  Co.,  36  Water  St.,  WakeAeld, 
Mats. 

Waveguide,  Inc.,  P.  0.  8o«  486,  14845  Oxnard  St.,  Van 
Nuys,  Calif. 

Waveline,  Inc.,  Box  718,  Caldwell,  N.  J. 


FI  ITERS— Micrewovo 

ACF  Electronics,  800  N.  Pitt  St.,  Alexandria,  Va. 

Aircom  Inc.,  354  Main  St.,  Winthrop  52,  Mass. 

Aircoffl  Inc.,  134  E.  First  Ave.,  Roselle,  N  J. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
AOV.  PG  516 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila* 
delphia  6,  Pa 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  14,  III. 
AOV  PG  50 

APPLIED  RESEARCH,  INC.,  76  S.  Bayles  Ave.,  Port 
Washington,  N.  Y.  AOV.  PG  566. 

ARRA  Corp  ,  1  Bond  St  ,  Westbury,  N  Y. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Placo, 
Paramut,  N.  J. 

BIRO  ELECTRONIC  CORP.,  1800  E.  30th  St.,  Cleveland 
14,  Ohio  AOV  PG  47 

BOMAC  LABORATORIES,  INC.,  Salem  Rd.,  Beverly, 
Mass  AOV.  PG  58,  54 

Budd-Stanley  Co.,  Inc.,  43-01  22nd  St.,  Long  Island 
City  1,  N  Y 

BURNELL  &  CO.,  INC.,  10  Pelham  Parkway,  Pelham, 

N  y.  AOV.  PG  70,  71 

CARAD  CORP.,  2850  Bay  Rd.,  Redwood  City,  Calif. 
AOV.  PG  448 

Defiance  Engineering  A  Microwave  Corp.,  Box  488, 
Beverly  Airport,  Beverly,  Matt 
DeMORNAY-BONAROI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena.  Calif  AOV  PG  48,  44 
DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mats  AOV  PG  204-207 
Dielectric  Products  Engnleering  Co.,  Inc.,  Raymond, 
Maine 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St., 
Mt  Vernon,  N  Y.  AOV.  PG.  327 
ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park,  N.  J. 
AOV  PG  303 

Eleo  Mfg  Co.,  137  Herricks  Rd.,  New  Hyde  Park,  N  V. 
Electronic  Specialty  Co.,  5121  San  Fernando  Rd.,  Los 
Angeles  34,  Calif 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodtide  77,  N  V  AOV  PG.  144-152 
FREQUENCY  STANDARDS,  INC.,  P.  0  Box  504,  Asbury 
Park,  N.  J.  AOV  PG.  285 

General  Communication  Co ,  681  Boston  St.,  Boston  15, 
Mass 

Gombot  Co.,  Inc.,  John,  103  Montgomery  Ave.,  Irving¬ 
ton  11,  N.  J. 

Gorham  Manufacturing  Co.,  Bronze  Oiv.,  Providence  7, 
R  I 

HERMETIC  SEAL  TRANSFORMER  CO.,  P  0.  Box  277, 
Garland,  Texas  AOV.  PG.  176,  177 
HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  AOV.  PG  24-44 

Hoover  Electronics  Co.,  110  W.  Timonium  Rd.,  Timonium, 
Md. 

Interference  Measurement  Lab.,  401  E.  51tt  St.,  Brook¬ 
lyn,  N  V. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave., 
Lyons.  III.  AOV  PG  174 

KEARFOTT  CO.,  INC  ,  ENGINEERING  &  SALES  OIV., 
1378  Main  Ave  ,  Clifton,  N  J  AOV.  PG  356 
KEARFOTT  CO.,  INC.,  WESTERN  OIV.,  14844  Oxnard 
SI  .  Van  Nuys,  Calif.  AOV  PG  328. 

LIECO,  INC.,  3610  Oceanside  Rd ,  Oceanside,  N  Y. 
AOV  PG.  587 

Meridian  Metakraft,  Inc.,  8734  S.  Millergrove  Drive, 
Whittier.  Calif. 

MICROLAB,  71  Ckner  Parkway,  Livingston,  N  J.  AOV. 
PG  514 

MICROPHASE  CORP.,  P.  0  Box  1166,  Greenwioh,  Conn. 
AOV  PG  455 

MICROWAVE  DEVELOPMENT  LABS  ,  INC  ,  42  Broad 
St.,  Babson  Park  57,  Mats  AOV  PG  522 
N.R.K.  Mfg  &  Engineering  Co.,  4601  W.  Addison  St., 
Chicago  41,  lil. 

NYT  ELECTRONICS,  INC.,  2474  N  Ontario  St  ,  Bur¬ 
bank,  Calif  AOV  PG  500. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N  V  AOV.  PG.  268. 

Nuclear  Instrumentation  Oiv  of  Gulton  Industries,  Inc., 
305  Dallas  St ,  N.E.,  Albuquerque,  N  M. 

POLARAO  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N  Y  AOV  PG  307,  308 
PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester,  N  V  AOV  PG.  507. 

PREMIER  INSTRUMENT  CORP.,  52  W.  Houston  St. 

New  York  12,  N  Y  AOV  PG.  538. 

RADAR  DESIGN  CORP.,  3304  James  St.,  Syracuse  6, 
N  V.  AOV.  PG  547. 

Rantec  Corp  ,  P.  0.  Box  18,  Calabasas,  Calif. 
RAYTHEON  MFC.  CO.,  COMMERCIAL  EQUIPMENT  OIV., 
Waltham  54,  Mass  AOV  PG.  428,  424 
Sage  Laboratories,  Inc.,  154  Linden  St.,  Wellesley  81, 
Mass 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N.  H.  AOV.  PG 
253. 

Scientific  Radio  Products,  Inc.,  215  South  11th,  Omaha, 
Neb. 


PRODUCTS 


SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONIC 
OIV.,  Great  NKk,  N.  Y.  AOV.  PG.  165. 

Sprague  Electric  Co.,  125  Marshali  St.,  North  Adams, 
Mass 

Stromberg-Carlson  Co.,  Oiv.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

Technicraft  Laboratories,  Inc.,  Thomaston-Waterbury  Rd., 
Thomaston,  Conn. 

Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J. 

Tele  Coil  Co.,  Inc.,  2733  Saunders  St.,  Camden  5, 
N  J 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y  AOV  PG.  343,  344 

TOBE  OEUTSCHMANN  CORP.,  421  Providence  Highway, 
Norwood,  Mass.  AOV  PG.  173. 

Transonic  Inc.,  808  16th  St.,  Box  46A,  Bakersfield, 
Calif 

UNIWAVE,  INC.,  104  Marine  St.,  Farmingdale,  N.  V. 
AOV.  PG.  228 

Victor  R.  F.  &  Microwave  Co.,  36  W.  Water  St.,  Wake- 
held,  Mass 

Waveguide,  Inc.,  P.  0.  Box  486,  14845  Oxnard  St.,  Van 
Nuys,  Calif. 

Waveline,  Inc.,  Box  718,  Caldwell,  N.  J. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 


FLANOES-Microwovo 

Aircom  Inc.,  354  Main  St.,  Winthrop  52,  Mass. 

Aircom  Inc.,  134  E.  First  Ave.,  Roselle,  N  J. 

AIRTRON,  INC  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
AOV  PG  516. 

American  Radar  Components,  Inc.,  Route  10,  Whippany, 
N  J 

ANDREW  CORP  ,  363  E.  75th  St.,  Chicago  14,  III. 
AOV  PG  50 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N  Second  Ave., 
Mt  Vernon,  N  Y  AOV  PG.  572 

Connector  Corp.  of  America,  3223  Burton  Ave.,  Burbank, 
Calif. 

Defiance  Engineering  &  Microwave  Corp.,  Box  488, 
Bever'y  Airport,  Beverly,  Mass 
DeMORNAY-BONAROI,  780  S  Arroyo  Parkway,  Pasadena, 
Cjiif  AOV  PG  48,  44 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave .  Wakeheld.  Mass  AOV  PG  204-207 
DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St., 
Mt  Vernon.  N  Y  AOV  PG  327 

Elco  Mfq  Co..  137  Herricks  Rd.,  New  Hyde  Park,  N  Y. 
F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  V  AOV  PG  144-152. 

FREQUENCY  STANDARDS  CORP.,  Box  504,  Asbury 
Park.  N  J  AOV  PG  285 

GENERAL  RF  FITTINGS,  INC.,  702  Beacon  St.,  Boston 
15,  Mass  AOV.  PG  517 

Hilger  A  Watts  Ltd.,  80  Shore  Rd ,  Port  Washington, 
N  V 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III  AOV  PG.  174 

LIECO,  INC.,  3610  Oceanside  Rd ,  Oceanside,  N.  Y. 
AOV.  PG  587. 

Meridian  Metakraft,  Inc.,  8734  S.  Millergrove  Drive, 
Whittier,  Calif 

N  R  K.  Mfg  A  Engineering  Co.,  4601  W.  Addison  St., 
Chicago  41.  Ill 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola.  N  Y.  AOV  PG  268 
Prodelin,  Inc.,  307  Bergen  Ave.,  Kearny,  N.  J. 
Technicraft  Laboratories,  Inc.,  Thomaston-Waterbury  Rd., 
Thomaston,  Conn 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y  AOV  PG.  343,  344 
UNIWAVE,  INC.,  104  Marine  St.,  Farmingdale,  N.  V, 
AOV.  PG.  228 

Victor  R  F.  A  Microwave  Co.,  36  W.  Water  St.,  Wake¬ 
field,  Mass. 

Washington  Aluminum  Co  ,  Inc.,  Penna.  RR  A  Knecht 
Ave.,  Baltimore  34,  Md. 

Wavel.ne,  Inc.,  Box  718,  Caldwell,  N.  J. 


HORNS-Microwave 

AINSLIE  CORP.,  312  Quincy  Ave.,  Quincy  64,  Mass. 
AOV  PG.  514. 

Airborne  Instruments  Lab.,  Inc.,  160  Old  Country  Rd., 
Mineola,  N.  Y 

Aircom  Inc.,  354  Main  St.,  Winthrop  52,  Mass 
Aircom  Inc.,  134  E.  First  Ave.,  Roselle,  N.  J. 
AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N  J 
AOV  PG  516 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  14,  III.  AOV. 
PG  50 

BOGART  MFG  CORP.,  315  Seigel  St.,  Brooklyn  6,  N.  Y. 
AOV  PG  236. 

Brach  Oiv.,  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave  ,  Garden  City,  N  V. 

Budd-Stanley  Co.,  Inc.,  43-01  22nd  St.,  Long  Island 
City  1.  N  Y. 

Dehance  Engineering  A  Microwave  Corp.,  Box  488,  Beverly 
Airpoit,  Beverly,  Mass. 

DeMORNAY-BONAROI,  780  S.  Arroyo  Parkway,  Pasadena, 
Calif  AOV.  PG  48,  44. 

DIAMOND  ANTENNA  A  MICROWAVE  CORP..  7  North 
Ave.,  Wakefield,  Mass.  AOV.  PG.  204-207. 

Oon-Lan  Electronics,  Inc.,  1101  Olympic  Blvd.,  Santa 
Monir.i  Calif. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St.. 

Mt.  Vernon,  N.  V.  AOV.  PG.  327. 

Elco  Mfg.  Co.,  137  Herricks  Rd.,  New  Hyde  Park,  N.  V. 
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General  Communication  Co.,  681  Boston  St.,  Boston 
15,  Mast. 

Gorham  Manufacturing  Co.,  Bronze  Oiv.,  Providence  7, 
R.  I. 

Hoover  Electronics  Co.,  110  W.  Timonium  Rd.,  Timonium, 
Md. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  AOV.  PG.  174. 

KEARFOTT  CO.,  INC.,  WESTERN  OIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  AOV.  PG.  328. 

KENNEDY  A  CO.,  0.  S.,  Cohasset,  Mass.  AOV.  PG.  121. 

Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckahoe, 
N.  Y. 

LIECO,  INC.,  3610  Oceanside  Rd.,  Oceanside,  N.  Y. 
AOV  PG  587. 

Meridian  Metalcraft,  Inc.,  8734  S.  Millergrove  Drive, 
Whittier,  Calif. 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass. 
AOV.  PG.  447 

MICROWAVE  DEVELOPMENT  LABS.,  INC.,  42  Broad 
St.,  Babson  Park  57,  Mast.  AOV.  PG  522. 

N.R.K.  Mfg  A  Engineering  Co.,  4601  W.  Addison  St., 
Chicago  41,  III. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N  Y.  AOV.  PG.  268. 

Nuclear  Instrumentation  Oiv.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.E.,  Albuquerque,  N.  M. 

Omega  Laboratories  Inc  .  P.  0.  Box  264,  Rowley,  Mast. 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester,  N  Y  AOV  PG.  507. 

PREMIER  INSTRUMENT  CORP.,  52  W.  Houston  St.,  New 
York  12.  N  Y  AOV.  PG.  538. 

RADAR  DESIGN  CORP.,  3304  James  St.,  Syracuse  6, 
N  V  AOV.  PG.  547. 

Rantec  Corp.,  P.  0.  Box  18,  Calabasas,  Calif. 

Sage  Laboratories,  Inc.,  154  Linden  St.,  Wellesley  81, 
Mast. 

Sm  th  Mfg  Co.,  J.  A  H.,  Little  Britain  Rd.,  Newburgh, 
N.  Y 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
OIV.,  Great  Neck,  N.  Y.  AOV.  PG.  165. 

Technicraft  laboratories,  Inc.,  Thomaston-Waterbury  Rd., 
Thomaston,  Conn 

TELERAO  MFG  CORP.,  1440  Broadway,  New  York  18, 
N  Y  AOV.  PG  343,  344. 

Terpening  Co.,  L.  H.,  16  W.  61st  St.,  New  York  23, 
N  Y 

UNIWAVE,  INC.,  104  Marine  St.,  Farmingdale,  N.  Y. 
AOV  PG  228 

Victor  R  F  A  Microwave  Co.,  36  W.  Water  St.,  Wake* 
held.  Mast 

Washington  Aluminum  Co.,  Inc.,  Penna.  RR  A  Knecht 
Ave.,  Baltimore  34,  Md 

Waveguide.  Inc.,  P.  0.  Box  486,  14845  Oxnard  St., 
Van  Nuys,  Calif. 

Waveline.  Inc.,  Box  718,  Caldwell,  N.  J. 

Westbury  E'ectronics,  Inc.,  300  Shames  Drive,  Westbury, 
N.  Y 


HYBRID  JUNCTIONS-Micrewave 

Aircom  Inc.,  354  Main  St.,  Winthrop  52,  Mass. 

Aircom  Inc.,  134  E.  First  Ave..  Roselle,  N.  J. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  X 
AOV.  PG  516. 

ALFORD  MANUFACTURING  CO.,  244  Atlantic  Ave., 
Boston,  Mass.  AOV.  PG.  441. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

BOGART  MFG.  CORP.,  315  Siegel  St.,  Brooklyn  6,  N.  Y. 
AOV.  PG  236 

Central  Electronic  Manufacturers,  Inc.,  2  Richwood 
Place  Oenville,  N.  J. 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  Second  Ave., 
Mt  Vernon  N.  Y.  AOV.  PG.  572. 
DeMORNAY-BONAROI,  INC.,  780  S.  Arroyo  Parkway, 
Pasadena,  Calif.  AOV.  PG.  48,  44. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  AOV.  PG.  204-207. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St.. 

Mt.  Vernon,  N  Y.  AOV.  PG.  327. 

Elco  Mfg  Co.,  137  Herricks  Rd.,  New  Hyde  Park,  N.  Y. 
F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  AOV.  PG.  144-152. 

GENERAL  RF  FITTINGS.  INC.,  702  Beacon  St.,  Boston 
15,  Mass.  AOV.  PG.  517. 

Hilger  t  Watts  Ltd.,  80  Shore  Rd.,  Port  Washington, 
N.  Y. 

Hoover  Electronics  Co.,  110  W.  Timonium  Rd., 
Timonium,  Md. 

I-T-E  Circuit  Breaker  Co.,  Special  Products  Oiv.,  601  E. 

Erie  Ave.,  Philadelphia  34,  Pa. 

LIECO,  INC.,  3610  Oceanside  Rd.,  Oceanside,  N.  Y. 
AOV.  PG.  587. 

Meridian  Metalcraft,  Inc.,  8734  S.  Millergrove  Drive, 
Whittier,  Calif. 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass. 
AOV  PG.  447. 

MICROWAVE  DEVELOPMENT  LABS.,  INC.,  42  Broad 
St..  Babson  Park  57,  Mass.  AOV  PG.  522. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  AOV.  PG.  268. 

Nuclear  Instrumentation  Oiv.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.E.,  Alburquerque,  N.  M. 

Omega  Laboratories,  Inc.,  P.  0.  Box  264,  Rowley,  Mass. 
Polytechnic  Research  A  Development  Co.,  Inc.,  202 
Tillary  St.,  Brooklyn  1,  N.  Y. 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester,  N.  Y.  AOV.  PG.  507. 

Prodelin,  Inc.,  307  Bergen  Ave.,  Kearny,  N.  J. 

Rantec  Corp.,  P.  0.  Box  IS,  Calabasas,  Calif. 
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1958-1959  LISTINGS  of 


Sage  Laboratories,  Inc.,  1S9  Linden  St.,  Wellesley 
81.  Mass. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  AOV.  PG.  165. 

Technicraft  Laboratories,  Inc.,  Thomaston-Waterbury  Rd., 
Tlioiiiaston,  Conn 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  AOV.  PG.  343,  344. 

Terpeniiig  Co.,  L.  H.,  16  W.  61st,  St.,  New  York,  N.  Y. 

Victor  R.  F.  &  Microwave  Co.,  36  W.  Water  St.,  Wake¬ 
field,  Mass. 

Waveguide,  Inc.,  P.  0.  Box  486,  14845  Oxnard  St., 
Vai  Nuys,  Calif. 

Wavelinc,  Inc.,  Box  718,  Caldwell,  N.  J. 


JOINTS— Rotary  Micrewovo 

Airconi  Inc.,  354  Main  St.,  Winthrop  52,  Mass. 

Aircam  Inc.,  139  E.  First  Ave.,  Roselle,  N.  J. 

Budd-Stanley  Co.,  Inc.,  43-01  22nd  St.,  Long  Island 
City  1,  N.  Y. 

Canoua  Carp.,  5955  Sepulveda  Blvd.,  Van  Nuys,  Calif. 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  Second  Ave., 
Mt.  Vernon,  N.  Y.  AOV.  PG.  572. 

DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway, 
Pasadena,  Calif.  ADV.  PG.  98,  99. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  AOV.  PG.  204-207. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St., 
Mt.  Vernon,  N.  Y.  ADV.  PG.  327. 

GRAPHITE  MtTALLIZING  CORP.,  1052  Nepperhan  Ave., 
Yonkers,  N.  Y.  ADV.  PG.  14,  15. 

I-T-E  Circuit  Breaker  Co.,  Special  Products  Oiv.,  601 
E.  Erie  Ave.,  Philadelphia  34,  Pa. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
111.  AOV.  PG.  174. 

Litton  Industries,  Components  Oiv.,  5873  Rodeo  Rd.,  Los 
Ang-les  16,  Calif. 

MICROWAVE  DEVELOPMENT  LABS.  INC.,  92  Broad 
St.,  Babson  Park  57,  Mass.  ADV.  PG.  522. 

N.  R.  K.  Mfg.  A  Engineering  Co.,  4601  W.  Addison  St., 
Chicago  41,  III. 

PREMIER  INSTRUMENT  CORP.,  52  W.  Houston  St., 
New  York  12,  N.  Y.  ADV.  PG.  538. 

RADIATION,  INC.,  Melbourne,  Fla.  AOV.  PG.  255 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  Y.  ADV.  PG.  433. 

Sage  Laboratories,  Inc.,  159  Linden  St.,  Wellesley  81, 
Mass. 

Technical  Anpliance  Corp.,  Sherburne,  N.  Y. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 

Ttrpsinng  Co.,  L.  H.,  16  W.  61st  St.,  New  York,  N.  Y. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  V. 
ADV.  PG.  228. 

Viaor  R.  F.  A  Microwave  Co.,  36  W.  Water  St.,  Wake¬ 
field,  Mass. 

Waveguide,  Inc.,  P.  0.  Box  486,  14845  Oxnard  St., 
Van  Nuys,  Calif. 

Waveiine,  Inc.,  Box  718,  Caldwell,  N.  J. 

Wesbury  Electronics,  Inc.,  300  Shames  Drive,  West- 
bury,  N.  Y. 


LENSES— Micrawove 

AINSLIE  CORP.,  312  Quincy  Ave.,  Quincy  69,  Mass. 
AOV.  PG.  519. 

DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.,  ADV.  PG.  98,  99. 

Emerson  A  Cuming,  Inc.,  869  Washington  St.,  Canton, 
Mass. 

KEARFOTT  CO.,  INC.,  WESTERN  OIV.,  14844  Oxnard 
St.,  Van  Nujs,  Calif.  ADV.  PG.  328. 

McMILLAN  INDUSTRIAL  CORP.,  Brownville  Avenue 
Plant,  Ipswich,  Mass.  ADV.  PG.  559. 

Nuclear  Instrumentation  Oiv.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.E.,  Albuquerque,  N.  M. 

Smith  Mfg.  Co.,  J.  A  H.,  Little  Britain  Rd.,  New¬ 
burgh.  N.  Y. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Ntck,  N.  Y.  ADV.  PC.  165. 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 

UNIVMVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
AOV.  PG.  228. 


LINKS— Televieioa  Microwave 

Oc'fia  .cc  Engineering  A  Microwave  Corp.,  Box  488, 
Beverly  Airport,  Beverly,  Mass. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  ADV.  PG.  149-152. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  ADV.  PG.  328. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

Motorola  Communications  A  Electronics,  Inc.,  4501 
Augusta  Blvd.,  Chicaqi  51.  III. 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester,  N.  Y.  ADV.  PG.  507. 

PREMIER  INSTRUMENT  CORP.,  52  W.  Houston  St., 
New  York  12,  N.  Y.  ADV.  PG.  538. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cambridge, 
Fngland. 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT 
DIV.,  Waltham  54,  Mass.  ADV.  PG.  428,  429. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave., 
Pasadena  1,  Calif. 


Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.C.  2,  England. 


MAGNETOMETERS 

CLARK  ELECTRONIC  LABS.,  Box  165,  Palm  Springs, 
Calif.  AOV.  PG.  527. 

Gurley,  W.  A  L.  E.,  514  Fulton  St.,  Tioy,  N.  Y. 

Tensor  Electric  Development  Co.,  Centroid  Div.,  1873 
Eastern  Parks/av,  Brooklyi  33,  N.  V 
TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave.,  Dallas  9,  Texas.  AOV.  PG  a96. 

VARIAN  ASSOCIATES,  611  Hansen  Way,  Palo  Alto, 
Calif.  ADV.  PG.  160,  161,  332. 


MARKERS— Fraqvancy,  AUcrawovo 

DeMORNAY-BONARDI,  780  S.  Arrovo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98,  99. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  AOV.  PG.  174. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  AOV.  PG.  268. 

Polytechnic  Research  A  Development  Co.,  Inc.,  202  Tillary 
St.,  Brooklyn  1,  N.  Y. 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester  N.  Y.  AOV.  PG.  507. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  AOV.  PG.  343,  344. 

Vectron,  Inc.,  1609  Trnpelo  Rd.,  Waltham  54,  Mass. 

Vyaveline,  Inc.,  Box  718,  Caldwell,  N.  J. 


METERS— Fraqvancy,  AUcrowava 

Aircom  Inc.,  354  M.nin  St.,  Winthrop  52,  Mass. 

Aircom  Inc.,  139  E.  First  Ave.,  Roselle,  N.  J 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
AOV.  PG.  516. 

AMERICAN  MACHINE  &  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria, 
Va.  ADV.  PG.  330. 

AKERAC  INC.,  Dunham  Rd.,  Beverly,  Mass.  ADV.  PG. 
76,  77. 

ARRA  Corp.,  1  Bond  St.,  Westbury,  N.  V. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

Beckman/Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif. 

Budelman  Radio  Corp.,  376  Fairfield  Ave.,  Stamford, 
Conn. 

Colortone  Electronics,  Inc.,  200  Frank  Rd.,  Hicksville, 
N.  Y. 

Columbus  Electronics  Corp.,  1010  Saw  Mill  River  Rd., 
Yonkers,  N.  Y. 

Defiance  Engineering  A  Microwave  Corp.,  Box  488,  Bev¬ 
erly  Airport,  Beverly,  Mass. 

DE  MORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98,  99. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG.  204-207. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St., 
Mt.  Vernon,  N.  Y.  ADV.  PG.  327. 

Electro  Impulse  Labs.,  208  River  St.,  Red  Bank,  N.  J. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

Engineering  Associates,  434  Patterson  Rd.,  Dayton  9, 
Ohio. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  ADV.  PG.  149-152. 

General  Communication  Co.,  681  Beacon  St.,  Boston  15, 
Mass. 

GENERAL  RF  FITTINGS,  INC.,  702  Beacon  St.,  Boston 
15,  Mass.  ADV.  PG.  517. 

Gertsch  Products,  Inc.,  3211  S.  La  Cienega  Blvd.,  Los 
Angeles  16,  Calif. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  ADV.  PG.  29-44. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  AOV.  P6.  174. 

JowiI  Electronics,  Inc.,  Bcifield  &  Wister,  Philadelphia 
44,  Pa. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  OIV., 
1378  Main  Ave  ,  Clifton  N.  J.  AOV.  PG.  356. 

LAVOIE  LABORATORIES,  INC.,  Morganville,  N.  J.  ADV. 
PG.  413. 

MARCONI  INSTRUMENTS,  111  Cedar  Lane,  Englewood, 
N.  J.  ADV.  PG.  316. 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass. 
40V.  P'  447 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  AOV.  PG.  268. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 

Polytechnic  Research  A  Development  Co.,  Inc.,  202 
Tillary  St.,  Brooklyi  1,  N.  Y. 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester,  N.  Y.  AOV.  PG.  507. 

RADAR  DESIGN  CORP.,  3309  James  St.,  Syracuse  6, 
N.  Y.  AOV.  PG.  547. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Nc.k,  N.  Y  ADV.  PG.  165. 

STODDART  AIRCRAFT  RADIO  CO.,  6644  Santa  Monica 
Blvd..  Hollywood  38,  Calif.  ADV.  PG.  478. 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y  ADV.  PG.  343,  344. 

V/acLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Waveline,  Inc.,  Box  718,  Caldwell,  N.  J. 


METERS— Aticrowova 

Aircom  Inc.,  139  E.  First  Ave.,  Roselle,  N.  J. 


AMERAC  INC.,  Dunham  Rd.,  Beverly,  Mast.  AOV.  PG. 
76,  77. 

California  Tecnnical  Industries,  Div.  of  Textron,  Inc., 
1421  Old  County  Rd.,  Belmont,  Calif. 

Defiance  Engineering  &  Microwave  Corp.,  Box  488,  Bev¬ 
erly  Airport,  Beverly,  Mass. 

DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasadena, 
Calif.  AOV.  PG.  98,  99. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St., 
Mt.  Vernori,  N.  Y.  AOV.  PG.  327. 

Electro  Impulse  Labs.,  208  River  St.,  Red  Bank,  N.  J. 

Engineering  Associates,  434  Patterson  Rd.,  Dayton  9, 
Ohio. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  ADV.  PG.  149-152. 

Ger<eral  Communication  Co.,  681  Beacon  St.,  Boston  15, 
Mess 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  AOV.  PG.  174. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave.,  Chftuii,  N.  J.  ADV.  PG.  356. 

LABORATORY  FOR  ELECTRONICS,  INC.,  75  Pitts  St., 
Boston  14.  Mass  AOV.  PG.  508. 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mats. 
ADV.  PG.  447. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  AOV.  PG.  268. 

Northeast  Electronics  Corp.,  P.  0.  Box  425,  Municipal 
Airport,  Concord,  N.  H. 

POLARAD  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N.  Y.  ADV.  PG.  307,  308. 

Polytechnic  Research  &  Development  Co.,  Inc.,  202  Hilary 
5t.,  Brooklyn  1,  N.  Y. 

Sage  Laboratories,  Inc.,  159  Linden  St.,  Wellesley  81, 
Mass. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  ADV.  PG.  165. 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
AOV.  PG.  228. 

Victor  R.  F.  &  Microwave  Co.,  36  W.  Water  St., 
Wakefield,  Mast. 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Waveline,  Inc.,  Box  718,  Caldwell,  N,  J. 

Wayne  Kerr-E.I.L.,  P.  0.  Box  801,  Philadelphia  5, 
Pa. 


METERS— Power,  AIrcrowava 

Aerotronic  Associates,  P.  0.  Box  419,  Concord,  N.  H. 

Aircom  Inc.,  139  E.  First  Ave.,  Roselle,  N.  J. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N  J. 
AOV.  PG.  516. 

Bellaire  Electronics,  Inc.,  62  White  St.,  Red  Bank,  N.  J. 

Columbus  Electronics  Corp.,  1010  Saw  Mill  River  Rd., 
Yonkers,  N.  Y. 

DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98,  99. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St., 
Mt.  Vernon,  N.  Y.  AOV.  PG.  327. 

Electro  Impulse  Labs.,  208  River  St.,  Red  Bank,  N.  J. 

Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckahoe, 
N.  Y. 

MARCONI  INSTRUMENTS,  111  Cedar  Lane,  Englewood, 
N.  J.  AOV.  PG.  316. 

Northeast  Electronics  Corp.,  P.  0.  Box  425,  Municipal 
Airport,  Concord,  N.  H. 

Polytechnic  Research  &  Development  Co.,  Inc.,  202  TII- 
laiy  St.,  Brooklyn  1,  N.  Y. 

SIERRA  ELECTRONIC  CORP.,  3885  Bohanon  Drive, 
Menlo  Park,  Calif.  AOV.  PG.  66,  67. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
OIV.,  Great  NeLk,  N.  Y.  ADV.  PG.  165. 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 

WacLme,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Wavelinc,  Inc.,  Box  718,  Caldwell,  N.  J. 

Wayne  Kerr-E.  I.  L  P.  0  Box  801,  Philadelphia  5, 
Pa. 

MICROWAVE  TRANSMISSION  LINES 

Aircom  Inc.,  139  E.  First  Ave.,  Roselle,  N.  J. 

Allied  Research  A  Engineering  Div.,  Allied  Record  Mfg. 
Co.,  6916  Santa  Monic.i  Blvd.,  Hollywood  38,  Calif. 

BOGART  MFG.  CORP.,  315  Seigel  St.,  Brooklyn  6, 
N.  Y.  ADV.  PG.  236. 

Canoga  Corp.,  5955  Sepulveda  Blvd.,  Van  Nuys,  Calif. 

Cascade  Research  Div.  of  Monogram  Precision  Indus¬ 
tries,  Inc.,  53  Victory  Lane,  Lot  Gatos,  Calif. 

Defiance  Engineering  &  Microwave  Corp.,  Box  488 
Beverly  Airport,  Beverly,  Mass. 

DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasadena, 
Calif.  ADV.  98,  99. 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  204-207. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 

Maine. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St., 
Mt.  Vernon,  N.  Y.  AOV.  PG.  327. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  Y.  AOV.  PG.  149-152. 

FREQUENCY  STANDARDS  CORP.,  Box  504.  Asbury 
Park,  N.  J.  ADV.  PG.  285. 

I-T-E  Circuit  Breaker  Co.,  Special  Products  Oiv.,  601 
E.  Erie  Ave.,  Philadelphia  34,  Pa. 

Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckahoe, 
N  Y. 

LIECO,  INC.,  3610  Oceanside  Rd.,  Oceanside,  N.  Y. 
AOV.  PG.  587. 

Meridian  Metalcraft,  Inc.,  8739  S.  Mlllergrove  Drive, 
Whittier,  Calif 
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MICROLAB,  71  Okner  Pirk«4y,  Livinfitsn,  N.  J.  ADV 
PG  51». 

N.R.K.  Mff  A  Etifinttrlni  Co.,  4601  W.  Addiiofl  St., 
Chicooo  41,  III 

NAROA  MICROWAVE  CORP.,  118  160  Htrncki  Rd , 
MIimoIo,  N.  V.  AOV.  PG.  268. 

Nucltor  Imtrumtfltotlon  Biv.  at  Gultoo  Industrm,  Inc., 
308  Dallas  St  ,  N.E.  Albuquerque,  N.  M. 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave  , 
Port  Chestor,  N.  Y  AOV.  PG.  807 

Prodelin,  Inc.,  807  Bergen  A*e.,  Kearny,  N.  J. 

Rantec  Corp ,  P.  0.  Ba>  18,  Calabasas,  Calif. 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N  H  AOV  PG 
283 

Schutter  Co.,  Carl  W  ,  80  E.  Montauk  Pkwy.,  Linden¬ 
hurst,  N  V 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
OIV.,  Great  Neck,  N  Y  AOV.  PG.  168. 

Technicraft  Laboratories,  Inc.,  Thomaston  Waterbury  Rd  , 
Thomaston,  Conn 

TELERAO  MFC.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  AOV.  PG  343,  344 

Terpening  Co.,  L.  H.,  16  W.  61st  St.,  New  York  23, 
N.  Y 

Victor  R  F  A  Microwave  Co.,  36  W  Water  St.,  Wake- 
fteld.  Mast. 

Waveguide,  Inc.,  P  0  Bov  486,  14848  Ovnard  St., 
Van  Nuys,  Calil. 

Waveline.  Inc,  Bov  718,  Ca'dwell,  N.  J. 


Ml  XERS— Microwovo 

ACF  Electronics,  800  N  Pitt  St.,  Alexandria,  Va 
A.rcom  Inc.,  139  E.  First  Ave.,  Roselle,  N.  J. 

BOGART  MFC.  CORP.,  318  Seigel  St.,  Brooklyn  6, 
N  Y  AOV  PG  236 

Budd-Stanley  Co.,  Inc.,  43-01  22nd  St.,  Long  Island 
City  1,  N  Y 

DeMORNAY-BONAROI,  780  S.  Arroyo  Parkway,  Pasadena, 
Calif  AOV  PG  98.  99 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakelteld.  Mats  AOV  PG  204-207 
DOUGLAS  MICROWAVE  CO.,  INC.,  282  E  Third  St., 
Mt  Vernon  N  Y  AOV  PG  327 
EMPIRE  DEVICES  PRODUCTS  CORP  ,  Amsterdam,  N  Y 
AOV  PG  412 

F  R  MACHINE  WORKS.  INC.,  26-12  Borough  Place, 
Woodtide  77,  N  Y  AOV  PG  149  182 
General  Communication  Co.,  681  Beacon  St.,  Boston  18, 
Mats. 

Hilger  A  Watts  Ltd.,  80  Shore  Rd.,  Port  Washington, 
N.  Y 

Hoover  ElKtromcs  Co.,  110  W  Timonium  Rd.,  Timonium 
Md 

J-V-M  MICROWAVE  CO.,  4633  S  Lawndale  Ave.,  Lyons, 
III.  ADV.  PG.  174 

JowiI  Electronics,  Inc.,  BelAeld  A  Wlster,  Philadelphia 

44,  Pa 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  DIV., 
1378  Main  Ave  ,  Clifton.  N  J.  AOV.  PG  386 
Meridian  Metaicraft,  Inc.,  8739  S.  Millergrove  Drive. 
Whittier  Calif 

MICROWAVE  ASSOCIATES,  INC.,  Burlington.  Mast 
AOV  PG  44  7 

MICROWAVE  DEVELOPMENT  LABORATORIES.  INC,  i? 

Broad  St.,  Babton  Park  87.  Mast  AOV.  PG.  822 
N  R  K  Mfg  A  Engineering  Co  .  4601  W  Addison  St., 
Chicago  41  III 

NAROA  MICROWAVE  CORP,  118160  Herricks  Rd  , 
Mineola,  N  Y  AOV  PG  268 
Omegt  Laboratories,  Inc.,  P  0  Bov  264,  Rowley,  Mass 
PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave, 
Port  Chester,  N  Y  AOV  PG  807 
Rantec  Corp.,  P  0  Bov  18,  Calabatat,  Calif 
Sage  Laboratories.  Inc  .  189  Lmden  St.,  Wellesley  81, 
Mats 

SANDERS  ASSOCIATES,  INC.,  Nashua.  N  H  AOV 
Pii  283 

TELERAD  MFG  CORP  ,  1440  Broadway,  New  York  18. 

N  Y  AOV  PG  34  3.  344. 

Terpening  Co.,  L  H  16  W  61tt  St.,  New  York  23. 

N  V, 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N  Y 
AOV.  PG  228 

Waveguide,  Inc.,  P  0  Bov  486,  14848  Ovnard  St., 
Van  Nuys,  Calif 


OSCILLATORS— Micrewovo  Powor 

A  R.F.  Products,  Inc  .  7627  Lake  St  ,  Riiwr  Forest, 
III. 

Airborne  Instruments  Lab ,  Inc.,  160  Old  Country  Rd., 
Mineola,  N.  Y. 

AIrcom  liK  384  Main  St ,  Wlnthrop  82,  Mass 

AMERAC  INC.,  Dunham  Rd ,  Beverly,  Mass  ADV  PG 
76,  77 

Avion  Division.  ACF  Industries.  Inc  ,  It  Park  Place, 
Paramiis,  N  J 

California  Technical  Industries  Oiv  of  Tevtron.  Inc  , 
1421  Old  Count,  Rd.,  Belmont,  Calif 

DeMORNAY-BONAROI,  780  S  Arroyo  Parkway,  Pasa- 
dms  Calif  AOV  PG  98  99 

DOUGLAS  MICROWAVE  CO.,  INC.,  282  E  Third  St  , 
Mt  Ve  non,  N  Y  AOV  PG  327 

F-R  MACHINE  WORKS.  INC  26-12  Borough  Place, 

Woodtide  77,  N  Y  AOV  PG  149-182 

Federal  Telephone  &  Radio  Co,  100  Kingtiand  Rd  , 
Clifton,  N  J 

General  Communication  Co,  681  Beacon  St,  Boston  18, 
Mass 

HEWLETT-PACKARD  CO.,  278  Page  Mill  Rd  ,  Palo  Alto, 
Calif  AOV  PG  29  44 


HUGGINS  LABORATORIES,  711  Hamilton  Ave,  Menlo 
Park,  Calif  AOV  PG  444,  448. 

J-V-M  MICROWAVE  CO.,  4633  S  Lawndale  Ave  ,  Lyons, 
III  AOV  PG  174. 

KAV  ELECTRIC  CO ,  Maple  Ave ,  Pine  Brook,  N  J. 
ADV  PG  348 

LABORATORY  FOR  ELECTRONICS,  INC.,  78  Pitts  St , 
Boston  14,  Mass  AOV.  PG  808 
MANSON  LABORATORIES,  INC.,  P.  0.  Bov  894,  207 
Greenwich  Ave  ,  Stamford,  Conn.  AOV.  PG  302 
PIT0ME1ER  LOG  CORP.,  237  Lafayette  St.,  New  York 
12,  N  Y  ADV  PG.  869 

POLARAO  ELECTRONICS  CORP.,  43  20  34th  St ,  Long 
Island  City  1,  N  Y  ADV.  PG  307,  308 
Polytechnic  Research  A  Oevelopment  Co.,  Inc ,  202 
TiHary  St  ,  Brooklyn  1,  N  Y 
RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  OIV., 
Waltham  84,  Mast.  AOV  PG.  428,  429. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif 

Spectralab  Instruments,  608  Fig  Ave.,  Monrovia,  Calif 
Sperry  Gyroscope  Co.,  Electronic  Tube  Div.,  Great  NKk, 
N  Y 

TELERAO  MFG  CORP ,  1440  Broadway,  New  York  18, 
N.  Y  AOV  PG.  343,  344. 

Trepac  Corp.  of  America,  1  Engle  St  ,  Englewood,  N  J. 
VARIAN  ASSOCIATES,  611  Hansen  Way.  Palo  Alto, 
Calif  AOV  PG  160,  161,  332 
Wayne  Kerr-E  I  L  ,  P  0  Bov  801.  Philadelphia  8,  Pa 
WEINSCHEL  ENGINEERING  CO.,  INC.,  10803  Metropol¬ 
itan  Ave.,  Kensington,  Md  AOV  PG.  61-64 
White  Electron  Devices  Inc.,  Roger,  10  Fourth  Ave., 
Haskell,  N  J 


PROBES- Alicrowavo 

Aircom  h-c ,  384  Mam  St  ,  Wlnthrop  82,  Mass 
Aircom  Inc,  139  E  First  Ave,  Roselle,  N  J 
AIRTRON,  INC  ,  1101  W  Eluabeth  Ave.,  Linden,  N  J. 
AOV  PG  816 

Budd-Stanley  Co.,  Inc.,  43  01  22nd  St ,  Long  Island 
City  1.  N  Y 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N  Second  Ave, 
Mt  Vernon,  N  Y  ADV  PG  872 
Oeftance  Engineering  A  Microwave  Corp,  Bov  488, 
Beverly  Air(wt,  Beverly,  Mass 
DeMORNAY-BONAROI,  780  S  Arroyo  Parkway,  Pasa¬ 
dena.  Calif  AOV  PG  98.  99 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave  Wakefield.  Mass  ADV  PG  204-207. 

DOUGLAS  MICROWAVE  CO.,  INC.,  282  E  Third  St  , 
Mt  Vernon,  N  Y  AOV.  PG  327 
Electro  Impulse  Labs.,  208  River  St.,  Red  Bank,  N  J 
F-R  MACHINE  WORKS,  INC,  26-12  Borough  Place, 
Woodtide  77.  N  Y  AOV  PG  149-182 
GENERAL  BRONZE  CORP.,  711  Stewart  Ave,  Garden 
City.  N  Y  AOV  PG  320 

JowiI  Electronics,  Inc.,  BelfSeld  A  Wlster,  Philadephia 

44  Pa 

J-V-M  MICROWAVE  CO  ,  4633  S  Lawndale  Ave  ,  Lyons, 
III  AOV  PG  174 

KEARFOTT  CO.,  INC.,  WESTERN  OIV.,  14844  Oxnard 
St  Van  Nuys,  Calif  AOV  PG  328 
MICROLAB,  71  Okner  Parkway,  Livingston,  N  J  ADV 
PG  819 

MICROWAVE  ASSOCIATES,  INC,  Burlington,  Mass 
ADV  PG  447 

NAROA  MICROWAVE  CORP.,  118-160  Herricks  Rd , 
Mineola.  N  Y  AOV  PG  268 
Omega  Laboratories  Inc.,  P  0  Bov  264,  Rowley,  Mass. 
Polytechnic  Research  A  Development  Co,  Inc.,  202 
Tillary  St  Brooklyn  1  N  Y 
PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave  , 
Port  Chester,  NY  AOV  PG  807 
Press  Wireless  Laboratories,  Inc  ,  28  Prospect  Place, 
West  Newton  68.  Mass 

RADAR  DESIGN  CORP  ,  3309  James  St  ,  Syracuse  6, 
N  V  ADV  PG  847 

Rohan  Co.,  Corner  Route  1  A  Camp  Meeting  Rd  ,  Tops- 
field.  Mass 

Sage  Laboratories.  Inc.,  189  Linden  St  ,  Wellesley  81, 
Mast 

SPERRY  GYROSCOPE  CO  .  MICROWAVE  ELECTRONICS 
DIV  ,  Great  Neck,  N  Y  AOV  PG.  168 
TELERAO  MFG.  CORP  ,  1440  Broadway  New  York  18, 
N  Y  AOV  PG  343,  344 
Tru-Connector  Corp.,  416  Union  St.,  Lynn,  Mass 
UNIWAVE.  INC.,  109  Marine  St.,  Farmmgdale.  N  Y 
ADV  PG  228. 

Victor  R  F  A  Microwave  Co  ,  36  W  Water  St.,  Wake¬ 
field.  Mass 

WacLIne.  Inc  ,  38  S  St  Clair  St  ,  Dayton  2,  Ohio 
Waveline.  Inc.,  Box  718.  Caldwell,  N  J 


RECEIVERS-AUxruwavo 

A  R  F  Products,  Inc.,  7627  Lake  St.,  Rive*  Forest, 
III 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III 

Aircom  Inc.,  384  Main  St.,  Wlnthrop  82,  Mass 

American  Electronics  Labs.,  Inc  ,  121  N  7th  St  ,  Phila¬ 
delphia  6.  Pa. 

Automation  Dynamics  Corp,,  288  County  Rd.,  Tenahy, 
N  J 

Bell  Aircraft  Corp.,  P  0  Box  1,  Bulfilo  8,  N  Y 

Bendix  Aviation  Corp  Pacific  Div ,  11608  Sherman  Way. 
North  Hollywood,  Calif 

Budelm.yn  Radio  Corp ,  376  Fairfield  Ave ,  Stamford, 
Conn 

Canadian  Msrconi  Co  ,  2442  Trenton  Ave.,  Montreal  16 
Quebr:,  Canada 


Canoga  Corp.,  8988  Sepulveda  Blvd.,  Van  Nuys,  Calif. 
Collins  Radio  Co  ,  Cedar  Rapids,  Iowa. 
DeMORNAY-BONAROI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif  AOV  PG.  98,  99. 

Electronic  Communications,  Inc.,  1801  72nd  St.,  N.,  St. 
Petersburg,  Fla 

Engineering  Associates,  434  Patterson  Rd.,  Dayton  9, 
Ohio. 

Federal  Telephone  A  Radio  Co.,  100  Kmgsland  Rd., 
Clifton,  N.  J. 

General  Communication  Co.,  681  Beacon  St.,  Boston  18, 

Mass 

General  Electric  Co.,  Communications  Products  Dept., 
Electronics  Park,  Syracuse,  N  Y 
1-T-E  Circuit  Breaker  Co.,  Special  Products  Oiv.,  601  E. 

Erie  Ave.,  Philadelphia  34,  Pa 
Intercontinental  Electronics  Corp.,  1881  Franklin  Ave., 
Mineola,  N.  Y. 

J-V-M  MICROWAVE  CO.,  4633  S  Lawndale  Ave.,  Lyons, 
III  ADV  PG  174 

KEARFOTT  CO.,  INC.,  WESTERN  OIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif  AOV  PG.  328 
Lenkurt  Electric  Co.,  Inc.,  1108  County  Rd.,  San  Carlos, 
Calif. 

Magnavox  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne  4, 
Ind. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/28  Beaver 
St.,  New  York  4,  N  Y 

Motorola  Communications  A  Electronics  Inc.,  4801  W. 

Augusta  Blvd.,  Chicago  81,  III. 

Nuclear  Instrumentation  Oiv.  of  Gulton  Industries,  Inc., 
308  Dallas  St.,  N  E.,  Albuquerque,  N.  M 
Phileo  Corp  ,  Government  A  Industrial  Oiv.,  4700  Wis- 
sahlckon  Ave .  Philadelphia  44,  Pa. 

POLARAD  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N  Y  AOV.  PG  307,  308. 

Polytechnic  Research  A  Development  Co.,  Inc.,  202 
Tillary  St  ,  Brooklyn  1,  N.  Y 
PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave  , 
Port  Chester,  N  Y  AOV.  PG.  807. 

Pye  Telecommunications  Ltd,  Newmarket  Rd.,  Cambridge, 
England 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
OIV.,  Camden,  N  J  AOV  PG  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert 
RADIO  ENGINEERING  LABS,  INC.,  36-40  37th  St  , 
Long  Island  City  1,  N  Y  AOV.  PG.  368 
RAYTHEON  MFC  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  84,  Mass  AOV  PG  428,  429 
Scientific  Associates,  Inc.,  2162  Piedmont  Rd.,  N  E., 
Atlanta  9,  Ga. 

Scientific-Atlanta,  Inc ,  2162  Piedmont  Rd.,  N.  E., 

Atlanta  9,  Ga 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
OIV.,  Great  Neck,  N  Y  AOV.  PG  168 
Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W  C  2,  England 
Teleohon.cs  Carp  ,  Park  Ave.,  Huntington,  N  Y. 
TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y  ADV.  PG  343,  344 
UNIWAVE.  INC.,  109  Marine  St  ,  Farmmgdale,  N  Y. 
AOV  PG  228 

Victor  R  F  A  Microwave  Co.,  36  W  Water  St.,  Wake¬ 
field.  Mass. 

Westinghouse  Electric  Corp.,  P  0-  Box  868,  Pittsburgh 
30,  Pa 

Wunderlich  Rad'O  Co,  108  N.  Kenilworth  Ave.,  Oak 
Park,  III 


SHIFTERS-Phota,  Microwave 

Aircom  Inc.,  384  Mam  St.,  Winthrop  82,  Mass 
Aircom  Inc.,  139  E.  First  Ave.,  Roselle,  N.  J. 
Budd-Stanley  Co,  Inc.  43-01  22nd  St.,  Lang  Island 
City  1,  N  V 

BOGART  MFG.  CORP.,  318  Scigel  St.,  Brooklyn  6,  N.  V. 
AOV  PG  236 

Cascade  Research  Oiv  of  Mongram  Precision  Industries, 
Inc  ,  83  Victory  Lane,  Los  Gatos,  Calif 
DeMORNAY-BONAROI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena  Calif  ADV.  PG  98,  99 
DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave  .  Wakefield,  Mass  AOV  PG.  204-207. 

Eleo  Mfg.  Co,  137  Herricks  Rd.,  New  Hyde  Park,  N  Y. 
F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  Y  ADV  PG.  149-182. 
HEWLETT-PACKARD  CO.,  278  Page  Mill  Rd ,  Palo 
Alto,  Calif.  AOV  PG.  29-44 
I-T-E  Circuit  Breaker  Co.,  Special  Products  Div.,  601 
E.  Erie  Ave.,  Philadelphia  34,  Pa. 

LIECO,  INC.,  3610  Oceanside  Rd.,  Oceanside,  N  Y. 
ADV  PG  887 

Meridian  Metaicraft,  Inc.,  8739  S  Millergrove  Drive, 
Whittier,  Calif. 

MICROLAB,  71  Okner  Parkway,  Livingston.  N  J.  AOV. 
PG  819 

MICROWAVE  ASSOCIATES,  INC,  Burlington,  Mass 
AOV  PG.  447. 

NAROA  MICROWAVE  CORP.,  118-160  Herncks  Rd , 
Mineola.  N  Y.  AOV  PG  268 
Nuclear  Instrumentation  Oiv.  of  Gulton  Industries  Inc., 
308  Dallas  St.,  N  E.,  Albuquerque,  N.  M. 

Omeoa  Laboratories  Inc  .  P  0  Box  264,  Rowley,  Mass. 
premier  INSTRUMENT  CORP.,  82  W  Houston  St  , 
New  York  12,  N  Y  AOV  PG  838 
Rantec  Corp  P  0  Box  18,  Calabasas.  Calif 
RAYTHEON  MFG.  CO.,  SPEblAL  MICROWAVE  DEVICE 
GROUP,  Waltham  84  Mass.  AOV  PG.  432. 

TELERAD  MFG.  CORP.,  1440  Broadway.  New  York  IS, 
N  Y  AOV  PG  343,  144 
Terpening  Co.,  L.  H.,  16  W  61st  St.,  New  York,  N  V. 
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UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
ADV.  PG.  228. 

Victor  R.  F.  &  Microwave  Co.,  36  W.  Water  St.,  Wake¬ 
field,  Mass. 

Waveguide,  Inc.,  P.  0.  Box  486,  14845  Oxnard  St.,  Van 
Nuys,  Caiif. 

Waveline,  Inc.,  Box  718,  Caldwell,  N.  J. 


STANDARDS— Fraquancy,  Micrewava 

Colortone  Electronics  Inc.,  200  Frank  Rd.,  Hicksville, 
N.  Y. 

CONTROL  ELECTRONICS  CO.,  INC.,  1925  New  York  Ave., 
Hunting'.oM  Station,  N.  Y.  ADV.  PG.  473,  550. 

OeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98,  99. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St.,  Mt. 
Vernon,  N.  Y.  ADV.  PG.  327. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  ADV.  PG.  149-152. 

Gyrex  Corp.,  3003  Pennsylvania  St.,  Santa  Monica,  Calif. 

J-V-M  microwave  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  ADV.  PG.  174. 

LABORATORY  FOR  ELECTRONICS,  INC.,  75  PitU  St., 
Boston  14,  Mass.  ADV.  PG.  508. 

LAVOIE  UBORATORIES,  INC.,  Morganville,  N.  J.  ADV. 
PG.  413. 

MANSON  LABORATORIES,  INC.,  P.  0.  Box  594,  207 
Greenwich  Ave.,  Stamford,  Conn.  AOV.  PG.  302. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  ADV.  PG.  268. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 

PITOMETER  LOG  CORP.,  237  Lafayette  St.,  New  York 
12,  N.  V.  ADV.  PG.  569. 

Polytechnic  Research  &  Development  Co.,  Inc.,  202  Tillary 
St  ,  Brooklyn  1,  N.  Y. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
ADV.  PG.  228. 

Waveline,  Inc.,  Box  718,  Caldwell,  N.  J. 

STRIP  TRANSMISSION  IINES-Microwov* 

KEARFOTT  CO.,  INC.,  ENGINEERING  t  SALES  OIV., 
1378  Main  Ave.,  Clifton,  N.  J.  AOV.  PG.  356. 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  AOV.  PG.  328 

Meridian  Metalcraft,  Inc.,  8739  S.  Millergrove  Drive, 
Whittier,  Calif. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N  E.,  Albuquerque,  N.  M. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N.  H.  ADV. 
PG.  253. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  ADV.  PG.  165. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
ADV.  PG.  228. 

Waveline,  Inc.,  Box  718,  Caldwell,  N.  J. 


SWITCHES— Microwav* 

Aircom  Inc.,  354  Main  St.,  Winthrop  52,  Mass. 

Aircom  Inc.,  139  E.  First  Ave.,  Roselle,  N.  J. 
AIRTRON,  INC.,  1100  W.  Elizabeth  Ave.,  Linden,  N.  J. 
ADV.  PG.  516. 

BOGART  MFG.  CORP.,  315  Siegel  St.,  Brooklyn  6, 
N.  V  ADV.  PG.  236. 

Budd-Stanley  Co.,  Inc.,  43-01  22nd  St.,  Long  Island 
City  1,  N.  Y. 

Cascade  Research  Div.  of  Monogram  Precision  Industries, 
Inc.,  53  Victory  Lane,  Los  Gatos,  Calif. 
DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98,  99. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG.  204-207. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine. 

Oon-Lan  Electronics,  Inc.,  1101  Olympic  Blvd.,  Santa 
Monica,  Calif. 

OOUGUS  MICROWAVE  CO.,  INC.,  252  E.  Third  St.,  Mt. 

Vernon,  N  Y.  ADV.  PG.  327. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  ADV.  PG.  149-152. 

FREQUENCY  STANDARDS  CORP.,  Box  504,  Asbury  Park, 
N.  J.  ADV.  PG.  285. 

I  General  Communication  Co.,  681  Beacon  St.,  Boston  15, 

I  Mass. 

HYCON  EASTERN,  INC.,  75  Cambridge  Pkwy.,  Cam¬ 
bridge,  Mass.  ADV.  PG.  291. 

I-T-E  Circuit  Breaker  Co.,  Special  Products  Div.,  601 
E.  Erie  Ave  ,  Philadelphia  34,  Pa. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave., 
Lyons,  III.  AOV.  PG.  174 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  ADV.  PG.  328. 

LIECO,  INC.,  3610  Oceanside  Rd.,  Oceanside,  N.  Y.  ADV. 
PG.  587. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J.  ADV. 
PG.  519 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass. 
AOV.  PG.  447. 

N.R.K.  Mfg.  &  Engineering  Co.,  4601  W.  Addison  St., 

I  a  Chicago  41,  III. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.E.,  Albuquerque,  N.  M. 

PREMIER  NSTRUMENT  CORP.,  52  W.  Houston  St., 
New  York  12,  N,  Y.  ADV.  PG.  538. 

Rantec  Corp.,  P.  0.  Box  18,  Calabasas,  Calif. 


.1958-1959  LISTINGS  of 


RAYTHEON  MFG.  CO.,  SPECIAL  MICROWAVE  DEVICE 
GROUP,  Waltham  54,  Mass.  ADV.  PG.  432. 

Sage  Laboratories,  Inc,  159  Linden  St.,  Wellesley  81, 
Mass. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  ADV.  PG.  165. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 

Thompson  Products,  Inc.,  Electronics  Div.,  2196  Clark- 
wood  Ave.,  Cleveland  3,  Ohio. 

Waveline,  Inc.,  Box  718,  Caldwell,  N.  J. 

White  Electron  Devices,  Inc.,  Roger,  10  Fourth  Ave., 
Haskell,  N.  J. 


TERMINATIONS-AlicrMuavu 

ARRA  Corp.,  1  Bond  St.,  Westbury,  N.  Y. 

Aircom  Inc.,  354  Main  St.,  Winthrop  52,  Mass. 

Aircom  Inc.,  139  E.  First  Ave.,  Roselle,  N.  J. 

AIRTRON,  INC.,  1100  W.  Elizabeth  Ave.,  Linden,  N.  J. 
AOV.  PG.  516. 

APPLIED  RESEARCH,  INC.,  76  S.  Bayles  Ave.,  Port 
Washington,  N.  Y.  ADV.  PG.  566. 

BIRD  ELECTRONIC  CORP.,  1800  E.  38th  St.,  Cleve¬ 
land  14,  Ohio.  ADV.  PG.  47. 

BOGART  MFG.  CORP.,  315  Siegel  St.,  Brooklyn  6,  N.  Y. 
AOV.  PG.  236. 

Budd-Stanley  Co.,  Inc.,  43-01  22nd  St.,  Long  Island 
City  1,  N.  Y. 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  Second  Ave., 
Mt.  Vernon,  N.  Y.  ADV.  PG.  572. 

CUBIC  CORP.,  5575  Kearny  Villa  Rd.,  San  Diego  11, 
Calif.  AOV.  PG.  118,  119. 

CUSTOM  COMPONENTS,  INC.,  Caldwell,  N.  J.  AOV. 
PG.  586 

DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  AOV.  PG.  98,  99. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass  ADV.  PG.  204-207 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St.,  Mt. 
Vernon,  N.  Y.  AOV.  PG.  327. 

Electrical  &  Physical  Instrument  Corp.,  42-19  27th  St., 
Long  Island  City  1,  N.  Y. 

Electro  Impulse  Labs,  208  River  St.,  Red  Bank,  N.  J. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  Y  ADV.  PG.  149-152. 

FLUOROCARBON  PRODUCTS  INC.,  OIV.  OF  U.  S.  GAS¬ 
KET  CO.,  Camden  l,  N.  J.  ADV  PG.  529. 

GENERAL  RF  FITTINGS,  INC.,  702  Beacon  St.,  Boston 
15,  Mass  AOV.  PG  517. 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N  Y.  AOV.  PG  320. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  ADV.  PG.  29-44. 

I-T-E  Circuit  Breaker  Co.,  Special  Products  Div.,  601 
E.  Erie  Ave  ,  Philadelphia  34,  Pa. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave., 
Lyons,  III.  AOV.  PG.  174. 

LIECO,  INC.,  3610  Oceanside  Rd.,  Oceanside,  N.  Y.  ADV. 
PG  587. 

MCMILLAN  INDUSTRIAL  CORP.,  Brownville  Avenue 
Plant,  Ipswich,  Mass.  ADV.  PG.  559. 

Meridian  Metalcraft,  Inc.,  8739  S.  Millergrove  Drive, 
Whittier,  Calif. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J.  ADV. 
PG  519 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass. 
AOV.  PG.  447. 

N.R.K.  Mfg.  &  Engineering  Co.,  4601  W.  Addison  St., 
Chicago  41,  III. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N  Y.  AOV.  PG.  268. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.E.,  Albuquerque,  N.  M. 

Omega  Laboratories,  Inc.,  P.  0.  Box  264,  Rowley,  Mass. 

Polytechnic  Research  &  Development  Co.,  Inc.,  202 
Tillary  St.,  Brooklyn  1,  N.  Y. 

Rantec  Corp  ,  P.  0  Box  IS,  Calabasas,  Calif. 

SIERRA  ELECTRONIC  CORP.,  3885  Bohannon  Drive, 
Menlo  Park,  Calif.  AOV  PG.  66,  67. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  AOV  PG.  165. 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y  ADV  PG.  343,  344. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
ADV  PG  228 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  SI,.  Manchester,  N.  H.  ADV.  PG.  276,  277. 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Waveline,  Inc.,  Box  718,  Caldwell,  N.  J. 


TESTERS— Micrewovo  Tutfingt  Equipment 

A.R.F.  Products,  Inc.,  7627  Lake  St.,  River  Forest, 
III. 

Airborne  Instruments  Lab.,  Inc.,  160  Old  Country 
Rd.,  Mineola,  N.  Y. 

Aircom  Inc.,  139  E.  First  Ave.,  Roselle,  N.  J. 

Aircraft  Armaments,  Inc.,  Cockeysville,  Md. 

AMERAC  INC.,  Dunham  Rd.,  Beverly,  Mass.  ADV.  PG. 
76,  77 

AMERICAN  MACHINE  &  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N  Royal  St.,  Alexandria, 
Va.  ADV.  PG.  380 

ANTON  ELECTRONICS  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N.  Y  ADV.  PG.  555. 

BIRO  ELECTRONIC  CORP.,  1800  E.  38th  St.,  Cleve¬ 
land  14,  Ohio.  AOV.  PG.  47. 

BRIGGS  ASSOCIATES,  INC.,  10  Dekalb  St.,  Norristown, 
Pa.  ADV  PG  526 


Bruno-New  York  Industries  Corp.,  460  W.  34th  St., 
New  York  1,  N.  Y. 

California  Technical  Industries  Div.  of  Textron,  Inc., 
1421  Old  County  Rd.,  Belmont,  Calif. 

Chemalloy  Electronics  Corp.,  Gillespie  Field,  Santee, 
Calif. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasadena, 
Calif.  AOV.  PG.  98,  99. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St., 
Mt.  Vernon,  N.  Y.  AOV.  PG  327. 

Electro  Impulse  Labs.,  208  River  St.,  Red  Bank,  N.  J. 

Engineering  Associates,  434  Patterson  Rd.,  Dayton  9, 
Ohio 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N,  Y.  ADV.  PG  149-152. 

Federal  Teleph^  &  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

General  Communication  Co.,  681  Beacon  St.,  Boston 
15,  Mass. 

Gertsch  Products,  Inc.,  3211  S.  La  Cienega  Blvd., 
Los  Angeles  16,  Calif. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  ADV.  PG  29-44, 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave., 
Lyons,  111.  ADV.  PG  174. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.  J. 
ADV  PG.  345 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N  J.  ADV.  PG.  356. 

LABORATORY  FOR  ELECTRONICS.  INC.,  75  Pitts  St., 
Boston  14,  Mass  ADV  PG  508 

Microtronics,  Inc.,  Porete  Ave.,  North  Arlington,  N.  J. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y  ADV.  PG.  268. 

Northeast  Electronics  Corp.,  P.  0  Box  425,  Municipal 
Airport,  Concord,  N.  H. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St  ,  N.E.,  Albuquerque,  N  M. 

PANORAMIC  RADIO  PRODUCTS,  INC.,  520  S.  Fulton 
Ave.,  Mt.  Vernon,  N.  Y.  ADV.  PG  463. 

Philco  Corp.,  Government  &  Industrial  Div.,  4700 
Wissahickon  Ave.,  Philadelphia  44,  Pa. 

POLARAD,  ELETRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N  Y  AOV.  PG  307,  308. 

Polytechnic  Research  &  Development  Co.,  Inc.,  202 
Tillary  St  ,  Brooklyn  1,  N  Y. 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave  , 
Port  Chester,  N.  Y.  ADV  PG  507. 

Press  Wireless  Laboratories,  Inc.,  25  Prospect  Place, 
West  Newton  65,  Mass. 

RADAR  DESIGN  CORP.,  3309  James  St.,  Syracuse  6, 
N  Y  AOV.  PG  547. 

Rantec  Corp.,  P.  0.  Box  18,  Calabasas,  Calif. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Heck,  N  Y.  AOV  PG  165 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Tammen  A  Denison  Inc.,  4751  N.  Olcott  Ave.,  Chicago 
31,  III 

Technicraft  Laboratories,  Inc.,  Thomaston-Waterbury  Rd., 
Thomaston,  Conn 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y  ADV  PG  344,  345 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
ADV  PG.  228 

Victor  R.  F.  &  Microwave  Co.,  36  W.  Water  St.,  Wake¬ 
field,  Mass. 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Waveline,  Inc,  Box  718,  Caldwell,  H.  J. 

WEINSCHEL  ENGINEERING  CO.,  INC.,  10503  Metro¬ 
politan  Ave.,  Kensington,  Md  AOV  PG  61-64. 


TRANSPORMMS-Mierowavo 

h— indicates  hermetically  sealed 

Aircom  Inc  ,  354  Main  St.,  Winthrop  52,  Mass 

AIRTRON,  INC.,  1100  W.  Elizabeth  Ave  ,  Linden,  N  J. 

AOV  PG.  516  (h) 

ARNOLD  MAGNETICS  CORP.,  4613  W.  Jefferson  Blvd., 
Los  Angeles  16,  Calif  ADV.  PG.  124.  (h) 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave  ,  Roxbury, 
Mass  ADV  PG  575. 

Basler  Electric  Co.,  60S  Filth  St.,  Highland,  III.  (h) 
Brach  Div.,  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave,  Garden  City,  N  Y. 

CARAD  CORP.,  2850  Bay  Rd ,  Redwood  City,  Calif. 

ADV.  PG  448  (h) 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Boa  555,  Mahwah,  N.  J  ADV.  PG.  352, 
353,  372  (h) 

Central  Transformer  Co.,  910  W  Jackson  Ave.,  Chicago, 
III.  (h) 

Defiance  Engineering  A  Microwave  Corp.,  Box  488,  Bev¬ 
erly  Airport,  Beverly,  Mass. 

Dielectric  Products  Engineering  Co.,  Inc  Raymond, 

Maine 

EMPIRE  DEVICES  PRODUCTS  CORP.,  Amsterdam,  N  Y. 
ADV.  PG  412 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  PiKe, 
Woodside  77,  N  Y.  ADV.  PG.  149-152. 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N  Y  ADV.  PG  24  (h) 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd  , 
Schenectady  5,  N  Y.  (h) 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

Hermaseal  Co  ,  ItK.,  1101  Lafay'lte  St.,  Elkhart,  Ind. 
HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas.  ADV  PG  176,  177.  (h) 
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J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Avc.,  Lyons, 
III.  AOV.  PG  174. 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oinard 
St.,  Van  Nu/s,  Calif.  AOV  PG  328 
LYNCHBURG  TRANSFORMER  CO.,  INC.,  Edgewood  Orly* 
E«t.,  Lynchburg,  Va.  AOV  PG  4S2. 

Magnetic  Windings  Oiv.,  Essen  Wire  Corp.,  Freemansburg 
Ave.  at  Hobson  Blvd.,  Easton,  Pa.  (h> 

Maason  Instruments,  47-37  Austell  PiKe,  Long  Island 
City  1,  N.  Y. 

Meridian  Metalcraft,  Inc.,  8739  S.  Mlllergrove  Drive, 
Whittier,  Calif. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J.  AOV. 
PG.  519. 

MICROPHASE  CORP.,  P.  0.  Boa  1166,  Greenwich,  CoiM. 
AOV.  PG  455. 

Mid-West  Coil  &  Transfvmer  Co.,  1642  N.  Halstead  St., 
Chicago  14,  III. 

Milwaukee  Transformer  Co.,  5231  N  Hopkins  St.,  MIU 
waukee  9,  Wit  (h) 

MOLONEY  ELECTRIC  CO.,  5390  Blrcher  Blvd  ,  St  Louis 
20,  Mo.  AOV.  PG.  388,  389 
N  R.K.  Mfg.  A  Engineering  Co  ,  4601  W  Addison  St., 
Chicago  41,  lit 

NYT  ELECTRONICS,  INC.,  2979  N  Ontario  St.,  Bur¬ 
bank,  Calif  ADY  PG  500  (h) 

NEW  ENGLAND  TRANSFORMER  CO.,  47  McGrath  High¬ 
way,  Somerville,  Mass  AOV  PG  507.  <h) 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilk.nt  Ave., 
Port  Chester,  N  Y  AOV.  PG  507 
RADAR  DESIGN  CORP.,  3309  James  St.,  Syracuse  6, 
N  Y.  AOV.  PG  547. 

Sage  Laboratories,  Inc.,  159  Linden  St.,  Wellesley  81, 

Matt. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  H.  V.  ADV.  PG.  165. 
Stiomberg-Carlson  Co.,  Oiv.  of  General  Dynamics  Corp., 
100  Carlson  Rd  ,  Rochester  3,  N  Y. 

TELERAD  MFC  CORP.,  1440  Broadway,  New  York  IB, 
N  Y  AOV.  PG  343,  344 
Thordarson-Meissner  Mfg  Co.,  7th  A  Belmont  Ave., 
Ml  Carmel.  III.  (h) 

Transonic  Inc ,  808  Ibth  St ,  Boi  96A.  Bakersfield, 
Calif 

Waveguide,  Inc.,  P  0  Bo>  486,  14845  Osnard  St., 
Van  Nuyt,  Calif 

Waveline,  Inc,  Bo>  718,  Caldwell,  N  J 
Wheeler  Electronic  Corp.,  Sub  of  Sperry  Rand  Corp., 
150  E  Aurora  St  ,  Waterbury  20,  Conn.  (h) 


TRANSMITTiRS-AUcrowovo 

Admiral  Corp,  3800  Cortland  St.  Chicago  47,  IM. 

A  rcom  Inc  ,  354  Mam  St ,  Wmthrop  52,  Mass 
AIRTRON,  INC.,  1100  W  Elitabeth  Ave.,  Linden,  N.  J 
ADV  PG  516 

AMERAC  INC.,  Dunham  Rd ,  Beverly,  Mast  ADV  PG. 
76,  77. 

Automation  Dynamics  Corp.,  255  County  Rd.,  Tenafty, 
N.  J 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramut,  N.  J. 

Bell  Aircraft  Corp.,  P  0  Boa  1,  Buffalo  5.  N  Y 
Budelman  Radio  Coip.,  376  Fa.rfield  Ave  .  Stamford. 
Coon. 

California  TKhnical  Industries  D.v  of  Teitron.  Inc, 
1421  Old  County  Pd,  Belmont,  Calif. 

Canadian  Marconi  Co.,  2442  Trenton  Ave.,  Montreal  16, 
Quebec. 

Canoga  Corp.,  5955  Sepulveda  Blvd  .  Van  Nuyt.  Calif. 
Collins  Radio  Co.,  Cedar  Rapids,  Iowa 
Continental  Electronics  Mfg  Co.,  4212-20  S  Buckner 
Blvd,  Dallas  27,  Teaaa 

OeMORNAY-BONARDI,  780  S  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV  PG  98,  99. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N  , 
St  Petersburg,  Fla 

Federal  Telephone  A  Radio  Co.,  100  Kmgsland  Rd., 
Clifton,  N  J 

General  Communication  Co.,  681  Beacon  St.,  Boston  15, 
Mass. 

General  Electric  Co.,  Communication  Products  Dept., 
Electronics  Park,  Syracuse,  N  Y 
Intercontinental  Electronics  Corp.,  1551  Franklin  Ave  , 
MineoiO,  N  Y 

J-V-M  MICROWAVE  CO.,  4633  S  Lawndale  Ave  ,  Lyons. 
III.  AOV  PG.  174 

KEARFOn  CO.,  INC.,  WESTERN  DIV.,  14844  Ovnard 
St.,  Van  Nuyt,  Calif.  ADV.  PG.  328. 

Lenkurt  Electric  Co  ,  Inc.,  1105  County  Rd.,  San  Carlos, 
Calil 

Levinthal  Electronic  Products,  Inc.,  3180  Hanover  St  , 
Stanford  Industrial  Park,  Palo  Alto,  Calif 
Magnavov  Co.,  The,  2131  Reuter  Rd ,  Fort  Wayne  4, 
Ind 

Motorola  Communication  A  Electronics  Inc,  4501  W. 

Augusta  Blvd.,  Chicago  51,  III 
Nuclear  Instrumentation  Oiv.  of  Gulton  Industries,  Inc., 
305  Oalias  St.,  N  E.,  Albuouergue,  N  M 
Philco  Corp,  Government  A  Industrial  Oiv.,  4700  WiS- 
sahickon  Ave.,  Philadelphia  44.  Pa 
PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester,  N  Y  ADV  PG.  507 
Pye  Telecommunications,  ltd.,  Newmarket  Rd,,  Cambridge, 
England. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N  J  AOV.  PG  440  441,  Third  A 
Fourth  Covers  A  Pieceding  Insert 


RADIO  ENGINEERING  LABORATORIES,  INC.,  36-40 
37th  St.,  Long  Island  City  1,  N.  Y.  AOV.  PG.  365 

Rantec  Corp.,  P.  0.  Boi  18,  CalaOasas,  Calif. 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54,  Mass.  AOV  PG.  428,  429. 

Resdel  Engineering  Corp.,  330  S.  Fa.r  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

Sarkes  Tariian,  Inc.,  Rectifier  Div.,  415  N.  College  Ave., 
Bloomington,  Ind. 

Standard  Telephones  A  Cables,  Ltd  ,  Connaught  House, 
63  Aldwych,  London,  W.C.2,  England 

Telephonies  Corp.,  Park  Ave.,  Huntington,  N.  Y. 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y.  AOV.  PG  343,  344. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N  Y. 
AOV.  PG  228. 

Westinghouse  Electric  Corp.,  P.  0.  Boa  868,  Pittsburgh 
30,  Pa. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  111. 


TUBES-Micrewovb 

American  Radio  Co.,  Inc.,  445  Park  Ave.,  New  York  22, 
N.  Y. 

AMPEREX  ELECTRONIC  CORP.,  230  Duffy  Ave,  Hicks- 
ville,  N.  Y  ADV.  PG.  410,  411. 

BOMAC  LABORATORIES,  INC.,  Salem  Rd.,  Beverly, 
Mass.  AOV  PG.  58,  59. 

Central  Electronic  Manufacturers  In;  ,  2  Richwood  Place, 
Oenville,  N.  J 

OeMORNAY-BONARDI,  780  S  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  AOV.  PG.  98,  99 
DuMont  Laboratories,  lx.,  Allen  B ,  750  Bloomfield 
Ave  ,  Clifton,  N  J. 

EITEL-McCULLOUGH,  INC.,  San  Buno,  Calif  ADV 
PG  122,  123. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Piau,  New 
York  20,  N.  Y.  AOV.  PG.  490 
Geisler  Laboratories,  a  Sub.  of  Wave 'Particle  Corp  , 
P.  0.  Box  252,  Menlo  Park,  Calif. 

Gexral  Electric  Co.  Ltd.,  of  England,  80  Shore  Rd , 
Port  Washington  N  Y 

GENERAL  ELECTRIC  CO.,  POWER  TUBE  DEPT.,  l  Rive- 
Rd  ,  Schenectady  5,  N  Y.  AOV.  PG  4 
HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Interna 
tional  Airport  Station,  Los  Angers  45,  Calf.  AOV 
PG  105-110. 

International  E lectrieiics  Corp.,  iMulia'd  Egu  pment),  81 
Spring  St  ,  New  York  12,  N.  Y 
INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
COMPONENTS  DIV.,  100  K.ngstand  Rd  ,  Cl  ftu  ,  N  J 
AOV  PG  407 

Kent  Co  F  C  64  Howard  St  .  Irvington,  N  J 

MACHLETT  laboratories,  INC,  Sprmgdale,  Conn 

AOV  PG  298 

MULLARD  overseas  LTD.,  Muliard  House,  Tomng- 
ton  Place.  London  W.C  1,  England  AOV.  PG  148 
Nuclear  Corp  of  America,  400  Pa'k  Ave  ,  New  York 
22,  N  V 

POLARAO  electronics  CORP  .  4J-20  34th  St.,  Long 

Island  Cits  1.  N  Y  AD.  PG  307,  308 

RADIO  CORP  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N  J  ADV  PC.  440  441,  Thud  A 

Fou'lh  Covers  A  Preceding  Insert 
RADIO  CORP  OF  AMERICA.  RCA  ELECTRON  TUBE 
OIV.,  415  S.  Fifth  St.,  Harnsoo.  N  J  AOV.  PG  440. 
441  Third  A  Fourth  Covers  A  Preceding  Insert 
RAYTHEON  MFG.  CO  ,  COMMERCIAL  EQUIPMENT  DIV  , 
Wa'tham  54.  M.iss  AOV  PG  428  429 
RAYTHEON  MFG.  CO  ,  MICROWAVE  A  POWER  TUBE 
OPERATIONS,  Waltham  54,  Ms-..  ADV  PG  430 
RED  BANK  DIVISION.  BENDIX  AVIATION  CORP  .  Rt 
35.  Eatontown.  N  J.  AOV.  PC  89 
Sperry  Gyroscope  Co.,  Electronic  Tube  D  v ,  Great  Neck, 
N  Y. 

Standard  Telephones  A  Cables,  Ltd ,  Conna..ght  House. 

63  Aldwych,  London  w  C.  2,  England 
SYLVANIA  ELECTRIC  PRODUCTS  INC.,  SPECIAL  TUBE 
OPERATIONS  HEADQUARTERS,  1891  E  Third  St  , 
Williamsport,  Pa  ADV  PG  629-631 
VARIAN  ASSOCIATES,  611  Hansen  w.sy.  Palo  A'to, 
Calif  AOV.  PG  160,  161,  332 
Westinghouse  Electric  Corp  ,  Electronic  Tube  Oiv  .  P  0. 
Box  284,  Elmira  1,  N  Y 

White  Electron  Devices,  lx.,  Roger,  10  Fourth  Ave., 
Haskell,  N.  J 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave ,  Oak 
Park.  Ill 


TUBES— Micrewrave  ReeaivinB 

American  Radio  Co,  lx,  445  Pa’k  Ave.,  New  York  22, 
N  V 

AMPEREX  ELECTRONIC  CORP.,  2  30  Duffy  Ave  ,  Hicks- 
ville.  N.  Y  AOV.  PG.  410.  411. 

EITEL-McCULLOUGH,  INC,  San  Bruno,  Calif  AOV 
PG.  122,  123 

International  Electronics  Corp.,  (MuHird  Eguipment)  81 
Spring  St.,  New  York  12,  N  V 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J  AOV.  PG  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Ixert 

RED  BANK  DIVISION.  BENDIX  AVIATION  CORP.,  Rt  35, 
Eatontown,  N.  J  AOV.  PG  89 

Sperry  Gyroscope  Co.,  Electronic  Tube  Oiv.,  Great  Neck, 
N.  V. 

Standard  Telephoxs  A  Cables.  Ltd.,  Connaught  House, 
63  Aldwych.  London,  W.  C  2,  England. 

State  Labs.,  lx.,  649  Broadway,  New  York  12,  N  V. 
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VARIAN  ASSOCIATES,  611  Hansen  Way,  Palo  Alto, 
Calif.  AOV.  PG.  160,  161,  332. 

Westinghouse  Electric  Corp.,  Electronic  Tube  Die,,  P.  0 
Box  284,  Elmira  1,  N.  Y. 

Wunderlich  Rad  o  Co.,  105  N.  Kenilworth  Aye.,  Oak  Park, 
III. 


TUNERS— MicrewoY* 

Aircom  Ix.,  354  Main  St.,  Wmthrop  52,  Mass. 

Aircom  Ix.,  139  E.  First  Ave.,  Roselle,  N.  J 
AIRTRON,  INC.,  1100  W.  Elitabeth  Ave.,  Linden,  N  J. 
ADV  PG  516. 

Avion  Division,  ACF  Industries,  Ix.,  11  Pb'k  Place, 
Paramus,  N  J. 

BOGART  MFG.  CORP.,  315  Seigel  St.,  Brooklyn  6,  N.  Y 
ADV.  PG  236 

Budd-Stanley  Co.,  Ix.,  43-01  22nd  St.,  Long  Island 
City  1,  N.  Y. 

OeMORNAY-BONARDI,  780  S.  A'royo  Parkway,  Pasa¬ 
dena,  Calif.  AOV.  PG.  98,  99. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV  PG.  204-207. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St.,  Mt. 

Vernon,  N.  V.  ADV.  PG.  327. 

DUNN  ENGINEERING  ASSOCIATES,  INC.,  22S  O'Brien 
Highway,  Cambridge  41,  Mass.  AOV.  PG.  571. 

Eleo  Mfg.  Co.,  137  Herricks  Rd.,  New  Hyde  Park,  N  Y 
Electronic  Communications,  Ix.,  1501  72nd  St.,  N  , 
St.  Petersburg,  Fla. 

Engineering  Associates,  434  Patterson  Rd.,  Dayton  9, 
Ohio 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  Y.  AOV.  PG  149-152 
Federal  Telephone  &  Radio  Co.,  100  Kmgsland  Rd., 
Clifton,  N.  J 

Gorham  Manufacturing  Co.,  Bronte  OiV.,  Providence  7, 
R  I 

HEWLETT-PACKARD  CO.,  275  Page  Mitl  Rd.,  Palo 
Alto  Calif  AOV  PG  29-44. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  OIV.,  Inter 
national  Airport  Stat'on,  Los  Angeles  45,  Calif.  AOV. 
PG  105110 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave, 
Lyons,  III  AOV  PG  174. 

LIECO,  INC  .  3610  Oceanside  Rd.,  Oceanside,  N  V. 
ADV  PG  587 

MICROLAB,  71  Okner  Pa  kway,  Livingston,  N  J.  ADV. 
PG  519 

Microtror-cs,  lx  Porete  Ave ,  North  Arlington,  N  J 
NAROA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mmeoa,  N.  Y  AOV  PG  268. 

Philco  Corp,  Government  &  Indust'ial  Div.,  4700  Wis- 
sahrcko'i  Ave,  Philadelpha  44,  Pa 
POURAD  ELECTRONICS  CORP.,  43-20  34th  St  ,  Long 
Island  City  1,  N  Y.  AOV.  PG.  307,  308. 

Polytechnic  Research  i  Deveiopmex  Co.,  lx,  202 
Tirar,  St  ,  Brook  ,n  1  N  V 
PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkms  Ave, 
Port  Chester,  N  V  ADV  PG  507 
PREMIER  INSTRUMENT  CORP.,  52  W  Houston  St  , 
New  York  12  N  Y  ADV  PG  538 
RADAR  DESIGN  CORP.,  3309  James  St.,  Syracuse  6, 
N  V  AOV.  PG  547 

Save  Laboratories,  Ix  159  Linden  St  ,  Wellesley  81, 
Miss 

SPERRY  GYROSCOPE  CO..  MICROWAVE  ELECTRONICS 
DIV.  Gieat  Neck  N  Y  AOV.  PG  165 
TELERAD  MFG  CORP.,  1440  B  cadway.  New  York  18, 
N  y  AOV  PG  343.  344 
UNIWAVE,  INC.,  109  Marine  St..  Farmmgdale,  N  V 
AOV  PG.  228 

Victor  R  F  &  M.crwave  Co  36  W.  Water  St  ,  Wak>- 
^Id  Mass 

Warren  Mfg  Co.,  I'K.,  The,  Newtown  Rd  ,  Littleton, 
Mass 

Wavelix  Inc  ,  Box  718.  Caldwell,  N  J. 


WAVEGUIDE  DISSIPATIVE  STRIPS 
CUSTOM  COMPONENTS,  INC.,  Caldwell,  N  J  AOV 
PG  586 

OeMORNAY-BONARDI,  780  S  Arroyo  Parkway.  Pasa¬ 
dena,  Calif  ADV.  PG  98.  99 
F-R  MACHINE  WORKS,  INC,  26-12  Borough  Place. 

Woodside  77,  N  V  AOV  PG  149-152 
J-V-M  MICROWAVE  CO.,  4633  S  Lawndale  Ave, 
Lyons  III  AOV  PG  174 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  OIV, 
1378  Mam  Ave.  Clifton,  N  J  AOV.  PG.  356 
LIECO,  INC.,  3610  Oceanside  Rd ,  Oceanside,  N  Y 
AOV.  PG  587 

Metavac,  Ix  .  45-68  162nd  St ,  Flushing  58,  N  V 
NAROA  MICROWAVE  CORP.,  118  160  Herricks  Rd , 
Mmroia  N  Y.  AOV  PG.  268 
Nxlear  Instrumantation  Div  of  Gulton  Industries  Ix  , 
305  Oalias  St  N  E  Albuquergiie,  N  M 
SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck.  N  Y.  AOV.  PG  165. 

TELERAO  MFG  CORP.,  1440  Broadway,  New  York  18. 

N  V  ADV  PG  343,  344, 

U  S  Rubber  Co  ,  1230  Avenue  of  the  Americas,  New 
York  20,  N  V. 

UNIWAVE,  INC.,  109  Manx  St.,  Farmingdale.  N  Y 
AOV  PG  228 

Wavelix,  Ix.,  Box  718,  Caldwell.  N  J 


WAVEGUIDE  TEST  EQUIPMENT 

Airborx  Instrtiments  Lab  ,  Ix.,  160  Old  Country  Rd , 
Mmeola,  N  V 
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Aitxom  Inc.,  139  E,  First  Ave.,  Roselle,  N.  J. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
ADV.  PG.  516. 

ARRA  Corp.,  1  Bond  St.,  Westbury,  N.  Y. 

Brach  Div.,  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y. 

California  Technical  industries  Div.  of  Textron,  Inc., 
1421  Old  County  Rd.,  Belmont,  Calif. 

Cascade  Research  Div.  of  Monogram  Precision  Industries, 
Inc.,  S3  Victory  Lane,  Los  Gatos,  Calif. 

Chemalloy  Electronics  Corp.,  Gillespie  Field,  Santee, 
Calif. 

OeMORNAY-BONARDl,  780  S.  Arroyo  Parkway,  Pasa* 
dena,  Calif.  ADV.  PG.  98,  99. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Avt.,  Wakefield,  Mass.  ADV.  PG.  204-207. 

OOUGUS  MICROWAVE  CO.,  INC.,  252  E.  Third  St.,  Mt. 
Vernon,  N.  Y.  ADV.  PG.  327. 

Elco  Mfg.  Co.,  137  Herricks  Rd.,  New  Hyde  Park,  N.  Y. 

Electro  Impulse  Labs.,  208  River  St.,  Red  Bank,  N.  J. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  ADV.  PG.  149-152. 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  Y.  ADV.  PG.  320. 

General  Communication  Co.,  681  Beacon  St.,  Boston  15, 
Mass. 

Graham  Mfg.  Co.,  Inc.,  247  Bridge  St.,  East  Greenwich, 
R.  I. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo 
Alto,  Calif.  ADV.  PG.  29-44. 

I-T-E  Circuit  Breaker  Co.,  Special  Products  Div., 
601  E.  Erie  Ave.,  Philadelphia  34,  Pa. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave., 
Lyons,  111.  ADV.  PG.  174. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.  J. 
ADV.  PG.  345. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
DIV.,  1378  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  356. 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  ADV.  PG.  328. 

LABORATORY  FOR  ELECTRONICS,  INC.,  75  Pitts  St., 
Boston  14,  Mass  ADV.  PG.  508. 

LIECO,  INC.,  3610  Oceanside  Rd.,  Oceanside,  N.  Y. 
ADV.  PG.  587. 

Microtronics,  Inc.,  Porete  Ave.,  North  Arlington,  N.  J. 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass 
ADV.  PG.  447. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  ADV.  PG.  268. 

Nuclear  Instrumentation  Div  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.E.,  Albuquerque,  N.  M. 

Omega  Laboratories,  Inc.,  P.  0.  Box  264,  Rowley, 
Mass. 

Polytechnic  Research  &  Development  Co.,  Inc.,  202 
Tillary  St.,  Brooklyn  1,  N.  Y. 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester,  N.  Y.  ADV.  PG.  507. 

Press  Wireless  Laboratories,  Inc.,  25  Prospect  Place, 
West  Newton  65,  Mass. 

RADAR  DESIGN  CORP.,  3309  James  St.,  Syracuse  6, 
N.  Y.  ADV.  PG.  547. 

Sage  Laboratories,  Inc.,  159  Linden  St.,  Wellesley  81, 

Mass. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  Y.  ADV.  PG.  165. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Technicraft  Laboratories,  Inc.,  Thomaston-Waterbury 
Rd.,  Thomaston,  Conn. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV  PG.  343,  344. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
ADV.  PG.  228. 

Victor  R.  F.  &  Microwave  Co.,  36  W.  Water  St.,  Wake¬ 
field,  Mass. 

Waveline,  Inc.,  Box  718,  Caldwell,  N.  J. 


WAVEGUIDES 

C— Combination  Rigid  B  Flexible  Type 
F— Flexible  Type 
R— Rigid  Type 

ACF  Electronics,  800  N.  Pitt  St.,  Alexandria,  Va.  R 
Aircom  Inc.,  354  Main  St.,  WInthrop  52,  Mass.  R 
Aircom  Inc.,  139  E.  First  Ave  ,  Roselle,  N.  J.  C-F-R 
AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 

ADV.  PG.  516.  C-F-R 

Allied  Research  &  Engineering  Div.,  Allied  Record  Mfg. 

Co.,  6916  Santa  Monica  Blvd.,  Hollywood  38,  Calif.  R 
ANDREW  CORP.,  363  E.  75th  St.,  Chicago  19,  III. 

ADV  PG.  50.  R 

Arrowhead  Products,  2300  Curry  St.,  Long  Beach  5, 
Calif.  C-F-R 

Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgefield,  N.  J. 

F 

Brach  Div.  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave.,  Garden  City,  N.  Y.  R 

Budd-Stanley  Co.,  Inc.,  43-01  22nd  St.,  Long  Island 
City  1,  N.  Y.  C-R 

Central  Electronic  Manufacturers  Inc.,  2  Richwood  Place, 
Denville,  N.  J.  R 

Chemalloy  Electronics  Corp.,  Gillespie  Field,  Santee, 
Calif.  R 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  Second  Ave., 
Mt.  Vernon,  N.  Y.  ADV.  PG.  572.  R 

Co-Operative  Industries,  Inc.,  100  Oakdale  Rd.,  Chester, 
N.  J.  C-F 

Dalmo  Victor  Co.,  Div.  of  Textron,  Inc.,  1515  Industrial 
Way,  Belmont,  Calif.  R 

Defiance  Engineering  &  Microwave  Corp.,  Box  488, 
Beverly  Airport,  Beverly,  Mass.  C-R 


DEMORNAY-BONAROI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calit.  ADV.  PG.  98,  99.  R 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG.  204-207.  C-R 
DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St.,  Mt. 

Vernon,  N.  Y.  ADV.  PG.  327.  C-R 

Elco  Mfg.  Co.,  137  Herricks  Rd.,  New  Hyde  Park,  N.  Y. 

C-R 

ENGLEHARD  INDUSTRIES,  INC.,  (D.  E.  MAKEPEACE 
DIV.),  113  Astor  St.,  Newark  5,  N.  J.  ADV  PG. 
329.  R. 

Federal  Mfg.  &  Engineering  Corp.,  1055  Stewart  Ave., 
Garden  City,  N.  Y.  R 

Gar  Precision  Parts,  Inc.,  703  Pacific  St.,  Stamford 
Conn.  R 

GENERAL  BRONZE  CORP.,  711  Stewart  Ave.,  Garden 
City,  N.  Y.  ADV.  PG.  320.  C-R 

Gorham  Mfg.  Co.,  Bronze  Div.,  Providence  7,  R.  I.  R 
Graham  Mfg.  Co.,  Inc.,  247  Bridge  St.,  East  Greenwich, 
R.  I.  R 

Hilger  &  Watts  Ltd.,  80  Shore  Rd.,  Port  Washington, 
N.  Y.  C-R 

I-T-E  Circuit  Breaker  Co.,  Special  Products  Div.,  601  E. 

Erie  Ave.,  Philadelphia  34,  Pa.  R 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  ADV.  PG.  174.  C-R 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  356.  R 
KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  ADV.  PG.  328.  C-R 

KENNEDY  &  CO.,  D.  S.,  Cohasset,  Mass.  ADV.  PG.  121 

R 

Kent  Co.,  F.  C.,  64  Howard  St.,  Irvington,  N.  J.  C-R 
LIECO,  INC.,  3610  Oceanside  Rd,  Oceanside,  N.  Y 
ADV.  PG.  587.  C-R 

Meridian  Metalcraft,  Inc.,  8739  S.  Millergrove  Drive, 
Whittier,  Calif.  R 

Metal  Fabricators  Corp.,  63  Pond  St.,  Waltham  54, 
Mass.  R 

Metals  &  Controls  Corp.,  31  Forest  St.,  Attleboro, 
Mass.  R 

MICROWAVE  DEVELOPMENT  LABS.,  INC.,  92  Broad 
St.,  Babson  Park  57,  Mass.  ADV.  PG.  522.  R 

Model  Engineering  &  Mfg.,  Inc.,  Huntington,  Ind.  R 
N.  R.  K.  Mfg.  &  Engineering  Co.,  4601  W.  Addison  St., 
Chicago  41,  III.  R 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola.  N.  Y.  ADV  PG.  268.  R 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester,  N.  Y.  ADV.  PG  507  C-R 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54,  Mass.  ADV.  PG.  428,  429.  F-R 

Roflan  Co.,  Corner  Route  1  &  Camp  Meeting  Rd.,  Tops- 
field,  Mass.  R 

SPECIALTY  AUTOMATIC  MACHINE  CORP.,  80  Cambridge 
St.,  Burlington,  Mass.  ADV.  PG.  588.  R 

Standard  Metals  Corp.,  Broad  A  Whiting  St.,  North 
Attleboro,  Mass.  R 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J.  R 

Technicraft  Laboratories,  Inc.,  Thomaston-Waterbury  Rd  , 
Thomaston,  Conn.  C-F-R 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344.  C-F-R 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 

ADV.  PG.  228  C-R 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio  R 
Washington  Aluminum  Co.,  Inc.,  Penna.  RR  &  Knecht 
Ave.,  Baltimore  29,  Md.  C-R 

Waveguide,  Inc.,  P.  0.  Box  486,  14845  Oxnard  St.,  Van 
Nuys,  Calif.  R 

Waveline,  Inc.,  Cox  718,  Caldwell,  N.  J.  C-F-R 

Westbury  Electronics,  Inc.,  300  Shames  Drive,  West¬ 
bury,  N.  Y.  C-F-R 


WAVEMETERS— Microwave 

ARRA  Corp.,  1  Bond  St.,  Westbury,  N.  Y. 

Aircom  Inc.,  354  Main  St.,  Winthrop  52,  Mass 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

Budd-Stanley  Co.,  Inc.,  43-01  22nd  St.,  Long  Is¬ 
land  City  1,  N.  Y. 

Defiance  Engineering  A  Microwave  Corp.,  Box  488,  Bev¬ 
erly  Airport,  Beverly,  Mass 

DEMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif  ADV.  PG.  98,  99 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass  ADV.  PG.  204-207. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St., 
Mt.  Vernon,  N.  Y.  ADV.  PG.  527. 

Electro  Impulse  Labs.,  208  River  St.,  Red  Bank,  N.  J. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  Y.  ADV.  PG.  149-152. 

FREQUENCY  STANDARDS  INC.,  P.  0.  Box  504,  Asbury 
Park,  N.  J  ADV.  PG.  285. 

General  Communication  Co.,  681  Beacon  St.,  Boston 
15,  Mass. 

Gcmbos  Co.,  Inc.,  John,  103  Montgomery  Ave.,  Irving¬ 
ton,  N.  J. 

HEWLETT-PACKARD  CO.,  275  Page  Hill  Rd.,  Palo  Alto, 
Calif.  ADV.  PG.  29-44. 

Hilger  &  Watts  Ltd.,  80  Shore  Rd.,  Port  Washington, 
N.  Y. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  ADV.  PG.  174. 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  ADV.  PG.  328. 

Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckahoe, 
N.  V. 

MICO  INSTRUMENT  CO.,  80  Trowbridge  St.,  Cam¬ 
bridge  38,  Mass.  ADV  PG.  549. 


1958-1959  LISTINGS  of 


Microtronics.  Inc  ,  Porete  Ave.,  North  Arlington,  N.  J. 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass. 
ADV  PG.  447. 

MICROWAVE  DEVELOPMENT  LABS.,  INC.,  92  Broad 
St..  Babson  Park  57,  Mass.  ADV.  PG.  522. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  Y.  ADV.  PG.  268. 

Omega  Laboratories,  Inc.,  P.  0.  Box  264,  Rowley,  Mass. 

Polytechnic  Research  &  Development  Co.,  Inc.,  202 
Tillary  St.,  Brooklyn  1,  N  Y 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Ave., 
Port  Chester  N.  Y.  ADV.  PG.  507. 

RADAR  DESIGN  CORP.,  3309  James  St.,  Syracuse 
6,  N.  V.  ADV.  PG.  547. 

Sage  Laboratories,  Inc.,  159  Linden  St.,  Wellesley  81, 
Mass 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N  Y.  ADV.  PG.  165 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J 

TELERAO  MFG  CORP.,  1440  Broadway,  New  York  18, 
N  Y.  ADV  PG.  143,  344. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  V. 
ADV  PG.  228. 

Victor  R  F  &  Microwave  Co.,  36  W.  Water  St.,  Wake¬ 
field,  Mass. 

WacLine,  Inc.,  15  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Waveline,  Inc.,  Box  718,  Caldwell,  N.  J. 

Wayne  Kerr-E.I.L.,  P.  0.  Box  801,  Philadelphia  5,  Pi. 

MICROWAVE  TRANSMISSION  LINES 
Soo  MICROWAVE  ACCESSORIES 

MIlllAMMETERS 

Sao  INSTRUMENTS-EUctrical  NUaturing 

MIILIOHMMETERS 

ASSOCIATED  RESEARCH,  INC.,  3788  W  Belmont  Ave  , 
Chicago  18,  III.  ADV.  PG.  477. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631  Cen¬ 
tral  Ave.,  Carlstadt,  N  J.  ADV.  PG.  394A. 

Epic,  Inc.,  154  Nassau  St.,  New  York  38,  N  Y. 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

Industrial  Instruments,  Inc.,  89  Commerce  Rd.,  Cedar 
Grove,  N  J. 

National  Coil  Co.,  P.  0.  Box  1237,  Sheridan,  Wyo. 

New  England  Scientific  Instruments  Co.,  218  Main  St., 
Cambridge  42,  Mass. 

Optimized  Devices,  Inc.,  P  0.  Box  38,  Gedney  Station, 
White  Plains,  N  Y. 

Simpson  Electric  Co.,  Div.  of  American  Gage  &  Machine 
Co  ,  5218  W  Kinzie  St.,  Chicago  44,  III. 

STICHT  CO.,  INC.,  HERMAN  H.,  27  Park  Place,  New 
York  7  N  Y  ADV  PG  585 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N  H.  ADV,  PG.  276,  277. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Fre- 
linghiiysen  Ave.,  Newark  12,  N  J. 


MIlllVOLTMETERS 

See  INSTRUMENTS-EUctrical  Measuring 


MIRRORS-Spociel  Purpoao 

Bache  &  Co.,  Semon,  636  Greenwich  St.,  New  York  14, 
N.  Y. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge 
38,  Mass.  ADV.  PG  466. 

Baiisch  &  Lomb  Optical  Co.,  614  St.  Paul  St.,  Roch¬ 
ester  2,  N.  Y. 

Buhl  Optical  Co.,  1009  Beech  Ave.,  Pittsburgh  33,  Pa. 

Burton  Mfg.  Co.,  2520  Colorado  Ave.,  Santa  Monica, 
Calif. 

Gaertner  Scientific  Corp.,  1239  Wrightwood  Ave.,  Chi¬ 
cago  14,  III. 

Gordon  Enterprises,  5362  N  Cahuenga  Blvd.,  North 
Hollywood,  Calif. 

Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn, 
N.  J. 

Gurley,  W.  &  L.  E.,  514  Fulton  St.,  Troy,  N.  Y 

Keim  Precision  Mirrors,  1346  E.  Colorado  St.,  Glendale 
5,  Calif. 

Lancaster  Glass  Corp.,  Lancaster,  Ohio. 

Metavac,  Inc.,  45-68  162nd  St.,  Flushing  58,  N.  Y. 

0  &  S  Research,  Inc.,  1811  Bannard  St.,  Riverton, 
N.  J. 

Pacific  Universal  Products  Corp.,  168  Vista  Ave.,  Pasa¬ 
dena  8,  Calif. 

Pittsburgh  Plate  Glass  Co.,  1  Gateway  Center,  Pitts¬ 
burgh  22,  Pa. 

Republic  Lens  Co.,  31  E.  169th  St.,  Nesv  York  52, 
N  Y. 

SERFASS  CORP.,  524  W.  Broad  St.,  Bethlehem,  Pa. 
ADV.  PG.  526 

Zenith  Optical  Laboratory,  1940  Great  Neck  Rd., 
Copiague,  N.  Y. 


MIRRORS— Televialen 

Bache  A  Co.,  Semon,  636  Greenwich  St.,  New  York  14, 
N.  Y. 
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ELECTRONIC  and  ALLIED 


Buhl  Optical  Co.,  1009  Beach  Ave.,  Pittiburgh  33,  Pa. 
Gordon  Enterprisn,  5362  N.  Cahuenga  Blvd.,  North 
Hollywood,  Calif. 

K(im  Precision  Mirrors,  1346  E.  Colorado  St.,  Glendale 
5,  Calif. 

Lancaster  Glass  Corp.,  Lancaster,  Ohio. 

Pacific  Universal  Products  Corp.,  168  Vista  Ave.,  Pasa¬ 
dena  8,  Calif. 

Ml  X  ERS— Micrewovo 

$M  MICROWAVE  ACCESSORIES 


MIXERS-Portobfo 
Soo  AMPLIFIERS— Avdio  Froquoncy 


MODUlATORS-MwfiMtic 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
AOV.  PC,  516. 

American  Research  A  Mfg.  Corp.,  920  Halpine  Ave., 
Rochvllle,  Md 

Oormitzer  Electric  &  Mfg.  Co.,  Inc.,  5  Hadley  St., 
Cambridge,  Mats. 

GENERAL  MAGNETICS,  INC.,  135  Bloomfield  Ave., 
Bloomfield.  N  J.  AOV  PG.  359. 

Geotronic  Labs,  Inc.,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Tevas 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  OlV., 

1378  Main  Avr.,  Clifton,  N  J.  AOV.  PG  356. 

McKay  Electric  Co.,  26042  W  Seven  Mile  Rd.,  Detroit 
40,  Mich 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tlnton  Ave,  New 
York  55  N  Y  AOV  PG  286. 

MAGNETIC  RESEARCH  CORP.,  3160  W.  El  Segundo 
Blvd,  Hawthorne,  Calif.  AOV.  PG.  482 

Rante:  Corp.,  P.  0  Bo>  18.  Calabasat.  Calif. 

Servomechanisms,  Inc.,  Mechairol  Div.,  1200  Prospect 
Ave  ,  Wesibury  N  Y 

UNITED  TRANSFORMER  CORP.,  150  Va'lcb  St  ,  New 
York  13,  N  Y  AOV  PG  Second  Cover 


MOOULATORS-Pfiwoo 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N  J. 
AOV  PC  516 

F-R  MACHINE  WORKS.  INC  ,  26-12  Borough  Place, 
Woodside  77.  N  Y  AOV  PG  149-152 
KEARFOTT  CO  ,  INC.,  ENGINEERING  &  SALES  OlV., 
1378  Main  Avr  Clif-.on  N  J  AOV  PG  35b. 
KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif  AOV  PG  328 
Rantec  Corp  P  0  Bov  18  Ca  .icii<a%  Calif 
RAYTHEON  MFG  CO.,  SPECIAL  MICROWAVE  DEVICE 
GROUP,  Waltham  54  Mass  AOV.  PG.  432. 
TELECHROME  MFG  CORP.,  28  Ran.ck  Drive,  Amityvllle, 
N  Y  ADV  PG.  323. 


MOOULATORS-Pbfe* 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave  ,  Linden,  N.  J 
ADV  PG  516 

Alto  Scientific  Co  855  Con’me-'iai  St.,  Palo  Alto,  Calif. 

ANDERSEN  LABORATORIES,  INC.,  39  Talcott  Rd.,  West 
Hartford  10,  Conn.  ADV  PG  564 

BRADLEY  LABS.,  INC.,  170  G  Columbus  Ave.,  New 
Haven  11  Com.  AOV.  PG  378. 

CARAD  CORP  ,  2850  Bay  Rd  ,  Redwood  City,  Calif.  ADV 
PG  448 

CLEGG  LABORATORIES  OlV.  OF  CLEGG,  INC.,  Ha  over  A 
Ridgedale  Aves.,  Morristown,  N.  J.  ADV.  PG  505. 

Creative  Electronics  Corp.,  94  Lincoln  Ave.,  Sta'nford, 
Coon 

F-R  MACHINE  WORKS.  INC  ,  26-12  Bc-c  gh  Place, 
Woodside  77,  N  Y  ADV  PG  149-152 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1379  Main  Avr,  Clifton  N  J  AOV.  PG  356 

KEARFOTT  CO.,  INC.,  WESTERN  OlV.,  14844  Ovnard 
St.,  Van  Nuys,  Calif.  ADV.  °G  328. 

Levmthal  Electronic  Products,  Inc  ,  3180  Hanover  St., 
Stanford  Industrial  Park  Palo  A'to,  Calif. 

MAGNETIC  RESEARCH  CORP.,  3160  W  El  Segmdo 
Blvd  Hawlhornr  Calif.  ADV  PG  482 

MANSON  LABORATORIES,  INC.,  P.  0.  Bev  594,  207 
Greenwich  Ave  Stan.ford,  Conn,  ADV.  PG.  302. 

MARCONI  INSTRUMENTS,  in  Cedar  Lane,  Englewood, 
N  J  AOV  PG  316 

Miratel.  Inc  .  1080  Dionne  St.,  St.  Paul,  Minn. 

NJE  CORPORATION,  345  Carnegie  Ave.,  Kenilworth, 
N  J  AOV  PG  292-295 

Omega  Laboratories  Inc.,  P.  0.  Box  264,  Rowley,  Mass. 

Rantec  Corp  P  0  Box  18,  Calabasat,  Calif. 

TELECHROME  MFG  CORP.,  28  Ramck  Drive,  Amityvllle, 
N  Y  ADV,  PG.  323. 


MODULES 

Soo  CIRCUITS-PRINTED 

MOISTURE 
Soo  INDICATORS 

MOLDERS  OF  PLASTIC  MATERIALS 
Soo  INSULATION  PARTS 

Plastic  Intwlatien  Parts- Moldod 


PRODUCTS 


MONITORS-AM-FM  Tranimittor 

American  Electronics  Co.,  1203-05  Bryant  Ave.,  New 
York  59,  N.  Y. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N.  Y 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mast.  ADV.  PG.  178,  179 
Knight  Corp.,  Ewen,  206  A  St.,  Needham  94,  Mats. 
New  London  Instrument  Co.,  P.  0  Box  189,  New  Lon¬ 
don,  Conn. 

Pyo  Telecommunications  Ltd.,  Newmarket  Rd.,  Cambridge, 

England. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  & 
Fourth  Covers  A  Preceding  Insert. 

Servo  Corp.  of  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N.  V. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityvllle, 
N  Y.  ADV.  PG  323. 

Trepac  Corp  of  America,  1  Engle  St.,  Englewood,  N.  J. 


MONITORS-FrogooMy 

AIRPAX  PRODUCTS  CO.,  Middle  River,  Baltimore  20, 
Md.  AOV.  PG.  229-232. 

Beckman.'Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif, 

Biddle  Co.,  James  G.,  1316  Arch  St.,  Philadelphia  7, 
Pa. 

Cinema-Television  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E.  26,  England. 

DuMont  Laboratories,  Ix.,  Allen  B ,  750  Bloomfield 
Ave.,  Clifton,  N.  J. 

Electric  Regulator  Corp.,  Pearl  St.,  Norwalk,  Conn. 

Electro  Impulse  Labs.,  208  River  St.,  Red  Bank,  N.  J. 

Electronic  Applications,  Ix.,  194  Richmond  Hill  Ave., 
Stamford,  Com. 

Gates  Radio  Co  Quixy,  III. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  AOV.  PG  178,  179 

Hupp  Instrumentation  Div.,  Erie-Pacific,  12932  S.  Weber 
■V.sy,  Hawthorne,  Calif 

LABORATORY  FOR  ELECTRONICS,  INC.,  75  P.tts  St  , 
Boston  14.  Mass  AOV  PG.  508 

LAMPKIN  LABORATORIES,  INC.,  Bradenton  1,  ria. 

AOV  PG  471 

MAGNETIC  RESEARCH  CORP.,  3160  W  El  Segundo 
Blvd.,  Hawthorne,  Calif  AOV.  PG  482 

New  London  Instrument  Co.,  P  0.  Boi  189,  New 
London,  Conn 

RADIO  CORP  OF  AMERICA.  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N  J  ADV  PG  440.  441,  Third  & 
Fourth  Covers  A  Preceding  Insert. 

Trrpj-  Coro  of  America,  1  Engle  St  ,  Englewood,  N.  J. 

VARO  MFG.  CO.,  INC.,  2201  Walnut  St.,  Garland,  Texas 
AOV.  PG  454. 

Waugh  Engineering  Co.,  7842  Burxt  Ave ,  Van  Nuys, 
Calif. 

West  Coast  Electronics  Co.,  9261  W  Ird  St.,  Beverly 
Hills,  Calif. 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City,  Mo. 


MONITORS-Modvlaeion 

Browning  Laboratonrs,  lx.,  Mam  St  .  Wixhester,  Mass 

CLEGG  LABORATORIES  DIV  OF  CLEGG,  INC.,  Hanover 
A  Ridgedale  Ave.,  Morristown,  N  J.  ADV  PG.  505. 

DuMont  Laboratories,  lx.,  Allen  B.,  750  Bloomfield 
Ave ,  Clifton,  N  J. 

Gates  Radio  Co  Quixy,  III. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39.  Mass  ADV  PG  178,  179. 

LAMPKIN  LABORATORIES,  INC.,  Bradenton  l,  Fla 
ADV  PG  471 

MAGNETIC  RESEARCH  CORP.,  3160  W  El  Segundo 
Blvd,  Hawthorx,  Calif  ADV.  PG  482. 

New  London  InstrumeX  Co.,  P  0.  Box  189,  New  Lon¬ 
don.  Conn 

PANORAMIC  RADIO  PRODUCTS,  INC.,  520  S  Fulton 
Ave.,  Mt  Vernon,  N  Y  ADV  PG  461 

RADIO  CORP.  OF  AMERICA.  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N  J  ADV  RG  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert, 

TELECHROME  MFG,  CORP.,  28  Ranick  Drive,  Am,!yville, 
N  V  ADV.  PG.  323. 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J. 

V/est  Coast  Electronics  Co.,  9261  W.  3rd  St  ,  Beveriy 
Hiils,  Ca'if. 


MONITORS-Phae* 

ANDREW  CORP.,  363  E  75th  St.,  Chicago  19,  lii. 
ADV  PG  50 

CONTROL  ELECTRONICS  CO.,  INC.,  1925  New  York 
Ave.,  Huntington  Station,  N.  Y.  AOV.  PG.  473,  550. 
DYTRONICS,  P.  0.  Box  3676,  Columbus  14,  Ohio.  ADV. 
PG  589 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E  11th  St, 
New  York  3,  N  Y  AOV  PG.  371. 

MAGNETIC  RESEARCH  CORP.,  3160  W.  El  Segundo 
Blvd.,  HawlhO'X,  Calif.  AOV  PG.  482. 

Maryland  Electronic  Mfg.  Corp.,  College  Park,  Md. 

Master  Specialties  Co.,  956  E.  108th  St.,  Los  Angeles 
59,  Calif 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityvllle, 
N  Y  ADV.  PG.  323. 


MOTORS 


MONITORS-Rodar 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
AOV.  PG  516. 

Bludworth  Marix  Div.,  Kearfott  Co.,  lx.,  92  Gold  St., 
New  York  38,  N.  Y. 

Cunningham  Son  A  Co.,  lx.,  James,  33  Litchfield  St., 
Rxhester,  N.  Y. 

Miller  Associates,  P.  0.  Box  369,  Lakeville,  Conn. 

Miratel,  lx.,  1080  Dionx  St.,  St.  Paul,  Minn. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mlneola,  N.  Y.  ADV.  PG.  268. 

Northeast  Electronics  Corp.,  P.  0.  Box  425,  Municipal 
Airport,  Concord,  N.  H 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N  Y.  AOV.  PG.  165. 

Strombwg-Carlson  Div.  of  General  Dynamics  Corp.,  1895 
Haxxk  St,  San  Diego  12,  Calif. 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344 


MONITORS- Sbiff 

NORTHERN  RADIO  CO.,  INC.,  143-145  W.  22nd  St., 
New  York  11,  N.  Y,  ADV.  PG.  304-306. 

Press  Wireless  Laboratories,  lx.,  25  Prospect  Place, 
West  Newton  65,  Matt. 


MONITORS-Vidao 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London  SE 
26,  England. 

Conrac,  lx.,  Glendora,  Calif. 

Cunningham  Son  A  Co.,  lx.,  James,  33  Litchfield  St., 
Rxhester,  N.  V. 

Diamond  Power  Specialty  Corp.,  Lancaster,  Ohio. 

DuMont  Laborctories,  Ix.,  Alien  B.,  750  Bloomfield 
Ave  ,  Clifton,  N,  J 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  AOV  PG.  178,  179 

Hallamore  Electronics  Co.,  8352  Brookhurst  Ave.,  Ana¬ 
heim,  Calif 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  ADV.  PG.  29-44, 

["dustrial  Television,  lx.,  369  Lexington  Ave.,  Clifton, 
N  J. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N  Y 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  AOV.  PG.  51-57. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St..  New  York  4,  N  Y. 

Miratel,  Ix  1080  Dionx  St  St.  Paul,  Minn. 

PCLARAD  ELECTRONICS  CORP.,  43-20  J4th  St.,  Long 
Island  City  1,  N  Y  AOV.  PG  307,  308 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden.  N.  J.  ADV  PG  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert 

Resitron  Laboratories,  Inc.,  2908  Nebraska  Ave.,  Santa 
Monica,  Calif. 

Sarkes  Tarzian,  Inc.,  Rectifier  Div.,  415  N.  College  Ave., 
Bloomington,  Ind 

TELECHROME  MFC  CORP.,  28  Ranick  Drive,  Amityvllle, 
N  Y.  AOV  PG.  323. 

Television  Utilities  Corp.,  112-33  Colonial  Ave.,  Corona, 
N.  Y. 


MOTOR  CONTROLS  AC 

$••  CONTROLS- EUxtronic  AC  Motor  Spood 


MOTORS 

1 .  Fractionol  hp 
7.  Oaor 
3  Phonograph 
4.  Remote  Control 

5  Servo 

6  Speed  Regulation 

7  Synchronous 

8  Timing 

Adel  Precision  Products  Div.  of  Gexral  Metals  Corp., 
10777  Vanowen  St.,  Burbank,  Calif.  1. 

Aerolab  Development  Co.,  330  W  Holly  St.,  Pasa¬ 
dena,  Calif.  1-2-5-7. 

Airborne  Accessories  Corp.,  1414  Chestnut  Ave.,  Hillside, 
N  J  5. 

AIR-MARINE  MOTORS,  INC.,  369  Bayview  Ave.,  Amity- 
ville,  N  Y.  1-2-7.  ADV.  PG.  48 
Allard  Instrument  Corp.,  146  E.  Second  St.,  Mixola, 
N.  Y.  1-5. 

Allard  Instrument  Corp.,  146  E.  Second  St.,  Mineola, 
N  Y.  1. 

Alliance  Mfg.  Co.,  Lake  Park  Blvd.,  Alliance,  Ohio. 

1-2-3-a. 

American  Electronics,  lx.,  655  W  Washington  Blvd., 
Los  Angeles  15,  Calif.  1-2-3-5-6-7. 

American  .Measurement  A  Control,  Ix.,  240  Calvary  St., 
Waltham  54,  Mass  5. 

Amglo  Corp.,  4333  N  Ravenswood  Ave.,  Chicago  13, 
III  7-8. 

ASHLAND  ELECTRIC  PRODUCTS.  INC.,  32-02  Queens 
Blvd.,  Long  Island  City  1,  N  Y.  1-2-7.  AOV.  PG. 
589 

Barbe- -Colman  Co.,  Dept.  766,  Rockford,  III.  1-2-3-4-5- 
6-7-8. 

Basler  Electric  Co.,  605  Fifth  St  Highland,  III.  5. 
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MOTORS 


Bekey  Electric  Co.,  Inc.,  1327  S.  Main  St.,  Los  Angeles 
15,  Calif.  5-7. 

Bendix  Aviation  Corp.,  Montrose  Oiv.,  South  Montrose, 

Pa.  1-2-4-5. 

Bill  Jack  Scientific  Instrument  Co.,  P.  0.  Box  C-3, 
Solana  Beach,  Calif.  1-4-5. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y.  5. 

Bodine  Electric  Co.,  2500  W.  Bradley  Place,  Chicago  18, 

III.  1-2-3-4-5-6-7-8. 

Boehm  Co.,  R.  A.,  58  Brooklyn  Ave.,  Merrick,  N.  Y. 

1 -2-4-6. 

Bogue  Electric  Mfg.  Co.,  52  Iowa  Ave.,  Paterson  3,  N.  J. 
5-6. 

BORG  EQUIPMENT  DIV.,  THE  GEORGE  W.  BORG  CORP., 
120  S.  Main  St.,  Janesville,  Wis.  1-2-7.  AOV.  P6. 
209-212. 

Brevel  Products  Corp.,  601  W.  26th  St.,  New  York  1, 
N.  Y  1-2. 

Bristol  Motor  Division,  Vocaline  Company  of  America, 
Inc.,  Old  Saybrook,  Conn.  7-B. 

Cadre  Industries  Corp.,  Box  150,  Endicott,  N.  Y.  1. 

Carron  Mfg.  Co.,  415  S.  Aberdeen  Ave.,  Chicago,  III. 

1-2-3. 

Cedar  Engineering  Oiv.  of  Control  Data  Corp.,  5806  W. 

36th  St.,  Minneapolis  16,  Minn.  5-7-B. 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Box  555,  Mahwah,  N.  J.  1-5-7.  ADV.  PG. 
352,  353,  372. 

Century  Electric  Co.,  1806  Pine  St.,  St.  Louis  3,  Mo. 

1-2-7. 

CLIFTON  PRECISION  PRODUCTS  CO^  INC.,  9014  West 
Chester  Pike,  Upper  Darby,  Pa.  5.  ADV.  PG.  240, 
241. 

Continental  Electric  Co.,  Inc.,  334  Ferry  St.,  Newark  5, 
N.  J.  1-7. 

Cramer  Controls  Corp.,  Box  13,  Centerbrook,  Conn.  2-7-B. 
D  &  R,  LTD.,  402  E.  Gutierrez  St.,  Santa  Barbara, 
Calif.  1.  ADV.  PG.  556. 

Dalmotor  Co.,  1375  Clay  St.,  Santa  Barbara,  Calif. 

1-2-5-6-7. 

DAYSTROM  TRANSICOIL  CORP.,  Worcester,  Montgomery 
County,  Pa.  2-5.  ADV.  PG.  382. 

Diehl  Mfg.  Co.,  1129  Finderne  Ave.,  Somerville,  N  J. 

1-2-4-5-6. 

Eastern  Air  Devices,  Inc.,  385  Central  Ave.,  Dover,  N  H. 

1-2-5-7. 

ECLIPSE  PIONEER  DIV.  BENDIX  AVIATION  CORP., 
Teterboro,  N.  J.  5.  ADV.  PG.  81-88. 

EDISON  INDUSTRIES,  THOMAS  A.,  INSTRUMENT  DIV., 
81  Lakeside  Ave.,  West  Orange,  N.  J.  5.  AOV.  PG. 
325,  326. 

Eicor,  Inc.,  4235  W.  North  Ave.,  Chicago  39,  III.  1-6-7. 
Electric  Indicator  Co.,  Inc.,  Camp  Avenue,  Springdale, 
Conn.  1-4-5-7. 

Electric  Motors  &  Specialties,  Inc.,  King  &  Hamsher  Sts., 
Garrett,  Ind.  2. 

Electric  Specialty  Co.,  300  South  St.,  Stamford,  Conn. 
5-7. 

Electronic  Application^  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Com.  1-7. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N.,  St. 
Petersburg,  Fla.  1. 

Electronics  &  Avionics  Div.  of  The  Emerson  Electric  Mfg. 

Co.,  8100  Florissant  Ave.,  St.  Louis  21,  Mo.  1. 

El  Ray  Motor  Co.,  Inc.,  11747  Vote  St.,  North  Holly¬ 
wood,  Calif.  1-2-B. 

Emerson-G lover  Inc.,  43  E.  Plain  St.,  Cochituate,  Mass. 

1. 

Evershed  &  VIgnoles  Ltd.,  Chiswick,  London  W.  4, 
England.  1-2-4-5-6-7. 

Fasco  Industries,  Inc.,  Rochester  2,  N  Y.  1-6. 

Foote  Brothers  Gear  &  Machine  Corp.,  4545  S.  Western 
Blvd.,  Chicago  9,  III.  2. 

Ford  Instrument  Co.,  Div.  of  Sperry  Rand  Corp.,  31-10 
Thomson  Ave.,  Long  Island  City  1,  N.  Y.  5-7-B. 

G-M  LABORATORIES,  INC.,  4336  N.  Knox  Ave.,  Chicago 
41,  III.  5.  ADV.  PG.  571. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif.  1-4-5-6-7. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  1-5.  AOV.  PG.  75. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y.  1-2-5-7. 

General  Electric  Co.,  Clock  &  Timer  Dept.,  Ashland, 
Mass.  B. 

General  Industries  Co.,  Taylor  &  Olive  Sts.,  Elyria,  Ohio. 
1-3. 

Gerst  &  Co.,  Paul  E.,  4868  N.  Clark  St.,  Chicago  40, 

III.  1-5-1 

Gleason-Avery  Co.,  Auburn,  N.  Y.  1-2-7-B. 

Globe  Industries,  Inc.,  P.  0.  Box  101,  North  Dayton 
Station,  Dayton  4,  Ohio.  1-2-4-5-6-7'fl. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo.  2-5-7-B. 

Hagen  Mfg.  Co.,  Inc.,  202  20th  St.,  Moline,  III.  1-7 -B. 
Hansen  Mfg.  Co.,  Inc.,  Princeton,  Ind.  7-B. 

Harowe  Precision  Inc.,  Mount  Rd.,  Lenni  Mills,  Pa.  5. 
HAYDON  CO.,  A.  W.,  THE,  238  N.  Elm  St.,  Waterbury, 
Conn.  6-7-B.  ADV.  PG.  483. 

Haydon  Instrument  Co.,  156  W.  Liberty  St.,  Waterbury 
20,  Conn.  1. 

HEINZE  ELECTRIC  CORP.,  685  Lawrence  St.,  Lowell, 
Mass.  1-2.  AOV.  PG.  562. 

Heinz  Mueller  Engineering  Co.,  Inc.,  1906  N.  Cicero  Ave., 
Chicago  39,  III.  1-2-4. 

Helipot  Corp.,  Newport,  Calif.  5. 

Hertner  Electric  Co.,  12690  Elmwood  Ave.,  Cleveland  11, 
Ohio.  1-2-5-7. 

Holtzer-Cabot  Div.  of  National  Pneumatic  Co.,  Inc.,  125 
Amory  St.,  Boston  19,  Mass.  1-2-4-5-7-8. 
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Wagner  ElKtrk  Corp.,  6400  Plymouth  Ave.,  St.  Louis 
14  Mo.  1-7. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N  Y 
1-5-7.  AOV.  PG.  394C 

Wesche  Electric  Co.,  B.  A.,  The,  9027  Shell  Rd.,  Cin¬ 
cinnati  36,  Ohio.  l-A-S-i-B. 

Western  Gear  Corp.,  Eiectro  Products  Oiv.,  132  W 
Colorado  St.,  Pasadena  1,  Calif.  1-2-4-6-7-B. 
Westinghouse  EJpctric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa.  1-2-7. 

Wincharger  Corp.,  E  Seventh  &  Division  Sts.,  Sioux  City, 
Iowa.  1. 

MOUNTINGS 
Spa  alto  BASES 

MOUNTINOS-Vibrolion  and  Slioek 
Aetna  Felt  Co.,  Inc.,  204  Centre  St.,  New  York  13, 
N  Y. 

BARRY  CONTROLS,  INC.,  711  Pleasant  St.,  Watertown 
72,  Mass  AOV.  PG.  336. 

Chicago  Die  Mold  Oiv.  of  U.  S  Rubber  Co.,  4300  New 
Haven  Ave.,  Fort  Wayne  4,  Ind 
Federal  Mfg.  A  Engineering  Corp.,  1055  Stewart  Ave  , 
Garden  City,  N.  Y. 

Federal  Shock  Mount  Corp.,  1060  Washington  Ave  , 
New  York  56,  N.  Y. 

Finn  A  Co.,  Inc.,  T  R.,  200  Central  Ave.,  Hawthorne, 
N.  J. 

General  Cable  Corp  ,  420  Lexington  Ave.,  New  York 
17,  .N.  Y. 

General  Tire  A  Rubber  Co.,  The,  Akron,  Ohio 
Goodrich  Industrial  Products  Co.,  8  F.,  500  S  Main 

St.,  Akron  18,  Ohio. 

Gray  Mfg  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Lord  Mfg  Co.,  1635  W.  12th  St.,  Erie,  Pa 
MB  Mfg.  Div.  of  Textron,  Inc.,  P.  0  Box  1825,  New 
Haven  8,  Conn 

Martin  Co  Inc.,  Rodman  H.,  Electronics  Div.,  300  W 
Oak  St.  Norristown,  Pa 

Raybestos-Manhattan,  Inc.,  61  Willett  St  ,  Passaic,  N  J 
Robinson  Aviation  Inc.,  Teterboro  Air  Terminal,  Teter¬ 
boro.  N.  J. 

Rogers  Corp.,  Goodyear,  Conn. 

Stone  City  Machine  A  Tool  Co.,  Inc  ,  1206  Seventh 
St  ,  P.  0.  Box  351,  Bedford  Ind 
UCINItE  CO.,  DIV.  OF  UNITEO-CARR  FASTENER  CORP  , 
459  Watertown  St.,  Newtonville,  Mass  AOV.  PG  79 
U.  S.  Rubber  Co.,  1230  Avenue  of  the  Americas,  New 
York  20,  N  Y. 


Hoover  Electric  Co.,  2100  S.  Stoner  Ave.,  Lot  Angeles 
25,  Calif.  5. 

Howard  Industries,  Inc.,  Divisions:  Cyclohm  Motor  Corp.; 
Electric  Motor  Corp.,  Racine,  Wit.  1-2-5-6-7-B. 

Hupp  Electronics  Co.,  Oiv.  of  -  Hupp  Corp.,  743  Circle 
Ave.,  Forest  Park,  III.  1. 

INDUCTION  MOTORS  CORP.,  570  Main  St.,  Westbury, 
N.  Y.  1-2-3-5-6-7-B.  ADV.  PG.  402. 

Ingraham  Co.,  E.,  Bristol,  Conn.  7-B. 

Intelex  Systems,  Inc.,  22  Thames  St.,  New  York,  N.  Y. 
1-3. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N.  Y.  7.  AOV,  PG.  536. 

International  Register  Co.,  2620  Washington  Blvd.,  Chi¬ 
cago  12,  111.  1-7-8. 

Jack  A  Heintz,  Inc.,  Cleveland  1,  Ohio.  1. 

Janette  Electric  Mfg.  Co.,  Morton  Grove,  111.  2. 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.  J.  1-4-5-7.  ADV. 
PG.  356. 

Kelvin  A  Hughes  Ltd.,  New  North  Rd.,  Barkingside, 
Essex,  England.  1-5-7. 

Kelvin  A  Hughes  Ltd.,  80  Shore  Rd.,  Port  Washington, 
N.  Y.  5-7-8. 

Kollsman  Instrument  Corp.,  Sub  of  Standard  Coil  Products 
Co.,  Inc.,  80-08  4Sth  Ave.,  Elmhurst,  N.  Y.  2-5-7. 

L  A  R  Mfg.  Co.,  580  Elm  St.,  Arlington,  N.  J.  1. 

Leach  Corp.,  Inet  Div.,  18435  Susana  Rd.,  Compton, 
Calif.  4-5-6-7. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 
1-2-5-7. 

Leland  Electric  Co.,  Div.  of  The  American  Machine  A 
Foundry  Co.,  1501  Webster  St.,  Dayton  1,  Ohio  1. 

Lesa,  Via  Bergamo  21,  Milan,  Italy.  1-2-3. 

McGraw-Edlson  Co.,  Power  Tool  Oiv.,  110  Main  St., 
Burlington,  Vt.  1-2-7. 

Marathon  Electric  Mfg.  Corp.,  Randolph  A  Cherry  Sts., 
Wausau,  Wis.  1-7. 

Master  Appliance  Mfg  Co.,  Fourth  A  Ontario  Sts., 
Racine,  Wis.  1-2-3. 

MIDWESTERN  INSTRUMENTS,  41st  A  Sheridan  Rd., 
Tulsa,  Okla.  5.  ADV.  PG.  9. 

Mmneapolis-Honeywell,  Boston  Div.,  1400  Soldiers  Field 
Rd.,  Boston  35,  Mass.  5-7. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Oiv., 
2600  Ridgeway  Rd.,  Minneapolis  13,  Minn  1-7. 

Motordyne  Inc.,  2661  5.  Myrtle  Ave.,  Monrovia,  Calif. 
1-2-5-6-7. 

Motoresearch  Co.,  1600  Junction  Ave.,  RKine,  Wis.  1-2. 

Muirhead  A  Co.,  Ltd.,  Beckenham,  Kent,  England.  5-7. 

Nader  Mfg.  Co.,  2661  S.  Myrtle  Ave.,  Monrovia,  Calif. 
1-2-4-5-6-7. 

Nemeth,  Inc.,  2223  S  Carmelina  Ave.,  Los  Angeles  64, 
Calif.  5-6-8. 

Norden  Ketay  Corp.,  Precision  Components  Oiv.,  Corn- 
mack,  N  Y.  5. 

OSTER  MFG.  CO.,  JOHN,  AVIONICS  DIV.,  1  N  Main 
St.,  Racine,  Wis.  1-2-4-5-6-7-8.  ADV.  PG.  154 

Packard  Electric  Div.  of  General  Motors  Corp.,  312 
Dana  Ave.,  Warren,  Ohio.  1. 

Paragon  Electric  Co.,  Txvo  Rivers,  Wis.  7-8. 

Peerless  Electric  Co.,  Blower  Div.,  1401  W.  Market  St., 
Warren,  Ohio.  1-7. 

Rae  Motor  Corp.,  P.  0.  Box  269,  Racing  Wit.  1-2. 

Redmond  Co.,  Inc.,  Owosto,  Mich.  1-3-5. 

Reflectone  Corp.,  Post  Rd.  A  Myano  Lane,  Stamford, 
Conn.  1. 

Reynolds  Electric  Co.,  3000  River  Rd.,  River  Grove, 
III.  1-7. 

Rotating  Components,  Inc.,  269  Green  St.,  Brooklyn 
22,  N  Y.  1-2-5-7. 

Rotron  Mfg.  Co.,  Inc.,  7-9  Schoonmaker  Lane,  Wood- 
stock,  N.  Y.  1. 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield, 
III.  1-7-8. 

Scruggs  Company,  The  Lloyd,  P.  0.  Drawer  232,  Festus, 
Mo.  1-2. 

Servomechanisms,  Inc.,  Mechatrol  Div.,  1200  Prospect 
Ave.,  Westbury,  N.  Y.  1-2-4-5-7. 

Servo-Tek  Products  Co.  Inc.,  1086  GoflIe  Rd.,  Haw¬ 
thorne,  N.  J.  1-2-4-5-6. 

Sessions  Clock  Co.,  The,  61  E.  Main  St.,  Forestville, 
Conn.  7-8. 

Siemon  Mfg.  Co.  P.  0.  Box  275,  Wayne,  III  1-2-4-5- 
7-8. 

Small  Motors,  Inc.,  2076  Elston  Ave.,  Chicago  14,  III. 

1-2-5-6-7. 

Speedway  Mfg.  Co.,  1834  S.  52nd  Ave.,  Cicero  50,  III. 
1-2. 

Stator  Electric  Corp.,  46-25  58th  St.,  Woodside,  N  Y. 
1-6. 

Symphony  Electronics  Corp.,  925  S.  Western  Ave.,  Lot 
Angeles  6,  Calif.  3. 

Syntorque,  Inc.,  601  W.  26th  St.,  New  York  1,  N.  Y. 
1-5-7. 

Technical  Electronics  Corp.,  4060  Ince  Blvd.,  Culver 
City,  Calif.  7. 

Thermador  Electric  Mfg.  Co.,  5215  S.  Boyle  Ave.,  Los 
Angeles  58,  Calif.  1-2-5. 

Thompson  Products,  Inc.,  Electronics  Div.,  2196  Clark- 
wood  Ave.,  Cleveland  3,  Ohio.  5. 

Times  Facsimile  Corp.,  540  W.  58th  St.,  New  York 
19,  N  Y.  7-8. 

United  Pressed  Products  Co.,  741  W.  Harrison  St.,  Chi¬ 
cago  7,  III.  1-2-3. 

Universal  Electric  Co.,  300  E.  Main  St.,  Owosso,  Mich. 

1. 

Vocatron  Mfg.  Div.  of  Vocaline  Co.  of  America,  Inc., 
Did  Saybrook,  Conn.  7-8. 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio 
4-5-6. 

Waco,  Inc.,  2032  Broadway,  Santa  Monica,  Calif  1-2-7. 


MOUNTS- A  ntpnno 

Antlab  Inc.,  6330  Proprietors  Rd.,  Worthington,  Ohio 

Channel  Master  Co.,  Ellenville.  N  Y. 

Conrad  A  Moser,  2  Borden  Ave.,  Long  Island  City  I, 
N  Y 

DETROIT  CONTROLS  OIV.  OF  AMERICAN-STANOARO, 
100  Morse  St.,  Norwood,  Mass.  AOV.  PG.  579. 

Electronics  A  Avionics  Oiv.  of  The  Emerson  Electric  Mfg 
Co.,  8100  Florissant  Ave.,  St.  Louis  21,  Mo 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry,  N  Y 

Gonset  Div.,  Young  Spring  A  Wire  Corp.,  801  S.  Ma  n 
St  ,  Biirtenk,  Calif 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III  AOV  PG  174 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif  ADV.  PG  328. 

Kenwood  Engineering  Co.,  Inc.,  265  Colfax  Ave.,  Kenil¬ 
worth,  N.  J. 

Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckahoe, 
N.  Y. 

Lord  Mfg.  Co.,  1635  W.  12th  St.,  Erie.  Pa 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Oiv.,  300  W 
Oak  St.,  Norristown,  Pa 

Modern-Aire  Mfg  Co.,  4436  W  Roosevelt  Rd.,  Chicago 
24,  III. 

National  Electric  Products  Co.,  140  Stanwix  St.,  Pitts¬ 
burgh  22.  Pa. 

Peterson  A  Neville,  Inc.,  365  Dorchester  Ave.,  Boston 
27,  Mass 

Premax  Products  Oiv.,  Chisholm- Ryder  Co.,  Inc.,  High 
land  A  College  Axes.,  Niagara  Falls,  N.  V. 

Rantec  Corp.,  P.  0.  Box  18,  Calabasas,  Calif. 

ROHN  MFG.  CO.,  116  Limestone,  Bellevue,  Peoria,  III 
ADV.  PG.  587. 

Scientific-Atlantic,  Inc.,  2162  Piedmont  Rd.,  N.E., 
Atlanta  9,  Ga. 

Smith  Mfg.  Co.,  J  A  H.,  Little  Britain  Rd.,  Newburgh, 
N  Y. 

South  River  Metal  Products  Co.,  377-379  Turnpike, 
South  River,  N  J. 

Suffolk  Products  Corp.,  Woodbine  A  Scudder,  Northport, 
N.  Y 

Walnut  Machine  Co.,  1529  S.  Walnut  St.,  South  Bend 
14,  Ind 

Washington  Aluminum  Co.,  Inc.,  Penna  RR  A  Kn«ht 
Ave.,  Baltimore  29,  Md. 

Wind  Turbine  Co.,  E  Market  St  A  Penna  R.R.,  West 
Chester,  Pa 

WInegard  Co.,  3000  Scotten  Blvd.,  Burlington,  Iowa. 


MOUNTS-Sheck 

Sop  MOUNTINGS— VibraHon  and  Shock 
MOUNTS-Thormislor 

Aircom  Inc.,  139  E.  First  Ave.,  Roselle,  N.  J. 
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ELECTRONIC  and  ALLIED  PRODUCTS 


Budd-Stanity  Co.,  Inc.,  43-01  22nd  St.,  Lono  Island 
City  1,  N.  V. 

Electro  Inipiilw  Labs.,  208  River  St.,  Red  Bank,  N  J. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  Y  ADV.  PG.  149-152. 

J-V-M  MICROWAVE  CO.,  4633  S  Ldwndale  Ave.,  Lyons, 
III.  ADV  PG  174 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
SI.,  Van  Nuys,  Calif.  ADV.  PG  328. 

Kybernetes,  Co  9  E.  40th  St  ,  New  York  16,  N.  Y. 

NAROA  MICROWAVE  CORP.,  118-160  Herricks  Rd , 
Uineola,  N.  Y.  ADV  PG  268. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
105  Dallas  St.,  N.E.,  Albuquerque,  N  M. 

Polytechnic  Research  &  Development  Co.,  Inc.,  202 
Tillary  St.,  Brooklyn  1,  N  Y 

RAYTHEON  MFG  CO ,  CERAMIC  SALES  DEPT.,  Foundry 
Ave.,  Waltham  54,  Mass.  ADV  PG  431 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONIC 
DIV,  Great  Neck.  N.  Y  ADV  PG.  165 

TELERAD  MFC  CORP  ,  1440  Broadway,  New  York  18, 
N  Y  ADV  PG  341,  344 

VICTORY  ENGINEERING  CORP,  101  Springheld  Rd., 
Union.  N  J  ADV  PG  346. 


MULTIPLEX  SYSTEMS 

APPLIED  RESEARCH,  INC.,  76  S  Bayles  Ave.,  Port 
Washington,  N  Y  ADV  PG  566. 

Applied  Science  Corp  if  Princeton,  P  0  Box  44, 
Princeton,  N  J 

Bogen  Co.,  Daviit,  P  0  Bn«  SOO,  Paramos,  N.  J. 

Browning  L.iboralories  Inc  ,  Main  St ,  Winchester,  Mass 

GENERAL  DEVICES,  INC,  p  0  Box  253,  Princeton, 
N.  J  ADV.  PG.  .S64. 

Hogan  Laboratories,  Inc.,  155  Perry  St.,  New  York  14, 
N  Y 

Hoover  Electronics  Co.,  110  W  Timonium  Pd  ,  T  monium, 
Md 

J-V  M  MICROWAVE  CO.,  4633  S  Lawndale  Ave  ,  Lyons, 
III  ADV  PG  174 

Kahn  Research  Labs  .  Inc ,  f  liiubeth  Bldg  ,  22  Pine 
St  ,  Freeport,  N  Y 

Lenkurt  Electric  Co  ,  Inc.,  1105  County  Road  San  Carlos, 
Calif 

Lynch  Carrier  Systems,  Inc ,  695  Bryant  St ,  San 
Francisco  7  Calif 

MICROPHASF  CORP  ,  P  0  B  x  1166,  Greenwich,  Conn 
ADV  PG  455 

Pilmer,  Inc.,  M  V ,  4002  Fruit  Valley  Rd  ,  Vancouver, 
Wash 

Pye  Telecommunications  Ltd.,  Newmarket  “d ,  Cam¬ 
bridge,  England 

RADIATION  INC  ,  Melbourne,  Fla  ADV  PG  255 

Rantec  Corp.,  P  0.  Box  18,  Calabasas,  Calif 

Strornberg-Carlsoii  Co.,  Div  of  General  Dymmics  Corp , 
100  Carlsun  Rd  ,  Rochester  3,  N  Y 


MUtTIPLIERS-Cryatof 

DeMORNAY-BONARDI,  780  S  Arroyo  Parkway,  Pasadena, 
Calif  ADV  PG  98.  99 

DOUGLAS  MICROWAVE  CO.,  INC  ,  252  E  Th  rd  St., 
Mt.  Vemnii,  N  Y  ADV  PG  327. 

F-R  MACHINE  WORKS,  INC.,  26  12  Borpi  qh  Place, 
Woodside  77  N  Y  ADV  PG  149-152 
J-V-M  MICROWAVE  CO.,  4633  S  Lawndale  Ave,  Lyons, 
III  ADV  PG  174 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass 
ADV  PG  447 


MULTIPLIERS-Oiede 

American  Research  A  MIg  Corp.,  920  Halpine  Ave  , 
Rockville  Md 

INTERELECTRONICS  CORP.,  2432  Grand  Con':ourse,  New 
York  58,  N  Y  ADV  PG  536 
J-V-M  MICROWAVE  CO  ,  4633  S  Lawndale  Ave  .  Lyons, 
III  ADV  PG  174 

REEVES  INSTRUMENT  CORP.,  227  E  msi  St.,  New 
York  28,  N  Y  ADV  PG  433 


MULTIPLIERS-flectrenic 

American  Research  &  Mfg  Corp  ,  920  Halpine  Ave  , 
Rockviile,  MJ 

Beckman/ Berkeley  Division,  2200  Wright  Ave.,  Richmond 
3,  Calif. 

Chadwick  Helmuth  Co  ,  472  E.  Duarte  Rd ,  Monrovia, 
Calif 

DIGITAL  EQUIPMENT  CORP,  Maynard,  Mats  ADV 
PG  527 

Donner  Scientific  Go.,  888  Galindo  St.,  Concord,  Calif 

Electronic  Associates,  Inc.,  Long  Branch,  N  J. 

Farnsworth  Electronics  Co.,  Div  of  IT  AT,  3700  E. 
Pontiac  St  Fort  Wayne  1,  Ind 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58.  N  Y.  ADV  PG  536 

National  Co  ,  Inc.,  61  Sherman  St.,  Malden  48,  Mass 

Philbrick  Researches,  Inc.,  George  A.,  230  Congress  St., 
Boston  10.  Mass 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N  Y.  ADV  PG.  433 

Solartron,  Inc.,  Western  Div.,  10761  Burbank  Blvd., 
North  Hollywood,  Calif. 

Southern  Instruments,  Ltd.,  Computer  Div.,  Frimley  Rd., 
Camberley.  Suney,  England. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N  Y  ADV. 
PG.  394C 


MULTIPLIERS-Froquoncy 

Acme  Teletron.x  biv  of  NEA  Service,  Inc.,  W.  Third  A 
Lakeside,  Cleveland  13,  Ohio. 

AMERAC  INC.,  Dunham  Rd.,  Beverly,  Mass.  ADV.  PG. 
76,  77. 

An.erican  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif. 

American  Resea-ch  A  Mfg.  Corp.,  920  Halpine  Ave , 
Rockville,  Md 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 

Pa  ADV  PG  103 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  Y  ADV.  PG.  149-152. 

Fischer  A  Porter  Co.,  476  Warminster  Rd.,  Hatboro, 

Pa 

Gertsch  P-oducts,  Inc.,  3211  S.  La  Cienega  Blvd., 
Los  Angeles  16,  CaUf. 

Gyrex  Corp ,  3003  Pennsylvania  St.,  Santa  Monica, 

Calif 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58.  N  Y  ADV.  PG.  536 
J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave  ,  Lyons, 
III  ADV  PG  174 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St  Van  Nuys  Calif  ADV  PG  328 
LABORATORY  FOR  ELECTRONICS,  INC.,  75  Pitts  St., 
Boston  14,  Mass  ADV.  PG  508 
MICROLAB,  71  Okner  Parkway,  Livingston,  N  J.  ADV. 
PG  519 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mmeoia.  N  Y.  ADV.  PG  268. 

Ohio  Crankshaft  Co.,  Tocco  Div.,  3800  Harvard  Ave , 
Clr;’iand.  Ohio. 

Po'yt'  hoiC  Research  Development  Co.,  Inc.,  202  Tillary 
S'  ,  Brooklyn  1,  N.  Y. 

Resdel  Engineering  Corp,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

Spectralab  Instruments,  608  Fig  Ave.,  Monrovia,  Calif. 
Sperry  Gyroscope  Co  ,  Electronic  Tube  Div.,  Great  Neck, 
N  Y 

TECHNICAL  APPARATUS  BUILDERS,  109  Libe-ty  St., 
Yew  York  6  N  Y  ADV  PG  511. 

VARO  MFG.  CO.,  2201  Walnut  St ,  Garland,  Texas. 
ADV  PG  454 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust 
St,  St.  Louis  3,  Mo. 


MUlTIPlIERS-AtnqiMftc 

Am*rican  Research  A  Mfg.  Corp,  920  Halpine  Ave., 
Rockville  Md 

BRIGGS  ASSOCIATES,  INC.,  10  Dekalb  St.,  Norristown, 
Pa  ADV  PG  578 

GENERAL  MAGNETICS,  INC,  135  Bloomfield  Ave, 
Bloomfield  N  i  ADV.  PG  359 
INTERELECTRONICS  CORP.,  24  32  Grand  Concourse,  New 
Y-irk  58,  f:  Y  ADV.  PG  5  36 
TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N  Y  ADV  PG  511 
Vickers  Electric  Division,  Vickers,  Inc  ,  1825  Locust  St., 
St  Louis  3  Mo 


MUITIPIIERS-Meter 

Avo  Ltd  ,  80  Shore  Rd.,  Port  Washington,  N  Y. 

BRIGGS  ASSOCIATES,  INC.,  10  Dekalb  St  ,  Norris¬ 
town,  Pa  ADV  PC.  578 
Clarostat  Mfg  Co.,  Inc.,  Dover  N.  H. 

OAVEN  CO  ,  Route  10.  Livingston,  N  J  ADV  PG.  401. 
Del  Electronics  Cerp ,  521  Homestead  Ave.,  Mt. 

Vernon,  N  Y 

General  Electric  Co,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N  Y 

Mesico,  Inc  ,  35-37  Abbett  Ave ,  Morristown,  N  J. 
Tel-Labs,  Inc.,  1050  Second  St  ,  Manchester,  N.  H. 


MULTIPLIERS-  Servo 

American  Research  &  Mfg.  Corp.,  920  Halpine  Ave., 
Roi  kville,  Md 

Analogue  Controls,  Inc.,  39  Roselle  St  ,  Mineola,  N.  Y. 

Beckman/Berkeley  Division,  2200  W.  ignt  Ave.,  Richmond 
3,  Calif 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St  , 
New  York  38  N  Y 

BRIGGS  ASSOCIATES  INC  ,  in  Dekalb  St.,  Norristown, 
Pa  ADV.  PG.  578 

CBC  Electronics  Co  ,  IrK  .  2601  N  Howaid  St.,  Phila. 
delphia  33,  Pa 

Dynalysis  Development  Labs.,  Inc,  11941  Wilshire  Blvd., 
Los  Angeles  25,  Calif 

Electro  Precision  Corp.,  Box  669,  Arkadelphia,  Ark 

Electronic  Associates.  Inc.,  Long  BrarKh,  N.  J 

Feedback  Controls  Inc.,  899  Main  St.,  Waltham  54, 
Mass 

MAGNETIC  AMPLIFIERS,  INC  ,  632  Tinton  Ave  ,  New 
York  55,  N  Y.  ADV  PG.  286 

Servonics,  Inc.,  822  N  Henry  St.,  Alexandria,  Va. 

Tclectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1  N  Y 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  S.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y.  ADV 
PG  39  tC 

MULTI  fESTERS 

See  TESTERS-Multiteslers 

MULTIVIBRATORS 

See  VIBRATORS-Multivibrotort 


NEEDLES 


MUSIC  SYSTEMS-Induafriof  and  Commercial 

ABC  Sound  Engineernig  Corp.,  149  W.  47th  St.,  New 
York  36,  N.  Y. 

Alto  Fonic  Music  Systems,  Inc.,  935  Commercial  St., 
Palo  Alto,  Calif. 

Ampex  Corp.,  Instrument  Div.,  934  Charter  St.,  Redwood 
City,  Calif. 

Bngen  Co.,  David,  P.  0.  Box  500,  Paramus,  N.  J 

Dukane  Corp.,  St.  Charles,  HI. 

f  xecutone,  Inc  ,  415  Lex  ngton  Ave  ,  New  York  17,  N.  Y. 

M  P  Engineering  Co.,  Fairfield  3,  Conn. 

O'Brien  Electric  Corp,  6514  Santa  Mon.ca  Blvd.,  Holly¬ 
wood  38.  Calif. 

Palmer,  Inc.,  M.  V.,  -.002  Fru  t  Valley  Rd.,  Vancouver, 
Wash. 

Presto  Recorduig  Corp  P.  0  Bo*  500,  Pa  amus,  N.  J. 
RADIO  CORP  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N  J.,  440.  441  Th  rd  i  Fourth  Covers 
A  Preced.ng  Insert 

Seeburg  Corp.,  The,  1500  N.  Dayton  St  ,  Chicago  22,  III. 

Simpson  Mfg.  Co ,  Inc ,  Mark,  32-28  49tn  St.,  Long 
Island  City  3,  N  Y. 

Strombeig  Carlson  Co.,  Div.  of  Gene-al  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N  Y 

Tesla  Electric  Co.,  2871  N  Lincoln  Ave  ,  Chicago  13,  HI. 

Trutone  Electronics  Inc  ,  6912  Santa  Monica  Bivd.,  Los 
Angeles  38.  Calif 


NAILS— Spec  lot 

Allmetai  Screw  Products  Co.,  Inc.,  821  Stewart  Ave,, 
Garden  City,  N  Y. 

Aluminum  Co  of  A  ’lerica  Alcoa  B  dg  ,  P  ttsburgh  19  Pa. 
Anti-Corrosive  Mel.sl  Products  Co.,  Castleton-on-Hudson, 
N  Y. 

Autoscrew  Co  ,  216-222  W.  18th  St  ,  New  York,  N.  Y. 
Bar-Ray  Products,  Inc.,  210  25lh  St.,  Brook  yn  32,  N.  Y. 
Chase  Brass  &  Copper  Co  ,  Inc.,  236  Grand  St.,  Water- 
bury  20,  Conn 

Copperwe'd  Steel  Co.,  Wire  &  Cable  Oiv.,  Glassport,  Pa. 
Hassall,  Inc.,  John,  P  0.  Box  2242,  Westbury,  N.  Y. 
National  Screw  &  Mfg  Co.,  The.  Cleveland  4,  Ohio. 
Pa-ker-Kaion  Div  of  Gene-al  American  Transportation 
Corp.,  Clifton,  N.  J. 

NAMEPLATES 

Un  PLATES.  NAME-Metol  or  Plastic 


NEEDLES-CuMing 

Aud  0  Devices,  loc.,  444  Madison  Ave.,  New  York  22, 
N  s 

Capps  A  Co.,  Inc.,  20  Addison  P  ace,  Valley  Stream, 
N  Y 

Oiiotone  Co  ,  Inc  ,  Keyport,  N  J 

Electronic  Parts  Mfg  Co,  Inc.,  508-10  25th  St.,  La  on 
City,  N.  J. 

Electrovox  Co  ,  Inc  60  Frank!, n  St  East  Orange,  N.  J. 

Fidelitone,  Inc.,  o4i:.  Rawnswood,  Chicago  26,  Hi 

Jensen  Industries.  Inc.,  7'3-^  W  Ha,.,son,  Forest  Park, 
HI. 

Miller  Mfg  Co.,  M  A  ,  4-5  A  Church  Sts.,  LibertyviHe, 
III. 

Permo,  Inc  ,  6415  Ravenswood  Ave.,  Chicago  26.  HI. 

Presto  Recording  Corp.,  P  0.  Box  500,  Paramus,  N.  J 

Keroton  Co-p.,  52-35  Ba-nett  Ave,  Lo"g  Island  City  4. 
N  Y 

Reeves  Sojndcraft  Corp.,  10  E  52nd  St.,  New  York  22, 
N  Y. 


NEEDLES-OiamatMf 

Astatic  Corp.,  The.  Conneaut,  Ohio. 

Otl.no-.-  ';■  inc.,  Keyport,  J 

Electrc-Vcice,  Inc  ,  Buchana'.  MiCh. 

Ele  t  vex  Co  ,  Inc.  60  F-ank  .  St..  Fast  Crar-ge,  N.  J. 

Fide  r.Orte  Inc.,  6415  Ravenswood,  Chicago,  26,  IH. 

Generai  Electric  Co.,  Speciaity  E  ettronic  Co^  cc  ’.s 
Dept  ,  W.  Ge  lexsee  St  Auburn  N  Y. 

Jansen  Industries,  1.-.,  7313  'W.  Harr  von,  Forest  Perk, 
HI 

Miller  VIg.  Co  ,  M  A,  Fourth  A  Church  Sts.,  Liberty- 
kiiie,  H'. 

Moser  wel  Co.,  Ptrfi  A ->boy,  J 

Pacific  Trarsduce'  EBG  Corp.,  1183o  W.  PiCo  B  vl  , 
Los  Ange.t  o4,  Ca'il 

Permo,  Inc.,  6415  Ravenswood  Ave.,  Chicago  26,  III. 

P'anstiehl  Chemical  Corp.,  10-t  L.sve  View  Ave.,  Wau¬ 
kegan,  HI. 

Rfcoton  Corp.,  52-35  Bar- ett  Ave.,  Long  Island  C  ty  4, 
N  V. 

Shore  Brothers,  Inc.,  246  hartrey  Ave.,  Evanston,  HI. 

Sciotone  Corp.,  Saw  Mill  R>ver  Rd..  P.  0  Box  200, 
Elmsiord,  N.  Y. 

Swiss  Jewel  Co.,  Lafayette  Bldg.,  Philadelphia  6.  Pa. 

Tetrad  Co.,  Inc.,  The,  62  St.  Mary  St.,  Yonkers  2,  N.  Y. 


NEEDIES-Ploybocli 

Astatic  Corp.,  The,  Connea.it,  Chip 

Audio  Devices,  Inc.,  444  Madison  Ave.,  New  York  22, 

N  Y. 

Capps  A  Co.,  Inc.,  20  Addison  Place,  Valley  Stream, 

N.  V, 

Ouotone  Co.,  Ix.,  heyport,  N.  J. 

Electro- Voice,  lx.,  Buchanan,  M  ch. 

Electrovox  Co.,  Inc.,  60  Franklin  St.,  East  Orange,  N  J. 
Fidelitone,  Inc.,  6415  R.ivenswxd,  Chicago  26,  III. 
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NETWORKS 


1958-1959  LiSTiNfiS  of 


Jensen  Industries,  Inc.,  7333  W.  Harrison,  Forest  Park, 
III. 

KELLER,  JR.,  JEWELS,  HUGO,  50  E.  42nd  St.,  New 
York  17,  N.V.  AOV  PG.  587. 

Miller  Mfg.  Co.,  M.  A.,  4th  &  Church  Sts.,  Libertyville, 
III. 

Moser  Jewel  Co.,  Perth  Amtooy,  N.  J. 

Pacific  Transducer  EBG  Corp.,  11836  W.  Pico  Blvd.,  Los 
Angeles  64,  Calif. 

Permo,  Inc.,  6415  Ravenswood  Ave.,  Chicago  26,  111. 

Pfanstiehl  Chemical  Corp.,  104  Lake  View  Ave.,  Wau* 
kegan,  III. 

Presto  Recording  Corp.,  P.  0.  Box  500,  Paramus,  N.  J. 

Recoton  Corp.,  52-53  Barnett  Ave.,  Long  Island  City  4, 
N.  Y. 

Reeves  Soundcraft  Corp.,  10  E.  52nd  St.,  New  York  22, 
N.  Y. 

Shure  Brothers,  Inc.,  246  Hartrey  Ave.,  Evanston,  III. 

Sonotone  Corp.,  Saw  Mill  River  Rd.,  P.  0.  Box  200, 
Elmsford,  N.  Y. 


NETWORKS-Crostovor 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

Bozak.  Mfg.  Co.,  R.  T.,  The,  Box  466,  Darien,  Conn. 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

Coilcraft,  Inc.,  Cary,  III. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  AOV.  PG.  401. 

Eby  Co.,  Hugh  H.,  4701  Germantown  Ave.,  Philadelphia 
44,  Pa. 

Electro-Voice,  Inc.,  Buchanan,  Mich. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton  Harbor 
14,  Mich.  ADV.  PG.  513. 

MICROPHASE  CORP.,  P.  0.  Box  1166,  Greenwich,  Conn. 
ADV.  PG.  455. 

NYT  ELECTRONICS,  INC.,  2979  N.  Ontario  St.,  Bur¬ 
bank,  Calif.  ADV.  PG.  500. 

Oxford  Components,  Inc.,  556  W.  Monroe  St.,  Chicago  6, 
III. 

Racon  Electric  Co.,  1261  Broadway,  New  York  1,  N.  Y. 

San  Fernando  Electric  Mfg.  Co.,  1509  First  St.,  San 
Fernando,  Calif. 

Sherwood  Electronics  Labs.,  Inc.,  2802  W.  Cullom  Ave., 
Chicago  18,  III. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  ADV.  PG.  511. 

UNIVERSITY  LOUDSPEAKERS,  INC.,  80  S.  Kensico  Ave., 
White  Plains,  N.  Y.  ADV.  PG.  264. 

Vidaire  Electronics  Mfg.  Corp.,  576  W.  Merrick  Rd., 
Lynnbrook,  N.  Y. 


NETWORKS— Oirectionof  Antenna  Phasing 

Aircom  Inc.,  354  Main  St.,  Winthrop  52,  Mass. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  AOV.  PG.  103. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  ADV.  PG.  149-152. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
OlV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  A 
Fourth  Covers  &  Preceding  Insert. 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
ADV.  PG.  228. 

Westbury  Electronics,  Inc.,  300  Shames  Drive,  Westbury, 
N.  Y. 

NETWORKS-Motching 

BARKER  &  WILLIAMSON,  Canal  A  Beaver  Sts.,  Br.stol, 
Pa.  AOV.  PG.  103. 

Blonder-Tongue  Laboratories,  Inc.,  9-25  Ailing  St.,  New¬ 
ark  2,  N.  J. 

Cinema  Engineering  Oiv.,  Aerovox  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif. 

Coilcraft,  Inc.,  Cary,  III. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  AOV.  PG.  401. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine. 

Dmeter  Mfg.,  Co.,  Inc.,  22-24  Larkin  Plaza,  Yonkers  2, 
N.  Y. 

EASTERN  PRECISION  RESISTOR  CORP.,  675  Barbey  St., 
Brooklyn,  N.  Y.  AOV.  PG.  351. 

Electro  Networks,  Inc.,  P.  0.  Bex  424,  Syracuse,  N.  V. 

Entron,  Inc.,  4902  Lawrence  St.,  Bladensburg,  Md. 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N.  Y.  ADV.  PG.  24. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

Key  Resistor  Corp.,  321  W.  Redondo  Beach  Blvd., 
Gardena,  Calif. 

Mepco,  Inc.,  35-37  Abbett  Ave.,  Morristown,  N.  J. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  V.  ADV. 
PG.  519. 

MICROPHASE  CORP.,  P.  0.  Box  1166,  Greenwich, 
Conn.,  AOV.  PG.  455. 

Rantec  Corp.,  p.  o.  Box  18,  Calabasas,  Calif. 

San  Fernando  Electric  Mfg.  Co.,  1509  First  St.,  San 
Fernando,  Calif. 

SHALLCROSS  MFG.  CO.,  Selma,  N.  C.  ADV.  PG.  324. 

Tech  Laboratories,  Inc.,  Bergen  A  Edsall  Blvds.,  Palisades 
Park,  N.  J. 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 

Vidaire  Electronics  Mfg.  Corp.,  576  W.  Merrick  Rd., 
Lynbrook,  N.  Y. 


NETWORKS— Pule*  Forming 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 

Amp,  Inc.,  Chemicals  A  Dielectrics  Oiv.,  155  Park  St., 
Elizabethtown,  Pa. 

AMP  INC.,  2100  Paxton  St.,  Harrisburg,  Pa.  ADV.  PG. 
146,  147. 

Axel  Bros.,  Electronics  Oiv.,  134-20  Jamaica  Ave., 
Jamaica,  N.  Y. 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa.  AOV.  PG.  103. 

Brubaker  Mfg.  Co.,  Inc.,  9151  Exposition  Drive,  Los 
Angeles  34,  Calif. 

CBC  Electronics  Co.,  Ik.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

Coilcraft,  IK.,  Cary,  III. 

Condenser  Promts  Div.,  New  Haven  ClKk  A  Watch  Co., 
140  Hamilton  St.,  New  Haven,  Conn. 

Corning  Glass  Works,  Corning,  N.  Y. 

CORSON  ELECTRIC  MFG.  CORP.,  540  39th  St.,  Union 
City,  N.  J.  ADV.  PG.  588. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  AOV.  PG.  401. 

ESC  Corp.,  534  Bergen  Blvd.,  Palisades  Park,  N.  J. 

EPSCO,  INCORPORATED,  588  Commonwealth  Ave.,  Bos¬ 
ton  15,  Mass.  AOV.  PG  281-283. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  AOV.  PG.  149-152. 

Filtron  Co.,  Ik.,  The,  131-15  Fowler  Ave.,  Flushing, 
N.  Y. 

Micamold  Electronics  Mfg.  Corp.,  1087  Flushing  Ave., 
Brooklyn  37,  N.  Y. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

NYT  ELECTRONICS,  INC.,  2979  N  Ontaiio  St.,  Bur¬ 
bank,  Calif.  ADV.  PG.  500. 

Orbirtan  Co.,  IK.,  Rt.  1,  Box  635,  Lakeside,  Calif. 

PCA  Electronics,  Ik.,  16799  Schoenborn  St.,  Sepulveda, 
Calif. 

PACKARO-BELL  CO.,  12333  W  Olympic  Blvd.,  Los  An¬ 
geles  64,  Calif.  ADV.  PG.  199. 

Plastic  CapKitors,  IK.,  2620  N.  Clybourn  Ave  ,  Chicago 
14,  III. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass. 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y.  AOV.  PG.  343,  344. 

TOBE  OEUTSCHMANN  CORP.,  921  ProvideKe  Highway, 
Norwood,  Mass  AOV  PG.  173. 

Vanguard  Electronics  Co.,  3384  Motor  Ave.,  Los  Angeles 
34,  Calif. 

West  Coast  Electronics  Co.,  9261  W.  3rd  St.,  Beverly 
Hills,  Calif. 

NULL 

Sm  DETECTORS 


NUTS 

Aerotron  Supply  Co.,  8504  S.  Normandie  Ave.,  Los 
Angeles  44,  Calif. 

Allmcul  Screw  Products  Co.,  Ik.,  821  Stewart  Ave., 
Garden  City,  N.  Y. 

Alvo  Nut  &  Bolt  Co.,  Ik.,  1601  Grande  Vista  Ave., 
Los  Angeles  23,  Calif. 

American  Screw  Co.,  Willimantic,  Conn. 

Anti-Corrosive  Metal  Products  Co.,  Ca$tleton-on-Hudson, 
N.  Y. 

Atlas  Screw  A  Specialty  Co.,  450  Broome  St.,  New 
York  13,  N.  Y. 

Autoscrew  Co.,  216-222  W.  18th  St.,  New  York,  N.  Y. 

Bimbach  Radio  Co.,  Ik.,  145  Hudson  St.,  New  York  13, 
N.  Y. 

Blake  A  Johnson  Co.,  1495  Thomaston  Ave.,  Waterville 
48,  Conn. 

BOOTS  AIRCRAFT  NUT  CORP.,  Newtown  Turnpike,  Nor¬ 
walk,  Conn.  AOV.  PG.  533. 

Central  Screw  Co.,  3501  Shields  Ave.,  Chicago  9,  III. 

Chase  Brass  A  Copper  Co.,  Ik.,  236  Grand  St.,  Water- 
bury  20,  Conn. 

CIRCON  COMPONENT  CO.,  Santa  Barbara  Municipal 
Airport,  Goleta,  Calif.  AOV.  PG.  526. 

FEDERAL  SCREW  PRODUCTS,  INC.,  3917  N  Kedzie 
Ave.,  Chicago  18,  III.  ADV.  PG.  508. 

Greer  Stop  Nut  Co.,  2620  W.  Fluornoy  St.,  Chicago  12, 
III. 

Gries  Reproducer  Corp.,  151  Beechwood  St.,  New  Rochelle, 
N.  V. 

Harper  Co.,  H.  M.,  8200  Lehigh  Ave.,  Morton  Grove,  III. 

Haynes  Stellite  Co.,  Div.  of  Union  Carbide  Corp.,  30  E. 
42nd  St.,  New  York  17,  N.  Y. 

HYDRO  MOLDING  COMPANY  INC.,  Plattsburgh,  N  Y. 
AOV.  PG.  193. 

Irwin  Products  Co.,  4937  N  Damen,  Chicago  25,  III. 

Jacobson  Nut  Mfg.  Corp.,  Market  St.,  Kenilworth  2, 
N.  J. 

Keystone  Bolt  A  Nut  Corp.,  127  Church  St.,  New  York 
7,  N.  Y. 

Lamson  A  Sessions  Co.,  The,  5000  Tiedeman  Rd.,  Cleve¬ 
land  9,  Ohio. 

Lodding  Inc.,  75  Beacon  St.,  Worcester  1,  Mass. 

Mercury  Air  Parts  Co.,  3826  Willat  Ave.,  Box  135,  Culver 
City,  Calif. 

Moran  Co.,  115  Main  St.,  El  Segundo,  Calif. 

MORRIS  CO.,  J.  I.,  376  Elm  St.,  Southbridge,  Mass. 
ADV.  PG.  456 

National  Screw  A  Mfg.  Co.,  The,  Cleveland  4,  Ohio. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New  York 
11,  N.  Y. 

Northwestern  Tools,  Ik.,  117  Hollier  Ave.,  Dayton  3, 
Ohio. 

Nylok  Corp.,  The,  611  Industrial  Ave.,  Paramus,  N.  J. 


Parker-Kalon  Oiv.  of  General  American  Transportation 
Corp.,  Clifton,  N.  J. 

Penn  Engineering  A  Mfg.  Corp.,  Box  311,  Ooylestown,  Pa. 

Pheoll  Mfg.  Co.,  5700  Roosevelt  Rd.,  Chicago  50,  III. 

Republic  Steel  Corp.,  Republic  Bldg.,  Cleveland  1,  Ohio. 

Richards  ElectrKraft,  IK.,  3743  N.  Kedzie  Ave.,  Chicago 
18,  III. 

Rosan  Inc.,  2901  West  Coast  Highway,  Newport  Beach, 
Calif. 

Russell,  Burdsall  A  Ward  Bolt  A  Nut  Co.,  Port  Chester, 
N.  Y. 

Standard  Screw  Co.,  (Chicago,  HMS  A  Western  Oivs.), 
2801  Washington  Blvd.,  Bellwood,  III. 

Standard  LKknut  A  LKkwasher  Ik.,  2250  Valley  Ave., 
Indianapolis  18,  Ind. 

Sterling  Bolt  Co.,  363-405  W.  Erie  St.,  Chicago  10,  III. 

Star  Stainless  Screw  Co.,  655  Union  Blvd.,  Totowa,  N.  J. 

TInnerman  Products,  Ik.,  P.  0.  Box  6688,  Dept.  No. 
16,  Cleveland  1,  Ohio. 

UNITED-CARR  FASTENER  CORP.,  Cambridge  42,  Mass. 
ADV.  PG.  78. 

United  Screw  A  Bolt  Corp.,  2513  W.  Cullerton  St., 
Chicago  8,  III. 

Waldom  Electronics,  Ik.,  4625  W.  53rd  St.,  Chicago 
32,  III. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  RKkford, 
III. 

Weekesser  Co.,  5701  Northwest  Highway,  Chicago  50, 
III. 


NUTS-Soff-loxAiiig 

Allmctal  Screw  Products  Co.,  Ik.,  821  Stewart  Ave  , 
Garden  City,  N.  Y. 

Alvo  Nut  A  Bolt  Co.,  Ik.,  1601  Grande  Vista  Ave., 
Los  Angeles  23,  Calif. 

American  Screw  Ca.,  Willimantic,  Conn 

Autoscrew  Co  .  216-222  W.  18th  St.,  New  York,  N  Y. 

B(X)TS  AIRCRAFT  NUT  CORP.,  Newtown  Turnpike,  Nor¬ 
walk,  Conn.  ADV.  PG.  533. 

Central  ^rew  Co.,  3501  Shields  Ave.,  Chicago  9,  III. 

Eaton  Mfg.  Co.,  Reliance  Div.,  25  Charles  Ave.,  S.  E., 
Massillon,  Ohio. 

Elastic  Stop  Nut  Corp.,  2330  Vauxhall  Road,  Union,  N  J. 

Fastex  Div.  of  IIIIlKis  Tool  Works,  195  Algonquin  Rd , 
Des  Plaines,  III. 

FEDERAL  SCREW  PRODUCTS,  INC.,  3917  N  Kedzie 
Ave.,  Chicago  18,  III.  ADV.  PG.  508. 

Greer  Stop  Nut  Co.,  2620  W.  Fluornoy  St.,  Chicago  12, 
III. 

Cries  Reproducer  Corp.,  151  Beechwood  St.,  New 
RKhelle,  N.  Y. 

HK  Metal  Craft  Mfg.  Corp.,  3775  Tenth  Ave.,  New 
York  34,  N.  Y. 

Hajmes  Stellite  Co.,  Div  of  Union  Carbide  Corp.,  30  E. 
42nd  St.,  New  York  17,  N.  Y. 

Jacobson  Nut  Mfg.  Corp.,  Market  St.,  Kenilworth  2, 
N.  J. 

Keystone  Bolt  A  Nut  Corp.,  127  Church  St.,  New  York  7, 
N.  Y 

KliKher  LKknut  Corp.,  2153  Hillside  Ave  ,  Indianapolis 
18,  Ind. 

Lamson  A  Sessions  Co.,  The,  5000  Tiedeman  Rd.,  Cleve¬ 
land  9,  Dhio. 

Mercury  Air  Parts  Co.,  3826  Willat  Ave.,  Box  135, 
Culver  City,  Calif. 

National  Co.,  Ik.,  61  Sherman  St.,  Malden  48,  Mass 

National  Screw  A  Mfg.  Co.,  The,  Cleveland  4,  Ohio 

Nylok  Corp.,  The,  611  Industrial  Ave.,  Paramus,  N  J. 

Palnut  (^.,  The,  77  Glen  Rd.,  Mountainside,  N.  J. 

P  I  C  Design  Corp.,  477  Atlantic  Ave.,  East  RKkaway, 
N.  Y. 

P-M  Nut  Division  of  Waterbury  Pressed  Metal  Co., 
300  Chase  Ave.,  Waterbury,  Conn 

Pheoll  Mfg.  Co.,  5700  Roosevelt  Rd.,  Chicago  50,  III. 

Republic  Steel  Corp.,  Republic  Bldg.,  Cleveland  1,  Ohio. 

Rosan,  Ik.,  2901  West  Coast  Highway,  Newport  Beach, 
Calif. 

Russell,  Burdsal  A  Ward  Bolt  A  Nut  Co.,  Port  Chester, 
N.  Y. 

Shakeproof  Div.  of  Illinois  Tool  Works,  St.  Charles  Rd., 
Elgin,  III. 

Shearcut  Tool  Co.,  7045  Darby  Ave.,  Reseda,  Calif 

Standard  Pressed  Steel  Co.,  Box  775,  Jenkintown,  Pa 

Sterling  Bolt  Co.,  363-405  W  Erie  St.,  Chicago  10,  III. 

TInnerman  Products,  Ik.,  P.  0.  Box  6688,  Dept.  No. 
16,  Cleveland  1,  Ohio 

UNITED-CARR  FASTENER  CORP.,  Cambridge  42,  Mass. 
ADV.  PG.  78. 


NYLON 

$M  INSUUTION  MATERIALS 


OHMMETERS 

Sae  INSTRUMENTS— Electrical  Measuring 

O  RINGS 
See  OASXRTS 

WASHERS-lnsulaling 


OPTICAL  EQUIPMENT  AND  SPECIALTIES 

American  Optical  Co.,  Instrument  Div.,  Box  A,  Buffalo 
15,  N.  Y 

Axler  AssKiates,  102-42  43rd  Ave.,  O>rona  68,  N.  Y. 
Bache  A  Co.,  Semon,  636  Greenwich  St.,  New  York  14, 
N  Y 
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OSCILLATORS 


ELECTRONIC  and  ALLIED  PRODUCTS 


BAIRO'ATOMIC,  INC.«  33  University  Rtf.,  Lantbritfoe  38, 
Atast.  ADV.  PC.  466. 

B.iuM'-h  &  Lamb  Optical  Co  ,  614  St.  Paul  St.,  Rochester 
2,  N  V 

Cicri  tft-Bach,  Inc.,  b*>24  Roinaine  St.,  Hollywootf  38, 
Calil. 

Buhl  Optical  Co.,  1009  Beech  Ave.,  Pittsburph  33,  Pa. 
Bui  ton  M(p.  Co.,  2S20  Coloratfo  Ave.,  Santa  Monica, 
Calil 

Camera  Mart  Inc.,  184S  Broadway,  New  York  23,  N.  Y. 
Chi(.a90  Aerial  Industries,  1980  N.  Hawthorne,  Mcl> 
rose  Park,  III. 

Cor<solidatctf  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

tastniaii  Kodak  Co.,  343  Stale  St.,  Rochester  4,  N.  Y. 
Eamchild  Camera  A  Instrument  Carp.,  Oelense  ProdiKts 
Div.,  Robbins  Lane,  Syosset,  N.  V 
Fairand  Optical  Co.,  Inc,  Broni  Blvd  at  238th  St, 

N  .  York  70,  N.  Y. 

Caertner  Scientific  Coep.,  1219  Wripbtwood  Ave  ,  Chi- 
capo  14,  III. 

Gn  Jon  I  nterprises,  S362  N  Cahutnpa  Blvd.,  North 
Hollywood,  Calif. 

Gi  rlri  LV  i  L.  E.,  'il4  Fulton  St  ,  Iro,.  N  Y 
INSTRUMENT  DEVELOPMENT  LABORATORIES,  INC., 
67  Mechanic  St.,  Attleboro,  Mats  ADV  PG.  S43. 
Jones  &  Lamson  Machine  Co.,  Sprinpfield,  Vt. 
kfim  Precision  Mirrors,  1346  E.  CokKado  St  ,  Glen- 
dale  S,  Calif. 

Kelvin  K  Huphet  Ltd.,  New  North  Rd.,  Barkingside, 
f  ssri,  Ennland 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

M,iurer,  Inc.,  J.  A,  37-01  31st  St.,  Long  Island  City  1, 

N  Y 

0  A  S  Research,  Inc.,  1811  Bannard  St.,  Riverton, 
N  J 

Pacific  Universal  Products  Corp.,  168  Vnta  Ave,,  Pasa¬ 
dena  8.  Calif. 

Perkin-Elnier  Corp.,  M.iin  Ave.,  Norwalk,  Conn. 

Pnlan  Industries  Inc.,  P  0.  Boi  1720,  Mimtlnoton.  W. 

Va 

Process  A  Instruments,  15  Stone  Ave.,  Brooklyn  33, 
N  V 

Republic  Lens  Co.,  31  E  169th  St.,  New  York  52,  N  V. 
Seismograph  Service  Corp.,  P.  0.  Bo*  1590.  Tulsa,  Okla. 
Television  Zoomar  Corp.,  500  Fifth  Ave.,  Room  2223, 
New  York,  N.  Y. 

Uiiitron  Instrument  Div  of  United  Scientific  Co.,  204  Milk 
St.,  Boston  9,  Matt. 

Vacuum  Equipment  Div.  of  The  N.'-c  York  Air  Brake 
Co.,  1325  Admiral  Wilson  Blvd.,  Camden,  N  J. 

Van  Keuren  Co.,  176  Waltlwm  St  ,  Watertown,  Mass. 
Zenith  Optical  Laboratory,  1940  Great  Neck  Rd.,  Cooaigue, 
N.  Y 

ZooiSar,  Inc.,  Glen  Cove,  N.  Y. 

OICIllATORS-AwNio  Fork  ControffoW 
AMERICAN  TIME  PRODUCTS,  INC,  580  F.fth  Ave, 
New  York  36,  N.  Y  A ’V  PG.  214 
Anilah  Inc.,  6330  Proprietors  Rd.,  Worthington,  Ohio, 
GENERAL  RADIO  CO.,  27'.  Massachusetts  Ave,.  Cam¬ 
bridge  39,  Mast.  AOV.  PG  178,  179 
Gyre*  Cof|i  ,  3003  P*  i.isylvani.s  St,,  Santa  Monica,  Calif. 
INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E  11th  St., 
Ne.>  York  5,  N  Y  AOV  PG.  371. 
fSuirhead  A  Co.  Ltd  ,  Beckenham,  Kent,  England 
PHIIAMON  LABORATORIES,  INC.,  90  Hopper  St.,  West- 
bnry,  N  Y.  ADV.  PG.  25. 

Rivertvank  L.sboratorles,  Dept  ol  Engineering,  P  0. 
Bo*  65,  Genesra,  III. 

Sullivan  Ltd.,  H  W.,  80  Shoe*  Rd.,  Port  Washington, 
N  Y. 

Summit  Electronics,  Inc..  7  Industrial  Place,  Summit, 
N.  J. 

Tel-Instriiment  Electronics  Corp.,  728  Garden  St.,  Carl- 
st.sdt,  N  J 

VARO  MFG  CO.,  INC.,  2201  Walnut  St.,  Garland, 
Te»as.  AOV.  PG.  4S4. 

WALKIRT  CO..  141  W  H.uel  St.,  Inglewood  3  Calif 
AOV.  PG  500. 

WEINSCHEL  ENGINEERING  CO..  INC.,  10503  Met¬ 
ropolitan  Ave.,  Kensington,  Md  ADV  PG.  61-64. 


OSCILLATORS— AwNio  FroqiearKY 

Adler  Electronic,  Inc,,  1  LeFevre  Lane,  New  Rochelle, 
N.  Y 

Alectra  Div.,  Consolidated  Electrodynamics  Corp.,  325 
N.  Altadems  Drive,  Pasadena,  Calif. 

Alpha  Instrument  Co.,  4  3  Hempstead  St.,  New  London, 
Conn. 

Alto  Scientific  Co.,  855  Commercial  St.,  Palo  Alto, 
Calif 

American  Electronics  Co.,  1203-05  Bryant  Ave..  New 
York  59,  N.  Y. 

AMERICAN  TIME  PRODUCTS,  INC.,  580  Fifth  Avc„ 
New  York  36,  N  Y  ADV.  PG.  234. 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts  .  Bristol 
Pa.  AOV,  PG.  103. 

Biddle  Co.,  James  G.,  1316  Arch  St..  Philadelphia  7, 
Pa. 

BrucI  A  Kjaer,  Naerum,  Denmark. 

CG  Electronics  Div.  ol  Gulton  Industries,  Inc.,  305 
Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 

Carol  Electronics  Corp.,  315  W.  Stephen  St.,  Martin- 
burg.  w.  Va. 

Cinema-Television  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E.  26,  England. 

Cough  Brengle  Co.,  6014  N.  Broadway,  Chicago,  III. 


Columbus  Electronics  Corp.,  1010  Saw  Mill  River  Rd., 
Yonkers,  N.  V. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif. 

OAVEN  CO.,  Route  10,  Livingston,  N.  J.  AOV.  PG  401 
Oonner  Scientific  Co.,  888  Galindo  St.,  Concord,  Calif 
Oorsett  Laboratories,  Inc.,  401  E.  Boyd  St.,  Bo*  867. 
Norman,  Okla. 

Oubrow  Development  Co.,  235B  Penn  St.,  Burlington, 

N.  J. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield 
Ave.,  Clifton,  N.  J. 

Oiiiilap  Electronics,  Inc.,  764  Ninth  St.,  Oes  Moines, 
Iowa. 

Oy-ac,  Inc.,  395  Page  Mill  Rd.,  Palo  Alto,  Calif 
LPR  Special  Products  Corp.,  675  Barbey  St..  Brooklyn, 

M.  Y, 

Eiictromc  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City,  N.  Y. 

Llect-onic  Research  Associates,  Inc.,  67  Factory  Place. 
Cedar  Giove,  N.  J. 

ELEC1R0NICS  INTERNATIONAL  CO.,  145  W  Magnolia 
Blvd.,  Ourbaiik,  Calil.  'OV.  PG.  462. 

Elm  laboratories,  lo  S.  Brj,iil.  ly,  0.:bbs  Ferry,  N.  Y 
MIro'i.cs,  Inc.,  Subuiban  Station  Bldg.,  Philadelphia, 
Pa. 

tngiiieeriiHi  Specialty  Co.,  3100  £1111.091  St  ,  Salt  Lake 
City,  Utah. 

l|'|(•al  Trliphone  A  RaJii  Co.,  IOC  Kingsland  Rd., 
Cl. lion,  N  J. 

GENERAL  RADIO  CO.,  275  Mas  •  husats  Ave.  Cam¬ 
bridge  >•>,  Mass.  '.OV.  Pu.  17;,,  179. 

Good  Electronic  Corp.,  P.  0.  U:*  93,  Newtjn  58,  Mass. 
Giiiii.ia.  Dv  of  Esse*  Wirt  Corp.,  3443  Addison  St., 
ci.icagu  18,  III. 

Gin*  C  3003  P-nnsy:v.snia  St.,  Santa  Monica,  Calif. 
HtWLETT-PACKARD  CO.,  275  Paji;  Mill  Rd  .  Palo  Alto, 
U'l'  AOV.  PG.  29-4  1 

IND.lSTPlAL  TEST  EQUIPMENT  CO.,  55  E  11th  St  . 

y-.k  3.  N.  Y.  AOV.  PG.  371. 
li.  '  .me  it  Laboratvles,  315  W.  Wilton  Place.  Chicago 
iO,  III. 

Hii«,  y.irctrical  Instniiuent  Co.,  10514  Dupont  A**., 
Cl.y d  8.  Ohm 

INTERNATIONAL  ELECTRONIC  RESEARCH  CORP..  145 
15  .  ..n.nna  Blvil  ,  il  nuik,  Calil  ADV.  PG  120. 

INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
itJidi  Ave.,  Lodi,  N.  J.  AOV.  PG.  408. 

J.  k  I  Electrical  Instrument  Co.,  16  S.  Patterson 
1  vd  ,  Oaytpn  2,  Olua. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pme  Brook.  N  d. 

A  )V  PC  315. 

KROHNHITE  CORP.,  530  J  ysachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  197. 

LAO  Research  A  Develo  ime  it  Corp.,  134  N.  Wayne 
Avr...  Wayn,,  Pa. 

LING  ELECTRONICS,  9937  JelTerson  Blvd.  Culver 
City,  Calif.  ADV.  PG.  fS7. 

M.  F  ELECTRONICS,  122  E.  25th  St  .  New  York  10. 

N  Y.  AOV.  PG  507 

M-asore'iient  Eigineerlng,  Ltd.,  Arnprior,  Ontario, 
Canada 

MEASUREMENTS  OIV.,  McGRAW-EDISON  CO.,  Boonton. 
N.  J.  AOV.  PG  564.  565 

Mobil  Electronics  Mfg.  Cl.,  till  State  Rd  ,  b7E, 
Anderson,  lud. 

Muirhead  A  Co.,  Inc.,  Beckenham,  Kent,  England. 

Nelson  Instrument  Co.,  607  Myiard  St.,  rvansioii.  111 
PieC'Sion  Apparatus  Co.,  Inc.,  70-31  8l*.h  St..  Glen¬ 
dale  27,  N.  Y. 

Pulse  Tectwiiqiies,  Inc.,  1411  Palisade  Aw  .  West  Engle¬ 
wood,  N.  J. 

Radi  V  Corp.,  2076  N.  Elston  Ave.,  Chicago  14,  111. 
RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
DIV.,  415  S.  Fifth  St.,  H.trrison,  N  J.  AOV  PG. 
440,  441.  Third  A  Fourth  Covers  A  Preceding  Insert. 
Rad  o'iutrr,  72  Emdrupvej,  Cipenhagen  NV-l,  Denmark. 
RoUai  Electric  Co.,  8233  S.  Prmceton  Ave..  Chicago  20, 
III. 

Scantlin  Electronics,  Inc.,  11624  W.  Pico  Bhrd .  Los 
Angeles  64,  Calif. 

Scla'tron,  IrK.,  Western  Div.,  10761  Burbank  Blvd  , 
North  Hollywood,  Calif 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO..  2831 
Post  Oak  Rd.,  P.  0.  Bi*  13058,  Houston  19,  Te*as. 
ADV.  PG.  347. 

Spectrum  Instruments.  Inc.,  44-05  30th  Ave.,  Long 
Island  City  3,  N.  Y. 

Sullivan  Ltd,  H.  W.,  80  Share  Rd.,  Port  Washington, 

M.  Y. 

Summit  Electronics,  Inc.,  7  Industrial  Place.  Summit. 

N.  J 

TaRct  Radio  A  Television  Co..  2705  Brooklyn-Queens 
r»prer'way,  W.,  Woods. d*  77,  N.  Y. 

TECHNICAL  MATERIEL  CORP.,  P.  0  Boa  142,  Mama- 
rooeck,  N.  Y  AOV,  PG.  145. 

Telecom,  Inc.,  1019  Admiral  Blvd.,  Kansas  City,  Mo. 
Tesla  Electric  Co.,  2871  N.  Lincoln  Ave  ,  Chicago  13, 
III. 

Times  Facsimile  Corp.,  5t0  W  53th  St..  New  York  19. 
N  Y. 

Trepac  Corp  of  America.  1  Engle  St.,  Englewood.  N.  J. 
VARO  MFC.  CO.,  INC.,  2201  Walnut  St.,  Garland,  Te*as. 
AOV.  PG.  454. 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
Engiantf. 

WALKIRT  CO.,  141  W  H.ncI  St.,  Inglewood  3,  Calil. 
AOV  PG  500. 

Waveforms,  Inc,,  333  Sialh  Ave.,  New  York  14,  N.  Y. 
Wa>n«  Kerr-E.  I.  L.,  P.  0  B''*  801,  Philadelphia  5,  Pa. 


WEINSCHEL  ENGINEERING  CO.,  INC.,  10503  Metro¬ 
politan  Ave.,  Kensington,  Md.  ADV.  PG.  61-64. 
WIleo*  Electric  Co.,  1400  Chestnut  St..  Kansas  City.  Mo. 


OSCIlLATORS-aaekworM  Mfqvo 

Alfred  Electronics,  897  Commercial  St.,  Palo  Alto,  Calit 


OSCILLATORS- Covify 

Adler  Electronics,  Inc.,  1  LeFevre  Lane.  New  Rochcli.,, 
N  Y 

Airborne  Instruments  Lab.,  Inc.,  160  Old  Country  Rd.. 
Mineola,  N.  Y. 

Aircan  Inc.,  354  Mam  St.,  Winthrop  52,  Mass. 

AMERAC  INC.,  Dunham  Rd.,  Beverly,  Mass  AOV  PG. 
76,  77. 

Avion  Division.  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

e.G.S.  Laboratories,  Inc.,  391  Ludlow  St.,  Stamford, 
Co  n. 

C.vitron  Electron  Oscillator  Co.,  Oiv.,  ol  Short  Wave 
Plan  e  Forming  Co.,  355  N.  Newport  Blvd.,  Newport 
Be,-*  Calil 

OiMORNAV-BONARDI,  780  S.  Arroyo  Parkway.  Pasa- 
d'l-a,  Calif  ADV.  PG.  98,  99. 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave..  Wjk-hrd,  Macs.  AOV  PG.  204-207. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St., 
Mt.  Vcrnu.i,  N.  Y  ADV.  PG.  327. 

Ge-  :ral  Cr>  imimic.'tion  Co.,  681  Beacon  St..  Boston 
15,  Ma«s 

J-V-M  MICROWAVE  CO,  4633  S.  Lawndale  Ave, 
Lycn«.  11  AOV.  PG.  174. 

Me'dilsnhii  iprtdqun  Co  ,  Inc.,  Fourth  Ave.,  Haskell,  N.  J. 

PITOMETER  LOG  CORP.,  217  Lafayette  St.,  New 
Yo-k  12  N  Y  ADV.  PG.  569. 

POLARAO  ELECTRONICS  CORP.,  43-20  34th  St.,  Lcog 
Island  City  1,  N.  Y.  AOV.  PG.  107,  308. 

Resde'  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

Spectraiab  Instruments.  608  Fig  Ave.,  Monrovia,  Calif. 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18. 
N  Y  ADV.  PG.  343,  344. 

Trepac  Cori'.  of  Ame-ica,  1  Eagle  St.,  Englewood,  N.  J. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.  186 
Gran.te  St.,  Manchester.  N  H  AV.  PG.  276,  277. 


OSCIllATORS-Crv*fef 

Airmec  lid,  Hioh  Wycombe  Buckinghamshire,  England. 
BLILEY  ELECTRIC  CO.,  Union  Station  Bldg.,  Erie,  Pa. 
ADV  I'G  4i4,  415 

BORC  EQUIPMENT  DIVISION,  THE  GEORGE  W.  BORG 
CORP,  '.70  S.  Main  St.,  Janesville,  Wi$.  ADV.  PG. 
7Cn.?17 

BIILOVA  WATCH  CD.,  INC..  ELECTRONICS  OIV.,  40-06 
62  'd  St  ,  VV-jadrid'  77,  N.  Y.  ADV  PS  550. 
Colorlnur  .t-s,  ics,  lie.  200  F  ,Tik  Rd.,  HicksvIHe, 

II  Y 

De;..dr  Im*.  ■  ne  .t  Co  Bo«  153,  Caldwell,  N.  J. 
OOUCLAS  MICROWAVE  CO.  2  E  Th  rd  St.,  Mt. 

Vtrno,,  N  Y.  ADV,  PG.  J27. 

Du-l.i.-  EU. t  ones.  Inc..  764  Ni.ith  St.,  Oes  Moines,  Iowa 
Eedi-.il  Teltihone  &  Radio  Co..  100  Kingsland  Rd.. 
Cli'lrn,  N.  J. 

Ge  ic^l  Elect  o  .ics  Corp.,  17  Madison  Ave.,  Montgomery 
4  Al.y 

general  radio  CO..  275  Massachusetts  Ave.,  Cam- 
10,  Mu.  AOV  PG  173,  179, 

Good  EIrnfronic  Corp.,  P  0.  Bo*  93,  Newton  58,  Mass. 
HiCkck  EGcirical  Instrument  Co..  10514  Dupont  Ave., 
Clrvel.i'id  8,  Ohio. 

H.|l  Eleclco-.lc  f  qineering  &  Mfg.  Co.,  Inc.,  New  Kings- 

•  n  r,, 

HYCON  EASTERN,  INC.,  75  Cambridge  Parkway.  Cam- 
b-dui  V.'*v  AOV  PG  291 
inter-u-ticnal  Crystal  MIg.  Co.,  18  N,  Lee  St..  Okla- 
ho-'i.n  C'tv,  Pkla. 

JowiI  E'r  .Ironies.  Inc.,  Bilfield  A  Wister.  Philadelphia 
.’a  P 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook.  N  J. 
ADV  PG  345. 

MANSON  LABORATORIES,  INC.,  P  0.  Bo*  594,  207 
Cm'.  :h  Ave.,  Stamford,  Conn.  AOV.  PG  302 
Miller  L..bs.,  August  E.,  9226  Hudson  Blvd.,  North 
Bergen,  N.  J. 

Mobil  Electronics  Mfg.  Co.,  1111  State  Rd..  67E,  Ander¬ 
son,  Ind. 

Norrman  l.’boratories,  Ernst,  Williams  Bay,  Wis, 
NORTHERN  RADIO  CO.,  INC.,  143-145  W.  22nd  St., 
New  York  11,  N  V.  AOV.  PG.  304-306. 
PITOMETER  LOG  CORP.,  237  Lafayette  St.,  New  York 
12,  N.  Y.  AOV.  PG.  569. 

Precision  Crystal  Laboratory,  2223  Warwick  Ave.,  Santa 

Monica  C.-il'f 

RADIO  FREQUENCY  LABS.,  INC.,  Boonton  2  N.  J. 

ADV.  PG.  399. 

Rttves-Hcffman  Corp.,  145  Cherry  St.,  C.irlisle,  Pa. 
Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave., 

Pasadena  1,  Calif. 

Scientific  Radio  Products,  Inc.,  215  S.  11th.  Om.ih- 
Neb. 

Spectraiab  Instruments,  608  Fig.  Ave.,  Monrovia,  Cali 
Sumn.it  Electronics,  Inc.,  7  Industrial  Place.  Sunim.. 
N.  J. 

Tel-Inslrument  Electronics  Corp.,  723  Garden  St., 

Carlstadl,  N.  J. 

Telonic  Industries,  Inc.,  75  N.  Second  Ave.,  Beech 

Grove,  Ind. 

VALPEV  CRYSTAL  CORP.,  1244  Highland  St..  Hollis- 

ton.  Mass.  AOV.  PG  208 
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OSCILLATORS 


.1958-1959  LISTINGS  of 


Venntr  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
England. 

WALKIRT  CO.,  141  W.  Hazel  St.,  Inglewood  3,  Calif. 
AOV.  PG.  500. 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City,  Mo. 
Winston  Electronics,  Inc.,  4312  Main  St.,  Philadelphia 
27,  Pa. 


OSCILLATORS,  GRIP  DIP— High  Fraquoncy  A  vhf 

APPLIED  RESEARCH,  INC.,  76  S.  Bayles  Ave.,  Port 
Washington,  N.  Y.  ADV.  PG.  566. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  AOV.  PG.  103. 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave, 
Morris  Plains,  N.  J.  ADV.  PG.  368. 

Cavitron  Electron  Oscillator  Co.  Div.  of  Short  Wave 
Plastic  Forming  Co.,  355  N.  Newport  Blvd.,  Newport 
Beach,  Calif. 

Colortone  Electronics,  Inc.,  200  Frank  Rd.,  Hicksville, 
N.  Y. 

HEATH  CO.  A  SUB.  OF  DAYSTROM,  INC.,  Benton  Har¬ 
bor  14.  Mich.  ADV.  PG.  513. 

MEASUREMENTS  DIV.  McGRAW-EDISON  CO.,  Boon- 
ton,  N.  J.  ADV.  PG.  564,  565. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

Press  Wireless  Laboratories,  Inc.,  25  Prospect  Place, 
West  Newton  65,  Mass. 

Radiometer,  72  Emdrupvej,  Copenhagen  NV-1,  Denmark. 

Taffet  Radio  &  Television  Co.,  2705  Brooklyn-Queens 
Expressway,  W.,  Woodside  77,  N.  Y. 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood, 
Calif. 


OSCILLATORS-Microwovo  Power 
So*  MICROWAVE  ACCESSORIES 


OSCILLATORS-Ovon  Cryafol  Control 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire  England. 

BORG  EQUIPMENT  DIV.,  TH^  GEORGE  W.  BORG  CORP., 
120  S.  Main  St.,  Janesville,  Wis.  AOV.  PG.  209-212. 

BULOVA  WATCH  CO.,  INC.,  ELECTRONICS  DIV.,  40-06 
62nd  St.,  Woodside  77,  N.  Y.  AOV.  PG.  550. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E.  26,  England. 

Columbus  Electronics  Corp.,  1010  Saw  Mill  River  Rd., 
Yonkers,  N.  Y. 

Hill  Electronic  Engineering  &  Mfg.  Co.,  Inc.,  New 
Kingstown,  Pa. 

HYCON  EASTERN,  INC.,  75  Cambridge  Parkway,  Cam¬ 
bridge,  Mass.  ADV.  PG.  291. 

MANSON  LABORATORIES,  INC.,  P.  0.  Box  594,  207 
Greenwich  Ave.,  Stamford,  Conn.  ADV.  PG.  302. 

Miller  Labs.,  August  E.,  9226  Hudson  Blvd.,  North 
Bergen,  N.  J. 

Norrman  Laboratories,  Ernst,  Williams  Bay,  Wis. 

PITOMETER  LOG  CORP.,  237  Lafayette  St.,  New  York 
12,  N.  Y.  ADV.  PG.  569. 

Precision  Crystal  Laboratory,  2223  Warwick  Ave.,  Santa 
Monica,  Calif. 

Reeves- Hoffman  Corp.,  145  Cherry  St.,  Carlisle,  Pa. 

Scientific  Radio  Products,  Inc.,  215  ^uth  11th,  Omaha, 
Neb. 

TECHNICAL  MATERIEL  CORP.,  P.  0.  Box  142,  Mamaro- 
neck,  N.  Y.  ADV.  PG.  145. 

Teletronics  Laboratory,  Inc.,  Kinkel  St.,  Westbury,  N.  Y. 

Tel-Instrument  Electronics  Corp.,  728  Garden  St., 
Carlstadt,  N.  J. 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J. 

WALKIRT  CO.,  141  W.  Hazel  St.,  Inglewood  3,  Calif 
ADV.  PG.  500. 

West  Coast  Electronics  Co.,  9261  W.  3rd  St.,  Beverly 
Hills,  Calif. 


OSCILLATORS-Pvfaod 

Aircom  Inc.,  354  Main  St.,  Winthrop  52,  Mass. 

AMERAC  INC.,  Dunham  Rd.,  Beverley,  Mass.  ADV. 

PG.  76,  77. 

ARENBERG  ULTRASONIC  LABORATORY,  INC.,  94  Green 
St.  Jamaica  Plain  30,  Mass.  AOV.  PG.  522. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

CLEGG  LABORATORIES  DIV.  OF  CLEGG,  INC.,  Hanover 
&  Ridgedale  Aves.,  Morristown,  N.  J.  ADV.  PG.  SOS. 

COMPUTER  CONTROL  CO.,  INC.,  92  Broad  St.,  Welles¬ 
ley  57,  Mass.  AOV.  PG.  481. 

CONTROL  ELECTRONICS  CO.,  INC.,  1925  New  York  Ave., 
Huntington  SUtion,  N.  Y.  AOV.  PG.  473,  550. 

Elcor,  Inc.,  P.  0.  Box  354,  McLean,  Va. 

Electromation  Co.,  1646  Eighteenth  St.,  Santa  Monica, 
Calif. 

Federal  Telephone  &  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

General  6>mmunication  Co.,  681  Beacon  St.,  Boston  15, 
Mass. 

General  Electronics  Corp.,  17  Madison  Ave.,  Mont¬ 
gomery  4  Ala. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
111.  AOV  PG.  174. 


KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.  J. 
AOV.  PG.  345. 

MEASUREMENTS  DIV.,  McGRAW-EDISON  CO.,  Boon- 
ion,  N.  J.  ADV.  PG.  564,  565. 

POLARAD  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N.  Y.  ADV.  PG.  307,  308. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave., 
Pasadena  1,  Calif. 

Spectralab  Instruments,  608  Fig  Ave.,  Monrovia,  Calif. 

SPIVEY,  INC.,  JAMES  S.,  4908  Hampden  Lane,  Wash¬ 
ington  14,  D.  C.  AOV.  PG.  531. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y.  ADV.  PG.  343,  344. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  AOV.  PG.  276,  277. 

WEINSCHEL  ENGINEERING  CO.,  INC.,  10503  Metro¬ 
politan  Ave.,  Kensington,  Md.  ADV.  PG.  61-64. 


OSCILLATORS-PmAbvffeq 

Alectra  Div.,  Consolidated  Electrodynamics  Corp.,  325  N. 
Altadena  Drive,  Pasadena,  Calif. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG.  401. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Oes  Moines, 
Iowa. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39  Mass.  AOV.  PG.  178,  179. 

KROHN-HITE  CORP.,  580  Massachusetts  Ave.,  Cambridge 
39,  Mass.  AOV.  PG.  197. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Teletronics  Laboratory,  Inc.,  Kinkel  St.,  Westbury,  N.  Y. 

Tel-Instrument  Electronics  Corp.,  728  Garden  St.,  Carl- 
sUdt,  N.  J. 

Waveforms,  Inc.,  333  Sixth  Ave.,  New  York  14,  N.  Y. 

WEINSCHEL  ENGINEERING  CO.,  INC.,  10503  Metropoli¬ 
tan  Ave.,  Kensington,  Md.  ADV.  PG.  61-64. 


OSCILLATORS— Radio  Froqoaacy 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 

Alectra  Div.,  Consoli^ted  Electrodynamics  Corp.,  325 
N.  Altadena  Drive,  Pasadena,  Calif. 

Alpha  Instrument  Co.,  43  Hempstead  St.,  New  London,' 
Conn. 

APPUED  RESEARCH,  INC.,  76  S.  Bayles  Ave.,  Port 
Washington,  N.  Y.  AOV.  PG.  566. 

BARKER  &  WILUAMSON,  Canal  &  Beaver  SU.,  Bris¬ 
tol,  Pa.  ADV.  PG.  103. 

BULOVA  WATCH  CO.,  INC.,  ELECTRONICS  DIV.,  40-06 
62nd  St.,  Woodside  77,  N.  Y.  ADV.  PG.  550. 

Cavitron  Electron  Oscillator  Co.,  Div.  of  Short  Wave 
Plastic  Forming  Co.,  355  N.  Newport  Blvd.,  Newport 
Beach,  Calif. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London  SE 
26,  England. 

CLEGG  LABORATORIES  DIV.  OF  CLEGG,  INC.,  Hanover 
&  Ridgedale  Aves.,  Morristown,  N.  J.  AOV.  PG.  505. 

Clough  Brengle  Co.,  6014  N.  Broadway,  Chicago,  III. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif. 

Decade  Instrument  Co.,  Box  153,  Caldwell,  N.  J. 

Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City,  N.  Y. 

Erdco  Engineering  Corp.,  Addison,  III. 

Federal  Telephone  &  Radio  Co.,  100  Kingsland  Rd.,  Clif¬ 
ton,  N.  J. 

Ferris  Instrument  Co.,  110  Cornelia  St.,  Boonton,  N.  J. 

Gates  Radio  Co.,  Quincy,  III. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Good  Electronic  Corp.,  P.  0.  Box  93,  Newton  58,  Mass. 

Guthman  Div.  of  Essex  Wire  Corp.,  3443  Addison  St., 
Chicago  18,  III. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  AOV.  PG.  29-44. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse- 
New  York  58,  N  Y.  ADV.  PG.  536. 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  AOV.  PG.  408. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

JowiI  Electronics,  Inc.,  Belfield  &  Wister,  Philadelphia 
44,  Pa. 

KAY  ELECTRIC  CO.,  Maple  Ave,  Pine  Brook,  N.  J. 
AOV.  PG.  345. 

LAMPKIN  LABORATORIES,  INC.,  Bradenton  1,  Fla. 
ADV  PG.  471. 

MANSON  LABORATORIES,  INC.,  P.  0.  Box  594,  207 
Greenwich  Ave.,  Stamford,  Conn.  ADV.  PG.  302. 

MEASUREMENTS  DIV.,  McGRAW-EDISON  CO.,  Boon- 
ton,  N.  J.  AOV.  PG.  564,  565. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 

NORTHERN  RADIO  CO.,  INC.,  143-145  W.  22nd  St., 
New  York  11,  N.  Y.  ADV.  PG.  304-306. 

Nuclear-Electronics  Corp.,  2925  N.  Broad  St.,  Phila- 
deplphia  32,  Pa. 

Precision  Apparatus  Co.,  Inc.,  70-31  84th  St.,  Glendale 
27,  N.  Y. 

Press  Wireless  Laboratories,  Inc.,  25  Prospect  PI.,  West 
Newton  65,  Mass. 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
DIV.,  415  S.  Fifth  St.,  Harrison,  N.  J.  ADV  PG. 
440,  441,  Third  &  Fourth  Covers  A  Preceding  Insert. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

Scientific  Radio  Products,  Inc.,  215  South  11th, 
Omaha,  Neb. 


Spectralab  Instruments,  608  Fig.  Ave.,  Monrovia,  Calif. 

Sullivan  Ltd.,  H.  W.,  80  Shore  Rd.,  Port  Washington, 
N.  V. 

TECHNICAL  MATERIEL  CORP.,  P.  0  Box  142,  Ma- 
maroneck,  N.  Y.  ADV.  PG.  145. 

TECHNITROL  ENGINEERING  CO.,  1952  E  Allegheny 
Ave.,  Philadelphia  34,  Pa.  ADV.  PG.  495. 

Tel-Instrument  Electronics  Corp.,  728  Garden  St., 
Carlstadt,  N.  J. 

Telonic  Industries,  Inc.,  75  N.  Second  Ave.,  Beech 
Grove,  Ind. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N  H.  AOV  PG  276,  277. 

WALKIRT  CO.,  141  W  Hazel  St.,  Inglewood  3,  Calif. 
AOV.  PG.  500. 

Wayne  Kerr-E.  I.  L.,  P  0.  Box  801,  Philadelphia  5, 
Pa 

WEINSCHEL  ENGINEERING  CO.,  INC.,  10503  Metro¬ 
politan  Ave.,  Kensington,  Md.  ADV.  PG.  61-64. 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City, 
Mo. 


OSCILLATORS— SwMpinq 

Alfred  Electronics,  897  Commercial  St.,  Palo  Alto, 
Calif. 

Bruel  A  KJaer,  Naerum,  Denmark. 

Canoga  Corp.,  5955  Sepulveda  Blvd ,  Van  Nuys,  Calif. 

Clough-Brengle  Co.,  6014  N.  Broadway,  Chicago,  III. 

Dynac,  Inc.,  395  Page  Mill  Rd.,  Palo  Alto,  Calif. 

Good  Electronic  Corp.,  P.  0.  Box  93,  Newton  58,  Matt. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Paio  Alto, 
Calif.  ADV.  PG.  29-44. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Dhio. 

INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  AOV.  PG.  408. 

Jackson  Electrical  Instrument  Co.,  16  S.  Patterson 
Blvd.,  Dayton  2,  Ohio. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N  J. 
ADV  PG  345 

LAO  Research  A  Development  Corp.,  134  N.  Wayne 
Ave.,  Wayne,  Pa 

LING  ELECTRONICS,  9937  W.  Jefferson  Blvd.,  Culver 
City,  Calif.  ADV  PG  487 

PANORAMIC  RADIO  PRODUCTS,  INC.,  520  S.  Fulton 
Ave  ,  Mt.  Vernon.  N  Y  ADV.  PG  463 

POLARAD  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N  Y.  ADV.  PG.  307,  308. 

Precision  Apparatus  Co.,  Inc.,  70-31  84th  St.,  Glen¬ 
dale  27,  N.  Y. 

Spectralab  Instruments,  608  Fig  Ave.,  Monrovia,  Calif. 

Tel-Instrument  Electronics  Corp.,  728  Garden  St.,  Carl- 
stadt,  N.  J. 

Telonic  Industries,  Inc.,  75  N.  Second  Ave.,  Beech  Grove, 
Ind. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  ADV.  PG  276,  277. 

VARI-L  CO.,  INC.,  P.  0.  Box  1433,  SUmford,  Conn. 
AOV.  PG.  457. 

Wave/Particle  Corp.,  Box  252,  Menlo  Park,  Calif. 


OSCILLATORS— Uftra-lowr  FfwqwaiKy 

ACOUSTICA  ASSOCIATES,  INC,  26  Windsor  Ave., 
Mineola,  N  Y.  AOV  PG  531 

BULOVA  WATCH  CO.,  INC.,  ELECTRONICS  DIV.,  40-06 
62nd  St.,  Woodside  77,  N  Y.  AOV.  PG  550. 

Oonner  Scientific  Co.,  888  Galindo  St.,  Concord,  Calif. 

Dubrow  Development  Co.,  2358  Penn  St.,  Burlington, 
N.  J 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  AOV  PG  178,  179 

Guthman  Div.  of  Essex  Wire  Corp.,  3443  Addison  St., 
Chicago  18,  III. 

Hill  Electronic  Engineering  &  Mfg.  Co.,  Inc.,  New  Kings¬ 
town,  Pa. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N  Y  ADV  PG  536 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  DIV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J  ADV  PG.  408. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N  J. 
ADV  PG  345 

KROHN-HITE  CORP.,  580  Massachusetts  Ave.,  Cambridge 
39,  Mass  ADV  PG  197 

MEA^URMENTS  DIV.,  McGRAW-EDISON  CO.,  Boon- 
ton,  N  J.  AOV.  PG.  564,  565 

Muirhead  &  Co.,  Ltd ,  Beckenham,  Kent,  England. 

^rvomex  Controls  Ltd.,  Crowborough,  Sussex,  England. 

Solartron,  Inc.,  Western  Oly.,  10761  Burbank  Blvd., 
North  Hollywood,  Calif 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas. 
ADV.  PG.  347. 

Spectrum  Instruments,  Inc.,  44-05  30th  Ave.,  Long 
Island  City  3,  N.  Y. 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas. 
ADV.  PG.  454.  „  „ 

Waveforms,  Inc.,  333  Sixth  Ave.,  New  York  14,  N  Y. 


OSCILLATORS-Uffraionlc 

ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave ,  Mine¬ 
ola,  N.  Y.  ADV.  PG.  531. 

ARENBERG  ULTRASONIC  LABORATORY,  INC.,  94 
Green  St.,  Jamaica  Plain  30,  Mass.  AOV.  PG.  522. 
Bludworth  Marine  Div.,  Kearfott  Co.,  IrK.,  92  Gold 
St.,  New  York  38,  N.  Y. 

Bruel  A  Klaer,  Naerum,  Denmark 
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ELECTRONIC  and  ALLIED 


eULOVA  WATCH  CO.,  INC.,  ELECTRONICS  DIV.,  40-0A 
bZrid  St.,  Wiioihide  77,  N.  Y  AOV.  PC.  SSO. 

Cuvitron  Electron  Oscillator  Co.,  Oi«.  of  Short  Wave 
Plastic  Forming  Co.,  3SS  N.  Neviport  Blvd.,  New¬ 
port  Beach,  Calif. 

D  &  R,  LTD.,  402  E.  Gutierrez  St.,  P.  0.  Ba«  1500, 
Sa  ta  Barbara,  Calil.  AOV.  PG.  55b. 

Gallons  Laboratories  Inc.,  50bb  Santa  Monica  Blvd., 
Los  Angeles  29,  Calif. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam* 
b'.a...  19,  Ma,s  AOV.  PG.  178,  179 

INTEhELECTRONICS  CORP.,  2412  Grand  Concourse, 
New  York  58,  N.  Y.  ADV.  PG.  51fa 

KAY  ELECTRIC  CO.,  Maple  Ave,  P.ne  Brook,  N.  J. 
AOV  PG.  345 

KROHN-HITE  CORP.,  500  Massachusetts  Ave..  Cam- 
bodge  39.  Mass.  AOV  PG  197 

McKeruia  Laboratories,  2503  Main  St  ,  Santa  Monica  b. 
Cal  if. 

Mack  Electronics,  A  Oiv  of  Mack  Trucks,  Inc.,  Plain- 
field.  N  J 

MEASUREMENTS  OIV.,  McCRAW-EOISON  CO.,  Boon- 
ton,  N  J.  AOV.  PG.  5b4,  565. 

Muirhead  A  Co.,  Ltd.,  Beckenham,  Kent,  England. 

R.idionics,  Inc.  7b  Cambridge  St  Barli-o;  ^n.  Mast. 

RAYTHEON  MFC  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54,  Mass.  AOV.  PG.  428,  429. 

Pive'b.snk  Laboratories,  Oept.  of  Engineering,  P.  0.  Boa 
b5,  Geneva,  III. 

Wavelorms,  Inc.,  333  Slkth  Ave  ,  New  York  14,  H.  Y. 


OSCItlATORS-VarroWo  Moefor 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

HoRnun  Electronics  Corp.,  Corstomer  Products  Dnt.,  b200 
S.  Avalon  Bhrd  .  Los  Angeles  3,  Calif. 

NORTHERN  RADIO  CO..  INC.,  143-145  W.  22nd  St., 
New  York  11,  N.  V  AOV.  PG  304-30b 
TECHNICAL  MATERIEL  CORP.,  THE,  P  0.  Coe  142, 
Mamaroneck,  N.  Y  ADV  PG.  145. 


OSCIllOORAPHS 
See  OSCILLOSCOPES 


OSCIllOORAPHS— Cotfiede  Ray  Camera 

Alleg.sny  Instrument  :u.,  Inc ,  1091  Wilis  L.ountain, 

Cumberland,  Md. 

Berndt-Bsch,  liK.,  6924  Romaine  St  ,  Hjilywood  38, 
Calif. 

Chicago  Aerial  Indirttries,  1980  N.  Hawthorne,  Melrose 
Park,  III 

Cineirji-Televition  Ltd.,  Worsley  Bridge  Rd  ,  London,  S.E. 
2b,  England 

Consolidated  Electrodynamics  Corp.,  300  N  Sierra 
Madrr  Villa,  Pasader.u,  Calif. 

Electronic  Tube  Corp.,  1200  E.  Mermaid  Ave..  Phila¬ 
delphia  18,  Pa. 

Fairrhild  Camera  A  Instrument  Corp.,  Industrial  Camera 
Oiv,  5  Aerial  Way,  Syosset,  N.  V. 

Gordoi  Fnterprises,  i'l<7  N  Cahuenga  Blvd ,  North 
Hollywood,  Calif. 

Ci.T.s  Instrument  Co  101  Old  Colony  Ave  Quincy,  Mass. 

INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  OIV.,  INSTRUMENTS,  250 
r..irib.ildi  Ave  .  Lodi,  N.  J  AOV.  PG.  408 

PROBESCOPE  CO.,  9  Segamori  Hill  Drive,  Port  Wash- 
I'lgton,  N  Y  AOV.  PG.  552. 


OSCILLOORAPHS-CaHiede  Ray  Racarefing. 
MufefcAanaaf 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

Allied  Products  DIv.,  Hamilton  Watch  Co.,  Lancaster,  Pa. 

Central  Research  Laboratories,  Inc.,  Red  W  ng,  Minn. 

Cinema-Television  Ltd,  Worsley  Brid<)r  Rd.,  London, 
S.E  2b,  England. 

LonsolidatH  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Flectro- Science  Industries,  Bo«  lOObb  l"tern.stional  Air¬ 
port,  Los  Angeles  45.  Calif. 

Electronic  Tube  Corp.,  1200  E  Mermaid  Ave  ,  Phila¬ 
delphia  18,  Pa. 

Gruerai  Fl'Ctri.:  Co.,  Aiparatiis  Sales  Div  1  River  Rd., 
Schenectady  5,  N.  Y 

Hamilton  Instniment  Oiv  Hamilton  Watch  Ca.,  5800 
F.  Jewell  Ave,,  Denver  22,  Colo. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter  la- 
tional  Airport  Station,  Los  Angeles  45,  Calif  ADV. 
PG.  105-110. 

New  Frgland  Scientifir  Instruments  Co ,  2.t8  Mam  St  , 
Cambridse  42,  Mass 

PROBESCOPE  CO.,  8  Sagamore  Hill  Drive,  Port  Washing¬ 
ton,  N.  V  AOV  PG  552. 


OSCIllOORAPHS-Oirocr  Wrifing 
ACTON  LABORATORIES,  INC.,  536  Main  St.,  Acton. 
Mass.  ADV  PG  156 

ALDEN  ELECTRONIC  A  IMPULSE  RECORDING  EQUIP¬ 
MENT  CO.,  Ook  125,  Westboro,  Must.  ADV.  PG.  452. 
Allied  Products  Div  ,  Hnmilton  Watch  Co  ,  Lancaster,  Pa. 
BRUSH  INSTRUMENTS  DIV  OF  CIEVITE  CORP.,  3405 
Perkins  Ave.,  Clevelmd  14,  Ohio  AOV.  PG  20,  21. 
Century  Electronics  A  Inslruments,  Inc.,  P.  0.  Bmi  6216, 
Pine  Station,  Tuls.i  10,  Okla. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London 
S.E.  2b,  England. 


PRODim 


Consolidated  Electrodynamics  Corp.,  300  N  Sierra  Madre 
Villa,  Pasadena  15,  Calif. 

Lessor  (Canada)  Ltd.,  301-303  Windsor  St.,  Halifav. 
N.  S.,  Canada. 

Edm  Co.,  Inc.,  207  Mam  St.,  Worcester,  Mass. 

Electro- Medical  Lab.,  Inc.,  South  Woodstock  8,  Vt. 

Eitctro-Technical  Labs.,  Div.  of  Mandrel  Inditstries,  Inc., 
5134  Glenmont  Drive,  Houston,  Texas. 

Epic,  Inc.,  154  Nassau  St.,  New  York  38,  N.  Y. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Grass  Instrument  Co.,  101  Old  Colony  Ave.,  Quincy,  Mass. 

Keiland  Oiv.  of  Minneapolis-Honcywell  Regulator  Co., 
5200  E.  Evans  Ave.,  Denver  22,  Colo. 

Hogan  Laboratories,  Inc.,  155  Perry  St.,  New  York  14, 
N.  Y. 

Mandrel  Industries,  Inc.,  Industrial  Instruments  Oiv., 
5134  Glenmont  Drive.  Houston,  Texas. 

MASSA  LABORATORIES,  INC.,  5  Fouler  Rd.,  Hingham, 
Mass  ADV.  PG  514 

MIDWESTERN  INSTRUMENTS,  41st  A  Sheridan  Rd., 
Tulsa,  Okla.  AOV.  PG.  9. 

Missouri  Research  Labs.,  Inc.,  2109  Locust  M.,  St. 
Louis  3,  Mo. 

Nr.  E>-glaiid  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mast. 

Odner  Electronics,  Inc.,  5320  N.  Kedzie  Ave,  Chicago  25, 
III. 

PtuHron  Instrument  Co.,  6516  Detroit  Ave  ,  Cleveland  2, 
Ohio. 

SANBORN  CO.,  175  Wyman  St.,  Waltham  54,  Mass. 
AOV.  PG  357 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Pejt  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas 
AOV  PG.  347. 


OSCIllOORAPHS-Mwffi-flomont 

Al'i-d  Products  Oiv  ,  Hamilton  V/atch  Co  ,  Lancaster,  Pa. 

BRUSH  INSTRUMENTS  DIV  OF  CLEVITE  CORP.,  3405 
Pr-k.ns  Ave.,  C'cvelaiul  14,  Ohio.  AOV.  PG,  20,  21. 

Ce  tury  Electronics  A  Instruments,  Inc.,  P.  0  Box  6716, 
Fine  Station,  Tulsa  10,  Okli. 

Co'.solidatrd  Electrodynamics  Corp.,  300  N  Sierra  Mad'e 
Villa,  Pasadena  15,  Calif. 

Fdm  Co.,  'nc.,  207  Main  St.,  Worcester.  Mass. 

Electro-Techiiical  Labs.,  Div.  of  Mandrel  Industries  Inc., 
5134  Glenmont  Drive,  Houston,  Texas 

General  Electric  Co.,  Apparatus  Salm  Oiv.,  1  River  Rd 
Schenect.sdy  5,  N,  V. 

Grass  Instrument  Co.,  101  Old  Colony  Ave.,  Quincy,  Mass. 

Heiiaiid  Div  of  Minneupolis-Honeywell  Regulator  Co.,  52P0 
E.  Fvans  Ave.,  Denver  22,  Colo. 

Hogan  Laboratories,  Inc.,  155  Perry  St  .  New  York  14, 
N.  Y 

Mandrel  Industries,  Inc.,  Industrial  Instruments  Div., 
5134  Glenmont  Drive,  Houston,  Texas 

MASSA  LABORATORIES,  INC.,  5  Fottler  Rd.,  Hingnim, 
Mass.  AOV  PG  514 

Mid-Century  InstrumatiC  Corp.,  61 1  Broadway,  New  York 
12  M  Y 

MIDWESTERN  INSTRUMENTS,  41st  A  Sher.dan  Rd , 
Tulsa.  Okla.  AOV.  PG.  g. 

ORner  Electronics,  Inc.,  5’20  N  Kedzie  Ave  Chicago 
25,  III 

Phot'on  Instrument  Co.,  65616  Detroit  Ave..  Cleveland  2, 
Oh.o 

REEVES  INSTRUMENT  CORP.,  227  E.  gist  St.,  New 
York  28,  N.  V.  AOV.  PG.  433. 

SANBORN  CO.,  175  Wyman  St.,  Waltham  54,  Mass. 
ADV  PG.  357 


05C I  llOORAPHS-  Rocordirsg 

Allegany  Instrument  Co.,  Inc ,  1091  Wills  Mountain, 
Cor  berland.  Md, 

Allied  Products  Oiv.,  Hamilton  Watch  Co  Lancaster,  Pa. 

BRUSH  INSTRUMENTS  DIV.  OF  CLEVITE  CORP.,  3405 
Perkins  Ave.,  Cleveland  14,  Ohio.  ADV  PG  20,  21 

Cinenva-Television  Ltd.,  Worsley  Bridge  Rd  ,  London,  S.E. 
26,  England. 

Clevite  Corp.,  Texas  Oiv,  3732  W-rtheim*r  Rd  ,  Houston 
6,  Texas. 

Consolidated  Electrodynamics  Carp.,  300  N  Sierra  Madre 
Villa.  Pasadena  15,  Calif. 

Electro-Technical  Labs.,  Oiv.  of  Mandrel  Industries,  Inc., 
5134  Glenmont  Drive,  Houston.  Texas. 

fur  ipc._  154  Nassau  St.,  New  York  38,  N.  Y. 

GENERAL  ELECTRIC  CO,  APPARATUS  SALES  OIV., 
1  River  Rd.,  Schenectady  5,  N  Y  ADV.  PG.  I,  2,  3,  6. 

Cordon  Enterprises,  5362  N.  Cahuenga  Blvd,  Nortn 
Hollywood,  Calif. 

Grass  Instrument  Co.,  101  Old  Colony  Ave  ,  Quincy, 

<  Mass. 

Hamilton  Instrument  Civ.,  Hamilton  Watch  Co.,  5800 
E.  Jewell  Ave  ,  Denver  22,  Colo. 

Heiland  Oiv  of  Minneapolis-Honeywell  Regulator  Co., 
5200  E.  Evans  Aye  .  Denver  22,  Colo 

Hogan  Laboratories,  Inc,  155  Perry  Si,  New  York  14, 
N  Y 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  OIV,  Interna¬ 
tional  Airport  SlJtian,  Lot  Angeles  45,  Calif  AOV. 
PG.  105-110 

Magnetic  Instruments  Co.,  546  Commerce  St  ,  Thornwood, 
N  Y. 

MarHlrfl  Ind  istries,  Inc.,  Indintrial  Instruments  Oiv., 
5134  Glenmont  Drive  Houston,  Tex.is 

MASSA  LABORATORIES,  INC.,  5  Fott’er  Rd  ,  Hingham, 
r.  ass  AOV  PG.  514 

Mid-C'' lurv  InstrumatiC  Corp.,  611  Broadway,  New  York 
12,  N  Y. 


OSCILLOSCOPES 


MIDWESTERN  INSTRUMENTS,  41st  &  Sh-ridan  Rd., 
Tulsa,  Okla  ADV  PG.  9. 

Missouri  Research  Labs.,  Inc.,  2109  Locust  St,  St. 
Louis  3,  Mo. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Canibridge  42,  Mass. 

Offner  Electrcnict,  Inc.,  5320  N.  Kedzie  Ave.,  Chican 
25,  III. 

Photron  Ir.strument  Co.,  6516  Detrcit  Ave.,  Cleveland  2. 
Ohio 

REEVES  INSTRUMENT  CORP.,  227  E.  91tt  St.,  New 
York  28,  \  Y.  AOV.  PG.  433. 

SANBORN  CO.,  175  Wyman  St.,  Waltham  54,  Mass. 
AOV.  PG  317. 

Seisn.ograpn  Service  Corp.,  P.  0.  Box  1590,  Tulsa,  Okla. 
SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas. 
AOV.  PG.  347 

TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave.,  Dallas  9,  Texas.  AOV.  PG.  396. 


OSCILlOORAPHS-TrantMiM  Sevdy 
Sea  OSCIllOSCOPES-Catfcgdg  Rgy 


OSCIllOSCOPES 

So#  OSCILLOGRAPHS 


OSCILlOSCOPIS-Caebgde  Ray 

AdvaiKed  Electronics  Mfg.  Corp.,  2025  Pontius  Ave.,  Los 
Angeles  25,  Calif. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberla.'d,  Vd. 

American  Electronic  Labs.,  Inc.,  121  N  7th  St.,  Phila¬ 
delphia  6,  Pa. 

Cinema-Teiev.s  on  Ltd.,  Worsley  Bridge  Rd.,  London,  S.  E. 
26,  England. 

Cossor  (Canada)  Ltd.,  301-303  Windsor  St.,  Halifax, 
N.  S.,  Canada. 

Dubrow  Development  Co.,  235B  Penn  St.,  Burlington, 

M.  J. 

DuMont  Laboratories,  Inc.,  Allen  8.,  750  Bloomfield  Aw., 
Clifton,  N.  J. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Oes  Moines. 
Iowa. 

EPR  Special  Products  Corp.,  675  Barbey  St.,  Brooklyn, 

N.  V. 

Edgerton,  Germeshausen  A  Grier,  Inc.,  160  Brookline 
Ave.,  Boston,  Mass. 

Edin  Co.,  Inc.,  207  Main  St.,  Worcester,  Mass. 

Electronic  Industries  Sub.  of  General  Electronic  Develop¬ 
ment,  State  Pd.,  Patterson,  N.  V 

Electronic  InstruT*’ent  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City,  N.  Y. 

Electronic  Measurements  Corp.,  625  Broaitway,  New  York 
12,  N.  V. 

Electronic  Tube  Corp.,  1200  E.  Mermaid  Ave.,  Phila¬ 
delphia  18,  Pa. 

El-Tror.  ics,  Inc.,  Suburban  Station  Bldg.,  Philadelphia,  Pa. 

HEATH  CO.,  A  SUB.  OF  OAYSTROM.  INC  ,  Benton 
Harbor  14  Mich.  AOV.  PG.  513. 

HEWETT-PACKARO  CO.,  275  Oage  Mil'  Rd.,  Palo  Alto, 
Calif  ADV.  PG.  29-44. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  OIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif.  AOV. 
PG.  105-110. 

Hycon  Electronics,  Inc.,  370  S.  Fair  Oaks,  Pasaden-s, 
Calif. 

Industrial  Te'evision,  Inc.,  369  Lexington  Ave.,  Clifton, 
N.  J 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  OIV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  ADV.  PG.  408. 

Jackson  Electr:cal  Instrument  Co.,  16  S.  Patterson  Blvd., 
Dayton  2,  Ohio. 

JowiI  Electronics,  Inc.,  Belfield  &  Wister,  Philadelphia 

44,  Pa. 

Kingston  Electronic  '“orp  ,  Medfleld,  Mass. 

LABORATORY  FOR  ELECTRONICS,  INC.,  75  Pitts  St., 
Boston  14  Mass.  ADV.  PG.  508. 

LAVOIE  LABORATORIES,  INC.,  Morganville,  N.  J.  AOV 
PG.  413. 

Millen  Mfg  Co.,  James,  150  Exchange  St  ,  Malden, 
Mass. 

Missouri  Research  Labs.,  Inc ,  2109  Locust  St  ,  St 
Louis  3,  Mo. 

Milliard  Equipment  Ltd.,  Mullard  House,  Torrington 
Place,  London,  W.  C.  1,  England. 

Precision  Apparatus  Co.,  Inc.,  70-31  84th  St.,  Glendale 
27  N  V 

PROBESCOPE  CO.,  8  Sagamore  Hill  Drive,  Port  Wash¬ 
ington,  N.  V.  ADV.  PG.  552, 

Radio  Citv  Products  Co.,  Inc,,  Centre  A  Glendale  Sts., 
E.asto",  Pa 

RADIO  CORP  OF  AMERICA.  ENGINEERING  PRODUCTS 
DIV.,  Camde.,  N.  J.  ADV.  PG.  440,  441  Third  A 
Foi'i-th  Covers  &  Preceding  Insert 

RADIO  CORP  OF  AMERICA.  RCA  ELECTRON  TUBE  DIV  , 
415  S.  F  fth  St  ,  Harrison,  N.  J.  AOV,  PG.  440,  441, 
Thirti  &  Fourth  Cove-s  &  Preceding  Insert. 

Radm-eter,  72  Emdrupve],  Copenhagen,  NV-1,  Oenma-k 

Railway  Communications,  Inc.,  9351  E  59th  St.,  Ray¬ 
town,  Mo. 

Republic  E  ectrpnlc  Industries  Corp.,  31  W.  27th  St., 
New  York  1  N  Y. 
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OSCILLOSCOPES 


RIBET  &  DESJARDINS,  13-17  Rue  Perier,  Montrouge 
(Seine)  France,  ADV.  PG.  21S-218. 

Simpson  Electric  Co.  Div.  of  American  Gage  &  Machine 
Co.,  S218  W.  Kinzie  St.,  Chicago  44,  III. 

Solartron,  Inc.,  Western  Div.,  10761  Burbank  Blvd., 
North  Hollywood,  Calif. 

Specialty  Engineering  &  Electronics  Co.,  79  Clifton 

Place,  Brooklyn  38,  N.  Y. 

SPIVEY,  INC.,  JAMES  S.,  4908  Hampden  Lane,  Wash¬ 
ington  14,  D.  C.  ADV.  PG.  531. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  SPECIAL  TUBE 
OPERATIONS  HEADQUARTERS,  1891  E.  Third  St., 
Williamsport,  Pa.  ADV.  PG.  629-631. 

Tektronix,  Inc.,  P.  0.  Box  831,  Portland  7,  Ore. 

Telequip  Radio  Co.,  2559  W  21st  St.,  Chicago  8, 

III. 

Trad  Electronics  Corp.,  1001  First  Ave.,  Asbury  Park, 
N,  J. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Bluffton, 
Ohio. 

WATERMAN  PRODUCTS  CO.,  INC..  244-63  Emerald 

St.,  Philadelphia  25,  Pa.  ADV.  PG.  263. 

WATERS  MANUFACTURING  INC.,  Boston  Post  Rd., 
Wayland,  Mass.  ADV.  PG.  473. 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 


OSCILLOSCOPES,  Cathodt  Roy— Multiple  Channel 

Advanced  Electronics  Mfg.  Corp.,  2025  Pontius  Ave., 
Los  Angeles  25,  Calif. 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

American  EleMronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

Cinema-Television  Ltd.,  Worsley  Bridge  Rd.,  London,  S.E. 
26,  England. 

DuMont  Laboratories,  Inc.,  Allen  8.,  750  Bloomfield 
Ave.,  Clifton,  N.  J. 

EPR  Special  Products  Corp.,  675  Barbey  St.,  Brooklyn, 
N.  Y. 

Electro-Science  Industries,  Box  10066  International  Air¬ 
port,  Los  Angeles  45,  Calif. 

Electronic  Tube  Corp.,  1200  E.  Mer.maid  Ave.,  Phila¬ 
delphia  18,  Pa. 

Essential  Electronics  Corp.,  1011  Power  Ave.,  Cleveland 
14,  Ohio. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton  Har¬ 
bor  14,  Mich.  ADV.  PG.  513. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  ADV.  PG.  29-44. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Interna¬ 
tional  Airport  Station,  Los  Angeles  45,  Calif.  ADV. 
PG  105-110. 

LABORATORY  FOR  ELECTRONICS,  INC.,  75  Pitts  St., 
Boston  14,  Mass.  ADV.  PG.  508. 

Levinthal  EMronic  Products,  Inc.,  3180  Hanover  St., 
Stanford  Industrial  Park,  Palo  Alto,  Calif. 

Mullard  Equipment  Ltd.,  Mullard  House,  Torrington 

Place,  London,  W.  C.  1,  England. 

PROBESCOPE  CO.,  8  Sagamore  Hill  Drive,  Port  Wash¬ 
ington,  N.  Y.  ADV.  PG.  552. 

Railway  Communications,  Inc.,  9351  E.  59th  St.,  Ray¬ 
town,  Mo. 

RIBET  &  DESJARDINS,  13-17  Rue  Perier,  Montrouge 
(Seine),  France.  ADV.  PG.  215-218. 

Simpson  Electric  Co.  Div.  of  American  Gage  &  Machine 
Co.,  5218  W.  Kinzie  St.,  Chicago  44,  III. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas. 
ADV.  PG.  347. 

Tektronix  Inc.,  P.  0.  Box  831,  Portland  7,  Ore. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station.  N.  Y.  ADV. 
PG.  394C. 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 


OSCIllOSCOflS  Pareahla 

Advanced  Electronics  Mfg.  Corp.,  2025  Pontius  Ave., 
Los  Angeles  25,  Calif. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

Cossor  (Canada),  Ltd.,  301-303  Windsor  St.,  Halifax, 
N.  S.,  Canada. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield 
Ave.,  Clifton,  N.  J. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

EPR  Special  Products  Corp.,  675  Barbey  St.,  Brooklyn, 
N.  Y. 

Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City,  N.  Y. 

Electronic  Tube  Corp.,  1200  E.  Mermaid  Ave.,  Phila¬ 
delphia  18,  Pa. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Interna¬ 
tional  Airport  Station,  Los  Angeles  45,  Calif.  ADV. 
PG.  105-110. 

Hycon  Electronics,  Inc.,  370  S.  Fair  Oaks,  Pasadena, 
Calif. 

Industrial  Television,  Inc.,  369  Lexington  Ave.,  Clifton, 
N.  J. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

JowiI  Electronics,  Inc.,  Belfield  &  Wister,  Philadelphia 
44,  Pa. 


Kingston  Electronic  Corp.,  Medfield,  Mass. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden,  Mass. 

PROBESCOPE  CO.,  8  Sagamore  Hill  Drive,  Port  Wash¬ 
ington,  N.  Y.  ADV.  PG.  552. 

P>e  Telecommunications  Ltd.,  Newmarket  Rd.,  Cambridge, 
England. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  St 
Fourth  Covers  &  Preceding  Insert. 

RIBET  St  DESJARDINS,  13-17  Rue  Perier,  Montrouge 
(Seine),  France.  ADV.  PG.  215-218. 

Simpson  Electric  Co.  Div.  of  American  Gage  &  Machine 
Co.,  5218  W.  Kinzie  St.,  Chicago  44,  III. 

Solartron,  Inc.,  Western  Div.,  10761  Burbank  Blvd., 
North  Hollywood,  Calif. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Tektronix,  Inc.,  P.  0.  Box  831,  Portland  7,  Oregon. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Bluff- 
ton,  Ohio. 

WATERMAN  PRODUCTS  LO.,  INC.,  2445-63  Emerald 
St.,  Philadelphia  25,  Pa.  ADV.  PG.  263. 


OSCIUOCRAPHS-Porlaisfe  Proiactten 

Technicraft  Co.,  1156  Commonwealth  Ave.,  Boston  34, 
Mass. 


OVENS-Cryeto) 

Aeronautical  &  Instrument  Div.  of  Robertsliaw-Fulton 
Controls  Co.,  Santa  Ana  Freeway  at  Euclid  Ave., 
Anaheim,  Calif. 

BLILEY  ELECTRIC  CO.,  Union  Station  Bldg.,  Erie,  Pa. 
ADV.  PG.  414,  415. 

BULOVA  WATCH  CO.,  INC.,  ELECTRONICS  DIV.,  40-06 
62nd  St.,  Woodside  77,  N.  Y,  AOV.  PG.  550. 

CLARK  CRYSTAL  CO.,  Farm  Rd.,  Marlboro,  Mass.  AOV 
PG.  278. 

Cox  &  Co.,  Inc.,  115  E.  23rd  St.,  New  York  10,  N.  Y. 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry,  N.  Y. 

Erwood,  Inc.,  1770  Berteau  Ave.,  Chicago  13,  III. 

Hill  Electronic  Engineering  &  Mfg.  Co.,  Inc.,  New  Kings¬ 
town,  Pa. 

HUNT  CORP.,  453  Lincoln  St.,  Carlisle,  Pa.  AOV  PG. 
441. 

Hupp  Electronics  Co.,  265  E.  Pomfret  St.,  Carlisle,  Pa. 

HYCON  EASTERN  INC.,  75  Cambridge  Parkway,  Cam¬ 
bridge,  Mass.  ADV.  PG.  291. 

KEYSTONE  ELECTRONICS  CO.,  65  Seventh  Ave.,  New¬ 
ark,  N.  J.  AOV.  PG.  576. 

Kinney  Mfg.  Div.  of  The  New  York  Air  Brake  Co.,  3529 
Washington  St.,  Boston  Mass. 

KNIGHTS  CO.,  JAMES,  THE,  Sandwich  III.  ADV.  PG 
556. 

L  &  0  Research  &  Development  Corp.  134  N.  Wayne 
Ave.,  Wayne,  Pa. 

LAVOIE  LABORATORIES,  INC.,  Morganville,  N  J. 
AOV.  PG.  413. 

McCOY  ELECTRONICS  CO.,  Mount  Holly  Springs,  Pa. 
AOV.  PG.  466. 

MANSON  LABORATORIES,  INC.,  P.  0.  Box  594,  207 
Greenwich  Ave.,  Stamford,  Conn.  ADV.  PG.  302. 

MIDLAND  MFG.  CO.,  INC.,  3155  Fiberglas  Rd.,  Kansas 
City  16,  Kansas.  ADV.  PG  383. 

Miller  Labs.,  August  E.,  9226  Hudson  Blvd.,  North 
Bergen,  N.  J. 

MONITOR  PRODUCTS  CO.,  815  Fremont  Ave.,  South 
Pasadena,  Calif.  AOV.  PG.  4. 

NORTHERN  ENGINEERING  LABS.,  INC.,  372  Wilmot 
Ave.,  Burlington,  Wis.  ADV.  PG.  579. 

Precisian  Crystal  Laboratory,  2223  Warwick  Ave.,  Santa 
Monica,  (iaiif. 

Premier  Research  Laboratories  Inc.,  83  Seventh  Ave., 
New  York  11,  N.  Y. 

Reeves-Hoffman  Corp.,  145  Cherry  St.,  Carlisle,  Pa. 

Scientific  Radio  Products,  Inc.,  215  S.  11th,  Omaha,  Neb. 

Trans-Sil  Corp.,  55  Honeck  St.,  Englewood,  N  J. 

United  States  Dynamics  Corp.,  1250  Columbus  Ave., 
Boston  20,  Mass 

VALPEY  CRYSTAL  CORP.,  1244  Highland  St.,  Holliston, 
Mass.  ADV.  PG.  208. 

Williamson  Development  Co.,  Inc.,  317  Main  St.,  West 
Concord,  Mass. 

Wright  Electronics,  2537  Grand,  Kansas  City,  Mo. 


OVENS-ffoctrfc 

Acme  Electric  Heating  Co.,  1217  Washington  St.,  Boston, 
Mass 

BTU  Engineering  Corp.,  440  Somerville  Ave.,  Somer¬ 
ville,  Mass. 

Blue  M  Electric  Co.,  138th  &  Chatham  St.,  Blue  Island, 
III. 

Cox  St  Co.,  Inc.,  115  E.  23rd  St.,  New  York  10,  N.  V. 

Despatch  Oven  (^.,  Minneapolis,  Minn. 

Forter-Teichman  Co.,  Clark  Bldg.,  Pittsburgh  22,  Pa. 

Fostoria  Pressed  Steel  Corp.,  Fostoria,  Ohio. 

Gordon  Co.,  Claud  S.,  3000  S.  Wallace  St.,  Chicago  16, 
III. 

Grieve-Hendry  Co.,  Inc.,  1401-17  W.  Carroll  Ave.,  Chi¬ 
cago  7,  III. 

Hudson  Bay  Co.,  Div.  of  Labline,  Inc.,  3070  W.  Grand 
Ave.,  Chicago  22,  III. 

Hupfiert  Co.,  K.,  H.,  6824  S.  Cottage  Grove  Ave.,  Chicago 
37.  Ill 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 
Bergen,  N.  J.  AOV.  PG.  10,  11. 

Litton  Engineering  Laboratories,  P.  0.  Box  949,  Grass 
Va'les  Calif. 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave.,  New 
York  55,  N.  Y.  ADV.  PG.  286. 


1958-1959  LISTINGS  of 


Miskella  Infra-Red  Co.,  The,  73rd  &  Grand  Ave.,  Cleve¬ 
land  4,  Ohio. 

Murphy  &  Miller,  Inc.,  612  W.  Taylor  St.,  Chicago  7, 
III. 

New  England  Oven  St  Furnace  Co.,  386  Boston  Pott  Rd., 
Orange,  Conn. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 

Steiner-Ives  Co.,  Springfield  Rd.,  Union,  N.  J. 

Tel-Labs,  Inc.,  1050  Second  St.,  Manchester,  N.  H 
Temperature  Engineering  Corp.,  1000  Union  Landing  Rd., 
Riverton,  N.  J. 

United  States  Dynamics  Corp.,  1250  Columbus  Ave., 
Boston  20,  Mass. 

Young  Brothers  Co.,  1829  Columbus  Rd.,  Cleveland, 

Ohio. 


OVENS— Infra-Red  Drying 

Artisan  Metal  Works  Co.,  11410  Madison  Ave.,  Cleve¬ 
land  2,  Ohio. 

Fostoria  Pressed  Steel  Corp.,  Fostoria,  Ohio. 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 
Bergen,  N.  J  AOV.  PG.  10,  11. 

Miskella  Infra-Red  Co.,  The,  71rd  St  Grand  Ave., 
Cleveland  4,  Ohio. 

New  England  Oven  St  Furnace  Co.,  386  Boston  Pott 
Rd  ,  Orange.  Conn. 

Temperature  Engineering  Corp.,  1000  Union  Landing  Rd., 
Riverton,  N  J 

Thermal  American  Fused  Quartz  Co.,  Inc.,  18-20  Salem 
St.,  Dover,  N,  J. 

Velotron,  Inc.,  1186  Broadway,  New  York  1,  N  Y, 


PACKAOINO— Elertronic  Eqwipmons,  Sarvico  Only 

Bolling  Industries,  Inc.,  1117  N.  Main  Ave.,  Scranton  2, 
Pa 

Cleveland  Metal  Specialties  Co.,  1783  E.  21st  St., 
Cleveland  14,  Ohio. 

ConRay  Corp.,  29  W.  Apple  St.,  Oayton  2,  Ohio. 

Decatur  Electronics  Industries  Corp.,  203  Ornico  Drive, 
Brightwater,  N  Y. 

Oorsett  Laboratories,  Inc.,  401  E.  Boyd  St.,  Bov  862, 
Norman,  Okla. 

Doty  Acoustical  Electronic  Labs,  Tobyhanna,  Pa. 

DUNN  ENGINEERING  ASSOCIATES,  INC.,  225  0  Brien 
Highway,  Cambridge  41,  Mass  AOV  PG.  571. 

Dwyer  Engineering  Co.,  Inc.,  P.  0.  Box  452,  Nashua, 
N.  H 

EPR  Special  Products  Corp.,  675  Barbey  St.,  Brooklyn, 
N  Y. 

Electronics  Research  Labs.,  85  Surrey  St.,  Brighton  35, 
Mats. 

Ess  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergen- 
held  N.  J 

GENERAL  CEMENT  MFG.  CO.,  DIV.  OF  TEXTRON,  INC., 
ELECTRONIC  0IV„  400  S  Wyman  St.,  Rockford.  Ill 
AOV  PG  80 

GENERAL  HERMETIC  SEALING  CORP.,  99  E.  Hawthorne 
Vail-,  Stream,  N  Y.  AOV.  PG.  546. 

GENERAL  RF  FITTINGS,  INC.,  702  Beacon  St.,  Boston 
15,  Mass  AOV  PG.  517. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
AOV.  PG.  125. 

Long  Packaging  Co.,  W  D.,  157  Santa  Clara  St., 
Arcadia,  Calif. 

Nopco  Chemical  Co.,  Plastics  Div.,  Harrison,  N.  J. 

Northeast  Electronics  Corp.,  P.  0  Box  425,  Municipal 
Airport,  Concord,  N  H. 

Rea  Co.,  Inc.,  J.  B.,  1723  Cloverheld  Blvd.,  Santa 
Monica,  Calif. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa- 
den.s  1,  Calif. 

Sheltered  Workshop,  2521  Fifth  St.,  Santa  Monica, 
Calif. 

Telex,  Inc.,  Telex  Park,  St.  Paul  1,  Minn 

Tensor  Electric  Development  Co.  Centroid  Div.,  1873 
Eastern  Parkway.  Brooklyn  33,  N.  Y. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13, 
III. 

Topper  Mfg.  Co.,  lx.,  147-12  Liberty  Ave.,  Jamaica  35, 
N  Y. 

United  Mineral  &  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Vector  Electronic  Co.,  1100  Flower  St.,  Glendale  1, 
Calif. 


PACKAOINO  MATERIALS 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York 
38,  N  Y  • 

AMCO  ENGINEERING  CO.,  7335  Ainslle  St.,  Chicago 
31,  III  AOV.  PG.  566 

American  Rondo  Corp.,  100  C  Sanford  St.,  Hamden  14, 
Conn. 

Armour  &  Co.,  Coated  Abrasives  Div.;  Cushioning  Prod¬ 
ucts  Div.,  Alliance,  Ohio. 

Bestcraft  Products  Co.,  Inc.,  626  Broadway,  New  York, 
N  Y. 

Blockson  &  Co.,  Michigan  City,  Ind. 

Calresin  Corp.,  4543  Brazil  St.,  Los  Angles  39,  Calif. 

Celanese  Corp.  of  America,  Plastics  Div.,  744  Broad 
St.,  Newark  2,  N.  J. 

Continental  Can  Co.,  100  E.  42nd  St.,  New  York  17, 
N.  Y. 

Corrugated  Paper  Products,  Ix.,  2233  Utica  Ave.,  Brook¬ 
lyn  34,  N.  Y. 

CRAIG  SYSTEMS,  INC.,  360  Merrimack  St.,  Law-ence, 
Mass.  AOV.  PG.  499. 
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ELECTRONIC  and  ALLIED 


Oaubcrt  Chcmiut  Co.,  333  N.  Michigan  Ave.,  Chicago  1, 
til. 

du  Pont  &t  Nemours  &  Co.,  Inc.,  E.  I.,  Wilmington  98, 
0*1. 

Emerson  &  Cuming,  Inc.,  869  Washington  St.,  Canton, 
Mass. 

EPOXY  PRODUCTS,  INC.,  137  Coit  St.,  Irvington,  N.  J. 
ADV.  PG  279 

Fidelity  Chemical  Products  Corp.,  072  Frelinghuysen  Ave., 
Newark,  N.  J. 

Fluorulon  Laboratories,  Bov  30S,  Caldwell,  N.  J. 

Fot  Co.,  C.  J.,  The,  236  Aborn  St.,  Providence  1,  R.  t. 

Hinde  It  Dauch  Olv.  of  West  Virginia  Pulp  &  Paper  Co., 
Sandusky,  Ohio. 

Isocyanate  Products,  Inc.,  P.  0.  Bov  1681,  Wilmington, 
0*1. 

Jonesvill*  Paper  Tube  Corp.,  474  Beck  Rd.,  Jonesvllle, 
Mich. 

Koch  &  Sons,  H..  Cort*  Madera,  Calif. 

LERMER  RUSTICS,  INC.,  322  South  Ave,  Garwood, 
N  J  AOV.  PG  440. 

Uarvellum  Co.,  Holyoke,  Mass. 

Middlesev  Paper  Tube  Co.,  Inc.,  343  Chelmsford  St., 
Lowell,  Mats. 

Mosinee  Paper  Mills  Co.,  Mosinee,  Wit. 

MiKkIe  Mfg.  Co.,  Owatonna  33,  Minn. 

Nopco  Chemical  Co.,  Plastics  Oiv.,  Harrison,  N.  J. 

Olin  Mathieson  Chemical  Corp.,  460  Park  Ave.,  New 
York  22,  N.  V. 

Olympic  Plastics  Co.,  Inc.,  3471  S.  LaCienega  Bhrd., 
Los  Angeles  16,  Calif. 

Peter  Partition  Corp.,  124  Boerum  Place,  Brooklyn  1, 
N.  V. 

Peters-Oalton,  Inc.,  17900  Ryan  Rd.,  Detroit  12,  Mich. 

Protective  Coatings  Corp.,  396  River  Rd.,  Clifton,  N.  J. 

Shamban  A  Co.,  W.  S.,  11617  W.  Jefferson  Blvd.,  Culver 
City,  Calif. 

Tevloid  Products  Co.,  81  Rumford  Ave.,  Waltham,  Mass. 

United  Mineral  A  Chemical  Co.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

White  Aircraft  Corp.,  Palmer,  Mast. 


PAOINO  SYSTEMS 

ABC  Sound  Equipment  Co.,  149  W  47th  St  ,  New  York 
36,  N  Y. 

Alto  Fonic  Music  Systems,  Inc.,  933  Commercial  St., 
Palo  Alto,  Calif. 

Bendiv  Radio  Oiv.,  Bendiv  Aviation  Corp.,  Baltimore 
4,  Md. 

Bogen  Co.,  David,  P.  0.  Bov  300,  Paramut,  N  J 

CG  Electronics  Div.  of  Gulton  Industries,  Inc.,  303 
Dallas  St.,  N  E.,  Albuquerque,  N.  M. 

Dukane  Corp.,  St.  Charles,  III. 

Evecutone,  Inc.,  413  Levington  Ave.,  New  York  17, 
N  V. 

Midwestern  Instruments,  Inc.,  Magnecord  Div.,  P.  0  Bov 
7186,  41st  St.  A  Sheridan  Rd.,  Tulsa  3,  Okla 

Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III. 

Philco  Corp.,  Government  A  Industrial  Oiv.,  4700  Wis* 
sahickon  Ave.,  Philadelphia  44,  Pa 

Remler  Company,  2101  Bryant  St.,  San  Francisco  10, 
Calif 

Scantlin  Electronics,  Inc.,  11624  W  Pico  Blvd.,  Los 
Angeles  64,  Calif. 

Seeburg  Corp.,  The,  1500  N  Dayton  St.,  Chicago  22, 
III 

STANDARD  ELECTRIC  TIME  CO.,  97  Logan  St  ,  Spring- 
field.  Mass  ADV.  PG  318 

Stromberg-Carlson  Co.,  Oiv.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  V. 

Telectro  Industries  Corp.,  33-16  37th  St.,  Long  Island 
City  1  N  V 

UNIVERSITY  LOUDSPEAKERS,  INC.,  80  S.  Kenisco 
Ave.,  While  Plains,  N.  V  AOV.  PG.  264. 

■Vebster  Electric  Co.,  1900  Clark  St.,  Racine,  Wit 

Wheelock  Signals,  Inc,  273  Branchport  Ave,  Long 
Branch,  N  J. 


PAINTS— Conductive  (tor  Prinfod  CittoiH) 

Acheson  Colloids  Co.,  1930  Washington  Ave.,  Port  Huron, 
Mich. 

Anderson  Associates,  H.  V  ,  P.  0  Bov  264,  233  Broad 
St.,  Summit,  N  J. 

California  Bent  Glass  Corp.,  Torrance,  Calif 
Orakenfeld  A  Co.,  B.  F  ,  P.  0.  Bov  319,  Washington, 
Pa. 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I.,  Wilmington  98, 
Delaware. 

Goodrich  Industrial  Products  Co.,  B.  F  ,  500  S. 

Main  St.,  Akron  18,  Ohio 

Handy  A  Harman,  82  Fulton  St.,  New  York  38,  N.  Y. 
Micro-Circuits  Co.,  New  Buffalo,  Mich. 

Midland  Paint  A  Varnish  Co.,  9213  Reno  Ave.,  Cleve¬ 
land  3,  Ohio. 

Minnesota  Mining  A  Mfg.  Co,  Jersey  City  Chemical 
Div.,  73  Droyers  St.,  P.  0.  Bov  477,  Jersey  City  3, 
N  J 

Nai-Dar  Co.,  465  Milwaukee  Ave.,  Chicago  10,  III. 
SERFASS  CORP.,  324  W  Broad  St.,  Bethlehem,  Pa. 
AOV.  PG.  526. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0. 
Boa  83,  Gardena,  Calif. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica 
35,  N  V. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 


PRODUCTS 


PAINTt-Retrsfiv*  (tor  PrIiMad  Clnoht) 

Acheson  Colloids  Co.,  1950  Washington  Ave.,  Port  Huron, 
Mich. 

California  Bent  Glass  Corp.,  Torrance,  Calif. 

Cudner  A  O'Connor  Co.,  4033  W.  Kinzie  Ave.,  Chicago 
24,  III. 

Dry  Screen  Process,  Inc.,  1016  Madison  Ave.,  Pitts¬ 
burgh  12,  Pa. 

Goodrich  Industrial  Products  Co.,  B.  F.,  300  S.  Main 
St.,  Akron  18,  Ohio. 

Micro-Circuits  Co.,  New  Buffalo,  Mich. 

Midland  Industrial  Finishes  Corp.,  Dept  1-20,  Waukegan, 
III. 

Nai-Dar  Co  ,  463  Milwaukee  Ave.,  Chicago  10,  III. 
Schenectady  Varnish  Co.,  Inc.,  Schenectady,  N.  Y. 
SERFASS  CORP.,  324  W  Broad  St.,  Bethlehem,  Pa. 
ADV.  PG  526. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0. 
Bov  83,  Gardena,  Calif. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 

PANEL  LIGHTS 

$99  LIGHTS— Dial,  Pan9l  and  Pil9l 


PANELS— Inatr«m9nf 

AAP  Metal  Products  Mfg  Corp.,  Ill  Bloomingdale  Rd., 
Hicksville.  N.  Y 

ACKERMAN  ENGRAVERS,  INC.,  438  Broadway,  New 
York,  N  Y.  ADV.  PG.  368. 

Aero  Research  Instrument  Co.,  315  N.  Aberdeen  St., 
Chicago  7,  III. 

ALBANO  CO.,  INC.,  HONEYCOMB  STRUCTURES  DIV., 
555  W  54th  St.,  New  York  19,  N.  Y.  ADV.  PG.  168. 
Allied  Allegri  Inc.,  141  River  Rd.,  Nutley,  N.  J. 

Allied  Plastics  Supply  Corp.,  75  Ciff  St.,  New  York 
38,  N  Y. 

American  Aluminum  Co.,  230  Shefheld  St.,  C,  Mountain¬ 
side,  N  J 

AMCO  ENGINEERING  CO.,  7335  Ainslie  St.,  Chicago  31, 
III.  ADV  PG.  566 

Apahouser  Corp.,  1312  Boylston  St.,  Boston,  Mass. 

Artisan  Metal  Works  Co.,  11410  Madison  Ave.,  Cleve¬ 
land  2,  Ohio. 

Art-Lloyd  Metal  Products  Corp.,  2973  Cropsey  Ave., 
Brooklyn  14,  N.  V. 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd., 
Chesterland  6.  Ohio.  AOV.  PG.  340. 

Atlantic  Engravers,  Inc.,  52  Ocean  Ave.,  Amityville, 
N.  Y. 

BeriKO  Engineering  Corp.,  2320  S.  Tibbs  Ave.,  Indiana¬ 
polis,  Ind 

Boyle  Metalcraft  Corp.,  150  Sullivan  St.,  Brooklyn  31, 

N  Y 

BRIGGS  ASSOCIATES,  INC.,  10  Dekalb  St.,  Norristown, 
Pa.  AOV.  PG.  578 

Bristol  Co.,  The,  P.  0.  Boa  1790  EBG,  Waterbury  20, 
Conn. 

Bud  Radio,  Inc.,  2118  E.  53th  St.,  Cleveland  3,  Ohio. 
Cadre  Industries  Corp.,  Bov  130,  Endicott,  N.  Y. 
CANADIAN  RADIUM  S  URANIUM  CORP.,  630  Fifth 
Ave.,  New  York  20,  N.  Y.  AOV.  PG.  499. 

Cleveland  Metal  Specialties  Co.,  1783  E.  21st  St., 
Cleveland  14,  Ohio. 

Columbia  Metal  Bov  Co.,  260  E.  143rd  St.,  New  York, 
N.  Y. 

Comco  Plastics,  Inc.,  97-24  Albert  Rd  ,  Ozone  Park  17, 

N  Y. 

Conrad  A  Moser,  2  Borden  Ave.,  Long  Island  City  1, 
N.  Y 

Cortland  Industries,  Inc.,  4343  Cortland  St.,  Chicago 
39,  III. 

Croname,  Inc.,  1747  Grace  St.,  Chicago  13,  III. 

Detronic  Industries,  33840  Plymouth  Rd.,  Livonia,  Mich. 
Devco  Engineering  Inc.,  P.  0.  Bov  387,  Caldwell,  N.  J. 
Diamond-Union  Stamp  Works,  81  Washington  St.,  Boston 
8.  Mass. 

Dietz  Co.,  Henry  G.,  Inc.,  12-16  Astoria  Blvd.,  Long 
Island  City  2,  N.  Y. 

Dura  Plastics  of  New  York,  Inc  ,  303  Fifth  Ave.,  New 
York  16,  N.  Y. 

Electro-Snap  Switch  Mfg.  Co.,  4218  W.  Lake  St.,  Chi¬ 
cago  24,  III. 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry,  N  Y. 
Elzee  Metal  Products  Co.,  Inc.,  779  39th  St.,  Brook¬ 
lyn  32,  N.  Y. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronv  61, 
N.  Y. 

Etched  Products  Corp.,  39-01  Queens  Blvd.,  Long  Island 
City  4,  N.  Y. 

Etching  Co.  of  California  Q-Circuits  Div.,  1208  Howard 
St.,  San  Francisco  3,  Calif. 

Eugene  Engineering  Co.,  Inc.,  1217  Hyde  Park  Ave.,  Hyde 
Park  36,  Mass. 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.4,  Eng¬ 
land. 

Falstrom  Co.,  44  Falstrom  Court,  Passaic,  N.  J. 

Farwell  Metal  Fabricating,  75  W.  Fairfield  Ave.,  St. 
Paul  7,  Minn. 

Fisher  &  Crome,  107  N.  Camac  St.,  Philadelphia  7,  Pa. 
General  Aviation  A  Electronics  Mfg.  Co.,  Inc.,  179  Ber¬ 
ger  St.,  Wood-Ridge,  N.  J. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 
4,  Ala. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  >17,  Mo. 

Heldor  Mfg.  Corp.,  238  Lewis  St.,  Paterson,  N.  J. 
Henry  A  Miller  Industries,  Inc.,  673  Garfield  Ave.,  Jer¬ 
sey  City  5,  N.  J. 


PANELS 


Industrial  Engravers,  Inc.,  2212  McDonald  Ave.,  Brook¬ 
lyn  23,  N.  Y. 

Jodee  Plastics  Corp.,  3089  Fulton  St.,  Brooklyn  8, 
N.  Y. 

Kahn  A  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 

Kelvin  A  Hughes  Ltd.,  New  North  Rd.,  Barkingside, 
Essex,  England. 

Kerreo  Products,  Bo*  228,  Havelock  St.,  Lincoln,  Neb. 

Lear,  Inc.,  3171  S.  Bundy  Drive.  Santa  Monica,  Calif. 

Longren  Aircraft  Co.,  Inc.,  24751  Crenshaw  Blvd.,  Tor¬ 
rance,  Calif. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Master  Specialties  Co.,  936  E.  108th  St.,  Los  Angeles 
39,  Calif. 

Mid-West  Metal  Products  Inc.,  Fairfax  Industrial  Dis¬ 
trict,  Kansas  City  13,  Kan. 

Mutual  Electronic  Industries  Corp.,  South  Buckout  St., 
Irvington,  N.  Y. 

New  England  Etching  A  Plating  Co.,  25  Spring  St., 
Holyoke,  Mass. 

Panelgraphic  Corp.,  P.  0.  Bov  254,  Caldwell,  N.  J. 

Park  Nameplate  Co.,  Inc.,  34-10  Linden  Place,  Flush¬ 
ing  54,  N.  Y. 

Pfleger  Products,  3901  W.  54th  St.,  Los  Angeles,  Calif. 

Photo  Chemical  Products,  Inc.,  999A  Stewart  Ave., 
Garden  City,  N.  Y. 

Plastek,  Inc.,  Poteau,  Okla 

PREMIER  METAL  PRODUCTS  CO.,  337  Manida  St., 
Bronv  59,  N.  Y.  ADV.  PG.  538. 

Lynch  Mfg.  Co.,  R.  H.,  7831  E.  Arroyo  Drive,  South 
San  Gabriel,  Calif. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0.  Box 
85  Gardena,  Calif. 

STANDARD  ELECTRIC  TIME  CO.,  97  Logan  St.,  Spring- 
held,  Mass.  AOV.  PG.  518. 

Stamford  Metal  Specialty  Co.,  429  W.  Broadway,  New 
York  12,  N.  Y. 

Sun  Dial  Corp.,  E.  Passaic  Ave.,  Caldwell,  N.  J. 

Supreme  Process  Corp.,  44  Bond  St  ,  Westbury,  N.  Y. 

Teletronics  Laboratory,  Inc.,  Kmkel  St.,  Westbury,  N.  Y. 

Trimm  Mfg.  Co.,  W.  H  ,  1811  Johnston  St.,  Los  Angeles 
31,  Calif. 

U  M  A  F  Mfg.  Co.,  10929  Vanowen  St.,  North  Holly¬ 
wood,  Calif. 

Unisco,  Inc.,  1061  Linden  Ave.,  Ridgefield,  N.  J. 

U.  S.  RADIUM  CORP.,  Hanover  A  Horse  Hill  Rd.,  Mor¬ 
ristown,  N.  J.  ADV  PG.  446 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  OIV.,  186 
Granite  St.,  Manchester,  N.  H.  ADV.  PG.  276,  277. 

Walter  Co.,  Inc.,  S.,  1400  Atlantic  Ave.,  Brooklyn  16, 
N.  Y. 

Washington  Aluminum  Co.,  Inc.,  Penna.  RR  A  Knecht 
Ave.,  Baltimore  29,  Md. 

Watson  Mfg.  Co.,  Inc.,  4700  Taylor  St.,  Jamestown, 
N.  Y. 

White  Aircraft  Corp ,  Palmer,  Mass. 


PANELS-Jack 

AAP  Metal  Products  Mfg  Corp.,  Ill  Bloomingdale 
Rd.,  Hicksville,  N.  Y. 

Accurate  Electronics  Corp.,  Dept.  G,  169  Abbe  Rd.,  S., 
Elyria,  Ohio. 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 

Allied  Allegri,  Inc.,  141  River  Rd.,  Nutley,  N.  J. 

AMCO  ENGINEERING  CO.,  7335  Amsiie  St.,  Chicago  31, 
III.  ADV.  PG.  566. 

Apahouser  Corp.,  1312  Boylston  St.,  Boston,  Mass. 

Automatic  Electric  Sales  Corp.,  North  Lake,  III. 

Bernco  Engineering  Corp.,  2320  S.  T.bbs  Ave.,  Indian¬ 
apolis,  Ind. 

Bovie  Metalcraft  Corp.,  150  Sullivan  St.,  Brooklyn  31, 
N.  Y. 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden  Sta., 
Flushing  64,  N.  Y. 

Bud  Radio,  Inc.,  2118  E  55th  St.,  Cleveland  3,  Ohio. 

Carter  Parts  Co.,  3401  Madison  St.,  Skokie,  III. 

Cinema  Engineering  Div.,  Aerovox  Corp.,  1100  Chestnut 
St  Burbank,  Calif. 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  Second  Ave , 
Mt.  Vernon  N  Y.  AOV.  PG.  572. 

Columbus  Electronics  Corp.,  1010  Saw  Mill  River  Rd , 
Yonkers,  N.  Y 

Connecticut  Telephone  A  Electric  Corp,,  70  Britannia 
St.,  Meriden,  Conn. 

Dahlstrom  Metallic  Door  Co.,  Jamestown,  N.  Y. 

Elzee  Metal  Products  Co.,  Inc.,  779  39th  St.,  Brook¬ 
lyn  32,  N.  Y. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Empire  Electronics  Co.,  Inc.,  166  River  St.,  Paterson  1, 
N.  J. 

Falstrom  Co.,  44  Falstrom  Court,  Passaic,  N.  J. 

Farwell  Metal  Fabriutmg,  75  W.  Fairfield  Ave.,  St. 
Paul  7,  Minn. 

Fisher  A  Crome,  107  N.  Camac  St.,  Philadelphia  7,  Pa. 

FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U.  S. 
GASKET  CO.,  Camden  1,  N  J  ADV.  PG.  529. 

General  Aviation  A  Electronics  Mfg.  Co.,  Inc.,  179 
Berger  St.,  Wood-Ridge  N.  J. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 
4,  Ala. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Holland  Electronics,  Inc.,  772  E.  S3rd  St.,  Brooklyn, 
N.  V. 

Martin  Co.,  ItK.,  Rodman  H.,  Electronics  Div.,  300 
W.  Oak  St.,  Norristown,  Pa 

Mid-West  Metal  Products  Inc.,  Fairf.i*  Industrial  Dis¬ 
trict,  Kansas  City  13,  Kan 
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Mlllen  Mfg.  Co.,  James,  ISO  Exchange  St.,  Malden, 
Mass. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

Nems-Clarke  Co.,  A  Div.  of  Vitro  Corp.  of  America, 
Silver  Spring,  Md. 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon,  Ohio. 
AOV.  PG.  214. 

Pfleger  Products,  3401  W.  54th  St.,  Los  Angeles,  Calif. 

Radio  City  Products  Co.,  Inc.,  Centre  &  Glendale  Sts., 
Easton  Pa. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd., 
Oavisville,  Pa.  AOV.  PG.  472. 

Spaulding  Fibre  Co.,  Inc.,  310  Wheeler  St.,  Tonawanda, 
N.  V. 

STANDARD  ELECTRIC  TIME  CO.,  47  Logan  St.,  Spring- 
field,  Mass.  ADV.  PG.  518. 

Standard  Electronics  Div.  of  Radio  Engineering  Labs. 
Inc.,  24-01  Borden  Ave.,  Long  Island  City  1,  N.  V. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

SWrrCHCRAFT,  INC.,  5555  Elston  Ave.,  Chicago  30, 
III,  ADV.  PG.  557. 

TECHNICAL  MATERIEL  CORP.,  P.  0  Box  142,  Mamaro- 
neck,  N.  Y.  ADV.  PG.  145. 

Trimm,  Inc.,  400  W,  Lake  St.,  Libertyville,  III. 

U  M  &  F  Mfg.  Co.,  10424  Vanowen  St.,  North  Holly¬ 
wood,  Calif. 

Washin^on  Aluminum  Co.,  Inc.,  Penna.  RR  j,  Knecht 
Ave.,  Baltimore  24,  Md. 

Watson  Mfg.  Co.,  Inc.,  4700  Taylor  St.,  Jamestown, 
N.  Y. 


PANELS— Rocoivor  and  Trammlttni 

A  &  P  Metal  Products  Mfg.  Corp.,  Ill  Bloomingdale 
Rd.,  Hicksville,  H.  Y. 

Allied  Allegri,  Inc.,  141  River  Rd.,  Nutley,  N.  J. 

Apahouser  Corp.,  1312  Boylston  St.,  Boston,  Mass. 

Bendix  Radio  Div.,  Bendix  Aviation  Corp.,  Baltimore  4, 
Md. 

Boyle  Metalcraft  Corp.,  150  Sullivan  St.,  Brooklyn  31, 
N.  Y. 

Bud  Radio,  Inc.,  2118  E.  55th  St.,  Cleveland  3,  Ohio. 

Conrad  A  Moser,  2  Borden  Ave.,  Long  Island  City  1, 
N.  Y. 

Dahlstrom  Metallic  Door  Co.,  Jamestown,  N.  Y. 

Elree  Metal  Products  Co.,  Inc.,  774  J4th  St.,  Brook¬ 
lyn  32,  N.  Y. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Falstrom  Co.,  44  Falstrom  Court,  Passaic,  N.  J. 

Farwell  Metal  Fabricating,  75  W.  Fairfield  Ave.,  St. 
Paul  7,  Minn. 

General  Aviation  &  Electronics  Mfg.  Co.,  Inc.,  174 
Berger  St.,  Wood-Ridge,  N.  J. 

Henry  &  Miller  Industries,  Inc.,  675  Garfield  Ave., 
Jersey  City  5,  N.  J. 

Irving  Tool  &  Mfg.  Co.,  1315  Levee  St.,  Dallas  7, 
Texas. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa 

Mid-West  Metal  Products  Inc.,  Fairfax  Industrial  Dis¬ 
trict,  Kansas  City  15,  Kan. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

Mutual  Electronic  Industries  Corp.,  South  Buckout  St., 
Irvington,  N.  Y. 

Pfleger  Products,  3401  W.  54th  St.,  Los  Angeles,  Calif. 

Plasteck,  Inc.,  Pot.’au,  Okla. 

PREMIER  MmL  PRODUCTS  CO.,  337  Manida  St., 
Bronx  54,  N.  Y.  AOV.  PG.  574. 

Taffet  Radio  &  Television  Co.,  2705  Brooklyn-Queens 
Expressway,  W.,  Woodside  77,  N.  Y. 

Trimm  Mfg.  Co.,  W.  H.,  1811  Johnston  St.,  Los  Angeles 
31,  Calif. 

U  M  &  F  Mfg.  Co.,  10424  Vanowen  St.,  North  Holly¬ 
wood,  Calif. 

Walter  Co.,  Inc.,  S.,  1400  Atlantic  Ave.,  Brooklyn  16, 
N.  Y. 

Washington  Aluminum  Co.,  Inc.,  Penna.  RR  &  Knecht 
Ave.,  Baltimore  34,  Md. 

Watson  Mfg.  Co.,  Inc.,  4700  Taylor  St.,  Jamestown, 
N.  Y. 


PANELS— Relay  Rack 

A  &  P  Metal  Products  Mfg.  Corp.,  Ill  Bloomingdale 
Rd.,  Hicksville,  N.  Y. 

ABALON  PRECISION  MFG.  CORP.,  540  Casanova  St., 
Bronx  54,  N.  Y.  ADV.  PG.  546 

Allied  Allegri,  Inc.,  141  River  Rd.,  Nutley,  N.  J. 

AMCO  ENGINEERING  CO.,  7335  Ainslie  St.,  Chicago  31, 
III.  AOV.  PG.  566. 

Apahouser  Corp.,  1312  Boylston  St.,  Boston,  Mass. 

Art-Lloyd  Metal  Products  Corp.,  2473  Cropsey  Ave., 
Brooklyn  14,  N.  Y. 

Artisan  Metal  Works  Co.,  11410  Madison  Ave.,  Cleveland 
2,  Ohio. 

Bernco  Engineering  Corp.,  2320  S.  Tibbs  Ave.,  Indian¬ 
apolis,  Ind. 

Boyle  Metalcraft  Corp.,  150  Sullivan  St.,  Brooklyn  31, 
N.  Y. 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden  Sta  , 
Flushing  64,  N.  Y. 

Bud  Radio,  Inc.,  2118  E.  SSth  St.,  Cleveland  3,  Ohio 

Cadre  Industries  Corp.,  Box  150,  Endicott,  N.  Y. 

Churchill  Lighting  Coro.,  344  Franklin  St.,  Melrose  76, 
Mass 

Con-ad  &  Moser,  2  Borden  Ave.,  Long  Island  City  1, 
N  Y. 


Dahlstrom  Metallic  Door  Co.,  Jamestown,  N.  Y. 

Detronic  Industries,  33840  Plymouth  Rd.,  Livonia,  Mich. 

Elzee  Metal  Products  Co.,  Inc.,  774  34th  St.,  Brooklyn 
32,  N.  Y. 

Falls  Metal  Works,  Ltd.,  414  Main  St.,  Little  Falls, 
N.  J. 

Falstrom  Co.,  44  Falstrom  Court,  Passaic,  N.  J. 

Farwell  Metal  Fabricating,  75  W.  Fairfield  Ave.,  St. 
Paul  7,  Minn. 

FORMICA  METAL  PRODUCTS  CO.,  Corporation  Way, 
Medford,  Mass.  ADV.  PG  473. 

General  Aviation  &  Electronics  Mfg.  Co.,  Inc.,  174 
Berger  St.,  Wood-Ridge,  N.  J. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 
4,  Ala. 

Glass  Solder  Engineering,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Hermetic  Pacific  Corp.,  4232  Temple  City  Blvd  ,  Rose¬ 
mead,  Calif. 

Longren  Aircraft  Co.,  Inc.,  24751  Crenshaw  Blvd.,  Tor¬ 
rance,  Calif. 

Lynch  Mfg.  Co.,  R.  H.,  7831  E.  Arroyo  Drive,  South 
San  Gabriel,  Calif. 

Martin  Co.,  Inc.,  Rodman  H.,  ElKtronlcs  Div.,  300  W 
Oak  St.,  Norristown,  Pa 

Mid-West  Metal  Products  Inc.,  Fairfax  Industrial  Dis¬ 
trict,  Kansas  City  15,  Kan. 

Mobil  Electronics  Mfg.  Co.,  1111  State  Rd.,  67E  Ander¬ 
son,  Ind. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia  44, 
Pa. 

Mutual  Electronic  Industries  Corp.,  South  Buckout  St., 
Irvington,  N.  Y. 

Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III 

Par-Metal  Products  Cvp.,  32-62  44th  St.,  Long  Island 
City  3,  N.  Y. 

Pfleger  Products,  3401  W.  54th  St.,  Los  Angeles,  Calif. 

PREMIER  METAL  PRODUCTS  CO.,  337  Manida  St  , 
Bronx  54,  N.  Y.  ADV.  PG.  574 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

TECHNICAL  APPARATUS  BUILDERS,  104  Liberty  St., 
New  York  6,  N.  Y.  ADV  PG.  511. 

U  M  &  F  Mfg.  Co.,  10424  Vanowen  St.,  North  Holly¬ 
wood,  Calif. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N  H.  ADV.  PG.  276,  277. 

Walter  Co.,  Inc.,  S.,  1400  Atlantic  Ave.,  Brooklyn  16, 
N.  Y. 

Washington  Aluminum  Co.,  Inc.,  Penna.  RR  &  Knecht 
Ave.,  Baltimore  24,  Md. 

Watson  Mfg.  Co.,  Inc.,  4700  Taylor  St.,  Jamestown, 
N  Y. 

Wyco  Metal  Products,  6418  Beck  Ave.,  North  Holly¬ 
wood,  Calif. 

PAPER 

Sm  insulation  MAmiALS 


PAPER— Facstmilo  Uncording 

ALDEN  ELECTRONIC  &  IMPULSE  RECORDING  EQUIP¬ 
MENT  CO.,  Box  125,  Westboro,  Mass.  AOV.  PG.  452. 
Alfax  Paper  &  Engineering  Co.,  Washington  St.,  P  0. 
Box  125,  Westboro,  Mass 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  42  Gold  St., 
New  York  38,  N.  Y. 

Hogan  Laboratories,  Inc.,  155  Perry  St.,  New  York  14, 
N.  Y 

Leeds  &  Northrop  Co.,  4470  Stenton  Ave.,  Philadelphia 

44,  Pa. 

Times  Facsimile  Corp.,  540  W  58th  St.,  New  York 
14,  N.  Y 

Transline  Associates,  45  Summit  St.,  Newark  3,  N.  J 
Western  Union  Telegraph  Co.,  60  Hudson  St.,  New  York 
13,  N  Y. 


PAPER— Recording 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  AOV.  PG.  466 

Bludworth  Marine  Div.,  Kearfott  Co,  Inc.,  42  Gold  St., 
New  York  38,  N.  Y. 

Bristol  Co.,  The,  P.  0.  Box  1740  EBG,  Waterbury  20, 
Conn. 

BRUSH  INSTRUMENTS  DIV.  OF  CLEVITE  CORP.,  3405 
Perkins  Ave.,  Cleveland  14  Ohio.  AOV.  PG.  20,  21. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631  Cen- 
tral  Ave.,  Carlstadt,  N.  J.  ADV  PG.  344A. 

duPont  de  Nemours  &  Co.,  Inc.,  Wilmington  48,  Del. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd , 
Schenectady  5,  N.  V. 

Hogan  Laboratories,  Inc.,  155  Perry  St.,  New  York  14, 
N.  Y. 

Muirhead  &  Co.,  Ltd.,  Beckenham,  Kent,  England. 

Western  Union  Telegraph  Co.,  60  Hudson  St.,  New  York 
13,  N.  Y. 


PARTS  FOR  COLOR  TV  TUBES 
Crystals- Color  TV  Frequency  Control 
to  Soocers- Bor 

CRYSTALS— Color  TV  Frequency  Control 

BLILEY  ELECTRIC  CO.,  Union  Station  Bldg.,  Erie,  Pa. 
ADV  PG  414,  415. 


BULOVA  WATCH  CO.,  INC.,  ELECTRONICS  OIV.,  40-06 
62nd  St.,  Woodside  77,  N.  Y.  AOV.  PG.  550. 

DX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave.,  Chi¬ 
cago  47,  III. 

Fairchild  Camera  &  Instrument  Corp.,  Defense  Products 
Div.,  Rabbins  Lane,  Syosset,  N  Y. 

Hill  Electronic  Engineering  A  Mfg.  Co.,  Inc.,  New 
Kingstown,  Pa. 

HUNT  CORP.,  THE,  453  Lincoln  St.,  Carlisle,  Pa.  ADV. 
PG.  441 

Hupp  Electronics  Co  ,  265  E  Pomfret  St.,  Carlisle,  Pa 

KEYSTONE  ELECTRONICS  CO.,  65  Seventh  Ave.,  New¬ 
ark,  N.  J.  ADV.  PG  576 

KNIGHTS  CO.,  JAMES,  THE,  Sandwich,  III.  AOV.  PG. 
556 

McCOY  ELECTRONICS  CO.,  Mount  Holly  Springs,  Pa. 
ADV.  PG  466 

MIDLAND  MFG.  CO.,  INC.,  3155  Fiberglass  Rd.,  Kansas 
City  15,  Kansas  AOV  PG.  383 

MONITOR  PRODUCTS  CO.,  815  Fremont  Ave.,  South 
Pasadena.  Calif.  AOV  PG.  4 

Nebel  Laboraotry,  R.  E.,  1624  E  12th  St.,  Brooklyn  24, 
N  Y. 

Pan-Electronics  Corp.,  Box  404,  Griffin,  Ga. 

premier  Research  Laboratories  Inc.,  83  Seventh  Ave., 
New  York  11,  N  Y. 

Reeves-Hoffman  Corp.,  145  Cherry  St.,  Carlisle,  Pa 

Scientific  Radio  Products,  Inc.,  215  S.  11th,  Omaha, 
Neb 

SHEROLD  CRYSTALS,  INC.,  1510  McGee  St.,  Kansas 
City,  Mo.  ADV  PG  544 

Wright  Electronics,  2537  Grand,  Kansas  City,  Mo. 


DELAY  LINES-Co/or  TV 

Admiral  Corp,  3800  Cortland  St.  Chicago  47,  III 

AD-YU  ELECTRONICS  LAB.,  INC.,  244-254  Terhune 
Ave  Passaic.  N  J  AOV.  PG  444 

ANDERSEN  LABORATORIES,  INC.,  34  Talcott  Rd.,  West 
Hartford  10,  Conn  AOV.  PG  564. 

Bel-Fuse.  Inc.,  311  Mountain  Rd .  Union  City,  N  J. 

BREW  A  CO.,  INC.,  RICHARD  0.,  Concord,  N.  H. 
ADV.  PG  262 

Brubaker  Mfg.  Co.,  Inc ,  4151  Exposition  Drive,  Lot 
Angeles  34,  Calif 

CSC  Electronks  Co.,  Inc.,  2601  N  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

Cinema-Television,  Ltd.,  Wortley  Bridge  Rd.,  London 
S.E.  26,  England 

COLUMBIA  TECHNICAL  CORP.,  61-02  31  Ave,  Wood- 
side  77,  N  Y.  ADV.  PG.  523 

CONTROL  ELECTRONICS  CO.,  INC.,  1425  New  York 
Ave.,  Huntington  Station,  N  Y.  AOV  PG,  473,  550. 

DX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave.,  Chi¬ 
cago  47,  III. 

Deitime,  Inc.,  608  Fayette  St.,  MamaronKk,  N  V. 

ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park,  N  J. 
AOV.  PG  303 

Essex  Electronics,  Berkeley  Heights,  N.  J 

Fairchild  Camera  A  Instrument  Corp.,  Defense  Products 
Olv  ,  Robbins  Lane,  Syosset,  N  Y 

Guthman  Div.  of  Essex  W>e  Corp.,  3443  Addison  St , 
Chicago  18,  III 

Harnett  ElKtric  Corp  ,  Lincoln  A  Hai'ctt  Aves.,  River- 
head.  N.  Y. 

Leonard  Electric  Products  Co.,  Inc.,  67  Thirty-Fourth 
St  ,  Brooklyn  32,  N  Y 

PCA  Electronics,  Inc.,  16744  Schoenborn  St.,  Sepulveda, 
Calif. 

PACKARD-BELL  CO.,  12333  W  Olympic  Blvd,  Los 
Angeles  64,  Calif.  AOV  PG.  144 

Ratigan  Electronics  Int.,  3614  Maple  Ave.,  Lot  Angeles 
11,  Calif. 

Sickles,  F.  W.,  Div.,  General  Instrument  Corp.,  165 
Front  St.,  Chicopee,  Mass. 

TECHNITROL  ENGINEERING  CO.,  1452  E  Allegheny 
Ave  ,  Philadelphia  34.  Pa.  ADV  PG.  445. 

TELECHROME  MFG  CORP.,  28  Ranick  Drive,  Amity- 
ville,  N  Y  AOV  PG.  323 

Tel-Instrument  Electronics  Corp,  728  Garden  St., 
Carlstadt  ,N  J 

Whitewater  Electronics  Inc.,  136  W.  Main  St.,  White- 
water,  Wis. 

FRAMES-Crid 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd  ,  Oavis¬ 
ville,  Pa  AOV.  PG  472 


MASKS— Aperture 

Corning  Glass  Works,  Corning,  N  Y 
Croname,  Inc.,  1747  Grace  St.,  Chicago  13,  III 
Gordon  Enterprises,  5362  N.  Cahuenga  Blvd.,  North 
Hollywood,  Calif 

Gurley,  WALE,  514  Fulton  St.,  Troy,  N  Y. 

Lacey  Brothers  Etched  Circuits,  117  S.  Lombard, 
Oak  Park,  III. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Olv.,  380  W. 
Oak  St  ,  Norristown  Pa 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Oavis¬ 
ville,  Pa.  AOV  PG  472 

SOMERS  BRASS  CO.,  44  Baldwin  Ave.,  Waterbury,  Conn. 
AOV.  PG.  575. 

Techniques,  Inc.,  52  Jackson  Ave  ,  Hackensack,  N  J. 


PLATES— Phoaphor 

Delta  Chemical  Works,  21  W  60th  St.,  New  York,  N.  Y. 
Durallth  Corp.,  1025  Race  St.,  Philadelphia  7,  Pa. 

U.  S.  RADIUM  CORP.,  Hanover  A  Horse  Hill  Rd.,  Mor¬ 
ristown,  N  J.  ADV  PG.  446 
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ELECTRONIC  and  ALLIED 


SHIFTiR$-Co/or  PIiom 

TELECHROME  MFC.  CORP.,  28  Ranick  Drive,  Amity- 
ville,  N.  V  ADV.  PG.  323. 


SPACERS-tar 

Greer  Stop  Nut  Co.,  2620  W.  Fluornoy  St.,  Chicago  12. 
III. 

Maniol  Ceramici  Co.,  MO  Little  St.,  Belevilic,  N.  J. 


PERFORATED  MATERIALS  FOR  ELECTRONIC 
EQUIPMENT 

Alloys  Unlimited,  Inc.,  44<1S  Vernon  Blvd.,  Long  Island 
City  1,  N  V 

AMCO  ENGINERING  CO.,  7333  Ainslie  St.,  Chicago 
31,  III.  ADV.  PG.  366. 

Buckbee  Mcars  Co.,  Toni  Bldg.,  St.  Paul  1,  Minn. 

Emeloid  Co.,  Inc.,  1239  Central  Ave.,  Hillside  3,  N.  J. 

Ferguson  Perforating  4  Wire  Co.,  130  Ernest  St.,  Provi¬ 
dence  5,  R  I. 

Harrington  4  King  Perforating  Co.,  Inc.,  3617>.|  Fill¬ 
more  St  ,  Chicago  44,  III. 

Lacey  Brothers  Etched  Circuits,  117  S.  Lombard, 
Oak  Park,  III. 

Mid-West  Metal  Products  Inc.,  Fairfa*  Industrial  District, 
Kansas  City  13,  Kan. 

MUNOT  4  SONS,  CHARLES,  33  Fairmount  Ave.,  Jersey 
City  4,  N  J.  ADV.  PG  367. 

Washington  Aluminum  Co.,  Inc.,  Penn.,  RR  4  Knecht 
Ave.,  Baltimore  29,  Md. 


PERMEAMETERS-Nigh  H 

National  Electronics  Laboratories,  Inc.,  1713  Kalorama 
Rd.,  N.  W.,  Washington  9,  D.  C. 

Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  13,  Pa. 


pH 

Soo  INDICATORS 


PHONOGRAPHS- Electric  Phenegrapha 
4  Record  Player* 

A  R.  F.  Products,  Inc.,  7627  Lake  St.,  River  Forest. 
III. 

Arlo  Electronics  Coep.,  22  Warren  Ave.,  Syosset,  N  V 

Audio  Industries  Inc.,  Michigan  City,  Ind. 

Audivoe,  Inc.,  123  Worcester  St.,  Boston  18,  Mass. 

Autocrat  Electronics  Co.,  3024  Elm  St.,  Skokie,  III. 

Belock  Instrument  Corp.,  111-01  14th  Ave.,  College  Point 
36,  N  V 

Bogen  Co.,  David.  P.  0  Bov  300,  Paramus,  N.  J. 

Califone  Corp.,  1041  N.  Sycamore  Ave.,  Hollywood  38, 
Calif 

Carron  Mfg.  Co.,  413  S.  Aberdeen  St.,  Chicago,  III. 

Columbia  Records,  Inc.,  799  Seventh  Ave.,  New  York  19, 
N.  V 

Electron  Enterprise,  6917-19-21  Stanley  Ave.,  Berwyn, 
III 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

Emerson  Radio  4  Phonograph  Corp.,  14th  4  Coles  Sts., 
Jersey  City,  N  J. 

Fairchild  Recurding  Eguipment  Co.,  10-40  43th  Ave., 
Long  Island  City  1,  N  V 

Fisher  Radio  Corp.,  21-21  Forty  Fourth  Drive,  Long 
Island  City  1,  N  V 

Garrard  Sales  Corp.,  DIv.  of  British  Industries  Corp., 
80  Shore  Rd.,  Port  Washington,  N.  V 

Hcflman  Electronics  Corp.,  Consumer  Products  Div.,  6200 
S.  Avalon  Blvd  .  Los  Angeles  3.  Calif. 

Leva,  Via  Bergamo  21,  Milan,  It.vly. 

MP  Engineering  Co.,  Fairfield  3,  Conn. 

Newcomb  Audio  Products  Co.,  6fl24  Lexington  Ave.,  Holly¬ 
wood  38,  Calif. 

Olympic  Radio  4  Television  Co.,  43-01  38th  Ave.,  Long 
Island  City,  N  V. 

PACKARD>BCLL  CO.,  12333  W  Olympic  Blvd,  Lot 
Angeles  64,  Calif  ADV.  PC  199. 

Pilot  Radio  Corp.,  37-06  36th  St.,  Long  Island  City. 
N  V 

Presto  Recording  Corp  ,  P.  0.  Bex  300,  Paramus,  N.  a 

Radio  Corp  of  America,  Comumer  Products  Div.,  Cam¬ 
den  8,  N  J. 

Radio  Craftsmen  Div  of  Precision  Radiation  Instruments 
Inc.,  4223  W.  Jefferson  Blvd.,  Los  Angeles  16,  Calif. 

Seeburg  Corp  ,  The,  1500  N  Dayton  St.,  Chicago  22,  III. 

Stromberg-Carlson  Co.,  Div  of  General  Dynamics  Corp., 
100  Carlton  Rd.,  Rochester  3,  N  V. 

Sylvania  Home  Electronics,  a  Div.  of  Syhrania  Electric 
Products  Inc  ,  700  Ellicott  St.,  Batavia,  N.  V. 

V  M  Corp.,  Benton  Harbor,  Mich. 

Webcor  Inc.,  3610  Bloomingdale  Ave.,  Chicago  39,  III 

WeIngarten  Electronics  Labs,  Inc.,  7336  Melrose  Ave., 
Los  Angeles  46,  Calif. 

Wells-Gardner  4  Co.,  2701  N  Kildare  Ave.,  Chicago  39, 
III. 


PHONOORAPHS-Transisfor  Oporafoil 
Belock  Instrument  Corp.,  111-01  14th  Ave,  College 
Point  36,  N  Y 

Trans-Aire  Electronics,  Inc.,  193-02  Jamaica  Ave., 
Hollis  23,  N  Y. 


PRODUCTS 


PHOTO  ETCHED  COMPONENTS 

Ansley  Mfg.  Corp  ,  Arthur,  New  Hope,  Pa. 

Apahouser  Corp.,  1312  Boylston  St.,  Boston,  Mast. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

Beck's  Inc.,  298-300  E.  Fifth  St.,  St.  Paul  1,  Minn. 

Buckbee  Mears  Co.,  Toni  Bldg.,  St.  Paul  1,  Minn. 

CG  Electronics  Div.  of  Gultcn  Industries,  Inc.,  303 
Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 

Cleveland  Metal  Specialties  Co.,  1783  E.  21st  St., 
Cleveland  14,  Ohio. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

Dwyer  Engineering  Co.,  Inc.,  P.  0.  Box  432,  Nashua, 

ELECTRONICS,  INC.,  39  York  Rd.,  Willow  Grove,  Pa. 
ADV  PG  573. 

Etching  Co.  of  California,  Q-Circuits  Div.,  1208  Howard 
St.,  San  Francisco  3,  Calif. 

Globe  Electrical  Mfg.  Co.,  1729  W  134th  St.,  Gardena, 
Calif. 

Graphik-Circuits  Div.  of  Cinch  Mfg  Corp.,  200  S.  Turn- 
bull  Canyon  Rd.,  La  Puente,  Calif. 

Gur  -y,  W.  4  L.  E.,  314  Fulton  St.,  Troy,  N.  Y. 

HAUSSER  4  SON,  i  A.,  6040  Belfield  Ave.,  Philadelphia 
44,  Pa  AOV  PG  326. 

Ketl  Engineering  Products  Co.,  6833  Manchester,  St. 
Louis,  Mo. 

Lacey  Brothers  Etched  Circuits,  117  S.  Lombard,  Oak 
Park,  III 

NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave., 
Philadelphia  43,  Pa.  ADV.  PG.  528. 

Polan  Industries  Inc.,  P.  0.  Box  1720,  Huntington, 
W.  Va. 

Techniques,  Inc.,  32  Jackson  Ave.,  Hackensack,  N.  J. 

Unisco,  Inc  ,  1061  Linden  Ave.,  Ridgefield,  N.  J. 


PHOTOFIASH  EOUIPMENT-Elocfronic 

American  Speedlight  Corp.,  63-01  Metropolitan  Ave  , 
Middle  Village  79.  N.  Y 

Amglo  Corp.,  4333  N.  Ravenswood  Ave  ,  Chicago  13,  III. 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden  Sta., 
Flushing  64,  N  Y 

Oormitier  Electric  4  Mfg.  Co  ,  Inc.,  3  Hadley  St.,  Cam¬ 
bridge,  Mass. 

Gordon  Enterprises,  3362  N  Cahuenga  Blvd.,  North 
Hollywood,  Calif. 

Hauman  Instrument  Co.,  Inc.,  70  Coolidge  Hill  Rd., 
Watertown  72,  Mass. 

Heiland  Div.  of  Minneapolis-Honeywell  Regulator  Co., 
3200  E  Evans  Ave  Denver  22,  Colo. 

ILLINOIS  CONDENSER  CO.,  1616  W.  Throop  St.,  Chi- 
cago  22,  III  ADV  PG.  423. 

Kemlite  Laboratories,  1819  W  Grand  Ave  ,  Chicago  22, 
III. 

Kemite  Laboratories,  1819  W  Grand  Ave  ,  Chicago  22. 
III. 

Modelectric  Products  Corp.,  1300  Bangs  Ave.,  Asbury 
Park,  N  J 

Nems-Clarke  Co  .  A  Div.  of  Vitro  Corp.  of  America, 
Silver  Spring,  Md 

PARAPLEGICS  MFG  CO,  INC.,  10068  Franklin  Ave, 
Franklin  Park,  III.  ADV  PG  22 

Photocon  Research  Products,  421  N.  Altadena  Drive, 
Pasadena,  Calif 

PRECISE  MEASUREMENTS  CO.,  R  D  ttl,  Millbrooks 
Rd  ,  Flemington,  N  J  AOV  PG  303. 

Sprague  Electric  Co.,  123  Marshall  St.,  North  Adams. 
M.its 

TECHNICAL  APPARATUS  BUILDERS.  109  Liberty  St.. 
New  York  6,  N  Y  ADV.  PG.  311. 

I'niversal  Match  Corp.,  Avionics  Dept.,  4407  Cook  Ave., 
St  Louis  13,  Mo 


PHOTOGRAPHING  MATERIAIS-Fifma  omf  Papers 
For  Reeorefino  Instruments 

Delta  Chemical  Works.  21  W  60th  St.,  New  York,  N.  Y 
du  Pont  de  Nemours  4  Co,,  ItK  ,  E  I.,  Wilmington  98, 

Delaware 

Eastman  Kodak  Co.,  343  State  St.,  Rochester  4  N.  Y 
Heiland  Div  of  Minneapolis-Honeywell  Regiil.stor  Co., 
3200  E.  Evans  Ave.,  Denver  22,  Colo. 

Maurer,  Inc.,  J.  A.,  37-01  31st  St.,  Long  Island  City  1, 
N  Y 

Peerless  Photo  Products,  Inc  Ghoreham,  N  Y 
SOUTHWE'TERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P  0.  Box  13038.  Ho-iston  19,  Texas 
AOV  PG  347 


PHOTOGRAPHIC  MATERIAIS-Spectregraphic 
Inatrumenta 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
Eastman  Kodak  Co.,  343  State  St.,  Rochester  4,  N.  Y 
Jarrell-Ash  Co.,  26  Farwell  St.,  Newtonville.  Mass 


PHOTOGRAPHIC  MATERIAIS-X-Roy  Films 

Delta  Chemical  Works,  21  W  60th  St.,  New  York,  N.  V. 
d'l  Pont  de  Nemours  4  Co.,  Inc.,  E.  I.,  Wilmington  98, 
Oeleware 

Eastman  Kodak  Co.,  343  State  St.,  Rochester  4,  N.  Y. 
Philips  Electronics,  Inc.,  730  S.  Fulton  Ave.,  Mt.  Vernon, 
N.  Y. 

PHOTOMETERS 

Aerotronic  Associates,  P.  0.  Box  419,  Concord,  N.  H. 


PICKUPS 


Axler  Associates,  102-42  43rd  Ave.,  Corona  68,  N.  Y. 

BAIRO-ATOMIC,  INC.,  33  University  Rd  ,  Cambridge  38, 
Mass.  ADV.  PG.  466. 

Eldorado  Electronics  Co.,  2821  10th  St.,  Berkeley, 
Calif. 

Farrand  Optical  Co.,  Inc.,  Bronx  Blvd.  at  238th  St., 
New  York  70,  N.  Y. 

Gordon  Enterprises,  5362  N.  Cahuenga  Blvd.,  North 
Hollywood,  Calif 

INSTRUMENT  DEVELOPMENT  LABORATORIES,  INC.,  67 
Mechanic  St  ,  Attleboro,  Mass.  ADV.  PG.  343. 

PHOTOCHRON  research  INC  ,  2  Howard  St.,  New  York 
13,  N.  Y.  ADV.  PG.  575. 

Photovolt  Corp.,  95  Madison  Ave.,  New  York  16,  N.  Y. 

TELECHROME  MFC.  CORP.,  28  Ranick  Drive,  Amity- 
ville,  N.  Y  ADV.  PG.  323. 

Ultrasonic  Engineering  Co.,  P.  0.  Box  209,  1613  S.  3rd 
Ave.,  Maywood,  III. 

Welch  Scientific  Co.,  W.  M.,  1515  Sedgwick  St.,  Chi¬ 
cago  10,  III. 

Zoomar,  Inc.,  Glen  Covt,  N.  V. 

PHOTOTUBES  AND  PHOTOCELLS 

sm  tubes 

PICKUP  ARMS 

Astatic  Corp.,  The,  Conneaut,  Ohio. 

Birmingham  Sound  Reproducers,  Ltd.,  Monaech  Works, 
Old  Hill  Powke  Lane,  Staffs.,  England. 

Fairchild  Recording  Equipment  Co.,  10-40  45th  Ave., 
Long  Island  City  1,  N.  V. 

Garrard  Sales  Corp.,  Div.  of  British  Industries  Corp., 
80  Shore  Rd.,  Port  Washington.  N.  Y. 

General  Electric  Co.,  Specialty  Electronic  Components 
Dept.,  W  Genesee  St.,  Auburn,  N.  Y. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Gray  Research  4  Development  Co.,  Inc.,  683  Hilliard  St., 
Manchester,  Conn. 

Leak  Div.  of  British  Industries  Corp.,  80  Shore  Rd., 
Port  Washington,  N.  Y. 

Lesa,  Via  Bergamo  21,  Milan,  Italy. 

Pickering  4  Co.,  Inc.,  Sunnyside  Blvd.,  Plainview,  N.  Y. 

Presto  Recording  Corp.,  P.  0.  Box  500,  Paramus,  N.  J. 

R.adio  Music  Corp.,  84  S.  Water  St.,  Port  Chester,  N.  Y. 

Recoton  Corp.,  52-35  Barnett  Ave.,  Long  Island  City  4, 
N.  Y. 

Rek-O-Kut  Co.,  Inc.,  38-19  108th  St.,  Corona  68,  N.  Y. 

Shure  Brothers,  Inc.,  246  Hartrey  Ave.,  Evanston,  III. 

Weathers  Industries,  Inc.,  66  E.  Gloucester  Pike,  Bar¬ 
rington,  N.  J. 

Webster  Electric  Co.,  1900  Clark  St.,  Racine,  WIs. 


PICKUP  UNITS-Mebile  Tolovision 
Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver  St., 
New  York  4  N  Y 

TELECHROME  MFG.  CORP.,  23  Ranick  Drive,  Amity- 
ville  N  Y.  AOV  PG  323 


PICKUPS— Copoctranca 

Autron  Engineering,  Inc.,  1254  W  Sixth  St.,  Los 
Angeles  17,  Calif. 

Weathers  Industries,  Inc.,  66  E.  Gloucester  Pike,  Bar¬ 
rington,  N.  J. 


PICKUPS-Caramic 

Asiatic  Corp.,  The,  Conneaut,  Ohio. 

Atlantic  Research  Corp.,  901  N  Columbus,  Alexandria, 
Va. 

Birmingham  Sound  Reproducers,  Ltd.,  Monarch  Works, 
Old  Hill  Powke  Lane,  Staffs  England 
CLEVITE  ELECTRONIC  COMPONENTS  DIV.  OF  CLEVITE 
CORP.,  3312  perk. ns  Ave.,  Cleveland  14,  Ohio,  AOV. 
PG  19 

Electro-Voice  Inc  Buchanan,  Mich 
ERIE  RESISTOR  CORP.,  Erie  6,  Pa  ADV  PG.  140,  141. 
Fen-Tone  Corp.,  106  Fifth  Ave.,  New  York  11,  N.  Y. 
Shure  Brothers.  Inc,  246  Hartrey  Ave.,  Evanston,  III. 
Sonotone  Corp.,  S.aw  Mill  River  Rd.,  P.  0.  Box  200, 
Elmsford,  N.  Y. 

Webster  Electric  Co,  1900  Clark  St.,  Racine,  WIs. 


PICKUPS-Crystaf 

Soa  CRYSTAL  CARTRIDGES 

PICKUPS-  Dynomic 

CLARK  ELECTRONIC  LABS.,  Box  163,  Palm  Springs. 
Calif.  ADV.  PG  527 

Clevite  Corp.,  Tex.as  Oiv.,  3732  Wertheimer  Rd.,  Houston 
6,  Texas. 

Consolidated  Electrodynamics  Corp  ,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Crescent  Engineering  4  Research  Co.,  5440  N.  Peck  Rd., 
El  Monte,  Calif. 

Fen-Tone  Corp.,  106  Fifth  Ave.,  New  York  11,  N.  Y. 

Leak  Div.  of  British  Industries  Corp.,  80  Shore  Rd., 
Port  Washington,  N  Y. 

Mandrel  Industries,  Inc.,  Industrial  Instruments  Div., 
5134  Glenmont  Drive,  Houston,  Texas 


PICKUPS-liMfwtfrtof 

Allegany  Instrument  Co ,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md 
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PICKUPS 
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CLARK  ELECTRONIC  LABS.,  Bok  165,  Palm  Springs, 
Calif.  AOV.  PG.  527. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Crescent  Engineering  &  Research  Co.,  5440  N.  Peck  Rd., 
El  Monte,  Calif. 

Kistler  Instrument  Corp.,  15  Webster  St.,  North  Tona- 
wanda,  N.  Y. 

MASSA  LABORATORIES,  INC.,  5  Fottler  Rd.,  HIngham, 
Mass.  ADV.  PG.  514. 

Northam  Electronics,  Inc.,  2420  N.  Lake  Aye.,  Altadena, 
Calif. 

PICKUPS-MofiMeic 

A.  P.  W.  Co.,  72  W.  Main  St.,  Rockaway,  N.  J. 

American  Gelosa  Electronics,  Inc.,  312  Seventh  Ave., 
New  York  1,  N.  Y. 

Autron  Engineering,  Inc.,  1254  W.  Sixth  St.,  Los  Angeles 
17,  Calif. 

CLARK  ELECTRONIC  LABS.,  Box  165,  Palm  Springs, 
Calif.  ADV.  PG.  527. 

Consolidated  Electrothrnamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Dynapar  Corp.,  5150  Church  St.,  Skokie,  III. 

Fairchild  Recording  Equipment  Co.,  10-40  45th  Ave.,  Long 
Island  City  1,  N.  Y. 

Fen-Tone  Corp.,  106  Fifth  Ave  ,  New  York  11,  N.  Y. 

General  Electric  Co.,  Specialty  Electronic  Components 
Dept.,  W.  Genesee  St.,  Auburn,  N.  Y. 

Pacife  Transducer  EBG  Corp.,  11836  W.  Pico  Blvd., 
Los  Angeles  64,  Calif. 

Pickering  &  Co.,  Inc.,  Surmyside  Blvd.,  Plainview,  N.  Y. 

Post  Machinery  Co.,  Electronic  Products  Div.,  140 
Elliott  St.,  Beverly,  Mass. 

Radio  Music  Corp.,  84  S.  Water  St.,  Port  Chester,  N.  Y. 

Recoton  Corp.,  52-35  Barnett  Ave.,  Long  Island  City  4, 
N.  Y. 

Rowe  Industries,  1702  Wayne  St.,  Toledo  9,  Ohio. 

Shure  Brothers,  Inc.,  246  Hartrey  Ave.,  Evanston,  III. 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Onio. 


PICKUP  S-Plio>o«f*c*rlc 

Autron  Engineering,  Inc.,  1254  W.  Sixth  St.,  Los  Angeles 
17,  Calif. 

Beckman/Berkeley  Division,  2200  Wright  Ave.,  Richmond 
3,  Calif. 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England. 
Dynapar  Corp.,  5150  Church  St.,  Skokie,  III. 

Electronic  Control  Corp.,  1573  E.  Forest  St.,  Detroit  7, 
Mich. 

Ess  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergenfield. 
N.  J. 

FARMER  ELECTRIC  PRODUCTS  CO.,  INC.,  2300  Wash¬ 
ington  St.,  Newton  Lower  Falls  62,  Mass.  AOV. 

568. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  AOV.  PG.  29-44 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 


PICKUPS-Ouorfx  Cryaeo/ 

Birmingham  Sound  Reproducers,  Ltd.,  Monarch  Works, 
Old  Hill,  Powke  Lane,  Staffs,  England. 

Electro-Voice,  Inc.,  Buchanan,  Mich. 

Kistler  Instrument  Corp.,  15  Webster  St.,  North  Tona- 
wanda,  N.  Y. 

Lesa,  Via  Bergamo  21,  Milan,  Italy. 

TRANS-SONICS,  INC.,  P  0  Box  328,  Lexington,  Mass. 
AOV.  PG.  202 


PICKUPS— Transcriptien  and  PhenofrapA 

American  Gelosa  Electronics,  Inc.,  312  Seventh  Ave., 
New  York  1,  N.  Y. 

Birmingham  SiMnd  Reproducers,  Ltd.,  Monarch  Works, 
Old  Hill  Powke  Lane,  Staffs,  England. 

Electro-Voice,  Inc.,  Buchanan,  Mich. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

Fairchild  Recording  Equipment  Co.,  10-40  4Sth  Ave., 
Long  Island  City  1,  N.  Y. 

Fen-Tone  Corp.,  106  Fifth  Ave.,  New  York  11,  N.  Y 

General  Electric  Co.,  Specialty  Electronic  Components 
Dept.,  W.  Genesee  St.,  Auburn,  N.  Y. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

MeUner  Engineering  Corp.,  1041  N.  Sycamore  Ave., 
Hollywood  38,  Calif. 

MICROTRAN  CO.,  INC.,  145  E.  Mineola  Ave.,  Valley 
Stream,  N.  Y.  ADV.  PG.  436,  437. 

Pacific  Transducer  EBG  Corp.,  11836  W.  Pico  Blvd., 
Los  Angeles  64,  Calif. 

Pickering  &  Co.,  Inc.,  Sunnyside  Blvd.,  Plainview,  N.  V. 

Presto  Recording  Corp.,  P.  0.  Box  500,  Paramus,  N.  J. 

Radio  Music  Corp.,  84  S.  Water  St.,  Port  Chester,  N.  Y 

Shure  Brothers,  Inc.,  246  Hartrey  Ave.,  Evanston,  III. 

Webster  Electric  Co.,  1900  Clark  St.,  Racine,  Wis. 


Aeronautical  Electric  Co.,  5656  Northwest  Highway, 
Chicago  30,  III. 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton. 
Mass  ADV.  PG.  472. 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave  ,  Mil¬ 
waukee  4,  Wis.  ADV.  PG.  421. 

Arcoelectric  Div.  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta.,  Flushing  64,  N.  Y. 

Automatic  Electric  Sales  Corp.,  North  Lake,  III. 
Brunswick  Instruments,  P.  0  Box  813,  New  Brunswick, 
N.  J. 

Carling  Electric,  Inc.,  505  New  Park  Ave.,  West  Hart¬ 
ford,  Conn. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis 

DIALIGHT  CORPORATION,  60  Stewart  Ave.,  Brooklyn 
37,  N.  Y.  ADV.  PG.  450. 

ELOEMA  CORP.,  1805  Belcroft  Ave.,  El  Monte,  Calif. 
ADV.  PG.  164. 

Electro-Snap  Switch  &  Mfg.  Co.,  4218  W.  Lake  St., 
Chicago  24,  III. 

FEDERAL  SCREW  PRODUCTS,  INC.,  3917  N  Kediie 
Ave.,  Chicago  18,  III.  AOV.  PG.  508. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

HART  MFG.  CO.,  242  Bartholomew  Ave.,  Hartford  1, 
Conn  ADV.  PG.  530. 

Johnson  Co.,  E.  F.,  Waseca,  Minn 

Kirkland  Co.,  H  R.,  8  King  St.,  Morristown,  N  J. 

KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt. 

Vernon,  N.  Y.  AOV.  PG.  589 
Leecraft  Mfg.  Co.,  Inc.,  60  Greene  St.,  Dept  18, 

New  York  12,  N.  Y. 

Master  Specialties  Co.,  956  E.  108th  St.,  Los  Angeles 
59,  Calif. 

Micarta  Fabricators,  Inc.,  5324  N.  Ravenswood  Ave., 
Chicago  40,  III. 

Molex  Products  Co.,  9515  Southvlew  Ave.,  Brookfield,  III. 
Permonite  Mfg.  Co.,  444  N.  Lake  Shore  Drive,  Chicago 

II,  III. 

Signallte,  Inc.,  37-41  Neptune  Highway,  Neptune,  N.  J 
SLOAN  Co.,  4101  Burbank  Blvd.,  Burbank,  Calif  ADV. 
PG.  508. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

Smith  Mfg.  Co.,  J.  &  H.,  Little  Britain  Rd.,  Newburgh, 
N.  Y. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Isiand 
City  1,  N.  Y. 

Tingstol  Co.,  1461  W.  Grand  Ave.,  Chicago  22,  III. 
Walsco  Electronics  Mfg  Co.,  100  Green  St.,  Rockford, 

III. 


P I  LOTS—  A  ufomotlc 

ECLIPSE-PIONEER  DIV.,  BENOIX  AVIATION  CORP., 
Teterboro,  N.  J.  ADV  PG  81-88 
Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 
Minneapolis-Honcywell,  Boston  Div.,  1400  Soldiers  Field 
Rd.,  Boston  35,  Mass 


PINS-Tubvlor 

BEAD  CHAIN  MFG.  CO.,  110  Mountain  Grove  St.,  Bridge¬ 
port  5,  Conn.  AOV.  PG.  517. 

Elastic  Stop  Nut  Corp.,  2330  Vauxhall  Rd.,  Union,  N.  J. 
Keystone  Electronics  Corp.,  49  Bleecker  St.,  New  York 
12,  N.  Y. 

Standard  Pressed  Steel  Co.,  Box  775,  Jenkintown.  Pa. 
Torrington  Co.,  59  Field  St.,  Torrington,  Conn. 

PISTON  CAPACITORS 

Soo  CAPACITORS-VoriaNlo 
Trimmer- Glass  or  Ouorlx 


PITCH 

Soo  INSULATING  COMPOUNDS 


PLANES-Momery 

Beck's,  Inc.,  298-300  E.  Fifth  St.,  St  Paul  1,  Minn 
Emerson  &  Cuming,  Inc.,  869  Washington  St.,  Canton, 
Mass. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG  125. 

Mack  Electronics  Div.  of  Mack  Trucks,  Inc.,  Advanced 
Research  Lab.,  40  Leon  St.,  Boston  IS,  Mass. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Oavis- 
ville.  Pa.  AOV.  PG.  472. 


PLASTIC  INSULATION  PARTS 

Soo  INSULATION  PARTS— Plastic  Insulation  Partt 


PILOT  LIGHTS 

See  LIGHTS— Dial,  Panol  and  Pilot 
PILOT  LIGHT  ASSEMBLIES 

Accurate  Electronics  Corp.,  Dept.  G,  169  Abbe  Rd.,  S., 

I  Elyria,  Ohio. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 


PLAmC  MATERIALS 
Aflyls 

American  Cyanamid  Co.,  38  Rockefeller  Plaza,  New  York 
20,  N.  Y. 

Cast  Optics  Corp.,  123-125  Newman  St.,  Hackensack, 
N.  J. 

Crystal-X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2,  Pa. 
Delta  Chemical  Works,  21  W  60th  St.,  New  York,  N.  Y. 


Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Food  Machinery  &  Chemical  Corp.,  FMC  Organic  Chemi¬ 
cals  Div.,  161  E.  42nd  St.,  New  York  17,  N  Y. 


Celfuleso  Acotato 

Ace  Plastic  Co.,  91-54  Van  Wyck  Expressway,  Jamaica 
35,  N.  V. 

Allied  Plastics  Supply  Corp.,  75  Cliff  St ,  New  York  38, 
N.  Y. 

American  Melding  Powder  A  Chemical  Corp.,  701  Bed¬ 
ford  Ave.,  Brooklyn  6,  N.  Y. 

American  Products  Mfg.  Co.,  Inc.,  8127-33  Oleander 
St.,  New  Orleans  18,  La. 

Au^rn  Mfg.  Co.,  Tne,  Pease  Ave  A  Slack  St.,  Middle- 
ton,  Conn. 

Celanese  Corp.  of  America,  Plastics  Div.,  744  Broad  St., 
Newark  2,  N.  J. 

Comco  Plastics,  Inc.,  97-24  Albert  Rd.,  Otone  Park  17, 
N.  Y. 

COMMERCIAL  PLASTICS  A  SUPPLY  CORP.,  630  Broad¬ 
way,  New  York  12,  N.  Y.  AOV.  PG.  60. 

Crystal-X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2,  Pa 

Delta  Chemical  Works,  21  W  60th  St.,  New  York, 
N.  Y. 

OuBois  Plutic  Products,  Inc.,  10  N.  Fulton  Ave.,  Mount 
Vernon,  N.  Y. 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I.,  Wilmington  98, 
Delaware. 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N.  Y. 

Eastman  Kodak  Co.,  343  State  St.,  Rochester  4,  N.  Y 

Emerson  Plastics  Corp.,  1383  Seabury  Ave,  Bronx 
61,  N.  Y. 

Franklin  FIbre-Lamitex  Corp.,  Wilmington,  Del 

Jodee  Plastics  Co.,  5089  Fulton  St.,  Brooklyn  8,  N  Y. 

Monsanto  Chemical  Co.,  Plastics  Div.,  Springfield,  Mass 

Parisian  Novelty  Co.,  3510  S.  Western  Ave.,  Chicago  9, 
III. 

ROSS  METALS  CO.,  MILTON.  505  Davisville  Rd..  Oavis¬ 
ville,  Pa.  AOV.  PG.  472. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 

Western  Felt  Works,  4029  Ogden  Ave.,  Chicago,  HI 

Westlake  Plastics  Co.,  133  W  Lenni  Rd.,  Lenni  Mills,  Pa. 


Celfuleif  Aceeafe  Butyrate 

Ace  Plastic  Co.,  91-54  Van  Wyck  Expressway,  Jamica 
15,  N.  Y. 

Allied  Plastics  Supply  Corp.,  75  Cliff  St..  New  York  18, 
N.  Y. 

American  Molding  Powder  A  Chemical  Corp.,  703  Bedford 
Ave.  Brooklyn  6,  N.  Y. 

COMMERCIAL  PLASTICS  A  SUPPLY  CORP.,  610  Broad¬ 
way,  New  York  12,  N.  Y  ADV.  PG.  60 

Crystal-X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2,  Pa 

Delta  Chemical  Works.  21  W.  60th  St.,  New  York,  N  Y. 

OuBois  Plastic  Products,  Inc.,  10  N.  Fulton  Ave.,  Mount 
Vernon,  N.  V. 

Oura  Plastics  of  New  York,  Inc.,  301  Fifth  Ave.,  New 
York  16,  N.  Y. 

Eastman  Kodak  Co.,  141  State  St.,  Rxhester  4,  N.  Y. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Franklin  FIbre-LamItex  Corp.,  Wilmington,  Del 

Jodee  Plastics  Corp.,  3089  Fulton  St.,  Brooklyn  8,  N.  Y. 

Parisian  Novelty  Co.,  3510  S.  Western  Ave.,  Chicago 
9,  III. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Oavis¬ 
ville,  Pa.  AOV.  PG.  472. 

Western  Felt  Works,  4029  Ogden  Ave.,  Chicago,  III. 

Westlake  Plastics  Co.,  131  W  Lenni  Rd ,  Lenni  Mills, 
Pa 


Caffufaaa  Nilrafo 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

Carmer  Industries,  Inc.,  22  N.  26th  St.,  Kenilworth, 
N.  J. 

Crystal-X  Corp.,  401  Lenni  Rd.,  Lenni  Mills,  2,  Pa. 

Delta  Chemical  Works,  21  W  60th  St.,  New  York,  N.  Y. 
du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I.,  Wilmington  98, 
Del. 

Jodee  Plastics  Corp.,  3089  Fulton  St.,  Brooklyn  8.  N.  Y. 
Monsanto  Chemical  Co.,  Plastics  Div.,  Springfield.  Mass 
Parisian  Novelty  Co.,  3510  S  Western  Ave.,  Chicago  9, 
III. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville,  Pa  AOV 
PG.  472. 

Western  Felt  Works,  4029  Ogden  Ave.,  Chicago,  III. 
Westlake  Plastics  Co.,  133  L.  Lenni  Rd.,  Lenni  Mills, 

Pa 


Epoxy  Reaina 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

Aries  Laboratories,  Inc.,  45-33  Davis  St.,  Long  Island 
City  1,  N  Y. 

Bakelite  Co.,  Div.  of  Union  Carbide  A  Carbon  Corp., 
30  E.  42nd  St  ,  New  York  17,  N.  Y 
Brilhart  Plastics  Corp.,  Old  Country  Rd.,  Mineola,  N.  Y. 
Ciba  Co.,  Inc.,  Plastics  Div.,  Kimberton,  Pa. 

Comco  Plastics,  Inc.,  97-24  Albert  Rd.,  Otone  Park  17, 
N.  Y 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware  ADV  PG  373-376 


D-156 


June,  ?958~ MID-MONTH -ELECTRONICS  BUYERS'  GUIDE 


ELECTRONIC  and  ALLIED 


CryiUl-X  Corp.,  403  Lenni  Rd.,  Leniii  Mills  2,  Pa. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  V. 

Dow  Chemical  Co.,  The,  Midland,  MiCh. 

DuBois  Plastic  Proiducts,  Inc.,  10  N.  Fulton  Av(.,  Mount 
Vernon,  N.  V. 

Duramic  Products  Inc.,  262  Mott  St.,  New  York  12, 
N.  Y. 

ELECTRICAL  INSULATION  CO.,  INC.,  1245  Marconi 
Blvd.,  Cop.ayue,  N.  Y.  ADV.  PG.  584. 

ELECTRONIC  RUSTICS  CORP.,  675  Ba.bey  St.,  Brook¬ 
lyn  7,  N.  Y.  ADV.  P6.  563. 

Ellanar  Chemical  Co.,  2308  Oakton  St.,  Evanston,  III. 

Emerson  A  Cuming,  Inc.,  869  Washington  St.,  Canton, 
Mats. 

Emerson  Plastics  Corp.,  1383  Seahury  Ave.,  Broni  61, 
N.  Y. 

EPOXY  PRODUCTS,  INC.,  137  Coil  St.,  Irvington,  N.  J. 
AOV.  PG.  279. 

FREED  TRANSFORMER  CO.,  INC.,  1716  Weirfteld  St., 
Brooklyn  27,  N.  Y.  ADV  PG.  24. 

Fiirane  Plastics,  Inc.,  4516  Brazil  St.,  Las  Angeles  39, 
Calif. 

George  Co.,  P.  D.,  5200  N  Second  St.,  St.  Louis,  Mo. 

Houghton  Laboratories,  Inc.;  322  Houghton  Ave.,  Olean, 
N.  Y. 

Marblettc  Corp.,  37-21  30th  St.,  Long  Island  City  1, 
N.  Y. 

Minne.spolit-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 
S.  Minneapolis  8,  Minn. 

Minnesota  Mining  &  Mlg.  Co.,  900  Fauguier  Ave.,  St. 
Paul  6,  Minn. 

Mitchell  Rand  Mfg.  Corp.,  51  Murray  St.,  New  York 
7,  N.  Y. 

National  Engineering  Products,  Inc.,  4  35  Washington 
Bldg.,  Washington  5,  D.  C. 

Hew  England  Tape  Co.,  Hudson,  Mast. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New  York 
11,  N.  Y. 

Nureco,  Inc.,  HOC  Pontiac  Ave.,  Cranston  10,  R.  1. 

Panclytr  Div.,  St.  Regis  P.nper  Corp.,  261  Madison  Ave., 
New  York  16  N.  Y. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Davis- 
vllle.  Pa.  AOV.  PG.  472. 

Shell  Chemical  Corp.,  330  Madison  Ave.,  New  York  17, 
N.  Y. 

Smooth-On  Mlg.  Co.,  572  Communipaw  Ave.,  Jersey  City 
4,  N.  J. 

Synthane  Corp.,  Oaks,  Pa. 

Terrell  Corp.,  19  Lane  St.,  Waltham  54,  Matt. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave.,  Bloom- 
held,  N  J.  AOV.  PG.  538. 

Topper  Mlg.  Co.,  Inc.,  147-12  Liberty  Ave..  Jamaica  35, 
N.  V 


fthyi  Calfufote 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New 
York  38,  N.  Y. 

American  Molding  A  Chemical  Corp.,  703  Bedford  Ave., 
Brooklyn  6.  N.  Y. 

American  Products  Mfg.  Co.,  Inc.,  18127-13  Oleander  St., 
New  Orleans  18,  La. 

COMMERCIAL  RUSTICS  A  SURPLY  CORP.,  630  Broad¬ 
way,  New  York  12,  N.  Y  AOV.  PG.  60. 

Crystal-X  Corp.,  403  Leiini  Rd.,  Lenni  Mills  2,  Pa. 

OelU  Chemical  Works  21,  W.  60th  St.,  New  York,  N.  Y. 

Dow  Chemical  Co.,  The,  Midland,  Mich. 

DuBois  Plastic  Products,  Inc.,  10  N  Fulton  Ave.,  Mount 
Vernon,  N.  Y. 

Hercules  Powder  Co.,  Inc.,  900  Market  St.,  Wilmington 
99,  Del. 

Parisian  Novelty  Co.,  3510  5.  Western  Ave.,  Chicago  9, 
III. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Davis- 
villa.  Pa  AOV.  PG.  472. 

Western  Felt  Works,  4029  Ogden  Ave.,  Chicago,  III. 


Molnmino  FormoMohydo 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

American  Cyanamid  Co.,  38  Rockefeller  Plaza,  New  York 
20,  N.  Y. 

Barrett  Division,  Allied  Chemical  Corp.,  40  Rector  St., 
New  York  6,  N.  Y. 

Cornea  Pl.sstics,  Inc.,  97-24  Albert  Rd.,  Ozone  Park  17, 
N.  Y. 

Crystal-X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2,  Pa. 

Delta  Chemical  Wo'ln,  21  W.  60th  St.,  New  York,  N.  Y. 

ELECTRIUL  INSUUTION  CO.,  INC.,  1245  Marconi 
Blvd.,  Copiague,  N.  Y.  ADV.  PG.  584. 

Franklin  Fibre-Lamite>  Corp.,  Wilmington,  Del. 

General  Electric  Co.,  Laminated  Products  Dept.,  Coshoc¬ 
ton,  Dhio. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind 

Monsanto  Chemical  Co.,  Plastics  Div.,  Springheld,  Mau. 

Panclyte  Div.,  St.  Regis  Paper  Corp.,  261  Madison  Ave., 
New  York  16,  N.  Y. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Davis- 
ville.  Pa.  ADV.  PG.  472. 

Spaulding  Fibre  Co.,  Inc.,  310  Wheeler  St.,  Tonawanda, 
N.  V. 

Synthane  Corp.,  Oaks,  Pa. 


Mofhyl  Aloffcacryfafo 

Ace  Plastic  Co.,  91-54  Van  Wyck  Espressway,  Jamaica 
35,  N.  V. 


PRODUCTS 


Allied  Plastics  Supply  Corp.,  75  CliR  St.,  New  York 
38,  N.  Y. 

Cast  Optics  Corp.,  123-125  Newman  St.,  Hackensack, 
N.  J. 

Comco  Plastics,  Inc.,  97-24  Albert  Rd.,  Ozone  Park  17, 
N.  Y. 

COMMERCIAL  RUSTICS  A  SUPPLY  CORP.,  630  Broad¬ 
way,  New  York  12,  N.  Y.  ADV.  PG.  60. 

Crystal-X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2,  Pa. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

DuBois  Plastic  Products,  Inc.,  10  N.  Fulton  Ave.,  Mount 
Vernon,  N.  V. 

duPont  dc  Nemours  A  Co.,  Inc.,  Wilmington  98,  Del. 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N.  Y 

ELECTRICAL  INSULATION  CO.,  INC.,  1245  Marconi 
Blvd.,  Copiague,  N.  Y.  AOV.  PG.  584. 

Franklin  Fi^e-Lamitex  Corp.,  Wilmington,  Del. 

Hermes  Plastics,  Inc.,  13-19  University  Place.  New  York 
3,  N.  Y. 

Jodee  Plastics  Corp.,  3089  Fulton  St.,  Brooklyn  8,  N.  Y. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Oavis- 
villc.  Pa.  AOV.  PG.  472. 

Westlake  Plastics  Co.,  133  W.  Lenm  Rd.,  Lenni  Mills, 
Pa. 


Nyfpn 

Soo  INSULATION  MATERIALS 


Phono!  FornvoMohydo— IRhoieoficfi 

Allied  Plastics  Supply  Carp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

Bakclite  Co.,  Div.  of  Union  Carbide  A  Carbon  Corp.,  30 
E.  42nd  St.,  New  York  17,  N.  Y. 

Barrett  Division,  Allied  Chemical  Corp.,  40  Rector  St., 
New  Yo.k  6,  N.  Y. 

Comco  Plastics,  Inc.,  97-24  Albert  Rd.,  Ozone  Park  17, 
N.  Y 

COMMERCIAL  RUSTICS  A  SUPPLY  CORP.,  630  Broad- 
w.,y.  New  York  12,  N.  Y.  AOV.  PG  60. 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware.  AOV.  PG.  373-376. 

Crystal-X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2,  Pa. 

Delta  Chemical  Works,  21  W.  both  St.,  New  York,  N.  Y. 

Durez  Plastics  Div.  Hooker  Electrochemical  Co.,  1921 
Waick  Rd.,  North  Torjwanda,  N.  Y. 

ELECTRICAL  INSUUTION  CO.,  INC.,  1245  Marconi 
Blvd.,  Co^lag.  ,  N.  Y.  AOV.  PG.  584 

ELECTRONICS  PLASTICS  CORP.,  675  Barbey  St., 
Brooklyn  7,  N.  Y.  AOV.  PG.  563. 

Franklin  FIbre-Lamitn  Corp.,  Wilmington,  Del. 

General  Electric  Co.,  Chemical  Materials  Oept.,  PittsAeld, 

Mass. 

General  Electric  Co.,  Laninated  Products  Dept.,  Coshoc¬ 
ton,  Ohio. 

Hermes  Plastics,  Inc.,  13-19  University  Place,  New  York 
3.  N.  Y. 

Marhiette  Corp.,  37-21  30tn  St.,  Long  Island  City  1, 
N.  Y. 

Monsanto  Chemical  Co.,  Plastics  Oiv.,  Springheld,  Mass. 

Murray  Plastics  Co..  R.vrr  Rd.,  New  Hai^urg,  N.  Y. 

NEW  ENGUND  UhlINATES  CO.,  INC.,  P.  0.  Boi  43, 
481  Canal  St.,  Stamford,  Conn.  ADV.  PG.  563. 

Panelyte  Oiv.,  St.  Regis  Paper  Carp.,  261  Mad.son  Ave., 
New  York  16,  N.  Y. 

Penn  Fibre  A  Specialty  Co.,  2020  E.  Westmoreland  St., 
Philadelphia  34,  Pa. 

Plastics  Engineering  Co.,  1607  Geale  Ave.,  ihtboygan, 
Wis. 

Reichlioid  Chemicals,  Inc.,  525  North  Broadway,  White 
Plains,  N.  Y. 

Pc'i  rs  Corp  ,  Goodyear,  Conn. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Oavis¬ 
ville,  Pa.  AOV.  PG.  472. 

Rytrson  A  Son,  Inc.,  J.  T.,  2558  W  16tn  St.,  Chicago 
16,  III. 

Spaulding  Fibre  Co.,  Inc.,  310  Wheeler  St.,  Tonawanda, 
N.  Y. 

Synthane  Corp.,  Oaks,  Pa. 

Wilmington  Fibre  Specialty  Co.,  New  Castle  6,  Del. 


Pofyothyfoieo 

Ace  Plastic  Co.,  91-54  Vanwyck  Eapressway,  Jamaica 
35,  N.  V. 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  V. 

American  Molding  Powder  A  Chemical  Corp.,  703  Bed¬ 
ford  Ave.,  Brooklyn  6,  N.  Y. 

Auburn  Mfg.  Co.,  The,  Pease  Ave.  A  Stack  St.,  Middle- 
town,  Coon 

Bakelite  Co.,  Oiv.  of  Union  Carbide  A  Carbon  Corp., 
30  E.  42nd  St.,  New  York  17,  N.  V. 

Bolta  Products  Oiv.,  General  Tire  A  Rubber  Co.,  Law¬ 
rence,  Mass. 

Catalin  Corp.  of  America,  1  Park  Ave.,  New  York  16, 
N.  Y. 

Ctlanest  Corp.  of  America,  Plastics  Div.,  744  Broad 
St.,  Newark  2,  N.  J. 

Comco  Plastics,  Inc.,  97-24  Albert  Rd.,  Ozone  Park, 
N.  Y. 

COMMERCIAL  RUSTICS  A  SUPPLY  CORP.,  630  Broad¬ 
way,  New  York  12,  N.  V.  ADV.  PG.  60- 

Crystal-X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2.  Pa. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  V. 

Dow  Chemical  Co.,  The,  Midland,  Mich. 

DuBois  Plastic  Products,  Inc.,  10  N.  Fulton  Ave., 
Mount  Vernon,  N.  Y. 


PLASTIC  MATERIALS 


du  Po  t  de  Nemours  A  Co.,  Inc.,  E  1.  Wilmington,  98, 
Del. 

FLUOROCARBON  PRODUCTS  INC.,  OIV.  OF  U.  S. 

GASKET  CO.,  Camden  1,  N.  J  AOV.  PG.  529 
Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 

Gering  Products,  Inc.,  N.  Seventh  St.  at  Monroe  Ave., 
Kenilworth,  N.  J. 

Hercules  Powder  Co.,  Inc.,  900  Market  St..  Wilmingtov 
98,  Del 

Jodee  Plastics  Corp.,  3089  Fulton  St.,  Brooklyn  8, 
N.  Y. 

Koppers  Co.,  Inc.,  Koppers  Bldg.,  Pittsburgh  19,  Pa 
Monsanto  Chemical  Co.,  Plastics  Oiv.,  Springheld,  Mass. 
New  Jersey  Wood  Fnishing  Co.,  Amboy  Ave.,  Woodbridge. 
N.  J. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd., 
Davisville,  Pa.  ADV.  PG.  472. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Weitern  Fell  Works,  4029  09den  Ave.,  Chicago,  III 
V/estlakc  Plastics  Co.,  133  W.  Lenni  Rd.,  Lenni  Mills, 
Pa. 


PofysZyrona 

Ace  Plastic  Co.,  91-54  Vanwyck  Expressway,  Jamaica  35, 

N  V. 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

American  Molding  Powder  A  Chemical  Corp.,  703  Bed¬ 
ford  Ave.,  Brooklyn  6,  N.  Y. 

B.skelite  Ca.,  Oiv.  of  Union  Carbide  A  Carbon  Corp., 
30  E,  42nd  St.,  New  York  17,  N.  Y. 

Catalin  Carp,  of  America,  1  Park  Ave.,  New  York  16, 
N  V. 

Comco  Plastics,  Ix.,  97-24  Albert  Rd..  Ozone  Park. 
N.  Y. 

COMMERCIAL  PLASTICS  A  SUPPLY  CORP.,  630 
BroaefAay,  Mew  York  12,  N.  Y.  AOV.  PG.  60. 

Crystal-X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2,  Pa. 

Della  Chemical  Wo'ks,  21  W.  bOth  St.,  New  York,  N  Y. 

Dow  Chemical  Co.,  The.  Midland,  Mich. 

DuBois  Plastic  Products,  lx.,  10  N.  Fulton  Av».,  Mount 
Verxn,  N.  Y. 

Dura  Plastics  of  New  York.  Ix.,  303  Fifth  Ave..  New 
York  16,  N.  V. 

Emerson  A  Cun-ing,  lx.,  P69  Washington  St..  Canton, 
Mats. 

Emerson  PListics  Coro.,  1383  Seahury  Ave.,  Bronx  61, 
N.  Y 

FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U.  S.  GASKET 
CO.,  C.-  -den  1,  S.J.  ADV.  PG.  529. 

franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 

Gering  Prorlucts.  IriC.,  N  Seventh  St.  at  Monroe  Ave., 
Kenilworth,  N.  J 

lodee  Plastics  Co.,  3089  Fulton  St.,  Brooklyn  8,  N  Y. 

Koppers  Co.,  Inc.,  Koppers  aUg.,  Pittsburgh  19,  Pa. 

Monsa'to  Chemical  Co.,  Plastics  Div.,  Springheld,  Mass. 

Parisian  'Jove  ty  Co.,  3510  S.  Western  Ave.,  Chicago  9, 
III 

POLYMER  CORPORATION.  THE,  Reoding.  Pa.  AOV. 
PG  lub 

REX  CORP.,  TMt,  H.iyward  Rd..  West  Action,  Mass. 

AOV  PG  479 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.. 

Oavisville,  Pa.  ADV.  PG.  472. 

Topper  Mfg.  Co.,  Ix.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 

United  Uir.eral  A  Chemicol  Corp.,  16  Hudson  St.,  New 
York  13,  N.  V. 

U  S  Rubber  Co.,  1230  Avenue  of  the  Americas,  New 
York  20.  N.  Y. 

Western  Felt  Works,  4029  Ogden  Ave.,  Chicago,  111. 

V/eslIoke  Plastics  Co.,  133  W.  Lenni  Rd..  Lenni  Mills,  Pa. 


PolyfriRworechforelhylena 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

Carmer  Industries,  Inc.,  22  N.  26th  St..  Kenilworth, 
N  J 

COMMERCIAL  RUSTICS  A  SUPPLY  CORP.,  630 
Brood.say,  New  Vo-k  12,  N.  V.  AOV.  PG.  60. 
Cryst.H-X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2,  Pa. 

Dell.i  Cltemical  Works.  21  W  60th  St.,  New  York.  N.  V. 
Enflo  Carp.,  Fellowship  Rd.  A  Route  73,  Maple  Shade, 
N.  J. 

Emerson  Pl.oslics  Corp.,  1383  Seahury  Ave.,  Bronx  61, 
N  Y. 

FLUOROCARBON  PRODUCTS  INC.,  OIV.  OF  U.  S. 

GASKET  CO.,  Camden  1,  N.  J.  AOV.  PG.  529 
Fluorulon  Laboratories,  Box  305,  Caldwell,  N.  J. 

Jodee  Plastics  Co.,  3089  Fulton  St.,  Brooklyn  8,  N.  Y. 
Minnesota  Mining  A  Mfg.  Co.,  Jersey  City  Chemical 
Div ,  75  Oroyers  St.,  P.  0.  Box  477,  Jersey  City  3. 
N.  J. 

Rcsistoffei  Corp.,  Roseland,  N.  J. 

REX  CORP.,  THE,  Huyward  Rd.,  West  Acton,  Mass. 
ADV.  PC.  479. 

ROSS  METALS  CO.  MILTON.  SOS  Oavisville  Rd.,  Davis¬ 
ville,  Pa.  ADV.  PG.  472. 

Shamban  A  Co.,  W.  S.,  11617  W.  Jefferson  Blvd., 
Culver  City,  Calif. 

Westlake  Plastics  Co.,  133  W.  Lenni  Rd.,  Lenni  Mills, 
Pa 


FetroflwerMlIiylcnc  (TeRonf 
Rods— Sheen— Tub*  1*9 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y 
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PLASTIC  MATERIALS 


1958-1959  LISTINGS  of 


AMERICAN  SUPER-TEMPERATURE  WIRES,  INC.,  West 
Canal  St.,  Winooski,  Vt.  ADV.  PG.  363. 

Auburn  Mfg.  Co.,  The,  Pease  Ave.  &  Stack  St.,  Middle- 
town,  Conn. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y. 

Bonney  Mfg.  Carp.,  339  Auburn  St.,  Auburndale,  Mass. 
British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden  Sta., 
Flushing  64,  N.  Y. 

Carmer  Industries,  Inc.,  22  N.  26th  St.,  Kenilworth,  N.  J. 
Chemplast  Inc.,  3  Central  Ave.,  East  Newark,  N.  J. 
Comco  Plastics,  Inc.,  97-24  Albert  Rd.,  Ozone  Park,  N.  Y. 
COMMERCIAL  PLASTICS  4  SUPPLY  CORP.,  630  Broad¬ 
way,  New  York  12,  N.  Y.  ADV.  PG.  60 
CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware.  ADV.  PG.  373-376. 

Crane  Packing  Co.,  6402  Oakton  St.,  Morton  Grove,  III. 
Crystal-X  Corp.,  403  LennI  Rd.,  Lenni  Mills  2,  Pa. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
DILECTRIX  CORP.,  Allen  Blvd.  &  Grand  Ave.,  Farm- 
ingdale,  N.  Y.  ADV.  PG.  562. 

Dixon  Corp.,  19-21  Burnside  St.,  Bristol,  R.  I. 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N.  Y. 

ELECTRICAL  INSUUTION  CO.,  INC.,  1245  Marconi 
Blvd.,  Copiague,  N.  Y.  ADV.  PG.  584. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Enflo  Corp.,  Fellowship  Rd.  4  Route  73,  Maple  Shade, 
N.  J. 

Ethylene  Chemical  Corp.,  245  Broad  St.,  Summit,  N.  J. 
Flexrock  Co.,  3608  Filbert  St.,  Philadelphia  1,  Pa. 
FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U.  S. 

GASKET  CO.,  Camden  1,  N.  J.  ADV.  PG.  529. 
Fluorulon  Laboratories,  Box  305,  Caldwell,  N.  J. 
Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 

Garlock  Packing  Co.,  The,  Palmyra,  N.  Y. 

General  Plastics  Corp.,  P.  0.  Box  1689,  Paterson,  N.  J. 
Halogen  Insulator  4  Seal  Corp.,  10121  Franklin  Ave., 
Franklin  Park,  Hi. 

Haveg  Industries,  Inc.,  900  Greenbank  Rd.,  Wiimington 
8,  Del. 

Jodee  Plastics  Corp.,  3089  Fulton  St.,  Brooklyn  8,  N.  Y. 
Mica  insulator  Div.  of  Minnesota  Mining  4  Mfg.  Co., 
Schenectady  1,  N.  Y. 

Minnesota  Mining  &  Mfg.  Co.,  900  Fauquier  Ave.,  St. 
Paul  6,  Minn. 

Panelyte  Div.,  St.  Regis  Paper  Corp.,  261  Madison  Ave., 
New  York  16,  N.  Y. 

Permacel  Tape  Corp.,  U.  S.  Highway  1,  New  Brunswick, 
N.  J. 

POLYMER  CORPORATION,  THE,  Reading  Pa.  ADV.  PG. 
196. 

Resistoflex  Corp.,  Roseland,  N.  J. 

Rogers  Corp.  Goodyear,  Conn. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Oavis- 
ville.  Pa.  ADV.  PG.  472. 

Shamban  4  Co.,  W.  S.,  11617  W.  Jefferson  Blvd.,  Culver, 
City,  Calif. 

Sparta  Mfg.  Co.,  Div.  of  U.  S.  Ceramic  Tile  Co.,  Dover, 
Ohio. 

Titeflex,  Inc.,  534  Hendee  St.,  Springfield,  Mass. 
Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamiaca  35, 
N.  Y. 

TrI-Point  Plastics,  Inc.,  175  I.  U.  Willets  Rd.,  Albert¬ 
son,  N.  Y. 

U.  S.  GASKET  CO.,  PLASTICS  DIV.  OF  THE  GARLOCK 
PACKING  CO.,  Camden  1,  N.  J.  ADV.  PG.  477. 
Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Westlake  Plastics  Co.,  133  W.  Lenni  Rd.,  Lenni  Mills,  Pa. 


Tofraffuoreofhylano  Roain  (Aquoews 
Oisporsiews,  MoMtnq  Pow^ril 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

Crystal-X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2,  Pa. 
Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
du  Pont  de  Nemours  4  Co.,  Inc.,  E.  I.,  Wilmington  98, 
Del. 

General  Plastics  Corp.,  P.  0.  Box  1689,  Paterson,  N.  J. 
Maigne  Co.,  0.  J.,  321  Pearl  St.,  New  York  38,  N.  Y. 
Nureco,  Inc.,  1100  Pontiac  Ave.,  Cranston  10,  R.  I. 
ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd., 
Davisville,  Pa.  ADV.  PG.  472. 

Westlake  Plastics  Co.,  133  W.  Lenni  Rd.,  Lenni  Mills, 
Pa. 


Una  formaldahydt 

American  Cyanamid  Co.,  38  Rockefeller  Plaza,  New  York 
20,  N.  Y. 

Barrett  Division,  Allied  Chemical  Corp.,  40  Rector  St., 
New  York  6,  N.  Y. 

Crystal-X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2,  Pa. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

Monsanto  Chemical  Co.,  Plastics  Div.,  Springfield,  Mass. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd., 
Davisville,  Pa.  ADV.  PG.  472. 

Vinyl 

Actioncraft  Products,  8  Sagamore  Hill  Drive,  Port 
Washington,  N.  Y. 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York 
38,  N.  Y. 

American  Molding  Powder  4  Chemical  Corp.,  703  Bedford 
Ave.,  Brooklyn  6,  N.  Y. 


American  Products  Mfg.  Co.,  Inc.,  8127-33  Oleander 
St.,  New  Orleans  18,  La. 

Applied  Resins  Corp.,  304  Oration  St.,  Newark  4,  N.  J. 

Auburn  Button  Works,  Inc.,  Auburn,  N.  Y. 

Bakelite  Co.,  Div.  of  Union  Carbide  4  Carbon  Corp., 
30  E.  42nd  St.,  New  York  17,  N.  Y. 

Bolta  Products  Div.,  General  Tire  4  Rubber  Co.,  Law¬ 
rence,  Mass. 

Borden  Co.,  Resinite  Dept.,  Box  1589,  Santa  Barbara, 
Calif. 

Comco  Plastics,  Inc.,  97-24  Albert  Rd.,  Ozone  Park, 
N.  Y. 

COMMERCIAL  PLASTICS  4  SUPPLY  CORP.,  630 
Broadway,  New  York  12,  N.  Y.  ADV.  PG.  60. 

Crystal-X  Corp.,  403  Lenni  Rd.,  Lenni  Mlils  2,  Pa. 

Cudner  4  O'Connor  Co.,  4035  W.  Kinzie  Ave.,  Chicago 
24,  III. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

DuBois  Plastic  Products,  Inc.,  10  N.  Fulton  Ave.,  Mount 
Vernon,  N.  Y. 

du  Pont  de  Nemours  4  Co.,  Inc.,  E.  I.,  Wilmington  98, 
Del. 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.. 
New  York  16,  N.  Y. 

Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 

General  Tire  4  Rubber  Co.,  The,  Akron,  Ohio. 

Gering  Products,  Inc.,  N.  Seventh  St.  at  Monroe  Ave., 
Kenilworth,  N.  J. 

Goodrich  Chemical  Co.,  B.  F.,  3135  Euclid  Ave.,  Cleveland 
15,  Ohio. 

Goodrich  Industrial  Products  Co.,  B.  F.,  500  S.  Main 
St.,  Akron  18,  Ohio. 

Goodyear  Tire  4  Rubber  Co.,  Chemical  Div.,  1144  E. 
Market  St.,  Akron  16,  Ohio. 

Jodee  Plastics  Corp.,  3089  Fulton  St.,  Brooklyn  8, 
N.  Y. 

Monsanto  Chemical  Co.,  Plastics  Div.,  Springfield,  Mass. 

New  Jersey  Wood  Finishing  Co.,  Amboy  Ave.,  Wood- 
bridge,  N.  J. 

Resin  Industries  P.  0.  Box  1589,  Santa  Barbara,  Calif. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd., 
Davisville,  Pa.  ADV.  PG.  472. 

Technicraft  Co.,  1156  Commonwealth  Ave.,  Boston  34, 
Mass. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica 
35,  N.  Y. 

Westlake  Plastics  Co.,  133  W.  Lenni  Rd.,  Lenni  Mills, 
Pa. 


PLASTICS— Vacuum  FormocI 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

American  Plastics  Corp.,  342  Madison  Ave.,  New  York 
17,  N.  Y. 

Comco  Plastics,  Inc.,  97-24  Albert  Rd.,  Ozone  Park, 
N.  Y. 

COMMERCIAL  RUSTICS  4  SUPPLY  CORP.,  630  Broad¬ 
way,  New  York  12,  N.  Y.  ADV.  PG.  60. 

Controlled  Atmosphere  Enclosures  Corp.,  230-11  141st 
Ave.,  Springfield  Gardens  13,  N.  Y. 

Cortland  Industries,  Inc.,  4545  Cortland  St.,  Chicago 
39,  III. 

Crystal-X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2,  Pa. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N.  Y. 

Emeloid  Co.,  Inc.,  1239  Central  Ave.,  Hillside  5,  N.  J. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Fluorulon  Laboratories,  Box  305,  Caldwell,  N.  J. 

General  American  Transportation  Corp.,  Kanigen  Div., 
135  S.  LaSalle  St.,  Chicago,  III. 

General  Tire  4  Rubber  Co.,  The,  Akron,  Ohio. 

Jodee  Plastics  Corp.,  3089  Fulton  St.,  Brooklyn  8, 
N.  Y. 

Kerrco  Products,  Box  228,  Havelock  St.,  Lincoln,  Neb 

Laminated  Sheet  Products  Corp.,  449  Neponset  St., 
P.  0.  Box  390,  Norwood,  Mass. 

Leonard  Co.,  Inc.,  P.  M.,  1061  E.  8  St.,  Jacksonville 
6,  Fla. 

Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 
S.,  Minneapolis  8,  Minn. 

Panelyte  Div.,  St.  Regis  Paper  Corp.,  261  Madison  Ave., 
New  York  16,  N.  Y. 

REF  Manufacturing  Corp.,  Jericho  Turnpike,  Mineola, 
N.  Y. 

Reynolds  Metals  Co.,  2500  S.  Third  St.,  Louisville  1, 
Ky. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd., 
Davisville,  Pa.  ADV.  PG.  472. 

Scientific-Atlanta,  Inc.,  2162  Piedmont  Rd.,  N.  E., 
Atlanta  9,  Ga. 

Westlake  Plastics  Co.,  133  W.  Lenni  Rd.,  Lenni  Mills, 
Pa. 


PUTES— Insfructieii 

Acromark  Co.,  Inc.,  323  Morrell  St.,  Elizabeth  4,  N.  J. 
Allied  Plastics  Supply  Corp..  75  Cliff  St.,  New  York 

38,  N.  Y. 

Apahouser  Corp.,  1312  Boylston  St.,  Boston,  Mass. 
Atlantic  Engravers,  Inc.,  52  Ocean  Ave.,  Amityville, 
N.  Y. 

Cleveland  Metal  Specialties  Co.,  1783  E.  21st  St., 
Cleveland  14,  Ohio. 

Cortland  Industries,  Inc.,  4545  Cortland  St.,  Chicago 

39,  III. 

Croname,  Inc.,  1747  Grace  St.,  Chicago  13,  III. 
Crystal-X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2,  Pa. 


Dietz  Co.,  Inc.,  Henry  G.,  12-16  Astoria  Blvd.,  Long 
Island  City  2,  N.  Y. 

Duralith  Corp.,  1025  Race  St.,  Philadelphia  7,  Pa. 

Emeloid  Co.,  Inc.,  1239  Central  Ave.,  Hillside  5,  N.  J. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Etched  Products  Corp.,  39-01  Queens  Blvd.,  Long  Island 
City  4,  N.  Y. 

Etching  Co.  of  California,  Q-Circuits  Div.,  1208  Howard 
St.,  San  Francisco  3,  Calif. 

Hermes  Plastics,  Inc.,  13-19  University  Place,  New 
York  3,  N.  Y. 

Industrial  Engravers,  Inc.,  2212  McDonald  Ave.,  Brooklyn 
23,  N.  Y. 

Jodee  Plastics  Co.,  3089  Fulton  St ,  Brooklyn  8,  N.  Y. 

Lacey  Brothers  Etched  Circuits,  117  S.  Lommard,  Oaks 
Park,  III. 

Laminated  Sheet  Products  Corp.,  449  Neponset  St., 
P.  0.  Box  390,  Norwood,  Mass. 

Matthews  4  Co.,  James  H.,  3821  Forbes  Ave.,  Pitts¬ 
burgh  13,  Pa. 

North  Shore  Nameplate,  Inc.,  214-27  Northern  Blvd., 
Bayside  61,  N.  Y. 

Park  Nameplate  Co.,  Inc.,  34-10  Linden  Place,  Flushing 
54,  N  Y. 

Plasteck,  Inc.,  Poteau,  Okla. 

Photo  Chemical  Products,  Inc.,  999A  Stewart  Ave., 
Garden  City,  N.  Y. 

Printloid  Corp.,  93  Mercer  St.,  New  York  12,  N.  Y. 

Topflight  Corp.,  160  E.  Ninth  Ave.,  York,  Pa. 

Unisco,  Inc.,  1061  Linden  Ave.,  Ridgefield,  N.  J. 

U.  S.  RADIUM  CORP.,  Hanover  4  Horse  Hill  Rd.,  Morris¬ 
town,  N.J.  ADV  PG.  446. 

Waldom  Electronics,  Inc.,  4625  W.  53rd  St.,  Chicago 
32,  III. 


PUTES— ALofol  or  Plaelic 

ALBANO  CO.,  INC.,  HONEYCOMB  STRUCTURES  DIV., 
555  W.  54th  St.,  New  York  19,  N,  Y.  AOV.  PG.  168 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

Apahouser  Corp.,  1312  Boylston  St.,  Boston,  Mass. 

Atlantic  Engravers,  Inc.,  52  Ocean  Ave.,  Amityville, 
N.  Y. 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware  ADV  PG  373-376. 

Controlled  Atmosphere  Enclosures  Corp.,  230-11  141$t 
Ave.,  Springfield  Gardens  13,  N.  Y. 

Cortland  Industries,  Inc.,  4545  Cortland  St.,  Chicago 
39,  III. 

Croname,  Inc ,  1747  Grace  St  ,  Chicago  13,  III. 

CRUCIBLE  STEEL  CO  OF  AMERICA,  Henry  W  Oliver 
Bldg.,  P.  0.  Box  2518,  Pittsburgh  30,  Pa.  AOV.  PG. 
135. 

Crystal-X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2,  Pa. 

Oetronic  Industries,  33840  Plymouth  Rd.,  Livonia,  Mich. 

Dietz  Co.,  Inc.,  Henry  G.,  12-16  Astoria  Blvd.,  Long 
Island  City  2,  N.  Y. 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N.  Y. 

Duralith  Corp.,  1025  Race  St ,  Philadelphia  7,  Pa. 

ELECTRICAL  INSULATION  CO.,  INC.,  1245  Marconi 
Blvd.,  Copiag'je,  N.  Y.  AOV.  PG.  584 

Emeloid  Co.,  Inc.,  1239  Central  Ave.,  Hillside  5,  N.  J. 

Enserson  Plastics  Corp.,  1383  Seebury  Ave.,  Bronx  61, 
N.  Y. 

Emmeo  Plastics  Fabricators,  68  Vine  St.,  Everett  49, 

Mass 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  AOV.  PG.  140, 
141 

Etching  Co.  of  California,  Q-Circuits  Div.,  1208  Howard 
St.,  San  Francisco  3,  Calif. 

Felsenthal  4  Sons,  Inc.,  G.,  3500  N.  Kediie,  Chicago  18, 
III. 

Fisher  4  Crome,  107  N.  Camac  St.,  Philadelphia  7,  Pa. 

Fluorulon  Laboratories,  Box  305,  Caldwell,  N.  J. 

Fort  Hill  Plastic  Letters  Corp.,  40  Hanover  St.,  Boston 
8,  Mass. 

Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 

General  Aviation  4  Electronics  Mfg.  Co.,  Inc.,  179 
Berger  St.,  Wood-Ridge,  N.  J. 

HK  Metal  Craft  Mfg  Corp.,  3775  Tenth  Ave.,  New 
York  34,  N.  Y. 

Henry  4  Miller  Industries,  Inc.,  675  Garfield  Ave., 
Jersey  City  5,  N.  J. 

Hermes  Plastics,  Inc.,  13-19  University  Plaza,  New  York 
3,  N.  Y. 

Industrial  Engravers,  Inc.,  2212  McDonald  Ave.,  Brook¬ 
lyn  23,  N.  Y. 

Javex,  P.  0.  Box  646,  Redlands,  Calif. 

Jodee  Plastics  Co.,  3089  Fulton  St.,  Brooklyn  8,  N.  Y. 

Kell  Engineering  Products  Co.,  6833  Manchester,  St. 
Louis,  Mo. 

Lacey  Brothers  Etched  Circuits,  117  S.  Lombard,  Oak 
Park,  III. 

Laminated  Sheet  Products  Corp.,  449  Neponset  St.,  P.  0. 
390,  Norwood,  Mats. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Matthews  4  Co.,  James  H.,  3821  Forbes  Ave.,  Pitts¬ 
burgh  13,  Pa. 

Mid-West  Metal  Products  Inc.,  Fairfax  Industrial  Dis¬ 
trict,  Kansas  City  IS,  Kan. 

Molding  Corp.  of  America,  40  Church  St.,  Pawtucket, 
R.  I 

NEW  ENGUND  UMINATES  CO.,  INC.,  P.  0.  Box  43, 
481  Canal  St.,  Stamford,  Conn  AOV  PG.  563. 

NEW  HERMES  ENGRAVING  MACHINE  CO.,  13-19  Uni¬ 
versity  Place,  New  York  3,  N.  Y.  AOV.  PG.  565. 

Penn  Fibre  4  Specialty  Co.,  2020  E.  Westmoreland  St., 
Philadelphia  34,  Pa. 
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Pflc«*r  Products,  )901  W.  54th  St.,  Los  Anotln  45, 
Calif. 

Plastcck,  Inc.,  Poteau,  Okla. 

Precision  Metal  Products  Co.  of  Malden,  41  Elm  St., 
Stoneham  80,  Mats. 

PrlntloM,  Inc.,  93  Mercer  St.,  New  York  12,  N.  Y. 

Republic  Steel  Corp.,  Republic  Bldg.,  Cleveland  1, 
Ohio. 

Romar  Plastics,  Inc.,  1309  E.  Main  St.,  St  Charlti, 
III 

ROSS  METALS  CO.,  MILTON,  505  Oavitvilla  Rd.,  Daeis- 
ville.  Pa.  AOV.  PG.  472. 

Shefleo  Mfg.  Co.,  Grand  &  Ruby  Avet.,  Pallisades  Park, 
N.  J. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0.  Boa 
85,  Gardena,  Calif. 

Swtdiow  Plastics  Co.,  6988  Bandini  Blvd.,  Lot  Angeles 
22,  Calif. 

Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J. 

TopBight  Corp.,  160  E.  Ninth  Ave.,  York,  Pa. 

UniKO,  Inc.,  1061  Linden  Ave.,  RidgeAeld,  N.  J. 

U.  S.  RADIUM  CORP.,  Hanover  A  Horse  Hill  Rd.,  Morris¬ 
town,  N.  J.  AOV.  PG.  446. 

Waldom  ElKtronics,  Inc.,  4625  W.  53rd  St.,  Chicago 
32,  III. 

Westlake  Plattia  Co.,  133  W.  Lenni  Rd.,  Lenni  Mills. 
Pa. 

Wrought  Washer  Mfg  Co.,  2264  S.  Bay  St.,  Milwaukee 
7,  Wit 


PIATES-NAMI-A«a«al  or  Ploafic 

Acromark  Co.,  Inc.,  323  Morrell  St.,  Elitaketh  4,  N.  J 

Allied  Plastics  Supply  Corp,  75  Cliff  St.,  New  York 
38,  N.  Y. 

Apahouser  Corp.,  1312  Boylston  St.,  Boston,  Mass. 

Atlantic  Engravers,  Inc.,  52  Ocean  Ave.,  Anutyvillc,  N.  V. 

Brady  Co.,  W.  H.,  727  W.  Glendale  Ave ,  Milwaukee  12, 
Wis. 

Buckbee  Mears  Co  ,  Toni  Bldg  ,  St.  Paul  1,  Minn. 

CANADIAN  RADIUM  A  URANIUM  CORP.,  630  Fifth 
Ave.,  New  York  20,  N.  Y.  AOV.  PG.  499 

Cast  Optics  Corp.,  123-125  Newman  St.,  Hackensack, 
N.  J. 

Cleveland  Metal  Specialties  Co.,  1783  E  21st  St.,  Cleve¬ 
land  14.  Ohio. 

CONTINENTAL-DIAMOND  FIBRE  CORP,  Newark  100, 
Delaware.  AOV.  PG.  373-376. 

Cortland  Industries,  Inc.,  4543  Cortland  St ,  Chicago  39, 
III. 

Cioname,  Inc.,  1747  Grace  St.,  Chicago  13,  III. 

Crystal  X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2,  Pa. 

Diet!  Co.,  Henry  G.,  Inc.,  12-16  Astoria  Blvd.,  Long 
Island  City  2,  N.  Y. 

Dry  Screen  Process,  Inc.,  1016  Madison  Ave  ,  Pittsburgh 
12,  Pa. 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N.  Y. 

DuralHh  Corp.,  1025  Race  St.,  Philadelphia  7,  Pa. 

Electric  Auto-Lite  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio. 

ELECTRICAL  INSUUTION  CO.,  INC.,  1245  Marconi 
Blvd.,  Copiague,  N.  Y.  ADV.  PG.  584 

Emeloid  Co.,  Inc.,  1239  Central  Ave.,  Hillside  6,  N.  J. 

Emerson  Plastics  Corp.,  1J83  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Emmeo  Plastics  Fabricators,  68  Vine  St.,  Everett  49, 
Mau. 

ERIE  RESISTOR  CORP,,  Erie  6,  Pa  AOV  PG  140, 
141. 

Etched  Products  Corp.,  39-01  Queens  Blvd  ,  Long  Island 
City  4,  N  V. 

Etching  Co.  of  California,  Q-Circults  Oiv.,  1208  Howard 
St.,  San  FranclKo  3,  Calif. 

Fabra-Print,  Inc.,  801  S.  E.  8th  St.,  Minneapolis  14, 
Minn. 

Felsenthal  A  Sons,  Inc.,  G.,  3500  N.  Kedsie,  Chicago  18, 
III. 

Fisher  A  Crome,  107  N.  Camac  St.,  Philadelphia  7,  Pa. 

Fort  HIM  Plastic  Letters  Corp.,  40  Hanover  St.,  Bnton, 
Mast. 

Franklin  Flbre-Lamltei  Corp.,  Wilmington,  Del. 

HK  Metal  Craft  Mfg.  Corp.,  3775  Tenth  Ave.,  New 
York  34,  N.  Y 

Hermes  Plastics,  Inc.,  13-19  University  Place,  New 
York  3,  N.  Y. 

Industrial  Engravers,  Inc.,  2212  McDonald  Ave.,  Brooklyn 
23,  N.  Y 

Jodee  Plastics  Co.,  3089  Fulton  St.,  Brooklyn  8,  N.  Y. 

Keil  Engineering  Products  Co.,  6833  Manchester  St., 
Louis,  Mo. 

Kerreo  Products,  Bos  228,  Havelxk  St.,  Lincoln,  Neb. 

Lacey  Brothers  Etched  Circuits,  117  S  Lombard,  Oak 
Park,  III. 

Laminated  Sheet  Products  Corp.,  449  Neponset  St., 
P.  0.  Bos  390,  Norwood,  Mass. 

Leonard  Co.,  Inc.,  P  M.,  1061  E  8  St ,  Jacksonville  6, 
Fla. 

Matthews  A  Co.,  James  H.,  3821  Forbes  Ave.,  Pitts¬ 
burgh  13,  Pa. 

Mica  Insulator  Oiv.  of  Minnesota  Mining  A  Mfg.  Co., 
Schenectady  1,  N.  Y. 

Nameplates,  Inc.,  425  E.  101st  St.,  Brooklyn  36,  N.  Y. 

New  England  Etching  A  Plating  Co.,  25  Spring  St  , 
Holyoke,  Mass. 

NEW  HERMES  ENGRAVING  MACHINE  CO.,  15-19  Uni¬ 
versity  Plaia,  New  York  3,  N.  Y.  ADV.  PG.  565. 

North  Shore  Nameplate,  Ire.,  214-27  Northern  Blvd., 
Bayside  61,  N.  V 

Panelgraphic  Corp.,  P.  0.  Bos  254,  Caldwell,  N.  J^. 

Park  Nameplate  Co.,  Inc.,  34-10  Linden  Place,  FlusKing 
54,  M.  Y, 


PRODUCTS 


PLUGS 


Peerless  Products  Industries,  812  N.  Pulaski  St.,  Chi¬ 
cago  51,  III. 

Penn  Fibre  A  Specialty  Co.,  2020  E.  Westmoreland  St., 
Philadelphia  34,  Pa. 

Photo  Chemical  Products,  Inc.,  999A  Stewart  Ave., 
Garden  Sity,  N.  Y. 

Plasteck,  Inc.,  Poteau,  Okla. 

Piecision  Metal  Products  Co.  of  Malden,  41  Elm  St., 
Stoneham  80,  Mass. 

Printloid,  Inc.,  93  Mercer  St.,  New  York  12,  N.  Y. 

Romar  Plastia,  Inc.,  1309  E.  Main  St.,  St.  Charles, 
III. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davn- 
vitle.  Pa.  AOV.  PG.  472. 

Shcffco  Mfg.  Co.,  Grand  A  Ruby  Aves.,  Pallisades  Park, 
N.  J. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0. 
Bos  85,  Gardena,  Calif. 

Silicocks-Miller  Co.,  Maplewood,  N.  J. 

Sun  Dial  Corp.,  E.  Passaic  Ave.,  Caldwell,  N.  J. 

Swanson  Co.,  Inc.,  V.  H.,  552  Elm  St.,  Arlintgon,  N.  J. 

Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J. 

Topflight  Corp.,  160  E.  Ninth  Ave ,  York,  Pa. 

UniKO,  Inc.,  1061  Linden  Ave.,  Ridgefleld,  N.  J. 

U.  S.  RADIUM  CORP.,  Hanover  A  Horse  Hill  Rd.,  Mor¬ 
ristown,  N.  J.  AOV.  PG.  446 

Vandercook  A  Sons,  Inc.,  3601  W  Touhy  Ave.,  Chi¬ 
cago  45,  III. 

Waldom  Electronics  Inc.,  4625  W.  53rd  St.,  Chicago 
32,  III. 

Westlake  Plastics  Co.,  133  W.  Lenni  Rd.,  Lenni  Mills, 
Pa. 


PLATES-Pfwatlc  LigfMing 

ACKERMAN  ENGRAVERS,  INC.,  458  B'oadway,  New 

York,  N.  Y.  AOV.  PG.  568 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New 

York  38,  N.  Y. 

Bodnar  Industries,  Inc.,  238  Huguenot  St.,  New  Ro¬ 
chelle,  N.  Y. 

Cast  Optics  Corp.,  123-125  Newman  St  ,  Hackensack, 
N,  J. 

Cameo  Plastics,  Inc.,  97-24  Albert  Rd.,  Oione  Park, 
N.  Y 

Dura  Plastics  of  New  York,  lx.,  303  Fifth  Ave.,  New 
York  16,  N.  Y. 

Duralith  Corp.,  1025  Race  St.,  Philadelphia  7,  Pa. 

EmelO'd  Co.,  lx.,  1239  Central  Ave.,  Hillside  5,  N.  J 

Emerson  Plastics  Corp.,  1383  Seabury  Ave ,  Bronx  61, 
M.  Y. 

Etching  Co.  of  California,  Q-Circults  Oiv.,  1208  Howard 
St.,  San  FraxlKo  3,  Calif 

Felsenthal  A  Sons,  lx.,  G.,  3500  N  Kedne,  Chicago 
18,  III. 

Fisher  A  Crome,  107  N.  Camac  St.,  Philadelphia  7, 
Pa. 

Franklin  Fibre-Lamites  Cxp.,  Wilmington,  Del. 

Jodee  Plastics  Co.,  3089  Fulton  St.,  Brooklyn  8,  N.  Y. 

Kerreo  Products,  Bos  228,  Haveixk  St ,  Lixoln,  Neb. 

Laminated  Sheet  Products  Corp.,  449  Neponset  St., 
P.  0.  Box  390,  Norwood,  Mast. 

Plasteck  lx.,  Poteau,  Okla. 

Romar  Plastics,  lx.,  1309  E.  Msin  St.,  St.  Charles,  III. 

Unisco,  Ix ,  1061  Linden  Ave.,  Ridgefleld,  N.  J. 

U  S.  RADIUM  CORP.,  Hanover  A  Horse  Hill  Rd  ,  Morris¬ 
town,  N.  J.  ADV  PG.  446. 


CENTURY  PLATING  CO.,  229  Ferris  Ave.,  White  Plains, 
N  Y.  AOV.  PG.  585. 

COHAN-EPNER  CO.,  INC.,  142  W.  14th  St.,  New  York 
11,  N  Y.  AOV.  PG.  453. 

Davis-K  Products  Co.,  135  W.  29th  St.,  New  York  1, 
N.  Y. 

Electro-Coatings,  lx.,  1662  W.  Fullerton  Ave.,  Chicago 
14,  III. 

ENGELHARD  INDUSTRIES,  INC.,  (CHEMICAL  OIV.), 
113  Astor  St.,  Newark  5,  N.  J.  ADV.  PG.  329 

Etching  Co.  of  (iaiifomia,  Q-Circuits  Oiv.,  1208  How¬ 
ard  St.,  San  Fraxisco  3,  Calif. 

Garrepy  Platers,  Inc.,  17-19  Bartlett  St.,  Worcester  8, 
Matt. 

GENERAL  FINDINGS  A  SUPPLY  CO.,  INDUSTRIAL 
OIV.,  Attleboro,  Mass.  AOV.  PG.  275. 

Globe  Electrical  Mfg.  Co.,  1729  W.  134th  St.,  Gar¬ 
dena,  Calif. 

Goldsmith  Bros.  Smelting  A  Refining  Co.,  Ill  N. 
Wabash  Ave.,  Chicago  2,  III. 

Gorham  Manufacturing  Co.,  Broxe  DHt.,  Providence  7, 
R.  I. 

Graphik-Circuits  Oiv.,  of  Cixh  Mfg.  Coro.,  200  S.  Turn- 
bull  Canyon  Rd.,  La  Puente,  Calif. 

Harper-Leader,  Inc.,  1046  S.  Main  St.,  Waterbury  20, 
Conn. 

Henry  and  Miller  Industries,  lx.,  675  Garfield  Ave, 
Jersey  City,  N.  J. 

Litton  Industries,  Compoxntt  Oiv.,  5873  Rodeo  Rd  , 
Los  Angeles  16,  Calif. 

M-W  Laboratories,  1824  N  Milwaukee  Ave.,  Chiugo 
27,  III. 

Merit  Plating  Co.,  218  E  14lst  St.,  New  York  51, 


N.  Y. 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro, 
Mass. 

Molded  Ixu'ation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

North  American  Research  Labs.,  Ix.,  725  Lexington 
Ave.,  Kenilworth,  N.  J 

Precision  Electroplating  Co.,  519  S.  Oakley  Blvd.,  Chi¬ 
cago  12,  III. 

Prxious  Metal  Platers.  The,  P.  0.  Bos  228,  Fairfield, 
Conn. 

Printed  Electronics  Corp.,  7  North  Ave.,  Natick,  Mass. 

Sealol  Corp.,  Warwick  Industrial  Park,  Providence  5, 
R  I. 

Sel-Res  Corporation,  Nutley  10,  N.  J. 

SERFASS  CORP.,  524  W  Broad  St.,  Bethlehem,  Pa 
AOV  PG  526. 

Spectraiome  P'ating  Co.,  Ix.,  330  W.  13th  St.,  New 
York  14,  N  Y 

SPCCTRONIC  PLATING  CO.,  INC.,  652  Hudson  St  , 
New  York  14,  N  Y  ADV  PG.  580. 

Zacharias  Co.,  Robert,  519  S  Oakley  Blvd.,  Chicago,  III. 


PLATINO-Tin,  Zinc 

Axhor  Metal  Co.,  The,  966  Meeker  Ave.,  Brooklyn  22, 
N.  Y 

COHAN-EPNER  CO.,  INC.,  142  W.  14th  St.,  New  York 
11,  N.  Y.  AOV.  PG.  453. 

Hexy  A  Miller  Industries,  Ix.,  675  Garfield  Ave  , 
Jersey  City  5  N  J 

STEEL  HEOOLE  MFC.  CO.,  2100  W.  Allegheny  Ave  , 
Philadelphia  32,  Pa.  ADV.  PG.  541. 

Steel  Protection  A  Chemical  Co.,  Ix.,  Mooresville,  Ind 


PLATES— Sffk  Screen  fne  Prinferf  Circmls 
Naa-Dar  Co.,  465  Milwaukee  Ave.,  Chicago  10,  III. 

PLATINO— Mefwl  on  Plastic 

COHAN-EPNER  CO.,  INC.,  142  W.  I4th  St  ,  New  York 
11,  N.  Y.  ADV  PG.  453 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware.  AOV.  PG.  373,  376. 

Crystal-X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2,  Pa 
Dura  Plastics  of  New  York,  Ix.,  303  Fifth  Ave.,  New 
York  16,  N.  Y. 

Electrxhemical  Industries,  Ix.,  35  Armory  St.,  Wor¬ 
cester  Mass 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa  AOV  PG  140, 

141 

Etching  Co.  of  California,  Q-Circuits  Oiv.,  1208  Howard 
St.,  San  FraneiKO  3,  Calif. 

Henry  and  Miller  Industries  Inc.,  675  Garfield  Ave., 
Jersey  City  5,  N.  J. 

Keil  Engixermg  Products  Co.,  6833  Manchester,  St. 
Louis,  Mo. 

Metl  Refining  Co.,  369  Mulberry  St.,  Newark  2,  N  J 
Plasteck,  Ix.,  Poteau,  Okla. 

Printed  Electronics  Coro.,  7  North  Ave.,  Natick,  Mass 
Romar  Plastics,  Ix.,  1309  E.  Main  St.,  St.  Charles, 
111 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Oavis- 
ville.  Pa  ADV.  PG.  472 

SERFASS  CORP.,  524  W  Broad  St.,  Bethlehem.  Pa. 
AOV  PG  526. 


PIATINO-Preciout  ALetol 

Allied  Products  Oiv.,  Hamilton  Watch  Co.,  Lancaster, 
Pa. 

Alloys  Unlimited,  Ix.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Bart  Mfg.  Corp.,  227  Main  St.,  Belleville,  N.  J. 
Beck's  Ix.,  298-300  E.  Fifth  St.,  St.  Paul  I,  Minn. 
Buckbee  Mears  Co.,  Toni  Bldg.,  St.  Paul  1,  Minn. 
Bureau  of  Engraving,  Ix.,  Industrial  Oiv.,  500  S. 
Fourth  St.,  Minneapolis  15,  Minn. 


PLOTTIRS-Oigilal 

Benson-Lehxr  Corp.,  11930  W.  Olympic  Blvd,  Los 
Angeles  64,  Calif. 

CG  Electronics  DIv.  of  Gulton  Industries,  Ix.,  305  Dallas 
St.,  N.  E.,  Albuquerque,  N.  M. 

Hogan  Laboratories,  Inc.,  155  Perry  St.,  New  York  14, 

N  Y 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
AOV  PG  125. 

MOSELEY  CO.,  F.  L.,  409  N  Fair  Oaks  Ave.,  Pasadena. 
Calif.  ADV  PG.  126. 

Mullard  EquipmeX  Ltd.,  Mullard  House,  Torrington 
Pl.sce,  London,  W.  C.  1.  England. 

Scientific-Atlanta,  Ix.,  2162  Piedmox  Rd.,  N  E., 
AtlaXa  9,  Ga. 

Stromberg-Carlson  Oiv.  of  General  Dynamics  Corp.,  1895 
Haxxk  St.,  San  Diego  12,  Calif. 

Tally  Register  Co.,  5300  14th  N  W.,  Seattle,  Wash 

Telecomputing  Corp.,  915  N  Citrus  Ave.,  Los  Angeles 
38,  Calif. 

PLUO-IN  HOUSINO 

See  HOUSINOS-Plug-ln 

PLUGS 

Accurate  Electronics  Corp.,  Dept.  G,  169  Abbe  Rd.,  S  , 
Elyria,  Ohio. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

Aerovos  Corn  ,  740  Belleville  Ave.,  New  Bedford,  Mass 

ALDEN  PRODUCTS  CO.,  112  N  Main  St.,  Brxkton, 
Mass.  AOV.  PG.  472. 

American  Gelosa  Electronics,  Ix.,  312  Sevexh  Ave., 
New  York  1,  N.  Y. 

AMPHENOL  ELECTRONICS  CORP.,  1830  S.  54th  Ave., 
Chicago  50  III  ADV.  PG.  18 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave  , 
Brooklyn  37,  N.  Y.  ADV.  PG.  555. 

Ardente  Acoustic  Labs.,  Ltd.,  8/12  Mixrva  Rd.,  North 
Acton,  London,  N.  W.  10,  EngLind. 

Audio  Development  Co.,  7833  11th  Ave.,  S.,  Minxapolis 
7,  Minn. 

Automatic  Electric  Sales  Corp  North  Lake  III. 
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PLUGS 


1958-1959  LISTINGS  of 


AUTOMATIC  &  PRECISION  MFC.  CO.,  252  Hawthorne 
Ave.,  Yonkers  5,  N.  V.  AOV.  PG.  539. 

BEAD  CHAIN  MFG.  CO.,  110  Mountain  Grove  St., 
Bridgeport  5,  Conn.  AOV.  PG.  517. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y. 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden 
Sta.,  Flushing  64,  N.  Y. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Cambridge  38,  Mass.  ADV.  PG.  74. 

CANNON  ELECTRIC  CO.,  3208  Humboldt  St.,  Los 
Angeles  31,  Calif.  ADV.  PG.  288. 

Carter  Parts  Co.,  3401  Madison  St.,  Skokie,  III. 

CINCH  MFG.  CORP.,  1026  S.  Homan  Ave.,  Chicago  24, 
III.  ADV.  PG.  438,  439. 

Clover  Industries,  Inc.,  584  Young  St.,  Tonawanda, 
N.  Y, 

COAXIAL  CONNECTOR  CO.,  INC.,  37  North  2nd  Ave., 
Mt.  Vernon,  N.  Y.  ADV.  PG.  572. 

Colman  Tool  &  Machine  Co.,  P.  0.  Box  7026,  Amarillo, 
Texas. 

Eagle  Electric  Mfg.  Co.,  Inc.,  23-10  Bridge  Plaza,  S., 
Long  Island  City,  N.  Y. 

Eby  Co.,  Hugh  H.,  4701  Germantown  Ave.,  Philadelphia 
44,  Pa. 

Elco  Corp.,  “M"  St.  below  Erie  Ave.,  Philadelphia  24, 
Pa. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U.  S. 
GASKET  CO.,  Camden  1,  N.  J.  AOV.  PG.  529. 

Garde  Mfg.  Co.,  588  Eddy  St.,  Providence  3,  R.  I. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Glass  Solder  Engineering,  4232  Temple  City  Blvd., 
Rosemead,  Calif. 

Good  Electronic  Corp.,  P.  0.  Box  93,  Newton  58,  Mass. 

Hermetic  Pacific  Corp.,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif. 

HERMETIC  SEAL  CORP.,  29-37  S.  Sixth  St..  Newark  7, 
N.J.  ADV.  PG.  403. 

Javex,  P.  0.  Box  646,  Redlands,  Calif. 

JONES  DIV.,  HOWARD  B.,  CINCH  MFG.  CORP.,  1026  S. 
Homan  Ave.,  Chicago  24,  III.  AOV.  PG.  438,  439. 

Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckahoe, 
N.  Y. 

KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt 
Vernon,  N,  Y.  ADV,  PG  589. 

Lab-Tronics,  Inc.,  3656  N.  Lincoln  Ave.,  Chicago  13, 
III. 

Lesa,  Via  Bergamo  21,  Milan,  Italy. 

Litton  Industries,  Components  Olv.,  5873  Rodeo  Rd.,  Los 
Angeles  16,  Calif. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6.  Ind. 

METHODE  MFG.  CORP.,  7447  W.  Wilson  Ave.,  Chicago 
31,  III.  ADV.  PG.  524. 

MICROOOT,  INC.,  220  Pasadena  Ave.,  South  Pasadena, 
Calif.  ADV.  PG.  540. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

Molex  Products  Co.,  9515  Southvlew  Ave.,  Brookfield, 
III. 

Norrich  Plastics  Corp.,  107-109  W.  IBth  St.,  New 
York  11,  N.  Y. 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon,  Ohio. 
AOV.  PG.  219. 

Permonite  Mfg.  Co.,  444  N.  Lake  Shore  Drive,  Chicago 

II,  III. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Davis- 
ville.  Pa.  AOV.  PG.  472. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

STANDARD  ELECTRIC  TIME  CO.,  97  Logan  St.,  Spring- 
field,  Mass.  AOV.  PG.  518 

Siiperex  Electronics  Corp.,  4-6  Radford  Place,  Yonkers, 
N  Y. 

SWITCHCRAFT,  INC.,  5555  Elston  Ave.,  Chicago  30, 

III.  ADV.  PG.  557. 

Telex,  Inc.,  Telex  Park,  St.  Paul  1,  Minn. 

Trimm,  Inc.,  400  W.  Lake  St.,  LIbertyville,  III. 

UCINITE  CO.,  DIV.  OF  UNITED-CARR  FASTENER 
CORP.,  459  Watertown  St.,  Newtonville,  Mass.  ADV. 
PG.  79. 

Vector  Electronic  Co.,  1100  Flower  St.,  Glendale  1, 
Calif. 

W.  &  M.  Mfg.  Corp.,  187  Lafayette  St.,  New  York  13, 
N.  Y. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 
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Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton, 
Mass.  AOV.  PG.  472. 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

Audio  Development  Co.,  2833  13th  Ave.,  S.,  Minneapolis 
7,  Minn. 

Audiosears  Corp.,  Shepard  Hill  Rd.,  Roxbury,  N.  Y. 

Automatic  Electric  Sales  Corp.,  North  Lake,  III. 

BEAD  CHAIN  MFG.  CO.,  110  Mountain  Grove  St.,  Bridge¬ 
port  5,  Conn.  AOV.  PG.  517. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y. 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden  Sta., 
Flushing  64,  N.  Y. 

Carter  Parts  Co.,  3401  Madison  St.,  Skokie,  III. 


Connecticut  Telephone  &  Electric  Corp.,  70  Britannia  St., 
Meriden,  Conn. 

Decatur  Electronics  Industries  Corp.,  203  Omico  Drive, 
Brightwater,  N.  Y. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U.  S. 
GASKET  CO..  Camden  1,  N.  J  ADV.  PG.  529. 

GENERAL  RF  HTTINGS,  INC.,  702  Beacon  St.,  Boston 
15,  Mass.  AOV.  PG.  517. 

Good  Electronic  Corp.,  P.  0.  Box  93,  Newton  58,  Mass. 

Kings  Electronics  Co.,  40  Marbledale  Rd.,  Tuckahoe, 
N.  V. 

Lab-Tronics,  Inc.,  3656  N.  Lincoln  Ave.,  Chicago  13,  III. 

Lesa,  Via  Bergamo  21,  Milan,  Italy. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New 
York  11,  N.  Y. 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon,  Ohio. 
AOV.  PG.  219. 

Palmer,  Inc.,  M.  V.,  4002  Fruit  Valley  Rd.,  Vancouver, 
Wash. 

Richards  Electrocraft,  Inc.,  3743  N.  Kedzie  Ave.,  Chi¬ 
cago  18,  III. 

Roflan  Co.,  Corner  Route  1  &  Camp  Meeting  Rd.,  Tops- 
field,  Mass. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London  W.C.  2,  England. 

Stromberg-Carlson  Co.,  Oiv.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

SWITCHCRAFT,  INC.,  5555  Elston  Ave.,  Cnlcago  30, 
III.  ADV.  PG.  557. 

Telex,  Inc.,  Telex  Park,  St.  Paul  1,  Minn. 

Trimm,  Inc.,  400  W.  Lake  St.,  LIbertyville,  III. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.  Rockford,  III. 

Waltham  Horological  Corp.,  395  Lynnway,  Lynn,  Mass 
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Accurate  Electronics  Corp.,  Dept.  G,  169  Abbe  Rd.,  S., 
Elyria,  Ohio. 

Aeronautical  Electric  Co.,  5656  Northwest  Highway,  Chi¬ 
cago  30,  III. 

Alcon  Metal  Products,  Inc.,  1750  N.  Kimball  Ave.,  Chi¬ 
cago  47,  III. 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton  64, 
Mass.  ADV.  PG.  472. 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

ASSOCIATED  ENGINEERING  CORP.,  65  Kent  St.,  Brook¬ 
line  46,  Mass.  ADV.  PG.  564. 

BEAD  CHAIN  MFG.  CO.,  110  Mountain  Grove  St.,  Bridge¬ 
port  5,  Conn.  ADV.  PG.  517. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y. 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden  Sta., 
Flushing  64,  N.  Y. 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  2nd  Ave.,  Mt. 

Vernon,  N.  Y.  AOV.  PG.  572. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

FLUOROCARBON  PROOUCTS  INC.,  OIV.  OF  U.  S. 

GASKET  CO.,  Camden  1,  N.J.  AOV.  PG.  529 
Garde  Mfg.  Co.,  588  Eddy  St.,  Providence  3,  R.  I. 
Glass  Solder  Engineering,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif. 

Good  Electronic  Corp.,  P.  0.  Box  93,  Newton  58,  Mast. 
Harvey  Hubbell,  Inc.,  State  St.  &  Bostwick  Ave.,  Brid^- 
port  2,  Conn. 

Hermetic  Pacific  Corp.,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif. 

HERMETIC  SEAL  CORP.,  29-37  S.  Sixth  St.,  Newark  7, 
N.  J.  ADV.  PG.  403. 

Javex,  P.  0.  Box  646.  Redlands,  Calif. 

KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt. 

Vernon,  N.  Y.  AOV.  PG.  589. 

Lab-Tronics,  Inc.,  3656  N.  Lincoln  Ave.,  Chicago  13, 
III. 

Litton  Industries,  Components  Div.,  5873  Rodeo  Rd., 
Los  Angeles  16,  Calif. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

Molex  Products  Co.,  9515  Southvlew  Ave.,  Brookfield,  III. 
Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New  York 
11,  N.  Y. 

Permonite  Mfg.  Co.,  444  N.  Lake  Shore  Drive,  Chicago 

II,  III. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Oavis- 
vill^  Pa.  ADV.  PG.  472. 

SEALECTRO  CORP.,  610  Fayette  Ave.,  Mamaroneck,  N.  Y. 
AOV.  PG.  510. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 

III. 
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ACKERMAN  ENGRAVERS,  INC.,  458  Broadway,  New 
York,  N.  Y.  ADV.  PG.  568. 

American  Brass  Co.,  414  Meadow  St  ,  Waterbury  20, 
Conn. 

Apahouser  Corp.,  1312  Boylston  St.,  Boston,  Mass. 


Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y. 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N.  Y. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Eugene  Engineering  Co.,  Inc.,  1217  Hyde  Park  Ave.,  Hyde 
Park  36,  Mass. 

Kerrco  Pn^cts,  Box  228,  Havelock  St.,  Lincoln,  Neb. 

Litton  Industries,  Components  Div.,  5873  Rodeo  Rd.,  Los 
Angeles  16,  Calif. 

ROGAN  BROS.,  8031  N.  Monticello  Ave.,  Skokie,  III. 
ADV.  PG.  394B. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Oavis¬ 
ville,  Pa.  AOV.  PG.  472. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0.  Box 
85,  Gardena,  Calif. 

Sillcocks-Miller  Co.,  Maplewood,  N.  J. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

Strickland  Engineering  Co.,  Inc.,  177  Austin  St.,  New¬ 
tonville,  Mass. 

Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford,  III. 

POSITIONINO 
See  CONTROLS 
INDICATORS 
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Accurate  Electronics  Corp.,  Dept.  6,  169  Abbe  Rd.,  S., 
Elyria,  Ohio. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union  City, 
N.  J. 

Alcon  Metal  Products,  Inc.,  1750  N.  Kimball  Ave.,  Chi¬ 
cago  47,  III. 

Amatom  Electronic  Hardware  Co.,  Inc.,  88  Drake  Ave., 
New  Rochelle,  N.  Y. 

BEAD  CHAIN  MFG.  CO.,  110  Mountain  Grove  St.,  Bridge¬ 
port  5,  Conn.  AOV.  PG.  517. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N  Y. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Cambridge  38,  Mass.  AOV.  PG.  74. 

Eastern  Specialty  Co.,  Philadelphia  40,  Pa. 

Eby  Co.,  Hugh  H.,  4701  Germantown  Ave.,  Philadelphia 
44,  Pa. 

Elco  Corp.,  "M"  St.  below  Erie  Ave.,  Philadelphia  24, 
Pa. 

FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U.  S. 
GASKET  CO.,  Camden  1,  N.J  ADV  PG.  529. 

GENERAL  COMPONENTS  INC.,  225-229  E.  144th  St., 
New  York  51,  N.  Y.  AOV.  PG.  574. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Good  Electronic  Corp.,  P.  0.  Box  93,  Newton  58,  Mass. 

GRAYHILL,  INC.,  537  Hiligrove  Ave.,  U  Grange,  III. 
AOV.  PG.  309. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

Litton  Industries,  Components  Oiv.,  5873  Rodeo  Rd.,  Los 
Angeles  16,  (Ullf. 

MALCO  TOOL  &  MFG.  CO.,  4025  W.  Lake  St.,  Chi¬ 
cago  24,  III.  AOV.  PG.  580. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden,  Mass. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia  44, 
Pa. 

Molex  Products  Co.,  9515  Southvlew  Ave.,  Brookfield,  III. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon,  Ohio. 
ADV.  PG.  219. 

Precision  Metal  Products  Co.  of  Malden,  41  Elm  St., 
Stoneham  80,  Mass. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Oavis¬ 
ville,  Pa.  ADV.  PG.  472. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 

10,  N.  V. 

STANDARD  ELECTRIC  TIME  CO.,  97  Logan  St.,  Spring- 
field,  Mass.  AOV.  PG.  518 

SUPERIOR  ELECTRIC  CO.,  THE,  83  Laurel  St.,  Bristol, 
Conn  AOV  PG  180-184. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  AOV.  PG.  511. 

Technicraft  Co.,  1156  Commonwealth  Ave.,  Boston  34, 
Mass. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

W.  &  M.  Mfg.  Corp.,  187  Lafayette  St.,  New  York 
13,  N.  Y. 

Waldom  Electronics,  Inc.,  4625  W.  S3rd  St.,  Chicago  32, 
III. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 
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Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

Analogue  Controls,  Inc.,  39  Roselle  St.,  Mlneola,  N.  Y. 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N.  Y.  AOV.  PG.  555. 

Ardente  Acoustic  Labs.,  Ltd.,  8/12  Minerva  Rd.,  North 
Acton,  London,  N.W.  10,  England. 

Bourns  Laboratories,  Inc.,  P.  0.  Box  2112,  Riverside, 
Calif. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

BRUSH  INSTRUMENTS  DIV.  OF  CLEVITE  CORP.,  3405 
Perkins  Ave.,  Cleveland  14,  Ohio.  AOV.  PG.  20,  21. 
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ELECTRONIC  and  ALLIED  PRODUCTS 


Cartfr  M(g  Corp.,  2}  Wdthington  St.,  Hudson,  Mass. 
CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wis.  AOV.  PG.  422. 

Chicago  Aerial  Industries,  1980  N.  Hawthorne,  Melrose 
Park,  III. 

Cinema  Engineering  Oi«.,  Aerovoa  Corp.,  1100  Chestnut 
St  ,  Burbank,  Calif 

Clarostat  Mfg  Co.,  liK  ,  Dover,  N  H 
COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Awe., 
Hempstead,  N  V.  AOV.  PG.  S73. 

Continental  Carbon  Div  of  Wirt  Co.,  S221  Greene  St., 
Philadelphia  44.  Pa 

DALE  PRODUCTS,  INC.,  Bon  136,  Columbus,  Neb.  AOV. 

PG  194,  195. 

DAVEN  CO.,  Route  10.  Livingston,  N  J  AOV  PG.  401 
DAYSTROM  PACIFIC  DIV  OF  DAYSTROM,  INC.,  9320 
Lincoln  Blvd.,  Los  Angeles  45,  Calif.  AOV.  PG.  406 
OEJUR-AMSCO  CORP.,  Northern  Blvd.,  at  4Mh  St  , 
Long  Island  City  1,  N  Y  AOV.  PG.  223-225 
Oevtron  Engineering,  I  Winslow  St.,  Redwood  City,  Calif 
Edcliff  Instruments  1711  S.  Mountain  Ave.,  Monrovia, 
Calif 

Electromath  Corp.,  42-14  Creenpoint  Ave.,  Long  Island 
City  4,  N  Y. 

Elektro-Serv  Co,  480  Johnson  Ave.,  Brooklyn  37,  N.  Y 
FAIRCHILD  CONTROLS  CORP.,  COMPONENTS  DIV., 
225  Park  Awe.,  HIcksville.  N  Y  AOV  "G.  142. 
Fovboro  Co  ,  The,  Foaboro,  Masi. 

CAMEWELL  CO.,  THE,  12  38  Chestnut  St,  Newton 
Upper  Falls  64,  Mass  AOV  PG  300 
Garrett  Corp.,  The  9851  Sepulveda  Blvd.,  Lot  Angeles 
45  Calif 

GENERAL  CONTROLS  CO.,  801  Allen,  Ave.,  Glmdale  1, 
Calif  AOV  PG  75 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd., 
Schenectady  5,  N.  Y 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cambridge 
39,  Mats  AOV  PG  178,  179 
Giannini  A  Co  ,  Inc  ,  G  M  .  918  E  Green  St  .,  Pasadena 
1,  Calif 

Gray  Mfg  Co.,  16  Arbor  St..  Hartford,  Conn 
Helco  Products  Corp  ,  7832  Balboa  Blvd  ,  Van  Nuys,  Calif 
Helipot  Corp.,  Nevvp^  Beach.  Calif 
Howell  Instrument  Co.,  3101  Trinity  St.,  Ft  Worth  7. 
Teias 

HUMPHREY,  INC.,  2805  Canon  St.,  San  Olego  6,  Calif. 
AOV  PG  153 

INTERNATIONAL  RESISTANCE  CO.,  401  N  Broad  St  , 
Philadelphia  8,  Pa  AOV  PG.  189-192 
Kelvin  A  Hughes,  Ltd.,  80  Shore  Rd ,  Port  Washington, 

N  Y. 

Kelvin  A  Hughes  Ltd  ,  New  North  Rd  ,  Barkingside,  Essei, 
England. 

Leeds  A  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 

44,  Pa. 

Lesa,  Via  Bergamo  21,  Milan.  Italy 
Litton  Industries,  336  N  Foothill  Rd.,  Beverly  Hills,  Calif 
Mallory  A  Co.,  Inc.,  P  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind 

Manning,  Manwell  A  Moore,  Inc  ,  Industrial  Controls 
Div.,  250  F.  Main  St.,  Stratford,  Coon. 

Markite  Corp.,  155  Waverly  Place.  New  York  14,  N.  Y 
Maurey  Instrument  Corp.,  7924  S.  Eachange  Ave.,  Chi¬ 
cago  17,  III 

Muirhead  A  Co.,  Ltd.,  Beckenham  Kent,  England 
Muter  Company,  The,  1255  S.  Michigan  Ave.,  Chicago 
5,  III. 

Harden  Ket.iy  Corp.,  Precision  Components  Olv.,  Corn- 
mack,  N  Y 

OHMITE  MFC  CO.,  3601  Howard  St  ,  Skokie,  III  AOV 
PG  200  201. 

Osborne  Electronic  Corp.,  712  S  E.  Hawthorne,  Portland 
14,  Ore. 

Pacific  Scientific  Co.,  P.  0.  Box  22019,  Los  Angeles 
22,  Calif. 

Painton  Olv.  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta  ,  Flushing  64,  N  Y. 

PRECISION  LINE,  INC.,  63  Main  St.,  Maynard.  Mass 
AOV.  PG  570. 

Production  Instructions  Div.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie  III. 

RATTRAY  A  CO.,  GEORGt  116-08  Myrtle  Ave.,  Rich¬ 
mond  Hill,  N  Y  AOV  PG.  553 
Samarius  Electronic  Corp.,  123  Canal  St.,  Shelton,  Conn. 
San  Fernando  Electric  Mfg.  Co.,  1509  First  St.,  San 
Fernando,  Calif. 

Servomechanisms,  Inc.,  Special  Products  Oiv.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif. 

Servonlc  Instruments,  Inc ,  640  Terminal  Way,  Cotta 
Mesa,  Calif 

Servotrol  Co..  114  W  Illinois  St.,  Chicago  10,  III. 
SHALLCROSS  MFC.  CO.,  Selma.  N  C.  AOV.  PG.  324 
Spectrol  Olv.  of  Carrier  Corp.,  1704  S  Del  Mar,  San 
Gabriel,  Calif. 

Stackpole  Carbon  Co.,  St  Marys,  Pa. 

Tech  Laboratories,  Inc.,  Bergen  A  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J 

TECHNOLOGY  INSTRUMENT  CORP.,  533  Main  St., 
Acton,  Mass  AOV  PG  265-267. 

Thwing-Albert  Instrument  Co.,  5351  Pulaski  Ave.,  Phila¬ 
delphia  44,  Pa. 

Topp  Industries,  Inc.,  5255  W.  102nd  St.,  Los  Angeles 
45.  Calif. 

WATERS  MANUFACTURING  INC.,  Boston  Post  Rd.,  Way- 
land,  Mast.  AOV.  PG.  473. 

Weston  Instruments  0!v  of  Oaystrom,  Inc.,  614  Fre- 
tinghuysen  Ave.,  Newark  12,  N.  J. 

ROnNTIOUMTm-AhaalaM  Prassuro 

Bendix  Aviation  Corp.,  Montrose  Olv.,  South  Montrose, 

Pa 


Bourns  Laboratories,  Inc.,  P  0.  Box  2112,  Riverside, 
Calif. 

Bristol  Co.,  The,  P  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N  Y.  AOV.  PG.  573. 

Edcliff  Instruments,  1711  S.  Mountain  Ave.,  Monrovia, 
Cahf 

FAIRCHILD  CONTROLS  CORP.,  COMPONENTS  OIV., 
225  Park  Ave.,  Hicktville,  N.  Y.  AOV.  PG.  142. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Lot  Angeles 
45,  Calif. 

Giannini  A  Co.,  Inc.,  G.  M.,  918  E  Green  St.,  Pasa¬ 
dena  1,  Calif. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo 

Helco  Products  Corp.,  7832  Balboa  Blvd.,  Van  Nuys, 
Calif. 

Kelvin  A  Hughes,  Ltd ,  80  Shore  Rd  ,  Port  Washington, 
N  Y. 

Servonlc  Instruments,  Inc.,  640  Terminal  Way.  Costa 
Mesa,  Calif 

TRANS  SONICS,  INC.,  P  0  Box  328,  Lrxmgtan,  Mass 
AOV.  PG  202 

U  S.  Gauge  Oiv.,  American  Machine  A  Metals.  Inc , 
Sellersville,  Pa. 


POTENTIOMETERS— OHEeronyial  Prexxwre 

Beralix  Aviation  Corp.,  Montrose  Oiv.,  South  Montrose, 

Pa 

Bourns  Laboratories,  Inc.,  P  0.  Box  2112,  Riverside, 
Calif 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave, 
Hempstead,  N  Y.  AOV.  PG.  573 
Edcliff  Instruments,  1711  S.  Mountain  Ave  ,  Monrovia, 
Calif 

FAIRCHILD  CONTROLS  CORP.,  COMPONENTS  DIV., 
225  Park  Ave .  HIcksville,  N  Y  AOV  PG  142 
Garrett  Corp.,  The,  9851  Sepulveda  Blvd ,  Los  Angeles 
45,  Calif 

Giannini  A  Co  .  Inc.,  G.  M.,  918  E.  Green  St.,  Pasa¬ 
dena  1,  Calif 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St  Louis  17,  Mo 

Heko  Products  Corp.,  7832  Balboa  Blvd  ,  Van  Nuys, 
Calif 

Kelvin  A  Hughes,  Ltd.,  80  Shore  Rd  ,  Port  Washington, 
N  Y. 

Seregnk  Instruments,  Inc.,  640  Terminal  Way,  Costa 
Mesa,  Calif 

TRANS-SONICS,  INC.,  P.  0  Box  328.  Lexington,  Mast. 
AOV  PG  202. 

U.  S.  Gauge  Oiv ,  America.i  Machine  A  Metals,  Inc., 
Sellersville.  Pa 


POTENTIOMETERS-Inducfion 

American  Electronics,  Inc.,  655  W  Washington  Blvd , 
Los  Angeles  15,  Calif 

CLIFTON  PRECISION  PRODUCTS  CO.,  INC.,  9014  West 
Chester  Pike,  Upper  Darby,  Pa  AOV.  PG.  240,  241 
Diehl  Mfg  Co  1129  Finderne  Ave  ,  Somerville,  N.  J 
ELECTRO-MEASUREMENTS,  INC.,  7524  S  W  Macadam, 
Portland  I,  Ore.  AOV  PG  138,  139 
Helipot  Corp ,  Newport  Beach  Calif 
KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.  J  AOV  PG.  356 
Muirhead  A  Co.,  Ltd.,  Beckenham,  Kent,  England. 
Norden  Ketay  Corp.,  Precision  Components  Oiv.,  Corn- 
mark.  N.  Y, 

REEVES  INSTRUMENT  CORP.,  227  E.  9tst  St.,  New 
York  28,  N.  Y  AOV.  PG  433 
Servomechanisms,  Inc.,  Mechatrot  Oiv.,  1200  Prospect 
Ave.,  Westbury,  N  Y. 


POTENTIOMETERS-lineor  A  Nen-liiMor, 

Procleiow  Carbon  Him 

Bourns  Laboratories,  Inc.,  P.  0  Box  2112,  Riverside, 
Calif 

British  Radio  Electronics,  Ltd.,  1833  Jefferson  PI., 
N  W.,  Washington  6,  D  C  . 

Cedar  Engineering  Div.  of  Control  Data  Corp.,  5806  W 
36th  St  ,  Minneapolis  16,  Minn. 

CENTRAUB  DIV.,  GLOBE-UNION,  INC.,  914Y  E  Keefe 
Ave  .  Milwaukee  1,  Wis  AOV.  PG.  422 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave, 
Hempstead,  N  Y.  AOV  PG.  573. 

Corbett  Science  Labs.,  F.  W.,  3117  Venice  Blvd.,  Los 
Angeles  19,  Calif. 

Dwyer  Engineering  Co.,  Inc.,  P  0.  Box  452,  Nashua, 

Litton  Industries,  336  N.  Foothill  Rd.,  Beverly  Hills, 
Calif. 

Norden  Ketay  Corp.,  Precision  Components  Oiv.,  Corn- 
mack,  N.  Y. 

Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd.,  Haviithorne,  Calif. 

Servonlc  Instruments,  Inc.,  640  Terminal  Way,  Costa 
Mesa,  Calif. 

TECHNOLOGY  INSTRUMENT  CORP.,  533  Main  St., 
Acton,  Mass.  AOV.  PG.  265-267 


POTENTIOMETERS-llnoar  A  Non-Liimar, 

Proclaion  Wire  Wound 

Analogue  Controls,  Inc.,  39  Roselle  St.,  Mlneola,  N  Y. 
ANTON  ELECTRONIC  UBS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N  Y  AOV  PG  555 


Bourns  Laboratories,  Inc.,  P.O.  Box  2112,  Riverside, 
Caiif. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

British  Radio  Electronics,  Ltd.,  1833  Jefferson  PL, 
N.W..  Washington  6,  D.  C. 

Carter  Mfg.  Corp.,  23  Washington  St.,  Hudson,  Mass. 
CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  914Y  E  Keefe 
Ave.,  Milwaukee  1,  Wis.  AOV.  PG.  422 
Chicago  Aerial  Industries,  1980  N.  Hawthorne,  Melrose 
Park,  III 

CHICAGO  TELEPHONE  SUPPLY  CORP.,  1142  W  Beards¬ 
ley  Ave.,  Elkhart,  Ind.  AOV.  PG.  301. 

Circuit  Instruments,  Inc.,  2801  Anvil  St  North,  P.O. 

Box  1438,  St.  Petersburg,  Fla 
Clarostat  Mfg.  Co  ,  Inc.,  Dover,  N.  H. 

Corbett  Science  Labs.,  F.  W.,  3117  Venice  Blvd.,  Los 
Angeles  19,  Calif. 

OE  JUR-AMSCO  CORP.,  Northern  Blvd.  at  45th  St., 
Long  Island  City  1,  N.  Y.  AOV.  PG.  223-225. 

Edcliff  Instruments,  1711  S.  Mountain  Ave  ,  Monrovia, 
Calif. 

Electromath  Corp  .  42-14  Greenpoint  Ave.,  Long  Island 
City  4,  N  Y. 

ELECTRO-MEASUREMENTS,  INC.,  7524  S  W  Macadam, 
Portland  1,  Ore  AOV.  PG.  138,  139 
ELECTRO-MEC  LABORATORY,  INC.,  47-51  33rd  St., 
Long  Island  City  1,  N.  Y.  AOV  PG.  534 
Electronic  Associates,  Inc.,  Long  Branch.  N.  J. 

FAIRCHILD  CONTROLS  CORP,  COMPONENTS  DIV., 
225  Park  Ave  .  Hicksville.  N  Y  AOV.  PG.  142. 
GAMEWELL  CO.,  THE.  1238  Chestnut  St.,  Newton  Upper 
Falls  64  Mass  AOV  PG.  300. 

GENERAL  CONTROLS  CO.,  SOI  Allen  Ave.,  Glendale  1, 
Calf  AOV  PG  75. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  AOV  PG.  178,  179 
Giannmi  &  Co.,  G  M.,  918  E.  Green  St.,  Pasadena  1, 
Calif 

Heko  Products  Corp.,  7832  Balboa  Blvd.,  Van  Nuys, 
Calif 

Helipot  Corp  .  Newport  Beach,  Calif 
Howell  Instrument  Co.,  3101  Trinity  St.,  Ft  Worth  7, 
Texas 

HUMPHREY,  INC  ,  2805  Canon  St.,  San  Diego  6,  Calif. 
AOV  PG  153 

K-F  DEVELOPMENT  CO.,  2606  Spring  St.,  Redwood 
City,  Calif  AOV.  PG.  464. 

Kelvin  &  Hiigres,  Ltd  ,  80  Shore  Rd.,  Port  Washington, 

N  Y, 

Litton  Industries,  Components  Oiv  ,  5873  Rodeo  Rd , 
Los  A'geles  16.  Calif. 

Litton  Industries,  336  N  Foothill  Rd.,  Beverly  Hills, 
Calif. 

Magnasoi  Co..  The.  2131  Beuter  Rd.,  Fort  Wayne,  Ind. 
Mallory  A  Co.,  Inc.,  P  R  ,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Maurey  Instruments  Corp,  7924  S.  Exchange  Ave., 
Chicago  17,  III. 

Nagog  Associates,  Inc.,  Littleton,  Mass 
Norden  Ketay  Corp.,  Precision  Components  Div.,  Corn- 
mack,  N.  Y. 

Osborne  Electronic  Corp.,  712  S.E.  Hawthorne,  Portland 
14,  Ore. 

Pacific  Scientific  Co.,  P.  0  Box  No.  22019,  Los  Angeles 
22,  Calif. 

Painton  Oiv  of  British  Electronics  Sales  Co.,  Inc.,  Oak¬ 
land  Garden  Sta.,  Flushing  64,  N  V. 

PRECISION  LINE,  INC.,  63  Main  St.,  Maynard.  Mass. 
AOV.  PG.  570 

Production  Instniments  Div.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III. 

RATTRAY  &  CO.,  GEORGE,  116-08  Myrtle  Ave  ,  Rich¬ 
mond  Hill,  N  Y  AOV  PG.  553. 

RAWSON  ELECTRICAL  INSTRUMENT  CO.,  Ill  Potter 
St.,  Cambridge  42,  Mats.  AOV.  PG.  457. 

Rinco,  Inc.,  7962  S.  E.  Powell  Blvd.,  Portland  6,  Ore. 
Samarius  Electronic  Corp.,  123  Canal  St.,  Shelton,  Conn. 
San  Fernando  Electric  Mfg  Co.,  1509  First  St.,  San 
Fernando,  Calif. 

Servonlc  Instruments,  Inc.,  640  Terminal  Way,  Costa 
Mesa,  Calif. 

Servonics,  Inc.,  822  N.  Henry  St.,  Alexandria,  Va. 
Servotrol  Co.  114  W  Illinois  St.,  Chicago  10,  III. 
SHALLCROSS  MFG  CO.,  Selma,  N.  C.  AOV.  PG.  324. 
Spectral  Div.  of  Carrier  Corp.,  1704  S  Del  Mar, 
San  Gabriel,  Calif. 

TECHNOLOGY  -INSTRUMENT  CORP.,  533  Main  St.. 

Acton,  Mass.  AOV.  PG.  265-267. 

Topp  Industries,  Inc.,  5255  W.  102nd  St.,  Los  Angeles 
45,  Calif. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N  Y. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N  Y. 

WATERS  MANUFACTURING  INC.,  Boston  Post  Rd., 
Wayland,  Mass.  AOV  PG.  473. 


POnmiOMITIRS-Mafaflix  f  ilm 

Bourns  Laboratories,  Inc.,  P.  0.  Box  2112,  Riverside, 
Calif 

FAIRCHILD  CONTROLS  CORP.,  COMPONENTS  DIV.,  225 
Park  Ave.,  Hicksville,  N.  Y.  AOV.  PG.  142. 
FILMOHM  CORP.,  48  W.  25th  St.,  New  York  10,  N  Y. 
AOV.  PG.  586. 

Servomechanisms,  Inc.,  Special  Products  Oiv.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif. 
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POTENTIOMETERS 


FOTfNTIOMETiRS— Portable  Inilrumonf 

Allegany  Instrument  Co.,  Inc.,  1091  Wilts  Mountain, 
Cumberland,  Md. 

Bourns  Laboratories,  Inc.,  P.  0.  Bon  2112,  Riverside, 
Calif. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

FLUKE  MFC.  CO.,  INC.,  JOHN,  1111  W.  Nickerson  St., 
Seattle  99,  Wash.  ADV.  PG.  501. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Georator  Corp.,  315  Tudor  Lane,  Manassas,  Va 

Gilmore  Industries,  Inc.,  5713  Euclid  Ave.,  Cleveland  3, 
Ohio. 

Gray  Instrument  Co.,  200  E.  Church  Lane,  Philadelphia 
44,  Pa, 

Helipot  Corp.,  Newport  Beach,  Calif. 

Howell  Instrument  Co.,  3101  Trinity  St.,  Ft.  Worth  7, 
Texas. 

Julie  Research  Laboratories,  556  W.  16Bth  St.,  New 
York  32,  N.  Y. 

Leeds  &  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

LEWIS  ENGINEERING  CO.,  52  Rubber  Ave.,  Naugatuck, 
Conn.  ADV.  PG.  532. 

Minneapolis-Honeywell  Regulator  Co.,  Industrial  Olv., 
Seventh  &  Grange  Sts.,  Philadelphia  44,  Pa. 

Minneapolis-HoneyweU  Regulator  Co.,  Rubicon  Instruments, 
Ridge  Ave.  at  3Sth  St.,  Philadelphia  32,  Pa. 

PHYSICS  RESEARCH  lABS.,  INC.,  P.  0.  Box  555, 
Hempstead,  N.  Y.  ADV.  PG.  520. 

SHALLCROSS  MFG.  CO.,  Selma,  N,  C.  ADV.  PG.  324. 

Thwing-Albert  Instrument  Co.,  5351  Pulaski  Ave.,  Phila¬ 
delphia  44,  Pa. 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 

Williamson  Development  Co.,  Inc.,  317  Main  St.,  West 
Concord,  Mass. 


POTENTIOMETERS-^radaiMi 

ACE  ELECTRONICS  ASSOCIATES,  99  Dover  St.,  Somer¬ 
ville  44,  Mass.  ADV.  PG.  334. 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain,  Cum¬ 
berland,  Md. 

Analogue  Controls,  Inc.,  39  Roselle  St.,  Mineola,  N.  Y. 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N.  Y.  ADV.  PG.  555. 

Bourns  Laboratories,  Inc.,  P.  0.  Box  2112,  Riverside. 
Calif. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Calbest  Electronics  Co.,  4601  Exposition  Blvd.,  Los 
Angeles  16,  Calif. 

Carter  Mfg.  &>rp.,  23  Washington  St.,  Hudson,  Mass. 

Cedar  Engineering  Div.  of  Control  Data  Corp.,  5806  W. 
36th  St.,  Minneapolis  16,  Minn. 

Chicago  Aerial  Industries,  1980  N.  Hawthorne,  Melrose 
Park,  III. 

CHICAGO  TELEPHONE  SUPPLY  CORP.,  1142  W.  Beards¬ 
ley  Ave.,  Elkhart,  Ind.  ADV.  PG.  301. 

Cinema  Engineering  Div.,  Aerovox  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif. 

Clarostat  Mfg.  Co.,  Inc.,  Dover,  N.  H. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave  , 
Hempstead,  N.  Y.  ADV.  PG.  573. 

Corbett  Science  Labs.,  F.  W.,  3117  Venice  Blvd.,  Los 
Angeles  19,  Calif. 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb.  ADV. 
PG.  194,  195. 

Darco  Industries,  Inc.,  Gyro  Dynamics  Div.,  2151  E. 
Rosecrans  Ave.,  El  Segundo,  Calif. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG.  401. 

DAYSTROM  PACIFIC  DIV.  OF  DAYSTROM,  INC.,  9320 
Lincoln  Blvd.,  Los  Angeles  45,  Calif.  ADV.  PG.  406. 

DE  JUR-AMSCO  CORP.,  Northern  Blvd.  at  45th  St.,  Long 
Island  City  1,  N.  Y.  ADV.  PG.  223-225. 

Dwyer  Engineering  Co.,  Inc.,  P.  0.  Box  452,  Nashua, 

ELECTRO-MEASUREMENTS,  INC.,  7524  S.W.  Macadam, 
Portland  1,  Ore.  ADV.  PG.  138,  139. 

ELECTRO-MEC  LABORATORY,  INC.,  47-51  33rd  St., 
Long  Island  City  1,  N.  Y.  ADV.  PG.  534. 

Electromath  Corp.,  42-14  Greenpoint  Ave.,  Long  Island 
City  4,  N.  Y. 

Elektro-Serv  Co.,  480  Johnson  Ave.,  Brooklyn  37,  N.  Y. 

FAIRCHILD  CONTROLS  CORP.,  COMPONENTS  DIV., 
225  Park  Ave.,  Hicksville,  N.  Y.  ADV.  PG.  142. 

GAMEWELL  CO.,  THE,  1238  Chestnut  St.,  Newton  Upper 
Falls  64,  Mass.  ADV.  PG.  300. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  ADV.  PG.  75. 

Giannini  &  Co.,  Inc.,  G.  M.,  918  E.  Green  St.,  Pasa¬ 
dena  1,  Calif. 

Gray  Instrument  Co.,  200  E.  Church  Lane,  Philadelphia 
44,  Pa. 

Helco  Products  Corp.,  7832  Balboa  Blvd.,  Van  Nuys, 
Calif. 

Helipot  Corp.,  Newport  Beach,  Calif. 

Howell  Instrument  Co.,  3101  Trinity  St.,  Ft.  Worth  7, 
Texas. 

HUMPHREY,  INC.,  2805  Canon  St.,  San  Diego  6,  Calif. 
ADV.  PG.  153. 

INTERNATIONAL  RESISTANCE  CO.,  401  N.  Broad  St., 
Philadelphia  8,  Pa.  ADV.  PG.  189-192. 

K-F  DEVELOPMENT  CO.,  2606  Spring  St.,  Redwood 
City,  Calif.  ADV.  PG.  464. 


Leeds  It  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 

44,  Pa. 

Litton  Industries,  336  N.  Foothill  Blvd.,  Beverly  Hills, 
Calif. 

Litton  Industries,  Components  Div.,  5873  Rodeo  Rd., 
Los  Angeles  16,  Calif. 

Markite  Corp.,  155  Waverly  Place,  New  York  14,  N.  Y. 

Maurey  Instrument  Corp.,  7924  S.  Exchange  Ave.,  Chi¬ 
cago  17,  III. 

Minco  Products,  Inc.,  740  Washington  Ave.,  N.,  Min¬ 
neapolis  1,  Minn. 

Minneapolis-Honeywell  Regulator  Co.,  Industrial  Div., 
Seventh  &  Grange  Sts.,  Philadelphia  44,  Pa. 

Minneapolis-Honeywell  Regulator  Co.,  Rubicon  Instruments, 
Ridge  Ave.  at  35th  St.,  Philadelphia  32,  Pa. 

Muirhead  &  Co.,  Ltd.,  Beckenham,  Kent,  England 

Norden  Ketay  Corp.,  Precision  Components  Div.,  Comack, 
N.  Y. 

Osborne  Electronic  Corp.,  712  S.  E.  Hawthorne,  Port¬ 
land  14,  Ore. 

Pacific  Scientific  Co.,  P.  0.  Box  No.  22019,  Los  Angeles 
22,  Calif. 

Painton  Div.  of  British  Electronics  Sales  Co.,  Inc.,  Oak¬ 
land  Garden  Sta.,  Flushing  64,  N.  Y. 

PRECISION  LINE,  INC.,  63  Main  St.,  Maynard,  Mass 
ADV.  PG.  570. 

Production  Instruments  Div.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie  III. 

RATTRAY  &  CO.,  GEORGE,  116-08  Myrtle  Ave.,  Rich¬ 
mond  Hill,  N.  Y.  ADV.  PG.  553. 

Rinco,  Inc.,  7962  S.  E.  Powell  Blvd.,  Portland  6,  Ore. 

Samarius  Electronic  Corp.,  123  Canal  St.,  Shelton,  Conn. 

San  Fernando  Electric  Mfg.  Co.,  1509  First  St.,  San 
Fernando,  Calif. 

Servomechanisms,  Inc.,  Mcchatrol  Div.,  1200  Prospect 
Ave.,  Westbury,  N.  Y. 

Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif. 

Servonic  Instruments,  Inc.,  640  Terminal  Way,  Costa 
Mesa,  Calif. 

SHALLCROSS  MFG.  CO.,  Selma,  N.  C.  ADV  PG  324. 

Tech  Laboratories,  Inc.,  Bergen  &  Edsall  Blvds., 
Palisades  Park,  N.  J. 

Spectrol  Div.  of  Carrier  Corp.,  1704  S.  Del  Mar,  San 
Gabriel,  Calif. 

TECHNOLOGY  INSTRUMENT  CORP.,  533  Main  St., 
Acton,  Mass.  ADV.  PG.  265-267. 

Thwing-Albert  Instrument  Co.,  5351  Pulaski  Ave.,  Phila¬ 
delphia  44,  Pa. 

Topp  Industries,  Inc.,  5255  W.  102nd  St.,  Los  Angeles 

45,  Calif. 

United  Mineral  &  Chemical  Corp.,  16  Hudson  St  ,  New 
York  13,  N.  Y. 

U.  S.  Gauge  Div.,  American  Machine  &  Metals,  Inc, 
Sellersville,  Pa. 

WATERS  MANFACTURING  INC.,  Boston  Post  Rd..  Way- 
land,  Mass.  ADV.  PG.  473. 


POTfKTIOMETERS— Pradaion  Avta-Trontfermor 

Darco  Industries,  Inc.,  Gyro  Dynamics  Div.,  2151  E. 

Ro'ecrans  Ave.,  El  Segundo,  Calif. 

Gertsch  Products,  Inc.,  3211  S.  La  Cienega  Blvd.,  Los 
Angeles  16,  Calif. 

Markite  Corp.,  155  Waverly  PI.,  New  York  14,  N.  Y. 
Muirhead  &  Co.,  Ltd.,  Beckenham  Kent,  England. 
Perkin-Elmer  Corp.,  The,  Main  Ave.,  Norwalk,  Conn. 
Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif. 

TRANSFORMERS,  INC.,  200  Stage  Rd.,  Vestal,  N.  Y 
ADV  PG.  391-393 


POTENTIOMETERS-Printad  Cirewif 

Bourns  Laboratories,  Inc.,  P.  0.  Box  2112,  Riverside, 
Calif. 

Carter  Mfg.  Corp.,  23  Washington  St.,  Hudson,  Mass. 

CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  914Y  E 
Keefe  Ave.,  Milwaukee  1,  Wis.  ADV  PG.  422. 

CHICAGO  TELEPHONE  SUPPLY  CORP.,  1142  W. 
Beardsley  Ave.,  Elkhart,  Ind.  ADV.  PG.  301. 

Clarostat  Mfg.  Co.,  Inc.,  Dover,  N.  H. 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb  ADV 
PG  194,  195. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG.  401. 

Dwyer  Engineering  Co.,  Inc.,  P.  0.  Box  452,  Nashua, 

Globe  Electrical  Mfg.  Co.,  1729  W.  134th  St.,  Gar¬ 
dena,  Calif. 

Lesa,  Via  Bergamo  21,  Milan,  Italy. 

Mallory  It  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Maurey  Instrument  Corp.,  7924  S.  Exchange  Ave.,  Chi¬ 
cago  17,  III. 

PRECISION  LINE,  INC.,  63  Main  St.,  Maynard,  Mass 
ADV.  PG.  570. 

Samarius  Electronic  Corp.,  123  Canal  St.,  Shelton,  Conn. 

Tech  Laboratories,  Inc.,  Bergen  &  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J. 

WATERS  MANUFACTURING  INC.,  Boston  Post  Rd.,  Way- 
land,  Mass.  ADV.  PG.  473. 


POTENTIOMITiM-ltociWMW 

Aero  Electronics  Corp.,  60S3Vi  Whittier  Blvd.,  Los 
Angeles,  Calif. 

Bourns  Laboratories,  Inc.,  P.  0.  Box  2112,  Riverside, 
Calif. 

Clarostat  Mfg.  Co.,  Inc.,  Dover,  N.  H. 

Colvin  Laboratories,  Inc.,  364  Glenwood  Ave.,  East 
Orange,  N.  J. 


1958-1959  LISTINGS  of 


COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N.  Y.  ADV.  PG.  573. 

Corbett  Science  Labs.,  F.  W.,  3117  Venice  Blvd.,  Los 
Angeles  19,  Calif. 

DeJUR-AMSCO  CORP.,  Northern  Blvd  at  45th  St., 
Long  Island  City  1,  N.  Y.  ADV.  PG.  223-225. 

Electromath  Corp.,  42-14  Greenpoint  Ave.,  Long  Island 
City  4,  N.  Y. 

Elektro-Serv.  Co,  480  Johnson  Ave,  Brooklyn  37,  N.  Y. 

FAIRCHILD  CONTROLS  CORP.,  COMPONENTS  DIV.,  225 
Park  Ave  ,  Hicksville,  N.  Y.  ADV.  PG.  142. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glenda'e  I, 
Calif.  ADV.  PG.  75. 

Helco  Products  Corp.,  7832  Balboa  Blvd.,  Van  Nuys, 
Calif. 

HUMPHREY,  INC.,  2805  Canon  St.,  San  Diego  6, 
Calif  ADV  PG  153. 

K-F  DEVELOPMENT  CO.,  2606  Spring  St.,  Redwood 
City,  Calif.  ADV.  PG.  464 

Markite  Corp.,  153  Waverly  Place,  New  York  14,  N  Y. 

Minco  Products,  Inc.,  740  Washington  Ave.  N.,  Min¬ 
neapolis  1,  Wis. 

PRECISION  LINE,  INC.,  63  Main  St  ,  Maynard,  Mass 
ADV  PG.  570 

Rinco,  Inc.,  7962  S.  E.  Powell  Blvd.,  Portland  6,  Ore. 

Samarius  Electronic  Corp.,  123  Canal  St.,  Shelton,  Conn. 

Servonic  Instruments,  Inc.,  640  Terminal  Way,  Costa 
Mesa,  Calif. 

Topp  Industries,  Inc.,  5255  W.  102nd  St.,  Los  Angeles 
45,  Calif. 


POTENTIOMETERS-Trimmor 

Aero  Electronics  Corp.,  60531^  Whittier  Blvd.,  Los 
Angeles,  Calif. 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave  , 
Brooklyn  37,  N.  Y  ADV  PG.  555. 

Ardente  Acoustic  Labs.,  Ltd.,  8/12  Minerva  Rd.,  North 
Acton,  London,  N  W.  10,  England. 

Bourns  Laboratories,  Inc.,  P.  0  Box  2112,  Riverside, 
Calif. 

Carter  Mfg  Corp ,  23  Washington  St  .  Hudson,  Mass 
CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  914Y  E. 

Keefe  Ave.,  Milwaukee  1,  Wis.  ADV.  PG  422. 
Clarostat  Mfg.  Co.,  Inc.,  Dover,  N.  H 
Cerbett  Science  Labs.,  F.  W.,  3117  Venice  Blvd.,  Los 
Angeles  19,  Calif 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus.  Neb 
ADV  PG  194,  195 

DAYSTROM  PACIFIC  DIV.  OF  DAYSTROM,  INC.,  9320 
Lincoln  Blvd..  Los  Artgeles  45,  Calif.  ADV.  PG.  406 
DeJUR-AMSCO  CORP.,  Northern  Blvd  at  45th  St.,  Long 
Island  City  1.  N  Y  ADV  PG.  223-225. 

EASTERN  PRECISION  RESISTOR  CORP.,  675  Barbey 
St  ,  Brooklyn,  N  Y  ADV.  PG  351 
Edclill  Instruments,  1711  S.  Mountain  Ave.,  Monrovia, 
Calif 

FAIRCHILD  CONTROLS  CORP.,  COMPONENTS  DIV., 
225  Park  Ave  ,  Hicksville,  N.  Y  ADV  PG  142. 
GAMEWELL  CO.,  THE,  1238  Chestnut  St.,  Newton 
Urprr  Falls  64,  Mass.  ADV  PG.  300. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave,  Glendale  I, 
Calif  ADV.  PG  75. 

Giannini  It  Co.,  Inc.,  G.  M  ,  918  E  Green  St.,  Pasa¬ 
dena  1,  Calif. 

Helipot  Corp.,  Newport  Beach,  Calif. 

Lesa,  Via  Bergamo  21,  Milan,  Italy 
Maurey  Instrument  Corp.,  7924  S.  Exchange  Ave  ,  Chi¬ 
cago  17,  III. 

Painton  Olv  of  British  Electronics  Sales  Co ,  Inc.,  Oak¬ 
land  Garden  Sta.,  Flushing  64,  N  Y. 

PRECISION  LINE.  INC.,  63  Main  St.,  Maynard,  Mass 
ADV  PG.  570. 

Rinco,  Inc.,  7962  S.  E.  Powell  Blvd.,  Portland  6,  Ore 
Samarius  Electronic  Corp  ,  123  Canal  St.,  Shelton,  Conn 
WATERS  MANUFACTURING  INC  ,  Boston  Post  Rd ,  Way- 
land,  Mass.  ADV.  PG.  473. 


POTS— Soldering 

Acme  Electric  Heating  Co.,  1217  Washington  St.,  Bos¬ 
ton,  Mass 

American  Gas  Furnace  Co.,  130  Spring  St  ,  Elizabeth, 
N.  J. 

Avo  Ltd.,  Avocet  House,  92/96,  Vauxhall  Bridge  Rd , 
London  S.  W.  I,  England. 

Dee  Electric  Co.,  1101  N.  Paulina  St.,  Chicago  22,  III 

Eisler  Engineering  Co.,  Inc.,  751  S.  13th  St.,  Newark, 
3,  N.  J. 

Electric  Soldering  Iron  Co.,  W.  Elm  St.,  Deep  River, 

Coon. 

ELECTRONICS,  INC.,  39  York  Rd.,  Willow  Grove,  Pa. 
ADV.  PG.  575. 

Electrovert,  Inc  ,  124  E  40th  St.,  New  York  17,  N.  Y 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd  , 
Schenectady  5,  N.  Y. 

General  Electric  Co.,  Industrial  Heating  Dept.,  Shelby- 

ville,  Ind 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 

Bergen,  N  J.  ADV.  PG.  10,  11. 

Martin  Co,  Inc.,  Rodman  H.,  Electronics  Div.,  300 
W.  Oak  St.,  Norristown,  Pa. 

Temperature  Engineering  Corp.,  1000  Union  Landing  Rd  , 
Riverton,  N.  J. 

Vulcan  Electric  Co.,  Danvers,  Mass. 

Waage  Electric,  Inc.,  720  Colfax  Ave.,  Kenilworth, 

N.  J. 


POTS  AND  TANKS-HooHng 

Acme  Electric  Heating  Co.,  1217  Washington  St.,  Bos¬ 
ton,  Mass. 
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POWER  SUPPLIES 


ELECTRONIC  and  ALLIED 


General  Electric  Co.,  Apparatus  Soles  Olv.,  I  River 
Rd.,  Schenectady  S,  N.  V. 

Null  Corporation,  Hatiioro,  Pa. 

Temperature  Engineoring  Corp^  1000  Union  Landing  Rd., 
RIvorton,  N.  J. 

Terrell  Corp.,  19  lane  St.,  WalthMl  54,  Mast. 

Vulcan  Electric  Co.,  Oanven,  Mass. 

Waage  Electric,  Inc.,  720  Colfax  Avo.,  Kenilworth,  N.  J. 

POWER  DIVIDERS 

Sm  microwave  accessories 

Divirfon,  Power 


POWER  LEVER 
Soo  INDICATORS 


POWER  SUPPLIES 
I.  AC 

a.  ax 

7a.  400  CPS 

3.  High  Voltogo 

4.  Klyetron 
4a.  Mogmtic 

5.  Microwovo 
4.  Rogwiatod 
7.  Trantitlor 
a.  VariohU 

9.  Voltago  RogolaSorf 

ACF  Electronict,  800  N.  Pitt  St.,  Alexandria,  Va. 
2-4. 

ACME  ELECTRIC  CORP.,  31  Water  St.,  Cuba,  N.  V. 
1-2-4-7-9.  AOV  PG.  104. 

Acme  Telectronia  Oiv.,  NEA  Service,  Inc.,  W.  Third  4 
Lakeside,  Cleveland  13,  Ohio  1. 

Adler  Electronics,  Inc.,  1  LeFevre  Lane,  New  Rochelle, 

N  V.  1-3-9. 

Aerolab  Development  Co.,  330  W.  Holly  St.,  Pasadena, 
Calif.  2. 

Aeronautical  4  Instrument  Olv  of  Robertshaw-Fulton 
Controls  Co.  Santa  Ana  Freeway  at  Euclid  Ave., 
Anaheim,  Calif.  2-b-7-9. 

Aerovoi  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mau. 

1-2. 

Aetna  Electronict  Corp.,  207  Stonehinge  Lane,  Carle 
PUce,  N  V.  1-2-3. 

Airborne  Electronict  Co.,  6813  Troost  Ave.,  North 
Hollywocd,  Calif.  7. 

Airborne  Instruments  Lab.,  Inc.,  160  Old  Country  Rd., 
Mineola,  N  V  2. 

Aircom  Inc.,  354  Main  St.,  WInthrop  52,  Mast  4-4-9. 
Aircraft  Radio  Corp.,  Boonton,  N.  J.  7. 

Airmec,  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 
4-9 

Alectra  Oiv.,  Consolidated  Electrodynamics  Corp.,  325  N. 

Altadena  Drive,  Pasadena,  Calif.  2-7. 

Alfred  Electronics,  897  Commercial  St.,  Palo  Alto, 

Calif.  3-4-5-4-8. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 

Cumberland,  Md  2-9. 

Alto  Scientific  Co.,  855  Commercial  St.,  Palo  Alto, 

Calif  2-3-4-4-7-8-9. 

AMERAC,  INC.,  116  TopsAeld  Rd.,  Wenham,  Mats  S. 
AOV  PG  76,  77. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St., 
Philadelphia  6,  Pa  2-4-7-8-9. 

American  ElKtronics,  Inc.,  655  W.  Washingotn  Blvd., 
Los  Angeles  15,  Calif.  l-2-2a-7-9. 

AMERICAN  MACHINE  4  FOUNORV  CO.,  DEFENSE 

PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria, 

Va  5.  AOV  PG  380. 

American  Measurement  4  Control,  Inc.,  240  Calvary  St., 
Waltham  54,  Mats.  2-4. 

American  Rectiher  Corp.,  95  Lafayette  St.,  New  York  13, 
N  V.  2-3-4a-4-8-9. 

American  Research  4  Mfg.  Corp.,  920  Haipme  Ave., 
RKkville,  Md  l-2-3-4a-4-7-9 
AMERICAN  TELEVISION  4  RADIO  CO.,  300  E  Fourth 
St.,  St.  Paul  1,  Minn.  1-2-7.  AOV.  PG  484 
Amp,  Inc.,  Chemicals  4  Dielectrics  Oiv.,  155  Park  St., 
E  liiabethtown.  Pa.  2-2a-3-4-4-8-9. 

AMP  INC.,  2100  Paxton  St.,  Harrisburg,  Pa.  1-9. 
AOV  PG  146,  147. 

Amtron  Corp  ,  17  Felton  St.,  Waltham,  Matt.  3. 
APPLIED  RADIATION  CORP.,  2404  N.  Main  St.,  Wal¬ 
nut  Creek,  Calif.,  3-4-4.  AOV.  PG.  504 
Applegate  4  Co,  C.  J.,  1840  24th  St.,  Boulder,  Colo. 
2-2a-3-4-7-9. 

Armour  Electronics  Inc.,  15002  Oxnard  Blvd.,  Van  Nuyt, 
Calif.  7. 

ARNOLD  MAGNETICS  CORP.,  4613  W.  Jefferson  Blvd, 
Lot  Angeles  16.  Calif.  l-2-2a  3-4-4a-5-4-7-8-9. 
AOV.  PG.  124. 

Arnoux  Corp.,  11924  W  Wathin9ton  Blvd.,  Lot  Angeles 
66,  Calif.  l-2-2i-3-4a-4-7-9. 

ASSOCIATED  ENGINEERING  CORP.,  65  Kent  St.,  Brook¬ 
line  46,  Mass  2-6-9.  AOV.  PG  564. 

ASSOCIATED  RESEARCH  INC.,  3788  W.  Belmont  Ave., 
Chicago  18,  III  1-2-3,  AOV.  PG.  477. 

ASSOCIATED  SPECIALTIES  CO.,  1751  Main  St.,  Ore- 
field,  Pa.  4-9  AOV.  PG.  580. 

Atlantic  Research  Corp.,  901  N.  Columbus,  Alexandria, 
Va  2-4. 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Roxbury, 
Mast.  l-2-2a-3-4.  AOV.  PG.  575 


PRODUCTS 


Automation  Elearonics,  1500  W.  Verdugo  Ave.,  Burbank, 
Calif.  1-2. 

Avien,  Inc.,  58-15  Northern  Blvd.,  Woodside  77,  N.  V.  1. 
Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramut,  N,  J.  l-2-2a-4a-4-7-9. 

Axler  Associates,  102-42  43rd  Ave.,  Corona  68,  N.  V. 
7-8-9. 

BAIRO-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mast.  1-3.  AOV  PG.  466. 

BARKER  4  WILLIAMSON,  Canal  4  Beaver  St.,  Bristol, 

Pa  2-2a-3-7-8-9.  AOV.  PG.  103. 

Barwood  Electronics  Inc.,  921  E.  Broadway,  Glendale  5, 
Calif.  2-2a-4-4. 

Beckman /Berkeley  Division,  2200  Wright  Ave.,  Richmond 
3,  Calif.  2-4-8-9. 

BEHLMAN  ENGINEERING  CO.,  2911  Winona  Ave., 
Burbank,  Calif.  l-2a.  AOV.  PG.  509. 

Bendii  Aviation  Corp.,  Pacific  Div.,  11600  Sherman 
Way,  North  Hollywood,  Calif  7. 

BETA  ELEaRIC  DIV  OF  SORENSEN  CO.,  INC.,  Rich¬ 
ards  Ave.,  South  Norwalk,  Conn.  3.  AOV.  PG.  95,  96. 
Beva  Laboratory,  1640  Olden  Ave.,  Ext.,  Trenton  9, 

N  J  2-3-8-9. 

Bludworth  Marine  Div.,  Kearfott  Co  ,  Inc.,  92  Gold  St., 
New  York  38,  N  V.  l-2-2a-7-9. 

Bogue  Electric  Mfg  Co.,  52  Iowa  Ave.,  Paterson  3, 

N  J.  2-2a-3-4-9. 

Bone  Engineering  Corp.,  701  W.  Broadway,  Glendale  4, 
Calif.  1-2. 

Booth  Co.,  Arthur  E.,  265  S.  Alexandria  Ave.,  Los 
Angeles,  Calif.  1-2-8. 

BRACKE-SEIB  X-RAY  CO.,  INC.,  16  Pelham  Bay 
Park  West,  Pelham  Manor,  N.  Y.  1-2-3.  AOV.  PG. 
498 

BRIGGS  ASSOCIATES,  INC.,  10  Dekalb  St.,  Norris¬ 
town,  Pa  l-2-2a-4  AOV  PG.  578. 

Browning  Laboratories,  Inc.,  Main  St.,  Winchester, 
Mast.  4. 

Buck  Engineering  Co.,  Inc.,  37-41  Marcy  St.,  Freehold, 

N  J.  1-2. 

Cadre  Industries  Corp.,  Box  150,  Endicott,  N.  Y, 
1-2-4-9. 

CALEDONIA  ELEaRONICS  4  TRANSFORMER  CO., 
Caledonia,  N  Y  2-3.  AOV.  PG  233 
California  Magnetic  Control  Corp,  11922  Valerio  St., 
North  Hollywood,  Calif  1-2-3-4-7-9. 

Campbell  Co.,  Inc.,  Colin,  Westville  Ave.,  Danbury, 
Coon  4-9. 

Carol  Electronics  Corp.,  315  W.  Stephen  St.,  Martins- 
burg.  W  Va  2. 

Cawkell  Electrical  Engineering,  A  E.,  80  Shore 

Rd.,  Port  Washington,  N  Y.  4. 

Central  Transformer  Co.,  910  W.  Jackson  Blvd.,  Chicago, 
III  3. 

Century  Electric  Co.,  1806  Pine  St.,  St.  Louis  3,  Mo 

1-2. 

Century  Electronics  4  Instruments,  Inc  ,  P.  0.  Box  6216, 
Pine  Station,  Tulsa  10,  Okla  1-2. 

Chester  Laboratories.  Box  646,  Devon,  Pa  1-2-4-8. 
CHRISTIE  ELECTRIC  CORP  .  3410  W  67th  St.,  Los 
Angeles  43,  Calif  2-4-9  AOV  PG.  368 
Cinem.v  Engineering  Oiv  ,  Aerovox  Corp.,  1100  Chest¬ 
nut  St.,  Burbank,  Calif  2. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London 

S  E  26  ,  England  3-9. 

CLEGG  LABORATORIES  DIV  OF  CLEGG,  INC.,  Han¬ 

over  &  RIdged.ile  Aves.,  Morristown,  N  J.  2-3-4-5- 
4-8-9  AOV  PG  505 

Cine  Electric  Mfg  Co.,  3405  W.  47th  St.,  Chicago,  III. 

1- 2-4a-4-7-8-9. 

Colls-Electronics  Co,  2939-49  N.  2nd  St.,  Philadel¬ 
phia  33,  Pa.  1-2-4-8 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa.  2a-4-S-7. 
Colortone  Electronics  Inc ,  200  Frank  Rd.,  Hicksville, 

N  Y  1-2-3-4-8-9 

COMPUTER  ENGINEERING  ASSOCIATES,  INC.,  350 
Halstead,  Pasadena,  Calif.  2-4-7-8.  AOV.  PG.  585. 
Condenser  Products  Oiv.,  New  Haven  Clock  4  Watch 
Co  140  Hamilton  St.,  New  Haven,  Conn.  1-2-3-4- 

8-9. 

Consolidated  Electrodynamics  Corp.,  300  N  Sierra  Madre 
Villa.  Pasadena  15,  Calif  l-2-2a-4-7-8. 
CORNELL-OUBILIER  ELECTRIC  CORP.,  South  Plain- 
Beld,  N.  J.  9.  AOV  PG.  419. 

Cosmic  Instruments,  Inc.,  SO  Broadway,  New  York  4, 
N  Y.  3. 

Creative  Electronics  Corp.,  94  Lincoln  Ave.,  Stamford, 
Conn.  1-2-3-8. 

CUBIC  CORP.,  5575  Kearny  Villa  Rd,  San  Olego  II, 
Calif  4.  AOV,  PG.  118,  119 
OAR  LTD.,  402  E.  Gutierrei  St.,  P.  0.  Box  1500, 
Sanu  Barbara,  Calif  7.  AOV.  PG.  556. 

Datascan.  Inc.,  48  Notch  Rd.,  Little  Falls,  N  J. 

2- 4-7-8-9. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  7.  AOV. 
PG  401. 

Daystrom  Systems  Oiv.  of  Oaystrom,  Inc.,  5640  La 
Jolla  Blvd.,  La  Jolla.  Calif  7. 

OeCOURSEY  ENGINEERING  LAB.,  11828  W  Jefferson 
Blvd ,  Culver  City,  Calif  7.  AOV  PG.  228 
Del  ElKtronics  Corp.,  521  Homestead  Ave.,  Mt.  Ver¬ 
non,  N  V.  2-2a-3-4-4-8-9. 

Deltron,  Inc..  2905  N.  Leithgow  St.,  Philadelphia  33, 
Pa  2-4->-8-9. 

DeMORNAY-BONARDI,  780  S  Arroyo  Parkway,  Pasa¬ 
dena.  Calif  4-S.  AOV.  PG  98,  99. 

Detronic  Industries,  33840  Plymo^h  Rd.,  Livonia, 
Mich  1-2-6. 

DIGITAL  EQUIPMENT  CORP.,  Maynard,  Mass.  2-8-9. 
AOV.  PG.  527. 

Dorsett  laboratories,  Inc.,  401  E.  Boyd  St.,  Box 
862,  Norman,  Okla.  2-7. 


Doty  Acoustical  Electronics  Labs.,  Tobyhanna,  Pa.  2-7. 
Oevtron  EngineKing,  1  Winslow  St.,  Redwood  City, 
Calif.  2-3-4-8-9. 

Douglas  Radio  Labs,  176  Norfolk  Ave.,  Boston  19, 
Mass.  4-9. 

Oressen- Barnes  Corp.,  250  N.  Vinedo  Ave.,  Pasadena  8, 
Calif.  l-2-3-4a-4-7-8-9. 

OresSK  Electric  Co.,  942  E.  Lamed  St.,  Detroit  7, 
Mich.  2. 

Oukane  Corp.,  St.  Charles,  III.  1-2. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 

Iowa.  2-4-7. 

Dynamic  Controls  Co.,  1955  Massachusetts  Ave.,  Cam¬ 
bridge,  Mass.  2-2a-4a-4-7-8-9. 

EPR  Special  Products  Corp.,  675  Barbey  St.,  Brook¬ 
lyn,  N  Y.  1.2-2a-3-4a-5-4-7-8-9. 

Eder  Engineering  Co.,  1568  S.  First  St.,  MilwaukK  4, 
Wis.  2-8-9. 

Eicor,  Inc.,  4235  W.  North  Ave.,  Chicago  39,  III. 

1- 2-2a-4-7-8-9 

Eicor,  Inc.,  P.  0.  Box  354,  McLean,  Va.  2-2a-6-7- 

8-9. 

Electro  Engineering  Works,  401  Preda  St.,  San  Lean¬ 
dro,  Calif.  l-2-2a-3-4-6-9 

Electro  PrKision  Corp.,  Box  669,  Arkadelphia,  Ark. 

2- 4 

Electro-Science  Industries,  Box  10066  IntKnatlonal  Air¬ 
port,  Los  Angeles  45,  Calif.  3. 

Electro-TKhnical  Labs.,  Oiv.  of  Mandrel  Industries, 
Inc.,  5134  Glenmont  Drive,  Houston,  Texas.  l-2-2a- 
4-9. 

Electromation  Co..  1646  18th  St.,  Santa  Monica, 

Calif  l-2-2a-4-7-8-9. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn.  3. 

Electronic  Assembly  Co.,  Inc.,  5  Prescott  St.,  Boston 
19,  Mats.  2-2a-4-7-8-9. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J.  4-7-9. 
Electronic  Devices  Inc.,  PrKision  Rectifier  Oiv.,  429 

12fh  St.,  Brooklyn,  N  Y.  3. 

Electronic  Measurements  Co.,  Inc.,  Lewis  St  &  Maple 

Ave.,  Eatontown,  N.  J  1-2-3-4-5-4-7-8-9. 

Electronic  Research  Associates.  Inc.,  67  Factory  Place, 
Cedar  Grove,  N  J.  l-2-3-4a-5-4-7-8-9 
Electronic  Specialty  Co.,  5121  San  Fernando  Rd., 
Los  Angeles  39,  Calif.  1-2-4-7-9. 

Embassy  EngineKing  Corp.,  673  Elton  Ave.,  New  York 
51  N  Y  3 

EMPIRE  DEVICES  PRODUCTS  CORP.,  Amsterdam, 

N  Y  1-8  AOV.  PG  412 

Englnwred  Magnetics  Oiv.  of  Gulton  Industries  Inc., 
13030  CKise  Ave.,  Hawthorne,  Calif.  l-2-2a-4a-4-7- 
8-9. 

Engineering  SpKialty  Co.,  3100  Edredge  St.,  Salt 
Lake  City,  Utah  2-9 

Entron  Inc.,  4902  Lawrence  St.,  Bladensburg,  Md. 
2-6-9 

F-R  MACHINE  WORKS.  INC  .  26-12  Borough  Place, 
Woedside  77,  N  Y  4-5-4-9.  AOV  PG  149-152. 
Fairchild  RKording  Eguipment  Co.,  10-40  45th  Ave., 
Lond  Island  City  1,  N  Y  4. 

Fairfield  Engineering  Corp  934  Hope  St.,  Spring- 
dale,  Coon.  2-2a-4a-4-7-8-9. 

Fansteel  Metallurgical  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  III.  2. 

FedKal  Telephone  A  Radio  Co.,  100  Kingsland  Rd., 
Clifton  N  J. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza. 

New  York  20,  N  Y.,  l-2-2a-4-9.  AOV  PG  490. 

Fgrrotran  Electronics  Co.,  693  Broadway,  New  York  12, 

N  Y  2-7-8-9 

FILM  CAPACITORS,  INC.,  3400  Park  Ave.,  New  York 
56,  N  Y.  l-2-2a-3-4-7-8.  AOV  PG  312 

First  Electronics  Corp.,  117  Blue  Hill  Ave.,  Boston 
19  Mass.  l-2-2a-3-6-9 

FLUKE  MFG.  CO.,  INC.,  JOHN,  1111  W.  NickKSon  St., 
Seattle  99,  Wash  2-3-4-4-9.  AOV.  PG.  501. 

Fox  Prod'ucts  Co.,  4720  N  ISth  St.,  Philadelphia  41, 
Pa  1-2 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N.  Y.  1-2.  AOV.  PG.  24. 

Garrett  Corp.,  The  9851  Sepulveda  Blvd.,  Lot  Angeles 
45  Calif  l-2-2a-4a-4-9. 

gates  ELECTRONIC  CO.,  2090  Barnes  Ave.,  Bronx  62, 
N  Y  2-2a-3-4-8-9.  AOV.  PG  471. 

Gates  Radio  Co.,  Quincy,  III.  1-2-9. 

GenKal  Communication  Co.,  681  Beacon  St.,  Boston 
15,  Mass.  5-6 

GenKal  Electric  Co.,  Apparatus  Sales  Oiv.,  1  RivK  Rd., 
Schnectady  5,  N.  Y.  2-2a-4-7-8-9 
GenKal  Electronics  Corp.,  17  Madison  Ave.,  MontgomKy 
4,  Ala.  7-9. 

GENERAL  MAGNETICS,  INC.,  135  Bloomfield  Ave, 
Bloomfield,  N.  J.  4a.  AOV.  PG.  359. 

GenKal  Nuclear  Corp.,  550  Fifth  Ave.,  New  York  28. 

N  V  2-3-4-8-9. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  1-2-4-5-6-8-9.  AOV.  PG.  178,  179 
Genisco,  Inc.,  2233  FedKal  Ave.,  Los  Angeles  64 
Calif.  2-4-8. 

Georator  Corp.,  315  TudK  Lane,  Manassas,  Va.  l-2-2a. 
Geotronic  Labs.  Inc.,  1314  Cedar  Hill  Ave.,  Dallas  8. 

Texas  l-2-4a-6. 

Gerst  &  Co.,  Paul  E.,  4868  N.  Clark  St.,  Chicago  40. 
III.  l-2-2a-6. 

Gonset  Olv.,  Young  Spring  A  Wirt  Corp.,  801  S.  Main 
St.,  Burbank,  Calif.  1-2. 

Gotlln  Electric  &  Mfg.  Co..  2921  W.  Olive  St.,  Burbank, 
Calif  l-2-2a-3-4-4-8-9. 

Gray  Mfg  Co.,  16  Arbor  St.,  Hartford,  Conn. 

Green  RectiflK  Co.,  1-10  Thirtieth  St.,  Fair  Lawn, 

N  J  l-2-2a-3-4a-4-8-9 
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Gulton  Industries,  Inc.,  Metuchen,  N.  J.  4a. 

Hallamore  Electronics  Co.,  8352  Brookhurst  A*e.,  Ana¬ 
heim,  Calif.  I-2-6-7. 

Hamtier  Electronics  Co.,  Inc.,  Box  531,  Princeton, 
N.  J.  2-3-6. 

HARRISON  LABORATORIES,  INC.,  45  Industrial  Rd , 
Berkeley  Heights,  N.  J  2-3-6-7-8-<}.  ADV.  PG.  349 
Harvey-Wells  Electronics,  Inc.,  North  St.,  Southbridge, 
Conn.  1-2. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  2-6-9.  ADV.  PG.  513. 

Heinz  Mueller  Engineering  Co.,  Inc.,  1906  N.  Cicero 
Ave.,  Chicago  39,  III.  1-2. 

Hertner  Electric  Co.,  12690  Elmwood  A»e.,  Cleveland 
11,  Ohio.  l-2-2a-8-9. 

Hesco  Engineering  Co.,  322  E.  Beach  Ave ,  Inglewood 
3,  Calif.  2-6-7-9. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo 
Alto,  Calif.  2-3-4-7.  ADV.  PG.  29-44. 

Holt  Instrument  Labs.,  Oconto,  Wis.  1-9. 

Hoover  Electric  Co.,  2100  S.  Stoner  Ave.,  Los  Angeles 
25,  Calif.  1-2-3. 

Hoover  Electronics  Co.,  110  W.  Timonium  Rd.,  Timon- 
ium,  Md.  6-7-9. 

Hortick  Co.,  IrK.,  William  I.,  266  Summer  St.,  Boston 
10,  Mass.  2a-8. 

Hunter-Bristol  Corp.,  Bristol,  Pa.  2-6. 

Industrial  Electronics  Co.,  Inc.,  Hanover,  Mass.  2. 
Industrial  Television,  Inc.,  369  Lexington  Ave.,  Clifton 
N.  J.  6. 

Industronics,  Box  424,  Arlington  Heights,  III.  2-6-7-9. 
INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N  Y  l-2-2a-3-4-4a-6-7-8-9  AOV 
PG.  536. 

International  Research  Associates,  2221  Warwick  Ave , 
Santa  Monica,  Calif.  l-2-2a-6-7-8-9. 

International  Telephone  &  Telegraph  Corp.,  Industrial 
Products  Div.,  15191  Bledsoe  St.,  San  Fernando, 
Calif.  l-2-2a-3-4a-6-7-9. 

Isotope  Developments  Ltd.,  Beenham  Grange,  Alder- 
maston  Wharf,  Nr.  Reading,  Becks.  3-9. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave., 
Lyons,  III.  5.  ADV.  PG.  174. 

JAMES  VIBRAPOWR  CO.,  4050  N  Rockwell  St.,  Chicago 
18,  III.  2.  ADV.  PG.  574. 

Jefferson  Electronic  Products  Corp,  322  State  St., 
Santa  Barbara,  Calif.  l-2-2a-3-4-4a-6-7-8-9. 
JOBBINS  ELECTRONICS,  772  Hamilton  Ave.,  Menlo 
Park,  Calif.  l-2-2a-3-4a-6-7-8-9.  AOV.  PG  470. 
Jordon  Electronics,  a  Div.  of  Victoreen  Instrument  Co., 
3025  W.  Mission  Rd.,  Alhambra,  Calif.  l-2-2a-6-7. 
JowiI  Electronics,  Inc.,  Belfield  &  Witter,  Philadelphia 
44,  Pa.  1-2-3-5-6-7-8-9. 

Julie  Research  Laboratories,  556  W.  168th  St.,  New 
York  32,  N.  Y.  6. 

Kahn  and  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 
2-3-8. 

Kato  Engineering  Co.,  1415  First  Ave.,  Mankato,  Minn. 

1- 2-2a-5-8-9. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.  J  7. 
ADV.  PG.  345. 

KEARFOTT  CO.,  INC.,  ENGINEERING  t  SALES  OlV., 
1378  Main  Ave.,  Clifton,  N.  J.  4a.  AOV.  PG.  356. 
KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif.  5.  ADV.  PG.  328. 

KEITHLEY  INSTRUMENTS,  12415  Euclid  Ave.,  Cleve¬ 
land  6,  Ohio.  2-6-9.  ADV.  PG.  274. 

KEPCO  LABS.,  INC.,  131-38  Sanford  Ave.,  Flushing  55, 
N.  Y.  l-2-2a-3-4-4a-5-6-7-8-9.  ADV.  PG.  289,  290. 
Keystone  Products  Co.,  904-6  23rd  St.,  Union  City,  N.  J. 
4a-6-7-9. 

Kinney  Mfg.  Div.  of  The  New  York  Air  Brake  Co.,  3529 
Washington  St.,  Boston,  Mass.  2-3-8. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  2-6-8.  ADV.  PG.  51-57. 

KROHN-HTTE  CORP.,  580  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  2-6-8-9.  ADV.  PG.  197. 

Kupfrian  Mfg.  Corp.,  398  State  St.,  Binghamton, 
N.  Y.  7. 

LAMBDA  ELECTRONICS  CORP.,  11-11  131st  St.,  Col¬ 
lege  Point  56,  N.  Y.  2-2a-3-6-7-8-9.  ADV.  PG.  127- 
132. 

Lawn  Electronics  Co.,  East  Freehold  Rd.,  Freehold,  N.  J. 

2- 2a-3-4-6-8-9. 

Leach  Corp.,  Inet  Div.,  18435  Susana  Rd.,  Compton, 
Calif  l-2-2a-3-4a-6-7-8-9. 

Ley,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 

Lee  Electric  A  Mfg.  Co.,  2806  Clearwater  St.,  Let 
Angeles  39,  Calif.  2-3-4a-6-8-9. 

Lee  Electronics  Labs.,  Inc.,  88  Evans  St.,  Watertown, 
Mass.  1-2. 

Leeds  &  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa.  2-6. 

Leland  Electric  Co.,  Div.  of  The  American  Machine  A 
Foundry  Co.,  1501  Webster  St.,  Dayton  1,  Ohio. 
1-2-3-6-9. 

Lenkurt  Electric  Co.,  Inc.,  1105  County  Road,  San  Carlos, 
Calif.  1. 

Levinthai  Eiectronic  Products,  Inc.,  3180  Hanover  St., 
Stamford  Industrial  Park,  Palo  Alto,  Calif.  3-4-5-6. 
LING  ELECTRONICS,  9937  W.  Jefferson  Blvd.,  Culver 
City,  Calif.  2-3.  ADV.  PG.  487. 

Litton  Industries  of  Maryland,  Inc.,  4900  Calvert  Rd., 
College  Park,  Md.  7. 

McDowell  Electronics,  Inc.,  P.  0.  Box  342,  Metuchtn, 

McKay  Electric  Co.,  26042  W.  Seven  Mile  Rd.,  Detroit 
40,  Mich.  l-2-2a-6-7-9, 

MACARR,  INC.,  2543  Boston  Rd.,  Bronx  67,  N  Y  2-6. 
ADV.  PG.  577. 


Mack  Electronics  Div.  of  Mack  Trucks,  Inc.,  Advanced 
Research  Lab.,  40  Leon  St.,  Boston  15,  Mass.  1-2- 
6-7-8-9 

MAGNATRAN,  IN'".,  P.  0.  Box  211,  Kearny,  N  J.  2-3-4. 
AOV.  PG.  400. 

Magnavox  Co.,  The,  2131  Beuter  Rd.,  Fort  Wayne,  Ind. 
2-6-7-8-9. 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave.,  New 
York  55,  N  Y  l-2-a-4a-6-7-8-9.  AOV  PG.  286 

MAGNETIC  RESEARCH  CORP.,  3160  W  El  Segundo 
Blvd.,  Hawthorne,  Calif  l-2-2a-3-4-4a-5-6-7-8-9. 
ADV.  PG.  482. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indian¬ 
apolis  6,  Ind.  2. 

Mandrel  Industries,  Inc.,  Industrial  Instruments  Div., 
5134  Glenmont  Drive,  Houston,  Texas.  l-2-2a-6-9. 

MANSON  LABORATORIES,  INC.,  P  0  Box  594,  207 
Greenwich  Ave.,  Stamford,  Conn.  1-2-3-4-6-8.  AOV. 
PG  302. 

Marathon  Electric  Mfg.  Corp.,  Randolph  A  Cherry  Sts., 
Wausau,  Wis.  1-2. 

Marine  View  Electronics  Inc.,  28  Main  St.,  While 
Plains,  N.  Y.  6-8-9. 

Maryland  Electronic  Mfg.  Corp.,  College  Park.  Md.  7. 

Master  Specialties  Co.,  956  E.  108th  St.,  Lot  Angeles 
59,  Calif.  2-6-7-9. 

Maurer,  Inc.,  J.  A.,  37-01  31st  St.,  Long  Island  City 
1,  N.  Y.  1-2. 

Measurement  Engineering,  Ltd.,  Arnprior,  Ontario, 
Canada.  6. 

MERCURY  ELECTRONIC  CO.,  Box  450A.  Red  Bank, 
N.  J.  l-2-2a-6-7-8-9.  ADV  PG.  27 

MIDWESTERN  INSTRUMENTS  41st  A  Sheridan  Rd., 
Tulsa,  Okla.  1-2.  AOV.  PG.  9. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mats.  2-3-^9. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn.  l-2-2a. 

Minneapolis-Honeywell  Regulator  Co.,  Ordnance  Div.,  600 
2nd  St.  N.,  Hopkins,  Minn.  7-9. 

Miratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  Minn.  2-3-9. 

MODEL  RECTIFIER  CORP.,  1065  Utica  Ave.,  Brooklyn 
3,  N.  Y.  2-7-8.  AOV.  PG.  547 

Modelectric  Products  Corp.,  1500  Bangs  Ave,  Asbury 
Park,  N.  J.  3. 

Modern  Industries,  Inc.,  2601  Colorado  Ave.,  Santa 
Monica,  Calif.  l-2-2a-6-7-8-9. 

Mohawk  Electronic  Research  Labs.,  Inc.,  Box  126-A, 
Rd.  4,  Amsterdam,  N.  Y.  6-8-9. 

Morrow  Radio  Mfg.  Co.,  2794  Market  St.,  Salem, 
Ore.  1-2. 

Motordyne,  Inc.,  2661  S.  Myrtle  Ave.,  Mortrovia,  Calif. 
l-2-2a-3-7-9. 

Motoresearch  Co.,  1600  Junction  Ave.,  Racine,  Wit 
l-2-2a-6-9. 

Moulic  Specialties  Co.,  1007  W.  Washington  St.,  Bloom¬ 
ington,  III.  2-6-9. 

Mullard  Equipment  Ltd.,  Mullard  House,  Torrington 
Place,  London  W.C.l,  England.  6-7. 

Multi-Products  Co.,  21470  Coolidge  Highway,  Oak  Park, 
Mich  1-2-7-9. 

NJE  CORPORATION,  345  Carnegie  Ave.,  Kenilworth, 
N.  J  l-2-3-4-4a-6-7-8-9.  AOV  PG.  292-295. 

NYT  ELECTRONICS,  INC.,  2979  N.  Ontario  St.,  Bur¬ 
bank,  Calif.  2-2a-4a-6-7-9.  AOV.  PG.  500 

Nader  Mfg  Co.,  2661  S.  Myrtle  Ave.,  Monrovia,  Calif. 

1- 2-a-3-6-7-9. 

National  Aeronautical  Corp.,  Commerce  Dr.,  Ft  Washing¬ 
ton  Industrial  Park,  Ft.  Washington,  Pa.  7. 

National  Spectrographic  Labs.,  Inc.,  6300  Euclid  Ave., 
Cleveland  3,  Ohio.  1-2-3-6-8. 

NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave., 
Philadelphia  45,  Pa.  2-7-9.  AOV.  PG.  528. 

Neff  Instrument  Corp.,  2211  E.  Foothill  Blvd.,  Pasadena, 
Calif  2-6-8-9. 

Neill  Co.,  Inc.,  R.  W.,  4320  Montrose  Ave.,  Chicago  41, 
III.  2. 

Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III. 

2- 6-8-9. 

NEUTRONIC  ASSOCIATES,  93-14  lOlst  Ave.,  Oione 
Park  17,  N.  Y.  2-3-6-8-9.  ADV.  PG.  567. 

New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha, 
N.  J.  l-2-2a. 

NORTH  ELEaRIC  CO.,  553  S  Market  St.,  Gallon, 
Ohio.  1-2-9.  AOV  PG.  219. 

NORTH  HILLS  ELECTRIC  CO.,  INC.,  402  Sagamore 
Ave.,  Mineoia,  N.  Y.  1-2-3-6-7-8.  ADV.  PG.  533, 
548. 

Northwest  Scientific  Corp.,  617  Concord  Ave.,  Cam¬ 
bridge  38,  Mass.  2-3-4-5-6-8-9. 

Nuclear-Electronics  Corp.,  2925  N.  Broad  St.,  Phila¬ 
delphia  32,  Pa.  9. 

NUTRON  MFG.  CO.,  INC.,  67  Monroe  Ave.,  Staten 
Island  1,  N  V.  l-2-4a-6-8-9.  ADV.  PG.  488. 

OPAO  ELECTRIC  CO.,  69-5  Murray  St.,  New  York  7, 
N.  Y  l-2-2a.-3-4-6-7-8-9.  ADV.  PG.  521. 

Optimized  Devices,  Inc.,  P.  0.  Box  38,  Gedney  Station, 
wh'te  Plains,  N.  V.  2-6-8-9. 

Oregon  Electronic  Mfg.  Co.,  2105  SE  6th  Ave.,  Portland 
14,  Ore.  2-3-6-8-9. 

ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 
N.  J.  l-2a-4a-7.  AOV.  PG.  337. 

OWEN  LABORATORIES,  INC.,  55  Beacon  PI.,  Pasa¬ 
dena,  Calif.  l-2-2a-3-6-7-8-9.  AOV.  PG.498. 

Pacific  Magnetic  Corp.,  Electronic  Center,  Romoland, 
Calif. 

Pacific  Technical  Co.,  2047  Sawtelle  Blvd.,  Lot  Angeles 
25,  Calif.  2a. 

PACKARD-BELL  CO.,  12333  W.  Olympic  Blvd.,  Los 
Angeles  64,  Calif.  2.  ADV.  PG.  199. 

PARAPLEGICS  Mfg.  CO.,  INC.,  10068  Franklin  Ave., 
Franklin  Park,  III.  1-2-3.  AOV.  PG.  22 


Pedersen  Electronics,  P.  0.  Box  458,  Lafayette,  Calif. 
1-2-3-6-9. 

Peerless  Electrical  Div.  of  Altec  Lansing  Corp.,  1515 
S.  Manchester  Ave..  Anaheim,  Calif  3. 

PERKIN  ENGINEERING  CORP.,  345  Kansas  St.,  El 
Segundo,  Calif  l-2-2a-3-4-4a-5-6-7-8-9.  ADV  PG. 
496 

Perma-Power  Co.,  3100  N  Elston  Ave.,  Chicago  18, 
III.  7. 

PESCHEL  ELECTRONICS,  INC^  R  F  0  #1.  Patter¬ 
son,  N  Y  l-2-2a-3-4-6-8-9.  ADV  PG.  581 
Philbrick  Researche,,  Inc.,  George  A.,  230  Congress  St  , 
Boston  10,  Mass.  6-9. 

Plastic  Capacitors,  Inc^  2620  N  Clybourn  Ave ,  Chi¬ 
cago  14,  III  2-2a-3-6-8-9 
POLARAD  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N  V.  4-5-6.  ADV.  PG.  307,  308 
Polytechnic  Research  A  Development  Co.,  Inc  ,  202 
Tillary  St.,  Brooklyn  1,  N.  Y  2-4-5-9. 

Polytron  Engineering  Inc.,  32  W.  Biddle  St.,  Baltimore 
1,  Md  7. 

Potter  Co  The,  1950  Sheridan  Rd.,  North  Chicago,  III. 
l-2-2a-3-6-8-9. 

POWER  DESIGNS,  INC.,  89-25  130th  St  ,  Richmond 
Hill  18.  N  Y.  2-3-4-4a-6-7-8-9.  AOV  PG  528 
Power  Sources,  Inc.,  Northwest  Industrial  Park,  South 
Ave.,  Burlington,  Mass.  l-2-2a-6-7-9. 

Power  Supplies.  Inc..  1007  Olive  St.,  Highland,  III 
l-2-2a-3-4.4a-5-6-7-8-9. 

PRECISE  MEASUREMENTS  CO.,  R  D.  JXl,  Mlllbrooks 
Rd.,  Flemington,  N  J.  1-2-3-6-8-9.  ADV  PG  503 
Press  Wireless  Laboratories  Inc.,  25  Prospect  PI  ,  West 
Newton  65,  Mass.  3. 

Process  A  Instruments,  15  Stone  Ave.,  Brooklyn  33,  N  Y. 
9. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd  Cam¬ 
bridge,  England.  9. 

DOS  Corp.,  621  E.  216th  St.,  New  York  67,  N  Y 
3-7. 

jJUAN-TECH  LABORATORIES,  236  Mt  Kemble  Ave., 
Morristown,  N  J.  7-9.  AOV  PG.  553. 

Racal  Engineering  Ltd.,  Western  Rd  Bracknell.  Berks., 
England.  1-2-6. 

Radiation  Counter  Laboratories,  Inc.,  5121  W  Grove  St., 
Skokie,  III.  3-6-8. 

Radio  Frequency  Co.,  Inc.,  44  Park  St.,  Medfield,  Mass. 

3-8 

RADIO  FREQUENCY  LA8S.,  INC  ,  Boonton  2.  N  J. 

1- 2-8  ADV.  PG.  399 

Ramyr  Mfg  Co.,  1624  E.  First  St.,  Los  Angeles  23, 
Calif.  2-8. 

Ransom  Research,  Box  269,  San  Pedro,  Calif.  2-7-9. 
R.’irar,  Inc  ,  7800  W  Addison  St  ,  Chicago,  III.  1-2. 
RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54,  Mass.  5.  AOV  PG  428,  429. 

RED  BANK  DIVISION,  BENDIK  AVIATION  CORP  ,  Rt 
35,  Eatontown,  N.  J  l-2-2a-7-9.  ADV.  PG.  89. 
REEVES  INSTRUMENT  CORP.,  227  E  91st  St  ,  New 
York  28,  N  Y.  2-6-9.  AOV.  PG  433 
Reflectone  Cnij.,  Post  Rd.  A  Myrano  Lane,  Stamford, 
Conn.  2-6-7. 

Resdel  Engineering  Corp.,  330  S  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif.  l-2-2a-3-4-5-6-7-9. 

Research  Industrial  Laboratories  of  Electronics.  Roslyn, 
Pa.  3. 

Rheem  Electronics  Division,  7777  Industry  Ave  ,  Rivera, 
Calif  l-2-3-4-4a-6-7-8-9. 

Rho  Engineering  Co.,  2242  Sepulveda  Blvd.,  Los  Angeles 
64,  Calif  l-2-2a-3-6-7-8-9. 

RIBET  A  DESJARDINS,  13-17,  Ru*  Perier,  Montrouge 
(Seine)  France.  2-9.  ADV.  PG  215-218. 
Richardson-Allen  Corp.,  116-15  15th  Ave.,  College 
Point,  N.  Y.  1-2-6-8-9. 

Rixon  Electronics,  Inc.,  Silver  Spring,  Md  7. 

Sanford  Miller  Co.,  691  Bedford  Ave.,  Brooklyn  6.  N  Y. 

2- 8 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  SprlnAeld.  III. 

1- 2-2a.-3. 

Schaucr  Mfg.  Corp.,  4521  Alpine  Ave.,  Cincinnati  36, 
Ohio.  2-6-9. 

Scientific  Electric  Corp.,  105-119  Monroe  St.,  Garfield, 
N  J  1-2-3-6-8-9. 

SCIENTIFIC  ENGINEERING  LABORATORY,  1519  Sixth 
St.,  Berkeley  10,  Calif.  3.  AOV.  PG  296 
Seco  Mfg.  Co.,  5015  Penn  Ave.,  S.,  Minneapolis,  Minn. 

2- 7. 

Seeburg  Corp.,  The,  1500  N.  Dayton  St.,  Chicago  22, 
III.  1-2. 

Seg  Electronics  Co.,  Inc.,  1778  Flatbush  Ave.,  Brooklyn 
10,  N.  Y  3-6-7-9. 

Servo-Tek  Products  Co.,  Inc.,  1086  Goffle  Rd.,  Haw¬ 
thorne,  N.  J.  9. 

Servomechanisms,  Inc.,  Mechatrol  Div.,  1200  Prospect 
Ave.,  Westbury,  N.  Y.  2-6-9. 

Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif.  1-2-6-7-9. 
Servomex  Controls  Ltd.,  Crowborough,  Sussex,  England. 
1-2-6-7-8-9. 

Sickles,  F.  W,  Div.,  General  Instrument  Corp.,  165 
Front  St.,  Chicopee,  Mats.  7. 

Siemon  Mfg.  Co.,  P.  0  Box  275,  Wayne,  III.  l-2-2a- 
6-9. 

Signal  Equipment  Co.,  Inc.,  2706  Third  Ave.,  Seattle  1, 
Wash.  6.  ... 

Skysweeper,  Inc.,  McHenry,  III.  l*2-2a-3. 

Slaughter  Company,  Plqua  9,  Ohio.  1-2-3-8. 

Societe  Arronyme  de  Machines  Electrostatiques,  B.P  150, 
Grenoble,  France.  3. 

SOLA  ELECTRIC  CO.,  4633  W.  16th  St.,  Chicago  SO, 
III.  2-6-7-8-9.  ADV.  PG.  169-172. 

Solarton,  Inc.,  Western  Div.,  10761  Burbank  Blvd., 
North  Hollywood,  Calif.  2-4-6-8-9. 
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SORENSEN  &  CO.,  INC.,  Richardt  Avt.,  NorMalk,  Conn. 

1- 2-2a-4A-6*7-8-9.  ADV.  PG.  91-96. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO., 

2831  PmI  Oak  Rd.,  P.  0.  Box  13058,  Houston  19, 
Texas.  l-2-2a-3-S-7-8-9.  AOV  PG  347 
SPECIFIC  PRODUCTS,  P  0  Box  425,  Woodland  HIHs, 
Calif  2-7-8.  AOV  PG  523. 

SPELLMAN  TELEVISION  CO.,  INC.,  3029  Vlfebster  Axe  , 
New  York  67,  N.  Y  2-3-6-8.  AOV  PG.  366.  367 
SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONIC 
OlV.,  Great  Neck,  N  V  4.  AOV.  PG.  165. 

SPIVEY,  INC.,  JAMES  S.,  4908  Hampden  Lane.  Wash¬ 
ington  14,  0  C.  1.  AOV  PG  531 
Stancil-HofTman  Corn  ,  921  N  Highland  Axe.,  Holly¬ 
wood  38,  Calif.  8-9. 

STANOARD  ELECTRIC  TIME  CO.,  97  Logan  St.,  Spring 
held.  Mass  2a  AOV  PG  518 
Standard  Electronics  Oix  of  Radio  Engineering  Laos., 
Inc  .  29-01  Barden  Axe.,  Long  Island  City  I,  N  Y 
3-6-9. 

State  Testing  Laboratory.  Inc.,  215  Vnowlton  St., 
Bridgeport  8,  Conn.  1-2-8 

Statham  Instr.iments.  Inc.,  12401  W  Olympic  Blvd  , 
Los  Angeles  64,  Calif  2-8-9 
Stator  Electric  Corp  ,  46-25  58th  St  .  Woodsidr  N  Y 

2- 6-7-8-9. 

Stelma,  Inc.,  190  Henry  St.,  Stamford,  Coon.  6. 
Stromberg-Carlson  Oix.  of  General  Oynamics  Corp  ,  1895 
Hancock  St  .  San  0>ego  12.  Calif  3. 
Stromberg-Carlson  Co.,  Dix.  of  General  Dynamics  Corp , 
100  Carlson  Rd  ,  Rochester  3,  N  Y  1-2-7. 

Summers  Gyroscope  Co..  2  328  Broadway  Santa  Monica. 
Calif  2-7. 

SUPERIOR  ELECTRIC  CO.,  THE.  83  Laurel  St  .  Bristol, 
Conn  l-2-b-8-9.  AOV.  P&  180-184 
Syntron  Co  ,  24  3  Lexington,  Homer  City,  Pa  2-6-8-9 
Taller  A  Copper  Co.,  75  Front  St.,  Brooklyn  1,  N  Y 

1- 2-7-9 

Tammen  A  Denison  Inc  ,  4751  N  Olcott  Axe  ,  Chicago 
31,  III  3-6 

Tare  Electronics.  Inc  ,  48  Urban  Axe  ,  Westbury,  N  Y 

2- 6-9 

TECHNICAL  APPARATUS  BUILDERS.  109  liberty  St. 
New  York  6.  N  Y  l-2-2a-3-4-4a-6-7-8-9  AOV 
PG  511. 

TELECHROME  MFG.  CORP  .  28  Ranick  Dr>xe,  Amity- 
X.lle  N  Y  2-3-6-8-9  ADV  PG.  323 

Te'ecot”,  Inc  ,  1019  Admiral  BIxd  .  Kansas  City,  Mo 
1-2-1 

Triectro  Industries  Corp  35-16  37th  St  ,  Long  Island 
City  1,  N  Y  l-2-2a-3-4-4a-5-6-7-8-9 
TELERAD  MFG.  CORP  .  1440  Broadway.  New  York  18. 

N  Y  4-5.  ADV  PG.  343,  344 
TeletroniCS  Laboratory,  Inc  Knkr'  St,  Westbury,  N  Y 
2. 

Te'ex'Sion  Utilities  Corp,  112-33  Colonial  Axe  Corona, 

N  Y  6 

Tensor  Electric  Development  Co.,  Centroid  Oix.,  187  3 
Eastern  Parkway,  Brooklyn  33,  N  Y  l-2-3-4a-6-8-9. 
Terado  Co.,  1059  Raymond  Axe  ,  St.  Paul  14,  Minn  2 
Tesla  Electric  Co,  2871  N  LIncol"  Axe.,  Chicago  13, 
III  2-3-4a-6-8-9. 

TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lem¬ 
mon  Axe ,  Dallas  9,  Texas  7  AOV  PG  396. 

Ther  Electric  A  Machine  Works,  17  S  Jefferson  St  , 
Chicago  6,  111  2. 

Thermador  Electric  MIg  Co ,  5215  S  Boyle  Axe  .  Los 
Angeles  58,  Calif.  2-6-8-9 

Thompson  Products,  Inc.,  Electronics  Oix.,  2196  Clarkwood 
Axe  ,  Cleveland  3,  Ohio.  7 

Topp  Industries,  Inc.,  5255  W.  102nd  St..  Los  Angeles 
45,  Calif.  7. 

TRANS  ELECTRONICS.  INC.,  7349  Canoga  Axe  .  Canoga 
Park,  Calif  l-2-2a-3-6-7-8-9  ADV  PG  506 
Transistor  Oexices,  Inc,  7  30  Boulevard,  Kenilworth 
N  J.  2-6-7-9 

Trepac  Corp  of  America,  1  Engle  St  ,  Englewood.  N  J 
2-7-9. 

Tullamore  Electronics  Laboratory,  6055  S  Ashland  Axe  , 
Chicago  36,  III  2-3-8-9 

TUNG-SOL  ELECTRIC,  INC.,  95  Eighth  Axe.,  Newark  4, 
N  J  2-2a-3-6-7.  AOV  PG  16,  17 
Ultradyne,  Inc ,  P  0  Box  3308,  Albuquerque,  N  M 
2-7. 

United  Electrodynamics  Dix.  of  Uruted  Geophysical  Co, 
Inc  .  1200  S.  Marengo,  Pasadena.  Calif  2-7. 
UNIVERSAL  ELECTRONICS  CO,  1720  22nd  St.,  Santa 
Monica,  Calif  2-2a-4a-6-7-8-9.  ADV  PG  486 
UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  Avc.,  Westbury,  N  Y  l-2-2a-3-4-6-7-8-9  ADV. 
PG  390 

UNIWAVE,  INC.,  109  Marine  St  ,  Farmingdale,  N  Y 
5.  ADV.  PG.  228 

Valley  Engineering  Co.,  P  0  Box  2,  Los  Angeles,  N  W 
3 

VARIAN  ASSOCIATES,  611  Hansen  Way,  Palo  Alto.  Calif 
2-4-6.  ADV  PG  160,  161,  332 
VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas 
l-2-2a-3-4a-6-7-8-9.  AOV.  PG.  454. 

Vector  Associates  Inc.,  1007  Atlantic  Axe  ,  Brooklyn  38, 
N  Y.  2-7-8-9. 

VECTROL  ENGINEERING,  INC.,  P.  0  Box  1089,  Stam¬ 
ford,  Conn.  2-6-9.  AOV.  PG.  456 
Vectron,  Inc.,  1609  Trapelo  Rd.,  Waltham,  Mass  8. 
Venner  ElKtronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
Mass  6-7-9. 

Vibration  Research  Labs.,  Inc..  58  Marbledale  Rd., 
Tuckahoe,  N  Y  1-2-20-6-7-9 
Vickers  Electric  Division  Vickers,  Inc  .  1825  Locust  St., 
St  Louis  3.  Mo  l-2-2a-4a-6-7-8-9 


VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  OlV., 
5806  Hough  Axe.,  Cleveland  3,  Oh.o  2-3-6-8-9 
ADV  PG  254 

Video  Instruments  Co.,  Inc.,  3002  Pennsylvania  Axe  , 
Santa  Monica,  Calif  2-2a-6-7-B-9 

WALDORF  INSTRUMENT  CO.,  OIV  OF  F.  C  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station.  N  Y 
l-2-2a-6-7-9  AOV  PG  394C 

WALLSON  ASSOCIATES,  LTD.,  963  Frelmghuysen  Axe  , 
Newark  5,  N  J  l-2-3-4-4a-6-7-8-9  ADV  PG  441 

Warren  Mfg  Co  .  IrK  .  The.  Newtown  Rd ,  Littleton, 
Mass.  2-2a-4a-6-7-9 

Wave/Particle  Corp  .  Box  252,  Menlo  Park  Calif. 
2a-3-5-6-8-9. 

Western  Gear  Corp.,  Electric  Products  Oix  .  132  W 

Colorado  St.,  Pasadena  1,  Calif  1-2-3-4-5-6-7-8-9 

Westinghouse  Electric  Corp.,  P  0  Box  868.  Pittsburgh 
30,  Pa  l-2-2a-4a-9. 

Wilcox  Electric  Co  .  1400  Chestnut  St  .  Kansas  City,  Mo 
l-2-2a-9. 

Wincharger  Corp  .  E  7th  &  Division  Sts  .  Sioux  City, 
Iowa  l-2-2a6-7-9 


PREAMPIIFIERS-Audio 

Aerovox  Corp.,  740  Belleville  Axe  .  New  Bedford,  Mass 
Allied  Radio  Corp.,  100  North  Western  Axe  ,  Chicago  80 
III 

American  Electronic  Labs.,  Inc  ,  121  N  7th  St ,  Phila¬ 
delphia  6,  Pa 

American  Electronics,  Inc  .  655  W  Washington  BIxd  , 
Los  Angeles  15,  Calif 

Bell  Sound  Systems  Inc  ,  555  Marion  Pd  Columbus  7, 
Ohio 

Berndt  Bach.  Inc  6924  Romaine  St  ,  Hollywood  18 
Calif 

Bogen  Co.,  Dax.d,  P  0  Box  500.  Paramos,  N  J 
Bruel  &  Kjaer  Naerum  Denmark 

BRUSH  INSTRUMENT^  OIV  OF  CLEVITE  CORP  .  3405 
Perkins  Axe  .  Cleveland  14.  Ohio  AOV  PG  20.  21 
Chevspeake  Imt^ument  Co^p  ,  Shjdyside.  Md 
C‘f>efn.^  Ef>9iow»’»r>9  Oi¥  .  Aerovo*  Corp  HOO  Cheitnul 
St  Burbanli.  CJlit 

CoMm«  Radio  Co  ,  Cedar  Rapids,  Iowa 

Doty  Acoustical  Electi’onics  Labs.  Tobyhanna,  Pa 

Dukane  Corp  ,  St  Charles  III 

Dunlap  Electronics.  Inc  .  7b4  Ninth  St  .  Oes  Moines, 

Iowa 

Electro-Voice  Inc,  Buchanan,  Mich 
E  lectrom.it  ton  Co.  1646  18th  St  Santa  Monica. 
Calif 

Electronic  Applications,  Inc  194  Richmond  Hill  Ave , 
Stamford  Conn 

Electronic  Instrument  Co,  Inc  3)00  Northern  Blvd, 
Lon9  Island  City.  N  Y 

Fairchild  Record-nq  Eotiipment  Co  .  10*40  45th  Ave 

Lonq  Island  City  1.  N  V 

Ferrotran  ElKtroniCS  Co.  69)  Broadway  New  York 
12.  N  Y 

Fishes  Radio  Corp,  21*21  Forty  Fourth  Drive,  Long 
Island  City  1  N  Y 

General  Electric  Co.,  Specialty  ElKtron«c  Components 
Dept  .  W.  Genfssee  St  ,  Auburn.  N.  Y 
General  Electronics  Corp  .  17  Madison  Ave.,  Montgomery 
4.  Ala 

Good  Electronic  Corp.,  P  0  Bov  93  Newton  58  Mass 
Gray  Mfq  Co  16  Arbor  St  .  Hartford.  Conn 
Gray  Research  &  Development  Co  Inc  ,  66S  Hilliard  St  , 
Manchester,  Conn 

HEATH  CO.,  A  SUB  OF  DAYSTROM.  INC  Benton 
Harb«r  I  a  M  ch  AOV  PG  ^13 

industrial  test  equipment  CO.  S5  E  nth  St, 
New  York  3  N  Y  AOV  PG  371 
INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N  Y  AOV  PG  536 
KAY  ELECTRIC  CO.,  Maple  Ave  Pine  Brook.  N  J. 
ADV  PG  345 

KEITMLEY  INSTRUMENTS,  12415  Eucl.d  Ave.  Cleve¬ 
land  6  Ohio  AOV  PG  274 
Lab-Tronics,  Inc  .  3656  N  Lincoln  Ave  ,  Chicago  13. 
Ill 

Leak  Oiv.  of  British  Industries  Corp.,  80  Shore  Rd , 
Port  Washington,  N  V 
Lesa.  Via  Bergamo  21,  Milan.  Italy 
M  P  Engineering  Co  ,  Fairheld  3.  Conn 
Maurer  Inc  .  J  A.,  37-01  3lst  St  ,  Long  Island  Cilv  1, 
N  V 

Miami  Instrument  Co.,  Boi  384  Tamiami  Station, 
Miami  44  Fla 

MILLIVAC  INSTRUMENTS  DIV  OF  COHU  ELECTRONICS. 
INC.,  2315  Second  Ave  Carmen,  Schenectady.  N  V 
AOV  PG  497 

Miratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  M«nn 
Neill  Co  ,  Inc  ,  R  W  ,  4320  W  Montrose.  Chicago  4i, 
III 

PARAPLEGICS  MFG  CO.,  INC.,  10068  Franklin  Ave. 

Franklin  Park,  III.  AOV  PG.  22 
Philmore  Mfg  Co.,  Inc  11)  University  Place,  New 

York  3,  N  Y. 

Pickering  &  Co.,  Inc.,  Sunnyside  Blvd,  PUinvtew,  N  Y 
Pilot  Radio  Corp.,  37*06  3bth  St  ,  Long  Island  City, 
N.  Y. 

Precision  Electronics,  Inc  ,  9101  King  St  ,  Franklin 

Park,  III 

Presto  Recording  Corp.,  P  0  Bov  500  Paramus,  N  J 
Pulse  Techniques  Inc.,  1411  Palisade  Ave  West  Engle¬ 
wood.  N.  J 

Radio  Music  Corp.,  84  S  Water  St ,  Port  Chester, 
N  Y 

Rauiand'Borg  Corp.,  3515  W  Addfson  St  ,  Chicago  18. 
Ill 


PREAMPLIFIERS 


Recotoo  Corp.,  52-35  Birnett  Ave ,  Long  IjIjnO  City 
4,  N.  Y. 

Rhein  Sound  Systemi,  Inc.,  133  Hamilton  St.,  P.  0. 
Box  1367,  New  Haven  5,  Conn 

Scott.  Inc.,  Hermon  Hosmer,  111  Powder  Mill  Rd., 
Maynard,  Mast 

Seeburg  Corp  ,  The,  1500  N  Dayton  St.,  Chicago  22, 
III 

Servo  Recording  Instruments,  Inc.,  407  N.  Maple  Drive, 
Beverly  Hills,  Calif. 

Stromberg-Carlson  Co,  Div  of  General  Dynamics  Corp, 
100  Car'son  Rd  .  Rochester  3,  N  Y 

Taber  Instrument  Corp.,  Electronics  Div.,  107  Goundry 
St  ,  North  Tonawanda.  N  Y 

Telectro  Industries  Corp ,  35-16  37th  St..  Long  Island 
City  1,  N  Y. 

Telex,  Inc  ,  Telex  Park,  St  Paul  1,  Mmn 

Topper  MIg  Co.,  Inc,  147-12  Liberty  Ave,  Jamaica  35, 
N  Y 

Trutone  Electronics  Inc  6912  Santa  Monica  Blvd  , 
Los  Angeles  38,  Calif 

UNIVERSAL  TRANSISTOR  PRODUCTS  CORP.,  17  Brook¬ 
lyn  Ave  Westbury,  N  Y  AOV  PG  390 
VAN  NORMAN  INDUSTRIES.  ELECTRONICS  OIV  .  186 
Gran.te  St  ,  Manchester,  N  H  AOV  PG  276,  277. 

Yenner  Electronics,  Ltd  Kingston  By-Pass  New  Malden, 
England 

Video  Instruments  Co.,  Inc.,  3002  Pennsylvania  Ave  . 
San'a  Monica.  Calif 

Viking  of  Minneapolis  9600  Aldnch  Ave  ,  S  ,  Minne- 
apo'iS  20,  Mmn 

Western  Electro  Acoustic  Lab,  11789  San  Vicente  B'vd., 
Los  Anqeles  49  Calif 


PREAMPLIFIERS  for  COMMUNICATION 
RECEIVERS 

A  R  A  T  Electronics.  IrK  ,  P  0.  Box  370.  North  Little 
Rock,  Ark 

Applied  Science  Corp.  of  PrirKefon,  P.  0  Box  44,  Prince¬ 
ton  N  J. 

ARENBERG  ULTRASONIC  LABORATORY,  INC.,  94  Green 
St  Jamaica  Plain  30  Mass  AOV  PG  522 

Community  Engineering  Corp  ,  Box  824.  State  College, 
Pa 

Electro-Voice  Inc  Buchanan  MiCh 

INSTRUMENTS  FOR  INDUSTRY,  INC.,  149  Glen  Cove 
Rd  Mineola,  N.  Y  AOV  PG.  551. 

Lei,  Inc.,  380  Oak  St  ,  Copiague.  N.  V 

Lynmar  Engineers  Inc.,  1432  N  Carlisle  St  ,  Philadel¬ 
phia  21,  Pa 

Mack  Electronics  a  Div  of  Mack  Trxks,  IrK.,  Plain- 
field  N  J. 

Mohawk  Electronic  Research  Labs,  Inc,  Box  126-A, 
RD  4  Amsterdam,  N.  Y 

Radio  Mfg  Errgineers  Oiv  of  Electro  Voice,  Inc., 
Buchanan,  Mich. 

Rauland  Borg  Corp.,  3515  W  Addison  St.,  Chicago  18, 
III 

Resdel  Engineering  Corp  ,  330  S  Fair  Oaks  Ave  Pasa¬ 
dena  1,  Calif. 

Rixon  Electronics,  Inc.,  Silver  Spring,  Md. 

Telectro  Industries  Corp ,  35-16  37th  St  ,  Long  Island 
City  1,  N  Y 


PREAMPLIFIERS  for  OSCILLOSCOPES 

Airmec  Ltd  ,  High  Wycombe.  Buchlnghamshire,  England. 
AIRTRON,  INC.,  1101  W  Eluabeth  Ave,  Lmden,  N.  J. 
ADV  PG.  516 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md 

American  Electronic  Labs  ,  Inc  ,  121  N  7th  St..  Phila¬ 
delphia  6,  Pa 

Oaytronic  Corp  ,  216  S.  Mam  St  ,  Dayton  Ohio 
Oubrow  Development  Co.,  235B  Penn  St.,  Burlington, 
N.  J. 

DuMont  Laboratories,  Inc  ,  Allen  B  .  750  Bloomfield 
Ave.,  Clifton,  N.  J. 

Dunlap  Electronics,  Inc  ,  764  Ninth  St  ,  Des  Moines, 
Iowa. 

EPR  Special  Products  Corp.,  675  Barbey  St.,  Brooklyn, 
N.  V. 

Elcor,  Inc.,  P  0  Box  354,  McLean,  Va 
Electronic  Tube  Corp  ,  1200  E.  Mermaid  Ave  ,  Phila¬ 
delphia  18,  Pa 

Ellis  Associates,  Box  77,  Pelham,  N.  Y 
Grass  Instrument  Co.,  101  Old  Colony  Ave.,  Quincy, 
Mass 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  OIV  .  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif. 
AD  PG.  105-110. 

JERROLO  ELECTRONICS  CORP.,  15th  &  Lehigh.  Phila¬ 
delphia  32.  Pa  AOV.  PG.  342 
KAV  ELECTRIC  CO.,  Maple  Ave.,  Pme  Brook,  N  J.  ADV. 
PG  345 

KEITHLEV  INSTRUMENTS,  12415  Eucl.d  Ave  ,  Cleve¬ 
land  6  Ohio  AOV.  PG  274 
KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd  ,  San  Oiego 
12,  Calif  AOV  PG  51-57 

Levinthal  Electronic  ProdiKts,  Inc.,  3180  Hanover  St., 
Stanford  Industrial  Park,  Palo  Alto,  Calif 
MILLIVAC  INSTRUMENTS  OIV  OF  COHU  ELEC¬ 
TRONICS,  INC.,  2315  Second  Ave  .  Carman,  Schenec¬ 
tady.  N.  Y  AOV,  PG.  497 
Miratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  Minn. 

Process  A  Instruments,  15  Stone  Ave  ,  Brooklyn  33, 
N.  Y 

Scott,  Inc.,  Hermon  Hosmer,  111  Powder  Mill  Rd  ,  May¬ 
nard  Mass 
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PRE-SELECTORS 
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Taber  Instrument  Corp.,  Electronics  Oiv..  107  Goundry 
St.,  North  Tonawanda,  N.  Y. 

Tektronix,  Inc.,  P.  0.  Box  831,  Portland  7,  Ore. 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Molden, 
England. 

Video  Instruments  Co.,  Inc.,  3002  Pennsylvania  Ave., 
Santa  Monica,  Calif. 

WATERMAN  PRODUCTS  CO.,  INC.,  2445-63  Emerald 
St.,  Philadelphia  25,  Pa.  AOV.  PG.  263. 


PRE-SELECTORS 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

Amtron  Corp.,  17  Felton  St.,  Waltham,  Mass. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

Electro-Voice,  Inc.,  Buchanan,  Mich. 

FREQUENCY  STANDARDS  CORP.,  Box  504,  Asbury 
Park,  N.  J.  ADV.  PG.  285. 

General  Communication  Co.,  681  Beacon  St.,  Boston  ^5, 
Mass. 

MICROPHASE  CORP.,  P.  0.  Box  1166,  Greenwich,  Conn. 
ADV.  PG.  455. 

Radio  Mfg.  Engineers  Div.  of  Electro  Voice  Inc.,  Bu¬ 
chanan,  Mich. 

Rauland-Borg  Corp.,  3515  W.  Addison  St.,  Chicago  18, 
III. 

Servocontrol  Div.,  The  Oilgear  Co.,  Waltham,  Mass. 

Telectro  Industries  Corp.,  35-16  37th  St  ,  Long  Island 
City  1,  N.  Y. 


PRESSES— Mefal  forming 

Acromark  Co.,  323  Morrell  St.,  Elizabeth  4,  N.  J. 
Art-Lloyd  Metal  Products  Corp.,  2973  Cropsey  Ave., 
Brooklyn  14,  N.  Y. 

Denison  Engineering  Div.,  American  Brake  Shoe  Co., 
1160  Dublin  Rd.,  Columbus  16,  Ohio. 

Hydraulic  Press  Mfg.  Co.,  A  Div.  of  Koehring  Co.,  Mt. 
Gilead,  Ohio. 

Walsh  Press  &  Die  Co.,  Div.  of  American  Gage  & 
Machine  Co.,  47-09  W.  Kinzie  St.,  Chicago,  III. 

PRESSURE 
See  CONTROLS 


PRESSURIZATION  UNITS 

Churchill  Lighting  Corp.,  344  Franklin  St.,  Melrose  76, 
Mass. 

EASTERN  INDUSTRIES,  INC.,  100  Skiff  St.,  Hamden, 
Conn.  ADV.  PG.  49. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 
McCormick  Selph  Associates,  Hollister  Airport,  Hollister, 
Calif. 


PRINTED,  STAMPED  or  ETCHED  CIRCUITS 
See  CIRCUITS 

PRINTERS-High  Speed 

ACF  Electronics,  800  N.  Pitt  St.,  Alexandria,  Va. 

Acromark  Co.,  323  Morrell  St.,  Elizabeth  4,  N.  J. 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif. 

ANelex  Corp.,  150  Causeway  St.,  Boston  14,  Mass. 

Apex  Machine  Co.,  14-13  118  St.,  College  Point  56, 
N.  Y. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  ADV.  PG.  466. 

Beckman/Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif. 

Computer-Measurements  Corp.,  5528  Vineland  Ave., 
North  Hollywood,  Calif. 

GILLIES  CO.,  INC.,  DUNCAN  M.,  66  Central  St.,  West 
Boylston,  Mass.  ADV.  PG.  586. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo  Alto, 
Calif.  ADV.  PG.  29-44. 

Hogan  Laboratories,  Inc.,  155  Perry  St.,  New  York  14, 
N.  Y. 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnyside  Blvd., 
Plainview,  N.  Y.  AOV.  PG.  545. 

RADIATION  INC.,  Melbourne,  Fla.  AOV.  PG.  255. 

Remington  Rand  Div.,  Sperry  Rand  Corp.,  315  Fourth 
Ave.,  New  York  10,  N.  Y. 

Scientific  Associates,  Inc.,  2162  Piedmont  Rd.,  N.  E., 
Atlanta  9,  Ga. 

Stromberg-Carlson  Div.  of  General  Dynamics  Corp.,  1895 
Hancock  St.,  San  Diego  12,  Calif. 

SYSTRON  CORP.,  2055  Concord  Blvd.,  Concord,  Calif. 
ADV.  PG.  368. 

Victor  Adding  Machine  Co.,  Electronics  Sales  Div.,  3900 
N.  Rockwell  St.,  Chicago  18,  III. 

Warren  Mfg.  Co.,  Inc.,  The,  Newtown  Rd.,  Littleton, 
Mass. 


PRINTERS-Keyboord 

Clary  Corp.,  San  Gabriel,  Calif. 

Intelex  Systems,  Inc.,  22  Thames  St.,  New  York,  N.  Y. 
Monroe  Calculating  Machine  Co.,  Electronics  Components 
Div.,  60  Main  St.,  San  Francisco,  Calif. 

Scientific  Associates,  Inc.,  2162  Piedmont  Rd.,  N.  E., 
Atlanta  9,  Ga. 


Victor  Adding  Machine  Co.,  Electronics  Sales  Div.,  3900 
N.  Rockwell  St.,  Chicago  18,  III. 

Warren  Mfg.  Co.,  Inc.,  The,  Newtown  Rd.,  Littleton, 
Mass. 


PRINTERS-linc 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif. 

Chart- Pak,  Inc.,  Leeds,  Mass. 

Clary  Corp.,  San  Gabriel,  Calif. 

Intelex  Systems,  Inc.,  22  Thames  St.,  New  York,  N.  Y. 
Matthews  &  Co.,  James  H.,  3821  Forbes  Ave.,  Pitts¬ 
burgh  13,  Pa. 

Monroe  Calculating  Machine  Co.,  Electronics  Compo¬ 
nents  Div.,  60  Main  St.,  San  Francisco,  Calif. 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnyside  Blvd.,  Plain- 
view,  N.  Y.  ADV.  PG.  545. 

Victor  Adding  Machine  Co.,  Electronics  Sales  Div.,  3900 
N.  Rockwell  St.,  Chicago  18,  III. 

PROBES 

See  also  LINES— Slotted 

Aero  Research  Instrument  Co.,  315  N.  Aberdeen  St., 
Chicago  7,  III. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif. 

BJ  ELECTRONICS,  BORG-WARNER  CORP.,  3300  New¬ 
port  Blvd.,  Santa  Ana,  Calif.  ADV.  PG.  475. 
BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  AOV.  PG.  466. 

Belleville-Hexem  Corp.,  638  University  Ave.,  Los  Gatos, 
Calif. 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  Second  Ave., 
Mt.  Vernon,  N.  V.  ADV.  PG.  572. 

Coils- Electronics  Co.,  2939-49  N.  2nd  St.,  Philadelphia 
33,  Pa. 

Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City,  N.  Y. 

ELECTRONICS,  INC.,  39  York  Rd.,  Willow  Grove,  Pa. 
AOV.  PG.  575. 

FENWAL  ELECTRONICS,  INC.,  51  Mellen  St.,  Framing¬ 
ham,  Mass.  ADV.  PG.  554. 

Futuramic  Co.,  915  S.  Broadway,  Park  Ridge,  III. 

Giannini  &  Co.,  Inc.,  G.  M.,  918  E.  Green  St.,  Pasa¬ 
dena  1,  Calif. 

Harvey  Hubbell,  Inc.,  State  St.  A  Bostwick  Ave.,  Bridge¬ 
port  2,  Conn. 

HEATH  CO.,  A  SUB  OF  OAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  ADV.  PG.  513. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Jowil  Electronics,  Inc.,  Belfield  &  Wister,  Philadelphia 
44,  Pa. 

Kelvin  &  Hughes,  Ltd.,  New  North  Rd.,  Barkingside, 
Essex,  England. 

Kingston  Electronic  Corp.,  Medfield,  M.iss 
MEASUREMENTS  DIV.,  McGRAW-EOISON  CO.,  Boon- 
ton,  N.  J.  ADV.  PG.  564,  565. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

NRD  Intsrument  Co.,  6425  Etzel  Ave.,  St.  Louis  14, 
Mo. 

NAROA  MICROWAVE  CORP.,  118-160  Herricks  Rd , 
Mineola,  N.  Y.  AOV.  PG.  268. 

Nuclear-Electronics  Corp.,  2925  N.  Broad  St.,  Phila¬ 
delphia  32,  Pa. 

Nucleonic  Company  of  America,  196  Degraw  St.,  Brook¬ 
lyn  31,  N.  Y. 

Phaostron  Instrument  &  Electronic  Co.,  151  Pasadena 
Ave  ,  South  Pasadena,  Calif. 

PRECISE  MEASUREMENTS  CO.,  R.  0.  HI,  Millbrooks 
Rd.,  Flemington,  N.  J.  ADV.  PG.  503. 

Precision  Electronics,  Inc.,  9101  King  St.,  Franklin 
Park,  III. 

SCALA  RADIO  CO.,  2814  19th  St.,  San  Francisco  10, 
Calif.  ADV.  PG.  542. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

Solartron,  Inc.,  Western  Div.,  10761  Burbank  Blvd., 
North  Hollywood,  Calif. 

Standard  Ele^ronics  Div.  of  Radio  Engineering  Labs., 
Inc.,  29-01  Borden  Ave.,  Long  Island  City  1,  N  Y. 
Superior  Instrument  Co.,  2435  White  Plains  Rd.,  New 
York  67,  N.  Y. 

Tracerlab,  Inc.,  1601  Trapelo  Rd.,  Waltham  54,  Mass. 
VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H  AOV.  PG.  276,  277. 
Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 

WATERMAN  PRODUCTS  CO.,  INC.,  2445-63  Emerald 
St.,  Philadelphia  25,  Pa.  ADV.  PG.  263. 

Yellow  Springs  Instrument  Co.,  P.  0.  Box  106,  Yellow 
Springs,  Ohio. 

PROBES— Nigh  Frequency 

ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave.,  Mine¬ 
ola,  N.  Y.  ADV.  PG.  531. 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morris  Plains,  N.  J.  ADV.  PG.  368. 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  Second  Ave., 
Mt.  Vernon,  N.  Y.  AOV.  PG.  572. 

Coils-Electronics  Co.,  2939-49  N.  2nd  St.,  Philadelphia 
33,  Pa. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield 
Ave.,  Clifton,  N.  J. 


Electro  Impulse  Labs.,  208  River  St.,  Red  Bank,  N.  J. 
Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City,  N.  Y. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N  Y.  AOV.  PG.  149  152. 

Guthman  Div.  of  Essex  Wire  Corp.,  3443  Addison  St., 
Chicago  18,  III. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Jowil  Electronics,  Inc.,  Belfield  &  Wister,  Philadelphia 
44,  Pa. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.  J. 
ADV.  PG.  345 

KEARFOTT  CO.,  INC.,  WESTERN  DIV.,  14844  Oxnard 
St  ,  Van  Nuys,  Calif  ADV.  PG  328 
LABORATORY  FOR  ELECTRONICS,  INC  ,  75  Pitts  St., 
Boston  14,  Mass  AOV.  PG.  508. 

Lee  Electronics  Labs.,  Inc.,  88  Evans  St.,  Watertown, 
Mass. 

MEASUREMENTS  DIV.,  McGRAW-EDISON  CO.,  Boonton, 
N.  J.  ADV.  PG.  564,  565 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mats  AOV. 
PG.  447. 

Millen  Mfg.  Co  ,  James,  150  Exchange  St.,  Malden,  Mass 
MILLIVAC  INSTRUMENTS  DIV  OF  COHU  ELECTRONICS, 
INC.,  2315  Second  Ave.,  Carmen,  Schenectady,  N.  Y. 
ADV.  PG  497. 

Phaostron  Instrument  &  Electronic  Co.,  151  Pasadena 
Ave.,  South  Pasadena,  Calif 
Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N  Y 
Precision  Apparatus  Co.,  Inc.,  70-31  84th  St.,  Glendale 
27,  N.  Y. 

Precision  Electronics,  Inc.,  9101  King  St.,  Franklin 
Park,  III. 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
DIV.,  415  S.  Fifth  SI.,  Harrison,  N  J.  AOV  PG 
440,  441,  Third  A  Fourth  Covers  &  Preceding  Insert 
RIBET  &  DESJARDINS,  13-17,  Rue  Perier,  Montrouge 
(Seine),  France.  AOV.  PG.  215-218 
Roflan  Co.,  Corner  Route  1  &  Camp  Meeting  Rd  ,  Tops- 
field,  Mats. 

SCALA  RADIO  CO.,  2814  19th  St  ,  San  Francisco  10, 
Calif.  ADV.  PG.  542 

Standard  Electronics  Div.  of  Radio  Engineering  Labs 
Inc.,  29-01  Borden  Ave.,  Long  Island  City  1,  N  Y 
Superior  Instrument  Co.,  2435  White  Plaint  Rd.,  New 
York  67,  N  Y. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N  Y 
ADV  PG  228 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N  H  AOV  PG  276.  277 
WATERMAN  PRODUCTS  CO.,  INC.,  2445-63  Emerald 
St.,  Philadelphia  25,  Pa.  AOV  PG  263 


PROBES-High  Vollago 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N  Second  Ave 
Mt  Vernon,  N.  Y  ADV.  PG  572 

Coils-Electronict  Co.,  2939-49  N  2nd  St.,  Philadelphia 
33,  Pa 

Oi/Mont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield 
Ave.,  Clifton,  N.  J. 

Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City,  N.  Y 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Renton 
Harbor  14.  Mich  AOV  PG.  513 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8.  Ohio 

Javex,  P.  0.  Box  646,  Redlands,  Calif 

JewiI  Electronics,  Inc.,  Belfield  A  Wister,  Philadelphia 
44,  Pa. 

Lee  Electronics  Labs.,  Inc.,  88  Evans  St.,  Watertown 
Mass 

MILLIVAC  INSTRUMENTS  DIV  OF  COHU  ELECTRONICS, 
INC.,  2315  Second  Ave.,  Carmen,  Schenectady,  N  Y. 
ADV.  PG  497. 

Phaostron  Instrument  &  Electronic  Co.,  151  Pasadena 
Ave..  South  Pasaden.y  Calif. 

PRECISE  MEASUREMENTS  CO.,  R  D.  itl,  Millbrooks 
Rd.,  Flemington,  N.  J  ADV.  PG.  503. 

Precision  Apparatus  Co.,  Inc.,  70-31  84th  St.,  Glen¬ 
dale  27,  N  Y 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third 
&  Fourth  Covers  A  Preceding  Insert 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
DIV.,  415  S.  Fifth  St.,  Harrison,  N.  J.  ADV  PG. 
440,  441,  Third  A  Fourth  Covers  A  Preceding  Insert 

SCALA  RADIO  CO.,  2814  19th  St.,  San  Francisco  10 
Calif  ADV  PG.  542. 

SENSITIVE  RESEARCH  INSTRUMENT  CORP.,  310  Main 
St.,  New  Rochelle,  N.  Y.  ADV  PG  467. 

Slaughter  Company,  Pigua  9,  Ohio. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III 

Winston  Electronics,  Inc.,  4312  Main  St.,  Philadelphia 
27,  Pa. 

PROBES— Microwave 

Sea  MICROWAVE  ACCESSORIES 

PROBES-Temiieratura 

Advanced  Electronics,  Inc.,  94  Silas  Deane  Highway, 
Rocky  Hill,  Conn. 

Aero  Researcch  Instrument  Co.,  315  N.  Aberdeen  St., 
Chicago  7,  III. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 

•  Cumberland,  Md. 

Arnoux  Corp.,  11924  W.  Washington  Blvd.,  Los  Angeles 
66,  Calif. 
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ELECTRONIC  and  ALLIED 


BG  Cirp.,  The,  321  Broad  Ave.,  RIddefteld,  N  J 
Consolidated  Controls  Corp.,  6  Durant  A«e.,  Bethel, 
Conn. 

EDISON  INDUSTRIES,  THOMAS  A.,  INSTRUMENT  DIV., 
81  Lakeside  Ave.,  West  Orange,  N.  J  AOV.  PG 
32S,  326. 

Friet  Instrument  Die.,  Bendix  Aviation  Corp.,  Baltimore 

4,  Md. 

Garrett  Corp.,  The,  98S1  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif 

Giannini  &  Co.,  Inc.,  G  M  ,  918  E  Green  St.,  Pasa¬ 
dena  1,  Calif. 

HERMETIC  SEAL  CORP.,  29-37  S  Sixth  St.,  Newark 
7,  N.  J.  AOV.  PG.  403 

Hesco  Engineering  Co.,  322  E.  Beach  Ave.,  Inglewood 
3,  Calif 

Industrial  Development  Labs,  Inc.,  17  Pollock  Ave., 
Jersey  City  5,  N.  Y 

REVERE  CORP.  OF  AMERICA,  SUB  OF  NEPTUNE 
METER  CO.,  Wallingford  2,  Conn  ADV  PG  492 
Rosemount  Engineering  Co.,  9424  Lyndale  Ave,  S., 
Minneapolis,  Minn. 

Ruge  Assocla'es,  Inc.,  Arthur  C.,  733  Concord  Ave, 
Cambridge,  Mass 

Simpson  Electric  Co.,  Olv  of  American  Gage  &  Machine 
Co.,  5218  .  Kinzie  St.,  Chicago  44,  III. 

United  Control  Corp.,  4540  Union  Bay  Place,  Seattle 

5,  Wash 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J  AOV  PG  346. 


PROJECTION  TUBES 

See  TUBES-Talevitien  Preiectien 


PROJECTION  UNITS-releviaien 
Bludworth  Marine  Div  ,  Kearfott  Co  ,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y 

General  PrKision  Laboratory,  Inc ,  63  Bedford  Rd , 
PleaMntville,  N.  Y. 

Sarkes  Tariian,  Inc.,  Rectiher  Div,  415  N.  College  Ave, 
Bloomington,  Ind 


PROTECTORS-Svrge 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden  Sta  , 
Flushing  64,  N.  Y 

Electronic  Devices  Inc.,  Precision  Rectiher  Div,  429 
12th  St.,  Brooklyn,  N  Y 

Workman  TV,  Inc.,  309  Queen  Anne  Rd.,  Teaneck,  N.  J. 

PROTECTIVE  SEALERS 
Sea  INSUIATINO  COMPOUNDS 

PSVCHOOAIVANOMETERS 

ASSOCIATED  RESEARCH,  INC.,  3788  W  Belmont  Ave, 
Chicago  18,  III.  ADV  PG  477 

Electro-Medical  Lab,  Inc.,  South  WoodstKk  8,  Vt 

Grason-Stadler  Co.,  Audiometer  Div  ,  West  Concord,  Mass 

Offner  Electronics  Inc,  5320  N  Kedtie  Ave.  Chicago  25, 
III 

PUBLIC  ADDRESS  SYSTEMS 

See  alto  SOUND  SVSTEMS-Cemplele 

Audio  Equipment  Co.,  Inc.,  805  Middle  Neck  Rd.,  Great 

Audio-Master  Corp.,  17  E.  45th  St.,  New  York  17,  N  Y 

Bell  Sound  Systems,  Inc.,  555  Marion  Rd.,  Columbus  7, 
Ohio. 

Bliss  Electronic  Corp.,  Box  366,  Sussex,  N.  J 

Bogrn  Co.,  David,  P  0.  Box  500,  Paramus,  N  J. 

Calbest  Electronics  Co.,  4801  Exposition  Blvd,  Los 
Angeles  16,  Calif. 

Oorsett  Laboratories,  Inc.,  401  E  Boyd  St.,  Box  862, 
Norman,  Okla. 

Oukane  Corp.,  St.  Charles,  III. 

Executone,  Inc.,  415  Lexington  Ave,  New  York  17, 
N  Y. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N.  V.  AOV  PG.  536. 

Irwin  Products  Co.,  4937  N.  Damen,  Chicago  25,  III. 

Lesa,  Via  Bergamo  21,  Milan,  Italy. 

Loge  Sound  Engineers,  J.  M.,  2171  W.  Washington 
Blvd.,  Los  Angeles  18,  Calif. 

M  P  Engineering  Co.,  Fairfield  3,  Conn 

Neill  Co.,  Inc.,  R.  W.,  4320  Montrose  Ave.,  Chicago  41, 
III. 

O'Brien  Electric  Corp.,  6514  Santa  Monica  Blvd., 
Hollywood  38,  Calif. 

Polytronic  Research,  Inc.,  7326  Westmore  Rd.,  Rockville, 
Md 

Precision  Electronics,  Inc.,  9101  King  St.,  Franklin 
Park,  III. 

Pye  Telecommunications  Ltd  ,  Newmarket  Rd.,  Cambridge, 
England 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  AOV.  PG.  440,  441,  Third  & 
Fourth  Covers  &  Preceding  Insert. 

Remler  Company,  2101  Bryant  St.,  San  Francisco  10, 
Calif. 

Rhein  Sound  Systems,  Inc  ,  133  Hamilton  St.,  P.  0.  Box 
1367,  New  Haven  5,  Conn. 

Seeburg  Corp.,  The,  1500  N  Dayton  St.,  Chicago  22, 
III. 

Simpson  Mfg  Co.,  Inc.,  Mark,  32-28  49th  St.,  Long 
Island  City  3,  N  V 


PRODUCTS 


Standard  Telephones  A  Cables  Ltd.,  Connaught  House, 
63  Aidwych,  London,  W.C.  2,  England 
Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd ,  Rochester  3,  N.  V 
Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Talfet  Radio  &  Television  Co.,  2705  Brooklyn-Queens 
Expressway,  W.,  Woodside  77,  N  Y 
Tandberg,  10  E.  52nd  St.,  New  York,  N.  Y. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N  Y. 

Telephonies  Corp.,  Park  Ave.,  Huntington,  N  Y 
Tesla  Electric  Co.,  2871  N  Lincoln  Ave,  Chicago  13, 
III 

UNIVERSITY  LOUDSPEAKERS,  INC.,  80  S.  Kenisco  Ave., 
White  Plains,  N  Y.  ADV.  PG.  264 
Webster  Electric  Co.,  1900  Clark  St.,  Racine,  Wis. 


PUMPS-Meearing 

Adel  Precision  Products  Div  of  General  Metals  Corp., 
10777  Vanowen  St.,  Burbank,  Calif 
American  Instrument  Co  ,  Inc.,  8030  Georgia  Ave.,  Silver 

Sp-.'.g,  Md 

EASTERN  INDUSTRIES,  INC.,  100  Skiff  St.,  Hamden 
Coon.  AOV  PG.  49. 

Hardman  Co.,  Inc.,  H  V  ,  571  Cortland  St.,  Belleville  9, 
N  J. 

LAPP  INSULATOR  CO.,  INC.,  RADIO  SPECIALTIES 
DIV.,  31  Gilbert  St  LeRoy,  N  Y  ADV  PG  112, 
113 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica.  Calif 
Robinson,  Inc,  Edward  E.,  Machinery  Div.,  286  Preak- 
ness  Ave.,  Paterson  2,  N  J. 


PUMPS-Voeuum 

See  VACUUM  PUMPS 


PUSHBUnONS 

ALLEN-BRAOLEY  CO.,  136  W  Greenfield  Ave,  Mil¬ 
waukee  4,  Wis.  AOV.  PG.  421. 

Arcoelectric  Div.  of  British  Electronics  Sales  Co  ,  Inc  , 
Oakland  Garden  Sta  ,  Flushing  64,  N.  V 
Arrow-Hart  &  Hegeman  Electric  Co  ,  103  Hawthorn  St , 
Hartford  6,  Conn. 

Automatic  ElKtrlc  Sales  Corp.,  North  lake.  III. 
Cutler-Hammer,  Inc.,  411  N  12th  St.,  Milwaukee  1, 
Wis. 

Davies  Molding  Co.,  Harry  1428  N  Wells  St.,  Chicago  10, 
III 

Eagle  Electric  Mfg.  Co.,  Inc.,  23-10  Bridge  Plata,  S  , 
Long  Island  City,  N.  Y 

FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U  S 
CASKET  CO.,  Camden  1,  N.  J  AOV  PG  529 
General  Electric  Co.,  Apparatus  Sales  Div  ,  1  River  Rd  , 
Schenectady  5,  N.  Y 

Kirkland  Co.,  H  R.,  8  King  St.,  Morristown,  N  J 
Molded  Insulation  Co.,  335  E.  Price  St  ,  Philadelphia 

44,  Pa. 

Monitor  Controller  Co..  99  Grove  St  ,  Rxkland.  Mass 
ROGAN  BROS.,  8031  N.  Montlcello  Ave.,  Skokie,  III. 
AOV.  PG.  394B 

Romar  Plastics,  Inc.,  1309  E.  Main  St.,  St.  Charles,  III 
ROSS  METALS  CO.,  MILTON,  505  OavIsvIMe  Rd .  Oav.s- 
ville.  Pa.  ADV.  PG.  472 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV, 
Warren,  Pa  ADV  PG  632. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa 


QUARTZ 

See  also  CRYSTALS 


QUARTZ -Fused 

BLACKBURN,  INC.,  P.  W.,  67  Main  St ,  Dobbs  Ferry, 
N  Y.  ADV.  PG.  492. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa 

Coming  Glass  Works,  Corning,  N.  Y 

Dallons  Laboratories  Inc.,  5066  Santa  Monica  Blvd , 
Los  Angles  29,  Calif. 

DELL  OPTICS  CO.,  LTD.,  327  55th  St.,  West  New  York, 
N  J  AOV.  PG.  468. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N  Y 

ENGELHARD  INDUSTRIES,  INC.,  (AMERSIL  QUARTZ 
DIV  ),  113  Astor  St  ,  Newark  5,  N  J  AOV.  PG.  329 

GENERAL  ELEaRIC  CO.,  LAMP  GLASS  DEPT.,  EBG-8, 
Nela  Park,  Cleveland  12,  Ohio.  AOV.  PG.  4. 

REMBAR  CO.,  INC.,  THE,  67  Main  St.,  Dobbs  Ferry, 
N  Y.  AOV  PG  521. 

SYNCOR  PRODUCTS  CO.,  30  Eastern  Ave,  Malden, 
Mats.  AOV.  PG  426. 

Thermal  American  Fused  Quartz  Co.,  Inc.,  18-20  Salem 
St.,  Dover,  N.  J. 

Torrance  Glass  &  Color  Works,  Torrance,  Calif. 

Westinghouse  Electric  Corp.,  Lamp  Div.,  Bloomfield, 
N.  J 


RACKS— AOINO— Vacuum  Tube  B  Tronsistar 

Anchor  Specialty  Mfg  Co ,  Inc.,  300  Hollister  Rd , 
Teterboro,  N.  J. 

CBC  Electronics  Co.,  Inc.,  2601  N  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

CLEGG  UBORATORieS  DIV.  OF  CLEGG.  INC.,  Hanover 
&  Ridgedale  Avet ,  Morristown,  N  J  AOV  PG  505. 


RADAR 


International  Pump  &  Machine  Works,  81  Dorsa  Ave., 
Livingston,  N.  J. 

Kahn  &  Co.,  541  Windsor  St.,  Hartford  1,  Conn. 

Research  Industrial  Laboratories  of  Electronics,  Roslyn, 
Pa 

Summit  Electronics,  Inc.,  7  Industrial  PiKe,  Summit, 
N  J 

WALLSON  ASSOCIATES,  LTD.,  963  Frelinghuysen  Ave, 
Newark  5,  N.  J.  AOV.  PG.  441. 

Washington  Aluminum  Co.,  Inc.,  Penna  RR  &  Knecht  Ave., 
Baltimore  29,  Md 

Wright  Equipment  Corp.,  128  N.  Main  St.,  Mllltown, 
N  J. 


RACKS— Mounting  B  Relay 

ABP  Metal  Products  Mfg.  Corp.,  Ill  Bloomingdaie 
Rd ,  Hicksville,  N  Y. 

ABALON  PRECISION  MFG.  CORP.,  540  Casanova  St  , 
Bronx  59,  N  Y.  AOV  PG  546. 

ALDEN  PRODUCTS  CO.,  112  N  Main  St.,  Brockton, 
Mass.  ADV.  PG.  472. 

Altec  Lansing  Corp.,  1515  S.  Manchester  Ave.,  Anaheim, 
Calif 

AMCO  ENGINEERING  CO.,  7335  Ainslie  St.,  Chicago  31. 
III.  ADV.  PG.  566 

Artisan  Metal  Works  Co.,  11410  Madison  Ave.,  Cleve¬ 
land  2,  Ohio 

Art-Lloyd  Metal  Products  Corp.,  2973  Croosey  Ave., 
Brooklyn  14,  N.  Y. 

Automatic  Electric  Sales  Corp.,  North  Lake,  III. 

BALTIC  METAL  PRODUCTS  CO.,  120  Sutton  St  , 
Brooklyn  22,  N.  Y.  AOV.  PG.  576. 

Boyle  Metalcraft  Corp..  150  Sullivan  St.,  Brooklyn  31, 
N  Y. 

CRAIG  SYSTEMS,  INC.,  360  Merrimack  St.,  Lawrence, 
Mass.  ADV.  PG  499 

Oahlstrom  Metallic  Door  Co.,  Jamestown,  N  Y 

Detronic  Industries,  33840  Plymouth  Rd  ,  Livonia,  Mich 

Elgin  Metalformers  Corp.,  630  Congdon  Ave.,  Elgin,  III. 

Eliee  Metal  Products  Co.,  Inc.,  779  39th  St.,  Brooklyn 
32,  N.  Y 

Falstrom  Co.,  44  Falstrom  Court,  Passaic,  N  J. 

Farwell  Metal  Fabricating,  75  W  Fairfield  Ave  ,  St  Paul 
7,  Minn. 

General  Metal  Products  Co  ,  1010-14  Centre  St.,  Easton. 
Pa 

Glass  Solder  Engineering,  4232  Temple  City  Blvd  ,  Rose- 
niead,  Calif. 

Hermetic  Pacific  Corp.,  4232  Temple  City  Blvd.,  Rosemead, 
Calif. 

Lenkurt  Electric  Co,  Inc.,  1105  County  Road,  San 
Carlos,  Calif. 

Lynch  Carrier  Systems,  Inc.,  695  Bryant  St.,  San  Fran¬ 
cisco  7,  Calif 

Lynch  Mfg.  Co.,  R  H.,  7831  E.  Arroyo  Drive,  South  San 
Gabriel,  Calif 

Measurement  Engineering,  Ltd ,  Arnprior,  Ontario, 
Canada. 

Mobil  Electronics  Mfg  Co.,  1111  State  Rd  ,  67L, 
Anderson,  Ind 

NORTH  ELECTRIC  CO.,  553  S  Market  St  ,  Gallon, 
Ohio  ADV.  PG.  219. 

Par-Metal  Products  Corp.,  32-62  49th  St.,  Long  Isla-d 
City  3,  N.  Y. 

Peterson  &  Neville  Inc.,  365  Dorchester  Ave.,  Boston, 

Mass 

PREMIER  METAL  PRODUCTS  CO.,  337  Mamda  St  . 
Bronx  59,  N  Y  AOV  PG.  579 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N  J.  440,  441,  Third  &  Fourth  Covert 
B  Preceding  Insert. 

Stromberg-Carlson  Co.,  Div  of  General  Dynamics  Corp , 
100  Carlson  Rd.,  Rochester  3,  N  Y. 

Walter  Co.,  Inc.,  S.,  1400  Atlantic  Ave.,  Brooklyn  16, 
N.  Y. 

Washington  Aluminum  Co.,  Inc.,  Penna  RR  &  Knecht 
Ave  Baltimore  39,  Md. 

WESTERN  DEVICES,  INC.,  600  Florence  Ave.,  Inglewood, 
Calif.  ADV  PG.  416. 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City, 
Mo. 

Wyco  Metal  Products,  6918  Beck  Ave.,  North  Hollywood, 
Calif. 


RADAR 

1.  Early  Warning  Soarch 

2.  Gun  Fir*  Control 

3.  Marino 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 
1-2-3. 

Bendix  Aviation  Corp.,  Pacific  Div ,  11600  Sherman 
Way,  North  Hollywood,  Calif.  1-2-3. 

Bendix  Radio  Div.,  Bendix  Aviation  Corp..  Baltimore 

4.  Md  1. 

Bludworth  Marine  Div.,  Kearfott  Co..  Inc.,  92  Gold  St., 
New  York  38,  N.  Y.  3. 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England  3. 
Canadian  Marconi  Co.,  2442  Trenton  Ave.,  Montreal  16. 
Quebec.  3. 

Canoga  Corp.,  5955  Sepulveda  Blvd.,  Van  Nuys.  Calif  2. 
Edo  Corp.,  Colley  Point,  N.  Y.  3. 

Electronics  &  Avionics  Div.  of  The  Emerson  Electric  Mfg. 

8100  Florissant  Ave.,  St.  Louis  21,  Mo.  1-2-3. 
Farnsworth  Electronics  Co.,  Div.  of  ITBT,  3700  E. 

Pontiac  St.,  Fort  Wayne  1,  Ind.  1-2. 

General  Coavnunication  Co.,  681  Beacon  St.,  Boston  15, 
Mass.  3. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave, 
Mineo'a.  N  Y 
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RADIOSONDES 
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Kelvin  &  Hughes  Ltd..  New  North  Rd.,  Barkingside, 
Essex,  England.  3. 

LAVOIE  LABORATORIES,  INC.,  Morganville,  N.  J.  1-3. 
ADV.  PG.  413. 

Magnavox  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne  4, 
Ind  1-2. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  3.  ADV.  PG.  440,  441,  Third  & 
Fourth  Covers  &  Preceding  Insert. 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54,  Mass.  3.  ADV.  PG.  428,  429. 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  Y.  2.  ADV.  PG.  433. 

Sperry  Gyroscope  Co.,  Div.  of  Sperry  Rand  Co.,  Surface 
Armament  Div.,  Great  Neck,  N.  Y.  1-2-3. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y.  ADV.  PG  343,  344. 

TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave.,  Dallas  9,  Texas.  ADV.  PG.  396. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa.  1-2. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III.  1. 


RADIOS-Citiien 
Sm  RECEIVERS-Citixen 

RADIOSONDES 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

International  Electronics  Corp.,  (Mullard  Equipment)  81 
Spring  St.,  New  York  12,  N.  Y. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

Schjeldahl  Co.,  G.  T.,  Box  170,  Northheld,  Mass. 

RADOMES 

AMERICAN  LAVA  CDRP.,  STEATITE  DIV.,  Cherokee 
Blvd.  &  Manufacturers  Rd.,  Chattanooga  5,  Tenn. 
ADV.  PG.  237. 

Connecticut  Hard  Rubber  Co.,  407  East  St.,  New  Haven 
9,  Conr 

COORS  PORCELAIN  CO.,  600  Ninth  St.,  Golden,  Colo. 
ADV.  PG.  310,  311. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG.  204-207. 

Emerson  &  Cuming,  Inc.,  869  Washington  St.,  Canton, 
Mass. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 

N  Y. 

FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U.  S. 
GASKET  CO.,  Camden  1,  N.  J.  ADV.  PG.  529. 

Goodrich  Industrial  Products  Co.,  B.  F.,  500  S.  Main 
St.,  Akron  18,  Ohio. 

Hull-Standard  Corp.,  Hatboro,  Pa. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  ADV.  PG.  174. 

Koch  &  Son,  H.,  Conte  Modera,  Calif. 

Lennard  Co.,  Inc.,  P.  M.,  1061  E.  8  St.,  Jacksonville 
6,  Fla. 

McMILLAN  INDUSTRIAL  CORP.,  Brownville  Avenue 
Plant,  Ipswich,  Mass.  ADV.  PG.  559. 

Metaplast  Corp.,  Davisville  Rd.  at  Pennsylvania  Turn¬ 
pike,  Hatboro,  Pa. 

MYCALEX  CORP.  OF  AMERICA,  125  Clifton  Blvd.,  Clif¬ 
ton,  N,  J.  ADV.  PG.  313. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 

Rantec  Corp.,  P.  0.  Box  18,  Calabasas,  Calif. 

RAYTHEON  MFG.  CO.,  CERAMIC  SALES  DEPT., 
Foundry  Ave.,  Waltham  54,  Mass.  ADV.  PG.  431. 

Schjeldahl  Co.,  G.  T.,  Box  170,  Northfield,  Mass. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Skydyne,  Inc.,  River  Rd.,  Port  Jervis,  N.  Y. 

Telectro  Industries  Corp.,  35-16  37th  St.  Long  Island 
City  1,  N  Y. 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 

Thompson  Fiberglass  Co.,  H.  I.,  1733  Cordova  St., 

Los  Angeles  7,  Calif. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 

U.  S.  Plywood  Corp.,  Electrical  Structures  Dept.,  55  W. 
44th  St.,  New  York  17,  N.  Y. 

Zenith  Aircraft  Div.  of  Zenith  Plastics  Co.,  P.  0  Box 
91,  Gardena,  Calif. 

RARE  EARTHS 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N  Y. 

Bram  Chem’cal  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 

Davison  Chemical  Co.,  Div.  of  W.  R.  Grace  &  Co.,  Box 
488,  Pompton  Plains,  N.  J. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

Jarrell-Ash  Co.,  26  Farwell  St.,  Newtonville,  Mass. 

Lindsay  Chemical  Div.  of  American  Potash  &  Chemical 
Corp.,  272  St.  Ann  St.,  West  Chicago,  III. 

Michigan  Chemical  Corp.,  St.  Louis,  Mich. 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York  22, 
N.  Y. 

United  Mineral  &  Chemical  Corp.,  16  Hudson  St.,  New 
York.  13,  N.  Y. 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N.  Y. 


RATIOMETERS 

S««  INSTRUMENTS— Electrical  Measuring 
REACTORS-Filter 

American  Research  &  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 

Arco  Transformer  &  Electric  Co.,  1602  S.  Hanna  St., 
Fort  Wayne,  Ind. 

Audio  Development  Co.,  2833  13th  Ave.,  S.,  Minneapolis 
7,  Minn. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

Barwood  Electronics  Co.,  Inc.,  921  E.  Broadway,  Glen¬ 
dale  5,  Calif. 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

CG  Electronics  Div.  of  Gulton  Industries,  Inc.,  305  Dal¬ 
las  St.,  N.  E.,  Albuquerque,  N  M. 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Box  555,  Mahwah,  N.  J.  ADV.  PG.  352, 
353,  372. 

Chicago  Electronic  Engineering  Co.,  3223  W.  Armitage 
Ave.,  Chicago  47,  III. 

CHICAGO  MAGNETIC  CONTROL  CO.  1616  Damon  Ave., 
Chicago,  III.  ADV.  PG.  541 

CHICAGO  STANDARD  TRANSFORMER  CORP.,  3501  W. 

Addison  St.,  Chicago  18,  III.  ADV.  PG.  226,  227. 
COMMUNICATION  ACCESSORIES  CO.,  U.  S.  Highway 
50  A  71  By-Pass,  Lee's  Summit,  Mo.  ADV.  PG. 
249-252. 

Crittenden  Transformer  Co.,  1220  Nadeau  St.,  Los  An¬ 
geles,  Calif. 

Electro  Engineering  Works,  401  Preda  St.,  San  Leandro, 
Calif. 

Electronic  Transformer  Co.,  70  Washington  St.,  Brooklyn 
1,  N.  Y. 

Electro-Tech  Pacific,  Santa  Barbara  Airport,  P.  0.  Box 
455.  Goleta,  Calif. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plata,  New 
York  20,  N.  Y.  ADV.  PG.  490. 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N.  Y.  ADV.  PG.  24. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Genistron,  Inc.,  2301  Federal  Ave.,  Los  Angeles  64, 
Calif. 

Goslin  Electric  &  Mfg.  Co.,  2921  W.  Olive  St.,  Burbank, 
Calif. 

Gramer-Halldorson  Transformer  Corp.,  2734  N.  Pulaski 
Rd.,  Chicago  39,  III. 

Grand  Transformers,  Inc.,  Hey  St.,  Grand  Haven,  Mich. 
Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J. 
Hadley  Co.,  Inc.,  Robert  M.,  5112  S.  Hoover  St.,  Los 
Angeles  37,  Calif. 

HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas.  ADV.  PG.  176,  177. 

Highland  Engineering  Co.,  91  Magnolia  St.,  Westbury, 
N.  Y. 

INDUSTRIAL  TRANSFORMER  CORP.,  Gouldsboro,  Pa. 
ADV.  PG.  434,  435. 

K-V  Transformer  Corp.,  20  E.  Franklin  St.,  Danbury, 
Conn. 

Kenyon  Transformer  Co.,  Inc.,  840  Barry  St.,  New  York 
59,  N.  Y. 

MAGNATRAN,  INC.,  P.  0.  Box  211,  Kearny,  N.  J.  ADV. 
PG.  400. 

Magnavox  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne  4, 
Ind. 

Minitran  Corp.,  5  Oliver  St.,  Newark  2,  N.  J. 

Muirhead  A  Co.,  Ltd.,  Beckenham,  Kent,  England. 

NYT  ELECTRONICS,  INC.,  2979  N.  Ontario  St.,  Bu-.- 
bank,  Calif.  ADV.  PG.  500. 

NOTHELFER  WINDING  LABS.,  INC.,  P  0.  Box  455, 
Trenton,  N.  J.  ADV.  PG.  143 
Power  Transformer  Co.,  Inc.,  91  Edison  PI.,  Newark  5, 
N.  J. 

Rytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North  Holly¬ 
wood,  Calif. 

Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif. 

SIGNAL  TRANSFORMER  CO.,  1661  McDonald  Ave., 
Brooklyn  30,  N.  Y.  ADV.  PG.  498 
Stanley  Transformer  Co.,  31-23  Vernon  Blvd.,  Long 
Island  City,  N.  Y. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  ADV.  PG.  511. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Thordarson-Meissner  Mfg.  Co.,  7th  A  Belmont  Ave.,  Mt. 
Carmel,  III. 

Transformer  Engineers,  285  N.  Halstead  St.,  Pasadena, 
Calif. 

Trenton  Transformer  Corp.,  Box  568B,  Trenton,  N.  J. 
Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

REACTORS-Solurabfa 

ACROMAG  INC.,  Dept.  EBG,  22519  Telegraph  Rd.,  De¬ 
troit  41,  Mich.  ADV.  PG.  583. 

American  Research  A  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 

Arco  Transformer  A  Electric  Co.,  1602  S.  Hanna  St., 
Fort  Wayne,  Ind. 

Audio  Development  Co.,  2833  13th  Ave.,  S.,  Minnea¬ 
polis  7,  Minn. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

Barwood  Electronics,  Inc.,  921  E.  Broadway,  Glendale 
5,  Calif. 


CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

CG  Electronics  Div.  of  Gulton  Industries,  Inc.,  305  Dal¬ 
las  St.,  N.  E.,  Albuquerque,  N.  M. 

C.  G.  S.  Laboratories,  Inc.,  391  Ludlow  St.,  Stamford, 
Conn. 

California  Magnetic  Control  Corp.,  11922  Valerio  St., 
North  Hollywood,  Calif. 

CARAD  CORP.,  2850  Bay  Rd.,  Redwood  City,  Calif.  ADV. 
PG.  448. 

Carol  Electronics  Corp.,  315  W.  Stephen  St.,  Martins- 
burg,  W.  Va 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Box  555,  Mahwah,  N.  J.  ADV.  PG.  352, 
353,  372. 

Chicago  Electronic  Engineering  Co.,  3223  W.  Armitage 
Ave.,  Chicago  47.  III. 

CHICAGO  MAGNETIC  CONTROL  CO.,  1616  Damon  Ave., 
Chicago,  III.  ADV.  PG.  541. 

Clifton  Mfg.  Co.,  Inc.,  20  N.  Springfield  Rd.,  Clifton 
Heights,  Pa. 

COMMUNICATION  ACCESSORIES  CO.,  U.  S.  Highway 
50  A  71  By-Pass,  Lee's  Summit,  Mo.  ADV.  PG. 
249-252. 

CONTROL,  A  DIV.  OF  MAGNETICS,  INC.,  P.  0.  Box 
391,  Butler,  Pa.  ADV.  PG.  221. 

Electro  Engineering  Works,  401  Preda  St.,  San  Leandro, 
Calif. 

Electronic  Transformer  Co.,  70  Washington  St.,  Brook¬ 
lyn  1,  N.  Y. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plara,  New 
York  20,  N.  Y.  ADV.  PG  490. 

Foster  Transformer  Co.,  3829  Colerain  Ave.,  Cincinnati 
23,  Ohio. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J. 
Hadley  Co.,  Inc.,  Robert  M.,  5112  S.  Hoover  St.,  Los 
Angeles  37,  Calif. 

Harder  Co.,  Donald  C.,  3710  Midway  Drive,  San  Diego 
10,  Calif 

HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas.  ADV.  PG.  176,  177. 

Hev'  Duty  Electric  Co  ,  Milwaukee  1,  Wis. 

INDUSTRIAL  TRANSFORMER  CORP.,  Gouldsboro,  Pa. 
ADV.  PG.  434,  435. 

K-V  Transformer  Corp.,  20  E.  Franklin  St.,  Danbury, 
Conn 

KEARFOTT  CO.,  INC  ,  ENGINEERING  A  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.  J.  ADV  PG  356. 

Kenyon  Transformer  Co.,  Inc.,  040  Barry  St.,  New  York 
59.  N.  Y. 

KEPCO  LABS.,  INC.,  131-38  Sanford  Ave.,  Flushing  55, 

N  Y.  ADV.  PG.  289,  290. 

Lindberg  Engineering  Co.,  2450  W.  Hubbard  St.,  Chicago, 
III. 

MAGNATRAN,  INC.,  P  0.  Box  211,  Kearny,  N  J 
ADV.  PG.  400 

Magnavox  Co.,  The,  2131  Bueter  Rd.,  Fort  Waynt  4, 
Ind 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave.,  New 
York  55,  N.  Y.  ADV.  PG.  286 
MAGNETIC  RESEARCH  CORP.,  3160  W.  El  Segundo 
Blvd.,  Hawthorne,  Calif.  ADV.  PG.  482. 

Milwaukee  Transformer  Co.,  5231  N.  Hopkins  St.,  Mil¬ 
waukee  9,  Wis. 

Minitran  Corp.,  5  Oliver  St.,  Newark  2,  N.  J 
NJE  CORPORATION,  345  Carnegie  Ave.,  Kenilworth,  N.  J. 
ADV  PG  292-295. 

NYT  ELECTRONICS,  INC.,  2979  N  Ontario  St.,  Bur¬ 
bank,  Calif.  ADV.  PG  500 
New  York  Coil  Co.,  Phoenixville  12,  Pa. 

NOTHELFER  WINDING  LABS.,  INC.,  P  0  Box  455, 
Trenton,  N.  J.  ADV.  PG.  143. 

Peerless  Electrical  Div.,  of  Altec  Lansing  Corp.,  151}  S. 

Manchester  Ave.,  Onaheim,  Calif. 

Power  Transformer  Co.,  Inc.,  91  Edison  PI.,  Newark  5, 
N.  J. 

Precision,  Inc  ,  730  lyndale  Ave.,  N.,  Minneapolis,  Minn. 
QUTRONIC  TRANSFORMER  CORP.,  525  Broadway,  New 
York  12,  N.  Y.  ADV.  PG.  394B. 

RADIO  CORP.,  OF  AMERICA,  RCA  SEMICONDUCTOR 
&  MATERIALS  DIV.,  Somerville,  N  J.  ADV.  PG. 
440,  441,  Third  &  Fourth  Covert  &  Preceding  Insert. 
Radionic  Transformer  Co.,  411  S.  Sangamon  St.,  Chicago 
7,  III. 

Rapid  Electric  Co.,  2881  Middletown  Rd.,  Bronx  61, 
N.  Y. 

Rytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North  Hol¬ 
lywood,  Calif. 

Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif. 

SIGNAL  TRANSFORMER  CO.,  1661  McDonald  Ave., 
Brooklyn  30,  N.  Y.  ADV.  PG.  498. 

Sorgel  Electric  Co.,  838  W.  National  Ave.,  Milwaukee  4, 
Wis. 

Stanley  Transformed  Co.,  31-23  Vernon  Blvd.,  Long  Island 
City,  N.  V. 

Stator  Electric  Corp.,  46-25  58th  St.,  Woodside,  N.  Y. 
TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  ADV.  PG.  511. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y.  ' 

Tensor  Electric  Development  Co.,  Centroid  Div.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y. 

Thermador  Electric  Mfg.  Co.,  5215  S.  Boyle  Ave.,  Los 
Angeles  58,  Calif. 

Thordarson-Meissner  Mfg.  Co.,  7th  &  Belmont  Ave.,  Mt. 
Carmel,  III. 
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ELECTRONIC  and  ALLIED  PRODUCTS 


RECEIVERS 


TORWICO  ELECTRONICS,  INC.,  1090  Morrii  Ayt., 
Union,  N.  J.  AOV.  PG.  461. 

Tr»njform«r  Oejifln,  Inc.,  7377  N.  76th  St.,  Milyvauket 
16,  WIs. 

Translornitf  En^lnatn,  285  N.  Halstead  St.,  Pasadena, 
Calif. 

Transformer  Specialty  Co.,  Inc.,  Bala-Cynwyd,  Pa. 
TRANSFORMERS,  INC.,  200  Stage  Rd.,  Vesul,  N.  Y, 
AOV.  PG.  391-393. 

Transonic  Inc.,  808  16th  St.,  Bos  96A,  Bakersfield, 
Calif. 


Tronic  Coil  Winding  Co.,  Inc.,  58  Wesley  St.,  Waterbury, 
Conn. 

Vickers  Electric  Dlyision,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3,  Mo. 

Waco,  Inc.,  2032  Broadway,  Santa  Monica,  Calif. 
Westinghouse  Electric  Corp.,  P.  0.  Ba>  868,  Pittsburgh 


RECEIVERS-Aircrofl 


Aeronautical  Communication  Eguipment,  Inc.,  3090 
S  W  37th  Aye.,  Miami  33,  Fla. 

Aeronautical  Electronics,  Inc.,  Raleigh-Durham  Airport 
P  0  Bo>  6527,  Raleigh,  N  C 
Aircraft  Radio  Corp.,  Boonton,  N.  J. 

Bendis  Radio  Oiy.,  Bendi«  Aviation  Corp.,  Baltimore  4, 


2442  Trenton  Aye  ,  Montreal  16, 


Canadian  Marconi  Co., 

Uuebcc. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Communications  Co.,  Inc.,  300  Greco  Aye.,  Coral  Gables 
34,  Fla. 

Electronic  Communications,  Inc.,  1501  72nd  St.  N., 
St.  Petersburg,  Fla. 

General  Communication  Co.,  681  Beacon  St.,  Boston 
15,  Mast. 


Conset  Diy ,  Voung  Spring  A  Wire  Corp.,  801  S.  Main 
St.,  Burbank.  Calif. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Aye.. 
Mineola,  N  V. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif 

Magnavoi  Co.,  The  2131  Beuter  Rd.,  Fort  Wayne,  Ind 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N  Y. 

Mitchell  Industries,  Inc.,  P.  0  Bon  17,  Mineral  Wells, 
Te«at. 

National  Aeronautical  Corp.,  Commerce  Drive,  Ft.  Wash¬ 
ington  Industrial  Park,  Fort  Washington,  Pa 

Navigation  Electronics  Corp.,  11616  Marl  St..  North 
Hollywood,  Calif 

Radio  Apparatus  Corp.,  55  New  Jersey  St,  Indian, 
apolls  3.  Ind 

SPIVEY,  INC.,  JAMES  S.,  4908  Hampden  Lane,  Wash¬ 
ington  14,  0  C.  ADV.  PG  531. 

Standard  Telephones  A  Cablet,  Ltd,  Connaught  House, 
64  Aldwych,  London,  W.  C.  2,  England 

Telephonies  Corp.,  Park  Aye,  Huntington,  N.  Y 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood.  N  J. 

Wllcos  Electric  Co.,  1400  Chestnut  St.,  Kansas  City, 
Mo. 

Wunderlich  Radio  Co.,  105  N  Kenilworth  Aye.,  Oak 
Park,  III. 


RICEIVmt— a>m  Filed  FreqweiKy 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Aerolab  Development  Co.,  330  W.  Holly  St.,  Pasadena, 
Calif. 

Aeronautical  Communication  Equipment,  Inc.,  3090 
S.  W.  37th  Ave.,  Miami  33,  Fla 

Aeronautical  Electronics,  Inc.,  Raleigh-Durham  Airport, 
P  D.  Boa  6527,  Raleigh,  N.  C. 

American  Electronics  Labs.,  Inc.,  121  N  7th  St., 
Philadelphia  6,  Pa. 

Applied  Electronics  Co.,  Inc.,  213  E.  Grand  Ave., 
South  San  Francisco,  Calif. 

Bendii  Radio  Division,  Bendis  Aviation  Corp.,  Baltimore 
4,  Md. 

Communications  Co.,  Inc.,  300  Greco  Ave.,  Coral  Gables 
34.  Fla 

Continental  Communications,  Inc.,  452  W.  Chicago  Aye., 
Chicago  10,  III. 

Dollar  Co.,  Robert,  Communications  Equipment  DIv., 
50  Drumm  St.,  San  Francisco  11,  Calif. 

Electro  Craft  Industries,  Inc.,  68  Jackson  St.,  Stamford, 
Conn. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N., 
St.  Petersburg,  Fla. 

Electronics  Design  Co.,  P.  0.  Box  401,  Enid,  Okla. 

ELECTRONICS,  INC.,  39  York  Rd.,  Willow  Grove,  Pa 
ADV.  PG.  575. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N.  Y. 

Federal  Telephone  A  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

Gonset  DIv.,  Young  Spring  A  Wire  Corp.,  801  S. 
Main  St  .  Burbank,  Calif. 

HAMMARLUND  MFC.  CO.,  460  W  34th  St.,  New 
York  1,  N  Y.  AOV.  PG  330. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

Kaar  Engineering  Corp.,  2995  Middlefield  Rd.,  P.  0 
Box  1320,  Palo  Alto,  Calif 

Mack  Electronics  A  Div  of  Mack  Trucks,  Inc.,  Plainfield, 
N.  J. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/35  Beaver 
St.,  New  York  4,  N.  Y. 

MIratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  Minn. 

National  Aeronautical  Corp.,  Commerde  Dr.,  Ft.  Wash- 
Ington  Industrial  Park.  Ft.  Washington,  Pa 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 


Nems-Clarke  Co.,  A  Div.  of  Vitro  Corp.  of  America, 
Silver  Spring,  Md. 

Nevada  Air  Products  Co.,  P.  0.  Box  2472,  Reno, 
Nevada. 

Newcomb  Audio  Products  Co.,  6824  Lexington  Ave., 
Hollywood  38,  Calif. 

PARAPLEGICS  MFC.  CO.,  INC.,  10068  Franklin  Ave., 
Franklin  Park,  III.  ADV.  PG.  22 

Pye  Telecommunications  Ltd.,  Newmarket  Rd ,  Cam¬ 
bridge,  England. 

RS  Electronics  Corp.,  435  Portage  Ave.,  Palo  Alto, 
Calif 

Radio  Apparatus  Corp.,  55  N.  New  Jersey  St.,  Indian¬ 
apolis  3,  Ind. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave., 
Pasadena  1,  Calif. 

Rhein  Sound  Systems,  Inc.,  133  Hamilton  St.,  P.  0 
Box  1367,  New  Haven  5,  Conn. 

Seeley  Electronics,  1060  S.  La  Brea  Ave.,  Los  Angeles 
19,  Calif. 

Standard  Telephones  Cables,  Ltd  ,  Connaught  House, 
63  Aldwych,  London,  W  C.  2,  England 

Telephonies  Corp.,  Park  Ave.,  Huntington,  N  Y. 

Teleqiiip  Radio  Co.,  2559  W.  21st  St.,  Chicago  8,  III. 

Trans-Aire  Electronics,  Inc.,  195-02  Jamaica  Ave., 
Hollis  23,  N.  Y. 

Trrp.ic  Corp  of  America,  1  Engle  St.,  Englewood,  N.  J. 

VARO  MFC  CO.,  INC.,  2201  Walnut  St.,  Garland. 
Texas  ADV.  PG  454 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City,  Mo 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III 


RECEIVERS— o-m/f-m  Communication 

Admiral  Corp.,  3800  Cortland  St  ,  Chicago  47,  HI 
Aeronautical  Electronics,  Inc .  Rale.gh-Durham  Airport, 

P.  0  Box  6527,  Raleigh,  N.  C 
Bendix  Radio  Div.,  Bertdix  Aviation  Corp  ,  Baltimore  4, 
Md. 

Canadian  Marconi  Co.,  2442  Trenton  Ave  .  Montreal  16. 

Communications  Co.,  Inc.,  300  Greco  Ave ,  Coral  Gables 
34,  Fla 

Electro  Craft  Industries,  Inc.,  68  Jackson  St  ,  Stam¬ 
ford,  Conn 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave , 
Stamford,  Conn 

Electronic  Communications,  Inc.,  1501  72nd  St  ,  N  , 
St.  Petersburg,  Fla. 

Gonset  Div  ,  Young  Spring  i  Wirt  Corp ,  801  S  Mam 
St  Burbank.  Calif 

HEATH  CO.,  A  SUB  OF  OAYSTROM,  INC.,  Benton  Harbu. 
14,  Mich  ADV  PG  513 

IDEA,  Inc ,  7900  Pendleton  P.ke.  Indianapolis  26. 
Ind 

Industrial  Radio  Corp.,  428  N  Parks.de  Ave.,  Chicago  44, 
III 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave  , 
Mineola.  N  Y. 

Mack  Electronics  A  Olv.  of  Mack  Trucks,  Inc.,  Plain- 
field,  N.  J. 

Magnavov  Co,  The,  2131  Beuter  Rd.,  Fort  Wayne,  Ind 
MARCONI  INSTRUMENTS,  ill  Cedar  Lane,  Englewood. 

N  J  ADV.  PG.  316 

Marconi's  Wireless  Telegraph  Co.,  Ltd  23 '25  Beaver 
St  ,  New  York  4,  N  Y 

Miratel,  Inc.,  1080  Dionne  St.,  'St  Paul,  Minn. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48.  Mass 
Nems-Clarke  Co.,  A  Div.  of  Vitro  Corp  of  America. 
Silver  Spring,  Md. 

Neutronics  Research  Co.,  165  Lake  St.,  Waltham,  Mass. 
Newcomb  Audio  Products  Co.,  6824  Lexington  Ave, 
Hollywood  38,  Calif. 

NORTHERN  RADIO  CO.,  INC.,  143-145  W  22nd  St.. 

New  York  11,  N  Y  ADV  PG  304-306 
Olympic  Radio  &  Television  Co.,  34-01  J8th  Ave.,  Long 
Island  City,  N  Y. 

Pilot  Radio  Corp.,  37-06  36th  St.,  Long  Island  City, 
N.  Y. 

Precision  ElKtronics,  Inc.,  9101  King  St..  Franklin 
Park.  Ill 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cam¬ 
bridge,  England. 

Radio  Apparatus  Corp.,  55  N.  New  Jersey  St.,  Indian¬ 
apolis  3,  Ind. 

Radio  Corp  of  America,  Consumer  Products  Div  .  Cam¬ 
den  8.  N  J 

RADIO  CORP.  OF  AMERICA.  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N  J.  ADV.  PG  440,  441.  Third  & 
Fourth  Covers  &  Preceding  Insert 
Rauland-Borg  Corp.,  3515  W.  Addison  St.,  Chicago  18 
III. 

Rhein  SosHsd  Systems,  Inc.,  133  Ha.miHon  St.,  P  D 
Box  1367,  New  Haven  5,  Conn. 

Standard  Telephones  &  Cables,  Ltd ,  Connaught  House, 
63  Aldwych,  London,  W.  C.  2,  England 
Stromberg-^rlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd,  Rochester  3,  N.  Y. 

TELECHROME  MFC.  CORP.,  28  Ranick  Drive,  Amityville, 
N.  Y.  ADV.  PG.  323. 

Tele-Matic  Industries,  Inc.,  16  Howard  St.,  Brooklyn  21, 
N.  Y. 

Telephonies  Corp.,  Park  Ave.,  Huntington,  N.  Y 
Treiiac  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J. 
Trutone  Electronics  Inc.,  6912  Santa  Monica  Blvd.,  Los 
Angeles  38,  Calif. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  AOV.  PG.  276  2,77. 
Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City,  Mo. 
Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III. 


RECEIVERS— Awfemafic  Radio  Alarm 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield 
Ave.,  Clifton,  N.  J. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Oes  Moines, 
Iowa. 

ELECTRONICS,  INC.,  39  York  Rd ,  Willow  Grove,  Pa. 
ADV  PG  575. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

Kaar  Engineering  Corp.,  2995  Middlefield  Rd.,  P.  0. 
Box  1320,  Palo  Alto,  Calif. 

Miratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  Minn. 

Multi-Products  Co.,  21470  Cooiidge  Hwy.,  Dak  Park, 
MiCh 

Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III. 

PACKARD-8ELL  CO.,  12333  W.  Olympic  Blvd.,  Los  An¬ 
geles  64,  Calif.  AOV.  PG-  199 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cam¬ 
bridge,  England. 

Tesla  Electric  Co.,  2871  N  Lincoln  Ave.,  Chicago  13, 
III 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  Calif. 

Wunderlich  Radio  Co.,  105  N  Kenilworth  Ave.,  Oak 
Park,  HI. 


RECEIVERS-Auromebilo 

Sm  RECEIVERS-Entortainmonl 


RECEIVERS-Ciriion 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Bend.x  Radio  Oiv.,  Bend.x  Aviation  Corp.,  Baltimore  4, 
MJ 

CG  Electronics  Oiv.  of  Gulton  Industries,  Inc.,  305  Dallas 
St.,  N.E  ,  Albuquerque,  N.  M. 

Electronics  Design  Co.,  P  0.  Box  401,  Enid,  Okla. 

General  Electric  Co.,  Communication  Products  Dept., 
Electronics  Park  Syracuse,  N  Y. 

HAMMARLUND  MFG.  CO.,  460  W.  34th  St.,  New  York  1, 
N  Y.  ADV.  PG  330 

Motorola  Communications  &  Electronics,  Inc.,  4501 
Augusta  Blvd.,  Chicago  51,  III 

Multi-Products  Co..  21470  Coolidge  Hwy.,  Oak  Park, 
MiCh 

Z  1  W  Mfg  Corp ,  30240  Lakeland  Blvd,,  Wickliffe, 
Ohio. 


RECEIVERS-Coln  Oporated 

$•0  RECEIVERS-Entortoinmont 


RECEIVERS— Communication  and  Amatour 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Airmec,  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 

Automation  Electronics,  1500  W.  Verdugo  Ave.,  Bur¬ 
bank,  Calif 

BARKER  &  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bris¬ 
tol,  Pa  AOV  PG  103 

CLEGG  LABORATORIES  OIV  OF  CLEGG,  INC.,  Hanover 
&  Ridgedale  Aves.,  Morristown,  N.  J.  ADV.  PG.  505. 

Collins  Radio  Co.,  Cedar  Rapids.  Iowa. 

Communications  Co.,  Inc.,  300  Greco  Ave.,  Coral  Cables 
34,  Fla 

Continental  Communications,  Inc.,  452  W.  Chicago  Ave., 
Chicago  10,  III. 

Creative  Electronics  Corp.,  94  Lincoln  Ave.,  Stamford, 
Conn. 

Electro-Voice.  Inc.,  Buchanan,  Mich. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn 

General  Electric  Co.,  Communications  Products  Dept., 
Electronics  Park,  Syracuse,  N.  Y. 

Gonset  Div.,  Young  Spring  A  Wire  Corp.,  801  S.  Main 
St.,  Bur^nk,  Calif. 

Hallkrafters  Co.,  4401  W.  Fifth  Ave.,  Chicago  24,  III. 

HAMMARLUND  MFG  CO.,  460  W.  34th  St.,  New  York 
1,  N,  Y  AOV.  PG.  330. 

Harvey-Wells  Electronics,  Inc.,  North  St.,  Southbridge, 
Mass 

HEATH  CO.,  A  SUB  OF  DAYSTROM,  INC.,  Benton  Har¬ 
bor  14,  MiCh  AOV.  PG  513. 

I.  D.  E.  A,  Inc.,  7900  Pendleton  Pike,  Indianapolis 
26,  Ind 

Intelex  Systems,  Inc.,  22  Thames  St..  New  York,  N.  Y. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N  Y 

K-F  DEVELOPMENT  CO.,  2606  Spring  St.,  Redwood 
City,  Calif  AOV.  PG.  464. 

Kaar  Engineering  Corp.,  2995  Middlefield  Rd.,  P.  0. 
Box  1320  Palo  Alto,  Calif. 

MARCONI  INSTRUMENTS,  111  Cedar  Lane,  Englewood, 
N.  J  ADV  PG.  316. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23  25  Beaver 
St.,  New  York  4,  N.  Y. 

Miratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  Minn. 

Morrow  Radio  Mfg.  Co.,  Inc.,  2794  Market  St.,  Salem, 
Ore. 

National  Co.,  Inc .  61  Sherman  St.,  Malden  48,  Mass 

NORTHERN  RADIO  CO.,  INC.,  143-145  W  22nd  St , 
New  York  11,  N.  Y  ADV.  PG  304-306 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England, 

Radio  Apparatus  Corp.,  55  N.  New  Jersey  St.,  Indian¬ 
apolis  3,  Ind. 

Radio  Mfg  Engineers  Div  of  Electro  Voice  Inc.,  Bu¬ 
chanan,  Mich 
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RECEIVERS 
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Seeley  Electronics,  1060  S.  La  Brea  Ave.,  Los  Angeles  Miratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  Minn.  3.  Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cam- 


19,  Calif. 

TECHNICAL  MATERIEL  CORP.,  P.  0.  Bo«  1A2,  Ma- 
maroneck,  N.  Y.  ADV.  PG.  145. 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J. 
VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  ADV.  PG.  276,  277. 
Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City, 
Mo. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III. 


RECEIVERS— Diversity  Reception 

Aeronautical  Communication  Equipment,  Inc.,  3090 

S.  W.  37th  Ave.,  Miami  33,  Fla. 

Audivox,  Inc.,  123  Worcester  St.,  Boston  18,  Mass. 

Babcock  Radio  Engineering,  Inc.,  1640  Monrovia  Ave., 
Costa  Mesa,  Calif. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts., 

Bristol,  Pa.  ADV.  PG.  103. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N.  Y. 

HAMMARLUND  MFG.  CO.,  460  W.  34th  St.,  New 
York  1,  N.  Y.  ADV.  PG.  330. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

McLaughlin  Corp.,  J.  L.  A.,  P.  0.  Box  529,  Jolla,  Calif. 

National  Co,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 

NORTHERN  RADIO  CO.,  INC.,  143-145  W.  22nd  St., 
New  York  11,  N.  Y.  ADV.  PG.  304-306. 

Press  Wireless  Laboratories,  Inc.,  25  Prospect  Place, 
West  Newton  65,  Mass. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
Engla.nd. 

RADIO  ENGINEERING  LABS.,  INC.,  36-40  37th  St., 
Long  Island  City  1,  N.  Y.  ADV.  PG.  365. 

Standard  Telephone  &  Cable,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.C.  2,  England. 

Stelma,  Inc.,  190  Henry  St.,  Stamford,  Conn. 

TECHNICAL  MATERIEL  CORP.,  THE,  P.  0.  Box  142, 
Mamaroneck,  N.  Y.  ADV.  PG.  145. 

Warren  Mfg.  Co.,  Inc.,  The,  Newtown  Rd.,  Littleton, 
Mass. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  111. 


RECEIVERS— Enferfoinmeiif 

1.  Autemebiie 

2.  Coin  Operated 

3.  Heme 

A.R.F.  Products,  Inc.,  7627  Lake  St.,  River  Forest,  III.  1. 
Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III.  1-3. 
Andrea  Radio  Corp.,  27-01  Bridge  Plaza  North,  Long 
Island  City  1,  N.  Y.  3. 

Arvin  Industries,  Inc.,  Radio  &  Television  Div.,  Columbus, 
Ind.  3. 

Audio  Industries,  Inc.,  Michigan  City,  Ind.  3. 

Audivox,  Inc.,  123  Worcester  St.,  Boston  18,  Mass.  3. 
Automatic  Radio  Mfg.  Co.,  Inc.,  122  Brookline  Ave., 
Boston,  Mass.  1-3. 

Automation  Electronics,  1500  W.  Verdugo  Ave.,  Burbank, 
Calif.  1. 

Bendix  Radio  Div.,  Bendix  Aviation  Corp.,  Baltimore  4, 
Md.  1. 

Bogen  Co.,  David,  P.  0.  Box  500,  Paramus,  N.  J.  3. 
Calbest  Electronics  Co.,  4801  Exposition  Blvd.,  Los 
Angeles  16,  Calif.  1-2-3. 

Canadian  Marconi  Co.,  2442  Trenton  Ave.,  Montreal 
16,  Quebec.  3. 

Conrac,  Inc.,  Glendora,  Calif.  3. 

Continental  Manufacturing,  Inc.,  1612  California  St., 
Omaha,  Neb.  3. 

Coradio,  Inc.,  196  Albion  Ave.,  Paterson,  N.  J.  2. 

Delco  Radio  Div.,  General  Motors  Corp.,  700  E.  Firmln 
St.,  Kokomo,  Ind.  1. 

Dubrow  Development  Co.,  235  B  Penn  St.,  Burlington, 
N.  J.  3. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield 
Ave.,  Clifton,  N.  J.  3. 

Eckstein  Radio  &  Television  Co.,  2601  E.  Franklin  Ave., 
Minneapolis  6,  Minn.  1-3. 

ELECTRONICS,  INC.,  39  York  Rd.,  Willow  Grove,  Pa. 
3.  ADV.  PG.  575. 

Emerson  Radio  &  Phonograph  Corp.,  14th  &  Coles  Sts., 
Jersey  City,  N.  J.  3. 

Fisher  Radio  Corp.,  21-21  Forty  Fourth  Drive,  Long 
Island  City  1,  N.  Y.  3. 

Flush  Wall  Radio  Co.,  1012  Cleveland  St.,  Clearwater, 
Fla.  3. 

HAMMARLUND  MFG.  CO.,  460  W.  34th  St.,  New 
York  1,  N.  Y,  3.  ADV.  PG.  330. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton  Harbor 
14,  Mich.  3.  ADV.  PG.  513. 

Hoffman  Electronics  Corp.,  Consumer  Products  Div., 
6200  S.  Avalon  Blvd.,  Los  Angeles  3,  Calif.  3. 
I.D.E.A.,  Inc.,  7900  Pendleton  Pike,  Indianapolis  26, 
Ind.  3. 

Industrial  Television,  Inc.,  369  Lexington  Ave.,  Clifton, 
N.  J.  3. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y.  3. 

Intersearch,  Inc.,  7  Arcadia,  Cincinnati  8,  Ohio.  3. 
JowiI  Electronics,  inc.,  Belfield  &  Wister,  Philadelphia 
44,  Pa.  3. 

Madison  Fielding  Corp.,  863  Madison  St.,  Brooklyn, 
N.  Y.  3. 

Magnavox  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne  4, 
Ind.  3. 


Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa.  3. 

Olympic  Radio  &  Television  Co.,  34-01  38th  Ave.,  Long 
Island  City,  N.  Y.  3. 

PACKARD-BELL  CO.,  12333  W.  Olympic  Blvd.,  Los 
Angeles  64,  Calif.  3.  ADV.  PG.  199. 

Philco  Corp.,  "C"  &  Tioga  Sts.,  Philadelphia  34,  Pa. 
1-3. 

Philmore  Mfg.  Co.,  Inc.,  113  University  Place.  New 
York  3,  N.  Y.  3. 

Pilot  Radio  Corp.,  37-06  36th  St.,  Long  Island  City, 
N.  Y.  3. 

Prescott  Television  Co.,  7352  Beverly  Blvd.,  Los 
Angeles  36,  Calif. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cambridge, 
England.  1. 

Radio  Corp.  of  America,  Consumer  Products  Div.,  Cam¬ 
den  8,  N  J.  3. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  3.  ADV.  PG.  440,  441,  Third  & 
Fourth  Covers  &  Preceding  Insert. 

RIBET  &  DESJARDINS,  13-17  Rue  Perier,  Montrouge 
(Seine)  France.  3.  ADV.  PG.  215-218. 

Seeley  Electronics,  1060  S.  La  Brea  Ave.,  Los  Angeles 
19,  Calif.  1. 

Simpson  Mfg.  Co.,  Inc.,  Mark,  32-28  49th  St.,  Long 
Island  City  3,  N.  Y.  3. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y.  3. 

Superex  Electronics  Corp.,  4-6  Radford  Place,  Yonkers, 
N.  Y.  3. 

Sylvania  Home  Electronics,  a  Div.  of  Sylvania  Electric 
Products  Inc.,  700  Ellicott  St.,  Batavia,  N.  Y.  3. 

Trans-Aire  Electronics,  Inc.,  195-02  Jamaica  Ave., 
Hollis  23,  N.  Y.  3. 

Trutone  Electronics  Inc.,  6912  Santa  Monica  Blvd.,  Los 
Angeles  38,  Calif.  3. 

Weingarten  Electronic  Labs.,  Inc.,  7556  Melrose  Ave., 
Los  Angeles  46,  Calif.  3. 

Wells-Gardner  &  Co.,  2701  N.  Kildare  Ave.,  Chicago 
39,  III.  3. 

West  Coast  Electronics  Co.,  9261  W.  3rd  St.,  Beverly 
Hills,  Calif.  1. 

Westbury  Electronics,  Inc.,  300  Thames  Drive,  Westbury, 
N.  Y.  3. 

Westinghouse  Electric  Corp.,  P  0.  Box  868,  Pitts¬ 
burgh  30,  Pa.  3. 

Zenith  Radio  Corp.,  6001  Dickens  Ave.,  Chicago  39,  III. 

3. 


RECEIVERS-Fixod  Frequency 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Aeronautical  Communication  Equipment,  Inc.,  3090  S.  W. 
37th  Ave.,  Miami  33,  Fla. 

Aeronautical  Electronics,  Inc.,  Raleigh-Durham  Airport, 
P.  0.  Box  6527,  Raleigh,  N.  C. 

Airborne  Instruments  Lab.,  Inc.,  160  Old  Country  Rd., 
Mineola,  N.  Y. 

Babcock  Radio  Engineering,  Inc.,  1640  Monrovia  Ave., 
Costa  Mesa,  Calif. 

BARKER  &  WILLIAMSON,  Canal  I.  Beaver  Sts.,  Bristol, 
Pa.  ADV.  9G.  103. 

Bendix  Radio  Division,  Bendix  Aviation  Corp.,  Baltimore 
4,  Md. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Watcrbury  20, 
Conn. 

Browning  Laboratories,  Inc.,  Main  St.,  Winchester,  Mast. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Communications  Co.,  Inc.,  300  Greco  Ave.,  Coral  Gables 
34,  Fla. 

Continental  Communications,  Inc.,  452  W.  Chicago  Ave., 
Chicago  10,  III. 

Creative  Electronics  Corp.,  94  Lincoln  Ave.,  Stamford, 
Conn. 

Dollar  Co.,  Robert,  Communications  Equipment  Div., 
50  Drumm  St.,  San  Francisco  11,  Calif. 

Electronic  Communications,  I(K.,  1501  72nd  St.,  N., 
St.  Petersburg,  Fla. 

Electronics  Design  Co.,  P.  0.  Box  401,  Enid,  Okla. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N.  Y. 

Federal  Telephone  A  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

Gonset  Div.,  Young  Spring  &  Wire  Corp.,  801  S.  Main 
St.,  Burbank,  Calif. 

Hallamore  Electronics  Co.,  8352  Brookhurst  Ave., 
Anaheim,  Calif. 

HAMMARLUND  MFG.  CO.,  460  W.  34th  St.,  New  York 
1,  N.  V.  ADV.  PG.  330. 

Industrial  Radio  Corp.,  428  N.  Parkside  Ave.,  Chicago 
44,  III. 

Intercontinental  Electronics  Cort>.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

Lei,  Inc.,  380  Oak  St.,  Copiague,  N.  Y. 

Mack  Electronics,  A  Div.  of  Mack  Trucks,  Inc.,  Plain- 
field,  N.  J. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

Miami  Instrument  Co.,  Box  384,  Tamlami  Station, 
Miami  44,  Fla. 

Miratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  Minn. 

Motorola  Communications  and  Electronics  Inc.,  4501  W. 
Augusta  Blvd.,  Chicago  51,  III. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 

National  Electronics  Laboratories,  Inc.,  1713  Kalorama 
Rd.,  N.  W.,  Washington  9,  D.  C. 

Nems-Clarke  Co.,  A  Div.  of  Vitro  Corp.  of  America, 
Silver  Spring,  Md. 

Nevada  Air  Products  Co.,  P.  0.  Box  2472,  Reno,  Nevada. 


bridge,  England. 

RS  Electronics  Corp,  435  Portage  Ave.,  Palo  Alto,  Calif. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

Radio  Apparatus  Corp.,  55  N.  New  Jersey  St.,  Indianapolis 
3,  Ind. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave., 
Pasadena  1,  Calif. 

Rhein  Sound  Systems,  Inc.,  133  Hamilton  St.,  P.  0. 
Box  1367,  New  Haven  5,*Conn. 

Seeley  Electronics,  1060  S.  La  Brea  Ave.,  Lot  Angeles 
19,  Calif. 

Seismograph  Service  Corp.,  P.  0.  Box  1590,  Tulsa,  Okla. 

Stanoard  Telephones  &  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London  W.C. 2,  England. 

Stelma  Inc.,  190  Henry  St.,  Stamford,  Conn. 

TECHNICAL  MATERIEL  CORP.,  THE,  P.  0.  Box  142, 
Mamaroneck,  N.  Y.  ADV.  PG.  145. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
ville,  N.  Y.  ADV.  PG.  323. 

Telephonies  Corp.,  Park  Ave.,  Huntington,  N.  Y. 

Teletronic  Laboratories,  Inc.,  1835  W.  Rotecrans  Ave., 
Gardena,  Calif. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13, 
III. 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J. 

VARO  MFG.  CO.,  INC.,  2201  Walnut  St.,  Garland, 
Texas.  ADV.  PG.  454. 

West  Coast  Electronics  Co.,  9261  W.  3rd  St.,  Beverly 
Hills,  :Ulif. 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City,  Mo. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III. 


RECEIVERS-f-m 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Aeronautical  Electronics,  Inc.,  Raleigh-Ourham  Airport, 

P.  0.  Box  6527,  Raleigh,  N  C. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St., 
Philadelphia  6,  Pa. 

Babcock  Radio  Engineering,  Inc.,  1640  Monrovia  Ave., 
Costa  Meta,  Calif. 

Bendix  Rad.o  Div.,  Bendix  Aviation  Corp.,  Baltimore  4, 
Md. 

Browning  Laboratories,  Inc.,  Main  St.,  Winchester,  Mats. 

Budelman  Radio  Corp.,  376  Fairfield  Ave.,  Stamford, 
Conn. 

Calbest  Electronics  Co.,  4801  Exposition  Blvd.,  Lo> 
Angeles  16,  Calif. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave, 
Stamford,  Conn. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N.,  St. 
Petersburg,  Fla. 

Electronics  Design  Co.,  P.  0.  Box  401,  Enid,  Okla. 

Fisher  Radio  Corp.,  21-21  Forty  Fourth  Drive,  Long 
Island  City  1,  N.  Y. 

General  Communication  Co.,  681  Beacon  St.,  Boston  15, 
Mast. 

Gonset  Div.,  Young  Spring  A  Wire  Corp.,  801  S.  Main 
St.  Burbank,  Calif 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC,  Benton 
Harbor  14,  Mich.  ADV.  PG.  513. 

Industrial  Radio  Corp.,  428  N  Parkside  Ave.,  Chicago 
44,  III. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

Mack  Electronics,  A  Div.  of  Mack  Trucks,  Inc.,  Plain- 
Held,  N.  J. 

Madison  Fielding  Corp.,  863  Madison  St.,  Brooklyn, 
N.  Y. 

Magnavox  Co.,  The,  2131  Beuter  Rd.,  Fort  Wayne, 
Ind. 

MARCONI  INSTRUMENTS,  111  Cedar  Lane,  Englewood, 
N.  J.  ADV.  PG.  316. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver  St., 
New  York  4,  N.  Y. 

Motordyne,  Inc.,  2661  S.  Myrtle  Ave.,  Monrovia, 
Calif. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 

Nems-Clarke  Co.,  A  Div.  of  Vitro  Corp.  of  America, 
Silver  Spring,  Md. 

Newcomb  Audio  Products  Co.,  6824  Lexington  Ave., 
Hollywood  38,  Calif. 

Nuclear  Instrumentation  Div.  of  Gulton  Industries, 
Inc.,  305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 

PACKARD-BELL  CO.,  12333  W.  Olympic  Blvd.,  Lot 
Angeles  64,  Calif.  ADV.  PG.  199. 

Pilot  Radio  Corp.,  37-06  36th  St ,  Long  Island  City, 
N.  Y. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cam¬ 
bridge,  England. 

RS  Electronics  Corf.,  435  Portage  Ave.,  Palo  Alto, 
Calif. 

Radio  Apparatus  Corp.,  55  N.  New  Jersey  St.,  Indian¬ 
apolis  3,  Ind. 

Radio  Craftsmen  Div.  of  Precision  Radiation  Instruments 
Inc.,  4223  W.  Jefferson  Blvd.,  Lot  Angeles  16,  Calif. 

Raulai^-Borg  Corp.,  3515  W.  Addison  St.,  Chicago  18, 
III. 

Rhein  Sound  Systems,  Inc.,  133  Hamilton  St.,  P.  0. 
Box  1367,  New  Haven  5,  Conn. 

RIBET  A  DESJARDINS,  13-17,  Rue  Perier,  Montrouge 
(Seine)  France.  ADV.  PG.  215-218. 

Seeley  Electronics,  1060  S.  La  Brea  Ave.,  Los  Angeles 
19,  Calif. 

Seg  Electronics  Co.,  Inc.,  1778  Flatbush  Ave.,  Brook¬ 
lyn  10,  N.  Y. 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.  C.  2,  England. 
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Stromberg-Carlson  Co.,  Oiy.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Summers  Gyroscope  Co.,  2328  Broadway,  SanU  Monica, 

Cailf. 

TELECHROME  MFC.  CORP.,  28  Rtnick  Drive,  Amityville, 
N  Y,  ADV.  PG.  323. 

Telephonies  Corp.,  Park  Ave.,  Huntington,  N.  Y. 

Teletronic  Laboratories,  Inc.,  1835  W.  Rosecrans  Ave., 
Gardena,  Calif. 

Tesla  Electric  Co.,  2871  N.  Lincoln  A*e.,  Chicago  13, 
III. 

Trutone  Electronics  Inc.,  6912  Santa  Monica  Blvd., 
Los  Angeles  38,  Calif. 

Westinghouse  Electric  Corp.,  P.  0.  Boa  868,  Pittsburgh 
30,  Pa. 


RECEIVERS-f-m  Mulfiploa 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Applied  ScierKe  Corp.  of  Princeton,  P.  0.  Boa  44, 
Princeton,  N.  J. 

Bogen  Co.,  David,  P  0.  Boa  500,  Pvamus,  N.  J 

Browning  Laboratories,  Inc.,  Main  St.,  Winchester,  Matt. 

Budelman  Radio  Corp.,  376  Fairfield  Ave.,  Stamford, 
Conn. 

Canadian  Marconi  Co.,  2442  Trenton  Ave  ,  Montreal  16, 
Quebec. 

Collins  Radio  Co.,  Cedar  Rapids.  Iowa 

HEATH  CO.,  A  SUB.  OF  OAYSTROM,  INC.,  Benton 
Harbor  14,  MICh.  ADV.  PG.  513. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

National  ElKtronics  Laboratories,  Inc.,  1713  Kalorama 
Rd.,  N  W.,  Washington  9,  D.  C. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cam¬ 
bridge  England 

RADIO  ENGINEERING  UBS.,  INC.,  36-40  37th  St., 
Long  Island  City  1,  N  Y  ADV  PG  365 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54  Matt.  ADV.  PG.  428,  429. 

Rhein  Sourtd  Systerrw,  Inc.,  133  Hamilton  St.,  P.  0. 
Bov  1367,  New  Haven  5,  Conn. 

Standard  Telephones  A  Cablet,  Ltd.,  Connaught  House, 
63  AliKvych,  London,  W.  C.  2,  England. 

Trutone  Electronia  Inc.,  6912  Santa  Monica  Blvd., 
Lot  Angeles  38,  Calif 

Westinghouse  Electric  Corp.,  P.  0.  Bov  868,  Pittsburgh 
30,  Pa. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III. 


RECEIVERS-Heitio 

See  RICIIVERt— iweertwiwmowt 


RICEIVERS-loraw 

Bludworth  Marine  Olv.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N  Y. 

Edo  Corp.,  College  Point,  N  Y. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N., 
St  Petersburg.  Fla. 

Federal  Telephone  A  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

Industrial  Television,  Iik.,  369  Levington  Ave.,  Clifton 
N  J 

POLARAO  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N.  Y  ADV.  PG  307,  308. 

Sperry  Gyroscope  Co.,  Div  of  Sperry  Rand  Corp.,  Air 
Armament  Div.,  Great  Neck,  N.  Y. 

Sperry  Gyroscope  Co.,  Div.  of  Sperry  Rand  Corp., 
Marine  Div.,  Roosevelt  Field,  Mineola,  N.  Y. 

Telecomputing  Corp.,  915  N.  Citrus  Ave.,  Los  Angeles  38, 
Calif. 


RECEIVERS-Morina 

Airborne  Electronics  Co.,  6813  Troost  Ave.,  North 
Hollywood,  Calif. 

Applied  Electronics  Co.,  Inc.,  213  E.  Grand  Ave.,  South 
San  FraneiKO.  Calif 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bris¬ 
tol,  Pa.  ADV.  PG.  103. 

Bassett,  Inc.,  Rea,  1314  N  E.  17th  Court,  Fort 
Lauderdale,  Fla. 

Bendiv  Aviation  Corp.,  PaciAc  Div.,  11600  Sherman 
Way,  North  Hollywo^,  Calif. 

Blits  Electronic  Corp.,  Bov  366,  Suttev,  N.  J. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

Canadian  Marconi  Co.,  2442  Trenton  Ave.,  Montreal  16, 
Quebec. 

Creative  Electronics  Corp.,  94  Lincoln  Ave.,  Stamford, 
Conn. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield 

Ave.,  Clifton,  N.  J. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden 
City,  N.  Y. 

General  Communication  Co.,  681  Beacon  St.,  Boston 

15,  Mats 

General  Electric  Co.,  Communication  Products  Dept., 
Electronics  Park,  Syracuse,  N.  Y. 

Gonset  Div.,  Young  Spring  A  Wire  Corp.,  801  S. 

Main  St.,  Burbank,  Calif. 

HAMMARLUND  MFG.  CO.,  460  W.  34th  St.,  New 

YORK  1,  N  Y.  ADV.  PG.  330. 

HEATH  C6.,  A  SUB.  OF  OAYSTROM,  INC.,  Benton 
Harbor  14,  Mtch.  ADV.  PG.  513. 


PRODUCTS 


Hudson  American  Division  29-01  Borden  Ave.,  Long 
Island  City,  N.  Y. 

JeRerson,  Inc.,  Ray,  40  E.  Merrick  Rd.,  Freeport,  N.  Y. 

Kaar  Engineering  Corp.,  2995  Middlefield  Rd.,  P.  0.  Bov 
1320,  Palo  Alto,  Calif. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

Miratel,  Iik.,  1080  Dionne  St.,  St.  Paul,  Minn. 

Multi-Products  Co.,  21470  Coolidge  Hwy.,  Oak  Park, 
Mich. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 

Navigation  Electronics  Corp.,  11616  Hart  St.,  North 
Hollywood,  Calif. 

Pearce-Simpson,  Inc.,  3023  Coral  Way,  Miami  34,  Fla. 

Pye  Telecommunications,  Ltd.,  Newmarket  Rd.,  Cam¬ 
bridge,  England. 

Radio  Corp.  of  America,  Consumer  Products  Div.,  Cam¬ 
den  8,  N.  J. 

RADIO  CORP.,  OF  AMERICA,  ENGINEERING  PRODUCTS 
OlV.,  Camden,  N.  J.  ADV  PG  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert 

Sperry  Gyroscope  Co.,  Div  of  Sperry  Rand  Corp., 
Marine  Div.,  Roosevelt  Field,  Mineola,  N.  Y. 

TECHNICAL  MATERIEL  CORP.,  P.  0.  Bov  142, 
Mamaroneck,  N.  Y.  ADV.  PG.  145. 


RECEIVERS— Mlcrowrov# 

sm  microwave  accessories 


RECEIVERS— Panoramic 

Bendiv  Aviation  Corp.,  Pacific  Div.,  11600  Sherman 
Way,  North  Hollywo^,  Calif. 

C.  G.  S.  Laboratories,  Inc.,  391  Ludlow  St.,  Stamford, 
Conn 

PANORAMIC  RADIO  PRODUCTS  INC.,  520  S.  Fulton 
Ave.,  Mt  Vernon,  N  Y  ADV  PG.  463. 

POURAO  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N.  Y.  ADV  PG  307,  308 

PROBESCOPE  CO.,  8  Sagamore  Hill  Drive,  Port  Wasn- 
ington,  N.  Y  ADV.  PG.  552. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks. 
England. 


RECEIVERS-PortaWo  A  Mobile 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

AeronautKal  Electronict.  Inc.,  Raleigh-Durham  Airport, 
P.  0  Bov  6527,  Raleigh,  N  C. 

Applied  Electronict  Co.,  Inc.,  213  E.  Grand  Ave., 
South  San  Francisco,  Calif. 

Automatic  Radio  Mfg  Co.,  Inc.,  122  Brookline  Ave., 
Boston,  Mast. 

Automation  Electronics,  1500  W.  Verdugo  Ave  ,  Burbank, 
Calif. 

Bendiv  Radio  Div.,  Bendiv  Aviation  Corp.,  Baltimore  4, 
Md 

Blits  Electronic  Corp.,  Bov  366,  Sussev,  N.  J. 

Canadian  Marconi  Co.,  2442  Trenton  Ave.,  Montreal  16, 
Quebec. 

Columbia  Records,  Inc.,  799  Seventh  Ave.,  New  York  19, 
N.  Y. 

Communications  Co.,  Inc.,  300  Greco  Ave.,  Coral  Gablet 
34,  Fla 

Continental  Communications,  Inc.,  452  W.  Chicago  Ave., 
Chicago  10,  III. 

DuMont  Laboratories,  Inc ,  Allen  B.,  750  Bloomfield 

Ave .  Clifton,  N  J. 

Eckstein  Radio  &  Television  Co.,  2601  E.  Franklin  Ave., 
Minneapolis  6,  Minn. 

Electro  Craft  Industries,  Inc.,  68  Jackson  St.,  Stamford, 
Conn 

Electronict  Design  Co.,  P  0.  Bov  401,  Enid,  Okla. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N  Y. 

Federal  Telephone  A  Radio  Co.,  100  Kingsland  Rd., 

Clifton,  N.  J. 

General  Communication  Co.,  681  Beacon  St.,  Boston  15, 

Mass 

General  Electric  Co.,  Communication  Products  Dept., 

Electronict  Park,  Syracuse,  N.  Y. 

Gonset  Div.,  Young  Spring  A  Wire  Corp.,  801  S.  Main 
St.,  Burbank,  Calif. 

HEATH  CO.,  A  SUB.  OF  OAYSTROM,  INC.,  Benton 

Harbor  14,  Mich  ADV.  PG.  513. 

Hoffman  Electronics  Corp.,  Consumer  Products  Div.,  6200 
S.  Avalon  Blvd.,  Los  Angeles  3,  Calif. 

I  O.E.A ,  Inc.,  7900  Pendleton  Pike,  Indianapolis  26, 
Ind. 

Industrial  Radio  Corp.,  428  N.  Parktide  Ave.,  Chicago 
44,  III. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

International  Telephone  A  Telegraph  Corp.,  InAistrial 
Products  Div.,  15191  Bledsoe  St.,  San  Fernando, 
Calif. 

Intersearch,  Inc.,  7  Arcadia,  Cincinnati  8,  Ohio. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N  Y. 

Motorola  Communications  A  Electronics,  Inc.,  4501 
Augusta  Blvd.,  Chicago  51,  III. 

Multi-Products  Co.,  21470  Coolidge  Hwy.,  Oak  Park, 
Mich. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 

National  Electronics  Laboratories,  Inc.,  1713  Kalorama 
Rd.,  N.  W.,  Washington  9,  D.  C. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cam¬ 
bridge,  England 

Radio  Corp.  of  America,  Consumer  Products  Div.,  Cam¬ 
den  8,  N.  J. 


RECEIVERS 


RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

Radio  Specialty  Manufacturing  Co.,  2023  S.  E.  Sivth 
Ave.,  Portland  14,  Ore. 

Seeley  Electronics,  1060  S.  La  Brea  Ave.,  Los  Angeles 
19,  Calif. 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.  C.  2,  England. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Taffet  Radio  A  Television  Co.,  2705  Brooklyn-Queens 
Evpressway,  W  ,  Woodside  77,  N.  Y. 

TECHNICAL  MATERIEL  CORP.,  P.  0.  Bov  142, 
Mamaroneck,  N.  Y.  ADV.  PG.  145 

Telephonies  Coru-,  Park  Ave.,  Huntington,  N.  Y. 

Trans  Aire  ElectronKS,  Inc.,  195-02  Jamaica  Ave., 
Hollis  23,  N.  Y. 

Trepac  Corp.  of  America,  1  Engle  St  ,  Englewood,  N.  J 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  ADV.  PG.  276,  277. 


RECEIVERS-Rodio  Diraefion  Findar 

A.R.F.  Products,  Inc.,  7627  Lake  St.,  River  Forest,  III. 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Airborne  Electronict  Co.,  6813  Troost  Ave.,  North  Holly¬ 
wood,  Calif. 

Aircraft  Radio  Corp.,  Boonton,  N.  J. 

Applied  Electronics  Co.,  Inc.,  213  E.  Grand  Ave.,  South 
San  Francisco,  Calif. 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa  ADV  PG  103. 

Bendiv  Radio  Division,  Bendiv  Aviation  Corp.,  Baltimort 
4,  Md. 

Bludworth  Marine  Oiv.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N  Y. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N., 
St.  Petersburg,  Fla. 

Federal  Telephone  A  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

Fisher  Radio  Carp.,  21-21  Forty  Fourth  Drive,  Long 
Island  City  1,  N  Y. 

HEATH  CO.,  A  SUB  OF  OAYSTROM,  INC.,  Benton  Har¬ 
bor  14,  Mich.  ADV.  PG.  513. 

Intercontinental  Electronict  Corp.,  1551  Franklin  Ave., 
Mineola.  N.  Y 

Kaar  Engineering  Corp.,  2995  Middlefield  Rd.,  P.  0. 
Boa  1320,  Palo  Alto,  Calif 

Lear,  IrK.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 

Magnavov  Co.,  The,  2131  Beuter  Rd.,  Fort  Wayne,  Ind. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 

Navigation  Electronics  Corp.,  11616  Hart  St.,  North 
Hollywood,  Calif. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cam¬ 
bridge,  England. 

RADIO  CORP  OF  AMERICA,  ENGINEERING  PRODUaS 
DIV.,  Camden,  N.  J.  ADV.  PG  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54,  Mass  ADV.  PG.  428,  429. 

Servo  Corp.  of  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N.  Y. 

Sonar  Radio  Corp.,  3050  W.  21tt  St.,  Brooklyn  24,  N.  Y. 

Sperry  Gyroscope  Co.,  Oiv  of  Sperry  Rand  Corp.,  Air 
Armametrt  Oiv.,  Great  Neck,  N.  Y. 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.  C.  2,  England. 

Taffet  Radio  A  Television  Co.,  2705  Brooklyn-Queens 
Evpressway,  W.,  Woodside  77,  N.  Y. 

Wilcov  Electric  Co.,  1400  Chestnut  St.,  Kansas  City, 
Mo 


RECEIVERS-Railrood 

Bendiv  Radio  Division,  Bendiv  Aviation  Corp.,  Baltimore 
4,  Md. 

Industrial  Radio  Corp.,  428  N.  Parkside  Ave.,  Chicago 
44,  III. 

International  Telephone  A  Telegraph  Corp.,  Industrial 
Products  Div.,  15191  Bledsoe  St.,  Siui  Fernando, 
Calif. 

Motorola  Communications  A  Electronics  Inc.,  4501  W, 
Augusta  Blvd.,  Chicago  51,  III. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cam¬ 
bridge,  England 

Stelma,  Inc.,  190  Henry  St.,  Stamford,  Conn. 


RECEIVERS- Singla  Side  Band 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

Canadian  Marconi  Co.,  2442  Trenton  Ave.,  Montreal  16, 
Quebec 

CLEGG  LABORATORIES,  OIV.  OF  CLEGG,  INC.,  Hanover 
A  Ridgedale  Aves.,  Morristown,  N.  J.  ADV.  PG.  505. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Creative  Electronics  Corp.,  94  Lincoln  Ave.,  Stamford, 
Conn. 

Crosby  Labs.,  Inc.,  Bov  233,  Robbins  Lane,  Hicksville, 
N.  Y. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N., 
St.  Petersburg,  Fla. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N.  Y. 

HAMMARLUND  MFG.  CO.,  460  W  34th  St.,  New 
York  1,  N  Y  ADV.  PG.  330. 


ELECTRONICS  BUYERS'  GUIDE -June,  J958  -  MID  MONTH 


D-171 


RECEIVERS 


1958-1959  LISTINGS  of 


Intelex  Systems,  Inc.,  22  Thames  St.,  New  York,  N  Y. 

Intercontinental  Electronics  Corp.,  ISSl  Franklin  Ave., 
Mineola,  N.  V. 

Kahn  Research  Labs.,  Inc.,  Elizabeth  Bldg.,  22  Pine  St., 
Freeport,  N.  Y. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Bea*er 
St.,  N-w  York  4,  N.  Y. 

McLaughlin  Corp.,  J.  L.  A.,  P.  0.  Box  529,  La  Jolla, 
Cahf. 

Morrow  Radio  Mfg.  Co.,  2794  Market  St.,  Salem,  Ore. 

Mullard  Equipment  Ltd.,  Mullard  House,  Torringotn 
Place,  London,  W.  C.  1,  England. 

Multi-Products  Co.,  21470  Coolidge  Hwy.,  Oak  Park, 
Mich. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks  , 
England. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  & 
Fourth  Covers  &  Preceding  Insert. 

Sorensen  Industrial  Electronic  Co.,  Route  10,  Dover,  N.  J. 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.C.  2,  England. 

TECHNICAL  MATERIEL  CORP.,  P  0.  Box  142,  Mamaro- 
neck,  N.  Y,  ADV.  PG.  145. 

Westrex  Corp.,  Ill  Eighth  Ave.,  New  York  11,  N.  Y. 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City, 

Mo. 

Wunderlich  Radio  Co.,  105  N.  Kenliworth  Ave.,  Oak 
Park,  III. 


RECEIVERS— Tronffster  Operoteil 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47.  III. 

Airborne  Electronics  Co.,  6813  Troost  Ave.,  North 
Hollywood,  Calif 

A' plied  Electronics  Co.,  Inc.,  213  E.  Grand  Ave.,  South 
San  Francisco,  Calif. 

Audivox,  Inc.,  123  Worcester  St.,  Boston  18,  Mass. 

Automatic  Radio  Mfg.  Co.,  Inc.,  122  Brookline  Ave., 
Boston,  Mass. 

Dotv  Acoustical  Electronic  Labs.,  Tobyhanna,  Pa 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.  Benton 
Harbor  14,  Mich.  AOV.  PG  513. 

I  0.  E.  A.  Inc.,  7900  Pendleton  Pike,  Indianapolis  26, 
Ind. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

Intcrsearch,  Inc.,  7  Arcadia,  Cincinnati  8,  Ohio 

Lei,  Inc.,  380  Oak  St.,  Copiague,  N.  Y. 

Motorola  Communications  &  Electronics,  Inc.,  4501 
Augusta  Blvd.,  Chicago  51,  III. 

Nevada  Air  Products  Co.,  P.  0.  Box  2472,  Reno,  Nevada. 

Olympic  Radio  &  Television  Co.,  24-01  38th  Ave.,  Long 
Island  City,  N  Y. 

PACKARD-BELL  CO.,  12333  W.  Olympic  Blvd.,  Los 
Angeles  64,  Calif.  ADV.  PG.  199. 

Philmore  Mfg.  Co.,  Inc.,  113  University  Place,  New 
York  3,  N.  Y. 

Radio  Corp.  of  America,  Consumer  Products  Div.,  Camden 
8,  N.  J. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  & 
Fourth  Covers  &  Preceding  Insert. 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London  W.C.  2,  England. 

Superex  Electronics  Corp.,  4-6  Redford  Place,  Yonkers, 
N.  Y. 

Telex,  Inc.,  Telex  Park,  St.  Paul  1,  Minn. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13 
III. 

Trans-Aire  Electronics,  Inc.,  195-02  Jamaica  Ave.,  Hol¬ 
lis  23,  N.  Y. 

RECEIVERS-uhf 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phil¬ 
adelphia  6,  Pa. 

APPLIED  RESEARCH,  INC.,  76  S.  Bayles  Ave.,  Port 
Washington,  N.  Y.  AOV.  PG.  566. 

Babcock  Radio  Engineering,  Inc.,  1640  Monrovia  Ave., 
Costa  Mesa,  Calif. 

Bell  Aircraft  Corp.,  P.  0.  Box  1,  Buffalo  5,  N.  Y. 

Bendix  Radio  Div.,  Bendix  Aviation  Corp.,  Baltimore  4, 
Md. 

Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J. 

Canadian  Marconi  Co.,  2442  Trenton  Ave.,  Montreal  16, 
Quebec. 

Cleveland  Electronics,  Inc.,  1974  E.  61st  St.,  Cleve¬ 
land  3,  Ohio. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Communications  Co.,  Inc.,  300  Greco  Ave.,  Coral  Cables 
34,  Fla. 

Connecticut  Telephone  &  Electric  Corp.,  70  Britannia 
St.,  Meridan,  Conn. 

Dubrow  Development  Co.,  235B  Penn  St.,  Burlington, 
N.  J. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield 
Ave.,  Clifton,  N.  J. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N., 
St.  Petersburg,  Fla. 

EMPIRE  DEVICES  PRODUCTS  CORP.,  Amsterdam,  N.  Y. 
ADV.  PG.  412. 

Engineering  Associates,  434  Patterson  Rd.,  Dayton  9, 
Ohio. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N.  Y. 

General  Communication  Co.,  681  Beacon  St.,  Boston  IS, 
Mass. 


General  Electric  Co.,  Communication  Products  Dept., 
Electronics  Park,  Syracuse,  N.  Y. 

General  Electronic  Laboratories,  Inc.,  18  .  Ames  St., 
Cambridge,  Mass. 

Hoffman  Electronics  Corp.,  Consumer  Products  Div,  6200 
S.  Avalon  Blvd.,  Los  Angeles  3,  Calif. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

Mack  Electronics  A  Div.  of  Mack  Trucks.  Inc.,  Plain- 
field,  N.  J. 

Magnavox  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne  4, 
Ind. 

MARCONI  INSTRUMENTS,  111  Cedar  Lane.  Englewood, 
N.  J.  ADV.  PG.  316. 

Motorola  Communications  &  Electronics  IfK.,  4501  W. 
Augusta  Blvd.,  Chicago  51,  III. 

Mullard  Equipment  Ltd.,  Mullard  House,  Torrington 
Place,  London,  W.C.l,  England 

Nems-Clarke  Co.,  A  Div.  of  Vitro  Corp.  of  America, 
Silver  Spring,  Md. 

Radio  Corp.  of  America,  Consumer  Products  Div.,  Cam¬ 
den  8.  N  J 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV  PG.  440,  441,  Third 
&  Fourth  Covers  A  Preceding  Insert. 

RADIO  ENGINEERING  LABORATORIES,  INC.,  36-40 
37th  St.,  Long  Island  City  1,  N  Y.  AOV  PG.  365. 

Resdet  Engineering  Corp.,  330  S.  Fair  Oaks  Ave., 
Pasadena  1,  Calif. 

Setchell  Carlson,  Inc.,  330  Fifth  Ave .  New  Brighton, 

Minn. 

SPIVEY,  INC.,  JAMES  S.,  4908  Hampden  Lane,  Wash¬ 
ington  14,  0.  C.  ADV.  PG.  531. 

Standard  Telephones  A  Cables  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.C. 2,  England. 

Summers  Gyroscope  Co.,  2328  Broadway,  Santa  Monica, 
Calif. 

Sylvania  Home  Electronics,  a  Div.  of  Sylvania  Elec¬ 
tric  Products  Inc..  700  Ellicntt  St.,  Batavia,  N  Y. 

Telephonies  Corp.,  Park  Ave.,  Huntington,  N.  Y 

Trepac  Carp  of  America.  1  Engle  St  ,  Englewood.  N  J 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N  H  AOV  PG  276-277. 


RECEIVERS-vhf 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Aeronautical  Electronics,  Inc.,  Raleigh-Ourham  Airport, 
P.  0.  Box  6527,  Raleigh,  N.  C. 

Aircraft  Radio  Corp.,  Boonton,  N.  J. 

American  Electronic  Labs.,  IfK.,  121  N.  7th  St.,  Phil¬ 
adelphia  6,  Pa. 

Applied  Electronics  Co.,  Inc.,  213  E.  Grand  Ave.,  South 
San  Francisco,  Calif. 

APPLIED  RESEARCH,  INC.,  76  S.  Bayles  Ave.,  Port 
Washington,  N.  Y.  AOV.  PG.  566. 

Bendix  Radio  Div.,  Bendix  Aviation  Corp.,  Baltimore  4, 
Md. 

Browning  Laboratories,  Inc.,  Main  St.,  Winchester, 
Mass. 

Canadian  Marconi  Co.,  2442  Trenton  Ave.  Montreal  16, 

Quebec. 

CLEGG  LABORATORIES  DIV.  OF  CLEGG,  INC.,  Hanover 
A  Ridgedale  Aves.,  Morristown,  N.  J.  ADV  PG  505. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Communication!  Co.,  Inc.,  300  Greco  Ave.,  Coral  Gables 
34,  Fla. 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia 
St.,  Meriden,  Conn. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N., 
St.  PeterstHirg,  Fla. 

Elk  Electronic  Labs.,  Inc.,  333  W.  52nd  St.,  New  York 
19,  N  Y. 

EMPIRE  DEVICES  PRODUCTS  CORP.,  Amsterdam,  N  Y. 
AOV.  PG.  412. 

Engineering  Associates,  434  Patterson  Rd.,  Dayton  9, 
Ohio. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N.  Y. 

General  Communication  Co.,  681  Beacon  St.,  Boston  15, 
Mass. 

General  Electric  Co.,  Communication  Products  Dept., 
Electronics  Park,  Syracuse,  N.  Y. 

General  Electronic  Laboratories,  Inc.,  18  Ames  St., 
Cambridge,  Mass. 

Gonset  Div.,  Young  Spring  &  Wire  Corp.,  801  S.  Main 
St.,  Burbank,  Calif. 

HAMMARLUND  MFG.  CO.,  460  W.  34th  St.,  New  York 
1,  N.  Y.  ADV.  PG.  330. 

Hoffman  Electronics  Corp.,  Consumer  Products  Div.,  6200 
S.  Avalon  Blvd.,  Los  Angeles  3,  Calif. 

Industrial  Radio  Corp.,  428  N.  Parkside  Ave.,  Chicago 
44,  III. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

International  Telephone  A  Telegraph  Corp.,  Industrial 
Products  Div.,  15191  Bledsoe  St.,  San  Fernando, 
Calif. 

Leaf,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 

Mack  Electronics  A  Div.  of  Mack  Trucks,  Inc.,  Plain- 
field,  N.  J. 

Magnavox  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne  4, 
Ind. 

MARCONI  INSTRUMENTS,  111  Cedar  Lane,  Englewood, 
N  J.  ADV.  PG.  316. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

Mohawk  Electronic  Research  Labs.,  Inc.,  Box  126-A,  RD 
4,  Amsterdam,  N.  Y. 

Motorola  Communications  &  Electronics  Inc.,  4501  W. 
Augusta  Blvd.,  Chicago  51,  III. 


Mullaid  Equ.pnent  Ltd.,  Mullard  House,  Torrington 
Place,  London,  W.  C.  1,  England. 

Notional  Aeronautical  Corp.,  Commerce  Drive,  Ft.  Wash¬ 
ington  Industrial  Park,  Fort  Washington,  Pa 

National  Co .  liK.,  61  Sherman  St.,  Malden  48,  Mass. 

Natio  al  Electronics  Laboratories,  Inc.,  1713  Kalorama 
Rd.,  N.  W.,  Washington  9,  D.  C. 

Nems-Clarke  Co.,  A  Div.  of  Vitro  Corp  of  America, 
Silver  Spring,  Md. 

Prescott  Telev.sion  Co.,  7352  Beverly  Blvd.,  Los  Angeles 
36,  Calif. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cam¬ 
bridge,  England. 

Radio  Apparatus  Corp  ,  55  N  New  Jersey  St.,  India' 
apolis  3,  Ind. 

Radio  Corp.  of  America,  Consumer  Products  D' 
Camden  8  N  J 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N  J.  ADV.  PG.  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

RADIO  ENGINEERING  LABORATORIES.  INC.,  36  40 
37th  St.,  Long  Island  City  1,  N  V.  AOV.  PG  365. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

Seeley  Electronics,  1060  S.  La  Brea  Ave.,  Lot  Angeles 
19,  Calif. 

Servo  Corp  of  America.  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N.  Y. 

Setchell  Carlson,  Inc  ,  330  Fifth  Ave.,  New  Brighton, 
Minn. 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.C. 2,  England 

Sylvania  Home  Eiectronics,  a  Div.  of  Sylvania  Elec¬ 
tric  Products  Inc.,  700  Ellicott  St.,  Batavia,  N  Y. 

TEIECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amlty- 
ville,  N.  Y  AOV.  PG.  323. 

Teiephonict  Corp.,  Park  Ave.,  Huntington,  N.  Y 

Trepac  Corp.  of  America,  1  Engle  St  ,  Englewood  N  J. 

VAN  NORMAN  INDUSTRIES,  ELEaRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  ADV  PG  276,  277. 

VARO  MFG  CO.,  INC.,  2201  Walnut  St..  Garland, 
Texas.  AOV.  PG.  454. 


RECEIVERS- WWV 

AIrcom  Inc.,  354  Main  St.,  Winthrop  52,  Mass 
American  Electronic  Labs.,  Inc.,  121  N  7th  St., 
Philadelphia  6,  Pa. 

Beckman '  Berkeley  Division,  2200  Wright  Ave  Rich¬ 
mond  3,  Calif. 

Browning  Laboratories,  Inc.,  Main  St.,  Winchester,  Mass. 
Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N  Y. 

HAMMARLUND  MFG.  C..  460  W.  34th  St.,  New  Yort 

1,  N  Y  ADV  PG.  330. 

HYCON  EASTERN,  INC.,  75  Cambridge  Pkwy.,  Cambridge, 

Mass.  ADV.  PG  291. 

LAVOIE  LABORATORIES,  INC.,  Morganvillo.  N  J  ADV. 

PG  413. 

National  Co  .  Inc  .  61  Sherman  St.,  Malden  48.  Mass. 
RADIO  FREQUENCY  LABS.,  INC.,  Boonton  2,  N  J. 
AOV.  PG  399 

SPECIFIC  PRODUCTS.  P.  0  Box  425,  Woodland  Hlll^ 
Calif.  ADV  PG  523. 

TECHNICAL  MATERIEL  CORP.,  P  0  Box  141. 

Mamaroneck,  N.  Y.  AOV.  PG.  145 
Trepac  Corn,  of  America  1  Engle  St  ,  Fnglewood,  N  J. 
VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  18B 
Granite  St.,  Manchester,  N.  H.  AOV,  PG  276,  277. 


RECEIVING  EQUIPMENT-vlif  Omni-Rongo 

A.R  F  Products,  Inc.,  7627  Lake  St.,  River  Forest.  III. 

Aircraft  Radio  Corp.,  Boonton,  N.  J. 

Bendix  Radio  Division,  Bendix  Aviation  Corp.,  Battimorg 
4.  Md. 

Coiiins  Radio  Co.,  Cedar  Rapids,  Iowa. 

General  Communication  Co.,  681  Beacon  St.,  Boston  15, 
Mass, 

HAMMARLUND  MFG.  CO.,  460  W  14th  St..  New 
York  1,  N.  Y.  ADV  PG.  330. 

Lear,  Inc.,  3171  S.  Bundv  Drive,  Santa  Monica.  CalH. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  21/25  Beaver 
St.,  New  York  4,  N.  Y. 

National  Aeronautical  Corp.,  Commerce  Dr.,  Ft.  Washing, 
ton  Industrial  Park,  Ft.  Washington,  Pa. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  C.’m- 
bridge,  England. 

Wilcox  Electric  Co.,  1400  Chestnut  Sf  .,  Kansas  City.  Mo. 


RECORDERS-BIood  Proasuro,  EIncIronIx 

Allied  Products  Div.,  Hamilton  Watch  Co.,  Lancaster,  Pa. 
Grass  Instrument  Co.,  101  Old  Colony  Ave.,  Quincy, 
Mass. 

Hamilton  Instrument  Div.,  Hamilton  Watch  Co.,  5800  E. 

Jewell  Ave.,  Denver  22,  Colo. 

Offner  Electronics,  Inc.,  5320  N.  Kedzie  Ave.,  Chicago 
26,  III. 

Photron  Instrument  Co.,  6516  Detroit  Ave.,  Cleveland  2, 

Ohio. 

SANBORN  CO..  175  Wyman  St.,  Waltham  54,  Mass. 
AOV.  PG.  357. 


RECOROERS-Oontlfy 

Soo  RECORDERS-Sfsocifle  Orovify 
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ELECTRONIC  and  ALLIED  PRODUCTS _  _ RECORDERS 


RECORDEIS-Dcpth 

Bendit  Aviation  Corp.,  Pacific  Division,  11600  Shrrman 
Way,  North  Hollywood,  Calif. 

Bludworth  Marina  Oiv.,  Kaarfott  Co..  Inc,  92  Gold  St, 
Naw  York  58,  N  V 

Biistol  Co,  Tha,  P.  0.  8o>  1790  EBG,  Watarbury  20, 
Conn. 

Edo  Corp  Collaga  Point,  N  V 

KEARFOrr  CO.,  INC.,  ENGINEERING  &  SALES  OIV., 
1178  Main  Ava.,  Clifton,  N.  J  ADV  PG  156 

Liquidomatar  Corp.,  Tha,  Sklllman  Ava.,  at  16th  St., 
Long  Island  City  1,  N.  Y 

Minnrapolis-Honaywall  Raqulator  Co.,  Ordnanca  Oiv.,  600 
2nd  St,,  N  .  Hopkins,  Minn 

RAYTHEON  MFG  CO.,  COMMERCIAL  EQUIPMENT  OIV., 
Waltham  54,  Mass.  ADV.  PG.  428,  429 

Sparry  Gyroscopa  Co.,  Div.  of  Sparry  Pand  Corp.,  Marina 
Div ,  Roosavrlt  Fiald,  Minaola.  N.  Y 

Timas  Facsimila  Corp.,  540  W  58th  St.,  Naw  York 
19,  N  Y 

U  S  Gauja  Div ,  Amarican  Machma  &  Matals,  Inc , 
Sallarsvilla.  Pa 


RECORDERS-Oiit 

Fairchild  Racordinf  Equipmant  Co.  10  40  45th  Ava, 
Lonq  Island  City  1,  N  Y 

Ganaral  Industrial  Co.,  Taylor  &  Oliva  Sts.,  Elyria,  Ohio 
Gotham  Audio  Oavalopniant  Corp.,  2  W  46th  St  .  Naw 
York  16,  N  Y 

Gray  Mfq  Co.,  16  Arbor  St.,  Hartford,  Conn 
Magna-Pulsa  Corp  .  247  Crooks  Ava  .  Cl'fton,  N  J 
MagnatiC  Racording  Instrumants,  11  f  16Ih  St  .  Naw 
York  5,  N  Y 

Prasto  RKOrding  Corp.,  P  0  Bov  500,  Paramus,  N  J 
Rak-O-Kut  Co  .  Inc.  18-19  108th  St  .  Corona  68,  N  V 
Sangamo  Elactric  Co,  1201  N  11th  St..  Springhald,  III 
Scully  Machma  Co.,  62  Waltar  St  ,  Bndgaport,  Coon 
SoundScribar  Corp  ,  Middlatown  Ava  .  North  Havan.  Conn 
Tandbarg,  10  E  52nd  St.,  Naw  York,  N  Y 
Wastrai  Corp,  111  Eighth  Ava  Naw  York  11,  N  Y 

RECORDERS-Drum,  Mognofiy 

BJ  ELECTRONICS,  BORG-WARNER  CORP.,  3100  Naw- 
port  Blvd .  Santa  Ana,  Calif  ADV  PG.  475 
Bargan  Laboratorias,  247  Crooks  Ava..  Clifton.  N  J 
CInama-Talavision,  Ltd  Worslay  Bridga  Rd  London 

S  E.  26,  England 

Clavite  Corp ,  Tavas  Div  ,  1732  Warthaimar  Rd  Hous¬ 
ton  6,  T  avas 

Dictaphon*  Corp  ,  420  Lavington  Ava  ,  Naw  York  17,  N  V 
Elactro-Tachnical  Labs  Oiv  of  Mandral  Industrial. 

Inc.,  5134  Glanmont  Driva,  Houston,  Tavas 
Ganaral  Transistor  Wastarn  Corp  ,  6110  Venica  Blvd, 

Los  Angalas  14.  Calif 

LIBRASCOPE,  INC  ,  808  Wastarn  Ava  .  Glandaia,  Calif 
ADV  PG.  125 

Magna-Pulsa  Corp.,  247  Crooks  Aya ,  Clifton,  N  J 
Monroa  Calculating  Machina  Co  .  Elactronlcs  Div  .  Morris 
Plains  N  J 

NAVIGATION  COMPUTER  CORP.,  1621  Snydar  Ava. 

Philadelphia  45,  Pa  ADV  PG.  528 
Olympic  Radio  A  Talavision  Co.,  24-01  18th  Ava  Long 
Island  City,  N  V 

Pairca  Dictation  Systams,  5900  Northwait  Highway, 

Chicago  11,  III 

PITOMETER  Log  corp.,  217  Lafayatta  St.,  Naw  York 
12  N  Y  ADV  PG  569 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2811 
Post  Oak  Rd .  P  0  Bov  11058,  Houston  19  Tavas 
ADV.  PG  147 

Wastrav  Corp  111  Eighth  Aya,  Naw  York  11,  N  Y 


RECORDERS-Elocfrenic  Refory  Sayfwa 

Bludworth  Marina  Oiv,  Kaarfott  Co.  IfK  ,  92  Gold 
St.,  Naw  York  18,  N  Y. 

Tally  Raglstar  Co.  5100  I4th  N  W,  Saattla.  Wash. 


RECORDERS— Elocfronic  Soff-Bofancing 
Rocerdori  end  Indicofora 

Aaronautical  A  Instrumant  Div.  of  Robartshaw-Fulton  Con¬ 
trols  Co  ,  Santa  Ana  Fraaway  at  Euclid  Ava.,  Anahaim, 
Calif. 

Allagany  Instrumant  Co.,  Inc.,  1091  Wills  Mountain, 
Cumlwriand,  Md. 

Barbar-Colman  Co.,  Dapt  766,  Rockford,  III 

Barnas  Davalopmant  Co.,  211  W  Baltimora  Pika,  Lans- 
downa  Pa 

Bristol  Co.  Tha,  P.  0  Bov  1790  EBG,  Watarbury  20, 
Conn. 

Briial  A  Kjaar,  Naarum,  Danmark 

Consolldatad  Avionics  Corp.,  800  Shamas  Driva.  Wast- 
bury,  N  Y. 

Consolidatad  Elactrodynamics  Corp.,  100  N  Siarra  Madra 
Villa,  Pasadana,  Calif 

Dictaplwna  Corp  ,  420  Lavington  Ava.,  Naw  York  17, 
N.  Y 

Elactronic  Associatas,  Inc.,  Long  Branch,  N  J 

Ess  Spacialty  Corp.,  96  S.  Washington  Ava.,  Barganhald, 
N  J 

Evarshad  A  Vignolas  Ltd.,  Chiswick,  London  W  4, 
England. 

Fovboro  Co.,  Tha,  Fovboro,  Mass 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV 

1  Rivar  Rd.,  Schanactady  5,  N  Y  ADV  PG  1,  2,  1,  6 

Gilmora  Industrial,  Inc  ,  5711  Euclid  Ava  ,  Clavaland  1, 
Ohio 


Leads  A  Northrop  Co  ,  4970  Stanton  Ava  ,  Philadelphia 

44,  Pa. 

LIBRASCOPE,  INC.,  808  Wastarn  Ava  ,  Glandaia,  Calif. 
ADV  PG  125 

Liquidomatar  Corp.,  The,  Sklllman  Ava ,  at  36th  St  , 
Long  Island  City  1,  N  Y. 

Magnetic  Instrumants  Co.,  546  Commerce  St  ,  Thorn- 
wood,  N  Y 

Mmnaapolis-Honaywall  Regulator  Co.,  Industrial  Div, 
Seventh  A  Grange  Sts  .  Philadelphia  44,  Pa. 

NORTH  ATLANTIC  INDUSTRIES,  INC.,  601  Main  St  , 
Wastbury,  N  Y.  ADV.  PG.  585 
Radiation  Counter  Laboratories,  Inc.,  5121  W.  Grove  St., 
Skokie,  III. 

San  Jose  Scientific  Co.,  Inc.,  605  Sunol  St  ,  San  Jose, 
Calif 

Straatar-Amat  Co.,  Graylaka,  III 

U  S  Gauge  Div  ,  American  Machine  A  Metals,  Inc  , 
Sallarsvilla  Pa 

VARIAN  ASSOCIATES,  611  Hansen  Way.  Palo  Alto, 
Calif  ADV  PG  160,  161,  312 
West  Instrumant  Corp.,  4363  W  Montrose  Ava  ,  Chi 
cage  41,  III. 

Weston  Instruments  Oiv  of  Daystrom,  Inc  ,  614  Freling- 
huysan  Ava,  Newark  12,  N  J 
Wastronics,  Inc ,  3605  McCart  St  ,  Fort  Worth,  Tavas 


RECORDERS— Fecvimifa 

Acme  Talactroniv  Div.  of  NEA  Service,  Inc  ,  West  Third 
A  Lakasida.  Clavaland  11,  Ghio 
ALDEN  ELECTRONICS  A  IMPULSE  RECORDING  EQUIP¬ 
MENT  CO.,  Bov  125.  Wastboro,  Mass.  ADV.  PG  452 

Aldan  Systams,  Inc  ,  Aldan  Rasaarch  Canter,  Wastboro 
Mass 

Chicago  Aanal  Industries,  1980  N  Hawthorne.  Melrose 
Park,  111 

Hogan  Laboratories,  Inc,  155  Parry  St,  New  York  14, 
N  Y 

LAO  Rasaarch  A  Davalopmant  Corp  1 34  N  Wayne 
Ava  Wayne.  Pa 

Muirhaad  A  Co.,  Ltd..  Beckenham,  Kant.  England 

Press  Wireless  Laboratories,  Inc .  25  Prospect  Place, 
West  Newton  65,  Mass 

Tally  Register  Co.  5300  14  N  W  Saatt  a  Wash 

Times  Facsimile  Corp  ,  540  W  58th  St  .  New  York 
19,  N  Y 


RECORDERS-Film 

Acme  Talactroniv  Oiv  of  NEA  Service.  |nc ,  W  Third 
A  Lakasida,  Cleveland  13.  Ohio 

Banson-Lahner  Corp,  11910  W  Olympic  Blvd  Los 
Angelas  64,  Calif 

Berndt  Bach,  Inc.,  6924  Romame  St.,  Hollywood  38,  Calif. 

Bill  Jack  Scientific  Instrument  Co ,  P  0  Bov  C-3, 
Solana  Beach,  Calif 

Chicago  Aerial  Industries.  1980  N  Hawthorne.  Melrose 
Park,  III 

Elactromation  Co.,  1646  Eighteenth  St.,  Santa  Monica. 
Calif 

Federal  Telephone  A  Radio  Co ,  100  Kmgsland  Rd  . 
Clifton,  N  J 

Ganaral  Precision  Laboratory,  Inc  .  61  Bedford  Rd  , 
Plaasantvilla,  N  Y 

Gordon  Entars>risas,  5162  N  Cahuanga  Blvd  North 
Hollywood.  Calif 

Laboratoria  Industrial  da  Physique  Appliquea.  67  Rue 
M  A  Colombiar,  Bagnolet  (Seine)  Prance 

Magnasync  Manufacturing  Co.,  Ltd  ,  5546  Satsuma  Ava., 
P  0  Bov  707  North  Hollywood,  Calif 

Maurer  Inc  .  J  A.  17-01  lilt  St  Long  Island  City  1 
N  Y 

Miles  Reproducer  Co,  Inc.,  812  Broadway.  New  York 
11.  N.  Y 

Prescott  Television  Co.  7152  Beverv  Blvd,  Los 
Angeles  36,  Calif 

Seismograph  Service  Corp  ,  P  0  Bov  1590,  Tulsa 

Ok  la. 

Southern  Instrumants,  Ltd  ,  Computer  Div  Frimley  Rd 
Camberley,  Surrey,  England 

Stanci  I -Hoffman  Corp..  921  N  Highland  Ava.,  Holly¬ 
wood  18,  Calif. 

Stromberg-Carlson  Div.  of  General  Dynamics  Corp  ,  1895 
Hancock  St  ,  San  Diego  12.  Calif 

Tandbarg  10  E  52nd  St  ,  New  York.  N  Y 

Westrev  Corp.,  Ill  Eighth  Ave  .  Naw  York  11,  N  Y. 


RECORDERS-Film  Thicknett 

Automatic  Timing  A  Controls,  Inc  King  of  Prussia,  Pa 
CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV,  611 
Central  Ave.  Carlstadt,  N  J.  ADV  PG.  394A 
Electric  Eye  Equipmant  Co.,  1938  E  Fairchild  St  ,  Dan¬ 
ville,  III. 

Fovboro  Co.,  The,  Fovboro,  Mass 

Gordon  Enterprises,  5162  N  Cahuanga  Blvd  ,  North 
Hollywood.  Calif 

Nuclear  Corp  of  America,  400  Park  Ave.,  New  York  22, 
N  Y 

Ohmart  Corp.,  The  Bov  67-E,  Sta  B,  Cincinnati,  Ohio. 


RECORDERS— Fluid  Conductivity,  Elactronic 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 
Bristol  Co.  The,  P  0  Bov  1790  EBG.  Watarbury  20. 
Conn. 

Fovboro  Co.,  The,  Fovboro,  Mass 

Industrial  Instruments,  Inc.,  89  Commerce  Rd ,  Cedar 
Grove,  N .  J 


Leeds  A  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 


RECORDERS-Fluid  Flow,  Elactronic 

Bailey  Meter  Co  .  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 
Barbar-Colman  Co.,  Dept.  766,  Rockford,  111 
Bristol  Co.,  The,  P  0  Bov  1790  EBG,  Watarbury  20, 
Conn. 

Central  Electronic  Manufacturers,  Inc  ,  2  Richwood  Place, 
Oenville,  N  J 

FiKher  A  Porter  Co.,  476  Warminster  Rd.,  Hatboro,  Pa 
Fovboro  Co.,  The,  Fovboro,  Mass 
GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV., 
1  River  Rd  ,  Schenectady  5,  N  Y  ADV  PG  1,  2,  3,  6 
Gilmore  Industries,  Inc.,  5713  Euclid  Ave.,  Cleveland  3, 
Ohio. 

Leads  A  Northrup  Co ,  4970  Stenton  Ave  ,  Philadelphia 
44,  Pa 

Manning,  Mavwell  A  Moore,  Inc.,  Industrial  Controls 
Oiv.,  250  E  Mam  St  ,  Stratford,  Conn 
Nuclear  Corp.  of  America,  400  Park  Ave  ,  New  York  22, 
N  Y 

Potter  Aeronautical  Corp  Route  322,  Union,  N  J 

REVERE  CORP  OF  AMERICA,  SUB  OF  NEPTUNE 
METER  CO  ,  Wallingford  2.  Conn  ADV.  PG.  492 
VICTORY  ENGINEERING  CORP.,  101  Springfield  Pd, 
Union,  N.  J  ADV  PG.  346 
Waugh  Engineering  Co  .  7842  B'-mett  Ave ,  Van 

Nuys,  Calif 


RECORDERS-Froquency 

Sea  INSTRUMENTS  — Electricol  Akeosuring 


RECORDERS— ffumidity,  Efecfreitic 

Barber-Colman  Co  .  Dept.  766.  Rockford  III. 

Bristol  Co.,  The,  P.  0  Bov  1790  EBG,  Waterbury  20, 
Coon 

Davies  Laboratories  Div.,  Minneapol.s-Honeywell  Regu¬ 
lator  Co,  10721  Hanna  St,  Baltsville,  Md 

Fovboro  Co  ,  Tha,  Fovboro  Mass 

GENERAL  ELECTRIC  CO  APPARATUS  SALES  DIV., 
1  River  Rd  ,  Schanactady  5  N  V  ADV  PG  1, 
2.  3.  6 

Industr  al  Electronic  Ergineers.  3973  Lankershim  Blvd, 
North  Hollywood,  Calif 

Kahn  A  Co  ,  Inc.,  541  Windsor  St  Hartford  1,  Conn 

M  nneapol.s-Honeywell  Regulator  Co  ,  Industrial  Oiv  , 
Seventh  A  Grange  Sts  ,  Philada'phia  44.  Pa 

Weiton  Instruments  Oiv  of  Daystrom  Inc  614  Freling- 
Niysen  Ava.,  Newark  12,  N 


RECORDERS- Infer  miffenf 

ALDEN  ELECTRONIC  A  IMPULSE  RECORDING  EQUIP¬ 
MENT  CO  Bov  125,  Wastboro,  Mass  ADV  PG 
452 

Bergen  Laboratories,  247  Crooks  Ave  .  Clifton,  N  J. 
Bristol  Co ,  The.  P  0  Bov  1790  EBG,  Watarbury  20. 
Conn. 

Larso"  Instrument  Co  .  24  Orchard  St  ,  Tarrytown,  N  Y. 
Vagne-Pise  Corp,  247  Crooks  Ave  CLfton,  N  J 


RECORDERS— Liquid  level,  Efecfrenic 
ACOUSTICA  ASSOCIATES.  INC.,  26  Windsor  Ave., 
Mineola,  N  Y.  ADV  PG.  531. 

Aeronautical  A  Instrument  Oiv  of  Robertshaw-Fulton 
Controls  Co ,  Santa  Ana  Freeway  at  Euclid  Ava  , 
Anaheim,  Ca'if 

Automatic  Tim  ng  A  Controls,  Inc.,  Kmg  of  Prussia.  Pa 
Bailey  Meter  Co.,  1050  Ivanhoe  Rd  Cleveland  10, 
Ohio. 

Barber-Colman  Co.,  Dept  766.  Rockford.  III. 

Bendiv  Aviation  Corp.,  Cincinnati  Div  .  3110  Wasson 

Rd  .  Cincinnati  8.  Ohio 

Bristol  Co.,  The,  P  0  Bov  1790  EBG,  Waterbury  20, 
Conn. 

Eve'shed  A  V.gnoles  Ltd  ,  Chiswick.  London  W  4, 
England 

Fischer  A  Porter  Co.,  476  Warminster  Rd.,  Hatboro,  Pa 
Fovboro  Co  ,  The,  Fovboro,  Mass 
GENERAL  ELECTRIC  CO  APPARATUS  SALES  OIV., 
1  R  ver  Rd.  Schenectady  5,  N  Y  ADV  PG  1  2, 

3,  6 

Gilmore  Industries,  Inc,  5711  Euclid  Ave.,  Cleveland  3, 
Ohio 

Industrial  Electronic  Engineers,  3973  Lankershim  Blvd  , 
North  Hollywood.  Calif 

Isotope  Developments  Ltd  .  Beenham  Grange.  Aide  - 
masten  Whard.  Nr  Reading,  Berks 
Leeds  A  Northrup  Co.,  4970  Stenton  Ave  ,  Philadel¬ 
phia  44,  Pa 

Liquidometer  Corp.,  The,  Ski  liman  Ave  at  Ibth  St  , 
Long  Island  City  1,  N.  Y. 

Magnetic  Instruments  Co.,  546  Commerce  St.,  Thom- 
wood.  N  Y 

Manning.  Mavwell  A  Moore.  Inc.,  Industrial  Controls 
Oiv ,  250  E.  Main  St.,  Stratford,  Conn 
Minneapolls-Honeywell  Regulator  Co.,  Industrial  Div 
Seventh  A  Grange  Sts.,  Philadelphia  44,  Pa 
Nuclear  Corp  of  America  400  Park  Ave.,  New  York  22, 
N  Y 

Nuclear  Research  Corp.,  Southampton,  Pa 
offner  Electronics  Inc.,  5120  N  Kedtie  Ave  .  Chicago  25, 
III. 

Ohmart  Corp.,  The,  Bov  67-E,  Sta  B,  Cincinnati,  Ohm. 
Photobell  Co.,  Inc.,  41  Vesey  St  ,  New  York  7,  N  Y. 
Radioactive  Products  Inc  ,  2421  Wolcott.  Ferndale.  Mich. 
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RECORDERS 


Seeburg  Corp.,  The,  1500  N.  Dayton  St.,  Chicago  22, 
III. 

Shand  and  Jurs  Co.,  Sub.  of  General  Precision  Equip¬ 
ment  Corp.,  Carleton  &  Eighth  Sts.,  Berkeley  10, 
Calif. 

U  S.  Gauge  Div.,  American  Machine  &  Metals,  Inc., 
Sellersville,  Pa. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  AOV.  PG.  346. 


RECORDERS-Mognatit  Top* 

ABC  Sound  Equipment  Co.,  149  W.  47th  St.,  New  York 
36,  N.  Y. 

Allied  Radio  Corp.,  100  N.  Western  Ave.,  Chicago  80, 
III. 

Alto  Fonic  Music  Systems,  Inc.,  935  Commercial  St., 
Palo  Alto,  Calif. 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif. 

Ampex  Corp.,  Instrument  Div.,  934  Charter  St.,  Red¬ 
wood  City,  Calif. 

Amplifier  Corp.  of  America,  396  Broadway,  New  York 
13,  N.  Y. 

Ampro  Corp.,  1345  Diversey  Parkway,  Chicago  14,  III. 

Associated  Engineering  &  Mfg.  Co.,  Glen  Ridge,  N.  J 

Audio-Master  Corp.,  17  E.  45th  St.,  New  York  17, 
N.  Y. 

Bell  &  Howell  Co.,  Electronics  Div.,  7100  McCormick 
Rd.,  Chicago  45,  III. 

Bell  Sound  Systems,  Inc.,  555  Marion  Rd.,  Columbus 
7,  Ohio. 

Berndt-Bach,  Inc.,  6924  Romaine  St.,  Hollywood  38, 
Calif. 

Bogen  Co.,  David,  P.  0.  Box  500,  Paramus,  N.  J. 

Broadcast  Equipment  Specialties  Corp.,  P.  0.  Box  149, 
Beacon,  N.  Y. 

Chicago  Aerial  Industries,  1980  N.  Hawthorne,  Melrose 
Park,  III. 

Columbia  Records,  Inc.,  799  Seventh  Ave.,  New  York  19, 
N.  Y. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Cook  Electric  Co.,  2700  Southport  Ave.,  Chicago  14, 
III. 

Davies  Laboratories  Div.,  Minneapolis-Honeywell  Regu¬ 
lator  Co.,  10721  Hanna  St.,  Beltsville,  Md 

Daystrom  Electric  Corp.,  807  Main  St.,  Poughkeepsie, 
N.  Y. 

Dictaphone  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

DIGITRONICS  CORP.,  Albertson  Ave.,  Albertson,  N.  Y. 
ADV.  PG.  559. 

Dubrow  Development  Co.,  235  B  Penn  St.,  Burlington, 
N.  J  . 

Electro  Craft  Industries  Inc.,  68  Jackson  St.,  Stamford, 
Conn. 

Electro-Technical  Labs.,  Div.  of  Mandrel  Industries, 
Inc.,  5134  Glenmont  Drive,  Houston,  Texas. 

Electromation  Co.,  1646  18th  St.,  Santa  Monica,  Calif. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

Electronic  Associates,  Inc.,  Long  Branch,  N.  J. 

Fairchild  Recording  Equipment  Co.,  10-40  45th  Ave., 
Long  Island  City  1,  N.  Y. 

Federal  Mfg.  &  Engineering  Corp.,  1055  Stewart  Ave., 
Garden  City,  N.  Y. 

Federal  Telephone  &  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

Fen-Tone  Corp.,  106  Fifth  Ave.,  New  York  11,  N.  Y. 

Ferrodynamics  Corp.,  Gregg  &  Route  17,  Lodi,  N.  J. 

General  Kinetics,  Inc.,  555  23rd  St.,  S.,  Arlington  2, 
Va. 

Glennite  Instrumentation  Div.  of  Gulton  Industries,  Inc., 
Metuchen,  N.  J. 

Gotham  Audio  Development  Corp.,  2  W.  46th  St.,  New 
York  36,  N.  Y. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton  Har¬ 
bor  14,  Mich.  AOV.  PG.  513. 

International  Radio  &  Electronics  Corp.,  Elkhart,  Ind. 

Lesa,  Via  Bergamo  21,  Milan,  Italy. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

Magnasync  Mfg.  Co.,  Ltd.,  5546  Satsuma  Ave.,  P.  0. 
Box  707,  North  Hollywood,  Calif.  • 

Magnetic  Recording  Instruments,  11  E.  16th  St.,  New 
York  3,  N.  Y. 

Midwestern  Instruments,  Inc.,  Magnecord  Div.,  P.  0. 
Box  7186,  41st  St.  &  Sheridan  Rd.,  Tulsa  5,  Okla. 

Minicord  Corp.  of  America,  1915  Atlantic  Ave.,  Atlantic 
City,  N.  J. 

Mohawk  Business  Machines  Corp.,  944  Halsey  St., 
Brooklyn  33,  N.  Y. 

Northam  Electronics,  Inc.,  2420  N.  Lake  Ave.,  Altadena, 
Calif. 

PACKARO-BELL  CO.,  12333  W.  Olympic  Blvd.,  Los  An¬ 
geles  64,  Calif.  ADV.  PG.  199. 

Peirce  Dictation  Systems,  5900  Northwest  Highway,  Chi¬ 
cago  31,  III. 

Pentron  Corp.,  777  S.  Tripp  Ave.,  Chicago  24,  III. 

Polytronic  Research,  Inc.,  7326  Westmore  Rd.,  Rock¬ 
ville,  Md. 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnyside  Blvd.,  Plain- 
view,  N.  Y.  ADV.  PG.  545. 

Press  Wireless  Laboratories,  Inc.,  25  Prospect  Place,  West 
Newton  65,  Mass. 

Presto  Recording  Corp.,  P.  0.  Box  500,  Paramus,  N.  J. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  & 
Fourth  Covers  &  Preceding  Insert. 

Rangertone,  Inc.,  73  Winthrop  St.,  Newark  4,  N.  J. 

Revere  Camera  Co.,  320  E.  21st  St.,  Chicago  16,  III. 


Roberts  Electronics,  Inc.,  1028  N.  LaBrea  Ave.,  Hollywood 
38,  Calif. 

Simpson  Mfg.  Co.,  Inc.,  Mark,  32-28  49th  St.,  Long 
Island  City  3,  N.  Y. 

SoundScriber  Corp.,  Middletown  Ave.,  North  Haven  2, 
Conn. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas. 
ADV.  PG.  347. 

Stand l-Hoff man  Corp.,  921  N.  Highland  Ave.,  Holly¬ 
wood  38,  Calif. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Sylvania  Home  Electronics,  a  Div.  of  Sylvania  Electric 
Products  Inc.,  700  Ellicott  St.,  Batavia,  N  Y. 

Tandberg,  10  E.  52nd  St.,  New  York,  N,  Y. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

V-M  Corp.,  Benton  Harbor,  Mich. 

Viking  of  Minneapolis,  9600  Aldrich  Ave.,  S.,  Minne¬ 
apolis  20,  Minn. 

Webcor  Inc.,  5610  Bloomingdale  Ave.,  Chicago  39,  III. 

Webster  Electric  Co.,  1900  Clark  St.,  Racine,  Wis. 

Westrex  Corp.,  Ill  Eighth  Ave.,  New  York  11,  N  Y. 

Wollensak  Optical  Co.,  20  E.  21st  St.,  Chicago  16,  III. 


RECORDERS— Materials  Thickness,  Electronic 

Automatic  Timing  &  Controls,  Inc  ,  King  of  Prussia,  Pa. 

Bristol  Co.,  The  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Daytronic  Corp.,  216  S.  Main  St.,  Dayton,  Ohio. 

Electric  Eye  Equipment  Co.,  1938  L  Fairchild  St., 
Danville,  III. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV.,  1 
River  Rd.,  SchenecUdy  5  N,.  Y  ADV.  PG.  1,  2,  3,  6. 

Isotope  Developments  Ltd.,  Beenham  Grange,  Aldermas- 
ton  Wharf,  Nr.  Reading,  Berks. 

Kahn  &  Co.,  Inc.,  541  Windsor  St.,  Hartford  3,  Conn. 

Leeds  &  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York  22, 
N.  Y. 

Nuclear  Research  Corp.,  Southampton,  Pa. 

Ohmart  Corp.,  The,  Box  67-E,  Sta.  B,  Cincinnati,  Ohio. 


RECORDERS-Mechonicaf 

Acme  Teiectronix  Div.  of  NEA  Service,  Inc.,  W.  Third 
&  Lakeside,  Cleveland  13,  Ohio. 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10, 
Ohio. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

California  Computer  Products,  3927  W.  Jefferson  Blvd., 
Los  Angeles  16,  Calif. 

Consolidated  Avionics  Corp.,  800  Shames  Drive,  West- 
bury,  N.  Y. 

Haydon  Instrument  Co.,  156  W.  Liberty  St.,  Waterbury 
20,  Conn. 

Hogan  Laboratories,  Inc.,  155  Perry  St.,  New  York  14, 
N.  Y. 

Impact-O-Graph  Corp.,  The,  1900  Euclid  Ave.,  Cleve¬ 
land  15,  Ohio. 

LAO  Research  &  Development  Corp.,  134  N  Wayne 
Ave  .  Wayne,  Pa. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

Miles  Reproducer  Co.,  Inc.,  812  Broadway,  New  York  3, 
N.  Y. 

Seismograph  Service  Corp.,  P.  0.  Box  1590,  Tulsa,  Okla 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Freling- 
huysen  Ave.,  Newark  12,  N.  J. 


RECOIIDEt»-Mki«-«Wcre-Aai|t. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Miles  Reproducer  Co.,  Inc.,  812  Broadway,  New  York 
3,  N.  V. 

MILLIVAC  INSTRUMENTS,  DIV.  OF  COHU  ELEC¬ 
TRONICS,  INC.,  2315  Second  Ave.,  Carmen,  Schenec¬ 
tady,  N.  Y.  ADV.  PG.  497. 

Offner  Electronics  Inc.,  5320  N.  Kedzie  Ave.,  Chicago 
25,  III. 


RECORDERS-MiHivolf 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumterland,  Md. 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631  Cen¬ 
tral  Ave.,  Carlstadt,  N.  J.  ADV.  PG.  394A. 

Esterline-Angus  Co.,  Inc.,  P.  0.  Box  596,  Indianapolis 
6,  Ind. 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

General  Electric  Co.,  Apparatus  Sales  Div.,  15  River 
Rd.,  Schenectady  5,  N.  Y. 

Gilmore  Industries,  Inc.,  5713  Euclid  Ave.,  Cleveland  3, 
Ohio. 

Kahn  &  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 

Leeds  It  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 


MILLIVAC  INSTRUMENTS  DIV.  OF  COHU  ELECTRON¬ 
ICS,  INC.,  2315  Second  Ave.,  Carmen,  Schenectady, 
N.  Y.  AOV.  PG.  497. 

Minneapolis-Honeywell  Regulator  Co.,  Industrial  Div., 
Seventh  A  Grange  Sts.,  Philadelphia  44,  Pa. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

Offner  Electronics,  Inc.,  5320  N,  Kedzie  Ave.,  Chicago 
26,  III. 

Radiation  Counter  Laboratories,  Inc.,  5121  W.  Grove  St., 
Skokie,  III. 

VARIAN  ASSOCIATES,  611  Hansen  Way,  Palo  Alto, 
Calif.  ADV.  PG.  160,  161,  332. 

West  Instrument  Corp.,  4363  W.  Montrose  Ave.,  Chicago 
41,  III. 

Westinghouse  Electric  Corp.,  P  0.  Box  868,  Pittsburgn 
30,  Pa. 


RECORDERS— Moisture,  Efectrenit 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Consolidated  Electrodynamics  Corp.,  300  N  Sierra 
Madre  Villa,  Pasadena,  Calif. 

Davies  Laboratories  Div.,  Minneapolis-Honeywell  Regu¬ 
lator  Co.,  10721  Hanna  St.,  Beltsville,  Md. 

Electric  Eye  Equipment  Co.,  1938  E.  Fairchild  St., 
Danville,  III. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

RECORDERS-Oscillographic 
See  OSCIllOCRAPHS 

RECORDERS-Oxygen 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 

Bergen  Laboratories,  247  Crooks  Ave  ,  Clifton,  N.  J. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Cambridge  Instrument  Co.,  Inc.,  3633  Grand  Central  Ter¬ 
minal,  New  York  17,  N.  Y 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif 

Leeds  A  Northrop  Co.,  4970  Stenton  Ave,,  Philadelphia 
44,  Pa 


RECORDERS-pH 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd  ,  Cleveland  10,  Ohio. 
Barber-Colman  Co.,  Dept.  766,  Rockford,  111. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Cambridge  Instrument  Co.,  Inc.,  3633  Grand  Central 
Terminal,  New  York  17,  N  Y. 
foxboro  Co.,  The  Foxboro,  Mass 
GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV. 
1  River  Rd ,  Schenectady  5,  N.  Y.  ADV.  PG.  1, 
2,  3,  6. 

Leeds  A  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa, 

Minneapolis-Honeywell  Regulator  Co.,  Industrial  Div., 
Seventh  A  Grange  Sts.,  Philadelphia  44,  Pa, 
Radiometer,  72  Emdrupvej,  Copenhagen  NV-1,  Denmark. 


RECORDERS— Pot*  ntrematar 

Axler  Associates,  102-42  43rd  Ave.,  Corona  68,  N.  Y. 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Bruel  A  Kjaer,  Naerum,  Denmark. 

Chicago  Aerial  Industries,  1980  N.  Hawthorne,  Melrose 
Park,  III. 

Epic,  Inc.,  154  Nassau  St.,  New  York  38,  N.  Y. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Industrial  Electronic  Engineers,  3973  Lankershim  Blvd., 
North  Hollywood,  Calif. 

Leeds  A  Northrop  Co.,  4970  Stenton  Ave  ,  Philadelphia 
44,  Pa. 

Minneapolis-Honeywell  Regulator  Co.,  Industrial  Div., 
Seventh  A  Grange  Sts.,  Philadelphia  44,  Pa. 

Sound  Apparatus  Co.,  Stirling,  N.  J. 

Thwing. Albert  Instrument  Co.,  5351  Pulaski  Ave.,  Phila¬ 
delphia  44,  Pa 

VARIAN  ASSOCIATES,  611  Hansen  Way,  Palo  Alto,  Calif. 
ADV.  PG.  160,  161,  332. 

West  Instrument  Corp.,  4363  W.  Montrose  Ave.,  Chi¬ 
cago  41,  III. 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 

Westronics,  Inc.,  3605  McCart  St.,  Fort  Worth,  Texas. 


RECORDERS-Powar  Laval 

Saa  INSTRUMENTS— Elaetrical  Maasuring 


RECORDERS-Praiivr*,  Elaetronic 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cum^land,  Md. 

Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia,  Pa. 
Bailey  Meter  Co.,  1050  Ivanhoe  Road,  Cleveland  10, 
Ohio. 

Baldwin-Lima-Hamilton  Corp.,  42  4th  Ave.,  Waltham, 
Mass. 
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ELECTRONIC  and  ALLIED  PRODUCTS 


RECORDERS 


Brijtol  C#.,  Tht,  P.  0.  Bo«  17P0  EBG,  W»^»rbury  20, 
Corn. 

BRUSH  INSTRUMENTS  DIV.  Of  CLEVITE  CORP.,  340J 
P»rkin»  A»e.,  Cleveland  H,  CMiio  ADV  PG.  20,  21. 

Consolidated  Eletlrody'^mics  Corp.,  100  N.  Sierra  Madre 
Villa,  Pasadma  li,  Calif. 

Davies  Laboratories  Oiv.,  Mmneapolis-Honeywell  Reou- 
.  lator  Co.,  10/21  Hanna  St.,  Beltsville,  Md. 

Fischer  &  Porter  Co.,  476  Warminster  Road,  Hatboro,  Pa. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

Friej  Instrument  Oiv.,  Bendix  Aviation  Corp.,  Baltimore 
4,  Md. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif  AOV  PG  71 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  OIV, 

1  River  Rd.,  Schenectady  5,  N  V  ADV  PG  I,  2, 

3.  6 

Gilmore  Industries,  Inc.,  5711  Euclid  Ave,  Cleveland  3, 
Ohio. 

Hastin9s-Raydist,  Inc.,  Hampton  9,  Va 

Industrial  Electronic  Enjineers,  3973  Lankershim  Blvd., 
North  Hollywood,  Calif. 

Leeds  A  Northrop  Co  ,  4970  Stenton  Ave  ,  Philadelphia 
44,  Pa 

Northam  Electronics,  Inc,  2420  N.  Lake  Ave,  Altadena, 
Calif. 

offner  ElKtronics,  Inc,  5320  N  Kediie  Ave.,  Chicaoo 
25,  III. 

Photron  Instrument  Co.,  6516  Detroit  Ave.,  Cleveland  2, 
Ohio 

Taber  Instrument  Corp.,  Electronics  Oiv.,  107  Goundry 
St.,  North  Tonawanda,  N.  V. 

U  S.  Gauge  Oiv.,  American  Machine  &  Metals,  Inc., 
Sellersville,  Pa 

Weston  Instruments  Oiv  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J 

RECORDERS— Smoke  oitd  Combvefion,  fflecfrenic 

Ax  er  Associates,  102-42  43rd  Ave.,  Corona  68,  N  V 

B.iiley  Meter  Co  ,  1050  Ivanhoe  Road  Cleveland  10,  Ohio. 

Barber-Colman  Co.,  Dept  766  Rockford,  III. 

Bristol  Co.,  The,  P.  0  Box  1790  EBG,  Waterbury  20, 
Conn 

Combustion  Control  Oiv.,  Electronics  Corp  of  America, 
77  Broadway,  Cambridge  42,  Mass. 

Ess  Specialty  Corp.,  96  S.  Washington  Ave  ,  Bergenfteld, 
N  J 

GENERAL  ELECTRIC  CO ,  APPARATUS  SALES  DIV , 
1  River  Rd ,  Schenectady  5,  N  V  AOV  PG  1  2 

1,  6 

Leeds  A  Northrop  Co.,  4970  Stenton  Ave,  Philadelphia 

44,  Pa 

lumenite  Electronic  Co.,  407  S  Dearborn  St ,  Chicago  5, 

hieas  .rement  Engineering,  Ltd.,  Arnpr.or,  Ontario,  Canada. 


RECOROERS-SovihI  level 

Bruel  A  Kjar-,  Naeru'n,  Oenmark 

BRUSH  INSTRUMENTS  OIV  OF  CLEVITE  CORP.,  3405 
Perkins  Ave ,  Cleveland  14,  Ohio.  AOV  PG  20  21 
ray  ELECTRIC  CO.,  Maple  Ave  .  Pine  Brook,  N  J 
AOV  PG  145. 

LAO  Research  A  Development  Corp.,  134  N  Wayne 
Ave.,  Wayne.  Pa 

Leeds  A  Northrup  Co.,  4970  Stenton  Ave.  Philadelphia 

44,  Pa. 


Radiometer,  72  Emdrupvej,  Copenhagen  NV-l,  Denmark 
ScientiBc-Atlanta,  Inc.,  2162  Piedmont  Rd  ,  N  W  , 
Atlanta  9,  Ga. 

Sound  Apparatus  Co.,  Stirling,  N.  J 
Technical  Products  Co.,  Instrument  Oiv ,  6670  Lexington 
Ave,,  Los  Angeles  38,  Calif 

Telectro  Industries  Corp.,  35-16  37fh  St,  Long  Island 
City  1,  N  Y 


RECORDERS— Sourtef  and  Phonograph 

Audio-Master  Corp.,  17  E  45th  St.,  New  York  17,  N  Y 

Columbia  Records,  Inc.,  799  Seventh  Ace.,  New  York  19, 
N  Y. 

Dictaphone  Corp.,  420  Lexington  Ave.,  New  York  17,  N  Y 

Electromation  Co.,  1646  18th  St  .  Santa  Monica  Calif. 

Fairchild  Recording  Eguipment  Co.,  10-40  45th  Ave., 
Long  Island  City  1,  N.  Y. 

Gotham  Audio  Development  Corp.,  2  W  46th  St.,  New 
York  36,  N.  Y. 

Miles  Reproducer  Co.,  Inc.,  812  Broadway,  New  York  1, 
N.  Y. 

Mlnicord  Corp  of  America,  1915  Atlantic  Ave  Atlantic 
City,  N.  J. 

Peirce  Dictation  Systems.  5900  Northwest  Highway, 
Chicago  31,  III. 

Presto  Recording  Corp.,  P  0  Box  500,  Paramos.  N  J 

Telectro  Industries  Corp.,  35-16  37  St..  Long  Island  City 
1,  N  Y 

Westrex  Corp.,  Ill  Eighth  Ave.,  New  York  11,  N.  Y. 


RECORDERS- SpwciRc  Crovify,  Electronic 

Bend.x  Aviation  Corp.,  Cincinnati  Oiv.,  3130  Wasson 
Rd  ,  Cincinnati  8,  Ohio. 

Bristol  Co,  The,  P  0.  Box  1790  EBG,  Waterburg  20, 
Conn. 

Fischer  A  Porter  Co.,  476  Warmister  Rd  Hatboro,  Pa 
Foxboro  Co  ,  The,  Foxboro,  Mass. 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV.,  1 
River  Rd.,  Schenectady  5,  N.  Y.  AOV.  PG.  1.  2,  3,  6 
Isotope  Developments  Ltd.,  Beenham  Garage,  Aldemsaston 
Wharf,  Nr.  Reading,  Berks. 

Nuclear  Research  Corp.,  Southampton,  Pa 

Ohmart  Corp.,  The,  Box  67-E,  Sta  B,  Cincinnati,  Ohio. 


RECORDERS- Strain 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md 

BAIRD-ATOMIC,  INC.,  33  University  Rd  ,  Cambridge  38, 
Mass.  ADV.  PG.  466 

Baldwin-Lima-Hamilton  Corp ,  42  4th  Ave  .  Waltham, 

Mass 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III 
Bristol  Co.,  The,  P  0  Box  1790  EBG,  Waterbury  20, 
Conn. 

Bruel  A  Kiaer,  Naerum,  Oenmark 
BRUSH  INSTRUMENTS  DIV.  OF  CLEVITE  CORP  ,  3405 
Perkins  Ave,  Cleveland  14,  Ohio  AOV  PG  20,  21 
Consolidated  Electrodynamics  Corp..  300  N  Sierra 

Madre  Villa,  Pasadena  15,  Calif 
CURTISS-WRICHT  CORP.,  ELECTRONICS  OIV.,  631  Cen¬ 
tral  Ave.,  Carlstadt,  N  J  ADV  PG  394A 
Oaytronic  Corp.,  216  S.  Main  St,  Dayton,  Ohio 
Electronic  Tube  Corp.,  1200  E  Merma.d  Ave,  Phila¬ 

delphia  18,  Pa 

Ellis  Associates,  Box  77,  Pelham,  N  Y 
GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  OIV,  1 
River  Rd ,  Schenectady  5,  N  Y  AOV  PG.  1,  2, 

3,  6 

Gilmore  Industries,  Inc,  5713  Euclid  Ave,  Cleveland 
3,  Ohio 

Kelvin  A  Hughes  Ltd  ,  New  North  Rd  ,  Barkingside,  Essex, 
England. 

Leeds  A  Northrup  Co.,  4970  Stenton  Ave  ,  Phidalephia 

44,  Pa 

Manning,  Maxwell  A  Moore,  Inc.,  Industrial  Controls  Div  , 
250  E.  Main  St.,  Stiatlord,  Conn. 

Offner  Electronics,  Inc,  5320  N  Kedy.e  Ave,  Chicago 
25,  III. 

Photron  Instrument  Co  ,  6516  Detroit  Ave  .  Cleveland  2, 
Ohio. 

Sound  Apparatus  Co.,  Stirling,  N  J 
Telectro  Industries  Corp  ,  35-16  37th  St  .  Long  Island 
City  1,  N.  Y 

Thwing  Albert  Instrument  Co,  5351  Pulask-  Ave,  Phila- 
deph.a  44,  Pa 


TECORDERS— Top*  loop 

Alto  Fonic  Music  Systems,  Inc ,  935  Commercial  St  , 
Palo  Alto,  Calif 

American  Gelosa  Electronics,  Inc.,  312  Seventh  Ave 
New  York  1,  N  Y 

Ampex  r-rp..  Instrument  Oiv,  934  Charter  St  ,  Redwood 
City,  Calif 

Audio  Instrument  Co.,  Inc,  133ES  W  14th  St.  New 
York  11,  N  Y. 

Bergen  Laboratories,  247  Crooks  Ave  .  Clifton,  N  J 
Consol  dated  Electrodynamics  Corp.,  300  N  Sierra  Madre 
Villa,  Pasadena,  Calif 

Davies  Laboratories  Oiv.,  M.nneapalls-Honeywell  Regulator 
Co.,  10721  Hanna  St  ,  Beltsville.  Md 
Dictaphone  Corp  .  420  Lexington  Ave.,  New  York  17. 
N  Y. 

Electromation  Co.,  1646  18th  St.,  Santa  Monica,  Calif 
Fen-tone  Corp  ,  106  Filth  Ave  ,  New  York  11,  N  Y 
Haller.  Raymond  A  Brown,  Inc.,  State  College,  Pa 
LIBRASCOPE,  INC.,  808  Western  Ave ,  Glendale.  Cal.f 
ADV  PG  125 

Magnasync  Mfg  Co.,  Ltd,  5546  Satsuma  Ave.  P  0 
Box  707,  North  Hollywood.  Calif 
Magne-Pulse  Corp.,  247  Crooks  Ave.,  Clifton,  N  J. 
Midwestern  Instruments  Inc.,  Magnecord  Oiv  .  P  0 
Box  7186,  41st  St.,  A  Sheridan  Rd.,  Tulsa  5,  Okla 
Miles  Reproducer  Co.,  Inc ,  812  Broadway,  New  York 
3,  N.  Y 

Mohawk  Business  Machines  Corp.,  944  Halsey  St  .  Brook¬ 
lyn  33,  N  Y 

Neill  Co.,  Inc.,  R  W.,  4320  W  Montrose,  Chicago  41. 
III. 

Polytechnic  Research,  Inc.,  7326  Westmore  Rd  .  Rockville, 
Md. 

Presto  Recording  Corp.,  P.  0.  Box  500,  Paramus,  N.  J. 
Stromberg-Carlson  Co.,  Div  of  General  Dynamics  Corp  . 

100  Carlson  Rd ,  Rochester  3,  N  Y 
Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N  Y 


RECORDERS-ToUmoloring 

Son  INSTRUMENTS-Eloelrical  MMsuring 


RECORDERS— Tolopfiono  Rocordingi  Equipment 

ABC  Sound  Equipment  Co.,  149  W  47th  St .  New 
York  36,  N.  Y. 

American  Gelosa  Electronics,  Inc.,  312  Seventh  Ave., 
New  York  1,  N  Y. 

Dictaphone  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Conn 

Miles  Reproducer  Co.,  Inc.,  812  Broadway,  New  York  3, 
N.  Y 

Neill  Co.,  Inc.,  R  W.,  4320  W  Montrose,  Chicago  41, 
III. 

Palmer,  Inc.,  M  V.,  4002  Fruit  Valley  Rd  .  Vancouver, 
Wash 

Peirce  Dictation  Systems,  5900  Northwest  Highway, 
Chicago  31,  III. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd  .  Cam¬ 
bridge,  England. 

SoundScriber  Corp.,  Middletown  Ave.,  North  Haven, 
Conn. 

Tandberg,  10  E.  52nd  St.,  New  York,  N  Y 

Telectro  Industries  Corp.,  36-15  37th  St  ,  Long  Island 
City  1,  N  V 


Tesla  Electric  Co.,  2871  N  Lincoln  Ave.,  Chicago  13, 
III. 


RECORDERS— Temperature,  Electronic 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md 

Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia, 
Pa 

Bailey  Meter  Co,  1050  Ivanhoe  Road,  Cleveland  10, 
Ohio. 

Barber-Colman  Co.,  Dept  766,  Rxkford,  III. 

Bristol  Co  ,  The,  P  0.  Box  1790  EBG,  Watero. -y  20, 
Conn 

BRUSH  INSTRUMENTS  DIV  OF  CLEVITE  CORP.,  3405 
Perkins  Ave ,  Cleveland  14,  Ohio  ADV.  PG  20,  21 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  Carlstadt,  N.  J.  ADV.  PG  394A 

Davies  Laboratories  Div.,  Minneapolis-Honeywell  Regu¬ 
lator  Co.,  10721  Hanna  St  ,  Beltsville,  Md 

Electric  Auto-Lite  Co.,  The,  Champlam  St.,  Toledo  1, 
Ohio 

Fischer  A  Porter  Co  ,  476  Warminster  Rd  ,  Hatboro,  Pa 

Foxbj'o  Co.,  The  Foxboro,  Mass 

Fnea  Instrument  D:v.,  Bend  x  Avat.on  Corp  ,  Baltimore 
4,  Md 

GENERAL  CONTROLS  CO.,  801  AI.en  Ave  ,  Glendale  1, 
Ca  .'  ADV  Pi.  75 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  OIV., 
1  River  Rd  Schenectady  5,  N  Y  AOV.  PG  1,  2, 
3,  b. 

Gilmore  Industries,  Inc.,  5713  Euciid  Ave  ,  Cleveland 
3,  Ohio. 

Kahn  A  Co.,  Inc  ,  541  Windsor  St.,  Hartford  1,  Conn. 

Kelvin  A  Hughes  Ltd  ,  New  North  Rd  ,  Barkmgside, 
Essex.  England 

Leeds  A  Northrup  Co,  4970  Stenton  Ave.,  Philadelphia 


44.  Pa 

Manning,  Maxwell  A  Moore,  In;  ,  Industrial  Controls 
Div ,  250  E  Mam  St  ,  Stratford,  Coon 
Northam  Electronics,  Inc.,  2420  N  Lake  Ave.,  Alta¬ 
dena,  Calif 

Offner  Electronics,  Inc.,  5320  N  Kedi  e  Ave,  Chicago 
25,  III. 

Shand  A  Jurs  Co  ,  Sub  of  General  Precision  Equipment 
Corp.,  Carleton  A  Eighth  Sts  ,  Berkeley  10,  Calif 
Telectro  Indust-.es  Corp  .  35-lb  37th  St..  Long  Island 
City  1,  N  I 

VICTORY  ENGINEERING  CORP  ,  101  Springfield  Rd., 
Union,  N.  J  AOV  PG  346 

West  Instrument  Corp,  4363  W  Montrose  Ave,  Chi¬ 
cago  41,  III  , , .  r 

Weston  Instru'Tients  Div  of  Daystrom.  Inc,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N  J 
Westronics,  Inc  3605  McCart  St  ,  Fart  Worth,  Texas 
Yellow  Springs  Instrument  Co  ,  P  0  Box  106  Yellow 


RECORDERS-Timinq 

Aero  Instrument  Co  ,  11421  Vanowen  St.  North  Holly- 

ALDE^  'Electronic  a  impulse  recording 

EQUIPMENT  CO.,  Box  125,  Westboro,  Mass  ADV 
PG  452 

Alden  Systems,  Inc  ,  Aldm  Research  Center  Westboro, 

All^”y  Instrumrnt  Co  Inc  .  1091  Wills  Mountain, 

Cumberland  Md  ^  ^ 

BAIRO-ATOMIC,  INC..  33  University  Rd .  Cambnd9< 
30,  Mass  AOV  PG.  466. 

Bergen  Labo'‘ato»’ies,  247  Crooks  Ave  ,  Clifton.  N  J 
Bristol  Co.,  The.  P  0  Bo«  1700  EBG  Waterbu'^y  20, 

BRUSH  INSTRUMENTS  DIV  OF  CLEVITE  CORP  ,  3405 
Pe^kirw  Ave.,  Cleveland  14,  Ohio  AOV  PG.  20,  21. 
Clary  Corp.,  sin  Gabriel,  Calif 

Computer-Measurements  Corp.,  5520  Vineland  Ave., 
North  Hollywood,  Calif 

Consolidated  Avionics  Corp.,  000  Shames  Drive,  Westbury, 
N  Y. 

Larson  Instrument  Co.,  24  Orchard  St.,  Tarrytown,  N  Y 
Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago 
5,  III 

Magnasync  Mfg  Co.  Ltd.,  5546  Stasuma  Ave.,  P  0 
Box  707,  North  Hollywood,  Calif 
Offner  Electronics,  Inc  ,  5320  N  Kedzie  Ave  ,  Chicago 
26,  111. 

Sangamo  Electric  Co.,  1201  N  11th  St.,  Springfield. 
III. 

Streeter-Amet  Co.,  Grayslake,  III. 

Telectro  Industries  Corp  ,  35-16  37th  St.,  Long 

Island  City  1,  N  Y. 


RECORDERS— Torqua,  Elactronic 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

Baldwin-Lima-Hamilton  Corp.,  42  4th  Ave,  Waltham, 
Mass. 

Bergen  Laboratories,  247  Crooks  Ave  ,  Clifton,  N  J 

Bristol  Co.,  The,  P  0  Box  1790  EBG,  Waterbury  20, 
Conn 

BRUSH  INSTRUMENTS  OIV.  OF  CLEVITE  CORP, 
3405  Perkins  Ave  ,  Cleveland  14,  Ohio  AOV  PG. 
20,  21. 

Chatillon  A  Sons,  John  85  Cliff  St  ,  New  York  38, 
N.  V. 

Gilmore  Industries,  Inc  ,  5713  Euclid  Ave  Cleveland  3, 
Ohio 
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RECORDERS 


Industrial  Electronic  Engineers,  3973  Lankershim  Blvd., 
North  Hollywood,  Calif. 

PITOMETER  LOG  CORP.,  237  Lafayette  St.,  New  York 
12,  N.  Y.  ADV.  PG.  569. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 


RECOROERS-Transianl 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J. 

BRUSH  INSTRUMENTS  DIV.  OF  CLEVITE  CORP., 
3405  Perkins  Ave.,  Cleveland  14,  Ohio.  ADV.  PG. 
20,  21. 

Consolidated  Avionics  Corp.,  800  Shames  Dr.,  West* 
bury,  N.  Y. 

Davies  Laboratories  Div.,  Minneapolis-Honeywell  Reg¬ 
ulator  Co.,  10721  Hanna  St.,  Beltsville,  Md. 

Magne-Pulse  Corp.,  247  Crooks  Ave.,  Clifton,  N.  J. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 


RECORDERS-Vocuum 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10,  Ohio. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif. 

Esterline-Angus  Co.,  Inc.,  P.  0.  Box  596,  Indianapolis 
6,  Ind. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River 
Rd.,  Schenectady  5,  N.  Y. 

Hastings-Raydist,  Inc.,  Hampton  9,  Va. 

Kinney  Mfg.  Div.  of  The  New  York  Air  Brake  Co.,  3529 
Washington  St.,  Boston,  Mass. 

Manning,  Maxwell  &  Moore,  Inc.,  Industrial  Controls 
Div.  250  E.  Main  St.,  Stratford,  Conn. 

NRC  EQUIPMENT  CORP.,  160  Charlemont  St.,  Newton 
61,  Mass.  ADV.  PG.  427. 

Resitron  Laboratories,  Inc.,  2908  Nebraska  Ave., 
Santa  Monica,  Calif. 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 


RECORDERS-Vidoo  Top* 

Ampex  Corp.,  Instrument  Div.,  934  Charter  St.,  Redwood 
City,  Calif. 

Fen-Tone  Corp.,  106  Fifth  Ave.,  New  York  11,  N.  Y. 
Haller,  Raymond  &  Brown,  Inc.,  State  College,  Pa. 
Magnasync  Mfg.  Co.,  Ltd.,  5546  Satsuma  Ave.,  P.  0.  Box 
707,  North  Hollywood,  Calif. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Temco  Aircraft  Corp.,  P.  0.  Box  6191,  Dallas  22,  Texas. 


RECORDERS-Waigiif,  Elacfronic 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

Baldwin-Lima-Hamilton  Corp.,  42  4th  Ave.,  Waltham, 
Mass. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Clary  Corp.,  San  Gabriel,  Calif. 

Daytronic  Corp.,  216  S.  Main  St.,  Dayton,  Ohio. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV., 
1  River  Rd.,  Schenectady  5,  N.  Y.  ADV.  PG.  1,  2, 
3,  6. 

Gilmore  Industries,  Inc.,  5713  Euclid  Ave.,  Cleveland  3, 
Ohio. 

Industrial  Electronic  Engineers,  3973  Lankershim  Blvd., 
North  Hollywood,  Calif. 

Leeds  &  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

Niagara  Electron  Labs.,  Main  &  Greenwood  Sts.,  Andover, 
N.  Y. 

Nuclear  Research  Corp.,  Southampton,  Pa. 

Photron  Instrument  Co.,  6516  Detroit  Ave.,  Cleveland  2, 
Ohio. 

Streeter-Amet  Co.,  Grayslake,  III. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

RECORDERS-Wira 

ABC  Sound  Equipment  Co.,  149  W.  47th  St.,  New  York 
36,  N.  Y. 

Aurex  Corp.,  1117  N.  Franklin  St.,  Chicago  10,  III. 

Minicord  Corp.  of  America,  1915  Atlantic  Ave.,  Atlantic 
City,  N.  J. 

Peirce  Dictation  Systems,  5900  Northwest  Highway,  Chi¬ 
cago  31,  III. 

Seeburg  Corp.,  The,  1500  N.  Dayton  St.,  Chicago  22,  III. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

RECORDERS-X-r 

ALDEN  ELECTRONIC  &  IMPULSE  RECORDING  EQUIP¬ 
MENT  CO.,  Box  125,  Westboro,  Mass.  ADV.  PG.  452. 

Analogue  Controls,  Inc.,  39  Roselle  St.,  Mineola,  N.  Y. 

Antlab  Inc.,  6330  Proprietors  Rd.,  Worthington,  Ohio. 

Benson-Lehner  Corp.,  11930  W.  Olympic  Blvd.,  Los  An¬ 
geles  64,  Calif. 

Bristol  Co.,  The,  P,  0.  Box  1790  EBG,  Waterbury  20. 
Conn. 


1958-1959  LISTINGS  of 


Consolidated  Avionics  Corp.,  800  Shames  Or.,  Westbury, 
N.  Y. 

Electro  Instruments,  Inc.,  3540  Aero  Court,  San  Diego 
11,  Calif. 

Electronic  Associates,  Inc.,  Long  Branch  N.  J. 

Gilmore  Industries,  Inc.,  5713  Euclid  Ave.,  Cleveland  3, 
Ohio. 

Leeds  &  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

Mandrel  Industries,  Inc.,  Industrial  Instruments  Div., 
5134  Glenmont  Drive,  Houston,  Texas. 

MOSELEY  CO.,  F.  L,  409  N.  Fair  Oaks  Ave.,  Pasadena, 
Calif.  ADV.  PG.  126. 

Scientific  Associates,  Inc.,  2162  Piedmont  Rd.,  N.E., 
Atlanta  9,  Ga. 

Scientific-Atlanta,  Inc.,  2162  Piedmont  Rd.,  N.W.,  At¬ 
lanta  9,  Ga. 

Stromberg-Carlson  Div.  of  General  Dynamics  Corp.,  1895 
Hancock  St.,  San  Diego  12,  Calif. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 


RECORDING  HEADS 

HEADS— Rocording 


RECORDING  TAPE 
Sm  TAPES  A  FILMS 


RECORDING  WIRE 
So*  WIRE— Racerding 


RECORDS-Tott 

Columbia  Records,  Inc.,  799  Seventh  Ave.,  New  York  19, 
N.  Y. 

GATES  ELECTRONIC  CO.,  2090  Barnes  Ave.,  Bronx  62, 
N.  Y.  ADV.  PG.  471. 

Gilmove  Industries,  Inc.,  5713  Euclid  Ave.,  Cleveland  3, 
Ohio. 

Pacific  Transducer  EBG  Corp.,  11836  W.  Pico  Blvd.,  Los 
Angeles  64,  Calif. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Westrex  Corp.,  Ill  Eighth  Ave.,  New  York  11,  N.  Y. 


RECTIFIERS-Dry  Disc 
Sm  RECTIFIERS-Coppor  Oxid* 
RECTIFIERS— Coppar  Swiphida 


RECTIFIERS 

1.  Garmonium  Dioda 

2.  Garmanium  Araa  Typa 

3.  Coppar  Oxida 

4.  Coppar  Sulphida 

5.  ^lanium 
So.  Silicon 

6.  Tuba 

AEROLUX  LIGHTS  CORP.,  653  Eleventh  Ave.,  New 
York  36,  N.  Y.  6.  ADV.  PG.  589. 

Allis-Chalmers  Mfg.  Co.,  935  S.  70th  St.,  Milwaukee  1, 
Wis.  l-5-5a-<>. 

American  Rectifier  Corp.,  95  Lafayette  Sb,  New  York  13, 
N.  Y.  5-5a. 

Audio  Devices,  Inc.,  444  Madison  Ave.,  New  York  22, 
N.  Y.  5a. 

Automatic  Mfg.  Div.  of  General  Instrument  Corp.,  65 
Gouverneur  St.,  Newark,  N.  J.  5a. 

Barco,  Inc.,  Box  1222,  Milwaukee  1,  Wis.  5. 

Bendix  Aviation  Corp.,  Semiconductor  Products,  Red 
Bank  Div.,  201  Westwood  Ave.,  Long  Branch,  N.  J.  5a. 
Bogue  Electric  Mfg.  Co.,  52  Iowa  Ave.,  Paterson  3, 
N.  J.  5a. 

BRADLEY  UBS.,  INC.,  170  G.  Columbus  Ave.,  New 
Haven  11,  Conn.  3-5-5a.  ADV.  PG.  378. 

Columbus  Electronics  Corp.,  1010  Saw  Mill  River  Rd., 
Yonkers,  N.  Y.  5a. 

Continental  Electric  Co.,  6  N.  Michigan  Ave.,  Chicago  2, 
III.  6. 

Electronic  Devices,  Inc.,  Precision  Rectifier  Div.,  429 
12th  St.,  Brooklyn,  N.  Y.  5. 

Electrons,  Inc.,  127  Sussex  Ave.,  Newark  3,  N.  J.  6. 
Fansteel  Metallurgical  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  III.  5-5a. 

GATES  ELECTRONIC  CO.,  2090  Barnes  Ave.,  Bronx  62, 
N.  Y.  l-2-3-4-5-5a-6.  ADV.  PG.  471. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y.  2-3-5-5a-6. 

General  Electric  Co.,  Ltd.  of  England,  80  Shore  Rd., 
Port  Washington,  N.  Y.  l-5-5a-6. 

•GENERAL  ELECTRIC  CO.,  RECEIVING  TUBE  DEPT., 
316  E.  Ninth  St.,  Owensboro,  Ky.  6.  ADV.  PG.  5. 
General  Electric  Co.,  Semiconductor  Products  Dept.,  1224 
W.  Genesee  St.,  Syracuse,  N.  Y.  l-3-5-5a. 

General  Nuclear  Corp.,  550  Fifth  Ave.,  New  York  28, 
N.  Y.  2-5-5a. 

GENERAL  TRANSISTOR  CORP.,  91-27  138th  Place, 
Jamaica  35,  N.  Y.  l-5a.  ADV.  PG.  384,  385. 

Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn, 
N.  J.  5-5a. 

Heller  Co.,  Gerald  K.,  1819  Industrial  Rd.,  Las  Vegas, 
Nev.  5. 

Highland  Engineering  Co.,  91  Magnolia  St.,  Westbury, 
N  V.  3-5-5a-6. 

HOFFMAN  ELECTRONICS  CORP.,  SEMICONDUCTOR  DIV., 
930  Pitner  Ave.,  Evanston,  III.  5a.  ADV.  PG.  23. 


HUGHES  PRODUCTS,  SEMICONDUCTOR  DIV.,  Interna¬ 
tional  Airport  Station,  Los  Angeles  45,  Calif.  5a. 
ADV.  PG.  105-110. 

IT&T  Components  Div.,  International  Telephone  &  Tele¬ 
graph  Corp.,  P.  0.  Box  412,  Clifton,  N.  J.  5-5a. 

Intelex  Systems,  Inc.,  22  Thames  St.,  New  York,  N.  Y. 
INTERNATIONAL  RECTIFIER  CORP.,  1521  E.  Grand  Ave., 
El  Segundo,  Calif.  l-2-5-5a.  ADV.  PG.  354,  355. 
INTERNATIONAL  RESISTANCE  CO.,  401  N.  Broad  St  , 
Philadelphia  8,  Pa.  5.  ADV.  PG.  189-192. 

Knopp  Inc.,  1307  b6th  St.,  Oakland  8,  Calif.  5. 

Leach  Corp.,  Inet  Div.,  18435  Susana  Rd.,  Compton, 
Calif. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  bray  St.,  Indianapolis 
6,  Ind.  4. 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass.  5a 
ADV.  PG.  447. 

MODEL  RECTIFIER  CORP.,  1065  Uitca  Ave  ,  Brooklyn  3, 
N.  Y.  5.  ADV.  PG.  547. 

MOTOROU,  INC.,  SEMICONDUCTOR  PRODUCTS  DIV. 
5005  E.  McDowell  Rd.,  Phoenix,  Ariz.  Sa.  ADV.  PG. 
287. 

National  Fabricators,  Inc.,  2650  W.  Belden  Ave.,  Chi¬ 
cago  47,  III  5a. 

North  American  Electronics,  Inc.,  210-212  Broad  St., 
Lynn,  Mass.  5a. 

OPAD  ELECTRIC  CO.,  69-5  Murray  St.,  New  York  7, 
N.  Y.  l-2-3-4-S-Sa-6.  ADV.  PG.  521. 

Pacific  Semiconductors,  Inc.,  10451  W.  Jefferson,  Culver 
City,  Calif.  l-5a. 

PHYSICS  RESEARCH  UBS.,  INC.,  P.  0.  Box  555, 
Hempstead,  N  Y.  3.  ADV.  PG.  520. 

PYRAMID  ELECTRIC  CO.,  1445  Hudson  Blvd.,  North 
Bergen,  N.  J.  5.  ADV.  PG.  449. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J  5-6.  ADV.  PG.  440,  441,  Third 
&  Fourth  Covers  A  Preceding  Insert 
RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE  DIV., 
415  S.  Fifth  St.,  Harrison,  N.  J.  1-6.  ADV.  PG.  440, 
441,  Third  &  Fourth  Covers  A  Preceding  Insert. 

RADIO  CORP.  OF  AMERICA,  RCA  SEMICONDUCTOR  A 
MATERIALS  OIV.,  Somerville,  N.  J.  l-5a.  ADV  PG. 
440,  441,  Third  A  Fourth  Covers  A  Preceding  Insert. 
Radio  Development  A  Research  Corp.,  100  Pennsylvania 
Ave.,  Paterson  3,  N.  J.  5. 

RADIO  RECEPTOR  CO.,  INC.,  SUB.  OF  GENERAL  IN¬ 
STRUMENT  CORP.,  240  Wythe  Ave.,  Brooklyn  11. 
N.  Y.  ADV.  PG.  404,  405. 

Raytheon  Mfg.  Co.,  Receiving  Tube  A  Semiconductor 
Operations,  55  Chapel  St.,  Newton  58,  Mass  l-Sa-6. 
RECTICO  INC.,  963  Frelinghuysen  Ave.,  Newark  5,  N.  J 
3-4-5-5a.  ADV.  PG.  505. 

RED  BANK  DIVISION,  BENDIX  AVIATION  CORP.,  Rt.  35, 
Eatontown,  N.  J.  1-6.  ADV.  PG.  89. 

Sanford  Miller  Co.,  691  Bedford  Ave.,  Brooklyn  6,  N.  V. 
S-5a. 

Sarkes  Tarzian,  Inc.,  Rectifier  Div.,  415  N.  College  Ave., 
Bloomington,  Ind.  5-5a-6. 

Schauer  Mfg.  Corp.,  4521  Alpine  Ave.,  Cincinnati  36, 
Ohio  3. 

Sel-Rex  Corporation,  Nutley  10,  N.  J.  2-3-4-5-5a. 
Standard  Telephones  A  Cables,  Ltd.,  Connaught  House,  63 
Aldwych,  London  W.C.  2,  England.  l-2-5-5a-6. 
Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  Special  Tube 
Operations  Headquarters,  1891  E.  Third  St.,  Williams¬ 
port,  Pa.  l-5a.  ADV.  PG  629-631 
Syntron  Corp.,  243  Lexington,  Homer  City,  Pa.  5. 
Taylor  Tubes,  Inc.,  2312  Wabansia  Ave.,  Chicago  47, 
III  6. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6.  N  Y  l-2-3-5-5a-6.  ADV.  PG.  511. 
TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave.  Dallas  9,  Texas.  ADV.  PG  396. 

Trans-Sil  Corp.,  55  Honeck  St.,  Englewood,  N.  J.  5a. 
TRANSITRON  ELECTRONIC  CORP.,  168  Albion  St., 
Wakefield.  Mass  1-^.  ADV.  PG.  166,  167. 
TUNG-SOL  ELECTRIC,  INC.,  95  EigHh  Ave.,  Newark  4, 
N  J  5-6.  ADV.  PG  16,  17. 

UNION  SWITCH  A  SIGNAL  DIV.  OF  WESTINGHOUSE 
AIR  BRAKE  CO.,  Pittsburgh  18,  Pa.  3-5.  ADV  PG. 
386. 

United  States  Dynamics  Corp.,  1250  Columbus  Ave., 
Boston  20,  Mast.  5a. 

Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St.,  Ocean- 
side,  Calif.  6. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St  Louis  3,  Mo  5-5a. 

WALLSON  ASSOCIATES,  LTD.,  963  Frelinghuysen  Ave  , 
Newark  5,  N  J  5a.  ADV.  PG.  441. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa  l-2-5-5a. 

Westinghouse  Electric  Corp.,  Electronic  Tube  Div.,  P  0. 
Box  284,  Elmira,  N.  Y.  5a. 


RECTIFIERS— Atafollic,  Powar  Swppllof 

American  Rectifier  Corp.,  95  Lafayette  St.,  New  York  13, 
N.  Y 

AMERICAN  TELEVISION  A  RADIO  CO.,  300  E.  Fourth 
St.,  St.  Paul  1,  Minn.  ADV.  PG.  484. 

Amp,  Inc.,  Chemicals  A  Dielectrics  Dtv.,  195  Park  St., 
Elizabethtown,  Pa 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

BRADLEY  UBS,  INC.,  170  G  Columbia  Ave.,  New 
Haven  11,  Coon.  ADV.  PG.  378. 

CHRISTIE  ELECTRIC  CORP.,  3410  W.  b7th  St.,  Los 
Angeles  43,  Calif.  ADV.  PG.  368. 
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ELECTRONIC  and  ALLIED 


CLARK  ELECTRONIC  LABS.,  B«i  16},  Palm  Sprints, 
Calif.  AOV.  PG.  527. 

Detronic  Industries,  33840  Plymouth  Rd.,  Livonia,  Mich. 
Electronic  Devices  Inc.,  Precision  Rectifier  Oiv.,  429 
12th  St.,  Brooklyn,  N.  Y. 

Fansteel  Metallurgical  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  III. 

GATES  ELECTRONIC  CO.,  2090  Barnes  Ave.,  Bronx,  62, 

N  V.  ADV  PG  471. 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd., 
Schenectady  5,  N.  V. 

General  Nuclear  Corp.,  550  Filth  Ave.,  New  York  28, 

N  Y. 

Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J. 
Highland  Engineering  Co.,  91  Magnolia  St.,  Westbury, 

N  Y. 

International  Telephone  &  Telegraph  Corp.,  Industrial 
Products  Div.,  1S191  Bledsoe  St.,  San  Fernando,  Calif. 
KEPCO  LABS.,  INC.,  131-38  Sanford  Ave.,  Flushing  55, 
N.  Y.  AOV  PG  289,  290 

Lee  Electric  &  Mfg.  6).,  2806  Clearwater  St.,  Los 
Ang»les  39,  Calif. 

MAGNATRAN,  INC.,  P  0.  Box  211,  Kearny,  N  J 
ADV  PG  400 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave,  New 
York  55,  N  Y  AOV  PG.  286 
MERCURY  ELECTRONIC  CO.,  Box  45A,  Red  Bank,  N  J. 
ADV.  PG  27 

MODEL  RECTIFIER  CORP.,  1065  Utica  Ave.,  Brooklyn  3, 

N  Y  ADV  PG  547 

MOLONEY  ELECTRIC  CO.,  5390  Birther  Blvd.,  St  Louis 
20.  Mo  ADV  PG  388,  389 
Motoresearch  Co  ,  1600  Junction  Ave.,  Racine,  Wis. 

NJE  CORPORATION,  345  Carnegie  Ave.,  Kenilworth, 
N  J  AOV  PG  292-295. 

OPAD  ELECTRIC  CO  ,  69-5  Murray  St.,  New  York  7, 
N  Y  ADV  PG.  521. 

PERKIN  ENGINEERING  CORP.,  345  Kansas  St.,  El 
Segundo.  Calif  AOV  PG.  496 
Power  Equipment  Co.,  5740  Nevada,  East,  Detroit  34, 
Mich. 

Power  Transformer  Co.,  Inc.,  91  Edison  PI.,  Newark  5, 
N  J. 

PRECISE  MEASUREMENTS  CO.,  R  0  Jtl,  Millbrooks 
Rd ,  Flemington,  N  J  ADV.  PG  503 
Rapid  Electric  Co  ,  2881  Middletown  Rd ,  Bronx  61, 
N  Y 

RECTICO,  INC.,  963  Frelinghuysen  Ave.,  Newark  5, 
N  J.  AOV  PG  505 

Sanford  Miller  Co.,  691  Bedford  Ave.,  Brooklyn  6, 
N  Y. 

Schauer  Mfg.  Corp.,  4521  Alpine  Ave.,  Cincinnati  36, 
Ohio 

Sel-Rex  Corporation,  Niitley  10,  N  J 
Sl.i.ighter  Company,  Piqua  9,  Ohio. 

SPIVEY,  INC.,  JAMES  S.,  4908  Hampden  Lane.  Wash¬ 
ington  14,  D  C  ADV  PG.  531 
Standard  Telephones  &  Cables,  Ltd  ,  Connaught  House,  63 
Aldwych,  London,  W  C  2,  England 
Syntron  Co.,  243  Lexington,  Homer  City,  Pa 
TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St  , 
New  York  6,  N  Y.  ADV  PG.  511. 

Telecom,  Inc,,  1019  Admiral  Blvd  ,  Kansas  City,  Mo. 
Ther  Electric  &  Machine  Works,  17  S  .lefferson  St., 
Chicago  6,  III. 

Trepac  Corp  of  America,  1  Engle  St  ,  Englewood  N  J. 
UNION  SWITCH  &  SIGNAL  OIV  OF  WESTINGHOUSE 
AIR  BRAKE  CO.,  Pittsburgh  18,  Pa  ADV  PG  386 
VARO  MFG  CO.,  2201  Walnut  St.,  Garland,  Texas  AOV 
PG  454. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St  Louis  3,  Mo 

WALLSON  ASSOCIATES  LTD.,  963  Frelinghuysen  Ave,, 
Newark  5,  N  J  ADV  PG  441 
Westinghouse  Electric  Corp,  P  0  Box  868,  Pittsburgh 
30,  Pa. 


RECTIFIERS-Moraflfc  SroeA 

American  Rectifier  Corp.,  95  Lafayette  St ,  New  York 
13,  N  Y 

BRADLEY  LABS.,  INC.,  170  G,  Columbus  Ave ,  New 
Haven  11,  Conn  AOV.  PG  378 
CHRISTIE  ELECTRIC  CORP,  3410  W  67th  St,  Los 
Angeles  4  3,  Calif  ADV  PG  368 
Detronic  Industries,  33840  Plymouth  Rd  Livonia,  Mich 
Electronic  Devices,  Inc.,  Precision  Rectifier  Civ  429 

12fh  St  ,  Brooklyn,  N  Y. 

Fansteel  Metallurgical  Corp ,  2200  Sheridan  Rd ,  North 
Chicago  III 

GATES  ELECTRONIC  CO.,  2090  Barnes  Ave.,  Bronx  62, 
N  Y  ADV.  PG.  471 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N  Y 

General  Electric  Co.,  Semiconductor  Products  Orpt.,  1224 
W  Genesee  St.,  Syracuse,  N  Y. 

General  Nuclear  Corp.,  550  Fifth  Ave,  New  York  28, 
N  Y 

Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn, 
N  J 

IT4T  Components  Div.,  International  Telephone  &  Tele¬ 
graph  Corp  ,  P.  0  Box  412,  Clifton,  N  J 
INTERNATIONAL  RECTIFIER  CORP.,  1521  E  Grand 
Ave  El  Segundo.  Calif  AOV  PG  354,  355 
INTERNATIONAL  RESISTANCE  CO.,  401  N  Broad 

St  Philadelphia  8,  Pa  AOV  PG  189-192 
MODEL  RECTIFIER  CORP.,  1065  Utica  Ave,  Brooklyn 
3,  N  Y  ADV  PG.  547 

MOLONEY  ELECTRIC  CO.,  5390  Bircher  Blvd.,  St  Louis 
20,  Mo  ADV  PG  388,  389 
OPAD  ELECTRIC  CO.,  69-5  Murray  St  ,  New  York  7, 
N  Y.  AOV.  PG.  521. 


PRODUCTS. 


Rapid  Electric  Co.,  2881  Middletown  Rd.,  Bronx  61, 
N  V. 

RECTICO,  INC.,  963  Frelinghuysen  Ave.,  Newark  5, 
N.  J.  AOV.  PG.  505. 

Sanford  Miller  Co.,  691  Bedford  Ave.,  Brooklyn  6,  N.  Y. 

Sarkes  Tarzian,  Inc.,  Rectifier  Div.,  415  N.  College  Ave., 
Bloomington,  Ind. 

Sel-Rex  Corporation,  Nutley  10,  N.  J. 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London  W.C.  2,  England. 

Syntron  Co.,  243  Lexington  Homer  City,  Pa. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N  Y.  AOV.  PG.  511. 

TUNG-SOL  ELECTRIC,  INC.,  95  Eighth  Ave.,  Newark  4, 
N  J  ADV.  PG.  16,  17 

UNION  SWITCH  &  SIGNAL  DIV.  OF  WESTINGHOUSE 
AIR  BRAKE  CO.,  Pittsburgh  18,  Pa.  AOV.  PG  386 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3,  Mo. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 


RECTIFIERS-Tubo 

$a«  TUBES— Ractifving 


RECTIFIERS-Tubo  Roctifying  UniM 

CLARK  ELECTRONIC  LABS.,  Box  165,  Palm  Springs, 
Calif  AOV.  PG  527 

Detronic  Industries,  33840  Plymouth  Rd.,  Livonia,  Mich. 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd  , 
Schenectady  5,  N  Y. 

Green  Rectifier  Co.,  1-10  Thirtieth  St  ,  Fair  Lawn,  N  J. 

Heller  Co.,  Gerald  K.,  1819  Industrial  Rd.,  Las  Vegas, 
Nev 

KEPCO  LABS.,  INC  ,  131-38  Sanford  Ave  ,  Flushing  55, 
N  Y  ADV  PG  289,  290. 

MAGNATRAN,  INC.,  P  0  Box  211,  Kearny,  N.  J. 
AOV.  PG.  400 

MERCURY  ELECTRONIC  CO.,  Box  450A,  Red  Bank, 
N  J  ADV  PG  27 

MOLONEY  ELECTRIC  CO.,  5390  Bircher  Blvd  ,St. 
Louis  20.  Mo  AOV.  PG.  388,  389 

NJE  CORPORATION,  345  Carnegie  Ave.,  Kenilworth, 
N  J  AOV  PG  292-295 

OPAD  ELECTRIC  CO.,  69-5  Murray  St.,  New  York  7, 
N  Y  AOV  PG  521 

PERKIN  ENGINEERING  CORP.,  345  Kansas  St.,  El 
Segundo,  Calif  ADV  PG  496 

Philips  Electronics,  liK  ,  750  S.  Fulton  Ave.,  Mt. 
Vernon,  N  V 

Power  Equipment  Co.,  5740  Nevada,  East  Detroit  34, 
Mich 

Sarkes  Tarzian,  Inc.,  Rectiher  Div,  415  N.  College  Ave., 
Bloomington,  Ind 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House, 
63  Alifnych  London  WC  2.  England 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St  , 
New  York  6,  N.  Y  AOV  PG  511 

Ther  Electric  A  Machine  Works,  17  S.  >lferson  St., 
Chicago  6,  III 

Trrpac  Com  ,  of  America,  1  Engle  St  ,  Englewood,  N  J 

VARO  MFG.  CO.,  2201  Walnut  5t.,  Garland,  Texas 
AOV  PG  454 

WALLSON  ASSOCIATES  LTD.,  963  Frelinghuysen  Ave., 
Newark  5,  N  J  ADV  PG  441. 

Weltronic  Co.,  19500  W  Eight  Mile  Rd.,  Detroit  4, 
Mich 


REELS— Top*  Recording  A  Tefamefaring 

American  Gelosa  Electronics,  Inc.,  312  Seventh  Ave, 
New  York  1,  N  Y 

American  Molded  Products  Co.,  2727  W.  Chicago  Ave , 
Chicago  22,  III. 

Davies  Laboratories  Div,  Minneapolis-Honeywell  Regu¬ 
lator  Co.,  10721  Hanna  St.,  Beltsville,  Md 

HK  Metal  Cra't  Mfg  Corp,  3775  Tenth  Ave.,  New 
York  34,  N  Y. 

M.ignasync  M<g  Co.,  Ltd.,  5546  Satsuma  Ave.,  P.  0. 
Box  707  North  Hollywood,  Calif. 

Orr.idio  Industries,  Inc  ,  Shamrock  Circle,  Opelika.  Ala. 

Reeves  Soundcraft  Corp.,  10  E  52nd  St.,  New  York  22, 
N  Y 

Robins  Industries  Corp.,  214-26  41$t  Ave.,  Bayside, 
N  Y 

Standard  Record  Mfg.  Co.,  70  N.  San  Gabriel  Blvd 
Pasadena,  Calif 


REFIECTORS-Postivo 

Microflect  Co  .  2300  S.  25th  St.,  Salem,  Ore. 

Nuclear  Instrumentation  Oiv  of  Gulton  Industries,  Inc., 
305  Dallas  St  ,  N.  E.,  Albuquerque,  N  M 
RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT 
OIV  ,  Waltham  54,  Mass  ADV  PG  428,  429 
Stainless,  Inc.,  Third  St.,  North  Wales,  Pa. 

Technical  Appliance  Corp.,  Sherburne,  N  Y 
Tower  Construction  Co.,  2700  Hawkeye  Drive,  Sioux 
City,  Iowa. 


REOISTERS-Shifi 

C  K  Components,  Inc.,  101  Morse  St.,  Newton  58,  Mass 
COMPUTER  CONTROL  CO.,  INC.,  92  Broad  St.,  Welles 
ley  57,  Mass.  ADV.  PG.  481 
Mack  Electronics  Div.  of  Mack  Trucks,  Inc.,  Advanced 
Research  Lab.,  40  Leon  St.,  Boston  15,  Mass 
Magnetics  Research  Co.,  255  Grove  St.,  White  Plains, 
N.  Y. 


REGULATORS 


NYT  ELECTRONICS,  INC.,  2979  N.  Ontario  St.,  Bur- 
bank,  Calif  AOV.  PG.  500. 

Wang  Laboratories,  Inc.,  37  Hurley  St.,  Cambridge  41, 
Mass. 


REOULATORS-Curranf 

ALLEN-BHAOLEY  CO.,  136  W.  Greenfield  Ave.,  Milwau- 
Kee  4,  Wis  AOV.  PG  421. 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif. 

American  Rectifier  Corp.,  95  Lafayette  St.,  New 

York  13,  N.  Y. 

American  Research  A  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden  Sta., 
Flushing  64,  N.  Y. 

Dcitron,  Inc.,  2905  N.  Leithgon  St.,  Philadelphia  33, 
Pa. 

Electric  Regulator  Corp.,  Pearl  St.,  Norwalk,  Conn. 

Electronic  Measurement  Co.,  Inc.,  Lewis  St.,  A  Maple 
Ave.,  Eatontown,  N.  J. 

Electronic  Research  Associates,  Inc.,  67  Factory  Place, 
Cedar  Grove,  N.  J. 

Engineered  MagnetiU  Oiv.  of  Gulton  Industries,  Inc., 
13030  Cerise  Ave.,  Hawthorne,  Calif. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Gerst  A  Co.,  Paul  E.,  4868  N.  Clark  St.,  Chicago  40, 
III. 

Hevi-Duty  Electric  Co..  Milwaukee  1,  Wis. 

JOBBING  ELECTRONICS,  771  Hamilton  Ave.,  Menlo 
Park,  Calif.  ADV.  PG.  470. 

KEPCO  LABS.,  INC.,  131-38  Sanford  Ave.,  Flushing  55, 

N  Y.  ADV.  PG.  289,  290. 

Keystone  Products  Co.,  904-6  23rd  St.,  Union  City, 
N.  J 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave.,  New 
York  55,  N  Y  ADV.  PG.  286. 

MAGNETIC  RESEARCH  CORP.,  3160  W.  El  Segundo 
Bivd.,  Hawthorne,  Calif  ADV.  PG.  482. 

MERCURY  ELECTRONIC  CO.,  Box  45A,  Red  Bank,  N.  J. 
ADV.  PG.  27. 

Modern  Industries  Inc.,  2601  Colorado  Ave.,  Santa 
Monica,  Calif 

NJE  CORPORATION,  345  Carnegie  Ave.,  Kneilworth, 

N  J.  ADV  PG.  292-295 

NORTH  HILLS  ELECTRIC  CO.,  INC.,  402  Sagamore 
Ave.,  Mmeola,  N  Y.  ADV.  PG.  533,  548. 

OWEN  UBORATORIES,  INC,  55  Beacon  PI.,  Pasa¬ 
dena,  Calif.  AOV.  PG.  498 

Power  Supplies,  Inc.,  1007  Olive  St.,  Highland,  III. 

Power  Transformer  Co.,  Inc.,  91  Edison  PI.,  Newark  5, 
N  J 

RED  BANK  DIVISION,  BENOIX  AVIATION  CORP.,  Rt. 
35,  Eatontown,  N.  J.  ADV  PG.  89. 

Rytron  Co.,  Inc,.  7303  Lankershim  Blvd.,  North  Holly¬ 
wood,  Calif 

Servoniex  Controls  Ltd.,  Crowborough,  Sussex,  England. 

SORENSEN  A  CO.,  INC.,  Richards  Ave  ,  Norwalk,  Conn. 
AOV  PG  91-96 

SUPERIOR  ELECTRIC  CO.,  INC.,  83  Laurel  St.,  Briston, 
Conn  AOV  PG  180-184 

TECHNICAL  APPARATUS  BUILDERS.  109  Liberty  St., 
New  York  6,  N  Y  AOV.  PG  511. 

TRANS  ELECTRONICS,  INC.,  7349  Canoga  Ave.,  Canoga 
Park,  Calif.  AOV.  PG.  506 

Transistor  Devices,  Inc.,  7  30  Boulevard,  Kenilworth, 
N  ■  J 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
Yo’k  13  N  Y  ADV.  PG  Second  Cover. 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas. 
ADV  PG.  454 

Vibration  Research  Labs,  Inc.,  58  Marbledale  Rd., 
Tuckahoe,  N  Y 

Vickers  Electric  Division,  Vickers,  Inc  1825  Locust 
S^  St  Louis  3,  Mo 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  DIV., 
5806  Hough  Ave  ,  Cleveland  3,  Ohio.  AOV.  PG.  254. 

WALLSON  ASSOCIATES  LTD.,  963  Frelinghuysen  Ave., 
Newark  5.  N  Y  ADV.  PG.  441. 

Warren  Mfg  Co.,  Inc.,  The,  Newton  Rd.,  Littleton, 
Mass. 

Weltronic  Co.,  19500  W  Eight  Mile  Rd.,  Detroit  41, 
Mich 

Westinghouse  Electric  Corp.,  P  0.  Box  868,  Pitts¬ 
burgh  30,  Pa 


REGULATORS— Fruquunty 

American  Electronics,  Inc.,  655  W  Washington  Blvd., 
Los  Angeles  15,  Calif. 

Brxker  Laboratories,  P.O.  Box  967,  Sunnyvale,  Calif. 

Electric  Regulator  Corp.,  Pearl  St.,  Norwalk,  Conn. 

Electronic  Research  Associates,  Inc.,  67  Factory  Place, 
Cedar  Grove.  N  J. 

Engineered  Magnetics  Div.  of  Gulton  Industries,  Inc., 
13030  Cerise  Ave.,  Hawthorne,  Calif 

General  Electric  Co.,  Apparatus  Sales  Div  .  1  River  Rd., 
Schenectady  5.  N  Y 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tmton  Ave.,  New 
York  55,  N  Y  ADV  PG  286 

MAGNETIC  RESEARCH  CORP,  3160  W  El  Segundo 
Blvd  Hawthorne.  Calif  ADV.  PG.  482 

MERCURY  ELECTRONIC  CO.,  Box  450A,  Red  Bank, 

N  Y.  ADV.  PG.  27. 

Modern  Industries  Inc.,  2601  Colorado  Ave.,  Santa 

Monica,  Calif 

PERKIN  ENGINEERING  CORP.,  345  Kansas  St.,  El 
Segundo  Calif  ADV  PG.  496 

PITOMETER  LOG  CORP.,  237  Lafayette  St.,  New 
York  12.  N  Y  ADV  PG  569 
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REGULATORS 


1958-1959  LISTINGS  of 


Power  Supplies,  Inc,,  1007  Olive  St.,  Hiahland,  111 

RED  BANK  DIVISION,  BENDIX  AVIATION  CORP., 

Rt.  35,  Eatontown,  N.  J.  ADV.  PG.  89. 

Regulator  Equipment  Corp.,  100  Pennsylvania  Ave., 
Paterson  3,  N.  J. 

Rytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North  Holly¬ 
wood,  Calif. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  ADV.  PG.  511. 

VARO  MEG.  CO.,  2201  Walnut  St.,  Garland,  Texas. 
ADV.  PG.  454. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3,  Mo. 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Warren  Mfg.  Co.,  Inc.,  The,  Newton  Rd.,  Littleton, 
Mass. 

Westinghouse  Electric  Corp.,  P.O.  Box  868,  Pitts¬ 
burgh  30,  Pa. 


REGUIATORS-Volfog* 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif. 

American  Rectifier  Corp.,  95  Lafayette  St.,  New  York 
13,  N.  Y. 

American  Research  &  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 

Armour  Electronics  Inc.,  15002  Oxnard  Blvd.,  Van 
Nuys,  Calif. 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N.  Y.  ADV.  PG.  555. 

Appplegate  &  Co.,  C.  J.,  1840  24th  St.,  Boul'i»r 
Colo.  ' 

Bogue  Electric  Mfg.  Co.,  52  Iowa  A'.'e  Paterson  3 
N.  J.  .  , 

British  Electronics  Sales  Cb.,  Inc.,  Oakland  Garden  Sta., 
Flushing  64,  N.  Y. 

C  B  c  Electronics  Co.,  Inc.,  2601  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 

S.E.  26,  England. 

Clarostat  Mfg.  Co.,  Inc.,  Dover,  N.  H. 
COMMUNICATION  ACCESSORIES  CO.,  U.S.  Highway  50 
&  71  By-Pass,  Lee's  Summit,  Mo.  ADV.  PG.  249-252 
CURTISS-  WRIGHT  CORP.,  ELECTRONICS  DIV.,  631 
Central  Ave.,  Carlstadt,  N.  J.  ADV  PG.  394A 
Deltron,  Inc.,  2905  N  Leithgow  St.,  Philadelphia  33, 
Pa. 

Electric  Auto-Lite  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio. 

Electric  Regulator  Corp.,  Pearl  St.,  Norwalk,  Conn 
Electronic  Measurements  Co.,  Inc.,  Lewis  St  8>  Maple 
Ave.,  Eatontown,  N.  J. 

Electronic  Research  Associates,  Inc.,  67  Factory  Place, 
Cedar  Grove,  N.  J. 

Engineered  Magnetics  Div.  of  Gulton  Industries,  Inc., 
13030  Cerise  Ave.,  Hawthorne,  Calif 
FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza,  New 
York  20,  N.  Y.  ADV  PG  490 
Ferrotran  Electronics  Co.,  693  Broadway,  New  York  12, 
N.  Y. 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV., 
1  River  Rd.,  Schenectady  5,  N.  Y.  ADV.  PG  1, 
2,  3,  6. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Gerst  &  Co.,  Paul  E.,  4868  N.  Clark  St.,  Chicago  40, 
III. 

Goslin  Electric  &  Mfg.  Co.,  2921  W  Olive  St.,  Bur¬ 
bank,  Calif 

HOFFMAN  ELECTRONICS  CORP.,  SEMICONDUCTOR 
DIV.,  930  Pitner  Ave.,  Evanston,  III.  ADV.  PG.  23 
Holt  Instrument  Labs.,  Oconto,  Wis. 

Jack  &  Heintz,  Inc.,  Cleveland  1,  Ohio. 

J06BINS  ELECTRONICS,  771  Hamilton  Ave.,  Menlo 
Park,  Calif.  ADV.  PG.  470. 

Kenyon  Transformer  Co.,  Inc.,  840  Barry  St.,  New 
York  59,  N.  Y. 

KEPCO  LABS.,  INC.,  131-38  Sanford  Ave.,  Flushing 
55,  N.  Y.  ADV.  PG.  289,  290. 

Keystone  Products  Co.,  904-6  23rd  St.,  Union  City, 
N.  J. 

Lee  Electric  &  Mfg  Co.,  2806  Clearwater  St.,  Los 
Angeles  39,  Calif. 

Litton  Industries  of  Maryland,  Inc.,  4900  Calvert  Rd., 
College  Park,  Md. 

Lyons  Ltd.,  Claude,  80  Shore  Rd.,  Port  Washington. 
N.  Y. 

MAGNETIC  AMPLIFIERS,  INC.,  632  TInton  Ave ,  New 
York  55,  N  Y.  ADV.  PG.  286. 

MAGNETIC  RESEARCH  CORP.,  3160  W.  El  Segundo 
Blvd.,  Hawthorne,  Calif.  ADV.  PG.  482. 

MERCURY  ELECTRONIC  CO.,  Box  45A,  Red  Bank,  N  J 
ADV.  PG.  27. 

Minitran  Corp.,  5  Oliver  St.,  Newark  2,  N.  J. 
Minneapolis-Honeywell  Regulator  Co.,  Ordnance  Div.,  600 
2nd  St.,  N.,  Hopkins,  Minn. 

Modern  Industries  Inc.,  2601  Colorado  Ave.,  Santa 

Monica,  Calif. 

NJE  CORPORATION,  345  Carnegie  Ave.,  Kenilworth, 
N.  J.  ADV.  PG.  292-295. 

National  Fabricators,  Inc.,  2650  W.  Belden  Ave.,  Chicago 
47,  III, 

PERKIN  ENGINEERING  CORP.,  345  Kansas  St.,  El 
Segundo,  Calif.  ADV.  PG.  496. 

Philips  Electronics,  Inc.,  750  S.  Fulton  Ave.,  Mt.  Ver¬ 
non,  N.  Y. 

Power  Supplies,  Inc.,  1007  Olive  St.,  Highland,  III. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cambridge, 
England. 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54,  Mass.  ADV.  PG.  428,  429 


RED  BANK  DIVISION,  BENDIX  AVIATION  CORP.,  Rt. 

35,  Eatontown,  N.  J.  ADV.  PG.  89 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  Y.  ADV.  PG.  433. 

Regulator  Equipment  Corp.,  100  Pennsylvania  Ave., 
Paterson  3,  N.  J. 

RIBET  &  DESJARDINS,  13-17  Rue  Perier,  Montrouge 
(Seine)  France.  ADV.  PG.  215-218. 

Rytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North  Holly¬ 
wood,  Calif. 

Servomex  Controls  Ltd.,  Crowborough,  Sussex,  England 

Servo-Tek  Products  Co.,  Inc.,  1086  GofBe  Rd.,  Haw¬ 
thorne,  N.  J. 

Signalite  Inc.,  37-41  Neptune  Highway,  Neptune,  N.  J. 

SOLA  ELECTRIC  CO.,  4633  W.  16th  St.,  Chicago  *50. 
Ill  ADV.  PG.  169-172 

SORENSEN  &  CO.,  INC.,  Richards  Ave.,  Norwalk,  Conn 
ADV.  PG.  91-96. 

Standard  Electronics  Div.  of  Radio  Engineering  Labs., 
Inc.,  29-01  Borden  Ave.,  Long  Island  City  1,  N.  Y. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J 

SUPERIOR  ELECTRIC  CO.,  THE,  83  Laurel  St.,  Bristol, 
Conn.  ADV.  PG.  180-184. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St 
New  York  6,  N.  Y.  ADV.  PG.  511, 

Tel-Instrument  Electronics  Corp.,  728  Garden  St, 
Carlstadt,  N.  J. 

TRANS  ELECTRO!JiCS,  INC.,  7349  Canoga  Ave.,  Canoga 
Park,  Cilif.  ADV.  PG  506. 

Tfgnsistor  Devices,  Inc.,  730  Boulevard,  Kenilworth, 
N.  J. 

TRANSITRON  ELECTRONIC  CORP.,  168  Albion  St., 
Wakefield,  Mass.  ADV.  PG.  166,  167. 

United  Electrodynamics  Div.  of  United  Geophysical  Co., 
Inc.,  1200  S.  Marengo,  Pasadena,  Calif. 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
York  13,  N.  Y.  ADV.  PG.  Second  Cover. 

Vibration  Research  Labs.,  Inc.,  58  Marbledale  Rd., 
Tuckahoe,  N.  Y. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust 
St.,  St.  Louis  3,  Mo 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  DIV., 

5806  Hough  Ave.  Cleveland  3,  Ohio.  ADV.  PG.  254 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Warren  Mfg.  Co.,  Inc.,  The,  Newton  Rd.,  Littleton, 
Mass. 

Weltronic  Co.,  19500  W.  Eight  Mile  Rd,,  Detroit  41, 
Mich. 

Western  Gear  Corp.,  Electric  Products  Div.,  132  W. 
Colorado  St.,  Pasadena  1,  Calif. 

Westinghouse  Electric  Corp.,  P  0.  Box  868,  Pittsburgh 
30,  Pa. 

RELAY  COILS 
Soa  COILS-Raloy 


RELAYS— Copocitonca  Oparotad 
Saa  CONTROLS— Copacilanca  Oparolad 


RELAYS 

(h)  indicotas  harmatically  taalad 

1.  Coaxial 

2.  Crott-Bar 

3.  d'Araonvol 

4.  DHTarantial 

5.  Elactvonic,  Ratittanca  Activafad 

6.  Fraguancy  Salacfiva 

7.  High  Volfaga 

8.  Impulsa 

9.  Kaying  and  8raah-in 

10.  Latching 

11.  Marcury 

12.  Ovarload 

13.  Ovarvoltaga  8  Undarvoltaga 

14.  Patsiva  Microwava 

15.  Photealactric 

16.  Polariiad 

17.  Powar 

18.  Rotary 

19.  Sansitiva 

20.  Saquanca 

21.  Stapping 

22.  Sub-Miniatura 

23.  Talaphona 

24.  Tamparotura  Compantotad 

25.  Tima  Oalay 

26.  Vacuum  Contact 

27.  Vibrating  Road  Typa 

A'G'A  Div.  of  Elastic  Stop  Nut  Corp.  of  America,  1027 
Newark  Ave.,  Elizabeth,  N.  J.  25.  (h) 

ACE  ELECTRONICS  ASSOCIATES,  99  Dover  St.,  Somer¬ 
ville  44,  Mass.  22.  ADV  PG.  334.  (h) 

ADAMS  &  WESTUKE  CO.,  Michigan  St.,  Elkhart,  Ind 
11-12-13-17-19-25.  ADV.  PG.  114,  115. 

Advance  Relays,  a  product  of  Electronics  Div.,  Elgin 
National  Watch  Co.,  366  Bluff  City  Blvd.,  Elgin,  III. 
1.5.7.q.l0-12.13-17-18-19-22-23-24.25.  (h) 

Aemco,  Inc.,  62  State  St.,  Mankato,  Minn.  7-8-9-10- 
17-19-22-23.  (h) 

Aerolite  Electronics  CoFp.,  2207  Summit  Ave.,  Union 
City,  N.  J.  19-22. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J 
7-9-14-17-18-20-21-22.  ADV.  PG.  516.  (h) 

Allard  Instrument  Corp.,  146  E.  Second  St.,  Mineola, 
N.  Y.  10. 

ALLEN-BRADLEY  CO.,  136  W  Greenfield  Ave.,  Mil¬ 
waukee  4,  Wis  10-12-13-17-24-25.  ADV.  PG.  421. 


ALLIED  CONTROL  CO.,  INC.,  2  East  End  Ave  ,  New 
York  21,  N  Y.  •l-4.7-8-9-10-12-13-lb-17-18-19- 
22-23-25-26.  ADV.  PG.  100,  101. 

American  Instrument  Co.,  Inc.,  8030  Georgia  Ave.,  Silver 
Spring,  Md.  19. 

American  Measurement  !■  Control,  Inc.,  240  Calvary  St., 
Waltham  54,  Mass  4-18. 

AMERICAN  TELEVISION  &  RADIO  CO.,  300  E  Fourth 
St.  St.  Paul  1,  Minn.  27.  ADV.  PG  484 
AMPERITE  CO.,  INC.,  561  Broadway,  New  York  12, 
N.  Y.  25.  ADV.  PG.  260.  (h) 

Arrow-Hart  &  Hegeman  Electric  Co.,  103  Hawthorn  St., 
Hartford  6,  Conn.  10-12-13-17-19-20-25. 

Artisan  Electronic  Corp.,  171  Ridqedale  Ave.,  Morris¬ 
town,  N.  J  7-10-12-13-17-18-21-23. 

ASSEMBLY  PRODUCTS,  INC.,  75  Wilson  Mills  Rd , 
Chesterland  6,  Ohio.  3-4-12-19-25  ADV  PG 
340.  (hi 

Automatic  Electric  Sale*  Corp.  North  Lake,  III.  4-8- 

9-10-ll-19-2(V.ri  .23-24-25-^7  (h) 

AUTOMATIC  metal  products  CORP.,  315  Berry  St., 
Brooklyn  11,  N.  Y.  ADV.  PG  500 
Automatic  Switch  Co.,  50-56  Hanover  Rd.,  Florham  Park, 

N  J.  3-10-12-13-16-17.19-25. 

Automatic  Timing  &  Controls,  Inc.,  King  of  Prussia,  Pa 
4-25. 

Autron  Engineering,  Inc.,  1254  West  6th  St.,  Los  Angeles 
15,  Calif.  15. 

Babcock  Radio  Engineering  Inc.,  1640  Monrovia  Ave., 
Costa  Mesa,  Calif.  19-22.  (h) 

Babcock  Relays,  Inc.,  1640  Monrovia  Ave.,  P.O  Box  344, 
Costa  Mesa  Calif.  4-10-16-19-22.  (hi 

Barbe'-Colman  Co.,  Dept  766,  Rockford,  III.  4-6-16-19 
Baso  Inc.,  730  Jackson,  Milwaukee  1,  Wis.  19-24- 
25.  (h) 

Belltron  Mfg  Co.,  Inc.,  400  Hoover  Ave.,  Bloomfield. 

N  J  5-25.  (h) 

Bergen  Laboratories,  247  Crooks  Ave.,  Clifton.  N  J. 

21. 

Biddle  Co.,  James  G.,  1316  Arch  St.,  Philadelphia  7, 
Pa  6-27.  (h) 

Blonder-Tongue  Laboratories,  Inc.,  9-25  Ailing  St., 
Newark  2,  N  J  25. 

Branson  Corp  South  Jeffer>on  Rd.,  Whippany,  N  J. 

12-13-16-17-22-24-25.  (h) 

Bristol  Co.,  The,  P  0  Box  1790  EBG  Waterbury  20, 
Conn.  4-16-19-22-24-26-27  (h) 

Bristol  Motor  Div.,  Vocaline  Co  o'  America,  Inc.,  Old 
Saybrook.  Corn.  25 

British  Electronics  Sales  Co  Inc.,  Oakland  Garden  Sta., 
Flushing  64  N  Y.  7-8-9-16-17-19-21-23-25.  (h) 

Brit'sh  Thomson-Houston  Co.,  Ltd.  Rugby,  England. 
15-25. 

Brubaker  Mfg  Co.,  Inc.,  9151  Exposition  Drive  Los 
A-geles  34,  Calif,  22.  (h) 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa  17-19-22. 

CG  Electronics  Div.  of  Gulton  Industries  Inc.,  JOS 
Dallas  St.,  N.E.,  Albuquerque,  N  M  71 
Chester  Laboratories,  Box  646,  Devon,  Pa  10-17-22 
Clare  4  Co  ,  C  P  ,  3101  Pratt  Blvd.,  Chicago  45,  III. 

9-10-11-16-17-21-22-23-25-26  (h) 

Clark  Controller  Co  .  1146  E.  152nd  St.,  Cleveland  10, 
Ohio.  10-12-13-17-25 
Collcraft,  Inc.,  Gary,  III.  27. 

Comar  Electric  Co..  3349  W.  Addison  St.,  Chicago  18, 

III,  4-8-10-17-19-22-23-25.  (hi 

Control  Corp.,  718  Central  Ave.,  Minneapolis  14,  Minn. 
23-27. 

Cook  Electric  Co  ,  2700  Southport  Ave  Chicago  14 
III  4-5-6-7-8-9-10-12-13-16-17-18-19-20-21-22-23- 
25.  (h) 

Corbett  Science  Labs.,  F  W.,  3117  Venice  Blvd ,  Los 
Angeles  19,  Calif  5-16-19-20-21-23. 

COUCH  ORDNANCE,  INC.,  RELAY  DIV.,  3  Arlington  St  , 
North  Quincy,  Mass  18-19-22.  ADV  PG.  577  (h) 

Cunningham  Son  4  Co.,  Inc.,  James,  35  Litchfield  St , 
Rochester,  N  Y  2, 

CURTISS-WRICHT  CORP,,  ELECTRONICS  DIV ,  631  Cen¬ 
tral  Ave.,  Carlstadt,  N.  J.  25.  ADV.  PG.  J94A 
Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis.  5-6-10-12-13-17-19-20-21-25-27.  (hi 

Datascan,  Inc.,  48  Notch  Rd.,  Little  Falls,  N  J  5-15. 
Davis  Electric  Co.,  Cape  Girardeau,  Mo.  10-22-23.  (hi 
Deitz  Co.,  S.  J.,  9  E.  Wesley  St.,  South  Hackensack, 
N.  J. 

Del  Electronics  Corp.,  521  Homestead  Ave.,  Mt  Vernon, 
N.  Y.  7.  (hi 

Deltron,  Inc.,  2905  N  Leithgow  St.,  Philadelphia  33, 
Pa  5. 

Deltronic  Corp.,  1507  Riverside  Drive,  Los  Angeles  31, 
Calif.  22.  (hi 

Ometer  Mfg.  Co.,  Inc.,  22-24  Larkin  Plaza,  Younkers  2, 
N.  Y.  12-17 

Oormitzer  Electric  4  Mfg.  Co.,  Inc.,  5  Hadley  St., 
Cambridge,  Mau.  25. 

Durakool,  Inc.,  1010  N.  Main  St.,  Elkhart,  Ind  11-25. 
Eagle  Signal  Corp.,  Moline,  III.  10-21-25.  (hi 

Ebert  Electronics  Corp.,  212-26  Jamaica  Ave.,  Queens 
Village  28,  N  Y  5-10-11-17-19-25-26. 

EDISON  INDUSTRIES,  THOMAS  A.,  INSTRUMENT  DIV., 
81  Lakeside  Ave.,  West  Orange,  N  J.  19-25.  ADV 
PG.  325,  326  (h) 

Electrical  Products  Corp  1100  N  Main  St.,  Los  An¬ 
geles  12,  Calif.  17-18.  (hi 

Electrical  Service  Co.,  1271  Mission  St.,  San  Francisco, 
Calif.  8-15. 

Electro-Mechanical  Specialties  Co.,  Inc.,  1016  N  High¬ 
land  Ave ,  Los  Angeles  38,  Calif.  2-6-12-13-17-18- 
23-24-25  (h) 
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Electro-Switch  &  Control],  Inc.,  S7S5  Camille  Ave., 
Culver  City,  Calif.  a0-17-19-22-23-2A-25.  Ih) 
Electro  Tec  Corp.,  South  Hackensack,  N.  J.  (h) 

Electron-Radar  Products,  P.  0  Bo«  50,  Route  #30, 
North  Aurora,  III.  11-15-17-2S-26. 

Electronic  Control  Corp.,  1573  E.  Forest  St.,  Detroit  7, 
Mich.  12-15. 

Electronic  Specialty  Co.,  5121  San  Fernando  Rd.,  Los 

Angeles  39,  Calif.  1-6-13-22-25. 

Electrovert,  Inc.,  124  E.  40th  St.,  New  York  17,  N.  V 

10-11-21-25. 

Elesta  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragaz, 
Switzerland  5-15. 

Ess  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergenfield, 

N  J  15-19 

FARMER  ELECTRIC  PRODUCTS  CO.,  INC  ,  2300  Wash 
ington  St.,  Newton  Lower  Falls  62,  Mass  5.  AOV 
PC  568 

Ferrara.  Inc.,  8106  W.  Nine  Mile  Rd.,  Oak  Park  37, 

Mich  5. 

FILTORS,  INC  ,  30  Sagamore  Hill  Dr.,  Port  Washington, 

N  Y  10-12-13-16-1718-22.  AOV.  PG  214 

Fisher  Engineering,  Inc.,  2060  U.S.  24  Fast,  P  0 
Boi  327,  Huntington,  Ind  21.  Ihl 

Fisher  Pierce  Co.,  The,  170  Pearl  St  ,  South  Braintree 
85,  Mats  11-15. 

Five  Star  Co  ,  10  W  Mam  SI.,  Plantsville,  Conn.  17- 
19  (h) 

G-V  CONTROLS,  INC.,  28  Hollywood  Plaza,  East  Orange 
N  J  12-13-24-25.  AOV  PG  258  (h) 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd ,  Lot  Angeles 
45,  Calif  4 

General  Automatic  Carp,  12  Carlton  Ave,  Mountain 
View,  N  J  4-5-6-9  10-13-19-22-23-26  Ih) 

General  Communication  Co,  681  Beacon  St,  Boston  15, 
Mass  1-6-18-21 

GENERAL  CONTROLS  CO.,  801  Allen  Ave  .  Glendale  X  1, 
Calif  11.  AOV.  PG  75 

General  Electric  Co.  Apparatus  Sales  Dlv  ,  1  River  Rd  , 
Schenectady  5,  N  Y  4-5-6-7-10-12-13-15-16-17-19- 
20-22-25  (h) 

General  Electric  Co  ,  Ltd  of  England  Ilmira  Corp  I,  11 
University  Rd  .  Cambridge  38,  Mass.  10-18-21-23. 
General  Electronics  Corp  ,  17  Madison  Are  ,  Montgomery 
4.  Ala  17-25 

Globe  Electrical  Mfg.  Co.  1779  W  114th  St,  Gardena, 
Calif  1-7-10-17-18-19-23-24-25  Ih) 

Goat  Co  ,  Inc  ,  Fred  108  Dean  St.,  Brooklyn  17,  N  Y 
21. 

Gordos  Corp  ,  250  Glenwood  Aye ,  Bloomheld,  N  J 

11- 25-27.  Ih) 

Guardian  Electric  Mfg  Co.  1621  W  Walnut  St.  Chi 

cago  12,  III  7-8-9-10-12-13-17-18-19-20-21.22-23- 
25.  Ih) 

Hagen  Mfg  Co ,  202  20th  St  ,  Molme.  III.  25 
Hamlin,  IrK  ,  1116  Sherman  Ave,  f  variston.  III.  25 
HART  MFG.  CO  ,  242  Bartholomew  Ave  ,  Hartford  1, 
Conn  5-8-16-19-22-25  ADV  PG  510  Ih) 

HAYOON  CO.,  A  W.,  THE,  218  N  Elm  St  ,  Water- 
bury.  Conn  20-25.  ADV  PG  481 
HAYDON  DIV  OF  GENERAL  TIME  CORP.,  500  E.  Elm 
St,  ToriingtO'i,  Conn  25  ADV  PG  97 
HEATH  CO  ,  A  SUB  OF  OAYSTROM,  INC.,  Benton  Har 
bor  14.  Mich,  23.  AOV  PG  511. 

Hememann  Electric  Co.  150  Plum  St,  Trenton  2,  N  J 

12- 25. 

Heinz  Mueller  Engineering  Co  ,  Inc  ,  1906  N  Cicero  Ave., 


Chicago  39.  Ill  18. 

Hetherington,  Inc ,  Folcroft,  Pa  7-17-25.  Ih) 

Hl-G,  INC.,  Bradley  Field,  Windsor  Locks,  Conn  17-18- 
22  ADV  PG.  546  Ih) 

HILLBURN  ELECTRONIC  PROOUCTS  CO,  55  Nassau 
Ave  .  Brooklyn  22,  N  Y  8-9-10-12-17-19-21-22-23 
ADV.  PG.  527  Ih) 

Hufco  Industries.  2815  West  Olive  Burbank  Calif 

17-22-23  Ih) 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Interna¬ 
tional  Airport  Station,  Lot  Angeles  45,  Calif  6-7-8- 
9-18-20-21-22-25-27.  ADV  PG  105-110 


Hunter  Mfg  Co  ,  106  N  Linn  St.,  Iowa  City,  Iowa  15 
Industrial  Electronic  Controls  Co.  2271  E  14th  St, 
Brooklyn  29,  N  Y  5. 

Inteley  Systems  Inc  ,  72  Thames  St.,  New  York.  N  Y 

2- 16-21-23-26-27. 

Iron  Fireman  Mfg  Co.,  Electronics  Div.,  2800  S  E 
Ninth  Aye  ,  Portland  2,  Ore  19-22 
Jack  A  Heintz,  Inc  .  Cleveland  I,  Ohio  6-13.  Ih) 

Jaidinger  Mfg  Co ,  Inc  ,  The,  1921  W  Hubbard  St., 
Chicago  #2  III  7-8-9-10-12-17-19-22-25-27  Ih) 

JAMES  VIBRAPOWR  CO  ,  4050  N  Rockwell  St.,  Chi¬ 
cago  18.  Ill  1-16  ADV  PG  574 
JENNINGS  RADIO  MFG  CORP.,  970  McLaughlin  Ave  , 
P  0  Bov  1278,  San  Jose  8,  Calif  1-7-8-9-10-12- 

17- 26  AOV  PG.  505  Ih) 

Jordon  Electronics,  a  Div  of  Vlctoreen  Instrument  Co., 

3025  W  Mission  Rd  ,  Alhambra,  Calif.  5-6-8-9-10- 
12-13-15-19-20-21-25. 

Kellogg  Switchboari^  &  Supply  Co.,  6650  S.  Cicero  St., 
Chicago  2,  III  2-8-23. 

KURMAN  ELECTRIC  CO.,  DIV.  OF  NORBUTE  CORP., 

191-193  Newel  St  ,  Brooklyn  22,  N  Y  1-4-5-7-8-9- 
10-12-13-15-16-17-19-22-23-25.  ADV  PG  222  Ih) 
Larson  Instrument  Co.,  24  Orchard  St.,  Tarrytown,  N.  V. 

3- 4-5-7-8-10-12-13-16-19-24. 

LEACH  CORP.,  LEACH  RELAY  DIV.,  5915  S  Avalon 
Blvd,  Lot  Angeles  3,  Calif.  4-5-6-7-8-9-10-12-13- 
16-17-18-19-20-21-22-23-25.  AOV.  PG.  318-319  Ih) 
Leland,  Inc.,  G.  H.,  123  Webster  St.,  Dayton  2,  Ohio 

18- ».  Ih) 

Life  Instrument  Co.,  100  Brook  St.,  Franklin,  Mass 

4- 12-13-17-24-25.  Ih) 


Liguidometer  Corp.,  The,  Skillman  Ave.  at  3bth  St., 
Long  Island  City  1,  N.  V.  19.  Ih) 

Livingston  Electronic  Corp.,  Livingston,  N.  J.  25. 

Lucifer  Ltd.,  Geneva-Carouge,  Switzerland  4-6-13-16-19. 
Machinery  Electrification,  Inc.,  56  Hudson  St.,  North- 
boro,  Mast.  5-15-25. 

Mack  Electric  Devices,  Inc.,  43  Glerside  Aye  ,  Wyncote, 

Pa  11-17-19. 

Magnadyne  Co.,  84  S.  Water  St.,  Port  Chester,  N.  Y. 

2-4-9-16-19-22-25.  Ih) 

Magnecraft  Electric  Co,  3352  W  Grand  Aye  Chicago 
51,  III  1-2-4-7-8-9-10-12-13-17-18  19-20-22-23- 
25  Ih) 

MAGNETIC  AMPLIFIER^  INC.,  632  Tmton  Ave  .  New 
York  55,  N  Y.  13-ll  AOV  PG  286.  Ih) 

Magnetic  Devices,  Inc.,  712  East  St.,  Frederick,  Md. 

1-7-10-16-18-19  Ih) 

Manning,  Maxwell  A  Moore,  Inc.,  Industrial  Controls 
Oiv.,  250  E.  Main  St.,  Stratford,  Conn.  5. 

Mara  Electronics,  Inc,  44  Court  St..  Brooklyn  1,  N  Y. 
4-7-9-10-17-20-21-23. 

Marion  Electrical  Instrument  Co.,  Grenier  Field,  Man¬ 
chester,  N  H  1-3-19-22.  Ih) 

Master  Specialties  Co.,  956  E.  108th  St.,  Los  Angeles 
59,  Calif  6-19-25  Ih) 

May  Engineering  Co ,  6055  Lanke'shim  Blvd.,  North 

Hollywood,  Calif  25. 

Measurement  Engineering,  Ltd.,  Arnpnor,  Ontario,  Can¬ 

ada.  5-15-19-25. 

Mercoid  Corp.,  4201  Belmont  Ave,  Chicago  41.  III.  11. 
Mercury  Contacts,  Inc.,  P.  0.  Box  615-E,  Far  Hills  Sta¬ 
tion,  Dayton  19.  Ohio  11. 

Metals  A  Controls  Corp.,  31  Forest  St  ,  Attleboro, 

Mass.  12. 

Minneapolis  Honeywell  Regulator  Co  2753  Fourth  Ave  , 

S  Minneapolis  8,  Mmn.  11-25 
Miratel,  Inc  ,  1080  Dionne  St,,  St  Paul,  Minn  5-8-25. 

Modern  Industries,  Inc  ,  2601  Colorado  Ave  ,  Santa  Mon¬ 
ica,  Calif  12-13-19 

Molded  Insulation  Co.,  335  E  Price  St.,  Philadelphia 

44,  Pa  22. 

Monitor  Controller  Co.,  99  Grove  St.,  Rockland,  Mass 
7-12-26. 

Muirhead  A  Co.,  Ltd  ,  Beckenham,  Kent,  England.  4-17. 
Naybor  Laboratories,  Inc.,  E  V  ,  26  Manorhaven  Blvd., 
Port  Washington,  N  Y  12-13-17-22-25.  (h) 

Nemeth  Inr  .  2223  S  Carmelma  Ave  ,  Los  Angeles  64, 

Calif  8-18-21-25. 

Netwark^  Electronic  Corp.,  14806  Oxnard  St..  Van  Nuys. 
Calif 

Norrich  Plastics  Corp  .  107-109  W  18th  St  .  New  York 
11.  N  Y  2-5-8-9-10-12-13-16-17-18-19-20-21 
22-23-25-27 

NORTH  ELECTRIC  CO,  553  S  Market  St.  Gabon, 
Ohio  2-5-8-9-10-12-13-16-17-18-19-20-21-22-23-25- 
27  ADV  PG  219  (h) 

OK  Electranics  Corp,  7  Hunt  Place,  Nutley,  N  J  4- 
5-7-8-9-12-13-17-19-24-25-26  Ih) 

OAK  MFG  CO ,  1260  Clyboum  Ave ,  Chicago  10,  III 
18-20-21  ADV  PG  314,  315  Ih) 

OHMITE  MFG.  CO.,  3601  Howard  St  ,  Skokie,  III. 

7-10-12-13-17-19-23-25  ADV  PG.  200,  201  (h) 

OFAD  ELECTRIC  CO.,  69-5  Murray  St  ,  Nrn  York  7. 

N  Y  7-12.  ADV  PG  521 
Pacihc  Relays,  Inc ,  12027  Vote  St.,  North  Hollywood, 
Calif  17-19-22  (h) 

Palmer,  Inr,  M  V,  4002  Frud  Valley  Rd  ,  Vancouver, 
Wash  21-23. 

Penn  Keystone  Corp.,  Derby,  Conn  8.  (h) 

Penta  Laboratories.  Inc.,  312  N  Nopal  St  .  Santa  Bar¬ 
bara,  Calif  7-26. 

Phaostron  Instrument  A  Electronic  Co  151  Pasadena 
Ave.,  Sotth  Pasadena,  Calif  10-17-18-19-23-24  (h) 
Philadelphia  Scientific  Glass  Co.,  Quakertown,  Pa  7- 
11-17-24-26 

PHILLIPS  CONTROL  CORP  ,  59  W  Washington  St 
Joliet,  III  4-9-10-17-19-22-23-25.  ADV  PG  361, 
362  (h) 

Photo  Crystals,  Inc.,  15  S  First  St  ,  Geneva,  III  11- 
15-17-25-26  (h) 

Photobell  Co  Inc,  43  Vesey  St.,  Nen  York  7  N  Y 
15 

POLLAK  CORP  ,  JOSEPH  75-99  Freeport  St.,  Dorchester 
22,  Mats  1-4-7-13-19-22-23-24.  AOV  PG  358 

(h) 

Potter  A  Brumfield,  Inc  ,  Princeton,  Ind  4-7-8-10-16- 
17-19-20-21-22-23.  (h) 

PRICE  ELECTRIC  CORP,  Frederick,  Md  1-7-10-12- 
13-17-18-19-21-22-23-25  ADV  PG  551 
Production  Instruments  Oiv.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III  11-24-25. 

Pye  Telecommunications  Ltd  ,  Newmarket  Rd.,  Cambridge, 
England.  14 

R-B-M  Division,  Essex  Wire  Corp.,  Logansport,  Ind 
2-5-7-12-15-16-17-19-23  (h)' 

Radar  Relay,  Inc.,  2120  Pontius  Ave  ,  Los  Angeles  25, 
Calif  19-22 

RADIO  CORP  OF  AMERICA,  ENGINEERING  PRODUCTS 
OIV.,  Camden,  N.  J.  22.  ADV.  PG.  440,  441.  Third 
A  FosKth  Covert  A  Preceding  Insert 
Randall,  Inc.,  Douglas,  6  Pawcatiick  Ave.,  Waverly,  R  I 
17-18-19.  (h) 

Raymond  Engineering  Laboratory,  Inc.,  Smith  St.,  Middle- 
town,  Conn.  22.  Ih) 

RED  BANK  DIVISION,  BENDIX  AVIATION  CORP.,  Rt 
35,  Eatontown,  N.  J.  7-13-25.  ADV.  PG.  89. 

RELAY  SALES,  INC  ,  P  0  Box  186B,  West  Chicago, 
III  1-4-7-8-9-10-11-12-16-17-18-19-20-21-22-23- 
25.  AOV  PG.  381. 

Relays,  Inc  ,  162  W  B3rd  St  ,  New  York  24,  N  Y 
4-8-15-17-23.  (h) 


Resitron  Laboratories,  Inc.,  2908  Nebraska  Ave.,  Santa 
Monica,  Calif  7-11-26.  Iltl 

REVERE  CORP  OF  AMERICA,  SUB.  OF  NEPTUNE 
METER  CO.,  Wallingford  2,  Conn.  19-27.  ADV.  PG. 
492.  (h) 

Rhodes,  Inc.,  M.  H.,  30  Bartholomew  Ave.,  Hartford, 
Conn  25. 

RIPLEY  CO.,  INC.,  Middletown,  Conn.  15.  ADV.  PG, 
564. 

Scientific  Electronic  Labs,  Inc.,  866  Bergen  St.,  Newark 
8,  N  J.  11-26. 

Servo-Tek  Products  Co.,  Inc.,  1086  Gofle  Rd.,  Haw¬ 
thorne,  N  J.  5. 

Siemon  Mfg  Co  ,  »  0,  Box  275,  Wayne,  III.  18. 

SIGMA  INSTRUMENTS,  INC.,  180  Pearl  St.,  South 
Braintree  85,  Mass.  9-10-15-16-19.  ADV.  PG.  68, 

69  (h) 

Simpson  Electric  Co.,  Div  of  American  Gage  A  Machine 
Co,  5218  W  Kmzie  St.,  Chicago  44,  III.  3-12-13- 
19. 

Slaughter  Company,  Piqua  9,  Ohio  5. 

Standard  Electromagnetics,  Inc  ,  43-45  S.  Carroll  St., 
Frederick,  Md.  1-2-^-7-8-9-10-15-17-19-20-21-22- 
23.  (h) 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 

83  Aldwych,  London,  W  C  2,  England.  7-15-16-23- 
25-26.  (h) 

Stein-  Inc  190  Henry  St.,  Stamford,  Conn. 
STEVENS-ARNOLD  INC.,  22  Elkins  St.,  South  Boston 
27,  Mai,  6-9-16-27.  AOV.  PG  24.  (h) 

Stromberg  Carlson  Co  .  Div  of  General  Dynamics  Corp., 
100  Carlson  Rd ,  Rochester  3,  N  Y.  21-23-25. 
Struthers-Ounn  Inc.  lamb's  Rd ,  Pitman,  N  J  4-7- 
8-9-10-11-12-13-17-18-19-20-21-22-23-25-26.  (h) 

Symphony  Electronics  Corp,  925  S.  Western  Ave.,  Los 
Angeles  6,  Cai.f  1. 

Tally  Register  Co.,  5300  14  N  W.  Seattle,  Wash.  8-10. 
Tammen  A  Denison  Inc  ,  4751  N  Olcott  Ave  ,  Chicago 
31.  Ill  13. 

tr-ch  l  aboratories,  Inc  ,  Bergen  A  Edsall  Blvds.,  Pali- 
s-idr  Park,  N  J  18-19. 

Telecomputing  Corp.,  915  N.  Citrus  Ave  ,  Los  Angeles  38, 
-aiif  17-19-22  (h) 

Tei  'po  Instrument,  Inc.,  P.  0.  Box  338,  240  Old  Country 
Rd  ,  H.cknville,  N  Y.  22-25 
Terado  Co,  1059  Raymond  Ave,  St.  Paul  14,  Minn. 

22  <h) 

TRANSCO  PROOUCTS,  INC.,  12210  Nebraska  Ave ,  Los 
Angi-  -  25,  Calif  1.  ADV.  PG.  571. 

Trepac  Corp  o'  America,  1  Fngle  St  ,  Englewood,  N.  J. 

5-8-9-15-16-19-23.  (h) 

Tuplett  Ele,:..'  Irstrument  Co.,  Harmon  Rd.,  Bluffton, 
Ohio.  3. 

TUNG-SOL  ELECTRIC,  INC.,  95  Eighth  Ave.,  Newark  4, 

N  J.  4-12-13-19-25.  ADV  PG.  16,  17.  (h) 

Co  ,  George,  413  Market  St.,  Newark  5,  N.  J. 
25 

united  A  .  laft  Products,  Inc  ,  1116  Bolander  Ave., 

Dayton  1,  Ohio  24. 

U  S  Instr_cient  Corp,  Charlottesville,  Va  23. 
u  S  Relay  Cc  1740  Alb. on  St,  Los  Angeles  31,  Calif. 

2-4-6-7-10-12-13-17-19-22-23-25  (h) 

UNION  SWITCH  A  SIGNAL  OIV.  OF  WESTINGHOUSE 
AIR  BRAKE  CO  ,  Pittsburgh  18,  Pa  8-18-19-22-23 

AD.  PG  386  (h) 

Universal  Match  Corp  Avionics  Dept  ,  4407  Cook  Ave., 

St  Lou  1 5,  Mo.  13. 

'Vapor  Heat.ng  Corp  ,  6420  W.  Howard  St.,  Chicago  31, 
III  7-17.  (hi 

VARO  MFG  CO,  INC,  2201  Walnut  St,  Garland, 
T»x.  6  ADV  PG  454 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd , 
Unon  N  J  5-10-12-13-15-17-19-25.  AOV  PG. 
346 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  DIV., 
5806  Hough  Ace .  Cleveland  3,  Ohio.  25.  ADV.  PG. 
254 

Vocation  Mfg.  Div.  c'  Vocaline  Co.  of  America,  Inc.,  Old 
Saybrook.  Conn  20-25. 

WacLi-e  Inc.,  35  S  St  Clair  St.,  Dayton  2,  Ohio.  3. 
Wallace  4  Tiernan,  Inc  ,  25  Mam  St.,  ^Ileville  9,  N  J. 

6 

WARD  LEONARD  ELECTRIC  CO.,  31  South  St.,  Mt 
Vernon,  N  Y  17-19.  AOV.  PG.  28 
Warren  Mfg  Co.,  Inc.,  The.  Newton  Rd.,  Littleton,  Mass. 
7-13 

Waugh  Engineering  Co ,  7842  Burnet  Ave ,  Van  Nuys, 
Calif.  6-25. 

Westinghouse  Electric  Corp  ,  P.  0.  Box  868,  Pittsburgh 
30,  Pa  3-4-6-7-10-12-13-15-16-17-19-24-25. 

Weston  Instruments  Oiv.  of  Daystrom,  Inc.,  614  Frellng- 
huysen  Ave  ,  Newark  12,  N.  J.  17-19. 

Wheelock  Signals,  Inc  .  273  Branchport  Ave.,  Long 

Branch,  N  J.  1-4-8-10-12-13-16-17-18-19-22-23. 

(h) 

Wilson  4  Co.,  G  C.,  1915  Eighth  Ave.,  Huntnigton, 
W.  Va  25.  (h) 

Worner  Electronic  Devices,  Rankm,  III.  15. 

REMOTE  CONTROLS  SYSTEMS 
$••  SYSTEMS— Romofo  Control 
RESINS 

S«o  PLASTIC  MATERIALS 
RESINS— Potting  A  Encopeuloting 

Aries  Laboratories,  Inc.,  45-33  Davis  St.,  Long  Island 
City  1,  N  Y. 

Armstrong  Products  Co.,  P.  0.  Box  1-EB,  Warsaw,  Ind. 
Bacon  Industries,  Inc.,  192  Pleasant  St.,  Watertown, 
Mass 

Biggs  Co.,  Carl  H.,  2255  Barry  Ave  ,  West  Los  Angeles 
64,  Calir 


ELECTRONICS  BUYERS'  GUIDE -Jung,  1958  -  MID-MONTH 


D-179 


RESISTORS 


1958-1959  LISTINGS  of 


BIWAX  CORP.,  3445  Howard  St.,  Skokie,  III.  ADV. 
PG.  472. 

Ciba  Co.,  Inc.,  Plastics  Oiv.,  Kimberton,  Pa. 

Dow  Corning  Carp.,  Midland,  Mich. 

EASTERN  PRECISION  RESISTOR  CORP.,  675  Barbey 
St.,  Brooklyn,  N.  Y.  ADV.  PG  351. 

ELECTRONIC  PLASTICS  CORP.,  675  Barbey  St., 
Brooklyn  7,  N.  Y.  ADV.  PG.  563. 

Electronic  Service  Corp.,  2‘»06  Birch  St.,  Franklin  Park, 
III. 

Ellanar  Chemical  Co.,  2308  Oakton  St.,  Evanston,  III. 

Emerson  &  Cuming  Inc.,  869  Washington  St.,  Canton, 
Mass. 

Isocyanate  Products,  Inc.,  P  0.  Box  1681,  Wilmington, 
Del. 

Marblette  Corp.,  37-21  30th  St.,  Long  Island  City  1, 
N.  Y. 

Meter-Mix  Corp.,  626  Dorchester  Ave.,  South  Boston  27, 
Mass. 

Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 
S.,  Minneapolis  8,  Minn. 

Nopco  Chemical  Co.,  Plastics  Div.,  Harrison,  N.  J. 

Permacel  Tape  Corp.,  U.  S.  Highway  1,  New  Brunswick, 
N.  J. 

Reichhold  Chemicals,  Inc.,  525  North  Broadway,  White 
Plains,  N  Y. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd., 
Davisville,  Pa.  ADV.  PG.  472. 

Schenectady  Varnish  Co.,  Inc.,  Schenectady,  N  Y. 

Shell  Chemical  Corp.,  380  Madison  Ave.,  New  York  17, 
N.  Y. 

Smooth-On  Mfg.  Co.,  572  Communipaw  Ave.,  Jersey  City 
4,  N.  J. 

Technicraft  Co.,  1156  Commonwealth  Ave.,  Boston  34, 
Mass. 

Terrell  Corp.,  19  Lane  St.,  Waltham  54,  Mass. 


RESISTORS 

Fixed  Compotitien 
1.  Low  wattage 

7.  Temperature  sensitive 

3.  High  frequency 

4.  High  megohm 

5.  High  voltoge 

6.  High  wattage 

7.  Voltage  sensitive 

8.  Resister-suppressor 
Variable  Composition 

9.  Controls 

10.  Controls,  High  Resistance 

11.  Controls,  High  Voltage 
Wire  Wound 

12.  2  Watts  and  under 

13.  4  to  35  Watts 

14.  4  to  225  Watts 

15.  4  to  500  Watts 

16.  500  to  1500  Watts 

17.  Precision  lew  voltage 

18.  Precision  high  voltage 

19.  Rf  non-inductive 
Variable  Wire  Wound 

20.  4  Watts  and  under 

21.  5  to  25  Watts 

22.  25  Watts  and  over 

23.  500  Watts  and  over 

24.  Slide  wire 

25.  Adjustable 

•  26.  Rheostat— potentiometer  types 

ACF  Electronics,  800  N.  Pitt  St.,  Alexandria,  Va.  1. 
Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 

12-17-18-19. 

ALLEN-BRAOLEY  CO.,  136  W.  Greenfield  Ave.,  Mil¬ 
waukee  4,  Wis.  1-4-9-10.  ADV.  PG.  421. 

Analogue  Controls,  Inc.,  39  Roselle  St.,  Mineola,  N  Y 
24-26. 

Atlas  Resistor  Co.,  1128  Madison  St.,  Chester,  Pa.  13- 

14- 22. 

Axel  Bros.,  Electronics  Div.,  134-20  Jamaica  Ave., 
Jamaica,  N.  Y.  12-17-19. 

Bond  Electronics  Corp.,  60  Springfield  Ave.,  Springfield. 
N.  J.  12-17-18-19 

BORG  EQUIPMENT  OIV.,  THE,  GEORGE  W.  BORG 
CORP.,  120  S.  Main  St.,  Janesville,  Wit.  26.  ADV 
PG.  209-212. 

Bourns  Laboratories,  Inc.,  P.  0.  Box  2112,  Riverside, 
Calif.  9-10-11-12-13-14-15-16-20-21-22-23-26  (h) 

Bradford  Components,  Inc.,  Salamanca,  N  Y.  12-13-14- 

15- 17-19-20-24. 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phil¬ 
adelphia  33,  Pa.  1-2-3. 

CARBORUNDUM  CO.,  THE,  GLOBAR  PLANT,  Niagara 
Falls,  N  Y  1-2-3-4-5-6-7-8.  ADV  PG  72,  73. 
CARBORUNDUM  CO.,  THE,  LATROBE  PLANT,  Latrobe, 
Pa.  2.  ADV.  PG.  72,  73. 

Carol  Electronics  Corp.,  315  W.  Stephen  St.,  Martins- 
burg,  W.  Va.  12. 

Carter  Parts  Co.,  3401  Madison  St.,  Skokie,  III.  12- 
20-21-25-26. 

CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wis.  9-12-20-21.  ADV.  PG 
422 

CHICAGO  TELEPHONE  SUPPLY  CORP.,  1142  W.  Beards¬ 
ley  Ave.,  Elkhart,  Ind  9-10-11-17-20-26  ADV 
PG.  301. 

Cinema  Engineering  Div.,  Aerovox  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif.  12-17-26. 

Circuit  Instruments,  Inc.,  2801  Anvil  St.  North, 
P.  0.  Box  1438,  St.  Petersburg,  Fla.  26. 

Clark  Controller  Co.,  1146  E.  152nd  St.,  Cleveland 
10,  Ohio.  6-26. 


CLARK  ELECTRONIC  LABS.,  Box  165,  Palm  Springs, 
Calif.  7-9.  ADV.  PG.  527. 

Clarostat  Mfg.  Co.,  Inc.,  Dover,  N.  H.  9-10-11-12-13- 
17-18-20-22-25-26. 

Coilcraft,  Inc.,  Gary,  III.  13. 

Consolidated  Resistance  Co.  of  America  Inc.,  44  Pros¬ 
pect  St.,  Yonkers,  N.  Y.  12-13-14-17. 

Continental  Carbon  Oiv.  of  Wirt  Co.,  5221  Greene  St., 
Philadelphia  44,  Pa.  12-13-14-20-21-25-26. 

Corbett  Science  Labs.,  F.W ,  3117  Venice  Blvd.,  Los 
Angeles  19,  Calif.  1-2-4-7-8-9-10-12-13-17-18-19- 
20-26. 

DALE  PRODUCTS,  INC  ,  Box  136,  Columbus,  Neb  12- 
13-14-17-18-19-20-26.  ADV  PG  194,  195 
DAVEN  CO.,  Route  10,  Livingston,  N.  J.  9-12-17-18- 
19-20-25-26.  ADV.  PG  401 
DeWitt  Development  Co.,  308  W  127th  St.,  Blue 
Island.  III.  12-18. 

EASTERN  PRECISION  RESISTOR  CORP.,  675  Barbey 
St.,  Brooklyn,  N.  Y.  12-17-20-24-25-26.  ADV.  PG 
351 

Electro-Flex  Heat,  Inc ,  83  Woodbine  St.,  Hartford  6, 
Conn  14-17-18-19. 

Electro  Impulse  Labs.,  208  River  St.,  Red  Bank,  N.  J. 

3. 

Electro  Instruments,  Inc.,  3540  Aero  Court,  San  Diego 
11.  Calif  12 

ELECTRO-MEASUREMENTS,  INC.,  7524  S  W  Macadam, 
Portland  1,  Ore.  17-25.  ADV.  PG.  138,  139. 
Electromath  Corp.,  42-14  Greenpoint  Ave.,  Long  Island 
City  4,  N  Y  12-13-17-18-20-21-26 
Elektro-Serv  Co.,  480  Johnson  Ave.,  Brooklyn  37,  N  V 
3. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa  1-4-5-6-8  ADV 
PG.  140,  141 

First  Electronics  Corp.,  117  Blue  Hill  Ave.,  Boston  19, 
Mass  17. 

FUGLE-MILLER  LABS,  INC.,  301  Central  Ave.,  Clark. 

N.  J.  12-17-19  ADV  PG  535 
G  B  Components  Inc.,  14621  Arminta  St.,  Van  Nuys, 
Calif.  12-17. 

GAMEWELL  CO.,  THE  1238  Chestnut  St.,  Newton  Upper 
Falls  64,  Mass  17.  ADV.  PG.  300 
General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N  Y.  13-14-15-16-21-22-23-24. 
GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39.  Mass  12-13-20-21-25-26  ADV  PG  178, 
179 

GENERAL  RESISTANCE  INC.,  577  E  156th  St  ,  New 
York  55,  N.  Y  12-17-19.  ADV  PG  586  Ih) 
GENERAL  TRANSISTOR  CORP.,  91-27  13Sth  Place. 

Jamaica  35,  N  V  17-18.  ADV  PG.  384,  385 
Gray  Instrument  Co..  200  E  Church  Lane,  Philadelphia 
44,  Pa  12-13-17-18-24. 

Hallett  Mfg.  Co.,  5910  Bowcroft  St.,  Los  Angeles  16, 
Calif.  8. 

HARDWICK  HINDLE,  INC  ,  40  Harmon  St.,  Newark  5, 
N  J  21-22-23-24-25-26.  ADV  PG  158,  159  _ 
Helco  Products  Corp.,  7832  Balboa  Blvd.,  Van  Nuys. 
Calif  20-25-26. 

Instrument  Resistors  Co.,  1036  Commerce  Ave.,  Union 
N  J  12-17-18-19.  fh) 

INTERNATIONAL  RESISTANCE  CO.,  401  N  Broad  St  , 
Philadelphia  8,  Pa  1-3-4-5-6-9-11-12-13-14-17- 
18-19-20-25  ADV  PG  189-192 
Janco  Corp.,  3111  Winona  Ave.,  Burbank,  Calif  6 
Julie  Research  Laboratories,  556  W  168th  St.,  New 
York  32.  N  Y  12-17-18-19 
K-F  DEVELOPMENT  CO.,  2606  Spring  St.,  Redwood 
City  Calif  12-17-18-26.  ADV  PG  464 
KELVIN  ELECTRIC  CO.,  5907  Noble  Ave.,  Van  Nuys. 

Calif  12-17  ADV  PG  516. 

Key  Resistor  Corp.,  321  W.  Redondo  Beach  Blvd, 
Gardena,  Calif  12-13-14-15-16-17-19.  (h) 

KEYSTONE  CARBON  CO.,  INC.,  St  Marys,  Pa  2 
ADV.  PG  13 

Lectrohm,  Inc.,  5561  Northwest  Highway,  Chicago  30, 
III  12-15-16-20-22-23-25 

Leeds  &  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa  17. 

Lesa,  Via  Bergamo  21,  Milan,  Italy  9-20-21-22-26. 
Mallory  &  Co.,  Inc.,  P.  R  ,  34  S  Gray  St.,  Indianapolis 
6,  Ind  9-12-13-14-15-20-21-24-25-26. 

Maurey  Instrument  Corp.,  7924  S  Exchange  Ave  ,  Chi¬ 
cago  17,  III  20-26 

Mepco,  Inc,  35-37  Abbett  Ave,  Morristown,  N  J. 

12- 13-17-18-19. 

Miller  Research  Labs.,  5529  S.  First  St.,  Milwaukee  7, 
Wis  2-12-17. 

Milwaukee  Resistor  Co.,  700  W  Virginia  St.,  Milwaukee 
4,  Wis.  12-13-14-15-16-17-19-25 
Minneapolis-Honeywell  Regulator  Co.,  Industrial  Oiv., 
Seventh  &  Grange  Sts.,  Philadelphia  44,  Pa  17. 
Model  Engineering  &  Mfg  Inc.,  Huntington,  Ind  15- 

16- 19-22-23-25-26. 

Monitor  Controller  Co.,  99  Grove  St.,  Rockland,  Mass 
14. 

Muirhead  &  Co.,  Ltd  ,  Beckenham,  Kent,  England  12- 

17- 25. 

Mullenbach  Div.  of  Electric  Machinery  Mfg  Co.,  2100 
E.  27th  St.,  Los  Angeles  58,  Calif.  16. 

Muter  Co.,  1255  S.  Michigan  Ave.,  Chicago  5,  III. 

13- 17-20-26. 

Nagog  Associates,  Inc.,  Littleton,  Mass.  17. 

Networks  Electronic  Corp.,  14806  Oxnard  St.,  Van 
Nuys,  Calif. 

NON-LINEAR  SYSTEMS,  INC.,  Del  Mar  Airport,  Del 
Mar,  Calif.  12-17.  ADV  PG  442. 

Ohio  Carbon  Co.,  12506  Berea  Rd.,  Cleveland  11,  Ohio. 
1-3-5-8-12-13-14-25. 


OHMITE  MFG.  CO.,  3601  Howard  St.,  Skokie,  III.  1-9-12- 
13-14-15-16-17-18-19-20-21-22-23-24-25-26  ADV 
PG  200,  201. 

Pacific  Resistor  Co.,  1881  Sepulveda  Blvd.,  Lot  Angeles 
25,  Calif.  12-15-16-17-19-24. 

Painton  Div.  of  British  Electronics  Sales  Co  ,  Inc  .  Oak¬ 
land  Garden  Sta.,  Flushing  64,  N  Y.  12-13-14-15-16- 
17-19-20-21-22-24-25-26. 

Pimex,  Inc.,  18  E.  60th  St.,  New  York  22,  N  Y.  17-26. 
Precision  Electronic  Components  Ltd.,  50  Wingold  Ave., 
Toronto  19,  Ontario,  Canada.  9-10-11. 

Precision,  Inc.,  730  Lyndale  Ave.,  N.,  Minneapolis,  Minn. 
12-14-17-2^ 

PRECISION  LINE,  INC.,  63  Main  St.,  Maynard,  Mass. 

12-13-20-24-25-26.  ADV.  PG  570. 

Precision  Resistor  Co.,  109  U.  S  Highway  #  22, 
Hillside  5,  N  J  12-17-18. 

R.  C  L.  Mfg  Co  ,  New  Jersey  Ave.,  Riverside,  N.  J. 

12-13-14-15-17-18-21-22-23-24-25. 

Ram  Meter,  Inc.,  1100  Hilton  Rd,  Ferndale,  Detroit  20, 
Mich.  5-6-15-16  17-18-22-23-;^4-25. 

Reon  Resistor  Corp.,  117  Stanley  Ave.,  Yonkers,  N.  Y. 
9-10-12-17 

RESISTANCE  PRODUCTS  CO.,  914  S  IJth  St  ,  Harris¬ 
burg,  Pa  3-4-5-17-18  ADV.  PG.  322 
Resistors,  Inc.,  5226  W.  26th  St.,  Chicago  50,  III. 
12-13-14-15. 

Rex  Rheostat  Co.,  3  Foxhurst  Rd.,  Baldwin,  N  V. 

14-15-16-23-24-26. 

Rho  Engineering  Co.,  2242  Sepulveda  Blvd.,  Lot  Angeles 
64,  Calif.  12-17. 

Rinco,  Inc  ,  7962  S.  E  Powell  Blvd.,  Portland  6,  Ore. 
12-13-14-15-17,18-19-26 

Ruge  Associates,  Inc.,  Arthur  C.,  733  Concord  Ave  .  Cam¬ 
bridge,  Mass  17. 

SAGE  ELECTRONICS  CORP.,  302  N  Goodman  St  ,  Roch¬ 
ester  7,  N.  Y  12-1314-17-18  ADV  PG  502 
Samarlus  Electronic  Corp.,  123  Canal  St.,  Shelton.  Conn 
17-18-19-25-26. 

Servotrol  Co.,  114  W.  Illinois  St.,  Chicago  10,  III.  20. 
Shallite,  Inc.,  128  W  First  Ave.,  Roselle,  N  J  12- 
17. 

Spectrol  Oiv.  of  Carrier  Corp.,  1704  S.  Del  Mar,  San 
Gabriel,  Calif  12-17-20-26 

Speer  Resistor  Division,  Speer  Carbon  Co ,  St  Marys, 
Pa  1. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass  13-14-19-21. 

Stackpole  Carbon  Co.,  St.  Marys,  Pa.  1-8-9. 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.  C.  2.  England  12-13-20-21 
Tech  Laboratories,  Inc.,  Bergen  8  Edtall  Blvds.,  Palisades 
Park,  N  J  2-17-26. 

Technical  Impel  Corp.,  750  Main  St.,  Winchester,  Mass 

1. 

Tel-Labt.,  Inc.,  1050  Second  St.,  Manchester,  N.  H. 

12- 17-18. 

Tepro  Electric  Corp.,  408A  Burke  Bldg.,  5  St  Paul  St., 
Rochester  4,  N  Y  12-13-14. 

TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave.,  Dallas  9,  Texas.  2.  ADV  PG  396 
Topp  Industries  Inc,  5255  W  102nd  St.,  Los  Angeles 
45,  Calif  20-25-% 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave,  Jamaica  35, 
N  Y  17-18 

TRU-OHM  PROOUCTS  OIV.,  MODEL  ENGINEERING  & 
MFG  ,  INC.,  2800  Milwaukee  Ave.,  Chicago  IB.  Ill 

13- 14-15-16-19-22-23-25-26.  ADV  PG  379 

United  Mineral  &  Chemical  Coro ,  16  Hudson  St ,  New 
York  13,  N  Y  1-2-20-21-22-23-25-26 
VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  OIV., 
5806  Hough  Ave.,  Cleveland  3,  Ohio  4-5-6.  ADV 
PG  254 

WARD  LEONARD  ELECTRIC  CO.,  31  South  St  ,  Mt  Ver¬ 
non,  N  Y  13-14-15-16-19-22-25-26.  ADV  PG  28 
WATERS  MANUFACTURING  INC  ,  Boston  Post  Rd  , 
Wayland,  Mass  20-26.  ADV  PG  473 
WELWYN  INTERNATIONAL,  INC.,  3355  Edgecliff  Ter¬ 
race  Cleveland  11,  Ohio.  4-5-6-7-9-12-13-14-15-17- 
21-»-24-25-26.  ADV  PG.  512 
Western  Insulated  Wire  Co.,  2425  E.  30th  St.,  Los 
Angeles  58,  Calif.  12-13-14-15-16-17-19-24-25 
Westinghouse  Electric  Corp  P.  0.  Box  868.  Pittsburgh 
30,  Pa  5-6-12-13-14-15. 

Weston  Instruments  Oiv.  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 

White  Dental  Mfg.  Co.,  S.  S.  Industrial  Div.,  10  E 
40th  St.,  New  York  16,  N  Y  4 
Winston  Electronics,  Inc.,  4312  Main  St.,  Philadelphia 
27,  Pa  5. 

Workman  TV,  Inc.,  309  Queen  Anne  Rd  ,  Teaneck,  N  J. 
2-7-13. 

RESISTORS-Corbon  Film 

Aerovox  Corp.,  740  Belleville  Ave  ,  New  Bedford,  Mass. 
Arnhold  Ceramics,  Inc.,  1  E.  57th  St.,  New  York  22, 
N  Y. 

Bourns  Laboratories,  Inc,,  P.  0  Box  2112,  Riverside, 
Calif 

CHICAGO  TELEPHONE  SUPPLY  CORP.,  1142  W. 

Bearsley  Ave.,  Elkhart,  Ind  ADV  PG  301 
Clarostat  Mfg  Co  Inc  ,  Dover,  N  H. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N  Y.  ADV.  PG.  573. 

Continental  Carbon  Oiv.  of  Wirt  Co.,  5221  Greene  St., 
Philadelphia  44,  Pa  (hi 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb 
ADV  PG.  194,  195 

DAVEN  CO.,  Route  10,  Livingston,  N  J.  ADV  PG. 
401. 

Dwyer  Engineering  Co.,  Inc.,  P.  0.  Box  452,  Nashua, 
N.  H. 
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ELECTRONIC  and  ALLIED  PRODUCTS _  RESISTORS 


Elrctra  Mfg.  Co,  Resistor  Olv.,  40^1  Broadway,  Kansas 


City,  Mo 

(h) 

ERIE  RESISTOR  CORP.,  Erie  b. 

Pa 

AOV  PG 

190, 

141 

INTERNATIONAL  RESISTANCE 

CO., 

401  N 

Broad 

St.,  Philadelphia  8,  Pa  AOV 

PG 

189-192 

Key  Resistor  Corp ,  121  W  Redondo  Beach  Blvd  ,  Gar¬ 
dena,  Calif. 


Mepco,  Inc ,  ii-37  Abbett  Ave.,  Morristown,  N  J  <h) 

Pyrofllm  Resistor  Co.,  Inc.,  U.  S  Highway  #46.  Parslp- 
pany,  N  J. 

Sprague  Electric  Co,  12S  Marshall  St,  North  Adams, 
Mass 

TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave  ,  Dallas  9,  Teias  ADV  PG  396. 

United  Mineral  &  Chemical  Corp.,  16  Hudson  St  ,  New 
York  13,  N  V 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  DIV 
S806  Hough  Ave.  Cleveland  3,  Ohio.  ADV.  PG  2S4 

WELWYN  INTERNATIONAL  INC.,  33SS  Edgeclifl  Terrace, 
Cleveland  II,  Ohio  AOV  PG  312 

Wilrite  Products,  Inc  .  3133  W  130th  St.,  Cleveland 
11,  Ohio. 


RESISTORS— Dopoeieosf  Carbon 

ACF  Electronics,  BOO  N  Pitt  St,  Aleiandria,  Va 
Aerovok  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 
Allies'  Products  Corp.,  P  0  Boi  188,  Kendall  Branch. 
Miami,  Fla 

Arnhold  Ceramics,  Inc.,  1  E.  37th  St  ,  New  York  22, 
N.  Y. 

Bourns  Laboratoi  les,  Inc.,  P  0  Boi  2112,  Riverside, 
Calif 

CENTRALAB  OlV.,  GLOBE-UNION,  INC.,  914Y  E  Keefe 
Ave.,  Milwaukee  I,  Wis.  ADV.  PG  422 
Clarostat  Mfg.  Co.,  Inc ,  Dover,  N  H 
DALE  PRODUCTS,  INC,  Boa  136,  Columbus,  Neb 
ADV.  PG  194,  195 

EIcctrt  Mfg  Co.,  Resistor  Oiv.,  4031  Broadway,  Kansas 
City,  Mo  fh) 

Elektro  Sent  Co  480  Johnson  Ave  ,  Brooklyn  37,  N.  Y 
ERIE  RESISTOR  CORP.,  Erie  6,  Pa  ADV  PC  140, 
141 

G-C  ELECTRONICS  MFC  CO.,  OIV  OF  6-C-TEXTRON 
INC.,  400  S  Wyman  St.,  Rockford,  III.  AOV.  PG 

•0 

INTERNATIONAL  RESISTANCE  CO,  401  N  Broad  St., 
Philadelphia  S,  Pa  ACV  PG  189-192 
Irwin  Products  Co.,  4937  N  Damen,  Chicago  23,  III. 
Key  Resistor  Corp ,  321  W.  Redondo  Beach  Blvd.,  Gar¬ 
dena.  Calif. 

Mepco.  Inc.,  33-37  Abbett  Ave.,  Morristown.  N  J.  (h) 
Nucleonic  Products  Co.,  1601  Grande  Vista  Ave  ,  Los 
Angeles  23,  Calif 

Phaostron  Instrument  A  Electronic  Co.,  131  Pasadena 
Ave.,  South  Pasaderu,  Calif. 

Pyrofllm  Resistor  Co ,  Inc.,  U.  S.  Highway  46,  Parsip- 
pany,  N  J. 

Servomechanisms,  Inc.,  Special  Products  Oiv,  12300 
Aviation  Blvd.,  Hawthorne,  Calif. 

Sprague  Electric  Co.,  123  Marshall  St.,  North  Adams, 
Mass 

TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave.,  Dallas  9,  Texas.  AOV.  PG  396. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St ,  New 
York  13,  N  Y 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  DIV. 

5806  Hough  Ave  .  Cleveland  3,  Ohio.  ADV.  PG.  234. 
WELWYN  INTERNATIONAL  INC.,  3333  Edgccliff  Terrace. 

Cleveland  11,  Ohio.  AOV.  PG  312 
Wilrite  Products,  Inc.,  3833  W  130th  St  ,  Cleveland 
11,  Ohio 


RlimORS-fnco^ufarad 

Arnhold  Ceramics,  Inc.,  1  E  37th  St.,  New  York  22, 
N.  V. 

Axel  Bros.  Electronics  Olv.,  134-20  Jamaica  Ave, 
Jamaica,  N.  V 

Bond  Electronics  Corp.,  60  Springfield  Ave.,  Springfield, 
N  J. 

Bourns  Laboratories,  Inc.,  P  0  Boi  2112,  Riverside, 
Calif. 

CBC  Elwtronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa 

CHICAGO  TELEPHONE  SUPPLY  CORP.,  1142  W  Beards¬ 
ley  Ave.,  Elkhart,  Ind  ADV.  PG  301. 

Cinema  Engineering  Olv.,  Aerovex  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif. 

Clarostat  Mfg.  Co.,  Inc.,  Dover,  N  H. 

Consolidated  Resistance  Co.  of  America,  Inc.,  44  Pros¬ 
pect  St.,  Yonkers,  N.  Y. 

Continental  Carbon  Oiv.  of  Wirt  Co.,  3221  Greene  St., 
Philadelphia  44,  Pa 

Corbett  Science  Labs.,  F.  W.  3117  Venice  Blvd.,  Los 
Angeles  19,  Calif. 

DALE  PRODUCTS,  INC.,  Box  136,  Colunsbus,  Ncbr. 

AOV  PG  194,  193. 

OAVEN  CO.,  Route  10,  Livingston,  N.  J.  AOV.  PG.  401. 

Dwyer  Engineering  Co.,  Inc.,  P.  0.  Box  432,  Nashua, 

EASTERN  PRECISION  RESISTOR  CORP.,  673  Barbey  St., 
Brookly.n,  N  Y.  AOV.  PG.  331. 

Eiectra  Mfg.  Co.,  Resistor  Oiv.,  4031  Broadway,  Kansas 
City,  Mo. 

ElKtronic  Service  Corp.,  2906  Birch  St.,  Franklin  Park, 
III. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa  AOV.  PG.  140, 
141. 


G  B  Components  Inc.,  14621  Armmta  St  ,  Van  Nuys, 
Calif 

GENERAL  RESISTANCE  INC.,  377  E  136th  St,  New 
York  55,  N  Y  AOV  PG.  586 
Gordos  Corp  ,  230  GIcnwood  Ave.,  Bloomfield,  N.  J 
INTERNATIONAL  RESISTANCE  CO.,  401  N  Broad  St , 
Philadelphia  8,  Pa  AOV  PG.  189-192 
KELVIN  ELECTRIC  CO  ,  3907  Noble  Ave,  Van  Nuys, 
Calif  AOV  PG  516. 

Key  Resistor  Corp.,  321  W  Redondo  Beach  Blvd  ,  Gar- 
dena,  lalif. 

Mepco,  Inc.,  33-37  Abbett  Ave  ,  Morristown,  N  J. 
NON-LINEAR  SYSTEMS,  INC  ,  Del  Mar  Airport,  Del 
Mar.  Calif  AOV  PG  442 
OHMITE  MFG  CO.,  3601  Howard  St  .  Skokie,  III.  AOV. 
PG  200,  201. 

Pacific  Resistor  Co.,  1881  Sepulveda  Blvd.,  Los  Angeles 
25,  Calif. 

Painton  Oiv  of  British  Electronics  Sales  Co.,  Inc  ,  Oak 
land  Ga-'den  Sta.,  Flushing  64,  N  Y. 

Precision  Resistor  Co,  109  U  S  Highway  #22,  Hill¬ 
side  3,  N  J 

R.C.L.  Mfg.  Co.,  New  Jersey  Ave  .  Riverside,  N  J 
Reon  Resistor  Corp.,  117  Stanley  Ave,  Yonkers,  N  Y 
Rho  Engineering  Co,  2242  Sepulveda  Blvd.  Los  An¬ 
geles  64,  Calif 

SHALLCROSS  MFC  CO ,  Selma,  N.  C  AOV  PG  324  (h) 
Shallitc,  Inc.,  178  W.  First  Ave  ,  Roselle,  N.  J 
Sprague  Electric  Co,  L23  Marshall  St.,  North  Adams, 
Mass 

Tele-Labs,  Inc  ,  1050  Secend  St  ,  Manchester,  N  H 
Telex,  Inc  ,  Telex  Park,  St  Paul  1  Minn. 

TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave  ,  Dallas  9,  Texas  ADV  PG.  396. 

Topper  Mfg  Co  ,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N  V 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St  ,  New 
York  13,  N  V 

Vulcan  Electric  Co  Danvers,  Mass 
WELWYN  INTERNATIONAL  INC  .  1355  Edgeciift  Terrace, 
Cleveland  11.  Ohio  AOV.  PG  512 
Western  Insulated  Wire  Co,  7423  E.  30th  St.,  Los 
Angeles  58,  Calif. 

Wilntc  Products,  Inc  ,  3833  W  130th  St  ,  Cleveland 
11,  Ohio 

RESISTORS-Fuio 

Bradford  Components,  Inc.  Salamanca.  N  V 
Clarostat  Mfg  Co.,  Inc  .  Dover  N  H 
EASTERN  PRECISION  RESISTOR  CORP  ,  675  Barbey  St , 
Brooklyn.  N  Y  AOV  PG  351 
Eiectra  Mfg  Co .  Resistor  Div ,  4051  Broadway,  Kansas 
Cit,.  Mo 

INTERNATIONAL  RESISTANCE  CO.,  401  N  Broad  St , 
Philadelphia  8.  Pa  AOV  PG  189-192 
Lectrohm,  IrK ,  5361  Northwest  Highway,  Chicago  30. 
Ill 

Mallory  A  Co.,  Inc.,  P  R  34  S.  Gray  St.,  Indianapolis 
6,  Ind 

Milwaukee  Resistor  Co.,  700  W.  Virginia  St.,  Milwaukee 
4.  Wis. 

Model  Engineering  A  Mfg  ,  Inc.,  Huntington,  Ind 
Muter  Co.,  The,  1233  S.  Michigan  Ave.,  Chicago  3,  III 
Ohio  Carbon  Co  12508  Berea  Rd.,  Cleveland  11,  Ohio. 
OHMITE  MFG  CO,  3601  Howard  St.,  Skokie,  III.  AOV. 
PG.  200,  201. 

Sprague  Electric  Co,  123  Marshall  St.,  No-th  Adams, 
Mass. 

Symphony  Electronics  Corp.,  923  S.  Western  Ave.,  Los 
Angeles  6.  Calif 

TRU-OHM  PRODUCTS  OIV.,  MODEL  ENGINEERING  A 
MFG.  INC.,  2800  Milwaukee  Ave,  Chicago  18,  III. 
AOV.  PC  379 

Workman  TV,  Inc.,  309  Queen  Anne  Rd.,  Teaneck,  N.  J. 


RISISTORS— AUniwturo  Voriwbfo 

Ardeme  Acoustic  Labs.,  Ltd.,  8  12  Mmerva  Rd.,  North 
Acton,  London,  N.W.  10,  England. 

Bourns  Laboratories,  lx.,  P.  0  Box  2112,  Riverside, 
Calif. 

Carter  Mfg  Cnrp.,  2  3  Washington  St  ,  Hudson,  Mass. 

CENTRAUB  OIV.,  GLOBE-UNION,  INC.,  914Y  E  Keefe 
Ave  .  Milwaukee  1.  WiS  ADV  PG  422 

CHICAGO  TELEPHONE  SUPPLY  CORP.,  1147  W  Beards¬ 
ley  Ave.,  Elkhart,  Ind  AOV.  PG.  301. 

Clarostat  Mfg  Co ,  lx  .  Dover  N.  H 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave  , 
Hempstead,  N  V  ADV  PG  573 

Continental  Carbon  Div.  of  Wirt  Co,  5221  Greene  St., 
Philadelphia  44,  Pa 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb.  AOV. 
PG.  194,  195 

Electromath  Corp.,  42-14  Greenpoint  Ave.,  Long  Island 
City  4  N.  V 

GAMEWELL  CO.,  THE,  1238  Chestnut  St.,  Newton 
Upper  Falls  64,  Mass.  ADV  PG.  300. 

Heko  Products  Corp.,  7832  Balboa  Blvd.,  Van  Nuys, 
Calif. 

Mallory  A  Co.,  lx.,  P.  R.  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

OHMITE  MFG.  CO.,  3601  Howard  St.,  Skokie,  III.  AOV. 
PG  200,  201 

Precision  Electronic  Components  Ltd.,  50  Wingold  Ave., 
Toronto  19,  Ontario,  Canada. 

PRECISION  LINE,  INC.,  63  Mam  St.,  Maynard,  Mass. 
AOV  PG  570 

Reon  Resistor  Corp.,  117  Stanley  Ave.,  Yonkers,  N.  Y 

Spectrol  Oiv.  of  Carrier  Corp.,  1704  S  Del  Mar,  San 
Gabriel,  Calif. 


Stackpole  Carbon  Co ,  St.  Marys,  Pa 
Topp  Industries,  lx  ,  5255  W  102nd  St.,  Los  Angeles 
45,  Calif 

TRU-OHM  PRODUCTS  OIV.,  MODEL  ENGINEERING  A 
MFG.  INC  ,  2800  Milwaukee  Ave .  Chicago  IB,  III. 
AOV.  PG.  379 

United  Mixral  A  Chemical  Corp.,  16  Hudson  St  ,  New 
York  13,  N  Y 

WATERS  MANUFACTURING  INC  ,  Boston  Post  Rd  ,  Way- 
land,  Mass  ADV  PG.  473 


RESISTORS-Procisien  film  Typo 

Aerovex  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 
ALLEN  BRADLEY  CO.,  136  W.  Greenfield  Ave.,  Milwau¬ 
kee  4,  Wis.  AOV.  PG.  421. 

Allies'  Products  Corp.,  P  0  Box  188,  Kendall  Braxh, 
Miami,  Fla 

Arnhold  Ceramics,  Ix.,  1  E  57th  St.,  New  York  22, 
N  Y 

CBC  Electronics  Co.,  lx.,  2601  N  Howard  St., 
Philadelphia  33,  Pa. 

CHICAGO  TELEPHONE  SUPPLY  CORP  ,  1142  W  Beards¬ 
ley  Ave  ,  Elkhart,  Ind  ADV.  PG.  301 
Clarostat  Mfg.  Co.,  Ix.,  Dover,  N.  H 
Continental  Carbon  Oiv.  of  Wirt  Co.,  5221  Greene  St., 
Philadelphia  44,  Pa. 
exiling  Glass  Works,  Cxnmg,  N.  Y. 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb  ADV. 
PG.  194,  195. 

OAVEN  CO.,  Route  10,  Livingston,  N.  J  ADV  PG  401. 
Dwyer  Engineering  Co  ,  Ix.,  P  0  Box  432,  Nashua, 
N  H 

ElKtra  Mfg.  Co.,  Resistor  Div.,  4051  Broadway,  Kansas 
City,  Mo 

ERIE  RESISTOR  CORP  ,  Erie  6,  Pa  AOV.  PG.  140,  141 
FILMOHM  CORP.,  48  W  25th  St.,  New  Yxk  10,  N  Y. 
AOV  PG.  586 

INTERNATIONAL  RESISTANCE  CO.,  401  N  Broad  St., 
Philadelphia  8,  Pa  AOV.  PG.  189-192. 

Key  Resistor  Cxp.,  321  W  Redondo  Beach  Blvd , 
Gardena,  Calif  (h) 

Mepco,  Ix.,  35-37  Abbett  Ave.,  Mxristown,  N.  J 
Metavac  Ix  ,  45-68  162nd  St.,  Flushing  58,  N.  Y 
OHMITE  MFG.  CO.,  3601  Howard  St.,  Skokie,  III  AOV 
PG  200,  201. 

Painton  Oiv.  of  British  Electronics  Sales  Co .  Ix , 
Oakland  Gardens  Sta.,  Flushing  64,  N.  Y. 

SERFASS  CORP.,  524  W.  Broad  St.,  Bethlehem.  Pa. 
AOV  PG.  326. 

Sprague  Electric  Co.,  125  Marshall  St  ,  North  Adams, 
Mass. 

United  Mineral  &  Chemical  Cxp.,  16  Hudson  St.,  New 
York  13,  N  Y 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  OIV., 
5806  Hough  Ave  ,  Cleveland  3  Ohio.  AOV.  PG  234 
WELWYN  INTERNATIONAL,  INC.,  3353  Edgecliff  Ter¬ 
race,  Cleveland  11,  Ohio.  ADV.  PG.  512. 

Wilrite  Products,  Ix.,  3835  W.  150th  St.,  Cleveland  11, 
Ohio  (h) 


RESISTORS-Prinforf  Strip 

Califxnia  Bent  Glass  Co-p  ,  Torraxe,  Calif. 

CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1.  W;s.  ADV.  PG.  422. 

EIcktro-Serv  Co  ,  480  Johnson  Ave.,  Brooklyn  37,  N.  Y. 
FILMOHM  CORP.,  48  W  25th  St.,  New  York  10,  N  Y. 
ADV.  PG.  586. 

Hansen  Electronics,  7117  Santa  Monica  Blvd.,  Los  An¬ 
geles  46  Calif 

INTERNATIONAL  RESISTANCE  CO.,  401  N.  Broad  St., 
Philadelph-a  8,  Pa  AOV  PG.  189-192. 

ONONDAGA  POTTERY  WORKS,  ELECTRONICS  DIV., 
1858  W  Lafayette  St.,  Syracuse,  N.  Y.  ADV.  PG. 
488. 

Painton  Oiv.  of  British  Electronics  Sales  Co.,  Ix.,  Oak¬ 
land  Gardens  Sta.,  Flushing  64,  N.  V. 

SERFASS  CORP.,  524  W.  Broad  St.,  Bethlehem,  Pa. 
AOV.  PG.  526 

Techniques,  Ix  ,  52  Jackson  Ave  ,  Hackensack  N.  J. 
TRU-OHM  PRODUCTS  DIV.,  MODEL  ENGINEERING  & 
MFG.,  INC.,  2800  Milwaukee  Ave.,  Chicago  18,  HI. 
ADV  PG  379 


RESISTORS- SificMo 

Corbett  Sciexe  Labs.,  F.  W.,  3117  Venice  Bhrd.,  Lot 
Angeles  19,  Calif. 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb  AOV 
PG.  194,  195 

Electro-Flex  Heat,  Ix.,  83  Woodbix  St.,  Hartford  6, 
Conn. 

Lectrohm,  Ix.,  5361  Northwest  Highway,  Chicago  30,  III. 

Mexo,  Ix.,  33-37  Abbett  Ave.,  Mxristown,  N  J 

Milwaukee  Resistor  Co.,  700  W.  Virginia  St.,  Milwaukee 
4.  Wit 

OHMITE  MFG  CO.,  3601  Howard  St.,  Skokie,  III.  AOV. 
PG.  200,  201 

Pacifk  Resistx  Co.,  1881  Sepulveda  Blvd.,  Los  Angeles 
25,  Calif. 

Precision  Resistor  Co.,  109  U.  S  Highway  #22,  Hill¬ 
side  5,  N.  J. 

R.  C.  L.  Mfg.  Co.,  New  Jersey  Ave.,  Riverside,  N.  J. 

SAGE  ELECTRONICS  CORP.,  302  N  Goodman  St., 
Rxhester,  N.  V.  AOV.  PG.  502. 

Tepro  Electric  Cxp.,  408A  Burke  Bldg.,  3  St.  Paul  St., 
Rxhester  4,  N.  V. 

TRU-OHM  PRODUCTS  OIV.,  MODEL  ENGINEERING  & 
MFG.,  INC.,  2800  Milwaukee  Ave.,  Chicago  18,  III. 
AOV.  PG.  379 
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Western  Insulated  Wire  Co.,  2425  E.  30th  St.,  Lot 
Angeles  58,  Calif. 

Wilrite  Products,  Inc.,  3835  W.  150th  St.,  Cleveland 
11,  Ohio 

Workman  TV,  Inc.,  309  Queen  Anne  Rd.,  Teaneck,  N.  J. 


RESISTORS— Svb^iniofvro 

Arnhold  Ceramics,  Inc.,  1  E.  57th  St.,  New  York  22, 
N.  Y. 

Bond  Electronics  Corp.,  60  Springfield  Ave.,  Springfield, 

Bourns  Laboratories,  Inc.,  P.  0.  Bok  2112,  Riverside, 
Calif. 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

CARBORUNDUM  CO.,  THE,  GLOBAR  PLANT,  Niagara 
Falls,  N.  Y.  AOV.  PG.  72,  73. 

CENTRALAB  OIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wis.  ADV.  PG.  422. 

CHICAGO  TELEPHONE  SUPPLY  CORP.,  1142  W.  Beards¬ 
ley  Ave.,  Elkhart,  Ind.  AOV.  PG.  301. 

Cinema  Engineering  Div.,  Aerovox  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif. 

Consolidated  Resistance  Co.  of  America  Inc.,  44  Prospect 
St.,  Yonkers,  N.  Y. 

Corbett  Science  Labs.,  F.  W.,  3117  Venice  Blvd.,  Los 
Angeles  19,  Calif. 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb.  ADV. 
PG.  194,  195. 

Dwyer  Engineering  Co.,  Inc.,  P.  0.  Box  452,  Nashua, 
N.  H. 

EASTERN  PRECISION  RESISTOR  CORP.,  675  Barbey  St., 
Brooklyn,  N.  Y.  AOV.  PG.  351. 

Electra  Mfg.  Co.,  Resistor  Div.,  4051  Broadway.  Kansas 
City,  Mo. 

Electromath  Corp.,  42-14  Greenpoint  Ave.,  Long  Island 
City  4,  N.  Y. 

FILMOHM  CORP.,  48  W.  25th  St.,  New  York  10,  N.  Y. 
ADV.  PG.  586. 

G  B  Components  Inc.,  14621  Arminta  St.,  Van  Nuys, 
Calif. 

GENERAL  RESISTANCE  INC.,  577  E.  156th  St.,  New 
York  55,  N.  Y.  ADV.  PG.  586. 

GENERAL  TRANSISTOR  CORP.,  91-27  I38th  Place, 
Jamaica  35,  N.  Y.  AOV.  PG.  384,  385. 

Hansen  Electronics,  7117  Santa  Monica  Blvd.,  Los  An¬ 
geles  46,  Calif. 

Instrument  Resistors  Co.,  1036  Commerce  Ave,,  Union 
N.  J.  (h) 

INTERNATIONAL  RESISTANCE  CO.,  401  N.  Broad  St., 
Philadelphia  8,  Pa.  AOV.  PG.  189-192. 

KELVIN  ELECTRIC  CO.,  5907  Noble  Ave.,  Van  Nuys, 
Calif.  ADV.  PG.  516. 

Key  Resistor  Corp.,  321  W.  Redondo  Beach  Blvd., 
Gardena,  Calif. 

Liberty  Industries,  107-37  71st  Ave.,  Forest  Hills,  N.  Y. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Mepco,  Inc.,  35-37  Abbett  Ave.,  Morristown,  N.  J. 

OHMITE  MFG.  CO.,  3601  Howard  St.,  Skokie,  III.  ADV. 
PG.  200,  201. 

Pacific  Resistor  Co.,  1881  Sepulveda  Blvd.,  Los  Angeles 
25,  Calif. 

Painton  Div.  of  British  Electronics  Sales  Co.,  Inc.,  Oak¬ 
land  Garden  Sta.,  Flushing  64,  N.  Y. 

R.  C.  L.  Mfg.  Co.,  New  Jersey  Ave.,  Riverside,  N.  Y. 

Reon  Resistor  Corp.,  117  Stanley  Ave.,  Yonkers,  N.  Y. 

Rho  Engineering  Co.,  2242  Sepulveda  Blvd.,  Los  Angeles 
64,  Calif. 

SHALLCROSS  MFG.  CO.,  Selma,  N.  C.  ADV.  PG.  324 

Shallite,  Inc.,  128  W.  First  Ave.,  Roselle,  N.  J. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass. 

Telewave  Laboratories,  Inc.,  43-20  34th  St.,  Long 
Island  City,  N.  Y. 

Tel-Labs,  Inc.,  1050  Second  St.,  Manchester,  N.  H. 

Tepro  Electric  Corp.,  408A  Burke  Bldg.,  5  St.  Paul  St., 
Rochester  4,  N.  Y. 

Topp  Industries,  Inc.,  5255  W.  102nd  St.,  Los  Angeles 
45,  Calif. 

WELWYN  INTERNATIONAL,  INC.,  3355  Edgecliff  Ter¬ 
race,  Cleveland  11,  Ohio.  ADV.  PG.  512. 

Western  Insulated  Wire  Co.,  2425  E.  30th  St.,  Los 
Angeles  58,  Calif. 


RESI$TORS-rap« 

ACF  Electronics,  800  N.  Pitt  St.,  Alexandria,  Va. 
Dwyer  Engineering  Co.,  Inc.,  P.  0.  Box  452,  Nashua, 
N.  H. 

Electro-Flex  Heat,  Inc.,  83  Woodbine  St.,  Hartford  6, 
Conn. 

Hansen  Electronics  7117  Santa  Monica  Blvd.,  Los  An¬ 
geles  46,  Calif. 


RESISTORS-Wira  Wovan 

L.  A.  Resistor  Co.,  Inc.,  14742  Arminta  St.,  Van  Nuys, 
Calif. 

Ohmweve  Co.,  43  Darcy  St.,  West  Hartford  6,  Conn. 
Painton  Div.  of  British  Electronics  Sales  Co.,  Inc.,  Oak¬ 
land  Garden  Sta.,  Flushing  64,  N.  Y. 

States  Co.,  19  New  Park  Ave.,  Hartford  6,  Conn. 


RESOLVERS 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif. 

Bendix  Aviation  Corp.,  Montrose  Div.,  South  Montrose, 
Pa. 


Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

CLIFTON  PRECISION  PRODUCTS  CO.,  INC.,  9014  West 
Chester  Pike,  Upper  Darby,  Pa.  ADV.  PG.  240,  241. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N.  Y.  AOV.  PG.  573. 

Corbett  Science  Labs.,  F.  W.,  3117  Venice  Blvd.,  Lot 
Angeles  19,  Calif. 

DETROIT  CONTROLS  OIV.  OF  AMERICAN-STANDARD, 
100  Morse  St.,  Norwood,  Mass.  ADV.  PG.  579. 

Diehl  Mfg.  Co.,  1129  Finderne  Ave.,  Somerville,  N  J. 

ECLIPSE-PIONEER  DIV.,  BENDIX  AVIATION  CORP., 
Teterboro,  N.  J.  AOV  PG.  81-88. 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.  4,  Eng¬ 
land 

Farnsworth  Electronics  Co.,  Div.  of  ITAT,  3700  E.  Pon¬ 
tiac  St.,  Fort  Wayne  1,  Ind. 

Harowe  Precision  Inc.,  Mount  Rd.,  Lenni  Mills,  Pa. 

Helipot  Corp.,  Newport  Beach,  Calif. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  356. 

Kelvin  &  Hughes,  Ltd.,  80  Shore  Rd.,  Port  Washington, 
N.  Y. 

Kollsman  Instrument  Corp.,  Sub.  of  Standard  Coll  Prod¬ 
ucts  Co.,  Inc.,  80-08  45th  Ave.,  Elmhurst,  N.  Y. 

Magnavox  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne  4, 
Ind 

Muirhead  &  Co.,  Ltd.,  Beckenham,  Kent,  England. 

Norden  Ketay  Corp.,  Precision  Components  Div.,  Corn- 
mack,  N.  Y. 

OSTER  MFG.  CO.,  JOHN,  AVIONICS  DIV.,  1  N  Main 
St.,  Racine,  Wis.  ADV.  PG.  154. 

PSP  ENGINEERING  CO.,  8608  Otis  St.,  South  Gate, 
Calif.  ADV.  PG.  506. 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  Y.  ADV.  PG.  433. 

Vectron,  Inc.,  1609  Trapelo  Rd.,  Waltham  54,  Mass. 


RESOLVERS— CeordiiMife  Trontform 

Bludwurth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38.  N  Y. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N  Y.  AOV.  PG.  573. 

Diehl  Mfg.  Co.,  1129  Finderne  Ave.,  Somerville,  N.  J. 
KEARFOTT  CO.,  INC.,  ENGINEERING  SALES  OIV.,  1378 
Main  Ave  ,  Clifton,  N.  J.  AOV.  PG.  356. 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  Y.  ADV.  PG.  433. 


RESOLVERS-Producf 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N.  Y.  AOV  PG  573 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave  ,  Clifton,  N.  J.  AOV.  PG.  356. 

REEVES  INSTRUMENT  CORP.,  227  E.  91$t  St.,  New 
York  28,  N.  Y.  AOV.  PG.  433. 

Weston  Instruments  Div.  of  Oaystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 


RESOlVERS-SiiM-CealiM  , 

Bendix  Aviation  Corp.,  Montrose  Div.,  South  Montrose, 
Pa. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

CLIFTON  PRECISION  PRODUCTS  CO.,  INC.,  9014  West 
Chester  Pike,  Upper  Darby,  Pa  ADV.  PG.  240,  241. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N.  Y.  AOV.  PG.  573. 

Diehl  Mfg.  Co.,  1129  Finderne  Ave.,  Somerville,  N.  J. 

Harowe  Precision  Inc.,  Mount  Rd  ,  Lenni  Mills,  Pa. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  OIV., 
1378  Main  Ave.,  Clifton,  N.  J.  AOV.  PG.  356. 

Kelvin  &  Hughes,  Ltd.,  80  Shore  Rd.,  Port  Washington, 
N.  Y. 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  Y.  AOV.  PG.  433. 

Telecomputing  Corp.,  915  N.  Citrus  Ave.,  Los  Angeles  38, 
Calif. 


RHEOSTATS 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave.,  Mil¬ 
waukee  4,  Wis.  AOV.  PG.  421. 

Analogue  Controls,  Inc.,  39  Roselle  St.,  Mineola,  N.  Y. 
Clark  Controller  Co.,  1146  E.  152nd  St.,  Cleveland  10, 
Ohio. 

Clarostat  Mfg.  Co.,  Inc.,  Dover,  N.  H. 

Continental  Carbon  Div.  of  Wirt  Co.,  5221  Greene  St., 
Philadelphia  44,  Pa. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 

Wis. 

DeJUR-AMSCO  CORP.,  Northern  Blvd.,  at  45th  St., 
Long  Island  City  1,  N.  Y.  ADV.  PG.  223-225. 
GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  AOV.  PG.  178,  179. 

HARDWICK  HINDLE  INC.,  40  Hermon  St.,  Newark  5, 
N.  J.  AOV.  PG.  158,  159. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Maurey  Instrument  Corp.,  7924  S.  Exchange  Ave.,  Chi¬ 
cago  17,  III. 

National  Electric  Controller  Co.,  7070  Glenwood  Ave., 
Chicago  26,  III. 

OHMITE  MFG.  CO.,  3601  Howard  St.,  Skokie,  III.  ADV. 
PG.  200,  201. 

POLLAK  CORP.,  JOSEPH,  75-99  Freeport  St.,  Dorches¬ 
ter  22,  Mass.  AOV.  PG.  358. 


1958-1959  LISTINGS  of 


PRECISION  LINE,  INC.,  63  Main  St.,  Maynard,  Mass 
AOV.  PG.  570. 

SUPERIOR  ELECTRIC  CO.,  THE,  83  Laurel  St.,  Bristol, 
Conn.  ADV.  PG.  180-184. 

Tech  Laboratories,  Inc.,  Bergen  &  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J. 

Topp  Industries,  Inc.,  5255  W.  102nd  St.,  Los  Angeles 
45,  Calif. 

TRU-OHM  PRODUCTS  DIV.  OF  MODEL  ENGINEERING  & 
MFG.,  INC.,  2800  Milwaukee  Ave.,  Chicago  18,  III. 
ADV.  PG.  379. 

United  Mineral  &  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  LKust  St., 
St.  Louis  3,  Mo. 

WARD  LEONARD  ELECTRIC  CO.,  31  South  St.,  Mt. 
Vernon,  N.  Y.  ADV.  PG.  28. 


RHEOSTATS-EIoctreiiic 

CHICAGO  TELEPHONE  SUPPLY  CORP.,  1142  W. 

Beardsley  Ave.,  Elkhart,  Ind.  AOV.  PG.  301. 
Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Maurey  Instrument  Corp.,  7924  S.  Exchange  Ave.,  Chi¬ 
cago  17,  III. 

OHMITE  MFG.  CO.,  3601  Howard  St.,  Skokie,  III.  AOV. 
PG.  200,  201 

PRECISION  LINE,  INC.,  63  Main  St.,  Maynard,  Mats. 
ADV.  PG.  570. 

Rinco,  Inc.,  7962  S.  E  Powell  Blvd.,  Portland  6,  Ore 
TRU-OHM  PRODUCTS  DIV.  OF  MODEL  ENGINEERING 
&  MFG.,  INC.,  2800  Milwaukee  Ave.,  Chicago  18,  III. 
AOV.  PG.  379. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  V. 


RHEOSTATS-SIMo  Win 

Analogue  Controls,  Inc.,  39  Roselle  St.,  Mmeola,  N.  Y. 
Biddle  Co.,  James  G.,  1316  Arch  St.,  Philadelphia  7, 
Pa. 

Central  Scientific  Co.,  1700  Irving  Park  Rd.,  Chicago  13, 
III. 

DeJUR-AMSCO  CORP.,  Northern  Blvd.,  at  45th  St., 
Long  Island  City  1,  N.  Y.  AOV.  PC.  223-225. 
GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39.  Mass.  AOV.  PG.  178,  179. 

OHMITE  MFG.  CO.,  3601  Howard  St.,  Skokie,  III.  AOV. 
PG.  200,  201. 

POLUK  CORP.,  JOSEPH,  75-99  Freeport  St.,  Oorchesur 
22.  Mass  AOV.  PG  358. 

PRECISION  LINE,  INC.,  63  Main  St.,  Maynard,  Mats. 
AOV.  PG.  570 

Rex  Rheostat  Co,  3  Foihurst  Rd.,  Baldwin,  N.  Y. 
STICHT  CO.,  HERMAN  H.,  27  Park  Place,  New  York 
7,  N.  Y.  ADV.  PG  585 

Topp  Industries,  Inc.,  5255  W.  102nd  St.,  Lot  Angeles 
45,  Calif. 

TRU-OHM  PRODUCTS  DIV.,  MODEL  ENGINEERING 
A  MFG.  CO.,  2800  Milwaukee  Ave.,  Chicago  18,  III. 
AOV.  PG.  379. 


RINOS— Carbon  Pocklisg 

Garlock  Packing  Co.,  The,  Palmyra,  N.  Y. 

GRAPHITE  METALLIZING  CORP.,  1052  Nepperhan  Ave., 
Yonkers,  N.  Y.  ADV.  PG.  14,  15 
Ohio  Carbon  Co.,  12508  Berea  Rd.,  Cleveland  11,  Ohio. 
St.  Marys  Carbon  Co.,  State  Rd.,  St.  Marys,  Pa. 


RINOS-CoHector 

AIRFLYTE  ELECTRONICS  CO.,  535-9  Avenue  "A", 
Bayonne,  N.  J.  AOV.  PG.  582. 

Beck's,  Inc.,  298-300  E.  Filth  St.,  St.  Paul  1,  Minn. 

Bill  Jack  Scientific  Instrument  Co.,  P.  0.  Box  C-3,  Solana 
Beach,  Calif. 

Breeze  Corps.,  Inc.,  700  Liberty  Ave.,  Union,  N  J. 

COLLECTRON  CORP.,  304  E.  45th  St.,  New  York  17, 
N.  Y.  AOV.  PG.  578. 

Electro  Development  Co.,  14701  Keswick  St.,  Van  Nuys, 
Calif. 

ELECTRO-MINIATURES  CORP.,  1060  Elm  Ave.,  Ridge¬ 
field.  N.  J.  AOV.  PG  346. 

Enfio  Corp.,  Fellowship  Rd.  A  Route  73,  Maple  Shade, 

N.  J. 

ENGLEHARD  INDUSTRIES,  INC.,  (H.  A.  WILSON  OIV.), 
113  Astor  St  ,  Newark  5.  N.  J.  AOV.  PG.  329 

GENERAL  FINDINGS  A  SUPPLY  CO.,  INDUSTRIAL 
OIV.,  Attleboro,  Mass.  ADV.  PG.  275. 

GIBSON  ELECTRIC  CO.,  Box  535,  Delmont,  Pa.  AOV. 
PG  186. 

GRAPHITE  METALLIZING  CORP.,  1052  Nepperhan  Ave., 
Yonkers,  N.  Y.  ADV.  PG.  14,  15. 

Industrial  Electrical  Works,  Inc.,  1509  Chicago  St., 
Omaha  2,  Neb. 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mats. 

Poly-Scientific  Corp.,  Blacksburg,  Va. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit  20, 
Mich. 

RDSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Davis- 
ville,  Pa.  AOV.  PG.  472 

SLIP  RING  CO.  OF  AMERICA,  3612  W  Jefferson  Blvd., 
Los  Angeles  16,  Calif.  AOV.  PG.  202. 

Tricon  Mfg.  Co.,  8012  S.  Wallace  St.,  Chicago  20,  HI. 

Wesche  Electric  Co.,  B.  A.,  9027  Shell  Rd.,  Cin¬ 
cinnati  36,  Ohio. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 
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RINOS-Oi/  SM/inv 

Auburn  Mfg  Co.,  Th«,  Pease  A«e.  &  Stack  St.,  Middle- 
town,  Conn. 

Barwood  Mfg.  Co.,  Inc.,  L.  J.,  22  WiMiams  St.,  Everett 
49,  Mass. 

Emerson  Plastics  Corp.,  1383  Seabury  A»e.,  Broni  61, 
N.  Y. 

Enflo  Corp.,  Fellowsbip  Rd  &  Route  73,  Maple  Shade, 

N.  J. 

Felt  Products  Mfg.  Co.,  7450  N.  McCormack  Blvd., 
Skokie,  HI. 

Oarlock  Packing  Co.,  The,  Palmyra,  M.  Y 

General  Cable  Corp.,  420  Lenington  Aye  ,  New  York  17, 
N  Y 

GENERAL  HERMETIC  SEALING  CORP.,  99  E.  Haw¬ 
thorne  Valley  Stream,  N  Y  ADV.  PG.  546 

GRAPHITE  METALLIZING  CORP  ,  1052  Nepperhan  Aye., 
Yonkers,  N.  Y.  ADV  PG.  14,  15 

Johns-Manville,  22  E.  40th  St ,  New  York  16,  N.  Y. 

Minnesota  Rubber  A  Gasket  Co.,  3630  Woodale  Aye., 
Minneapolis  16,  Minn. 

Parker  Seal  Co.,  Oiy.  of  Parker-HannIAn  Corp.,  10567 
JelTerson  Blvd  ,  Culver  City,  Calif. 

Penn  Fibre  A  Specialty  Co.,  2020  E  Westmoreland  St., 
Philadelphia  34,  Pa. 

St.  Marys  Carbon  Co.,  State  Rd.,  St  Marys,  Pa. 

United  Aircraft  Products,  Inc.,  1116  Bolander  Ave , 
Dayton  1,  Ohio 


R I  NOS — Ref  ainiiev 

Barnes  Co.,  Wallace,  Oiv  of  Associated  Spring  Corp., 
Bristol,  Conn. 

Barnes-Gibson-Raymond  Division,  40300  Plymouth  Rd , 
Plymouth,  Mich. 

Eaton  MIg  Co.,  Reliance  Div.,  25  Charles  Ave  ,  S.  E  , 
Massillon,  Ohio. 

Fnfto  Corp.,  Fellowship  Rd  A  Route  73,  Maple  Shade, 
N.  J. 

Felt  Products  Mfg  Co  ,  7450  N  McCormick  Blvd., 
Skokie,  III 

General  Cable  Corp.,  420  Leimgton  Ave  ,  New  York  17, 
N.  Y. 

Gibson  Co  .  William  0..  The,  1800  Clybourn  Ave.,  Chi¬ 
cago  14,  III 

INDUSTRIAL  RETAINING  RING  CO.,  57  Cordier  St., 
Irvington  11,  N  J.  ADV  PG  486 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W 
Oak  St.,  Norristown,  Pa. 

Milwaukee  Oiv.  of  Associated  Spring  Corp.,  341  E.  Erie 
St  ,  Milwaukee  2,  Wit 

National  Lock  Washer  Co.,  The,  40  Hermon  St.,  Newark 
5,  N  J 

Ohio  Div  of  Associated  Spring  Corp.,  1825  E.  First  St., 
Dayton  3,  Ohio 

Penn  Fiber  A  Specialty  Co.,  2020  E  Westmoreland  St., 
Philadelphia  34,  Pa. 

Raymond  Manufacturing  Co.,  Corry,  Pa 

Research  Development  Mamifactiire,  Inc.,  429  E  Collom 
St.,  Philadelphia  44,  Pa 

Seaboard  Coll  Spring  Dhrision,  15001  S  Broadway, 
Gardena,  Calif. 

Stackpole  Carbon  Co.,  St  Marys,  Pa 

Rotor  Clip  Co.,  114  Allen  BM.,  Farmingdale,  N  Y 

Waldes  Kohinoor,  Inc.,  47-16  Austel  Place,  Long  Island 
City  1,  N  Y 


RIVETS 

Allmetal  Screw  Products  Co.,  Inc.,  821  Stewart  Ave  , 
Garden  City,  N.  Y. 

Blake  A  Johnson  Co.,  1495  Thomaston  Ave.,  Watervilic 
48,  Conn. 

Channel  M.ister  Co.,  Ellenville,  N  Y. 

Chase  Brass  A  Copper  Co.,  Inc.,  236  Grand  St.,  Water- 
bury  20,  Coon 

Chicago  Rivet  A  Machine  Co.,  Bellwood.  III. 

CIRCON  COMPONENT  CO.,  Santa  Barbara  Municipal 
Airport.  Goleta,  Calif  AOV  PG  526. 

Derringer  Metallurgical  Corp.  8131  Monticello  Ave., 
Skokie.  Ill 

FEDERAL  SCREW  PRODUCTS,  INC.,  3917  N  Kedzie 

Ave  Chicago  18  III  ADV  PG  508 

GENERAL  FINDINGS  A  SUPPLY  CO.,  INDUSTRIAL 
DIV,  Attleboro,  Mass  ADV  PG  275 

GIBSON  ELECTRIC  CO.,  Bov  535  Delmont,  Pa  AOV 
PG.  186 

Goodrich  Aviation  Products,  B  F.,  Oiv  of  B  F  Good¬ 
rich  Co  ,  Akron,  Ohio. 

Griet  Reproducer  Corp.,  151  Beechwcod  St,  New 
Rochelle,  N  Y. 

Massall.  Inc  ,  John,  P  0.  Bov  2242,  Westbury,  N  Y. 

Hxk  Mfg  Co.,  2480  Belleville  Ave.,  Detroit  7,  Mich. 

Keystone  Bolt  A  Nut  Corp.,  127  Church  St.,  New 
York  7,  N  Y 

Metpro,  Inc  ,  R  I.,  230  Toronto  Ave.,  Providence,  R  I 

Progressive  Mfg  Co.,  50  Norwood  St.,  Torrington,  Conn. 

Republic  Steel  Corp.,  Republic  Bldg  ,  Cleveland  1,  Ohio. 

Russell,  Burdsall  A  Ward  Bolt  A  Nut  Co.,  Port  Chester, 
N  Y. 

Southco  Division,  South  Chester  Corp.  233  Industrial 
Highway,  Lester,  Pa 

Tubular  Rivet  A  Stud  Co.,  Weston  Ave.,  Wollaston, 
Quincy  70,  Mast. 


ROCHELLE  SALTS 
See  CRYSTALS 


PRODUCTS. 


RODS— Tunvaten 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 
Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
Electronic  Parts  Mfg.  Co.,  Inc.,  508-10  25th  St.,  Union 
City,  N  J. 

Elmet  Div.,  North  American  Philips  Co.,  the.,  Lisbon  Rd., 
Lewiston,  Maine. 

General  Electric  Co.,  Lamp  Wire  A  Phosphors  Dept , 
21800  Tungsten  Rd.,  Cleveland  17,  Ohio. 

REMBAR  CO.,  INC.,  THE,  67  Main  St.,  Dobbs  Ferry, 
N.  Y.  ADV  PG.  521 

Ver-Lac-Oid  Chemical  Co.,  116  Broad  St.,  New  York, 
N  Y 


ROOMS—  Screen 

Ace  Engineering  A  Machine  Co.,  Inc,  Tomlinson  Rd., 
Huntington  Valley,  Pa. 

Lindgren  A  Associates,  Erik  A ,  4515  N  Ravenswood 
Ave.,  Chicago  40,  III. 


ROTOR  CASTINGS 

AIRTRON,  INC.,  1101  W  Elizabeth  Ave.,  Linden.  N  J. 
ADV.  PG  516. 

Bendiv  Aviation  Corp.,  Montrose  Div  ,  South  Montrose,  Pa. 
CELCO  CONSTANTINE  ENGINEERING  UBORATORIES 
CO.,  P.  0.  Bov  555.  Mahwah.  N.  J  AOV  PG  352. 
353,  372. 

Harowe  PrKision  Inc.,  Mount  Rd.,  Lenni  Mills,  Pa 
Thermador  Electric  Mfg.  Cc.,  5215  S.  Boyle  Ave.,  Los 
Angeles  58,  Calif 


ROTATORS 

See  ANTENNA  ROTATORS 

ROUTERS 
See  CUTTERS 


RUBBER-Cenrfvcfive 

Auburn  Mfg.  Co.,  The,  Pease  Ave.  A  Stack  St  ,  Middle- 
town,  Conn. 

Connecticut  Hard  Rubber  Co  .  407  East  St  ,  New  Haven 
9,  Conn. 

Delta  Chemical  Works,  21  W  60th  St ,  New  York.  N  Y 

General  Tire  A  Rubber  Co.,  The.  Akron,  Ohio. 

Goodrich  Industrial  Products  Co.,  B  F.,  500  S.  Main 
St.,  Akron  18,  Ohio 

Micro-Circuits  Co.,  New  BwBalo,  Mich. 

Neosil  Products  Div  of  Rubber  Associates,  Inc.,  745 
Fifth  Ave  New  York  22  N  Y 

PACIFIC  MOULDED  PRODUCTS,  905  E  59th  St.  Los 
Angeles  Calif  AOV  PG.  518. 

Raybestos-Manhattan,  IrK  ,  61  Willett  St.,  Passaic,  N.  J. 

Silicones  Oiv.,  A  Oiv.  of  Union  Carbide  Corp.,  30  E. 
42nd  St  .  New  York  17,  N  Y 

U.  S  Rubber  Co  ,  1230  Avenue  of  the  Americas,  New 
York  20,  N  Y 

Western  Felt  Works,  4029  Ogden  Ave.,  Chicago.  III. 


RUBBER-Norrf 

Amatom  Electronic  Hardware  Co,  Inc,  88  Drake  Ave., 
New  Rochelle,  N.  Y. 

Delta  Chemical  Works.  21  W.  60th  St.,  New  York,  N.  Y. 
Felt  Products  Mfg.  Co.,  7450  N  McCormick  Blvd, 
Skokie,  III. 

Goodrich  Industrial  Products  Co  ,  B  F  ,  500  S  Main  St., 
Akron  18,  Ohio. 

Luzerne  Rubber  Co.,  Muirhead  Ave  .  Trenton,  N  J. 
Raybestos-Manhattan,  Inc.,  61  Willett  St  .  Passaic,  N  J. 
Western  Felt  Works,  4029  Ogden  Ave.,  Chicago,  III 


RUBBER-Nofurol 

Amatom  Electronic  Hardware  Co.,  Inc ,  88  Drake  Ave , 
New  Rochelle,  N  V. 

Auburn  Mfg  Co.,  The,  Pease  Ave  A  Stack  St  .  Middle- 
town.  Conn. 

Felt  Prodticts  Mfg.  Co.,  7450  N  McCormick  Blvd  .  Skokie, 

Delta  Chemical  Works,  21  W  60th  St-,  New  York  N  Y. 
Ill 

General  Tire  A  Rubber  Co.,  The,  Akron,  Ohio 

Goodrich  Aviation  Products.  B.  F.,  Oiv  of  B  F  Goodrich 
Co.,  Akron,  Ohio 

Goodrich  Industrial  Products  Co.,  B  F  ,  500  S.  Main 
St..  Akron  18,  Ohio 

Goodyear  Tire  A  Rubber  Co..  Chemical  Oiv.  1144  E. 
Market  St.,  Akron  16,  Ohio. 

Hardman  Co.,  Inc.,  H.  V.,  571  Cortlandt  St  .  Belle¬ 
ville,  N.  J. 

Johns -Manvi lie,  22  E.  40th  St„  New  York  16.  N  V. 

Johns-Manville  Dutch  Brand  Division,  7800  Woodlawn 
Ave.,  Chicago  19,  III. 

Luzerne  Rubber  Co.,  Muirhead  Ave.,  Trenton,  N.  J. 

Minnesota  Rubber  A  Gasket  Co.,  3630  Wooddale  Ave., 
Minneapolis  16,  Minn 

Neosil  Products  Div  of  Rubber  Associates,  Inc ,  745 
Fifth  Ave.,  New  York  22,  N.  Y. 

Newth  Rubber  Co  Barrington,  R.  I 

PACIFIC  MOULDED  PRODUCTS,  905  E  59  St  ,  Los 
Angeles,  Calif.  ADV  PG.  518. 

Raybestos-Manhattan,  Inc.,  61  Willett  St.,  Passaic,  N.  J 

Rogers  Corp.,  Goodyear,  Conn. 

RUBBER— Synfhofic 

Amatom  Electronics  Hardware  Co.,  Inc.,  88  Drake  Ave., 
New  Rochelle,  N.  Y. 


SCRAMBLERS 


Auburn  Mfg.  Co.,  The,  Pease  Ave.  A  Stack  St.,  Middle- 
town,  Conn. 

Connecticut  Hard  Rubber  Co.,  407  East  St ,  New  Haven 
9,  Conn. 

Delta  Chemical  Works,  21  W.  bOth  St.,  New  York,  N.  Y. 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I.,  Wilmington  98, 
Del. 

Felt  Products  Mfg.  Co.,  7450  N.  McCormick  Blvd.,  Skokie, 
III. 

General  Tire  A  Rubber  Co.,  The,  Akron,  Ohio. 

Goodrich  Aviation  Products,  B.  F  ,  Div.  of  B  F.  Good¬ 
rich  Co  ,  Akron,  Ohio 

Goodrich  Chemical  Co.,  B  F.,  3135  Euclid  Ave.,  Cleve¬ 
land  15,  Ohio. 

Goodrich  Industrial  Products  Co.,  B  F.,  500  S.  Main 
St.,  Akron  18,  Ohio. 

Goodyear  Tire  A  Rubber  Co  ,  The,  Chemical  Oiv.,  1144 
E.  Market  St.,  Akron  16,  Ohio. 

Johns-Manville,  22  E.  40th  St.,  New  York  16,  N.  Y. 

Johns-Manville  Dutch  Brand  Division,  7800  Woodlawn 
Ave.,  Chicago  19,  III. 

luzerne  Rubber  Co.,  Muirhead  Ave.,  Trenton,  N.  J. 

Maigne  Co.,  0.  J.,  321  Pearl  St.,  New  York  38,  N.  Y. 

Minnesota  Mining  A  Mfg.  Co.,  Jersey  City  Chemical  Div., 
75  Oroyers  St.,  P.  0  Boa  477.  Jersey  City  3,  N  J. 

Minnesota  Rubber  A  Gasket  Co.,  3630  Wooddale  Ave., 
Minneapolis  16,  Minn. 

Neosil  Products  Oiv.  of  Rubber  Associates,  Inc  .  745 
Filth  Ave.,  New  York  22,  N.  Y 

Newth  Rubber  Co  ,  Bkarrington,  R.  I 

PACIFIC  MOULDED  PRODUCTS,  905  E  59  St.,  Los 
Angeles,  Calif  AOV.  PG.  518. 

Raybestos-Manhattan  Inc.,  61  Willett  St.,  Passaic,  N.  J. 

Rogers  Corp.,  Goodyear,  Conn. 

Silicones  Oiv.,  A  Div  of  Union  Carbide  Corp.,  30  E. 
42nd  St.,  New  York  17,  N.  Y. 

Smooth-On  Mfg.  Co  ,  572  Communipaw  Ave.,  Jersey  City 
4,  N  J 

Topper  MIg  Co.,  Inc.,  147-12  Liberty  Ave,  Jamaica  35, 
N  Y 

Western  Felt  Works,  4029  Ogden  Ave.,  Chicago,  III. 

SAWS 

See  CUnERS 


SCALERS 

See  COUNTERS 

SCALES— Oteilleaeepe 

DuMor.t  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield  Ave., 
Clifton,  N.  J. 

Electronic  Tube  Corp  ,  1200  E.  Mermaid  Ave.,  Phiia- 
delphia  18.  Pa 

Emelo.d  Co  ,  Inc  ,  1239  Central  Ave  ,  Hillside  5.  N  J. 

General  Aviation  A  Electronics  Mfg  Co.,  Inc.,  179 
Berger  St.,  Wood-Ridge,  N  J. 

Gurley,  W  A  L  E.,  514  Fulton  St.,  Troy,  N  Y 

Millen  A'lg  Co  ,  James,  150  Eichange  St.,  Malden,  Mass. 

Parisian  Novelty  Co.,  3510  S.  Western  Ave.,  Chicago  9, 
III. 

Photo  Chemical  Products,  Inc  999A  Stewart  Ave., 
Garden  C.tv,  N  Y 


SCANNERS-Flying  Spot 

B  A  K  Manufacturing  Co.,  3726  N.  Southport  Ave..  Chi¬ 
cago  13,  Ml. 

Electronic  Tube  Corp.,  1200  E.  Mermaid  Ave.,  Philadel¬ 
phia  18,  Pa. 

Farnsworth  Electronics  Co.,  Div.  of  ITAT,  3700  E.  Pon¬ 
tiac  St  ,  Fort  Wayrie  1,  Ind 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave.. 
Cleveland  8,  Ohio. 

Miratel.  Inc.,  1080  D'onne  St.,  St  Paul,  Minn. 

POLARAD  ELECTRONICS  CORP.,  43-20  34lh  St  ,  Long 
Island  City  1,  N  Y  ADV  PG  307,  308 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityville, 
N  Y  ADV  PG.  323. 

Television  Utilities  Corp.,  112-33  Colonial  Ave  ,  Corona, 
N  Y 

WALDORF  INSTRUMENT  CO.,  DIV  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N  Y. 
ADV  PG  394C. 


SCANNERS-RoRoefod  A  Trantmittod  light 

Combustion  Control  Div.,  Electronics  Corp.  of  America, 
77  Broadway,  Cambridge  42,  Mass. 

Fli-ctric  Sorting  Machine  Div.,  Mandrel  Industries,  Inc., 
5134  Glenmont  Drive,  Houston,  Tesas. 

Farnsworth  Electronics  Co.,  Div.  of  ITAT,  3700  E.  Pon¬ 
tiac  St.,  Fort  Wayne  1,  Ind 

Hogan  Laboratories,  Inc.,  155  Perry  St.,  New  York  14, 
N.  V. 

RIPLEY  CO.,  INC.,  Middletown,  Conn  AOV  PG.  564. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityvilie, 
N  Y  AOV.  PG.  323 


SCRAMBIERS-Speech 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa  AOV.  PG.  103, 

Measurement  Engineering,  Ltd.,  Arnprior,  Ontario,  Canada. 
Scantlin  Electronics,  Inc.,  11624  W.  Pico  Blvd.,  Los 
Angeles  64,  Calif. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N  J. 
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SCREWS 


TELECHROME  MFC.  CORP.,  28  Ranick  Drive,  Amity- 
vile,  N.  Y.  AOV.  PG.  323. 

SCREEN  PLATES 

See  PLATES— Silk  SerMn  for  Printod  CIrolN 

SCREWS-Solf  Lodrins 

Eaton  Mfg.  Co.,  Reliance  Div.,  25  Charles  Ave.,  S.  E., 
Massillon,  Ohio. 

Bristol  Co.,  The,  P.O.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Central  Screw  Co.  3501  Shields  Ave.,  Chicago  9,  III. 

FEDERAL  SCREW  PRODUCTS,  INC.,  3917  N.  Kedzie 
Ave.,  Chicago  18,  III.  AOV.  PG.  508. 

Gries  Reproducer  Corp.,  151  Beechwood  St.,  New  Ro¬ 
chelle,  N.  Y. 

Lamson  &  Sessions  Co.,  5000  Tiedeman  Rd.,  Cleveland 
9,  Ohio. 

Mercury  Air  Parts  Co.,  3826  Willat  Ave.,  Box  135, 
Culver  City,  Calif. 

P  I  C  Design  Corp.,  477  Atlantic  Ave.,  East  Rockaway, 
N.  Y. 

Pheoll  Mfg.  Co.,  5700  Roosevelt  Rd.,  Chicago  50,  III. 

Republic  Steel  Corp.,  Republic  Bldg.,  Cleveland  1,  Ohio. 

Rosan,  Inc.,  2901  West  Coast  Highway,  Newport  Beach, 
Calif. 

Set  Screw  Mfg.  Co.,  470  Main  St.,  Bartlett,  III. 

Shakeproof  Div.  of  Illinois  Tool  Works,  St.  Charles  Rd., 
Elgin,  III. 

Standard  Pressed  Steel  Co.,  Box  775,  Jenkintown,  Pa. 

Sterling  Bolt  Co.,  363-405  W.  Erie  St.,  Chicago  10,  III. 

Thompson-Bremer  &  Co.,  228  N.  LaSalle  St.,  Chicago, 
III. 


SCREWS-Saff-Tapping 

Allmetal  Screw  Products  Co.,  Inc.,  821  Stewart  Ave., 
Garden  City,  N.  J. 

Alvo  Nut  &  Bolt  Co.,  Inc.,  1601  Grande  Vista  Ave., 
Los  Angeles  23,  Calif. 

American  Screw  Co.,  Willimantic,  Conn. 

Anti-Corrosive  Metal  Products  Co.,  Castleton-on-Hudson, 
N.  Y. 

Atlas  Screw  &  Specialty  Co.,  450  Broome  St.,  New  York 
13,  N.  Y. 

Autoscrew  Co.,  216-222  W.  18th  St.,  New  York,  N.  Y. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y. 

Camcar  Screw  &  Mfg.  Co.,  Div.  of  Textron  Industries, 
Inc.,  600  Eighteenth  Ave.,  Rockford,  III. 

Central  Screw  Co.,  3501  Shields  Ave.,  Chicago  9,  111. 

Eaton  Mfg.  Co.,  Reliance  Div.,  25  Charles  Ave.,  S.E., 
Massillon,  Ohio. 

FEDERAL  SCREW  PRODUCTS,  INC.,  3917  N.  Kedzie 
Ave.,  Chicago  18,  III.  ADV.  PG.  508. 

General  American  Transportation  Corp.,  Kanigen  Div., 
135  S.  USalle  St.,  Chicago,  III. 

Harper  Co.,  H.  M.,  8200  Lehi^  Ave.,  Morton  Grove,  III. 

Irwin  Products  Co.,  4937  N.  Oamen,  Chicago  25,  III. 

Keystone  Bolt  &  Nut  Corp.,  127  Church  St.,  New  York 
7,  N.  Y. 

Lamson  A  Sessions  Co.,  The,  5000  Tiedeman  Rd.,  Cleve¬ 
land  9,  Ohio. 

Mercury  Air  Parts  Co.,  3826  Wiliat  Ave.,  Box  135, 
Culver  City,  Calif. 

MORRIS  CO.,  J.  I.,  376  Elm  St.,  Southbridge,  Mast. 
ADV.  PG.  456. 

Nylok  Corp.,  The,  611  Industrial  Ave.,  Paramus,  N.  J. 

P  I  C  Design  Corp.,  477  Atlantic  Ave.,  East  Rockaway, 
N.  Y. 

Parker-Kalon  Div.  of  General  American  Transportation 
Corp.,  Clifton,  N.  J. 

Pheoll  Mfg.  Co.,  5700  Roosevelt  Rd.,  Chicago  50,  III. 

Pilgrim  Screw  Corp.,  259  Dexter  St.,  Providence,  R.  I. 

Rosan,  Inc.,  2901  West  Coast  Highway,  Newport  Beach, 
Calif. 

Russell,  Burdsall  A  Ward  Bolt  A  Nut  Co.,  Port  Chester, 
N.  Y. 

Set  Screw  Mfg.  Co.,  470  Main  St.,  Bartlett,  III. 

Shakeproof  Div.  of  Illinois  Tool  Works,  St.  Charles  Rd., 
Elgin,  III. 

SOUTHERN  SCREW  CO.,  P.  0.  Box  1360-EG,  Sutcsville, 
N.  C.  AOV.  PG.  377. 

Star  Stainless  Screw  Co.,  655  Union  Blvd.,  Tolowa, 
N.  J. 

Sterling  Bolt  Co.,  363-405  W.  Erie  St.,  Chicago  10,  III. 

Thompson-Bremer  A  Co.,  228  N.  LaSalle  St.,  Chicago, 
III. 

Torington  Co.,  59  Field  St.,  Torrington,  Conn. 

United  Screw  A  Bolt  Corp.,  2513  W.  Cullerton  St., 
Chicago  8,  III. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 


SCREWS-Sal 

Aerotron  Supply  Co.,  8504  S.  Normandie  Ave.,  Los 
Angeles  44,  Calif. 

Allen  Mfg.  Co.,  133  Sheldon  St.,  Hartford  2,  Conn. 
Allmetal  Screw  Products  Co.,  Inc.,  821  Stewart  Ave., 
Garden  City,  N.  Y. 

Alvo  Nut  A  Bolt  Co.,  Inc.,  1601  Grande  Vista  Ave., 
Los  Angeles  23,  Calif. 

Anti-Corrosive  Metal  Products  Co.,  Castleton-on-Hudson, 
N.  Y. 

Atlas  Screw  A  Specialty  Co.,  450  Broome  St.,  New  York 
13,  N.  Y. 

Autoscrew  Co.,  216-222  W.  18th  St.,  New  York,  N.  Y 


Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

FEDERAL  SCREW  PRODUCTS,  INC.,  3917  N.  Kedzie 
Ave.,  Chicago  18,  III.  AOV.  PG.  508. 

General  American  Transportation  Corp.,  Kanigen  Oiv., 
135  S.  LaSalle  St.,  Chicago,  III. 

Greer  Stop  Nut  Co.,  2620  W.  Flournoy  St.,  Chicago  12, 
III. 

Harper  Co.,  H.  M.,  8200  Lehigh  Ave.,  Morton  Grove,  III. 

Keystone  Bolt  A  Nut  Corp.,  127  Church  St.,  New  York  7, 
N.  Y. 

Gries  Reproducer  Corp.,  151  Beechwood  St.,  New  Ro¬ 
chelle,  N.  Y. 

Lamson  A  Sessions  Co.,  5000  Tiedeman  Rd.,  Cleveland 
9,  Ohio. 

Lodding,  Inc.,  75  Beacon  St.,  Worcester  1,  Mass. 

Mercury  Air  Parts  Co.,  3826  Willat  Ave.,  Box  135, 
Culver  City,  Calif. 

Moore,  Inc.,  George  W.,  90  Beaver  St.,  Waltham  54, 
Mass. 

Moran  Co.,  115  Main  St.,  El  Segundo,  Calif. 

MORRIS  CO.,  J.  I.,  376  Elm  St.,  Southbridge,  Mass. 
ADV.  PG.  456. 

P  I  C  Design  Corp.,  477  Atlantic  Ave.,  East  Rockaway, 
N.  Y. 

Parker-Kalon  Oiv.  of  General  American  Transportation 
Corp.,  Clifton,  N.  J. 

Pheoll  Mfg.  Co.,  5700  Roosevelt  Rd.,  Chicago  50,  III. 

Remler  Company  2101  Bryant  St.,  San  Francisco  10, 
Calif. 

Republic  Steel  Corp.,  Republic  Bldg.,  Cleveland  1,  Ohio. 

ROGAN  BROS.,  8031  N.  Monticello  Ave.,  Skokie,  111. 
ADV.  PG.  394B. 

Russell,  Burdsall  A  Ward  Bolt  A  Nut  Co.,  Port  Chester, 
N.  Y. 

Set  Screw  Mfg.  Co.,  470  Main  St.,  Bartlett,  III. 

Standard  Pressed  Steel  Co.,  Box  775,  Jenkintown,  Pa. 

Standard  Screw  Co.,  (Chicago,  HMS,  A  Western  Diva.), 
2801  Washington  Blvd.,  Bellwood,  III. 

Star  Stainless  Screw  Co.,  655  Union  Blvd.,  Totowa, 
N.  J. 

Sterling  Bolt  Co.,  363-405  W.  Erie  St.,  Chicago  10,  III. 

United  Screw  A  Bolt  Corp.,  2513  W.  Cullerton  St., 
Chicago  8,  III. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 

Waltham  Screw  Co.,  Waltham,  Mass. 


SEALING  SERVICE-HoriMtic 

CARBORUNDUM  CO.,  THE,  LATROBE  PLANT,  Latrobe, 
Pa  ADV.  PG  72,  73 

ELECTRICAL  INDUSTRIES  DIV.,  PHILIPS  ELECTRON¬ 
ICS,  INC.,  691  Central  Ave.,  Murray  Hill,  N.  J.  ADV 
PG.  7, 

ELECTRO-SEAL  CORP.,  946  North  Ave.,  Des  Plaines,  111. 
ADV.  PG.  460. 

Electronic  Service  Corp.,  2906  Birch  St.,  Franklin  Park, 
III. 

Gemex  Corp.,  The,  Industrial  Products  Oiv.,  1200  Com¬ 
merce  Ave.,  Union,  N.  J. 

GENERAL  HERMETIC  SEALING  CORP.,  99  E.  Haw¬ 
thorne,  Valley  Stream,  N.  Y.  ADV.  P(».  546. 

Glass  Solder  Engineering,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif. 

Glasseal  Products  Co.,  Inc.,  1111  E.  Elizabeth  Ave., 
Linden,  N.  J. 

Heldor  Mfg.  Corp.,  238  Lewis  St.,  Paterson,  N.  J. 
Hermetic  Pacific  Corp.,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif. 

HERMETIC  SEAL  CORP.,  29-37  S  Sixth  St.,  Newark 

7,  N.  J.  ADV.  PG.  403. 

Hermetite  Corp.,  702  Beacon  St.,  Boston  15,  Mass. 
Livingston  Electronic  Corp.,  Livingston,  N.  J. 

Lundey  Associates,  Inc.,  694  Main  St.,  Waltham  54, 
Mass. 

Mitronics,  Inc.,  1290  Central  Ave.,  Hillside,  N.  J. 
Scientific  Electronic  Labs.,  NC.,  866  Bergen  St.,  Newark 

8,  N.  J. 

Silicone  Seals,  Inc.,  3125  Milwaukee  Ave.,  Chicago  18, 
III. 

U.  S.  Stoneware  Co.,  The,  Akron  9,  Ohio. 


SEALS-Corbon 

Garlock  Packing  Co.,  The,  Palmyra,  N.  Y. 

Gemex  Corp.,  The,  Industrial  Products  Oiv.,  1200  Com¬ 
merce  Ave.,  Union  N.  J. 

GRAPHITE  METALLIZING  CORP.,  1052  Nepperhan  Ave., 
Yonkers,  N.  Y.  ADV.  PG.  14,  15. 

National  Carbon  Co.,  Div.  of  Union  Carbide  Corp.,  30  E. 
42nd  St.,  New  York  17,  N.  Y. 

Ohio  Carbon  Co.,  12508  ^rea  Rd.,  Cleveland  11,  Ohio. 

St.  Marys  Carbon  Co.,  State  Rd.,  St.  Marys,  Pa. 

Sealol  Corp.,  Warwick  Industrial  Park,  Providence  5, 
R.  I. 

Stackpole  Carbon  Co.,  St.  Marys,  Pa. 

Superior  Carbon  Products  Co.,  9115  George  Ave.,  Cleve¬ 
land  5,  Ohio. 

U.  S.  Graphite  Co.,  Oiv.  of  The  Wickes  Corp.,  Saginaw 
32,  Mich. 


SEALS— Coromic  fo  Mlal 

Advanced  Vacuum  Products,  Inc.,  Oiv.  of  General  Cer¬ 
amics  Corp.,  430  Fairfield  Ave.,  Stamford,  Conn. 
AMERICAN  UVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd.  &  Manufacturers  Rd.,  Chattanooga  5,  Tenn. 
ADV.  PG.  237. 

Anchor  Metal  Co.,  The,  966  Meeker  Ave.,  Brooklyn  22, 
N.  Y. 


1958-1959  LISTINGS  of 


BG  Corp.,  The,  321  Broad  Ave.,  Ridgefield,  N.  J. 

CARBORUNDUM  CO.,  THE,  UTROBE  PLANT,  Latrobe, 
Pa.  ADV.  PG  72,  73. 

CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wis.  AOV.  PG.  422. 

CERAMASEAL,  INC.,  Box  25,  New  Lebanon  Center,  N.  Y. 
ADV.  PG.  437. 

COORS  PORCEUIN  CO.,  600  Ninth  St.,  Golden,  Colo. 
AOV.  PG.  310,  311. 

Du-Co  Ceramics  (lo..  Box  587,  Butler  8,  Pa. 

FrerKhtown  Porcelain  Co.,  Frenchtown,  N  J. 

Garlock  Packing  Co.,  The,  Palmyra,  N.  Y. 

Gemex  Corp.,  The,  Industrial  Products  Oiv.,  1200  Com¬ 
merce  Ave.,  Union  N.  J. 

GENERAL  CERAMICS  CORP.,  Keasbey,  N  J.  AOV.  PG. 
133. 

General  Electric  Co.,  Industrial  Heating  Dept.,  Shelby- 
ville,  Ind 

Glass  Solder  Engineering,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif. 

Glasseal  Products  Co.,  Inc.,  1111  E.  Elizabeth  Ave., 
Linden,  N.  J. 

Heldor  Mfg.  C^.,  238  Lewis  St.,  Paterson,  N.  J. 

Hermetic  Pacific  Corp.,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif. 

HERMETIC  SEAL  CORP.,  29-37  S.  Sixth  St.,  Newark  7, 
N.  J.  ADV.  PG  403. 

Litton  Engineering  Laboratories.  P.  0.  Box  949,  Grass 
Valley,  Calif. 

Lundey  Associates,  694  Main  St.,  Waltham  54,  Mass. 

Mansol  Ceramics  Co.,  140  Little  St.,  Belleville,  N  J. 

Mitronics,  Inc.,  1290  Central  Ave.,  Hillside,  N.  J. 

Romac  Products  Co.,  48-01  25th  Ave.,  Long  Island  City 
3,  N.  Y. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Oavis- 
ville.  Pa.  ADV.  PG.  472. 

Scientific  Electronic  Labs.,  Inc.,  866  Bergen  St.,  Newark 
8,  N.  J. 

Sonneborn  Sons,  Inc.,  L.,  Building  Products  Oiv.,  404 
Fourth  Ave.,  New  York  16,  N.  Y. 

Steward  Mfg.  Co.,  D.  M.,  3600  Jerrome  Ave.,  Chat¬ 
tanooga  1,  Tenn. 

Thermo  Materials,  Inc.,  4040  Campbell  Ave.,  Menlo 
Park,  Calif. 

U.  S.  Stoneware  Co.,  The,  Akron  9,  Ohio. 


SEALS- Marmwfic 

Advanced  Vacuum  Products,  Inc.,  Civ.  of  General  Cer¬ 
amics  Corp.,  4  50  Fairfield  Ave  .  Stamford  Coon. 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd.  &  Manufacturers  Rd.,  Chattanooga  5,  Tenn. 
ADV  PC.  237. 

Atmo  Seal  Co.,  4321  Fielding  St  ,  Cincinnati  9,  Ohio. 

AUTOMATIC  &  PRECISION  MFG.  CO.,  252  Hawthorne 
Ave.,  Yonkers  5,  N  Y.  ADV.  PG.  539. 

BG  Corp.,  The,  321  Broad  Ave.,  Ridgefield,  N.  J. 

CARBORUNDUM  CO.,  THE,  LATROBE  PLANT,  Latrobe, 
Pa.  AOV.  PG  72,  73. 

CENTRALAB  OIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave^  Milwaukee  1,  Wis.  AOV.  PG.  422. 

CONSTANTIN  &  CO.,  L.  L.,  Route  #46,  Lodi,  N.  J. 
AOV  PG  409 

Controlled  Atmosphere  Enclosures  Corp.,  230-11  141tt 
Ave.,  Springfield  Gardens  13,  N.  Y. 

COORS  PORCEUIN  CO.,  600  Ninth  St.,  Golden,  Colo. 
AOV.  PG.  310,  311. 

Davit  Electronics,  Box  1247,  4002  Burbank  Blvd.,  Bur¬ 
bank,  Calif. 

DeMORNAY-BONAROI,  780  S.  Arroyo  Parkway,  Pasadena, 
Calif.  AOV.  PG.  98,  99. 

ELECTRICAL  INDUSTRIES  DIV.,  PHILIPS  ELECTRONICS, 
INC.,  691  Central  Ave.,  Murray  Hill,  N.  J.  AOV.  PG. 
7. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N  V. 

Enflo  Corp.,  Fellowship  Rd.  A  Route  73,  Maple  Shade, 
N.  J. 

Farnsworth  Electronic  Co.,  Pacific  Div.,  815  S.  San 
Antonio  Rd.,  Palo  Alto,  Calif. 

FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U.  S.  GAS¬ 
KET  CO.,  Camden,  N.  J.  ADV.  PG.  529. 

Frenchtown  Porcelain  Co.,  Frenchtown,  N.  J. 

FUSITE  CORP.,  6000  Fernview  Ave.,  Cincinnati  13,  Ohio. 
AOV.  PG.  157. 

Garde  Mfg.  Co.,  588  Eddy  St.,  Providence  3,  R.  I. 

Gemex  Corp.,  The,  Industrial  Products  Oiv.,  1200  Com¬ 
merce  Ave.,  Union,  N.  J. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

GENERAL  CERAMICS  CORP.,  Keasbey,  N.  J  AOV  PG. 
133. 

GENERAL  HERMETIC  SEALING  CORP.,  99  E.  Hawthorne, 
Valley  Stream,  N.  Y.  ADV.  PG.  546. 

Glass  Solder  Engineering,  4232  Temple  City  Blvd., 
Rosemead,  Calif. 

Glasseal  Products  Co.,  Inc.,  1111  E.  Elizabeth  Ave., 
Linden,  N.  J. 

Heldor  Mfg.  Corp.,  238  Lewis  St.,  Paterson,  N.  J. 

Hermetic  Pacific  Corp.,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif. 

HERMETIC  SEAL  CORP.,  29-37  S.  Sixth  St.,  Newark  7, 
N.  J.  AOV.  PG.  403. 

Hermetite  Corp.,  72  Beacon  St.,  Boston  IS,  Mass. 

ITAT  Components  Div.,  International  Telephone  A  Tele¬ 
graph  Corp.,  P.  0.  Box  412,  Clifton,  N.  J. 

Johns-Manville,  22  E.  40th  St.,  New  York  16,  N.  Y. 

Lundey  Associates,  694  Main  St.,  Waltham  54,  Mass. 

Melco  Products  Inc.,  301  Fifth  Ave.,  S.,  Minneapolis  IS, 
Minn. 

Mitronics,  Inc.,  1290  Central  Ave.,  Hillside,  N.  J. 
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ELECTRONIC  and  ALLIED  PRODUCTS 


SHIELDING 


Molding  Corp.  of  America,  40  Church  St.,  Pawtucket, 
R.  I. 

Neoiil  Product!  Die.  of  Rubber  Associates,  Inc.,  745 
Fifth  Aye  ,  New  York  22,  N.  V. 

Norrich  Plastics  Corp.,  107*109  W.  18th  St.,  New 
York  11,  N.  Y. 

Philadelphia  Scientific  Glass  Co.,  Quakertown,  Pa. 

PHILLIPS  CONTROL  CORP.,  59  W.  Washington  St.,  Joliet, 
III.  ADV.  PG.  361,  362. 

Quality  Products  Co.,  387  Charles  St.,  Providence  4, 
R.  I. 

Romac  Products  Co.,  48-01  25th  Ave.,  Long  Island 
City  3,  N  Y. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davis* 
ville,  Pa.  ADV.  PG.  472. 

Scientific  Electronic  Labs.,  Inc.,  866  Bergen  St.,  Newark 
8,  N.  J. 

Silicone  ^als,  Inc.,  3125  Milwaukee  Ave.,  Chicago  18, 
III. 


Soldering  Specialties 
N.  J. 


18  Chatham  Rd.,  Summit, 


Sphere  Co.,  Inc.,  The,  25  Amity  St.,  Little  Falls,  N.  J. 
Steward  Mfg.  Co.,  0.  M.,  3600  Jcrrome  Ave.,  Chattanooga 
1,  Term. 

Strat-O-Seal  Mfg.  Co.,  339  W.  Fullerton  Ave.,  Chicago 
47,  III. 

Thermo  Materials  Inc.,  4040  Campbell  Ave.,  Menlo  Park, 
Calif. 

U.  S.  Stoneware  Co.,  The,  Akron  9,  Ohio. 

Vilroseal  Corp.,  Vine  &  Race  Sts.,  Ridgway,  Pa. 

Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx  61, 
N.  Y. 


Warren  Components  Die,,  EI-TronLcSa  Inc.,  S.  Ireini  St., 
Warren,  Pa. 

ZELL  PRODUCTS  CORP.,  276-280  Main  St.,  Norwalk, 
Conn.  ADV.  PG.  538,  539. 


Si  A 15- fMorof-ro-CfoM 


Allegheny  Ludlum  Steel  Corp.,  H.  W.  Oliver  Bldg..  Pitts¬ 
burgh  22,  Pa. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Anchor  Metal  Co.,  The,  966  Meeker  Ave.,  Brooklyn  22, 
N.  Y. 


Atmo  Seal  Co.,  4321  Fielding  St  ,  Cincinnati  9,  Ohio. 
CARBORUNDUM  CO.,  THE,  UTROBE  PLANT,  Latrobe. 
Pa  ADV.  PC.  72,  73. 

CONSTANTIN  &  CO.,  L.  L.,  Route  46,  Lodi,  N.  J. 
ADV.  PG.  409. 

DeMORNAY-BONARDI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98,  99. 

OOLINKO  &  WILKENS,  INC.,  1901-7  Summit  Ave., 
Union  City,  N.  J.  ADV  PG.  440 
ELECTRICAL  INDUSTRIES  OlV.,  PHILIPS  ELECTRON¬ 
ICS,  INC.,  691  Central  Ave.,  Murray  Hill,  N.  J.  ADV, 
PG  7. 


Emerson  &  Cuming,  Inc.,  869  Washington  St.,  Canton, 

Mass 

Farnsworth  Electronic  Co.,  Pacific  Div.,  815  S.  San 
Antonio  Rd.,  Palo  Alto,  Calif. 

FUSITE  CORP.,  6000  Fernview  Ave.,  Cincinnati  13,  Ohio 
ADV  PG  157. 

Gemex  Corp.,  The,  Industrial  Products  Div.,  1200  Com¬ 
merce  Ave  Union,  N  J 

GENERAL  HERMETIC  SEALING  CORP  ,  99  E.  Haw¬ 
thorne,  Valley  Stream,  N  Y.  ADV  PG.  546. 


Glass  Solder  Engineering,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif. 

Glasseal  Products  Co.,  Inc.,  1111  E.  Eliiabeth  Ave., 
Linden,  N  J. 

Hartwood  Glass  A  Metals  Co.,  P.  0.  Box  865,  Martins- 
burg,  W  Va. 

Hermetic  Pacific  Corp.,  4232  Temple  City  Blvd., 
Rosemead.  Calif. 

HERMETIC  SEAL  CORP.,  29-37  S.  Sixth  St.,  Newark 
7,  N  J  ADV.  PG.  403. 

Hermetite  Corp.,  702  Beacon  St.,  Boston  15,  Mass. 

IT  AT  Components  Div.,  International  Telephone  A  Tele¬ 
graph  Corp.,  P.  0.  Box  412,  Clifton,  N.  J. 

JOHNSON  A  HOFFMAN  MFC.  CORP.,  31  E.  SKond 
St.,  Mineola,  N  Y  ADV  PG  242. 

Litton  Engineering  Laboratories,  P.  0.  Box  949,  Grass 
Valley,  Calif. 

Melco  Products  Inc.,  301  Fifth  Ave.,  S.,  Minneapolis 
15,  Minn. 

Networks  Electronic  Corp.,  14806  Oxnard  St.,  Van  Nuys, 
Calif. 

Pacific  Universal  Products  Corp.,  168  Vista  Ave.,  Pasa¬ 
dena  8,  Calif. 

Philadelphia  Scientific  Glass  Co.,  Quakertovm,  Pa. 

PHILLIPS  CONTROL  CORP.,  59  W.  Washington  St., 
Joliet,  III.  ADV  PG  361,  362. 

Quality  Products  Co.,  387  Charles  St.,  Providence  4, 
R  I. 


Romac  Products  Co.,  48-01  25th  Ave  Long  Island 
City  3,  N  Y 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davis¬ 
ville,  Pa.  ADV.  PG.  472. 

Scientific  Electronic  Labs.,  Inc.,  866  Bergen  St.,  Newark 
8,  N.  J. 

Sonneborn  Sons,  Inc.,  L.,  Building  Products  Div.,  404 
Fourth  Ave.,  New  York  16,  N.  Y. 

Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St., 
Oceanside,  Calif. 

Vitroseal  Corp.,  Vine  A  Race  Sts.,  Ridgway,  Pa. 

Warren  Components  Div.,  El-Tronics,  Inc.,  S.  Irvine 
St.,  Warren  Pa. 

ZELL  PRODUCTS  CORP.,  276-280  Main  St.,  Norwalk, 
Conn.  ADV.  PG.  538,  539. 


SEAlS-0» 

Aetna  Felt  Co.,  Inc.,  204  Centre  St,  New  York  13, 
N  Y. 

AUTOMATIC  A  PRECISION  MFG.  CO.,  252  Hawthorne 
Ave.,  Yonkers  5,  N.  Y.  ADV.  PG.  539. 

Barwood  Mfg.  Co.,  Inc.,  L.  J.,  22  Williams  St.,  Everett 
49,  Mass. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N  Y. 

Du-Co  Ceramics  Co.,  Box  587,  Butler  8,  Pa. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N  Y. 

Enflo  Corp.,  Fellowship  Rd.  A  Route  73,  Maple  Shade, 
N.  J. 

Garlock  Packing  Co.,  Tge,  Palmyra,  N.  Y. 

Gemex  Corp.,  The,  Industrial  Products  Div.,  1200  Com¬ 
merce  Ave.,  Union,  N.  J. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N  Y 

GENERAL  HERMETIC  SEALING  CORP.,  99  E.  Haw¬ 
thorne  Vallrv  Stream,  N.  Y  ADV.  PG.  546. 

GRAPHITE  METALLIZING  CORP.,  1052  Nepperhan 
Ave  ,  Yonkers,  N.  Y.  ADV.  PG.  14,  15. 

HK  Metal  Craft  Mfg.  Corp.,  3775  Tenth  Ave.,  New 
York  34,  N.  Y. 

jKlin  Mfg.  Co.,  Lufbery  Ave.,  Wallingford,  Conn. 

Johns-Manville,  22  E.  40th  St.,  New  York  16,  N.  Y. 

Mechanical  Felt  A  Textiles  Co.,  50  W.  18th  St., 
Weehawken,  N  J. 

Minnesota  Rubber  A  Gasket  Co.,  3630  Wooddale  Ave., 
Minneapolis  16,  Mmn 

Parker  Seal  Co  ,  Div.  of  Parker-Hanmfin  Corp.,  10567 
Jefferson  B'vd.,  Culver  City,  Calif 

St  Marys  Carbon  Co.,  State  Rd.,  St  Marys,  Pa. 

Sealol  Corp.,  Warwick  Industrial  Park,  Providence  5, 
R  I, 

United  Aircraft  Products,  Inc.,  1116  Bolander  Ave., 
Dayton  1,  Ohio. 

U.  S.  Graphite  Co.,  Div.  of  The  Wickes  Corp.,  Saginaw 
32,  Mkh 

Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx  61, 
N  Y. 

Western  Felt  Works,  4029  Ogden  Ave.,  Chicago,  III. 


SEALS-SwNxA 

Amatom  Electronic  Hardware  Co.,  Inc.,  88  Drake  Ave., 
New  Rochelle,  N.  Y. 

Arcoelectric  Div.  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta ,  Flushing  64,  N  Y. 

Auburn  Mfg.  Co.,  The,  Pease  Ave.  A  Stack  St.,  Middle- 
town  Conn 

AUTOMATIC  A  PRECISION  MFG.  CO.,  252  Hawthorne 
Ave.,  Yonkers  5,  N.  Y.  ADV.  PG.  539. 

Gemex  Corp  ,  The.  Industrial  Products  Div.,  1200  Com* 
merce  Ave  Union,  N.  J. 

general  hermetic  sealing  corp.,  99  t.  Haw¬ 
thorne,  Valley  Stream,  N  Y  ADV.  PG.  546. 

Glau  Solder  Engineering,  4232  Temple  City  Blvd., 
Rosemead,  Calif. 

Hermetic  Pacific  Corp.,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif. 

J-B-T  INSTRUMENTS,  INC.,  431  Chapel  St.,  New 
Haven  8,  Conn.  ADV.  PG.  256. 

Mechanical  Felt  A  Textiles  Co.,  50  W.  18th  St., 
Weehawken,  N.  J. 

Melco  Products  Inc.,  301  Fifth  Ave.,  S.,  Minneapolis 
15,  Minn. 

Neosil  Products  Div.  of  Rubber  Associates,  Inc.,  745 
Fifth  Ave.,  New  York  22,  N.  Y. 

Philadelphia  Scientific  Glass  Co,  Quakertown,  Pa. 

RADIO  FREQUENCY  LABS,  INC.,  Boonton  2,  N.  J. 
ADV.  PG.  399. 

Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx  61, 
N.  Y. 


SELECTIVE  CAllINO  APPARATUS 

Bogen  Co.,  David,  P.  0.  Box  500,  Paramus,  N.  J. 

Electrical  Communications  Co.,  555  Minnesota  St., 
San  Francisco  7,  Calif. 

Gonset  Div.,  Young  Spring  A  Wire  Corp.,  801  S.  Main 
St.,  Burbank,  Calif. 

I.D  E  A.,  Inc.,  7900  Pendleton  Pike,  Indianapolis  26, 
Ind. 

Mobil  ElKtronics  Mfg.  Co..  1111  State  Rd.,  67  E., 
Anderson,  Ind. 

Scantlin  Electronics,  Inc.,  11624  W.  Pico  Blvd.,  Los 
Angeles  64,  Calif. 

Stromberg-Carlson  Co.,  Div.,  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas. 
ADV.  PG.  454. 


SERVICES 

Soo 

Computing 
Eloctroforming 
Eloefrop  losing 
Encopsulolion 
Engroving  A  Profiling 
Froguency  Colibrotion 
Hoot  Trooting 
loborotorios — T  osling 
Pockogino— EUctror.ic 
Equipmont 
Ploting— Molol  on 
Plastic 


Plating— Prociout 
Motol 

Sealing— Hermetic 
Silk  Screen  Processing 
Subminioturi  lotion 
Technical  Writing 
Tinning— Hot  Dipped 
Tower  Servico 
Treoting— Fungus  A 
Moisture  Proof 
Wire  Marking 


SHAFTS-Ffexibfo 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 

Actuator  Products  Corp.,  a  Div.  of  Geartronics  Corp., 
906  Mam  St.,  West  Concord,  Mass. 

Henry  A  Miller  Industries,  Inc.,  675  Garfield  Ave.,  Jersey 
City  5,  N.  J.  ... 

Hoover  Electric  Co.,  2100  S.  Stoner  Ave.,  Los  Angeles 
25,  Calif.  ,  « 

Jan  Hardware  Mfg.  Co.,  Inc.,  75  N.  11th  St.,  Brook¬ 
lyn  11,  N.  Y. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 

P  I  C  Design  Corp.,  477  Atlantic  Ave.,  East  Rockaway, 
N  Y. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N  Y. 

STEWART  CORP.,  F  W.,  4311  Ravenswood  Ave.,  Chicago 
13,  III.  ADV.  PG.  460. 

Stow  Mfg  C  o.,  101  Shear  St.,  Binghamton,  N.  Y. 

White  Dental  Mfg.  Co.,  S.  S.,  Industrial  Div.,  10  E. 
40th  St.,  New  York  16,  N.  Y. 


SHAPERS-Tolovision  Signal 

Miratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  Minn. 


SHELLS 
Sea  CANS 


SHEETS-Molybdonum 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 
Eisler  Engineering  Co.,  Inc.,  751  S.  13th  St.,  Newark 
3,  N.  J. 

Elmet  Div.,  North  American  Philips  Co.,  Inc.,  Lisbon 
Rd.,  Lewiston,  Maine 

REMBAR  CO.,  INC.,  THE,  67  Main  St.,  Dobbs  Ferry, 
N.  Y.  ADV.  PG.  521. 


SHIELDINO-Elecfroitofic 


Ace  Engineering  A  Machine  Co.,  Inc.,  Tomlinson  RB., 
Huntingdon  Valley,  Pa. 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn 

Auburn  Mfg.  Co.,  The,  Pease  Ave.,  A  Stack  St.,  Middle- 
ton,  Conn. 

Haliett  Mfg.  Co.,  5910  Boweroft  St.,  Los  Angeles  16, 
Calif 

INSTRUMENT  SPECIALTIES  CO.,  INC.,  254  Bergen 
Blvd  ,  Little  Falls,  N  J.  ADV.  PG.  350. 

Lacey  Brothers  Etched  Circuits,  117  S.  Lombard,  Oak 


Park,  III. 

Metal  Textile  Corp.,  647  E.  First  Ave.,  Roselle,  N.  J. 
Metaplast  Co.,  Inc.,  24-51  56th  St.,  Woodside,  N.  Y. 
Micro- Circuits  Co  .  New  Buffalo  ,Mich. 

PERFECTION  MICA  CO ,  MAGNETIC  SHIELD  DIV.,  1320 
N  Elston  Ave.,  Chicago  22,  III.  ADV  PG.  485. 
Schuyler  Mfg.  Corp.,  84  Porete  Ave.,  North  Arlington 
,N  J. 

SHIELDING,  INC.,  Dept.  LB,  Riverton,  N.  J.  ADV.  PG. 
257. 


SHIELDING— Rodio  Ignition 

Auburn  Mfg.  Co.,  The,  Pease  Ave.  A  Stack  St.,  Middle- 
ton,  Conn 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y. 

Breeie  Corps.,  Inc.,  700  Liberty  Ave.,  Union,  N.  J. 

Connecticut  Hard  Rubber  Co.,  407  East  St.,  New  Haven 
9,  Conn. 

Co-Operative  Industries,  Inc.,  100  Oakdale  Rd.,  Chester, 
N.  J. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

Tfallett  Mfg.  Co.,  5910  Boweroft  St.,  Los  Angeles  16, 
Calif. 

Holyoke  Wire  A  Cable  Co.,  720  Main  St.,  Holyoke, 
Mass. 

Metal  Textile  Corp.,  647  E.  First  Ave,  Roselle,  N.  J. 

Scintilla  Division,  Bendix  Aviation  Corp.,  Sidney,  N.  Y. 

Titeflex,  Inc.,  534  Hendee  St.,  Springfield,  Mass. 

Vacuum  Equipment  Div.  of  Hie  New  York  Air  Brake  Co., 
1325  Admiral  Wilson  Blvd.,  Camden,  N.  J. 


SHIELDING- Sheet  or  Screen 

Ace  Engineering  A  Machine  Co.,  Inc.,  Tomlinson  Rd., 
Huntingdon  Valley,  Pa. 

Bar-Ray  Products,  Inc.,  210  25th  St.,  Brooklyn  32, 
N.  Y. 

Controlled  Atmosphere  Enclosures  Corp.,  230-11  141st 
Ave.,  Springfield  Gardens  13,  N.  Y. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

Haliett  Mfg.  Co.,  5910  Boweroft  St.,  Los  Angeles  16, 
Calif. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Metal  Textile  Corp.,  647  E  First  Ave  ,  Roselle,  N.  J. 

PERFECTION  MICA  CO.,  MAGNETIC  SHIELD  DIV.,  1320 
N  Elston  Ave,,  Chicago  22,  III,  ADV,  PG.  485. 
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SHIELDING,  INC.,  Dept.  LB,  Riverton,  N.  J.  AOV.  PG. 
257. 

Topatron,  Inc.,  942  E.  Ojai  Ave.,  Ojai,  Calif. 

U.  S.  Rubber  Co.,  1230  Avenue  of  the  Americas,  New 
York  20,  N.  V. 


SHIELDINO-Wir* 

ALDEN  PRODUCTS  CO.,  112  N  Mam  St.,  Brockton  64, 
Mass.  ADV.  PG.  472. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  ADV.  PG.  65. 

Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 
III. 

BIrnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y. 

Consolidated  Wire  &  Associated  Companies,  1635  S 
Clinton  St.,  Chicago  16,  III. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

Hallett  Mfg.  Co.,  5910  Bowcroft  St.,  Los  Angelei  16, 
Calif. 

Holyoke  Wire  &  Cable  Corp.,  720  Main  St.,  Holyoke, 
Mass. 

Muter  Co.,  The,  1255  S.  Michigan  Ave.,  Chicago  5,  III. 

New  England  Electrical  Works,  Inc.,  Lisbon,  N.  H. 

Packard  Electric  Div.  of  General  Motors  Corp.,  312  Dana 
Ave.,  Warren,  Ohio. 

Precision  Tube  Co.,  Inc.,  North  Wales,  Pa. 

Schuyler  Mfg.  Corp.,  84  Porete  Ave.,  North  Arlington, 
N.  J. 

Sparta  Mfg.  Co.,  Div.  of  U.  S.  Ceramic  Tile  Co.,  Dover, 
Ohio. 

Tevco  Insulated  Wire,  108  E.  Prospect  Ave.,  Burbank, 
Calif. 

Titeflex,  Inc.,  534  Hendee  St.,  Springfield,  Mass. 

Zippertubing  Co.,  The,  752  S.  San  Pedro,  Los  Angeles, 
Calif. 


SHIELDS— Corhode  Roy  Tube 

Allegheny  Ludlum  Steel  Corp.,  H.  W.  Oliver  Bldg.,  Pitts¬ 
burgh  22,  Pa. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield 
Ave.,  Clifton,  N.  J.  , 

Jan  Hardware  Mfg.  Co.,  Inc.,  75  N.  11th  St.,  Brooklyn 
11,  N.  Y. 

MAGNETICS,  INC.,  COMPONENTS  DIV.,  P.  0.  Box  391, 
Butler,  Pa.  ADV.  PG.  220. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

PERFECTION  MICA  CO.,  MAGNETIC  SHIELD  DIV.,  1320 
N.  Elston  Ave.,  Chicago  22,  III.  ADV.  PG.  485. 

Suffolk  Products  Corp.,  Woodbine  &  Scudder,  Northport, 
N.  Y. 


SHIEIOS-Coif 

Aluminum  &  Chemical  Corp.,  22  W.  Putnam  Ave., 
Greenwich  Conn. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave, 
Cambridge  3B,  Mass.  ADV.  PG.  74. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  V. 

General  Aviation  &  Electronics  Mfg.  Co.,  Inc.,  179 
Berger  St,  Wood-Ridge,  N.  J. 

Guthman  Div.  of  Essex  Wire  Corp.,  3443  Addison  St., 
Chicago  18,  III. 

Hallett  Mfg.  Co.,  5910  Bowcroft  St.,  Los  Angeles  16, 
Calif. 

Impact  Extrusion  Products,  Inc.,  39  Powderhouse  Rd., 
Roslyn  Heights.  N.  Y. 

MAGNETICS,  INC.,  COMPONENTS  DIV.,  P  0.  Box  391, 
Butler,  Pa.  ADV.  PG.  220. 

Millen  Mfg.  Co.,  James,  ISO  Exchange  St.,  Malden, 
Mass. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New 
York  11,  N.  Y. 

Paul  &  BMkman,  Inc.,  1801  Courtland  St.,  Philadel¬ 
phia  40,  Pa. 

PERFECTION  MICA  CO.,  MAGNETIC  SHIELD  DIV., 
1320  N.  Eleston  Ave.,  Chicago  22,  III.  ADV.  PG.  485 

Rollan  Electric  Co.,  8233  S.  Princeton  Ave.,  Chicago  20, 
III. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx  61, 
N.  Y. 


SHIEIOS-Furrite 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 
Hallett  Mfg.  Co.,  5910  Bowcroft  St.,  Los  Angeles  16, 
Calif. 


SHIELDS-Uod 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 
American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  ADV.  PG.  466. 

Bar-Ray  Products,  Inc.,  210  25th  St.,  Brooklyn  32, 
N.  Y. 

Chicago  Expansion  Bolt  Co.,  1338  W.  Concord  Place, 
Chicago  22,  III. 

Division  Lead  Co.,  7742  W.  61st  Place,  Summitt,  III. 


Hallett  Mfg.  Co.,  5910  Bowcroft  St.,  Los  Angeles  16, 
Calif. 

Isotope  Developments  Ltd.,  Beenham  Grange,  Alder- 
maston  Whaif,  Nr.  Reading,  Berks. 

NRD  Instrument  Co.,  6425  EUel  Ave.,  St.  Louis  14, 

Mo. 

National  Lead  Co.,  Ill  Broadway,  New  York  6,  N.  Y. 
Nuclear-Chicago  Corp.,  223  W.  Erie  St.,  Chicago  10,  III. 
Staver  Co.,  Inc.,  The,  41  N.  Saxon  Ave.,  Bay  Shore, 
N.  Y. 

Zippertubing  Co.,  The,  752  S.  San  Pedro,  Los  Angeles, 
Calif. 


$H  I  ELDS— T ronif  ormor 

Algo,  Inc.,  251  West  St.,  South  Hackensack,  N.  J. 

Allegheny  Ludlum  Steel  Corp.,  H.  W.  Oliver  Bldg., 
Pittsburgh  22,  Pa. 

Ellis  &  Sons,  Inc.,  George  D.,  4002  N.  American  St., 
Philadelphia  40,  Pa. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Impact  Extrusion  Products,  Inc.,  39  Powderhouse  Rd., 
Roslyn  Heights,  N.  Y. 

Jan  Hardware  Mfg.  Co.,  Inc.,  75  N.  11th  St.,  Brooklyn 
11,  N.  Y. 

Kling  Metal  Spinning  Co.,  247  Centre  St.,  New  York, 
N.  Y. 

MAGNETIC  METALS  CO.,  Hayes  Ave.  at  21st  St.,  Cam¬ 
den,  N.  J.  ADV.  PG.  348. 

MAGNETICS,  INC.,  COMPONENTS  DIV.,  P.  0.  Box  391 
Butler,  Pa.  ADV.  PG.  220. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

Paul  A  Beckman,  Inc.,  1801  Courtland  St.,  Phiadelphia 
40,  Pa. 

PERFECTION  MICA  CO.,  MAGNETIC  SHIELD  DIV.,  1320 
N.  Elston  Ave.,  Chicago  22,  III.  ADV.  PG.  485. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx  61, 
N  Y. 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
Yory  13,  N  Y.  ADV.  PG.  Second  Cover. 


SHIEIDS-Tube 

Allegheny  Ludlum  Steel  Corp.,  H.  W.  Oliver  Bldg., 
Pittsburgh  22,  Pa. 

Aluminum  &  Chemical  Corp.,  22  W.  Putnam  Ave., 
Greenwich,  Conn. 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

Atlas  E-E  Corp.,  47  Prospect  St.,  Woburn,  Mass 

BIRTCHER  CORP.,  4371  Valley  Blvd.,  Los  Angeles  32, 
Calif.  ADV.  PG.  451. 

CINCH  MFG.  CORP.,  1026  S.  Homan  Ave.,  Chicago  24, 
III.  ADV.  PG  .438,  439 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa 

Eastern  Magnetic  Shielding  Research  &  Manufacturing, 
Box  831,  Deer  Park,  N.  Y. 

Eby  Co.,  Hugh  H.,  4701  Germantown  Ave.,  Philadel¬ 
phia  44,  Pa. 

Elco  Corp.,  "M"  St.  below  Erie  Ave.,  Philadelphia 
24,  Pa. 

Ellis  &  Sons,  Inc.,  George  D.,  4002  N.  American  St., 
Philadelphia  40,  Pa 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Formatic  Co.,  178  Bridge  St.,  Naugatuck,  Conn. 

General  Aviation  &  Electronics  Mfg.  Co.,  Inc.,  179 
Berger  St.,  Wood-Ridge,  N.  J. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

Goat  Co.,  Inc.,  Fred,  308  Dean  St.,  Brooklyn  7,  N.  Y. 

INTERNATIONAL  ELECTRONIC  RESEARCH  CORP.,  145 
W.  Magnolia  Blvd.,  Burbank,  Calif.  ADV.  PG.  120. 

Irving  Tool  &  Mfg.  Co.,  1315  Levee  St.,  Dallas  7, 
Texas. 

Jan  Hardware  Mfg.  Co.,  Inc.,  75  N.  11th  St.,  Brook¬ 
lyn  11,  N.  Y. 

Livingston  Electronic  Corp.,  Livingston,  N.  J. 

MAGNETIC  METALS  CO.,  Hayes  Ave  at  21st  St  , 
Camden,  N.  J.  ADV.  PG.  348. 

MAGNETICS,  INC.,  COMPONENTS  DIV.,  P.  0.  Box  391, 
Butler,  Pa.  ADV.  PG.  220. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Metal  Textile  Corp.,  647  E.  First  Ave.,  Roselle,  N.  J 

METHODE  MFG.  CORP.,  7447  W.  Wilson  Ave.,  Chicago 
31,  III.  ADV.  PG.  524. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass 

Paul  &  Beekman,  Inc.,  1801  Courtland  St.,  Philadelphia 
40,  Pa. 

PERFECTION  MICA  CO.,  MAGNETIC  SHIELD  DIV.,  1320 
N.  Elston  Ave.,  Chicago  22,  III.  ADV.  PG.  485. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

Staver  Co.,  Inc.,  The,  41  N.  Saxon  Ave.,  Bay  Shore, 
N.  Y. 

Ttiner  Engineering  Corp.,  116  Madison  St.,  Malden, 
Mass. 

U  M  fc  F  Mfg.  Co.,  10929  Vanowen  St.,  North  Holly¬ 
wood,  Calif. 

Waldom  Electronics  Inc.,  4625  W.  53rd  St.,  Chicago  32, 
III 


SHIFTERS-Cofer  Phase 

See  PARTS  for  COLOR  TV  TUBES 


SHIFTERS-Phase 

Aircom  Inc.,  354  Main  St.,  Winthrop  52,  Mass. 
American  Measurement  A  Control,  Inc.,  240  Calvary  St., 
Waltham  54,  Mass. 

American  Research  A  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG  103. 

BOGART  MFG.  CORP.,  315  Seigel  St.,  Brooklyn  6. 
N.  Y.  ADV.  PG.  236. 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mass.  ADV.  PG.  204-207. 

Diehl  Mfg.  Co.,  1129  FInderne  Ave.,  Somerville,  N  J 
Dorsett  Laboratories,  Inc.,  401  E.  ^yd  St.,  Box  862, 
Norman,  Okla. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E  Third  St., 
Mt.  Vernon,  N.  Y.  ADV.  PG.  327. 

DYTRONICS,  P  0.  Box  3676,  Columbus  14,  Ohio. 
ADV.  PG.  589 

ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park,  N  J. 
ADV.  PG.  303. 

Electro  Networks,  Inc.,  P.  0.  Box  424,  Syracuse,  N  V, 
INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y.  ADV.  PG.  371 
Knopp  Inc.,  1307  66th  St.,  Oakland  8  Calif. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

Nilsen  Mfg.  Co.,  Addison,  III. 

REEVES  INSTRUMENT  CORP.,  227  E  91st  St  ,  New 
York  28,  N.  Y.  ADV.  PG.  433. 

States  Co.,  19  New  Park  Ave.,  Hartford  6,  Conn. 
TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
ville,  N.  V.  ADV.  PG.  323 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas. 
ADV.  PG.  454. 

Waveguide,  Inc.,  P  0  Box  486,  14845  Oxnard  St., 
Van  Nuys,  Calif. 

WIntronics,  213  S  Hawthorne  Blvd.,  Hawthorne,  Calif. 


SHIFTERS-Phaae,  Microwave 
See  MICROWAVE  ACCESSORIES 


SHIPPING  CONTAINERS 
See  PACKAGING  MATERIALS 

SHOCK  MOUNTS 

See  MOUNTINGS-VIbraHois  and  Shock 
SHUNTS-Mefer 

Oubrow  Development  Co.,  235B  Penn  St.,  Burlington, 
N.  J. 

Elco  Mfg.  Co.,  137  Herricks  Rd.,  New  Hyde  Park,  N.  Y. 
General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd  , 
Schenecetady  5,  N.  Y. 

Gray  Instrument  Co.,  200  E.  Church  Lane,  Philadelphia 
44,  Pa. 

HOYT  ELECTRICAL  INSTRUMENT  WORKS,  42  Carleton 
St.,  Cambridge  42,  Mass.  ADV.  PG.  400. 

Janco  Corp.,  3111  Winona  Ave.,  Burbank,  Calif. 

Meters,  Inc.,  5353  N.  Keystone  Ave.,  Indianapolis  20, 
Ind 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd , 
Mineola,  N.  Y.  ADV.  PG.  268. 

Phaostron  Instrument  A  Electronic  Co.,  151  Pasadena 
Ave.,  South  Pasadena,  Calif. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit  20, 
Mich. 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield,  III. 
Simpson  Electric  Co.,  Div.  of  American  Gage  A  Machine 
Co.,  5218  W.  Kiiuie  St.,  Chicago  44,  III. 

Sullivan  Ltd.,  H  W.,  80  Shore  Rd.,  Port  Washington, 
N.  V. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

Weston  Instruments  Div  of  Oaystrom,  Inc.,  614  Freling- 
huysen  Ave.,  Newark  12,  N.  J. 

SILICON 

sm  metals 

$1 LICONE— Compavnde 
Sea  INSULATING  COMPOUNDS 

SILICONE  CRYSTALS 
See  CRYSTALS 


SILICONE  GREASES 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  V. 
Dow  Corning  Corp.,  Midland,  Mich. 

Ed-Berl  Products,  fnc.,  87  Merrick  Rd.,  Baldwin,  N.  V. 
Silicones  Division,  A  Div.  of  Union  Carbide  Corp.,  30  E. 
42nd  St.,  New  York  17,  N  Y. 

SILICONE  OILS 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y, 


D-186 


Jon*,  1958 -MID-MONTH -ELECTRONICS  BUYERS'  GUIDE 


ELECTRONIC  and  ALLIED 


Dow  Corning  Corp.,  Midland,  Mich. 

Ed-BfrI  Produas,  Inc.,  87  Merrick  Rd  ,  Baldwin,  N.  Y. 
General  Electric  Co.,  Silicone  Products  Dept.,  WaterforiL 
N.  V. 

Silicones  Division,  A  Div.  of  Union  Carbide  Corp.,  30  E. 
47nd  St.,  New  York  17,  N.  V. 


SILICONE  RUBBER  INSULATION  PARTS 
S«o  INSULATION  PARTS 


SILICONE  RUBBER 

Auburn  Mfg.  Co.,  The,  Pease  Ave.  &  Stack  St.,  Middle- 
town,  Conn. 

Connecticut  Hard  Rubber  Co.,  407  East  St.,  New  Haven 
9,  Coon 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware.  ADV  PG  37)-176 

Delta  Chemical  Works,  21  W.  both  St.,  New  York,  N.  Y. 

Dow  Corning  Corp.,  Midland,  Mich. 

Garlock  Packing  Co.,  The,  Palmyra,  N  Y. 

General  Electric  Co.,  Silicone  Products  Dept.,  Waterford, 
N  Y. 

Goodrich  AvIat'On  Products,  B.  F.  Div.  ol  B.  F.  Goodrich 
Co.,  Akron,  Ohio. 

Minnesota  Rubber  &  Gasket  Co.,  3630  Wooddale  Ave., 
Minneapolis  lb,  Minn. 

Neosil  Products  Div  of  Rubber  Associates,  Inc.,  745 
Filth  Ave,  New  York  22,  N  Y. 

PACIFIC  MOULDED  PRODUCTS,  905  E.  59th  St  ,  Los 
Angeles,  Calif.  ADV.  PG.  518. 

Permacel  Tape  Corp.,  U.  S.  Highway  1,  New  Brunswick, 
N  J. 

Raybeslos-Manhattan,  Inc.,  bl  Willett  St.,  Passaic,  N  J. 

Rogers  Corp.,  Goodyear,  Conn. 

Silicones  Division,  A  Div.  of  Union  A  Carbide  A  Carbon 
Corp,  30  E  42nd  St.,  New  York  17,  N.  Y 

VARFLEX  CORP.,  506  W.  Court  St.,  Rome,  N  Y  ADV. 
PG.  469 

Western  Felt  Works,  4029  Ogden  Ave.,  Chicago,  III. 


SILK  SCREEN  PROCESSINO 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

Apahouser  Corp.,  1312  Boylston  St,  Boston,  Mass 

Bestcraft  Products  Co.,  Inc.,  626  Broadway,  New  York, 
N.  Y 

Bill  Jack  Scientific  Instrument  Co.,  P.  0.  Bon  C-3,  Solano 
Beach,  Calif. 

Bolling  Industries,  Inc.,  1117  N.  Main  Ave.,  Scranton  2, 

Pa 

CANADIAN  RADIUM  A  URANIUM  CORP.,  630  Filth 
Ave.,  New  York  20,  N  Y.  ADV  PG.  499 

Croname,  Inc.,  1747  Grace  St.,  Chicago  13,  III 

Fabra-Print,  Inc.,  801  S  E.  8th  St.,  Minneapolis  14, 
Minn 

HAUSSER  A  SON,  C.  A.,  6040  BelAeld  Ave.,  Philadel¬ 
phia  44,  Pa.  ADV.  PG  526 

Henry  A  Miller  Industries,  Inc.,  675  Garfield  Ave., 
Jersey  City  5,  N  J. 

Hoover  Electronics  Co.,  110  W.  Timonium  Rd  ,  Timonium, 
Md. 

Jodee  Plastics  Co.,  3089  Fulton  St.,  Brooklyn  8,  N.  V. 

Lancaster  Glass  Corp.,  Lancaster,  Ohio 

Litton  Industries,  Components  Oiv.,  5873  Rodeo  Rd., 
Los  Angeles  16,  Calif. 

Mechanical  Felt  A  Tevtiles  Co.,  50  W  18th  St., 
Weehawken,  N  J. 

Naa-Dar  Co.,  465  Milwaukee  Ave.,  Chicago  10,  III. 

Panelgraphic  Corp.,  P.  0.  Box  254,  Caldwell,  N  J 

Pilgrim  Products,  Inc.,  16  Spruce  St.,  West  Acton,  Mass. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davis- 
ville.  Pa.  AOV.  PG.  472. 

Sillcocks-Miller  Co.,  Maplewood,  N  J. 

Supreme  Process  Corp  ,  44  Bond  St.,  Westbury,  N.  V. 

U.  S.  RADIUM  CORP.,  Hanover  A  Horse  Hill  Rd.,  Mor¬ 
ristown,  N.  J.  AOV.  PG.  446. 


SIMUIATORS-Ffighf 

California  Technical  Industries  Div.  of  Textron,  Inc.,  1421 
Old  County  Rd  ,  Belmont,  Calif. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  OIV.,  631 
Central  Ave.,  Carlstadt,  N.  J  ADV.  PG.  394A. 

Link  Aviation,  Inc.,  Binghamton,  N  Y. 

Mid-Century  Instrumatic  Corp.,  611  Broadway,  New 
York  12,  N.  Y. 


SIMULATORS-Rodor 

California  Technical  Industries  Oiv.  of  Textron,  Inc.,  1421 
Old  County  Rd.,  Belmont,  Calif. 

Dynac,  Inc.,  395  Page  Mill  Rd.,  Palo  Alto,  Calif. 
Fairchild  Camera  A  Instrument  Corp.,  Defense  Products 
Div.,  Robbins  Lane,  Syosset,  N.  Y. 

Federal  ScientiBc  Corp.,  615  W.  131st  St.,  New  York 
27,  N.  Y. 


SLEEVING— EInctricaf  Insulating 
INSULATION  PARTS 


SLEEVING— Varnishod  or  locquorad 
So*  TUBING— VornisiiMf  or  Locqwnrod 


PRODUCTS 


SlIOES-Chotsis 

AMCO  ENGINEERING  CO.,  7335  Alnslie  St.,  Chicago 
31,  III  ADV.  PG.  566. 

CHASSIS-TRAK  CO.,  INC.,  525  S.  Webster  Ave.,  Indian¬ 
apolis  19,  Ind  ADV.  PG.  296 
GRANT  PULLEY  A  HARDWARE  CORP.,  High  St.,  West 
Nyack,  N.  Y.  ADV.  PG.  338. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W 
Oak  St.,  Norristown,  Pa 

RADIO  FREQUENCY  LABS.,  INC.,  Boonton  2,  N  J. 
ADV.  PG.  399 

Trepac  Corp.  ol  America,  1  Engle  St.,  Englewood,  N.  J. 
Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 

Watson  Mfg.  Co.,  Inc.,  4700  Taylor  St.,  Jamestown, 

N  Y 

WESTERN  DEVICES,  INC.,  600  Florence  Ave.,  Inglewood, 
Calif  ADV  PG.  416 

SLIP  RING  ASSEMBLIES 

AIRFLYTE  ELECTRONICS  CO.,  535-9  Avenue  “A",  Ba¬ 
yonne,  N.  J.  ADV  PG  582 

Beck's,  Inc.,  298-300  E.  Fifth  St.,  St.  Paul  1,  Minn. 
Bill  Jack  Scientific  Instrument  Co.,  P.  0.  Box  C-3,  Solana 
Beach,  Calif. 

Boonton  Molding  Co.,  Boonton,  N  J. 

COLLECTRON  CORP.,  304  E.  45th  St.,  New  York  17, 

N.  Y.  AOV.  PC.  578 

Electro  Development  Co.,  14701  Keswick  St.,  Van  Nuys, 
Calif 

ELECTRO-MINIATURES  CORP.,  1060  Elm  Aye.,  Ridge- 
held,  N.  J.  ADV.  PG  346 
Electro  Tec  Corp.,  South  Hackensack,  N  J. 

Enflo  Corp.,  Fellowship  Rd  A  Route  73,  Maple  Shade, 

N  J 

ENGELHARD  INDUSTpiES,  INC.,  (D.  E.  MAKEPEACE 
DIV  ),  113  Astor  St.,  Newark  5  N  J  ADV  PG  329 
GENERAL  FINDINGS  A  SUPPLY  CO.,  INDUSTRIAL  DIV., 
Attleboro,  Mass.  ADV  PG  275 
Gorham  Ma  lufacturing  Co.,  Bronte  Div.,  Providence  7, 

R  I 

GRAPHITE  METALLIZING  CORP.,  1052  Nepperhan  Ave  , 
Yonkers,  N.  Y.  ADV  PG.  14,  15 
Industrial  Electrical  Works,  1509  Chicago  St,  Omaha  2, 
Neb. 

Iron  Fireman  Mfg  Co.,  Electronics  Div.,  2800  S.  E. 

Ninth  Are.,  Portland  2,  Ore. 

Irving  Tool  A  Mfg  Co.,  1315  Levee  St  ,  Dallas  7,  Texas. 
Martin  Co.,  Inc.,  Rodman  H  .  Electronics  Div.,  300  W. 
Oak  St  ,  Norristown,  Pa 

Metaplast  Co.,  Inc.,  24-51  5bth  St  .  Woodside,  N.  Y 
NEY  CO.,  J.  M  P.  0  Box  990,  Hartford  1,  Conn  ADV 
PG  560 

Poly-Scientihc  Corp.,  Blacksburg,  Va 
Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit  20, 
Mich 

ROSS  METALS,  CO ,  MILTON,  505  Davisville  Rd.,  Davis- 
ville.  Pa  ADV.  PG.  472 

Servonic  Instruments,  Ix.,  640  Terminal  Way,  Costa 
Mesa,  Calif. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0  Box 
85,  Gardena,  Calif 

SLIP  RING  CO  OF  AMERICA.  3612  W  Jefferson  Blvd., 
Los  Angeles  21,  Calif  AOV  PG.  202 
Superior  Carbon  Products  Co.,  9115  George  Ave.,  Cleve¬ 
land  5,  Ohio. 

Topper  Mfg  Co.,  lx.,  147-12  Liberty  Ave.,  Jamaica 
35,  N  Y. 

U  M  A  F  Manufacturing  Co.,  10929  Vanowen  St.,  North 
Hollywood,  Calif. 

Unison  Products,  Inc.,  Route  46  A  Sixth  St  ,  Saddle 
Brook,  N.  J. 

SLITTERS 
S«o  CUTTERS 

SMOKE 

sm  detectors 

SOCKETS 

1.  Oyslol 

2.  Di^o 

3.  Lamp 

4.  Miniature 

5.  Pencil  Tube 

4.  Pilot  Light 
7.  Printed  Circuit 

Accurate  Electronics  Corp.,  Dept.  G,  169  Abbe  Rd.,  S., 
Elyria,  Ohio.  6. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N  J.  6. 

Aeronautical  Elxtric  Co.,  5656  Northwest  Highway, 
Chicago  30,  III.  3-4-6. 

Aerovox  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 

4-7. 

Alcon  Metal  Product^  lx.,  1750  N.  Kimball  Ave., 

Chicago  47,  III  4-7-11. 

ALDEN  PRODUCTS  CO^  112  N  Main  St.,  Brockton  64, 
Mass.  3-4-6-8-11-11  ADV  PG  472. 

American  Brass  Co. ,414  Meadow  St.,  Waterbury  20, 
Conn  3-4 

AMPHENOL  ELECTRONICS  CORP.,  1830  S.  S4th  Ave., 
Chicago  50,  III  1-3-4-9-11-12-13.  ADV.  PG.  18. 
ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N  Y.  4-7-8-9-14  ADV.  PG.  555. 
Ardente  Acoustic  Labs.,  Ltd.,  8  12  Minerva  Rd.,  North 
Acton,  London,  N.  W.  10,  England,  4-9> 


B  Relay 

9  Sub-Miniature 
10.  Transistor 
n.  Tube 

12.  Turret 

13.  UHF  Tube 

14.  Wiving  Plug 


SOCKETS 


Armel  Electronics,  Inc.,  840  Fifth  Ave.,  Brooklyn  32, 

N.  Y.  8. 

Arrow-Hart  A  Hegeman  Electric  Co.,  103  Hawthorn  St., 
Hartford  6,  Conn.  4.  , 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y.  11. 

British  Electronics  Sales  Co.,  Ix.,  Oakland  Garden  Sta¬ 
tion,  Flushing  64,  N.  Y.  1-2-3-4-6-8-11-13-14. 

CINCH  MFG.  CORP.,  1026  S.  Homan  Ave.,  Chicago  24, 

III  1-2-4-5-7-8-9-10-11-12.  ADV.  PG.  438,  439. 
CIRCON  COMPONENT  CO.,  Santa  Barbara  Municipal 
Airport,  Goleta,  Calif.  3-4.6-7-9.  ADV.  PG.  526. 
Cleveland  Metal  Specialties  Co.,  1783  E.  21st  St., 
Cleveland  14,  Ohio.  7. 

DIALIGHT  CORPORATION,  60  Stewart  Ave.,  Brooklyn 
37,  N  V  3-4-6.  ADV  PG  450. 

Drake  Mfg.  Co.,  1713  W.  Hubbard  St.,  Chicago  22,  III. 
3-6 

Eagle  Electric  Mfg.  Co.,  Ix.,  23-10  Bridge  Plata  S., 
Long  Island  City,  N.  V.  3-6-14. 

Eby  Co.,  Hugh  H.,  4701  Germantown  Ave.,  Philadelphia 
44,  Pa.  1-4-5-7-8-9-10-11-12. 

EITEL-McCULLOUGH,  INC.,  San  Brux,  Calif.  11-13. 
AOV.  PG  122,  123. 

Eleo  Corp.,  "M"  St  below  Erie  Ave.,  Philadelphia  24, 
Pa.  1-4-7-8-9-10-11-12-13. 

Enffo  Corp.,  Fellowship  Rd.  A  Route  73,  Maple  Shade, 

N  J.  1-4-11-13. 

Farnsworth  Electronics  Co.,  Oiv.  of  ITAT,  3700  E. 

Pontiac  St  ,  Fort  Wayne  1,  Ind.  1. 

FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U.  S.  GAS¬ 
KET  CO.,  Camden  1,  N.  J.  1-4-7-9-10-11-14.  ADV. 
PG.  529. 

Garde  Mfg.  Co.,  588  Eddy  St.,  Providence  3,  R.  I.  7. 
Graphik-Circuits  Div.  of  Cixh  Mfg.  Corp.,  200  S.  Turn- 
bull  Canyon  Rd.,  La  Puente,  Calif.  7. 

GRAYHILL,  INC..  537  Hillgrove  Ave.,  La  Grange,  III. 
1-4-5-7-10.  ADV.  PG.  309. 

HART  MFG.  CO.,  242  Bartholomew  Ave.,  Hartford  1, 
Conn  8.  AOV  PG.  530 

INDUSTRIAL  HARDWARE  MFG  CO.,  INC.,  109  Prince 
St.,  New  York  12,  N  Y.  4-6-7-9-10-11-14.  ADV. 
PG  502. 

Irving  Tool  A  Mfg.  Co.,  1315  Levee  St.,  Dallas  7, 
Texas  1-2. 

Irwin  Products  Co..  4937  N.  Damen,  Chicago  25,  III.  11. 
Javex.  P  0.  Box  646.  Redlands.  Calif.  1-14. 

Jettron  Products,  Route  10,  Hanover,  N.  J.  11. 

Johnson  Co.,  E  F.,  Waseca,  Minn.  ll. 

JOY  MFC.  CO.,  Dept.  39,  Oliver  Bldg.,  Pittsburgh  22, 
Pa  14  ADV.  PG.  26 

Keystone  Electronics  Corp.,  49  Bleeker  St.,  New  York 
13  N  Y  2 

KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt.  Ver¬ 
non,  N  Y  2-4-6-14.  ADV.  PG.  589. 

Leecraft  Mfg  Co.,  Inc.,  60  Greene  St.,  Dept.  18,  New 
York  17,  N  Y  3-4-6. 

Leviton  Mfg  Co  ,  Inc.,  236  Greenpoint  Ave.,  Brooklyn 
22,  N.  Y  6-12. 

Litton  Industries,  Components  Div.,  5873  Rodeo  Rd., 
Los  Angeles  16,  Calif.  4-7-9. 

Livingston  Electronic  Corp.,  Livingston,  N.  J.  4-9-11. 
Master  Specialties  Co.,  956  E.  108th  St.,  Los  Angeles 
59.  Calif  2. 

METHODE  MFG  CORP.,  7447  W  Wilson  Ave.,  Chicago 
31,  III  1-4-7-8-9-10-11-13-14,  AOV.  PG.  524. 
Micarta  Fabricators,  Ix.,  5324  N.  Ravenswood  Ave., 
Chicago  40,  III.  6. 

Millen  Mfg  Co.,  James,  150  Exchange  St.,  Malden, 
Mass  1-4-11-13. 

Morse  Co.,  Frank  W.,  1300  Soldiers  Field  Rd.,  Boston 
35,  Mass  3-4. 

Mosley  Electronics,  Inc,,  8622  St.  Charles  Rock  Rd., 
St.  Louis  14,  Mo  1. 

MYCALEX  CORPORATION  OF  AMERICA,  125  Clifton 
Blvd.,  Clifton,  N  J.  9-10-11-13.  AOV.  PG.  313. 
Mycalex  Tube  Sxket  Corporation,  125  Clifton  Blvd., 
Clifton,  N.  J.  4-7-9-10-11-13. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 

1- 4-11. 

Permonite  Mfg  Co..  444  N  Lake  Shore  Dr.,  Chicago 
11,  III.  1-3-4-5-7-11. 

Plastic  Mold  A  Engineering  Co..  Ix.,  157  Clifford  St., 
Providexe  3,  R  I.  4-7-9-10-11. 

Raypar,  Inc.,  7800  W.  Addison  St.,  Chicago,  III.  11. 
Remler  Company,  2101  Bryant  St.,  San  Fraxisco  10, 
Calif.  11. 

Resinite  Corp.,  Sub.  of  Precision  Paper  Tube  Co.,  6981 
N.  Central  Park  Ave.,  Chicago  45,  (Lixolnwood), 
III  7. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Oavls- 
ville.  Pa  2-4-7-9-10-11-12-13.  ADV.  PG.  472 
Rofron  Mfg.  Co.,  Ix.,  7-9  Schoonmaker  Lax,  Woodstxk, 
N.  Y  11. 

Rye  Sound  Corp.,  Box  210,  Mamaroneck,  N.  Y.  9-10-11. 
Sierra  EIxtric  Corp.,  15100  S.  Figueroa  St.,  P.  0. 
Box  85.  Gardena,  Calif.  11. 

SLOAN  CO.,  4101  Burbank  Blvd.,  Burbank,  Calif.  3-6-9. 
ADV.  PG.  508. 

Smith,  Ix.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N  Y  1-3-6. 

STAR  EXPANSION  PRODUCTS  DIV.  OF  STAR  PRECISION 
DEVICES,  INC.,  P.  0.  Box  108,  Mountainville,  N.  Y 
14.  ADV  PG.  506 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV., 
Warren,  Pa  1-2-3-4-5-6-7-8-9-10-11-12-13-14.  AOV. 
PG.  632. 

Txhron  Corp.,  81  Washington  St.,  Boston  8,  Mass. 

2- 9-10 

TIngstol  Co.,  1461  W.  Grand  Ave.,  Chicago  22,  111. 
4-6. 
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Vector  Electronic  Co.,  1100  Flower  St.,  Glendale  1, 
Calif.  12. 

Wade  Electric  Products  Co.,  400  Jacob  St.,  Sturgis, 
Mich.  3. 

Waldom  Electronics,  Inc.,  4625  W.  S3rd  St.,  Chicago 
32,  III.  1-2-11. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III.  6. 

Westinghouse  Electric  Corp.,  Lamp  Div.,  Bloomfield, 
N.  J.  3-4-6. 

Winchester  Electronics,  Inc.,  Willard  Rd.,  Norwalk, 
Conn.  4-11. 


SOLDER 

Accurate  Specialties  Co.,  Inc.,  37-118  S7th  St.,  Wood- 
side  77,  N.  Y. 

All-State  Welding  Alloys  Co.,  Inc.,  249  Ferris  Ave., 
White  Plains,  N.  V. 

Allen  Co.,  Inc.,  L.  8.,  9329  W.  Berenice,  Schiller  Park, 
III. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  V. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 

American  Brazing  Alloys  Co.,  P.  0.  Box  11,  Pelham, 
N.  Y. 

American  Metal  Climax,  Inc.,  61  Broadway,  New  York 
6,  N.  Y. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22, 
N.  Y. 

Bow  Solder  Products  Co.,  Inc.,  251  Freeman  St.,  Brook¬ 
lyn  22,  N.  Y. 

Chase  Brass  &  Copper  Co.,  Inc.,  236  Grand  St.,  Water- 
bury  20,  Conn. 

Dalweld  Co.,  Inc.,  15  Bertel  Ave.,  Mount  Vernon,  N.  Y. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

Division  Lead  Co.,  7742  W.  61st  Place,  Summit,  III. 

Dunton  Co.,  M.  W.,  7  Goff  St.,  Providence,  R.  I. 

Electrovert,  Inc.,  124  E.  40th  St.,  New  York  17,  N.  Y. 

Federated  Metals  Div.,  American  Smelting  &  Refining  Co., 
120  Broadway,  New  York  5,  N  Y. 

Glaser  Lead  Co.,  Inc.,  31  Wycoff  Ave.,  Brooklyn  37, 
N.  Y. 

Howe  International,  431  Danforth,  Dept.  E-7,  Jersey  City 
5,  N.  J. 

Indium  Corp.  of  America,  1676  Lincoln  Ave.,  Utica  4, 
N.  Y. 

Johnson  Mfg.  Co.,  Inc.,  Mt.  Vernon,  Iowa. 

Johnston  Foil  Mfg.  Co.,  6100  S.  Broadway,  St.  Louts 

II,  Mo. 

KESTER  SOLDER  CO.,  4212  Wrightwood  Ave.,  Chicago 
39,  III.  ADV.  PG.  321. 

LEACH  &  GARNER  CO.,  Attleboro,  Mass.  ADV.  PG.  275. 

Lenk  Mfg.  Co.,  The,  Franklin,  Ky. 

London  Chemical  Co.,  1535  N.  31st  Ave.,  Melrose 
Park,  III. 

MICO  INSTRUMENT  CO.,  80  Trowbridge  St.,  Cambridge 
38,  Mass  ADV.  PG.  549 

Multicore  Sales  Corp.,  Div.  of  British  Industries  Corp., 
80  Shore  Rd.,  Port  Washington,  N.  Y. 

Multicore  Solders,  Ltd.,  Multicore  Works,  Maylands  Ave., 
Hemel  Hempstead,  Hertfordshire,  England. 

National  Lead  Co.,  Ill  Broadway,  New  York  6,  N.  Y. 

New  York  Solder  Co.,  684  E.  133rd  St.,  New  York  54, 
N.  Y. 

NEY  CO.,  J.  M.,  P.  0.  Box  990,  Hartford  1,  Conn. 
ADV.  PG.  560. 

Ruby  Chemical  Co.,  68  McDowell  St.,  Columbus,  Ohio. 

Soldering  Specialties  Co.,  18  Chatham  Rd.,  Summit, 
N.  J. 

Standard  Metals  Corp.,  Broad  &  Whiting  St.,  North 
Attleboro,  Mass. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford. 

III. 

Workman  TV,  Inc.,  309  Queen  Anne  Rd.,  Teaneck,  N.  J. 


SOLDER— Afuminum 

Accurate  Specialties  Co.,  Inc.,  37-118  57th  St.,  Wood- 
side  77,  N.  Y. 

All-State  Welding  Alloys  Co.,  Inc.,  249  Ferris  Ave., 
White  Plains,  N.  Y. 

Allen  Co.,  Inc.,  L.  B.,  9329  W  Berenice,  Schiller  Park, 
III. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Alpha  Metals,  Inc.,  60  Water  St..  Jersey  City,  N.  J. 

Aluminum  Co.  of  America,  Alcoa  Bldg.,  Pittsburgh  19, 
Pa. 

American  Solder  &  Flux  Co.,  19th  &  Willard  Sts., 
Philadelphia  40,  Pa. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22, 
N.  Y. 

Bow  Solder  Products  Co.,  Inc.,  251  Freeman  St., 
Brooklyn  22,  N.  Y. 

Chemalloy  Electronics  Corp.,  Gillespie  Field,  Santee, 
Calif 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

Federated  Metals  Div.,  American  Smelting  &  Refining 
Co.,  120  Broadway,  New  York  5,  N.  Y. 

Glaser  Lead  Co.,  Inc.,  31  Wycoff  Ave.,  Brooklyn  37, 
N.  Y. 

Howe  International,  431  Danforth,  Dpt.  E-7,  Jersey 
City  5,  N.  J. 

Johnson  Mfg.  Co.,  Mount  Vernon,  Iowa. 

KESTER  SOLDER  CO.,  4212  Wrightwood  Ave.,  Chicago 
39,  111.  ADV.  PG.  321. 

Lenk  Mfg.  Co.,  The,  Franklin,  Ky. 


SOLDER— Platinum 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22, 
N.  Y 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26, 
Pa. 

Cooper  St  Sons,  Inc.,  Joseph  B.,  25  W.  47th  St.,  New 
York  36,  N.  Y. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

Eastern  Smelting  &  Refining  Corp.,  107-109  W  Brook¬ 
line  St.,  Boston  18,  Mass 

ENGELHARD  INDUSTRIES,  INC.,  (AMERICAN  PLATI¬ 
NUM  &  SILVER  DIV.),  113  Astor  St.,  Newark  5, 
N.  J.  ADV.  PG.  329 

Metals  &  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mass. 

NEY  CO.,  J.  M.,  P  0.  Box  990,  Hartford  1,  Conn 
ADV.  PG.  560. 

Tricon  Mfg.  Co.,  8012  S.  Wallace  St.,  Chicago  20,  III. 


SOLDER-Silvar 

Accurate  Specialties  Co.,  Inc.,  37-118  57th  St.,  Wood- 
side  77,  N.  Y. 

All-State  Welding  Alloys  Co.,  Inc.,  249  Ferris  Ave., 
White  Plains,  N  Y 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

American  Brazing  Alloys  Co.,  P.  0.  Box  11,  Pelham, 
N.  Y 

American  Metal  Climax,  Inc.,  61  Broadway,  New  York 
6,  N.  Y. 

American  Silver  Co.,  Inc.,  36-07  Prince  St.,  Flushing  54, 
N.  Y. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22, 
N  Y. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26.  Pa. 

Chase  Brass  &  Copper  Co.,  Inc.,  236  Grand  St.,  Water- 
bury  20,  Conn. 

Cooper  &  Sons.  Inc.,  Joseph  B.,  25  W.  47th  St., 
New  York  36,  N  Y 

Dalweld  Co.,  Inc.,  15  Bertel  Ave.,  Mount  Vernon,  N.  Y. 

Delta  Chemical  Works.  21  W  60th  St.,  New  York, 
N.  Y. 

Division  Lead  Co.,  7742  W.  61st  Place,  Summit,  III. 

Eastern  Smelting  &  Refining  Corp.,  107-109  W  Brook¬ 
line  St.,  Boston  18,  Mass. 

Electrovert,  Inc.,  124  E  40th  New  York  17,  N  Y. 

ENGELHARD  INDUSTRIES,  INC.,  (AMERICAN  PLATI¬ 
NUM  &  SILVER  DIV),  113  Astor  St,  Newark  5. 
N.  J.  ADV  PG.  329 

Goldsmith  Bros  Smelting  A  Refining  Co,  111  N. 
Wabash  Ave.,  Chicago  2,  III. 

Handy  &  Harman,  82  Fulton  St.,  New  York  38,  N.  Y. 

Howe  International,  4^1  Danforth.  Dpt.  E-7,  Jersey 
City  5,  N.  J 

LEACH  &  GARNER  CO.,  Attleboro.  Mass  ADV  PG  275 

London  Chemical  Co.,  1535  N  31st  Ave.,  Melrose 
Park,  III. 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mass 

Multicore  Solders  Ltd.,  Multicore  Works,  Meylands  Ave., 
Hemel  Hempstead,  Hertfordshire,  England. 

NEY  CO.,  J.  M.,  P  0  Box  990,  Hartford  1,  Conn. 
ADV.  PG.  560. 

Soldering  Specialties  Co.,  18  Chatham  Rd.,  Summit,  N  J 

Standard  Metals  Corp.,  Broad  A  Whiting  St.,  North 
Attleboro,  Mass. 

Tricon  Mfg  Co.,  8012  S.  Wallace  St.,  Chicago  20, 
III. 

Workman  TV,  Inc.,  309  Queen  Anne  Rd.,  Teaneck,  N.  J. 


SOLDER— Rings  onsf  Proforma 

Accurate  Specialties  Co.,  Inc.,  37-118  57th  St.,  Wood- 
side  77,  N.  Y 

Allen  Co.,  Inc.,  L  B.,  9329  W  Berenice,  Schiller  Park, 
III. 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd  ,  Long  Island 
City  1,  N  Y. 

Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J 

American  Brazing  Alloys  Co.,  P.  0  Box  11,  Pelham, 
N.  Y. 

American  Silver  Co ,  Inc.,  36-07  Prince  St.,  Flushing 
54,  N.  Y. 

Artchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N  Y. 

ART  WIRE  A  STAMPING  CO.,  227  High  St.,  Newark  2, 
N.  J.  ADV  PG  8 

Bow  Solder  Products  Co.,  Inc.,  251  Freeman  St.,  Brook¬ 
lyn  22,  N.  Y. 

Cooper  A  Sons,  Inc.,  Joseph  B.,  25  W  47th  St.,  New 
York  36,  N.  Y. 

Dalweld  Co.,  Inc.,  15  Bertel  Ave.,  Mount  Vernon,  N.  Y. 

Division  Lead  Co.,  7742  W.  61st  Place,  Summit,  III. 

Federated  Metals  Div.,  American  Smelting  A  Refining  Co., 
120  Broadway,  New  York  5,  N  Y 

GENERAL  FINDINGS  &  SUPPLY  CO.,  INDUSTRIAL  DIV  , 

Attleboro,  Mass.,  ADV  PG.  275. 

Glaser  Lead  Co.,  Inc.,  31  Wycoff  Ave.,  Brooklyn  37, 
N.  Y. 

Goldsmith  Bros.  Smelting  A  Refining  Co.,  Ill  N  Wabash 
Ave.,  Chicago  2,  III. 

Handy  A  Harman,  82  Fulton  St.,  New  York  38,  N  Y. 

Howe  International,  431  Danforth,  Dept.  E-7,  Jersey 
City  5,  N.  J. 

Johnson  Mfg.  Co.,  Inc.,  Mount  Vernon,  Iowa. 

KESTER  SOLDER  CO.,  4212  Wrightwood  Ave.,  Chicago 
39,  III.  ADV.  PG.  321. 

Multicore  Solders  Ltd.,  Multicore  Works,  Maryland!  Ave., 
Hemel  Hempstead,  Hertfordshire,  England. 

Pix  Mfg.  Co.,  Inc.,  81 A  Hudson  St.,  Newark.  N.  J. 

Standard  M^ls  Corp.,  Broad  A  Whiting  St.,  North 
Attleboro,  Mass. 


Staver  Co.,  Inc  ,  The,  41  N.  Saxon  Ave.,  Bay  Shore,  N  Y 
SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV, 
Warren,  Pa.  ADV.  PG.  632 
Tricon  Mfg.  Co.,  8012  S.  Wallace  St.,  Chicago  20,  III. 


SOLDERING  IRONS 
See  IRONS— Soldering 

TOOLS— Thermal  Soldering 
TOOLS— Ultrasonic  Soldering 


SOLENOIDS  COILS 
See  COILS-Mognet 


SOLENOID  VALVES 
See  VALVES-Solenoid 


SOLENOIDS 

A  P  W.  Co.,  72  W  Main  St  ,  Rockaway,  N  J. 

Adel  Precision  Products  Div.  of  General  Metals  Corp., 
10777  Vanowen  St.,  Burbank,  Calif. 

ALLEN-BRAOLEY  CO.,  136  W  Greenfield  Ave  ,  Mil¬ 
waukee  4,  Wis.  ADV  PG  421 
Artisan  El^ronic  Corp.,  171  Ridgedale  Ave.,  Norris¬ 
town,  N.  J. 

Automatic  ElKtric  Sales  Corp.,  North  Lake,  III. 
Automation  Instruments,  Inc.,  Aluminum  Foil  Transformer 
Div.,  401  E.  Green  St.,  Pasadena,  Calif. 

Automatic  Switch  Co.,  50-56  Hanover  Rd ,  Florham 
Park,  N.  J. 

Best  Manufacturing  Co.,  Inc.,  1200  Grove  St.,  Irvington 
11,  N  J 

Caltror  Products  Co.,  3518  W.  Pico  Blvd.,  Los  Angeles 

19,  Calif. 

CANNON  ELECTRIC  CO.,  3208  Humboldt  St  ,  Lot 
Angeles  31,  Calif  ADV  PG  288 
Colls-Electronics  Co,  2939-49  N  2nd  St,  Philadelphia 
33,  Pa 

Comar  Electric  Co.,  3349  W  Addison  St ,  Chicago  18, 
III 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia  St., 
Meriden,  Conn. 

Cutler-Hammer,  Inc.,  411  N  12th  St  ,  Milwaukee  1, 
Wit. 

Dormeyer  Industries,  3418  N  Milwaukee  Ave  ,  Chicago 
41,  III. 

Essex  Electronics,  Berkeley  Heights,  N  J 
General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd„ 
Schenectady  5,  N  Y 

Goslin  Electric  A  Mfg  Co.,  2921  W  Olive  St.,  Burbank, 
Calif. 

Guardian  Electric  Mfg  Co.,  1621  W  Walnut  St  ,  Chi¬ 
cago  12,  III. 

Hays  Mfg  Co.,  818  W  12th  St.,  Eric,  Pa 
Hermaseal  Co.,  Inc  ,  1101  Lafayette  St  ,  Elkhart,  Ind 
HILLBURN  ELECTliONIC  PRODUCTS  CO.,  55  Nassau 
Ave.,  Brooklyn  22,  N  Y  ADV.  PG  527 
Houlihan  Co.,  T  J.,  2508-14  W  Lawrence  Ave.,  Chicago 
25,  III. 

INDUCTION  MOTORS  CORP.,  570  Main  St.,  Westbury, 
N  Y.  ADV  PG  402 

JOBBINS  ELECTRONICS,  771  Hamilton  Ave,  Menlo 
Park,  Calif  ADV  PG.  470 
McGregor  Electronic  Industries,  McGregor,  Iowa 
McQuay-Norrii  Mfg.  Co.,  2320  Marconi  Ave.,  St  Louis 
10,  Mo. 

Magnavox  Co.,  The,  2131  Beuter  Rd.,  Fort  Wayne,  Ind 
Marine  View  Electronics  Inc.,  28  Main  St.,  White  Plains, 
N.  Y. 

Maurer,  Inc.,  J.  A.,  37-01  31tt  St  ,  Long  Island  City 
1,  N  Y. 

Modelectric  Products  Corp.,  1500  Bangs  Ave ,  Asbury 
Park,  N.  J 

Naybor  Laboratories,  Inc.,  E.  V.,  26  Manorhaven  Blvd., 
Port  Washington,  N.  Y. 

New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha, 
N  J 

Oaktron  Electric  Co.,  Tinley  Park,  III. 

PSP  ENGINEERING  CO.,  8606  Otis  St  ,  South  Gate, 
Calif  ADV  PG  506 

PARAPLEGICS  MFG  CO.,  INC.,  10068  Franklin  Ave, 
Franklin  P,irk.  Ill  ADV  PG  22 
PHILLIPS  CONTROL  CORP.,  59  W  Washington  St., 
Joliet,  III.  ADV.  PG.  361,  362 
Pickering  A  Co.,  Inc  ,  Sunnyside  Blvd.,  Plainview,  N  Y. 
POLLAK  CORP.,  JOSEPH,  75-99  Freeport  St.,  Dorches¬ 
ter  22,  Mass  ADV  PG.  358 
Precision,  Inc.,  730  Lyndale  Ave.,  N.,  Minneapolis,  Minn 
RoHan  Electric  Co.,  8233  S.  Princeton  Ave.,  Chicago  20, 
III 

Soreng  Products  Corp.,  9555  Soreng  Ave.,  Schiller  Park, 
III. 

Synchro  Start  Products,  Inc.,  8151  Ridgeway  Ave., 
Skokie,  III. 

Telvision  Laboratories,  Inc.,  Mill  St.,  Wauconda,  III 
United  Aircraft  Products,  Inc.,  1116  Bolander  Ave., 
Dayton  1,  Ohio. 

U  S.  Electronics  Corp.,  276  Warren  St.,  Lyndhurst,  N  J 
U.  S.  Relay  Co.,  1740  Albion  St  ,  Los  Angeles  31,  Calif 
UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
York  13,  N  Y  ADV.  PG.  Second  Cover 
VARO  MFG.  CO.,  2201  Walnut  St.,  (Uriand,  Texas 
ADV.  PG.  454 

Vickers  Electric  Division,  Vickers,  Inc,  1825  Locust  St., 
St.  Louis  3,  Mo. 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 
Waco,  Inc.,  2032  Broadway,  Santa  Monica,  Calif 
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ELECTRONIC  and  ALLIED 


Wnt  Co«st  Eltctrical  M(g  Co,  2)3  W.  116th  Place, 
Lot  Angflrt  61,  Calif 

Western  Coil  Products  Co.,  964  Commercial  St.,  Palo 
Alto.  Calif 

WINATIC  CORP.,  THE,  P  0  Boi  240,  Endicott,  N.  Y. 
AOV  PG  502 


SOIENOIOS-Rofary 

Artisan  Electronic  Corp ,  171  Ri(l9edale  Are,  Morris- 
to«m,  N  J 

Digitran  Co  ,  45  W.  Union  St ,  Pasadena,  Calif 

Lee  Spring  Co.,  32  Main  St.,  Brooklyn  1,  N  V 

Leetronics,  Inc  ,  30  Main  St.,  Brooklyn,  N  V 

Lrland,  Inc.,  G.  H.,  123  Webster  St.,  Dayton  2,  Ohio 

M.sgnuson  Engineers,  Inc.,  509  Emory  St.,  San  Jose  10, 
Calif 

OAK  MFC  CO.,  1260  Clybourn  Ave.,  Chicago  10,  III. 

ADV  PG.  314,  315. 

Oaktron  Electric  Co.,  TInley  Park,  III. 

WacLine,  Inc.,  35  S.  St.  Clair  St  .  Dayton  2,  Ohio 
Waco,  Inc  ,  2032  Broadway,  Santa  Monica,  Calif. 


SOLE  NO  I  OS-  Swb-MIntof  «ro 

A  P.  W.  Co.,  72  N  Main  St  .  Oockaway,  N  J 

Comar  ElKtric  Co.,  3349  W  Addison  St.,  Chicago  18, 
III 

Oormeyer  Industries,  3418  N  Milwaukee  Ave  Chicago 
41,  III 

Guardian  Electric  Mfg  Co ,  1621  W  Walnut  St  .  Chi¬ 
cago  12,  III 

HILLBURN  ELECTRONIC  PRODUCTS  CO.,  55  Nassau 
Ave  .  Brooklyn  22  N  V  AOV  PG  527 

INDUCTION  MOTORS  CORP.,  570  Mam  St  Wesibury, 
N  Y.  AOV  PG  402 

Marine  View  Electronics.  Inc.,  28  Main  St.,  White  Plains, 
N  V 

Modelectric  Products  Corp.,  1500  Bangs  Ave ,  Asbury 
Park,  N  J 

Naybor  Laboratories,  Inc  ,  E  V  ,  76  Manorhaven  Blvd,, 
Port  Washington,  N  Y. 

Oakiron  ElKtric  Co.,  Tinley  Park,  III. 

PSP  ENGINEERING  CO.,  8608  Otis  St  ,  South  Gate, 
Calif.  ADV  PG  506 

Tur-Bo  Jet  Products,  Inc  ,  424  S  San  Gabnel  Blvd., 
San  (Ubriel.  CalJ 

UNITED  TRANSFORMER  CORP.,  150  Vanck  St  ,  New 
York  1),  N.  Y.  ADV  PG  SKond  Cover 

U  S.  ElKtronks  Corp.,  276  Warren  St.,  Lyndhurst, 
N  J 

WacLine,  Inc.,  35  S  St  Clair  St.,  Dayton  2,  Ohio 

Waco,  Inc.,  2032  Broadway,  Santa  Monica,  Calif. 

r 

SOlUTIONS-lKhin* 

Sm  CHEMICAIS-Elching 

SOLVENTS-fpovy  Reain 

Aries  Laboratories,  Inc.,  45-33  Davis  St  ,  Long  Island 
City  1,  N  Y 

Delta  Chemical  Works.  21  W  60tb  St.,  New  York.  N  Y 

Emerson  A  Cuming,  Inc.,  869  Washington  St.,  Canton, 
Mass 

Enthone,  Ix.,  442  Elm  St  ,  New  Haven,  Conn 

London  Chemical  Co.,  1535  N.  31tt  Ave.,  Melrose  Park. 
Ill 

Marblette  Corp.,  37  21  )0th  St.,  Long  Island  City  1, 
N  Y 

Mneu  Industries,  Ix ,  Paterson  17,  N  J. 

Pierce  A  Stevens  Chemical  Corp.,  710  Ohio  St.,  Buffalo 
3,  N  Y. 

Shell  Chemical  Corp.,  380  Madison  Ave.,  New  York  17, 
N.  Y 

Wye  Industries,  6  General  Devix  W.iy,  Boston  27,  Mast. 


$OlVENTS-Oif  A  Crowa* 

Allen  Co.,  lx.,  L  B.,  9329  W.  Berenice,  Schiller  Park, 
III. 

Barco  Chemical  Products  Co.,  701-70)  S.  La  Salle, 
Chicago  5,  III. 

Cobehn,  lx.,  226  Passaic  Ave  ,  Caldwell,  N.  j 

Crown  Industrial  Products  Co.,  713  Amsterdam  St., 
Woodstxk,  III. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

Dow  Chemical  Co.,  The,  Midland,  Mich. 

du  Pont  de  Nemours  A  Co.,  lx  ,  E.  I.,  Wilmington  98, 
Del 

Enthox,  lx.,  442  Elm  St.,  New  Haven  2,  Conn. 

Esso  Standard  Oil  Co.,  IS  W.  51st  St.,  New  York  19, 
N  Y. 

Fidelity  Chemical  Products  Corp.,  472  Frelinghuysen  Ave., 
Newark,  N.  J. 

London  Chemical  Co.,  15)5  N.  31tt  Ave.,  Melrose  Park, 
III. 

Martindale  Ekclrk  Co.,  Edgewater  Braxh,  Bo>  617, 
Cleveland  7,  Ohio. 

Mona  Industries,  lx.,  PatKSon  17,  N  J. 

Phillips  Mfg  Co ,  3406  W  Touhy  Ave.,  Chicago  45, 
III 

Pierce  A  Stevens  Chemical  Corp.,  710  Ohio  St.,  Buffalo 
3,  N.  Y. 

Wye  Industries,  6  Gexral  Devix  Way,  Boston  27,  Mau. 

SOIVINTS-Roain  Ffua 

Accurate  SpKialties  Co.,  lx.,  37-118  57th  St.,  Wood- 
tide  77,  N  Y. 


PRODUCTS. 


Alloys  Unlimited,  lx.,  44-15  Verxn  Blvd,  Long  Island 
City  1,  N  Y 

Cobehn,  lx.,  226  Passaic  Ave ,  Caldwell,  N  J 
Della  Chemical  Works.  21  W.  60th  St  ,  New  York,  N  Y 
Glaser  Lead  Co.,  Ix ,  31  WycoH  Ave  ,  Brooklyn  37, 
N  Y 

Johnson  Mfg  Co ,  Ix.,  Mt  Vernon,  Iowa 
London  Chemical  Co.,  1535  N  31st  Ave  ,  Melrose  Park, 
III 

Wye  Industries,  6  General  Drvix  Way,  Boston  27,  Mass 


SONAR 

AtlaXiC  Research  Corp ,  901  N  Columbus,  Aleiandna, 
Va. 

Bendiv  Aviation  Corp.,  Pxifk  Div ,  11600  SXrman 

Way,  North  Hollywood,  Calif 
Bludworth  Marix  Div  ,  Kearfott  Co  ,  Ix.,  92  Gold  St  , 
New  York  38.  N  Y. 

Edo  Corp,  ColMe  Point,  N  Y 
Harris  Transducer  Corp.,  The,  Woodbury,  Coim 
Magnavor  Co  The,  2131  Beiiter  Rd  ,  Fort  Wayx.  Ind 
MASSA  LABORATORIES,  INC  ,  5  Fottler  Rd.,  Hmgham, 
Mass  AOV  PG  514 

Minxapolis-Honeywell  Regulator  Co,  O'dnaxe  Oiv  .  600 
SKond  St.,  North,  Hopkins,  Mmn 
5angamo  ElKtrk  Co.,  1201  N  llth  St,  Springheld, 
III 

Teltphonics  Corp.,  Park  A«e  HuHiegtoo,  N  Y 
TEXAS  INSTRUMENTS  INCORPORATED,  bOOO  Lemmon 
Ave  Dallas  9.  Trias  ADV  PG  396 


SOUND  SVSTEMS-Complefe 

ABC  Sound  Eguipment  Co,  149  W  47lh  St.,  New  York 
36,  N  Y 

Allied  Radio  Corp  ,  100  N  Western  Ave  Chicago  80, 
III 

Bludworth  Manx  Div  ,  Kearfott  Co  ,  Ix.,  92  Gold  St  , 
New  York  38,  N  Y. 

Bogen  Co  ,  David,  P  0  Boi  500,  Paramut,  N  J 
Califone  Corp.,  1041  N  Sycaixre  Ave.,  Hollywood  38. 
Cahf 

Diikax  Corp,  St.  Charles,  III 

Eaecutox,  Ix.,  415  Lrnngton  Ave  ,  New  York  17, 
N  Y. 

INTERELECTRONICS  CORP.,  24)2  Grand  Coxourse, 
New  York  58,  N  Y.  ADV.  PG  5)6 
Lesa,  Via  Bergamo  21,  Milan,  Italy. 

M  P  EngineKing  Co.,  Fairfield  >,  Conn 
Magnasyx  Mfg  Co.,  Ltd.,  5546  Sattuma  Aw  ,  P  0 
Boi  707,  North  Hollywood,  Calif 
Measurement  Engineering,  Ltd  Arnpnor,  Ontario,  Can¬ 
ada. 

Neill  Co.,  Ix.,  R.  W.,  4320  Montrose  Ave  ,  Chicago  41, 
III. 

O'Brien  ElKtric  Corp.,  6514  Santa  Monica  Blvd  ,  Holly¬ 
wood  38,  Calif 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
OIV.,  Camden,  N  J.  ADV.  PG  440,  441.  Third  A 
Fourth  Covers  A  Preceding  Insert. 

Remler  Company,  2101  Bryant  St  ,  San  Fraxisco  10, 
Calif 

Rhein  Sound  Systems,  lx.,  133  Hamilton  St.,  P  0 
Boi  1367,  New  Haven  5  Conn 
Seg  ElKtronics  Co.,  Ix.,  1778  Flatbush  Ave.,  Brooklyn 
10,  N.  V. 

Simpson  Mfg.  Co.,  Ix.,  Mark,  32-28  49th  St.,  Long 
Island  City  3,  N.  Y. 

Stephex  Tru-Sonic,  lx.,  8538  Warner  Drive,  Culver 
City,  Calif. 

Stromlwrg-Carlson  Co.,  Oiv.  of  Gexrai  Dynamics  Corp., 
100  Carlson  Rd  ,  Rochester  3,  N  Y 
Summit  Electronics,  Ix.,  7  Indintrial  Place,  Summit, 
N.  J. 

TelKtro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N  Y 

Tesla  ElKtric  Co.,  2871  N.  Lixoln  Ave.,  Chicago  13, 
III. 

Trutone  ElKtronics  Ix.,  6912  Santa  Monica  Blvd.,  Los 
Angeles  38,  Calif 

UNIVERSITY  LOUDSPEAKERS,  INC.,  80  S  Kensico 
Ave.,  White  Plaix,  N  Y  ADV.  PG  264 
Westrei  Corp.,  Ill  Eighth  Ave.,  New  York  11,  N.  Y. 


SPACERS-Bor 

See  PARTS  for  COLOR  TV  TUBES 
SPEAKER  DRIVER  UNITS 

AltK  Laxirtg  Corp.,  1515  S.  Maxhester  Ave.,  Anaheim, 
Calif 

Atlas  Sound  Corp.,  1443  39th  St..  Brooklyn  18,  N.  Y. 
Consolidated  Radio  Products  Co.,  350  W  Erie  St., 
Chicago  10,  III. 

Electro-Voice,  Ix.,  Bxhanan,  Mich 
Jensen  Mfg.  Co.,  6601  S.  Laramie  Ave.,  Chicago  38,  III. 
Laming  Sound,  Ix.,  James  B.,  2439  Fletcher  Drive, 
Lot  Angeles  26,  Calif. 

RKon  ElKtric  Co.,  1261  Broadway,  New  York  1,  N.  Y. 
RADIO  CORP  OF  AMERICA,  ENGINEERING  PRODUaS 
OIV.,  Camden,  N  J.  ADV.  PG  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

Stephens  Tru-Sonic,  Ix.,  8538  Warxr  Drive,  CulvK 
City,  Calif. 

Stromberg-Carlson  Co.,  Oiv.  of  Gexral  Dynamics  Corp , 
100  Carlton  Rd  ,  Rxhester  3,  N.  Y. 

UNIVERSITY  LOUDSPEAKERS,  INC.,  80  S  Kexko  Ave., 
White  PUiX,  N  Y.  ADV.  PG.  264. 

Wharfedale  Div.  of  British  Industries  Corp.,  so  Shore 
Rd.,  Port  Washington,  N.  Y 


SPEAKERS 


SPEAKERS-Crysfol 

McGregor  EiKtronk  Industries,  McGregor,  Iowa. 


SPEAKERS-Ouof  Con# 

Allied  Radio  Corp ,  lOO  N  WestKn  Ave.,  Chicago  80, 
III 

AltK  Laming  Corp..  1515  S.  Manchester  Ave  ,  Anaxim, 
Calif 

Barker  Sales  Co.,  339  S  Broad  Ave.,  Ridgefield.  N  J. 

Becker  Electronics  Mfg.  Corp.,  Horton  A  Rxkaway  Aves., 
Valley  Stream,  N  Y 

Carbonxau  Industries,  Ix.,  100  Leiington  Ave  ,  S  W., 
Grand  Rapids,  Mich 

Cleveland  ElKtronics,  Ix  ,  1974  E  61tt  St  ,  Cleveland 
3,  Ohio 

DX  Radio  Products  Co.,  Ix  ,  2300  Armitage  Ave  ,  Chi¬ 
cago  47,  III 

Ouotox  Co  ,  Ix.,  Keyport,  N.  J 

General  ElKtric  Co.,  SpKialty  ElKtromc  Components 
Dept ,  W  Genesee  St.,  Auburn,  N.  Y 

Jemen  Mfg.  Co.,  6601  S  Laramie  Ave.,  Chicago  38,  III. 

McGregor  ElKtronic  Industries,  Ix ,  McGregor,  Iowa 

Magnavci  Co,  The,  2131  Bueter  Rd  Fort  Wayne  Ind. 

iliford  Compoxnts.  Ix.,  556  W.  Mowm  St.,  Chicago  6, 
III. 

Quam- Nichols  Co.,  Marquette  Rd  A  Prairie  Ave.  Chicago 
37,  111. 

Racon  Electric  Co.,  1261  Broadway,  New  York  1,  N  Y. 

RADIO  CORP  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N  J  ADV.  PG.  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

StepXm  Tru-Sonic  Ix.,  8538  WarnK  Drive,  Culver  City, 
Calif. 

Stromberg-Carlson  Co  ,  Div.  of  Gexral  Dynamks  Corp., 
100  Carlson  Rd.,  Rxhester  3,  N  Y 

Tandberg.  10  E.  52nd  St  ,  New  York,  N  Y 

UNIVERSITY  LOUDSPEAKERS,  INC  ,  80  S  Kemico  Ave., 
White  Plaim.  N  V  ADV  PG  264 


SPEAKERS— Elocfroefynamic 

British  Thomson-Houston  Co.,  Ltd  ,  Rugby,  England. 

UX  Radio  Products  Co.,  Ix.,  2300  Armitage  Ave.,  Chi¬ 
cago  47,  III. 

Gexral  ElKtrk  Co,  SpKialty  Electronic  Components 
Dept.,  W.  Genesee  St.,  Auburn,  N  Y. 

Intelei  Systeim,  Ix.,  22  Thames  St.,  New  York,  N.  Y. 

YcGregor  ElKtronic  Industries,  McGregor,  Iowa. 

Magnavoi  Co,  TX,  2131  Bxter  Rd.,  Fort  Wayx  4, 
Ind. 

Oiford  Compoxnts,  Ix.,  556  W  Monrx  St.,  Chicago 
6,  III 

Quam-NicXIs  Co.,  Marqxtte  Rd  A  Prairie  Ave.,  Chicago 
37,  III 

Remler  Company,  2101  Bryant  St.,  San  FraXiSCO  10, 
Cahf. 

StromXrg-Carlson  Co.,  Div.  of  Gexral  Dyxmics  Corp., 
100  Carlson  Rd.,  Rxhester  3,  N  Y. 

WXrfedale  Div.  of  British  Industries  Cxp.,  80  SXro 
Rd ,  Port  Wsshington,  N.  Y 


SPEAKERS-Eloctreafafic 

Arnteld  Ceramics,  Ix.,  1  E  57th  St.,  New  Yxk  22, 
N.  Y. 

McGregor  Electronk  Industries,  McGregor,  Iowa 
Pickering  A  Co.,  Ix.,  Sunnyside  Blvd.,  Plaimiew,  N  Y. 


SPEAKERS— Flam*  A  f ipfoaron-Proof 

AltK  Laming  Corp.,  1515  S.  MaxhestK  Ave.,  AnaXim, 
Calif. 

Atlas  Sound  Cxp.,  1443  39tb  St.,  Brooklyn  18,  N.  Y. 

Cleveland  Electronics,  Ix.,  1974  E.  61st  St.,  Clevclartd 
3,  Ohio. 

Consolidated  Radio  Products  Co.,  350  W.  Erie  St., 
Chicago  10,  III. 

DX  Radio  Products  Co ,  Ix.,  2300  Armitage  Ave.,  Chi¬ 
cago  47,  III. 

Racon  ElKtric  Co.,  12ol  Broadvat  New  Ywk  1,  N  Y. 

RADIO  CORP  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N  J  ADV.  PG  440,  441,  Third  A 
Fourth  Covers  A  Prxeding  Insert. 

Remler  Company,  2101  Bryant  St.,  San  FraXiSCO  10, 
Calif. 

StromXrg-Carlson  Co  Div.  of  Gexral  Dynamics  Corp., 
100  Carlson  Rd.,  RoeXster  3  N.  Y. 

UNIVERSITY  LOUDSPEAKERS,  INC.,  80  S  Kensico  Ave., 
White  Plaim,  N.  Y.  ADV.  PG.  264. 


SPEAKERS— ALorina  SpeoAor  Syaeoma 

Bludworth  Marix  Div.,  Kearfott  Co.,  Ix.,  92  Gold  St., 
New  York  38,  N.  Y. 

Cleveland  ElKtronics,  Ix.,  1974  E  61st  St.,  Cleveland 
3,  Ohio. 

Consolidated  Radio  Prodxts  Co.,  350  W.  Erie  St., 
Chicago  10,  III. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cambridge, 
England. 

Racon  Electric  Co.,  1261  Broadway  New  York  1,  N.  Y 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  AOV.  PG.  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Imert. 

Remix  Contpany,  2101  Bryant  St.,  San  Fraxisco  10, 
Calif. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd  ,  Rochester  3,  N.  Y. 

UNIVERSITY  LOUDSPEAKERS,  INC.,  80  S  Kemico 
Ave..  White  Plaim,  N  v.  AOV  PG.  264. 
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Arnhold  Ceramics,  Inc.,  1  E.  57th  5l.,  New  York  22, 
N.  Y. 

Atlas  Sound  Corp.,  1443  39th  St.,  Brooklyn  18,  N.  Y. 

Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgefield,  N.  J. 

Becker  Electronics  Mfg.  Corp.,  Horton  &  Rockaway  Aves., 
Valley  Stream,  N.  Y. 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England. 

Collaro,  Ltd.,  (Rockbar  Corp.),  650  Halstead  Ave., 
Mamaroneck,  N.  Y, 

DX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave., 
Chicago  47,  III. 

Electro- Voice,  Inc.,  Buchanan,  Mich. 

Hartley  Products  Co.,  521  E.  162nd  St.,  New  York  51, 
N.  Y. 

Intelex  Systems,  Inc.,  22  Thames  St.,  New  York,  N.  Y. 

Jensen  Mfg.  Co.,  6601  S.  Laramie  Ave.,  Chicago  38,  III. 

McGregor  Electronic  Industries,  McGregor,  Iowa. 

Magnavox  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne  4, 
Ind. 

Quam-Nichols  Co.,  Marquette  Rd.  &  Prairie  Ave.,  Chicago 
37,  111. 

Oxford  Components,  Inc.,  556  W.  Monroe  St.,  Chicago 
6,  III. 

Sonotone  Corp.,  Saw  Mill  River  Rd.,  P.  0.  Box  200, 
Elmsford,  N.  Y. 

Stephens  Tru-Sonic,  Inc.,  8538  Warner  Drive,  Culver 
City,  Calif. 

Stromberg -Car Ison  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Symphony  Electronics  Corp.,  925  S.  Western  Ave.,  Los 
Angeles  6,  Calif. 

Tele-Matic  Industries,  Inc.,  16  Howard  Ave.,  Brooklyn 
21,  N.  Y. 

UNIVERSITY  LOUDSPEAKERS,  INC.,  80  S.  Kensico 
Ave.,  White  Plains,  N.  Y.  ADV.  PG.  264. 

Wright-Zimmerman,  Inc.,  New  Brighton,  Minn. 


SP  ECTROMETERS-Masf 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif. 

Bendix  Aviation  Corp..  Cincinnati  Div.,  3130  Wasson 
Rd.,  Cincinnati  8,  Ohio. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena  15,  Calif. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Canrbridge  42,  Mass. 

Process  A  Instruments,  15  Stone  Ave.,  Brooklyn  33, 
N.  Y. 


SPECTROMETERS  and  SPECTROORAPHS 

Applied  Research  Laboratories,  3717  Park  Place,  Glen¬ 
dale  8,  Calif. 

Axler  Associates,  102-42  43rd  Ave.,  Corona  68,  N.  Y, 

BJ  ELECTRONICS,  BORG-WARNER  CORP.,  3300  New¬ 
port  Blvd.,  Santa  Ana,  Calif.  ADV.  PG.  475. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Combridge  38, 
Mass.  ADV.  PG.  466. 

Bausch  A  Lomb  Optical  Co.,  614  St.  Paul  St.,  Rochester 
2,  N.  Y. 

BRUSH  INSTRUMENTS  DIV.  OF  CLEVITE  CORP.,  3405 
Perkins  Ave.,  Cleveland  14,  Ohio.  ADV.  PG.  20,  21. 

Central  Scientific  Co.,  1700  Irving  Park  Rd.,  Chicago 
13,  III. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena  15,  Calif. 

Oevtron  Engineering,  1  Winslow  St.,  Redwood  City, 
Calif. 

Farrand  Optical  Co.,  Inc.,  Bronx  Blvd.  at  238th  St., 
New  York  70,  N.  Y. 

Gaertner  Scientific  Corp.,  1239  Wrightwood  Ave.,  Chi¬ 
cago  14,  III. 

Jarrell-Ash  Co.,  26  Farwell  St.,  Newtonville,  Mass. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
ADV.  PG.  125. 

National  Spectrographic  Labs.,  Inc.,  6300  Euclid  Ave., 
Cleveland  3,  Ohio. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

Nuclear-Electronics  Corp.,  2925  N.  Broad  St.,  Phila¬ 
delphia  32,  Pa. 

Perkin-Elmer  Corp.,  The,  Main  Ave.,  Norwalk,  Conn. 

Radiation  Counter  Laboratories,  Inc.,  5121  W.  Grove 
St.,  Skokie,  111. 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.C.  2,  England. 

Tullamore  Electronics  Laboratory,  6055  S.  Ashland  Ave., 
Chicago  36,  111. 

VARIAN  ASSOCIATES,  611  Hansen  Way,  Palo  Alto, 
Calif.  ADV.  PG.  160,  161,  332. 

SPECTROPHOTOMETERS 

American  Instrument  Co.,  Inc.,  8030  Georgia  Ave.,  Silver 
Spring,  Md. 

American  Optical  Co.,  Instrument  Div.,  Box  A,  Buffalo 
15,  N.  Y. 

Applied  Physics  Corp.,  362  W.  Colorado  St.,  Pasadena 

1,  Calif. 

Applied  Research  Laboratories,  3717  Park  Place,  Glen¬ 
dale  8,  Calif. 

Axler  Associates,  102-42  43rd  Ave.,  Corona  68,  N.  Y. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  AOV.  PG.  466. 

Bausch  A  Lomb  Optical  Co.,  614  St.  Paul  St.,  Rochester 

2,  N.  Y. 


Beckman/Scientific  Instruments  Div.  of  Beckman  Instru¬ 
ments,  Inc.,  2500  Fullerton  Rd.,  Fullerton,  Calif. 

Biddle  Co.,  James  G.,  1316  Arch  St.,  Philadelphia  7, 
Pa. 

Central  Scientific  Co.,  1700  Irving  Park  Rd.,  Chicago 
13,  III. 

Coleman  Instruments,  Inc.,  318  Madison  St.,  Maywood, 
III. 

Farrand  Optical  Co.,  Inc.,  Bronx  Blvd.  at  238th  St., 
New  York  70,  N.  Y. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

INSTRUMENT  DEVELOPMENT  LABORATORIES,  INC., 
67  Mechanic  St.,  Attleboro,  Mass.  ADV.  PG.  543. 

Jarrell-Ash  Co.,  26  Farwell  St.,  Newtonville,  Mass. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif. 
AOV.  PG.  125. 

Perkin-Elmer  Corp.,  The,  Main  Ave.,  Norwalk,  Conn. 

Process  A  Instruments,  15  Stone  Ave.,  Brooklyn  33, 
N.  Y. 

SPECTROSCOPIC  SOURCE  UNITS 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  AOV.  PG.  466. 

Bausch  A  Lomb  Optical  Co.,  614  St.  Paul  St.,  Rochester 
2,  N  .Y. 

Jarrell-Ash  Co.,  26  Farwell  St.,  Newtonville,  Mass. 

LABORATORY  FOR  ELECTRONICS,  INC.,  75  Pitts  St., 
Boston  14,  Mass.  ADV.  PG.  508. 

National  Spectrographic  Labs.,  Inc.,  6300  Euclid  Ave., 
Cleveland  3,  Ohio. 


SPEECH  INPUT  CONSOLES 

So*  AMPLIFIERS— Audio  Input  Syttums 


SPEED  CONTROLS  AC  MOTORS 
Suu  CONTROLS— Eluctronic  AC  Motor  Spoad 


SPLICERS— for  Mognatic  Recording  Top* 

Maurer,  Inc.,  J.  A.,  37-01  31st  St.,  Long  Island  City 
1,  N.  V. 

Orradio  Industries,  Inc.,  Shamrock  Circle,  Opelika,  Ala. 
RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE  DIV., 
415  S.  Fifth  St.,  Harrison,  N.  J.  AOV.  PG.  440,  441, 
Third  A  Fourth  Covers  A  Preceding  Insert. 

Robins  Industries  Corp.,  214-26  41st  Ave.,  Bayside, 
N.  Y. 


SPRINGS 

Accurate  Spring  Mfg.  Co.,  3811  W.  Lake  St.,  Chicago, 
III. 

Ace  Spring  Mfg.  Co.,  78  W.  Houston  St.,  New  York  12, 
N.  Y. 

Barnes  Co.,  Wallace,  Div.  of  Associated  Spring  Corp., 
Bristol,  Conn. 

Barnes-Gibson-Raymond  Division,  40300  Plymouth  Rd., 
Plymouth,  Mich. 

Barwood  Mfg.  Co.,  Inc.,  L.  J.,  22  Williams  St.,  Everett 
49,  Mass. 

Braun  Tool  A  Instrument  Co.,  Inc.,  H.,  140  Fifth  Ave., 
Hawthorne,  N.  J. 

Chatillon  A  Sons,  John,  85  Cliff  St.,  New  York  38, 
N.  Y. 

CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W.  Oliver 
Bldg.,  P.  0.  Box  2518,  Pittsburgh  30,  Pa.  AOV. 
PG.  135. 

Oiamonite  Products  Mfg.  Co.,  Div.,  of  U.  S.  Ceramic 
Tile  Co.,  1232  Cleveland  Ave.,  N.W.,  Canton  2,  Ohio. 

Oudek  A  Bock  Spring  A  Mfg.  Co.,  4018  W.  Grand  Ave., 
Chicago  51,  III. 

Gibson  Co.,  William  0.,  The,  1800  Clybourn  Ave., 
Chicago  14,  III. 

I.  E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12, 
III. 

INSTRUMENT  SPECIALTIES  CO.,  INC.,  254  Bergen 
Blvd.,  Little  Falls,  N.  J.  ADV.  PG.  350. 

Irving  Tool  A  Mfg.  Co.,  1315  Levee  St.,  Dallas  7, 
Texas. 

Kleiner  Metal  Specialties,  Inc.,  P.  0.  Box  K,  Ouncllen, 
N.  J. 

Lee  Spring  Co.,  Inc.,  32  Main  St.,  Brooklyn  1,  N.  V. 

Martin  Co.,  Inc.,  Rodman  H.,  ElKtronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Mid-West  Spring  Mfq.  Co.,  Mentone,  Ind. 

Milwaukee  Div.  of  Associated  Spring  Corp.,  341  E.  Erie 
St.,  Milwaukee  2,  Wis. 

Newcomb  Spring  Corp.,  The,  228  College  Highway,  Val¬ 
ley  Stream,  N.  Y. 

Ohio  Div.  of  Associated  Spring  Corp.,  1825  E.  First 
St  ,  Dayton  3,  Ohio 

PRECISION  PRODUCTS  CO.  INC.  OF  WALTHAM,  26 
Bedford  St.,  Waltham  54,  Mass.  ADV.  PG.  518. 

Raymond  Manufacturing  Co.,  Corry,  Pa. 

Reliable  Spring  A  Wire  Forms  Co.,  Fulton  Rd.  A  Paris 
Ave.,  Cleveland  9,  Ohio. 

Seaboard  Coil  Spring  Division,  15001  S.  Broadway, 
Gardena,  Calif. 

Sheffco  Mfg.  Co.,  Grand  A  Ruby  Aves.,  Palisades  Park, 
N.  J. 

Stanley  Works,  The,  New  Britain,  Conn. 

Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J 

Vfalsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 


SPRINGS— Anfonno  Tension 

Accurate  Spring  Mfg.  Co.,  3811  W.  Lake  St.,  Chicago, 

III. 

Barnes  Co.,  Wallace,  Div.  of  Associated  Spring  Corp., 
Bristol,  Conn. 

Barnes-Gibson-Raymond  Division,  40300  Plymouth  Rd., 
Plymouth,  Mich. 

Gibson  Co.,  William  D.,  The,  1800  Clybourn  Ave., 
Chicago  14,  III. 

I  E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12, 
III. 

Milwaukee  Div.  of  Associated  Spring  Corp.,  341  E.  Erie 
St.,  Milwaukee  2,  Wis. 

Newcomb  Spring  Corp.,  The.  228  College  Highway,  Val¬ 
ley  Stream,  N.  Y. 

Ohio  Div.  of  Associated  Spring  Corp.,  1825  E.  First 
St.,  Dayton  3,  Ohio. 

Raymond  Manufacturing  Co.,  Corry,  Pa. 

Seaboard  Coil  Spring  Division,  15001  S.  Broadway, 
Gardena,  Calif. 

Wind  Turbine  Co.,  E.  Market  St.  A  Penna.  R.R., 
West  Chester,  Pa. 


SPRINGS- Inttrumonf  Nofrapringa 

Accurate  Spring  Mfg.  Co.,  3811  W.  Lake  St.,  Chicago, 
III. 

Barnes  Co.,  Wallace,  Div.  of  Associated  Spring  Corp., 
Bristol,  Conn. 

Barnes-Gibson-Raymond  Division.  40300  Plymouth  Rd., 
Plymouth,  Mich. 

Chatillon  A  Sons,  John,  85  Cliff  St.,  New  York  38, 
N.  Y. 

Oudek  A  Bock  Spring  A  Mfg  Co.,  4018  W.  Grand  Ave., 
Chicago  51,  III 

Gibson  Co.,  William  0.,  The,  1800  Clybourn  Ave., 
Chicago  14,  III. 

Instrument  Wire  Co.,  41  Kendall  Ave.,  Maplewood,  N.  J. 

Irving  Tool  A  Mfg.  Co.,  1315  Levee  St.,  Dallas  7, 
Texas. 

Milwaukee  Div.  of  Associated  Spring  Corp.,  341  E.  Erie 
St.,  Milwaukee  2,  Wis. 

Ohio  Div.  of  Associated  Spring  Corp.,  1825  E.  First 
St.,  Dayton  3,  Ohio. 

P  I  C  Design  Corp.,  477  Atlantic  Ave..  East  Rockaway, 
N  Y. 

PRECISION  PRODUCTS  CO.  INC.  OF  WALTHAM,  26 
Bedford  St.,  Waltham  54,  Mass  AOV.  PG  518. 

Raymond  Manufacturing  Co.,  Corry,  Pa. 

Seaboard  Coil  Spring  Division,  15001  S.  Broadway, 
Gardena,  Calif. 


SPRINGS-Proclaion 

Accurate  Spring  Mfg.  Co.,  3811  W.  Lake  St.,  Chicago, 
III. 

Ace  Spring  Mfg.  Co.,  78  W.  Houston  St.,  New  York  12, 
N.  Y. 

Allied  Products  Div.,  Hamilton  Watch  Co.,  Lancaster, 
Pa. 

Barnes  Co.,  WallKe,  Olv.  of  Associated  Spring  Corp., 
Bristol,  Conn. 

Barnes-Gibson-Raymond  Division,  40300  Plymouth  Rd., 
Plymouth,  Mich 

Bram  Chemical  Co.,  820  6Sth  Ave.,  Philadelphia  2b, 
Pa 

Braun  Tool  A  Instrument  Co.,  Inc.,  H.,  140  Fifth  Ave., 
Hawthorne,  N.  J. 

Buckbee  Mears  Co.,  Toni  Bldg.,  St.  Paul  1,  Minn. 

Chatillon  A  Sons,  John,  85  Cliff  St.,  New  York  38, 
N.  Y 

Dudek  A  Bock  Spring  A  Mfg.  Co.,  4018  W.  Grand  Ave., 
Chicago  51,  III. 

Electronic  Parts  Mfg.  Co.,  Inc.,  508-10  25th  St.,  Union 
City,  N.  J. 

GENERAL  FINDINGS  A  SUPPLY  CO.,  INDUSTRIAL 
DIV.,  Attleboro,  Mass  ADV  PG  275. 

Gibson  Co.,  William  D.,  The,  1800  Clybourn  Ave., 
Chicago  14,  III. 

INSTRUMENT  SPECIALTIES  CO.,  INC.,  254  Bergen 
Blvd.,  Little  Falls,  N.  J.  ADV  PG.  350. 

Irving  Tool  A  Mfg.  Co.,  1315  Levee  St.,  Dallas  7, 
Texas. 

Lee  Spring  Co.,  Inc.,  32  Main  St.,  Brooklyn  1,  N.  Y. 

Lewis  Spring  A  Mfg.  Corp.,  2656  W  North  Ave.,  Chi¬ 
cago  47,  III. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa 

Mid-West  Spring  Mfg  Co.,  Mentone,  Ind. 

Milwaukee  Olv.  of  Associated  Spring  Corp.,  341  E.  Erie 
St..  Milwaukee  2,  Wis. 

Newcomb  Spring  Corp.,  The,  228  College  Highway,  Val¬ 
ley  Stream,  N  Y. 

Ohio  Div.  of  Associated  Spring  Corp.,  1825  E.  First 
St.,  Dayton  3,  Ohio. 

P  I  C  Design  Corp.,  477  Atlantic  Ave.,  East  Rockaway, 
N.  Y. 

Pix  Mfq  Co  ,  Inc  ,  8IA  Hudson  St  Newark.  N.  J. 

PRECISION  PRODUCTS  CO.  INC.  OF  WALTHAM,  26 
Bedford  St.,  Waltham  54,  Mass  AOV.  PG.  518. 

Raymond  Manufacturing  Co.,  Corry,  Pa. 

Reliable  Spring  A  Wire  Forms  Co.,  Fulton  Rd.  A 
Paris  Ave.,  Cleveland  9,  Ohio. 

Seaboard  Coil  Spring  Division,  15001  S.  Broadway, 
Gardena.  Calif. 

Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J. 


STABILIZERS 

Sm  REGULATORS-Voltogo 
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ELECTRONIC  and  ALLIED 


STAMPED  CIRCUITS 

S««  CIRCUITS— Printed,  Stomped  or  Etched 


STAMPS-Morkint 

Acromerk  Co.,  ItK.,  323  Morrell  St.,  Elliobeth  4,  N.  J. 

Diamond-Union  Stamp  Worki,  el  Washington  St.,  Bolton 
S,  Mail. 

Grilhn  Co.,  John,  2157  Jamei  Ave.,  St.  Paul  S,  Minn 

Industrial  Engraven,  Inc.,  2212  McDonald  Ave.,  Brook¬ 
lyn  23,  N  Y 

KRENCEL  MFC.  CO.,  INC.,  227  Fulton  St.,  New  York 
7,  N.  Y  ADV.  PC  267. 

Noble  A  Westbrook  Mfg.  Co.,  27  Westbrook  St.,  East 
Hartford  8,  Conn. 

Numberall  Stamp  A  Tool  Co.,  Huguenot  Park,  Staten 
Island  12.  N  Y 

ROSS  METALS  CO.,  MILTON,  SOS  Davisville  Rd.,  Davls- 
vllle.  Pa.  ADV  PG  472. 


ST  AND  ARDS— Copecitance 
STANDARDS  FREQUENCY 

Sea  INSTRUMENTS-Electricol  Measuring 

STANDARDS— Frequency,  Microwave 
Sea  MICROWAVE  ACCESSORIES 


STANDARDS-Inductance 

See  INSTRUMENTS-Electricol  Measuring 


STANDARDS— Lobarotery  Time 

Airmec,  Ltd.,  High  Wycombe,  Buckinghampshire,  England. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland  Md 

AMERICAN  TIME  PRODUCTS,  INC.,  S80  F.fth  Ave, 
New  York  36,  N  Y  ADV  PG.  234. 

Dunlap  Electronici,  Inc.,  764  Ninth  St.,  Dei  Moines, 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  ADV.  P6.  140, 
141 

GENERAL  RADIO  CO.,  275  Masiachuietti  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  17B,  179. 

Gyres  Corp.,  3003  Penmylvania  St ,  Santa  Monica, 
Calif 

INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
INDUSTRIAL  PRODUCTS  OlV.,  INSTRUMENTS,  250 
Garibaldi  Ave.,  Lodi,  N.  J.  ADV  PG.  40S. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass 

Nelion  Instrument  Co.,  607  Howard  St.,  Evaniton,  III. 

Norrman  Laboratories,  Ernst,  Williams  Bay,  Wi$ 

Riverbank  laboratories.  Dept,  of  Engineering,  P  0  Boa 
65,  Geneva,  III. 


ST  AND  ARDS — Reeiatonce 

See  INSTRUMENTS-Electvical  Measuring 


STANDARDS  EOUIPMENT-Cafihrotion 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mounuin, 
Cumberland.  Md 

Altec  Lansing  Corp.,  1515  S  Manchester  Ave.,  Anaheim, 
Calif 

Beckman/Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif 

Bristol  Co.,  The,  P  0.  Boa  1790  EBG,  Waterbury  20, 
Conn 

Calidyne  Co.,  The,  120  Cross  St.,  Winchester,  Mass 

Colortone  Electronics,  Inc.,  200  Frank  Rd.,  HicksvIHe, 
N  Y 

CONTROL  ELECTRONICS  CO.,  INC.,  1925  New  York  Ave  , 
Huntington  Station,  N.  Y  ADV  PG.  47J,  550. 

Oemolab  Corp.,  1550  N.  Highland  Ave.,  Hollywood, 
Calif. 

Gray  Instrument  Co.,  200  E.  Church  Lane,  Philadel¬ 
phia  44,  Pa. 

Curley,  W  4  L.  E.,  514  Fulton  St.,  Troy,  N  Y 

Holt  Instrument  Labs.,  Oconto,  Wit. 

Leeds  4  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa 

MASM  LABORATORIES,  INC.,  5  Fottler  Rd ,  Hingham. 
Mass  ADV  PG  514 

PHYSICS  RESEARCH  LABS.,  INC  ,  P.  0  Boa  555, 
Hempstead,  N  Y  ADV  PG  520. 

RADIO  FREQUENCY  LABS  ,  INC,  Boonton,  2,  N  J. 
ADV  PG  399 

RAWSON  ELECTRICAL  INSTRUMENT  CO.,  Ill  Potter 
St.,  Cambridge  42,  Matt.  ADV.  PG.  457. 

Sullivan  Ltd ,  H  W.,  80  Shore  Rd.,  Port  Washington, 
N  V 

VARO  MFG  CO.,  2201  Walnut  St.,  Garland,  Teaas  ADV. 
PG.  454 


STANDARD  WAVE 
Sea  DETECTORS 


STANDS-Microphono 

Altec  Lansing  Corp.,  1515  S.  Manchester  Ave.,  Anaheim, 
Calif. 

Atlas  Sound  Corp.,  1443  39th  St.,  Brooklyn  18,  N.  V, 
Electro- Voice,  Inc.,  Buchanan,  Mich. 

Lesa,  Via  Bergamo  21,  Milan,  Italy. 


PRODUCTS 


SUBMINIATURIZATION  SERVICES 


STRIPS— Grounding 

Barwood  Mfg.  Co.,  Inc.,  L.  J.,  22  Williams  St.,  Everett 
49,  Mass. 

Braun  Tool  4  Instrument  Co.,  Inc.,  H.,  140  Fifth  Ave., 
Hawthorne,  N.  J. 

GENERAL  COMPONENTS  INC.,  225-229  E.  144tn  St., 
New  York  51,  N.  Y.  ADV.  PG.  574 

I.  E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12,  III. 

Irving  Tool  4  Mfg  Co.,  1315  Levee  St.,  Dallas  7, 
Teaas. 

KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave  ,  Ml  Ver¬ 
non,  N.  Y.  ADV.  PG.  589. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronici  Div.,  300  W. 
Oak  St.,  Norristown,  Pa.  ADV.  PG.  589. 

MeUI  Textile  Corp.,  647  E.  First  Ave.,  Roselle,  N.  J. 

Permonite  Mfg.  Co.,  444  N.  Lake  Shore  Dr.,  Chicago  11, 
III. 


STRIPS-Mounfing 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee  Blvd 
4  Manufacturers  Rd.,  Chattanooga  5,  Tenn.  ADV.  PG. 
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Alcon  Metal  Products,  Inc.,  1750  N  Kimball  Ave., 
Chicago  4,  111. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y. 

GENERAL  COMPONENTS  INC.,  225-229  E.  144th  St., 
New  York  51,  N.  Y.  ADV.  PG.  574. 

I.  E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12, 
III. 

Irving  Tool  4  Mfg  Co.,  1315  Levee  St.,  Dallas  7,  Texas. 

KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt.  Ver¬ 
non,  N.  Y.  ADV.  PG.  589. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown  Pa 

Penn  Fibre  4  Specialty  Co.,  2020  E.  Westmoreland  St., 
Philadelphia  34,  Pa. 

Permonite  Mfg.  Co.,  444  N.  Lake  Shore  Dr.,  Chicago  11, 
III. 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  Y  ADV.  PG.  433. 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield,  III. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave.,  Bloomfield, 
N  J.  ADV.  PG.  538. 


STROBOSCOPE— Synchronisor 

Chadwick  Helmuth  Co.,  472  E.  Duarte  Rd.,  Monrovia, 
Calif. 

Pantek  Co.,  Box  212,  El  oegundo,  Calif. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y  ADV.  PG.  511. 

Western  Gear  Corp.,  Electro  Products  Div.,  132  W. 

Colorado  St  ,  Pasadena  1,  Calif. 

WINKLER  LABORATORIES,  5225  N  20th  St.,  Phoenix, 
Ari2.  ADV.  PG.  188. 


STROBOSCOPES 

AEROLUX  LIGHTS  CORP.,  653  Eleventh  Ave.,  New  York 
36,  N.  Y.  ADV.  PG.  589. 

Berkshire  Laboratories,  580  Bank  Village,  Greenville, 
N.  H. 

Boulin  Instrument  C'j  P  ,  10  First  St ,  Pelham,  N.  Y. 

COMMUNICATION  MEASUREMENTS  LAB.,  INC.,  350 
Leland  Ave.,  Plainfield,  N.  J.  ADV.  PG.  534. 

Epic,  Inc.,  154  Nassau  St.,  New  York  38,  N.  Y. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG  178,  179. 

Kemlite  Laboratories,  1819  W  Grand  Ave.,  Chicago  22, 
III. 

Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III. 

Pantek  Co.,  Box  212,  El  Segondo,  Calif 

Slaughter  Company,  Piqua  9,  Ohio. 

TECHNICAL  APPARATUS  BUILDERS,  109  Libtrty  St., 
New  York  6,  N.  Y.  ADV.  PG.  511. 

Western  Gear  Corp.,  Electro  Products  Div.,  132  W.  Colo¬ 
rado  St.,  Pasadena  1,  Calif 


STROBOSCOPE  SOURCE-lighf 
See  LIOHTS-Strettascopic  Sourco 


SUBMINIATURIZATION  SERVICES 


O'Brien  Electric  Corp.,  6514  Santa  Monica  Blvd  ,  Holly¬ 
wood  38,  Calif. 

Racon  Electric  Co.,  1261  Broadway,  New  York  1,  N.  Y. 
Shore  Brothers,  Inc.,  246  Hartrey  Ave.,  Evanston,  III. 
Stromberg-Carhon  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y 
Turner  Co.,  The,  909  17th  St.,  N  E.,  Cedar  Rapids, 
Iowa. 


STANDS- Speaker 

Atlas  Sound  Corp.,  1443  39th  St.,  Brooklyn  18,  N.  Y. 

STEATITE 

See  INSULATION  MATERIALS-Ceramic 
STETHOSCOPES-Ampfifying 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E.  26,  England. 

Electro-Medical  Lab.,  Inc.,  South  Woodstock  8,  Vt. 
Summit  ElKtronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J 

STIIU  4  DEMINERAIIZERS 

See  DEMINERAIIZERS  4  STIILS-Waler 

STIMULATORS 

Applegate  4  Co.,  C.  J.,  1840  24th  St.,  Boulder,  Colo. 
BIRTCHER  CORP.,  4371  Valley  Bird  ,  Los  Angeles  32, 
Calif  ADV  PG  451. 

Electro-Medical  Lab.,  Inc.,  South  Woodstock  8,  Vt. 
Electrodyne  Co.,  Endicott  St.,  Norwood,  Mass 
Engineering  Specialty  Co.,  3100  Eldredge  St.,  Salt  Lake 
City,  Utah. 

EPR  Special  Products  Corp.,  675  Barney  St.,  Brooklyn, 
N  Y. 

Grass  Instrument  Co.,  101  Old  Coiony  Ave  ,  Quincy,  Mass. 
Lab-Tronics,  Inc.,  3656  N.  Lincoln  Ave.,  Chicago  13,  III. 
Measurement  Engineering,  Ltd.,  Arnprior,  Ontario,  Can¬ 
ada 

Process  4  Instruments,  15  Stone  Ave.,  Brooklyn  33, 
N  Y. 

Standard  Electronics  Research  Corp.,  2  East  End  Ave  , 
New  York  21.  N  Y. 

Teca  Corp.,  80  Main  St.,  White  Plains,  N.  Y. 

Wappler,  Inc,  27-10  Astoria  Blvd.,  Long  Island  City  2, 
N.  V. 


STOOLS  4  BENCHES-fer  Work  AeaoiwWy 

Alden  Systems,  Inc.,  Alden  Research  Center,  Westboro, 
Mass 

Art-Lloyd  Metal  Products  Corp.,  2973  Cropsey  Ave., 
Brooklyn  14,  N  Y. 

Cramer  Posture  Chair  Co.,  1205  Charlotte  St.,  Kansas 
City  6,  Mo. 

Mid-West  Metal  Products  Inc.,  Fairfax  Industrial  District, 
Kansas  City  15,  Kan. 

Royal  Metal  Manufacturing  Co.,  1  Park  Ave.,  New 
York  16,  N.  Y 

Sheltered  Workshop,  2521  Filth  St.,  Santa  Monica, 
Calif 

Standard  Pressed  Steel  Co.,  Box  775,  Jenkintown,  Pa. 

Washington  Aluminum  Co.,  Inc.,  Penna.  RR  4  Knecht 
Ave ,  Baltimore  29,  Md. 


STRAIOHTENERS-Pip,  Tuba 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden 
Station,  Flushing  64,  N.  V. 

OURO  SPECIALTY  CO.,  INC.,  811  Boston  St.,  Lynn, 
Mass.  ADV  PG.  565. 

STAR  EXPANSION  PRODUCTS  DIV.  OF  STAR  PRE¬ 
CISION  DEVICES,  INC.,  P.  0.  Box  108,  Mountain- 
ville,  N.  Y.  ADV.  PG.  506. 

Workman  TV,  IrK.,  309  Queen  Anne  Rd.,  Teaneck,  N.  J 

STRAIN  INDICATORS 
See  INDICATORS 

STRAIN  RELIEFS 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y. 

Fasten  Div.  of  Illinois  Tool  Works,  195  Algonquin  Rd , 
Des  Plaines,  III 

HEYMAN  MFG.  CO.,  Kenilworth  2,  N.  J.  ADV.  PG  493 

ROSS  METALS  CO.,  MILTON,  505  Oavlsville  Rd ,  Oavis- 
ville.  Pa.  ADV  PG  472. 

WALKER  CO.,  GEORGE,  118  Amsterdam  Ave.,  Passaic, 
N.  J.  ADV.  PG.  537 

WalKO  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 


STRIP  TRANSMISSION  IINES-Microwavo 
See  MICROWAVE  ACCESSORIES 

STRIPPERS-Wire 

See  WIRE  STRIPPERS-Chemical 
WIRE  STRIPPERS- Hond 
WIRE  STRIPPERS-Mechanical 


ABC  Sound  Equipment  Co.,  149  W.  47th  St.,  New  York 
36,  N.  Y. 

ACF  Electronics,  800  N.  Pitt  St.,  Alexandria  Va. 

Ardente  Acoustic  Labs.,  Ltd.,  8/ 12  Minerva  Rd.,  North 
Acton,  London,  N.  W.  10,  England. 

Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N  J. 

CHICAGO  MINIATURE  LAMP  WORKS,  1500  N  Ogden 
Ave.,  Chicago  10,  III.  ADV.  PG.  470. 

Cleveland  Metal  Specialties  Co.,  1783  E.  21st  St., 
Cleveland  14  Ohio. 

DALE  PRODUCTS,  INC.,  Box  136,  Columbus,  Neb  ADV 
PG.  194,  195. 

Daystrom  Instrument,  Archbald,  Pa. 

Dorsett  Laboratories,  Inc.,  401  E.  Boyd  St.,  Box  862, 
Norman,  Ok  la. 

Doty  Acoustical  Electronic  Lab.,  Tobyhanna,  Pa. 

Ferrotran  Electronics  Co.,  693  Broadway,  New  York  12, 
N.  Y. 

I.O.E.A.,  Inc.,  7900  Pendleton  Pike,  Indianapolis  26, 
Ind. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N  Y.  ADV.  PG.  536. 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 
Bergen,  N.  J.  ADV.  PG.  10,  11. 

Lear  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 
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M  F  ELECTRONICS,  122  E.  25th  St.,  New  York  10, 
N.  Y.  AOV.  PG.  507. 

Maico  Co.,  Inc.,  21  N.  Third  St.,  Minneapolis,  Minn. 

Nichols  Sl  Clark,  Inc.,  321  Newburyport  Turnpike,  Dan¬ 
vers  P.  0.,  Hathorne,  Mass. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davls- 
ville,  Pa.  ADV.  PG.  472. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N  Y. 

WALKIRT  CO.,  141  W.  Hazel  St.,  Inglewood  3,  Calif. 
AOV.  PG.  500. 


McQuay-Norris  Mfg.  Co.,  2320  Marconi  Ave.,  St.  Louis 
10,  Mo. 

Miller-Robinson  Co.,  7707  Avalon  Blvd.,  Los  Angeles  3, 
Calif. 

Milli-Switch  Corp.,  a  Sub.  of  P.  R.  Mallory  &  Co., 
Inc.,  555  Hoke  Ave.,  Frankfort,  Ind. 

Newark  Controls  Co.,  15  Ward  St.,  Bloomfield,  N.  J. 
United  Electric  Controls  Co.,  85  School  St.,  Watertown 
72,  Mass. 

U.  S.  Gauge  Div.,  American  Machine  &  Metals,  Inc., 
Sellersville,  Pa. 


SUPERSONIC  EQUIPMENT 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

Burton  Mfg.  Co.,  2520  Colorado  Ave.,  Santa  Monica, 
Calif 

D  &  R,  LTD.,  402  E.  Gutierrez  St.,  Santa  Barbara. 

Calif.  AOV.  PG.  556. 

Dukane  Corp.,  St.  Charles,  III. 

NARDA  ULTRASONICS  CORP.,  118-160  Herricks  Rd., 
Dept.  EB-1,  Mineola,  N.  Y.  AOV.  PG.  116. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13,  III. 


SUPPRESSORS— Auto  Radio  Ignition 
Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N  Y. 


Continental  Carbon  Oiv.  of  Wirt  Co.,  5221  Greene  St., 
Philadelphia  44,  Pa. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  AOV.  PG.  140, 
141. 

Hallett  Mfg.  Co.,  5910  Bowcroft  St.,  Los  Angeles  16, 
Calif. 

ITiT  Components  Div.,  International  Telephone  &  Tele¬ 
graph  Corp.,  P.  0.  Bov  412,  Clifton,  N.  J. 

Ohio  Carbon  Co.,  12508  Berea  Rd.,  Cleveland  11,  Ohio. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  OIV.,  186 
Granite  St.,  Manchester,  N.  H.  AOV.  PG.  276,  277. 


SUPPRESSORS-Noisa 

All-Tronics,  Inc.,  45  Bond  St.,  Westbury,  N.  Y. 

Farnsworth  Electronics  Co.,  Div.  of  IT&T,  3700  E. 
Pontiac  St.,  Fort  Wayne  1,  Ind. 

Hallett  Mfg.  Co.,  5910  Bowcroft  St.,  Los  Angeles  16, 
Calif. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N.  Y.  ADV.  PG.  536. 

Interference  Measurement  Lab.,  901  E.  51$t  St.,  Brook¬ 
lyn,  N.  Y. 

Scott,  Inc.,  Hermon  Hosmer,  111  Powder  Mill  Rd., 
Maynard,  Mass. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House, 
63,  Aldwych,  London,  W.  C.  2,  England. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Telectro  Industries  Corp.,  35-16  St.,  Long  Island 
City  1,  N.  Y. 


SURFACE  ANALYZERS  AND  COMPARATORS 
See  ANALYZERS 

SURPLUS  NEW  A  USED  EQUIPMENT 
See  Pages  811-628 


SW  ITCHES- Aufomefic 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave.,  Mil¬ 
waukee  4,  Wis.,  AOV.  PG.  421. 

Amglo  Corp.,  4333  N.  Ravenswood  Ave.,  Chicago  13,  III. 

Automatic  Switch  Co.,  50-56  Hanover  Rd.,  Florham 
Park,  N.  J. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Cutier-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  AOV.  PG.  75. 

GENERAL  DEVICES,  INC.,  P.  0.  Box  253,  Princeton, 
N.  J.  AOV.  PG.  364. 

GENERAL  HERMETIC  SEALING  CORP.,  99  E.  Haw- 
thorne.  Valley  Stream,  N.  Y.  AOV.  PG.  546. 

HAYOON  CO.,  A.  W.,  THE,  238  N.  Elm  St.,  Water¬ 
bury,  Conn.  AOV.  PG.  483. 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chi¬ 
cago  5,  III. 

Mallory  &  Co.,  Inc.,  P.  R.  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Micro  Switch  Oiv.  of  Minneapolis-Honeywell  Regulator 
Co.,  11  W.  Spring  St.,  Freeport,  III. 

Milli-Switcn  Corp.,  a  Sub.  of  P.  R.  Mallory  &  Co.,  Inc., 
555  Hoke  Ave  ,  Frankfort,  Ind. 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon,  Ohio. 
ADV.  PG.  219. 

Tech  Laboratories,  Inc.,  Bergen  8  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J. 

United  Electric  Controls  Co.,  85  School  St.,  Watertown 
72,  Mass 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  AOV.  PG.  346. 

Winterburn  Mfg.  Co.,  P.  0.  Box  386,  Putnam,  Conn 


SWITCHES— Aufomofic  Tranafor 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N  J 
ADV  PG.  516. 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave.,  Mil¬ 
waukee  4,  Wis.,  AOV.  PG.  421. 

Amglo  Corp.,  4333  N.  Ravenswood  Ave.,  Chicago  13,  III. 

Automatic  Switch  Co.,  50-56  Hanover  Rd.,  Florham 
Park,  N.  J. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine. 

HAYDON  CO.,  THE,  H.  W.,  238  N.  Elm  St.,  Waterbury, 
Conn.  AOV.  PG.  483. 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chi¬ 
cago  5,  III. 

Mallory  &  Co.,  Inc.,  P.  R.  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Square  0  Co.,  4041  N.  Richards,  Milwaukee  12,  Wis. 

Tech  Laboratories,  Inc.,  Bergen  &  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J. 

United  Electric  Controls  Co.,  85  School  St.,  Watertown 
72,  Mass. 

Zenith  Electric  Co.,  152  W  Walton  St.,  Chicago  10, 
III. 


SUSPENSIONS-fer  Speaker  Conei 

Hawley  Products  Co.,  St.  Charles,  III. 

Stevens  Products,  Inc.,  86-88  Main  St.,  East  Orange, 

N.  J. 


SWITCHBOARDS-Tefevision  Master 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

Tare  Electronics,  Inc.,  48  Urban  Ave.,  Westbury,  N.  Y. 


SWITCHES-Air  Pressure 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave.,  Mil¬ 
waukee  4,  Wis.,  AOV.  PG.  421. 

Bendix  Aviation  Corp.,  Montrose  Oiv.,  South  Montrose, 
Pa. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Burton  Mfg.  Co.,  2520  Colorado  Ave.,  Santa  Monica, 
Calif 

Consolidated  Controls  Corp.,  6  Durant  Ave.,  Bethel,  Conn. 
Cook  Electric  Co.,  2700  Southport  Ave.,  Chicago  14,  III. 
Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

Dietz  Co.,  Inc.,  Henry  G.,  12-16  Astoria  Blvd.,  Long 
Island  City  2,  N.  Y. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  AOV.  PG.  75. 

Gom  Electric  Co.,  Inc.,  Main  St.,  Stamford,  Conn. 
Kidde  &  Co.,  Inc.,  Walter,  477  Main  St.,  Belleville  9, 

N.  J. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 


SWITCHES-Ceanraf  Cable 

ALFORD  MFG.  CO.,  INC.,  299  Atlantic  Ave.,  Boston, 
Mass.  AOV.  PG.  491. 

ANDREW  CORP.,  363  E.  75th  St.,  Chicago  19,  III. 
AOV.  PG.  50. 

AUTOMATIC  METAL  PRODUCTS  CORP.,  315  Berry  St., 
Brooklyn  11,  N.  Y.  AOV.  PG.  500. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG  103. 

BIRO  ELECTRONIC  CORP.,  1800  E.  38th  St.,  Cleveland 
14,  Ohio.  AOV.  PG.  47. 

OANBURY-KNUDSEN  DIV.  OF  AMPHENOL  ELECTRONICS 
CORP.,  P.  0.  Box  170,  Danbury,  Conn.  AOV.  PG.  481 

Oielettric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine. 

Oon-Lan  Electronics,  Inc.,  1101  Olympic  Blvd.,  Santa 
Monica,  Calif. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E.  Third  St., 
Mt.  Vernon,  N.  Y.  AOV.  PG.  327. 

Electrical  &  Physical  Instrument  Corp.,  42-19  27th  St., 
Long  Island  City  1,  N.  Y. 

General  Communication  Co.,  681  Beacon  St.,  Boston  15, 
Mass. 

HYCON  EASTERN,  INC.,  75  Cambridge  Pkwy.,  Cam- 
brid^.  Mass.  ADV.  PG.  291. 

Industrial  Products  Co.,  Div.  of  Oanbury-Knudsen,  Inc., 
Danbury,  Conn. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  AOV  PG.  174. 

JAMES  VIBRAPOWR  CO.,  4050  N.  Rockwell  St.,  Chicago 
18,  III.  AOV.  PG.  574. 

JERROLD  ELECTRONICS  CORP.,  ISth  &  Lehigh,  Phila¬ 
delphia  32,  Pa.  AOV.  PG.  342. 

MICROLAB.  71  Okner  Parkway,  Livingston,  N.  J.  ADV 
PG.  519. 


1958-1959  LISTINGS  of 


Tech  Laboratories,  Inc.,  Bergen  8  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J. 

Thompson  Products,  Inc.,  Electronics  Oiv.,  2196  Clark- 
wood  Rd.,  Cleveland  3,  Ohio. 

Trad  Electronics  Corp.,  1001  First  Ave.,  Asbury  Park, 
N,  J. 

TRANSCO  PRODUCTS,  INC.,  1221  Nebraska  Ave.,  Los 
Angeles  25,  Calif.  ADV.  PG.  571. 

United  Electric  Controls  Co.,  85  School  St.,  Watertown 
72,  Mass. 


SWITCHES-Confref 

Aero  Oiv.  of  The  Robertshaw-Fulton  Controls  Co.,  2040 
E.  Main  St.,  Columbus  16,  Ohio. 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave  ,  Mil¬ 
waukee  4,  Wis.  ADV.  PG.  421. 

Amglo  Corp.,  4333  N.  Ravenswood  Ave.,  Chicago  13,  III. 

Arcoelectric  Oiv.  of  British  Electronics  Sales  Co.,  Inc, 
Oakland  Garden  Sta.,  Flushing  64,  N.  Y 

Ark-Les  Switch  Corp.,  51  Water  St.,  Watertown  72, 
Mass. 

Arrow-Hart  8  Hegeman  Electric  Co  ,  103  Hawthorn  St., 
Hartford  6,  Conn. 

Bristol  Co,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Carling  Electric,  Inc.,  505  New  Park  Ave.,  West  Hart¬ 
ford,  Conn. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1,  Wis. 

OAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG  401. 

Electron-Radar  Products,  P.  0.  Box  50,  Route  JT30, 
North  Aurora,  III. 

General  Communication  Co.,  681  Beason, 

GENERAL  CONTROLS  CO.,  801  Allen  Ave,  Glendale  1, 
Calif.  ADV.  PG.  75. 

General  Electric  Co.,  Apparatus  Sales  O'V.,  1  River  Rd., 
Schenectady  5,  N.  Y 

GENERAL  HERMETIC  SEALING  CORP.,  99  E.  Hawthorne, 
Valley  Stream,  N.  Y.  ADV.  PG.  546. 

Good  Electronic  Corp.,  P.  0.  Box  93,  Newton  58,  Mass. 

HART  MFG.  CO.,  242  Bartholomew  Ave.,  Hartford  1, 
Conn.  AOV.  PG.  530. 

Harvey  Hubbell,  Inc.,  State  St.  8  Bostwick  Ave,,  Bridge¬ 
port  2,  Conn. 

Hetherington,  Inc.,  Sharon  Hill,  Pa. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Interna¬ 
tional  Airport  Station,  Los  Angeles  45,  Calif.  ADV. 
PG.  105-110. 

J-B-L  Instrument  Co.,  Sycamore  8  Mill  Rds.,  Clifton 
Heights,  Pa. 

Kahn  8  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 

Kellogg  Switchboard  8  Supply  Co.,  6650  S.  Cicero  St., 
Chicago  2,  111. 

Leviton  Mfg.  Co.,  Inc.,  236  Greenpont  Ave.,  Brooklyn 
22,  N.  Y. 

Lumenite  Electric  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III. 

Mallory  8  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Metals  8  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mass 

Micro  Switch  Oiv.  of  Minneapolis-Honeywell  Regulator 
Co.,  11  W.  Spring  St.,  Freeport,  III. 

Milli-Switch  Corp.,  a  Sub.  of  P.  R.  Mallory  8  Co.,  Inc., 
555  Hoke  Ave  Frankfort,  Ind. 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon,  Ohio. 
AOV  PG.  219. 

OAK  MFG.  CO.,  1260  Clybourn  Ave.,  Chicago  10,  III. 
AOV  PG  314,  315. 

OHMITE  MFG.  CO.,  3601  Howard  St.,  Skokie,  III.  AOV. 
PG.  200,  201. 

Philadelphia  Scientific  Glass  Co.,  Quakertown,  Pa. 

Production  Instruments  Div.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III. 

Reynolds  Electric  Co.,  3000  River  Road,  River  Grove,  III. 

Soreng  Products.,  9555  Soreng  Ave.,  Schiller  Park,  III. 

Square  D  Co.,  4041  N.  Richards,  Milwaukee  12,  Wis. 

Tech  Laboratories,  Inc.,  Bergen  8  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J. 

United  Electric  Controls  Co.,  85  School  St.  Waterttown 
72,  Mass 

Universal  Circuit  Controls  Corp.,  3610  Oakton  St.,  Skokie, 
III. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  ADV.  PG.  346. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

Winterburn  Mfg.  Co.,  P.  0  Box  386,  Putnam,  Conn. 


SWITCHES-Croaebar 

Cunniigham  Son  8  Co.,  Inc.,  James,  33  Litchfield  St., 
Rochester,  N.  V. 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon,  Ohio 
ADV  PG.  219 

SWITCHCRAFT,  INC.,  5555  Elston  Ave.,  Chicago  30,  III. 
AOV.  PG.  557 


SWITCHES-Oecada 

CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wis.  AOV.  PG.  422. 

OAVEN  CO.,  Route  10,  Livingston,  N.  J.  AOV.  PG.  401 

Oigilran  Co.,  45  W.  Union  St.,  Pasadena,  Calif. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Good  Electronic  Corp.,  P.  0.  Box  93,  Newton  58,  Mass 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  OIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif.  AOV. 
PG.  105-110. 

Industrial  Instruments,  Inc.,  89  Commerce  Rd.,  Cedar 
Grove,  N.  J. 
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ELECTRONIC  and  ALLIED 


J-B-L  Instrument  Co.,  Syomorc  &  Mill  Rds.,  Clifton 
Heijhtf,  P». 

Msllory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Muirhead  &  Co.,  Ltd.,  Beckenham,  Kent,  England. 

OAK  MFG.  CO.,  1260  Clybourn  Ave.,  Chicago  10,  III. 
AOV.  PG  314,  315 

SHALLCROSS  MFG.  CO.,  Selma,  N.  C.  AOV  PG.  324. 
Tech  Laboratories,  Inc.,  Bergen  &  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J. 


SWITCHIS-OupUx 

,tLLEN-BRADLEY  CO.,  136  W.  Greenfield  Are.,  Mil¬ 
waukee  4,  Wis.  AOV  PG.  421. 

Arrow-Hart  &  Hegeman  ElKtrlc  Co.,  103  Hawthorn  St., 
Hartford  6,  Conn. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine 

Eagle  Electric  Mfg.  Co.,  Inc.,  23-10  Bridge  Plata,  S., 
Long  Island  City,  N.  V. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  OlV.,  Inter¬ 
national  Airport  Station,  Lot  Angeles  >5,  Calif.  AOV. 
PG  105-110 

Lesiton  Mfg.  Co.  Inc.,  236  Creenpoint  Are.,  Brooklyn 
22,  N.  V. 

Technical  Appliance  Corp.,  Sherburne,  N.  Y. 


SWITCHES-Elecfronic 

AIRTRON,  INC.,  1101  VY.  Eliiabeth  Ave.,  Linden,  N  J. 
AOV  PG  516 

Applied  Science  Corp.  of  Princeton,  P.O.  Boa  44, 
Princeton,  N,  J. 

Arnoua  Corp.,  11924  W.  Washington  Blvd.,  Lot  Angeles 
66,  Calif. 

Aiitron  Engineering,  Inc.,  1254  W.  6th  St.,  Lot  Angeles 
15.  Calif 

BARKER  &  WILLIAMSON,  Canal  «.  Beaver  Sts.,  Bristol, 
Pa.  AOV  PG.  103. 

Bristol  Co.,  The,  P.  0.  Boa  1790  EBG,  Waterbury  20, 
Conn. 

British  Thomson- Houston  Co.,  Ltd.,  Rugby,  England. 

Burroughs  Corp.,  Electronic  Tube  Div.,  P.O.  Boa  1226, 
Plainfield,  N  J. 

CENTRALAB  DIV.,  GLDBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wit.  AOV.  PG.  422. 

Cinema-Televitiun,  Ltd.,  Wortley  Bridge  Rd.,  London 
S.E.  26,  England. 

Oatascan  Inc.,  48  Notch  Rd.,  Little  Falls,  N.  J. 

Oaystrom  Systems  Oiv  of  Oayttrom,  Inc.,  5640  La  Jolla 
Blvd.,  La  Jolla,  Calif. 

Dubrow  Development  Co.,  235B  Penn  St.,  Burlington, 
N.  J. 

Ebert  Electronics  Corp.,  212-26  Jamaica  Ave.,  Queens 
Village  28,  N.  Y. 

Electro-Snap  Switch  A  Mfg.  Co.,  4218  W.  Lake  St., 
Chicago  24,  III. 

Electronic  Associates,  Inc.,  Long  Branch,  N  J. 

Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City,  N.  Y. 

EPSCO,  INCORPORATED,  588  Commonwealth  Ave ,  Bos¬ 
ton  15,  Mass.  AOV  PG  281-283 

Greenieaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

HART  MFG.  CO.,  THE,  242  Bartholomew  Ave.,  Hartford 
1,  Conn.  AOV  PG.  530. 

HAYOON  CO.,  THE.  H.  W.,  238  N.  Elm  St.,  Waterbury, 
Conn  AOV.  PG.  483. 

HEATH  CO.,  A  SUB.  OF  OAYSTROM,  INC.,  Benton  Har¬ 
bor  14,  Mich  AOV  PG.  513. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  OIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif.  AOV 
PG.  105-110. 

Irwin  Products  Co.,  4937  N.  Oamen,  Chicago  25,  III. 

Javea,  P.  0.  Bo>  646,  Redlands,  Calif 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 
Bergen  N  J  AOV  PG  10,  11. 

KULKA  ELECTRIC  CORP.,  633  5.  Fulton  Ave.,  Mt.  Ver¬ 
non.  N.  Y  AOV.  PG.  589. 

Kyhr-netes  Co.,  9  E.  40th  St.,  New  York  16.  N.  Y. 

LIBRASCOPE,  INC.,  808  Western  Ave.,  Glendale,  Calif 
AOV  PG.  125 

LIquidometer  Corp.,  The,  Skillman  Ave.  at  36th  St., 
Long  Island  City  1,  N  Y. 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago 

5,  III. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 

6.  Ind. 

Manning,  Manwell  A  Moore,  Inc.,  Industrial  Controls 
Oiv.,  250  E.  Main  St.,  Stratford,  Conn. 

Marine  View  Electronics  Inc.,  28  Main  St.,  White  Plains, 
N,  Y. 

Micro-Switch  DIv.  MInneapolis-Honeywell  Regulator  Co., 
11  W  Spring  St.,  Freeport,  III. 

Milli-Switch  Corp ,  a  Sub.  of  P.  R  Mollory  A  Co., 
Inc.,  555  Hoke  Ave.,  Frankfort,  Ind 

MInneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Miratel,  Inc.,  1080  Dionne  St  .  St  Paul,  Mirm. 

PANORAMIC  RADIO  PRODUCTS,  INC.,  520  S.  Fulton 
Ave.,  Mt.  Vernon,  N  Y  AOV.  PG.  465. 

POLLAK  CORP.,  JOSEPH,  75-99  Freeport  St.,  Dorchester 
22,  Mass.  AOV.  PG.  358. 

Ram  Meter,  Inc.,  1100  Hilton  Rd ,  Ferndale,  Detroit 
20,  Mich. 

RAYTHEON  MFG.  CO.,  SPECIAL  MICROWAVE  DEVICE 
GROUP,  Waltham  54,  Mass  AOV.  PG.  432 


PRODUCTS 


RED  BANK  DIVISION,  BENOIX  AVIATION  CORP.,  Rt. 
35,  Eatontown,  N.  J.  AOV.  PG.  89. 

RIBET  A  DESJARDINS,  13-17  Rue  Perier,  Montrouge 
(Seine)  France.  AOV.  PG.  215-218. 

RIPLEY  Co.,  INC.,  Middletown,  Conn.  AOV.  PG.  564. 

Scantlin  Electronics,  Inc.,  11624  W.  Pico  Blvd.,  Los 
Angeles  64,  Calif. 

SHALLCROSS  MFG.  CO.,  Selma,  N  C.  AOV  PG.  324 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0.  Bo« 
85,  Gardena,  C*\\f. 

Tech  Laboratories,  Inc.,  Bergen  A  Edsall  Blvds  ,  Pali¬ 
sades  Park.  N  J 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
ville,  N.  Y.  AOV.  PG.  323. 

Telecomputing  Corp.,  915  N.  Citrus  Ave.,  Los  Angeles  38, 
Calif. 

Teletronics  Laboratory,  Inc.,  KInkel  St.,  Westbury,  N  Y. 

Trepac  Corp  of  America,  1  Engle  St.,  Englewood,  N.  J. 

UNIMAX  SWITCH  DIV.,  THE  W.  L.  MAXSON  CORP., 
Ives  Rd  .  wall.rglord.  Conn  AOV  PG  453 

VICTORY  ENGINEERING  CORP  ,  101  Springfield  Rd , 
Union,  N  J.  AOV.  PG.  346. 

WALKIRT  CO.,  141  W.  Harel  St.,  Inglewood  3,  Calif. 
AOV.  PG.  500 

Weltronic  Co  ,  19500  W.  Eight  Mile  Rd.,  Detroit  41, 
Mich 

Westinghouse  Electric  Corp.,  P.  0.  Bo<  868,  Pittsburgh 
30,  Pa 


SWITCHES-Floni  Type 

ALLEN-BRAOLEY  CO.,  136  W.  Greenfield  Ave.,  Mil¬ 
waukee  4,  Fla.  AOV.  PG  421. 

Arrow-Hart  A  Hegeman  Electric  Co.,  103  Hawthorn 
St.,  Hartford  6,  Conn 

Bernco  Engineering  Corp.,  2320  S  Tibbs  Ave.,  Indian¬ 
apolis,  Ind. 

Bristol  Co.,  The,  P.  0.  Bo«  1790  EBG,  Waterbury  20, 
Conn. 

Clark  Controller  Co.,  1146  E.  152nd  St.,  Cleveland  10, 
Ohio. 

Cutler-Hammer,  Inc.,  411  N  12th  St.,  Milwaukee  1, 
Wit 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N  Y. 

Gorn  Flectric  Co.,  Inc.,  Mam  St.,  Stamford,  Conn. 

LIquidometer  Corp ,  The,  Skillman  Ave  at  36th  St., 
Long  Island  City  1,  N  Y. 

Lumenite  Electric  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III. 

Miili-Switch  Corp.,  a  Sub.  of  P.  R  Mallory  A  Co., 
Inc.,  555  Hoke  Ave.,  Frankfort,  Ind 

Newark  Controls  Co  .  15  Ward  St ,  Bloomheld.  N  J 

REVERE  CORP.  OF  AMERICA.  SUB  OF  NEPTUNE 
METER  CO.,  Wallingford  2,  Conn  AOV  PG.  492 

Westinghouse  Electric  Corp.,  P.  0.  Boi  868,  Pittsburgh 
30,  Pa. 


SWITCHiS-Foot 

ALLEN-BRAOLEY  CO.,  136  W  Greenfield  Ave..  Mll- 
w.aukee  4,  Wit.  AOV.  PG.  421. 

Barwood  Electronics,  Inc.,  921  C  Broadway,  Glendale 
5,  Calif. 

Carling  Electric,  Inc.,  505  New  Park  Ave.,  West  Hart¬ 
ford,  Conn. 

Clark  Controller  Co.,  1146  E.  lS2nd  St.,  Cleveland  10, 
Ohio. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  MMwaukee  1,  Wis. 

General  Control  Company,  1212  Soldiers  Field  Rd.,  Boston 
34,  Mass. 

Hethenngton,  Inc.,  Folcroft,  Pa. 

Lektra  Laboratories,  154  11th  Ave  ,  New  York  11,  N.  Y. 

Micro-Switch  Oiv.  of  Minneapolit-Honeywell  Regulator  Co., 
11  W.  Spring  St.,  Freeport,  III. 

Neill  Co.,  Inc.,  R.  W.,  4320  W.  Montrose,  Chicago  41, 
III. 

Production  Instruments  Oiv.,  General  Controls  Co.,  8080 
McCormick  B'vd .  Skokie,  III. 

Recnra  Co.,  Inc.,  6100  S.  Archer  Rd.,  Summit,  III. 

Vemaline  Products  Co.,  P.  0.  Boi  222,  Hawthorne,  N  J 

Westinghouse  Electric  Corp.,  p.  0.  Ban  868,  Pittsburgh 
30,  Pa. 


SWITCHES— Nermofically  Soofo^ 

AIRTRON,  INC  .  1101  W.  Elitabeth  Ave.,  Linden,  N  J. 
AOV  PG.  516. 

Applied  Science  Corp.  of  Princeton,  P  0  Bo«  44, 
Princeton,  N.  J. 

Autom.itiC  Electric  Sales  Corp.  North  Lake.  Ill 

AUTOMATIC  A  PRECISION  MFG  CO.,  252  Hawthorne 
Ave,  Yonkers  5,  N  Y  AOV  PG.  539 

Bernco  Engineering  Corp.,  2320  S.  Tibbs  Aev.,  Indian, 
apolis,  Ind. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis 

OAVEN  CO.,  Route  10,  Livingston,  N  J.  AOV.  PG.  401. 

Del  Electronics  Corp.,  521  Homestead  Ave.,  Mt  Ve-non, 
N.  Y. 

Oon-Lan  Electronics,  Inc.,  1101  Olympic  Blvd.,  Santa 
Monica,  Calif 

Ebert  Electronic  Corp.,  212-16  Jamaica  Ave.,  Queens 
Village  28.  N  Y 

ELECTRO  MINIATURES  CORP.,  1060  Elm  Ave.,  Ridge 
field,  N  J.  AOV.  PG.  346. 

Electro- Snap  Switch  A  Mfg.  Co.,  4218  W.  Lake  St  . 
Chicago  24,  III. 

Electron-Radar  Products,  P.  0.  Ba«  50,  Route  i?30 
North  Aurora,  III. 


SWITCHES 


Electronic  Service  Corp.,  2906  Birch  St.,  Franklin  Park, 
III. 

Glass  Solder  Engineering,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif. 

Gordos  Corp.,  250  Glenwood  Ave.,  Bloomfield,  N.  J. 

Hamlin,  Inc.,  1316  Sherman  Ave.,  Evanston,  III. 

HART  MFG.  CO.,  242  Bartholomew  Ave.,  Hartford  1, 
Conn.  AOV.  PG.  530. 

Hermetic  Pacific  Corp.,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif. 

Hethermgton,  Inc.,  Folcroft,  Pa. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Interna¬ 
tional  Airport  Station,  Los  Angeles  45,  Calif.  AOV. 
PG  105-110 

INSTRUMENT  DEVELOPMENT  LABORATORIES,  INC.,  67 
Mechanic  St.,  Attleboro,  Mass.  AOV.  PG.  543. 

Kelvin  A  Hughes  Ltd.,  New  North  Rd.,  Barkmgside, 
Esse«.  England. 

LIcon  Switch  A  Control  Oiv.,  Illinois  Tool  Works,  2501 
N  Keeler  Ave.,  Chicago  39,  III. 

Measurement  Engineering,  Ltd  ,  Arnprior,  Ontario,  Canada. 

Mercoid  Corp.,  4201  Belmont  Ave.,  Chicago  41,  III. 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attlebvo,  Mass. 

Micro- Switch  Oiv.  of  MInneapolis-Honeywell  Regulator  Co., 
11  W.  Spring  St.,  Freeport,  III. 

Milli-Switch  Corp.,  a  Sub.  of  P.  R.  Mallory  A  Co.,  Inc., 
555  Hoke  Ave.,  Frankfort,  Ind. 

MInneapolis-Honeywell  Regulator  Co.,  Aeronautical  Oiv., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Network  Mfj.  Coip.,  213  w.  Fifth  5t ,  Bayonne,  N.  J. 

NORTH  ElECTRK  CO.,  553  S.  MarW  St.,  Gallon, 

Oh.o  AOV.  PG.  219. 

Recora  Co.,  Inc.,  6100  S  Archer  Rd ,  Summit,  III. 

REVERE  CORP.  OF  AMERICA,  SUB.  OF  NEPTUNE 
METER  CO.,  Wallingford  2,  Conn.  AOV.  PG.  492. 

Scientific  Electronics  Labs.,  Inc.,  866  Bergen  St., 
Nrwark  a,  N.  J. 

Tech  Laboratories  Inc.,  Bergen  A  Edsall  Blvds.,  Palisades 
Pa-k,  N.  J. 

United  Electric  Controls  Co.,  85  School  St.,  Water- 
town  72,  Mass. 

U.  S.  Gauge  Oiv.,  American  Machine  A  Metals,  Inc., 
Se'lersville,  Pa. 

Univcv  Corp.,  102  Warren  St.,  New  York  7,  N.  Y. 

Westinghouse  Electric  Corp.,  P.  0.  Boy  868,  Pittsburgh 
30,  Pa. 


SWITCHES-Key 

ALLEN-BRAOLEY  CO.,  136  W.  Greenfield  Ave.,  Mil¬ 
waukee  4,  Wis.  AOV.  PG.  421. 

Arcoelectric  Oiv  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta.,  Flushing  64,  N.  Y. 

Ark-Les  Switch  Corp.,  51  Water  St.,  Watertown  72, 
Mass 

Arrow-Hart  A  Hegeman  Electric  Co.,  103  Hawtiiom  St., 
H.irtford  6,  Conn. 

Capitol  Machine  Co.,  The,  Switch  Div.,  36  Baimforth 
Ave  ,  Danbury,  Conn. 

Carter  Parts  Co.,  3401  Madison  St.,  Skokie,  III. 

Clare  A  Co  ,  C.  P.,  3101  Pratt  Bldg.,  Chicago  45,  III. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis 

General  Control  Company,  1212  Soldiers  Field  Rd., 
Boston  34,  Mass 

Harvey  Hubbell,  Inc.,  Stale  St.  A  Bostwick  Ave.,  Bridge¬ 
port  2,  Conn. 

Hetherington,  Inc.,  Sharon  Hill,  Pa. 

Levs.  Via  Beroamo  21,  Milan,  Italy. 

Micro-Switch  Div  of  Minneapolis-Honeywell  Regulator 
Co.,  11  W.  Spring  St.,  Freeport,  III. 

Mossman  Inc.,  Donald  P.,  Brewster,  N.  V. 

Muirhead  A  Co  ,  Ltd  Beckenham.  Kent,  England. 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon, 
Ohio.  AOV.  PG  219. 

Smith.  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brook¬ 
lyn  10,  N  Y 

Stromberg-Carlson  Co.,  Diy  of  Gerteral  Dynamic  Corp., 
100  Carlton  Rd.,  Rochester  3,  N  Y. 

Sullivan  Ltd,  H.  W.,  80  Shore  Rd.,  Port  Washington, 
N  Y 

SWITCHCRAFT,  INC.,  5555  Elston  Ave.,  Chicago  30, 
III  AOV  PG  557. 

Universal  Circuit  Controls  Corp.,  3610  Oakton  St., 
Skokie  in. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Ruckford, 
III 


SWITCHES-Knife 

Arcoelectric  Div  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta..  Flushing  64,  N.  Y. 

Birntsich  Radio  Co,  Inc.,  145  Hudson  St.,  New  York  13, 
N  Y. 

Clark  Controller  Co.,  1146  E  152nd  St.,  Cleveland  10, 

Ohio. 

Eagle  Electric  Mfg.  Co.,  Inc.,  23-10  Bridge  Plaza,  S., 
Long  Island  City,  N.  Y. 

Federal  Pacific  Electric  Co.,  50  Paris  St.,  Newark  5, 
N  J. 

General  Electric  Co.,  Circuit  Protective  Devices  Dept., 
41  Woodford  Ave.,  Plainville.  Conn. 

Hetherington,  Inc.,  Folcroft,  Pa. 

Kolton  Mfg.  Corp.,  123  New  Jersey  Railroad  Ave., 
Newark  5,  N  J. 

Levitan  Mfg.  Co..  Inc.,  236  Greenpoint  Ave.,  Brooklyn 
22  N  Y 

LIBRASCOPE.  INC.,  808  Western  Ave.,  Glendale  Calif. 
AOV  PG.  125 

Roflan  Co  ,  Corner  Route  1  A  Camp  Meeting  Rd.,  Tops- 
field.  Mass 

Walsco  Flectronics  Mfg.  Co,  100  Green  St.,  Rockford, 
III 


ELECTRONICS  BUYERS'  GUIDE -Jun«,  1958  -  MID-MONTH 


D-193 


SWITCHES 


1958-1959  LISTINGS  of  1 


Westinghouse  Electric  Corp.,  P.  0.  Bo«  868,  Pittsburgh 
30,  Pa. 


SWITCHES-limit 

Aero  Oiv.  of  The  Robertshaw-Fulton  Controls  Co.,  2040 
E.  Main  St ,  Columbus  16,  Ohio. 

Aerolite  Electronics  Corp.,  2207  Summit  Aye.,  Union 
City,  N.  J. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
ADV.  P6.  516. 

Allen-Bradley  Co.,  136  W.  Greenfield  Ave.,  Milwaukee  4, 

Wis. 

Arch  Gear  Works,  Inc.,  97  Holmes  St.,  North  Quincy  71, 
Mass. 

Arrow-Hart  &  Hegeman  Electric  Co.,  103  Howthorn  St., 
Hartford  6,  Conn. 

Automatic  Electric  Sales  Corp.,  North  Lake,  III. 

Carter  Parts  Co.,  3401  Madison  St.,  Skokie,  III. 

Clark  Controller  Co.,  1146  E.  152nd  St.,  Cleveland  10, 
Ohio. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG.  401. 

Electro-Snap  Switch  &  Mfg.  Co.,  4218  W.  Lake  St., 
Chicago  24,  III. 

FARMER  ELECTRIC  PRODUCTS  CO.,  INC.,  2300  Wash¬ 
ington  St.,  Newton  Lower  Falls  62,  Mass.  ADV. 
PG.  568 

w. - -  - - ..wAj  t,u.,  801  Allen  Ave.,  Glendale  1, 

Calif.  ADV.  PG.  75 

General  Electric  Co.,  Apparatus  Sales  DIv.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Hetherington,  Inc.,  Sharon  Hill,  Pa. 

Janco  Corp.,  3111  Winona  Ave.,  Burbank,  Calif. 

Eicon  Switch  &  Control  Div.  of  Illinois  Tool  Works, 
2501  N.  Keeler  Ave.,  Chicago  39,  III. 

Mercoid  Corp.,  4201  Belmont  Ave.,  Chicago  41,  III. 

Metals  &  Controls  Corp.,  31  Forest  St.,  Attleboro, 
Mass. 

Micro  Switch  Div.  of  Minneapolls-Honeywell  Regulator 
Co.,  11  W.  Spring  St.,  Freeport,  III. 

Milli-Switch  Corp.,  a  Sub.  of  P.  R.  Mallory  &  Co.,  Inc., 
555  Hoke  Ave.,  Frankfort,  Ind 

Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 
S.,  Minneapolis  8,  Minn. 

Production  Instruments  Div.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie.  III. 

SHALLCROSS  MFG.  CO.,  Selma,  N.  C.  ADV.  PG.  324. 

Soreng  Products  Corp.,  9555  Soreng  Ave.,  Schiller  Park, 
III. 

UNI  MAX  SWITCH  DIV.,  THE  W.  L.  MAXSON  CORP., 
Ives  Rd.,  Wallingford,  Conn.  ADV.  PG.  453. 

United  Electric  Controls  Co.,  85  School  St.,  Watertown 
72,  Mass. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd  , 
Union,  N.  J.  ADV.  PG.  346. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 


SWITCHES-MicrowQv* 

sm  microwave  accessories 


$W  ITCHES-Miniofura 

Aero  Oiv.  of  the  Robertshaw-Fulton  Controls  Co.,  2040 
E  Main  St.,  Columbus  16,  Ohio. 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave  ,  Linden,  N.  J. 
ADV.  PG.  516. 

Applied  Science  Corp.  of  Princeton,  P.  0.  Box  44,  Prince¬ 
ton,  N.  J. 

Arcoelectric  Oiv.  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Gardens  Sta.,  Flushing  64,  N.  Y. 

A'dente  Acoustic  Labs.,  Ltd.,  8  '12  Minerva  Rd  ,  North 
Acton,  London,  N.W.  10,  England. 

Arrow-Hart  &  Hegeman  Electric  Co.,  103  Hawthorn  St., 
Hartford  6,  Conn. 

Audivox,  Inc.,  123  Worcester  St.,  Boston  18,  Mass. 

Beck's,  Inc.,  298-300  E.  Fifth  St.,  St.  Paul  1,  Minn. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Carling  Electric,  Inc.,  505  New  Park  Ave.,  West  Hart¬ 
ford,  Conn. 

Carter  Parts  Co.,  3401  Madison  St.,  Skokie,  III. 

CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wis.  ADV.  PG.  422. 

CHICAGO  TELEPHONE  SUPPLY  CORP.,  1142  W.  Beards¬ 
ley  Ave.,  Elkhart,  Ind.  ADV.  PG.  301. 

Clarostat  Mfg.  Co.,  Inc.,  Dover,  N.  H. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

DAVEN  CO.,  Route  10.  Livingston,  N.  J.  ADV.  PG.  401. 

ELECTRO  MINIATURE  CORP.,  1060  Elm  Ave.,  Ridge¬ 
field,  N.  J.  ADV.  PG.  346. 

Electro-Snap  Switch  &  Mfg.  Co.,  4218  W.  Lake  St., 
Chicago  24,  III. 

ELECTRO  SWITCH  CORP.,  167  King  Ave.,  Weymouth  88, 
Mass.  ADV.  PG.  468. 

Farnsworth  Electronic  Co.,  Pacific  Oiv.,  815  S.  San  An¬ 
tonio  Rd.,  Palo  Alto,  Calif. 

GENERAL  DEVICES,  INC.,  P  0.  Box  253,  Princeton, 
N.  J.  ADV.  PG.  364. 

Glass  Solder  Engineering,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif. 

GRAYHILL,  INC.,  537  Hillgrove  Ave.,  La  Grange,  III. 
ADV.  PG.  309. 

HART  MFG.  CO.,  242  Bartholomew  Ave.,  Hartford  1, 
Conn.  ADV.  PG.  530. 

Hermetic  Pacific  Corp.,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif. 

Hetherington,  Inc.,  Sharon  Hill,  Pa 


HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Interna¬ 
tional  Airport  Station,  Los  Angeles  45,  Calif.  ADV. 
PG.  105-110. 

ITiT  Components  Div.,  Internation,il  Telephone  &  Tele- 
9''.'’ch  Corp.  P.  0.  Box  412,  Clifton,  N.  J. 
INTERNATIONAL  INSTRUMENTS,  INC.,  P.  0.  Box 
2954,  New  Haven  IS,  Conn.  ADV.  PG.  S52. 

Lesa,  Via  Bergamo  21,  Milan,  Italy. 

Leviton  Mfg.  Co.,  Inc.,  236  Gretnpoint  Ave.,  Brooklyn 
22,  N.  Y. 

Licon  Switch  A  Control  Oiv.,  Illinois  Tool  Works,  2501 
N.  Keller  Ave.,  Chicago  39,  III. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Marco  Industries  Co.,  207  S.  Helena  St.,  Anaheim,  Calif. 
Metals  &  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mass. 
Micro  Switch  Div.  Minneapolls-Honeywell  Regulator  Co., 
11  W.  Spring  St.,  Freeport,  III. 

Milli-Switch  Corp.,  a  Sub.  of  P.  R.  Mallory  A  Co.,  Inc., 
555  Hoke  Ave.,  Frankfort,  Ind. 

Muirhead  A  Co.,  Ltd.,  Beckenham,  Kent,  England. 

OAK  MFG.  CO.,  1260  Clybourn  Ave.,  Chicago  10.  III. 
ADV.  PG.  314,  315. 

POLLAK  CORP.,  JOSEPH,  75-99  Freeport  St.,  Dorchester 
22,  Mass.  ADV.  PG.  358. 

Production  Instruments  Oiv.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III. 

R-F  Electronics  Inc.,  Oiv.  of  Electrg  Switch  Corp.j  Wejf^ 

.Afc  kO-*- 

fuu'jiii,  ...ass. 

Recora  Co.,  Inc.,  6100  S.  Archer  Rd.,  Summit  III. 
REVERE  CORP.  OF  AMERICA,  SUB.  OF  NEPTUNE 
METER  CO.,  Wallingford  2,  Conn  ADV.  PG  492. 
Richards  Electrocraft,  Inc.,  3743  N.  Kedzie  Ave.,  Chicago 
18,  III. 

Roflan  Co.,  Corner  Route  1  A  Camp  Meeting  Rd.,  Tops- 
field,  Mass 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Oavis- 
viile.  Pa.  ADV.  PG.  472. 

SHALLCROSS  MFG.  CO.,  Selma,  N.  C.  ADV  PG  324 
Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P  0.  Box 
85,  Gardena,  Calif. 

Spectral  Oiv.,  Carrier  Corp.,  1704  S.  Del  Mar,  San 
Gabriel,  Calif. 

SWITCHCRAFT,  INC.,  5555  Elston  Ave.,  Chicago  30, 
III.  ADV.  PG.  557. 

UNIMAX  SWITCH  DIV.,  THE  W.  L.  MAXSON  CORP., 
Ives  Rd.,  Wallingford,  Conn.  ADV.  PG.  453. 

Wade  Electric  Products  Co.,  400  Jacob  St.,  Sturgis, 
Mich. 

SWITCHES-Proaawro 

Aero  Instrument  Co.,  11423  Vanowen  St.,  North  Holly¬ 
wood,  Calif. 

Alden  Systems,  Inc.,  Alden  Research  Center,  Westboro, 
Mass. 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave,  Mil¬ 
waukee  4,  Wis.  ADV.  PG.  421. 

Bendix  Aviation  Corp.,  Montrose  Div.,  South  Montrose, 
Pa. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Burton  MIg.  Co.,  2520  Colorado  Ave.,  Santa  Monica, 
Calif. 

Cedar  Engineering  Div.  of  Control  Data  Corp.,  5806  W. 

36th  St.,  Minneapolis  16,  Minn. 

Century  Electronics  A  Instruments,  Inc.,  P.  0.  Box  6216, 
Pine  Station,  Tulsa  10,  Okla. 

Consolidated  Controls  Corp.,  6  Dura.nt  Ave.,  Bethel,  Conn. 
Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

Dietz  Co.,  Inc.,  Henry  G.,  12-16  Astoria  Blvd.,  Long 
Island  City  2,  N.  Y. 

Friez  Instrument  Div.,  Bendix  Aviation  Corp.,  Baltimore  4, 
Md. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  ADV.  PG.  75. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Giannini  A  Co.,  Inc.,  G.  M.,  918  E.  Green  St.,  Pasadena 
1,  Calif. 

Goodrich  Aviation  Products,  B.  F.  Oiv.  of  B.  F.  Goodrich 
Co.,  Akron,  Ohio. 

Gorn  Electric  Co.,  Inc.,  Main  St.,  Stamford,  Conn. 
Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Guardian  Electric  Mfg.  Co.,  1621  W.  Walnut  St.,  Chicago 
12,  III. 

Halax  Corp.,  P.  0.  Box  425,  Los  Gatos,  Calif. 

Janco  Corp.,  3111  Winona  Blvd.,  Burbank,  Calif. 

Kidde  A  Co.,  Inc.,  Walter,  477  Main  St.,  Belleville  9, 
N.  J. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 
McQuay-Norris  Mfg.  Co.,  2320  Marconi  Ave.,  St.  Louis 
10,  Mo. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Miller-Robinson  Co.,  7707  Avalon  Blvd.,  Los  Angeles  3, 
Calif. 

Milli-Switch  Corp.,  a  Sub.  of  P.  R.  Mallory  A  Co.,  Inc., 
555  Hoke  Ave.,  Frankfort,  Ind. 

Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 
S.,  Minneapolis  8,  Minn. 

Newark  Controls  Co.,  15  Ward  St.,  Bloomfield,  N.  J. 
Recora  Co.,  Inc.,  6100  S.  Archer  Rd.,  Summit,  III. 
Servonic  Instruments,  Inc.,  640  Terminal  Way,  Costa 
Mesa,  Calif. 

United  Electric  Controls  Co.,  85  School  St.,  Watertown 
72,  Mass. 

U.  S.  Gauge  Div.,  American  Machine  A  Metals,  Inc., 
Sellersville,  Pa. 


Wallace  A  Tiernan,  Inc.,  25  Main  St.,  Belleville,  9, 
N.  J. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 


SWITCHES-Prinfoel  Cirewif 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
ADV.  PG.  516. 

Ansley  Mig.  Co.,  Arthur,  New  Nope,  Pa. 

Arcoelectric  Div.  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta.,  Flushing  64,  N.  Y. 

Automatic  Electric  Sales  Corp.,  North  Lake,  III. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

Beck's,  Inc.,  298-300  E.  Fifth  St.,  St.  Paul  1,  Minn. 

Bureau  of  Engraving,  Inc.,  Industrial  Oiv.,  500  S.  Fourth 
St..  Minneapolis  15,  Minn. 

CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  9I4Y  E  Keefe 
Ave  ,  Milwaukee  1,  Wis.  ADV.  PG.  422. 

CHICAGO  TELEPHONE  SUPPLY  CORP.,  1142  W  Beards¬ 
ley  Ave,  Elkhart,  Ind.  ADV.  PG.  301. 

CIRCON  COMPONENT  CO.,  Santa  Barbara  Municipal  Air¬ 
port,  Goleta,  Calif.  ADV.  PG.  526. 

Cleveland  Metal  Specialties  Co.,  1783  E.  21st  St., 
Cleveland  14,  Ohio. 

Cook  Electric  Co  ^0?  af?.,  Ctilci^i  If,  l!!.* 

Troname,  fni.,  1747  CracE  Si.,  Chicago  13,  III. 

DAVEN  CO.,  Route  10,  Livingston,  N  J.  ADV.  PG  401. 

Dunlap  EI*ctronict,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

Globe  Electrical  Mfg.  Co.,  1729  W.  134th  St.,  Gardena, 
Calif. 

GRAYHILL,  INC.,  537  Hillgrove  Ave.,  La  Grange,  III. 
ADV.  PG.  309.  , 

HART  MFG.  CO.,  242  Bartholomew  Ave.,  Hartford  1, 
Conn.  ADV.  PG.  530. 

Mallory  A  Co.,  Inc.,  P  R.,  34  S.  Gray  St.,  Indianapolis 
6.  Ind. 

PACKARD-BELL  CO.,  12333  W.  Olympic  Blvd.,  Lot  An¬ 
geles  64.  Calif.  ADV  PG.  199 

Precision  Circuits,  Inc.,  705  S.  Fulton  Ave.,  Mt  Vernon, 
N  Y. 

SLIP  RING  CO.  OF  AMERICA,  3612  W  Jefferson  Blvd, 
Los  Angeles  16,  Calif.  ADV.  PG.  202. 

Spectrol  Oiv.,  Carrier  Corp.,  1704  S.  Del  Mar,  San 
Gabriel,  Calif. 

Tech  Laboratories,  Inc.,  Bergen  A  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J. 

Tonlon  Balance  Co  ,  The,  Clifton,  N.  J. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N  J  ADV  PG.  346. 


SWITCHES-Pushfcwfton 

Aero  Div.  of  The  Robertshaw-Fulton  Controls  Co.,  2040 
E  Mam  St.,  Columbus  16,  Ohio. 

ALDEN  PRODUCTS  CO.,  112  N  Main  St.,  Brockton  64, 
Mats  ADV.  PG  472. 

ALLEN-BRADLEY  CO.,  136  W  Greenfield  Ave.,  Mil¬ 
waukee  4,  Wit.  ADV  PG.  421. 

Arcoelectric  Div  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta.,  Flushing  64,  N  Y. 

Ark-Les  Switch  Corp.,  51  Water  St.,  Watertown  72, 
Mass. 

Arrow-Hart  A  Hegeman  Electric  Co.,  103  Hawthorn  St., 
Hartford  6,  Conn. 

Automatic  Electric  Sales  Corp.,  North  Lake,  III. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y 

Capitol  Machine  Co.,  The,  Switch  Div.,  36  Baimforth 
Ave.,  Danbury,  Conn. 

Carter  Parts  Co  ,  3401  Madison  St  ,  Skokie,  III. 

CHICAGO  TELEPHONE  SUPPLY  COitP.,  1142  Beards¬ 
ley  Ave.,  Elkhart,  Ind.  ADV  PG.  301. 

Clark  Controller  Co.,  1146  E.  152nd  St.,  Cleveland  10, 
Ohio. 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia 
St.,  Meridan,  Conn. 

Control  Products,  Inc.,  306  Sussex  St  ,  Harrison,  N  J. 

Cutler-Hamrrwr  Inc.,  411  N.  12th  St.,  Milwaukee  1,  Wis. 

DIALIGHT  CORP.,  60  Stewart  Ave.,  Brooklyn  37,  N  Y 
ADV.  PG  450. 

Oon-Lan  Electronics,  Inc.,  1101  Olympic  Blvd.,  Santa 
Monica,  Calif. 

Eby  Co.,  Hugh  H.,  4701  Germantown  Ave.,  Phila¬ 

delphia  44,  Pa. 

ELDEMA  CORP.,  1805  Belcroft  Ave.,  El  Monte,  Calif 
ADV  PG.  164. 

Electro-Snap  Switch  A  Mfg.  Co.,  4218 IW  Lake  St., 
Chicago  24,  III. 

Federal  Pacific  Electric  Co.,  50  Paris  St.,  Newark  5, 
N  J 

General  Control  Company,  1212  Soldiers  Field  Rd , 
Boston  34,  Mass. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

GRAYHILL,  INC.,  537  Hillgrove  Ave.,  La  Grange,  III. 
ADV.  PG.  309. 

Giigsby-Alllson  Co.,  Inc.,  407  N.  Salem  Ave.,  Arlington 
Heights,  III. 

Hetherington,  Inc.,  Sharon  Hill,  Pa. 

Irwin  Products  Co.,  4937  N.  Damen,  Chicago  25,  III. 

Kirklano  Co.,  H.  R.,  8  King  St.,  Morristown,  N.  J. 

KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt. 
Vernon,  N.  Y.  ADV.  PG.  589. 

Leeds  A  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

Leviton  Mfg.  Co.,  Inc.,  236  Greenpoint  Ave.,  Brooklyn 
22,  N.  Y. 

Licon  Switch  A  Control  Div.  of  Illinois  Tool  Works, 
2501  N.  Keeler  Ave.,  Chicago  39,  III. 
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ELECTRONIC  and  ALLIED 


Millory  &  Co,  Inc.,  P.  R.,  34  S.  Gray  St.,  IndionapoHl 
6,  Ind. 

Marco  Industries,  Inc.,  207  S.  Helena  St.,  Anaheim, 
Calif. 

Measurement  Engineerino,  Ltd.,  Arnprior,  Ontario, 
Canada. 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mass. 

Micro-Switch  Div.  of  Minenapolis-Honeywell  Regulator 
Co.,  11  W.  Spring  St  ,  Freeport,  III. 

Milli-Switch  Corp.,  a  Sub.  of  P.  R.  Mallory  A  Co.,  Inc., 
JSS  Hoke  A«e.,  Frankfort,  Ind. 

Minneapolis-Honeywell  Regulator  Co.,  27S3  Fourth  A««., 
S.,  Minneapolis  8,  Minn. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

Mossman  Inc  Donald  P.,  Brewster,  H.  V. 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon,  Ohio. 
AOV  PG.  219 

0  A  S  Research,  Inc.,  1811  Bannard  St.,  Riverton,  N.  J. 

OAK  MFC  CO.,  1260  Clybourn  Ave.,  Chicago  10,  III. 
AOV.  PG  314,  315. 

Production  Instruments  Ofv.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III. 

Richards  Electrocraft,  Inc.,  3743  N.  Kedtie  Ave.,  Chi¬ 
cago  18,  III. 

Robco  Mfg.  Co.,  225  W  Main  St.,  Patchogue,  N.  V. 

Roflan  Co  ,  Corner  Route  1  A  Camp  Meeting  Rd.,  Tops- 
field,  Mass. 

SHALLCROSS  MFG  CO.,  Selma,  H.  C.  AOV  PG  324. 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  V. 

Soreng  Products  Corp.,  9555  Soreng  Ave.,  Schiller  Park, 
III 

Stromberg-Carlson  Co  ,  Oiv.  of  Genefal  Dynamics  Corp., 
100  Carlson  Rd  ,  Rochester  3,  N.  Y 

SWITCHCRAFT,  INC.,  5555  Elston  Ave.,  Chicago  30, 
III  ADV  PG  557 

UNIMAX  SWITCH  OIV.,  THE  W.  L.  MAXSON  CORP., 
Ives  Rd.,  Wallingford,  Conn.  ADV.  PG  453 

Universal  Circuit  Controls  Corp.,  3610  Oakton  St, 
Skokie,  III. 

Vemaline  Products  Co,  P.  0  Boi  222,  Hawthorne,  N  J 

Walsco  Electronics  Mfg  Co.,  100  Green  St.,  Rockford, 
III. 

Wells  Co.,  Inc.,  Gary,  361  Rockaway  Ave.,  Valley  Stream, 
N  V. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
10,  Pa 


SWITCHES-Romnee  Cnnerof 

ALLEN-BRAOLEY  CO.,  136  W  Greenfield  Ave.,  Mil¬ 
waukee  4,  Wit.  AOV  PG.  421. 

Arrow-Hart  A  Hegeman  Electric  Co.,  103  Hawthorn  St., 
Hartford  6,  Conn 

Automatic  Switch  Co.,  50-56  Hanover  Rd.,  Florham 
Park.  N  J. 

BeriKO  Engineering  Corp.,  2320  S.  Tibbs  Ave.,  Indian¬ 
apolis,  Ind 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn 

Cedar  Engineering  Oiv  of  Control  Data  Corp.,  5806  W. 
36th  St.,  Minneapolis  16,  Minn. 

Communication  Products  Co.,  Inc.,  Marlboro,  N  J. 

Cutler- Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

OAVEN  CO.,  Route  10,  Livingston,  N  J.  AOV.  PG.  401. 

Eiectricai  Communications  Co.,  555  Minnesota  St., 
San  FraiKitco  7,  Calif. 

ELECTRO  SWITCH  CORP.,  167  King  Ave  ,  Weymouth 
88,  Mats.  AOV.  PG.  468. 

Electron- Radar  Products,  P.  0.  Box  50,  Route  4230, 
North  Aurora,  III. 

Electronic  Specialty  Co.,  5121  San  Fernando  Rd.,  Lot 
Angeles  39,  Calif. 

Federal  Pacih  ElKtric  Co.,  50  Paris  St.,  Newark  5, 
N.  J. 

General  Communication  Co.,  681  Beacon  St.,  Boston  15, 
Mass. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif  AOV  PG  75 

GENERAL  DEVICES,  INC.,  P.  0.  Box  253,  Princeton, 
N  J.  ADV  PG.  364 

General  Electric  Co  ,  Apparatus  Sales  Oiv.,  1  River  Rd., 
Schenectady  5,  N.  Y 

Globe  Industries.  Inc.,  P  0.  Box  101,  North  Dayton 
Station,  Dayton  4,  Ohio 

HAYDON  CO.,  A  W.,  THE,  238  N  Elm  St.,  Water¬ 
bury,  Conn.  AOV.  PG.  483. 

Hetherington,  Inc.,  Sharon  Hill,  Pa. 

Industrial  Electronic  Engineers,  3973  Lankershim  Blvd., 
North  Hollywood,  Calif. 

Kahn  A  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 

Lab-Tronics,  Inc.,  3656  N.  Lincoln  Ave.,  Chicago  13,  III. 

Lumenite  ElKtric  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III. 

Micro-Switch  Div.  of  Minneapoiit-Honeyweil  Regulator 
Co.,  11  W.  Spring  St.,  Freeport,  III. 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon,  Ohio. 
ADV.  PG.  219. 

OAK  MFG.  CO.,  1260  Clybourn  Ave.,  Chicago  10,  III. 
ADV  PG.  314,  315. 

OHMITE  MFG.  CO.,  3601  Howard  St.,  Skokie,  III. 
AOV.  PG.  200,  201. 

Pyramid  Instrument  Corp.,  630  Merrick  Rd.,  Lynbrook, 
N.  Y. 

Square  0  Co.,  4041  N.  Richards,  Milwaukee  12,  Wit. 

TKh  Laboratories,  Inc.,  Bergen  A  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.  J.  AOV.  PG.  346. 


PRODUCTS _ 

Wind  Turbine  Co.,  E.  Market  St.  A  Penna.  R.  R.,  West 
Chester,  Pa. 

Winterburn  Mfg.  Co.,  Box  386,  Putnam,  Conn. 

Zenith  Electric  Co.,  152  W.  Walton  St.,  Chicago  10,  III. 


SWITCHES— Rotary  and  Band  Chanda 
AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
ADV.  PG.  516. 

Applied  Science  Corp.  of  Princeton,  P.O.  Box  44,  Prince¬ 
ton,  N.  J. 

Ark-Let  Switch  Corp.,  51  Water  St.,  Watertown  72, 
Mass. 

Arrow-Hart  A  Hegeman  ElKtric  Co.,  103  Hawthorn  St., 
Hartford  6,  Conn. 

Automatic  ElKtric  Sales  Corp.,  North  Lake,  III. 

BARKER  A  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa  ADV.  PG  103. 

BKk's  Inc.,  298-300  E.  Filth  St.,  St.  Paul  1,  Minn. 
BIrnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y. 

Breeze  Corps.,  Inc.,  700  Liberty  Ave.,  Union,  N.  J. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Coon. 

Carling  ElKtric,  Inc.,  505  New  Park  Ave.,  West  Hart¬ 
ford  10,  Conn. 

CENTRAUB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wis  ADV  PG  422 
CHICAGO  TELEPHONE  SUPPLY  CORP.,  1142  W.  Beards¬ 
ley  Ave.,  Elkhart,  Ind.  AOV.  PG  301. 

Cinema  Engineering  Div.,  Aerovoi  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif. 

Clarostat  Mfg.  Co.,  Inc.,  Dover,  N.  H 
Communication  Pr^ucts  Co.,  Inc.,  Marlboro,  N.  J. 
COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N.  Y.  ADV.  PG.  573 
Cutler  Hammer,  Inc.,  411  N  12th  St.,  Milwaukee  1, 
Wis 

OAVEN  CO.,  Route  10,  Livingston,  N  J.  AOV.  PG  401 
Eastern  SpKialty  Co.,  Philadelphia  40,  Pa. 

Electro  Oevelot>ment  Co.,  14701  Keswick  St.,  Van  Nuys, 
Calif 

ELECTRO  MINIATURES  CORP.,  1060  Elm  Ave,  Ridge¬ 
field,  N.  J.  ADV.  PG.  346 

ElKtro-Snap  Switch  A  Mfg  Co.,  4218  W  Lake  St., 
Chicago  24,  III 

ELECTRO  SWITCH  CORP.,  167  King  Ave  ,  Weymouth  88, 
Mass  AOV.  PG  468 

General  Communication  Co.,  681  Beacon  St.,  Boston  15, 
Mass 

GENERAL  DEVICES,  INC.,  P.  0.  Box  253,  Princeton, 

N  J  AOV.  PG.  364 

Globe  Industries,  Inc.,  P.  0.  Box  101,  North  Dayton 
Static  .  Day'on  4,  Ohio 

GRAPHITE  METALLIZING  CORP.,  1052  Nepperhan  Ave., 
Yonkers,  N.  Y.  AOV.  PG.  14,  15. 

GRAVHILL,  INC.,  537  Hillgrove  Ave.,  La  Grange,  III. 
ADV  PG  309. 

Grigsby-Allison  Co.,  Inc.,  407  N.  Salem  Ave.,  Arlington 
Heights,  III. 

Hetherington,  Inc.,  Folcroft,  Pa 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif.  ADV 
PG.  105-110 

Industrial  Instruments,  Inc.,  89  Commerce  Rd.,  Cedar 
Grove,  N  J 

INSTRUMENT  DEVELOPMENT  LABORATORIES,  INC., 
67  MKhanic  St..  Attleboro.  Mass  AOV.  PG  543. 
INTERNATIONAL  INSTRUMENTS,  INC  ,  P.  0.  Box  2954, 
New  Haven  15,  Conn.  AOV.  PG.  552. 

J-B-L  Instrument  Co.,  Sycamore  A  Mills  Rds.,  Clifton 
Heights  Pa 

J-B-T  INSTRUMENTS,  INC.,  432  Chapel  St.,  New  Haven 
8,  Conn.  AOV.  PG  256. 

Janco  Corp.,  3111  Winona  Ave  ,  Burbank,  Calif. 

Javex,  P.  0.  Box  646,  Redlands,  Calif. 

Leeds  A  Northrop  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Micro-Switch  Oiv  of  Minneapolis-Honeywell  Regulator 
Co.,  11  W.  Spring  St.,  Fretport,  lil. 

Miiii-Switch  Corp.,  a  Sub  of  P  R  Mallory  A  Co.,  Inc., 
555  Hoke  Ave.,  Frankfort,  Ind. 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon,  Ohio. 
AOV.  PG.  219. 

OAK  MFG.  CO.,  1260  Clyburn  Ave,  Chicago  10,  III. 
ADV  PG.  314,  315. 

OHMITE  MFG.  CO.,  3601  Howard  St.,  Skokie,  III.  AOV. 
PG  200,  201. 

Reynolds  ElKtric  Co.,  3000  River  Road,  River  Grove,  lii. 
Roflan  Co.,  Corner  Route  1  A  Camp  Meeting  Rd.,  Tops- 
field,  Mass. 

Roller-Smith  Corp  ,  1825  W.  Market  St.,  Bethlehem,  Pa 
SHALLCROSS  MFG.  CO.,  Salem,  N  C  AOV  PG.  324 
SLIP  RING  CO.  OF  AMERICA,  3612  W  Jefferson  Blvd., 
Los  Angeles  16,  Calif.  ADV  PG.  202. 

Smith  Mfg.  Co.,  J.  A  H.,  Little  Britain  Rd.,  New¬ 
burgh,  N.  Y. 

Soreng  products  Corp.,  9555  Soreng  Ave.,  Schiller  Park, 
III. 

SWITCHCRAFT,  INC.,  5555  Elston  Ave,  Chicago  30, 
III.  ADV.  PG.  557. 

TKh  Laboratories,  Inc.,  Bergen  A  Edsall  Blvds.,  Pali¬ 
sades  Park  N.  J. 

UCINITE  CO.,  DIV.  OF  UNITEO-CARR  FASTENER 
CORP.,  459  WatKtown  St.,  Newtonville,  Mass.  ADV 
PG.  79. 

Unison  Products,  Inc.,  Route  46  A  Sixth  St.,  Saddle 
Brook,  N.  J. 


SWITCHES 


Universal  Circuit  Controls  Corp.,  3610  Oakton  St., 
Skokie,  III. 

SWITCHES-Safaly 

Arrow-Hart  A  Hegeman  Electric  Co.,  103  Hawthorn  St., 
Hartford  6,  Conn. 

Clark  Controller  Co.,  1146  E.  152nd  St.,  Cleveland  10, 
Ohio. 

Cutler-Hammer,  Inc.,  411  N  12th  St.,  Milwaukee  1, 
Wis. 

ElKtro-Snap  Switch  A  Mfg  Co.,  4218  W.  Lake  St., 
Chicago  24,  IH. 

Electron-Radar  Products,  P.  0.  Box  50,  Route  #30, 
North  Aurora,  III. 

Federal  Pacific  Products  Co ,  50  Paris  St.,  Newark  5, 
N.  V 

General  ElKtric  Co.,  Circu  t  ProtKtive  Devices  Dept., 
41  Woodford  Ave.,  Plainville,  Conn 

General  ElKtric  Co.,  Distribution  Assemblies  Dept.,  41 
Woodford  Ave  ,  Plainfield,  Conn. 

Hetherington,  Inc.,  Folcroft,  Pa. 

Kolton  ElKtric  Mfg  Co.,  123  New  jKsey  Railroad  Ave., 
Newark  5,  N  J. 

Licon  Switch  A  Control  Div ,  Illmo.s  Tool  Works,  2501 
N.  Keeler  Ave.,  Chicago  39.  III. 

Micro-Switch  Div.  of  Minneapolis-Honeywell  Regulator 
Co.,  11  W.  Spring  St.,  Freeport,  111. 

Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 
S.,  Minneapolis  8,  Minn. 

Murray  Mfg.  Corp.,  1250  Atlantic  Ave.,  Brooklyn  16, 
N  Y. 

RKora  Co.,  Inc.,  6100  S  ArchK  Rd  ,  Summit,  III. 

Soreng  Products  Coro.,  9555  Soreng  Av»  ,  SchillK  Park, 
III. 

Square  D  Co  ,  4041  N.  Richards.  M.  waukee  12,  Wis 

UNIMAX  SWITCH  DIV.,  THE  W  L  MAXSON  CORP., 
Ives  Rd.,  Wallingford,  Conn  ADV  PG.  45.3 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union.  N.  J  AOV.  PG  346 

V/estinghouse  ElKtric  Corp.,  P  0  Box  868,  Pittsburgh 
10,  Pa 

Winterburn  Mfg.  Co.,  P  0  Box  386,  Putnam,  Conn. 


SWITCHES- SIM# 

ArcoelKtric  Oiv  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta ,  Flushing  64,  N.  Y. 

Arrow-Hart  A  Hegeman  Electric  Co.,  103  Hawthorn  St., 
Hartford  6,  Coon. 

BIrnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y 

Carling  Electric,  Inc.,  505  New  Park  Ave.,  West  Hart¬ 
ford  10,  Conn 

CENTRALAB  oiv.,  GLOBE-UNION  INC.,  914Y  E.  Keefe 
Ave ,  Milwaukee  1,  Wis  AOV  PG.  422. 

Continental  Carbon  Oiv.  of  Wirt  Co.,  5221  Greene  St., 
Philadelphia  44  Pa 

Cutler-Hammer,  Inc,  411  N  12th  St.,  Milwaukee  1, 
Wis 

GEE-UR  MFG.  CO.,  DIV  OF  GENERAL  CEMENT-TEX- 
TRON,  INC.,  400  S.  Wyman  St.,  Rockford,  III.  AOV 
PG  80 

Hetherington,  Inc.,  Folcroft,  Pa 

Leviton  Mfg.  Co.,  Inc.,  236  Greenpoint  Ave.,  Brooklyn 
22,  N  Y 

Mallory  A  Co.,  P.  R.,  34  S  Gray  St.,  Indianapolis  6, 
Ind 

Micro  Switch  Oiv.  of  Minneapolis-Honeywell  Regulator 
Co.,  11  W  Spring  St.,  Freeport,  III. 

Milli-Switch  Corp.,  a  Sub.  of  P  R.  Mallory  A  Co.,  Inc., 
555  Hoke  Ave.,  Frankfort,  Ind. 

Muter  Co.,  The,  1255  S  Michigan  Ave.,  Chicago  5,  III. 

OAK  MFG.  CO.,  1260  Clybourn  Ave.,  Chicago  10,  III. 
AOV.  PG.  314,  315. 

Smith,  Inc ,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N  Y. 

Stackpole  Carbon  Co.,  St.  Marys,  Pa. 

Wade  ElKtric  Products  Co.,  400  Jacob  St.,  Sturgis, 
Mich. 

Walsco  ElKtronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 


SWITCHES- Snap  Action 

Aero  Oiv.,  of  The  RobKtshaw-Fulton  Controls  Co.,  2040 
E.  Main  St.,  Columbus  16,  Ohio. 

ALLEN-BRADLEY  CO.,  136  W  Greenfield  Ave.,  Mil¬ 
waukee  4,  Wis.  AOV.  PG.  421. 

ArcoelKtric  Div.  of  British  ElKtronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta.,  Flushing  64,  N.  Y. 

Arrow-Hart  A  Hegeman  ElKtric  Co.,  103  Hawthorn  St., 
Hartford  6,  Conn. 

Carling  ElKtric,  Inc.,  505  New  Park  Ave.,  West  Hart¬ 
ford  10,  Conn 

CHICAGO  TELEPHONE  SUPPLY  CORP.,  1142  W.  Beards¬ 
ley  Ave.,  Elkhart,  Ind.  ADV.  PG.  301. 

Clarostat  Mfg.  Co.,  Inc.,  Dover,  N.  H. 

Control  Products,  Inc.,  306  Sussex  St.,  Harrison,  N.  J. 

CutiK-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

OAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG.  401. 

Eagle  ElKtric  Mfg.  Co.,  Inc.,  23-10  Bridge  Plaza,  S., 
Long  Island  City,  N.  Y. 

EbKt  ElKtronic  Corp.,  212-16  Jamaica  Ave.,  Queens 
Village  28,  N.  V. 

ElKtro-Snap  Switch  A  Mfg.  Co.,  4218  W.  Lake  St., 
Chicago  24,  III. 

ELECTRO  SWITCH  CORP.,  167  King  Ave.,  Weymouth  88, 
Mass.  AOV.  PG.  468 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  AOV.  PG.  75. 
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1958-1959  LISTINGS  of 


SWITCHES 


General  Electric  Co.,  Apparatus  Sales  Oiv ,  1  River  Rd., 
Schenectady  5,  N.  Y. 

General  Electric  Co.,  Distribution  Assemblies  Dept.,  41 
Woodford  Ave.,  Plainfield,  Conn. 

General  Electric  Co.,  Industrial  Heating  Dept.,  Shelby- 
ville,  Ind. 

GRAYHILL,  INC.,  537  Hillgrove  Ave.,  La  Grange,  111. 
ADV.  PG.  309 

Grigsby-Allison  Co.,  Inc.,  407  N.  Salem  Ave.,  Arlington 
Heights,  III. 

Guardian  Electric  Mfg.  Co.,  1621  W.  Walnut  St., 
Chicago  12,  III 

HART  MFG.  CO.,  THE,  242  Bartholomew  Ave.,  Hartford 
1,  Conn.  ADV.  PG.  530. 

Harvey  Hubbell,  Inc.,  State  St  &  Bostwick  Ave.,  Bridge¬ 
port  2,  Conn. 

Hetherington,  Inc.,  Sharon  Hill,  Pa 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif.  ADV. 
PG.  105-110. 

KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt. 
Vernon,  N.  V.  ADV.  PG.  589 

Leviton  Mfg.  Co.,  Inc.,  236  Greenpoint  Ave.,  Brooklyn 
22.  N.  Y. 

Licon  Switch  &  Control  Div.  of  Illinois  Tool  Works, 
2501  N.  Keeler  Ave.,  Chicago  39,  III. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Marco  Industries  Co.,  207  S.  Helena  St.,  Anaheim, 
Calif. 

Metals  &  Controls  Corp.,  31  Forest  St.,  Attleboro, 
Mass. 

Micro  Switch  Div.  of  Minneapolis-Honeywell  Regulator 
Co.,  11  W.  Spring  St.,  Freeport,  III. 

Milti-Switch  Corp.,  a  Sub.  of  P.  R.  Mallory  &  Co., 
Inc.,  555  Hoke  Ave.,  Frankfort,  Ind. 

Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 
S.,  Minneapolis  8,  Minn. 

Minneapolis-Honeywell  Regulator  Co.,  Industrial  Oiv., 
Seventh  &  Grange  Sts.,  Philadelphia  44,  Pa. 

Molded  Insulation  Co.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

POLLAK  CORP.,  JOSEPH,  75-99  Freeport  St.,  Dorchester 
22,  Mass.  ADV.  PG.  358. 

Production  Instruments  Oiv.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III. 

Roflan  Co.,  Comer  Route  1  &  Camp  Meeting  Rd., 

Topsfield,  Mass. 

Sargent  Electric  Corp.,  630  Merrick  Rd.,  Lynbrook,  N.  V. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0. 
Box  85,  Gardena,  Calif. 

Soreng  Products  Corp.,  9555  Soreng  Ave.,  Schiller  Park, 
III. 

Scuare  0  Co.,  4041  N.  Richards,  Milwaukee.  Wit. 

Stackpole  Carbon  Co.,  St.  Marys.  Pa. 

Tech  Laboratories.  Inc.,  Bergen  &  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J. 

UCINITE  CO.  DIV.  OF  UNITED-CARR  FASTENER  CORP., 
459  Watertown  St.,  Newtonville,  Mass  ADV.  PG. 
79. 

Ulanet  Co.,  George,  413  Market  St.,  Newark  5,  N.  J. 

UNIMAX  SWITCH  OIV.,  THE  W.  L.  MAXSON  CORP.,  Ives 
Rd.,  Wallingford,  Conn.  ADV.  PG.  453. 

United  Electric  Controls  Co.,  85  School  St.,  Watertown 
72,  Mass. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa 


SWITCHES-S«*p  Type 

Applied  Science  Corp.  of  Princeton,  P.  0.  Box  44, 
Princeton,  N.  J. 

Arcoelectric  Div.  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta.,  Flushing  64,  N.  V. 

Beck's  Inc.,  298-300  E.  Fifth  St.,  St.  Paul  1,  Minn. 
Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J. 
Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Cinema  Engineering  Div.,  Aerovox  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif. 

Clare  &  Co.,  C  P.,  3101  Pratt  Blvd.,  Chicago  45,  III. 
DAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG.  401. 
Eagle  Signal  Corp  Moline,  III 

GENERAL  DEVICES,  INC.,  P  0.  Box  253,  Princeton, 
N.  J.  ADV.  PG.  364. 

General  Electric  Co.,  Ltd.  of  England  (Imtra  Corp.), 

II  University  Rd.,  Cambridge  38,  Mass. 

Lumenite  Electric  Co.,  407  S.  Dearborn  St.,  Chicago  5, 

III 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J.  ADV. 
PG.  519. 

NORTH  ELECTRIC  CO.,  553  S  Market  St.,  Gallon,  Ohio. 
ADV.  PG.  219. 

OAK  MFG.  CO.,  1260  Clybourn  Ave.,  Chicago  10,  III. 
ADV.  PG.  314,  315. 

Palmer,  Inc.,  M.  V.,  4002  Fruit  Valley  Rd.,  Vancouver, 
Wash. 

Stromberg-Carlson  Co.,  Oiv.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  V. 

Tech  Laboratories,  Inc.,  Bergen  &  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  j. 

Unison  Products,  Inc.,  Route  46  &  Sixth  St.,  Saddle 
Brook,  N.  J. 

United  Electrodynamics  Oiv.,  of  United  Geophysical  Co., 
Inc.,  1200  S.  Marengo,  Pasadena,  Calif. 


SWITCHES-S»b-Min<o«wre 

Aero  Div.  of  The  Robertshaw-Fulton  Controls  Co.,  2040 
E.  Main  St.,  Columbus  16,  Ohio. 

AIRTRON,  INC.,  1100  W.  Elizabeth  Ave  ,  Linden,  N.  J. 
ADV.  PG.  516. 


ALLIED  CONTROL  CO.,  INC.,  2  E.  End  Ave.,  New  York 
21,  N.  Y.  ADV.  PG.  100,  101. 

Arcoelectric  Div.  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta.,  Flushing  64,  N.  Y. 

Ardente  Acoustic  Labs.,  Ltd.,  8/12  Minerva  Rd.,  North 
Acton,  London,  N.  W.  10,  England. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Cedar  Engineering  Oiv.  of  Control  Data  Corp.,  5806 
W.  36th  St.,  Minneapolis  16,  Minn. 

CENTRALAB  OIV.,  GLOBE-UNION,  INC.,  914Y  E  Keefe 
Ave.,  Milwaukee  1.  Wis.  ADV.  PG.  422. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N.  Y.  ADV.  PG.  573. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wit. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV.  PG.  401. 

ELECTRO  MINIATURES  CORP.,  1060  Elm  Ave.,  Ridge- 
field,  N.  J.  ADV.  PG.  346. 

Electro-Snap  Switch  &  Mfg.  Co.,  4218  W.  Lake  St., 
Chicago  24  III. 

GENERAL  DEVICES,  INC.,  P  0  Box  253,  Princeton, 
N.  J.  ADV.  PG.  364. 

GRAYHILL,  INC.,  537  Hiligrove  Ave.,  La  Grange,  III. 
ADV.  PG.  309. 

Hetherington,  Inc.,  Folcroft,  Pa. 

HUGHES  PRODUCTS,  ELE(;tRONIC  TUBE  DIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif.  ADV. 
PG.  105-110. 

Licon  Switch  &  Control  Div.,  Illinois  Tool  Works,  2501 
N.  Keller  Ave.,  Chicago  39,  III. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Micro-Switch  Div.  of  Minneapolis-Honeywell  Regulator 
Co.,  11  W.  Spring  St.,  Freeport,  III. 

Mllli-Switch  Corp.,  a  Sub.  ^  P.  R.  Mallory  A  Co'., 
Inc.  555  Hoke  Ave.,  Frankfort,  Ind. 

OAK  MFG.  CO.,  1260  Clybourn  Ave.,  Chicago  10,  III. 
ADV.  PG.  314,  315. 

R-F  Electronics,  Inc.,  Div.  of  Electro  Switch  Corp., 
Weymouth,  Mast. 

ROSS  METALS  CO.,  MILTON,  505  Davisville,  Rd.,  Davis- 
ville.  Pa  ADV.  PG.  472. 

SHALLCROSS  MFG.  CO.,  Selma.  N.  C.  ADV.  PG.  324. 

Tech  Laboratories,  Inc.,  Bergen  A  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J. 

Torsion  Balance  Co.,  The,  Clifton,  N.  J. 

UNIMAX  SWITCH  DIV.,  THE  W.  L.  MAXSON  CORP., 
Ives  Rd.,  Wallingford,  Conn.  ADV.  PG.  453. 

Unison  Products,  Inc.,  Route  46  A  Sixth  St.,  Saddle 
Brook,  N.  J. 

SWITCHES-TR 

Sm  TUBES,  TR.  ProTR  A  Anti  TR 

SWITCHES-Top 

Arcoelectric  Div.  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta.,  Flushing  64,  N.  Y. 

Ark-Les  Switch  Corp.,  51  Water  St.,  Watertown  72, 
Mass. 

Arrow-Hart  A  Hegeman  Electric  Co.,  103  Hawthorn  St., 
Hartford  6,  Conn. 

CENTRALAB  DIV.,  GLOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wis.  ADV.  PG.  422. 

Cinema  Engineering  Div.,  Aerovox  Corp.,  1100  Chestnut 
St.,  Burbank,  Calif. 

Communication  Products  Co.,  Inc.,  Marlboro,  N.  J. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis 

DAVEN  CO.,  Route  10,  Livingston,  N.  J.  ADV  PG  401. 

Eastern  Specialty  Co.,  Philadelphia  40,  Pa. 

ELECTRO-SWITCH  CORP.,  167  King  Ave.,  Weymouth  88, 
Mass  ADV.  PG.  468. 

Good  Electronic  Corp.,  P.  0  Box  93,  Newton  58,  Mass 

J-B-L  Instrument  Co.,  Sycamore  A  Mill  Rds.,  Clifton 
Heights,  Pa. 

Leviton  Mfg.  Co.,  Inc.,  236  Greenpoint  Ave ,  Brooklyn 
22,  N.  Y. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Micro-Switch  Div.  of  Minneapolis-Honeywell  Regulator 
Co.,  11  W.  Spring  St.,  Freeport,  III. 

Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 
S  Minneapolis  8,  Minn. 

OAK  MFG.  CO.,  1260  Clybourn  Ave.,  Chicago  10,  Ml. 
ADV.  PG.  314,  315. 

OHMITE  MFG.  CO.,  3601  Howard  St.,  Skokie,  III.  ADV 
PG  200,  201 

POLLAK  CORP.,  JOSEPH,  75-99  Freeport  St.,  Dor¬ 
chester  22.  Mass  ADV.  PG  358 

R-F  Electronics,  Inc.,  Div  of  Electro  Switch  Corp., 
Weymouth,  Mass. 

Tech  Laboratories,  Inc.,  Bergen  A  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J. 

Universal  Circuit  Controls  Corp.,  3610  Oakton  St., 
Skokie,  III. 


SWITCHES— Tolomoforing 

Applied  Science  Corp.  of  Princeton,  P.  0.  Box  44,  Prince¬ 
ton,  N.  J. 

Arnoux  Corp.,  11924  W.  Washington  Blvd.,  Los  Angeles 
66,  Calif. 

Beck's,  Inc.,  298-300  E.  Fifth  St.,  St.  Paul  1,  Minn 

Bendix  Aviation  Corp.,  Pacific  Oiv.,  11600  Sherman 
Way,  North  Hollyvvood,  Calif. 

Bernco  Engineering  Corp.,  2320  S.  Tibbs  Ave.,  Indianap¬ 
olis,  Ind. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 


COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N  Y.  ADV.  PG.  573. 

DAVEN  CO.,  Route  10,  Livingston,  N.  J  ADV  PG  401. 

ELECTRO  MINIATURES  CORP.,  1060  Elm  Ave.,  Ridge 
held,  N  J.  ADV.  PG.  346 

Elektro-Serv  Co  .  480  Johnson  Ave.,  Brooklyn  37,  N  Y. 

GENERAL  DEVICES,  INC.,  P  0.  Box  253,  Princeton, 
N.  J.  ADV.  PG.  364. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

HAYDON  CO.,  A.  W.,  THE,  238  N  Elm  St.,  Waterbury, 
Conn  ADV  PG  483 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  OIV,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif.  ADV. 
PG  105-110 

HYCON  EASTERN,  INC.,  75  Cambridge  Pkwy.,  Cambridge, 
Mass  ADV  PG  291. 

Kybernetes  Co.,  9  E.  40th  St.,  Hew  York  16,  N  Y. 

Mallory  A  Co.,  Inc.,  P  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Micro-Switch  Div  of  Minneapolis-Honeywell  Regulator 
Co.,  11  W  Spring  St.,  Freeport,  III 

MYCALEX  CORP.  OF  AMERICA,  125  Clifton  Blvd., 
Clifton  N  J  ADV.  PG  313 

NORTH  Electric  co.,  553  S  Market  St ,  Gallon,  Ohio. 
ADV  PG  219 

Norwood  Controls  Unit,  Detroit  Controls  Corp.,  934 
Washington  St.,  Norwood,  Mast. 

Nuclear  Instrumentation  Oiv  of  Gulton  Industries,  Inc., 

305  Dallas  St.,  N.E.,  Albuquerque,  N  M 

Poly-Scientihe  Corp.,  Blacksburg,  Va. 

Seeburg  Con>.,  The,  1500  N.  Dayton  St  Chicago  22, 
III. 

SLIP  RING  CO  OF  AMERICA,  3612  W  Jefferson  Blvd, 
Los  Angeles  16,  Calif  ADV  PG  202. 

Tech  Labwatories,  Inc.,  Bergen  A  Edsall  Blvds.,  Pali¬ 
sades  Park,  N  J. 

TELECHROME  MFG  CORP.,  28  Ranick  Drive,  Amity- 

vine,  N  Y  ADV.  PG  323 

Unison  Products,  Inc.,  Route  46  A  Sixth  St.,  Saddle 
Brook,  N  J. 


SWITCHES-Tkoriwaf 

Arcoelectric  Div.  of  British  Electronics  Sales  Co.,  Inc, 
Oakland  Garden  Sta.,  Flushing  64,  N  Y 

Blonder-Tongue  Laboratories,  Inc.,  9-25  Ailing  St, 
New.wk  2,  N  J 

Branson  Corp.,  South  Jefferson  Rd.,  WhipsMny,  N  J 

Consolidated  Controls  Corp.,  6  Durant  Ave.,  Bethel, 
Conn 

Control  Products,  Inc.,  306  Sussex  St.,  Harrison,  N  J. 

Cook  Electric  Co  ,  2700  Southport  Ave  ,  Chicago  14,  III. 

G-V  CONTROLS,  INC.,  28  Hollywood  Plaza.  East  Orange, 
N  J  ADV  PG.  258 

Hamlin,  Inc  ,  1316  Sherman  Ave  ,  Evanston.  Ill 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  OIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif  ADV 
PG  105-110 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro, 
Mass 

Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 
S.,  Minneapolis  8,  Minn. 

Muter  Company,  The.  1255  S.  Michigan  Ave.,  Chicago  5, 
III. 

Sanqamo  Electric  Co.,  1201  N  11th  St.,  Springfield, 
III. 

Ulanet  Co..  George,  413  Market  St  ,  Newark  5,  N  J. 

United  Aircraft  PYoducts,  Inc.,  116  Bolander  Ave, 
Dayton  1,  Ohio. 

United  Control  Corp.,  4540  Union  Bay  Place,  Seattle  5, 
Wash 

United  Electric  Controls  Co.,  85  School  St.,  Watertown 
72,  Mats 

Valverde  laboratories.  252  Lafayette  St.,  New  York  12, 
N  Y 

Vapor  Heating  Corp.,  6420  W.  Howard  St.,  Chicago  31, 
III 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union.  N  J  ADV  PG  346 


SWITCHES-rimo 

Aemco,  Inc.,  62  State  St.,  Mankato,  Minn 

A'G'A'  Div  of  Elastic  Stop  Nut  Corp.  of  America,  1027 
Newark  Ave ,  Elizabeth  3,  N.  J 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave.,  Milwaukee 
4,  Wis.  ADV  PG.  421. 

Amglo  Corp.,  4333  N  Ravenswood  Ave..  Chicago  13,  III. 

Automatic  Timing  A  Controls,  Inc  ,  King  of  Prussia,  Pa 

Bernco  Engineering  Corp.,  2320  S.  Tibbs  Ave.,  Indian¬ 
apolis,  Ind. 

Branson  Corp.,  S.  Jefferson  Rd  ,  Whippany,  N.  J 

Bristol  Co.,  The,  P.  0.  Box  1790  FBG,  Waterbury  20, 
Conn. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

Dietz  Co.,  Henry  G.,  Inc.,  12-16  Astoria  Blvd.,  Long 
Island  City  2,  N.  V. 

DIMCO-GRAY  CO.,  207  E.  Sixth  St.,  Dayton,  Ohio  ADV 
PG.  414. 

Ebert  Electronic  Corp.,  212-16  Jamaica  Ave.,  Queens 
Village  28,  N.  Y. 

Electron-Radar  Products,  P  0  Box  50,  Route  JtJO, 
North  Aurora,  III. 

General  Control  Company,  1212  Soldiers  Field  Rd.,  Boston 
34.  Mass. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  ADV.  PG.  75. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 
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ELECTRONIC  and  ALLIED 


Gfoeral  Electric  Co.,  ClKk  and  Timor  Oopt.,  Aihland, 
Mats. 

Gtneral  ElKtroniCi  Corp.,  17  Madison  Avt.,  Montgomory 
4,  Ala. 

Greenicaf  Mfg.  Co.,  Tho,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo 

Hagrn  MIg.  Co.,  Ix.,  202  20th  St.,  Moline,  III. 

HAYDON  CO.,  A.  W.,  THE,  218  N.  Elm  St..  Waterbury, 
Conn.  AOV  PG.  481. 

HAYDON  DIV.  OF  GENERAL  TIME  CORP.,  100  E. 
Elm  St.,  Torrington,  Conn  AOV.  PG.  97. 

INOUSTRIAL  TIMER  CORP.,  1407  McCarter  Highway, 
Nrwark  4,  N.  J.  AOV.  PG.  lOS. 

Ingraham  Co.,  E.,  Bristol,  Conn. 

International  Register  Co.,  2620  Washington  Bivd., 
Chicago  12,  III.  . 

Kahn  A  Co.,  Ix.,  541  Windsor  St.,  Hartford  1,  •nn. 

Lektra  Laboratories,  154  11th  Avc.,  New  York  11,  N  Y. 

Lumenite  Electric  Co.,  407  S.  Dearborn  St.,  Chicafo  5, 
III. 

Mallory  A  Co.,  Ix.,  P  R.,  14  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Minxapolls-Honeywcll  Regulator  Co.,  2751  Fourth  Avt , 
S.,  Minxapolis  8,  Minn. 

Miratel,  lx.,  1080  Oionx  St.,  St.  Paul,  Minn. 

Montgomery  Mfg  Co.,  204  S.  Main  St.,  Owensville,  Ind. 

Paragon  Electric  Co.,  Two  Rivers,  Wisconsin. 

Production  Instruments  Oiv.,  General  Controls  Co.,  8080 
McCormick  Blvd.,  Skokie,  III. 

Reliaxe  Automatic  Lighting  Co.,  1919  Mead  St.,  Racln, 
WIs 

Rhodes,  lx.,  M  H  ,  10  Bartholomew  Ave.,  Hartford, 
Conn. 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  SprmgAcId,  III. 

Sxiete  Industrielle  de  Soxiboi  S.A ,  S^ebot,  Switier- 
land. 

Soreng  Products  Corp.,  9555  Soreng  Ave  ,  Schiller  Park, 
III 

Tempo  Ixtrument,  lx.,  P  0  Box  118,  240  Old  Coun¬ 
try  Rd.,  Hicksville,  N  Y 

Tork  Time  Controls  Ix  ,  12  Grove  St  Mt  Vernon, 
N  Y. 

Willy  Guenther  K  G.,  1118  Masuchusetts  Ave,  Arling¬ 
ton  74,  Mass. 

Zenith  Electric  Co.,  152  W  Walton  St  ,  Chicago  10, 
III 


SWITCHIS-Togflo 

ALLEN-BRAOLEY  C0„  116  W  Greenfield  Ave.,  Milwaukee 
4,  WIs.  AOV  PG  421 

ALLIED  CONTROL  CO.,  INC.,  2  E.  End  Ave  ,  New  York 
21,  N.  Y.  AOV.  PG.  100,  101 

Arcoelectric  Div.  of  British  Electronics  Sales  Co.,  Ix., 
Oakland  Garden  Sta.,  Flushing  64,  N.  Y. 

Ark-Les  Switch  Corp.,  51  Water  St ,  Watertown  72,  Mass 

Arrow-Hart  A  Hegeman  Electric  Co.,  101  Hawthxn  St., 
Hartford  6,  Conn 

BImbach  Radio  Co  Ix  ,  145  Hudson  St.,  New  York  11, 

N  Y. 

Carling  Electric,  Ix.,  505  New  Park  Ave,  West  Hartford 
10,  Conn 

Connecticut  Telephox  A  Electric  Corp.,  70  Britannia  St., 
Meriden,  Conn 

Control  Products,  Ix.,  106  Sussex  St.,  Harrison,  N  J 

Cutler-Hammer,  Ix.,  411  N  12th  St.,  Milwaukee  1, 
WIs. 

Eagle  Electric  Mfg.  Co.,  Ix.,  21-10  Bridge  Plata,  S., 
Long  Island  City,  N  Y 

Electro-Snap  Switch  A  Mfg.  Co.,  4218  W  Lake  St., 
Chicago  24,  III. 

GEE-LAR  MFG  CO.,  DIV.  OF  GENERAL  CEMENT- 
TEXTRON  INC.,  400  S  Wyman  St..  Rxkford,  III. 
AOV  PG  80 

GENERAL  HERMETIC  SEALING  CORP.,  99  E  Hawthorne, 
Valley  Stream,  N.  Y  AOV.  PG  546 

HART  MFG.  CO.,  242  Bartholomew  Ave.,  Hartford  1. 
Conn.  AOV.  PG.  510. 

Harvey  Hiibbell,  Ix.,  State  St.  A  Bostwick  Ave.,  Bridge¬ 
port  2,  Conn 

Hethenngton,  Ix.,  Sharon  HIM,  Pa. 

Irwin  Products  Co.,  4917  N  Damcn,  Chicago  25,  III 

J-B-T  INSTRUMENTS,  INC.,  411  Chapel  St ,  New  Haven 
8.  Conn  AOV  PG  256. 

JOY  MFG.  CO.,  Dept  19,  Oliver  Bldg.,  Pittsburgh  22, 
Pa  AOV  PG.  26 

KULKA  ELECTRIC  CORP.,  611  S  Fulton  Ave.,  Mt  Ver- 
non,  N  Y.  AOV.  PG.  589 

Lear,  Ix.,  1171  S  Bundy  Drive,  SaXa  Monica,  Calif. 

Leeds  A  Northrop  Co.,  4970  Sterton  Ave.,  Philadelphia 

44,  Pa 

Leviton  Mfg,  Co.,  Ix.,  216  Greenpont  Ave.,  Brooklyn 
22,  N  Y 

Mallory  A  Co.,  Ix.,  P  R  ,  14  S.  Gray  St.,  Indianapolis 
6,  Ind 

Master  Appliaxe  Mfg  Co.,  Fourth  A  Ontario  Sts, 
Raeix,  Wis. 

Metals  A  Controls  Corp.,  11  Forest  St.,  Attleboro, 
Mass 

Micro-Switch  Div  of  Mlnneapolis-Honeywell  Regulator 
Co.,  11  W  Spring  St.,  Freeport,  III. 

Milli-Switch  Corp.,  a  Sub  of  P  R  Mallory  A  Co.,  Inc., 
555  Hoke  Ave.,  Frankfort,  Ind. 

Mlnneapolis-Honeywell  Regulator  Co.,  2751  Fourth  Ave., 
S.,  Minneapolis  8,  Minn 

Network  Mfg.  Corp.,  211  W.  Fifth  St.,  Bayonx,  N.  J. 

Philadelphia  Scientific  Glass  Co.,  Quakertown,  Pa. 

POLLAX  CORP.,  JOSEPH,  75-99  Freeport  St.,  Dorchester 
22,  Mast.  AOV.  PG  158. 

Sargent  Electric  Corp.,  610  Merrick  Rd.,  Lynbrook,  N  Y. 

Sierra  Electric  Corp.  15100  S.  Figueroa  St.,  P  0.  Box 
85,  Gardena,  Calif. 


PRODUCTS _ ^ 


Smith,  lx.,  Herman  H.,  2126  Nostrand  Ave.,  Brooklyn 
10.  N.  Y. 

SWITCHCRAFT,  INC.,  5555  Elston  Ave.,  Chicago  10,  III 
AOV.  PG.  557. 

Torsion  Balance  Co.,  The,  Clifton,  N.  J 

UNIMAX  SWITCH  DIV.,  THE  W.  L.  MAXSON  CORP., 

Ives  Rd.,  Wallingford,  Conn  AOV.  PG.  451 

Wade  Electric  Products  Co.,  400  Jacob  St.,  Sturgis, 
Mich. 

Waltco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 

III. 

Westinghouse  Electric  Corp.,  P.  0  Box  868,  Pittsburgh 
10,  Pa 


SWITCHES— Tronaf  or  mgr 

J-B-L  IxtrumeX  Co.,  Sycamore  A  Mill  Rds.,  Clifton 
Heights,  Pa. 

Rcller  Smith  Corp.,  1825  W.  Market  St.,  Bethlehem,  Pa. 
States  Co.,  19  New  Park  Ave.,  Hartford  6,  Conn. 

TKh  Laboratories,  Ix.,  Bergen  A  Edsall  Blvds.,  Pali¬ 
sades  Park,  N.  J. 


SWITCHES-Voxwm 

ALLIED  CONTROL  CO.,  INC.,  2  E  End  Ave  ,  New 
York  21,  N  Y.  AOV  PG  100,  101 
Bendix  Aviation  Corp.,  Montrose  Oiv.,  South  Montrose, 
Pa. 

Berxo  Engixering  Corp.,  2120  S.  Tibbs  Are.,  Indian¬ 
apolis,  Ind. 

Bristol  Co.,  The,  P  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Consolidated  Controls  Corp,  6  Durant  Ave.,  BetXI, 
Conn. 

Cook  Electric  Co.,  2700  Southport  Ave.,  Chicago  14,  III. 
Cutler-Hammer,  Ix ,  411  N  12th  St  ,  Milwaukee  1, 
WiS. 

Oieta  Co.,  Henry  G ,  Ix.,  12-16  Astoria  Bivd.,  Long 
Island  City  2,  N  V 

Ebert  ElKtronics  Corp.,  212-26  Jamaica  Ave ,  Queens 
Village  28,  N  Y. 

Edwards  High  Vxuum  (Canada)  Ltd ,  P  0.  8ox  515, 
Burlington,  Ontario, 

EITEL-McCULLOUCH  INC.,  San  Brux,  Calif  AOV 
PG  122,  121 

GENERAL  CONTROLS  CO.,  801  Allen  Ave  ,  Glendale  1, 
Calif  AOV  PG  75 

Gexral  Electric  Co.,  Apparatus  Sales  Oiv  .  1  River  Rd  , 
Schenectady  5,  N  Y 

Gordos  Corp.,  250  Glenwoed  Ave  ,  Bloomfteld,  N  J 
Gom  Electric  Co.,  Ix.,  Main  St.,  Stamford.  Conn 
High-Vacuum  Equipment  Corp.,  2  Churchill  Rd ,  Hing- 
ham.  Mast 

Hull-Standard  Corn.,  Hatboro,  Pa 
JENNINGS  RADIO  MFG  CORP.,  970  McLaughlin  Ave , 
P  0  Oox  1278,  San  Jose  8,  Calif  AOV  PG  505 
McOuay-Norrlt  Mfg  Co.,  2120  Marconi  Ave  St  Louis 

10,  Mo 

Minxapolls-Honeywell  Regulator  Co  ,  2751  Fourth  Ave  , 
S  .  Minneapolis  8,  Minn 

Newark  CoXrols  Co.,  15  Ward  St.,  Bloomfield.  N  J 
Penta  Laboratories,  Ix.,  112  N  Nopal  St.,  Santa 
Barbara,  Calif 

Philadelphia  ScieXIfIc  Glass  Co.,  Quakertown,  Pa 
Resitron  Laboratories,  Inc ,  2908  Nebraska  Ave.,  Santa 
Moniu,  Calif. 

Scientific  Electronic  Labs.,  Inc.,  866  Bergen  St ,  Newark 
8.  N  J. 

TUNG-SOL  ELECTRIC,  INC.,  95  Eighth  Ave  ,  Newark  4 
N  J  AOV  PG  16,  17 

United  Electric  Controls  Co.,  85  School  St ,  Watertown 
72,  Mats 

U.  S  Gauge  Oiv.,  American  Machine  A  Metals,  Ix., 
Sellertville,  Pa 

Wallace  A  Tieman,  Ix.,  25  Main  St.,  Belleville  9, 
N  J 


SYNCHROS 

American  ElKtronics,  Ix,,  655  W.  Washington  Blvd, 
Los  Angeles  15.  Calif. 

Bendix  Aviation  Corp.,  Montrose  Oiv.,  South  Montrose, 

Pa 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P  0  Box  555,  Mahwah,  N  J  AOV  PG  152, 
151,  172 

CLIFTON  PRECISION  PRODUCTS  CO.,  INC.,  9014  West 
exster  Pike,  Upper  Darby,  Pa  AOV  PG  240,  241 
OAYSTROM  TRANSICOIL  CORP.,  Worcester,  Mont¬ 
gomery  Countj,^  Pa  AOV  PG.  382 
ECLIPS^PIONEER  DIV.,  BENDIX  AVIATION  CORP., 
Teterborj,  N.  J  AOV  PG  81-88 
EDISON  INDUSTRIES,  THOMAS  A.,  INSTRUMENT 
DIV.,  81  Lakeside  Ave.,  West  Orange,  N  J  AOV. 
PG.  125,  126 

ElKtrlc  Indicator  Co.,  Inc.,  Camp  Ave.,  Springdale, 
Conn. 

Ford  Instrument  Co.,  Oiv.  of  Sxrry  Rand  Corp.,  11-10 
Thomson  Ave ,  Long  Island  City  1,  N  Y. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Harowe  PrKition  Ix.,  Mount  Rd.,  LennI  Mills,  Pa 
Hclipot  Cxp  ,  Newport  Beach,  Calif. 

INDUCTION  MOTORS  CORP.,  570  Main  St  ,  Wettbury, 
N  Y.  AOV  PG.  402 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  DIV. 
,  1178  Main  Ave.,  Clifton,  N  J  AOV  PG  156. 

Kelvin  A  Hughes  Ltd.,  New  North  Rd.,  Barkingside, 
Essex,  England. 


Kolltman  Instrument  Corp.,  Sub.  of  Standard  Coil 
Products  Co.,  Ix.,  80-08  45th  Ave.,  Elmhurst,  N  Y. 

Lear,  Inc.,  1171  S.  Bundy  Drive,  Santa  Monica,  Calif 

Minxapolis-Hoxywcll,  Boston  Div.,  1400  Soldiers  Field 
Rd.,  Boston  15,  Mass. 

MuirXad  A  Co.,  Ltd.,  Beckman,  Kent,  England. 

Norden  Ketay  Corp.,  PrKision  Compoxnts  Oiv.,  Corn- 
mack,  N.  Y. 

OSTER  MFG.  CO.,  JOHN,  AVIONICS  DIV.,  1  N  Main 
St.,  Racine,  Wis.  AOV.  PG.  154 

PSP  ENGINEERING  CO.,  8608  OtiS  St.,  South  Gate, 
Calif.  AOV.  PG.  506. 

Servomechanisms,  Ix.,  MKhatrol  Div.,  1200  ProspKt 
Ave ,  Westbury,  N.  Y 

Summers  Gyroscope  Co.,  2128  Broadway,  Santa  Monica, 
Calif. 

U  S  Gauge  Oiv.,  American  Mxhix  A  Metals,  Ix , 
Sellersvilic,  Pa. 

WALDORF  INSTRUMENT  CO.,  DIV  OF  F  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  HuXington  Station,  N  Y.  AOV. 
PG  194C. 

SYNCHRONIZER  STROBOSCOPE 
See  STROBOSCOPE-Synchronixer 

SYNCROSCOPES 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV., 
1  River  Rd.,  SchenKtady  5,  N  Y  AOV.  PG.  1, 
2,  1,  6. 

Kelvin  A  Hughes  Ltd.,  New  North  Rd ,  Barkingside, 
Essex,  Engiand 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass 

RIBET  A  DESJARDINS,  11-17  Rue  Perier,  Montrouge 
(Seix)  France  AOV.  PG  215-218 

Weston  Instruments  Oiv.  of  Oaystrom,  Ix.,  614  Freling- 
huysen  Ave.,  Newark  12,  N  J. 


SYSTEMS— Rernero  Control 

American  ElKtronics,  Ix.,  655  W  Washington  Blvd., 
Los  Angeles  15,  Calif. 

Analogue  Controls,  Ix.,  19  Roselle  St.,  Mineola,  N  Y 
Applied  Science  Corp  of  Prixeton,  P  0.  Box  44, 
Princeton,  N.  J. 

Automation  Management,  Inc.,  Westboro,  Mass 
Barber-Colman  Co.,  Dept.  766,  Rxkford,  III. 

Bendix  Aviation  Corp.,  Pacific  Division,  11600  Sherman 
Way.  North  Hoilywood,  Calif 
Bone  Engineering  Corp.,  701  W  B-oadway,  Glendale  4, 
Calif. 

Bristol  Co.,  The,  P.  0  Box  1790  EBG.  Waterbury  20, 
Conn. 

CG  Electronics  Oiv.  of  Gulton  Industries,  Inc.,  105 
Dallas  St.,  N.E.,  Albuguergue,  N  M. 

Concord  Control  Inc.,  1282  Soldiers  Field  Rd ,  Boston 
15,  Mass. 

Consolidated  ElKtrodynamics  Corp.,  lOO  N  Sierra 
Mad-e  Villa,  Pasadena,  Calif. 

Cutler-Hammer,  Ix.,  all  N  12th  St.,  Milwaukee  1, 
Wit. 

Evershed  A  Vignoles  Ltd.,  Chiswick.  London  W  4, 
England 

Gates  Radio  Co.,  Quixy,  III. 

Giannin,  A  Co.,  Ix.,  G  M  ,  918  E  Green  St.,  Passadena 
1,  Calif. 

Greenleaf  Mfg.  Co..  The,  7814  Maplewood  Industrial 
Court,  St  Louis  17.  Mo. 

HAMMARLUNO  MFG.  CO.,  460  W  34th  St.,  New  York 
1,  N.  Y.  AOV.  PG.  130. 

Industrial  ElKtronic  Engineers,  3973  Lankershim  Blvd., 
North  Hollywxd,  Calif 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  DIV., 

1178  Main  Ave.,  Clifton,  N.  J.  AOV  PG.  156. 

Lear,  Ix.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 
Lenkurt  Elxtric  Co.,  Ix.,  1105  County  Rd  San  Carlos, 
Calif 

MAGNETIC  AMPLIFIERS,  INC.,  632  TiXon  Ave.,  New 
York  55,  N  Y  AOV  PG.  286. 

Manning,  Maxwell  A  Moore,  Ix.,  Industrial  Controls 
Div  ,  250  E.  Main  St.,  Stratford,  Conn. 

NORTH  ELECTRIC  CO.,  553  S  Market  St.,  Gallon, 
Ohio.  AOV,  PG.  219 

Pye  TelKommunications  Ltd.,  Newmarket  Rd.,  Cambridge, 
England. 

Ram  Meter,  Ix.,  1100  Hilton  Rd.,  Ferndale,  Detroit  20, 
Mich 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV  , 
Wal*ham  54,  Mass  AOV.  PG.  428,  429 
SANDERS  ASSOCIATES,  INC.,  Nashua,  N  H  AOV  PG. 
253 

Shand  and  Jurs  Co.,  Sub  of  General  Precision  Equipment 
Corp.,  Carleton  A  Eighth  Sts.,  Berkeley  10,  Caflf 
Smith  Mfg.  Co.,  J  A  H.,  Little  Britain  Rd.,  Newburgh, 
N.  Y. 

Sperry  Gyroscope  Co.,  Div.  of  Sperry  Rand  Corp.,  Air 
Armament  Oiv.,  Great  Nxk,  N  Y 
Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
61  Aldwych,  London  W.C  2,  England 
TECHNICAL  MATERIEL  CORP.,  P  0  Box  142.  Mama- 
roneck,  N  Y  AOV  PG.  145 
Telectro  Industries  Corp.,  15-16  17th  St  ,  Long  Island 
City  1,  N  Y 

Ufi^ed  Electric  CoXrols  Co.,  85  School  St.,  Watertown 
72,  Mass 

VKtor  Assxiates  Inc.,  1007  Atlantic  Ave.,  Brooklyn  38, 
N  Y. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F  C  HUYCK 
A  SONS,  Wolf  Hill  Rd.,  Huntington  Station  N  Y. 
AOV  PG.  194C. 
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TACHOMETERS 


TACHOMETERS 

ACROMAG  INC.,  D«pt.  EBG,  22519  Telegraph  Rd., 
Detroit  41,  Mich.  ADV.  PG.  583. 

Actuator  Products  Corp.,  a  Div.  of  Geartronics  Corp., 
906  Main  St.,  West  Concord,  Mass. 

AIRPAX  PRODUCTS  CO.,  Middle  River,  Baltimore  20, 
Md.  ADV.  PG.  229-232. 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  IS,  Calif. 

Amthor  Testing  Instrument  Co.,  45A-53  Van  Sinderin 
Ave.,  Brooklyn  7,  N.  Y. 

ASSOCIATED  RESEARCH,  INC.,  3788  W.  Belmont  Ave., 
Chicago  18,  III.  ADV.  PG.  477. 

B  i  H  Instrument  Co.,  3479  W.  Vickery  Blvd.,  Fort 
Worth  7,  Texas. 

Beckman/ Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif. 

Biddle  Co.,  James  G.,  1316  Arch  St.,  Philadelphia  7,  Pa. 

Boulin  Instrument  Corp.,  10  First  St.,  Pelham,  N.  Y. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Burton  Mfg.  Co.,  2520  Colorado  Ave.,  Santa  Monica, 
Calif. 

Computer-Measurements  Corp.,  5528  Vineland  Ave.,  North 
Hollywood,  Calif. 

D  &  R,  LTD.,  402  E.  Gutierrez  St.,  Santa  Barbara,  Calif 
ADV.  PG.  556. 

Diehl  Mfg.  Co.,  1129  Finderne  Ave.,  Somerville,  N.  J. 

Electric  Indicator  Co.,  Inc.,  Camp  Ave.,  Springdale,  Conn. 

Electro-Voice,  Inc.,  Buchanan,  Mich. 

Epic,  Inc.,  154  Nassau  St.,  New  York  38,  N.  Y. 

Esterline-Angus  Co.,  Inc.,  P.  0.  Box  596,  Indianapolis 
6,  Ind. 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Globe  Industries,  Inc.,  P.  0.  Box  101,  North  Dayton 
Station,  Dayton  4,  Ohio. 

Heinz  Mueller  Engineering  Co.,  Inc.,  1906  N.  Cicero 
Ave.,  Chic.igo  39  III. 

HEWLETT-PACKARD  CO.,  275  Page  Mill  Rd.,  Palo 
Alto,  Calif.  ADV.  PG.  29-44. 

I-L-S  Instrument  Corp.,  4525  W.  160th  St.,  Cleveland 
11,  Ohio. 

Ideal  Industries,  Inc.,  5103  Park  &  Borden  Aves.,  Syca¬ 
more,  III. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  356. 

Kelvin  &  Hughes  Ltd.,  New  North  Rd.,  Barkingside, 
Essex,  England. 

King  Electric  Equipment  Co.,  9123  Inman  Ave.,  Cleve¬ 
land  5,  Ohio. 

Matron  Instrument  Co.,  432  Lincoln  St.,  Denver  3,  Colo. 

Muirhead  &  Co.,  Ltd.,  Beckenham,  Kent,  England. 

Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III. 

Norden  Ketay  Corp.,  Precision  Components  Div.,  Corn- 
mack,  N.  Y. 

OSTER  MFG.  CO.,  JOHN,  AVIONICS  DIV.,  1  N.  Main  St., 
Racine,  Wis.  ADV.  PG.  154. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit 
20,  Mich. 

Servo-Tek  Products  Co.,  Inc.,  1086  Goflle  Rd.,  Hawthorne, 
N.  Y. 

Servomechanisms,  Inc.,  Mechatrol  Div.,  1200  Prospect 
Ave,  Westbury,  N.  Y. 

STANDARD  ELECTRIC  TIME  CO.,  97  Logan  St.,  Spring- 
field,  Mass.  ADV.  PG  518. 

STICHT  CO.,  INC.,  HERMAN  H.,  27  Park  Place,  New 
York  7,  N.  Y.  ADV.  PG.  585. 

Syntorque,  Inc.,  601  W.  26th  St.,  New  York  1,  N.  Y. 

Taller  &  Cooper  Co.,  75  Front  St.,  Brooklyn  1,  N.  Y. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
ADV.  PG.  228. 

WacLine,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30.  Pa. 


TACHOMETERS-Electronic 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 

Beckman /Berkeley  Division,  2200  Wright  Ave.,  Rich¬ 
mond  3,  Calif. 

Bill  Jack  Scientific  Instrument  Co.,  P.  0.  Box  C-3, 
Solano  Beach,  Calif. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England. 

Burton  Mfg.  Co.,  2520  Colorado  Ave.,  Santa  Monica, 
Calif. 

Computer-Measurements  Corp.,  5528  Vineland  Ave., 
North  Hollywood,  Calif. 

Dynac,  Inc.,  395  Page  Mill  Rd.,  Palo  Alto,  Calif. 

Eastern  Air  Devices,  Inc.,  385  Central  Ave.,  Dover,  N.  H. 

Electro-Voice,  Inc.,  Buchanan,  Mich. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa  ADV.  PG.  140,  141. 

Foxboro  Co.,  The,  Foxboro,  Mass 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

I-L-S  Instrument  Corp.,  4525  W.  160th  St.,  Cleveland 
11,  Ohio. 

Jones-Porter  Instrument  Co.,  Inc.,  Box  666,  Riverdale, 
N.  J. 

Jordon  Electronics,  a  Div.  of  Victoreen  Instrument  Co., 
3025  W.  Mission  Rd.,  Alhambra,  Calif. 

Kelvin  &  Hughes,  Ltd.,  80  Shore  Rd.,  Port  Washington, 
N.  Y. 

Magtrol,  Incorporated,  240  Seneca  St.,  Buffalo  4,  N.  Y. 

Minneapolis-Honeywell  Regulator  Co.,  Industrial  Div., 
Seventh  A  Grange  Sts.,  Philadelphia  44,  Pa. 

NORTH  ATLANTIC  INDUSTRIES,  INC.,  603  Main  St., 
Westbury,  N.  Y.  ADV.  PG.  585. 


Norwood  Controls  Unit,  Detroit  Controls  Corp.,  934 
Washington  St.,  Norwood,  Mass. 

Pantek  Co.,  Box  212,  El  S^undo,  Calif. 

Performance  Measurements  Co.,  15310  W.  McNichols, 
Detroit  35,  Mich. 

Potter  Aeronautical  Corp.,  Route  #22,  Union,  N.  J. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit  20, 
Mich. 

Servo-Tek  Products  Co.,  Inc.,  1086  Goflie  Rd.,  Haw¬ 
thorne,  N.  J. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas. 
ADV  PG.  347 

STANDARD  ELECTRIC  TIME  CO.,  97  Logan  St.,  Spring- 
held,  Mass  ADV.  PG.  518. 

Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  15,  Pa. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  Y. 
ADV.  PG.  228. 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
England. 

Wac  Line,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Waugh  Engineering  Co.,  7842  Burnet  Ave.,  Van  Nuys, 
Calif. 

Westberg  Mfg.  Co.,  144  S.  Coombs  St.,  Box  576,  Napa, 
Calif. 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 

Westronics,  Inc.,  3605  McCart  St.,  Fort  Worth,  Texas 


TAPE  MECHANISMS 

ABC  Sound  Equipment  Co.,  149  W.  47th  St.,  New  York 
36,  N.  Y. 

Ampex  Corp.,  Instrument  Div.,  934  Charter  St.,  Redwood 
City,  Calif. 

Audio-Master  Corp.,  17  E.  4Sth,  New  York  17,  N.  Y. 

Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J. 

Bogen  Co.,  David,  P.  0.  Box  500,  Paramus,  N.  J. 

Cleveland  Electronics,  Inc.,  1974  E.  61st  St.,  Cleve¬ 
land  3,  Ohio. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Davies  Laboratories  Div.,  Minneapolis-Honeywell  Regu¬ 
lator  Co  ,  10721  Hanna  St.,  Beltsville,  Md. 

DIGITRONICS  CORP.,  Albertson  Ave.,  Albertson.  N.  Y. 
ADV.  PG.  559. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza,  New 
York  20,  N.  Y.  ADV.  PG.  490. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton  Har¬ 
bor  14,  Mich.  ADV.  PG.  513. 

Magnasync  Mfg.  Co.,  Ltd.,  5546  Satsuma  Ave.,  P.  0. 
Box  707,  North  Hollywood,  Calif. 

MIDWESTERN  INSTRUMENTS,  41  &  Sheridan  Rd.,  Tulsa, 
Okla.  ADV.  PG.  9. 

Presto  Recording  Corp.,  P.  0.  Box  500,  Paramus,  N  J. 

Pentron  Corp  ,  777  S.  Tripp  Ave.,  Chicago  24,  III. 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnyside  Blvd.,  Plain- 
view,  N.  Y  ADV.  PG  545. 

Remin^on  Rand  Div.,  Sperry  Rand  Corp.,  315  Fourth 
Ave  ,  New  York  10,  N.  Y 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2931 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas. 
ADV.  PG.  347. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Western  Gear  Corp,.  Electro  Products  Div.,  132  W 
Colorado  St.,  Pasadena  1,  Calif. 


TAPES— Computer  Storage 

Ampex  Corp.,  Instrument  Div.,  934  Charter  St.,  Red¬ 
wood  City,  Calif. 

Minnesota  Mining  &  Mfg.  Co.,  Magnetic  Tape  Div.,  900 
Bush  Ave.,  St.  Paul  6,  Minn. 

SOMERS  BRASS  CO.,  94  Baldwin  Ave.,  Waterbury,  Conn. 
ADV.  PG.  575. 


TAPES— Electrical  Ineulation 

Accurate  Mfg.  Co.,  44  Hepworth  Place,  Garfield,  N.  J. 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York 
38,  N.  Y. 

Auburn  Mfg.  Co.,  The,  Pease  Ave.  &  Stack  St.,  Middle- 
town,  Conn. 

Bishop  Mfg.  Corp.,  10  Canfield  Rd.,  Cedar  Grove,  N.  J. 

Bonny  Mfg.  Corp.,  339  Auburn  St.,  Auburndale,  Mass. 

Borden  Co.,  Resinite  Dept.,  Box  1589,  Santa  Barbara, 
Calif. 

Brand  &  Co.,  Inc.,  William,  41  North  St.,  Willimantic, 
Conn. 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden 
Station,  Flushing  64,  N.  Y. 

Connecticut  Hard  Rubber  Co.,  407  East  St.,  New  Haven 
9,  Conn. 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware.  ADV.  PG.  373-376. 

Crane  Packing  Co.,  6402  Oakton  St.,  Morton  Grove,  III. 

Dixon  Corp.,  19-21  Burnside  St.,  Bristol,  R.  1. 

Dunton  Co.,  M.  W.,  7  Goff  St.,  Providence,  R.  I. 

Electro-Technical  Products  Div.  of  Sun  Chemical  Corp., 
113  E.  Centre  St.,  Nutley  10,  N.  J. 

FLUOROCARBON  PRODUCTS  INC.,  DIV  OF  U.  S.  GAS¬ 
KET  CO.,  Camden  1,  N.  J.  ADV.  PG.  529. 

Fluorulon  Laboratories,  Box  305,  Caldwell,  N.  J. 

General  Plastics  Corp.,  P.  0.  Box  1689,  Paterson,  N.  J. 

Goodrich  Industrial  Products  Co.,  B.  F.,  500  S.  Main 
St.,  Akron  18,  Ohio. 


1958-1959  LISTINGS  of 


Irvington  Div.  of  Minnesota  Mining  &  Mfg.  Co.,  6  Argylt 
Terrace,  Irvington  6,  N.  J. 

Joclin  Mfg.  Co.,  Lufbwy  Ave.,  Wallingford,  Conn. 
Johns-Manville,  22  E.  40th  St.,  New  York  16,  N.  Y. 

Johns- Manvi lie  Dutch  Brand  Division,  7800  Woodlawn 
Ave.,  Chicago  19,  III. 

JOY  MFC.  CO.,  Dept.  39,  Oliver  Bldg.,  Pittsburgh  22, 
Pa.  ADV.  PG.  26. 

Maigne  Co.,  0.  J.,  321  Pearl  St.,  New  York  38.  N.  Y. 
Mica  Insulator  Div.  of  Minnesota  Mining  8,  Mfg.  Co., 
Schenectady  1,  N.  Y. 

Minnesota  Mining  &  Mfg.  Co.,  Magrwtic  Tape  Olv.,  900 
Bush  Ave.,  St.  Paul  6,  Minn. 

National  Electric  Coll  Co.,  Columbus  16,  Ohio. 

NATVAR  CORP.,  Woodbridge,  N.  J.  ADV.  PG.  443. 

New  England  Tape  Co.,  Hudson,  Mass. 

New^ersey  Wood  Finishing  Co.,  Amboy  Ave.,  Woodbridge, 

Okonite  Co.,  The,  Canal  St.,  Passaic,  N.  J. 

Permacel  Tape  Corp.,  U.  S.  Highway  1,  New  Brunswick, 
N.  J. 

Plymouth  Rubber  Co.,  Canton,  Mass. 

Polyken  Sales  Div.  of  The  Kendall  Co.,  309  W.  Jackson 
Blvd  ,  Chicago  6,  III. 

POLYMER  CORP.,  THE,  Reading,  Pa  ADV  PG.  196. 
Resin  Industries,  P.  0.  Box  1589,  Santa  Barbara,  Calif. 
Schjeldahl  Co.,  G.  T.,  Box  170,  Northfield,  Mass. 
Shamban  &  Co.,  W.  S.,  11617  W  Jefferson  Blvd.,  Culver 
City,  Calif. 

Sparta  Mfg  Co.,  Div.  of  U.  S.  Ceramic  Tile  Co.,  Dover, 
Ohio. 

Technical  Tape  Corp.,  240  North  Ave.,  New  Rochelle, 
N.  Y 

United  Mineral  &  Chemical  Crop.,  16  Hudson  St.,  New 
York  13,  N  Y 

U.  S.  GASKET  CO.,  PLASTICS  DIV.  OF  THE  GARLOCK 
PACKING  CO.,  Camden  1,  N  J.  ADV  PG  477 
U.  S  Rubber  Co.,  1230  Avenue  of  the  Americas,  New 
York  20,  N.  Y. 

Wright  &  Sons  Co.,  William  E.,  West  Warren,  Mast. 
Zippertubing  Co.,  The,  752  S  San  Pedro,  Los  Angeles, 
Calif. 

TAPES-lacfng 

See  CORDS— lacing 

TAPES  A  FILMS- Magnetic  Recording 

ABC  Sound  Equipment  Co.,  149  W  47th  St.,  New  York 
36,  N.  Y 

American  Gelosa  Electronics,  Inc.,  312  Seventh  Ave., 
New  York  1,  N  Y 

Ampex  Corp.,  Instrument  Div.,  934  Charter  St.,  Red¬ 
wood  City,  Calif. 

Audio  Devices  Inc.,  444  Madison  Ave.,  New  York  22, 
N  Y. 

Audio-Master  Corp.,  17  E  45th  St.,  New  York  17,  N.  V. 
Duotone  Co.,  Inc.,  Keyport,  N  J 
Ferrodynamics  Corp.,  Gregg  &  Route  17,  Lodi,  N.  J. 
Fidelitone,  Inc.,  6415  Ravenswood,  Chicago  26,  III. 
Minnesota  Mining  A  Mfg  Co.,  Magnetic  Tape  Div.,  900 
Bush  Ave.,  St  Paul  6,  Minn. 

Orradio  Industries,  Inc.,  Shamrock  Circle,  Opelika,  Ala. 
Pentron  Corp ,  777  S.  Tripp  Ave  ,  Chicago  24,  III. 
Permo,  Inc.,  6415  Ravensvnood  Ave,  Chicago  26,  III. 
Radio  Corp  ol  America,  Consumer  Products  Div.,  Cam¬ 
den  8.  N  .1 

RADIO  CORP  OF  AMERICA,  RCA  ELECTRON  TUBE 
DIV.,  415  S  Filth  St.,  Harrison.  N  J.  ADV  PG 
440,  441,  Third  &  Fourth  Covers  &  Preceding  Insert 
Recoton  Corp.,  52-35  Barnett  Ave.,  Long  Island  City 
4,  N  Y 

Reeves  Soundcraft  Corp.,  10  E.  52nd  St.,  New  York  22, 
N  Y 

SOMERS  BRASS  CO.,  94  Baldwin  Ave.,  Waterbury,  Conn. 
ADV  PG  575. 

Sorensen  Industrial  Electronic  Co.,  Route  10,  Dover, 
N  J 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas. 
ADV  PG  347. 

Tandberg,  10  E.  52nd  St.,  New  York,  N  Y 
Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N  Y 

Webcor  Inc.,  5610  Bloomingdale  Ave ,  Chicago  39,  III. 
Zephyr  Products  Co.,  129  E.  124th  St.,  New  York  55, 
N  Y 


TAPES  I  FIIMS-Teel 

Ampex  Corp.,  Instrument  Div.,  934  Charter  St.,  Red¬ 
wood  City,  Calif 

Audio  Devices,  Inc.,  444  Madison  Ave.,  New  York  22, 
N.  Y. 

Fairchild  Recording  Equipment  Co.,  10-40  45th  Ave., 
Long  Island  City  1,  N  Y. 

Minnesota  Mining  A  Mfg.  Co.,  Magnetic  Tape  Div.,  900 
Bush  Ave.,  St.  Paul  6,  Minn. 


TAPES— Prossura  Sontifivt 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif. 

Angier  Adhesives  Div.  of  Interchemical  Corp.,  120  Potter 
St.,  Cambridge  42,  Mass. 

Avery  Adhesive  Label  Corp.,  1616  S.  California  Ave., 
Monrovia,  Calif. 
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ELECTRONIC  and  ALLIED  PRODUCTS 


TELEPHONES 


Brad,  Co.,  W.  H.,  727  W  Glendale  Aye  ,  Milwaukee  12, 
Wis. 

Chart-Pak,  Inc.,  Leeds,  Mass. 

Connecticut  Hard  Rubber  Co.,  407  East  St.,  New  Haven 
9,  Conn 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware.  ADV.  PG.  }7)>37b. 

OILECTRIX  CORP.,  Allen  Blvd.  &  Grand  Ave.,  Farming- 
dale,  N.  Y.  ADV.  PG.  562. 

Electro-Technical  Products  Oiv.  of  Sun  Chemical  Corp., 
Ill  E.  Centre  St.,  Nutley  10,  N.  J. 

Enflo  Corp.,  Fellowship  Rd  A  Route  71,  Maple  Shade, 
N.  J 


General  Plastics  Corp.,  P.  0.  8o<  1684,  Paterson,  N.  J. 
Irvington  Div.  of  Minnesota  Mining  A  Mfg.  Co.,  6  Argyle 
Terrace,  Irvington  6,  N.  J. 
jKlin  Mfg.  Co.,  Lufbery  Ave.,  Wallingford,  Conn. 
Johns-Manville,  22  E.  40th  St.,  New  York  16,  N.  Y. 
Johns-Manville  Dutch  Brand  Division,  7800  Woodlawn 
Ave.,  Chicago  14,  III. 

Labelon  Tape  Co.,  450  Atlantic  Ave.,  RKhcster  4,  N.  Y. 
Minnesota  Mming  A  Mfg.  Co.,  Magnetic  Tape  Oiv.,  400 
Bush  Ave  ,  St.  Paul  6,  Minn. 

Mystik  Adhesive  Products,  Inc.,  2615  N.  Kildare,  Chicago, 
III 


Pee  Cee  Tape  A  Label  Co.,  521  N.  LaBrea  Ave,  Los 
Angeles  16,  Calif. 

Permacel  Tape  Corp.,  U.  S.  Highway  1,  New  Brunswick, 


Plymouth  Rubber  Co,,  Canton,  Mass. 

Polyken  Sales  Div.  of  The  Kendall  Co.,  304  W  Jackson 
Blvd.,  Chicago  6,  III. 

Technical  Tape  Corp.,  240  North  Ave.,  New  Rochelle, 
N  Y 


Topflight  Corp.,  160  E  Ninth  Ave.,  York,  Pa 
United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  11,  N.  Y 

U.  S  Rubber  Co.,  1230  Avenue  of  the  Americas,  New 
York  20,  N.  Y. 

West  line  Products  Div  of  Western  Lithograph  Co.,  600 
E  Second  St.,  Los  Angeles  54,  Calif. 


TECHNICAL  BOOKS-PuWiaAors 

Academic  Press  Inc.,  125  E.  21rd  St.,  New  York  10, 

N  Y 

Addison-Wesley  Publishing  Co.,  Route  128,  Reading  8, 
Mass 

American  Electronics  Co.,  1201-05  Bryant  Ave.,  New 
York  54,  N.  Y 

American  Institute  of  Electrical  Engineers,  11  W  14th 
St.,  New  York,  N  Y 

American  Radio  Relay  League,  West  Hartford,  Conn 
American  Standards  Association,  70  E  45th  St„  New 
York,  N  Y 

Audel  A  Co.,  Theodore,  44  W  2Jrd  St.,  New  York,  N  Y 
Bernards  Publishers  Ltd.,  The  Grampians,  Western  Gate, 
London  W  6,  England 

Boyce-Roche  Book  Co.,  460  Bloomfteld  Ave.,  Montclair, 

N  J 

Chapman  A  Hall  Ltd  ,  17  Esses  St.,  London,  W.  C.  2, 
England 

Day  Cg.,  Inc.,  John,  62  W  45th  St ,  New  York,  N  Y 
Dover  ^bllcations  Inc.,  1780  Broadway,  New  York, 
N  Y. 

Editors  and  Engineers  Ltd  ,  Santa  Barbara,  Calif 
Electronics  Reserach  Publishing  Co.,  Inc.,  480  Canal 
St.,  New  York  11,  N.  Y. 

Elsevier  Publish-ng  Co.,  Inc.,  215  Fourth  Ave.,  New  York, 
N  Y 

Engineers  Counc.l  fo-  Professional  Development,  24  W 
34th  St.,  New  York,  N  Y 

Feoeral  Telephone  A  Radio  Corp.,  Publication  Dept,  67 
Broad  St  ,  New  York  4,  N  Y 
Frederick  Research  Corp.,  4610  Montgomery  Ave , 
Bethesda,  Md 

Gernsback  Library,  Inc  ,  154  W  Mth  St  .  New 

York  11,  N  Y 

Harper  A  Brothers,  44  E  llrd  St.,  New  York,  N  Y 
Industrial  Research  Service,  Dover,  N  H. 

Institute  of  Radio  Engineers,  Inc.,  1  E.  74th  St.,  New 
York,  N  Y 

International  Publishers  Co.,  181  Fourth  Ave.,  New  York, 
N  Y 

InterKlence  Publishers  Inc.,  215  Fourth  Ave.,  New  York 
1,  N  Y 

Irwin  Inc.,  Richard  D  ,  1201  S  Michigan  Ave.,  Chicago 
16,  III 

Kalite  Technical  Co,  Inc.,  715  Mattlson  Ave,  Asbury 
Park,  N  J 

Johnson  Research  Corp.,  Bethpage,  N  Y. 

MacMillan  Co.,  The,  60  Fifth  Ave.,  New  York  11,  N  Y. 
McGraw-Hill  Book  Company,  Inc.,  110  W  42nd  St., 
New  York  16,  N  Y 

Maedel  Publishing  House,  541  East  18th  St.,  Brooklyn 
3.  N  Y 

National  Bureau  of  Standards,  Washington,  D  C 
Nelson  A  Sons,  Thomas,  185  Madison  Ave  ,  New  York, 
N  Y 

Ovford  University  Press,  114  Fifth  Ave.,  New  York,  N.  V 
Pergamon  Press  Inc  ,  122  E  55th  St.,  New  York  22. 
N  Y. 

Philips  Gloeilampenfabrieken,  N  V.,  Eindhoven,  The 

Netherlands 

Philosophical  Library,  Publishers,  15  E.  40th  St.,  New 
York  16,  N  V 

Pitman  Publishing  Corp,  2  W  45th  St,  New  York, 

N  Y. 

Prentice-Hall,  Inc ,  70  Fifth  Ave ,  New  York,  N  Y. 
Princeton  University  Press,  Princeton,  N  J 


Radio  Corporation  of  America,  RCA  Laboratories  Div., 
Princeton,  N.  J. 

Rider  Publications  Inc.,  John  F.,  480  Canal  St.,  New 
York  11,  N  V 

Rinehart  Books  Inc.,  212  Madison  Ave.,  New  York  16, 
N.  Y. 

Ronald  Press  Co.,  The,  15  E.  26th  St.,  New  York  10, 
N.  Y. 

Sams  A  Co.,  Inc.,  Howard  W.,  2201  E.  46th  St., 
Indianapolis  5,  Ind. 

Stechert-Halner  Inc.,  11  East  10th  St.,  New  York, 
N.  Y. 

StKkman  Electronics  Research  Co.,  541  Lexington  St., 
Waltham  54,  Mass 

Technical  Associates,  Inc.,  124  W.  52nd  St.,  New  York 
14,  N.  Y 

Technical  Informaiton  Corp.,  41  Union  Square,  New 
York  1,  N.  Y. 

TKhnical  Publishing  House,  4  Tyler  Rd.,  Lexington  71, 
Mass. 

United  Catalog  Publishers.  Inc.,  60  Madison  Ave  , 
Hempstead,  N.  Y. 

Universal  Sciefttiftc  Co.,  Inc.,  Vincennes,  Ind. 

University  of  Chicago  Press,  The,  Chicago,  III. 

VanNostrand  Co.,  Inc ,  0.,  250  Fourth  Ave.,  New  York 
1,  N.  Y 

Wiley  A  Sons  Inc.,  John,  440  Fourth  Ave.,  New  York. 
N  Y. 


TECHNICAL  WRITINO-ClectranIc 

AVR  Publications  Inc.,  41  E  42nd  St.,  New  York  17, 
N  Y 

Brewer  Associates.  101  Calvin  Bldg.,  Dearborn,  Mich 
Cook  Co.,  The,  Ken,  4424  W  Silver  Spring  Rd ,  Mil¬ 
waukee,  Wit. 

Kalite  Technical  Co.,  Inc.,  715  Mattison  Ave.,  Asbury 
Park,  N  J 

McGraw-Hill  Book  Co.,  Technical  Writing  Service,  110 
W  42nd  St.,  New  York  16,  N  Y 
Myrbeck  A  Co ,  Inc.,  S.  Gunnar,  1458  Hancock  St., 
Quincy  64,  Mass 

Publication  Engineering  Consultants,  41  Nassau  St  , 
New  York  18.  N  Y 

Sams  A  Co.,  Inc  ,  Howard  W.,  2201  E  4bth  St., 
Indianapolis  5,  Ind. 

Technical  Associates  Inc.,  124  W.  S2nd  St.,  New  York 
14,  N  Y 

TKhnical  Publishing  House,  4  Tyler  Rd.,  Lexington  71, 

Mass 


TEES— Aticrew  ave 

$04  MICROWAVE  ACCESSORIES 

Hybrid  Junctions— AAicrowavt 


TEFLON 

U9  PLASTIC  MATERIALS 

Telrafluoroolhyleno 


TELEMETERING  SVSTEMS-Eloctronic 

ACF  ElKtronics,  800  N  Pitt  St.,  Alexandria,  Va. 
Aircraft  Armaments,  Inc.,  CKkeytville.  Md 
AMERICAN  MACHINE  A  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N  Royal  St.,  Alexandria, 
Va  ADV.  PG  180. 

American  Research  A  Mfg  Corp.,  420  Halpinc  Ave., 
Rockville,  Md 

Applied  Science  Corp  of  Princeton,  P  0  Box  44, 
Princeton,  N.  J. 

Arnoux  Corp.,  11424  W  Washington  Blvd  ,  Los  An¬ 
geles  66,  Calif 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  PiKe, 
Paramus,  N  J 

Bailey  Meter  Co.,  1050  Ivanhoe  Rd.,  Cleveland  10, 
Ohio. 

Bell  Aircraft  Corp.,  P.  0.  Box  1,  Buffalo  5,  N.  Y 
Bendix  Aviation  Corp.,  PkiAc  Division,  11600  Sherman 
Way,  North  Hollywood,  Calif. 

Bristol  Co.,  The.  P  0  Box  1740  EBG,  Waterbury  20, 
Conn 

CG  ElKtronics  Oiv.  of  Gulton  Industries,  Inc.,  305 
Dallas  St.,  N.E.,  Albuquerque,  N  M. 

Consolidated  Avionks  Corp.,  800  Shames  Or  ,  West- 
bury,  N  V. 

Consolidated  EiKtrodynamics  Corp,  100  N  Sierra 
Madre  Villa,  Pasadena,  Calif. 

Control  Corp  718  Central  Ave,  Minneapolis  14,  Minn 
CURTISS-WRIGHT  CORP.,  ELECTRONICS  OIV.,  611 
Central  Ave.,  Carlstadt,  N.  J  ADV  PG  144A 
Oatran  ElKtronics,  1816  Rosencrans  Ave ,  Manhattan 
BtKh,  Calif. 

Oevco  Engineering  Inc.,  P  0.  Box  187,  Caldwell,  N  J 
Dorsett  Laboratories,  Inc.,  401  E  Boyd  St.,  Box 
862,  Norman,  Okla 

ElKrto  Craft  Industries,  Inc.,  68  Jackson  St.,  Stamford, 
Conn. 

ElKtronk  Associates  Inc.,  Long  Branch,  N.  J 
EPSCO,  INCORPORATED,  588  Commonwealth  Ave.,  Bos¬ 
ton  15,  Mass.  ADV.  PG.  281-281 
Foxboro  Co  ,  The,  Foxboro,  Mass 
GENERAL  DEVICES,  INC.,  P  0  Box  251,  Princeton, 
N  J  ADV  PG.  164 

General  ElKtric  Co.,  Apparatus  Sales  Div  ,  1  River  Rd., 
SchenKtady  5,  N  Y. 

General  ElKtronic  Laboratories,  Inc.,  18  Ames  St., 
Cambridge,  Mast. 


Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

HAMMARLUND  MFG.  CO.,  460  W.  34th  St.,  New 
York  1,  N  Y  ADV.  PG  310. 

Hoove'’  Electronics  Co.,  IIO  W  TImoflIuni  Rd., 
Tin>oniii^,  Mo  ...aia 

INSTRUMENT  DEVELOPMENT  LABORATORIES  INC., 
67  MKhanic  St.,  Attleboro,  Mass.  ADV.  PG.  543. 
Jefferson  Electronic  Products  Corp.,  322  State  St., 
Santa  Barbara,  Calif. 

Kauke  A  Co.,  1614  Pico  Blvd.,  Sanu  Monicac  Calif. 
Kybernetes  Co.,  4  E.  40th  St.,  New  York  16,  N.  Y 
Lenkurt  Electric  Co.,  Inc.,  1105  County  Rd ,  San  Carlos, 
Calif. 

Lynch  Carrier  Systems,  ItK.,  645  Bryant  St.,  San 
FrarKisco  7,  Calif. 

M  F  ELECTRONICS,  122  E.  25th  St.,  New  York  10, 

N  Y.  ADV  PG.  507 

MAGNETIC  RESEARCH  CORP.,  1160  W.  El  Segundo 
Blvd.,  Hawthorne,  Calif.  ADV.  PG.  482. 

Malco  Co.,  Inc.,  21  N  3rd  St.,  Minneapolis,  Mmn. 
Manning,  Maxwell  &  Moore,  Inc.,  Industrial  Controls 
Oiv.,  250  E.  Mam  St.,  Stratford,  Conn. 

Moore  Associates,  2628  ^ring  St.,  Redwood  City,  Calif 
New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambrldg*  42,  Mass. 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon, 
Ohio  ADV  PG.  214 

NORTHERN  RADIO  CO.,  INC.,  143-145  W  22nd  St., 
New  York  11,  N  Y  ADV.  PG.  104-106 
Norwood  Controls  Unit,  Detroit  Controls  Corp.,  434 
Washington  St.,  Norwood,  Mass 
Parsons  Co.,  Ralpn  M.,  Electronics  Div.,  151  S.  Oe- 
Laccy  Ave.,  Pasadena,  Calif 
Prodelin,  Inc.,  307  Bergen  Ave.,  Kearny,  N.  J. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd ,  Cam¬ 
bridge,  England. 

Radiation,  Inc  .  Melbourne,  Fla  ADV.  PG.  255 
RADIO  FREQUENCY  LABS.,  INC.,  Boonton  2,  N.  J. 
ADV  PG  344 

Seeburg  Corp.,  The,  1500  N  Dayton  St.,  Chicago  22, 
III 

Shand  and  Jurs  Co.,  Sub  of  General  PrKiSion  Equip¬ 
ment  Corp.,  CarlKon  A  Eighth  Sts.,  Berkeley  10,  Calif. 
Southern  Instruments,  Ltd.,  Computer  Div.,  Frimley  Rd., 
Camberlfy.  S  irrty.  England 

SPIVEY,  INC.,  JAMES  S.,  4408  Hamoden  Lane,  Wash¬ 
ington  14,  D  C.  ADV  PG.  531. 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W  C.2,  England. 

Summit  ElKtronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J 

Taller  A  Cooper  Co.,  75  Front  St.,  Brooklyn,  N.  Y. 
lELECHROME  MFG  CORP.,  28  Ranick  Drive,  Amityville, 
N  Y.  ADV  PG.  123 

TelKomputing  Corp.,  415  N  Citrus  Ave.,  Los  Angeles 
38,  Calif 

TelKtro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
Cit)  1,  N  Y 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  IB, 
N  Y  ADV  PG  343,  144 

TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave.,  Dallas  4.  Texas  ADV.  PG  346. 

United  Electrodynamics  Div  of  United  Geophysical  Co., 
Inc  1200  S  Ma-geno,  Pasadena,  Calif 
VAN  NORMAN  INDUSTRIES,  ELECTRONICS  OIV.,  186 
Granite  St.,  Manchester,  N.  H  ADV.  PG.  276,  277 
Warren  Mfg.  Co.,  Inc.,  The,  Newtown  Rd.,  Littleton, 
Mass 

Waugh  Engineering  Co.,  7842  Burnet  Ave.,  Van  Nuys, 
Calif. 

Westinghouse  Electric  Corp.,  P.  0  Box  868,  Pittsburgh 
10,  Pa 


TELEPHONES-Homfsafs 

Audtosears  Corp.,  Shepard  Hill  Rd.,  Roxbury,  N.  Y. 

Automatic  ElKtric  Sales  Corp.,  North  Lake,  III. 

Bogen  Co  ,  David,  P.  0.  Box  500,  Paramus,  N.  J 

Connecticut  Telephone  A  Electric  Corp.,  70  Bntanma  St., 
Meriden,  Conn 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon, 

Ohio  ADV  PG  214 

Palmer,  Inc  ,  M  V.,  4002  Fruit  Valley  Rd.,  Vancouver, 
Wash 

Remler  Company,  2101  Bryant  St,  San  Francisco  10, 
Calif 

Roanwell  Corp  ,  662  Pacific  St.,  Brooklyn  17,  N.  V 

Roflan  Co.,  Corner  Route  1  A  Camp  Meeting  Rd.,  Tops- 
field,  Mass 

Shure  Brothers,  Inc.,  246  Hartley  Ave.,  Evanston,  III. 

Simpson  Mfg.  Co.,  Inc.,  Mark,  32-28  44th  St..  Long 

Island  City  1,  N  V 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
61  Aldwych,  London  W  C.  2,  England. 

Stromberg-Carlson  Co.,  Div  of  General  Dynamics  Corp., 
100  Carlson  Rd  ,  Rochester  1,  N  Y. 

TelKom,  Inc.,  1014  Admi-al  Blvd.,  Kansas  City,  Mo. 

Telephonies  Corp  ,  Park  Ave  ,  Munt.ngton.  N.  Y 

Tnmm,  Inc.,  400  W  Lake  St.,  Libertyville,  III. 


TELEPHONES- Handeefs,  Sound  Powared 

Audiosears  Corp.,  Shepard  Hill  Rd.,  Roxbury,  N  Y 
Roflin  Co.,  Corner  Route  1  A  Camp  Meeting  Rd.,  Tops- 
field,  Mass. 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
61  Aldwych,  London,  W  C  2,  England 
Telephonies  Corp  ,  Park  Ave.,  Huntington,  N  Y. 

U.S.  Instrument  Corp.,  Charlottesville,  Va. 
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TELEVISION  SYSTEMS 


TELEPHONES 

sm  intercommunication  systems 

TELEPHONES— Sound  Poworod 
So*  INTERCOMMUNICATION  SYSTEMS- 
Sound  Poworod 

TELEVISION  MASKS 
Soo  MASKS-TolovitiM 

TELEVISION  PROJEaiON  SCREENS 
Soo  SCREENS— Tolovision  Proiootien 

TELEVISION  SYSTEMS-C/oiod  Circuit 

A.R.F.  Products,  Inc.,  7627  Lake  St.,  River  Forest,  III. 

A  R  i  T  Electronics,  Inc.,  P.  0.  Box  370,  North  Little 
Rock,  Ark. 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

B  4  K  Manufacturing  Co.,  3726  N.  Southport  Ave., 
Chicago  13,  III. 

Blonder-Tongue  Laboratosies  Inc.,  9-25  Ailing  St., 
Newark  2,  N.  J. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  V. 

Community  Engineering  Corp.,  Box  824,  State  College, 
Pa. 

Dage  Television  Div.  of  Thompson  Products,  Inc.,  W. 
Tenth  St.,  Michigan  City,  Ind. 

DuMont  Laboratories,  Inc.,  Allen  B.  750  Bloomfield  Ave., 
Clifton,  N.  J. 

Entron,  Inc.,  4902  Lawrence  St.,  Bladensburg,  Md. 

Friez  Instrument  Div.,  Bendix  Aviation  Corp.,  Baltimore 
4,  Md. 

General  Electric  Co.,  Technical  Products  Dept.,  Elec¬ 
tronics  Park,  Syracuse,  N.  Y. 

General  Precision  Laboratory,  Inc.,  63  Bedford  Rd., 
Pleasantville,  N.  Y. 

Grimson  Color,  Inc.,  381  Fourth  Ave.,  New  York  16, 
N.  Y. 

JERROLD  ELECTRONICS  CORP.,  15th  &  Lehigh,  Phila¬ 
delphia  32,  Pa.  ADV.  PG.  342. 

KIN  TEL,  Box  623,  5725  .Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  ADV.  PG.  51-57. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

Miratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  Minn. 

Sarkes  Tarzian,  Inc.,  Rectifier  Div.,  415  N.  College  Ave., 
Bloomington,  Ind. 

Setchell  Carlson,  Inc.,  330  Fifth  Ave.,  New  Brighton, 
Minn. 

Spencer-Kennedy  Labs.,  Inc.,  1318  Soldiers  Field  Rd., 
Boston  35,  Mass. 

Standard  Electronics  Div.  of  Radio  Engineering  Labs., 
Inc.,  29-01  Borden  Ave.,  Long  Island  City  1,  N.  Y. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityville, 
N.  Y.  ADV.  PG.  323. 

Television  Utilities  Corp.,  112-33  Colonial  Ave.,  Corona, 
N.  Y. 

Thompson  Products,  Inc.,  Electronics  Div.,  2196  Clark- 
wood  Ave.,  Cleveland  3,  Ohio. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK 
&  SONS,  Wolf  HIM  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG  394C. 

Westbury  Electronics,  Inc.,  300  Shames  Drive,  Westbury, 
N.  Y. 

Zoomar,  Inc.,  Glen  Cove,  N.  Y. 


TELEVISION  SYSTEMS-Induifriaf 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London 
SE  26,  England. 

Community  Engineering  Corp.,  Box  824,  State  College, 
Pa. 

Dage  Television  Div.  of  Thompson  Products,  Inc.,  W.  10th 
St.,  Michigan  City,  Ind. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield 
Ave.,  Clifton,  N.  J. 

Entron,  Inc.,  4902  Lawrence  St.,  Bladensburg,  Md. 

Friez  Instrument  Div.,  Bendix  Aviation  Corp.,  Balti¬ 
more  4,  Md. 

General  Cybernetics  Corp.,  1751  N.  Coronada  St.,  Los 
Angeles  26,  Calif. 

General  Electric  Co.,  Technical  Products  Dept.,  Elec¬ 
tronics  Park,  Syracuse,  N.  Y. 

General  Precision  Laboratory  Inc.,  63  Bedford  Rd., 
Pleasantville,  N.  Y. 

Grimson  Color,  Inc.,  381  Fourth  Ave.,  New  York  16, 
N.  Y. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

International  Telephone  &  Telegraph  Corp.,  Industrial 
Products  Div.,  15191  Bledsoe  St.,  San  Fernanda, 
Calif. 

JERROLD  ELECTRONICS  CORP.,  15th  &  Lehigh,  Phila¬ 
delphia  32,  Pa.  ADV.  PG.  342. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  ADV.  PG.  51-57. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

Miratel,  Inc.,  1080  Dianne  St.,  St.  Paul,  Minn. 

Philco  Corp.,  Government  &  Industrial  Div.,  4700  Wissa- 
hickon  Ave.,  Philadelphia  44,  Pa. 


RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J  ADV.  PG.  440,  441,  Third  & 
Fourth  Covers  &  Preceding  Insert. 

Sarkes  Tarzian,  Inc.,  Rectifier  Div.,  415  N.  College 
Ave.,  Bloomington,  Ind. 

Setchell  Carlson,  Inc.,  330  Fifth  Ave.,  New  Brighton, 
Minn. 

Spencer-Kennedy  Labs.,  Inc.,  1318  Soldiers  Field  Rd., 
Boston  35,  Mass. 

Standard  Electronics  Div.  of  Radio  Engineering  Labs., 
Inc.,  29-01  Borden  Ave.,  Long  Island  City  1,  N.  Y. 

Taller  &  Cooper  Co.,  75  Front  St.,  Brooklyn  1,  N.  V. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityville, 
N.  Y.  ADV.  PG.  323. 

Television  Utilities  Corp.,  112-33  Colonial  Ave.,  Corona, 
N.  Y. 

Westbury  Electronics,  Inc.,  300  Shames  Drive,  West¬ 
bury,  N.  Y. 

Zoomar,  Inc.,  Glen  Cove,  N.  V. 


TEMPERATURE 
Suu  INDICATORS 


TENSIONS-Coil  WjndiiHI 

COIL  WINDING  EQUIPMENT  CO.,  109  Audrey  Ave., 
Oyster  Bay,  N.  Y.  ADV.  PG.  458,  459. 

Oaktron  Electric  Co.,  Tinley  Park,  III. 

PRECISE  MEASUREMENTS  CO.,  R.  0.  #1,  Millbrooks 
Rd.,  Flemington,  N.  J.  ADV.  PG.  503. 

Rollan  Electric  Co.,  8233  S.  Princeton  Ave.,  Chicago  20, 
III. 

Tensitron,  Inc.,  Harvard,  Mass. 

Universal  Winding  Co.,  P.  0.  Box  1605,  Providence,  R.  I. 


TERMINAL  BLOCKS 

Accurate  Electronics  Corp.,  Dept.  G.,  169  Abbe  Rd.,  S., 
Elyria,  Ohio. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave  ,  Mil¬ 
waukee  4,  Wis.  ADV.  PG.  421. 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York 
38,  N.  Y. 

Amatom  Electronic  Hardware  Co.,  Inc.,  88  Drake  Ave., 
New  Rochelle,  N.  Y. 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd.  &  Manufacturers  Rd.,  Chattanooga  5,  Tenn. 
ADV.  PG.  237. 

Apahouser  Corp.,  1312  Boylston  St.,  Boston,  Mass. 

Applied  Resins  Corp.,  304  Oraton  St.,  Newark  4,  N.  J. 

Armel  Electronics,  Inc.,  840  Fifth  Ave.,  Brooklyn  32, 
N.  V. 

Automatic  Electric  Sales  Corp.,  North  Lake,  III. 

BG  Corp.,  The,  321  Broad  Ave.,  Ridgefield,  N.  J. 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden 
Station,  Flushing  64,  N.  Y. 

Buchanan  Electrical  Products  Corp.,  223  U.  S.  Route  22, 
Hillside,  N.  J. 

Burndy  Corporation,  Norwalk,  Conn 

CINCH  MFG.  CORP.,  1026  S.  Homan  Ave.,  Chicago  24, 
III.  ADV.  P3.  438,  439. 

COLLECTRON  CORP.,  304  E.  45th  St.,  New  York  17, 
N.  Y.  ADV.  PG.  578. 

CONTINENTAL  CONNECTOR  CORP.,  34-63  56th  St., 
Woodside  77,  N.  Y.  ADV.  PG.  224,  225. 

Curtis  Development  &  Mfg.  Co.,  3226  N.  33rd  St., 
Milwaukee  16,  Wis,. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

Eby  Co.,  Hugh  H.,  4701  Germantown  Ave.,  Philadelphia 
44,  Pa. 

ELECTRICAL  INSULATION  CO.,  INC.,  1245  Marconi 
Blvd.,  Copiague,  N.  Y.  ADV.  PG.  584. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Enflo  Corp.,  Fellowship  Rd.  &  Route  73,  Maple  Shade, 
N.  J. 

Etching  Co.  of  California,  Q-Circuits  Div.,  1208  Howard 
St.,  San  Francisco  3,  Calif. 

FEDERAL  SCREW  PRODUCTS,  INC.,  3917  N  Kedzic 
Ave.,  Chicago  18,  III.  ADV.  PG.  508. 

Fisher  &  Crome,  107  N.  Camac  St.,  Philadelphia  7,  Pa. 

FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U.  S.  GAS¬ 
KET  CO.,  Camden  1,  N.  J.  ADV.  PG.  529. 

Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 

Garde  Mfg.  Co.,  588  Eddy  St.,  Providence  3,  R.  I. 

GENERAL  COMPONENTS  INC.,  225-229  E.  144th  St., 
New  York  51,  N.  Y.  ADV.  PG.  574. 

Glass  Solder  Engineering,  4232  Temple  City  Blvd,  Rose¬ 
mead,  Calif 

Graphik-Circuits  Div.  of  Cinch  Mfg.  Corp.,  200  S. 
Turnbull  Canyon  Rd.,  La  Puenta,  Calif. 

Helipot  Corp.,  Newport  Beach,  Calif. 

Hermetic  Pacific  Corp,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif. 

I  E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12,  III. 

Ilsco  Corporation,  Cincinnati  27,  Ohio. 

Jodee  Plastics  Co.,  3089  Fulton  St.,  Brooklyn  8,  N.  Y. 

JONES  OlV.  HOWARD  B.  CINCH  MFG.  CORP.,  1026 
S.  Homan  Ave.,  Chicago  24,  III.  ADV.  PG.  438,  439. 

Keystone  Electronics  Corp.,  49  Bleecker  St.,  New  York 
12,  N.  Y. 

Kolton  Electric  Mfg.  Co.,  123  New  Jersey  Railroad  Ave., 
Newark  5,  N.  J. 

KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt. 
Vernon,  N.  Y.  ADV.  PG.  589. 

Laminated  Sheet  Products  Corp.,  449  Neponset  St.,  P.  0. 
Box  390,  Norwood,  Mass. 


1958-1959  LISTINGS  of 


Lerco  Electronics,  Inc.,  501  S.  Varney  St.,  Burbank, 
Calif. 

Marathon  Electric  Mfg.  Corp.,  Randolph  &  Cherry  Sts., 
Wausau,  Wis. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Mica  Insulator  Div.  of  Minnesota  Mining  &  Mfg.  Co., 
Schenectady  1,  N.  Y. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

Mitronics,  Inc.,  1290  Central  Ave.,  Hillside,  N.  J. 

Molded  Insulation Xo.,  335  E.  Price  St.,  Philadelphia  44, 
Pa. 

Molding  Corp.  of  America,  40  Church  St.,  Pawtucket 
R.  I. 

Molex  Products  Co.,  9515  Southview  Ave.,  Brookfield 
III. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New 
York  11,  N.  Y. 

Olympic  Plastics  Co.,  Inc.,  3471  S.  LaCienega  Blvd.,  Lot 
Angeles  16,  Calif. 

Penn  Fibre  &  Specialty  Co.,  2020  E.  Westmoreland  St., 
Philadelphia  34,  Pa. 

Permonitc  Mfg.  Co.,  444  N.  Lake  Shore  Dr.,  Chicago 
11,  III. 

Pfleger  Products,  3901  54th  St.,  Los  Angeles,  Calif. 

Pilgrim  Products,  Inc.,  16  Spruce  St.,  West  Acton,  Mass 

REEVES  INSTRUMENT  CORP.,  227  E.  91tt  St.,  New 
York  28,  N  Y  ADV  PG  433 

REVERE  CORP  OF  AMERICA,  SUB.  OF  NEPTUNE 
METER  CO.,  Wallingford  2,  Conn  ADV  PG.  492. 

Rex  Rheostat  Co.,  3  Foxhurst  Rd.,  Baldwin,  N.  Y. 

Rollan  Co.,  Corner  Route  1  4  Camp  Meeting  Rd.,  Tops- 
field,  May 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Oavls- 
ville.  Pa.  ADV.  PG.  472. 

Shaw  Insulator  Co.,  160  CoK  St.,  Irvington  11,  N  J. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0.  Box 
85,  Gardena,  Calif. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx  61, 
N  Y 

Smith  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y 

Square  D  Co.,  4041  N  Richards,  Milwaukee  12,  Wis. 

States  Co.,  19  New  Park  Ave  ,  Hartford  6,  Conn. 

Stromberg-Carlson  Co  .  Div  of  General  Dynamics  Corp., 
100  Carlson  Rd ,  Rochester  3,  N.  Y. 

Tingstol  Co.,  1461  W  Grand  Ave.,  Chicago  22,  III 

Wade  Electric  Products  Co.,  100  Jacob  St.,  Sturgis, 
Mich. 

Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx  61, 
N  Y. 

Westinghouse  Electric  Corp.,  P.  0  Box  868,  Pittsburgh 
10,  Pa. 

Whitaker  Cable  Corp.,  Kanus  City  16,  Mo. 


TERMINAL  BOARDS 

Accurate  Electronics  Corp.,  Dept.  6,  169  Abbe  Rd.,  S., 
Elyria,  Ohio. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

Aeronautical  Electric  Co.,  5656  Northwest  Highway, 
Chicago  30,  III. 

Alcon  Metal  Products,  Inc.,  1750  N.  Kimball  Ave., 
Chicago  47,  III 

ALDEN  PRODUCTS  CO.,  112  N  Main  St.,  Brockton, 
Mass  ADV  PG  472 

Allied  Allegri  Inc.,  141  River  Rd.,  Nutley,  N  J. 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

Amatom  Electronic  Hardware  Co.,  Inc.,  88  Drake  Ave., 
New  Rochelle,  N  Y 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd.  &  Manufacturers  Rd.,  Chattanooga  5,  Tenn. 
ADV.  PG  237 

AMPHENOL  ELECTRONICS  CORP.,  1830  S.  S4th  Ave  , 
Chicago  50,  III.  ADV.  PG.  IS. 

Apahouser  Corp.,  1312  Boylston  St.,  Boston,  Mass. 

Ark-Les  Switch  Corp.,  51  Water  Ct.,  Watertown  72, 
Mass. 

Armel  Electronics,  Inc.,  840  Fifth  Ave.,  Brooklyn  32, 
N  Y 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave,  Brooklyn, 
N.  Y.  ADV  PG.  476. 

Buchanan  Electrical  Products  Corp.,  223  U.  S.  Routt  22, 
Hillside,  N  J. 

Bureau  of  Engraving,  Inc.,  Industrial  Div.,  500  S.  Fourth 
St.,  Minneapolis  15,  Minn. 

Cadre  Industries  Corp  ,  Box  150,  Endicott,  N  Y. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave, 
Cambridge  38,  Mass  ADV.  PG.  74. 

CINCH  MFG.  CORP.,  1026  S.  Homan  Ave.,  Chicago  24, 
III.  ADV.  PG.  438,  439. 

Cleveland  Metal  Specialties  Co.,  1783  E.  21st  St., 
Cleveland  14,  Ohio 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N  Second  Ave., 
Mt.  Vernon,  N.  Y.  ADV  PG.  572. 

Colls-Electronics  Co.,  2939-49  N.  2nd  St.,  Philadelphia 
33,  Pa. 

Comco  Plastics,  Inc.,  97-24  Albert  Rd.,  Ozone  Park, 
N  Y 

CONTINENTAL  CONNECTOR  CORP.,  34-63  S6th  St., 
Woodside  77,  N.  Y  ADV.  PG.  224,  225. 

Curtis  Development  4  Mfg.  Co.,  3226  33rd  St.,  Mil¬ 
waukee  16,  Wis. 

Dalmore  Corp.,  47  Prospect  St.,  Woburn,  Mass. 

Decatur  Electronics  Industries  Corp.,  203  Omico  Drive, 
Briqhtwater,  N.  Y. 

OeJUR-AMSCO  CORP.,  Northern  Blvd.  at  45th  St.,  Long 
Island  City  1,  N  Y  ADV  PG.  223-225. 

Detronic  Industries,  33840  Plymouth  Rd.,  Livonia,  Mich. 
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Eby  Co.,  Hugh  H.,  4701  Germantown  Ave.,  Philadolphia 

44,  Pa. 

ELECTRICAL  INSULATION  CO.,  INC.,  124S  Marconi 
Bird.,  Copiaouf,  N.  Y.  AOV.  PG.  584. 

Elm  Laboratorin,  18  S.  Broadway,  Oobbs  F«rry,  N.  Y. 
Emerson  Plastics  Corp.,  1181  Seabury  Ave..  Bronx  61, 
N  Y. 

Emmco  Plastics  Fabricators,  68  VlfW  St>,  Everett  48, 
Mass. 

Enflo  Corp.,  Fellowship  Rd  &  Routt  7),  Maple  Shade, 
N  J 

EPOXY  PRODUCTS,  INC.,  117  Coit  St.,  Irvinpton,  N.  J. 
AOV.  PG  779 

Etching  Co.  of  California,  Q-Circults  Div.,  1208  Howard 
St.,  San  Francisco  1,  Calif 

Fidelity  Amplifier  Corp.,  1611  N.  Halsted  St.,  Chicago 
14,  III. 

Fisher  &  Crome,  107  N.  Camac  St.,  Philadelphia  7,  Pa. 
FLUOROCARBON  PRODUCTS  INC,  DIV  OF  U.  S. 

GASKET  CO.,  Camden  l,  N.  J.  AOV.  PG  128. 
Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 

Garde  Mfg.  Co.,  5B8  Eddy  St.,  Providence  1,  R.  I. 
General  Coil  Products  Corp.,  147-12  Liberty  Ave., 
Jamaica  11.  N  Y 

GENERAL  COMPONENTS  INC.,  221-228  E.  144th  St., 
New  York  51,  N  Y  AOV.  PG.  574. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Graphih-Circuits  Oiv.  of  Cinch  Mfg  Corp.,  200  S.  Turn* 
hull  Canyon  Rd.,  La  Puente,  Calif 
Harvey  Hubbell,  Inc.,  State  St.  &  Bostwick  Ave., 
Bridgeport  2,  Conn 

Hobson  Bros.,  Inc.,  4840  W.  Lawrence  Ave.,  Chicago 
10,  III 


I  E  Manufacturing,  125  N  Hoyne  Ave  ,  Chicago  12, 
III 

INDUSTRIAL  HARDWARE  MFG.  CO.,  INC.,  108  Prince 
St.,  New  York,  N.  Y.  AOV.  PG.  502 

Jodee  Plastics  Co.,  1088  Fulton  St.,  Brooklyn  8,  N.  Y. 

Johns-Manville,  22  E.  40th  St.,  New  York  16,  N.  Y. 

JONES  DIV.,  HOWARD  B.,  CINCH  MFG.  CORP.,  1026 
S.  Homan  Ave.,  Chicago  24,  111.  AOV.  PG  4}8,  418. 

Keystone  Electronics  Corp.,  48  Bleecker  St.,  New  York 
17,  N  Y  _ 

KULKA  ELECTRIC  CORP,  611  S  Fulton  Ave.,  Mt. 
Vernon,  N  Y  AOV  PG  588 

Lacey  Brothers  Etched  Circuits.  117  S.  Lombard,  Oak 
Park,  III. 

lammated  Shert  Products  Corp.,  448  Neponset  St., 
P  0  Bov  180,  Norwood,  Mass. 

Lerco  Electronics,  Inc.,  501  S.  Varney  St.,  Burbank, 


Calif. 

Litton  Industries,  116  N.  Foothill  Rd ,  Beverly  Hills, 
Calif. 

Litton  Industries,  Components  Oiv.,  5871  Rodeo  Rd., 
Los  Angeles  16,  Calif. 

Martin  Co.,  Inc.,  Rodmsn  H.,  Electronics  Oiv.,  100  W, 
Oak  St.,  Norristown,  Pa 

Measurement  Ftsgineering,  Ltd.,  Arnprior,  Ontario,  Canada. 

Mica  Insulator  Oiv  of  Minrvesota  Mining  A  Mfg  Co., 
Schenectady  1,  N  Y 

Micarta  Fabricators,  Inc.,  5124  N  Ravenswood  Ave., 
Chicago  40,  III. 

Millen  Mfg  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

Molded  Fiberglass  Sheet  Co.,  4108  Benefit  Ave.,  Ash¬ 
tabula,  Ohio 

Molded  Insulation  Co.,  115  E  Price  St.,  Philadelphia 
44,  Pa. 

Molding  Corporation  of  America,  40  Church  St.,  Paw¬ 
tucket,  R.  I 

Molex  Products  Co  ,  8515  Souhtview  Ave  ,  Brookfield,  III. 

MYCALEX  CORPOI^ATION  OF  AMERICA,  125  Clifton 
Blvd.,  Clifton.  N.  J  ADV.  PG  111. 

National  Tel-Tronics  Corp.,  15  St.  Casmlrs  Ave., 
Yonkers,  N  Y. 

Norrich  Plastics  Corp.,  107-108  W.  IBth  St.,  New 
York  11,  N  Y. 

Northern  Industrial  Chemical  Co.,  7-11  Elkins  St.,  South 
Boston  27,  Mass 

Penn  Fibre  &  Specialty  Co.,  2020  E  Westmoreland 
St.,  Philadelphia  14,  Pa 

Permonlte  Mfg  Co ,  444  N.  Lake  Shore  Or.,  Chicago  11, 
III 

PReger  Products,  1801  W  54th  St.,  Los  Angeles,  Calif. 

Pilgrim  Products,  Inc.,  16  Spruce  St.,  West  Acton, 
Mats. 

Precision  Metal  Products  Co.  of  Malden,  41  Elm  St., 
Stoneham  80,  Mass 

REEVES  INSTRUMENT  CORP.,  227  E.  81tt  St.,  Hew 
York  28,  N.  Y  AOV  PG  411 

Rex  Rheostat  Co.,  1  Foxhurst  Rd.,  Baldwin,  N.  Y. 

RICHARDSON  CO.,  THE,  2767  Lake  St.,  Melrose  Park, 
III  AOV.  PG  280 

Rohan  Co.,  Corner  Route  I  A  Camp  Meeting  Rd.,  Tops- 
field,  Mats 

ROSS  METALS  CO.,  MILTON,  505  Oavltville  Rd.,  Oavls- 
vllle.  Pa  ADV.  PG  472. 

Shaw  insulator  Co.,  160  Coit  St.,  Irvington  11,  N.  J. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  0. 
Box  85,  Gardena,  Calif. 

Silicone  Insulation,  Inc.,  1185  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Smith  Inc.,  Herman  H.,  2126  Nostrand  Ave.,  Brooklyn 
10,  N.  Y 

Spruce  Pine  Mica  Co.,  Spruce  Pine,  N.  C. 

Stanwyck  Winding  Co.,  117  Walsh  Ave.,  Newburgh,  N.  Y, 

States  Co.,  18  New  Park  Ave.,  Hartford  6,  Conn. 

Strickland  Engineering  Co.,  Inc.,  177  Austin  St., 
Newtonville,  Mass. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 


N.  J. 


Swedlow  Plastics  Co ,  6886  BandinI  Blvd.,  Los  Angeles 
22,  Calif. 

Techniques,  Inc.,  52  Jackson  Ave.,  Hackensack,  N.  J. 
Thomas  A  Betts  Co.,  Inc.,  16  Butler  St.,  Elizabeth  1, 
N.  J. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave.,  Bloom- 
Vld,  N  J.  AOV.  PG.  518 
Tingstol  Co.,  1461  W.  Grand  Ave.,  Chicago  22,  III. 
TrI-Dex  Co.,  P.  0.  Box  1207,  Lindsay,  Calif. 

Vector  Electronic  Co.,  1100  Flower  St.,  Glendale  1, 
Ulif. 

Vitroseal  Corp.,  Vine  A  Race  Sts.,  Ridgeway,  Pa. 
Walter  Lee  Chemical  Co.,  IIBI  Seabury  Ave.  Bronx  61, 
N  Y. 

Whitaker  Cable  Corp.,  Kansas  City  16,  Mo. 


TERMINAL  STRIPS 

Accurate  Electronics  Corp.,  Dept.  G,  168  Abbe  Rd.,  S., 
Elyria,  Ohio. 

Actioncraft  Products,  8  Sagamore  Hill  Drive,  Part 
Washington,  N.  Y. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

Aeronautical  Electric  Co.,  5656  Northwest  Highway, 
Chicago  10,  ill. 

Alcon  Metal  Products,  Inc.,  1750  N.  Kimball  Ave., 
Chicago  47,  III 

ALOEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton  64, 
Mass.  AOV.  PG  472. 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  18, 

H.  Y. 

Am.stam  Electronic  Hardware  Co.,  Inc.,  88  Drake  Ave., 
New  RKhelle.  N  Y 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd.  A  Manufacturers  Rd.,  Chattanooga  5,  Tenn. 
ADV.  PG.  217. 

Apahouser  Corp.,  1112  Baylston  St.,  Boston,  Mass. 
Ark-Les  Switch  Corp.,  51  Water  St.,  Watertown  72, 
Mass. 

Armel  Electronics,  Inc.,  840  Filth  Ave.,  Brooklyn  12, 

N  y 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 

N  Y.  AOV  PG  476 

Automatic  Electric  Sales  Corp.,  North  Lake,  III. 
Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
11,  N  Y. 

Buchuian  Electrical  Products  Corp.,  221  U.  S.  Route  22, 
Hillside,  N  J 

Burndy  Corporation  Norwalk,  Conn. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave  , 
Cambridge  18.  Mass.  ADV.  PG.  74. 

CINCH  MFG.  CORP.,  1026  S  Homan  Ave.,  Chicago  24, 
III  ADV.  PG.  418.  4)8 

Coils-Electronics  Co.,  2818-48  N.  2nd  St.,  Philadelphia 
11,  Pa. 

Comco  Plastics,  Inc.,  87-24  Albert  Rd.,  Ozone  Park, 

N  Y. 

Curtis  Development  A  Mfg  Co.,  1226  llrd  St., 
Milwaukee  16,  Wis. 

Detronic  Industries,  11840  Plymouth  Rd.,  Livonia, 

Mirh. 

Duralith  Corp.,  1025  Race  St,  Philadelpha  7,  Pa 
Eby  Co.,  Hugh  H.,  4701  Germantown  Ave.,  Philadelphia 
44  Pa 

ELECTRICAL  INSUUTION  CO.,  INC.,  1245  Marcom 
Blvd  .  Copiague,  N.  Y.  ADV  PG  584. 

Elm  Laboratories,  18  S.  Broadway,  Oobbs  Ferry,  N.  Y. 
Emerson  Plastics  Corp.,  1181  Seabury  Ave.,  Bronx  61, 
N  Y. 

Emmco  Plastics  Fabricators,  68  Vine  St.,  Everett  48, 
Mass. 

Enflo  Corp.,  Fellowship  Rd.  A  Route  71,  Maple  Shade, 
N  J 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  AOV.  PG.  140, 
141 

Etching  Co.  of  California,  Q-Circuits  Oiv.,  1208  How¬ 
ard  St.,  San  Francisco  1,  Calif. 

FEDERAL  SCREW  PRODUCTS,  INC.,  1817  N.  Kedzie 
Ave.,  Chicago  18,  III.  AOV.  PG.  508 
Fisher  A  Crome,  107  N.  Camac  St.,  Philadelphia  7,  Pa. 
FLUOROCARBON  PRODUCTS  INC.,  OIV.  OF  U.  S. 

GASKET  CO.,  Camden  1,  N.  J.  AOV.  PG.  528. 
Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 

Garde  Mfg.  Co.,  588  Eddy  St.,  Providence  1,  R.  I. 
General  Coil  Products  Corp.,  147-12  Liberty  Ave., 
Jamaico  15,  N  Y. 

GENERAL  COMPONENTS  INC.,  225-228  E.  144th  St., 
New  York  51  N.  Y.  AOV.  PG.  574 
Glass  Solder  Engineering,  4212  Temple  City  Blvd., 
Roseme.sd,  Calif. 

Graphik-CIrcuits  Oiv.  of  Cinch  Mfg.  Corp.,  200  S. 

Turnbull  Canyon  Rd.,  La  Puente,  Calif. 

HK  Metal  Craft  Mfg.  Corp.,  1785  Tenth  Ave.,  New 
York  14,  N.  Y. 

Hermetic  Pacific  Corp.,  4212  Temple  City  Blvd.,  Rose¬ 
mead,  Calif 

I.  E  Manufacturing,  125  N.  Hoyne  Ave.,  Chicago  12,  III. 
Industrial  Engravers,  Inc.,  2212  Mcdonald  Ave.,  Brook¬ 
lyn  21,  N  Y 

INDUSTRIAL  HARDWARE  MFG.  CO.,  INC.,  108  Prince 
St.,  New  York,  N.  Y.  AOV.  PG.  502. 

Irwin  Products  Co.,  4817  N.  Oamen,  Chicago  25,  III. 
Jodee  Plastics  Co  ,  1088  Fulton  St.,  Brooklyn  8,  N.  Y. 
JONES  DIV.,  HOWARD  B.,  CINCH  MFG.  CORP.,  1026 
S.  Homan  Ave.,  Chicago  24,  III.  AOV.  PG.  418,  418. 
JOY  MFG.  CO.,  Dept.  18,  Oliver  Bldg.,  Pittsburgh  22, 
Pa  ADV  PG  26 

KULKA  ELECTRIC  CORP.,  611  S.  Fulton  Ave.,  Mt. 

Vernon,  N.  Y.  AOV.  PG  588. 

Lacey  Brothers  Etched  Circuits,  117  S.  Lombard,  Oak 
Park,  III. 


Laminated  Sheet  Products  Corp.,  448  Neponset  St., 
P.  0.  Box  180,  Norwood,  Mass. 

Lerco  Electronics,  Inc.,  501  S.  Varney  St.,  Burbank, 
Calif. 

Litton  Industries,  Components  Div.,  5871  Rodeo  Rd., 
Los  Angeles  16,  Calif. 

Marathon  Electric  Mfg  Corp.,  Randolph  A  Cherry  Sts., 
Wausau,  Wis. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  100 
W.  Oak  St.,  Norristown,  Pa. 

Mica  Insulator  Div.  of  Minnesota  Mining  &  Mfg.  Co.* 
Schenectady  1,  M.  Y. 

Micarta  Fabricators,  In:.,  5324  H.  Ravenswood  Ave. 

,  Chicago  40,  III.  ^  AA  ..A  ' 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass 

Molded  Insulation  Co.,  115  E.  Price  St.,  Philadelphia 
44,  Pa.  ^  „ 

Molding  Corporation  of  America,  40  Church  St.,  Paw- 
tucket,  R.  I.  .  «  u. 

Molex  Products  Co.,  8515  Southview  Ave.,  Brookfield, 

MYCALEX  CORPORATION  OF  AMERICA,  125  Cliftsn 
Blvd.,  Clifton,  N.  J.  AOV.  PG.  111. 

National  Tel-Tronics  Corp.,  15  St.  Casmirs  Ave.,  Yonkers, 
N  Y 

Norrich  Plastics  Corp.,  107-108  W.  18th  St.,  New  York 

II.  N  Y 

NORTH  ELEaRIC  CO.,  551  S.  Market  St.,  Gallon,  Ohio. 
AOV.  PG  218 

Northern  Industrial  Chemical  Co.,  7-11  Elkin  St., 
South  Boston  27,  Mass. 

Olympic  Plastics  Co.,  Inc.,  1471  S.  La  Clenega  Blvd., 
Los  Angeles  16,  Calif. 

Penn  Fibre  A  Specialty  Co.,  2020  E.  Westmoreland  St., 
PhlDdelphia  14,  Pa. 

Permonlte  Mfg.  Co.,  444  N  Lake  Shore  Dr.,  Chicago  11, 

III. 

Pfleger  Products,  1801  W.  54th  St.,  Los  Angeles,  Calif. 
Precision  Metal  Products  Co.  of  Malden,  41  Elm  St., 


Stonelum  80.  Mass 

REEVES  INSTRUMENT  CORP.,  227  E  8l5t  St.,  New 
York  28,  N  Y.  ADV  PG.  411. 

Rex  Rheostat  Co.,  1  Foxhurst  Rd..  Baldwin,  N.  Y. 
Roflan  Co.,  Corner  Route  1  A  Camp  Meeting  Rd.,  Tops- 
field.  Mass 

ROSS  METALS  CD.,  MILTON,  505  Davisville  Rd.,  Davis- 
vine.  Pa  AOV.  PG,  472. 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield,  III. 
Sierra  Electric  Corp.,  15100  S.  Figue-aa  St.,  P.  0. 
Box  85,  Gardena,  Calif. 

Silicone  Insulation,  Inc.,  1185  Seabury  Ave.,  Bronx  61, 


N  V. 

Sinclair  Mfg.  Co.,  Chartley,  Mass. 

Smith,  Inc.,  Herman  H.,  2126  Nostrand  Ave.,  Brooklyn 
10.  N  V 

States  Co.,  18  New  Park  Ave.,  Hartford  6,  Conn. 

Stone  City  Machine  A  Tool  Co.,  Inc.,  1206  Seventh  St., 
P.  0.  Box  151,  Bedford.  Ind. 

Stromberg-Carlson  Co.,  Oiv.  of  General  Dynamics  Corp., 
100  Carlson  Pd.,  Rochester  1,  N.  V, 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 


N  J. 

Swedlow  Plastics  Co.,  68S6  BandinI  Blvd.,  Los  Angeles 
22.  Calif. 

TKhnIgues,  Inc.,  52  Jackson  Ave.,  Hackensack.  N.  J. 

Thermo  Materials  Inc.,  4040  Campbell  Ave.,  Menlo 
Park,  Calif. 

Thomas  A  Betts  Co.,  Inc.,  16  Butler  St.,  Elizabeth  1. 
N  J 

THOR  CERAMICS,  INC.,  225  Belleville  Ave.,  Bloomfield, 
N.  J.  ADV  PG.  518 

Tingstol  Co  ,  1461  W  Grand  Ave.,  Chicago  22,  III. 

TORWICD  electronics,  INC.,  1080  Morris  Ave., 
Union,  N.  J.  AOV.  PG.  461. 

TrI-Oex  Co.,  P.  0.  Box  1207,  Lindsay,  Calif. 

Vector  Electronic  Co.,  1100  Flower  St.,  Glertdale  1, 
Calif 

Vitroseal  Corp.,  Vine  A  Race  Sts.,  Ridgway,  Pa. 

W.  A  M  Mfg.  Corp.,  187  Lafayette  St.,  New  York  11, 
N.  V 

Waldom  Electronics,  Inc.,  4625  W.  51rd  St.,  Chicago 
12,  III. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 

III. 

Walter  Lee  Chemical  Co.,  1181  Seabury  Ave.,  Bronx  61, 
N.  V 

Whitaker  Cable  Corp.,  Kansas  City  16.  Mo. 


TERMINAU 

(h)  Indieafos  homMlically  scaled  typas. 

Accurate  Electronics  Corp.,  n-.-it.  G,  168  Abbe  Rd.,  S., 
Elyria,  Ohio. 

Aerolite  Electronics  Corp.,  2207  Summit  Ave.,  Union 
City,  N.  J. 

Alcon  Metal  Products,  Inc.,  1750  N.  Kimball  Ave., 
Chicago  47.  III. 

ALOEN  PRODUCTS  CO.,  112  N.  Main  St.,  BrKkton, 
Mass  AOV,  PG.  472 

Allied  Allegri  Inc.,  141  River  Rd.,  Nutley,  N.  J. 

Amatom  Electronic  Hardware  Co.,  Inc.,  88  Drake  Ave., 
New  Rxhelle,  N,  Y. 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20,  Conn. 
AMERICAN  LAVA  CORP.,  STEATITE  OIV.,  Cherokee 
Blvd.  A  Manufacturers  Rd.,  Chattanooga  5,  Tenn. 
AOV  PG  217  (h) 

AMPHENOL  ELECTRONICS  CORP.,  1810  S.  54th  Ave., 
Chicago  50,  III.  AOV.  PG.  18. 

A'k-Les  Switch  Corp.,  51  Water  St.,  Watertown  72, 
Mass. 

Armel  Electronics,  Ine.,  840  Fifth  Ave.,  Brooklyn  12, 
N  V. 
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Atmo  Seal  Co.,  4321  Fielding  St.,  Cincinnati  9, 
Ohio.  (h) 

BEAD  CHAIN  MFC.  CO.,  110  Mountain  Grove  St., 
Bridgeport  5,  Conn.  ADV.  PG.  517. 

Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 
111. 

Buchanan  Electrical  Products  Corp.,  223  U.  S.  Route  22, 
Hillside,  N.  J. 

Burndy  Corporation,  Norwalk,  Conn. 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Aye., 
Cambridge  38,  Mass.  ADV.  PG.  74. 

CARBORUNDUM  CO.,  THE,  LATROBE  PLANT,  Latrobt, 

-  r«,  Auv,  PU,  72,  13,  (h) 

CERAMASEAL  CO.,  THE,  Box  25,  New  Lebanon  Center, 
N.  Y.  ADV.  PG.  437. 

CINCH  MFG.  CORP.,  1026  S.  Homan  Ave.,  Chicago  24, 
III.  ADV.  PG.  438,  439. 

CIRCON  COMPONENT  CO.,  Santa  Barbara  Municipal  Air¬ 
port,  Goleta  Calif.  ADV.  PG.  526. 

COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  Second  Ave.,  Mt. 

Vernon,  N.  Y.  ADV.  PG.  572. 

CONSTANTIN  &  CO.,  L.  L,  Route  #46,  Lodi,  N.  J. 
ADV.  PG.  409. 

CONTINENTAL  CONNECTOR  CORP.,  34-63  56th  St., 
Woodside  77,  N.  Y.  ADV.  PG.  224,  225. 

COORS  PORCELAIN  CO.,  600  Ninth  St.,  Golden,  Colo. 

ADV.  PG.  310,  311.  (h) 

Oalmore  Corp.,  47  Prospect  St.,  Woburn,  Mass. 

Dante  Electric  Mfg.  Co.,  Bantam,  Conn. 

OEJUR-AMSCO  CORP.,  Northern  Blvd.  at  45th  St., 
Long  Island  City  1,  N.  Y.  ADV.  PG.  223-225. 

Eby  Co.,  Hugh  H.,  4701  Germantown  Ave.,  Philadelphia 
44,  Pa. 

ELECTRICAL  INDUSTRIES  DIV.,  PHILIPS  ELECTRON¬ 

ICS,  INC.,  691  Central  Ave.,  Murray  Hill,  N.  J. 
ADV.  PG.  7.  (h) 

Enflo  Corp.,  Fellowship  Rd.  &  Route  73,  Maple  Sha^, 
N.  J.  (h) 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  ADV.  PG  140, 

141. 

Farnsworth  Electronic  Co.,  Pacific  Div.,  815  S.  San 
Antonio  Rd.,  Palo  Alto,  Calif.  (h) 

FEDERAL  SCREW  PRODUCTS,  INC.,  3917  N  Kedaie 
Ave.,  Chicago  18,  III.  ADV.  PG.  508. 
FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U.  S. 

GASKET  CO.,  Camden  1,  N.  J.  ADV.  PG.  529.  (h) 

Frenchtown  Porcelain  Co.,  Frenchtown,  N.  J.  (h) 

FUSITE  CORP.,  6000  Fernview  Ave.,  Cincinnati  13, 
Ohio.  ADV.  PG.  157.  (h) 

Garde  Mfg.  Co.,  588  Eddy  St.,  Providence  3,  R.  I.  (h) 
GENERAL  CERAMICS  CORP.,  Keasbey,  N.  J.  ADV. 

PG.  133.  (h) 

GENERAL  COMPONENTS  INC.,  225-229  E.  144th  St., 
New  York  51,  N.  Y.  ADV.  PG.  574. 

GENERAL  HERMETIC  SEALING  CORP.,  99  E.  Haw¬ 
thorne  Valley  Stream,  N.  Y.  ADV.  PG.  546.  (h) 

Glass  Solder  Engineering,  4232  Temple  City  Blvd., 

Rosemead,  Calif.  (h) 

Goe  Engineering  Co.,  219  S.  Mednik  Ave.,  Los  Angeles 
22,  Calif. 

Good  Electronic  Corp.,  P.  0.  Box  93,  Newton  58,  Mass 
HK  Metal  Craft  Mfg.  Corp.,  3775  Tenth  Ave.,  New  York 
34,  N.  Y. 

Harvey  Hubbell,  Inc.,  State  St.  &  Bostwick  Ave.,  Bridge¬ 
port  2,  Conn. 

Hassall,  Inc.,  John,  P.  0.  Box  2242,  Westbury,  N.  V. 
Heldor  Mfg.  Corp.,  238  Lewis  St.,  Paterson,  N.  J.  (h) 
Hermetic  Pacific  Corp.,  4232  Temple  City  Blvd., 
Rosemead,  Calif.  (h) 

HERMETIC  SEAL  CORP.,  29-37  S.  Sixth  St.,  Newark 

7,  N.  J  ADV.  PG.  403.  (h) 

Hobson  Bros.,  Inc.,  4940  W.  Lawrence  Ave.,  Chicago  30, 

III. 

I.  E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12, 
III. 

Ilsco  Corporation,  Cincinnati  27,  Ohio. 
INTERNATIONAL  RESISTANCE  CO.,  401  N.  Broad  St., 
Philadelphia  8,  Pa.  ADV.  PG.  189-192.  (h) 

IPPOLITO  &  CO.,  INC.,  JAMES,  401  Concord  Ave.,  Bronx 
54,  N.  Y.  ADV.  PG.  534. 

Irwin  Products  Co.,  4937  N.  Damen,  Chicago  25,  III. 
Janco  Corp.,  3111  Winona  Ave.,  Burbank,  Calif. 

Javex,  P.  0.  Box  646,  Redlands,  Calif. 

Joclin  Mfg.  Co.,  Lufbery  Ave.,  Wallingford,  Conn.  (h) 
JOY  MFG.  CO.,  Dept.  39,  Oliver  Bldg.,  Pittsburgh  22, 
Pa.  ADV.  PG.  26. 

Keystone  Electronics  Corp.,  49  Bleecker  St.,  New 
York  12,  N.  Y. 

KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt. 

Vernon,  N.  V.  ADV.  PG.  589. 

Lab-Tronics,  Inc.,  3656  N.  Lincoln  Ave.,  Chicago  13, 
III.  (M 

Lerco  Electronics,  Inc.,  501  S.  Varney  St.,  Burbank, 
Calif. 

Litton  Industries,  336  N.  Foothill  Rd.,  Beverly  Hills, 
Calif.  (h) 

Litton  Industries,  Components  Div.,  5873  Rodeo  Rd.,  Los 
Angeles  16,  Calif. 

Lundey  Associates,  694  Main  St.,  Waltham  54,  Mass,  (h) 
MALCO  TOOL  &  MFG.  CO.,  4025  W.  Lake  St.,  Chicago 
24,  III.  AO.  PG.  580. 

Marshall  Associates,  Inc.,  John,  Box  2463,  Bridgeport 

8,  Conn. 

Melco  Products  Inc.,  301  Fifth  Ave.,  S.  Minneapolis 

15,  Minn.  (h) 

Micarta  Fabricators,  Inc.,  5324  N.  Ravenswood  Ave., 
Chicago  40,  III. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

Mitronics,  Inc.,  1290  Central  Ave.,  Hillside,  N.  J.  (h> 

Molded  Insulation  Co.,  335  E.  Price  St.,  Phila¬ 

delphia  44,  Pa. 


Molding  Corp.  of  America,  40  Church  St.,  Pawtucket, 
R.  I.  (h) 

Molex  Products  Co.,  9515  Southview  Ave.,  Brookfield, 
III. 

Morse  Co.,  Frank  W.,  1300  Soldiers  Field  Rd.,  Boston 
35,  Mau. 

National  Tel-Tronics  Corp.,  55  St.  Casmirs  Ave.,  Yon¬ 
kers,  N.  Y. 

Neosil  Products  Div.  of  Rubber  Associates,  Inc.,  745 
Fifth  Ave.,  New  York  22,  N.  Y.  (h) 

Networks  Electronic  Corp.,  14806  Oxnard  St.,  Van 
Nuys,  Calif.  (h) 

ivorrirff  “Isjllcs  CdrJ.,  107-IM  ISth  St.,  Mew 

York  11,  N.  Y.  (h) 

NORTH  ELECTRIC  CO.,  553  S.  Market  St.,  Gallon,  Ohio. 
ADV.  PG.  219. 

PATTON-MACGUYER  CO.,  17  Virginia  Ave.,  Providence 
5,  R.  1.  ADV.  PG.  529.  (h) 

Permonite  Mfg.  Co.,  444  N.  Lake  Shore  Dr.,  Chicago 

II,  III. 

Pix  Mfg.  Co.,  Inc.,  81A  Hudson  St.,  Newark,  N.  J. 
Precision  Metal  Products  Co.  of  Malden,  41  Elm  St., 

Stoneham  80,  Mass. 

Quality  Products  Co.,  387  Charles  St.,  Providence  4, 
R.  I.  (h) 

RAYTHEON  MFG.  CO.,  CERAMIC  SALES  DEPT., 
Foundry  Ave.,  Waltham  54,  Mass.  ADV.  P.  431.  (h) 

Robco  Mfg.  Co.,  225  W.  Main  St.,  Patchoque,  N.  Y.  (h) 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd., 
Davisville,  Pa.  ADV.  PG.  472.  (h) 

SEALECTRO  CORP.,  610  Fayette  Ave.,  Mamaroneck, 
N.  Y.  ADV.  PG.  510. 

Shakeproof  Div.  of  Illinois  Tool  Works,  St.  Charles  Rd., 
Elgin,  III. 

Sheffco  Mfg.  Co.,  Grand  &  Ruby  Aves.,  Palisades  Park, 
N.  J. 

Sherman  Mfg.  Co.,  H.  B.,  22  Barney  St.,  Battle  Creek, 
Mich. 

Silicone  Seals,  Inc.,  3125  Milwaukee  Ave.,  Chicago  18, 

III.  (h) 
Sinclair  Mfg.  Co.,  Chartley,  Mass 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

Sphere  Co.,  Inc.,  The,  25  Amity  St.,  Little  Falls,  N.  J. 

(h) 

Stanwyck  Winding  Co.,  137  Walsh  Ave.,  Newburgh,  N.  Y. 
Steward  Mfg.  Co.,  D.  M.,  3600  Jerrome  Ave.,  Chatta¬ 
nooga  1,  Tenn.  (h) 

Stimpson  Co.,  Inc.,  Edwin  B.,  74  Franklin  Ave  ,  Brooklyn 
5,  N.  Y. 

Stone  City  Machine  &  Tool  Co.,  Inc.,  1206  Seventh 
St.,  P.  0.  Box  351,  Bedford,  Ind. 

Strat-O-Seal  Mfg.  Co.,  3039  W.  Fullerton  Ave  ,  Chicago 
47,  III.  (h) 

Taurus  Corp.,  8  Coryell  St.,  Lambertville,  N.  J. 
Thermo  Materials  Inc.,  4040  Campbell  Ave.,  Menlo 

Park,  Calif.  <h) 

Thomas  &  Betts  Co.,  Inc.,  36  Butler  St.,  Elliabeth  1, 
N.  J. 

Thompson-Bremer  &  Co.,  228  N.  LaSalle  St ,  Chicago, 
III. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave.,  Bloomfield, 
N.  J  ADV.  PG  538.  (h> 

TORWICO  ELECTRONICS,  INC.,  1090  Morris  Ave.,  Union, 
N.  J  ADV.  PG.  461  (h) 

United  Mineral  &  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y.  (h) 

U.  S.  Stoneware  Co.,  The,  Akron  9,  Ohio.  (h) 

Vector  Electronic  Co.,  1100  Flower  St.,  Glendale  1, 
Calif. 

Vemaline  Products  Co.,  P.  0.  Box  222,  Hawthmne, 
N  J.  (h) 

Vitroseal  Corp.,  Vine  &  Race  Sts.,  Ridgway,  Pa  (h) 

Wade  Electric  Products  Co.,  400  Jacob  St.,  Sturgis, 
Mich. 

Waldom  Electronics,  Inc.,  4625  W.  5Jrd  St.,  Chicago 
32,  III. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 


III. 


Waterbury  Companies,  Inc.,  Waterbury  20,  Conn 
Whitaker  Cable  Corp.,  Kansas  City  16,  Mo. 

WHITSO,  INC.,  9328  Byron  St.,  Schiller  Park,  III. 
ADV.  PG.  520. 

Winchester  Electronics,  Inc.,  Willard  Rd.,  Norwalk,  Conn. 
Witelrad  Electrical  Mfg.,  Inc.,  76  Pulaski  St.,  Stam¬ 
ford,  Conn. 

Zierick  Mfg.  Corp.,  Beechwood  &  Rockdale  Aves.,  New 
Rochelle,  N.  Y. 


TERMINAIS-Food  ThroofA 

$••  INSUlATORS-FMd  Ttirpogh 


.1958-1959  LISTINGS  of 


TERMINALS— Miniofvro  A  Subminiatun 
M— Miniotwro . S— Subminlahiro 

Accurate  Electronics  Corp.,  Dept.  G,  169  Abbe  Rd.,  S., 
Elyria,  Ohio.  M 

Advanced  Vacuum  Products,  Inc.,  Div.  of  General  Ceramics 

Corp.,  430  Fairfield  Ave.,  Stamford,  Conn.  M 

Alcon  Metal  Products,  Inc.,  1750  N.  Kimball  Ave., 

Chicago  47,  III.  M-S 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton, 

.Mass.  ADV.  PG.  472  M 

Allied  Allegri,  Inc.,  141  River  Rd.,  Nutley,  N.  J.  M-S 
Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y.  M-S 

Amatom  Electronic  Hardware  Co.,  Inc.,  88  Drake  Ave., 
OAThell*  M  V  M-9 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee  Blvd. 
&  Manufacturers  Rd.,  Chattanooga  5,  Tenn.  ADV.  PG. 
237  M 


Ark-Les  Switch  Corp.,  51  Water  St.,  Watertown  72, 
Mast.  M-S 

Armei  Electronics,  Inc.,  840  Fifth  Ave.,  Brooklyn  32, 
N.  V.  M-S 

Atmo  Seal  Co.,  4321  Fielding  St.,  Cincinnati  9.  Ohio. 

M-S 

BEAD  CHAIN  MFG.  CO.,  110  Mountain  Grove  St., 
Bridgrporl  5,  Conn.  ADV.  PG.  517.  M 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Cambridge  38,  Mass.  ADV.  PG.  74.  M-S 

CIRCON  COMPONENT  CO.,  Santa  Barbara  Municipal 
Aircgrt  CjIH,  f.3V.  P6.  iit.  M-3. 

CdAXiAL  COKnElTGR  CO.,  :NC.,  )7  N.  Second  Ave.  Mt. 

Vernon,  N.  Y.  ADV.  PG.  572  S 

CONTINE^NTAL  connector  corp.,  34-63  56th  St., 
Woodside  77,  N  Y  ADV.  PG.  224,  225.  M-S 
OEJUR-AMSCO  CORP.,  Northern  Blvd.,  at  45th  St  Lono 
Island  City  1,  N.  Y.  ADV.  PG.  223-225.  M-S 

ELECTRICAL  INDUSTRIES  DIV.,  PHILIPS  ELECTRONICS, 
INC.,  691  Central  Ave.,  Murray  Hill,  N.  J.  ADV.  PG. 
7.  M-S 

Enflo  Corp.,  Fellowship  Rd.  &  Route  73,  Maple  Shade, 
N.  J.  M-S 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  ADV.  PG  140, 
141.  M 

Farnsworth  Electronic  Co.,  Pacific  Div.,  815  S.  San 
Antonio  Rd  Palo  Alto,  Calif  M 

FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U.  S. 

GASKET  CO.,  Camden  1,  N.  Y.  ADV.  PG.  529  M-S 
Garde  Mfg.  Co.,  588  Eddy  St.,  Providence  3,  R  I. 

M-S 

GENERAL  COMPONENTS  INC.,  225-229  E.  144th  St., 
New  York  51,  N.  Y.  ADV.  PG.  574.  M-S 

Glass  Solder  Engineering,  4232  Temple  City  Blvd.,  Rose¬ 
mead,  Calif.  M-S 

Goe  Engineering  Co.,  219  S.  Mednik  Ave.,  Los  Angeles 
22,  Calif.  M 

HK  Metal  Craft  Mfg.  Corp.,  3775  Tenth  Ave.,  New 
York  34,  N.  Y.  M 

Harvey  Hubbell,  Inc.,  State  St.  &  Bostwick  Ave.,  Bridge¬ 
port  2,  Conn.  M-S 

Heldor  Mfg.  Corp.,  238  Lewis  St.,  Paterson,  N.  J. 

M-S 

Hermetic  Pacific  Corp.,  4232  Temple  City  Bhtd.,  Rose¬ 
mead,  Calif.  M-S 

HERMETIC  SEAL  CORP.,  29-37  S.  Sixth  St.,  Newark  7. 

N  J  ADV  PG.  403  M-S 

KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt. 

Vernon,  N  Y.  ADV.  PG.  589.  M-S 

Lab-Tronics,  Inc.,  3656  N.  Lincoln  Ave.,  Chicago  13, 
III.  M-S 

Lerco  Electronics,  Inc.,  501  S.  Varney  St.,  Burbank, 
Calif  MS 

Litton  Industries,  336  N.  Foothill  Rd.,  Beverly  Hills, 
Calif.  M-S 

Litton  Industries,  Components  Div.,  5873  Rodeo  Rd., 
Lot  Angeles  16,  Calif.  M-S 

t  iindey  Associates,  694  Main  St.,  Waltham  54,  Matt.  M 
MALCO  TOOL  A  MFG.  CO.,  4025  W  Lake  St.,  Chicago 
24,  III.  ADV  PG.  580.  M-S 

Maigrr  Electric  Co,  Miller  St.,  Stamford.  Conn.  M 
MICROOOT,  INC.,  220  Pasadena  Ave.,  South  Pasadena, 
Calif  ADV.  PG.  540.  S 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass.  M 

Mitronics,  Inc.,  1290  Central  Ave.,  Hillside,  N.  J.  M-S 
Molding  Corporation  of  America,  40  Church  St.,  Paw¬ 
tucket,  R.  I.  M-S 

National  Tel-Tronict  Corp.,  35  St.  Catmirt  Ave , 
Yonkers,  N.  Y.  M-S 

Norrich  Plastics  Corp.,  10-109  W  18th  St.,  New 
York  II,  N.  Y.  M-S 

Precision  Metal  Products  Co.  of  Malden,  41  Elm  St., 
Stoneham  SO,  Matt.  M-S 

ROSS  METALS  CO.,  MILTON,  SOS  Davisville  Rd.,  Davit- 
ville.  Pa  ADV.  PG.  472.  M-S 

SEALECTRO  CORP.,  610  Fayette  Ave.,  Mamaroneck, 
N.  Y.  ADV  PG.  510.  M-S 

Sheffco  Mfg.  Co.,  Grand  A  Ruby  Aves.,  Palisades  Park, 
N.  J.  M 

Sphere  Co.,  Inc.,  The,  25  Amity  St.,  Little  Falls,  N.  J. 

M-S 

Stone  City  Machine  A  Tool  Co.,  Inc.,  1206  Seventh  St., 
P.  0.  Box  351,  Bedford,  Ind.  M 

Taurus  Corp.,  8  Coryell  St.,  Lambertville,  N.  J.  M-S 
Thermo  Materials  Inc.,  4040  Campbell  Ave.,  Menlo  Park, 
Calif.  M 

Thomas  A  Betts  Co.,  Inc.,  36  Butler  St.,  Eliiabeth  1, 
N.  J.  M 

Thompson-Bremer  A  Co.,  228  N.  LaSalle  St.,  Chicago, 
III.  M 

Vemaline  Products  Co.,  P.  0.  Box  222,  Hawthorne, 
N.  J.  M-S 

Vitroseal  Corp.,  Vine  A  Race  Sts.,  Ridgway,  Pa.  M 

WHITSO,  INC.,  9328  Byron  St.,  Schiller  Park.  Ill 
ADV.  PG.  520  M-S 

Winchester  Electronics,  Inc..  Willard  Rd.,  Norwalk, 
Conn.  M 


TERMINALS-PrInfod  CIrruif 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

Amatom  Electronic  Hardware  Co.,  Inc.,  88  Drake  Ave., 
New  Rochelie,  N  Y 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Cambr  ige  38,  Mass  ADV.  PG.  74. 

CINCH  MFG.  CORP.,  1026  S.  Homan  Ave.,  Chicago  24, 
III  ADV  PG.  438,  439. 

CIRCON  COMPONENT  CO.,  Santa  Barbara  Municipal 
Airport,  Goleta,  Calif.  ADV.  PG.  526. 

Cleveland  Metal  Specialties  Co.,  1783  E.  21st  St., 
Cleveland  14  Ohio. 
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CONTINENTAL  CONNECTOR  CORP.,  34-63  S6th  St., 
Woodiide  77,  N.  V  AOV.  PG.  224,  22S. 
FLUOROCARBON  PRODUCTS  INC.,  DIV.  OF  U.  S. 

GASKET  CO.,  Camden  1,  N  J.  ADV.  PG  324 
Garde  Mfg.  Co.,  388  Eddy  St.,  Providence  3,  R.  I. 
Globe  Electrical  Mfg,  Co.,  1724  W  134th  St.,  Gardena. 
Calif. 

Harvey  Hubbell,  Inc.,  State  St.,  A  Boetwick  Avc., 
Bridgeport  2,  Conn. 

Keystone  Electronics  Corp.,  44  Bleeckcr  St.,  New  York  12, 
N.  Y. 

KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt. 

Vernon,  N.  Y  ADV  PG.  384. 

Lerco  Electronics,  Inc.,  SOI  S.  Varney  St.,  Burbank, 
Calif. 

Litton  Industries,  336  N.  Foothill  Rd .  Beverly  Hills, 
Calif. 

Litton  Industries,  Components  Olv.,  3873  Rodeo  Rd., 
Los  Angeles  16,  Calif. 

MALCO  TOOL  A  IMFG.  CO.,  4023  W.  Lake  St.,  Chicago 
24,  III.  ADV.  PG.  380 

Precision  Metal  Products  Co.  of  Malden,  41  Elm  St., 
Stoneham  80.  Mass. 

ROSS  METALS  CO.,  MILTON,  SOS  Oavisville  Rd., 
Davisvllle,  Pa.  ADV.  PG.  472. 

Stimpson  Co.,  Inc.,  Edwin  B.,  74  Franklin  Ave.,  Brook¬ 
lyn  3,  N.  V. 

Vemallne  Products  Co.,  P.  0.  Boa  222,  Hawthorne,  N.  J. 


TERMINAlS-SoMMloas 

AMP  INC.,  2100  Pakton  St.,  Harrisburg,  Pa.  ADV.  PG. 
146,  147. 

Ark-Les  Switch  Corp.,  31  Water  St.,  Watertown  72, 
Mass. 

Berg  Mfg.  Corp.,  142  Reno  Ave.,  New  Cumberland,  Pa. 
Buchanan  Electrical  Products  Corp.,  223  U.  S.  Route 
22,  Hillside,  N.  J. 

Burndy  Corporation  Norwalk,  Conn. 

CAMBRIDGE  THERMIONIC  CORP.,  443  Concord  Ave., 
Cambridge  38^  Mass  ADV  PG  74 
COAXIAL  CONNECTOR  CO.,  INC.,  37  N  Second  Ave., 
Mt.  Vernon,  N  Y.  AOV.  PG  372 
CONTINENTAL  CONNECTOR  CORP.,  34-63  S6th  St., 
Woodside  77,  N  Y.  AOV.  PG.  224,  223 
Dante  Electric  Mfg.  Co.,  Bantam,  Conn. 

OeJUR-AMSCO  CORP.,  Northern  Blvd.,  at  4Sth  St.,  Long 
Island  City  I,  N  Y.  ADV.  PG  223-223. 

FEDERAL  SCRm  PRODUCTS,  INC.,  3417  N.  Kedzie 
Avc.,  Chicago  18,  III  AOV.  PG  308 
Garde  Mfg.  Co.,  388  Eddy  St.,  Providence  3,  R.  I. 
Harvey  Hubbell,  Inc.,  State  St.  A  Bostwick  Avc., 
Brideport  2,  Conn. 

Hollingsworth  Co.,  Solderless  Terminal  DIv.,  Box  430, 
Phoeninille,  Pa. 

Ilsco  Corp.,  Cincinnati  27,  Ohio. 

Irwin  Products  Co.,  4437  N.  Oamen,  Chicago  23,  III. 
Xsvrx,  P.  0.  Box  646,  Redlands,  Calif. 

JOY  MFG.  CO.,  Dept  34,  Oliver  Bldg.,  Pittsburgh  22, 
Pa.  AOV.  PG  26 

Kolton  Electric  Mfg.  Co.,  123  New  Jersey  Railroad  Ave., 
Newark  3.  N  J. 

KULKA  ELECTRIC  CORP.,  633  S.  Fulton  Ave.,  Mt 
Vernon,  N  Y,  AOV.  PG  384 
Lerco  Electronics,  Inc.,  501  S.  Varney  St.,  Burbank, 
Calif. 

Litton  Industries,  336  N.  Foothill  Rd.,  Beverly  Hills, 
Calif. 

MALCO  TOOL  A  MFG.  CO.,  4023  W  Lake  St.,  Chicago 
24,  III.  AOV.  PG.  380 
Manger  ElKtric  Co.,  Miller  St.,  Stamford,  Conn. 
Molding  Corp.  of  America,  40  Church  St.,  Pawtucket, 
R  I. 

Molex  Products  Co.,  4513  Southview  Ave.,  Brookfield,  III. 
National  Tel-Tronics  Corp.,  33  St.  Casmirs  Ave.,  Yonkers, 
N.  Y. 

PATTON-MAC  GUYER  CO.,  17  Virginia  Ave.,  Providence 
5,  R.  I.,  AOV  PG.  524. 

Pix  Mfg  Co.,  Inc.,  81A  Hudson  St.,  Newark.  N.  J. 
Rex  Rheostat  Co.,  3  Foxhurst  Rd.,  Baidwin,  N.  V. 
Sherman  Mfg.  Co.,  H  B.,  22  Barney  St.,  Battle  Creek, 
Mick. 

Stone  City  Machine  A  Tool  Co.,  Inc.,  1206  Seventh  St., 
P.  0.  Box  351,  Bedford,  Ind 
Thomas  A  Betts  Co.,  36  Butler  St.,  Elizabeth  1.  N  J. 
Tubular  Rivet  A  Stud  Co.,  Weston  Ave.,  Wollaston, 
Quincy  70,  Mass. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St., 
New  York  13,  N.  Y. 

Vaco  Products  Co.,  37  E.  Ontario  St.,  Chicago  11,  III. 
Vector  Electronic  Co.,  1100  Flower  St.,  Glendale  1,  Calif. 
Vemaline  Products  Co.,  P.  0.  Box  222,  Hawthorne,  N  J. 
Wade  Electric  Products  Co.,  400  Jacob  St..  Sturgis. 
Mich. 

Waldom  Electronics,  Inc.,  4623  W.  SJrd  St.,  Chicago 
32,  III. 

Whitaker  Cable  Corp.,  Kansas  City  16,  Mo. 


TERMINATIONS 

$04  LOADS— Dummy 


TERMI  NATIONS- AUcrowovo 
Em  MICROWAVI  ACCitSORIiS 

TERMINATIONS  for  VNF,  VMoo  «  Pule*  Work 

ALFORD  MANUFACTURING  CO.,  244  Atlantic  Ave., 
Boston,  Mass.  AOV.  PG  441. 

BIRO  ELECTRONIC  CORP.,  1800  E.  38th  St.,  Cleve¬ 
land  14,  Ohio.  AOV.  PG.  47. 


PRODUCTS 


COAXIAL  CONNECTOR  CO.,  INC.,  37  N.  Second  Ave., 
Mt  Vernon,  N  V.  AOV.  PG.  572. 

Electrical  A  Physical  Instrument  Corp.,  42-14  21st  St., 
Long  Island  City  1,  N.  Y. 

Electro  Impulse  Labs,  208  River  St.,  Red  Bank,  N.  J 

Entron,  Inc.,  4402  Lawrence  St.,  Bladensburg,  Md. 

Holland  Electronics,  Inc.,  772  E.  bird  St.,  Brooklyn, 
N  Y. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J.  AOV 
PG.  514. 

Mobil  Electronics  Mfg.  Co.,  1111  State  Rd.,  67E,  Aoder- 
son,  Ind. 

Taurus  Corp.,  8  Coryell  St.,  Lambertville,  N.  J 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityville, 
N  Y.  ADV.  PG.  323 

UNIWAVE,  INC.,  104  Marine  St.,  Farmingdale,  N  Y. 
ADV  PG  228 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS,  DIV.,  186 
Granite  St.,  Manchester,  N  H.  ADV.  PG.  276,  277. 

WEINSCHEL  ENGINEERING  CO.,  INC.,  10503  Metropoli¬ 
tan  Ave.,  Kensington,  Md.  AOV.  PG.  61-64. 


TEST  CHAMBERS 

CHAMBERS-Teef 


TEST  EOUIPMENT-Envlroamumol 

Advanced  Electronics,  Inc.,  44  Silas  Deane  Highway, 
Rocky  Hill,  Conn. 

Aerotest  Laboratories,  Inc.,  124-11  IBth  Ave.,  College 
Point,  N  Y. 

Aireco,  Inc.,  2323  Second  Ave.,  Carman,  Schenectady  3, 

N  Y. 

American  Instrument  Co.,  Inc.,  8030  Georgia  Ave., 
Silver  Spring,  Md 

AMERICAN  MACHINE  A  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N  Royal  St.,  Alexandria, 
Va  ADV.  PG  380 

AMERICAN  RESEARCH  CORP  ,  Ro<ite  6  A  New  Britain 
Ave  .  Farmington  Conn.  ADV.  PG  471. 

ASSOCIATED  TESTING  LABORATORIES,  INC.,  107 

Clinton  Rd.,  Caldwell,  N.  J.  AOV.  PG  564. 

Atlas  Engineering  Corp.,  26  Custer  St.,  West  Hartford, 
Conn 

Atmosphere  Control  Co.,  Inc.,  5315  Chester  Ave.,  Phila¬ 
delphia  43,  Pa 

BTU  Engineering  Corp.,  440  Somerville  Ave.,  Somer¬ 
ville.  Mast. 

BRIGGS  ASSOCIATES,  INC.,  10  DeKalb  St.,  Norristown, 
Pa  ADV  PG  578 

Bristol  Co,  The,  P.  0  Box  1740  EBG,  Waterbury  20, 
Coon. 

Cawkell  Electrical  Engineering,  A  E.,  80  Shore  Rd., 
Port  Washington,  N  V 

CINCINNATI  SUB-ZERO  PRODUCTS.  3430-E-8  Read¬ 
ing  Rd .  Cincinnati  24,  Dhio.  ADV  PG  480. 

CONRAD,  INC.,  141  Jefferson  St.,  Holland,  Mich  ADV. 
PG  246. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Cook  Electric  Co.,  2700  Southport  Ave.,  Chicago  14,  III. 

Controlled  Atmosphere  Enclosures  Corp.,  230-11  141st 
Ave.,  Springfield  Gardens  13,  N  V 

DEVELOPMENT  ENGINEERING  CO.,  INC.,  4  Cross  St., 
Norwalk,  Conn.  AOV.  PG  338 

Eastern  Specialty  Co.,  Philadelphia  40,  Pa 

Environmental  Equipment  Corp.,  371  Linden  St.,  Brooklyn 
27,  N.  V 

General  Testing  Laboratories,  Inc.,  54  Washington  Ave., 
Carlstadt,  N  J. 

Genitco,  Inc.,  2233  Federal  Ave,  Lot  Angeles  64,  Calif. 

Guardite  Co.,  Olv.  of  American-Marletta  Co.,  P.  0 
Box  188,  Wheeling,  III. 

Hicks  Corp.,  The.  1671  Hyde  Park  Ave.,  Hyde  Park, 

Mass 

HIgh-Vacuum  Equipment  Corp.,  2  Churchill  Rd.,  Hing- 
ham.  Mats 

Hieatt  Engineering  Co.,  2228  N  Hollywood  Way,  Burbank, 
Calif. 

Hudson  Bay  Co.,  Div.  of  Labline  Inc ,  3070  W  Grand 
Ave.,  Chicago  22,  III. 

Hupp  Instrumatlon  Div.,  Erie-Paciffc,  12432  S.  Weber 
Way,  Hawthorne,  Calif. 

International  Equipment  Co.,  1284  Soldiers  Field  Rd., 
Boston  13.  Mass. 

INTERNATIONAL  RADIANT  CORP.,  Ill  New  York  Ave., 
Westbury,  N  Y.  AOV  PG.  581. 

Jan  Hardware  Mfg  Co,,  Inc.,  73  N.  11th  St.,  Brooklyn 
11,  N.  V. 

Jefferson  Electronic  Products  Corp.,  322  State  St.. 
Santa  Barbara.  Calif. 

MB  Mfg.  Div.  of  Textron,  Inc.,  P  0.  Box  1825,  New 
Haven  8,  Conn. 

Mantec,  Inc.,  126  Maryland  St.,  El  Segundo,  Calif. 

Murphy  i  Miller,  Inc  ,  612  W  Taylor  St.,  Chicago  7,  III. 

NRC  EQUIPMENT  CORP.,  160  Charlemont  St.,  Newton 
61,  Mass  AOV  PG.  427. 

Rucker  Co.,  The,  4700  San  Pablo  Ave.,  Emeryville,  Calif. 

Schaevitz  Engineering,  P  0.  Box  505,  Camden  1,  N.  J. 

Standard  Cabinet  Co.,  37  Washington  Ave.,  Carlstadt, 
N  J 

Te>nperatijre  Engineering  Corp.,  1000  Union  Landing  Rd., 
Riverton,  N.  J. 

TENNEY  ENGINEERING  INC.,  1040  Springfield  Rd , 
Union,  N  J.  AOV  PG  331. 

Topatron,  Inc.,  442  E.  Ojal  Ave.,  Ojai,  Calif. 

Trop-Arctic,  Inc.,  P.  0.  Box  334,  Mishawaka.  Ind. 

Wallace  &  Tiernan,  Inc.,  23  Main  St.,  Belleville  4,  N.  J. 

Webber  Corp.,  P.  0.  Box  217,  Indianapolis  6,  Ind. 

Western  Electro-Acoustic  Lab.,  11784  San  Vicente  Blvd., 
Los  Angeles  44,  Calif. 


TEST  LEADS 

Sm  LEADS-Tott 

TESTERS 

So#  Also  INDICATORS 
METERS 


TESTERS— AmpfieMfo  linoorizy 

Darco  Industries,  Inc.,  Gyro  Dynamics  Div.,  2151  E. 

Rosecrans  Ave.,  El  Segundo,  Calif. 

Oevtron  Engineering,  1  Winslow  St.,  Redwood  City, 
Calif. 

EMPIRE  DEVICES  PRODUCTS  CORP.,  Amsterdam,  N  V. 
ADV  PG  412 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Tare  Electronics,  Inc.,  48  Urban  Ave.,  Westbury,  N.  V 
TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity¬ 
ville,  N  Y.  ADV.  PG.  323. 


TESTERS— A  utomaftc  Tubo 

B  &  K  Mfg.  Co.,  3726  N.  Southport  Ave.,  Chicago  13, 
III. 

CBC  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London 
S.  E.  26,  England. 

Electronic  Control  Systems  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Hunter-Bristol  Corp.,  Bristol,  Pa. 

International  Equipment  Co.,  1284  Soidiers  Field  Rd., 
Boston  33,  Mass. 

MANSON  LABORATORIES,  INC.,  P  0.  Box  544,  207 
Greenwich  Ave  ,  Stamford,  Conn.  AOV.  PG.  302. 

RADIO  CORP.  OF  AMERICA.  RCA  ELECTRON  TUBE 
OIV.,  415  S.  Fifth  St.,  Harrison,  N.  J.  AOV. 
PG  440,  441,  Third  &  Fourth  Covers  &  Preceding 
Insert. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave., 
Pasadena  1,  Calif. 

Research  Industrial  Laboratories  of  Electronics,  Roslyn, 
Pa 

Simpson  Electric  Co.,  Div.  of  American  Gage  &  Ma¬ 
chine  Co.,  5218  W  Kinzie  St.,  Chicago  44,  III. 

Sutter  Electronics  Co.,  P.  0.  Box  846,  Palo  Alto,  Calif. 

Tammen  &  Denison  Inc.,  4751  N.  Olcott  Ave.,  Chicago 
31,  III. 

Teletest  Instrument  Corp.,  136-10  31st  Rd.,  Flushing  54, 
N  Y 

Topatron,  Inc.,  442  E.  Dial  Ave  ,  Oiai,  Calif. 

Vector  Associates  Inc.,  1007  Atlantic  Ave.,  Brooklyn  38, 
N  V. 


TESTE  RS-Bottory 

Arrotronie  Associates,  P  0  Box  414,  Concord,  N.  H. 

AMERICAN  MACHINE  &  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria,  Va. 
AOV  PG  380 

CHRISTIE  ELECTRIC  CORP.,  3410  W.  67th  St.,  Los 
Angeles  43,  Calif.  AOV.  PG  368. 

Electric  Storage  Battery  Co.,  Exide  Industrial  Div.,  42 
S.  Philadelphia  2.  Pa. 

Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City.  N  Y 

Fox  Products  Co.,  4720  N  18th  St.,  Philadelphia  41, 
Pa 

Goldak  Co.,  Inc.,  The  ,  Dept.  E,  1544  W.  Glenoaks 
Blvd.,  Glendale  1,  Calif 

HEATH  CO.,  A  SUB  OF  OAYSTROM,  INC.,  Benton 
Harbor  14,  Mich  ADV  PG  313 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

INDUSTRIAL  CONTROL  CO.,  805  Albin  Ave.,  Linden¬ 
hurst,  N  V  ADV  PG  440 

King  Electric  Equipment  Co.,  4123  Inman  Ave.,  Cleve¬ 
land  5.  Ohio 

Lee  Electronics  Labs.,  Inc.,  88  Evans  St.,  Watertown, 
Mass 

Modelectric  Products  Corp.,  1500  Bangs  Ave.,  Asbury 
Park  N  J 

OPAO  ELECTRIC  CO.,  64-5  Murray  St.,  New  York  7, 
N  Y.  ADV.  PG.  521. 

Rectifier  Engineering  Co ,  Inc.,  1803  E,  Seventh  St., 
Los  Angeles  21,  Calif. 

Service  Instruments  Co.,  171  Official  Rd.,  Addison,  III. 

SHURITE  METERS,  35-B  Hamilton  St.,  New  Haven  8, 
Conn  AOV.  PG  446 

Simpson  Electric  Co.,  Div  of  American  Gage  &  Ma¬ 
chine  Co.,  5218  W  Kinzie  St  Chicago  44,  III. 

TECHNICAL  APPARATUS  BUILDERS,  104  Liberty  St., 
New  York  6,  N  Y  AOV.  PG.  511. 

TESTERS— Copoeftor 

Avo  Ltd  ,  Avocet  House,  42 '46,  Vauxhall  Bridge  Rd , 
London  S  W.  1,  England. 

Barnes  Development  Co.,  213  W  Baltimore  Pike,  Lans- 
downe.  Pa 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morris  Plains,  N.  J.  ADV  PG.  368. 

Bruel  &  Kjaer,  Naerum,  Denmark. 

California  Technical  Industries  Div.  of  Textron,  Inc., 
1421  Old  County  Rd.,  Belmont,  Calif. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London 
S.E.  26,  England. 
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TESTERS 


1958-1959  LISTINGS  of 


CLEGG  LABORATORIES  DIV.  OF  CLEGG,  INC.,  Han¬ 
over  &  Ridgedale  Aves.,  Morristown,  N.  J.  ADV. 
PG.  505. 

CORNELL-DUBILIER  ELECTRIC  CORP.,  South  Plainfield, 
N.  J.  ADV.  PG.  419. 

Dubrow  Development  Co.,  235B  Penn  St.,  Burling¬ 
ton,  N.  J. 

Eder  Engineering  Co.,  15<i8  S.  First  St.,  Milwaukee  4 
Wis. 

Electronic  Control  Systems  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 

Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City,  N.  Y. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC,  Benton 
Harbor  In,  Mich.  ADV.  PG.  513. 

Hunter-Bristol  Corp.,  Bristol,  Pa. 

INDUSTRIAL  CONTROL  CO.,  805  Albin  Ave.,  Linden¬ 
hurst,  N.  Y.  ADV.  PG.  490. 

Industrial  Development  Labs.,  Inc.,  17  Pollock  Ave., 
Jersey  City  5,  N.  J. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  llth  St., 
New  York  3,  N.  Y.  ADV.  PG.  371. 

King  Electric  Equipment  Co.,  9123  Inman  Ave.,  Cleve¬ 
land  5,  Ohio. 

Lee  Electronics  Labs.,  Inc.,  88  Evans  St.,  Watertown, 
Mass. 

Liquidometer  Corp.,  The,  Skillman  Ave.  at  36th  St., 
Long  Island  City  1,  N.  Y. 

Magnavox  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne,  Ind. 

Metronix,  Inc.,  75  Wilson  Mills  Rd.,  Chesterland,  Ohio. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Network  Mfg.  Corp.,  213  W.  Fifth  St.,  Bayonne,  N.  J. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks, 
England. 

Service  Instruments  Corp.,  171  Official  Rd.,  Addison,  III. 

Simmonds  Aerocessories,  Inc.,  Tarrytown,  N.  Y. 

Simpson  Electric  Co.,  Div.  of  American  Gage  &  Machine 
Co.,  5218  W.  Kinzie  St.,  Chicago  44,  III. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass. 

Sullivan  Ltd.,  H.  W.,  80  Shore  Rd.,  Port  Washington, 
N.  Y. 

Superior  Instrument  Co.,  2435  White  Plains  Rd.,  New 
York  67,  N.  Y. 

Teletest  Instrument  Corp.,  136-10  31$t  Rd.,  Flushing  54, 
N.  Y. 

United  Mineral  &  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 


TESTERS— Cofhedc  Roy  Tuba 

B  &  K  Manufacturing  Co.,  3726  N.  Southport  Ave., 
Chicago  13,  III. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.E.  26,  England. 

CLEGG  LABORATORIES  OlV.  OF  CLEGG,  INC.,  Han¬ 
over  &  Ridgedale  Aves.,  Morristown,  N.  J.  ADV. 
PG.  505. 

Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
long  Island  City,  N.  Y 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  ADV.  PG.  513. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

International  Research  Associates,  2221  Warwick  Ave., 
Santa  Monica,  Calif. 

Jackson  Electrical  Instrument  Co.,  16  S.  Patterson  Blvd., 
Dayton  2,  Ohio 

Lee  Electronics  Labs,  Inc.,  88  Evans  St.,  Watertown, 
Mass. 

MANSON  LABORATORIES,  INC.,  P  0.  Box  594,  207 
Greenwich  Ave.,  Stamford,  Conn.  ADV.  PG.  302. 

Precision  Apparatus  Co.,  Inc.,  70-31  84th  St.,  Glendale 
27,  N.  Y. 

Research  Industrial  Laboratories  of  Electronics,  Roslyn, 
Pa. 

Stromberg-Carlson  Div.  of  General  Dynamics  Corp., 
1895  Hancock  St.,  San  Diego  12,  Calif. 

Superior  Instrument  Co.,  2435  White  Plains  Rd.,  New 
York  67,  N.  Y. 

Tele-Matic  Industries,  Inc.,  16  Howard  St.,  Brooklyn  21, 
N.  Y. 

Teletest  Instrument  Corp.,  136-10  31st  Rd.,  Flushing  54, 
N.  Y. 

Tricraft  Products  Co.,  1124  W  Newport  Ave.,  Chicago 
13,  III. 


TESTERS-Circuil 

ACF  Electronics,  800  N.  Pitt  St.,  Alexandria,  Va. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md 

Ainerican  Bosch  Arma  Corp.,  Chicago  Div.,  5857  W.  95th 
St.  Oak  Lawn,  III. 

AMERICAN  MACHINE  &  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria, 
Va.  ADV.  PG.  380. 

Anchor  Specialty  Mfg.  Co.,  Inc.,  300  Hollister  Rd., 
Teterboro,  N  J 

ASSOCIATED  RESEARCH,  INC.,  3788  W.  Belmont  Ave., 
Chicago  18,  III.  ADV.  PG.  477. 

Atronic  Products,  Inc.,  One  Bala  Ave.,  Bala-Cynwyd,  Pa. 

Bliss  Electronic  Corp.,  Box  366,  Sussex,  N.  J. 

Bogue  Electric  Mfg.  Co.,  52  Iowa  Ave.,  Paterson  3,  N.  J. 

Bristol  Co.,  The,  P.O.  Box  1790  EBG,  Waterbury,  Conn. 

California  Technical  Industries  Div.  of  Textron,  Inc., 
1421  Old  County  Rd.,  Belmont,  Calif. 

Chicago  Aerial  Industries,  1980  N.  Hawthorne,  Melrose 
Park,  III. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif. 


Cunningham  Son  &  Co.,  Inc.,  John,  33  Litchfield  St., 
Rochester,  N.  Y. 

Dit-Mco,  Inc.,  Electronics  Oiv.,  911  Broadway,  Kansas 
City  5,  Mo. 

Eagle  Electric  Mfg.  Co.,  Inc.,  23-10  Bridge  Plaza  S., 
Long  Island  City,  N.  Y. 

Electronic  Control  Systems  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 

ELECTRONICS,  INC.,  39  York  Rd.,  Willow  Grove,  Pa. 
ADV.  PG.  575. 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

Hallamore  Electronics  Co.,  8352  Brookhurst  Ave.,  Ana¬ 
heim,  Calif 

HEATH  CO,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  ADV.  PG.  513. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Hunter-Bristol  Corp.,  Bristol,  Pa. 

Hunter  Tool  Co.,  9851  Alburtis  St.,  Santa  Fe  Springs, 
Calif. 

Ideal  Industries,  Inc.,  5103  Park  A  Borden  Aves,  Syra- 
more.  III. 

INDUSTRIAL  CONTROL  CO.,  805  Albin  Ave  ,  Linden¬ 
hurst,  N.  Y.  ADV.  PG  490 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E  llth  St., 
New  York  3,  N.  Y.  ADV.  PG.  371. 

Instrument  Laboratories,  315  W.  Walton  Place,  Chicago 
10,  III. 

Jackson  Electrical  Instrument  Co.,  16  S.  Patterson  Blvd., 
Dayton  2,  Ohio. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  356. 

LAVOIE  LABORATORIES,  IM.,  Morganville,  N.  J  ADV. 
PG.  413. 

Lee  Electronics  Labs.,  88  Evans  St.,  Watertown,  Mast. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn 

OPAD  ELECTRIC  CO.,  69-5  Murray  St.,  New  York  7, 
N.  Y  ADV.  PG.  521. 

PESCHEL  ELECTRONICS,  INC..  R.F  D  #1,  Patterson, 
N  Y.  ADV.  PG.  581. 

Phaostron  Instrumem  A  Electronic  Co.,  151  Pasadena 
Ave.,  South  Pasadena,  Calif. 

PRECISE  MEASUREMENTS  CO.,  R.  0.  #1,  Millbrookt 
Rd.,  Flemington,  N.  J.  ADV.  PG.  503. 

Precision  Apparatus  Co.,  Inc.,  70-31  84th  St.,  Glendale 
27,  Calif. 

Radar  Engineers,  4719  Brooklyn  Ave.,  Seattle  5,  Wash. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit  20, 
Mich. 

Seco  Mfg.  Co.,  5015  Penn  Ave.,  S.  Minneapolis,  Minn. 

Service  Instruments  Co.,  171  Official  Rd.,  Addison,  III. 

Simpson  Electric  Co.,  Div.  of  American  Gage  A  Ma¬ 
chine  Co.,  5218  W.  Kinzie  St.,  Chicago  44,  III. 

Sittler  Corp.,  18  N  Ada  St.,  Chicago  7,  III. 

Slaughter  Company,  Piqua  9,  Ohio. 

Sorenson  Industrial  Electronic  Co.,  Route  10,  Dover,  N.  J. 

STICHT  CO.,  INC.,  HERMAN  H.,  27  Park  Place,  New 
York  7,  N.  Y.  ADV.  PG.  585. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynampcs  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Superior  Instrument  Co.,  2435  White  Plains  Rd.,  Hew 
York  67,  N.  Y. 

Tammen  A  Denison,  Inc.,  4751  N.  Olcott  Ave.,  Chicago 
31.  III. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y  ADV.  PG.  511. 

Telectro  Industries  Corp.,  35-16-37th  St.,  Long  Island 
City  1,  N.  Y. 

Topatron,  Inc.,  942  E.  Ojai  Ave.,  OJal,  Calif. 

Trepac  Corp  of  America,  1  Engle  St.,  Englewood,  N  J. 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 

Winston  Electronics,  Inc.,  4312  Main  St.,  Philadeiphia 
27,  Pa. 

Witeirad  Electrical  Mfg.,  Inc.,  76  Pulaski  St.,  Stamford, 
Conn. 


TESTERS— Coating  Thicfcnaao 

American  Instrument  Co.,  Inc.,  8030  Georgia  Ave.,  Silver 
Spring,  Md. 

Axler  Associates,  102-42  43rd  Ave.,  Corona  68,  N.  Y. 

Branson  Instruments,  Inc.,  1  Brown  House  Rd.,  Stamford, 
Conn. 

Electronic  Control  Corp.,  1573  E.  Forest  St.,  Detroit  7, 
Mich. 

Gardner  Lab.,  Inc.,  P.  0.  Box  572BE,  Bethesda  14,  Md. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Kahn  A  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 

Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  15,  Pa. 

Unit  Process  Assembiies,  Inc.,  61  E.  4th  St.,  New  York 
3,  N.  Y. 


TESTERS— Color  Infrartd 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  ADV.  PG.  466. 

Farnsworth  Electronics  Co.,  Div.  of  ITAT,  3700  E. 
Pontiac  St.,  Fort  Wayne  1,  Ind. 


TESTERS— Conflouity 

American  Bosch  Arma  Corp.,  Chicago  Div.,  5857  W.  95th 
St.,  Oak  Lawn,  III. 


AMERICAN  MACHINE  A  FOUNDRY  CO.,  DEFENSE 
PRODUCTS  GROUP,  1101  N.  Royal  St.,  Alexandria,  Va. 
ADV  PG.  380. 

Anchor  Specialty  Co.,  Inc.,  300  Hollister  Rd.,  Teterboro, 
N.  J. 

Bliss  Electronic  Corp.,  Box  366,  Sussex,  N.  J. 

Bright  Star  Industries,  600  Getty  Ave.,  Clifton,  N.  J. 

California  Technical  Industries  Div.  of  Textron,  Inc.,  1421 
Old  County  Rd.,  Belmont,  Calif. 

Dit-Mco,  Inc.,  Electronics  Div.,  911  Broadway,  Kansas 
City  5,  Mo. 

Electronic  Control  Systems  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 

ELECTRONICS,  INC.,  39  York  Rd.,  Willow  Grove,  Pa. 
ADV.  PG  575. 

Evershed  A  Vignoles  Ltd.,  Chiswick,  London  W  4, 
England. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  ADV.  PG.  513. 

Hunter-Bristol  Corp.,  Bristol,  Pa. 

Hunter  Tool  Co.,  9851  Alburtis  St.,  Santa  Fe  Springs, 
Calif. 

ideal  Industries,  Inc.,  5103  Park  A  Borden  Aves.,  Syca¬ 
more,  III. 

Jackson  Electrical  Instrument  Co.,  16  S  Patterson  Blvd., 
Dayton  2,  Ohio. 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  OIV., 
1378  Main  Ave.,  Clifton,  N  J.  ADV.  PG.  356 

Lee  Electronks  Labs.,  Inc.,  88  Evans  St.,  Watertown, 
Mass. 

Minneapolis-Honeywell  Regulator  Co,  Aeronautical  Div., 
2600  Ri<taway  Rd.  Minneapolis  13,  Minn. 

OPAD  ELECTRIC  CO.,  69-5  Murray  St.,  New  York  7, 
N  Y  ADV  PG.  521. 

Optimized  Devices,  Inc.,  P.  0.  Box  38,  Gedney  Station, 
White  Plains,  N  V. 

PESCHEL  ELECTRONICS,  INC.,  R  F  0  #1,  Patterson, 
N.  V.  ADV.  PG.  581. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit  20, 
Mich. 

Seco  Mfg.  Co.,  5015  Penn  Ave.,  S.,  Minneapolis,  Minn. 

Sittler  Corp  ,  18  N.  Ada  St.,  Chicago  7,  III 

Slaughter  Company,  Piqua  9,  Ohio. 

STICHT  CO.,  INC.,  HERMAN  H.,  27  Park  Place,  New 
York  7,  M.  Y.  ADV.  PG.  585. 

Tammen  A  Denison  Inc.,  4751  N.  Olcott  Ave.,  Chicago 
31,  III. 

Technical  Electronics  Corp.,  4060  Ince  Blvd.,  Culver  City, 
Calif. 

Telectro  Industries  Corp.,  35-16  17th  St.,  Lortg  Island 
City  1,  N.  Y. 

TricraN  Products  Co.,  1124  W.  Newport  Ave.,  Chicago 
13,  III. 


TESTERS-Cryofol  Oioda 

Airborne  Instruments  Labs.,  Inc.,  160  Old  Country  Rd , 
Mineola,  N.  Y. 

Barnes  Development  Co.,  211  W  Baltimore  Pike,  Lans- 
downe.  Pa. 

California  TKhnical  Industries,  Div.  of  Textron,  Inc., 
1421  Old  County  Rd.,  Belmont  Calif. 

DUNN  ENGINEERING  ASSOCIATES,  INC.,  225  O'Brien 
Highway,  Cambridge  41,  Mass.  ADV.  PG.  571 

Electronic  C^trol  Systems,  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif 

Measurement  Engineering,  Ltd.,  Arnprior,  Omario, 
Canada. 

Minneapolis-Honeywell  Regulator  Co.,  Ordnance  Div ,  600 
Second  St.  North  Hopkins,  Minn. 

NORTH  HILLS  ELECTRIC  CO.,  INC.,  402  Sagamore  Ave  , 
Mineola,  N.  Y.  ADV.  PG.  511,  548 

Precision  Apparatus  Co.,  Inc.,  70-11  04th  St.,  Glendale 
27,  N.  Y. 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  Y  ADV.  PG.  433. 

Service  Instruments  Co.,  171  Of^ial  Rd.,  Addison,  III. 

Sonex,  Inc.,  71  S.  State  Rd.,  Upper  Darby,  Pa. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
Hew  York  6,  N.  Y.  ADV.  PG.  511. 

TECHNITROL  ENGINEERING  CO.,  1952  E.  Allegheny 
Ave.,  Philadelphia  14,  Pa.  ADV.  PG.  495. 

Teletronics  Laboratory,  Inc.,  KInkel  St.,  Westbury, 
N.  Y 

TRANS  ELECTRONICS,  INC.,  7149  Canoga  Ave.,  Canoga 
Park,  Calif.  ADV  PG.  506. 

Tricraft  Products  Co.,  1124  W  Newport  Ave  ,  Chicago 
13,  III. 

Winston  Electronics,  Inc.,  4112  Main  St.,  Philadelphia 
27,  Pa. 


TESTERS-OlofortfM 

BARKER  &  WILLIAMSON,  Canal  8.  Beaver  Sts.,  Bristol 
Pa  ADV.  PG.  103 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morris  Plains,  N  J.  ADV.  PG.  368. 

EMPIRE  DEVICES  PRODUCTS  CORP.,  Amsterdam,  N  Y. 
ADV.  PG.  412. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  ADV.  PG.  513. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E  llth  St., 
New  York  3,  N.  Y.  ADV.  PG  371. 

PANORAMIC  RADIO  PRODUCTS,  INC.,  520  S.  Fulton 
Ave.,  Mt.  Vernon,  N.  Y.  ADV.  PG.  463. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityville, 
N.  Y  ADV.  PG.  323. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 
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ELECTRONIC  and  ALLIED  PRODUCTS _  _ TESTERS 


TiSTERS-lMlwrtjMi 

BriMi  &  KJmt,  Natrum,  Otflmark. 

California  Ttchnlcal  Industritt,  Oiv.  of  Textron,  Inc., 
1421  Old  County  Rd.,  Belmont,  Calif. 

Electronic  Control  Systems,  Oiv.  of  Stromberf-Carlson, 
2211  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 
Kearfott  Co.,  Inc.,  Engineering  &  Sales  Oiv.,  1178 
Main  Ave.,  Clifton,  N  J.  AOV.  PC.  156. 
Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Oiv., 
2600  Ridgeway  Rd.,  Minneapolis  11,  Minn. 


TESTERS-lnaufotJoil 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  Engiand. 
American  Bosch  Arma  Corp.,  Chicago  Oiv.,  5857  W  45th 
St.,  Oak .  Lawn  III 

ASSOCIATED  RESEARCH,  INC.,  1788  W  Belmont  Ave., 
Chicago  18,  III.  AOV  PG.  477. 

Belirville-Hexem  Corp.,  618  University  Ave.,  Los  Gatos, 
Calif. 

BETA  ELECTRIC  OIV.  OF  SORENSEN  CO.,  INC., 
Richards  Ave.,  South  Norwalk,  Conn.  AOV  PG.  45,  46. 
Biddle  Co.,  James  G.,  1116  Arch  St.,  Philadelphia  7,  Pa. 
Biiss  Electronic  Corp.,  Box  166,  Sussex,  N.  J. 

Bruel  &  KJaer,  Naerum,  Denmark 
California  TKhnical  Industries  Oiv.  of  Textron,  Inc.,  1421 
Old  County  Rd ,  Belmont,  Calif. 

Cosmic  Instruments,  Inc.,  50  Broadway,  New  York  4, 
N.  V. 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  OIV.,  611 
Central  Ave.,  Carlstade,  N.  J.  ADV  PG  144A. 
Dit-Mco,  Inc.,  Electronics  Oiv.,  411  Broadway,  Kansas 
City  5,  Mo. 

Eastern  Speciaity  Co.,  Phiiadelphia  40,  Pa 
Eiectronic  Control  Systems  Div  of  Stromberg-Carlson, 
2211  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 

Epic,  Inc.,  154  Nassau  St.,  New  York  18,  N.  Y. 
Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England 

FREED  TRANSFORMER  CO.,  INC.,  1716  Weirheid  St., 
Brooklyn  27  N  Y  ADV  PG  24 
GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV., 

1  River  Rd  .  Schenectady  5,  N  Y  AOV.  PG.  1,  2,  1,  6. 
GENERAL  HERMETIC  SEALlltG  CORP.,  44  E  Hawthorne, 
Valles  Stream  N  Y  AOV.  PG.  546 
GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  14,  Mass  ADV  PG.  178,  174 
Holtaer-Cabot  Oiv  of  National  Pneumatic  Co.,  Inc.,  125 
Amory  St.,  Boston  14.  Mass 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E  11th  St., 
New  York  1,  N  Y  ADV  PG  171 

KEARFOTT  CO.,  INC.,  ENGINEERING  G  SALES  OIV., 
1178  Mam  Ave ,  Clifton,  N  J  AOV  PG  156 
Lee  Electronics  Labs,  Inc,  88  Evans  St.,  Watertown, 

Mass. 

Leeds  A  Northrup  Co.,  4470  Stenton  Ave.,  Philadelphia 

44,  Pa 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Oiv., 
2600  Ridgway  Rd.,  Minneapolis  11,  Minn 
Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III. 
OPAO  electric  CO.,  64-5*  Murray  St  .  New  York  7, 
N  Y  AOV  PG  521 

PESCHEL  ELECTRONICS,  INC  ,  RED  Jtl,  Patterson, 
N  Y  AOV  PG  581 

PImex,  Inc  ,  18  E  60th  St.,  New  York  22,  N.  Y. 
PRECISE  MEASUREMENTS  CO.,  R  0  271,  Millbrooks 
Rd  ,  Eiemington  N  J  AOV  PG  501 
RADIO  FREQUENCY  LABS.,  INC.,  Boonton  2,  N.  J. 
ADV  PG  144 

SHALLCROSS  MFC  CO.,  Selma.  N  C  ADV  PG.  324. 
Slaughter  Coniuany,  Piquj  4,  Ohio 
SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2811 
Post  Oak  Rd  ,  P  0.  Box  11058,  Houston  14,  Texas 
AOV  PG  147 

STICHT  CO.,  INC  ,  HERMAN  H.,  27  Park  Place.  New 
York  7,  N  Y  AOV  PG.  585 
Sullivan  Ltd  ,  H.  W  .  80  Shore  Rd.,  Port  Washington, 
N  Y 

Takk  Corp.,  The,  Box  146,  Newark.  Ohio. 

TECHNICAL  APPARATUS  BUILDERS,  104  Liberty  St., 
New  York  6.  N  Y  AOV  PG  511 
VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
GRANITE  ST.,  Manchester,  N  H.  AOV.  PG.  276,  277. 


TESTERS— Intuloeion  Breokilewn 

Airmec,  Ltd  ,  High  Wycombe,  Buckinghamshire,  England. 

American  Bosch  Arma  Corp.,  Chicago  Div.,  5857  W.  45th 
St.,  Oak  Lawn,  III. 

Anchor  Specialty  Co.,  Inc.,  100,  Hollister  Rd.,  Teter- 
boro  N  J 

ASSOCIATED  RESEARCH,  INC.,  1788  W  Belmont  Ave., 
Chicago  18,  III  AOV  PG.  477 

BG  Corp  .  The,  121  Broad  Ave  .  Ridgrheid.  N  J 

BETA  ELECTRIC  OIV.  OF  SORENSEN  CO.,  INC., 
Richards  Ave.,  South  Norwalk,  Conn  AOV  PG  45,  46. 

Bliss  Electronic  Corp.,  Box  166,  Sussex,  N  J 

California  Technical  Industries  Div.  of  Textron,  Inc.,  1421 
Old  County  Rd  ,  Belmont,  Calif 

CINCINNATI  SUB  ZERO  PROOUaS,  1410-E-8  Reading 
Rd.,  Cincinnati  24,  Ohio  AOV  PG.  480. 

Del  Electronics  Corp.,  521  Homestead  Ave.,  Mt.  Vernon, 
N  Y 

Evershed  &  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England 

GENERAL  HERMETIC  SEALING  CORP.,  44  E.  Haw¬ 
thorne,  Valley  Stream,  N.  Y  ADV.  PG.  546. 

Industrial  Instruments,  Inc.,  84  Commerce  Rd.,  Cedar 
Grove,  N .  J 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  1,  N.  Y.  AOV.  PG.  171. 


INDUSTRIAL  TRANSFORMER  CORP.,  Gouldsboro,  Pa. 
AOV  PG.  414,  415. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  OIV., 
1178  Main  Ave  .  Clifton,  N  J.  ADV.  PG.  156 

MANSON  LABORATORIES,  INC.,  P  0.  Box  544,  207 
Greenwich  Ave.,  Stamford,  Conn.  AOV.  PG.  102 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd.,  Minneapolis  11,  Minn 

Network  Mfg.  Corp.,  211  W  Fifth  St.,  Bayonne,  N  J. 

OPAO  ELECTRIC  CO.,  64-5  Murray  St.,  New  York  7, 
N  Y  ADV.  PG  521. 

PESCHEL  ELECTRONICS,  INC.,  R  F  0  271,  Patterson, 
N  Y  AOV.  PG  581 

PRECISE  MEASUREMENTS  CO.,  R  0.  271,  Millbrooks 
Rd.,  Flemington,  N.  J.  AOV.  PG.  501. 

SHALLCROSS  MFG.  CO.,  Selma,  N  C  AOV.  PG.  124. 

Slaughter  Company,  Piqua  4,  Ohio. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2811 
Post  Oak  Rd.,  P.  0.  Box  11058,  Houston  14,  Texas. 
AOV  PG  147. 

SPELLMAN  TELEVISION  CO.,  INC.,  1024  Webster  Ave  , 
New  York  67,  N.  Y  ADV  PG  166,  167. 

STICHT  CO.,  INC.,  HERMAN  H.,  27  Park  Place,  New 
York  7,  N  Y  AOV  PG  585. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N  J 

TECHNICAL  APPARATUS  BUILDERS,  104  Liberty  St., 
New  York  6,  N  Y.  AOV.  PG  511 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  11,  N  Y 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N  H.  AOV  PG.  276,  277 

Vector  Associates  Inc.,  1007  Atlantic  Ave.,  Brooklyn 
18,  N.  V. 


TESTERS- Aloeer 

American  Metnx  Corp.,  40  Haddon  Ave.,  Camden  2,  N.  J. 

ASSOCIATED  RESEARCH,  INC.,  1788  W.  Belmont  Ave., 
Chicago  18,  III  AOV  PG  477. 

Avo  Ltd.,  Avocet  House,  42/46,  Vauxhall  Bridge  Rd., 
London  S.  W  1,  England 

Bristol  Co.,  The,  P.  0.  Box  1740  EBG,  Waterbury  20, 
Conn 

Booth  Co.,  Arthur  E  ,  265  S.  Alexandria  Ave.,  Lot 
Angeles.  Calif. 

Oubrow  Development  Co.,  215B  Penn  St.,  Burlington, 
N  J 

Eastern  Specialty  Co,  Philadelphia  40,  Pa 

FLUKE  MFC  CO.,  INC.,  JOHN,  nil  W.  Nickerson  St  , 
Seattle  44,  Wash  AOV.  PG.  501 

GENERAL  ELECTRIC  CO ,  APPARATUS  SALES  DIV., 
1  River  Rd.,  Schenectady  5,  N.  Y.  AOV.  PG.  1,  2, 
1,  6. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Marion  Electrical  Instrument  Co.,  Grenier  Field,  Man¬ 
chester,  N  H 

NORTH  HILLS  ELECTRIC  CO.,  INC.,  402  Sagamore  Ave.. 
Mmeola,  N.  Y.  ADV  PG  511,  548 

Northeast  Electronics  Corp.,  P.  0.  Box  425,  Municipal 
Alrpor^  Concord,  N  H 

RADIO  ^EQUENCY  LABS.,  INC.,  Boonton  2,  N.  J. 
ADV  PG.  144. 

RAWSON  ELECTRICAL  INSTRUMENT  CO.,  Ill  Potter 
St.,  Cambridge  42,  Mass.  AOV  PG.  457. 

States  Co.,  14  New  Park  Ave ,  Hartford  6,  Conn. 

United  Mineral  &  Chemical  Cbrp.,  16  Hudson  St..  New 
York  13.  N.  Y. 


TESTERS— Microwave  Tetling  Equipmont 
See  MICROWAVE  ACCESSORIES 


TESTERS— Meiefwre  Oeeecflen,  Eleefrenic 
American  Instrument  Co..  Inc..  8010  Georgia  Ave., 
Silver  Spring,  Md. 

Atmosphere  Control  Co.,  Inc.,  5315  Chester  Ave.,  Phila¬ 
delphia  41,  Pa. 

Avo  Ltd.,  Avocet  House,  42/46  Vauxhall  Bridge  Rd., 
London  S  W  1,  England 

Beckman/Berkeley  Division,  2200  Wright  Ave  ,  Richmond 
1,  Calif 

Consolidated  Electrodynamics  Corp  ,  100  N.  Sierra  Madre 
Villa.  Pasadena  15,  Calif 

Kahn  &  Co..  Inc.,  541  Windsor  St  ,  Hartford  1,  Conn 
Moisture  Register  Co.,  1510  W  Chestnut  St  ,  Alhambra, 
Calif 

Tech  Laboratories,  Inc ,  Bergen  A  Edsall  Blvds  ,  Palis¬ 
ades  Park,  N  J 

Wayne  Kerr-E.  I.  L.,  P.  0.  Box  801,  Philadelphia  5, 

Pa 

Weston  Instruments  Oiv  of  Oaystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 


TESTERS-Mwlfifoxtors 

American  Metnx  Corn  ,  40  Haddon  Ave.,  Camden  2,  N.  J. 
ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  17,  N.  Y.  AOV  PG.  555. 

Avo  Ltd.,  80  Shore  Rd  ,  Port  Washington,  N.  Y 
Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J. 
California  Technical  Industries,  Div  of  Textron,  Inc., 
1421  Old  County  Rd.,  Belmont,  Calif 
Chicago  Aerial  Industries.  1480  N  Hawthorne,  Melrose 
Park.  Ill 

CURTISS-WRIGHT  CORP.,  ELECTRONICS  DIV.,  611 
Central  Ave.,  Carlstadt.  N  J  AOV.  PG.  144A 
Electronic  Instrument  Co.,  Inc ,  3100  Northern  Blvd., 
Long  Island  City,  N.  V. 


GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV., 
1  River  Rd.,  Schenectady  5,  N  Y.  ADV.  PG.  1,  2,  1,  6. 
HEATH  CO.,  A  SUB.  OF  OAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  AOV  PG  511. 

Instrument  Labtratories,  115  W  Walton  Place,  Chicago 

10,  III 

INTERNATIONAL  INSTRUMENTS,  INC.,  P.  0  Box  2454, 
New  Haven  15,  Conn.  AOV.  PG.  552. 
Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd  Minneapolis  11,  Minn. 

NON-LINEAR  SYSTEMS,  INC.,  Del  Mar  Airport,  Del 
Mar  ,  Calif.  ADV.  PG.  442. 

Phaostron  Instrument  A  Electronic  Co.,  151  PaMdena 
Ave  .  South  Pasadena,  Calif. 

PHYSICS  RESEARCH  LABS.,  INC.,  P.  0.  Box  555, 
Hempstead,  N.  Y.  AOV.  PG.  520 
Precision  Apparatus  Co.,  Inc.,  70-11  84th  St.,  Glendale 
27,  Calif 

Radio  City  Products  Co.,  Inc.,  Centre  &  Glendale  Sts., 
Easton,  Pa. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit  20, 
Mich 

RAWSON  ELECTRICAL  INSTRUMENT  CO.,  Ill  Potter 
St.,  Cambridge  42,  Mass  ADV.  PG  457. 

STICHT  CO.,  INC.,  HERMAN  H.,  27  Park  Place,  New 
York  7,  N.  Y  AOV  PG.  585 
Superior  Instrument  Co.,  2415  White  Plains  Rd.,  New 
York  67,  N.  Y. 

Tammen  &  Denison  Inc.,  4751  N.  Olcott  Ave.,  Chicago 

11.  Ill 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N  Y  AOV  PG.  141,  144. 

Trcpac  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J. 
Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Bluffton, 
Ohio. 

Weston  Instruments  Div  of  Oaystrom,  Inc.,  614  Fre- 
linghuysen  Ave.,  Newark  12,  N.  J. 


TESTERS-Phonoeron 

Soo  ANALYZERS— Thyrotron  or  Phanofron 


TESTERS-Rodor 

Aircraft  Armaments,  Inc.,  Cockeysvilix,  Md. 

American  Electronic  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

Avo  Ltd.,  Avocet  House,  42/46  Vauxhall  Bridge  Rd., 
London  S.W  1,  England. 

CLEGG  LABORATORIES  OIV.  OF  CLEGG,  INC.,  Hanover 
A  R'dgrdale  Aves  ,  Morristown,  N.  J.  AOV.  PG.  505. 

DOUGLAS  MICROWAVE  CO.,  INC.,  252  E  Third  St., 
Mt  Vernon,  N  Y  AOV.  PG  127. 

Electro  Impulse  Labs.,  208  River  St.,  Red  Bank,  N.  J. 

General  Communication  Co.,  681  Beacon  St..  Boston  15, 
Mass 

KEARFOTT  CO.,  INC.,  ENGINEERING  A  SALES  OIV., 
1178  Main  Ave,  Clifton,  N  J.  AOV.  PG  156. 

KEARFOTT  CO.,  INC.,  WESTERN  OIV.,  14844  Oxnard 
St.,  Van  Nuys,  Calif  AOV.  PG.  128. 

Magnavox  Co.,  The,  2111  Bueter  Rd.,  Fort  Wayne  4,  Ind 

Missouri  Research  Labs.,  Inc.,  2104  Locust  St.,  St. 
Louis  1,  Mo 

Northeast  Electronics  Corp.,  P  0  Box  425,  Municipal 
Airport.  Concord.  N  H 

PITOMETER  LOG  CORP.,  217  Lafayette  St,  New  York 
12,  N  Y  ADV.  PG.  564 

POLARAO  ELECTRONICS  CORP.,  41-20  14th  St.,  Long 
Island  City  1,  N  Y  AOV  PG.  107,  108. 

Resdel  Engineering  Corp.,  110  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif 

Simpson  Electric  Co  ,  Oiv.  of  American  Gage  A  Machine 
Co  ,  5218  W  Kinaie  St.,  Chicag:  44,  III 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N.  V.  AOV  PG.  165. 

Telectro  Industries  Corp.,  15-16  17th  St.,  Long  Island 
City  1,  N.  Y. 

UNIWAVE,  INC  ,  104  Marine  St.,  Farmingdale,  N  Y 
AOV  PG  228 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N  H  ADV  PG  276,  277 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y.  AOV. 
PG.  144C. 

Waveline,  Inc.,  Box  718,  Caldwell,  N.  J. 


TESTER  S-Rofoy 

Anaheim  Electronics  Co.,  104  S.  Illinois  St.,  Anaheim, 
Calif. 

Bliss  Electronic  Corp.,  Box  366,  Sussex,  N.  J. 

Oit-Mco,  Inc.,  Electronics  Oiv.,  411  Broadway,  Kansas 
City  5,  Mo. 

Fleetwood  Laboratories,  Inc.,  100  Victory  Rd ,  New 
Rochelle,  N  Y 

Hoover  Electronics  Co.,  110  W.  Timonium  Rd.,  Timonium, 
Md 

Hycon  Electronics,  Inc.,  170  S.  Fair  Oaks,  Pasadena, 
Caiif. 

Magnavox  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne  4,  Ind. 


TESTERS-Sarvo 

American  Measurement  &  Control,  Inc.,  240  Calvary  St., 
Waltham  >4,  Mass. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  42  Gold  St., 
New  York  38,  N.  Y. 

BRUSH  INSTRUMENTS  DIV  OF  CLEVITE  CORP.,  1405 
Perkins  Ave  ,  Cleveland  14,  Ohio  AOV.  PG.  20,  21. 
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TESTERS 


1958-1959  LISTINGS  of 


Chicago  Aerial  Industries,  1980  N.  Hawthorne,  Melrose 
Park,  ill. 

Electronics  &  Avionics  Div.  of  The  Emerson  Electric  Mfg. 
Co.,  8100  Florissant  Ave.,  St.  Louis  21,  Mo. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y.  AOV.  PG.  371. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  OIV., 
1378  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  356. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Muirhead  &  Co.,  Ltd.,  Beckenham,  Kent,  England. 

Servo  Corp.  of  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N.  Y. 

Servomex  Controls  Ltd.,  Crowborough,  Sussex,  England. 

Simpson  Electric  Co.,  Div  of  American  Gage  &  Machine 
Co.,  5218  W.  Kinzie  St.,  Chicago  44,  III. 

Solartron,  Inc.,  Western  Div.,  10761  Burtank  Blvd., 
North  Hollywood,  Calif. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

THETA  INSTRUMENT  CORP.,  48  Pine  St.,  East  Paterson, 
N.  J.  ADV.  PG.  22. 

WALDORF  INSTRUMENT  CO.,  OIV.  OF  F.  C.  HUYCK  ^ 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y.  ADV. 
PG.  394C. 


TESTERS— Synchro  Error 

Advance  Instrument  Corp.,  1709  F  St.,  Belmar,  N.  J, 

American  Bosch  Arma  Corp.,  Chicago  Div.,  5857  W.  95th 
St.,  Oak  Lawn,  III. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

Chatillon  &  Sons,  John,  85  Cliff  St.,  New  York  38,  N.  Y. 

CLIFTON  PRECISION  PRODUCTS  CO.,  INC.,  9014  West 
Chester  Pike,  Upper  Darby,  Pa.  ADV.  PG.  240,  241. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N.  Y.  ADV.  PG.  573. 

Gray  Instrument  Co.,  200  E.  Church  Lane,  Philadelphia 
44,  Pa. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

INDUSTRIAL  TEST  EQUIPMENT  CO.,  55  E.  11th  St., 
New  York  3,  N.  Y.  AOV.  PG.  371. 

Julie  Research  Laboratories,  556  W.  168th  St.,  New 
York  32,  N.  Y. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  356. 

Minneapolis-Honeywell,  Boston  Div.,  1400  Soldiers  Field 
Rd.,  Boston  35,  Mass. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Minneapolis-Honeyweil  Regulator  Co.,  Rubicon  Instruments, 
Ridge  Ave.  at  35th  St.,  Philadelphia  32,  Pa. 

Missouri  Research  Labs.,  Inc.,  2109  Locust  St.,  St. 
Louis  3,  Mo. 

Muirhead  &  Co.,  Ltd.,  Beckenham,  Kent,  England. 

Solartron,  Inc.,  Western  Div.,  10761  Burbank  Blvd., 
North  Hollywood,  Calif. 

THETA  INSTRUMENT  CORP.,  48  Pine  St.,  East  Pater¬ 
son,  N  J.  ADV.  PG.  22. 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
AOV.  PG.  394C. 


TESTERS-Thyrafron 

Soo  ANALYZERS— Tbyratren  or  Phonotron 


TESTERS-Torqua 

American  Measurement  &  Controi,  Inc.,  240  Calvary  St., 
Waltham  54,  Mass. 

Arch  Gear  Works,  Inc.,  97  Holmes  St.,  North  Quincy  71, 
Mass. 

B  A  F  Instruments,  Inc.,  4732  N.  Broad  St.,  Phila¬ 
delphia  41,  Pa. 

Baldwin-Lima-Hamilton  Corp.,  42  4th  Ave.,  Waltham, 
Mass. 

Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J. 

Bulova  Research  &  Development  Labs.,  Inc.,  62-10 
Woodside  Ave.,  Woodside  77,  N,  Y. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N.  Y.  ADV.  PG.  573. 

Eder  Engineering  Co.,  1568  S.  First  St.,  Milwaukee  4, 
Wis. 

Fafnir  Bearing  Co.,  The,  New  Britain,  Conn. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Magtrol,  Incorporated,  240  Seneca  St.,  Buffalo  4,  N.  Y. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Muirhead  &  Co.,  Ltd.,  Beckenham,  Kent,  England. 

PITOMETER  LOG  CORP.,  237  Lafayette  St.,  New  York 
12,  N.  Y.  ADV.  PG.  569. 

Richmont,  Inc.,  922  S.  Myrtle  Ave.,  Monrovia,  Calif. 

Servomex  Controls  Ltd.,  Crowborough,  Sussex,  England. 

Sturtevant  Co.,  P.  A.,  Addison,  III. 

WATERS  MANUFACTURING  INC.,  Boston  Post  Rd.,  Way- 
land,  Mass.  ADV.  PG.  473. 


TESTERS— Transconducfonc*  Tub* 

Alpha  Instrument  Co.,  43  Hempstead  St.,  New  London, 
Conn. 

Avo  Ltd.,  Avocet  House,  92/96,  Vauxhall  Bridge  Rd., 
London  S.W.  1,  England. 

B  &  K  Mfg.  Co.,  3726  Southport  Ave.,  Chicago  13,  III. 
Electronic  Measurements  Corp.,  625  Broadway,  New  York 
12,  N  Y. 


GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  ADV.  PG.  178,  179. 

Precision  Apparatus  Co.,  Inc.,  70-31  84th  St.,  Glen¬ 
dale  27,  N.  Y. 

Radio  City  Products  Co.,  Inc.,  Centre  &  Glendale  Sts., 
Easton,  Pa. 

Seco  Mfg.  Co..  5015  Penn  Ave.,  S.,  Minneapolis,  Minn. 

SENSITIVE  RESEARCH  INSTRUMENT  CORP.,  310  Main 
St.,  New  Rochelle,  N.  Y.  AOV.  PG.  467. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Bluffton, 
Ohio. 


TESTERS— Tronaiifor 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 

Armour  Electronics  Inc.,  15002  Oxnard  Blvd.,  Van 
Nuys,  Calif. 

Atronic  Products,  Inc.,  One  Bala  Ave.,  Bala-Cynwyd,  Pa. 

Avo  Ltd.,  Avocet  House,  92/96,  Vauxhall  Bridge  Rd., 
London  S.W.  1,  England. 

B  &  K  Mfg.  Co.,  3726  N.  Southport  Ave.,  Chicago  13, 
III. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  AOV.  PG  466. 

BARBER  LABS.,  ALFRED  W.,  32-40  Francis  Lewis  Bldg., 
Flushing  58,  N.  Y.  ADV.  PG.  581. 

Barnes  Development  Co.,  213  W.  Baltimore  Pike,  Lans- 
downe.  Pa. 

BRIGGS  ASSOCIATES  INC.,  10  Dekalb  St.,  Norristown, 
Pa.  ADV.  PG.  578. 

CG  Electronics  Div.  of  Gulton  Industries,  Inc.,  305 
Dallas  St.,  N.E.,  Albuquerque,  N.  M 

California  Technical  Industries  Div.  of  Textron,  Inc.,  1421 
Old  County  Rd.,  Belmont,  Calif. 

CINCINNATI  SUB-ZERO  PRODUCTS,  3930-E-8  Reading 
Rd.,  Cincinnati  29,  Ohio.  ADV.  PG.  480. 

CUBIC  CORP.,  5575  Kearny  Villa  Rd.,  San  Diego  11, 
Calif.  ADV.  PG.  118,  119. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

DUNN  ENGINEERING  ASSOCIATES,  INC.,  225  O'Brien 
Highway,  Cambridge  41,  Mass.  ADV.  PG.  571 

Electronic  Control  Systems  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 

Electronic  Measurement  Corp.,  625  Broadway,  New  York 
12,  N.  Y. 

Electronic  Research  Associates,  Inc.,  67  Factory  Place, 
Cedar  Grove,  N.  J. 

Fairchild  Engine  &  Airplane  Corp.,  Guided  Missiles  Div., 
Wyandanch,  N.  Y. 

Ferrotran  Electronics  Co.,  693  Broadway,  New  York  12, 
N.  Y. 

Hoover  Electric  Co.,  2100  S.  Stoner  Ave.,  Los  Angeles 
25,  Calif 

INSTANT  CIRCUITS  DIV.  OF  ALFRED  W.  BARBER 
LABS.,  32-44  Francis  Lewis  Blvd.,  Flushing,  N  Y. 
ADV.  PG.  581. 

International  Research  Associates,  2221  Warwick  Ave., 
Santa  Monica,  Calif. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N  J. 
ADV.  PG.  345. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave.,  Clifton,  N.J.  ADV.  PG.  356. 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave.,  New 
York  55,  N  Y  ADV.  PG  286. 

MEASUREMENTS  DIV.,  McGRAW-EDISON  CO.,  Boonton, 
N.J.  AOV.  PG.  564,  565. 

Metronix,  Inc.,  75  Wilson  Mills  Rd.,  Chesterland,  Ohio. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Minneapolis-Honeywell  Regulator  Co.,  Ordnance  Div., 
600  Second  St.  N.,  Hopkins,  Minn. 

Mullard  Equipment  Ltd.,  Mullard  House,  Torrington 
Place,  London,  W.C  1,  England. 

OWEN  LABORATORIES,  INC.,  55  Beacon  Place,  Pasa¬ 
dena,  Calif.  AOV.  PG.  498. 

Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridgeport, 
Penna. 

Precision  Apparatus  Co.,  Inc.,  70-31  84th  St.,  Glendale 
27,  N  Y. 

Radio  City  Products  Co.,  Inc.,  Centre  &  Glendale  Sts., 
Easton,  Pa. 

Research  Industrial  Laboratories  of  Electronics,  Roslyn, 
Pa 

Service  Instruments  Co.,  171  Official  Rd.,  Addison,  III. 

Sonex,  Inc.,  73  S.  State  Rd.,  Upper  Darby,  Pa. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass. 

Strand  Engineering  Co.,  1354  N.  Main  St.,  Ann  Arbor, 
Mich. 

Superior  Instrument  Co.,  2435  White  Plains  Rd.,  New 
York  67,  N.  Y 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  ADV.  PG.  511. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Trans-Aire  Electronics,  Inc.,  195-02  Jamaica  Ave.,  Hollis 
23,  N.  Y 

TRANS  ELECTRONICS,  INC.,  7349  Canoga  Ave.,  Canoga 
Park,  Calif.  ADV  PG  506 

TRANSISTOR  ELECTRONICS  CORP.,  3360  Republic  Ave., 
Minneapolis  26,  Minn  ADV.  PG.  471. 

Tricraft  Products  Corp.,  1124  W.  Newport  Ave.,  Chicago 
13,  III. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Bluffton, 
Ohio. 

Ultradyne,  Inc.,  P.O.  Box  3308,  Albuquerque,  N.  M. 

Vector  Associates  Inc.,  1007  Atlantic  Ave.,  Brooklyn 
38,  N.Y 

WALLSON  ASSOCIATES,  LTD.,  963  Frelinghuysen  Ave., 
Newark  5,  N.  Y.  ADV.  PG.  441. 

Wayne  Kerr-E.I.L.,  P.  0.  Box  801,  Philadelphia  5,  Pa. 


Wright  Equipment  Corp.,  128  N.  Main  St.,  Milltown, 
N.  J. 


TESTERS-Vacuwm  Tub* 

American  Metrix  Corp.,  40  Haddon  Ave.,  Camden  2,  N.  J. 

American  Scientific  Development  Co.,  334  S.  Main  St., 
Atkinson,  Wis. 

Avo  Ltd.,  80  Shore  Rd.,  Port  Washington,  N.Y. 

B  &  K  Mfg.  Co.,  3726  Southport  Ave.,  Chicago  13,  III. 

CBC  Electronics  Co.,  Inc.,  2601  N  Howard  St.,  Phila¬ 
delphia  33,  Pa. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London  S.E. 

26,  England. 

Electronic  Control  Systems  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Los  Angeles  64,  Calif. 

Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City,  N  Y. 

Electronic  Measurements  Corp.,  625  Broadway,  New  York 
12,  N,  Y 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass.  AOV  PG  178,  179. 

HEATH  CO.,  A  SOB.  OF  DAYSTROM,  INC.,  Benton  Har¬ 
bor  14,  Mich.  ADV  PG.  513. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Jackson  Electrical  Instrument  Co.,  16  S.  Patterson  Blvd., 
Dayton  2,  Ohio. 

KEARFOTT  CO.,  INC.,  ENGINEERING  &  SALES  DIV., 
1378  Main  Ave  Clifton,  N.  J.  ADV  PG  356 

MANSON  LABORATORIES,  INC.,  P  0  Box  594,  207 
Greenwich  Ave.,  Stamford,  Conn  AOV  PG.  302. 

Minitran  Corp.,  5  Oliver  St  Wrwark  2,  N  J. 

Minneapolis-Honeywell  Regulator  Co.,  Ordnance  Div.,  600 
Second  St  N  ,  Hopkins  Minn. 

MULLARD  OVERSEAS  LTD.,  Mullard  House,  Torrington 
Place,  London,  W  C.  1,  England  ADV.  PG  148 

Phaostron  Instrument  &  Electronic  Co.,  151  Pasadena 
Ave.,  South  Pasadena,  Calif 

Precision  Apparatus  Co.,  Inc.,  70-31  84th  St.,  Glendale 

27,  N.Y. 

Radio  City  Products  Co.,  Inc.,  Centre  &  Glendale  Sts., 
Easton,  Pa 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  145  S.  Fifth  St.,  Harrison,  N  J.  ADV.  PG. 
440,  441,  Third  &  fourth  Covers  &  Preceding  Insert 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
DIV.,  145  S  Fifth  St.,  Harrison,  N  J  AOV  PG. 
440,  441,  Third  &  Fourth  Covers  &  Preceding  Insert. 

Research  Industrial  Laboratories  of  Electronics,  Roslyn, 
Pa. 

Rheem  Electronics  Div  ,  7777  Industry  Ave.,  Rivera,  Calif. 

Seco  Mfg.  Co.,  5015  Penn  Ave.,  S.  Minneapolis,  Minn 

Service  Instruments  Co.,  171  Official  Rd ,  Addison,  III. 

Simpson  Electric  Co.  Div.  American  Gage  A  Machine 
Co  .  5218  W  Kinile  St.,  Chicago  44.  Ill 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd ,  P  0.  Box  13058,  Houston  19,  Texas. 
ADV.  PG.  347 

Superior  Instrument  Co.,  2435  White  Plains  Rd ,  New 
York  67,  N.  Y. 

Sutter  Electronics  Co.,  P.  0.  Box  896,  Palo  Alto,  Calif. 

Tammen  &  Denison,  Inc.,  4751  N.  Olcott  Ave,  Chicago 
31,  III. 

Tricraft  Products  Corp.,  1124  W  Newport  Ave.,  Chicago 
13,  III. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  BluR- 
ton,  Ohio. 

Vector  Associates  Inc.,  1007  Atlantic  Ave.,  Brooklyn 
38,  N.  Y. 

WALLSON  ASSOCIATES,  LTD.,  963  Frelinghuysen  Ave  , 
Newark  5,  N.  J.  AOV.  PG.  441. 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614 
Frelinghuysen  Ave.,  Newark  12,  N.  J. 

Wright  Equipment  Corp.,  128  N  Main  St.,  Milltown, 
N.  J. 


TESTERS-Veffogi* 

AEROLUX  LIGHTS  CORP.,  653  Eleventh  Ave.,  New  York 
36,  N  Y.  ADV.  PG.  589 

Alto  Scientific  Co  ,  855  Commercial  St.,  Palo  Alto,  Calif. 

ASSOCIATED  RESEARCH,  INC.,  3788  W  Belmont  Ave., 
Chicago  18,  III.  AOV.  PG.  477 

Avo  Ltd.,  Avocet  House,  92/96,  Vauxhall  Bridge  Rd , 
London  S  W  I,  England 

BOONTON  ELECTRONICS  CORP.,  738  Speedwell  Ave., 
Morris  Plains,  N.  J  AOV  PG  368 

Demolab  Corp.,  1550  N  Highland  Ave.,  Hollywood,  Calif. 

Eagle  Electric  Mfg  Co.,  Inc.,  23-10  B'idge  Plara.  S., 
Long  Island  City,  N  Y. 

Electronic  Control  Systems  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave  ,  Los  Angeles  64,  Calif. 

ELECTRONICS,  INC.,  39  York  Rd.,  Willow  Grove,  Pa 
ADV.  PG.  575. 

FLUKE  MFG.  CO.,  INC.,  JOHN,  1111  W.  Nickerson  St, 
Seattle  99,  Wash  AOV  PG  501 

GENERAL  ELECTRIC  CO,,  APPARATUS  SALES  DIV.,  1 
River  Rd.,  Schenectady  5,  N.  V.  1,  2,  3,  6. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Holub  Industries,  Inc.,  414  OeKalb  Ave.,  Sycamore,  III. 

Ideal  Industries,  Inc.,  5103  Park  &  Borden  Aves., 
Sycamore,  ^11, 

Industrial  Devices,  Inc.,  982  River  Rd.,  Edgewater,  N.  J. 

Javex,  P.  0.  Box  646,  Redlands,  Calif. 

KEPCO  LABS.,  INC.,  131-38  Sanford  Ave.,  Flushing  55, 
N.  Y.  ADV  PG.  289,  290. 

Knopp,  Inc.,  1307  66th  St.,  Oakland  8,  Calif. 

Martindale  Electric  Co.,  Edgewater  Branch,  Box  617, 
Cleveland  7,  Ohio. 

Metronix,  Inc.,  75  Wilson  Mills  Rd.,  Chesterland,  Ohio. 
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Minntapolii-Hanemwll  Rtgulator  Co.,  Atronouticil  OI«., 
2600  Ridgway  Rd.,  Minntapolil  13,  Minn. 

Nelson  Instrument  Co.,  607  Howard  St.,  Eeanston,  III. 

OPAO  ELECTRIC  CO.,  69-S  Murray  St.,  New  York  7, 
N.  Y.  ADV  PG.  521. 

Optimized  Deelces,  Inc.,  P.  0.  Boa  38  Gedney  Station, 
White  Plains,  N  Y. 

OWEN  LABORATORIES,  INC.,  55  Beacon  Place,  Pasadena, 
Calif  AOV  PG.  498 

PESCHEL  ELECTRONICS,  INC.,  R  F  0  #1,  Patter¬ 
son,  N  Y.  AOV.  PG.  581. 

Phaostron  Instrument  &  Electronic  Co.,  151  Pasadena 
Aee  South  P.isadeni,  Calif. 

PRECISE  MEASUREMENTS  CO.,  R  0  HI.  Millbrooks 
Rd.,  Flemlngton,  N  J.  ADV.  PG.  503. 

Precision  Apparatus  Co.,  Inc.,  70-31  84th  St.,  Glendale 
27,  N.  Y. 

Ratal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks , 
England. 

Ram  Meter,  Inc.,  1100  Hilton  Rd..  Ferndale,  Detroit  20, 
Mich. 

Simpson  Electric  Co.  Di«.,  of  American  Gage  &  Machine 
Co.,  5218  W.  Kinzie  St.,  Chicago  44,  III 

Sittler  Carp,  18  N  Ada  St.,  Chicago  7,  III 

SOUTHWESTERN  INDUSTRIAL  ELECTlklNICS  CO., 
2831  Post  Oak  Rd.,  P  0.  Box  13058,  Houston  14, 
Texas  AOV  PG  347 

STICHT  CO.,  INC.,  HERMAN  H.,  27  Park  Place,  New 
York  7,  N  Y  AOV.  PG  585. 

Telectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N  Y. 

Triplett  Electrical  Instrument  Co.,  Harmon  Rd.,  Bluffton, 
Ohio. 

WacLine,  Inc.,  35  S.  St  Clair  St.,  Oayton  2,  Ohio. 

Witelrad  Electrical  Mfg ,  Inc  ,  76  Pulaski  St..  Stam¬ 
ford,  Conn 


THERMISTORS 

Sm  olte  CRYSTAL  MOUNTS  8  MIXERS 

BAIRO-ATOMIC,  INC.,  33  University  Rd  .  Cambridge  38. 
Mass  ADV  PG.  466 

CARBORUNDUM  CO.,  THE  GLOBAR  PLANT,  Niagara 
Falls,  N  Y  AOV  PG  72,  73 

CHICAGO  TELEPHONE  SUPPLY  CORP  ,  1142  W  Beards¬ 
ley  Ave,  Elkart.  Ind  ADV.  PG.  301 
Electro  ImsMilse  Labs  ,  208  River  St  .  Red  Bank,  N  J 
FENWAL  ELECTRONICS,  INC.,  51  Mellen  St.,  Fram¬ 
ingham,  Mass  AOV  PG  554 
Fenwal  Incorporated,  Pleasant  St.,  Ashland,  Mass. 

Friez  Instrument  Oiv.,  Bendii  Aviation  Corp.,  Baltimore 
4,  Md 

General  Communication  Co.,  681  Beacon  St.,  Boston  IS, 
Mass. 

General  Electric  Co.,  Ltd ,  of  England,  80  Shore  Rd., 
Port  Washington,  N  V. 

General  Electric  Co.,  Magnetic  Materials  Section,  7780 
N  Neff  Rd  ,  Edmore,  Mich 

Intelex  Systems,  Inc.,  22  Thames  St.,  New  York.  N  Y 
KEYSTONE  CARBON  CO.,  INC.,  St  Marys,  Pa  ADV 
PG  13 

Liquidometei  Corp.,  The.  Sklllman  Ave  at  36th  St., 
Ld"4  Island  City  1.  N  Y 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mass  ADV 
PG  447. 

Miller  Research  Labs,  5529  S  First  St.,  Milwaukee  7, 
Wis 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd , 
Mineola,  N  Y  AOV  PG.  268 
Simpson  Electric  Co.,  Oiv.  of  American  Gage  &  Machine 
Co  .  5218  W  Kinzie  St.,  Chicago  44,  III 
SPERRY  GYROSCOPE  CO.,  MICROWAVi  ELECTRONICS 
OIV.,  Great  Neck,  N  Y  AOV  PG  165 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London  W.  C.  2,  England 
Thermistor  Div.,  of  Gulton  Industries,  Inc .  Metuchen, 
N  J 

VICTORY  ENGINEERING  CORP.,  101  Springfleld  Rd . 

Union,  N.  J.  AOV.  PG  346. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 

Workman  TV,  Inc.,  309  Queen  Anne  Rd  ,  Teaneck,  N  J 


THERMOCOUPLES 

Aero  Research  Instrument  Co  ,  315  N  Aberdeen  St  , 
Chicago  7,  III 

AIRTRON,  INC.,  1100  W.  Elizabeth  Ave  ,  Linden,  N  J 
ADV  PG.  516 

Allied  Allegri,  Inc,  141  River  Rd.,  Nutley,  N  J. 

Allied  Products  Oiv,  Hamilton  Watch  Co.,  Lancaster, 
Pa. 

American  Instrument  Co.,  Inc.,  8030  Georgia  Ave.,  Silver 
Spring,  Md 

American  Thermo  Electric  Co.,  1023  N  Fuller  Ave, 
Los  Angeles  46,  Calif 

BG  Corp.,  The.  321  Broad  Ave  ,  Ridgefield.  N  J. 

Barber-Colmao  Co.,  Dept  766,  Rockford,  III 

Baso  Inc.,  730  Jackson,  Milwaukee  1,  Wis 

Bernco  Engineering  Corp.,  2320  S  Tibbs  Ave.,  Indian¬ 
apolis,  Ind 

Bishop  It  Co.,  J.,  Platinum  Works,  Malvern,  Pa. 

Bristol  Co  ,  The,  P  0  Box  1790  EBG,  Waterbury  20, 
Conn. 

Consolidated  Controls  Corp.,  6  Durant  Ave.,  Bethel, 
Conn. 

OYNA-EMPIRE.  INC.,  107S  Stewart  Ave.,  Garden  City, 
N.  V  ADV  PG.  537 

Engelhard  Inc.,  Charles,  133  Astor  St,  Newark  5, 
N  J 

ENGLEHARD  INDUSTRIES,  INC.,  (BAKER  PLATINUM 
DIV. I,  111  Astor  St.,  Newark  5,  N  J  ADV  PG  329 


PRODUCTS. 


Epic,  Inc.,  154  Nassau  St.,  New  York  38,  N.  Y. 

Fenwal  Incorporated,  Pleasant  St.,  Ashland,  Mass. 

Foxboro  Co  ,  The,  Foxboro,  Mass. 

GENERAL  (Controls  CO.,  BOI  Alien  An..  Glendale  1, 
Calif.  ADV.  PG.  75. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River 
Rd.,  Schenectady  5,  N.  Y. 

General  Electric  Co.,  Industrial  Heating  Dept.,  Shelbyville, 
Ind. 

Gordon  Co.,  Claud  S.,  3000  S  Wallace  St.,  Chicago  16, 
III. 

Leeds  &  Northrup  Co.,  4970  Stenton  Ave ,  Philadelphia 

*A.  Pa 

LEWIS  ENGINEERING  CO.,  52  Rubber  Ave.,  Naugatuck, 
Conn.  ADV.  PG.  532. 

MInneapolls-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 
S.  Minneapolis  8,  Minn 

MIrtneapolls-Honeywell  Regulator  Co.,  Industrial  Div , 
Seventh  &  Grange  Sts.,  Philadelphia  44,  Pa 

Perkin-Elmer  Corp.,  The,  Main  Ave  ,  Norwalk,  Conn 

Precision  Tube  Co.,  Ik.,  North  Wales,  Pa 

Reeder  &  Co,  Charles  M  173  Victor  Ave,  Detroit  3, 
Mich 

REVERE  CORPORATION  OF  AMERICA.  SUB  OF  NEP¬ 
TUNE  METER  CO.,  Wallingford  2,  Conn  ADV  PG 
492 

Richards  Co.,  Ik.,  Arklay  S  .  38  WiKhester  St.,  New¬ 
ton  Highlands  61.  Mass 

SEQUOIA  WIRE  &  CABLE  CO.,  2201  Bay  Rd  ,  Redwood 
City,  Calif.  ADV.  PG.  524 

Simpson  Electric  Co  ,  Div.  of  American  Gage  &  Machine 
Co ,  5218  W  Kinzie  St  ,  Chicago  44,  III 

Temperature  Engineering  Corp  ,  1000  Union  Landing  Rd  , 
Riverton,  N  J. 

Thwing. Albert  Instrument  Co  ,  5351  Pulaski  Ave  ,  Phila¬ 
delphia  44.  Pa 

TUNG-SOL  ELECTRIC,  INC  ,  95  Eighth  Ave  ,  Newark  4, 
N  J  ADV  PG  16.  17 

Vacuum  Tube  Products  Co.  Ik.,  2020  Short  St, 
Oceanside,  Calif 

Victor  R  F,  &  Microwave  Co.,  36  W  Water  St.,  Wake- 
held,  Mass 

West  Instrument  Corp  ,  4363  W  Montrose  Ave  ,  Chicago 
41,  III. 

Weston  Instruments  Div  of  Daystrom,  Ik.,  614  Fre- 
linghuysen  Ave,  Newark  12.  N  J 


THERMOCOUPLES-Pyromoiric 

Aero  Research  Instrument  Co .  315  N  Aberdeen  St  , 
Chicago  7,  III 

Barber-Colman  Co  ,  Dept  766.  RKkford,  III 

Bristol  Co  .  The.  P  0  Box  1790  EBG.  Waterbury  70, 
Conn 

Foxboro  Co  ,  The,  Foxboro,  Mass 

Cvordon  Co.,  Claud  S  .  3000  S  Wallare  St  Chicago  16 
III 

J-B-T  INSTRUMENTS,  INC,  431  Chapel  St  New 
Haven  8.  Conn  ADV.  PG  256 

LEWIS  ENGINEERING  CO.,  52  Rubber  Ave  .  Naugatuck 
Coon  ADV  PG  532 

REVERE  CORP  OF  AMERICA  SUB  OF  NEPTUNE 
METEP  CO.,  Wallingford  2,  Coon  ADV  PG  492 

Richards  Co.,  Ik  .  Arklay  S  ,  38  WiKhester  St  New¬ 
ton  Highlands  61,  Mass 

Temperature  Engineering  Corp,  1000  Union  Landing 
Rd  ,  Riverton,  M  J 

Thwing-Atbert  Instrument  Co.,  5351  Pulaski  Ave  Phila¬ 
delphia  44.  Pa 

West  Instrument  Corp.,  4  363  W  Montrose  Ave,  Chicago 
41,  III 


THERMOCOUPLES-Vocuom  Typo 

American  Thermo  Electric  Co  1023  N  FuMer  Ave  ,  Los 
Angeles  46.  Calif 

Barker  Sales  Co  ,  359  S  Broad  Ave  ,  Ridsteheld,  N  J 

Flectroolc  Research  Labs  ,  85  Surrey  St.,  Brighton  35, 
Mass. 

Field  Electrical  Instrument  Co .  B  N  Manheim  Blvd , 
New  Paltz,  N  Y 

General  ElKtrlc  Co.,  Apparatus  Sales  Div ,  1  River 

Rd.,  Schenectady  5,  N  Y 

High  Vacuum  Egulpment  Corp..  2  Churchill  Rd  ,  Hing- 
ham.  Mass 

NRC  EQUIPMENT  CORP ,  160  Chanemont  St  ,  Newton 
61.  Mass  ADV  PG  427 

RAWSON  ELECTRICAL  INSTRUMENT  CO,  111  Potter 
St.,  Cambridge  42,  Mass  ADV.  PG  457 

Reeder  &  Co.,  Charles  M  ,  173  Victor  Ave.,  Detroit  3, 

Mich. 

Standard  Telephones  A  Cables,  Ltd  ,  Connaught  House, 
63  Aldwych  London,  W  C  2,  England 

Temperature  Engineering  Corp,  1000  Union  Landnq 
Rd.,  Riverton,  N.  J. 

Vacuum  Equipment  Oiv  of  The  New  York  Air  Brake  Co  , 
1325  Admiral  Wilson  Blvd.,  Camden,  N.  J 

Vacuum  Tube  Products  Co.,  Ik  ,  2020  Short  St  , 

Oceanside.  Calif. 


TNERMOUmmS-IMMiM* 

Aero  Research  Instrument  Co.,  315  N  Aberdeen  St., 
Chicago  7,  III. 

Arnoux  Corp.,  11924  W  Washington  Blvd.,  Los  Angeles 
66,  Calif. 

Bailey  Meter  Co.,  1050  Ivanhoe  Road,  Cleveland  10, 
Ohio 

Barber-Colman  Co  ,  Dept  766,  RKkford,  III 
Bristol  Co.,  The,  P  0  Box  1790  EBG,  Waterbury  20, 
Conn 


Consolidated  Controls  CKp.,  6  Durant  Ave.,  Bethel,  Conn. 

Dillon  &  Co.,  Ik.,  W.  C  ,  14620  Keswick  St.,  Van  Nuys, 
Calif. 

EDISON  INDUSTRIES,  THOMAS  A.,  INSTRUMENT  DIV., 
81  Lakeside  Ave.,  West  Orange,  N  J  AOV  PG. 
325,  326. 

Electro-Medical  Lab.,  Ik.,  South  WoodstKk  8,  Vt 

Electronic  Prxesses  CkP-,  2190  Folsom  St.,  San 
Francisco  10,  Calif. 

FoxbKo  Co.,  The,  Foxboro,  Mass 

Industrial  Development  Labs,  IK.,  17  PgllKk  Ave., 
Jersey  City  5,  N.  V. 

Leeds  &  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia, 
44,  Pa 

LEWIS  ENGINEERING  CO.,  52  Rubber  Ave.,  Naugatuck. 
Conn  AOV.  PG  532. 

Miller  Research  LabKatories,  5529  S  Fifth  St.,  Mil¬ 
waukee  7,  Wise. 

MIko  Products,  Ik.,  740  Washington  Ave  N  ,  Minne¬ 
apolis  1,  Minn 

MifiKapolis-HoKywell  Regulator  Co.,  Industrial  Oiv, 
Seventh  &  Grange  Sts.,  Philadelphia  44,  Pa 

Ruge  AssKiates,  Ik.,  Arthur,  733  CoKKd  Ave.,  Cam¬ 
bridge,  Mass 

Simpson  Electric  Co.,  Oiv.  of  American  Gage  A  Ma- 
chiK  Co.,  5218  W.  Kinzie  St.,  Chicago  44,  III. 

Thwmg-Albert  Instrument  Co  ,  5351  Pulaski  Ave  ,  Phila¬ 
delphia  44,  Pa. 

United  Control  Corp.,  4540  Union  Bay  Place,  Seattle  5, 
Wash 

West  Instrument  Ckp-,  4363  W  Montrose  Ave  ,  Chicago 
41,  III. 

Weston  Instruments  Oiv  of  Daystrom,  IK.,  614 
Fre*inghuysen  Ave.,  Newark  12,  N  J. 


THERMOPILES 

Aero  Research  Instrument  Co  ,  315  N  Aberdeen  St., 
Chicago  7,  III. 

Biddle  Co.,  James  G  1316  Arch  St.,  Philadelphia  7,  Pa. 
Bristol  Co.,  The,  P  0  Box  1790  EBG,  Waterbury  20, 
Conn 

Electro  Impulse  Labs,  208  River  St.,  Red  Bank,  N.  J. 
Eppley  Lab.,  Ik  .  The,  Newport,  R  1. 

Fi*ld  Electrical  Instrument  Co.,  8  N  Manheim  Blvd , 
New  Paltz,  N  Y 

MinKapolls-Honeyvvell  RegulatK  Co.,  2753  Fourth  Ave., 

S  ,  Mlmseapolis  8,  Mmn 

Miimeapolis-Horwywell  Regulator  Co..  Industrial  Div., 
Seventh  A  Grange  Sts.,  Philadelphia  44,  Pa 
Reeder  A  Co.,  Charles  M.,  173  Victor  Ave.,  Detroit  3, 
Mich 

SIERRA  ELECTRONIC  CORP.,  3885  Bohannon  Drive, 
Menlo  Park.  Calif  ADV  PG  66.  67 
Williamson  Developmerrt  Co ,  IK.,  317  Mam  St.,  West 
Concord  Mass 

THERMOSTATS-Bimofol 

American  Silver  Co  Ik  ,  36-07  PnKe  St..  Flushing 
54,  N.  Y. 

Bar-Ray  Products,  Inc.,  210  25th  St.,  Brooklyn  32,  N  Y 
Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn 

Control  Products,  IK  ,  306  Sussex  St  .  Harrison,  N.  J 
Curtis  Development  A  Mfg  Co.,  3226  N.  33rd  St., 
Milwaukee  16.  Wis 

EDISON  INDUSTRIES,  THOMAS  A.,  INSTRUMENT  OIV  , 
81  Lakes  de  Ave  ,  West  Orange.  N.  J  ADV.  PG  325, 
326 

ENGELHARD  INDUSTRIES,  INC  IH  A  WILSON  DIV.), 
113  Astor  St,  Newark  5,  N  J.  AOV.  PG.  329 
Fenwal  iKonpKated,  Pleasant  St.,  Ashland,  Mass 
Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Las  A-geles 
45,  Calif 

Gleason-Avery  Co  ,  Auburn,  N  Y. 

Mechanical  Industries  Production  Co.,  217  Ash  St ,  Ak'on 
8.  Ohio. 

Metals  A  Controls  Corp  ,  .31  Forest  St.,  Attleboro,  Mass. 
Minneapolis-Honeywell  Regulator  Co  ,  2753  Fourth  Ave  , 
S  .  Minneapolis  8,  Minn 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Div., 
2600  Ridqway  Rd.,  Minneapolis  13,  Minn 
STEVENS  MFG  CO.,  INC.,  P  0  Annex  1007,  Mansfield, 
Ohio  ADV  PG.  299. 

Ulanet  Co.,  George,  413  Market  St.,  Newark  5,  N.  J 
United  Aircraft  ProdKts.  iK.,  116  Bolander  Ave., 
Dayton  1,  Ohio 

United  Control  Corp.,  4540  Union  Bay  Place,  Seattle  5, 
Wash 

Valverde  Laboratories,  252  Lafayette  St.,  New  York 
12  N.  Y 

Weston  Instruments  Oiv  of  Daystrom  Inc.,  614  Fre- 
Imghiiysen  Ave  ,  Newark  12,  N-  J. 


THERMOSTATS-Elecfronic 

See  also  CONTROLS— Tomparoturo 

Airmec  Ltd..  High  Wycombe,  BKkmghamshire,  England 

Barber-Colman  Co.,  Dept  766,  RKkford,  III. 

Bristol  Co.,  The,  P  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Fenwal  IncKporated.  Pleasant  St  .  Ash'and,  Mass 

G-V  CONTROLS,  INC.,  28  Hollywood  Plaza.  East  Orange, 
N.  J.  ADV  PG.  258. 

Garrett  CKp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

General  Electric  Co.,  Indust-ial  Heating  Dept.,  Shelby¬ 
ville,  Ind. 

HART  MFG.  CO.,  THE,  242  Bartholomew  Ave.,  Hartford 
1,  Conn  AOV  PG  530 
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1958-1959  LISTINGS  of 


Minneapolij-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 

S.,  Minneapolis  8,  Minn. 

Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Dlv., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Minneapolis-Honeywell  Regulator  Co.,  Ordnance  Div., 
600  Second  St.  N.,  Hopkins,  Minn. 

Philadelphia  Scientific  Glass  Co.,  Quakertown,  Pa. 

Vapor  Heating  Corp.,  6420  W.  Howard  St.,  Chicago  31, 
III. 

West  Instrument  Corp.,  4363  W.  Montrwe  Ave.,  Chicago 
41,  III. 

THYRATRONS 

Sm  tubes 

TIMERS— Awfematic  Cyda 

Abrams  Instrument  Corp.,  600-620  E.  Shiawassee  St., 
Lansing,  Mich. 

Aemco,  Inc.,  62  State  St.,  Mankato,  Minn. 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave.,  Mil¬ 
waukee  4,  Wis.  ADV.  PG.  421. 

Amglo  Corp.,  4333  N.  Ravenswood  Ave.,  Chicago  13,  III. 

Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia,  Pa. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge 
38,  Mass.  AOV.  PG.  466. 

Beattie-Coleman,  Inc.,  1000  N.  Olive  St.,  Anaheim, 
Calif. 

Bernco  Engineering  Corp.,  2320  S.  Tibbs  Ave.,  Indian¬ 
apolis,  Ind. 

Branson  Corp.,  S.  Jefferson  Rd.,  Whippany,  N.J. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Bristol  Motor  Division,  Vocaline  Company  of  America, 
Inc.,  Old  Saybrook,  Conn. 

Consolidated  Avionics  Corp.,  800  Shames  Dr.,  West- 
bury,  N.  Y. 

Cramer  Controls  Corp.,  Box  13,  Centerbrook,  Conn. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

Dieta  Co.,  Inc.,  Henry  G.,  12-16  Astoria  Blvd.,  Long 
Island  City  2,  N.  Y. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Oes  Moines, 
Iowa. 

Eagle  Signal  Corp.,  Moline,  Illinois. 

Electronic  Processes  Corp.,  2190  Folsom  St.,  San 
Francisco  10,  Calif. 

Elesta  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragaa, 
Switzerland. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  ADV.  PG.  140,  141. 

FARMER  ELECTRIC  PRODUCTS  CO.,  INC.,  2300  Wash¬ 
ington  St.,  Newton  Lower  Falls  62,  Mass.  ADV.  PG. 
568. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

General  Control  Company,  1212  Soldiers  Field  Rd., 
Boston  34,  Mass. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River 
Rd.,  Schenectady  5,  N.  Y. 

General  Electronics  Corp.,  17  Madison  Ave.,  Mont¬ 
gomery  4,  Ala. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Hagen  Mfg.  Co.,  Inc.,  202  20th  St.,  Moline,  III. 

HAYDON  CO.,  A.  W.,  THE,  238  N.  Elm  St.,  Waterbury, 
Conn.  AOV.  PG.  483. 

HAYDON  DIV.  OF  GENERAL  TIME  CORP.,  500  E.  Elm 
St.,  Torrington,  Conn.  AOV.  PG.  97. 

Hubbard  Scientific  Labs.,  Inc.,  1093  Industrial  St., 
Pomona,  Calif. 

Hunter  Mfg.  Co.,  106  N.  Linn  St.,  Iowa  City,  Iowa. 

Hupp  Instrumation  Div.,  Erie-Pacific,  12932  S.  Weber 
Way,  Hawthorne,  Calif. 

INDUSTRIAL  TIMER  CORP.,  1407  McCarter  Highway, 
Newark  4,  N.  J.  ADV.  PG.  185. 

International  Register  Co.,  2620  Washington  Blvd., 
Chicago  12,  III. 

Jordon  Electronics,  a  Div.  of  Victoreen  Instrument  Co., 
3025  W.  Mission  Rd.,  Alhambra,  Calif. 

Kahn  &  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago 
5,  III. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indian¬ 
apolis  6,  Ind. 

Measurement  Engineering,  Ltd.,  Arnprior,  Ontario,  Canada. 

Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 

S.,  Minneapolis  8,  Minn. 

Nelson  Instrument  Co..  607  Howard  St.,  Evanston,  III. 

Pantek  Co.,  Box  212,  El  Segundo,  Calif. 

Radex  Corp.,  2076  N.  Elston  Ave.,  Chicago  14,  III. 

Reynolds  Electric  Co.,  3000  River  Rd.,  River  Grove,  III. 

Samarius  Electronic  Corp.,  123  Canal  St.,  Shelton,  Conn. 

Sessions  Clock  Co.,  The,  61  E.  Main  St.,  Forestville, 
Conn. 

Societe  Industrielle  de  Sonceboa  S.  A.,  Sonceboa,  Switz¬ 
erland. 

Topp  Industries,  Inc.,  5255  W.  102nd  St.,  Los  Angeies 
45,  Calif. 

Tork  Time  Controls  Inc.,  32  Grove  St.,  Mt.  Vernon, 
N.  Y. 

Vemaline  Products  Co.,  P  0.  Box  222  Hawthorne,  N.  J. 

Vocatron  Mfg.  Dlv.  of  Vocaline  Co.  of  America,  Inc.,  Old 
Saybrook,  Conn. 

WALKIRT  CO.,  141  W.  Hazel  St.,  Inglewood  3,  Calif. 
ADV.  PG.  500. 

Wilson  &  Co.,  G.  C.,  1915  Eighth  Ave.,  Huntington, 
W.  Va. 

Zenith  Eiectric  Co.,  152  W  Walton  St.,  Chicago  10,  III. 


TIMERS— Aufomofic  Inforvol 

Abrams  Instrument  Corp.,  600-620  E.  Shiawassee  St., 
Lansing  1,  Mich. 

Aennco,  Inc.,  62  State  St.,  Mankato,  Minn. 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave.,  Mil¬ 
waukee  4,  Wis.  AOV.  PG.  421. 

Amglo  Corp.,  4333  N.  Ravenswood  Ave.,  Chicago  13,  III. 

Automatic  Timing  &  Controls,  Inc.,  King  of  Prussia,  Pa. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  ADV  PG.  466. 

Beattie-Coleman,  Inc.,  1000  N.  Olive  St.,  Anaheim, 
Calif. 

Bernco  Engineering  Corp.,  2320  S.  Tibbs  Ave.,  In¬ 
dianapolis,  Ind. 

Bill  Jack  Scientific  Instrument  Co.,  P.  0.  Box  C-3, 
Solana  Beach,  Calif. 

Branson  Corp.,  S.  Jefferson  Rd.,  Whippany,  N.  J. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Bristol  Motor  Division,  Vocaline  Company  of  America, 
Inc.,  Old  Saybrook,  Conn. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London 
S.E.  26,  England. 

Computer-Measurements  Corp.,  5528  Vineland  Ave., 
North  Hollywood,  Calif. 

Consolidated  Avionics  Corp.,  800  Shames  Dr.,  West- 
bury,  N.  V. 

Cramer  Controls  Corp.,  Box  13,  Centerbrook,  Conn. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

Dietz  Co.,  Henry  G.,  Inc.,  12-16  Astoria  Blvd.,  Long 
Island  City  2,  N.  Y. 

DIMCO-GRAY  CO.,  207  E.  Sixth  St.,  Dayton,  Ohio 
ADV.  PG.  414. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Oes  Moines, 
Iowa. 

Eagle  Signal  Corp.,  Moline,  III. 

Elesta  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragaz, 
Switzerland. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  ADV.  PG.  140,  141. 

Foxboro  Co.,  The,  Foxboro,  Mass. 

General  Control  Company,  1212  Soldiers  Field  Rd., 
Boston  34,  Mass. 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  ADV.  PG.  75. 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  DIV., 

1  River  Rd.,  Schenectady  5,  N  Y.  AOV.  PG.  1,  2, 
3,  6. 

General  Electric  Co.,  Clock  and  Timer  Dept.,  Ashland, 
Mass. 

General  Electronics  Corp.,  17  Madison  Ave.,  Mont¬ 
gomery  17,  Ala. 

Gordon  Enterprises,  5632  N.  Cahuenga  Blvd.,  North 
Hollywood,  Calif. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Hagen  Mfg.  Co.,  Inc.,  202  20th  St.,  Moline,  III. 

HAYDON  CO.,  A.  W.,  THE,  238  Elm  St.,  Waterbury, 
Conn.  AOV.  PG.  483. 

HAYDON  DIV.  OF  GENERAL  TIME  CORP.,  500  E.  Elm 
St.,  Torrington,  Conn.  AOV.  PG.  97. 

Hubbard  Scientific  Labs.,  Inc.,  1093  Industrial  St., 
Pomona,  Calif. 

Hunter  Mfg.  Co.,  106  N.  Linn  St.,  Iowa  City,  Iowa. 

Hupp  Instrumation  Div.,  Erie-Pacific,  12932  S.  Weber 
Way,  Hawthorne,  Calif. 

Industrial  Electronic  Engineers,  3973  Lankershim  Blvd., 
North  Hollywood  Calif. 

INDUSTRIAL  TIMER  CORP.,  1407  McCarter  Highway, 
Newark  4,  N.  J.  ADV.  PG.  185. 

Jordon  Electronics,  a  Div.  of  Victoreen  Instrument  Co., 
3025  W.  Mission  Rd.,  Alhambra,  Calif. 

Lumenite  ElKtronic  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Measurement  Engineering,  Ltd.,  Arnprior,  Ontario,  Canada. 

Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 

S.,  Minneapolis  8,  Minn. 

Montgomery  Mfg.  Co.,  204  S.  Main  St.,  Owensville,  Ind. 

Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III. 

Pantek  Co.,  Box  212,  El  Segundo,  Calif. 

Rodex  Corp.,  2076  N.  Elston  Ave.,  Chicago  14,  III. 

Radiation  Counter  Laboratories,  Inc.,  5121  W.  Grove  St., 
Skokie,  III. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit  20, 
Mich. 

Reliance  Automatic  Lighting  Co.,  1919  Mead  St.,  Racine, 
Wis. 

Samarius  Eiectronic  Corp.,  123  Canal  St.,  Shelton,  Conn. 

Sessions  Clock  Co.,  The,  61  E.  Main  St.,  Forestville,  Conn. 

Societe  Industrielle  de  Sonceboz  S.  A.,  Sonceboz, 
Switzerland. 

Tclectro  Industries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Topp  industries,  Inc.,  5255  W.  102nd  St.,  Los  Angeles 
45,  Calif. 

Tork  Time  Controls  Inc.,  32  Grove  St.,  Mt.  Vernon,  N.  Y. 

Vemaline  Products  Co.,  P.  0.  Box  222,  Hawthorne,  N.  J. 

Vocatron  Mfg.  Div.  of  Vocaline  Co.  of  America,  Inc.,  Old 
Saybrook,  Conn. 

WALKIRT  CO.,  141  W.  Hazel  St.,  Inglewood  3,  Calif. 
ADV.  PG.  500. 

Walter  Automatic  Tinier  Corp.,  Graybar  Bldg.,  New 
York  17,  N.  V. 

Waugh  Engineering  Co.,  7842  Burnet  Ave.,  Van  Nuys, 
Calif. 

Waveguide,  Inc.,  P.  0.  Box  486,  14845  Oxnard  St.,  Van 
Nuys,  Calif. 

Wilson  &  Co.,  G.  C.,  1915  Eighth  Ave.,  Huntington, 
W,  Va. 

Zenith  Electric  Co.,  152  W.  Walton  St.,  Chicago  10,  III. 


TIMERS— Aufemafic  Rosof 

Aemco.  Inc  ,  62  State  St.,  Mankato,  Minn. 

ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave.,  Mil¬ 
waukee  4,  Wit.  AOV.  PG.  421. 

Amgio  Corp.,  4333  N.  Ravenswood  Ave.,  Chicago  13,  III. 

Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia,  Pa. 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  ADV.  PG.  466 

Bill  Jack  Scientific  Instrument  Co.,  P.  0.  Box  C-3,  Solana 
Beach,  Calif. 

Branson  Corp.,  S.  Jefferson  Rd.,  Whippany,  N.  J. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Bristol  Motor  Div.,  Vocaline  Co.  of  America,  Inc.,  Old 
Saybrook,  Conn. 

Camera  Mart,  Inc.,  1845  Broadway,  New  York  23,  N.  Y. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London  SE 
26,  England. 

Computer-Measurements  Corp.,  5528  Vineland  Ave.,  North 
Hollywood,  Calif 

Cramer  Controls  Corp.,  Box  13,  Centerbrook,  Conn. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1,  Wit. 

Dietz  Co.,  Henry  G.,  Inc.,  12-16  Astoria  Blvd.,  Long 
Island  City  2,  N  Y. 

Eagle  Signal  Corp.,  Moline,  Illinois. 

Elesta  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragaz, 
Switzerland 

ERIE  RESISTOR  CORP.,  Erie  6.  Pa  ADV  PG.  140,  141. 

FARMER  ELECTRIC  PRODUCTS  CO.,  INC.,  2300  Wash¬ 
ington  St.,  Newton  Lower  Falls  62,  Mast.  ADV  PG 
568. 

General  Control  Company,  1212  Soldiers  Field  Rd., 
Boston  34,  Mast. 

General  Electric  Co  ,  Apparatus  Salts  Div.,  1  River  Rd., 
Schenectady  5,  N.  V. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 

4,  Ala. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Hagrn  Mfg.  Co.,  Inc.,  202  20th  St.,  Moline,  III. 

HAYDON  CO.,  A.  W.,  THE,  238  Elm  St.,  Waterbury, 
Conn.  ADV  PG  483 

HAYDON  DIV.  OF  GENERAL  TIME  CORP.,  500  E.  Elm 
St.,  Torrington,  Conn.  AOV.  PG  97 

Hubbard  Scientific  Labs.,  Inc.,  1093  Industrial  St., 
Pomona,  Calif. 

Hupp  Div.,  Erie-Pacific,  12932  S.  Weber  Way,  Hawthorne, 

Calif. 

INDUSTRIAL  TIMER  CORP.,  1407  McCarter  Highway, 
Newark  4.  N  J  ADV.  PG.  185 

International  Register  Co.,  2620  Washington  Blvd., 
Chicago  12,  III. 

Jordon  Electronics,  a  Div.  of  Victoreen  Instrument  Co., 
3025  W  Mission  Rd.,  Alhambra,  Calif. 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Minneapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 

S.,  Minneapolis  8,  Minn 

NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave, 
Philadelphia  45,  Pa.  ADV  PG  528. 

Pantek  Co.,  Box  212,  El  Segundo,  Calif. 

Radex  Corp.,  2076  N.  Elston  Ave.,  Chicago  14,  III. 

Samarius  Electronic  Corp.,  123  Canal  St.,  Shelton,  Conn. 

Sessions  Clock  Co.,  The,  61  E.  Main  St.,  Forestville, 
Conn. 

Societe  Industrielle  de  Sonceboz  S.A.,  Sonceboz,  Switzer¬ 
land 

STANDARD  ELECTRIC  TIME  CO.,  97  Logan  St.,  Spring- 
field,  Mass  AOV.  PG  518. 

Streeter-Amet  Co.,  Graystake,  III. 

Tork  Time  Controls,  Inc.,  32  Grove  St.,  Mt  Vernon, 
N.  Y. 

Ulanet  Co.,  George,  413  Market  St.,  Newark  5,  N  J. 

Vemaline  Products  Co.,  P,  0.  Box  222,  Hawthorne,  N  J 

Vocatron  Mfg  Div.  of  Vocaline  Co  of  America,  Inc., 
Old  Saybrook,  Conn. 

WALKIRT  CO.,  141  W.  Hazel  St.,  Inglewood  3,  Calif. 
ADV  PG.  500. 

Waveguide,  Inc.,  P.  0.  Box  486,  14845  Oxnard  St.,  Van 
Nuys,  Calif. 

Wilson  A  Co.,  G.  C.,  1915  Eighth  Ave.,  Huntington, 
W.  Va. 

Zenith  Electric  Co.,  152  W.  Walton  St.,  Chicago  10, 
III. 


TIMERS-Cleek  Radio 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry,  N.  Y. 
General  Electric  Co.,  Clock  and  Timer  Dept.,  Ashland, 
Mass. 

Ingraham  Co.,  E.,  Bristol,  Conn. 

International  Register  Co.,  2620  Washington  Blvd., 
Chicago  12,  III. 

Sessions  Clock  Co.,  The,  61  E.  Main  St.,  Forestville, 
Conn. 


TIMERS-CycIo 

Abrams  Instrument  Corp.,  600-620  E.  Shiawassee  St., 
Lansing,  Mich. 

Aemco,  Inc.,  62  State  St.,  Mankato,  Minn. 

Alden  System,  Inc.,  Alden  Research  Center,  Westboro, 
Mass. 

Amglo  Corp.,  4333  N.  Ravenswood  Ave.,  Chicago  13,  III. 
Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia,  Pa. 
BAIRD-ATOMIC,  INC.,  33  University  Rd ,  Cambridge  38, 
Mass  ADV  PG  466 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 
Beattie-Coleman,  Inc.,  1000  N.  Olive  St.,  Anaheim,  Calif. 
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Bernco  Engineering  Corp.,  2320  S.  Tibbs  Ave.,  IndiAiM- 
polis,  Ind. 

Brenson  Corp.,  S.  Jetlerson  Rd ,  Whippany,  N.  J, 

Bristol  Co.,  The,  P.  0  Ba>  1790  EBG,  Waterbury  20, 
Conn. 

Bristol  Motor  Div.,  Vocjline  Co.  of  America,  Inc.,  Old 
Saybrook,  Conn. 

Cramer  Controls  Corp.,  Boa  11,  Centerbroob,  Conn. 

Cutler- Hammer,  Inc.,  411  N.  12th  St  ,  Milnauliee  1,  WIs. 

Olety  Co.,  Inc.,  Henry  G.,  12-16  Astoria  Blyd.,  Long 
Island  City  2,  N  Y 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Oes  Moines, 
Iowa. 

Eagle  Signal  Corp,  Moline,  III. 

Elesta  Ltd,  Electronic  Control  Apparatus,  Bad  Ragai, 
Switzerland 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa  AOV  PG.  140,  141 

General  Control  Company,  1212  Soldiers  Field  Rd.,  Boston 
14,  Mass 

General  Electric  Co.,  Apparatus  Sales  Div.  1  River  Rd., 
Schenectady  5,  N.  Y. 

General  Electronics  Corp,  17  Madison  Ave.,  Montgomery 
17,  Ala. 

Gordon  Enterprises,  S362  N  Cahuenga  Blvd.,  North 
Hollywood.  Calif. 

Grtenleaf  Mfg  Co.,  The,  7B14  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo 

HAYDON  CO,  A  W..  THE,  218  Elm  St  ,  Waterbury, 
Conn.  AOV  PG.  481 

HAYDON  DIV  OF  GENERAL  TIME  CORP.,  SOO  E  Elm 
St.,  Torrington,  Conn.  ADV.  PG  97. 

Hupp  Instrumatlon  Div,  Ene-Pacifk,  12912  S.  Weber 
Way  Hawthorne,  Calif 

INDUSTRIAL  TIMER  CORP.,  1407  McCarter  Highway, 
Newark  4,  N  J.  ADV.  PG  18S. 

Ingraham  Co.,  E.,  Bristol,  Conn. 

International  Register  Co.,  2620  Washington  Blvd.,  Chi¬ 
cago  12,  III. 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III. 

Mallory  &  Co  ,  Inc.,  P  R  ,  14  S.  Gray  St.,  Indianapolis 
6,  Ind 

Nelson  Instrument  Co.,  607  Howard  St  Evanston.  III. 

Pantek  Co.,  Boa  212,  El  Segundo,  Calif. 

Radei  Corp.,  2076  N  Elston  Ave  .  Chicago  14,  III 

Radiation  Research  Corp.,  1114  First  Ave  ,  New  York  21, 
N  Y. 

Ram  Meter,  Inc.,  1100  Hilton  Rd  ,  Ferndale,  Detroit  20, 
Mich 

Rhodes,  Inc.,  M  H.,  30  Bartholomew  Ave,  Hartford, 
Conn. 

Samarius  Electronic  Corp  ,  121  Canal  St  .  Shelton,  Conn. 

Sessions  Clock  Co.,  The,  61  E.  Mam  St.,  Forestvllle, 
Conn. 

Societe  Industrielle  de  Soncebot  S  A  ,  Soncebot,  Swltl- 
erland 

STANDARD  ELECTRIC  TIME  CO.,  97  Logan  St  ,  Spring- 
held.  Matt  ADV  PG.  SIS. 

Tork  Time  Controls,  Inc.,  12  Grove  St.,  Mt.  Vernon,  N  Y. 

Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St.,  Ocean- 
tide,  Calif. 

Vocatron  Mfg  Div.  of  Vocaline  Co  of  America,  Inc., 
Old  Saybrook,  Conn 

Waveguide,  Inc.,  P  0  Boa  486,  1484S  Oanard  St., 
Van  Nuys,  Calif 

Weltronic  Co.,  19S00  W  Eight  Mile  Rd ,  Detroit  4, 
Mich 

Wilson  A  Co.,  G  C.,  191S  Eighth  Ave.,  Huntmgton, 
W  Va 

2enith  Electric  Co,  1S2  W  Walton  St.,  Chicago  10,  III. 


TIMERS-ffoctronk 

Acme  Telectronia  D  v  of  NEA  Service,  Inc.,  W  Third  A 
Lakeside,  Cleveland  11,  Ohio. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland  Md. 

ALLEN-BRADLEY  CO.,  116  W  Greenfield  Ave,  Mil¬ 
waukee  4,  Wis.  ADV.  PG.  421 
Alto  Scientific  Co.,  8SS  Commercial  St.,  Palo  Alto,  Calif 
Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia,  Pa. 
BAIRD-ATOMIC,  INC.,  11  University  Rd.,  Cambridge  38, 
Mast.  AOV  PG.  466. 

Bellaire  Electronics,  Inc.,  62  White  St.,  Red  Bank,  N  J 
Bergen  Laboratories,  247  Crooks  Ave  ,  Clifton,  N.  J. 
Bristol  Co.,  The,  P.  0.  Boa  1790  EBG,  Waterbury  20, 
Conn. 

British  Thomson- Houston  Co,  Ltd.,  Rugby,  England. 
Cinema-Television,  Ltd.,  Worsley  Bnd^  Rd.,  London 
S.  E  26,  England. 

Computer  Measurements  Corp.,  5$28  Vineland  Ave.,  North 
Hollywood,  Calif 

Culler-Hammer,  Inc.,  411  N  12lh  St  ,  Milwaukee  1,  Wit. 
Devtron  Engineering,  1  Winslow  St.,  Redwood  City,  Calif. 
Dietz  Co.,  Inc  .  Henry  G.,  12-16  Astoria  Blvd.,  Long 
Island  City  2,  N  Y 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

Oynapar  Corp.,  S150  Church  St  ,  Skokie,  III. 

Eagle  Signal  Corp.,  Moline,  III 

Electrical  Service  Co.,  1271  Mission  St.,  San  Francisco, 
Calif. 

Flectro  Precision  Corp.,  Boa  669,  Arkadelphia,  Ark 
Electronic  Associates,  Inc.,  Long  Branch,  N  J 
fiesta  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragai, 
Switzerland. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa  AOV  PG  140,  141 
FARMER  ELECTRIC  PRODUCTS  CO.,  INC.,  2100  Wash¬ 
ington  St.,  Newton  Lower  Falls  62,  Mass.  AOV  PG. 
568. 

First  Electronics  Corp.,  117  Blue  Hill  Ave.,  Boston  19, 
Mass. 


PRODUCTS 


General  Control  Company,  1212  Soldiers  Field  Rd.,  Bos¬ 
ton  14,  Mass. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 
4,  Ala. 

Gordon  Enterprises,  5162  N.  Cahuenga  Blvd.,  North  Holly¬ 
wood,  Calif. 

Grecnieaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Hamner  Electronics  Co.,  Inc.,  Boi  511,  Princeton,  N.  J. 
HAYDON  CO.,  THE,  A  W.,  238  N  Elm  St.,  Waterbury, 
Conn  AOV.  PG  481. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  ADV.  PG.  511. 

Hubbard  ^ientific  Labs.,  Inc.,  109}  Industrial  St., 
Pomona.  Calif. 

Hunter  Mfg  Co.,  106  N.  Linn  St.,  Iowa  City,  Iowa. 
Hupp  Instrumatlon  Div,  Erie-Pacific,  12912  S.  Weber 
Way,  Hawthorne,  Calif. 

I-L-S  Instrument  Corp.,  4525  W.  160th  St.,  Cleveland 
11,  Ohio 

Industrial  Electronic  Engineers,  197}  Lankershim  Blvd., 
North  Hollywood,  Calif. 

INTERELECTRONICS  CORP.,  2412  Grand  Concourse, 
New  York  58,  N  Y.  AOV.  PG.  516 
Isotope  Developments  Ltd ,  Beenham  Grane,  Aldermaston 
Wharf,  Nr  Reading,  Berks. 

Jordon  Electronics,  a  Oiv  of  Victoreen  Instrument  Co., 
1025  W.  Mission  Rd.,  Alhambra.  Calif. 

Kahn  A  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 
LABORATORY  FOR  ELECTRONICS,  INC  ,  75  Pitts  St., 
Boston  14.  Mass  AOV  PG  508 
Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III 

Machinery  Electrification,  Inc.,  56  Hudson  St.,  Northboro, 
Mast. 

Mallory  A  Co.,  Inc ,  P  R.,  34  S.  Gray  St.,  Indian¬ 
apolis  6,  Ind. 

Master  SpMialties  Co.,  956  E.  108th  St.,  Los  Angeles 
59,  Calif. 

Measurement  Engineering,  Ltd.,  Arnprior,  Ontario,  Canada. 
Miratel,  Inc  ,  1080  Dionne  St.,  St  Paul,  Minn. 
Mullenbach  Oiv  of  Electric  Machinery  Mfg  Co.,  2100  E. 

27th  St  .  Los  Angeles  58,  Calif. 

NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave, 
Philadelphia  45,  Pa  ADV.  PG.  528 
Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III. 
Pantek  Co  .  Ro«  212,  El  Segundo,  Calif 
PARAPLEGICS  MFG  CO.,  INC.,  10068  Franklin  Ave., 
Franklin  Park.  Ill  ADV.  PG.  22 
Parsons  Co  .  Ralph  M.,  Electronics  Div.,  151  S  DeLacey 
Ave  ,  Pasadena,  Calif 

Philips  Electronics,  Inc.,  750  S  Fulton  Ave.,  Mt.  Vernon, 
N  Y 

Photoswitch  Div  ,  Electronics  Corp.  of  America,  One 
Memorial  Drive.  Cambridge  42,  Mast 
Photovolt  Corp.,  95  Madison  Ave,  New  York  16,  N.  Y. 
Post  Machinery  Co.,  Electronic  Pr^ucts  Div.,  140  Elliott 
St  ,  Beverly,  Mats 

POTTER  INSTRUMENT  CO.,  INC.,  Sunnysidc  Blvd., 
Plainview,  N  Y  AOV  PG.  545 
Presin  Co  .  12128  W  Pico  Blvd  ,  Los  Angeles  64,  Calif. 
RiiCal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

Rjdei  Corp.,  2076  N  Elston  Ave  ,  Chicago  14,  III. 
Ronsom  Research,  Boa  269,  San  Pedro,  Calif 
RIPLEY  CO.,  INC.,  Middletown.  Conn  ADV.  PG  564. 
Robotron  Corp,  21300  W.  Eight  Mile  Rd.,  Detroit  19, 
Mich 

Rutherford  Electronics  Co.,  8944  Lindblade  St.,  Culver 
City,  Calif. 

Samarius  Electronic  Corp.,  121  Canal  St.,  Shelton,  Conn. 
Sessions  Clock  Co.,  The,  61  E.  Mam  St.,  Forestvllle, 
Conn. 

STANDARD  ELECTRIC  TIME  CO.,  97  Logan  St.,  Spring, 
field.  Mass  AOV  PG.  518 

STICHT  CO.,  INC.,  HERMAN  H.,  27  Park  Place.  New 
York  7,  N.  Y  ADV.  PG.  585 
Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N  J 

Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila- 
delph.a  15,  Pa 

SYSTRON  CORP.,  2055  Concord  Blvd  ,  Concord,  Calif 
ADV  PG  168 

Technical  Electronics  Corp.,  4060  Ince  Blvd.,  Culver  City, 
Calif 

TELECHROME  MFC.  CORP.,  28  Ranick  Drive,  Amityyille, 
N  Y.  AOV.  PG.  323 

Tempo  Instrument,  Inc.,  P  0.  Boa  118,  240  Old 

County  Rd.,  Hicksville,  N  Y 

Tesla  Electric  Co.,  2871  N  Lincoln  Ave.,  Chicago  11, 
III. 

Tullamore  Electronics  Laboratory,  6055  S  Ashland  Ave., 
Chicago  16,  III. 

United  Control  Corp.,  4540  Union  Bay  Place,  Seattle  5, 
Wash. 

Universal  Match  Corp.,  Avionics  Dept  ,  4407  Cook  Ave., 
St.  Louis  11,  Mo. 

Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St.,  Ocean- 
side,  Calif. 

Vemaline  Products  Co.,  P  0.  Boa  222,  Hawthorne,  N.  J 
Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
England 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N  J  AOV  PG  346 
WALDORF  INSTRUMENT  CO.,  DIV  OF  F  C  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  V. 
ADV  PG  194C. 

WALKIRT  CO.,  141  W.  Hazel  St.,  Inglewood  1,  Calif. 
AOV.  PG.  500. 
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Waugh  Engineering  Co.,  7842  Burnet  Ave.,  Van  Nuys, 
Calif. 

Weltronic  Co.,  19500  W.  Eight  Mile  Rd.,  Detroit  41, 
Mich. 

Wilson  &  Co.,  G.  C.,  1915  Eighth  Ave.,  Huntington, 
W.  Va. 
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Amglo  Corp.,  4331  N.  Ravenswood  Ave.,  Chicago  13,  III. 

Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia,  Pa. 

Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J. 

Bristol  Co.,  The,  P.  0  Boa  1790  EBG,  Waterbury  20, 
Conn. 

Bristol  Motor  Division,  Vocaline  Company  of  America, 
Inc.,  Old  Saybrook,  Conn. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  Lorsdon  SE 
26,  England. 

Clary  Corp.,  San  Gabriel,  Calif. 

Counting  Instruments  Ltd ,  5,  Elstree  Way,  Boreham 
Wood,  Hertfordshire,  England. 

Cramer  Controls  Corp.,  Boa  13,  Centerbrook,  Conn. 

DeJUR-AMSCO  CORP.,  Northern  Blvd.,  at  45th  St.,  Long 
Island  City  1,  N.  Y  ADV.  PG  223-225. 

First  Electronics  Corp.,  117  Blue  Hill  Ave.,  Boston  19, 
Mass 

GENERAL  ELECTRIC  CO.,  APPARATUS  SALES  OIV., 

1  River  Rd.,  Schenectady  5,  N  Y.  ADV.  PG.  1,  2,  1,  6. 

HAYDON  CO.,  A  W  ,  THE,  238  N.  Elm  St.,  Waterbury, 
Coon  ADV.  PG  481 

HAYDON  OIV.  OF  GENERAL  TIME  CORP.,  500  E.  Elm 
St  ,  Torrington,  Conn.  ADV,  PG.  97. 

INDUSTRIAL  TIMER  CORP.,  1407  McCarter  Highway, 
Newark  4.  N  J  ADV  PG.  185. 

J-B-T  INSTRUMENTS,  INC.,  431  Chapel  St.,  New  Haven 
8,  Conn  AOV  PG.  256. 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indian¬ 
apolis  6.  Ind 

Marion  Electrical  Instrument  Co.,  Grenier  Feld,  Man¬ 
chester,  N .  H . 

Radiation  Research  Corp.,  1114  First  Ave.,  New  York  21, 
N  Y 

Resdel  Engineering  Corp.,  110  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

Rhodes,  Inc.,  M  H.,  10  Bartholomew  Ave.,  Hartford, 
Conn. 

Societe  Industrielle  de  Sonceboz  S.  A.,  Sonceboz, 
Switzerland 

SYSTRON  CORP.,  2055  Concord  Blvd.,  Concord,  Calif. 
ADV  PG  368. 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
England 

Vocatron  Mfg.  Div  of  Vocaline  Co.  of  America,  Inc.,  Old 
Saybrook,  Conn. 

WacLine,  Inc.,  15  S.  St.  Clair  St.,  Dayton  2,  Ohio. 

Westinghouse  Electric  Corp.,  P.  0.  Bov  868,  Pittsburgh 
10,  Pa 

Zenith  Electric  Co.,  152  W.  Walton  St.,  Chicago  10, 
III. 


TIMERS-fmpvlM 

Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia,  Pa. 

BAIRD-ATOMIC,  INC.,  13  University  Rd.,  Cambridge  38, 
Mass.  ADV.  PG.  406. 

Beattie-Coleman,  Inc.,  1000  N.  Olive  St.,  Anaheim, 
Calif. 

Branson  Corp.,  S.  Jefferson  Rd  ,  Whippany,  N.  J. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Computer-Measurements  Corp.,  5528  Vineland  Ave., 
North  Hollywood,  Calif. 

Cramer  Controls  Corp.,  Box  13,  Centerbrook,  Conn. 

Electrical  Service  Co.,  1271  Mission  St.,  ^n  Francisco, 
Calif. 

Elesta  Ltd,  Electronic  Control  Apparatus,  Bad  Ragaz, 
Switzerland. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  ADV.  PG.  140,  141. 

General  Control  Company,  1212  Soldiers  Field  Rd., 
Boston  34,  Mass. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 
4,  Ala. 

Gordon  Enterprises,  5362  N.  Cahuenga  Blvd.,  North 
Hollywood  Calif 

HAYDON  CO.,  A.  W.,  THE,  238  Elm  St.,  Waterbury, 
Conn  ADV.  PG.  481 

Hupp  Instrumatlon  Div.,  Ene-Pacific.  12932  S.  Weber 
Way,  Hawthorne,  Calif. 

Industrial  Electronic  Engineers,  3973  Lankershim  Blvd., 
North  Hollywood,  Calif. 

Jordon  Electronics,  a  Div.  of  Victoreen  Instrument  Co., 
3025  W  Mission  Rd.,  Alhamb-a,  Calif. 

Lumenite  Electronic  Co.,  407  S.  Bearborn  St.,  Chicago  5, 
III. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Miratel.  Inc.,  1080  Dionne  St..  St.  Paul,  Minn. 

NAVIGATION  COMPUTER  CORP.,  1621  Snyder  Ave., 
Philadelphia  45.  Pa.  AOV.  PG.  528 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit  20, 
Mich. 

SYSTRON  CORP.,  2055  Concord  Bivd.,  Concord,  Calif. 
ADV.  PG  368. 

Topp  Industries,  Inc.,  5255  W.  102nd  St.,  Los  Angeles 
45,  Calif. 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
England. 

Zenith  Electric  Co.,  152  W  Walton  St.,  Chicago  10,  III. 
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Cedar  Engineering  Oiv.  of  Control  Data  Corp.,  S806  W. 

3&th  St.,  Minneapolis  16,  Minn. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 


TIMERS-Moter  OparoMrf 

Abrams  Instrument  Corp.,  600-620  E.  Shiawassee  St., 
Lansing,  Mich. 

Aemco,  Inc.,  62  State  St.,  Mankato,  Minn. 
ALLEN-BRADLEY  CO.,  136  W.  Greenfield  Ave.,  Mil¬ 
waukee  4,  Wis.  ADV.  PG.  421. 

Amglo  Corp.,  4333  N.  Ravenswood  Ave.,  Chicago  13,  111. 
Applied  Science  Corp.  of  Princeton,  P.  0.  Box  44, 
Princeton,  N.  J. 

Automatic  Timing  &  Controls,  Inc.,  King  of  Prussia,  Pa. 
Beattie-Coleman,  Inc.,  1000  N.  Olive  St.,  Anaheim, 
Calif. 

Bendix  Aviation  Corp.,  Pacific  Div.,  11600  Sherman 
Way,  North  Hollywo^,  Calif. 

Borneo  Engineering  Corp.,  2320  S.  Tibbs  Ave.,  Indian¬ 
apolis,  Ind. 

Bill  Jack  Scientific  Instrument  Co.,  P.  0.  Box  C-3,  Solana 
Beach,  Calif. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Bristol  Motor  Division,  Vocaline  Company  of  America, 
Inc.,  Old  Saybrook,  Conn. 

Compact  Controls  Co.,  1633-35  N.  Halstead  St.,  Chicago 
14,  111. 

Cramer  Controls  Corp.,  Box  13,  Centerbrook,  Conn. 
Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

DIMCO-GRAY  CO.,  207  E.  Sixth  St.,  Dayton,  Ohio. 
ADV.  PG.  414. 

Eagle  Signal  Corp.,  Moline,  III. 

Elm  Laboratories,  18  S.  Broadway,  Dobbs  Ferry,  N.  Y. 
Exact  Engineering  &  Mfg.  Co.,  P.  0.  Box  668,  Ocean- 
side,  Calif. 

General  Control  Company,  .1212  Soldiers  Field  Rd., 
Boston  34,  Mass. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Globe  Industries,  Inc.,  P.  0.  Box  101,  North  Dayton 
Station,  Dayton  4,  OMe. 

Gordon  Enterprises,  5362  N.  Cahuenga  Blvd.,  North 
Hollywood,  Calif. 

Hagen  Mfg.  Co.,  Inc.,  202  20th  St.,  Moline,  III. 
HAYDON  CO.,  A.  W.,  THE,  238  Elm  St.,  Waterbury, 
Conn.  ADV.  PG.  483. 

HAYDON  DIV.  OF  GENERAL  TIME  CORP.,  500  E.  Elm 
St.,  Torrington,  Conn.  ADV.  PG.  97. 

Hubbard  Scientific  Labs.,  Inc.,  1093  Industrial  St., 
Pomona,  Calif. 

INDUSTRIAL  TIMER  CORP.,  1407  McCarter  Highway, 
Newark  4,  N.  J.  ADV.  PG.  185. 

Ingraham  Co.,  E.,  Bristol,  Conn. 

Janco  Corp.,  3111  Winona  Ave.,  Burbank,  Calif. 

Kahn  &  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 
Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Minoeapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave. 
S.,  Minneapolis  8,  Minn. 

MInneapolis-Honeywell  Regulator  Co.,  Ordnance  Olv., 
600  Second  St.  N.,  Hopkins,  Minn. 

Montgomery  Mfg.  Co.,  204  S.  Main  St.,  Owensvilic,  Ind. 
Radiation  Counter  Laboratories,  Inc.,  5122  W.  Grove  St., 
Skokie,  III. 

Reynolds  Electric  Co.,  3000  River  Rd.,  River  Grove,  III. 
Robco  Mfg.  Co.,  225  W.  Main  St.,  Patchogue,  N.  Y. 
Sangamo  Electric  Co., -1201  N.  11th  St.,  Springfieid,  III. 
Sessions  Clock  Co.,  The,  61  E.  Main  St.,  Forestville, 
Conn. 

Societe  Industrielle  de  Sonceboz  S.A.,  Sonceboz,  Switzer¬ 
land. 

STANDARD  ELECTRIC  TIME  CO.,  97  Logan  St.,  Spring- 
field,  Mass.  ADV.  PG.  518. 

•Times  Facsimile  Corp.,  540  W.  58th  St.,  New  York  19, 
N.  Y. 

Topp  Industries,  Inc.,  5255  W.  102nd  St.,  Los  Angeles 
45,  Calif. 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
Mast. 

Vocatron  Mfg.  Div.  of  Vocaline  Co.  of  America,  Inc.,  Old 
Saybrook,  Conn. 

Waveguide,  Inc.,  P.  0.  Box  486,  14845  Oxnard  St., 
Van  Nuys,  Calif. 

Zenith  Electric  Co.,  152  W.  Walton  St.,  Chicago  10,  111. 
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Amglo  Corp.,  4333  N.  Ravenswood  Ave.,  Chicago  13,  III. 

Automatic  Timing  &  Controls,  Inc.,  King  of  Prussia,  Pa. 

Beattie-Coleman,  Inc.,  1000  N.  Olive  St.,  Anaheim,  Calif. 

Bernco  Engineering  Corp.,  2320  S.  Tibbs  Ave.,  Indian¬ 
apolis,  Ind. 

Bill  Jack  Scientific  Instrument  Co.,  P.  0.  Box  C-3, 
Solana  Beach,  Calif. 

Branson  Corp.,  S.  Jefferson  Rd.,  Whippany,  N.  J. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Bristol  Motor  Div.,  Vocaline  Co.  of  America,  Inc.,  Old 
Saybrook,  Conn. 

Compart  Controls  Co.,  1633-35  N.  Halstead  St.,  Chi¬ 
cago  14,  III. 

Cramer  Co^rols  Corp.,  Box  13,  Centerbrook,  Conn. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wit. 
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Eagle  Signal  Corp.,  Moline,  III. 

Elesta  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragaz, 
Switzerland. 

General  Control  Company,  1212  Soldiers  Field  Rd., 
Boston  34,  Mass. 

Hagen  Mfg.  Co.,  Inc.,  202  20th  St.,  Moline,  III. 

HAYDON  CO.,  A.  W.,  THE,  238  Elm  St.,  Waterbury, 
Conn.  ADV.  PG.  483. 

HAYDON  DIV.  OF  GENERAL  TIME  CORP.,  500  E.  Elm 
St.,  Torrington,  Conn.  ADV.  PG.  97. 

Hubbard  Scientific  Labs.,  Inc.,  1093  Industrial  St., 
Pomona,  Calif. 

INDUSTRIAL  TIMER  CORP.,  1407  McCarter  Highway, 
Newark  4,  N.  J.  ADV.  PG.  185. 

Jordon  Electronics,  a  Div.  of  Victoreen  Instrument  Co., 
3025  W.  Mission  Rd.,  Alhambra,  Calif. 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  .S.  Gray  St.,  Indianapolis 
6,  Ind. 

Reynolds  Electric  Co.,  3000  River  Rd.,  River  Grove,  III. 

Rhodes,  Inc.,  M.  H.,  30  Bartholomew  Ave.,  Hartford, 
Conn. 

Samarius  Electronic  Corp.,  123  Canal  St.,  Shelton,  Conn 

Sessions  Clock  Co.,  The,  61  E.  Main  St.,  Forestville, 
Coon. 

Societe  Industrielle  de  Sonceboz  S.A.,  Sonceboz,  Switzer¬ 
land. 

Topp  Industries,  Inc.,  5255  W  102nd  St.,  Los  Angeles 
45,  Calif. 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
England. 

Vocatron  Mfg.  Div.  of  Vocaline  Co.  of  America,  Inc.,  Old 
Saybrook,  Conn. 

Waveguide,  Inc.,  P.  0.  Box  486,  14845  Oxnard  St., 
Van  Nuys,  Calif. 

Zenith  Electric  Co.,  152  W.  Walton  St.,  Chicago  10,  III. 
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Automatic  Timing  &  Controls,  Inc.,  King  of  Prussia,  Pa 

Bristol  Co.,  The,  P.  0  Box  1790  EBG,  Waterbury  20, 
Conn. 

Cramer  Controls  Corp.,  Box  13,  Centerbrook,  Conn. 

Eagle  Signal  Corp.,  Moline,  III. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  V. 

Hagen  Mfg.  Co.,  Inc.,  202  20th  St.,  Moline,  III. 

INDUSTRIAL  TIMER  CORP.,  1407  McCarter  Highway, 
Newark  4,  N.  J.  ADV.  PG.  185. 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III. 

Tork  Time  Controls,  Inc.,  32  Grove  St.,  Mt.  Vernon, 
N.  Y. 

Zenith  Electric  Co.,  152  W.  Walton  St.,  Chicago  10, 
111 


TIMERS— Pfiofoalacfrk 

Airmec  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 

Autotron  Co.,  The,  3629  N.  Vermilion,  Danville,  III. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E.  26,  England. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

Electrical  Service  Co.,  1271  Mission  St.,  San  Francisco, 
Calif. 

Ess  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergenfield, 
N.  J 

FARMER  ELECTRIC  PRODUCTS  CO.,  INC.,  2300  Wash¬ 
ington  St.,  Newton  Lower  Falls  62,  Mass  ADV.  PG 
568. 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  V. 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St ,  Chicago  5, 
III. 

Machinery  Electrification,  Inc.,  56  Hudson  St.,  North- 
boro,  Mass. 

Measurement  Engineering,  Inc.,  Arnprior,  Ontario, 
Canada. 

Miratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  Minn. 

Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7,  N.  Y. 

Photocon  Research  Products,  421  N.  Altadena  Drive, 
Pasadena,  Calif. 

Photoswitch  Div.,  Electronics  Corp.  of  America,  One 
Memorial  Drive,  Cambridge  42,  Mass. 

Robotron  Corp.,  21300  W.  Eight  Mile  Rd.,  Detroit  19, 
Mich. 

Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Phila¬ 
delphia  15,  Pa. 

Universal  Match  Corp.,  Avionics  Dept.,  4407  Cook  Ave., 
St.  Louis  13,  Mo. 

VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 

Union,  N.  J.  ADV.  PG.  346. 


TIMERS— Saquenc* 

Abrams  Instrument  Corp.,  600-620  E.  Shiawassee  St., 
Lansing,  Mich. 

Aemco,  Inc.,  62  State  St.,  Mankato,  Minn. 

Amglo  Corp.,  4333  N.  Ravenswood  Ave.,  Chicago  13, 

III. 

Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia,  Pa 
BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  ADV.  PG.  466. 

Beattie-Colman,  Inc.,  1000  N.  Olive  St.,  Anaheim,  Calif. 
Bernco  Engineering  Corp.,  2320  S.  Tibbs  Ave.,  Indian¬ 
apolis,  Ind 

Bill  Jack  Scientific  Instrument  Co.,  P.  0.  Box  C-3, 
Solana  Beach,  Calif. 

Branson  Corp.,  S.  Jefferson  Rd.,  Whippany,  N.  J. 


Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Bristol  Motor  Olv.,  Vocaline  Co.  of  America,  Inc.,  Old 
Saybrook,  Conn. 

Compact  Controls  Co.,  1633-35  N.  Halstead  St.,  Chicago 
14,  III. 

Cramer  Controls  Corp.,  Box  13,  Centerbrook,  Conn. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wis. 

Dietz  Co.,  Inc.,  Henry  G.,  12-16  Astoria  Blvd.,  Long 
Island  City  2,  N.  Y. 

Dunlap  Electronics,  Inc.,  764  Ninth  St.,  Des  Moines, 
Iowa. 

Eagle  Signal  Corp.,  Moline,  111. 

Electronic  Processes  Corp.,  2190  Folsom  St.,  San  Fran- 
clKO  10,  Calif. 

Elesta  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragaz. 
Switzerland. 

General  Control  Company,  1212  Soldiers  Field  Rd.,  Bos¬ 
ton  34,  Mass 

GENERAL  CONTROLS  CO.,  801  Allen  Ave.,  Glendale  1, 
Calif.  ADV  PG.  75. 

General  Electric  Co.,  Apparatus  Sales  Olv.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

General  Electronics  Corp.,  17  Madison  Ave  ,  Montgomery 
17,  Ala. 

Gordon  Enterprises,  5362  N  Cahuenga  Blvd.,  North 
Hollywood,  Calif. 

Hagen  Mfg  Co.,  Inc.,  202  20th  St.,  Moline,  III. 

HAYDON  CO.,  A.  W.,  THE,  238  Elm  St.,  Waterbury, 
Conn  AOV  PG.  483 

HAYDON  OIV  OF  GENERAL  TIME  CORP.,  500  E  Elm 
St.,  Torrington,  Conn.  ADV.  PG.  97 

Hubbard  Scientific  Labs.,  Inc.,  1093  Industrial  St., 
Pomona,  Calif 

Hunter  Mfg  Co  .  106  N.  Linn  St.,  Iowa  City,  Iowa 

INDUSTRIAL  TIMER  CORP.,  1407  McCarter  Highway, 
Newark  4,  N  J.  AOV.  PG.  185 

Jordon  Electronics,  a  Oiv.  of  Victoreen  Instrument  Co., 
3025  W.  Mission  Rd.,  Alhambra,  Calif 

Lumenite  Electronic  Co.,  407  S.  Dearborn  St.,  Chicago  5, 
III. 

Mallory  A  Co.,  Inc.,  P  R  ,  34  S  Gray  St.,  Indianapolis 
6,  Ind. 

Master  Specialties  Co.,  956  E  108th  St.,  Lot  Angeles 
59,  Calif. 

Measurement  Engineering,  Inc.,  Arnprior,  Ontario,  Canada 

Montgomery  Mfg.  Co.,  204  S  Main  St.,  Owentville,  Ind 

Noel  Mfg  Co.,  3  W  18th  St.,  New  York  11,  N  Y. 

Optimized  Devices,  Inc.,  P  0.  Box  38  Gedney  Station, 
White  Plaint,  N.  Y 

Resdel  Engineering  Corp.,  330  S  Fair  Oaks  Ave ,  Pasa¬ 
dena  1,  Calif. 

Reynolds  Electric  Co.,  3000  River  Rd.,  River  Grove,  III. 

Robotron  Corp.,  21300  W  Eight  Mile  Rd.,  Detroit  19, 
Mich 

Samarius  Electronic  Corp.,  123  Canal  St.,  Shelton, 

Corni 

Societe  Industrielle  de  Sonceboz  S  A.,  Sonceboz. 

Switzerland 

Venner  Electronics,  Ltd.,  Kingston  By-Patt.  New  Malden, 
England. 

Vocatron  Mfg  Div.  of  Vocaline  Co  of  America,  Inc., 
Old  Saybrook,  Conn. 

WALKIRT  CO.,  141  W  Hazel  St.,  Inglewood  3,  Calif 

ADV.  PG  500 

Waveguide,  Inc.,  P  0  Box  486,  14845  Oxnard  St  , 

Van  Nuys,  Calif 

Weltronic  Co  ,  19500  West  Eight  Mile  Rd  ,  Detroit  41, 
Mich. 

Wilton  &  Co.,  G  C.,  1915  Eighth  Ave.,  Huntington,  W. 

Va 

Zenith  Electric  Co.,  152  W  Walton  St.,  Chicago  10,  III. 


TIMERS-TNormaf 

Blue  M  Electric  Co.,  138th  A  Chatham  St.,  Blue  Island, 
III. 

Branson  Corp.,  S  Jefferson  Rd.,  Whippany,  N  J 
Bristol  Co.,  The,  P  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

G-V  CONTROLS  INC.,  28  Hollywood  Plaza,  East  Orange, 
N.  J.  AOV.  PG  258. 

Noel  Mfg.  Co.,  3  W.  18th  St ,  New  York  11,  N  Y 
Reynolds  Electric  Co.,  3000  River  Rd.,  River  Grove,  III. 
Ulanet  Co.,  George,  413  Market  St.,  Newark  5,  N  J 
VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd , 
Union,  N  J  ADV.  PG.  346 


TIMERS— MfoMIisq,  ffocfroiiic 


British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England 

Eisler  Engineering  Co.,  Inc.,  751  S.  13th  St ,  Newark  3, 
N.  J. 

Electron- Radar  Products,  P  0.  Box  50,  Route  #30, 
North  Aurora,  III. 

Ewald  Instruments,  Route  7E,  Kent,  Conn 

FARMER  ELECTRIC  PRODUCTS  CO.,  INC.,  2300  Wash¬ 
ington  St.,  Newton  Lower  Falls  62,  Mast  ADV  PG 
568 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River  Rd., 
Schenectady  5,  N.  Y. 

Kahn  A  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn 

Litton  Engineering  Laboratories,  P  0.  Box  949,  Grass 
Valley,  Calif. 

Measurement  Engineering,  Inc.,  Arnprior,  Ontario, 
Canada 


RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  OIV., 
Waltham  54,  Mass.  ADV.  PG.  428,  429. 

Robotron  Corp.,  21300  W.  Eight  Mile  Rd  ,  Detroit  19, 
Mich. 

Samarius  Electronic  Corp.,  123  Canal  St.,  Shelton,  Conn. 
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ELECTRONIC  and  ALLIED 


Sci*ky  Bros.,  Inc.,  491S  W.  67th  St.,  ChiCJfo  38,  III 
Square  0  Co.,  4041  N.  Richards,  Milwaukee  12,  Wis 
Thor  Transformer  &  Electronics  Co.,  750  San  Antonio 
Rd.,  Paio  Alto,  Calif. 

Vacuum  Tube  Product  Co.,  Inc.,  2020  Short  St.,  Ocean- 
side,  Calif. 

Weltronic  Co.,  19500  West  Eight  Mile  Road,  Detroit  41, 
Mich. 

Wilson  &  Co.,  G.  C.,  1915  Eighth  Ave.,  Huntington, 
W.  Va. 

TIMING 

S—  CONTROU-TImln* 

TINNINO-Nof  DippoW 

Henry  &  Miller  Induitries,  Inc.,  675  Garfield  Ave.,  Jersey 
City  5,  N  J 

Little  Falls  Alloys,  Inc.,  190  Caldwell  Ave.,  Paterson  1, 
N  J 

SOMERS  BRASS  CO.,  94  Baldwin  Ave.,  Waterbury,  Conn. 
AOV  PG  575. 

Wright  Metalcoaters  Inc.,  255  West  St.,  South  Hacken¬ 
sack,  N  J. 


TITRATION  APPARATUS-CMctronic 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  AOV  PG.  178,  179 
Leeds  &  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 

44,  Pa 

Mullard  Equipment  Ltd.,  Mullard  House,  Torrington 
Place,  London,  W.C.l,  England 
Radiometer,  72  Emdrupvei,  Copenhagen  NV-1,  Denmark. 


TOOLS— Hand  or  Atachonlcaf 

NOTE:  Includot  grindors,  milling  csrttors,  pliers, 
punches,  reamers,  screwdrivers,  fops,  wrenches, 
wrenches,  torque,  etc.  Ter  further  particulors, 
cerssult  advertisement  ef  manufacturer  in  this 
Issue. 

Acme  Tool  A  Specialties  Co.,  224  N.  Loomis  St  ,  Chi¬ 
cago  7,  III. 

ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave., 
Mmeola,  N  V.  ADV  PG  531 
Allen,  H  0.,  3201  Casitas  St.,  Los  Angeles  39,  Calif. 
Anton  Machine  Works,  1226  Flushing  Ave  ,  Brooklyn  37, 

N  V 

Ark-Les  Switch  Corp.,  51  Water  St.,  Watertown  72, 
Mass 

Arro  Eipansion  Bolt  Co.,  1522  Boone  Ave.,  Marion, 
Ohio. 

Burndy  Corporation.  Norwalk,  Conn 
CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave, 
Cambridge  38,  Mass  AOV.  PG  74 
Clauss  Cutlery  Co,  Fremont,  Ohio 
OAR  Plastic  Welders,  Inc.,  Harardville,  Corm 
Oremel  Mfg  Co  ,  2300  18th  St.,  Racine,  Wis. 

OURO  specialty  CO.,  INC.,  811  Boston  St.,  Lynn, 
Mass  ADV  PG.  565. 

Fd-Berl  Products,  Inc.,  87  Merrick  Rd.,  Baldwin,  N  V. 
ELECTRONICS,  INC.,  39  York  Rd.,  Willow  Grove,  Pa 
ADV  PG  575. 

Erwood,  Inc.,  1770  Berteau  Ave  ,  Chicago  13,  III 
Eyelet  Tool  Co.,  236  Broadway,  Cambridge,  Mass 
Huck  Mfg  Co.,  2480  Bellevue  Ave.,  Detroit  7,  Mich. 
Hunter  Tool  Co.,  9851  Alburtls  St.,  Santa  Fe  Springs, 
Calif. 

Jadow,  Inc.,  8.,  860  Broadway,  New  York  3,  N.  V. 

Klein  A  Sons,  Mathias,  7200  McCormick  Rd.,  Chicago 
45,  III 

Kraeuter  A  Co.,  Inc.,  583  18th  Ave.,  Newark  3,  N  J. 
Lantr  Mfg  Co,  Inc.,  P  0.  Bov  392,  Valparaiso,  Ind. 
Loddinq  Inc.,  75  Beacon  St.,  Worcester  1,  Mass 
Martindale  Electric  Co.,  Ed^water  Branch,  Bov  617, 
Cleveland  7  Ohio. 

MICO  INSTRUMENT  CO,  80  Trowbridge  St,  Cambridge 
38,  Mass  AOV  PG  549 
Millers  Falls  Co ,  Greenfield,  Mass 
Moody  Machine  ProdsKts  Co.,  IrK  ,  39  Dudley  St.,  Provi¬ 
dence  5,  R  I 

Orbit  Industries,  Bov  666,  Reseda,  Calif. 

P  I  C  Design  Corp.,  477  Atlantic  Ave.,  East  Rockaway, 
N  Y 

Paul  A  Beekman,  Inc.,  1801  Courtland  St.,  Philadel¬ 
phia  40,  Pa 

Richmont,  Inc.,  922  S.  Myrtle  Ave ,  Monrovia,  Calif. 
Robins  Industries  Corp.,  214-26  41st  Ave.,  Bayside, 
N  Y. 

Rush  Wire  Stripper  Div.  of  The  Eraser  Co.,  Inc.,  1068 
S.  Clinton  St.,  Syracuse  4,  N.  Y. 

Sheartut  Tool  Co.,  7045  Darby  Ave.,  Reseda,  Calif. 
Speedway  Mfg  Co.,  1834  S.  52nd  Ave.,  Cicero  SO,  III. 
Stanley  Works,  The,  New  Britain,  Conn. 

Stevens-Walden,  Inc.,  475  Shrewsbury  St.,  Worcester  4, 
Mass 

Sturtevant  Co.,  P.  A  Addison,  III. 

Taft  Peirce  Mfg  Co.,  32  Mechanic  Ave.,  Woonsocket, 
R.  I. 

Television  Accessories  Co.,  Bov  368,  Scottsdale,  Arii. 
Tilden  Tool  Mfg.  Co.,  209  Los  Molinos,  San  Clemente, 
Calif. 

Utica  Drop  Forge  A  Tool  Div  of  Kelsey-Hayes  Co., 
2415  Whitesboro  St.,  Utica  4,  N  Y. 

Vaco  Products  Co.,  317  E.  Ontario  St.,  Chicago  11,  III. 
Waldes  Kohinoor,  Inc  ,  47-16  Austel  Place,  Long  Island 
City  1,  N.  Y. 


PRODUCTS 


Wen  Products,  Inc.,  5808  Northwest  Highway,  Chicago 
31,  III. 

WENCO  MFG  CO.,  1133  W  Hubbard  St.,  Chicago  22, 
III.  ADV.  PG.  533 

Whitney  Metal  Tool  Co.,  726  Forbes  St.,  Rockford,  111. 
Xcelite,  Inc.,  28  Bank  St.,  Orchard  Park,  N  Y. 
Jipoertubing  Co.,  The,  752  S.  San  Pedro,  Los  Angeles, 
Calif. 


TOOLS— Pnoumofic  Aaaambfy 

Burndy  Corporation,  Norwalk,  Conn. 

Technical  Devices  Co.,  2346  Centintia  Ave.,  Los  Angeles 
64,  Calif. 


TOOLS— Resiatanca  Soidaring 

Cole  Radio  Works,  86  Westville  Ave.,  Caldwell,  N  J. 
Ideal  Industries,  Inc.,  5103  Park  A  Borden  Aves.,  Syca¬ 
more,  III 

Television  Accessories  Co.,  Boa  368,  Scottsdale,  Ariz. 
Ungar  Electric  Tools,  Inc.,  4101  Redwood  Ave.,  Los 
Angeles  66,  Calif. 

Wall  Mfg  Co.,  Grove  City,  Pa. 

Wassco  Electric  Products  Corp.,  204  S.  Larkin  Ave., 
Joliet,  III 


TOOLS— Tfcormaf  SaJdaring 

Avo  Ltd.,  Avocet  House,  82/96,  Vauvhall  Bridge  Rd., 
London  S.W  1,  England 

Duramic  products  Inc.,  262  Mott  St.,  New  York  12, 
N  Y 

Electric  Soldering  Iron  Co.,  W.  Elm  St.,  Deep  River, 
Conn. 

Technicraft  Co.,  1156  Commonwealth  Ave.,  Boston  34, 
Mass 

Television  Accessories  Co.,  Boa  368,  Scottsdale,  Ariz. 
Ungar  Electric  Tools,  Inc.,  4101  Redwood  Ave.,  Los 
Angeles  66,  Calif. 

Wall  Mfg.  Co.,  Grove  City,  Pa 


TOOLS— Uifraaanic  SoMering 

Aeroprojects  Incorporated,  310  E.  Rosedale  Ave.,  West 
Chester,  Pa. 

Alcar  Instruments,  Inc.,  17  Industrial  Ave.,  Little  Ferry, 
N  J. 

Mullard  Equipment  Ltd.,  Mullard  House,  Torrington 
Place,  London  W  C  1,  England. 

NAROA  ULTRASONICS  CORP.,  118-160  Herricks  Rd.. 

Dept.  EB-l,  Mmeola,  N.  Y.  AOV.  PG.  116. 

Vibro  Ceramics  Div.  of  Gulton  Industries,  Inc.,  Metuchen, 
N  J. 


TOOLS-Wire  Wrapping 

Gardner-Denver  Co.,  Qumey,  III. 

Utica  Drop  Forge  A  Tool  Div.  of  Kelsey-Hayes  Co.,  2415 
Whitesboro  St.,  Utica  4,  N.  Y. 

TOROIDAL  WINDERS 

Sm  MACHINES-Cail  Winding 

MACHINES-Cail  Winding,  Toroidal 

TOROIDS 

A.  P  W  Co..  72  W  Main  St  ,  Rxkaway,  N.  J. 

ALOEN  PRODUCTS  CO.,  112  N  Main  St.,  Brxkton  64, 
Mass  ADV.  PG  472 

American  Research  A  Mfg.  Corp.,  920  Halpine  Ave., 
Rxkville.  Md 

BURNELL  A  CO.,  INC.,  10  Pelham  Parkway,  Pelham, 
N.  V.  AOV.  PG.  70,  71. 

CG  Electronics  Div.  of  Gulton  Industries,  Inc.,  305 
Dallas  St.,  N.  E.  Albuquerque,  N.  M. 

Campbell  Co  ,  Inc  Colm.  Westville  Ave.,  Danbury,  Conn 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P  0.  Bov  555,  Mahwah,  N  J.  AOV.  PG.  352, 
353,  372. 

Coast  Coil  Co.,  5333  W  Washington  Blvd.,  Los  Angeles 
16,  Calif. 

Coil  Co.  of  America,  Inc.,  207  Washington  St.,  North- 
vale,  N.  J. 

Coilcraft,  Inc.,  Cary,  III. 

Connecticut  Telephone  Electric  Corp.,  70  Britannia 
St.,  Meriden,  Conn. 

DX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave.,  Chi¬ 
cago  47  III 

DECOURSEY  ENGINEERING  LAB  ,  11828  W.  Jefferson 
Blvd.,  Culver  City,  Calif.  AOV.  PG.  228. 

DIETZ  DESIGN  A  MFG.  CO.,  Grandview  6,  Mo.  AOV 
PG  525 

COMMUNICATION  ACCESSORIES  CO.,  U.  S.  Highway 
50  A  71  By-Pass,  Lee's  Summit,  Mo.  ADV.  PG. 
249-252. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield  Ave., 
Clifton,  N  J. 

Electro  Networks,  Inc.,  P.  0.  Bov  424,  Syracuse,  N.  V. 

Electro-Winders  Co.,  Inc.,  854  W.  Front  St.,  Covina, 
Calif. 

Electromation  Co.,  1646  18th  St.,  Santa  Monica,  Calif. 

ELECTRONIC  COILS,  INC.,  P  0.  Box  1665,  33  Lyman 
St.,  Springfield,  Mass.  AOV.  PG.  565. 

Emerson-Glover  Inc.,  43  E.  Plaint  St.,  Cxhituate,  Mass. 

ENDICOTT  COIL  CO.,  INC.,  24  Charlotte  St.,  Bingham¬ 
ton,  N  V  AOV  PG.  424,  425. 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N.  Y.  AOV.  PG  24 


TOROIDS 


General  Electric  Co.,  Specialty  Electronic  Components 
Dept.,  W.  Genessee  St.,  Auburn,  N.  V. 

Geotronic  Labs.  Inc.,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Texas. 

Goslin  Electric  A  Mfg.  Co.,  2921  W.  Olive  St.,  Burbank. 
Calif. 

Hall  Mfg  Co.,  3901  Wesley  Terrace,  Schiller  Park,  III. 
Hermaseal  Co.,  Inc.,  1101  Lafayette  St.,  Elkhart.  Ind 
Houlihan  Co.,  T.  J.,  2508-14  W.  Lawrence  Ave.,  Chicago 
2t>,  III 

INTERELECTRONICS  CORP.,  »2432  Grand  Concourse, 
New  York  58,  N  Y  ADV  PG.  536. 

INTERNATIONAL  RESISTANCE  CO.,  401  N  Broad  St., 
Philadelphia  8.  Pa.  ADV  PG.  189-192. 

JAMES  VIBRAPOWR  CO.,  4050  N.  Rockwell  St.,  Chi¬ 
cago  18,  III  AOV  PG  574. 

Keystone  Products  Co.,  904-6  23rd  St  ,  Union  City,  N.  J 
LAM  ELEaRONIC  ENGINEERING  CO.,  Fifth  A 
Jacinto  Ave.,  P.  0  Box  745,  San  Jacinto,  Calif 
ADV.  PG.  202 

Magnavox  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne,  Ind 
MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave.,  New 
York  55,  N  Y  ADV  PG.  286. 

MAGNETIC  RESEARCH  CORP.,  3160  W.  El  Segundo 
Blvd  ,  Hawthorne,  Calif.  AOV.  PG.  482. 

MAGNETICO  INC.,  6  Richter  Court,  East  Northport,  N.  Y. 
AOV  PG  495 

Maurey  Instrument  Corp.,  7924  S.  Exchange  Ave.,  Chi¬ 
cago  17,  III 

Measurement  Engineering,  Ltd.,  Arnprior,  Ontario, 
Canada 

MiCO  INSTRUMENT  CO.,  SO  Trowbridge  St.,  Cambridge 

38,  Mass  ADV.  PG.  549 

Micropulse  Engineering,  1122  W.  Magnolia  Blvd.,  Bur¬ 
bank,  Calif. 

Milwaukee  Transformer  Co.,  5231  N.  Hopkins  St.,  Mil¬ 
waukee  9,  Wis. 

Missouri  Research  Labs.,  Inc.,  2109  Lxust  St.,  St. 
Louis  3,  Mo 

Mt.  Vernon  Precision  Transformer  Co.,  201  S.  Third 
Ave  Mt  Vernon,  N.  Y 

NYT  ELECTRONICS,  INC.,  2979  N  Ontario  St.,  Burbank, 

Calif  ADV  PG  500 

NORTH  HILLS  ELECTRIC  CO.,  INC.,  402  Sagamore  Ave., 
Mineola,  N  Y.  AOV.  PG.  533,  548. 

Oregon  Electronic  Mfg.  Co.,  2105  SE  6th  Ave.,  Portland 
14  Ore 

ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 

N  J.  AOV  PG  337 

PCA  Electronics,  Inc.,  16799  Schoenborn  St.,  Sepulveda, 
Calif 

POLYMER  CORPORATION,  THE,  Reading,  Pa.,  AOV. 
PG.  196 

Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridgeport. 
Penna 

Poughkeepsie  Coil  Co.,  Inc.,  24  Charlotte  St.,  Bingham¬ 
ton  N.  Y. 

Precision,  Inc.,  730  Lyndale  Ave.,  N  Minneapolis.  Minn 
Pulse  Engineering,  Inc.,  2657  Spring  St.,  Redwood  City, 
Calif 

OUTRONIC  TRANSFORMER  CORP.,  525  Broadway,  New 
York  12,  N  Y.  AOV.  PG  394B. 

Railway  Communications,  Inc.,  9351  E  59th  St.,  Ray¬ 
town,  Mo. 

REDMAN  ELECTRONICS  CORP.,  P  0  Box  72,  Thomp- 
sonvllle.  Conn  ADV  PG  548. 

ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd  ,  Davls- 
villa.  Pa  ADV  PG  472 

Sanqamo  Electric  Co.,  1201  N  llfh  St.,  Springfield,  III. 
Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd  ,  Hawthorne,  Calif 
Sioux  Radio  Products,  100  Douglas  Ave  Yankton,  S.  D 
SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Pmt  o.ik  Rd..  P.  0  Box  13058  Houston  19,  Texas 
AOV.  PG.  347. 

Stafnr  Electric  Corp.,  46-25  58th  St.,  Woodside,  N  Y. 
Steward  Mfo  Co.,  D.  M  ,  3600  Jerrome  Ave.,  Chat¬ 
tanooga  1,  Tenn 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St  , 
New  York  6,  N  Y  AOV  PG.  511 
Telecomputing  Corp.,  915  N  Citrus  Ave.,  Los  Angeles 
38,  Calif. 

Telex  Inc.,  Telex  Park,  St  Paul  1,  Minn. 

Thermador  Electric  Mfg.  Co.,  5215  S.  Boyle  Ave  ,  Los 
Angeles,  Calif. 

Toroidal  Components  Co.,  1374  E  Walnut  St.,  Pasadena, 
Calif. 

Toroids,  Inc.,  18228  Parthenia  St.,  Northbridge,  Calif 
Torotel  Inc.,  5512  E  110th  St.,  Kansas  City  34.  Mo 
TRANSFORMERS,  INC.,  200  Stage  Rd.,  Vestal,  N  Y. 
ADV.  PG.  391-393. 

Transonic  Inc..  808  16th  St.  Box  96A,  Bakersfield,  Calif. 
TRIAD  TRANSFORMER  CORP.,  SUB  OF  LITTON  INDUS¬ 
TRIES,  4055  Redwood  Ave.,  Venice,  Calif.  ADV.  PG. 
370 

Universal  Mfg  Co.,  Inc.,  410  Hillside  Ave.,  Hillside, 
N.  J. 

VARI-L  CO.,  INC.,  P.  0.  Box  1433,  Stamford,  Conn. 
ADV.  PG.  457. 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas. 
ADV  PG.  454. 

Warren  Transformer  Co.,  Inc.,  103  Warren  St.,  Tunk- 
hannxk.  Pa. 

Warsaw  Coil  Co.,  Warsaw,  Ind. 

WELCH  MFG  CO.,  INC.,  A.  W.,  509  E.  29th  St., 
Indianapolis,  Ind.  AOV.  PG.  580. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
10,  Pa. 

Wickes  Engineering  &  Construction  Co.,  12th  St.  & 
Ferry  Ave.,  Camden  4,  N  J 
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TOWER  SERVICE 


1958-1959  LISTINGS  of 


TOURMALINE 

CRYSTALS 

TOWER  SERVICE— Intfallvrf,  Erectors,  Maintainors 

Dresser-Ideco  Co.,  875  Michigan  Ave.,  Columbus  8,  Ohio. 
Electrical  Tower  Service,  Inc.,  325  S.  Washington  St., 
Peoria,  III. 

Stainless,  Inc.,  Third  St.,  North  Wales,  Pa. 

Tewer  Construction  Co.,  2700  Hawkeye  Drive,  Sioux  City, 
Iowa.  ' 

Wind  Turbine  Co.,  E,  Market  St.  &  Penna.  R.  R.,  West 
Chester,  Pa. 


TRACERS— E/octron  Tuba  Curve 

Tektronix  Inc.,  P.  0.  Box  831,  Portland  7,  Ore. 

TRACERS-Signof 

See  INSTRUMENTS— Electrical  Measuring 
TRACERS— Transistor  Curve 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  ADV.  PG.  466. 

CUBIC  CORP.,  5575  Kearny  Villa  Rd.,  San  Diego  11, 
Calif.  ADV.  PG.  118,  119. 

DUNN  ENGINEERING  ASSOCIATES,  INC.,  225  O'Brien 
Highway,  Cambridge  41,  Mass.  ADV.  PG.  571. 

Senex,  Inc.,  73  S.  State  Rd.,  Upper  Darby,  Pa. 
Tektronix  Inc.,  P.  0.  Box  831,  Portland  7,  Ore. 


TRANSCEIVERS-Aviotion 

Aeronautical  Electronics,  Inc.,  Raleigh-Durham  Airport, 
P.  0.  Box  6527,  Raleigh,  N.  C. 

Aircraft  Radio  Corp.,  Boonton,  N.  J. 

American  Electronics,  Inc.,  655  W  Washington  Blvd., 
Los  Angeles  15,  Calif. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N.,  St. 
Petersburg,  Fla. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.Y. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 

Magnavox  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne  4, 
Ind. 

Mitchell  Industries,  Inc.,  P.  0.  Box  17,  Mineral  Wells, 
Texas. 

Production  Research  Corp.,  Thornwood,  N.  Y. 

SPIVEY  INC.,  JAMES  S.,  4908  Hampten  Lane,  Washing¬ 
ton  14,  D.  C.,  ADV.  PG.  531. 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.  C.  2,  England. 

Stewart-Warner  Electronics  Div.  of  Stewart-Warner  Corp., 
1300  N.  Kostner  Ave.,  Chicago  51,  III. 

Telephonies  Corp.,  Park  Ave.,  Huntington,  N.  Y. 

TRANSClIVnS-UtafcMf 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

Production  Research  Corp.,  Thornwood,  N.  Y. 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Mal¬ 
den,  England 


TRANSCEIVERS-Porfable 

Acme  Telectronix  Div.  of  NEA  Service,  Inc.,  W.  Third  & 
Lakeside,  Cleveland  13,  Ohio 

Aeronautical  Electronics,  Inc.,  Raleigh-Durham  Airport, 
P.  0.  Box  6527,  Raleigh,  N.  C. 

Aircraft  Radio  Corp.,  Boonton,  N.  J. 

American  Electronic  Labs.,  Inc.,  121  N.  Seventh  St., 
Philadelphia  6,  Pa. 

American  Electronics,  Inc.,  655  W  Washington  Blvd., 
Los  Angeles  15,  Calif. 

Avco  Mfg.  Corp.,  Crosley  Div.,  1329  Arlington  St., 
Cincinnati  25,  Ohio. 

Bendix  Radio  Div.,  Bendix  Aviation  Corp.,  Baltimore  4, 
Md. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

Electronics  Design  Co.,  P.  0.  Box  401,  Enid,  Okla. 

Gyro  Electronics  Co.,  325  Canal  St.,  New  York,  N.  Y 

Hallicrafters  Co.,  4401  W.  Fifth  St.,  Chicago  24,  III. 

Industrial  Radio  Corp.,  428  N.  Parkside  Ave.,  Chicago 
44,  III. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

Motorola  Communications  &  Electronics  Inc.,  4501  W. 
Augusta  Blvd.,  Chicago  51,  III. 

Production  Research  Corp.,  Thornwood,  N.  Y. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cam¬ 
bridge,  England. 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  Calif. 

Venner  Electronics,  Ltd.,  Kingston  By-Pass,  New  Malden, 
England. 

TRANSCEIVERS-uhf 

Aircraft  Radio  Corp.,  Boonton,  N.  J. 

American  Electronic  Labs.,  Inc.,  121  N.  Seventh  St., 
Philadelphia  6,  Pa. 


Bendix  Radio  Div.,  Bendix  Aviation  Corp.,  Baltimore  4, 
Md. 

Canadian  Marconi  Co.,  2442  Trenton  Ave.,  Montreal  16, 
Quebec,  Canada. 

Cleveland  Electronics,  Inc.,  1974  E.  61$t  St.,  Cleve¬ 
land  3,  Ohio. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N., 
St.  Petersburg,  Fla. 

Electronics  Design  Co.,  P.  0  Box  401,  Enid,  Okla. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N.  Y. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N,  Y. 

Kaar  Engineering  Corp.,  2995  Middleheld  Rd.,  P  0 
Box  1320,  Palo  Alto,  Calif. 

Mack  Electronics  A  Div.  of  Mack  Trucks,  Inc.,  Plain- 
field,  N.J. 

Magnavox  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne  4, 
Ind. 

Motorola  Communications  A  Electronics  Inc.,  4501  W. 
Augusta  Blvd.,  Chicago  51,  III. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

SPIVEY,  INC.,  JAMES  S.,  4908  Hampden  Lane,  Wash¬ 
ington  14,  D.  C.  ADV.  PG.  531. 

Sutter  Electronics  Co.,  P.  0.  Box  896,  Palo  Alto,  Calif. 

Telephonies  Corp.,  Park  Ave.,  Huntington,  N.  Y. 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  N.  J. 

Vocatron  Mfg.  Div.  of  Vocallne  Co.  of  America,  Inc.,  Old 
Saybrook,  Conn. 


TRANSCEIVERS-vbf 

Aeronautical  Electronics,  Inc.,  Raleigh-Durham  Airport, 
P.  0.  Box  6527,  Raleigh,  N.  C. 

Aircraft  Radio  Corp.,  Boonton,  N.  J. 

American  Electronic  Labs.,  Inc.,  121  N.  Seventh  St., 
Philadelphia  6,  Pa. 

Applied  Electronics  Co.,  Inc.,  213  E.  Grand  Ave., 
South  San  Francisco,  Calif. 

Bendix  Radio  Div.,  Bendix  Aviation  Corp.,  Baltimore  4, 
Md. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

Canadian  Marconi  Co.,  2442  Trenton  Ave.,  Montreal  16, 
Quebec,  Canada. 

CLEGG  LABORATORIES  DIV.  OF  CLEGG,  INC.,  Hanover 
&  Ridgedaie  Aves.,  Morristown,  N.  J.  ADV  PG  505. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N., 
St.  Petersburg,  Fla 

Electronics  Design  Co.,  P  0.  Box  401,  Enid,  Okla. 

Industrial  Radio  Corp.,  428  N  Parkside  Ave.,  Chi¬ 
cago  44,  III. 

Intelex  Systems,  Inc.,  22  Thames  St.,  New  York,  N.  Y. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

Kaar  Engineering  Corp.,  2995  Middlefleld  Rd.,  P.  0.  8ox 
1320,  Palo  Alto,  Calif. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 

Mack  Electronics  A  Div.  of  Mack  Trucks,  Inc.,  Plainfield, 
N.  J. 

Magnavox  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne  4, 
Ind. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.Y 

Motorola  Communications  &  Electronics  Inc.,  4501  W. 
Augusta  Blvd.,  Chicago  51,  III. 

Production  Research  Corp.,  Thornwood,  N.  Y. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cambridge, 
England. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

SPIVEY,  INC.,  JAMES  S.,  4908  Hampden  Lane,  Wash¬ 
ington  14,  D.  C  ADV.  PG.  531 

Standard  Telephones  &  Cables  Ltd.,  Connaught  House,  63 
Aldwych,  London,  W.  C.  2,  England. 

Telephonies  Corp.,  Park  Ave.,  Huntington,  N.  Y 

Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  N  J. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St^  Manchester,  N.  H.  ADV.  PG.  276,  277. 

VARO  MFG.  Co.,  INC.,  2201  Walnut  St.,  Garland,  Texas. 
ADV  PG.  454. 

West  Coast  Electronics  Co.,  9261  W.  3rd  St.,  Beverly 
Hills,  Calif. 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City,  Mo 

TRANSDUCERS 

ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave., 
Mineola,  N  Y.  ADV.  PG.  531 

Aetna  Electronics  Corp.,  207  Stonehinge  Lane,  Carle 
Place,  N.  Y. 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Cumberland,  Md. 

Allied  Products  Div.,  Hamilton  Watch  Co.,  Lancaster, 

Pa 

American  Diathermy  Products,  Inc.,  11858  Mississippi 
Ave.,  Los  Angeles  25,  Calif 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif. 

Atlantic  Research  Corp.,  901  N.  Columbus,  Alexandria, 
Va. 

Automatic  Timing  &  Controls,  Inc.,  King  of  Prussia,  Pa. 

B  4  F  Instruments,  Inc.,  4732  N  Broad  St.,  Philadel¬ 
phia  41,  Pa. 

BJ  ELECTRONICS,  BORG-WARNER  CORP.,  3300  New¬ 
port  Blvd.,  Santa  Ana,  Calif.  ADV.  PG  <75. 

Baldwin-Lima-Hamilton  Corp.,  42  4th  Ave.,  Waltham, 
Mass. 

Beckman/Berkeley  Division,  2200  Wright  Ave  ,  Richmond 
3,  Calif. 


Bendix  Aviation  Corp.,  Pacific  Div.,  11600  Sherman 
Way,  North  Hollywood,  Calif. 

Bludvrarth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N  Y. 

Bourns  Laboratories,  Inc.,  P.  0.  Box  2112,  Riverside, 
Calif. 

Bristol  Co.,  The,  P  0  Box  1790  EBG,  Waterbury  20, 
Cwn. 

Bruel  4  Kjaer,  Naerum,  Denmark. 

Burton  Mfg.  Co.,  2520  Colorado  Ave.,  Santa  Monica, 
Calif. 

CLARK  ELECTRONIC  UB.,  Box  165,  Palm  Springs,  Calif. 
ADV.  PG.  527 

Collins  Corp.,  G  L.,  2820  E.  Hullet  St.,  Long  Beach  5, 
Calif. 

Colvin  Labs.,  Inc.,  364  Glenwood  Ave.,  East  Orange, 

N.  J. 

COMPUTER  INSTRUMENTS  CORP.,  92  Madison  Ave., 
Hempstead,  N.  Y.  ADV.  PG.  573. 
Computer-Measurements  Corp.,  5528  Vineland  Ave.,  North 
Hollywood,  Calif. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena  IS,  Calif. 

Crescent  Engineering  4  Research  Co.,  5440  N  PKk  Rd  , 

El  Monte,  Calif. 

Darco  Industries,  Inc.,  Gyro  Dynamics  Div.,  2151  E. 

Rosencrans  Ave.,  El  Segundo,  Calif. 

Datran  Electronics,  1836  Rosecrans  Ave.,  Manhattan 
Beach,  Calif. 

Daytronic  Corp.,  216  S.  Main  St.,  Dayton,  Ohio. 
OYNA-EMPIRE,  INC.,  1075  Stewart  Ave.,  Garden  City, 

N  Y.  ADV.  PG.  537 

Oynapar  Corp.,  5150  Church  St.,  Skokie,  HI 
Edcliff  Instruments,  1711  S.  Mountain  Ave.,  Monrovia, 
Calif. 

Electro  Craft  Industries,  Inc.,  68  JKkson  St.,  Stamford, 
Conn. 

Electro  Products  Labs.,  4501  N.  Ravenswood  Ave., 
Chicago  40,  III. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa  ADV.  PC  140,  141 
FAIRCHILD  CONTROLS  CORP.,  COMPONENTS  OIV.,  225 
Park  Ave.,  Hicksville,  N.  Y.  ADV.  PG.  142. 
FREQUENCY  STANDARDS  CORP.,  Box  504,  Asbury  Park, 

N  J.  ADV.  PG.  285. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

Genisco,  Inc.,  2233  Federal  Ave.,  Los  Angeles  64,  Calif. 
Gerst  4  Co.,  Paul  E.,  4868  N.  Clark  St.,  Chicago  40.  III. 
Giannml  4  Co.,  Inc.,  G  M.,  918  E.  Green  St.,  Pasadena 
1,  Calif. 

Gorham  Manufacturing  Co.,  Bronae  Olv.,  Providence  7, 
R.  I. 

Gow-Mac  Instrument  Co.,  100  Kings  Rd.,  Madison,  N.  J. 
Grass  Instrument  Co.,  101  Old  Colony  Ave.,  Quincy,  Mass. 
Gudeman  Co.,  340  W.  Huron  St.,  Chicago  10,  III 
Gurley,  W.  4  L.  E.,  514  Fulton  St.,  Troy,  N.  Y 
Harris  Transducer  Corp.,  The,  Woodbury,  Conn. 

Helco  Products  Corp.,  7832  Balboa  Blvd.,  Van  Nuys, 
Calif. 

HUMPHREY,  INC.,  2805  Canon  St.,  San  Diego  6,  Calif. 
ADV  PG.  153. 

Industrial  Electronics,  Inc.,  8060  Wheeler  St.,  Detroit 
10,  Mich. 

International  Research  4  Development  Corp.,  6150  Hunt- 
ley  Rd.,  P.  0.  Box  55,  Worthington,  Ohio 
Jones-Porter  Instrument  Co.,  Inc.,  Box  666,  Riverdale, 
N.  J. 

Kelvin  4  Hughes,  Ltd.,  80  Shore  Rd.,  Port  Washington, 
N.  V. 

King  Laboratory,  Inc.,  2645  S  Second  W  Salt  Lake 
City  15,  Utah. 

Kistler  Instrument  Corp.,  15  Webster  St.,  North  Ton- 
awanda,  N.  Y. 

Levinthal  Electronic  Products,  Inc.,  3180  Hanover  St., 
Stanford  Industrial  Park,  Palo  Alto,  Calif 
Magnavox  Co.,  The,  2131  Bueter  Pd  .  Fort  Wayne  4, 
Ind 

Manning,  Maxwell  4  Moore,  Inc  .  Industrial  Controls 
Div.,  250  E  Main  St.,  Stratford,  Conn. 

MASSA  LABORATORIES,  INC.,  5  Fottler  Rd  ,  Hingham, 
Mass  ADV.  PG.  514. 

Minatron  Corp.,  14  Cliveden  Place,  Belle  Mead,  N  J. 
Minneapolis-Honeywell  Regulator  Co.,  Aeronautical  Oiv., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 
Minneapolis-Honeywell  Regulator  Co.,  Ordnance  Oiv.,  600 
Second  St.,  N.,  Hopkins,  Minn. 

Mullard  Equipment  Ltd.,  Mullard  House,  Torrington  Place, 
London,  W.C.l,  England 

Mullenbach  Oiv  of  Electric  Machinery  Mfg  Co.,  2100 
E.  27th  St.,  Los  Angeles  58,  Calif. 

NARDA  ULTRASONICS  CORP.,  118-160  Herricks  Rd , 
Dept.  EB-1,  Mineola,  N.  Y.  ADV.  PG  116 
Nilsen  Mfg.  Co.,  Addison,  III. 

Northern  ElKtronlcs,  Inc.,  2420  N  Lake  Ave  ,  Alta- 
dena,  Calif. 

Optron  Corp.,  3526  State  St.,  Santa  Barbara,  Calif. 
Photocon  Research  Products,  421  N  Altadena  Drive, 
Pasadena,  Calif. 

Picker, ng  4  Co.,  Inc.,  Sunnyside  Blvd.,  Plainview,  N  Y, 
Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridge- 
pc  .  Penna. 

Potter  Aeronautical  Corp.,  Route  tt22,  Union,  N  J 
Premier  Research  Laboratories  Inc.,  83  Seventh  Ave., 
New  York  11,  N  Y. 

RADIATION,  INC.,  Melbourne,  Fla.  ADV.  PG.  255 
Radionics,  Inc.,  76  Cambridge  St.,  Burlington,  Mass 
Rea  Co.,  Inc.,  J.  B.,  1723  Cloverfield  Blvd.,  Santa 
Monica,  Calif. 

Roflan  Co.,  Corner  Route  1  4  Camp  Meeting  Rd.,  Tops- 
field.  Mass. 

SANBORN  CO.,  175  Wyman  St.,  Waltham  54,  Mast. 
ADV  PG.  357 

Sangamo  Electric  Co.,  1201  N  11th  St.,  Springfield,  III. 
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ELECTRONIC  and  ALLIED  PRODUCTS 


TRANSFORMERS 


ServoniKhanitmi,  Inc.,  Subtyctemc  Oiv ,  12iOO  Aviation 
Blvd.,  Hawthorne,  Calif 

Servonk  Inttrumcntc,  Inc  ,  640  Terminal  Way,  Cotta 
Meta.  Calif. 

Shore  Brothert  Inc  .  246  Hartrev  A*e  ,  Evantton,  III 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd  ,  P.  0  Bo«  130S8,  Houtton  19,  Teiat. 
AOV.  PG.  347. 

Statham  Laboratories.  Inc,  12401  W.  Olympic  Blvd, 
Lot  Angeles  64,  Calif 

Telen,  Inc  ,  Telei  Park,  St  Paul  1,  Minn 

Tentitron,  Inc  ,  Hanard  Matt 

Toooer  Mfg.  Co.,  Inc  ,  147-12  Liberty  Ave.,  Jamaica  3S, 
N  Y. 

TRANS-SONICS,  INC.,  P  0.  Boi  328,  Letington,  Matt 
AOV.  PG  202. 

Ultradyne  Engineering  Labs.,  P  0.  Boi  8007.  Albnguer- 
que.  N  M. 

United  Control  Corp  ,  4340  Union  Bay  Place.  Seattle  S, 
Wash 

VALPEV  CRYSTAL  CORP.,  1244  Highland  St  Hollitton, 
Matt  AOV.  PG.  208 

Vapor  He.'ting  Corp  .  6420  W.  Howard  St.,  Chkago  31, 
III 


TRANSDUCERS-Tomporatoro 

Allegany  Instrument  Co.,  Inc.,  1091  Wills  Mountain, 
Ciiml^rtand,  Md 

Arnouy  Corp.,  11924  w  Washington  Blvd.,  Los  Angeles 
66.  Calif 

Beckman  A  Whitley  Inc.,  913  San  Carlos  Aye.,  San 
Carlos,  Calif 

Bristol  Co  .  The.  P.  0  Bo«  1790  EBG.  Waterbury  20, 
Conn. 

Dynapar  Corp..  3130  Church  St..  Skokie.  III. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
43,  Calif 

LEWIS  ENGINEERING  CO.,  52  Rubber  Ave.,  Naugatuck, 
Conn.  AOV.  PG.  532 

Minneapolit-Honeywell  Regulator  Co.,  Aeronautical  Oiv., 
2600  Ridgway  Rd.,  Minneapolis  13,  Minn. 

Pea  Co.,  Inc  ,  J.  B.,  1723  CloverBeld  Blvd.,  Santa 
Monica,  Calif. 

Rotemount  Engineering  Co.,  9424  Lyndale  Ave.,  S., 
Minneapolis,  Minn 

Ruge  Associates,  Inc.,  Arthur  C.,  733  Concord  Ave., 
Cambridge,  Matt. 

Servomechanisms,  Inc  .  Subsystems  Oiv.,  12300  Aviation 
Blvd  ,  H.swthorne.  Calif. 

TRANS-SONICS,  INC.,  P  0.  Bos  328,  Lesington,  Matt 
AOV.  PG.  202 

United  Control  Corp.,  4340  Union  Bay  Place,  Seattle  5, 
Wash. 


TRANSfORMER  WINOINOS 

AIRTRON,  INC.,  1100  W  Elitabeth  Ave.,  Linden,  N  J 
AOV.  PG.  316. 

Arco  Transformer  A  Electric  Co.,  1602  S  Hanna  St., 
Fort  Wayne  Ind 

AUTOMATIC  COIL  CO.,  413  Bedford  Ave,  Brooklyn, 
N  Y  AOV.  PG  476 

CELCO  CONSTANTINE  ENGINEERING  UBORATORIES 
CO.,  P.  0  Bos  553.  Mahwah,  N.  J  AOV.  PG  352, 
353,  372. 

OX  Radio  Products  Co.,  Inc..  2100  Armitage  Ave., 
Chit.igr,  47  III 

DIETZ  DESIGN  A  MFG  CO..  Grandview  6,  Mo.  AOV 
PG.  525 

Electron  Mfg.  Co.,  1901  N  Clybourn,  Chicago,  III 
Electrical  Windings,  Inc.,  2015  N  Colmar  Ave  ,  Chi¬ 
cago  29,  III. 

Ensign  Coil  Co.,  2520  S.  Pulaski  Rd.,  Chicago  23,  III 
Foster  Transformer  Co ,  3820  Colerain  Ave.,  Cincinnati 
23,  Ohio 

Geotronic  Labs  Inc  ,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Tesat, 

Grand  Transformers.  Inc.,  Hey  St.,  Grand  Haven.  Mich 
Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J. 
Highland  Engineering  Co.,  91  Magnolia  St..  Wettbury, 
N.  Y. 

INDUSTRIAL  TRANSFORMER  CORP.,  Gouldsboro,  Pa 
AOV.  PG  434  433 

L  &  M  ELECTRONIC  ENGINEERING  CO.,  Fifth  &  Jacinto 
Ave.,  P  0  Bos  745,  San  Jacinto.  Calif  AOV  PG. 
202 

MICROTRAN  CO.,  INC.,  143  E.  Mlneola  Ave,  Valley 
Stream  N.  Y  AOV.  PG  436,  437 
Mlnitran  Corp.,  5  Oliver  St.,  Newark  3.  N.  J 
Mystic  Transformers,  Inc.,  63  Swanton  St.,  Winchester, 
Mast. 

NEW  ENGLAND  TRANSFORMER  CO  ,  47  McGrath  High¬ 
way,  Somerville,  Mast  AOV  PG.  507 
New  York  Transformer  Co.,  Inc  .  Third  Ave  ,  Alpha.  N.  J. 
Oaktron  Electric  Co  Tinley  Park.  Ill 
PERKIN  ENGINEERING  CORP  ,  343  Kansas  St  ,  El 
Segiindo.  Calif  AOV.  PC.  496 
PRECISE  MEASUREMENTS  CO,  R  0  tfl.  M.llbrooks 
Rd.,  Flemington,  N.  J.  AOV.  PG  503 
Raypar,  Inc.,  7800  W  Addison  St.,  Chicago  III. 

Sious  Radio  Products.  100  Douglas  Ave  ,  Yankton,  S.  0. 
SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO ,  2831 
Post  Oak  Rd  ,  P  0.  Bov  13038,  Houston  19,  Tevas. 
AOV.  PG.  347 

Standard  Winding  Corp.,  44-62  Johnet  St  ,  Newburgh. 
N.  Y. 

Stanley  Transformer  Co.,  31-23  Vernon  BKrd.,  Long 
Island  City,  N  Y 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N  Y.  AOV  PG.  511 


Tensor  Electric  Development  Co.,  Centroid  Oiv.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y. 
Thordarton-Meissner  Mfg.  Co.,  7th  &  Belmont  Ave.,  Mt. 
Carmel,  III. 

Toroidal  Components  Ca.,  1374  E.  Walnut  St.,  Pasadena, 
Calif. 

Transonic  Inc.,  808  Ibth  St.,  Bov  96A,  Bakersfield, 
Calif. 

TRESCO,  INC.,  3824  Terrace  St.,  Philadelphia  28,  Pa. 
AOV  PG.  248 

Union  Electric  &  Mfg  Corp.,  1057  Summit  Ave.,  Jersey 
City,  N.  J. 

Vapor  Heating  Corp.,  6420  W  Howard  St.,  Chicago  31, 
III. 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas. 
AOV.  PG.  434. 

Warren  Transformer  Co.,  Inc.,  103  Warren  St ,  Tunk- 
nannock.  Pa. 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
130  E  Aurora  St.,  Waterbury  20,  Conn. 
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A  C  Transformer  Corp.  89  Madison  St.,  Newark,  N  J. 

4-5-6-7-B-13. 

ACME  ELECTRIC  CORP.,  31  Water  St.,  Cuba.  N  Y 
1-2-5-6-7-B-9-10-12-13-14.  AOV  PG.  104  (h) 

Aero  Products  Co.,  369  Shurs  Lane,  Philadelphia  28. 

Pa.  1-11.  (h) 

Aerovov  Corp.,  740  Belleville  Ave.,  New  Bedford,  Mass. 

1-2-3. 

Airdesign,  Inc  241  Fairfield  Ave..  Upper  Darby,  Pa 
1-2-3-5-6-7-B-9-11-14.  (h) 

AIRPAX  PRODUCTS  CO.,  Middle  River,  Baltimore  20, 
Md  l-2-3-4-5-E>-7-9-ll.  AOV  PG.  229-232  (h) 

AIRTRON,  INC  ,  1100  W  Elitabeth  Ave.,  Linden  N  J 
1-2-3-4-7-B-9  AOV  PG  516  (h) 

Aiectra  Oiv.,  Consolidated  Electrodynamics  Corp.,  325  N 
Altadena  Drive,  Pasadena,  Calif  1-3-5.  (h) 

Allls-Chalmers  Mfg  Co.,  935  S.  70th  St.,  Milwaukee  1, 
Wis.  12. 

Altec  Lansing  Corp.,  1513  S.  Manchester  Ave,  Apaheim, 
Calif.  1-2-3-5-6-7-B-9.  (h) 

American  Rectifier  Corp.,  95  Lafayette  St.,  New  York  13, 
N.  Y.  4-6-9-10-12. 

American  Research  &  Mfg  Corp.,  920  Halpine  Ave., 
Rockville,  Md.  9-12  (h) 

Amp,  Inc.,  Chemicals  &  Dielectrics  Div.,  135  Park  St., 
Elitabethtovm,  Pa.  5-6-7-8.  (h) 

Arco  Transformer  &  Electric  Co,  1602  S.  Hanna  St., 
Fort  Wayne,  Ind.  1-3-4-5-6-7-9-11-13-14.  (h) 

Ardente  Acoustic  Laboratories,  Ltd  .  802  Minerva  Rd.. 

North  Acton,  London,  N.W.  10,  England.  1. 

ARNOLD  MAGNETICS  CORP.,  4613  W  Jefferson  Blvd., 
Los  Angeles  16,  Calif  1-2-4-5-6-7-9-12.  AOV  PG 
124.  (M 

Atlas  Coil  Inc  ,  63  Main  St  .  Ansonia,  Conn  4-S-6-7- 
B-9-12-14. 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Roxbury, 
Mass  1-2-3-4-5-6-7-8-9-10-11-1213-14.  AOV  PG 
575.  (h) 

Audio  Development  Co.,  2833  13th  Ave  S.,  Minneapolis 
7,  Mmn  1-2-3-4-5-6-7-12.  (h) 

Automation  Instruments,  Inc  ,  Aluminum  Foil  Transformer 
Oiv..  401  E.  Green  St.,  Pasadena,  Calif.  5-6-8  (h) 

Avion  Division,  ACF  Industries,  Inc  .  11  Park  Place, 
P.rramus,  N.  J  5 

Bailastran  Corp.,  Fort  Wayne,  Ind  1-2-3-4-5-6-7-8-9. 

(hi 

Ba-wnod  Electronics,  Inc,  921  Broadway,  Glendale  5 
Calif.  1-5-6-7-8.  (h) 

Basler  Electric  Co..  605  Fifth  St.,  Highland  III. 

1-2-3-4-5-6-7-8-9-10-11-12-13-14.  (h) 

Bell  Aircraft  Corp.,  P.  0.  Box  1,  Buffalo  5,  N.  Y  5. 
Best  Mfg.  Co.,  Inc.,  1200  Grove  St.,  Irvington  11,  N.  J. 

BRACKE-SEIB  X-RAY  CO.,  INC  ,  16  Pelham  Bay  Park 
West,  Pelham  Manor,  N.  Y  14.  AOV.  PG.  498 
CBC  Electronics  Co ,  Inc  ,  2601  N  Howard  St , 

Philadelphia  33,  Pa.  6-9-12 
C  G  S  Laboratories,  Inc.,  391  Ludlow  St ,  Stamford, 
Conn  9. 

CALEDONIA  ELECTRONICS  6  TRANSFORMER  CO., 
Caledonia,  N.  Y.  5-6-7-8.  AOV.  PG.  233.  (h) 

California  Magnetic  Control  Corp.,  11922  Valerio  St., 
North  Hollywood,  Calif  1-2-3-4-5-6-7-8-9-11.  (h) 

Campbell  Co.,  Inc.,  Colin,  Westville  Ave.,  Donbury,  Conn 
1-2-3-4-5-6-7-9-12  (h) 

CARAO  CORP.,  2830  Bay  Rd ,  Redwood  City,  Calif 
5-7-8  AOV  PG.  448  (h) 

Carlson  &  Nicholson,  Inc  ,  497  Maynard  Drive,  Buffalo 
21,  N.  V.  5-7-9. 

Carol  Electronics  Corp,  315  W  Stephen  St.,  Martins- 
biirg,  W  Va  1-2-5-6-9-11.  th) 


CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P  0.  Box  555,  Mahwah,  N  J  1-2-3-5-6-7-9- 
10-11-12.  AOV  PG.  352,  353,  372.  (h) 

Central  Coil  Co.,  1720  N.  Luett  St.,  Indianapolis  22, 
Ind.  1-2-4-5-6-7-9-12.  <•»> 

Central  Transformer  Corp  910  W  Jackson  Blvd., 
Chicago,  III.  1-2-3-4-5-6-7-9-11-12-13. 

Chester  Laboratories,  Box  646,  Devon,  Pa.  5-6. 

Chicago  Electronic  Engineering  Co  ,  3223  W.  Armitage 
Ave.,  Chicago  47,  III  1-4-5-6-7-8-9-10-11*12- 
13-14.  (h> 

CHICAGO  MAGNETIC  CONTROL  CO.,  1616  Damon  Ave  , 
Chicago,  III.  5-9  AOV  PG.  541.  Ih) 

CHICAGO  STANDARD  TRANSFORMER  CORP.,  3501  W. 
Addison  St.,  Chicago  18,  III.  1-2-5-6-7-8-9-10-11-12. 
AOV.  PG  226,  227.  (h) 

Clifton  Mfg  Co.,  Inc  ,  20  N  Springfield  Rd.,  Clifton 
Heights,  Pa  1-2-3-4-5-6-7-9-11-12.  (h) 

Coast  Coil  Co.,  3333  W.  Washington  Blvd.,  Los  Angeles 
16,  Calif.  1-9.  <") 

Coil  Co.  of  America,  Inc.,  207  Washington  St.,  North- 
vale,  N  J  1-2-3-4-5-6-7-8-9-11-12-13-14.  (h) 

COMMUNICATION  ACCESSORIES  CO.,  U  S  Highway 
30  6  71  By-Pass,  Lee's  Summit,  Mo  5-7-9.  AOV. 
PG  249  252  (h) 

Consolidated  Radio  Products  Co  ,  330  W.  Erie  St 
cago  10,  Hi  1-2-3-4-5-6-7-8-9-10-11-12. 

Crest  Transformer  Corp.,  1834-36  W  North  Ave 
cago  22,  III.  1-2-3-4-5-6-7-8-9-11. 

Crittenden  Transformer  Co.,  1220  Nadeau  St 
Angeles,  Calif.  5-6-7-8-9. 

Cycle  Transformer  Corp.,  354  Glenwood  Ave., 
Orange,  N  J  1-2-3-5-6-7-8-9-11-12. 
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0  &  R,  LTD.,  402  E.  Gutierret  St.,  Santa  Barbara, 
Calif.  5-9.  AOV.  PG.  556. 

OX  Radio  Products  Co,  Inc.,  2300  Armitage  Ave., 
Chicago  47  III.  1-5-7-9.  (h) 

DANO  ELECTRIC  CO.,  Main  St.,  Winsted,  Conn  12. 
AOV  PG  509. 

Del  Electronics  Corp.,  521  Homestead  Ave.,  Mt  Vernon, 

N  Y  4-5-6-7-8-9-10-12-13-14.  (h) 

OIETZ  DESIGN  &  MFG  CO.,  Grandview  6,  Mo  1-2-4-7- 
9-10  AOV  PG  525  Ih) 

Dmion  Coil  Co.,  Caledonia,  N.  Y.  1-2-5-6-7-8-9-11.  (h) 
Dormeyer  Industries,  3418  N  Milwaukee  Ave.,  Chicago 
41,  III.  1-3-4-6-9-10-11-12-13. 

Oormit/er  Electric  A  Mfg  Co.,  Inc.,  5  Hadley  St., 
Cambridge,  Mass.  1-5-6-7-8.  (h) 

ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park,  N  J  5. 
AOV  PG  303 

Eagle  Electric  Mfg.  Co.,  Inc  .  23-10  Bridge  Pla2a,  S., 
Long  Island  City,  N.  V.  4. 

Eisler  Engineering  Co.,  Inc.,  751  S.  13th  St.,  Newark  3, 

N  J  6-8-13. 

Elcor,  Inc.,  P.  0.  Box  354,  McLean,  Va.  5-6-7. 

Electron  Mfg  Co.,  1901  N.  Clybourn,  Chicago,  111. 
1-2-4-5-6-7-8-9.11-13. 

Electrical  Windings,  Inc,  2015  N.  Kolmar  Ave.,  Chi¬ 
cago  29,  III.  1-2-5-6-7-11. 
f  lectro  Engineering  Works,  401  Preda  St.,  San  Leandro, 

Calif  1-2-4.5-6-7-8-9-12.  (M 

Electro  Networks,  Inc.,  P.  0.  Box  424,  Syracuse,  N.  Y. 

1-3-9  (M 

Electro- Tech  PaciBc,  Santa  Barbara  Airport,  P  0.,  Box 
455,  Goleta,  Calif.  1-2-5-6-7-11. 
t  lectro-Winders  Co.,  Inc.,  854  W  Front  St.,  Covina, 
Calif.  9.  <h> 

'■  lectronic  Research  Associates.  Inc.,  67  Factory  Place, 
Cedar  Grove,  N  J.  5-7-8-9-10-12. 
tiectronic  Transformer  Co,  70  Washington  St.,  Brooklyn 
1,  N.  Y  1-2-3-4-5-67-8-9. 

Ensign  Coil  Co  ,  2520  S  Pulaski  Rd  ,  Chicago  23,  III. 
1-2-6-7-8-9-11. 

EPCO  PRODUCTS,  INC.,  2500  Atlantic  Ave.,  Brooklyn 
17,  N  Y  1.2-3-5-6-7-8.9-11-13.  AOV  PG  583.  (h) 
Era  Electric  Corp.,  67  E  Centre  St  ,  Nutley,  N.  J. 

1-2-4-5-6-7-8-9-11-12.  <•» 

Essex  Electronics,  Berkley  Heights,  N  J.  th) 

Ewald  Iiistrun.ents,  Route  7E.  Kent,  Conn.  13. 

Fairchild  Recording  Equipment  Co.,  10-40  45th  Ave., 
Long  Island  City  1,  N.  Y.  1. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plata,  New 
York  20,  N  Y.  1-2-3-4-5-6-7-8-9-11  AOV  PG. 
490 

Serrotran  Elect.-onics  Co.,  693  Broadway,  New  York  12, 
N  Y  1-2-3-7.  (h) 

Fisher  Engineering,  Inc.,  2060  U  S  24  East,  P.  0. 

Box  327  Huntington,  Ind.  1-5-6-7-8-9.  (h) 

FLUKE  MFG  CO.,  INC.  JOHN,  111  W.  Nickerson  St., 
Sr.HtIf  s-9.  Wash.  7-12.  AOV.  PG.  501 
Forest  Electric  Co.,  7216  Circle  Road,  Forest  Park,  HI. 

1-4-5-6-7-8-11.  (M 

Foster  T-.insformer  Co.,  3820  Colerain  Ave.,  Cincinnati 
23,  Ohio  1-2-3-4-5-6-7-8-9-11.  (h) 

Fox  Products  Co.,  4720  N.  18th  St.,  Philadelphia  41, 
Pa  13 

FREED  TRANSFORMER  CO  ,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N  Y.  1-2-3-4-5-6-7-8-9-11-12-13. 
AOV  PG  24  (h) 

GATES  ELECTRONIC  CO.,  2090  Barnes  Ave.,  Bronx  62, 
N  Y  4-5-6-7-8-9  AOV.  PG  471 
GENERAL  CONTROLS  CO.,  801  Allen  Ave  ,  Glendale  1, 
Calif  4.  AOV.  PG.  75. 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd., 
Schenectady  5,  N  Y  1-2-4-5-6-7-8-9- 10-11-12- 
13-14  (h) 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave  ,  Cam¬ 
bridge  39,  Mass  1-5-10.  AOV  PG.  178,  179 
General  Transformer  Co ,  18240  Harwood  Ave.,  Home- 
wmd.  HI  1-2-5-6-7-8-11  (h) 
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Geotronic  Labs.  Inc.,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Texas.  1-2-3-5-7-9. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Inoustrial 
Court,  St.  Louis  17,  Mo.  5-10. 

Goslin  Electric  &  Mfj.  Co.,  2921  W.  Olive  St.,  Bur¬ 
bank,  Calif.  1-2-3-4-5-6-7-8-9-10-11-12.  (h) 

Gramer-Halldorson  Transformer  Corp.,  2734  N.  Pulaski 
Rd.,  Chicago  39,  III.  1-2-4-5-6-7-8-11-12.  (h) 

Grand  Ra-Tronics,  Inc.,  Hey  St.,  Grand  Haven,  Mich. 

1-2-3-6-7-8-11-13.  (h) 

Grand  Transformers,  Inc.,  Hey  St.,  Grand  Haven,  Mich. 

1-2-5-6-7-8-11.  (h) 

Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J. 

5-6-8-9-11-12. 

Hadley  Co.,  Inc.,  Robert  M.,  5112  S.  Hoover  St.,  Los 
Angeles  37,  Calif.  1-2-3-4-5-6-7-8-9-11-12.  (h) 

Harder  Co.,  Donald  C.,  3710  Midway  Drive,  San  Diego 
10,  Calif.  1-5-6-7-8-9.  (h) 

Hermaseal  Co.,  Inc.,  1101  Lafayette  St.,  Elkhart,  Ind. 

1-2-4-5-6-7-8-9-10-11-12-13-14. 

HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas.  1-2-3-4-5-6-7-8-9-11-12.  ADV.  PG. 
176,  177.  (h) 

Hevi-Duty  Electric  Co.,  Milwaukee  1,  Wis.  1-2-4-5-6-9- 
10-12-13. 

Highland  Engineering  Co.,  91  Magnolia  St.,  West- 
bury,  N.  Y.  1-2-3-5-6-7-8. 

Hindle  Transformer  Co.,  Inc  ,  Wods  Church  Rd.,  Fleming- 
ton,  N.  J.  4-5-6-7-8-9-13-14.  (h) 

Holl  Audio  Inc.,  5014  N.  Encinita  Ave.,  Temple  City, 
Calif.  1. 

INDUSTRIAL  TRANSFORMER  CORP.,  Gouldsboro,  Pa. 
1-2-3-4-5-6-7-8-9-10-11-12-13-14.  ADV.  PG.  434, 
435.  (h) 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y.  1-3-4-5-6-7-8-9-10-11-12.  ADV. 
PG.  536.  (h) 

International  Research  Associates,  2221  Warwick  Ave., 
Santa  Monica,  Calif.  5. 

INTERNATIONAL  RESISTANCE  CO.,  401  N.  Broad  St., 
Philadelpia  8,  Pa.  5.  ADV.  PG.  189-192. 

Islip  Transformer  &  Metal  Co.,  Inc.,  Beech  St.,  Islip, 
N.  Y.  1-2-3-5-6-7-8-11.  (h) 

Jack  &  Heinz,  Inc.,  Cleveland  1,  Ohio.  5.  (h) 

JAMES  VIBRAPOWR  CO.,  4050  N  Rockwell  St.,  Chicago 
18,  III.  1-2-5-7-11.  ADV.  PG.  574.  (h) 

J08BINS  ELECTRONICS,  771  Hamilton  Ave.,  Menlo  Park, 
Calif.  4-5-6-7-8-9-11-12-13-14.  ADV.  PG.  470.  (h) 
K-V  Transformer  Corp.,  20  E.  Franklin  St.,  Danbury, 
Conn  1-2-3-4-5-6-7-8-9-11.  (h) 

Katolight  Corp.,  1st  Ave.  at  Chestnut,  Mankato,  Minn. 
5-10-12. 

Kenyon  Transformer  Co.,  Inc.,  840  Barry  St.,  New  York 
59,  N.  Y.  1-2-3-4-5-6-7-8-9-11-12.  (h) 

KEPCO  LABS.,  INC.,  131-38  Sanford  Ave.,  Flushing  55, 
N.  Y.  12.  ADV.  PG.  289,  290. 

Kessler  Co.,  Inc.,  Frank,  41-45  47th  St.,  Long  Island 
City  4,  N  Y.  1-5-6. 

Keystone  Products  Co.,  904-6  23rd  St.,  Union  City, 
N.  J.  1-3-4-5-6-7-9-10-11-12.  (h) 

Knopp,  Inc.,  1307  66th  St.,  Oakland  8,  Calif.  5-6. 

L  &  M  ELECTRONIC  ENGINEERING  CO.,  Fifth  &  Jacinto 
Ave.,  P.  0.  Box  745,  San  Jacinto,  Calif.  1-2-3-4- 
5-6-7-8-9-11-12.  ADV.  PG.  202.  (h) 

LAVOIE  LABORATORIES,  INC.,  Morganville,  N.  J.  1-2-3- 

4- 5-6-7-8-9.  ADV  PG.  413.  (h) 

Leach  Corp.,  Inet  Oiv.,  18435  Susana  Rd.,  Compton, 

Calif.  4-5-6-9-10-12-13. 

Lindberg  Engineering  Co.,  2450  W.  Hubbard  St.,  Chicago, 
III.  7-8. 

Litton  Industries,  336  N.  Foothill  Blvd.,  Beverly  Hills, 
Calif.  1-2-3-4-5-6-7-8-9-10-11-12.  (h) 

LYNCHBURGH  TRANSFORMER  CO.,  INC.,  Edmood 
Drive  Extension,  Lynchburgh,  Va.  1-2-3-5-6-7-8-9- 
10-11-13-14.  ADV.  PG.  452. 

McGregor  Electronic  Industries,  McGregor,  Iowa.  1-5. 
MAGNATRAN,  INC.,  P.  0.  Box  211,  Kearny,  N.  J. 

1-2-3-4-5-6-7-8.  ADV.  PG.  400. 

Magnavox  Co.,  The,  2131  Bueter  Rd.,  Fort  Wayne,  Ind 
5.  (h) 

MAGNETIC  AMPLIFIERS,  INC.,  632  Tinton  Ave.,  New 
York  55,  N  Y.  5-6-9-12.  ADV.  PG.  286.  (h) 

Magnetic  Windings  Div.,  Essex  Wire  Corp.,  Freemans- 
burg  Ave.  at  Hobson  Blvd.,  Easton,  Pa.  1-2-3-4-5-6 
7-9-12-13-14.  (h> 

MAGNETICO  INC.,  6  Richter  Court,  East  Northport, 
N.  Y.  1-2-5-6-7-9.  ADV.  PG.  495. 

Mara  Electronics,  Inc.,  44  Court  St.,  Brooklyn  1,  N.Y. 
1-6-7-8-9-11. 

Maxson  Instruments,  47-37  Austell  Place,  Long  Island 
City  1,  N.Y.  1-2-3-4-5-6-7-8-9. 

Merit  Coll  &  Transformer  Corp.,  2027  Sherman  St., 
Hollywood,  Fla.  1-2-3-6-7-11-12. 

Metal  &  Thermit  Corp.,  Rahway,  N.  J.  13. 

MICROTRAN  CO.,  INC.,  145  E.  Mineola  Ave.,  Valley 
Stream,  N.  Y.  1-2-3-5-6-7-11.  ADV.  PG.  436, 
437.  (h) 

Mid-West  Coll  &  Transformer  Co.,  1642  N.  Halstead  St., 
Chicago  14,  III.  1-2-3-5-6-7-9-11-12-13. 

Milwaukee  Transformer  Co.,  5231  N.  Hopkins  St.,  Mil¬ 
waukee  9,  Wis.  1-2-3-4-5-6-7-8-9-10-11-12-13-14.  (h) 
Minitran  Corp.,  5  Oliver  St.,  Newark  2,  N.  J.  1-2-4 

5- 6-7-9-10-11-12.  (h) 

MOLONEY  ELECTRIC  CO.,  5390  Bircher  Blvd.,  St. 

Louis  20,  Mo.  5-6-7-8.  ADV.  PG.  388,  389. 

Mt.  Vernon  Precision  Transformer  Co.,  201  S.  Third  Ave., 
Mt.  Vernon,  N.  V.  1-3-4-5-6-7-8-9-10-11-12-14. 
Mystic  Transformers  Inc.,  63  Swanton  St.,  Winchester, 
Mass.  1-2-3-5-6-7-8-11.  (h) 

NJE  CORPORATION,  345  Carnegie  Ave.,  Kenilworth,  N.  J. 
5-6-7-8-9-12.  ADV.  PG.  292-295.  Ih) 


NYT  ELECTRONICS,  INC.,  2979  N.  OnUrlo  St.,  Burbank, 
Calif.  1-2-3-4-5-6-7-8-9-11.  ADV.  PG.  500  (h) 

National  Coll  Co.,  P.  0.  Box  1237,  Sheridan,  Wyo. 

1-3-5-6-7-9.  (h) 

NEW  ENGLAND  TRANSFORMER  CO.,  47  McGrath  High¬ 
way  Somerville,  Mass.  1-2-3-4-5-6-7-8-9-10-11-12 
13-14.  ADV.  PG.  507. 

New  York  Coil  Co.,  Phoenlxville  12,  Pa.  1-4-5-7.  <h) 

New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha,  N.  J. 

1-2-3-4-5-6-7-8-11.  (h) 

Noel  Mfg.  Co.,  3  W.  18th  St.,  New  York  11,  N.  Y.  7. 
NOTHELFER  WINDING  LABS.,  INC.,  P.  0.  Box  455, 
Trenton,  N.  J.  3-4-5-6-7-8-9-13-14.  ADV.  PG.  143. 
Oaktron  Electric  Co.,  Tinley  Park,  III.  1-2-3-5-6. 
OHMITE  MFG.  CO.,  3601  Howard  St.,  Skokie,  III. 
10.  ADV.  PG.  200,  201. 

OPAO  ELECTRIC  CO.,  69-5  Murray  St.,  New  York  7, 
N.  Y.  5-6-7-8-9.  ADV.  PG.  521. 

Oregon  Electronic  Mfg.  Co.,  2105  SE  6th  Ave.,  Port¬ 
land  14,  Ore.  5-7-8-9-10-12.  (h) 

ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 
N.J.  1-2-3-4-5-6-7-8-9.  ADV.  PG.  337.  (h) 

Oryx  Co.,  9015  Wilshire  Blvd.,  Beverly  Hills,  Calif.  7. 
Osborne  Electronic  Corp.,  712  S.  E.  Hawthorne,  Port¬ 
land  14,  Ore.  1-2-3-4-5-7-8-9-11-12-13.  (h) 

Oxford  Components,  Inc.,  556  W.  Monroe  St.,  Chicago  6, 
III.  2-3-4-6-7-10-11-14. 

Pacific  Magnetic  Corp.,  Electronic  Center,  Romoland, 
Calif.  5. 

Pacific  Transducer  EBG  Corp.,  11836  W.  Pico  Blvd.,  Los 
Angeles  64,  Calif.  1. 

Partridge  Transformers,  Ltd.,  Roebuck  Rd.,  Tolworth,  Sur¬ 
rey,  England.  1-2-3-5-6-7-8-11-12-13. 

Peerless  Electrical  Products  Div.,  Altec  Lansing  Corp., 
1515  S.  Manchester  Ave.,  Anaheim,  Calif.  1-2-3-4-5- 

6-7-8-9-10-11.  (h) 

Perkin-Elmer  Corp  ,  The,  Main  Ave.,  Norwalk,  Conn.  5. 
PERKIN  ENGINEERING  CORP.,  345  Kansas  St.,  El 
Segundo,  Calif.  5-9-10-12.  ADV.  PG.  496. 

Philips  Electronics,  Inc.,  750  S.  Fulton  Ave.,  Mt.  Vernon, 
N.  Y.  14. 

Picker  X-Ray  Corp.,  25  S.  Broadway,  White  Plains,  N.  Y. 
14. 

Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridgeport 
Pa.  1-2-3-4-5-6-7-9.  (h) 

Power  Transformer  Co.,  Inc.,  91  Edison  PI.,  Newark  5, 
N.  J  4-5-6-7-8-9-10-11-12-13-14.  (h) 

PRECISE  MEASUREMENTS  CO.,  R.  D.  #1,  Mill- 
brooks  Rd.,  Flemington,  N.  J.  7-8-11.  ADV  PG. 
503. 

Pulse  Engineering,  Inc.,  2657  Spring  St.,  Redwood  City, 
Calif. 

QUTRONIC  TRANSFORMER  CORP.,  525  Broadway,  New 
York  12,  N.  Y.  1-3-4-5-6-7-9.  ADV.  PG.  3948.  (h) 

RS  Electronics  Corp.,  435  Portage  Ave.,  Palo  Alto, 
Calif.  5. 

Randall,  Inc.,  Douglas,  6  Pawcatuck  Ave.,  Waverly,  R.  I. 

12. 

Rapid  Electric  Co.,  2881  Middletown  Rd.,  Bronx  61, 
N.  Y. 

Raypar,  Inc.,  7800  W  Addison  St..  Chicago,  III.  ,7 
RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT 
DIV.,  Waltham  54,  Mass.  4-5-6-7-8-12-13  ADV. 
PG.  428,  429. 

Richmond  Engineering  Co.,  Inc^  19  Concord  St.,  South 
Norwalk,  Conn.  1-2-3-5-6-7-8-11.  (h) 

Rola  Co.,  Inc.,  2530  Superior  Ave.,  Cleveland  14,  Ohio. 
1-2-3-5-6-7-11. 

Rytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North  Holly¬ 
wood,  Calif.  1-2-3-4-5-6-7-9-12.  (h) 

S  N  C  Mfg.  Co.,  Inc.,  Box  277,  Oshkosh,  Wis.  1-2-3-4- 
6-7-8-9-11-12-14.  (h) 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield,  III. 

1-2-3-5-6-7-9.  (h) 

Sciaky  Bros.,  Inc.,  4915  W.  67th  St.,  Chicago  38,  III 
13. 

Sel-Rex  Corporation,  Nutley  10,  N.  J.  4-9-10-12. 
Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif.  1-2-3-4-5. 

SIGNAL  TRANSFORMER  CO.,  1661  McDonald  Ave., 
Brooklyn  30,  N.  Y.  1-2-3-4-5-6-7-8-9-11-12.  ADV 
PG.  498.  (h) 

Skysweeper,  Inc.,  McHenry,  III.  1-2-3-4-5-6-7-8-11.  (hi 
SOLA  ELECTRIC  CO.,  4633  W.  16th  St.,  Chicago  50,  III. 

12.  ADV.  PG.  169-172.  (hi 

SORENSEN  &  CO.,  INC.,  Richards  Ave.,  Norwalk,  Conn. 
12.  ADV.  PG.  91-96. 

Sorgel  Electric  Co.,  838  W.  National  Ave.,  Milwaukee  4, 
Wis.  8-13. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas. 
1-3-5-7-9-12.  ADV.  PG.  347.  (hi 

Standard  Electronics  Div.  of  Radio  Engineering  Labs., 
Inc.,  29-01  Borden  Ave.,  Long  Island  City  1,  N.  Y. 
5-6-7-8-9-10-12-13. 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London  W.  C.  2,  England  7. 

Stanley  Transformer  Co.,  31-23  Vernon  Blvd.,  Long 
Island  City,  N.  Y.  1-2-3-4-5-6-7-8-9-11-12-13.  (hi 
Stator  Electric  Corp.,  46-25  58th  St.,  Woodsidt,  N.  Y. 
9-12. 

Sterling  Transformer  Corp.,  297  N.  Seventh  St.,  Brooklyn 
11,  N.  Y.  1-2-5-6-7-8-9-11-12.  (h) 

Stromberg-Carlson  Co.  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y.  1. 

Superex  Electronics  Corp.,  4-6  Radford  Place,  Yonkers, 
N.  Y.  1.  Ih) 

SUPERIOR  ELECTRIC  CO.,  The,  83  Laurel  St.,  Bristol, 
Conn.  5-10.  ADV.  PG.  180-184. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  3-5-6-9-10-12.  ADV.  PG.  SIX. 


Telecomputing  Corp.,  915  N.  Citrus  Ave.,  Los  Angeles  38, 
Calif.  9.  (h) 

Tele-Matic  Industries  Inc.,  16  Howard  Ave.,  Brooklyn  21, 
N.  Y.  7. 


Telex,  Inc.,  Telex  Park,  St.  Paul  1,  Minn.  1-2-3  (h) 

Telvision  Laboratories,  Inc.,  Mill  St.,  Wauconda,  III. 

1-11. 

Tensor  Electric  Development  Co.,  Centroid  Div.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y.  1-2-3-4-5-6-7- 
8-9-10-11-12-13-14. 

Thermador  Electric  Mfg.  Co.,  5215  S.  Boyle  Ave.,  Los 
Angeles  58,  Calif.  1-2-3-4-5-6-7-8-9-11-12.  (h) 

Thor  Transformer  &  Electronics  Co.,  750  San  Antonio 
Rd.,  Palo  Alto,  Calif.  4-6-7-8-9-10. 

Thordarson  Meissner  Mfg.  Co.,  7th  &  Belmont  Ave.,  Mt. 

Carmel,  III.  1-2-3-4-5-6-7-8-11-12-13-14.  (h) 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y.  1-6. 

Torotel  Inc.,  5512  E.  110th  St.,  Kansas  City  34,  Mo 
2-3-9-12. 


TORWICO  ELECTRONICS,  INC.,  1090  Morris  Ave.,  Union, 
N.  J  1-5-6-7.  ADV.  PG.  461.  (h) 

Transformer  Design,  Inc.,  7377  N.  76lh  St.,  Milwaukee 
16,  Wit.  1-3-4-5-6-7-8-9-11.  (h) 

Transformer  Engineers,  285  N.  Halstead  St.,  Pasadena, 
Calif.  1-2-3-5-6-7-9-11.  (h) 

Transformer  Specialty  Co.,  Inc.,  Bala-Cynwyd,  Pa.  1-2- 
3-4-5-6-7-8-11-13-14.  (h) 

TRANSFORMERS,  INC.,  200  Stage  Rd .  Vestal,  N  Y 
1-2-3-5-6-7-8-9-11.  ADV  PG.  391-393.  (h) 

Transonic  Inc.,  808  16th  St.,  Box  96A,  Bakersfield, 
Calif.  1-2-3-4-5-6-7-8-9-11-12-13-14. 


Trenton  Transformer  Corp.,  Box  5686,  Trenton,  N.  J 
1-3-4-5-6-7-8-11-13.  (h) 

TRESCO,  INC.,  3824  Terrace  St.,  Philadelphia  28,  Pa 
1-2-3-5-6-7-8-9-11.  ADV.  PG  248  (h) 

TRIAD  TRANSFORMER  CORP.,  SU8.  OF  LITTON  INDUS¬ 
TRIES,  4055  Redwood  Ave.,  Venice,  Calif.  1-2-5-6-7- 
11.  ADV  PG.  370.  (h) 

Triplett  &  Barton,  Inc.,  831  N.  Lake  St.,  P.  0.  Box 
3128,  Burbank,  Calif.  14. 

Tronic  Coil  Winding  Co,  Inc^  58  Wesley  St..  Water- 
bury.  Conn.  1-4-5-6-7-8-9-10-12.  (h) 

Union  Electric  4  Mfg.  Corp  ,  1057  Summit  Ave.,  Jersey 
City,  N  J.  1-3-4-5-6-7-8. 

U.  S.  Electronics  Corp.,  276  Warren  St.,  Lyndhurst 
N.  J  1-2-4-5-6-7-8-14  (h) 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
York  13,  N  Y.  1-2-3-4-5-6-7-8-9-10-11-12.  ADV 
PG  Second  Cover  (h) 

Univox  Corp.,  102  Warren  St.,  New  York  7,  N.  Y.  1. 
UtraiL  Inc.,  305  N.  Briant,  Huntington,  Ind.  1-2-3-4-5- 

6- 7-11-12.  (h) 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas 

1-2-3-4-5-6-7-9-10-12.  ADV.  PG  454  (h) 

Vibration  Research  Labs.,  Inc.,  58  Marbledale  Rd.,  Tuck 
ahoe,  N  V  5-11-12.  (h) 

Vickers  Electric  Division,  Vickers,  Inc.,  1825  Locust  St., 
St.  Louis  3,  Mo  13. 

Virginia  Electronics  Co.,  Inc.,  River  Rd.  &  B&O  Railroad. 
Washington  16,  D.  C. 

WATERS  MANUFACTURING  INC.,  Boston  Post  Rd.,  Way- 
land,  Mass  10.  ADV  PG  473. 

Wave/Particle  Corp.,  Box  252,  Menlo  Park.  Calif.  5-6- 

7- 8-13-14.  (h) 

Westinghouse  Electric  Corp  ,  P.  0  Box  868,  Pittsburgh 

30,  Pa  1-2-3-4-5-6-7-8-9-11-14. 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
150  E  Aurora  St.,  Waterbury  20,  Conn.  1-5-6-7-9- 
11.  (h) 

X-Ray  Dept.,  General  Electric  Co.,  4855  Electric  Ave., 
Milwaukee  1,  Wis.  14. 


TRANSFORMERS-Fly  Back 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Roxbury, 
Mass  ADV.  PG.  575.  (h) 

CARAD  CORP.,  2850  Bay  Rd.,  Redwood  City,  Calif.  ADV 
PG  448  (hi 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Box  555,  Mahwah,  N.  J  ADV  PG.  352, 
353,  372.  (h) 

CHICAGO  STANDARD  TRANSFORMER  CORP.,  3501  W 
Addison  St.,  Chicago  IS,  III.  ADV.  PG.  226,  227  (h) 

OX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave  , 
Chicago  47,  III.  (h) 

OANO  ELECTRIC  CO.,  Main  St.,  Winsted,  Conn.  ADV 
PG  509. 

Gramer-Halldorson  Transformer  Corp.,  2734  N.  Pulaski 
Rd.,  Chicago  39,  III.  (h) 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

Guthman  Div.  of  Essex  Wlie  Corp.,  3443  Addison  St., 
Chicago  18,  III. 

Harnett  Electric  Corp.,  Lincoln  &  Hallett  Aves,  River- 
head.  N.  Y.  (h) 

Hermaseal  Co.,  Inc.,  1101  Lafayette  St.,  Elkhart,  Ind. 
Leonard  Electric  Products  Co.,  Inc.,  67  Thirty  Fourth  St., 
Brooklyn  32,  N.  Y.  (h) 

Litton  Industries,  336  N.  Foothill  Rd.,  Beverly  Hills, 
Calif  (h) 

LYNCHBURG  TRANSFORMER  CO.,  INC.,  Edgewood  Drive 
Ext.,  Lynchburg,  Va.  ADV.  PG.  452. 

Mara  Electronics,  Inc.,  44  Oyurt  St.,  Brooklyn  1,  N.  Y. 
Maxson  Instruments,  47-37  fustell  Place,  Long  Island 
City  1,  N.  Y. 

Merit  Coil  &  Transformer  Corp.,  2027  Sherman  St., 
Hollywood,  Fla. 

NEW  ENGLAND  TRANSFORMER  CO.,  47  McGrath  High¬ 
way,  Somerville,  Mass.  ADV.  PG.  507. 

Oaktron  Electric  Co.,  Tinley  Park,  III. 

Penn  Tran  Corp.,  Bellefonte,  Pa. 

Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridgeport. 
Penna.  (h) 
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Ram  ElKtronics,  Inc.,  bOO  Industrial  Av«.,  Paramus, 
N.  J.  (h) 

Raypar,  Inc.,  7800  W  Addison  St.,  Chicago,  III. 

Rola  Co.,  Inc.,  The,  2330  Superior  Ave.,  Cleveland  Id, 
Ohio. 

Sickles,  F.  W.  Oiv.,  General  Instrument  Corp.,  IbS  Front 
St.,  Chicopee,  Mast. 

Standard  Winding  Corp.,  44-02  Johnes  St.,  Newburgh, 
N  V. 

TELECHROME  MFC  CORP.,  29  Ranick  Drive,  Amityville, 
el.  V  enu  oo 

Telvision  Laboratories,  Inc.,  Mill  St.,  Wauconda,  III. 
ThordJrton- Meissner  Mfg  Co.,  7th  &  Belmont  Ave.,  Mt. 

Carmel,  III.  (M 

TRIAD  TRANSFORMER  CORP.,  SUB.  OF  LITTON  INDUS¬ 
TRIES,  4055  Redwood  Ave.,  Venice,  Calif.  AOV.  PG. 
370.  (h) 

U.  S.  Electronics  Corp.,  27b  Warren  St.,  Lyndhurst, 
N  J.  (h) 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas. 

AOV.  PG.  454.  (h) 

Wright-Zimmerman,  Inc.,  New  Brighton,  Minn. 


TRANSFORMERS-Folf  Wevnrf 

ATLAS  ENGINEERING  CO.,  17b  Blue  Hill  Ave.,  Roxbury, 
Mass  AOV.  PG.  575. 

Audio  Development  Co.,  2833  13th  Ave.,  S.,  Minneapolis 
7,  Minn.  (h) 

Batler  Electric  Co  .  b05  Fifth  St  Highland,  III.  (h) 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 

CO.,  P.  0.  Box  555,  Mahwah.  N  J.  AOV.  PG.  352, 
353,  372.  (h) 

Central  Transformer  Co.,  410  W.  Jackson  Blvd.,  Chicago, 
III. 

Coil  Co  of  America,  Inc.,  207  Washington  St.,  North- 
vale,  N  J.  (h> 

Coilcraft,  Inc.,  Cary,  III. 

Del  Electronics  Corp.,  521  Homestead  Ave.,  Mt.  Vernon, 

N  Y.  (h) 

Electron  Mfg.  Co.,  1401  N.  Clybourn,  Chicago,  III. 
Geotronic  Labs.,  Inc.,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Texas. 

Good-All  Electric  Mfg.  Co.,  112  W.  First  St  .  Ogallala, 
Neb. 

Goslin  ElKtric  &  Mfg  Co.,  2421  W.  Olive  St.,  Burbank, 
Calif.  (h) 

Hadley  Co.,  Inc.,  Robert  M.,  5112  S.  Hoover  St.,  Los 
Anqeles  37,  Calif  Ih) 

INDUSTRIAL  TRANSFORMER  CORP.,  Gouldsboro,  Pa 
AOV  PG  434,  435  (h) 

JOBBINS  ELECTRONICS,  771  Hamilton  Ave.,  Menlo  Park, 
Calif.  ADV  PG.  470.  (h) 

Kenyon  Transformer  Co.,  Inc.,  -840  Barry  St.,  New  York 
54,  N  Y  (h) 

LYNCHBURG  TRANSFORMER  CO ,  INC.,  Edgevrood  Drive 
Ext.,  Lynchburg,  Va.  ADV.  PG.  452. 

Maxson  Instruments,  47-37  Austell  Place,  Long  Island 
City  1,  N  Y. 

NEW  ENGLAND  TRANSFORMER  CO.,  47  McGrath  High¬ 
way,  Somerville,  Mass.  AOV  PG  507. 

New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha, 
N  J.  (h) 

Osborne  Electronic  Corp.,  712  S.E  Hawthorne,  Portland 
14.  Ore.  (h) 

Partridge  Transformers,  Ltd.,  Roebuck  Rd.,  Tolwoth, 
Surrey,  England. 

Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridgeport, 
Pa  (h) 

QUTRONIC  TRANSFORMER  CORP.,  525  Broadway,  New 
York  12,  N  Y  AOV  PG  344B 
ROSS  METALS  CO.,  MILTON,  505  Davisville  Rd.,  Davis- 
vllle.  Pa  AOV  PG  472 

SIGNAL  TRANSFORMER  CO.,  Ibbl  McOorald  Ave., 
Brooklyn  30,  N  V.  ADV  PG.  448  (h) 

Stanley  Transformer  Co.,  31-23  Vernon  Blvd.,  Lortg 
Island  City,  N  Y  (h) 

TECHNICAL  APPARATUS  BUILDERS.  104  Liberty  St., 
Mew  York  b,  N  Y  AOV.  PG  511 
Thordarson- Meissner  Mfg.  Co.,  7th  &  Belmont  Ave.,  Mt. 
Carmel,  III 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
York  13,  N  Y.  ADV.  PG.  Second  Cover. 

Warren  Transformer  Co.,  Inc.,  103  Warren  St.,  Tunk- 
hannock.  Pa 

Westinghousc  Electric  Corp.,  P.  0.  Box  868.  Pittsburgh 
10,  Pa. 


TRANSFORMERS— High  Voflogo  Power  Soppiy 

A.  C.  Transformer  Corp.,  84  Madison  St.,  Newark,  N.  J. 
Airdesign,  Inc.,  241  Fairfield  Ave.,  Upper  Darby, 
Pa  (h) 

AIRPAX  PRODUCTS  CO.,  Middle  River,  Baltimore  i^O. 

Md  ADV  PG.  224-232.  (Ill 

AIRTRON,  INC.,  1100  W.  Elitabeth  Ave.,  Linden,  N.  J. 
ADV.  PG  51b. 

Amp.,  Inc.,  Chemicals  &  Dielectrics  DIv.,  155  Park  St., 
Flltabethtown,  Pa  (h) 

ARNOLD  MAGNETICS  CORP.,  4613  W.  Jefferson  Blvd., 
Lot  Angeles,  Calif  AOV.  PG.  124. 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Rox- 
bury.  Mass.  ADV  PG  575  (h) 

Automation  Instruments,  Inc.,  Aluminum  Foil  Transformer 
DIv.,  401  E.  Green  St.,  Pasadena,  Calif. 

Barwo^  Electronics,  Inc.,  421  E.  Broadway,  Glendale  5, 
Calif. 

Basler  Electric  Co.,  605  Fifth  St.,  Highland,  III.  (h) 
Bell  Aircraft  Corp.,  P.  0  Box  1,  Buffalo  5,  N  Y. 
BETA  ELECTRIC  6lV.  OF  SORENSEN  CO.,  INC.,  Rich¬ 
ards  Ave.,  South  Norwalk,  Conn.  AOV,  PG.  45,  4b. 


Mystic  Transformers,  Inc.,  63  Swanton  St.,  Winchester, 
Mass.  (h) 

NJE  CORPORATION,  345  Carnegie  Ave.,  Kenilworth, 
N  J.  ADV  PG.  242-245.  (h) 

NYT  ELECTRONICS,  INC.,  2474  N.  Ontario  St.,  Burbank, 
Calif.  ADV.  PG  500.  <h) 

NEW  ENGLAND  TRANSFORMER  CO.,  47  McGrath  High¬ 
way,  Somerville,  Mass.  ADV.  PG.  507.  (h) 

New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha, 

«  3.  tii; 

Nuclear  Measurements  Corp.,  2463  N.  Arlington  Ave., 
Indianapolis  18,  Ind.  (h) 

Oregon  Electronic  Mfg.  Co.,  2105  SE  6th  Ave.,  Portland 
14,  Ore.  Ih) 

Osborne  Electronic  Corp.,  712  S.  East  Hawthorne 
Oxford  Components,  Inc.,  556  W.  Monroe  St.,  Chicago 
6,  III. 

Pacific  Magnetic  Corp.,  Electronic  Center,  Romoland, 
Calif. 

Partridge  Transformers,  Ltd.,  Roebuck  Rd.,  Tolworth, 
Surrey,  England.  <h) 

Peerless  Electrical  Oiv.  of  Altec  Lansing  Corp.,  1515 
S  Manchester  Ave.,  Anaheim,  Calif.  (h) 

PERKIN  ENGINEERING  CORP.,  345  Kansas  St.,  El 
Segundo  Calif.  AOV  PG.  446. 

PESCHEL  ELECTRONICS,  INC.,  R.  F.  D.  dtl,  Patterson, 
N  Y.  ADV.  PG.  581. 

Power  Transformer  Co.,  Inc.,  41  Edison  PI.,  Newark  5, 
N.  J.  (h) 

PRECISE  MEASUREMENTS  CO.,  R.  D.  #  1,  Mill- 
brooks  Rd  ,  Flemington,  N  J.  AOV.  PG.  503. 
QUTRONIC  TRANSFORMER  CORP.,  525  Broadway,  New 
York  12  ,N.  Y.  AOV  PG.  344B. 

Ram  Electronics,  Inc.,  600  Industrial  Ave.,  Paramus, 
N  J  (h) 

REDMAN  ELECTRONICS  CORP.,  P.  0.  Box  72,  Thomp- 
sonville.  Conn.  ADV.  PG.  548. 

Richmond  Engineering  Co.,  Inc.,  14  Concord  St.,  South 
Norwalk,  Conn.  (h) 

Rytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North  Holly¬ 
wood,  Calif.  (h) 

S  N  C  Mfg  Co.,  Inc.,  Box  277,  Oshkosh,  Wis. 

Sangamo  Electric  Co.,  1201  N  11th  St.,  Springfield, 


III 


(h) 


Sickles,  F.  W.,  Oiv.,  General  Instrument  Corp.,  165 
Front  St  ,  Chicopee  Mass 

SIGNAL  TRANSFORMER  CO.,  1661  McDonald  Ave., 

Brooklyn  30,  N  Y.  ADV.  PG.  448.  Ih) 

Skysweeper  Inc.,  McHenry,  III.  (h) 

Wgel  Electric  Co.,  838  W.  National  Ave.,  Milwaukee 
4.  Wis 

SPELLMAN  TELEVISION  CO.,  INC.,  3024  Webster  Ave., 
New  York  67,  N  Y.  AOV  PG  366,  367. 

Stanley  Transformer  Co.,  31-23  Vernon  Blvd.,  Long 
Island  City,  N.  Y.  (h) 

Stanwyck  Winding  Co.,  137  Walsh  Ave.,  Newburgh,  N.  Y. 
Stator  Electric  orp.,  46-25  58th  St.,  Woodside,  N.  Y. 
TECHNICAL  APPARATUS  BUILDERS,  104  Liberty  St., 

New  York  6,  N  Y  ADV.  PG  511.  (h) 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
ville,  N.  Y.  ADV.  PG.  323. 

Tensor  Electric  Development  Co.,  Centroid  DIv.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y.  Ih) 

Thermador  Electric  Mfg.  Co.,  5215  S.  Boyle  Ave.,  Los 
Angeles  58,  Calif. 

Thordarson-Melssner  Mfg.  Co.,  7th  &  Belmont  Ave.,  Mt. 

Carmel.  III.  Ih) 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica 
35,  N.  Y. 

Transformer  Design,  Inc.,  7377  N.  76th  St.,  Milwaukee 
16,  Wis.  Ih) 

Transformer  Engineers,  285  N  Ha'stead  St.,  Pasadena, 
Calif.  Ih) 

Transfnrmer  Specialty  Co.,  Inc  ,  Bala-Cynwyd,  Pa  (h) 

Transonic  Inc.,  808  16th  St.,  Box  46A.  Bakersfield, 
Calif.  Oi) 

Trenton  Transformer  Corp.,  Box  5688,  Trenton,  N,  J. 

Ih) 

TRESCO,  INC.,  3824  Terrace  St.,  Philadelphia  28,  Pa. 

AOV.  PG.  248  Ih) 

Tronic  Coll  Winding  Co.,  Inc.,  58  Wesley  St.,  Water- 
biiry.  Conn.  Ih) 

U.  S  Electronics  Corp.,  276  Warren  St.,  Lyndhurst, 
N  Y  Ih) 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 

York  13,  N  Y.  AOV.  PG  Second  Cover,  Ih) 

VARO  MFG.  CO.,  INC.,  2201  Walnut  St.,  Garland, 

Texas  AOV  PG.  454.  Ih) 

Waco.  Inc.,  2032  Broadway,  Santa  Monica.  Calif. 
Warren  Transformer  Co.,  Inc.,  103  Warren  St.,  Tunk- 
hannock.  Pa.  (h) 

Wave 'Particle  Corp.,  Box  252,  Menlo  Park.  Calif.  Ih) 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
10,  Pa. 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
150  E.  Aurora  St.,  Waterbury  20,  Conn.  Ih) 


TRANSFORMERS-lnairwmeiH 


CALEDONIA  ELECTRONICS  &  TRANSFORMER  CO., 
Caledonia,  N.  Y.  ADV.  PG.  233.  Ih) 

California  Magnetic  Control  Corp.,  11422  Valeria  St., 
North  Hollywood,  Calif.  Ih) 

Campbell  Co.,  Inc.,  Colin,  Westville  Ave.,  Danbury, 
Conn.  Ih) 

CARAD  CORP.,  2850  Bay  Rd.,  Redwood  City,  Calif. 
ADV.  PG  448. 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO..  P,  0,  Box  MSj  Mabwafc,  m.  4  AOV,  PG.  iii, 
353,  372. 

Central  Transformer  Co.,  910  W.  Jackson  Blvd.,  Chlugo, 
III. 

Chicago  Electronic  Engineering  Co.,  3223  W.  Armitage 
Ave  ,  Chicago  47,  III.  Ih) 

CHICAGO  STANDARD  TRANSFORMER  CORP.,  3501  W. 

Addison  St.,  Chicago  18,  III.  ADV.  PG.  226,  227. 

Coll  Co.  of  America,  Inc.,  207  Washington  St.,  Northvale, 

N  J  Ih) 

Condenser  Products  Die.,  New  Haven  Clock  A  Watch  Co., 
140  Hamilton  St.,  New  Haven,  Conn.  Ih) 

Cycle  Transformer  Corp.,  354  Glenwood  Ave.,  East 

Orange,  N.  J. 

DX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave., 

Chicago  47,  III.  Ih) 

Del  Electronics  Corp.,  521  Homestead  Ave.,  Mt.  Vernon, 

N  Y.  Ih) 

Dinion  Coil  Co.,  Inc.,  Caledonia,  N.  Y.  Ih) 

Dormitzer  Electric  A  Mfg.  Co.,  Inc.,  5  Hadley  St.,  Cam¬ 
bridge,  Mass.  Ih) 

Elcor,  Inc.,  P.  0  Box  354,  McLean,  Va. 

Electron  Mfg.  Co.,  1401  N.  Clybourn,  Chicago,  III. 

Electro  Engineering  Works,  401  Preda  St.,  San  Leandro, 
Calif.  Ih) 

ElKtro-Tech  Pacific,  Santa  Barbara  Airport,  P.  0.  Box 
455,  Goleta,  Calif. 

Electro-Winders  Co.,  Inc.,  854  W  Front  St.,  Covina, 
Calif. 

Electronic  Transformer  Corp.,  70  Washington  St.,  Brook- 
Ir  1,  N  Y.  Ih) 

EPCO  PRODUCTS,  INC.,  2500  Atlantic  Ave.,  Brooklyn 

17,  N  Y  ADV  PG.  583.  Ih) 

Er^  Electric  Corp.,  67  E  Centre  St,,  Nutley,  N.  J. 
Essex  Electronics,  Berkeley  Heights,  N.  J, 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza,  New 
York  20,  N  Y.  ADV  PG  440.  Ih) 

Fisher  Engineering,  Inc.,  2060  U.  S.  24  East,  P.  0. 

Box  327.  Hunt!'  )lon,  Ind.  Ih) 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N  Y  AOV.  PG  24.  Ih) 

FUGLE-M1LLER  LABS.,  INC.,  301  Central  Ave.,  Clark, 
N  J  ADV.  PG  535.  Ih) 

General  Electric  Co.,  Apparatus  Sales  DIv.,  1  River  Rd., 
Schenectady  5,  N.  Y.  Ih) 

Geotronic  Labs.  Inc.,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Texas. 

Goslin  Electric  A  Mfg.  Co.,  2421  W.  Olive  St.,  Bur¬ 
bank,  Calif.  Ih) 

Cramer-Halldorson  Transformer  Corp.,  2734  N.  Pulaski 
Rd.,  Chicago  34.  III.  Ih) 

Grand  Ra-Tronics,  Inc.,  Hey  St.,  Grand  Haven,  Mich.  Ih) 
Grand  Transformers,  Inc.,  Hey  St.,  Grand  Haven,  Mich.  Ih) 
Green  Rectifier  Co.,  I-IO  Thirtieth  St.,  Fair  Lavm. 
N  J. 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

Hadley  Co.,  Inc.,  Robert  M.,  5112  S.  Hoover  St.,  Los 
Angeles  37,  Calif.  Ih) 

Harnett  Electric  Corp.,  Lincoln  A  Hallett  Aves.,  River- 
head,  N.  Y.  (h) 

Hermaseal  Co ,  Inc.,  1101  Lafayette  St.,  Elkhart,  Ind 
HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas.  AOV  PG  176,  177.  Ih) 

Hevi-Outy  Electric  Co.,  Milwaukee  1,  Wis. 

Highland  Engineering  Co.,  41  Magnolia  St.,  West- 
biiry,  N.  Y.  Ih) 

INDUSTRIAL  TRANSFORMER  CORP.,  Gouldsboro,  Pa 
ADV.  PG.  434,  435  Ih) 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N  Y.  AOV.  PG.  536.  Ih) 

Isllp  Transformer  A  Metal  Co.,  Inc.,  Beech  St.,  Isllp, 
N  Y.  (h) 

JAMES  VIBRAPOWR  CO.,  4050  N.  Rockwell  St.,  Chl- 
t.rg^  18,  III.  AOV  PG.  574.  Ih) 

JOBBINS  ELECTRONICS,  771  Hamilton  Ave.,  Menlo 
Park.  Calif.  ADV.  PG.  470.  Ih) 

K-V  Transformer  Corp.,  20  E.  Franklin  St.,  Danbury, 
Conn.  (h) 

Kenyan  Transformer  Co.,  Inc.,  840  Barry  St.,  New  York 
54,  N.  Y.  (h) 

Keystone  Products  Co.,  404-6  23rd  St.,  Union  City, 
N.  J  Ih) 

LAM  ELECTRONIC  ENGINEERING  CO.,  Fifth  A  .lacinto 
Ave.,  P.  0  Box  745,  San  Jacinto,  Calif.  ADV.  PG. 
702  (h) 

LAVOIE  LABORATORIES,  INC.,  Morganville,  N.  J.  AOV. 

PG.  413.  Ih) 

Litton  Industries,  336  N.  Foothill  Rd.,  Beverly  Hills, 
Calif  (h) 

LYNCHBURG  TRANSFORMER  CO.,  INC.,  Edgewood  Drive 
Ext  ,  Lynchburg,  Va.  AOV.  PG  452. 

MAGNATRAN,  INC.,  P.  0.  Box  211,  Kearny,  N.  J.  AOV. 
PG.  400. 

Mara  Electronics,  Inc.,  44  Court  St.,  Brooklyn  1,  N.  Y. 
Maxson  Instruments,  47-37  Austell  PiKt,  Long  Island 
City  1,  N  Y. 

Merit  Coll  A  Transformer  Corp.,  2027  Sherman  St., 
Hollywood,  Fla. 

Miller  Co.,  J.  W.,  5417  S.  Main  St.,  Los  Angeles  3, 
Calif 

MOLONEY  ELECTRIC  CO.,  5340  Bircher  Blvd.,  St.  Louis 
20,  Mo.  ADV.  PG.  388,  384. 


ACROMAG  INC.,  Dept  EBG,  22514  Telegraph  Rd., 
Detroit  41,  Mich  ADV  PG.  583.  Ih) 

Alectra  DIv,  Consolid.vted  Electrodynamics  Corp.,  325 
N.  Altadena  Drive.  Pasadena,  Calif.  Ih) 

AlHs-Chalmers  Mfg.  Co.,  435  S.  70th  St.,  Milwaukee  I, 
Wis 

Annis  Co  ,  R  B.,  1101  N.  Delaware  St.,  Indianapolis,  Ind. 
Arco  Transformer  A  Electric  Co.,  1602  S.  Hanna  St., 
Fort  Wayne.  Ind  Ih) 

ARNOLD  MAGNETICS  CORP.,  4613  W.  Jefferson  Blvd., 
Los  Angeles  16,  Calif  ADV  PG.  124. 
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ASSOCIATED  RESEARCH,  INC.,  3788  W.  Belmont  Avi., 
Chicago  18,  HI.  AOV.  PG.  477. 

Atlas  Coll,  Inc.,  63  Main  St.,  Ansonia,  Conn. 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Rox- 
bury.  Mass.  ADV.  PG.  575.  Ih) 

Barwood  Electronics,  Inc.,  921  E.  Broadway,  Glendale  5, 
Calif. 

Basler  Electric  Co.,  605  Fifth  St.,  Highland,  III.  (h) 
Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

California  Magnetic  Control  Corp.,  11922  Valeria  St., 
North  Hollywood,  Calif.  (h) 

Campbell  Co.,  Inc.,  Colin,  Westville  Ave.,  Danbury, 
Conn.  (h) 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Box  555,  Mahwah,  N.  J.  AOV.  PG.  352, 
353,  372.  (h) 

Central  Transformer  Co.,  910  W.  Jackson  Blvd.,  Chicago, 
III. 

Computer  Engineering  Associates,  Inc.,  350  Halstead, 
Pasadena,  Calif.  ADV.  PG.  584. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Cycle  Transformer  Corp.,  354  Glenwood  Ave.,  East 
Orange,  N.  J.  (h) 

Dormitaer  Electric  &  Mfg.  Co.,  Inc.,  5  Hadley  St., 
Cambridge,  Mass  (h> 

ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park,  N.  J. 
AOV.  PG.  303. 

Electron  Mfg.  Co.,  1901  N.  Clybourn,  Chicago,  III. 
Electrical  Windings,  Inc.,  2015  N.  Koimar  Ave.,  Chi¬ 
cago  29,  III. 

Electro  Engineering  Works,  401  Preda  St.,  San  Leandro, 
Calif.  (h) 

Electro-Tech  Pacific,  Santa  Barbara  Airport,  P.  0.  Box 
455,  Goleta,  Calif. 

Eiectro-Winders,  Co.,  Inc.,  854  W.  Front  St.,  Covina, 
Calif.  (h) 

Eiectronic  Transformer  Corp.,  70  Washington  St.,  Brook¬ 
lyn  1,  N.  Y.  (It) 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N.  Y.  ADV.  PG.  24.  (h) 

General  Electric  Co.,  Apparatus  Sales  Div.,  I  River 
Rd.,  Schenectady  5,  N.  V.  (h) 

General  Transformer  Co.,  18240  Harwood  Ave,,  Home- 

wood,  III.  (h) 

Geotronic  Labs.  Inc.,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Texas. 

Gertsch  Products,  Inc.,  3211  S.  La  Cienega  Blvd.,  Los 
Angeles  16,  Calif. 

Grand  Ra-Tronics,  Inc.,  Hey  St.,  Grand  Haven,  Mich,  (h) 
Grand  Transformers,  Inc.,  Hey  St.,  Grand  Haven, 
Mich.  (h> 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

Hadley  Co.  Inc.,  Robert  M.,  5112  S.  Hoover  St.,  Los 
Angeles  37,  Calif.  (h) 

Hermaseai  Co.,  Inc.,  1101  Lafayette  St.,  Elkhart,  Ind. 

HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas  AOV.  PG.  176,  177.  (h) 

Hevi-Duty  Electric  Co.,  Milwaukee  1,  Wis. 

Hindle  Transformer  Co.,  Inc.,  Woods  Church  Rd.,  Flem- 
ington  N.  J.  (h) 

INDUSTRIAL  TRANSFORMER  CORP.,  Gouldsboro,  Pa. 

ADV.  PG.  434,  435.  (h) 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N.  Y.  AOV  PG.  536.  (h) 

Jack  &  Heintz.  Inc  ,  Cleveland  1,  Ohio  (h) 

JAMES  VIBRAPOWR  CO.,  4050  N.  Rockwell  St., 
Chicago  18,  III.  ADV.  PG.  574.  (h) 

JOBBINS  ELECTRONICS,  771  Hamilton  Ave.,  Menlo 
Park,  Calif.  AOV.  PG.  470.  (h) 

Kenyon  Transformer  Co.,  Inc.,  840  Barry  St.,  New  York 
59,  N.  Y.  (h) 

Keystone  Products  Co.,  904-6  23rd  St.,  Union  City, 
N.  J.  (h) 

Knopp,  Inc^  1307  66th  St..  Oakland  8,  Calif. 

L  &  M  ELECTRONIC  ENGINEERING  CO..  Fifth  & 
Jacinto  Ave.,  P.  0.  Box  745,  San  Jacinto,  Calif. 
ADV.  PG.  202.  (h) 

Litton  Industries,  336  N.  Foothill  Rd.,  Beverly  Hills, 
Calif.  (h> 

LYNCHBURG  TRANSFORMER  CO.,  INC.,  Edgewood  Drive 
Ext.,  Lynchburg,  Va.  ADV.  PG.  452. 

Magnetic  Windings  Div.,  Essex  Wire  Corp.,  Freemansburg 
Ave.  At  Hobson  Blvd.,  Easton,  Pa.  (h) 

Maxson  Instruments,  47-37  Austell  Place,  Long  Island 
City  1,  N.  Y. 

MICROTRAN  CO.,  INC.,  145  E.  Mineola  Ave.,  Valley 
Stream,  N.  Y.  AOV.  PG.  436,  437.  (h) 

Mid-West  Coil  &  Transformer  Co.,  1642  N.  Halstead 
St.,  Chicago  14,  III. 

Milwaukee  Transformer  Co.,  5231  N.  Hopkins  St.,  Mil¬ 
waukee  9,  Wis.  (h) 

Minitran  Corp  ,  5  Oiiver  St.,  Newark  5,  N.  J.  (h) 
NYT  ELECTRONICS,  INC.,  2979  N.  Ontario  St.,  Bur¬ 
bank,  Calif.  ADV.  PG.  500. 

National  Coil  Co.,  P.  0.  Box  1237,  Sheridan,  Wyo.  (h) 
NEW  ENGLAND  TRANSFORMER  CO.,  47  McGrath  High¬ 
way,  Somervilie,  Mass.  ADV.  PG.  507.  (h) 

New  York  Coil  Co.,  Phoenixville  12,  Pa.  (h) 

New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha, 
N.  J.  (h) 

NOTHELFER  WINDING  LAB  ,  INC.,  P.  0  Box  455, 
Trenton,  N.  J.  ADV.  PG.  143. 

Oregon  Electronic  Mfg  Co.,  2105  SE  6th  Ave.,  Port¬ 
land  14  Ore.  (h) 

ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 
N.  J.  ADV.  PG.  337.  (h> 

Osborne  Electronic  Corp.,  712  S.  E.  Hawthorne,  Port¬ 
land  14,  Ore.  (h) 

Oxford  Components,  Inc.,  556  W.  Monroe  St.,  Chicago 
6,  III. 


PERKIN  ENGINEERING  CORP.,  345  Kansas  St.,  El 
Segundo,  Calif.  ADV.  PG.  496. 

Polyphase  Instrument  Co.,  East  Fourth  St.,  Bridgeport, 


Pa. 


(h) 


QUTRONIC  TRANSFORMER  CORP.,  525  Broadway,  New 
York  12,  N.  Y.  AOV.  PG.  394B. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Ferndale,  Detroit, 
20,  Mich. 

Rola  Co.,  Inc.,  The,  2530  Superior  Ave.,  Cleveland  14, 
Ohio. 

Rytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North  Holly¬ 
wood,  Calif.  (h) 

S  N  C  Mfg.  Co.,  Inc.,  Box  277,  Oshkosh,  Wis.  (h) 
Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield, 
III.  (h) 

Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif. 

SIGNAL  TRANSFORMER  CO.,  1661  McDonald  Ave., 
Brooklyn  30,  N.  Y.  AOV.  PG.  498.  (h> 

Stanley  Transformer  Co.,  31-23  Vernon  Blvd.,  Long 
Island  City,  N.  Y.  (h) 

Sterling  Transformer  Corp.,  297  N.  Seventh  St.,  Brook¬ 
lyn  11,  N.  Y.  (h) 

Tensor  Electric  Development  Co.,  Centroid  Div.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y.  (h) 

Thordarson-Meissner  Mfg.  Co.,  7th  &  Belmont  Ave.,  Mt 
Carmel,  III.  (h) 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica 
35,  N.  Y. 

TORWICO  ELECTRONICS,  INC.,  1090  Morris  Ave.,  Union, 
N.  J.  ADV.  PG.  461.  (h) 

Transformer  Design,  Inc.,  7377  N.  76th  St.,  Milwaukee 
16,  Wis.  (h) 

Transformer  Engineers,  285  N.  Halstead  St.,  Pasadena, 
Calif.  (h) 

Transformer  Specialty  Co.,  Inc.,  Bala-Cynwyd,  Pa.  (h) 
TRANSFORMERS,  INC.,  200  Stage  Rd.,  Vestal,  N.  Y 
ADV.  PG.  391-393.  (h) 

Transonic,  Inc.,  808  Sixteenth  St.,  Box  96A,  Bakersfield, 
Calif.  (h) 

Trenton  Transformer  Corp.,  Box  568B,  Trenton,  N.  J. 

(h) 

TRESCO,  INC.,  3824  Terrace  St.,  Philadelphia  28,  Pa. 

ADV.  PG.  248.  (h) 

Tronic  Coil  Winding  Co.,  Inc.,  58  Wesley  St.,  Water¬ 
bury,  Conn.  (h) 

U.  S.  Electronics  Corp.,  276  Warren,  Lyndhurst,  N.  J. 

(h) 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
York  13,  N.  Y.  ADV.  PG  Second  Cover  (h) 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas. 

ADV.  PG.  454.  (h) 

Waco,  Inc.,  2032  Broadway,  Santa  Monica,  Calif. 

Warren  Transformer  Co.,  Inc.,  103  Warren  St.,  Tunk- 
hannock.  Pa.  (h) 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

Weston  Instruments  Div.  of  Daystrom,  Inc.,  614  Frel- 
inghuysen  Ave.,  Newark  12,  N.  J. 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
150  E.  Aurora  St.,  Waterbury  20,  Com.  (h> 


TRAN$FORMER$-JM««Hx 

ARNOLD  MAGNETICS  CORP.,  4613  W.  Jefferson  Blvd., 
Los  Angeles  16,  Calif.  AOV.  PG.  124.  (h) 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Rox- 
bury.  Mass.  ADV.  PG  575. 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Box  555,  Mahwah,  N.  J.  AOV.  PG.  352, 
353,  372. 

Electro-Winders  Co.,  Inc.,  854  W.  Front  St.,  Covina, 
Calif.  (hi 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas.  ADV.  PG.  176,177.  (hi 

LYNCHBURG  TRANSFORMER  CO.,  INC.,  Edgewood  Drive 
Ext.,  Lynchburg,  Va.  ADV.  PG.  452. 

Magnetics  Research  Co.,  255  Grove  St.,  White  Plains, 
N.  Y. 

Maxson  Instruments,  47-37  Austell  Place,  Long  Island 
City  1,  N.  Y. 

NEW  ENGLAND  TRANSFORMER  CO.,  47  McGrath 

Highway,  Somerville,  M.  s.  AOV.  PG.  507. 

Polyphase  Instrument  Co.,  Last  Fourth  St.,  Bridgeport, 
Pa. 

SIGNAL  TRANSFORMER  CO.,  1661  McDonald  Ave., 
Brooklyn  30.  N.  V.  AOV.  PG  498.  (hi 

WestinghMse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh, 


TRANSFORMERS-Micrewavo 
S—  MICROWAVE  ACCESSORIES 

TRANSFORMERS-Mlniefuro 

A.  P.  W.  Co.,  72  W.  Main  St.,  Rockway,  N.  J. 
Airdesign,  Inc.,  241  Fairfield  Ave.,  Upper  Darby,  Pa. 

(hi 

AIRPAX  PRODUCTS  CO.,  Middle  River,  Baltimore  20, 
Md.  ADV  PG.  229-232.  (hi 

AIRTRON,  INC.,  1100  W.  Elizabeth  Ave.,  Linden,  N.  J. 

AOV.  PG.  516.  (hi 

Aladdin  Electronics  Div.  of  Aladdin  Radio  Industries, 

Inc.,  711  Murfreesboro  Rd.,  Nashville  2,  Tenn.  (hi 
Alectra  Div.,  Consolidated  Electrodynamics  Corp.,  325 
N.  Altadena  Drive,  Pasadena,  (^lif.  (hi 

Ardcnte  Acoustic  Laboratories,  Ltd.,  8/12  Minerva 

Rd.,  North  Acton,  London,  N.  W.  10,  England 
ARNOLD  MAGNETIliS  CORP.,  4613  W.  Jefferson  Blvd., 
Los  Angeles  16,  Calif.  AOV.  PG.  124.  (hi 


Atlas  Coll,  Inc.,  63  Main  St.,  Ansonia,  Conn. 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Rox- 

bury,  Mass.  ADV.  PG.  575.  (hi 

Audio  Development  Co.,  2833  13th  Ave.  S.,  Minneapolis 
7,  Minn.  (hi 

Automatic  Mfg.  Div.  of  General  Instrument  Corp., 

65  Gouverneur  St.,  Newark,  N.  J. 

Ballastran  Corp.,  Foil  Wayne,  Ind.  (hi 

Barwood  Electronics  Inc.,  921  E.  Broadway,  Glendale  5, 
Calif. 

Basler  Electric  Co.,  605  Fifth  St.,  Highland,  III.  (h) 
CALEDONIA  ELECTRONICS  &  TRANSFORMER  CO., 
Caledonia,  N.  Y.  ADV.  PG.  233.  (hi 

California  Magnetic  Control  Corp.,  11922  Valerio  St., 
North  Hollywood,  Calif.  (hi 

Campbell  Co.,  Inc.,  Colin,  Westville  Ave.,  Danbury, 
Conn.  (hi 

CARAD  CORP.,  2850  Bay  RD.,  Redwood  City,  Calif 

AOV.  PG.  448.  (hi 

Carol  Electronics  Corp.,  315  W.  Stephen  St.,  Martins- 
burg,  W  Va  (hi 

CELCO  CONSTANTINE  ENGINEERING  UBORATORIES 

CO.,  P.  0.  Box  555,  Mahwah,  N.  J.  ADV.  PG.  352, 
353,  372.  (hi 

Central  Coil  Co.,  1720  N.  Luett  St.,  Indianapolis  22, 

Ind.  (hi 

Central  Transformer  Co.,  910  W.  Jackson  Blvd.,  Chicago, 
III. 

Chicago  Electronic  Engineering  Co.,  3223  W.  Armitage 
Ave  ,  Chicago  47,  III.  (hi 

CHICAGO  STANDARD  TRANSFORMER  CORP.,  3501 
W  Addison  St.,  Chicago  18,  III.  ADV  PG.  226, 
227.  (hi 

Coilcraft,  Inc  ,  Cary,  III 

COMMUNICATION  ACCESSORIES  CO.,  U.  S.  Highway 
50  &  71  By-Pass,  Lee’s  Summit,  Mo.  AOV.  PG 
249-252.  (hi 

Crest  Transformer  Corp.,  1834-36  W.  North  Ave.,  Chi¬ 
cago  22,  III.  (hi 

Cycle  Transformer  Corp.,  354  Glenwood  Ave.,  East 
Oranoe,  N.  J.  (hi 

DX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave , 
Chicago  47,  III.  (hi 

Del  Electronics  Corp.,  521  Homestead  Ave.,  Mt.  Vernon, 
N.  V.  (hi 

Dllectron  Div.  of  The  Gudeman  Co.,  2669  S.  Myrtle 
Ave.,  Monrovia,  Calif. 

OInion  Coil  Co.,  Inc.,  Caledonia  N  Y.  (hi 

Elcor,  Inc.,  P.  0.  Box  354,  McLean,  Va 
Electron  Mfg.  Co.,  1901  N  Clybourn,  Chicago,  III. 
Electro  Engineering  Works,  401  Preda  St.,  San  Leandro, 
Calif.  (hi 

Electro  Networks,  Inc.,  P.  0.  Box  424,  Syracuse, 

N  V  (hi 

Electro-Winders  Co.,  Inc.,  854  W.  Front  St.,  Covina, 
Calif.  (hi 

Electronic  Transformer  Corp.,  70  Washington  St., 
Brooklyn  1,  N  Y  (hi 

Ensign  Coil  Co.,  2520  S.  Pulaski  Rd.,  Chicago  23, 
III. 

EPCO  PRODUCTS,  INC.,  2500  Atlantic  Ave.,  Brooklyn 
17,  N  Y.  ADV  PG.  583.  (hi 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  AOV.  PG  140, 
141 

ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park,  N  J. 
AOV.  PG.  303. 

Essex  Electronics,  Berkley  Heights,  N.  J.  (hi 

FERRANTI  ELECTRIC,  INC.,  30  Rockfeller  Plaza,  New 
York  20,  N  Y.  ADV.  PG.  490.  (hi 

Ferrotran  Electronics  Co.,  693  Broadway,  Hew  York  12, 
N.  Y.  (hi 

Fisher  Engineering,  Inc.,  2050  U.  S.  East,  P.  0.  Box 
327,  Huntington,  Ind.  (hi 

Foster  Transformer  Co.,  3820  Colerain  Ave.,  Cincinnati 
23,  Ohio.  (hi 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N  Y.  AOV.  PG.  24.  (hi 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River 
Rd..  Schenectady  5,  N.  Y.  (hi 

General  Electric  Co.,  Industrial  Heating  Dept.,  Shelby- 
ville,  Ind. 

General  Transformer  Co.,  18240  Harwood  Ave.,  Home- 
wood,  III.  (hi 

Geotronic  Lobs.  Inc.,  1314  Cedar  Hill  Ave.,  Dallas 
8,  Texas. 

Goslin  Electric  &  Mfg  Co.,  2921  W.  Olive  St.,  Burbank, 
Calif.  (h> 

Gramer-Halldorson  Transformer  Corp.,  2734  N.  Pulaski 
Rd.,  Chicago  39,  III.  (hi 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

Hadley  Co.,  Inc.,  Robert  M.,  5112  S.  Hoover  St.,  Los 
Angeles  37,  Calif.  (hi 

Hermaseai  Co.,  Inc.,  1101  Lafayette  St.,  Elkhart, 
Ind. 

HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas  ADV.  PG.  176,  177.  (hi 

Hevi-Duty  Electric  Co.,  Milwaukee  1,  Wis. 

Highland  Engineering  Co.,  91  Magnolia  St.,  Westbury, 
N.  V.  (hi 

INDUSTRIAL  TRANSFORMER  CORP.,  Gouldsboro,  Pa 
AOV.  PG.  434,  435.  •  (hi 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N.  Y.  AOV.  PG.  536.  (hi 

International  Research  Associates,  2221  Warwick  Ave., 
Santa  Monica  Calif  (hi 

INTERNATIONAL  RESISTANCE  CO.,  401  N.  Broad  St., 
Philadelphia  8,  Pa.  AOV.  PG.  189-192. 

Islip  Transformer  A  Metal  Co.,  Inc.,  Beech  St.,  Isllp, 
N.  V.  (hi 

K-V  Transformer  Corp.,  20  E.  Franklin  St.,  Danbury, 
Conn.  (hi 
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Ktnyon  Transformer  Co.,  Inc.,  840  Barry  St.,  New  York 
59,  N.  V.  (h) 

Kessler  Co.,  Frank,  41-45  47th  St.,  Long  Island  City 
4,  N.  V. 

Keystone  Products  Co.,  904-b  21rd  St.,  Union  City, 

N.  J.  (h) 

L  &  M  ELECTRONIC  ENGINEERING  CO.,  Fifth  & 
Jacinto  Aye.,  P.  0.  Boa  745,  San  Jacinto,  Calif. 
AOV  PG.  202.  (h) 

LYNCHBURG  TRANSFORMER  CO.,  INC.,  Edgewood  Drive 
Eat.,  Lynchburg,  Va.  AOV.  PG.  452. 

Magnavoa  Co.,  The,  2151  Bueter  Rd.,  Fort  Wayne,  Ind. 

(h) 

Magnetic  Windings  Oiv.,  Essea  Wire  Corp.,  Freemanburg 
Ave.  at  Hobson  Bhrd.,  Easton,  Pa.  (h) 

MICROTRAN  CO.,  INC.,  145  E.  Mlneola  Ave,  Valley 
Stream,  N.  Y.  AOV.  PG.  4J6,4J7.  (h) 

Mid-West  Coil  &  Transformer  Co.,  1642  N.  Halstead 
St.,  Chicago  14,  III. 

Milwaukee  Transformer  Co.,  5231  N.  Hopkins  St.,  Mil¬ 
waukee  9,  Wis.  (h) 

Mmitran  Corp.,  5  Oliver  St.,  Newark  2,  N.  J.  (h) 

Modelectric  Products  Corp.,  1500  Bangs  Ave.,  Asbury 
Park,  N.  J. 

Mystic  Transformers,  Inc.,  63  Swanton  St.,  Winchester, 
Mass. 

NYT  ELECTRONICS,  INC.,  2979  N  Ontario  St.,  Bur¬ 
bank,  Calif  AOV  PG.  500.  (h) 

National  Coll  Co.,  P.  0.  Boa  1237,  Sheridan,  Wyo.  (h) 
NEW  ENGLAND  TRANSFORMER  CO.,  47  McGrath 
Highway,  Somerville,  Mats.  AOV.  PG.  507.  (h) 

New  York  Coil  Co.,  Phoeniavlllt  12,  Pa.  (h) 

New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha, 

N  J.  (h) 

NORTH  HILLS  ELECTRIC  CO.,  INC.,  402  Sag,imore  Ave., 
Mineola,  N  Y.  AOV  PG.  533,  548. 

Oaktron  Electric  Co.,  TInley  Park,  III. 

Oregon  Electronic  Mfg.  Co.,  2105  SE  6th  kve.,  Port¬ 
land  14,  Ore.  (h) 

Osborne  Electronic  Corp.,  712  S  E.  Hawthxnc,  Port¬ 
land  14,  Ore.  (h) 

Oaford  Components,  Inc.,  556  W  Monroe  St.,  Chicago 
6,  III. 

Pacific  Magnetic  Corp.,  ElKtronic  Center,  Romoland, 
Calif. 

Partridge  Transformers,  Ltd.,  Roebuck  Rd.  Tolworth, 
Surrey,  England.  (h) 

Peerless  Elecrical  Oiv.  of  Altec  Lansing  Corp.,  1515  S. 

Manchester  Ave.,  Anaheim,  Calif.  (h) 

Polyphase  Instrument  Corp.,  East  Fourth  St.,  Bridge¬ 
port,  Pa  (h) 

PRECISE  MEASUREMENTS  CO.,  R  0  ttl,  Millbrookt 
Rd  ,  Flemington,  N  J  AOV  PG  503. 

QUTRONIC  TRANSFORMER  CORP.,  525  Broadway,  New 
York  12,  N  Y  AOV  PG.  394B 
Ram  Electronics,  Inc.,  600  Industrial  Ave,  Paramus, 
N.  J.  Ih) 

Randall,  Inc.,  Douglas,  6  Pawcatuck  Ave.,  Waverly, 

R  I 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54,  Mass  AOV.  PG.  428,  429. 

Richmond  Engineering  Co.,  Inc.,  19  Concord  St.,  South 
Norwalk  Conn  (h) 

ROSS  METALS  CO.,  MILTON,  505  Oavitville  Rd.,  Oavis- 
ville.  Pa.  AOV.  PG.  472 

Rytron  Co.,  Inc.,  7303  Lankerthim  Blvd.,  North  Holly¬ 
wood,  Calif.  Ih) 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield, 
III  (h) 

SIGNAL  TRANSFORMER  CO.,  1661  McDonald  Ave, 
Brooklyn  30,  N.  V  AOV.  PG.  498  (h) 

Skysweeper,  Inc.,  McHenry,  HI.  (h) 

Stanley  Transformer  Co.,  31-23  Vernon  Blvd.,  Long  Island 
City,  N.  Y.  (h) 

Stanwyck  Winding  Co.,  137  Walsh  Ave.,  Newburgh,  N.  Y 
Sterling  Transformer  Corp.,  297  N.  Seventh  St.,  Brook¬ 
lyn  11,  N.  Y.  (h) 

Stromberg-Carlson  Co  ,  Oiv.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N  Y 
Superei  Electronics  Corp.,  4-6  Radford  Place,  Yonkers, 
N.  Y.  Ih) 

Tele»,  Inc.,  Tele*  Park,  St.  Paul  1,  Minn.  Ih) 

Tensor  ElKtric  Development  Co.,  Centroid  Oiv.,  1873 
Eastern  Parkway,  Brookly  3J,  N.  Y  Ih) 

TEXAS  INSTRUMENT  INCORPORATED,  6000  Lemmon 
Ave.,  Dallas  9,  Te«as.  AOV  PG.  396  Ih) 

Thermador  Electric  Mfg.  Co.,  5215  S  Boyle  Ave.,  Lot 
Angeles  58,  Calif.  Ih) 

Thordarson-Meitsner  Mfg.  Co.,  7th  A  Belmont  Ave  , 
Mt.  Carmel,  III.  Ih) 

Toroidal  Components  Co.,  1374  E.  Walnut  St.,  Pasadena, 
Calif. 

Tcrotel  Inc.,  55J2  E  110th  St.,  Kansas  City  34,  Mo. 
TORWICO  ELECTRONICS,  INC.,  1090  Morris  Ave., 
Union,  N  J  AOV.  PG.  461.  Ih) 

Transformer  Design,  Inc.,  7377  N.  76th  St.,  Milwaukee 
16,  Wis.  Ih) 

Transformer  Engineers,  285  N.  Halstead  St.,  Pasadena, 
Calif  Ih) 

TRANSFORMERS,  INC.,  200  Stage  Rd.,  Vestal,  N.  Y. 

AOV.  PG.  391-393.  Ih) 

Transonic  Inc.,  808  16th  St.,  Boi  96A,  Bakersfield, 
Calif 

TRESCO,  INC.,  3824  Terrace  St.,  Philadelphia  28,  Pa. 
AOV  PG  248 

TRIAD  TRANSFORMER  CORP.,  SUB.  OF  LITTON  INDUS¬ 
TRIES,  4055  Redwood  Ave.,  Venice,  Calif.  AOV.  PG. 
370.  Ih) 

Tronic  Coil  Winding  Co.,  Inc.,  58  Wesley  St.,  Waterbury, 
Conn.  Ih) 

Tur-Bo  Jet  Products,  Inc.,  424  S.  San  Gabriel  Blvd.,  San 
Gabriel,  Calif. 


Univox  Corp.,  102  Warren  St.,  New  York  7,  N.  Y. 

U.  S.  Electronics  Corp.,  276  Warren  St.,  Lyndhurst, 
N.  Y  Ih) 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
York  13,  N.  Y.  ADV.  PG  Second  Cover.  Ih) 

Utrad,  Inc  ,  305  N.  Briant,  Huntington,  Ind.  Ih) 

VARO  MFC.  CO.,  INC.,  2201  Walnut  St.,  Garland, 
Texas.  ADV.  PG.  454.  Ih) 

Vibration  Research  Labs.,  Inc.,  58  Marbledale  Rd., 

Tuckahoe,  N.  Y.  Ih) 

Waco,  Inc.,  2032  Broadway,  Santa  Monica,  Calif. 

Warren  Transformer  Co.,  Inc.,  103  Warren  St.,  Tunk- 
hannock.  Pa.  Ih) 

Wave/Particle  Corp.  Box  252,  Menlo  Park,  Calif.  Ih) 

WELCH  MFG.  CO.,  INC.,  A.  W.,  509  E.  29th  St., 
Indianapolis,  Ind.  AOV.  PG.  580. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

Wheeler  Electronic  Corp.,  Sub.  of  Speery  Rand  Corp., 
150  E.  Aurora  St.,  Waterbury  20,  Conn.  (h) 


TRANSFORMERS— Prociaion  Mofchod 

ACME  ELECTRIC  CORP.,  31  Water  St.,  Cuba,  N.  Y. 

ADV.  PG.  104  (h) 

Airdesign,  Inc.,  241  Fairfield  Ave.,  Upper  Darby,  Pa.  Ih) 
AIRPAX  PRODUCTS  CO.,  Middle  River,  Baltimore  20, 
Md  AOV  PG.  229-232.  (h) 

American  Research  A  Mfg  Corp.,  920  Halpine  Ave., 
Rockville,  Md.  (h) 

Arco  Transformer  A  Electric  Co.,  1602  S.  Hanna  St., 
Fort  Wayne  Ind.  Ih) 

ARNOLD  MAGNETICS  CORP.,  4613  W.  Jefferson  Blvd., 
Los  Angeles  16,  Calif.  ADV.  PG.  124.  Ih) 

Atlas  Coil,  Inc  63  Mam  St.,  Ansonia,  Conn. 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave  ,  Rox- 
bury.  Mass.  ADV.  PG.  575.  Ih) 

Audio  Development  Co.,  2833  13th  Ave.,  S.  Minneapolis 
7,  Minn.  (h) 

Ballastran  Corp.,  Fort  Wayne,  Ind.  Ih) 

Basler  Electric  Co.,  605  Fifth  St.,  Highland,  III.  Ih) 

California  Magnetic  Control  Corp.,  11922  Valerio  St.. 

North  Hollywood,  Calif.  Ih) 

Campbell  Co.,  Inc.,  Colin,  Westville  Ave.,  Danbury,  Conn. 

Ih) 

CARAD  CORP.,  2850  Bay  Rd  ,  Redwood  City,  Calif.  AOV. 

PG  448  (h) 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P  0  Box  555,  Mahwah,  N.  J.  AOV.  PG.  352, 
353,  372.  Ih) 

Central  Coil  Co.,  1720  N.  Luett  St ,  Indianapolis  22, 
Ind  Ih) 

Central  Transformer  Co.,  910  W.  Jackson  Blvd.,  Chicago, 
III. 

Chicago  Electronic  Engineering  Co.,  3223  W.  Armitage 
Ave  ,  Chicago  47,  III  (h) 

CHICAGO  MAGNETIC  CONTROL  CO.,  1616  Damon  Ave., 
Chicago,  III.  ADV  PG  541. 

Coast  Coil  Co  ,  5333  W.  Washington  Blvd.,  Lot  Angeles 
16.  Calif.  Ih) 

Del  Electronics  Corp.,  521  Homestead  Ave.,  Mt.  Vernon, 
N.  Y  (h) 

DIETZ  DESIGN  &  MFG  CO.,  Grandview  6.  Mo.  ADV. 

PG.  525  Ih) 

Dinion  Coil  Co.,  Inc.,  Caledonia,  N.  Y.  (h) 

ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park,  N  J. 

ADV  PG  303. 

Electro-Tech  Pacific,  Sarla  Barbara  Airport,  P.  0.  Box 
455,  Goleta,  Calif.  (h) 

E  lectro- Winders  Co.,  Inc.,  854  W.  Front  St.,  Covina, 
Calif.  (h) 

Electronic  Transformer  Co.,  70  Washington  St.,  Brook¬ 
lyn  1,  N.  Y.  (h) 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plata, 
New  York  20,  N  Y  ADV  PG.  490.  Ih) 

FREED  TRANSFORMER  CO.,  INC.,  1736  WeirBeld  St., 
Brooklyn  27,  N  Y  AOV.  PG.  24  Ih) 

General  Electric  Co.,  Apparatus  Sales  Oiv.  1  River  Rd., 
Schenectady  5,  N.  Y.  Ih) 

Geotronic  Labs.  Inc.,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Texas. 

Gertsch  Products,  Inc.,  3211  S.  La  Cienega  Blvd.,  Lot 
Angeles  16,  Calif. 

Goslin  Electric  &  Mfg.  Co.,  2921  W.  Olive  St.,  Bur¬ 
bank.  Cairf.  Ih) 

Gulton  Industries,  Inc.,  Metuchen,  N  J. 

Hadley  Co.,  Inc.,  Robert  M.,  5112  S.  Hoover  St.,  Los 
Angeles  37,  Calif.  Ih) 

Hermaseal  Co  ,  Inc  .  1101  Lafayette  St.,  Elkhart.  Ind. 
HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0  Box  277, 
Garland  Texas  ADV  PG  176.  177  Ih) 

INDUSTRIAL  TRANSFORMER  CORP,  Gouldsboro,  Pa. 
ADV  PG  434,  435 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  58,  N.  Y.  ADV  PG.  536.  Ih) 

Kenyon  Transformer  Co.,  Inc.,  840  B.srry  St.,  New  York 
59,  N.  Y  Ih) 

Kessler  Co.,  Inc.,  Frank,  41-45  47th  St.,  Long  Island 
City  4,  N.  Y 

Keystone  Products  Co  ,  904-6  23rd  St.,  Union  City,  N.  J. 
L  &  M  ELECTRONIC  ENGINEERING  CO.,  Fifth  &  Jacinto 
Ave.,  P.  0.  Box  745,  San  Jacinto,  Calif.  ADV.  PG. 
202  Ih) 

Litton  Industries,  336  N.  Foothill  Rd.,  Beverly  Hills, 
Calif  Ih) 

LYNCHBURG  TRANSFORMER  CO.,  INC.,  Edgwood  Drive 
Ext.,  Lynchburg,  Va  ADV  PG.  452. 

Magnetic  Windings  Div.,  Essex  Wire  Corp.,  Freemans- 
burg  Ave.  at  Hobson  Blvd.,  Easton  Pa.  Ih) 

Maxson  Instruments,  47-37  Austell  Place,  Long  Island 
City  1,  N.  Y. 


MICROTRAN  CO.,  INC.,  145  E.  Mineola  Ave.,  Valley 
Stream,  N.  Y.  ADV.  PG.  436,  437.  Ih) 

Mid-West  Coil  A  Transformer  Co.,  1642  N.  Halstead 
St.,  Chicago  14,  III. 

Milwaukee  Transformer  Co.,  5231  N.  Hopkins  St.,  Mil¬ 
waukee  9,  Wis.  Ih) 

Minitran  Corp  ,  5  Oliver  St.,  Newark  2,  N.  J.  Ih) 
NYT  ELECTRONICS,  INC.,  2979  N  Ontario  St.,  Bur¬ 
bank,  Calif.  ADV.  PG.  500.  Ih) 

National  Coil  Co.,  P.  0.  Box  1237  Sheridan,  Wyo.  Ih) 
NEW  ENGLAND  TRANSFORMER  CO.,  47  McGrath  High¬ 
way,  Somerville,  Mass.  ADV.  PG.  507. 

New  York  Coil  Co.,  Pheonixville  12,  Pa. 

New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha, 

N.  J.  Ih) 

Oregon  Electronic  Mfg.  Co.,  2105  SE  6th  Ave.,  Port¬ 
land  14  Ore.  Ih) 

ORTHO  FILTER  CORP.,  198  Albion  Ave.,  Paterson  2, 

N.  J.  AOV.  PG.  337.  Ih) 

OsiMrne  Electronic  Corp.,  712  S.  E.  Hawthorne,  Port¬ 
land  14,  Ore.  Ih) 

Oxford  Components,  Inc.,  556  W.  Monroe  St.,  Chicago 
6,  III. 

Partridge  Transformers,  Ltd.,  Roebuck  Rd.,  Tolworth, 
Surrey,  England.  I)<) 

Peerless  Electrical  Oiv.  of  Altec  Lansing  Corp.,  1515  S. 

Mancliester  Ave.  Anaheim,  Calif.  Ih) 

PERKIN  ENGINEERING  CORP.,  345  Kansas  St.,  El 
Sequndo,  Calif.  ADV  PG  496. 

PolyplMse  Instrument  Corp.,  East  Fourth  St.,  Bridge¬ 
port,  Pa.  Ill) 

QUTRONIC  TRANSFORMER  CORP.,  525  Broadway,  New 
York  12,  N.  Y.  AOV.  PG.  394B.  Ih) 

Rytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North  Holly¬ 
wood,  Calif.  Ih) 

Servomechanisms.  Inc.,  Special  Products  Oiv.,  12500 
Aviation  Blvd ,  Hawthorne,  Calif. 

SIGNAL  TRANSFORMER  CO.,  1661  McDonald  Ave.,  Brook¬ 
lyn  30,  N  Y  ADV.  PG  498  Ih) 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas. 
ADV.  PG.  347  Ih) 

Tensor  Electric  Development  Co.,  Centroid  Oiv.,  1873 
Eastern  Parkway,  Brooklyn  33,  N  Y.  Ih) 

Thermador  Electric  Mfg.  Co.,  5215  S.  Boyle  Ave..  Los 
Angeles  58,  Calif.  Ih) 

Thordarson-Meissner  Mfg.  Co.,  7th  &  Belmont  Ave., 
Mt.  Carmel,  III.  Ih) 

Torotel  Inc  ,  5512  E  110th  St.,  Kansas  City  34,  Mo. 
TORWICO  ELECTRONICS,  INC.,  1090  Morris  Ave., 
Union,  N.  J.  AOV.  PG  461.  Ih) 

Transformer  Design,  Inc.,  7377  N.  76th  St.,  Milwaukee 
16,  Wit.  Ih) 

Transformer  Engineers,  285  N.  Halstead  St.,  Pasadena, 
Calif.  Ih) 

TRANSFORMERS,  INC.,  200  Stage  Rd.,  Vestal,  N  Y. 

AOV.  PG.  391-393.  Ih) 

Transonic  Inc.,  808  16th  St.,  Box  96A,  Bakersfield, 
Calif  Ih) 

UNITED  TRANSFORMER  CORP.,  150  Var.ck  St.,  New 
York  13  N  Y.  ADV  PG.  Second  Cover. 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas 

ADV.  PG  454.  Ih) 

Warren  Transformer  Co.,  Inc.,  103  Warren  St.,  Tunkt>an- 
nock.  Pa  Ih) 

TRANSBORMBM— frocision  Volfaga  Dividing 

ACROMAG  INC.,  Dept  EBG,  22519  Telegraph  Rd., 
Detroit  41,  Mich  ADV  PG  583.  Ih) 

Airdesign,  Inc.,  241  Fairfield  Ave.,  Upper  Darby,  Pa. 

Ih) 

AIRPAX  PRODUCTS  CO.,  Middle  River,  BaHimore  20, 
Md  AOV  PG.  229-232.  Ih) 

AIRTRON,  INC.,  1100  W.  Elizabeth  Ave.,  Linden,  N.  J. 

AOV.  PG  516  Ih) 

Arco  Transformer  &  Electric  Co.,  1602  S.  Hanna  St., 
Fort  Wayne.  Ind  Ih) 

ARNOLD  MAGNETICS  CORP.,  4613  W  Jefferson  Blvd., 
Los  Angeles  16,  Calif.  ADV.  PG.  124. 

Atlas  Coil.  Inc  .  63  Main  St.,  Ansonia,  Conn. 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Rox- 
bury.  Mass.  ADV  PG.  575. 

Audio  Development  Co.,  2833  13th  Ave.,  South,  Minne¬ 
apolis  7,  Minn  Ih) 

Basler  Electric  Co.,  605  Fifth  St.,  Highland,  III. 
CALEDONIA  ELECTRONICS  &  TRANSFORMER  CO., 
Calendonia,  N.  Y.  ADV.  PG.  233.  Ih) 

California  Magnetic  Control  Corp.,  11922  Valerio  St., 
North  Hollywood,  Calif.  Ih) 

Campbell  Co.,  Inc.,  Colin,  Westville  Ave.,  Danbury,  Conn. 

Ih) 

CARAD  CORP.,  2850  Bay  Rd.,  Redwood  City,  Calif. 

AOV.  PG  448  Ih) 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Box  555  Mahwah,  N.  J.  ADV.  PG.  352, 
353,  372.  Ih) 

Chicago  Electronic  Engineering  Co.,  3223  W.  Armitage 
Ave  .  Chicago  47.  Ill  Ih) 

CHICAGO  MAGNETIC  CONTROL  CO.,  1616  Damon  Ave., 
Chicago,  III.,  ADV.  PG.  541. 

Coast  Coil  Co.,  5333  W.  Washington  Blvd.,  Los  Angeles 
16,  Calif.  Ih) 

Coil  Co.  of  America,  Inc.,  207  Washington  St.,  North- 
vale,  N  J.  Ih) 

COMMUNICATION  ACCESSORIES  CO.,  U.  S.  Highway 
50  &  71  By-Pass,  Lee's  Summit,  Mo.  ADV.  PG. 
249-252.  (h) 

Del  Electronics  Corp.,  521  Homestead  Ave.,  Mt.  Vernon, 
N  Y.  Ih) 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza, 
New  York  20,  N.  Y.  AOV.  PG.  490.  Ih) 


ELECTRONICS  BUYERS'  GUIDE -June,  J958  -  MID-MONTH 


/ 


TRANSFORMERS 


.1958-1959  LISTINGS  of 


Fisher  Engineering,  Inc.,  2060  U.  S.  24  East,  P.  0. 

Bo*  327,  Huntington,  Ind.  (h) 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirheld  St., 
Brooklyn  27,  N.  V.  AOV.  PG.  24  (h) 

General  Electric  Co.,  Apparatus  Sales  Div.,  1  River 
Rd.,  Schenectady  5,  N.  Y  (h) 

Gertsch  Products,  Inc.,  3211  S  La  Cienega  Blvd., 
Los  Angeles  16,  Calif. 

Goslin  Electric  &  Mfg.  Co.,  2921  W.  Olive  St., 
Burbank,  Calif.  (h) 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

Hadley  Co.,  Inc.,  Robert  M.,  5112  S.  Hoover  St.,  Los 
Angeles  37,  Calif.  (h) 

Hermaseal  Co.,  Inc.,  1101  Lafayette  St.,  Elkhart,  Ind. 
HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas.  AOV.  PG.  176,  177.  (h) 

Hevi-Duty  Electric  Co.,  Milwaukee  1,  WIs. 

INDUSTRIAL  TRANSFORMER  CORP.,  Gouldsboro,  Pa. 

ADV.  PG.  434,  435.  (h) 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y  AOV  PG.  536.  (h) 

INTERNATIONAL  RESISTANCE  CO.,  401  N.  Broad  St., 
Philadelpia  8,  Pa.  ADV.  PG.  189-192. 

JOBBINS  ELECTRONICS,  771  Hamilton  Ave.,  Menlo 
Park,  Calif.  AOV.  PG.  470.  (h) 

Kenyon  Transformer  Co.,  Inc.,  840  Barry  St.,  Hew 
York  59,  N.  Y.  (h) 

Keystone  Products  Co.,  904-6  23rd  St.,  Union  City, 
N.  J.  (h) 

Knopp,  Inc.,  1307  66th  St  ,  Oakland  8,  Calif. 

L  &  M  ELECTRONIC  ENGINEERING  CO.,  Fifth  A  Jacinto 
Ave.,  P.  0.  Box  745,  San  Jacinto,  Calif  ADV.  PG. 
202.  (h) 

Leach  Corp.,  Inet  Div.,  18435  Susana  Rd.,  Compton, 
Calif. 

Litton  Industries,  336  N.  Foothill  Blvd.,  Beverly  Hills, 
Calif.  (h) 

LYNCHBURG  TRANSFORMER  CO.,  INC.,  Edgewood 
Drive  Ext.,  Lynchburg,  Va.  AOV.  PG.  452. 

Magnetic  Windings  Oiv.,  Essex  Wire  Corp.,  Freemansburg 
Ave.  at  Hobson  Blvd.,  Easton,  Pa.  (h) 

Maxson  Instruments,  47-37  Austell  Place,  Long  Island 
City  1,  N.  V. 

MICROTRAN  CO.,  INC.,  145  E.  Mineola  Ave.,  Valley 
Stream  N.  Y.  ADV  PG.  436,  437.  (h) 

Minitran  Corp.,  5  Oliver  St.,  Newark  2,  N.  J.  (h) 

National  Coil  Co.,  P.  0  Box  1237,  Sheridan,  Wyo.  (h) 
NEW  ENGLAND  TRANSFORMER  CO.,  47  McGrath  High¬ 
way,  Somerville,  Mass  AOV.  PG  507.  (h) 

New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha, 
N.  J.  (h) 

Oregon  Electronic  Mfg.  Co.,  2105  Se  6th  Ave.,  Portland 
14,  Ore.  (h) 

Osborne  Electronic  Corp.,  712  S.  E.  Hawthorne,  Port¬ 
land  14,  Ore.  (h) 

Oxford  Components,  Inc.,  556  W.  Monroe  St.,  Chicago 
6,  III. 

Perkin-Elmer  Corp.,  The,  Main  Ave.,  Norwalk,  Conn. 
PERKIN  ENGINEERING  CORP.,  345  Kansas  St.,  El 
Segundo,  Calif.  ADV.  PG.  496. 

Polyphase  Instrument  Corp.,  East  Fourth  St.,  Bridge¬ 
port,  Pa.  (h) 

QUTRONIC  TRANSFORMER  CORP.,  525  Broadway,  New 
York  12,  N.  Y.  AOV.  PG.  349B.  (h) 

Rytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North 
Hollywood,  Calif.  (h) 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield, 
III.  (h) 

Servonoechanisms,  Inc.,  Special  Products  Oiv.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif. 

SIGNAL  TRANSFORMER  CO.,  1661  McDonald  Ave., 
Brooklyn  30,  N.  Y.  ADV.  PG  498.  (h) 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Bo*  13058,  Houston  19,  Texas. 
ADV.  PG.  347.  (h) 

Telecomputing  Corp.,  915  N.  Citrus  Ave.,  Los  Angeles 
38,  Calif.  (h) 

Tensor  Electric  Development  Co.,  Centroid  Oiv.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y.  (h) 

Thermador  Electric  Mfg  Co.,  521  S.  Boyle  Ave.,  Lot 
Angeles  58,  Calif.  (h) 

Torotel  Inc  ,  5512  E.  110th  St.,  Kansas  City  34,  Mo. 
TORWICO  ELECTRONICS,  INC.,  1090  Morris  Ave, 
Union,  N.  J.  ADV.  PG.  461.  (h) 

Transformer  Design,  Inc.,  7377  N.  76th  St.,  Milwaukee 
Wis.  (h) 

TRANSFORMERS,  INC.,  200  Stage  Rd.,  Vestal,  N.  Y. 

AOV.  PG.  391-393,  (h) 

Transonic  Inc.,  808  16th  St.,  Box  96A,  Bakersfield, 

Calif.  (h) 

Trenton  Transformer  Corp.,  Box  568B,  Trenton,  N  J. 

(h) 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
York  13,  N.  Y.  AOV.  PG.  Second  Cover.  (h) 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas 
ADV.  PG.  454.  (h) 

Waco,  Inc.,  2032  Broadway,  Santa  Monica,  Calif.  (h) 

Warren  Transformer  Co.,  Inc.,  103  Warren  St.,  Tunk- 
hannock.  Pa.  (h) 

TRANSFORMERS-Prinfod  Cireuit 

ACF  Electronics,  800  N.  Pitt  St.,  Alexandria,  Va. 
ACME  ELECTRIC  CORP.,  31  Water  St.,  Cuba,  N  Y 
AOV.  PG.  104.  (h) 

Airdesign,  Inc.,  241  Fairfield  Ave.,  Upper  Darby,  Pa.  (h) 
AIRPAX  PRODUCTS  CO.,  Middle  River,  Baltimore  20, 
Md.  ADV.  PG.  229-232. 

Alectra  Oiv.,  Consolidated  Electrodynamics  Corp.,  325 
N.  Altadena  Drive,  Pasadena,  Calif.  (h) 

Ardente  Acoustic  Laboratories,  Ltd.,  8/12  Minerva  Rd., 
North  Acton,  London,  N.  W.  10,  England 


ARNOLD  MAGNETICS  CORP.,  4613  W.  Jefferson  Blvd., 
Los  Angeles  16,  Calif.  ADV.  PG.  124.  <h> 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Rox- 
bury.  Mass.  ADV.  PG.  575.  (h) 

Audio  Development  Co.,  2833  13th  Ave.,  S.,  Minneapolis 

7,  Minn. 

Automatic  Mfg.  Div.  of  General  Instrument  Corp.,  65 
Gouvemeur  St.,  Newark,  N.  J. 

Barwood  Electronics,  Inc.,  921  E.  Broadway,  Glendale 
5,  Calif. 

Basler  Electric  Co.,  605  Fifth  St.,  Highland,  III.  (h) 
California  Magnetic  Control  Corp.,  11922  Valerio  St., 
North  Hollywood,  Calif.  (h) 

Campbell  Co.,  Inc.,  Colin,  Westville  Ave.,  Danbury, 
C^.  (hi 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Box  555,  Mahwah,  N.  J.  ADV  PG.  352, 
353,  372.  (h) 

Central  Coil  Co.,  1720  N.  Luett  St.,  Indianapolis  22, 
Ind.  (h) 

Central  Transformer  Co.,  913  W.  Jackson  Blvd.,  Chicago, 
III. 

Chicago  Electronic  Engineering  Co.,  3223  W.  Armitage 
Ave.,  Chicago  47,  III.  (h) 

Crest  Transformer  Corp.,  1834-36  W.  North  Ave.,  Chi¬ 
cago  22,  III.  (h> 

Cycle  Transformer  Corp.,  354  Glenwood  Ave.,  East 
Orange,  N.  J.  (h) 

Oilectron  Div.  of  The  Gudeman  Co.,  2669  S.  Myrtle 
Ave.,  Monrovia,  Calif. 

Oinion  (Uiil  Co.,  Inc.,  Caledonia,  N.  Y.  (h) 

Oormeyer  Industries,  3418  N.  Milwaukee  Ave.,  Chicago 
41,  III 

ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park,  N.  J. 
AOV.  PG.  303. 

Electran  Mfg.  Co.,  1901  N.  Clyboum,  Chicago,  111. 
Electro-Winders  Co.,  Inc.,  854  W.  Front  St.,  Covina, 
Calif.  (h) 

Ensign  Coil  C^  2520  S.  Pulaski  Rd.,  Chicago  23,  III 
EPCO  PRODUCTS,  INC.,  2500  Atlantic  Ave ,  Brooklyn 
17,  N.  Y.  AOV.  PG.  583. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza,  New 
York  20,  N.  Y.  ADV  PG.  490.  (h> 

Foster  Transformer  Co.,  3820  Colerain  Ave.,  Cincinnati 
23.  Ohio.  (h) 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirffeld  St., 
Brooklyn  27,  N  Y.  ADV.  PG.  24  (M 

General  Coll  Products  Corp.,  147-12  Liberty  Ave.,  Jamaica 
35,  N.  Y. 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd  , 
Schenectady  5,  N.  Y.  (h) 

Geotronic  Labs.  Inc.,  1314  Cedar  Hill  Ave.,  Dallas 

8,  Texas. 

Gramer-Halldorson  Transformer  Corp.,  2734  N.  Pulaski 
Rd.,  Chicago  39,  III  (h) 

Grand  Ra-Tronics,  Inc.,  Hey  St.,  Grand  Haven,  Mich,  (h) 
Gulton  Industries,  Inc.,  Metuchen,  N  J. 

Hadley  Co.,  Inc.,  Robert  M.,  5112  S  Hoover  St.,  Lot 
Angeles  37,  Calif.  (h) 

Hermaseal  Co  ,  Inc.,  1101  Lafayette  St.,  Elkhart,  Ind. 
HERMETIC  SUL  TRANSFORMER  CO.,  P  0  Box  277, 
Garland,  Texas  ADV  PG  176,  177  (h) 

Highland  Engineering  Co.,  91  Magnolia  St.,  Westbury, 

N  Y.  (h) 

INDUSTRIAL  TRANSFORMER  CORP.,  Gouldsboro,  Pa. 

ADV  PG.  434,  435.  (h) 

K-V  Transformer  Corp.,  20  E.  Franklin  St.,  Danbury, 
Conn.  (h) 

Kenyon  Transformer  Co.,  Inc.,  840  Barry  St.,  New 
York  59,  N.  Y.  (h) 

Kessler  Co.,  Inc.,  Frank,  41-45  47th  St.,  Long  Island 
City  4,  N.  Y. 

Keystone  Products  Co.,  904-6  2Jrd  St.,  Union  City,  N.  J. 

(h) 

L  &  M  ELECTRONIC  ENGINEERING  CO.,  Fifth  A 
Jacinto  Ave.,  P.  0.  Box  745,  San  Jacinto,  (jalif.  ADV 
PG  202  (h) 

LYNCHBURG  TRANSFORMER  CO.,  INC.,  Edgewood  Drive 
Ext.,  Lynchburg,  Va.  AOV.  PG.  452 
Magnetic  Windings  Oiv.,  Essex  Wire  Corp.,  Freemans¬ 
burg  Ave.  at  Hobson  Blvd.,  Easton  Pa.  (h) 

MICROTRAN  CO.,  INC.,  145  E.  Mineola  Ave.,  Valley 
Stream,  N  Y.  AOV.  PG  436,  437  (h) 

Mid-West  Coil  A  Transformer  Co.,  1642  N  Halstead 
St.,  Chicago  14,  III. 

Miller  Co.,  J.  W.,  5917  S.  Main  St.,  Lot  Angeles  3, 
Calif 

NYT  ELECTRONICS,  INC.,  2979  N  'Ontario  St  ,  Burbank, 
Calif.  AOV.  PG  500. 

National  Coil  Co..  P  0  Box  1237,  Sheridan.  Wyo.  (h) 
NEW  ENGLAND  TRANSFORMER  CO.,  47  McGrath  High¬ 
way,  Somerville,  Mass.  ADV.  PG  507 
New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha, 
N.  J.  (h) 

Oaktron  Electronic  Co.,  TInley  Park,  III. 

Osborne  Electronic  Corp.,  712  S.  E.  Hawthorne,  Portland 
14,  Ore.  (h) 

Oxford  Components,  Inc.,  556  W.  Monroe  St.,  Chicago 
6,  III. 

Partridge  Transformers,  Ltd.,  Roebuck  Rd.,  Tolworth, 
Surrey,  England  (h) 

Peerless  Electrical  Oiv.  of  Atlec  Lensing  Corp.,  1515 
S  Manchester  Ave.,  Anaheim,'  Calif  (h) 

PERKIN  ENGINEERING  CORP.,  345  Kansas  St.,  El 
Segundo,  Calif.  ADV.  PG.  496 
Polyphase  Instrument  Corp.,  East  Fourth  St.,  Bridge¬ 
port,  Pa  (h) 

QUTRONIC  TRANSFORMER  CORP.,  525  Broadway,  New 
York  12,  N.  Y.  AOV.  PG  394B. 

Richmond  Engineering  Co.,  Inc.,  19  Concord  St.,  South 
Norwalk,  Conn.  (h) 


Rytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North  Holly¬ 
wood,  Calif.  (h) 

SIGNAL  TRANSFORMER  CO.,  1661  McDonald  Ave, 
Brooklyn  30,  N.  Y.  ADV.  PG.  498  (h) 

Skysweeper  Inc.,  McHenry,  III.  (h) 

Sterling  Transformer  Corp.,  297  N.  Seventh  St.,  Brook¬ 
lyn  11,  N.  Y.  (h) 

Stromberg-Carlson  Co.,  Oiv.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N  Y. 

Telecomputing  Corp.,  915  N.  Citrus  Ave.,  Los  Angeles 
38,  Calif  (h) 

Telex,  Inc.,  Telex  Park,  St.  Paul  1,  Minn  (h) 

Tensor  Electric  Development  Co.,  Centroid  Oiv.,  1873 
Eastern  Parkway,  8rooklyn  33,  N.  Y.  (h) 

Thordarson  Meissner  Mfg  Co.,  7th  A  8elmont  Ave  , 
Mt.  Carmel,  III.  (h) 

Torotel  Inc.,  5512  E.  110th  St.,  Kanus  City  34,  Mo 
Transformer  Engineers,  285  N.  Halstead  St.,  Pasadena, 
Calif  (h) 

TRANSFORMERS,  INC.,  200  Stage  Rd.,  Vestal,  N.  Y 
ADV  PG  391-393.  (h) 

Transonic  Inc.,  808  16th  St.,  Box  96A,  Bakersfield, 
Calif.  (h) 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
York  13,  N  Y  AOV.  PG.  Second  Cover  (h) 

Utrad,  Inc^  305  N  Briant,  Huntington,  Ind  (h) 

VARO  MFC.  CO.,  2201  Walnut  St.,  Garland,  Texas 
AOV.  PG.  454  (hi 

Warren  Transformer  Co.,  Inc.,  103  Warren  St.,  Tunk- 
hannock,  Pa.  (hi 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa 

Whefler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Corp., 
ISO  E  Aurora  St.,  Waterbury  20,  Conn.  (h) 


TRANSFORMIRS-Pufao 

ACME  ELECTRIC  CORP.,  31  Water  St  ,  Cuba,  N  V 
AOV.  PG.  104.  (h) 

Airdesrgn  Inc  ,  241  Fairfield  Ave.,  Upper  Darby,  Pa.  (h) 
AIRPAX  PRODUCTS  CO.,  Middle  River,  Baltimore  20. 

Md  AOV  PG  229-232  (h) 

AIRTRON,  INC.,  1101  W  Elizabeth  Ave.,  Linden,  N  J 
ADV  PG.  516.  (hi 

Aladdin  Electronics  Oiv.  of  Aladdin  Radio  Industries, 
Inc.,  711  Murfreesboro  Rd.,  Nashville  2,  Tenn  (h) 

Alectra  Div.,  Consolidated  Electrodynamics  Corp.,  325 
N  Altadena  Drive,  Pasadena,  Calif  (hi 

AMP  Inc.,  Chemicals  A  Dielectrics  Div.,  155  Park  St, 
Elizabethtown,  Pa  (hi 

APPLIED  RADIATION  CORP.,  2404  N  Mam  St, 

Walnut  Creek,  Calif  AOV  PG.  504. 

ARNOLD  MAGNETICS  CORP.,  4613  W  Jefferson  Blvd, 

Lot  Angeles  16,  Calif.  AOV.  PG  124  (h) 

Atlas  Coil,  Inc.,  63  Main  St.,  Ansonia,  Conn. 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave  ,  Rox 
bury.  Mass  ADV  PG  575  (hi 

Audio  Development  Co.,  2833  13th  Ave  S,  Minneapolis 
7,  Minn.  (h) 

Ballastran  Corp.,  Fort  Wayne,  Ind  (hi 

Basler  Electric  to.,  605  Fifth  St.,  Highland,  III.  (hi 

Bell  Aircraft  Corp.,  P.  0.  Box  1,  Buffalo  5,  N  Y. 
Berkshire  Laboratories,  580  Bank  Village,  Greenville, 
N  H  (hi 

Brubaker  Mfg.  Co.,  Inc.,  9151  Exposition  Drive.,  Los 
Angeles  34,  Calif.  (hi 

C  B  C  Electronics  Co.,  Inc.,  2601  N.  Howard  St.,  Phila¬ 
delphia  33,  Pa  (hi 

CALEDONIA  ELECTRONICS  A  TRANSFORMER  CO., 
Caledonia,  N  Y  ADV  PG.  233  (hi 

California  Magnetic  Control  Corp.,  11922  Valerio  St  , 
North  Hollywood,  Calif.  (hi 

Campbell  Co.,  Inc.,  Colvin,  Westville  Ave  ,  Danbury,  Conn 

(hi 

CARAD  CORP.,  2850  Bay  Rd ,  Redwood  City,  Calif 
AOV.  PG.  448  (hi 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0  Bo*  555,  Mahwah,  N.  J.  AOV.  PG  352, 
353,  372.  (hi 

Central  Transformer  Co.,  910  W  Jackson  Blvd.,  Chicago, 
III 

CHICAGO  STANDARD  TRANSFORMER  CORP.,  3501  W 
Addison  St.,  Chicago  18.  Ill  AOV  PG  226,  227 

(h) 

Coilcraft,  Inc.,  Cary,  III  (h) 

COMMUNICATION  ACCESSORIES  CO.,  U  S  Highway 
50  A  71  By-Pass,  Lee's  Summit,  Mo  ADV.  PG 
249-252  (hi 

Consolidated  Electrodynamics  Corp.,  300  N  Sierra 
Madre  Villa,  Passadena,  Calif 
Cycle  Transformer  Corp.,  354  Glenwood  Ave,  East 
Orange,  N.  J.  (hi 

OX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave , 
Chicago  47,  III.  (hi 

Olelectron  Div.,  The  Gudeman  Co.,  2669  S.  Myrtle 
Ave.,  Monrovia,  Calif. 

DIGITRONICS  CORP.,  Albertson  Ave.,  Albertson,  N  Y 
AOV.  PG.  559  (hi 

Oinion  Coll  Co.,  Inc.,  Caledonia,  N  Y.  (hi 

Dormeyer  Industries,  3418  N  Milwaukee  Ave ,  Chicago 
41,  III. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield 
Ave.,  Clifton,  N.  J. 

ESC  CORP.,  534  Bergen  Blvd.,  Palisades  Park,  N  J. 
ADV  PG.  303. 

Electronic  Transformer  Corp.,  70  Washington  St.,  Brook- 
lyn  1,  N.  V.  (hi 

Electro-Winders  Co.,  Inc.,  854  W.  Front  St.,  Covina, 
Calif  (h) 
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EPCO  PRODUCTS,  INC.,  2500  Atlantic  Ave.,  Brooklyn 
17,  N  V.  AOV.  PG,  583.  (h) 

EPSCO  INCORPORATED,  588  Commonwealth  Ave.,  Bol¬ 
ton  15,  Mats  AOV.  PG.  281-283. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  AOV.  PG.  140, 

141. 

Essex  Electronics,  Berkeley  Heights,  N.  J.  (h) 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  AOV.  PG.  149-152. 

Filtron  Co.,  Inc.,  The,  131-15  Fowler  Ave.,  Flushing, 

N.  Y. 

Fisher  Engineering,  Inc.,  2060  U.  S.  24  East,  P.  0.  Box 
327,  Huntington,  Ind.  (h) 

Foster  Transformer  Co.,  3820  Colerian  Ave.,  Cincinnati 
23,  Ohio  (h) 

FREED  TRANSFORMER  CO.,  1736  Weirfield  St., 
Brooklyn  27,  N  Y.  AOV.  PG.  24  Ih) 

FUGLE-MILLER  LABS.,  INC.,  301  Central  Ave.,  Clark, 

M  J.  AOV.  PG.  535.  (h) 

General  Electric  Co.,  Apparatus  Sales  Oiv.,  1  River  Rd., 
Schenectady  5,  N.  Y.  (h) 

Goslin  Electric  A  Mfg  Co.,  2921  W.  Olive  St.,  Burbank, 
Calif.  (h) 

Gramer-Haldorson  Transformer  Corp.,  2734  N.  Pulaski 
Rd  ,  Chicago  39,  III.  (h) 

Cudeman  Co.,  340  W.  Huron  St.,  Chicago  10,  III. 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

Hadley  Co.,  Inc  ,  Robert  M,,  5112  S.  Hoover  St.,  Los 
Angeles  37,  Calif.  (h> 

Harnett  Electric  Corp.,  Lincoln  &  Hallett  Aves.,  River- 
head,  N  Y  (h) 

Hermaseal  Co  .  Inc  ,  1101  Lafayette  St.,  Elkhart,  Ind. 
HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas.  AOV  PG.  176,  177.  (h) 

Hindle  Transformer  Co.,  Inc.,  Wo^  Church  Rd.,  Flem- 
inqton  N  J  (h) 

INDUSTRIAL  TRANSFORMER  CORP.,  Gouldsboro,  Pa 
AOV  PG.  434,  435  (h) 

K-V  Transformer  Corp.,  20  E.  Franklin  St.,  Danbury, 
Conn.  (h) 

Kenyon  Transformer  Co.,  Inc.,  840  Barry  St.,  New 
York  59,  N  Y.  (h) 

Keystone  Products  Co.,  904-6  23rd  St.,  Union  City, 

N  J  (h) 

LAVOIE  LABORATORIES,  INC.,  Morganvllle,  N  J. 

AOV  PG.  413  (h) 

Lcvinthal  Electronic  Products,  Inc.,  3180  Hanover  St., 
Stanford  Industrial  Park,  Palo  Alto,  Calif.  (h) 

Litton  Industries,  336  N.  Foothill  Blvd.,  Beverly  Hills, 
Calif.  (h) 

Luther  Electronics  Mfg.  Co.,  5728  W.  Washington  Blvd , 
Los  Angeles  16,  Calif  (h) 

LYNCHBURG  TRANSFORMER  CO.,  INC.,  Edgewood  Drive 
Ext  ,  Lynchburg,  Va.  AOV  PG.  452. 

Magnetic  Windings  Oiv.,  Essex  Wire  Corp.,  Freemansburg 
Ave  A  Hobson  Blvd ,  Easton,  Pa  (h) 

Merit  Coil  A  Transformer  Co^.,  2027  Sherman  St., 
Hollywood,  Fla. 

Micropulse  Engineering,  1122  W  Megnolla  Blvd.,  Bur- 
hank.  Calif 

MICROTRAN  CO,  INC.,  145  E  Mlneola  Ave.,  Valley 

Stream,  N  Y  AOV  PG.  436,  437  (h) 

Mid-West  Coll  A  Transformer  Co.,  1642  N.  Halstead 

St.,  Chicago  14,  III. 

Milwaukee  Transformer  Co.,  5231  N.  Hopkins  St.,  Mil¬ 
waukee  9,  WIs  (h) 

Minitran  Corp  ,  5  Oliver  St.,  Newark  5,  N  J.  (h) 

MOLONEY  ELECTRIC  CO.,  5390  BIrcher  Blvd.,  St. 

Louis  20,  Mo  AOV.  PG.  388,  389 
Mystic  Transformers,  Inc.,  63  Swanton  St.,  Winchester, 
Mast  (h) 

NJE  CORPORATION,  345  Carnegie  Ave.,  Kenilworth, 

N  J  AOV  PG  292-795  (h) 

NYT  ELECTRONICS,  INC.,  2979  N.  Ontario  St.,  Burbank 
Calif  AOV  PG  500  (b) 

NEW  ENGLAND  TRANSFORMER  CO.,  47  McGrath 
Highway,  Somerville,  Mats  AOV.  PG  507.  (h) 

New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha, 
N  J  ’  (h) 

NOTHELFER  WINDING  LABS,  INC.,  P  0.  Box  455, 
Trenton,  N.  J.  AOV.  PG.  143. 

Osborne  Electronic  Corp.,  712  S.  East  Hawthorne. 

PCA  Electronics,  Inc.,  16799  Schoenborn  St.,  Sepulveda, 
Calif.  (h) 

Pacific  Magnetic  Corp.,  Electronic  Center,  Romoland, 
Calif. 

Pearson  Electronics  707  Urban  Lane,  Palo  Alto,  Calif. 
PERKIN  ENGINEERING  CORP.,  345  Kansas  St.,  El 
Segundo,  Calif.  AOV.  PG,  496. 

Polyphase  Instrument  Corp.,  East  Fourth  St.,  Bridgeport, 
Pa  (h) 

Power  Industries  Co.,  2611  Indiana  Ave.,  Chicago  16, 
III. 

Pulse  Engineering  Inc.,  2657  Spring  St.,  Redwood  City, 
Calif.  (h) 

RS  Electronics  Corp.,  435  Portage  Ave.,  Palo  Alto, 
Calif. 

Ram  Electronics,  Inc.,  600  Industrial  Ave.,  Paramus, 

N  J.  (h) 

Randall,  Inc.,  Douglas,  6  Pawcatuck  Ave.,  Westerly, 

R  I 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  OIV., 
Waltham  54,  Mass.  AOV  PG  428,  429. 

REDMAN  ELECTRONICS  CORP.,  P.  0  Box  72,  Thomp- 
sonville.  Conn.  AOV.  PG.  548. 

ROSS  METALS  CO ,  MILTON,  505  Oavisville  Rd.,  Davis- 
ville.  Pa.  AOV.  PG.  472. 

S  N  C  Mfg.  Co.,  Inc.,  Box  277,  Oshkosh,  WIs.  (h) 

Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield, 

III.  (h) 

Sickles,  F.  W.,  Div.,  General  Instrument  Corp.,  165 

Front  St.,  Chicopee,  Mass.  (h) 


SIGNAL  TRANSFORMER  CO.,  1661  McDonald  Ave., 

Brooklyn  30,  N.  Y.  AOV.  PG.  498  (h) 

Specialties,  Inc.,  Skunks  Misery  Rd.,  Syosset,  N.  Y.  (h) 
SPIVEY,  INC.,  JAMES  S.,  4908  Hampden  Lane,  Wash¬ 
ington  14,  0.  C.  AOV  PG  531. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass. 

Stanley  Transformer  Co.,  31-23  Vernon  Bhrd.,  Long 
Island  City,  N.  Y.  (h) 

Stanwyck  Winding  Co.,  137  Walsh  Ave.,  Newburgh, 

N.  Y. 

Sterling  Transformer  Corp.,  297  N.  Seventh  St.,  Brook¬ 
lyn  11,  N  Y.  (h) 

TECHNITROL  ENGINEERING  CO.,  1952  E.  Allegheny 

Ave.,  Philadelphia  34,  Pa.  AOV.  PG.  495.  (h) 

Telecomputing  Corp.,  915  N.  Citrus  Ave.,  Los  Angeles 

38,  Calif.  (h) 

Telex,  Inc.,  Telex  Park,  St.  Paul  1,  Minn.  (h) 

Tensor  Electric  Development  Co.,  Centroid  DIv.,  1873 
Eastern  Parkway,  Brooklyn  33,  N  Y.  (h> 

TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave.,  Dallas  9,  Texas.  AOV.  PG.  396. 

Thermador  Electric  Mfg.  Co.,  5215  S.  Boyle  Ave.,  Los 
Angeles  58,  Calif. 

Toroidal  Components  Co.,  1374  E.  Walnut  St.,  Pasadena, 
Calif. 

Torotel  Inc.,  5512  E.  110th  St.,  Kansas  City  34,  Mo. 
Transformer  Design,  Inc.,  7377  N.  76th  St.,  Milwaukee 
16,  Wis.  (h) 

Transformer  Engineers,  285  N.  Halstead  St.,  Pasadena, 
Calif  (h) 

TRANSFORMERS,  INC.,  200  Stage  Rd.,  Vestal,  N.  Y. 
AOV.  PG.  391-393. 

Transonic  Inc.,  808  16th  St.,  Box  96A,  Bakersfield, 
Calif  (h) 

TRESCO,  INC.,  3824  Terrace  St.,  Philadelphia  28,  Pa. 
AOV  PG.  248 

TRIAD  TRANSFORMER  CORP.,  SUB  OF  LITTON  IN¬ 
DUSTRIES,  4055  Redvrood  Ave.,  Venice,  Calif.  AOV. 
PG  370  (h) 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
York  13,  N  Y.  AOV.  PG.  Second  cover.  (h) 

Utrad,  Inc.,  305  N  Brians,  Huntington,  Ind.  (h) 

Valor  Electronics  Inc.,  13214  Crenshaw  Blvd.,  Gardena, 
Calif 

Waco,  Inc.,  2032  Broadway,  Santa  Monica,  Cs'if. 

Warren  Transformer  Co.,  Inc.,  103  Warren  St.,  Tunk- 
hannock,  Pa.  (h) 

Wave  Particle  Corp.,  Box  252,  Menlo  Park,  Calif,  (h) 
WELCH  MFG.  CO.,  INC.,  A.  W.,  509  E.  29th  St., 
Indianapolis,  Ind.  AOV.  PG.  580. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa 

Wheeler  Electronic  Corp.,  Sub.  of  Sperry  Rand  Cgfp., 
150  E.  Aurora  St.,  Waterbury  20,  Conn.  (h) 


TRANSFORMERS-r-F  and  l-f 

Ace  Coil  &  Electronics  Co.,  912  Lincoln  Highway. 
Metuchen  N.  J. 

AIRTRON,  INC.,  1101  W.  Elisabeth  Ave.,  Linden,  N.  J. 

AOV.  PG  516.  (h) 

Aladdin  Eiectronia  Div.  of  Aladdin  Radio  Industries, 
Inc  ,  711  Murfreesboro  Rd.,  Nashville  2,  Tenn.  (h) 
ALFORD  MANUFACTURING  CO.,  299  Atlantic  Ave., 
Boston.  Mass  AOV.  PG  491. 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Roxbury, 
Mass  AOV  PG  575.  (h) 

AUTOMATIC  COIL  CO.,  415  Bedford  Ave.,  Brooklyn, 

N  Y.  AOV  PG  476 

Automatic  MIg  Div  of  General  Instrument  Corp.,  65 
Gouveneur  St.,  Newark,  N.  J. 

Bellairc  Electronics,  Inc.,  62  White  St.,  Red  Bank, 

N  J 

Caddell-Burns  Mfg.  Co.,  Inc.,  40  E.  Second  St., 

Mineola,  N.  Y. 

Calbest  Electronics  Co.,  4801  Exposition  Blvd.,  Los 

Angeles  16,  Calif 

CAMBRIDGE  THERMIONIC  CORP.,  445  Concord  Ave., 
Cambridge  38,  Mass.  AOV  PG.  74. 

CARAD  CORP.,  2850  Bay  Rd.,  Redwood  City,  Calif. 

AOV.  PG  448  (h) 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO  ,  P  0.  Box  555,  Mahwah,  N.  J.  AOV.  PG. 

352,  353,  372  Ih) 

Central  Coil  Co.,  1720  N.  Luett  St.,  Indianapolis  22, 
Ind.  (h) 

CoUcraft,  Inc.,  Cary,  III.  (h) 

Coll  Winders,  Inc.,  100  New  York  Ave.,  Westbury,  N.  Y. 
Colls-EIcctronics  Co.,  2939-49  N.  2nd  St.,  Phila¬ 
delphia  33,  Pa. 

Corning  Glass  Works,  Corning,  N.  Y. 

OX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave.,  Chi¬ 
cago  47,  III.  (h) 

Dinion  Coil  Co.,  Caledonia,  N.  Y.  (h) 

ElKtro-Winders  Co.,  Inc.,  854  W.  Front  St.,  Covina, 
Calif.  (h) 

Ensign  Coil  Co.,  2520  S.  Pulaski  Rd.,  Chicago  23,  111. 
Entron,  Inc.,  4902  Lawrence  St.,  Bladensburg,  Md. 

Essex  Electronics,  Berkelev  Heights,  N  J.  <h) 

FUGLE-MILLER  LABORATORIES,  INC.,  301  Central 
Ave.,  Clark,  N.  J.  AOV.  PG.  535  (h) 

General  Coil  Products  Corp.,  147-12  Liberty  Ave., 
Jamaica  35,  N.  Y. 

Goslin  Electric  &  Mfg.  Co.,  2921  W.  Olive  St.,  Bur¬ 
bank,  Calif.  (h) 

Gray  &  Kuhn,  Inc.,  20  Railroad  Ave.,  Roslyn  Heights, 
N.  Y.  (h) 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

Guthman  Oiv.  of  Essex  Wire  Corp.,  3443  Addison  St., 
Chicago  16,  III. 


Harnett  Electric  Corp.,  Lincoln  &  Hallett  Aves.,  River- 
head,  N.  Y.  <h) 

Hermaseal  Co.,  Inc.,  1101  Lafayette  St.,  Elkhart,  Ind. 
HERMETIC  SEAL  TRANSFORMER  CO.,  P-  0.  Box  277, 
Garland,  Texas  AOV.  PG.  176,  177.  (h> 

Houlihan  Co.,  T.  J.,  2508-14  W.  Lawrence  Ave., 

Chicago  25,  III. 

HYCON  EASTERN,  INC.,  75  Cambridge  Pkwy.,  Cam¬ 
bridge,  Mass.  AOV.  PG.  291. 

Islip  Transformer  &  Metal  Co.,  Inc.,  Beech  St.,  Islip, 

N  Y  <h) 

LAVOIE  LABORATORIES,  INC.,  Morganvllle,  N.  J.  AOV. 

PG  413  <h) 

Leonard  Electric  Products  Co.,  Inc.,  67  Thirty-Fourth 
St.,  Brooklyn  32,  N.  Y.  (h) 

Litton  Industries,  336  N.  Foothill  Blvd.,  Beverly  Hills, 
Calif.  <h) 

LYNCHBURG  TRANSFORMER  CO.,  INC.,  Edgewood 
Drive  Ext.,  Lynchburg,  Va.  AOV.  PG.  452. 

Lynmar  Engineers,  Inc.,  1432  N.  Carlisle  St.,  Philadel¬ 
phia  21,  Pa. 

Marine  View  Electronics,  Inc.,  28  Main  St.,  White 
Plains,  N.  Y. 

Merit  Coil  &  Transformer  Corp.,  2027  Sherman  St., 
Hollywood,  Fla 

MICROPHASE  CORP.,  P.  0.  Box  1166,  Greenwich,  Conn. 
AOV.  PG  455. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

Miller  Co.,  J.  W.,  5917  S.  Main  St.,  Los  Angeles  3, 

Milwaukee  Transformer  Co.,  5231  N.  Hopkins  St.,  Mil¬ 
waukee  9,  Wis.  (h) 

Modelectric  Products  Corp.,  1500  Bangs  Ave.,  Asbury 
Park,  N.  J 

NYT  Electronics,  inc.,  2979  n.  Ontario  st.,  Bur¬ 
bank,  Calif.  AOV.  PG.  500.  Ih) 

National  Coil  Co.,  P.  0.  Box  1237,  Sheridan,  Wyo.  (h) 
National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 
NEW  ENGLAND  TRANSFORMER  CO.,  47  McGrath  High¬ 
way,  Somerville,  Mass.  AOV.  PG.  507.  (h) 

New  York  Coil  Co  ,  Phoenixville  12,  Pa.  (h) 

NORTH  HILLS  ELECTRIC  CO.,  INC.,  402  Sagamore 
Ave  ,  M.neota,  N  Y  AOV.  PG.  533,  548. 

Oaktron  Electric  Co.,  Tinley  Park,  III. 

Osborne  Electronic  Corp.,  712  S.  E.  Hawthorne,  Port¬ 
land  14,  Ore.  Ih) 

Polyphase  Instrument  Corp.,  East  Fourth  St.,  Bridge¬ 
port,  Pa.  (h) 

RS  Electronics  Corp.,  435  Portage  Ave.,  Palo  Alto, 
Calif. 

Ram  Electronics,  Inc.,  600  Industrial  Ave.,  Paramus, 
N  J.  Ih) 

Ratigan  Electronics  Inc.,  3614  Maple  Ave.,  Los  Angeles 
11,  Calif. 

Ravpar.  Inc  ,  7800  W  Addison  St.,  Chicago,  III. 
REDMAN  ELECTRONICS  CORP.,  P.  0.  Box  72,  Thomp- 
sonville.  Conn.  AOV  PG.  548. 

Rollan  Electric  Co.,  8233  S.  Princeton  Ave.,  Chicago 
20,  III. 

Sage-Craft,  Inc.,  Norwich,  N  V. 

Seeley  Electronics,  1060  S  La  Brea  Ave.,  Los  Angeles 
19,  Calif. 

Sickles,  F.  W.  Div.,  General  Instrument  Corp.,  165 
Front  St.,  Chicopee,  Mass.  (h) 

Sioux  Radio  Products,  100  Douglas  Ave.,  Yankton,  S.  0. 
Standard  Winding  Corp.,  44-62  Johnes  St.,  Newburgh, 
N  Y. 

Stanwyck  Winding  Co.,  137  Walsh  Ave.,  Newburgh,  N.  Y. 
Summit  Coll  Co.,  4  Claremont  Rd.,  Bemardsville,  N.  J. 
Thordarson  Meissner  Mfg.  Co.,  7th  &  Belmont  Ave.,  Mt. 

Carmel,  III.  <h) 

U.  S.  Electronics  Corp.,  276  Warren  St.,  Lyndhurst, 
N.  J.  <h) 

Vanguard  Electronics  Co.,  3384  Motor  Ave.,  Los  Angeles 
34,  Calif. 

VARO  MFG.  CO.,  INC.,  2201  Walnut  St.,  Garland, 

Texas  AOV  PG  454. 

Virginia  Electronics  Co.,  Inc.,  River  Rd.  &  B&O  Rail¬ 
road,  Washington  16,  D.  C. 

Warsaw  Coil  Co  ,  Warsaw  Ind. 

WATERS  MANUFACTURING  INC.,  Boston  Post  Rd.,  Way- 
land,  Mass  AOV  PG.  473 

WELCH  MFG.  CO.,  INC.,  A.  W.,  509  E.  29th  St., 
Indianapolis,  Ind.  AOV.  PG.  580. 

Western  Coil  Products  Co.,  969  Commercial  St.,  Pala 

Alto,  Calif. 


TRANSFORMERS-Subxonic 

TRANSFORMERS-Audle  (3) 


TRANSFORMERS-rV  Mhcttcu 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Roxbury, 
Mass  AOV.  PG.  575. 

CELCO  CONSTANTINE  ENGINEERING  UBORATORIES 
CO.,  P  0.  Box  555  Mahwah,  N.  J.  AOV.  PG.  352, 
353,  372.  (h) 

CHICAGO  STANDARD  TRANSFORMER  CORP.,  3501  W. 

Addison  St.,  Chicago  18,  III.  AOV.  PG.  226,  227.  (h) 
Cinema-Television  Ltd.,  Worsley  Bridge  Rd.,  London 
S  E.  26,  England. 

OX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave., 
Chicago  47,  III.  (h) 

Dormeyer  Industries,  3416  N.  Milwaukee  Ave.,  Chicago 
41,  111. 

Foster  Transformer  Co.,  3820  Colerain  Ave.,  Cincinnati 
23,  Ohio.  (h) 

Guthman  Div.  of  Essex  Wire  Corp.,  3443  Addison  St., 
Chiugo  18,  III. 
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TRANSFORMERS 
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Hermastal  Co.,  Inc.,  1101  Lafayette  St.,  Elkhart,  Ind. 
Leonard  Electric  Products  Co.,  Inc.,  67  Thirty  Fourth 
St.,  Brooklyn  32,  N.  Y. 

Litton  Industries,  336  N.  Foothill  Blvd.,  Beverly  Hills, 
Calif.  (h) 

LYNCHBURG  TRANSFORMER  CO.,  INC.,  Edoewood  Drive 
Ext.,  Lynchburg,  Va.  ADV.  PG.  452. 

Magnetic  Windings  Div.,  Essex  Wire  Carp.,  Freemans- 
burg  Ave.  at  Hobson  Blvd.,  Easton,  Pa.  (h) 

Merit  Coil  &  Transformer  Corp.,  2027  Sherman  St., 
Hollywood,  Fla. 

Milwaukee  Transformer  Co.,  5231  N.  Hopkins  St., 
Milwaukee  d,  Wis.  (h) 

NEW  ENGLAND  TRANSFORMER  CO.,  47  McGrath  High¬ 
way,  Somerville,  Mass.  ADV.  PG.  507.  (h) 

Penn  Tran  Corp.,  Bellefonte,  Pa. 

Ram  Electronics,  Inc.,  600  Industrial  Ave.,  Paramos, 

N.  J.  (h) 

Rola  Co.,  The,  2530  Superior  Ave.,  Cleveland  14, 
Ohio. 

Sickles,  F.  W.,  Div.,  General  Instrument  Corp.,  165  Front 
St.,  Chicopee,  Mass. 

Thordarson-Meissner  Mfg.  Co.,  7th  &  Belmont  Avt., 
Mt.  Carmel,  III.  (h) 

TRIAD  TRANSFORMER  CORP.,  SUB.  OF  LITTON  INDUS¬ 
TRIES,  4055  Redwood  Ave.,  Venice,  Calif.  ADV. 
PG.  370.  (h) 


TRANSFORMERS— TV  Impodance  Matching 

Arco  Transformer  &  Electric  Co.,  1602  S.  Hanna  St., 
Fort  Wayne,  Ind.  (h) 

ATLAS  ENGINEERING  C0»  176  Blue  Hill  Ave.,  Rox- 
bury.  Mass.  ADV.  PG.  575.  (h) 

Blonder-Tongue  Laboratories,  Inc.,  9-25  Ailing  St.,  New¬ 
ark  2,  N.  J. 

CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Box  555,  Mahwah,  N.  J.  ADV.  PG.  352, 
353,  372.  (h) 

Central  Coil  Co.,  1720  N.  Luett  St.,  Indianapolis  22. 

Ind.  (h) 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London- S.  E. 
26,  England. 

Caiman  Tool  &  Machine  Co.,  P.  0.  Box  7026,  Amarillo, 
Texas. 

Consolidated  Radio  Products  Co.,  350  W.  Erie  St.,  Chi¬ 
cago  10,  III. 

OX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave.,  Chi¬ 
cago  47,  III.  (h) 

Dane  Electronic  Labs.,  Inc.,  P.  0.  Box  #209,  Salem, 
Mass. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine. 

Dormeyer  Industries,  3418  N.  Milwaukee  Ave.,  Chicago 
41,  III. 

Ensign  Coil  Co.,  2520  S.  Pulaski  Rd.,  Chicago  23,  III. 
General  Coil  Products  Corp.,  147-12  Liberty  Ave.,  Jamaica 
35,  N.  Y. 

Hermaseal  Co.,  lie.,  1101  Lafayette  St.,  Elkhart,  Ind 
Litton  Industries,  336  N.  Foothill  Rd.,  Beverly  Hills, 
Calif.  (h) 

LYNCHBURG  TRANSFORMER  CO.,  INC.,  Edgewood  Drive 
Ext.,  Lynchburg,  Va.  ADV.  PG.  452. 

Lynmar  Engineers,  Inc.,  1432  N.  Carlisle  St.,  Philadelphia 
21,  Pa. 

McGregor  Electronic  Industries,  McGregor,  Iowa. 
Magnetic  Windings  Div.,  Essex  Wire  Corp.,  Freemansburg 
Ave.  at  Hobson  Blvd.,  Easton,  Pa.  (h) 

Merit  Coil  &  Transformer  Corp.,  2027  Sherman  St., 
Hollywood,  Fla. 

MICROTRAN  CO.,  INC.,  145  E.  Mineola*  Ave.,  Valley 
Stream,  N.  Y.  ADV.  PG.  436,  437.  (h) 

Miller  Co.,  J.  W.,  5917  S.  Main  St.,  Los  Angeles  3, 
Calif. 

Milwaukee  Transformer  Co.,  5231  N.  Hopkins  St.,  Mil¬ 
waukee  9,  Wis.  (h) 

Mosley  Electronics,  Inc.,  8622  St.  Charles  Rock  Rd., 
St  Louis  14,  Mo. 

NEW  ENGUNO  TRANSFORMER  CO.,  47  McGrath  High¬ 
way,  Somerville,  Mass.  ADV.  PG.  507.  (h) 

Osborne  Electronic  Corp.,  712  S.  E.  Hawthorne,  Portland 
14,  Ore.  (h) 

Ram  Electronics,  Inc.,  600  Industrial  Ave.,  Paramus, 
N.  J.  (h) 

Raypar,  Inc.,  7800  W.  Addison  St.,  Chicago,  III. 

Rola  Co.,  Inc.,  The,  2530  Superior  Ave.,  Cleveland  14, 
Ohio. 

Sage-Craft,  Inc.,  Norwich,  N,  Y. 

Shure  Brothers,  Inc.,  246  Hartrey  Ave.,  Evanston,  III. 
Sickles,  F.  W.,  Div.,  General  Instrument  Corp.,  165 
Front  St.,  Chicopee,  Mass. 

Standard  Winding  Corp.,  44-62  Johnes  St.,  Newburgh, 
N.  Y. 

Tensor  Electric  Development  Co.,  Centroid  Div.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y.  (h) 

Thordarson  Meissner  Mfg.  Co.,  7th  &  Belmont  Ave.,  Mt 
Carmel,  III  (h) 

Transformer  Design,  Inc.,  7377  N.  76th  St.,  Milwaukee 
16,  Wis.  (h) 

Transonic  Inc.,  808  16th  St.,  Box  96A,  Bakersfield. 

Calif.  (h) 

TRESCO,  INC.,  3824  Terrace  St.,  Philadelphia  28,  Pa. 
ADV.  PG.  248.  (h) 


TRANSFORMERS-Toroidaf 
$••  TOROIDS 


TRANSFORMERS-UffrOMiiic 

Airdesign,  Inc.,  241  Fairfield  Ave.,  Upper  Darby,  Pa.  (h) 
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AIRPAX  PRODUCTS  CO.,  Middle  River,  Baltimore  20, 
Md  ADV.  PG.  229-232  (h) 

AIRTRON,  INC.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 

ADV.  PG.  516.  (h) 

ATLAS  ENGINEERING  CO.,  176  Blue  Hill  Ave.,  Roxbury, 
Mass.  ADV.  PG.  575.  (h) 

Audio  Development  Co.,  2833  13th  Ave.,  S.  Minneapo¬ 
lis  7,  Minn. 

Basler  Electric  Co.,  605  Fifth  St.,  Highland,  III.  (h) 
CELCO  CONSTANTINE  ENGINEERING  LABORATORIES 
CO.,  P.  0.  Box  555,  Mahwah,  N  J.  ADV.  PG.  352, 
353,  372.  (h) 

Central  Transformer  Co.,  919  W  Jackson  Blvd.,  Chicago, 
III. 

Coils-Electronics  Co.,  2939-49  N.  2nd  St.,  Philadelphia 
33,  Pa. 

Cycle  Transformer  Corp.,  354  Glenwood  Ave.,  East  Orange, 
N.  J.  (h) 

Electro-Winders  Co.,  Inc.,  854  W  Front  St.,  Covina, 
Calif.  (h) 

Electronic  Transformer  Co.,  70  Washington  St.,  Brooklyn 

I,  N.  Y.  (h) 

EPCO  PRODUCTS,  INC.,  2500  Atlantic  Ave,  Brooklyn 

17,  N.  Y.  ADV.  PG.  583  (h) 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza,  New 

York  20,  N.  Y.  ADV.  PG.  490  (h) 

FREED  TRANSFORMER  CO.,  INC.,  1736  Weirfield  St., 
Brooklyn  27,  N  Y.  ADV  PG.  24.  (h) 

General  (^11  Products  Corp.,  147-12  Liberty  Ave.,  Jamaica 
35,  N.  Y. 

Geotronic  Ubs  Inc.,  1314  Cedar  Hill  Ave.,  Dallas  8, 
Texas. 

Goslin  Electric  &  Mfg.  Co.,  2921  W.  Olive  St.,  Burbank, 
Calif.  (h) 

Grand  Ra-Tronics,  Inc.,  Hey  St.,  Grand  Haven,  Mich,  (h) 
Gulton  Industries,  Inc.,  Metuchen,  N  J. 

Hadley  Co.,  Inc.,  Robert  M.,  5112  S.  Hoover  St.,  Los 
Angeles  37,  Calif.  (h) 

Hermaseal  Co.,  Inc.,  1101  Lafayette  St.,  Elkhart,  Ind. 
HERMETIC  SEAL  TRANSFORMER  CO.,  P.  0.  Box  277, 
Garland,  Texas.  ADV.  PG.  176,  177  (h) 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y  ADV.  PG  536.  (h) 

JAMES  VIBRAPOWR  CO.,  4050  N  Rockwell  St,  Chicago 

18,  III.  ADV.  PG.  574.  (h) 

K-V  Transformer  Corp.,  20  E.  Franklin  St.,  Danbury, 

Conn.  (h) 

Kenyon  Transformer  Co.,  Inc.,  840  Barry  St.,  New  York 
59.  N.  Y  (h) 

L  &  M  ELECTRONIC  ENGINEERING  CO.,  Fifth  &  Jacinto 
Ave.,  P.  0.  Box  745,  San  Jacinto,  Calif.  ADV  PG. 
202.  (h) 

LAVOIE  LABORATORIES,  INC.,  Morganville,  N.  J  ADV 
PS  413.  (h) 

LYNCHBURG  TRANSFORMER  CO.,  INC.,  Edgewood  Drive 
Extension,  Lynchburg,  Va.  ADV.  PG.  452 
Milwaukee  Transformer  Co.,  5231  N  Hopkins  St.,  Mil¬ 
waukee  9,  Wis.  (h) 

Minitran  Corp.,  5  Oliver  St.,  Newark  2,  N.  J  (h) 

Mystic  Transformers,  Inc.,  63  Swanton  St.,  Winchester, 
Mass.  (h) 

NEW  ENGUND  TRANSFORMER  CO.,  47  McGrath  High¬ 
way,  Somerville,  Mass.  ADV  PG.  ^7.  (h) 

New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha, 
N.  J.  (h) 

Sangamo  Electric  Co.,  1201  N  11th  St.,  Springfield, 
III.  (h) 

Servomechanisms,  Inc.,  Special  Products  Oiv.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif. 

SIGNAL  TRANSFORMER  CO.,  1661  McDonald  Ave., 
Brooklyn  30,  N.  Y,  ADV.  PG.  498  (h) 

SPELLMAN  TELEVISION  CO.,  INC.,  3029  Webster  Ave , 
New  York  67,  N.  Y.  ADV.  PG.  366,  367 
Stanley  Transformer  Co.,  31-23  Vernon  Blvd.,  Long  Island 
City,  N.  Y.  (h) 

Sterling  Transformer  Corp.,  297  N.  Seventh  St.,  Brooklyn 

II,  N.  Y.  (h) 

Tensor  Electric  Development  Co.,  Centroid  Div.,  1873 

Eastern  Parkway,  Brooklyn  33,  N.  Y.  (h) 

Transformer  Design,  Inc.,  7377  N.  76th  St.,  Milwaukee 
16,  Wis.  (h) 

TRANSFORMERS,  INC.,  200  Stage  Rd ,  Vestal,  N.  Y. 

ADV.  PG.  391  393.  (h) 

Transonic,  Inc.,  808  16th  St.,  Box  96A.  Bakersfield, 
Calif.  (h) 

UNITED  TRANSFORMER  CORP.,  150  Varick  St.,  New 
York  13,  N.  Y  ADV  PG.  Second  Cover.  (h) 

Warren  Transformer  Co.,  Inc.,  103  Warren  St.,  Tunk- 
hannock.  Pa  (h) 


TRANSISTOR  CURVE  TRACERS 
S«o  TRACERS— Transistor  Curvd 


TRANSISTOR  TESTERS 
S««  TESTERS— Transistor 


TRANSISTORS 

1.  Garmonium 

2.  Garmonium,  Power 

3.  Photo 

4.  Silicon 

5.  Silicon,  Power 

6.  Tetrode 

AMPEREX  ELECTRONIC  CORP.,  230  OulTy  Ave.,  Hicks- 
ville,  N  Y.  1-2.  ADV.  PG.  410,  411. 


Bendii  Aviation  Corp.,  Semiconductor  Products,  Red 
Bank  Div,,  201  Westwood  Ave.,  Long  Branch,  N  J. 
1-2. 

CBS-Hytron  Oiv.,  Columbia  Broadcasting  System,  Inc., 
100  Endicott  St.,  Danvers,  Mass.  1-2. 

Clevite  Transistor  Products,  A  Div.  of  Clevite  Corp.,  241- 
257  Crescent  St.,  Waltham  54,  Mass  1-2. 

Delco  Radio  Div.,  General  Motors  Corp.,  700  E  Firmin 
St.,  Kokomo,  Ind.  2. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 

N  Y  1-2-3-4-5-6. 

EBAUCHES  S.  A.,  OEPARTEMENT  SEMICONDUCTEURS, 
Fauborg  Hospital  1,  NeuchattI,  Suisse.  1.  ADV  PG. 
369. 

Fretco,  Inc.,  406  N.  Craig  St.,  Pittsburgh  13,  Pa.  1-4. 

General  Electric  Co.,  Semiconductor  Products  Dept.,  1224 
W  Genessee  St.,  Syracuse,  N  Y  1-4-5-b. 

General  ElKtrlc  Co.  Ltd.,  of  England,  80  Shore  Rd., 
Port  Washington  N.  Y.  1-2-4. 

GENERAL  TRANSISTOR  CORP.,  91-27  138th  Place, 
Jamaica  35,  N.  Y.  1-3.  ADV  PG  384,  385. 

HUGHES  PRODUCTS,  SEMICONDUCTOR  OIV.,  Interna¬ 
tional  Airport  Station,  Los  Angeies  45,  Calif.  1-4. 
ADV.  PG.  105-110. 

Industro  Transistor  Corp.,  35-10  36lh  Ave..  Long  Island 

interm*^^tall]^  cesellschaft  fur  METALLURGIE 
UNO  ELEKT<IONIK  M,  B  H.,  OIV.  OF  CLEVITE  CORP., 
Konigsalle  14-16,  Dusseldorf  1  West  Germany  1-4. 
ADV,  PG.  508  , 

International  Electronics  Corp  ,  (Mullard  Equipment)  81 
Spring  St.,  New  York  12,  N.  Y.  1-2-3. 

Lansdale  Tube  Co  ,  Div.  of  Philco  Corp.,  Church  Rd., 
Lansdale,  Pa.  1-2-4. 

LYNCHBURG  TRANSFORMER  CO.,  INC.,  Edgewood  Drive 
Extension,  Lynchburg,  Va.  5.  ADV.  PG  452. 

Minneapolls-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 
S.,  Minneapolis  8,  Minn.  1-2. 

Minneapolls-Honeywell  Regulator  Co.,  Semiconductor 
Products  Oiv.,  2753  Fourth  Ave  ,  S.,  Minneapolis  8, 

MOTOROLaV  INC.,  SEMICONDUCTOR  PRODUCTS  OIV., 
5005  E.  McDowell  Rd.,  Phoenix,  Ariz  1-2.  ADV 
PG  287. 

MULLARD  OVERSEAS  LTD.,  Mullard  House.  Tomngton. 
Place,  London,  W  C.  1,  England.  1-2-3-4.  ADV 
PG  148 

Nucleonic  Products  Co.,  1601  Grande  Vista  Ave.,  Los 
Angeles  23,  Calif.  2. 

Qutronic  Semiconductor  Corp.,  525  Broadway.  New 

RADIO  cVliP^  oV  AMER^M,  RCA  ELECTRON  TUBE  OIV., 
415  S.  Fifth  St.,  Harrison,  N  J.  1-2.  ADV.  PG 
440  441,  Third  &  Fourth  Covers  A  Preceding  Insert 

RADIO  CORP.  OF  AMERICA,  RCA  SEMICONDUCTOR  & 
MATERIALS  OIV.,  Somerville,  N  J.  1-2-3-4-5 
ADV.  PG.  440,  441,  Third  &  Fourth  Covers  &  Pre¬ 
ceding  Insert. 

Radio  Development  &  Research  Corp  ,  100  Pennyyivania 
Ave.,  Paterson  3,  N.  J.  1-4-5. 

Raytheon  Mfg.  Co.,  Receiving  Tube  A  Semiconductor 
Operations,  55  Chapel  St.,  Newton  58,  Mats  1-2-4. 

RED  BANK  DIVISION  BENOIX  AVIATION  CORP.,  Rt. 
35,  Eatontown,  N  J  1-2-4-5.  ADV.  PG  89 

Sperry  Semiconductor  Oiv.  of  Sperry  Rand  Corp.,  Great 
Ntck  N  Y.  4. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass  1-4. 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London  W  C.  2,  England  1-4, 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  SEMICONDUC¬ 
TOR  OIV.,  100  Sylvan  Rd.,  Woburn,  Mass  1-2-4-5 
ADV  PG  629-631 

TEXAS  INSTRUMENTS  INCORPORATED,  6000  Lemmon 
Ave.,  Dallas  9,  Texas  1-2-3-4-5-6.  ADV  PG  396 

Trans-Sil  Corp.,  55  Honeck  St  ,  Englewood,  N  J  4-5. 

TRANSITRON  ELECTRONIC  CORP.,  168  Albion  St., 
Wakefield  Mass.  1-4-5.  ADV  PG  166,  167. 

TUNG-SOL  ELECTRIC,  INC.,  95  Eighth  Ave  .  Newark  4, 
N  J  1-2.  ADV  PG  16,  17, 

Westii’ghoiise  Electric  Corp.,  Electronic  Tube  Oiv ,  P  0 
284,  Elmira,  N  Y.  1-2. 

Westinqhouse  Electric  Corp.,  P.  0.  Bov  868.  Pittsburgh 
30,  Pa  1-2-4-5. 


TRANSMISSION  LINES 
See  CABIE-Ceoxiol  or 

MICROWAVE  ACCESSORIES- 
Woveguides 


TRANSMITTERS-Aircroff 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Aeronautical  Communication  Equipment,  In:.,  3090  S  W. 
J7th  Ave.,  Miami  33,  Fla 

Aeronautical  Electronics,  Inc.,  Raleigh- Durham  Airport, 
P.  0.  Box  6527,  Raleigh,  N.  C. 

Aircraft  Radio  Corp.,  Boonton,  N.  J. 

Babcock  Radio  Engineering,  Inc.,  1640  Monrovia  Ave., 
Costa  Mesa,  Calif 

Bendix  Radio  Division,  Bendix  Aviation  Corp.,  Baltimore 
4,  Md. 

Burton  Mfg.  Co.,  2520  Colorado  Ave,  Santa  Monica, 
Calif. 

Canadian  Marconi  Co.,  2442  Trenton  Ave.,  Montreal  16, 
Quebec,  Canada 

Coillns  Radio  Co.,  Cedar  Rapids,  Iowa. 

Communications  Co.,  Inc.,  300  Greco  Ave.,  Coral  Gables 
34,  Fla. 
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TRANSMITTERS 


ELECTRONIC  and  ALLIED 


Eltctronic  ConvnuaiMtions,  Inc.,  ISOl  72nd  Si.,  N  ,  St. 
Pctrrtburg,  FIj 

Federal  Telephone  &  Radio  Co.,  100  Kingsland  Rd.,  Clif¬ 
ton,  N  J 

General  Communication  Co.,  681  Beacon  St.,  Boston  IS, 

Mass 

General  ElKtrlc  Co.,  Apparatus  Sales  Div.,  1  River  Rd  , 
Schenectady  5,  N.  V 

Gonset  Div.,  Younp  Spring  8  Wire  Corp.,  801  S  Main 
St.,  Burbank,  Calif 

Greenleaf  Mfg  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif 
Liquidometer  Carp.,  The,  Skillman  Ave  at  36th  St., 
Long  Island  City  1.  N  V 

M^gnavoii  Co.,  The,  21 31  Bueter  Rd  ,  Fort  Wayne,  Ind 
Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver  St., 
New  York  4,  N  Y. 

Mullard  Equipment  Ltd ,  Mullard  House,  Tornngten 
Place,  London,  W.  C  1,  England 
Navigation  Electronics  Carp.,  11616  Hjrt  St.,  North 
Hollywood,  Calif. 

Sperry  Gyroscope  Co.,  Oiv.  of  Sperry  Rand  Corp ,  Air 
Armament  Div,  Great  Neck,  N.  Y. 

SPIVEY,  INC.,  JAMES  S.,  4408  Hampden  Lane,  Washing¬ 
ton  14,  D  C  ADV.  PG  531. 

Standard  Telephones  8  Cables,  Ltd.,  Connaught  House,  63 
Aldwych,  London,  W.  C.  2,  England. 

Telectro  Industries  Corp.,  35-16  37th  St ,  Long  Island 
City  1,  N.  Y 

Telephonies  Corp.,  Park  Ave.,  Huntington,  N  Y 
Trepac  Corp.  of  America,  1  Engle  St.,  Englewood,  N  J. 


TRANSMimUS-AivMeovr 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47.  III. 

American  Electronics  Co.,  1203-05  Bryant  Ave ,  New 
York  54,  N  Y 

BARKER  8  WILLIAMSON,  Canal  8  Beavor  Sts.,  Bristol, 
Pa  ADV  PG  103 

CLEGG  LABORATORIES  DIV  OF  CLECC.  INC.,  Hanover 
8  Ridgedale  Aves.,  Morristown,  N.  J  ADV  PG  505 

Collins  Radio  Co.,  C^r  Rapids,  Iowa. 

Creative  Electronics  Corp.,  44  Lincoln  Ave.,  Stamford 
Coon. 

General  Electronics  Corp.,  17  Madison  Ave,  Montgomery 

4,  Ala 

Gonset  Die.,  Young  Spring  8  Wire  Corp.,  801  S  Main 
St.,  Burbank,  Calif. 

Harvey-Wells  Electronics,  Inc  .  North  St.,  Southbndge, 
Mats. 

HEATH  CO.,  A  SUB  OF  DAYSTROM,  INC  ,  Benton  Har¬ 
bor  14,  Mich.  ADV  PG.  513 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

Lettine  Radio  Mfg.  Co.,  62  Berkeley  St.,  Valley  Stream. 
N  Y 

Lynmar  Engineers  Inc.,  1432  N.  Carlisle  St.,  Philadelphia 
21,  Pa 

Millen  Mfg.  Co.,  James,  150  Eechange  St  ,  Malden, 
Mats. 

Mohawk  Electronic  Research  Labs,  Inc.,  Boi  126-A. 
RD  4,  Amsterdam,  N.  Y. 

Morrow  Radio  Mfg  Co.,  Inc.,  2744  Market  St.,  Salem, 
Ore. 

Multi-Products  Co,  21470  CooHdue  Hwy.,  Oak  Park, 
Mich 

TECHNICAL  MATERIEL  CORP.,  P  0  Boa  142,  Mamaro- 
neck,  N  Y  ADV  PG  145 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive  Amlty- 
ville,  N.  Y  ADV  PG  323 

Telectro  Industries  Corp.,  35-16  17th  St  .  Long  Island 
City  1,  N  Y 

Trepac  Corp  of  America,  1  Engle  St.,  Englewood,  N  J 

Valley  Engineering  Co.  PO  Boa  2,  Los  Alamos,  N.  M 

VAN  NORMAN  INDUCTRIES,  ELE^RONICS  OIV.,  186 
Granite  St.,  Manchester,  N  H  ADV.  PG  276,  277 

WRL  Electronics,  Inc.,  3417  W  Broadway.  Council 
Bluffs  Iowa 


TRAWSMinm-BrB  pMibM 

Adler  Electronics,  Inc.,  I  LeFevre  Lane.  New  Rochelle. 
N.  Y 

Admiral  Corp.,  1800  Cortland  St.,  Chicago  47  III. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa 

Continental  Electronics  Mfg  Co.,  4212-20  S  Buckner 
Blvd.,  Dallas  27,  Teaas 

Freo  Radio  Labs.,  Inc.,  637  Stewart  Ave  ,  Garden  City, 
N  Y 

Gates  Radio  Co.,  Quincy,  III 

General  Electric  Co..  Technical  Products  Dept  ,  Elec¬ 
tronics  Park,  Syracuse,  N.  Y. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beav«r 
St.,  New  York  4,  N.  Y 

Ratal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

RADIO  CORP  OF  AMERICA,  ENGINEERING  PRODUCTS 
OIV.,  Camden.  N.  J  ADV.  PG  440,  441  Third  8 
Fourth  Cavers  8  Preceding  Insert 

Standard  Electronics  Oiv.  of  Radio  Engineering  Labs., 
Inc.,  24-01  Barden  Ave.,  Long  Island  City  1  N  Y 

Standard  Telephones  8  Cables.  Ltd  .  Connaught  House, 
63  Aldwych.  London,  W.C.  2,  England. 

TECHNICAL  MATERIEL  CORP.,  P  0  Boa  142  Mamaro- 
neck,  N.  Y.  ADV  PG.  145. 

Wilcoa  Electric  Ca.,  1400  Chestnut  St.,  Kansas  City,  Mo 


TRANSMiniRS-Cofor  UhwMom 

General  Electric  Co.,  Technical  Products  Dept.,  Elec¬ 
tronics  Park,  Syracuse,  NY 


PRODUCTS 


KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.  J 
ADV.  PG.  345 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV  PG  440,  441,  Third  8 
Fourth  Covert  8  Preceding  Insert 
Standard  Electronics  Div.  of  Radio  Engineering  Labs., 
Inc.,  24-01  Borden  Ave  ,  Long  Island  City  1,  N  Y 
TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
ville,  N  Y.  ADV  PG.  323. 


TRANSMinERS-Ofroction  Finding 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 
Aeronautical  Communication  Equipment,  Inc.,  3040  S  W. 
37th  Ave.,  Miami  33,  Fla 

BARKER  8  WILLIAMSON,  Canal  8  Beaver  Sts  ,  Bristol, 
Pa  ADV.  PG.  103 

Electronic  Communications,  liK.,  1501  72nd  St.,  N., 
St  Petersburg,  Fla. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N.  Y. 

Lear,  Inc  ,  3171  S.  Burndy  Dr.,  Santa  Monica,  Calif. 
Sperry  Gyroscope  Co.,  Div  of  Sperry  Rand  Corp  ,  Air 
Armament  Oiv.,  Great  Neck,  N  Y 
Wilcoi  Electric  Co.,  1400  Chntnut  St.,  Kansas  CKy,  Mo. 


TRANSMinERS-f-m 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Amtron  Corp,  17  Felton  St.,  Waltham,  Mass 
Applied  Science  Corp.  of  Princeton,  P.  0  Box  44,  Prince¬ 
ton,  N.  J. 

BabCKk  Radio  Engineering,  Inc ,  1640  Monrovia  Ave., 
CMta  Mesa,  Calif 

Bendix  Aviation  Corp.,  Pacific  Oiv.,  11600  Sherman  Way, 
North  Hollywood,  Calif 

Bendix  Radio  Oiv  ,  BendiX  Aviation  Corp.  Baltimore  4, 
Md 

Biidelman  Radio  Corp.,  376  Fairfield  Ave.,  Stamford, 
Conn 

Canadian  Marcon,  Co  .  2442  Trenton  Ave.,  Montreal  16, 
Quebec 

CLEGG  LABORATORIES  OIV.  OF  CUGG,  INC.,  Hanover 
8  Ridgedale  Aves.,  Morristown,  N.  J.  ADV  PG  505 
Collins  Radio  Co.,  Cedar  Rapids.  Iowa. 

Electronic  Applications,  Inc.,  144  Richmond  Hill  Ave., 
Stamford,  Conn 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N.,  St. 
Petersburg,  Fla 

Erco  Radio  Labs.,  Inc.,  617  Stewart  Ave.,  Garden  City, 
N  Y 

Federal  Telephone  8  Radio  Co.,  100  Kingsland  Rd.,  Clif¬ 
ton,  N.  J. 

Gates  Radio  Co.,  Quincy,  III 

Gonset  Oiv.,  Young  Spring  8  Wire  Corp.,  801  S  Main 
St.,  Burbank,  Calif. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave , 
Mlneol.i  N.  Y 

INTERELECTRONICS  CORP ,  2412  Grand  Concourse,  New 
York  58,  N  Y  ADV  PG.  536 
Marconi's  Wireless  Telegraph  Co,  Ltd.,  13'26  Beaver 
St,,  New  York  4,  N  Y 

Motorola  Communications  8  Elearonics,  Inc.,  4501  Au¬ 
gusta  Blvd.,  Chicago  51,  III. 

Multi-Products  Co.,  21470  Coolidge  Hwy  ,  Oak  Park, 
Mich. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48.  Mass 
National  Electronics  Laboratories,  Inc.,  1713  Kalorama 
Rd.,  N  W.,  Washington  4,  0.  C. 

Parsons  Co.,  Ralph  M  .  Electronics  Div.,  151  $  DeLacey 
Ave,  Pasadena,  Calif. 

Pye  Telecommunications  Ltd  ,  Newmarket  Rd.,  Cambridge, 
England 

RADIATION  INC.,  Melbourne,  Fla.  ADV  PG  255 
RADIO  CORP  OF  AMERICA,  ENGINEERING  PRODUCTS 
OIV.,  Camden,  N  J  ADV  PG.  440,  441.  Third  8 
Fourth  Covers  8  Preceding  Insert 
RADIO  ENGINEERING  LABS.,  INC.,  36-40  37th  St., 
Long  Island  City  1,  N.  Y  ADV  PG.  365 
Standard  Electronics  Div.  of  Radio  Engineering  Labs., 
Inc.,  24-01  Borden  Ave.,  Long  Island  City  1,  N  V. 
Standard  Telephones  8  Cables,  Ltd  .  Connaught  House,  63 
Aldwych,  London,  W.  C  2,  England. 

Stromb^g-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd  Rochester  3,  N  V. 

TELECHROME  MFG.  CORP.,  28  Ranick  Dr.ve,  Amityville, 
N  Y.  ADV.  PG  323. 

Telemetering  Associates,  6414  Indigo  St.,  Houston, 
Texas 

United  Electrodynamics  Oiv.  of  United  Geophysical  Co., 
Inc  ,  1200  S  Marengo,  Pasadena.  Calif 


TRANSMITTERS-Focsimjle 

Acme  Telectronix  Oiv.  of  NEA  Service,  Inc.,  West  Third 
8  Lakeside,  Cleveland  13,  Ohio. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N., 
St.  Petersburg,  Fla 

Hogan  Laboratories,  Inc.,  155  Perry  St.,  New  York  14, 
N.  Y. 

LAO  Research  8  Development  Corp.,  134  N  Wayne 
Ave.,  Wayne,  Pa. 

Muirhead  8  Co.,  Ltd.,  Beckenham,  Kent,  England. 

Stewart-Warner  Electronics  Div.  of  Stewart-Warner  Corp., 
1300  N.  Kostner  Ave.,  Chicago  51,  III. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityville, 
N  Y  ADV  PG.  323. 

Transline  Associates,  45  Summit  St.,  Newark  3,  N  J. 


TRANSMITTERS-Fixe^  FraiysreiKv 

Aeronautical  Communication  Equipment,  Inc.,  3040  S.  W. 
37th  Ave.,  Miami  33,  Fla. 

Aeronautical  Electronics,  Inc,  Raleigh- Durham  Airport, 

P  0.  Box  6527,  Raleigh,  N.  C 
Appiied  Electronics  Co.,  Inc.,  213  E  Grand  Ave  ,  Sooth 
San  Francisco,  Calif 

Applied  Science  Corp  of  Princeton,  P  0  Box  44, 
Princeton,  N.  J. 

Babcock  Radio  Engineering,  Inc.,  1640  Monrovia  Ave., 
Costa  Mesa.  Calif 

BARKER  8  WILLIAMSON,  Canal  8  Beaver  Sts  ,  Bristol, 
Pa  ADV  PG  101 

Bendix  Radio  Div.,  Bendix  Aviation  Corp  ,  Baltimore  4, 
Md 

Bristol  Co.,  The,  P  0  Box  1740  EBG,  Waterbury  20, 
Coon. 

Budelman  Radio  Corp.,  376  Fairfield  Ave..  Stamford, 
Conn. 

CLEGG  LABORATORIES  DIV  OF  CLEGG,  INC.,  Hanover 
8  Ridgedale  Axes  .  Morristown,  N  J  ADV  PG  505 
Collins  Radio  Co.,  Cedar  Rapids,  Iowa 
Communications  Co.,  Inc.,  300  Greco  Ave ,  Coral  Gables 
34,  Fla. 

Continental  Communications,  Inc  ,  452  W  Chicago  Ave , 
Chicago  10.  III. 

Dollar  Co.,  Robert,  Communications  Equipment  Div..  50 
Drumm  St.,  San  Francisco  11,  Calif. 

Electronic  Communications,  Inc.,  1501  72nd  St..  N.,  St. 
Peters^g,  Fla 

Electronics  Design  Co.,  P.  D.  Box  401,  Enid,  Okla 
Freo  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 

N  Y. 

Federal  Telephone  8  Radio  Co  100  Kingsland  Rd , 
Clifton,  N  J. 

Gates  Radio  Co.,  Quincy,  III 

Gonset  Oiv.,  Young  Spring  8  Wire  Corp.,  801  S  Ma. 
St.,  Burbank,  Calif 

Industrial  Radio  Corp.,  428  N  Parkside  Ave.,  Chicago 
44,  III. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New, 
York  58,  N.  Y.  ADV.  PG  536. 

Interpational  Telephone  8  Telegraph  Corp.,  Industrial 
Products  Oiv.,  15141  Bledsoe  St.,  San  Fernando, 
Calif. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif 
Lettine  Radio  Mfg.  Co.,  62  Berkley  St.,  Valley  Stream, 
N  V. 

Levinthal  Electronic  Products,  Inc  ,  3180  Hanover  St., 
Stanford  Inditstrial  Park.  Palo  Alto,  Calif 
Lynmar  Engineers,  Inc.,  1412  N.  Carlisle  St.,  Phila¬ 
delphia  21,  Pa. 

Marconi's  Wireless  Telegraph  Co.,  Ltd,  23 '25  Beaver 
St  ,  New  York  4,  N.  Y. 

Mullard  Equipment  Ltd.,  Mullard  House.  Torrlngton 
Place,  London,  W.C.  1,  England 
National  Electronics  Laboratories,  Inc.,  1711  Kalorama 
Rd.,  N.  W.,  Washington  4,  D.  C. 

Parsons  Co.,  Ralph  M  ,  Electronics  Oiv.,  151  S.  DeLacey 
Ave.,  Pasadena,  Calif. 

Pye  Telecommunications,  Ltd.,  Newmarket  Rd.,  Cambridge, 
England. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks , 
England. 

RADIO  ENGINEERING  LABS  ,  INC  ,  36-40  17th  St., 
Long  Island  City  1,  N  Y  ADV  PG  365 
Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave  ,  Pasadena 
1,  Calif 

Rixon  Electronics,  Inc.,  Silver  Spring  Md 
Seismograph  Service  Corp.,  P.  0  Box  1540,  Tulsa, 
Okla 

SPIVEY,  INC.,  JAMES  S.,  4408  Hampden  Lane  Wash¬ 
ington  14,  0  C.  ADV.  PG.  531. 

Standard  Telephones  8  Cables.  Ltd.,  Connaught  House, 
61  Aldwych,  London,  W.C.  2,  England. 

Stelma,  Inc.,  140  Henry  St.,  Stamford,  Conn 
Stromberg-Carlson  Co.  Oiv.  of  General  Dynamics  Corp., 
100  Carlson  Rd  Rochester  3,  N.  Y. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive.  Amityville. 
N  Y.  ADV  PG  123 

Telectro  Industries  Corp.,  15-16  37th  St.,  Long  Island 

City  1,  N  Y 

Telephonies  Corp.,  Park  Ave.,  Huntington,  N  Y 
Tesla  Electric  Co.,  2871  N  Lincoln  Ave.,  Chicago  13,  III. 
Trepac  Corp.  of  America.  1  Engle  St.,  Englewood, 

N  J 

VARO  MFG.  CO.,  2201  Walnut  St.,  Garland,  Texas 
ADV.  PG  454 

West  Coast  Electronics  Co.,  4261  W  3rd  St.,  Beverly 

Hills,  Calif. 

Wilcox  Electric  Co.,  1400  Chestnut  St  .  Kansas  City,  Mo 
Wunderlich  Radio  Co.,  105  N  Kenilworth  Ave.,  Oak 
Park,  III 


TRANSMITTERS— Fixed  Sfafien  Cemmuniewfian 

Aeronautical  Communication  Equipment,  Inc.,  3040  S  W. 
37th  Ave.,  Miami  33,  Fla. 

Aeronautical  Electronics,  Inc.,  Raleigh-Ourham  Airoprt, 
P  P  Box  6527  Raleigh,  N.  C 
BARKER  8  WILLIAMSON,  Canal  8  Beaver  Sts  .  Bristol, 
Pa  ADV  PG.  103. 

Bendix  Radio  Div.,  Bendix  Aviation  Corp.,  Baltimore 
4,  Md. 

Bludworth  Marine  Oiv.,  Kearfott  Co.,  Inc.,  g2  Gold  St.. 
New  York  38,  N.  Y. 

Bristol  Co.,  The,  P.  0.  Box  1740  EBG,  Waterbury  20 
Conn. 

Canadian  Marconi  Co.,  2442  Trenton  Ave.,  Montreal  16, 
Quebec. 
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TRANSMITTERS 


1958-1959  LISTINGS  of 


CLEGG  LABORATORIES,  DIV.  OF  CLEGG,  INC.,  Hanover 
h  Rosedale  Aves.,  Morristown,  N.  J.  AOV.  PG.  505. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Communications  Co.,  Inc.,  300  Greco  Ave.,  Coral  Gables 
34,  Fla. 

Continental  Communications,  Inc.,  452  W.  Chicago  Ave., 
Chicago  10,  III. 

Dollar  Co.,  Robert,  Communications  Equipment  Div.,  50 
Drum  St,,  San  Francisco  11,  Calif. 

Electro  Craft  Industries,  Inc.,  68  Jackson  St.,  Stamford, 
Conn. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N., 
St.  Petersburg,  Fla. 

Electronics  Design  Co.,  P.  0.  Box  401,  Enid,  Okla. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N,  Y. 

Federal  Telephone  &  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

Gates  Radio  Co.,  Quincy,  III. 

General  Electric  Co.,  Communication  Products  Dept., 
Electronics  Park,  Syracuse,  N.  Y. 

Intelex  Systems,  Inc.,  22  Thames  St.,  New  York,  N.  Y. 

International  Telephone  &  Telegraph  Corp.,  Industrial 
Products  Div.,  15191  Bledsoe  St.,  San  Fernando,  Calif. 

Lettine  Radio  Mfg.  Co.,  62  Berkley  St.,  Valley  Stream, 
N.  Y. 

Marconi's  Wireless  Telegraoh  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

Motorola  Communications  &  Electronics  Inc.,  4501  W. 
Augusta  Blvd.,  Chicago  51,  III. 

Mullard  Equipment  Ltd.,  Mullard  House,  Torrington  Place, 
London,  W.  C.  1,  England. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 

Press  Wireless  Laboratories,  Inc.,  25  Prospect  Place,  West 
Newton  65,  Mass. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cambridge, 
England. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  AOV.  PG.  440,  441,  Third  & 
Fourth  Covers  &  Preceding  Insert. 

RADIO  ENGINEERING  LABI,  INC.,  36-40  37th  St., 

,  Long  Island  City  1,  N.  Y.  AOV.  PG.  365. 

Rixon  Electronics,  Inc.,  Silver  Spring,  Md. 

Standard  Telephone  &  Cables.  Ltd.,  Connaught  House,  63 
Aldwych,  London,  W.  C.  2,  England. 

Stelma,  Inc.,  190  Henry  St.,  Stamford,  Conn. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd  ,  Rochester  3,  N.  Y. 

TECHNICAL  MATERIEL  CORP.,  P.  0.  Box  142,  Mamaro- 
neck,  N.  Y.  AOV.  PG.  145. 

Trepac  Corp.,  of  America,  1  Engle  St.,  Englewood,  N.  J. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  AOV.  PG.  276,  277. 

VARO  MFG.  CO.,  INC.,  2201  Walnut  St.,  Garland,  Texas. 
ADV.  PG.  454. 

West  Coast  Electronics  Co.,  9261  W.  3rd  St.,  Beverly 
Hills,  Calif. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh, 
Pa. 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City, 
Mo. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak  Park, 
III. 


TRANSMimRS-toran 

Electronic  Communications,  Inc.,  1501  72n<I  St.,  N., 
St.,  Petersburg,  Fla. 

Sperry  Gyroscope  Co.,  Div.  of  Sperry  Rand  Corp,,  Air 
Armament  Div.,  Great  Neck,  N.  Y. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III. 


TRANSMimRS-MoriM 

Airborne  Electronics  Co.,  6813  Troost  Ave.,  North  Holly¬ 
wood,  Calif. 

Applied  Electronics  Co.,  Inc.,  213  E.  Grand  Ave.,  South 
San  Francisco,  Calif. 

BARKER  &  WILLIAMSON,  Canal  &  Beaver  Sts.,  Bristol, 
Pa.  AOV.  PG.  103. 

Bassett,  Inc.,  Rex,  1314  N.  E.  17th  Court,  Fort  Lauder¬ 
dale,  Fla. 

Bendix  Aviation  Corp.,  Pacific  Div.,  11600  Sherman 
Way,  North  Hollyvrood,  Calif. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

Canadian  Marconi  Co.,  2442  Trenton  Ave.,  Montreal  16, 
Quebec. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N.  Y. 

Gerreral  Communication  Co.,  681  Beacon  St.,  Boston 
15,  Mass. 

General  Electric  Co.,  Communication  Products  Dept., 
Electronics  Park,  Syracuse,  N.  Y. 

Gray  Radio  Co.,  Inc.,  501  Forest  Hill  Blvd.,  West 
Palm  Beach,  Fla. 

Hudson  Anrerican  Division,  29-01  Borden  Ave.,  Long 
Island  City,  N.  V. 

Jefferson,  Inc.,  Ray,  40  E.  Merrick  Rd.,  Freeport,  N.  Y. 

Kaar  Engineering  Corp.,  2995  Middlefield  Rd.,  P.  0. 
Box  1320,  Palo  Alto,  Calif. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

Multi-Products  Co.  21470  Coolidge  Hwy.,  Oak  Park, 
Mich. 

Navigation  Electronics  Corp.,  11616  Hart  St.,  North 
Hollywood,  Calif. 


Pearce-Simpsoo,  Inc.,  3023  Coral  Way,  Miami  34,  Fla. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cambridge, 
England. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  & 
Fourth  Covers  &  Preceding  Insert. 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54,  Mass.  ADV.  PG.  428,  429. 

Sonar  Radio  Corp.,  3050  W.  21st  St.,  Brooklyn  24, 
N.  V. 

Sperry  Gyroscope  Co.,  Div.  of  Sperry  Rand  Corp.,  Marine 
Div.,  Roosevelt  Field,  Mineola,  N.  Y. 

TECHNICAL  MATERIEL  CORP.,  P.  0.  Box  142,  Mamaro- 
neck,  N.  Y.  AOV.  PG.  145. 

Vector  Associates  Inc.,  1007  Atlantic  Ave.,  Brooklyn 
38,  N.  Y. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III. 

TRANSMinERS-Mtcrowov* 

MICROWAVE  ACCESSORIES 


TRANSMinERS-Muftiplox 

Amtron  Corp.,  17  Felton  St.,  Waltham,  Mass. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Budelman  Radio  Corp.,  376  Fairfield  Ave.,  Stamford, 
Conn. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N.  Y. 

Gates  Radio  Co.,  Quincy,  III. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

National  Electronics  Laboratories,  Inc.,  1713  Kalorama 
Rd.,  N.W.,  Washington  9,  0.  C. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cambridge, 

England. 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  DIV., 
Waltham  54,  Mass.  ADV.  PG.  428,  429. 

Rixon  Electronics,  Inc.,  Silver  Spring,  Md. 

Standard  Telephones  &  Cables,  Ltd.  Connaught  House, 
63  Aldwich,  London,  W.C.  2,  England. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

TECHNICAL  MATERIEL  CORP.,  P.  0.  Box  142,  Mama- 
roneck,  N.  Y.  ADV.  PG.  145. 

Warren  Mfg.  Co.,  The,  Newtown  Rd.  Littleton,  Mass. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

Wunderlich  Radio  Co.,  lOS  N.  Kenilworth  Ave.,  Oak 
Park,  III. 


TRANSMITTERS-Portobfa  aiwf  Mobila  Radio* 
Tthphona 

ABC  Sound  Equipment  Co.,  149  W.  47th  St..  New  York 
36,  N.  Y. 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Aeronautical  Electronics,  Inc.,  Raleigh-Ourham  Airport, 
P.  0.  Box  6527,  Raleigh,  N.  C. 

Applied  Electronics  Co.,  Inc.,  213  E.  Grand  Ave.,  South 
San  Francisco,  Calif. 

BARKER  &  WILLIAMSON,  Canal  h  Beaver  Sts.,  Bristol, 
Pa.  ADV.  PG.  103. 

Bendix  Radio  Div.,  Bendix  Aviation  Corp.,  Baltimore  4, 
Md. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

Canadian  Marconi  Co.,  2442  Trenton  Ave.,  Montreal 
16,  Quebec. 

Communications  Co.,  Inc.,  300  Greco  Ave.,  Coral  Gables 
34,  Fla. 

Electro  Craft  Industries,  Inc.,  68  Jackson  St.,  Stamford, 
Conn. 

Electronics  Design  Co.,  P.  0.  Box  401,  Enid,  Okla. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N.  Y. 

Feleral  Telephone  &  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

General  Electric  Co.,  Communication  Produas  Dept., 
Electronics  Park,  Syracuse,  N.  Y. 

Gonset  Div.,  Young  Spring  &  Wire  Corp.,  801  S.  Main 
St.,  Burbank,  Calif. 

Industrial  Radio  Corp.,  428  N.  Parkside  Ave.,  Chicago 
44,  III. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

International  Telephone  &  Corp.,  Industrial  Products  Olv., 
15191  Bledsoe  St.,  San  Fernanda,  Calif. 

Kaar  Engineering  Corp.,  2995  Middlefield  Rd.,  P.  0. 
Box  1320,  Palo  Alto,  Calif. 

Lenkurt  Electric  Co.,  Inc.,  1105  County  Rd.,  San 
Carlos,  Calif. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

Motorola  Communication  &  Electronics,  Inc.,  4501  W. 
Augusta  Blvd.,  Chicago  51,  III. 

Molti-Products  Co.,  21470  Coolidge  Hwy.,  Oak  Park, 
Mich. 

National  Electronics  Laboratories,  Inc.,  1713  Kalorama 
Rd.,  N.  W.,  Washington  9,  0.  C. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cambridge, 
England. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  AOV.  PG.  440,  441,  Third 
&  Fourth  Covers  &  Preceding  Insert 


Radio  Specialty  Manufacturing  Co.,  2023  S.  E.  Sixth 
Ave.,  Portland  14,  Ore. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave., 
Pasadena  1,  Calif. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

TECHNICAL  MATERIEL  CORP.,  P.  0.  Box  142,  Mamaro* 
roneck,  N.  Y.  AOV.  PG.  145. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  AOV.  PG.  276,  277. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park  III. 


TRANSMIHERS-PuIm  rinw  Modwlafien 

Bell  Aircraft  Corp.,  P.  0.  Box  1,  Buffalo  5,  N.  Y. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N.,  St. 
Petersburg,  Fla. 

General  Communication  Co.,  681  Beacon  St.,  Boston  15, 
Mass. 

Intelex  Systems,  Inc.,  22  Thames  St.,  New  York,  N.  Y. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

Seeburg  Corp.,  The,  1500  N  Dayton  St.,  Chicago  22,  III. 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House,  63 
Aldwych,  London,  W.C. 2,  England 

TELERAD  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y  ADV  PG  343,  344. 

West  Coast  Electronics  Co.,  9261  W.  3rd  St.,  Beverly 
Hills,  Calif. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak  Park, 
III. 


TRANSMITTERS-Rodar 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

AIRTRON,  INC.,  1101  W.  Eliiabeth  Ave.,  Linden,  N.  J. 
AOV  PG.  516. 

Amp,  Inc.,  Chemicals  &  Dielectrics  Div.,  155  Park  St., 
Elizabethtown,  Pa. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  PiKe, 
Paramos,  N.  J. 

Bell  Aircraft  Corp.,  P.  0.  Box  1,  Buffalo  5,  N  Y, 

Bendix  Aviation  Corp.,  Pacific  Div.,  11600  Sherman  Way, 
North  Hollywood,  Calif. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  18,  N.  Y. 

Canoga  Corp.,  5955  Sepulveda  Blvd.,  Van  Nuys,  Calif. 

General  Communication  Co.,  681  Beacon  St.,  Boston  15, 
Mass. 

Granger  Associates,  966  Commercial  St.,  Palo  Alto,  Calif. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  ADV  PG.  174 

UVOIE  LABORATORIES,  INC.,  Morganville,  N.  J.  ADV. 
PG.  413. 

Levinthal  Electronic  Products,  Inc.,  3180  Hanover  St., 
Stanford  Industrial  Park,  Palo  Alto,  Calif. 

Mack  Electronics  A  Div.  of  Mack  Trucks,  Inc.,  Plainfield, 
N.  J. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

Moran  Instrument  Corp.,  170  E.  Orange  Grove  Ave., 
Pasadena  3,  Calif 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N  J.  AOV  PG.  440,  441,  Third  & 
Fourth  Covers  &  Preceding  Insert. 

REEVES  INSTRUMENT  CORP.,  227  E.  91st  St.,  New 
York  28,  N.  Y.  ADV.  PG.  433. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

Sperry  Gyroscope  Co.,  Div.  of  Sperry  Rand  Co.,  Surface 
Armament  Div.,  Great  Neck,  N.  Y. 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House,  63 
Aldwych,  London,  W.C. 2,  England. 

TELERAO  MFG.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  ADV.  PG.  343,  344. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak  Park, 
III. 


TRANSMinERS-Rodio  Rang* 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N.,  St. 
Petersburg,  Fla. 

Federal  Telephone  &  Radio  Co.,  100  Kingsland  Rd., 
Clifton  N.  J. 

General  Communication  Co.,  681  Beacon  St.,  Boston  15, 
Mass. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y.  AOV.  PG.  536. 

Maryland  Electronic  Mfg.  Corp.,  College  Park,  Md. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England. 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House,  63 
Aldwych,  London,  W.C.2,  England. 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City,  Mo. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak  Park, 
III. 


TRANSMITTERS-Railrooif 

Bendix  Radio  Division,  Bendix  Aviation  Corp.,  Baltimore 
4,  Md. 

General  Electric  Co.,  Communication  Products  Dept.,  Elec¬ 
tronics  Park,  Syracuse,  N.  Y. 

Industrial  Radio  Corp.,  428  N.  Parkside  Ave.,  Chicago  44, 
III. 
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TRAPS 


ELECTRONIC  and  ALLIED 


Inttrnational  Telephone  &  Teleprpph  Coep.,  Indintrlol 
Product!  DIv.,  1S191  Bledsoe  St.,  San  Fernando,  Calif. 
Motorola  Communications  &  Electronics  Inc.,  4501  W. 

Augusta  Bhrd.,  Chicago  51,  III. 

Pye  TelKommunications  Ltd.,  Newmarket  Rd ,  Cambridge, 
England. 

Steltna,  Inc.,  190  Henry  St.,  Stamford,  Conn. 

Tesla  Electric  Co.,  2871  N.  Lincoln  A«e.,  Chicago  13,  III. 
Wunderlich  Radio  Co.,  105  N.  Kenilworth  A«e.,  Oak  Park, 
III. 


TRANSMiniRS-Unglo  SMo  Band 

Adler  Electronics,  Inc.,  1  Lcftvre  Lane,  New  Rochelle, 
N.  Y. 

Admiral  Carp..  3800  Cortland  St.,  Chicago  47,  III. 

BARKER  k  WILLIAMSON,  Canal  A  Beawr  SU.,  Bristol, 
Pa.  AOV.  PG.  103. 

Canadian  Marconi  Co.,  2442  Trenton  A«t.,  Montreal  16, 
Quebec,  Canada 

CLEGG  LABORATORIES  OlV.  OF  CLEGG,  INC.,  Hanover 
A  Ridgedale  Ares.,  Morristown,  N.  J.  AOV  PG.  505. 

Collins  Radio  Co.,  Cedar  Rapids.  Iowa. 

Crosby  Labs.,  Inc.,  Bo>  233,  Robbins  Lane.  Hicksvllle, 

N  Y. 

■t!tttru.”!C  Cbm finu'irtt Ions,  Tnc.,  1501  72nd  St.,  N.,  St. 
Petersburg,  Flo. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  A«e.,  Garden  City, 
N.  Y. 

General  Electric  Co.,  Technical  Products  Dept.,  EIk- 
tronics  Park,  Syracuse,  N.  Y. 

General  Electronics  Corp.,  17  Madison  Are.,  Montgomery 
4,  Ala. 

Gonset  Die.,  Young  Spring  A  Wire  Corp.,  801  S  Main 
St.,  Burbank,  Calif. 

Ir.telei  Systems,  Inc.,  22  Thames  St.,  New  York,  N.  Y. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Aye, 
Minneola,  N.  Y 

Johnson  Co  ,  E.  F  Waseca,  Minn. 

Kahn  Research  Labs.,  Inc.,  Eliiabeth  Bldg.,  22  Pine  St , 
Freeport,  N  Y. 

Lynmar  Engineers,  Inc.,  1432  N.  Carlisle  St.,  Phila¬ 
delphia  21,  Pa. 

Marconi’s  Wireless  Telegraph  Co.,  Ltd.,  23-25  Beaver  St., 
New  York  4,  N  Y 

Mohawk  Electronic  Research  Labs.,  Inc.,  Boe  126-A 
Rd  4,  Amsterdam,  N.  Y. 

Morrow  Radio  Mfg.  Co.,  2794  Market  St.,  Salem,  Ore 

Mullard  Equipment  Ltd.,  Mullard  House,  Torrington 
Place,  London,  W.C.l,  England 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks., 
England 

RADIO  CORP  OF  AMERICA,  ENGINEERING  PRODUCTS 
OlV.,  Comden.  N  J.  AOV.  PG  440.  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

Sorensen  Industrial  Electronic  Co.,  Route  10,  Dover, 
N  J. 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Aldwych  London,  W  C.2,  England. 

TECHNICAL  MATERIEL  CORP.,  P.  0.  Boa  142,  Mamaro- 
nrek,  N  Y  AOV.  PG.  145 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amlty- 
ville,  N  Y.  AOV.  PG.  12K 

Telectro  Industries  Carp.,  35-16  17th  St.,  Long  Island 
City  1,  N.  Y 

Westinghouse  Electric  Corp.,  P.  0  Boa  868,  Pittsburgh 
30,  Pa 

Wilcoa  Electric  Co.,  1400  Chestnut  St.,  Kansas  City,  Mo. 

Wunderlich  Radio  Co.,  105  N  Kenilworth  Ave.,  Oak 
Park,  III. 


TRANSMITTERS-TefevialM 

Adler  Electronics,  Inc.,  1  Lofevre  Lane,  New  RKhelle, 
N.  Y. 

Admiral  Corp.,  1800  Cortland  St.,  Chicago  47,  III. 

Electronics  Development  Co.,  Inc.,  3743  N  Cahuenga 
Blvd.,  North  Hollywood,  Calif. 

Gates  Radio  Co.,  Quincy,  III. 

General  ElKtrlc  Co.,  TKhnical  Products  Dept.,  Elec¬ 
tronics  Park,  Syracuse,  N  Y. 

Irtercotttinental  Electronics  Carp.,  1551  Franklin  Ave., 
Minrola.  N.  Y. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N  J 
AOV.  PG.  345.  - 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  21-25  Beaver 
St.,  New  York  4,  N.  Y. 

Phileo  Corp.,  Government  A  Industrial  DIv.,  4700  Wissa- 
hickon  Ave  ,  Philadelphia  44,  Pa 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  OlV.. 

Waltham  54,  Mass.  AOV.  PG  428,  429 

Sarkes  Tarzian,  Inc.,  RectiAer  DIv.,  415  N.  College  Ave., 
Bloomington,  Ind 

Seg  Electronics  Co.,  Inc.,  1778  Flatbush  Ave.,  Brook¬ 
lyn  10,  N  Y. 

Standard  Electronics  Oiv.  of  Radio  Engineering  Labs., 
Inc.,  29-01  Borden  Ave.,  Long  Island  City  1,  N.  Y. 

Standard  Telephones  A  Cables.,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.C.2,  England 

TELECHROME  MFG.  CORP.,  28  Ranick  Dnve,  Amity- 
ville,  N.  Y.  AOV  PG.  321. 

Wunderlich  Radio  Co.,  105  N  Kenilworth  Ave.,  Oak 
Park,  III. 


TRANSMITTERS- uhf 

Adler  Electronics,  Inc.,  1  Lefevre  Lane,  New  Rochelle, 
N.  V 

Aircraft  Radio  Corp  ,  Boonton,  N.  J. 

APPLIED  RESEARCH,  INC.,  76  S.  Bayles  Ave.,  Port 
Washington,  N  Y  ADV.  PG.  566 


PRODUCTS. 


Babcock  Radio  Engineering.  Inc.,  1640  Monrovia  Ave., 
Costa  Mesa,  Calif. 

Bendii  Radio  Ohr.,  Bendia  Aviation  Corp.,  Baltimore  4, 
Md. 

Canadian  Marconi  Co.,  2442  Trenton  Ave.,  Montreal  16, 
Quebec 

CLEGG  LABORATORIES  DIV.  OF  CLEGG,  INC.,  Hanover 
A  Ridgedale  Aves.,  Morristown,  N.  J.  ADV.  PG.  505 
Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia  St., 
Meridan,  Conn. 

Continental  Electronics  Mfg.  Co.,  4212-20  S.  Buckner 
Bhrd.,  Dallas  27,  Texas. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N., 
St.,  Petersburg,  Fla. 

Erco  Radio  Labs.,  Inc.,  617  Stewart  Ave.,  Garden  City, 
N.  Y. 

Fairchild  Camera  A  Instrument  Corp.,  Defense  Prod¬ 

ucts  Div.,  Robbins  Lane,  Syosset,  N.  Y. 

Federal  Telephone  A  Radio  Co.,  100  Kingsland  Rd., 

Clifton,  N.  J. 

General  Communication  Co.,  681  Beacon  St.,  Boston  IS, 

Mau. 

General  ElKtric  Co.,  Communication  Products  Dept., 
^  Eleetrgpici  Park,  Syracuse,  N.  V. 
uiT'.frai  tiectric  Co.,  Technical  Products  Dept.,  Electronics 
Park,  Syracuse,  N.  Y 

Granger  Associates,  966  Commercial  St.,  Palo  Alto, 
Calif 

Hoover  Electronics  Co.,  110  W  Timonium  Rd ,  Tlmon- 
lum,  Md. 

Intercontinental  Electroniu  Corp.,  1551  Franklin  Ave., 
Mineola,  N  Y. 

Interstate  Electroniu  Corp.,  707  E  Vermont  Ave., 
Anaheim,  Calif. 

Levinthal  Electronic  Products,  Inc.,  1180  Hanover  St., 
Stanford  Industrial  Park  Palo  Alto,  Calif. 

Mack  Electronics  A  Div.  of  Mack  Trucks,  Inc.,  Plamfteld, 

N  J 

MANSON  UBQRATORIES,  INC.,  P.  0.  Box  594,  207 
Greenwich  Ave.,  Stamford,  Conn  ADV.  PG.  302. 
Motorola  Communications  A  Electronics  Inc.,  4501  W. 

Augusta  Blvd.,  Chicago  51,  III. 

Mullard  Equipment  Ltd.,  Mullard  House,  Torrington  Place, 
London,  W.  C.  1,  England 

Nevada  Air  Products  Co.,  P.  0  Box  2472.  Reno,  Nev. 
Northeast  Electroniu  Corp.,  P  0.  Box  425,  Municipal 
Airport,  Concord,  N  H 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUaS 
DIV.,  Camden,  N  J.  ADv.  PG.  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

RADIO  ENGINEERING  LABS.,  INC.,  16-40  37th  St., 
Long  Island  City  1,  N  Y  AOV.  PG  365 
Resdel  Engineering  Corp.,  330  S  Fair  Oaks  Ave..  Pasa¬ 
dena  1.  Calif. 

Sarkes  Tarzian,  Inc.,  RKtifter  Ohr.,  415  N  College  Ave., 
Bloomington,  Ind. 

Standard  Electroniu  Oiv.  of  Radio  Engineering  Labs  ,  Inc., 
29-01  Borden  Ave.,  Long  Island  City  1,  N.  Y 
Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London.  W  C.  2,  England. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amity- 
ville,  N  Y  ADV.  PG  321. 

Telephoniu  Corp.,  Park  Ave.,  Huntington,  N.  V 
Trepac  Corp.  of  America,  1  Engle  St.,  Englewood.  Calif 
Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 


TRANSMITTiRS-vhf 

Adler  Electronics,  Inc.,  1  Lefevre  Lane,  New  Rochelle, 
N.  V. 

Aeronautical  Communication  Equipment,  Inc.,  3090  S.  W 
37th  Ave.,  Miami  33,  Fla. 

Aeronautical  Electronics,  Inc.,  Raleigh-Durham  Airport. 

P  0.  Box  6527,  Raleigh,  N  C. 

Aircraft  Radio  Corp.,  Boonton.  N.  J. 

Applied  Electroniu  Co.,  Inc.,  211  E.  Grand  Ave.,  South 
San  Francisco,  Calif 

APPLIED  RESEARCH,  INC.,  76  S.  Bayles  Ave,  Port 
Washington,  N.  Y  AOV  PG  566. 

Bendix  Radio  Division,  Bendix  Aviation  Corp.,  Balti¬ 
more  4,  Md 

Canadian  Marconi  Co.,  2442  Trenton  Ave.,  Montreal  16, 
Quebec. 

CLEGG  LABORATORIES  DIV  OF  CLEGG,  INC.,  Hanover 
A  Ridgedale  Aves.,  Morristown,  N.  J.  AOV  PG.  505. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Communications  Co.,  300  GrKo  Ave  ,  Coral  Gables  34, 
Fla. 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia 
St.,  Meriden,  Conn. 

Cossor  (Canada)  Ltd.,  301-301  Windsor  St.,  Halifax, 
N.  S.,  Canada. 

Electronic  Communicatiom,  Inc.,  1501  72nd  St.,  N.,  St. 
Petersburg,  Fla. 

Erco  Radio  Labs,  Inc.,  617  Stewart  Ave.,  Garden  City, 
N.  Y. 

Gates  Radio  Co.,  Quincy,  III. 

General  Communication  Co.,  681  Beacon  St.,  Boston  15, 
Mass. 

General  Electric  Co.,  Commsmication  Products  Dept., 
Electroniu  Park,  Syracuse,  N.  Y 

General  Electric  Co.,  Technical  Products  Dept.,  Elec¬ 
tronics  Park,  Syracuse,  N.  Y. 

Gonset  Div.,  Young  Spring  A  Wire  Corp.,  801  S.  Main 
St.,  Burbank,  Calif. 

Granger  Associates,  966  Commercial  St.,  Palo  Alto, 
Calif. 

Industrial  Radio  Corp.,  428  N  Parkside  Ave.,  Chicago 
44,  III. 


Intercontinental  Electroniu  Corp.,  1551  Franklin  Ave., 
Mineola.  N.  Y. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N  J. 
AOV  PG.  345 

Lear,  Inc.,  3171  S.  Bundy  Drive,  SanU  Monica.  Calif. 

Lettine  Radio  Mfg.  Co.,  62  Berkley  St.,  Valley  Stream, 
N.  V. 

Mack  Electronics,  A  Div  of  Mack  Trucks,  Inc.,  Plainfield, 

N  J. 

Marconi’s  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N  Y. 

Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass 

Mohawk  Electronic  Research  Labs.,  Inc.,  Box  126-A, 
RD  4,  Amsterdam,  N  Y. 

Motorola  Communications  A  Electroniu,  Inc.,  4501  W. 
Augusta  Blvd.,  Chicago  51,  III. 

Mullard  Equipment  Ltd.,  Mullard  House,  Torrington  Place, 
London,  W.  C.  1,  England. 

National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass. 

National  Electronics  Laboratories,  Inc.,  1713  Kalorama 
Rd  ,  N.  W.,  Washington  9,  D.  C 

Northeast  Electronics  Corp.,  P.  0  Box  425,  Municipal 
Airport,  Concord,  N.  H. 

YElecbmniu-I^Ibns  Ltd.,  Newmarket  Rd.,  Cambridge, 
England 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N  J  AOV.  PG.  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

RADIO  ENGINEERING  LABS.,  INC.,  36-40  37th  St., 
Long  Island  City  1,  N.  Y.  ADV.  PG.  365. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

Sarkes  Tarzian,  Inc.,  Rectifier  Dhr.,  415  N  College  Ave., 
Bloomington  Ind. 

SIERRA  ELECTRONIC  CORP.,  3885  Bohannon  Drive, 
Menlo  Park,  Calif  AOV.  PG.  66.  67. 

SPIVEY  INC.,  JAMES  S.,  4908  Hampden  Lane,  Wash¬ 
ington  14,  0.  C.  AOV.  PG.  531. 

Standard  Electroniu  Ohr.  of  Radio  Engineering  Labs., 
Inc.,  29-01  Borden  Ave.,  Long  Island  City  1,  N.  Y. 

Standard  Telephones  A  Cables.  Ltd.,  Connaught  House, 
63  Aldnych,  London  W  C.  2,  England. 

TELECHROME  MFG.  CORP.,  28  Ranick  Drive,  Amityville, 
N  Y  ADV.  PG  323 

Telemetering  Associates,  6419  Indigo  St.,  Houston,  Texas. 

Telephoniu  Corp,  Park  Ave.,  Huntington,  N.  V 

Treoac  Corp.  of  Amer  -a,  1  Engle  St  ,  Englewood,  N.  J, 

VAN  NORMAN  INDUSTRIES,  ELEaRONICS  DIV  ,  186 
Granite  St.,  Manchester.  N  H  AOV  PG  276,  277 

VARO  MFG  CO.,  INC,  2201  Walnut  St.,  Garland, 
Texas  AOV  PG  454 

Westinghouse  Electric  Corp.,  P.  0  Box  868  Pittsburgh 
30,  Pa. 


TRANSMITTERS-vhf  Omni  Range 

Collins  Radio  Co  ,  Cedar  Rapids,  Iowa 
LAVOIE  LABORATORIES,  INC.,  Morganvilit,  N  J. 
ADV  PG  413 

Lear,  Inc.,  3171  S.  Bundy  Or.,  Santa  Monica.  Calif. 
Litton  Indiistrlet  of  Maryland,  Inc.,  4900  Calvert  Rd., 
College  Park.  Mo 

Maryland  Electroniu  Mfg  Corp.,  College  Park,  Md 


TRANSMITTERS- VIF 

LING  ELECTRONICS.  9917  W  Jefferson  Blvd,  Culver 
City,  Calif.  ADV  PG  487 


TRANSPONDERS 

American  Research  A  Mfg  Corp  ,  920  Halpine  Ave., 
Rockville,  Md. 

Bendix  Aviation  Corp.,  Pacific  Div.,  11600  Sherman  Way, 
North  Hollywood,  Calif. 

General  Communication  Co.,  681  Beacon  St.,  Boston  IS, 
Mass 

Hoover  Elactroniu  Co.,  110  W.  Timomum  Rd.,  Timonium, 
Md. 

Moran  Instrument  Corp.,  170  E.  Orange  Grove  Ave.,  Pasa¬ 
dena  3,  Calif. 

Parsons  Co.,  Ralph  M.,  Electronics  Div.,  151  S  DeLaccy 
Ave.,  Pasadena,  Calif. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

Stewart-Warner  Electronics  Div  of  Stewart-Warner 
Corp  .  1300  N  Kostner  Ave.,  Chicago  51,  III. 

TELERAD  MFG  CORP.,  1440  Broadway,  New  York  18, 
N.  Y  AOV.  PG  343,  344 

United  Electrodynamics  Oiv.  of  United  Geophysical  Co., 
Inc.,  1200  S.  Marengo,  Pasadena,  Calif. 


TRANSPORTS— Alagnoffc  Top# 

Sogen  Co.,  David,  P.  0.  Box  500,  Paramus,  N  J. 
Davies  Laboratories  Div..  Minneapolis  Honeywell  Regu¬ 
lator  Co.,  10721  Hanna  St.,  Beltsville,  Md. 

Electro  Data  Div  of  Burroughs  Corp.,  460  Sierra  Madre 
Villa,  Pasadena  6,  Calif. 

General  Kinetiu,  Inc.,  555  23rd  St.,  S.,  Arlington  2, 
Va. 

Presto  Recording  Corp.,  P.  0  Box  500,  Paramos,  N  J 


TRAPS-Wove 

CLEGG  LABORATORIES  DIV.  OF  CLEGG,  INC.,  Hanover 
A  Ridged  lie  Axes  Morristown,  N,  J  ADV.  PG.  505. 
DEMORNAY-BONAROI,  780  S  Arroyo  Parkway,  Pasadena, 
Calif  ADV  PG.  98,  99 
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TREATING 


Mlllen  Mfg.  Co.,  James,  ISO  Exchange  St.,  Malden, 
Mass 

Miller  Co.,  J.  W.,  5917  S.  Main  St.,  Los  Angeles  3, 
Calif. 

Mosley  Electronics,  Inc.,  8622  St.  Charles  Rock,  Rd., 
St.  Louis  14,  Mo. 

NORTH  HILLS  ELECTRIC  CO.,  INC.,  402  Sagamore 
Ave.,  Mineola,  N.  Y.  ADV.  PG.  533,  548. 

Sage-Craft,  Inc.,  Norwich,  N.  Y. 

Waveguide,  Inc.,  P.  0.  Box  486,  14845  Oxnard  St., 
Van  Nuys,  Calif. 

Western  Coil  Products  Co.,  969  Commercial  St.,  Palo 
Alto,  Calif. 


Cooper  &  Sons,  Inc.,  Joseph  B.,  25  W.  47th  St'.,  New 
York  36,  N.  Y. 

Eastern  Smelting  &  Refining  Corp.,  107-109  W.  Brook¬ 
line  St.,  Boston  1^  Mass. 

ENGELHARD  INOUSTItlES,  INC.,  (AMERICAN  PLAT¬ 
INUM  &  SILVER  DIV.),  113  Astor  St.,  Newark  5, 
N.  J.  ADV.  PG.  329. 

GENERAL  FINDINGS  &  SUPPLY  CO.,  INDUSTRIAL 
DIV.,  Attleboro,  Mass.  ADV.  PG.  275. 

Handy  &  Harman,  82  Fulton  St.,  New  York  38,  N.  Y. 

Wildberg  Bros.,  Smelting  &  Refining  Co.,  742  Market 
St.,  San  Francisco  2,  Calif. 


TREATING— Fungus  A  Moisfure  Proof 

Metaplast  Corp.,  Oavisville  Rd.  at  Pennsylvania  Turn¬ 
pike,  Hatboro,  Pa. 

Precision  Metal  Products  (^.  of  Malden,  41  Elm  St., 
Stoifeham  80,  Mass. 

Tricraft  Products  Corp.,  1124  W.  Newport  Ave.,  Chicago 
13,  111. 

Twin  City  Metaiseal  Corp.,  801  S.  E.  8th  St.,  Mlnn- 
'  apolis  14,  Minn. 

ZOPHAR  MILLS,  INC.,  115  26th  St.,  Brooklyn  32, 
N.  Y.  ADV.  PG.  577. 


TRIMMERS-CopocHori 
See  CAPACITORS 


TUBE  COOLING  UNITS 
Soo  alto  BLOWERS 

AMERICAN  BLOWER  DIV.  OF  AMERICAN  RADIATOR  A 
STANDARD  CORP.,  8111  Tireman  Ave.,  Dearborn,  Mich. 
ADV.  PG.  244,  245. 

EASTERN  INOUCTRIES,  INC.,  100  Skiff  St.,  Hamden, 
Conn.  ADV.  PG.  49. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 

MCLEAN  ENGINEERING  LABORATORIES,  P.  0.  Box  228, 
Princeton,  N.  J.  ADV.  PG.  493. 

Peerless  Electric  Co.,  Blower  Oiv.,  1401  W.  Market 
St.,  Warren,  Ohio. 

Torrance  Glass  A  Color  Works,  Torrance,  Calif. 


TUBE  PARTS 
Anodes,  CcvAon 

Hciwig  Co.,  2544  N.  30th  St.,  Milwaukee  10,  Wit. 
National  Carbon  Co.,  Division  of  Union  Carbide  Corp., 
30  E.  42nd  St.,  New  York  17,  N.  Y. 

Stackpole  Carbon  Co.,  St.  Marys,  Pa. 


Anodes,  GoM 

Bram  Chemical  Co.,  820  6Sth  Ave.,  Philadelphia  26, 
Pa. 

Cooper  A  Sons,  Inc.,  Joseph  B.,  25  W.  47th  St.,  New 
York  36,  N.  Y. 

Eastern  Smelting  A  Refining  Corp.,  107-109  W.  Brook¬ 
line  St.,  Boston  18,  Mass. 

ENGELHARD  INDUSTRIES,  INC.,  (AMERICAN  PLAT¬ 
INUM  A  SILVER  DIV.),  113  Astor  St.,  Newark  5, 
N.  J.  ADV.  PG.  329. 

GENERAL  FINDINGS  A  SUPPLY  CO.,  INDUSTRIAL  DIV., 
Attleboro,  Mass.  AOV.  PG.  275. 

Handy  A  Harman,  82  Fulton  St.,  New  York  38,  N.  Y. 

Lacey  Brothers  Etched  Circuits,  117  S.  Lombard,  Oak 
Park,  111. 

Wildberg  Bros.  Smelting  A  Refining  Co.,  742  Market 
St.,  San  Francisco  2,  Calif. 


Anodes,  Otmphitt 

Helwig  Co.,  2544  N.  30th  St.,  Milwaukee  10,  Wise. 
National  Carbon  Co.,  Division  of  Union  Carbide  Corp., 
30  E.  42nd  St.,  New  York  17,  N.  Y. 

Stackpole  Carbon  Co.,  St.  Marys,  Pa. 


Anodes,  Mefol 

ART.  WIRE  A  STAMPING  CO.,  227  High  St.,  Newark  2, 
N.  J.  AOV.  PG.  8. 

Autoscrew  Co.,  216-222  W.  18th  St.,  New  York,  N.  Y. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 

Bridgeport  Brass  Co.,  30  Grand  St.,  Bridgeport,  Conn. 

Buckbee  Mears  Co.,  Toni  Bldg.,  St.  Paul  1,  Minn. 

Fansteel  Metallurgical  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  III. 

GENERAL  ELECTRIC  CO.,  RECEIVING  TUBE  DEPT.,  316 
E.  Ninth  St.,  Owensboro,  Ky.  AOV.  PG.  5. 

JOHNSON  A  HOFFMAN  MFG.  CORP.,  31  E.  Second  St., 
Mineola,  N.  J.  AOV.  PG.  242. 

PARAMOUNT  PRODUCTS  CO.,  INC.,  759  Ramsey  Ave., 
Hillside  5,  N.  J.  AOV.  PG.  504. 

REMBAR  CO.,  INC.,  THE,  67  Main  St.,  Dobbs  Ferry, 
N  V.  ADV  PG.  521. 

SUPERIOR  TUBE  CO.,  2504  Germantown  Pike,  Norris¬ 
town,  Pa.  ADV.  PG.  136,  137. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  OIV., 
Warren,  Pa.  ADV.  PG.  632. 


Anodes,  Sffver 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 


Bose  Pins 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

ART  WIRE  A  STAMPING  CO.,  227  High  St.,  Newark  2, 
N.  J.  AOV.  PG.  8. 

BEAD  CHAIN  MFG.  CO.,  110  MounUin  Grove  St., 
Bridgeport  5,  Conn.  AOV.  PG.  517. 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden  Sta¬ 
tion,  Flushing  64,  N.  Y. 

Enoineering  Co.,  27  Wright  St.,  Newark,  N.  J. 

HK  Metal  Craft  Mfg.  Corp.,  3T7S  Tenth  Ave..  New  York 
34,  N.  Y. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New  York 
11,  N  Y. 

ROSS  METALS  CO.,  MILTON,  505  Oavisville  Rd.,  Oavis¬ 
ville,  Pa.  ADV.  PG.  472. 

Scientific  Electronic  Labs.,  Inc.,  866  Bergen  St.,  Newark 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV., 
Warren,  Pa  AOV.  PG.  632. 

Westinghouse  Electric  Corp.,  Lamp  Oiv.,  Bloomfield,  N.  J. 


■OMS 


ALDEN  PRODUCTS  CO.,  112  N  Main  St.,  Brockton  64, 
Mass.  AOV.  PG.  472. 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd.  A  Manufacturers  Rd.,  Chattanooga  5,  Ttnn. 
AOV.  PG.  237. 

Associated  Engineering  A  Mfg.  Corp.,  Glen  Ridge,  N.  J. 
British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden 
Station  Flushing  64,  N.  V. 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware.  AOV.  PG.  373-376. 

OuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield  Ave., 
Clifton,  N.  J. 

Enflo  Cotp.,  Fellowship  Rd.  A  Route  73,  Maple  Shade, 


N.  J. 

Engineering  Co.,  27  Wright  St,,  Newark,  N  J. 
GENERAL  ELECTRIC  CO.,  RECEIVING  TUBE  DEPT., 
316  E.  Ninth  St.,  Owensboro,  Ky.  AOV.  PG.  5. 
HERMETIC  SEAL  CORP.,  29-37  S.  Sixth  St.,  Newark 
7,  N.  J.  AOV.  PG  403. 

Isolamite  Manufacturing  Corp.,  Stirling,  N.  J. 

MYCALEX  CORP.  OF  AMERICA,  125  Clifton  Blvd., 
Clifton,  N.  J.  AOV.  PG.  313. 

Owens-Illinois,  Closure  A  Plastics  Oiv.,  P.  0.  Box  1035, 
Toledo  1,  Ohio. 

ROSS  METALS  CO.,  MILTON  505  Oavisville  Rd.,  Oavis¬ 
ville,  Pa.  AOV.  PG.  472. 

Scientific  Electronic  Labs.,  Inc.,  866  Bergen  St.,  Newark 
SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  OIV., 

Warren  Pa.  ADV.  PG.  632. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave.,  Bloomfield, 
N.  J.  AOV.  PG.  538. 

Volkert  Stampings,  Ihc.,  222-34  96th  Ave.,  Queens  Vil¬ 
lage  29,  N  Y. 

Westinghouse  Electric  Corp.,  Lamp  Oiv.,  Bloomfield,  N.  J. 


Bulbs  A  Envelopes 

Advanced  Vacuum  Products,  Inc.,  Oiv.  of  General  Ceramics 
Corp  430  Fairfield  Ave.,  Stamford,  Conn. 

AMERKAN  FELOMUEHLE  CORP.,  11  W.  42nd  St., 
New  York  36,  N.  Y.  AOV.  PG  504. 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd.  A  Manufacturers  Rd.,  Chattanooga  5,  Tenn.  AOV. 
PG.  237 

CARBORUNDUM  CO.,  THE,  LATROBE  PUNT,  Latrobe, 

■  Pa  ADV.  PG.  72,  73. 

COORS  PORCEUIN  CO.,  600  Ninth  St.,  Golden,  Colo. 
ADV.  PG.  310,  311. 

DIamonite  Produns  Mfg.  Co.,  Oiv.  of  U.  S.  Ceramic 
Tile  Co.,  1232  Cleveland  Ave.,  N.  W.,  Canton  Ohio. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfwid  Ave., 
Clifton,  N.  J. 

GENERAL  ELECTRIC  CO.,  RECEIVING  TUBE  DEPT.,  316 
E.  Ninth  St.,  Owensboro,  Ky.  AOV.  PG.  5. 

Hamilton  Electronics  Corp.,  Pleasant  Valley  Rd.,  Fair¬ 
mont,  W.  Va. 

Lancaster  Glass  Corp.,  Lancaster,  Ohio. 

Scientific  Electronic  Labs,  Inc.,  866  Bergen  St.,  Newark 
8,  N.  J. 


Button  Stems 

Scientific  Electronic  Labs,  Inc.,  866  Bergen  St.,  Newark 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV., 
Warren,  Pa.  AOV.  PG.  632. 


Cops 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20,  Conn. 
Engineering  Cki.,  27  Wright  St.,  Newark,  N.  J. 

Goat  Co.,  Inc.,  Fred,  308  Dean  St.,  Brooklyn  17,  N.  Y. 


Metpro,  Inc.,  R.  I.,  230  Toronto  Ave  ,  Providence,  R.  I. 
National  Co.,  Inc.,  61  Sherman  St.,  Malden  48,  Mass 
Staver  Co.,  Inc.,  The,  41  N.  Saxon  Ave.,  Bay  Shore,  N.  Y. 
Volkert  Stampings,  Inc.,  222-34  96th  Ave.,  Queens  Vil¬ 
lage  29,  N.  V. 


Cotbodo  Roy  Tube  Powders 

Associated  Engineering  A  Mfg.  Co.,  Glen  Ridge,  N.  J. 
General  Electric  Co.,  Ump  Wire  A  Phosphors  Oept., 
21800  Tungsten  Rd.,  Cleveland  17,  Ohio. 

Jonas  Co.,  F.,  55  W.  42nd  St.,  New  York  36,  N.  Y. 

sylvaniA  Electric  products  inc.,  chemical  a 

METALLURGICAL  DIV.,  Towanda,  Pa.  ADV  PG.  633 
U.  S.  RADIUM  CORP.,  Hanover  A  Horse  Hill  Rd.,  Morris¬ 
town,  N.  J.  AOV.  PG.  446. 


Cotbodo  Roy  Tube  Side  Contacts 

Braun  Tool  A  Instrument  Co.,  Inc.,  H.,  140  Fifth  Ave., 
Hawthorne,  N.  J. 

DuMont  LalMratories,  Inc.,  Allen  B.,  750  Bloomfield 
Ave.,  Clifton,  N.  J. 

Staver  Co.,  Inc.,  The,  41  N.  Saxon  Ave.,  Bay  Shore, 
N.  Y. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV.,' 
Warren,  Pa.  ADV.  PG.  632. 

Volkert  Stampings,  Inc.,  222-34  96th  Ave.,  Queens 
Village  29,  N.  Y. 


Cotbodes,  Sfeevos,  Discs  ond  Tubes 

AMERICAN  UVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd.  A  Manufacturers  Rd.,  Chattanooga  5,  Tenn. 
AOV  PG.  237 

GEORGE  PRODUCTS  CO.,  INC.,  759  Ramsey  Ave.,  Hill¬ 
side,  N.  J.  AOV.  PG.  457. 

JOHNSON  A  HOFFMAN  MFG.  CORP.,  31  W.  Second  St., 
Mineola,  N.  Y.  ADV.  PG.  242. 

Kleiner  Metal  Specialties,  Inc.,  P.  0.  Box  K,  Ounellen, 
N.  J. 

Metpro,  Inc.,  R.  I.,  230  Toronto  Ave.,  Providence,  R  I. 

Staver  Co.,  Inc.,  The,  41  N.  Saxon  Ave.,  Bay  Shore, 
N.  Y. 

Steward  Mfg.  Co.,  0.  M.,  3600  Jerreme  Ave.,  Chattanooga 
1,  Tenn. 

SUPERIOR  TUBE  CO.,  2504  Germantown  Pike,  Norris¬ 
town,  Pa.  AOV.  PG.  136,  137. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV., 
Warren,  Pa.  ADV.  PG.  632. 


Cooductlvo  Paints 

Soo  PAINTS— Conductive 


Filament  Wire 

Associated  Engineering  A  Mfg.  Corp.,  Glen  Ridge,  N.  J. 

Cooper  A  Sons,  Inc.,  Joseph  8.,  25  W.  47th  St.,  New 
York  36,  N.  Y 

DRIVER  (iO.,  WILBUR  B.,  1875  McCarter  Highway, 
Newark  4,  N.  J.  AOV.  PG.  339. 

Fansteel  Metallurgical  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  III. 

Micro-Wire  Stranding  Co.,  252  Chestnut  St.,  P.  0. 
Box  514,  Passaic,  N.  J. 

Nesor  Alloy  Products  Co.,  282  Halsey  St.,  Newark  2, 
N.  J. 

REMBAR  CO.,  INC.,  THE,  67  Main  St.,  Dobbs  Ferry, 
N.  Y.  AOV.  PG.  521. 

Secon  Metals  Corp  ,  7  Intervale  St.,  White  Plains.  N.  Y 

SYLVANU  ELECTRIC  PRODUCTS  INC.,  CHEMICAL  A 
METALLURGICAL  DIV.,  Towanda.  Pa.  ADV.  PG.  633. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV., 
Warren,  Pa.  AOV.  PG.  632. 

Techalloy  Co.,  Inc.,  Rahns,  Pa. 

Wah  Chang  Corp.,  233  Broadway,  New  York  7,  N  Y. 

Westinghouse  El^ric  Corp.,  Lamp  Oiv.,  Bloomfield, 
N.  J. 


Oettere 

Fansteel  Metallurgical  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  III. 

Getters  Electronia,  Inc.,  44  Falls  St.,  Niagara  Falls, 
N.  Y. 

King  Laboratories  Inc.,  127  Solar  St.,  Syracuse  3,  N.  Y. 
New  Process  Metals,  Inc.,  45-65  Manufacturers  Place, 
Newark  5,  N.  J. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Wah  Chang  Corp.,  233  Broadway,  New  York  7,  N.  Y. 


Grids  and  Supports 

AMERICAN  UVA  CORP.,  STUTITE  OIV.,  Cherokee 
Blvd.  A  Manufacturers  Rd.,  Chattanooga  5,  Tenn.  ADV. 
PG.  237. 

Buckbee  Mears  Co.,  Toni  Bldg.,  St.  Paul  1,  Minn. 

Electronic  Parts  Mfg.  Co.,  Inc.,  508-10  25th  St., 
Union  City,  N  J. 

Fansteel  Metallurgical  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  III. 

JOHNSON  A  HOFFMAN  MFG.  CORP.,  31  E.  Second  St., 
Mineola,  N.  V.  ADV.  PG.  242. 

Staver  Co.,  Inc.,  The,  41  N.  Saxon  Ave.,  Bay  Shore, 
N.  V. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  CHEMICAL  A 
METALLURGICAL  DIV.,  Towanda,  Pa.  AOV.  PG.  633. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  OIV., 
Warren,  Pa.  AOV.  PG.  632. 
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TUBES 


OrM  WIfw 

Alloy  MeUI  Wirt  Div.,  H.  K.  Porttr  Co.,  IrK.,  1  Pavilion 
Avt.,  Rivtrtidt,  N.  J. 

Buckbot  Meart  Co.,  Toni  Bldg.,  St.  Paul  1,  Minn. 

DRIVER  CO.,  WILBUR  B.,  1875  McCarttr  Highway,  . 

Hewark  4  N.  J.  ADV.  PG,  J}9. 

DRIVER-HARRIS  CO.,  201  Midditstx  St.,  Harrison,  N.  J. 
ADV.  PG.  331. 

EITEL-McCULLOUCH,  INC.,  San  Bruno,  Calif.  ADV. 

PG.  122,  123. 

Elmtt  Oiv.,  North  Amorican  Philips  Co.,  Inc.,  Liibon 
Rd.,  Lfwilton,  Maine. 

Famtetl  Metallurgical  Corp.,  2200  Shtrldan  Rd.,  North 
Chicago,  III. 

MeUl  Ttutilt  Corp.,  647  E.  First  Avt.,  Roitllt,  N.  J. 
Ntsor  Alloy  Produett  Co.,  282  Hality  St.,  Newark  2, 

N  J. 

REMBAR  CO.,  INC.,  THE,  67  Main  St.,  Dobbt  Ferry, 

N.  Y.  AOV.  PG.  521. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  CHEMICAL  !■ 
metallurgical  DIV.,  Towanda,  Pa.  ADV.  PG.  611. 
SYLVANIA  ELECTRIC  PRODUCTS,  INC.,  PARTS  DIV., 
Warren,  Pa.  AOV.  PG.  632. 

Ttchalloy  Co.,  Inc.,  Rahnt,  Pa. 

Wah  Chang  Corp.,  211  Broadway,  New  York  7,  N.  Y. 
Westinghomt  Electric  Corp.,  Ump  Olv.,  Bloomfield, 

N.  J. 


ffoof  Rodlorori 

AutOKrew  Co.,  216-222  W.  18th  St.,  New  York,  N.  Y. 
Bud  Radio,  Inc.,  2118  E.  5Sth  St.,  Cleveland  1,  Ohio. 
Jettron  Products,  Route  10,  Hanover,  N.  J. 

PARAMOUNT  PRODUCTS  CO.,  INC  ,  758  Raimey  Ave., 
Hilliide  5,  N.  J.  AOV.  PG.  504. 

Schuyler  Mfg.  Corp.,  84  Porele  Ave.,  North  Arlington, 
N.  J. 

staver  Co.,  Inc.,  The,  41  N.  Savon  Avt.,  Bay  Shore. 
N.  V. 

Torrance  Glass  t  Color  Works,  Torrance,  Calif. 


Alosal  Swwworr* 

ART  WIRE  A  STAMPING  CO.,  227  High  St.,  Newark  2, 

N.  J.  AOV  PG.  8. 

Electronic  Parts  Mfg  Co.,  Inc.,  508-10  25th  St.,  Union 
City,  N.  J. 

Engineering  Co.,  27  Wright  St.,  Newark,  N.  J. 
Fansteel  MeUllurgical  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  III. 

Haydu  Electronics  Produett,  Inc.,  1426  W.  Front  St.. 
Plainfield,  N  J. 

King  Lahoratories,  Inc.,  127  Solar  St.,  Syracuse  J, 
N.  Y. 

Norrich  Plastics  Corp.,  107-108  W.  18th  St.,  New 
York  11.  N  Y. 

PARAMOUNT  PRODUCTS  CO.,  INC.,  758  Ramsey  Ave., 
Hillside  5,  N.  J.  AOV.  PG.  504. 

Pii  Mfg.  Co.,  Inc.,  OlA  Hudson  St.,  Newark,  N.  J. 
Staver  Co.,  Inc.,  The,  41  N.  Savon  Ave.,  'Bay  Shore, 
W.  V  »  #  » 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV.. 

Warren,  Pa.  AOV.  PG.  612. 

TKhalloy  Co.,  Inc.,  Rahnt,  Pa. 

TItchener  A  Co.,  E.  H.,  67  Clinton  St.,  Binghamton,  N.  Y. 
Volkert  Stampings,  Inc.,  222-14  86th  Ave.,  Queens 
Village  28,  N.  Y. 


Mico  Sopporft 

Ashevllle-Schoonmaker  Mica  Co.,  800  Jefferson  Ave., 
Newport  News,  Va. 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware.  AOV.  PG.  171-176. 

Ford  Radio  A  Mica  Corp.,  518  61rd  St.,  Brooklyn  20, 
N  Y. 

PERFECTION  MICA  CO.,  MAGNETIC  SHIELD  DIV.,  1120 
N  Elston  Ave  ,  Chicago  22,  III.  AOV.  PG.  485. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV., 
Warren,  Pa.  AOV.  PG.  612. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  11,  N.  Y. 


7wAo  Seal  leads 

ART  WIRE  A  STAMPING  CO.,  227  High  St.,  Newark  2, 
N.  J.  AOV.  PG.  8. 

Associated  Engineering  A  Mfg.  Corp.,  Glen  Ridge,  N.  J. 

Electronic  Parts  Mfg.  Co.,  Inc.,  508  25th  St.,  Union 
City,  N.  V 

Elmet  Oiv.,  North  American  Philips  Co.,  Inc.,  Lisbon 
Rd.,  Lewiston,  Maine. 

Engineering  Co.,  27  Wright  St.,  Newark,  N.  J. 

Fansteel  Metallurgical  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  III. 

General  Electric  Co.,  Lamp  Leads  A  Bases  Dept.,  17825 
St  Clair  Ave.,  Cleveland  12,  Ohio. 

Quality  Products  Co.,  187  Charles  St.,  Providence,  R.  I. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV., 

Warren,  Pa.  AOV.  PG.  612. 


Wire  Ports 

Alloy  Metal  Wire  Oiv.,  H.  K.  Porter  Co.,  Inc.,  1  Pavilion 
Ave.,  Riverside  N.  J. 

ART  WIRE  STAMPING  CO.,  227  High  St.,  Newark  2, 
N.  J.  ADV.  PG.  8 

Associated  Engineering  A  Mfg.  Co.,  Glen  Ridge,  N.  J. 
DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway, 
Newark  4,  N.  J.  AOV.  PG.  118. 


Electronic  Parts  Mfg.  Co.,  Inc.,  508  10th  St.,  Union 
City,  N.  J. 

Engineering  Co.,  27  Wright  St.,  Newark,  N.  J. 

Fansteel  Metallurgical  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  III. 

GEORGE  PRODUCTS  CO.,  INC.,  758  Ramsey  Ave.,  Hill¬ 
side,  N.  J.  ADV.  PG.  457. 

Haydu  Electronic  Products,  Inc.,  46  W.  Front  St., 
Plainfield,  N.  J. 

Irving  Tool  A  Mfg.  Co.,  1115  Levee  St.,  Dallas  7, 
Texas. 

King  Laboratories,  Inc.,  127  Solar  St.,  Syracuse  3,  V. 

PARAMOUNT  PRODUCTS  CO.,  INC.,  758  Ramse,  s.. 
Hillside  5,  N.  J.  AOV.  PG.  504. 

REMBAR  CO.,  INC.,  THE,  67  Main  St.,  Dobbs  Ferry, 
N.  V.  ADV.  PG.  521. 

Pix  Mfg.  Co.,  Inc.,  81A  Hudson  St.,  Newark,  N.  J. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV., 

Warren,  Pa.  ADV.  PG.  612. 

Volkert  Stampings,  Inc.,  222-14  86th  Ave.,  Queens 
Village  28,  N.  V. 


TUBES-BockwarW  Wove 

American  Radio  Co.,  Inc.,  445  Park  Ave.,  New  York  22, 
N.  Y. 

DE  MORNAY-BONAROI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  88,  88. 

Geisler  Laboratories,  a  Sub.  of  Wave/Particle  Corp., 
P  0  Box  252,  Menlo  Park,  Calif. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Interna¬ 
tional  Airport  Station,  Los  Angeles  45,  Calif.  AOV. 
PG.  105-110 

MULLARD  OVERSEAS  LTD.,  Mullard  House,  Torring- 
ton  Place,  London,  W.  C.  1,  England.  ADV.  PG.  148. 

RAYTHEON  MFG.  CO.,  MICROWAVE  A  POWER  TUBE 
OPERATIONS,  Waltham  54,  Mass.  ADV.  PG.  410. 

RED  BANK  OmSION,  BENDIX  AVIATION  CORP.,  Rt.  IS, 
Eatontown  N  J  AOV.  PG.  88. 

STEWART  ENGINEERING  CO.,  Box  277,  Soguel,  Calif. 
ADV  PG.  456 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  SPECIAL  TUBE 
OPERATIONS  HEADQUARTERS,  1881  E.  Third  St., 
Williamsport,  Pa.  ADV.  PG.  628-611. 

VARIAN  ASSOCIATES,  611  Hansen  Way,  Palo  Alto, 
Calif.  AOV.  PG.  160,  161,  112. 

White  Electron  Devices,  Inc.,  Roger,  10  Fourth  Ave., 
Haskell,  N.  J. 


TUBES-Baflool 

AMPERITE  CO.,  INC.,  561  Broadway,  New  York  12. 

N.  Y.  ADV.  PG.  260. 

Clarostat  Mfg.  Co.,  Inc.,  Dover,  N.  H. 

Kip  Electronia  C^.,  28  Holly  Place,  P.  0.  Boa  526, 
Stamford,  Conn. 

Lansdale  Tube  Co.,  Oiv.  of  Philco  Carp.,  Church  Rd., 
Lansdaie,  Pa. 

RED  BANK  DIVISION,  BENDIX  AVIATION  CORP.,  Rt.  IS, 
Eatontown,  N.  J  AOV.  PG.  88 
TUNG-SOL  ELECTRIC,  INC.,  85  Eighth  Ave.,  Newark  4, 
N.  J.  AOV.  PG.  16,  17. 


TUBES— BoMory  CAargwr 

Continental  Electric  Co..  6  N  Michigan  Ave.,  Chicago  2, 
III. 

Gordos  Corp.,  250  Glenwood  Ave.,  Bloomeld,  N.  J. 
National  Electronics,  Inc.,  Geneva,  III. 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York  22, 
N.  V. 

Taylor  Tubes,  Inc.,  6  N  Michigan  Ave.,  Chicago  12,  III. 
TECHNICAL  APPARATUS  BUILDERS,  108  Liberty  St., 
New  York  6,  N.  Y.  AOV.  PG.  511. 


TUBES-Boam  OoBoefiaa 
Sow  TUBES— Coansor  Boaoi 


General  EleeUic  Co.  Ltd.  of  England,  80  Shore  Rd.,  Port 
Washington,  N.  V. 

General  Electrodynamics  Corp.,  4430  Forest  Lane,  Gar- 

HOenks^PWOUCTS,  electronic  tube  OIV,  Inm- 

national  Airport  SUtion,  Lea  Angeies  45,  Caiif.  AOV. 
PG.  105-110.  ,  , 

International  Electronics  Corp.  (Mullard  Equipment),  81 
Spring  St.,  New  York  12,  N.  Y. 

Lansdale  Tube  Co.,  Oiv.  of  Philco  Corp.,  Church  Rd., 
Lansdale,  Pa. 

MACHLETT  UBORATORIES,  INC.,  Springdale,  Conn. 
AOV.  PG.  288. 

MacKay  Research  Labs.,  R.R.  #2,  P.  0.  Box  401, 
McHenry,  III. 

MULLARD  OVERSEAS  LTD.,  Mullard  House,  1  Tw- 
rington  Place,  London,  W.  C.  1,  England.  ADV.  PG. 
148. 

National  Union  Electric  Corp.,  Electronics  Oiv.,  Blooming¬ 
ton,  III. 

National  Video  Corp.,  4300  W.  47th  St.,  Chicago  32, 

RADIO  CORPORATION  OF  AMERICA,  ENGINEERING 
PRODUCTS  OIV.,  Camden,  N.  J.  ADV.  PG.  440,  441, 
Third  A  Fourth  Cavers  A  Preceding  Insert. 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
DIV.,  415  S.  Fifth  St.,  Harrison,  N.  J.  ADV.  PG. 
440,  441,  Third  A  Fourth  Covers  A  Preceding  Insert. 
Raytheon  Mfg.  Co.,  Receiving  Tube  A  Semiconductor  Op¬ 
erations,  55  Chapel  St.,  Newton  58,  Mass. 

State  Labs.,  Inc.,  648  Broadway  Hew  York  12,  N.  Y. 
Strombcrg-Carlson  Oiv.  of  General  Dynamics  Corp.,  1895 
Hancock  St.,  San  Diego  12,  Calif. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  TELEVISION 
PICTURE  TUBE  OIV.,  Seneca  Falls,  H.  V.  AOV.  PG. 
628-611. 

Twentieth  Century  Electronia,  Ltd.,  Centronia  Works, 
King  HenrYs  Drive,  New  Addingtw,  Surrey,  Engiand. 
Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St.,  (kean- 
side,  Calif. 

WATERMAN  PRODUCTS  CO.,  INC.,  2445-63  Emerald  St., 
Philadelphia  25,  Pa.  ADV.  PG.  263. 

Westinghouse  Electric  Corp.,  Electronic  Tube  Div.,  P.  0. 
Box  284,  Elmira  1,  N.  V. 


TUBES— CorhaBo  Roy,  Afaltipio  Coo 

Barker  Sala  Co..  118  S.  Broad  Ave.,  Ridgefield,  N.  J. 

CBS-Hytron  Oiv.,  Columbia  Broadcasting  System,  Inc., 
100  Endicott  St.,  Danvers,  Mass. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield  Ave., 
Clifton,  N.  J. 

Electronic  Tube  Corp.,  1200  E.  Mermaid  Ave.,  Phila¬ 
delphia  18,  Pa. 

Farnsworth  Electronia  Co.,  Div.  of  ITAT,  3700  E. 
Pontiac  St.,  Fort  Wayne  1,  Ind. 

General  Electric  Co.  Ltd.,  of  England,  80  Shore  Rd., 
Port  Washington,  N.  Y. 

General  Electric  Co.,  Cathode  Ray  Tube  Dept.,  Marketing 
Section,  Electronics  Park,  Syracuse,  N.  V. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter¬ 
national  Airport  Station,  Los  Angela  45,  Calif.  AOV. 
PG.  105-110. 

MacKay  Research  Labs.,  R.R.  #2,  P.  0.  Box  401, 
McHenry,  III. 

MULLARD  OVERSEAS  LTD.,  Mullard  House,  Torrington 
Place,  London,  W.  C.  1,  England.  AOV  PG.  148. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden.  N.  J.  ADV.  PG.  440,  441,  Third  A 
Fourth  Coven  A  Preceding  Insert. 

SYLVANIA  ELECTRIC  PRWHII^  INC.,  TELEVISION 
PICTURE  TUBE  OIV.,  Seneca  Falls,  N.  V.  AOV.  PG. 
628-631. 

Twentieth  Century  Electronia,  Ltd.,  Centronia  Works, 
King  HenrYs  Drive,  New  AddingtM,  Surrey,  England. 

Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St.,  Ocean- 
side,  Calif. 

Watinghouse  Electric  Corp.,  Electronic  Tube  Div.,  P.  0. 
Box  284,  Elmira  1,  N.  Y. 


TUBES— Bolomafar 

AEROLUX  LIGHTS  CORP.,  651  Eleventh  Ave.,  New  York 
16,  N.  Y.  ADV.  PG.  588. 

Kip  Electronia  Corp.,  28  Holly  Plaa,  P.  0.  Box  526, 
Stamford,  Conn. 

SPERRY  GYROSCOPE  CO.,  MICROWAVE  ELECTRONICS 
DIV.,  Great  Neck,  N  Y  AOV.  PG  165. 

VICTOrfEEN  INSTRUMENT  CO.,  COMPONENTS  DIV., 
5806  Hough  Ave.,  Cleveland  1,  Ohio.  ADV.  PG.  254. 


TUBES— CofNoBa  Roy,  Inaeramaaf  Use 

Darker  Sala  Co.,  118  S.  Broad  Ave.,  Ridgefield,  N.  J. 

British  ElKtronia  Sala  Co.,  Inc.,  Oakland  Garden  Sta¬ 
tion,  Flushing  64,  N.  V. 

CBS-Hytron,  A  Division  of  Columbia  Broadcasting  Sys¬ 
tem,  Inc.,  100  Endicott  St.,  Danvers,  Mass. 

Cinema-Television  Ltd.,  Wonley  Bridge  Rd.,  London,  S.  E. 
26,  England. 

DuMont  Laboratoria,  Inc.,  Allen  B.,  750  Bloomfield  Ave., 
Clifton,  N.  J. 

Edgtrton,  Germeshausen  A  Grier,  Inc.,  160  Brookline 
Ave.,  Baton,  Mas. 

Eiectronic  Tube  Corp.,  1200  E  Mermaid  Ave.,  Philadelphia 
18,  Pa. 

Farnsworth  Electronia  Co.,  Div.  of  ITAT,  1700  E. 
Pontiac  St.,  Fort  Wajme  1,  Ind. 

FERRANTI  ELECTRIC,  INC.,  10  Rockebeller  Plata,  New 
York  20,  H.  Y.  ADV.  PG.  480. 

General  Elearic  Co.,  Cathode  Ray  Tube  Dept.,  Marketing 
Section,  Electronia  Park,  Syracae,  N.  V. 


TUBES— CofhaBe  Roy,  SfuBia  or  THoofra 

Cinema-Television,  Ltd.,  Wonley  Bridge  Rd.,  London, 
S.  E.  26,  England. 

DuMont  Laboratoria,  Inc.,  Allen  B.,  750  Bloomfield 
Ave.,  Clifton,  N.  J. 

General  Electric  Co.,  Cathode  Ray  Tube  Dept.,  Marketing 
Section,  Electronia  Park,  Syracuse,  N.  V. 

Lansdale  Tube  Co.,  Div.  of  Miko  Corp.,  Church  Rd., 
Lansdale,  Pa. 

MULLARD  OVERSEAS  LTD.,  Mullard  House,  Torrington 
Plan,  London,  W.C.l,  England.  AOV.  PG.  148. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
OIV.,  Camden,  N.  J.  AOV.  PG.  440,  441,  Third  A 
Fourth  Coven  A  Preceding  Insert. 

Twentieth  Century  Electronics  Ltd.,  Centronics  Works, 
King  HenrYs  Drive,  New  Addington,  Survey,  England. 

Westinghouse  Electric  Corp.,  Electronic  Tube  Oiv.,  P.  0. 
284,  Elmira  1,  N.  V. 


TUBES— CaefcoBo  Roy,  Tofaviaraa  Pieforo 

Cinema-Television,  Ltd.,  Wonley  Bridge  Rd.,  London, 
S.  E.  26,  England. 

DuMont  Laboratoria,  Inc.,  Allen  B.,  75B  Bloomfield 
Ave.,  Clifton,  N.  J. 

General  Electric  Co.,  Cathode  Ray  Tube  Dept.,  Market¬ 
ing  Section,  Electronics  Park  Syracuse,  N.  Y. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter¬ 
national  Airport  Station,  La  Angela  45,  Calif. 
AOV.  PG.  105-110. 
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TUBES 


Lansdaie  Tube  Co.,  0)v.  of  Philce  Corp.,  Church  M., 
UnMlalc,  Pa. 

I^ULLARO  OVERSEAS  LTD.,  MuMard  House,  Torrington 
Place,  London,  W.S.l,  England,  ADV.  PG.  148. 
National  Television  Tube,  Inc.,  Route  46,  Saddle  Brook, 
N.  J. 

National  Video  Corp.,  4300  W.  47th  St.,  Chicago  32, 

III. 

PIONEER  ELECTRONICS  CORP.,  2235  South  Carmcllna, 
West  Los  Angles  65,  Calif.  ADV.  PG.  570. 

RADIO  CORP.  OP  AMERICA,  RCA  ELECTRON  TUBE  OIV., 
415  S.  Fifth  St.,  Harrison,  N.  J.  ADV.  PG.  440,  441, 
Third  &  Fourth  Covers  A  Preceding  Insert. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

Rauland  Corp.,  The,  4245  N.  Knos  Ave.,  Chicago  41,  III. 
Resitron  Laboratories,  Inc.,  2908  Nebraska  Ave.,  S«iU 
Monica,  Calif. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  TELEVISION 
PICTURE  TUBE  OIV.,  Seneca  Falls,  N.  Y.  ADV.  PG. 
629,-631. 

Thomas  Electronics,  Inc.,  118  Ninth  St.,  Passaic,  N.  J. 
TUNG-SOL  ELECTRIC  INC.,  95  Eighth  Ave.,  Newark  4, 
N.  J.  AOV.  PG.  16,  17. 

Vega  Electronics  Corp.,  1921  Pontius  Ave.,  Los  Angeles 
25,  Calif. 

Westinghouse  Electric  Corp.,  Electronic  Tube  Oiv.,  P.  0. 
Bo«  284,  Elmira  1,  N.  Y. 


TUBES-Coronric 

American  Radio  Co.,  Inc.,  445  Park  Ave.,  New  York 
22,  N.  Y. 

AMPEREX  ELECTRONIC  CORP.,  230  Duffy  Ave.,  Hlcks- 
ville,  N.  V.  AOV.  PG.  410,  411. 

Edgerton,  Germeshausen  A  Grier,  Inc.,  160  Brookline 
Ave.,  Boston,  Mau. 

EITEL-McCULLOUGN,  INC.,  San  Bruno,  Calif.  ADV. 
PG.  122,  123. 

Engineering  Co.,  The,  27  Wright  St.,  Newark,  N.  J. 
FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza, 
New  York  20,  N  Y.  ADV.  PG.  490. 

GENERAL  ELECTRIC  CO.,  POWER  TUBE  DEPT.,  1 
River  Rd.,  Schenectady  5,  N.  V.  AOV.  PG.  4. 
GENERAL  ELECTRIC  M.,  RECEIVING  TUBE  DEPT., 
316  E.  Ninth  St.,  Owensboro,  Ky.  AOV.  PG.  5. 
MACHLETT  UBORATORIES,  INC.,  Springdale,  Conn. 
AOV.  PG.  298. 

RED  BANK  DIVISION,  BENDIX  AVIATION  CORP.. 

Rt.  35,  Eatontown,  N.  J.  AOV.  PG.  89. 

Resitron  Laboratories,  Inc.,  2908  Nebraska  Ave.,  Santa 
Monica,  Calif. 

SYLVANU  ELECTRIC  PRODUCTS  INC.,  RECEIVING 
TUBE  OIV.,  Emporium,  Pa.  AOV.  PG.  629-631. 
United  Eiectronics  Co.,  42  Spring  St.,  Newark  2,  N.  J. 


TUBES— Cauntor  Baem 

AEROLUX  UGHTS  CORP.,  653  Eleventh  Ave.,  New  York 
36,  N.  V.  AOV.  PG.  589. 

AMPEREX  ELECTRONIC  CORP.,  230  Duffy  Ave.,  Hkks- 
ville,  N.  Y.  AOV.  PG.  410,  411. 

Burroughs  Corp.,  Electronic  Tube  Oiv.,  P.  0.  Box 
1226,  Plainsfield,  N.  J. 

MULLARO  OVERSEAS  LTD.,  Mullard  House,  Torrington 
Place,  London,  W.C.l,  England.  ADV.  PG.  148. 


TUBES— tin  ctraneaeof 

Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgefield,  N.  J. 

FERRANTI  EUCTRIC,  INC.,  30  Rockefeller  Plaza,  New 
York  20,  N.  Y.  AOV.  PG.  490 

GENERAL  ELECTRIC  CO.,  POWER  TUBE  DEPT.,  1 
River  Rd.,  Schenectady  5,  N.  Y.  AOV.  PG.  4. 

International  Electronics  Corp.,  (Mullard  Equipment),  81 
Spring  St.,  New  York  12,  N.  Y. 

MULLARO  OVERSEAS  LTD.,  Mullard  House,  Torrington 
Place,  London,  W.C.l,  England.  AOV.  PG.  148. 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York  22, 
N.  V. 

Raytheon  Mfg.  Co.,  Receiving  Tube  A  Semicanduaor 
Operations,  55  (Chapel  St.,  Newton  58,  Mats. 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  DIV., 
5806  Hough  Ave.,  Cleveland  3,  Ohio.  AOV.  PG.  254. 


TUBES  Balgof  MaaMor 

AMERICAN  TRAOAIR  CORP.,  SUB  OF  EKCO  ELEC¬ 
TRONICS,  LTD.,  34-01  30th  St.,  Long  Island  CNy  6, 
N.  Y.  AOV.  PC.  548. 

AMPEREX  ELECTRONIC  CORP.,  230  Duffy  Ave.,  Hlckt- 
ville,  N.  Y.  AOV.  PG.  410,  411. 

ANTON  ELECTRONIC  LABS.  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N.  Y.  AOV.  PG.  555. 

BAIRO-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  AOV.  PG.  466. 

Cyclotron  Specialties  Co.,  Moraga  8,  Calif. 

El-Tronics,  Inc.,  Suburb^  Station  Bldg.,  Philadelphia, 
Pa. 

Genalex  Oiv.  of  British  Industries  Corp.,  80  Shore  Rd., 
Port  Washington,  N.  V. 

General  Electric  Co.  Ltd.,  of  England,  80  Shore  Rd., 
Port  Washington,  N.  Y. 

Glass  Engineering  Laboratories,  601  O'Neil  Ave.,  Bel¬ 
mont,  Calif. 

International  EIcctronia  Corp.  (Mullard  Equipment),  81 
Spring  St.,  New  York  12,  N.  Y. 

MULLARD  OVERSEAS  LTD.,  Mullard  House,  Torrington 
Place,  London,  W.C.l,  England.  ADV.  PG.  148. 


Nuclear  Development  Lab.,  Box  7034,  Kansas  City,  Mo. 

Nucleonic  Company  of  America,  196  Oegraw  St.,  ^ook- 

Phiiips  Electronics,  Inc.,  750  S.  Fulton  Ave.,  Mt.  Ver¬ 
non,  N.  Y. 

Precision  Radiation  Instruments,  Inc.,  4223  W.  Jeffer¬ 
son  Blvd.,  Lot  Angeles  16,  Calif. 

Radiation  Counter  Laboratories,  Inc.,  5122  W.  Grove  St., 
Skokie,  III. 

Raytheon  Mfg.  Co.,  Receiving  Tube  A  Semiconductor 
Operations,  55  Chapel  St.,  Newton  58,  Mass. 

Tracerlab,  Inc.,  1601  Trapelo  Rd.,  Waltham  54,  Mau. 

Twentieth  Century  Electronics,  Ltd.,  Centronics  Works, 
King  Henry's  Drive,  New  Addington,  Surrey,  England. 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  DIV., 
5806  Hough  Ave.,  Cleveland  3,  Ohio.  AOV.  PG.  254. 

Western  Radiation  Lab.,  1107  W.  24th  St.,  Los  Angeles 
7,  Calif. 

Wood  Counter  Laboratory,  N.,  1525  E.  S3rd  St.,  Chi¬ 
cago  15,  III. 


TUBES— Claw  ar  DIscAargo 

AEROLUX  UGHTS  CORP.,  653  Eleventh  Ave.,  New  York 
36,  N.  Y.  ADV.  PG.  589. 

Amglo  Corp.,  4333  N.  Ravenswood  Ave.,  Chicago  13,  III. 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37  N.  V.  ADV.  PG.  555. 

BAIRO-ATOMiC,  INC.,  33  University  Rd.,  Cambridge  38, 
Mass.  AOV.  PG.  466. 

BOMAC  LABORATORIES,  INC.,  Salem  Rd.,  Beverly, 
Mau.  AOV.  PG.  58,  59 

British  Electronics  Sales  Co.,  Inc;,  Oakland  Garden 
Station,  Flushing  64,  N.  Y. 

Burroughs  Corp.,  Electronic  Tube  Oiv.,  P.  0.  Box  1226, 
Plainfield,  N.  J. 

Cerberus  GambH.,  Bad  Ragaz,  Switzerland. 

CHICAGO  MINATURE  UMP  WORKS,  1500  N.  Ogden 
Ave.,  Chicago  10,  III.  AOV.  PG,.  470. 

Elesta  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragaz, 
Switzerland. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza,  New 
York  20,  N.  Y.  AOV.  PG.  490. 

General  Electric  Co.  Ltd.,  of  England,  80  Shore  Rd., 
Port  Washington,  N.  V. 

Gordos  Corp.,  250  Glenwood  Ave.,  Bloomfield,  N.  J. 

Kemlite  Laboratories,  1819  W.  Grand  Ave.,  Chicago  22,  ‘ 
III. 

Kip  Electronic  Corp.,  29  Holly  Place,  P.  0.  Box  526, 
Stamford,  Conn. 

Lansdaie  Tube  Co.,  Oiv.  of  Phiko  Corp.,  Church  Rd., 
Lansdaie,  Pa. 

MacKay  Research  Labs.,  R.R.  #2,  P.  0.  Box  401, 
McHenry,  III. 

MULLARO  OVERSEAS  LTD.,  Mullard  House,  Torring¬ 
ton  Place,  London,  W.  C.  1,  England.  AOV.  PG.  148. 

National  Union  Electric  Corp.,  Electronics  Oiv.,  Bloom¬ 
ington,  III. 

Radiation  Research  Corp.,  1114  First  Ave.,  New  York 
21,  N.  Y. 

Raytheon  Mfg.  Co.,  Receiving  Tube  A  Semiconductor 
Operations,  55  Chapel  St.,  Newton  58,  Mau. 

RED  BANK  DIVISION,  BENDIX  AVIATION  CORP.,  Rt. 
35,  Eatontown,  N.  J.  ADV.  PG.  89 

Resitron  Laboratories,  Inc.,  2908  Nebraska  Ave.,  Santa 
Monica,  Calif. 

Signalite,  Inc.,  37-41  Neptune  Highway,  Neptune,  N.  J. 

Standard  Telephones  A  Cables  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.  C.  2,  England. 

TUNG-SOL  EUCTRIC,  INC.,  95  Eighth  Ave.,  Newark 
4,  N.  J.  AOV.  PG.  16,  17. 

VICTOREEN  INSTRUMENT  CO.,  COMPONENTS  OIV., 
5806  Hough  Ave.,  CleveUnd  3,  Ohio.  AOV.  PG.  254. 

Westinghouse  Electric  Corp.,  Elertronic  Tube  OW.,  P.  0. 
Box  284,  Elmira,  N.  Y. 

White  Electron  Omices,  Inc.,  Roger,  10  Fourth  Ave., 
Haskell,  N.  J. 


TUBES-Nooriwt  AM 

AMPEREX  ELECTRONIC  CORP.,  230  Duffy  Ave.,  Hiefcs- 
ville,  N.  Y.  ADV.  PG.  410,  411. 

International  Electronics  Corp.,  (Mullard  Equipment),  81 
Spring  St ,  New  York  1^  N.  Y. 

MULLARO  OVERSEAS  LTD.,  Mullard  House,  Torring¬ 
ton  Place,  London,  W.  C.  1,  EngUnd.  ADV.  PG.  148. 

Raytheon  Mfg.  Co.,  Receiving  Tube  A  Semiconductor  Op¬ 
erations,  55  Chapel  St.,  Newton  58,  Mau. 

TUNG-SOL  ELECTRIC  INC.,  95  Eighth  Ave.,  Newark  4, 
N.  J.  ADV.  PG.  16,  17. 


TUBES— Ignleran 

AMPEREX  ELECTRONIC  CORP.,  230  Duffy  Ave.,  Hicks- 
vfllc,  N.  Y.  AOV.  PG.  410,  411. 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden  Sta¬ 
tion,  Flushing  64  N.  Y. 

GENE^  ELECTRic  CO.,  POWER  TUBE  DEPT..  1 
River  Rd.,  Schenectady  5,  N.  Y.  AOV.  PG.  4. 

National  Electronics  Inc.,  Geneva,  III. 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York  22, 
N.  Y. 

RADIO  CORP  OF  AMERICA,  RCA  ELECTRON  TUBE  DIV., 
415  S.  Fifth  St.,  Harrison,  N.  J.  ADV.  PG.  440,  441, 
Third  A  Fourth  Covers  A  Preceding  Insert. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa 

Westinghouse  Electric  Corp.,  Electronic  Tube  Oiv.,  P.  0. 
Box  284,  Elmira  1,  N.  Y. 


1958-1959  LISTINGS  of 


TUBES— Inlintlen 

AEROLUX  LIGHTS  CORP.,  653  Eleventh  Ave.,  New 
York  36,  N.  Y.  AOV.  PG.  589. 

Amglo  Corp.,  4333  N.  Ravenswood  Ave.,  Chicago  13, 
III. 

ANTON  ELECTRONIC  LABS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N.  V.  AOV.  PG.  555. 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden 
Station,  Flushing  64,  N.  Y. 

Central  Electronic  Manufacturers  Inc.,  2  Richwood  Place, 
Denvilic,  N.  J. 

Kip  Electronics  Corp.,  29  Holly  Place,  P.  0.  Box  526, 
Stamford,  Conn. 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York  22, 


N.  Y. 

Philadelphia  Scientific  Glau  Co.,  Quakertown,  Pa. 

RED  bank  DIVISION,  BENDIX  AVIATION  CORP.,  Rt. 

35,  Eatontown,  N.  J.  AOV.  PG.  89. 

Resitron  Laboratories,  Inc.,  2908  Nebraska  Ave.,  Santa 
Monica,  Calif 

SIERRA  ELECTRONIC  CORP.,  3885  Bohannon  Drive, 
Menlo  Park,  Calif.  ADV.  PG.  66,  67 
Tracerlab,  Inc.,  1601  Trapelo  Rd.,  Waltham  54,  Mau. 
Twentieth  Century  Electronia  Ltd.,  Centronics  Works, 
King  Henry's  Drive,  New  Addington,  Surrey,  England 
Veeco  Vacuum  Cbrp.,  86  Denton  Ave.,  New  Hyde  Park, 


N.  V. 


Westinghouse  Electric  Corp.,  Electronic  Tube  Oiv.,  P.  0. 
Box  284,  Elmira  1,  N.  Y. 

White  Electron  Devices,  Inc.,  Roger,  10  Fourth  Ave., 
Haskell,  N.  J. 


TUBES-«fya«fM 

American  Radio  Co.,  Inc.,  445  Park  Ave.,  New  York  22, 
N.  Y. 

AMPEREX  EUCTRONIC  CORP.,  230  Duffy  Ave.,  Hicks- 
ville,  N.  Y.  AOV  PG  410,  411. 

APPLIED  RADIATION  CORP.,  2404  N.  Main  St.,  Wal¬ 
nut  Creek,  Calif.  AOV.  PG.  504. 

BOMAC  LABORATORIES,  INC.,  Salem  Rd.,  Beverly,  Mats. 
ADV.  PG.  58,  59 

OeMORNAY-BONAROI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif  AOV.  PG.  98,  99. 

EITEL-McCULLOUGH,  INC.,  San  Bruno,  Calif.  ADV.  PG. 
122,  123. 

FERRANTI  EUCTRIC,  INC.,  30  Rockefeller  Plaza, 
New  York  20,  N.  Y.  AOV.  PG.  490 

GENERAL  ELECTRIC  CO.,  POWER  TUBE  DEPT.,  1  River 
Rd  ,  Schenectady  5,  N.  V.  AOV.  PG.  4. 

GENERAL  RADIO  C().,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39,  Mass  AOV.  PG.  178,  179 

MULLARD  OVERSEAS  LTD.,  Mullard  House,  Torrington 
Place,  London  W.C.l,  England.  AOV.  PG.  148. 

POLARAD  ELECTRONICS  CO^.,  43-20  J4th  St.,  Long 
Island  City  1,  N.  Y  ADV.  PG.  307.  308. 

RADIO  CORP,  OF  AMERICA,  RCA  ELECTRON  TUBE  DIV., 
415  S.  Fifth  St.,  Harrison,  N.  J.  AOV.  PG.  440,  441, 
Third  6  Fourth  Covers  6  Preceding  Insert 

RAYTHEON  MFG.  CO.,  MICROWAVE  A  POWER  TUBE 
OPERATIONS,  Waltham  54,  Mats.  AOV.  PG  430. 

RED  BANK  DIVISION,  BENDIX  AVIATION  CORP.,  RT. 
35,  Eatontown,  N  J.  ADV.  PG.  89. 

Spwry  Gyroscope  Co.,  Electronic  Tube  Dhr.,  Great  Neck, 
N.  V. 

StMidard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London  W.C.2,  England 

State  Labs.,  Inc.,  649  Broadway,  New  York  12,  N.  Y. 

SYLVANIA  ELKTRIC  PROOUm  INC.,  SpKial  Tube 
Operations  Headquarters,  1891  E.  Third  St.,  Williams¬ 
port,  Pa.  AOV.  PG.  629-631. 

VARIAN  ASSOCIATES,  611  Hansen  Way,  Palo  Alto,  Calif. 
ADV.  PG.  160,  161,  332 


TUBES  MmtmHmm 

American  Radio  Co.,  Inc.,  445  Park  Ave,  New  York  22, 
N.  Y 

AMPEREX  ELECTRONIC  CORP.,  230  Duffy  Ave.,  Hicks- 
ville,  N.  Y  AOV.  PG.  410,  411. 

BOMAC  UBORATORIES,  INC.,  Salem  Rd.,  Beverly, 
Mass.  AOV.  PG  58,  59 

OeMORNAY-BONAROI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98,  99. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza,  New 
York  20,  N.  Y.  AOV.  PG.  490. 

Genalex  Oiv  of  British  Industries  Corp.,  80  Shore  Rd., 
Port  Washington,  N.  V, 

GENERAL  EUCTRIC  CO.,  POWER  TUBE  DEPT,  1  RIvw 
Rd.,  Schenectady  5,  N.  Y.  AOV.  PG.  4. 

General  Electric  Co.,  Ltd.  of  England,  80  Shore  Rd.,  Port 
Washington,  N.  Y. 

International  Electronics  Corp.,  (Mullard  Equipment),  81 
Spring  St.,  New  York  12,  N.  Y. 

Mackay  Research  Labs.,  R.  R.  #2,  P.  0.  Box  401, 
McHenry,  III. 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Mau. 
AOV.  PG.  447. 

MULLARO  OVERSEAS  LTD.,  Mullard  Houu,  Torrington 
Place,  London  W.C.l,  England.  AOV.  PG.  148. 

RADIO  6ciRP.  OF  AMERICA,  RCA  ELECTRON  TUBE  DIV., 
415  S.  Fifth  St ,  Harrison,  N.  J.  ADV.  PG.  440,  441, 
Third  A  Fourth  Covert  A  PrKeding  Insert. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
OIV.,  Camden,  N  J.  AOV  PG.  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

RAYTHEON  MFG.  CO.,  MICROWAVE  A  POWER  TUBE 
OPERATIONS,  Waltham  54,  Mast.  AOV.  PG.  430. 

State  Labs.,  Inc  ,  649  Broadway  New  York  12,  N.  Y. 

SYLVANIA  ELECTRIC  PROMXrrS  INC.,  Special  Tube 
Operations  Headquarters,  1891  E.  Third  St.,  Williams¬ 
port,  Pa.  ADV.  PG.  629-631. 


D-226 


JwM,  I9M- MID-MONTH -ELECTRONICS  BUYERS'  GUIDE 


ELECTRONIC  and  ALLIED 


Weitinghous*  Electric  Corp.,  Electronic  Tube  Ole.,  P.  CU 
Bo«  2B4,  Elmira  1,  N.  Y. 


TUBES-Mierewovo 
TUBES— Microwavo  Baeahrinf 
Saa  MICROWAVE  ACCESSORIES 


TUBES— Minioeara 

American  Radio  Co.,  Inc.,  445  Park  Avt.,  New  York 
22,  N  V 

AMPERCX  ELECTRONIC  CORP.,  250  Duffy  Ave.,  Hlcka- 
ville,  N.  Y.  ADV.  PG.  410,  411. 

CBS-Hytron,  a  Oiviiion  of  Columbia  Broadcatting  Syttem, 
Inc.,  100  Endicott  St.,  Danvers,  Mass. 

CENEML  ELECTRIC  CO.,  RECEIVINC  TUBE  OCPT., 
316  E.  Ninth  St.,  Owensboro,  Ky.  AOV.  PG.  5. 

Intele*  Systems,  Inc.,  22  Thames  St.,  New  York,  N.  V. 

International  Electronics  Corp.,  (Mullard  Equipment),  B1 
Spring  St.,  New  York  12,  N.  Y. 

Kip  Electronics  Corp.,  29  Holly  Place,  P.  0.  Boi  526, 
Stamford  Conn. 

Lansdale  Tube  Co.,  Ole.  of  Phileo  Corp.,  Church  Rd., 
Lansdale,  Pa. 

MULLARO  OVERSEAS  LTD.,  Mullard  House,  Torrlngton 
Place,  London,  W.C.  1,  England.  AOV.  PG.  148. 

National  Union  Electric  Corp.,  Electronics  Ole.,  Bloom¬ 
ington  III. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
OIV.,  Camden,  N  J  ADV.  PG  440,  441,  Third  A 
Fourth  Covert  A  Proctdhif  Insert. 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE  OIV., 
415  S.  Fifth  St.,  Harrison,  N.  J.  AOV.  PG.  440, 
441,  Third  A  Fourth  Covert  A  Preceding  Insert. 

Raytheon  Mfg.  Co.,  Receiving  Tube  A  Semkenductpr 
Operations,  55  Chapel  St  ,  Newton  58,  Matt 

RED  BANK  DIVISION,  BENDIX  AVIATION  CORP.,  Rt. 
35,  Eatontown,  N  J  AOV.  PG.  89 

Rye  Sound  Corop.,  Boi  210,  Mamaroneck,  N.  V. 

Standard  Telephones  A  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.C.  2,  EngUnd. 

State  Labs.,  Inc  ,  649  Broadway,  New  York  12,  N.  Y 

SYLVANIA  ELECTRIC  PROOUCtS  INC.,  RCCCIVtNC 
TUBE  OIV.,  Emporium,  Pa.  AOV.  PG.  629-631. 

Technical  Imsies  Corf.,  750  Main  St ,  Winchester,  Maes. 

Thermoten,  Inc..  361  W  Main  St  ,  Stamford,  Conn. 

TUN6-S0L  ELECTRIC  INC.,  95  Eighth  Ave.,  Newark  4, 
N.  J.  AOV  PG.  16,  17. 

Westinghouse  Electric  Corp.,  Electronic  Tube  Dhr.,  P.  0. 
Boa  284,  Elmira,  N.  Y. 


TUBIB-Nolsa  Saorco 

American  Radio  Co.,  Inc.,  445  Park  Ave.,  New  York  22, 
N.  Y. 

BOMAC  LABORATORIES.  INC.,  Salem  Rd.,  Beverly,  Mast. 
AOV.  PG.  58,  59. 

Central  Electronic  Manufacturers,  Inc.,  2  Rlchwsod 
Place,  Oenville,  N.  J 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza,  New 
York  20,  N.  Y,  AOV.  PG.  490 
INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
COMPONENTS  OIV.,  100  Kingtland  Rd.,  Clifton,  N.  J. 
AOV.  PG.  407. 

Lansdale  Tube  Co.,  Oiv.  of  Phllco  Corp.,  Church  Rd., 
Lansdale,  Pa. 

Nuclear  Corp.  of  America.  400  Park  Ave.,  New  York 
22,  N  Y 

RED  BANK  DIVISION,  BENDIX  AVIATION  CORP.,  Rt. 

25,  Eatontown,  N.  J.  AOV.  PG.  B9. 

Thermoten,  Inc.,  275  Fairfield  Ave.,  Stamferd,  Conn. 
TUNG-SOl  ELECTRIC,  INC.,  95  Eighth  Ave  ,  Newark  4, 
N.  J.  AOV.  PG.  16,  17. 

White  Electron  Devices,  Inc.,  Roger,  10  Fourth  Ave., 
Haskell,  N.  J. 


TUBIB— Numorkwf  A  PeeNlen  fadltaelng 

BAIRD-ATOMIC,  INC.,  33  University  Rd.,  Cambridge  39, 
Mast  AOV.  PG.  466. 

Burroughs  Corp.,  Electronic  TiAe  Oiv.,  P.  0.  Box  1226, 
Plainfield.  N.  J. 


TUBIS-Pbwofwbns 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden  Sta¬ 
tion,  Flushing  64,  N.  Y. 

Cinema-Televition,  Ltd.,  Worsley  Bridge  Rd.,  London, 
S.  E.  26,  Englaiid. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield  Ave., 
Clifton,  N.  J. 

Electron-Radar  Products,  P.  0.  Box  50,  Route  #30, 
North  Aurora,  III. 

Farnsworth  Electronks  Co.,  Oiv.  of  ITAT,  3700  E. 
Pontiac  St.,  Fort  Wayne  1,  Ind. 

General  Electric  Co.  Ltd.,  of  England,  80  Shore  Rd., 
Port  Washington,  N.  Y. 

Gordot  Corp.,  250  Glenwood  Ave.,  Bloomfield,  N.  J. 

Hupp  Electronics  Co.  Oiv.  of  Hupp  Corp.,  753  Circle  Ave., 
Forest  Park,  III. 

International  Electronics  Corp.,  (Mullard  Equipment), 
81  Spring  St.,  New  York  12,  N.  Y. 

MULLARD  OVERSEAS  LTD.,  Mullard  House,  Torrlngton 
Place,  London,  W.C.  1,  England.  ADV.  PG.  148. 

Photo  (.rystals,  Inc.,  15  S.  First  St  ,  Geneva,  III. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PROOUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 


PRODUCTS 


TUBES 


RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE  DIV., 
415  S.  Fifth  St.,  Harrison,  N.  J.  AOV.  PG.  440, 
441,  Third  A  Fourth  Covers  A  Preceding  Insert. 

State  Labs  ,  Inc.,  649  Broadway,  New  York  12,  N.  Y. 
Twentieth  Century  Electronics  Ltd.,  Centronics  Works, 
King  Henry's  Drive,  New  Addington,  Surrey,  England. 
Western  Radiation  Lab.,  1107  W.  24th  St.,  Loe  Angeles 
7,  Calif. 


TUBiS-Phalefwbae,  MoMpUor 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden  Sta¬ 
tion,  Flushing  64,  N.  Y. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 
G.  E.  26,  England. 

DuMont  Latoratories,  Inc.,  Allen  B.,  750  Bloomfield 
Ave.,  Clifton,  N.  J. 

Farnsworth  Electronics  Co.,  Oiv.  of  ITAT,  3700  E. 

Pontiac  St.,  Fort  Wayne  1,  Ind. 

International  Electronics  Corp.,  (Mullard  Equipment)  81 
Spring  St.,  New  York  12.  N.  Y. 

INTERNAHONAL  TELEPHONE  A  TELEGRAPH  CORP.. 
COMPONENTS  DIV.,  100  Kingtland  Rd.,  Clifton, 
N.  J.  AOV.  PG.  407. 

MacKay  Research  Labs.,  R.  R.  #2,  P.  0.  Box  401, 
McHenry,  III. 

MULLARO  OVERSEAS  LTD.,  Mullard  House,  Torrlngton 
Place.  London,  W.C.  1,  England  ADV.  K.  148. 
Precision  Radiation  Instruments,  Inc.,  4223  W.  Jefferson 
Blvd.,  Lot  Angeles  16,  Calif. 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
DIV.,  415  S.  Fifth  St.,  Harrison,  N.  J.  AOV.  PG. 
440,  441,  Third  A  Fourth  Covm  A  Preceding  InMrt. 
Sute  Labs.,  Inc.,  649  Broadway,  New  York  12,  N.  Y. 
Twentieth  Century  Electronics  Ltd.,  Centronics  Works, 
King  Henry's  Drive,  New  Addington,  Surrey,  England. 


TUBBS-PhafwuaNwk 
See  CBIU  PhefwvaNwIc 


TUBiS-PIranf 

British  Electronict  Sales  Co.,  Inc.,  Oakland  Garden 
Station,  Flushing  64,  N.  Y. 

GENERAL  ELECTRIC  CO..  POWER  TUBE  DEPT..  1 
River  Rd.,  Schenectady  5,  N.  Y.  AOV.  PG.  4. 

Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn, 
N.  J. 

Resitron  Laboratories,  Inc.,  2908  Nebraska  Ave.,  Santa 
Monica,  Calif. 

Scientific  Electronic  Labs.,  Inc.,  866  Bergen  St.,  Newark 

8,  N.  J. 

SYlVaNIA  electric  PROOUCTS  INC.,  RECEIVING 
TUBE  OIV^  Enwhirn,  Pa.  ADV.  PG.  629-631. 
SYLVANIA  E^LECTRIC  PROOUCTS  INC.,  Special  Tube 
Operations  Headquarters,  1891  E.  Third  St.,  Williams¬ 
port  Pa.  AOV.  PG.  629-631. 

Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St.,  Ocean- 
side,  Calif. 

Vecce  Vacuum  Corp.,  86  Denton  Ave.,  New  Hyde  Park, 

N  V. 


TUBiS— Pawpr  AmpIMor 

AMPEREX  EUCTRONIC  CORP..  230  Duffy  Ave.,  Hicks- 
ville,  N  V.  AOV.  PG.  410,  411. 

British  ElKtronics  Sales  Ca.,  Inc.,  Oakland  Garden 
Station,  Fhohing  64,  N.  Y. 

CBS-Hytron,  a  Olvlslon  of  Columbia  Broadcasting  System, 
Inc.,  100  Endicott  St.,  Danvers,  Mass. 

Cascade  Research  Oiv.  of  Mongram  Precision  Industries, 
Inc.,  53  Victory  Lane,  Las  Gates,  Calif. 

Continental  Electric  Co.,  6  N.  Michigan  Ave.,  Chicago  2, 
III. 

EITEL-McCULLOUGH,  INC.,  San  Bnmo,  Calif.  AOV.  PG. 
12^  123 

ELECTRONIC  ENTERPRISES,  INC.,  65  7th  Ave ,  Newark 
4.  N.  J.  AOV.  PG.  554 

Genalex  Oiv.  of  British  Industries  Corp.,  80  Shore  Rd., 
Port  Washington,  N.  V. 

General  Electric  Co.,  Ltd.  of  England,  80  Shore  Rd., 
Port  Washington,  N.  V. 

GENERAL  ELECTRIC  CO.,  POWER  TUBE  DEPT.,  1 
River  Rd,  Schenectady  5,  N  Y  ADV  PG.  4 

GENERAL  ELECTRIC  CO.,  RECEIVING  TUBE  DEPT., 
316  E  Ninth  St  ,  Owi-nsboro,  Ky  AOV.  PG  5. 

HUGHES  PROOUm,  ELECTRONIC  TUBE  DIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif.  ADV. 
PG.  105-110. 

International  ElKtronics  Corp.  (Mullard  Equipment),  81 
Spring  St  ,  Hew  York  12,  N  Y. 

INTERNATIONAL  TELEPHONE  A  TELEGRAPH  CORP., 
COMPONENTS  DIV.,  100  Klngsland  Rd.,  Clifton,  N.  J 
ADV  PG  407 

Lansdale  Tube  Co.,  Oiv.  of  Phileo  Corp.,  Church  Rd., 
Lansdale,  Pa 

MACHLETT  LABORATORIES.  INC.,  Springdale,  Conn. 
AOV  PG  298 

MULLARO  OVERSEAS  LTD.,  Mullard  House,  Torrlngton 
Place,  London.  W.  C.  1,  England  AOV.  PG.  148 

National  Union  Electric  Corp.,  Electronics  DIv.,  Bloom¬ 
ington,  III. 

Nuclear  Corp.  of  America,  400  Park  Aw.,  New  York  22, 
N  Y 

Penta  Laboratories,  Inc.,  312  N.  Nopal  St.,  Santa 
Barbara,  Calif. 


PrKision  Electronics,  Inc.,  9101  King  St.,  Franklin 

RAoVo'cORP.  OF  AMERICA,  ENGINEERING  PROOUM 
OIV.,  Camden,  N.  J.  ADV  PG.  440,  441,  Third  A 
Fourth  Covers  A  PrKeding  Insert. 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
OIV.,  415  S.  Fifth  St.,  Harrison,  N.  J.  ADV.  PG 
440,  441,  Third  A  Fourth  Covers  A  PrKeding  Insert. 

RED  ^ANK  DIVISION,  BENDIX  AVIATION  CORP.,  Rt. 
35,  Eatontown,  N.  J.  AOV.  PG.  89. 

Standard  Telephones  A  Cablet,  Ltd.,  Connaught  House,  63 
Aldwych,  London,  W.  C.  2,  England. 

sute  Labs.,  Inc  ,  649  Broadway,  New  York  12  N.^ 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  RECEIVING 
TUBE  OIV.,  Emporium,  Pa.  ADV.  PG.  629-631. 

Taylor  Tubes,  Inc.,  2312  W.  Wabansia  Ave.,  Chicago 
47,  III. 

TUNi;-S0L  ELECTRIC  INC.,  95  Eighth  Aw.,  Newark  5, 
N.  J.  ADV.  PG.  16,  17. 

United  Electronics  Co.,  42  Spring  St.,  Newark  2,  N.  J. 

Westinghouse  Electric  Corp.,  Electronic  Tube  Dhr.,  P.  0. 
Box  284,  Elmira  1,  N.  Y. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Aw.,  Oak 
Park,  III. 


TUBiS-Rwrfiwf  Bowiw 

See  TUBBS— Caunser  Bewwe 


TUBES— RecehriwB 

AMPEREX  ELECTRONIC  CORP.,  230  Duffy  Aw.,  Hlcks- 
ville,  N.  V.  AOV.  PG.  410,  411. 

CBS-Hytron,  a  Division  of  Columbia  Broadcasting  System, 
Inc.,  100  Endicott  St.,  Danvers,  Mast. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  BloomReld 
Aw,  Clifton,  N.  J. 

EITEL-McCUU6uGH,  INC.,  San  Bruno,  CalH.  ADV.  PG. 
122,  123. 

General  Electric  Ca.  Ltd.  of  England,  80  Shore  Rd., 
Port  Washington,  N.  V. 

GENERAL  ELKTRIC  CO.,  RECEIVING  TUBE  DEPT.,  316 
E.  Ninth  St.,  Owensboro,  Ky.  AOV.  PG.  5. 

Intelex  Systems,  Inc.,  22  Tliamcs  St.,  New  York,  N.  Y. 

International  Electronics  Corp.,  (Mullard  Equipment),  B1 
Spring  St.,  New  York  12,  N.  Y. 

Lansdale  Tube  Co.,  Oiv.  of  Phllco  Carp.,  Church  Rd., 
Lansdale,  Pa. 

M.V.M.,  Inc.,  (Telefunken),  48-50  34th  St.,  Long 


Island  City,  N.  Y. 

MULLARO  OVERSEAS  LTD.,  Mullard  House,  Torrlngton 

Place,  London,  W.C.  1,  England.  ADV.  PG.  148.  _ 

RADIO  CORP.  OF  AMERfCA,  ENGINEERING  PROOUCTS 
DIV.,  Camden,  N.  J.  AOV.  PG.  440,  441,  Third  4 


Fourth  Covers  A  PrKeding  Insert. 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
OIV.,  415  S.  Fifth  St.,  Harrison,  N.  J.  ADV.  PG. 
440,  441,  Third  4  Fourth  Covers  4  PrKeding  Insert. 
Raytheon  Mfg.  Co.,  Receiving  Tube  4  Semiconductor 
OpKatlons,  55  Chapel  St.,  Newton  58,  Mass. 

RED  BANK  DIVISION,  BENDIX  AVIATION  CORP.,  Rt. 

35,  Eatontown,  N.  J.  ADV.  PG.  89. 

Standard  Telepho^  4  Cables,  Ltd.,  Connaught  House,  63 
Aldwych,  London,  W.  C.  2,  England. 

State  Labs.,  Inc.,  649  Broadway,  New  York  ^  N.  Y. 
SYLVANU  EUdTRIC  PROOUm  INC.,  RECEIVINC 
TUBE  DIV.,  Envorium,  Pa.  AOV.  PG.  629-631. 
TKhnical  Inwex  C^.,  750  Main  St.,  WinchestK,  Mass 
Telectro  IndustriM  Carp.,  35-16  37tk  St.,  Lang  Island 
City  1,  N.  Y. 

Tlwrmosen,  Inc.,  275  Fairfield  Aw.,  Stamford,  Conn. 
TUNG-SOL  ELECTRIC  INC.,  95  Eighth  Aw.,  Newark  4, 


N.  J.  ADV.  PG.  16,  17. 

Westinghouse  Electric  Corp.,  Electronic  Tube  Dhr.,  P.  0. 
Box  284,  Elmira  1,  N.  V. 


TUBES-RaerMyinf .  Owe  FMfaM  Typo 

AEROLUX  LIGHTS  CORP.,  653  Eleventh  Aw.,  New 
York  36,  H.  Y.  ADV.  PG.  589. 

AMPEREX  ELECTRONIC  CORP.,  230  Duffy  Aw.,  Hicks- 
ville,  N.  V.  AOV.  PG.  410,  411. 

British  Electronics  Sal«  Co.,  Inc.,  Oakland  Garden 
Station,  Flushing  64,  N.  Y. 

Continental  Electric  Co.,  6  N.  Michigan  Aw.,  Chicago 
2,  III. 

EITEL-McCUUOUGH,  INC.,  San  Brtmo,  Calif.  AOV. 
PG.  122,  123 

ELECTRONIC  ENTERPRISES,  INC.,  65  Seventh  Aw., 
Newark  4,  N.  J.  AOV.  PG  554. 

ElKtrons,  Inc.,  127  Sussex  Aw.,  Newark  3,  N.  3. 

General  Electric  Co.  Ltd.  of  England,  80  Shore  Rd., 
Port  Washington  N.  Y. 

GENERAL  ELECTRIC  CO.,  POWER  TUBE  DEPT.,  1 
RivK  Rd.,  Schenectady  5,  N.  Y.  ADV.  PG.  4. 

Gordos  Corp.,  250  Glenwood  Aw.,  Bloomfield,  N.  J. 

International  Electronics  Corp.,  (Mullard  Equipment),  81 
Spring  St.,  New  York  12,  N.  Y. 

INTERNATIONAL  TELEPHONE  4  TELEGRAPH  CORP., 
COMPONENTS  OIV.,  100  Kmgsland  Rd.,  Clifton,  N.  J. 
ADV.  PG.  407. 

Industrial  Tubes,  Inc.,  321  Stevens  St.,  Geneva,  III. 

Kuthe  Laboratories,  Inc.,  730  S.  13th  St.,  Newark  3, 
N.  J. 

Lansdale  Tube  Co.,  Oiv.  of  Phileo  Corp.,  ChuKh  Rd., 
Lansdale,  Pa. 

MACHLETT  UBORATORIES,  INC.,  Springdale,  Conn. 
AOV  PG  298. 
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MULURD  OVERSEAS  LTD.,  Mullanl  Houst,  Torrtngton 
Place,  London,  W.C.  1,  England.  ADV.  PG.  148. 

National  Electronics,  Inc.,  Geneva,  III. 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York 
22,  N.  Y. 

OK  Electronics  Corp.,  7  Hunt  Place,  Nutley,  N.  J. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  fc 
Fourth  Covers  &  Preceding  Insert. 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
DIV.,  415  S.  Fifth  St.,  Harrison,  N.  J.  ADV. 
PG.  440,  441  Third  &  Fourth  Covers  &  Preceding 
Insert. 

Raytheon  Mfg.  Co.,  Receiving  Tube  &  Semiconductor 
Operations,  55  Chapel  St.,  Newton  58,  Mass. 

Resitron  Laboratories,  Inc.,  2908  Nebraska  Ave.,  Santa 
Monica,  Calif. 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.C.  2,  England. 

State  Labs.,  Inc.,  649  Broadway,  New  York  12,  N.  Y. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  SPECIAL  TUBE 
OPERATIONS  HEADQUARTERS,  1891  E.  Third  St., 
Williamsport,  Pa.  ADV.  PG.  629-631. 

Taylor  Tubes,  Inc.,  2312  Wabansia  Ave.,  Chicago  47, 
III. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
New  York  6,  N.  Y.  ADV.  PG.  511. 

TUNG-SOL  ELECTRIC  INC.,  95  Eighth  Avt.,  Newivk 
4,  N.  J.  ADV.  PG.  16,  17. 

United  Electronics  Co.,  42  Spring  St.,  Newark  2,  N.  J. 

Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St., 
Oceanside,  Calif. 

VAN  NORMAN  INDUSTRIES,  ELECTRONICS  DIV.,  186 
Granite  St.,  Manchester,  N.  H.  ADV.  PG.  276,  277. 

Westinghouse  Electric  Corp.,  Electronic  Tube  DIv.,  P.  0. 
Box  284,  Elmira  1,  N.  Y, 


TUBES— RoffMyinv,  Vaewune  Ty^a 

AMPEREX  ELECTRONIC  CORP.,  230  Duffy  Ave.,  Hicks- 
vine,  N.  Y.  ADV.  PG.  410,  411. 

British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden  Sta¬ 
tion,  Flushing  64,  N.  Y. 

CBS-Hytron,  a  Division  of  Columbia  Broadcasting  System, 
Inc.,  100  Endicott  St.,  Danvers,  Mass. 

Cascade  Research  Div.  of  Monogram  Precision  Indust’iet, 
Inc.,  53  Victory  Lane,  Los  Gatos,  Calif. 

Central  Electronic  Manufacturers  Inc.,  2  Rlchwood 
Place,  Denville,  N.  J. 

Comet  Co.,  72,  Waldeggstrasse,  Liebfeld/Beme,  Switzer¬ 
land. 

Continental  Electric  Co.,  6  N.  Michigan  Ave.,  Chicago  2, 
III. 

Dunlee  Corp.,  4560  W.  Congress  St.,  Chicago  24,  III. 

EITEL-McCULLOUGH,  INC.,  San  Grvno,  Calif.  ADV.  PG. 
122,  123. 

ELECTRONIC  ENTERPRISES,  INC.,  65  Seventh  Avt., 
Newark  4,  N.  J.  ADV.  PG.  554. 

General  Electric  Co.  Ltd.  of  England,  80  Short  Rd., 
Port  Washington,  N.  Y. 

GENERAL  ELECTRIC  CO.,  POWER  TUBE  DEPT.,  1  River 
Rd.,  Schenectady  5,  N.  Y.  ADV.  PG.  4. 

GENERAL  ELECTRIC  CO.,  RECEIVING  TUBE  DEPT.. 
316  E.  Ninth  St.,  Owensboro,  Ky.  ADV.  PG.  5. 

Intelex  Systems,  Inc.,  22  Thames  St.,  New  York,  N.  V. 

International  Electronics  Corp.,  (Mullard  Equipment),  81 
Spring  St.,  New  York  12,  N.  V. 

INTERNATIONAL  TELEPHONE  &  TELEGRAPH  CORP., 
COMPONENTS  DIV.,  100  Kingsland  Rd.,  Clifton,  N.  J. 
ADV.  PG.  407. 

Lansdale  Tube  Co.,  Div.  of  Philco  Corp.,  Church  Rd., 
Lansdale.  Pa. 

MACHLETT  UBORATORIES,  INC.,  Springdale,  Conn. 
ADV.  PG.  298 

MULLARD  OVERSEAS  LTD.,  Mullard  House,  Torrington 
Place,  London,  W.  C.  1,  England.  ADV.  PG.  148. 

Nuclear  Carp,  of  Amrica,  400  Park  Ave.,  New  York  22, 
N.  Y. 

OK  Electronics  Corp.,  7  Hunt  Place,  Nutley,  N.  J. 

Penta  Laboratories,  Inc.,  312  N.  Nopal  St.,  Santa 
Barbara,  Calif. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PROD¬ 
UCTS  DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441, 
Third  &  Fourth  Covers  &  Preceding  Insert. 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
DIV.,  415  S.  Fifth  St.,  Harrison,  N.  J.  ADV.  PG. 
440,  441,  Third  &  Fourth  Covers  6  Preceding  Insert. 

Raytheon  Mfg.  Co.,  Receiving  Tube  6  Semiconductor 
Operations,  55  Chapel  St.,  Newton  58,  Mass. 

RED  BANK  DIVISION,  BENDIX  AVIATION  CORP.,  Rt. 
25,  Eatontown,  N.  J.  ADV.  PG.  89. 

Resitron  Laboratories,  Inc.,  2908  Nebraska  Ave.,  Santa 
Monica,  Calif. 

Standard  Telephones  &  Cables,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.C.  2,  England. 

State  Labs.,  Inc.,  649  Broadway,  New  York  12,  N.  Y. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  RECEIVING 
TUBE  DIV.,  Emporium,  Pa.  ADV.  PG.  629-631. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  SPECIAL  TUBE 
OPERATIONS  HEADQUARTERS,  1891  E.  Third  St., 
Williamsport,  Pa.  ADV.  PG.  629-631. 

Taylor  Tubes,  Inc.,  2312  W.  Wabansia  Ave.,  Chicago 
47,  III. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St., 
He*  York  6,  N.  Y.  ADV.  PG.  511. 

Thermosen,  Inc.,  361  W.  Main  St.,  Stamford,  Conn. 

TUNG-SOL  ELECTRIC  INC.,  95  Eighth  Ave.,  Newark  4, 
N.  J.  ADV.  PG.  16,  17. 

United  Electronics  Co.,  42  Spring  St.,  Newark  2,  N.  J. 

Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St., 
Oceanside,  Calif. 


Westinghouse  Electric  Corp.,  ElectfUItO  Tubg  DIVd  p.  0. 
Box  284,  Elmira  1,  N.  Y.  ' 


TUBES-Sfrobo 

Son  IIOHTS— Sfrehoicopic  Sdwre* 


TUBES-Slora«o 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV..  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif.  ADV. 
PG.  105-110. 

INTERNATIONAL  TELEPHONE  G  TELEGRAPH  CORP., 
COMPONENTS  DIV.,  100  Kingsland  Rd.,  Clifton, 
N.  J.  ADV.  PG.  407 

RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE  DIV., 
415  S.  Fifth  St.,  Harrison,  N.  J.  ADV.  PG.  440,  441, 
Third  &  Fourth  Covers  6  Preceding  Insert. 

RAYTHEON  MFG.,  CO.,  MICROWAVE  G  POWER  TUBE 
OPERATIONS,  Waltham  54,  Mass.  ADV.  PG.  430. 


TUBES-ToIovMm 

Son  TUBES— CwiIm^  Ray,  TotaviaUn  PicMr* 


TUBES-TofovMM  CsiiMrw  Pickax 

Diamond  Power  Speciality  Corg.r  Lancaster,  Ohio. 
GENERAL  ELECTRIC  CO.,  POWER  TUBE  DEPT^  1 
River  Rd.,  Schenectady  5,  N.  Y.  ADV.  PG.  4. 

General  Electrodynamics  Corp.,  4430  Forest  Lane,  Gar- 
lAod  Tens. 

MACHLETT  LABORATORIES,  INC.,  Springdale,  Conn. 
ADV.  PG.  298. 

JUOIO  CORP.  OF  AMERICA,  ENGINEERING  PROD- 
,  UCTS  DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third 
V  6  Fourth  Covers  G  Preceding  Insert. 

%kDI0  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
DIV.,  415  S.  Fifth  St.,  Harrison,  N.  J.  ADV.  PG. 
440,  441,  Third  G  Fourth  Covers  G  Preceding  Insert. 
Resitron  Laboratories,  Inc.,  2908  Nebraska  Ave.,  Santa 
Monica,  Calif. 

State  Labs.,  Inc.,  649  Broadway;  New  York  12,  N.  Y. 
Westingthouse  Electric  Corp.,  Electronic  Tube  Div.,  P.  0. 
Box  284,  Elmira  1,  N.  Y. 


TUBES-TalevWaa  PrafacMaa  (fm 
Homm  §mtor»aimm»ml) 

General  Electric  Co.,  Cathode  Ray  Tube  Dept.,  Market¬ 
ing  Section,  Electronia  Park,  Syracuse,  N.  Y. 

General  Electrodynamics  Corp.,  4430  Forest  Lane, 
Garland,  Texas. 

International  Electronics  Corp.,  (Mullard  Equlpneent),  81 
Spring  St.,  Hew  York  12,  N.  Y. 

MULLARD  OVERSEAS  LTD.,  Mullard  House,  Torrington 
Place,  London,  W.  C.  1,  England.  ADV.  PG.  148. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PROD¬ 
UCTS  DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441, 
Third  G  Fourth  Covm  G  Preceding  Insert. 

State  Labs.,  Inc.,  649  Broadway,  New  York  12,  N.  Y. 


TUBES-Tbyrafraa 

AEROLUX  LIGHTS  CORP.,  653  Eleventh  Ave.,  New 
York  36,  H.  Y.  ADV.  PG.  589. 

AMPEREX  ELECTRONIC  CORP.,  230  Duffy  Ave.,  Hkto- 
vine,  N.  V.  ADV.  PG.  410,  411. 

British  Electronics  Sales  Co.,  Inc.,  Oakiwd  Garden  Sta¬ 
tion,  Flushing  64,  N.  Y. 

Continental  Electric  Co.,  6  N.  Michigan  Ave.,  Chicago 
2,  III. 

DuMont  Laboratories,  Inc.,  Allen  B.,  750  Bloomfield 
Aves.,  Clifton,  N.  J.  ' 

Edgerton,  Germeshausen  G  Grier,  Inc.,  160  Brookline 
Ave.,  Boston,  Mass. 

EITEL-McCUUOUGH,  INC.,  San  Bruno  Calif.  ADV.  PG. 
122,  123. 

ELECTRONIC  ENTERPRISES,  INC.,  65  Seventh  Ave., 
Newark  4,  N.  J.  ADV.  PG.  554. 

Electrons,  Inc.,  127  Sussex  Ave.,  Newark  3,  N.  J. 

Genalex  Dhr.  of  British  Industries  Corp.,  80  Shore  Rd., 
Port  Washington,  N.  V. 

General  Electric  Co.,  Ltd.,  of  England,^  80  Shore  Rd., 
Port  Washington,  N.  V. 

GENERAL  ELECTRIC  CO.,  POWER  TUBE  DEPT.,  1  River 
Rd.,  SchenecUdy  5,  N.  Y.  ADV  PG.  4. 

GENEkAL  ELECTRIC  CO.,  RECEIVING  TUBE  DEPT., 
316  E.  Ninth  St.,  Owensboro,  Ky.  ADV.  PG.  5. 

Industrial  Electronia  Controls  Co.,  2271  E.  14th  St., 
Brooklyn  29,  N.  Y. 

Industrial  Tuba,  Inc.,  321  Stevens  St.,  Geneva,  III. 

KIP  Electronia  Corp.,  29  Holly  Place,  P.  0.  Box  526, 
Stamford,  Conn. 

Kuthe  Laboratia,  Inc.,  730  S.  13th  St.,  Newark,  3,  N.  J. 

Lansdale  Tube  Co.,  Div.  of  Philco  Corp.,  Church  Rd., 
Lansdale,  Pa. 

MacKay  Research  Labs.,  R.  R.  #2,  P.  0.  Box  401, 
McHenry,  III. 

MULLARD  OVERSEAS  LTD.,  Mullard  House,  Torrington 
Place,  London,  W.  C.  1,  England.  ADV.  PG.  148. 

National  Electronia,  Inc.,  Geneva,  III. 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York  22, 
N.  Y. 

Penta  Laboratorla,  Inc.,  312  N.  Nopal  St.,  Santa 
Barbara,  CaHf. 

RADIO  CORP.  OF  AMERICA.  ENGINEERING  PROD¬ 
UCTS  DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third 
G  Fourth  Coven  G  Preceding  Insert. 


RADIO  CORP.  OF  AMERICA,  RCA  ELECTRON  TUBE 
DIV.,  415  S.  Fifth  St.,  Harrison,  N.  J.  ADV.  PG.  440, 
441,  Third  G  Fourth  Covers  G  Preceding  Insert. 

Raytheon  Mfg.  Co.,  Receiving  Tube  G  Semiconductor 
Operations,  55  Chapel  St.,  Newton  58,  Mass. 

RED  BANK  DIVISION,  BENDIX  AVIATION  CORP., 
Rt.  25,  Eatontown,  N.  J.  ADV.  PG.  89. 

Standard  Telephona  G  (Ubin,  Ltd.,  Connaught  House, 
63  Aldwych,  London,  W.  C.  2,  England. 

State  Labs.,  Inc.,  649  Broadway,  New  York  12,  N.  Y. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  RECEIVING 
TUBE  DIV.,  Envorium,  Pa.  ADV.  PG.  629-631. 

Taylor  Tuba,  Inc.,  2312  Wabansia  Ave.,  Oicago  47. 
III. 

Technical  Impex  Corp.,  750  Main  St.,  WInchater, 
Mass. 

TUNG-SOL  ELECTRIC  INC.,  95  Eighth  Ave.,  Newark  4, 
N.  J.  ADV.  PG.  16,  17. 

United  Electronics  Co.,  42  Spring  St.,  Newark  2,  N.  J. 

Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St.,  Ocean- 
side,  Calif. 

Watinghouse  Electric  Carp.,  Electronic  Tuba  Dhr.,  P.  0. 
Box  284,  Elmira  1,  N.  Y. 


TUBIS-TR,  Pro  TR  G  Anrf  TR 
BOMAC  UBORATORIES,  INC.,  Salem  Rd.,  Beverly,  Mau. 
ADV.  PG.  58,  59. 

Central  Electronic  Manufacturea  Inc.,  2  Rlchwood  Place, 
Denville,  N.  J. 

FERRANTI  ELECTRIC,  INC.,  30  Rockefeller  Plaza,  New 
York  20,  N.  V  ADV.  PG.  490. 

MICROWAVE  ASSOCIATES,  INC.,  Burlington,  Man. 
ADV.  PG.  447. 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York  22, 
N.  Y. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  SPECIAL  TUBE 
OPERAnONS  HEADQUARTERS,  1891  E.  Third  St., 
Williamsport,  Pa.  ADV.  PG.  629-631. 

Westinghouse  Electric  Corp.,  Electronic  Tube  Div.,  P.  0. 
Box  284,  Elmira  1,  N.  Y. 

White  Electron  Devica,  Inc.,  Roger,  10  Fourth  Ave., 
Haskell,  N.  J. 


TUBES— TrwvoDwB  Wovo  fAmpHfylwf  Typo) 

American  Radio  Co.,  Inc.,  445  Park  Ave.,  New  York 

22,  N  Y. 

BOMAC  UBORATORIES,  INC.,  Salem  Rd.,  Beverly,  Mats. 

ADV.  PG.  58,  59. 

EITEL-McCULLOUGH,  INC.,  San  Bruno,  Calif.  ADV. 
PG.  122,  123. 

Geltler  Laboratorla,  a  Sub.  of  Wave/Partlcle  Corp.,  P.  0. 
Box  252,  Menlo  Park,  Calif. 

General  Electric  Co.,  Ltd.,  of  England,  80  Shore  Rd., 
Port  Washington,  N.  Y. 

GENERAL  ELECTRIC  CO.,  POWER  TUBE  DEPT.,  1  River 
Rd  ,  Schenectady  5,  N  Y.  ADV.  PG.  4. 

HUGGINS  UBORATORIES,  711  Hamilton  Ave.,  Menlo 
Park,  Calif.  ADV.  PG  444,  445 
HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter¬ 
national  Airport  Station,  La  Angela  45,  Calif. 
ADV  PG  105-110 

INTERNATIONAL  TELEPHONE  G  TELEGRAPH  CORP., 
COMPONENTS  DIV.,  100  Kingsland  Rd.,  Clifton,  N.  J. 
ADV.  PG.  407. 

MARCONI  INSTRUMENTS,  111  Cedar  Lane,  Englewood, 
N.  J  ADV.  PG.  316. 

MULURD  OVERSUS  LTD.,  Mullard  House,  Torrington 
Place,  London,  W.  C.  1,  England  ADV.  PG  148. 
RADIO  CORP.  OF  AMERICA.  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG  440,  441,  Third  G 
Fourth  Covta  G  Preceding  Insert 
RADIO  CORP.  OF  AMERIU,  RCA  ELECTRON  TUBE  OlV., 
415  S.  Fifth  St.,  Harrison,  N  J.  ADV.  PG.  440, 
441,  Third  G  Foi^h  Cavea  G  Preceding  Insert. 
RAVTiiEON  MFG.  CO.,  MICROWAVE  G  POWER  TUBE 
OPERATIONS,  Waltham  54,  Mas  ,  ADV  PG  430. 
RED  BANK  DIVISION,  BENDIX  AVIATION  CORP.,  Rt. 

25,  Eatontown,  N.  J.  ADV.  PG.  89. 

Sperry  Gyroscope  Co.,  Elertronk  Tube  Div.,  Great  Neck, 
N.  V. 

Standard  Telephona  G  Cables,  Ltd.,  Connaught  House. 

63  Aldwych,  London,  W.  C.  2,  England. 

State  Labs.,  Inc.,  649  Broadway,  New  York  12,  N.  Y 
SLYVANIA  ELECTRIC  PRODUCTS  INC.,  SPECIAL  TUBE 
OPERATIONS  HEADQUARTERS,  1891  E.  Third  St., 
Williamsport,  Pa.  ADV.  PG  629-631. 

VARIAN  ASSOCIATES,  611  Hansen  Way,  Pals  AHs,  Calif. 
ADV.  PG.  160,  161,  332. 

Watinghouse  Electric  Corp.,  Electronic  Tube  Div.,  P.  0. 
Box  284,  Elmira  1,  N.  V. 

White  Electron  Devica,  Inc.,  Roger,  10  Fourth  Ave., 
Haskell,  N.  J. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III. 


TUBES- VWwge  Rofarbneo  or  Ravvlwfiwg 

AEROLUX  LIGHTS  CORP.,  653  Eighth  Ave.,  New  York 
36,  H.  Y  ADV.  PG.  589. 

AMPEREX  ELECTRONIC  CORP.,  230  Duffy  Ave.,  Hlcks- 
vllle,  N  Y  ADV.  PG.  410,  411. 

ANTON  ELECTRONIC  UBS.,  INC.,  1226  Flushing  Ave., 
Brooklyn  37,  N.  V.  ADV.  PG.  555 

British  Electronics  Sala  Co.,  Inc.,  Oakland  Garden  Sta¬ 
tion,  Flushing  64,  N.  Y. 

Cerberus  GmbH.,  Bad  Ragaz,  Switzerland. 

Elata  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragaz, 
Switzerland. 
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TUBlNe 


aECTRONIC  and  ALLIED 


Gtrifral  Eltctric  Co.  Ltd.,  el  England,  SO  Short  Rd.,  Port 
Washington,  N.  V, 

Inttrnational  Eltctronia  Corp.,  IMullard  Equlpmtnt),  81 
Spring  St.,  New  Vorh  12,  N.  V. 

Lansdalt  Tupt  Co.,  Dh).  of  Phiko  Corp.,  Church  Rd., 
Lansdalt,  Pa 

MULLARD  OVERSEAS  LTD.,  Mullard  Houst,  Torrington 
Plact,  London,  W.  C.  1,  England.  ADV.  PG.  148. 
National  Union  Ekctrk  Co^.,  Eltctronics  Di«.,  Bloom¬ 
ington,  III. 

Nuckar  Corp.  of  America,  400  Park  A«t.,  Ntw  York 
22,  N.  V. 

OK  Eltctronic  Corp  7  Hunt  PI.,  Nutley,  N.  J. 

RADIO  CORP.  OP  AMERICA,  RCA  ELECTRON  TUBE  OlV.. 
41S  S.  Fifth  St.,  Harrison,  N.  J.  ADV.  PG.  440, 
441,  Third  A  Fourth  Coytrs  A  Prtcading  Insert. 
Rajrtheon  Mfg.  Co.,  Receiving  Tube  A  Semiconductor 
Operations,  ii  Chapel  St.,  Newton  S8,  Mass. 

RED  BANK  DIVISION,  BENOIX  AVIATi6n  CORP..  Rt. 

25,  Eatontown,  N.  J.  ADV.  PC.  88. 

State  Labs..  Inc^  649  Broadway,  New  York  12,  N.  Y. 
SUPERIOR  Electric  CO.,  SJ  Laurel  St.,  BrltUI,  Cann. 

ADV.  PG  180-184. 

SYIVANIA  ELECTRIC  PRODUCTS  INC.,  SPECIAL  TUBE 
OPERAHONS  HEADQUARTERS.  1891  E.  Third  St., 
WilllMnsport,  Pa.  ADV.  PG.  679  631. 

Thtrmosen,  Inc  ,  275  Fairfield  Ave.,  Stamford.  Conn. 
TUNC-SOL  ELECTRIC  INC.,  95  Eighth  Ave.,  Newark  4, 
N  J  ADV  PG.  16.  17. 

VICTOREEN  INSTRUMENT  CO.,  Components  Div.,  5806 
Hough  Ave.,  Cleveland  3,  Ohio.  ADV.  PG.  254. 
Westingfwute  Electrk  Carp.,  Electrenk  Tube  Div.,  P.  0. 
Bov  284,  Elmira  1,  N.  Y. 


TUBBS-X-Rpy 

AMPEREX  ELECTRONIC  CORP..  230  Duffy  Ave.,  Hicks- 
vllle,  N  Y.  ADV.  PG.  410.  411. 

BRACKE-SEIB  X-RAY  CO.,  INC.,  16  Pelham  Bay,  Park 
West,  Pelham  Manor,  N.  Y.  ADV.  PG.  498. 

Comet  Co.,  72,  WaldegUtrasse,  Liebf eld/ Berne,  Switier- 
land. 

Diinlee  Corp.,  4560  W.  Congress  St.,  Chicago  24,  III. 

Kemlite  Laboratories,  1819  W.  Grand  Ave.,  Chicago  22, 
III 

MACHLETT  LABORATORIES,  INC.,  Springdale,  Conn. 
ADV.  PG.  298. 

MacKay  Research  Labs.,  R.  R.  #2,  P.  0.  Boa  401, 
McHenry,  III 

MULLARD  OVERSEAS  LTD.,  Mullard  House,  Torrington 
Plact,  London,  W.  C.  1,  England  ADV.  PG.  148. 

Philips  electronics,  Inc.,  750  S.  Fulton  Ave.,  Mt.  Vernon, 
N  V. 

Picker  X-Ray  Corp.,  25  S.  Broadway.  White  Plains,  N.  V. 

Resitron  Lavatories,  Inc.,  2908  Nebraska  Ave.,  Santa 
Monica,  CalH 

Triplett  A  Barton,  Inc.,  831  N.  Lake  St.,  P.  0.  Boa 
3128,  Burbank,  Calif. 


TUBmO-AlwaHawas 

Aluminum  Co.,  of  America,  1911  Alcoa  Bldg.,  Pittsburgh 
19,  Pa. 

Amatom  Electrenk  Hardware  Co.,  Inc.,  88  Drake  Ave., 
New  Rochelle,  N.  Y. 

American  Brass  Ca.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

Arrowhead  Products,  2300  Curry  St.,  Long  Beach  5, 
Calif. 

Channel  Matter  Co.,  Ellenville,  N.  Y 

Impact  Eatnialon  Products,  Inc.,  39  Powderhoute  Rd., 
Roslyn  Heights,  N.  Y. 

Olln  Mathieson  Chemical  Corp.,  460  Park  Ave.,  New 
York  22,  N.  Y. 

Precision  Tube  Co.,  Inc.,  North  Wales.  Pa. 

Revert  Cooper  A  Brats,  Inc.,  230  Park  Ave.,  New  York 
17,  N.  Y. 

Reynolds  Metals  Co.,  2500  S.  Third  St.,  Loultvllle  1,  Ky. 

Rymon  A  Son,  Inc.,  J.  T.,  2558  W.  16th  St.,  Chicago 
16,  III. 

South  River  Metal  Products  Co.,  377-379  Turnpike,  South 
River,  N.  J. 

Standard  Metals  Carp.,  Broad  A  Whiting  St.,  North  At¬ 
tleboro,  Mau 

UNIFORM  TUBES,  Level  Rd.,  Collegtville  2,  Pa.  ADV. 
PG.  525. 

United  Wire  A  Supply  Carp.,  Providence  7,  R.  I. 

Video  Industries  Co.,  242  Madison  Ave.,  Port  Chester, 
N.  V. 

Washington  Aluminum  Co.,  Inc.,  Penna.  RR  A  Knecht 
Ave.,  Baltimore  29,  Md. 

Zippertubing  Co.,  The,  752  S.  San  Pedro,  Lot  Angeles, 
Calif. 


TtIBIS— Brwoa  or  Coppor 

Allied  Research  A  Engineering  Dhr.,  Allied  Record  Mfg. 
Co.,  6916  Santa  Monica  Blvd.,  Hollywood  38,  Calif. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  ADV.  PG.  65 

Amatom  Electronic  Hardware  Co.,  Inc.,  88  Drake  Ave., 
New  Rochelle,  N.  Y. 

American  Brau  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa 

Bridgeport  Brats  Co.,  30  Grand  St.,  Bridgeport,  Conn. 

Chase  Brats  A  Copper  Co.,  Inc.,  236  Grand  St.,  Water¬ 
bury  20,  Conn. 

LEACH  A  GARNER  CO.,  Attleboro,  Matt  ADV.  PG.  275. 

PrKition  Tube  Co.,  Inc.,  North  Wales,  Pa. 

Revere  Copper  A  Brats,  Inc.,  230  Park  Ave.,  New  Vorh 
17,  N.  V. 


PRODUCTS 


Schutter  Co.,  Carl  W.,  80  E.  Montauk  Pkwy.,  Linden¬ 
hurst,  N.  V. 

Standard  Metals  Corp.,  Broad  A  Whiting  St.,  North 
Attleboro,  Mass. 

UNIFORM  TUBES,  Level  Rd.,  Collegeville  2,  Pa.  ADV. 
PG.  525. 

United  Wire  A  Supply  Corp.,  Providence  7,  R.  I. 


TUBINO-CoreHMC 

AMERICAN  FELOMUEHLE  CORP.,  11  W.  42nd  St.,  New 
York  36,  N.  Y.  ADV.  PG.  504 
AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd.  A  Manufacturers  R.,  Chattanooga  5,  Tenn.  ADV. 
PG.  237. 

Bristol  Co.,  The.  P.  0.  Box  1790  EB6,  Waterbury  20, 

Conn. 

CARBORUNDUM  CO.,  THE,  LATROBE  PUNT,  Latrobe, 
Pa  ADV.  PG  72,  73. 

CENTRAUB  DIV.,  ^LOBE-UNION,  INC.,  914Y  E.  Keefe 
Ave.,  Milwaukee  1,  Wit.  ADV.  PG.  422. 

Ceramet  Corp  .  475  W.  216th  St.,  New  York  34,  N.  V. 
COORS  PORCEUIN  CO.,  600  Ninth  St.,  Golden,  Colo. 
ADV.  PG.  310,  311. 

Diamonite  Products  Mfg.  Co.,  Div.  of  U.  S.  Ceramic 
Tile  Co.,  1232  Cleveland  Ave.,  N.W.,  Canton,  Ohio. 
Du-Co  Ceramics  Co.,  Box  587,  Butler  8,  Pa. 

Electrical  Refractaries  Co.,  50  Clark  St.,  East  Palestine, 
Ohio. 

ERIE  RESISTOR  COUP.,  Erie  6,  Pa.  AOV.  PG.  140,  141. 
Frenchtown  Porcelain  Co.,  Frenchtown,  N.  J. 

Isolantite  Manufacturing  Carp.,  Stirling,  N.  J. 

Kirchberger  A  Co.,  Inc.,  M.,  248  Humphrey  St.,  Engle¬ 
wood.  N.  J. 

UPP  INSUUTOR  CO.,  INC.,  RADIO  SPECIALTIES  DIV., 
31  Gilbert  St.,  Le  Roy.  N  V.  AOV.  PG.  112,  113. 
Louthan  Nlfg.  Ca.,  East  Liverpool,  Ohio. 

Maryland  Lava  Co.,  Ceramk  Dept.,  Dept.  C,  Bel  Air,  Md. 
Mica  Fabricating  Co.,  53  Central  Ave.,  Rochelle  Park, 
N.  J. 

Mitranics,  Inc.,  1290  Central  Ave.,  Hillside,  N.  J. 

Norton  Co.,  Worcester  6,  Mast 
Porcelain  Products,  Inc.,  Findlay,  Ohio. 

RAYTHEON  MFG.  CO.,  CERAMIC  SALES  DEPT.,  Foun¬ 
dry  Ave.,  Waltham  54,  Mass.  AOV.  PG.  431. 

Steward  Mfg.  Co.,  D.  M.,  3600  Jerrome  Ave.,  Chat¬ 
tanooga  1,  Tenn. 

SUPERIOR  STEATITE  A  CERAMIC  CORP.,  83-91  W. 

Forest  Ave,  Fngirwood,  N.  J.  AOV  PG.  536. 
TECHNICAL  CERAMIC  A  UVA  CORP.,  85  Fifth  Ave., 
Paterson.  N  J.  AOV.  PG.  588. 

THOR  CERAMICS  INC.,  225  Belleville  Ave.,  BleomBeld, 
N.  J.  AOV.  PG.  538. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 

United  Mineral  A  Chemical  Carp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 


TUBIWO  FwArk 

Allied  Plastks  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

Arrowhead  Products,  2300  Curry  St.,  Lang  Beach  5, 
Calif 

BENTLEY-HARRIS  MFC.  CO.,  Conshohocken  13,  Pa. 
ADV.  PG.  464. 

Brand  A  Co.,  Inc.,  William,  41  North  St.,  Wlllimantic, 
Coon. 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Del.  ADV  PG.  373-376. 

Oielectrk  Materials  Co.,  5315-17  N.  Ravenswood  Ave., 
Chicago  40,  III. 

ELECTRICAL  INSUUTION  CO.,  INC.,  1245  Marconi 
Blvd.,  Copiague,  N.  Y.  ADV  PG  584. 

General  Electric  Co.,  Laminated  Products  Dept.,  Coshocton, 

Ohio. 

HITEMP  WIRES.  INC.,  1200  Shames  Drive,  Westbury, 
N.  Y.  ADV.  PG  243 

Irvington  Div.  of  Minnesota  Mining  A  Mfg.  Co.,  6 
Argyle  Terrace  Irvington  6,  N.  J. 

MARKEL  a  sons,  L.  funk.  School  House  Lane,  Norris¬ 
town,  Pa.  ADV.  PG  452. 

National  Electric  Coil  Co  ^  Columbus  16,  Ohio. 
NATIONAL  VULCANIZED  HBRE  CO.,  Box  311,  Wllmlng- 
ton,  Del.  ADV.  PG.  360. 

Stevens  Products,  Inc.,  86-88  Main  St.,  East  Orange, 
N.  J. 

Zippertubing  Co.,  The,  752  S.  San  Pedro,  Lot  Angeles, 
Calif. 


TUBINO-FtAra 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  Y. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  ADV  PG.  65. 

Amatom  Electronic  Hardware  Co.,  Inc.,  88  Drake  Ave., 
Raflwll#  III  Y 

Auburn  Mfg.  Co.,  The^  Pease  Ave.  A  Stack  St.,  Middle- 
town,  Conn. 

Brand  A  Co.,  Inc.,  William,  41  North  St.,  Wlllimantic, 

Conn 

CLEVEUND  CONTAINER  CO.,  THE,  6201  Barberton 
Ave.,  Cleveland  2,  Ohio.  ADV  PG.  398. 

Comco  Plastics,  Inc,  97-24  Albert  Rd.,  Ozone  Park,  N.  V. 
CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaworr  AOV.  PG.  373-376. 

ELECTRICAL  INSUUTION  CO.,  INC.,  1245  Marconi 
Blvd ,  Copiague,  N.  V.  AOV.  PG.  584. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  Y. 


Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 

Irvington  Div.  of  Minnesota  Mining  A  Mfg.  Co.,  6 
Argyle  Terrace,  Irvington  6,  N.  J. 

Mica  Fabricating  Co.,  53  Central  Ave.,  Rochelle  Park, 
N.  J. 

Murray  Plastics  Co.,  River  Rd.,  New  Hamburg,  N.  Y. 

Niemand  Brothers,  Inc.,  37-03  3Sth  Ave.,  Long  City  1, 
N.  Y. 

PAUMONT  PAPER  TUBE  CORP.,  614  Lafayette  St., 
Fort  Wayne,  Ind.  AOV.  PG.  484. 

Permonite  Mfg.  Co.,  444  N.  Lake  Share  Dr.,  Chicago  11, 
III. 

PRECISION  PAPER  TUBE  CO.,  2035  W.  Charleston  St., 
Chicago  47,  III.  AOV.  PG.  188. 

Spaulding  Filwe  Co.,  Inc.,  310  Wheeler  St.,  Tonawanda, 
N.  V. 

Wilmington  Fibre  Specialty  Co.,  New  Castlo  6,  Del. 

Zippertubing  Co.,  The,  752  S.  San  Pedro,  Las  Angeles, 
Calif. 


rUBINO-FlaxIAfa  AloeW 

Allied  Plastics  Supply  Carp.,  75  Cliff  St.,  New  York 

38,  N.  Y. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  AOV.  PG.  65. 

American  Brass  Co.,  414  Meadow  SL,  Waterbury  20, 
Conn. 

Arrowhead  Products,  2300  Curry  St.,  Long  Beach  5, 
Calif. 

Breeze  Corps.,  Inc.,  700  Liberty  Ave.,  Union,  N.  J. 
Flexaust  Co.,  The,  100  Park  Ave.,  New  York  17,  N.  Y. 
Flexonks  Corp  1315  S.  Third  Ave.,  Maywood.  HI. 
STEWART  CORP.,  F.  W.  4311  Ravenswood  Ave.,  Chi¬ 
cago  13,  III.  AOV.  PG.  460. 

TELERAD  MFG.  CORP.,  1440  Broadway.  New  York  IB, 
N.  V.  ADV.  PG.  343,  344. 

Trent  Tube  Co.,  Enst  Troth  Vfl*. 

Zippertubing  Co.,  The,  752  S.  San  Pedro,  Lot  Angeles. 
Calif. 


TUBINO-FuaeM  Ouwrfx 

BUCK8URN,  INC.,  P.  W.,  67  Main  St.,  Dabbs  Feny. 
N.  V.  ADV.  PG.  492. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 
DELL  OPTICS  CO.,  LTD.,  327  55th  St.,  West  New  Verk, 

N.  J  ADV.  PG.  468. 

ENGELHARD  INDUSTRIES,  INC.,  (AMERSIL  QUARTZ 
DIV.),  113  Astor  St ,  Newark  5,  N.  J  AOV.  PG  329. 
GENEUL  ELECTRIC  CO.,  UMP  GLASS  DEPT.,  EB6-8, 
Nela  Park,  Cleveland  12,  Ohio.  ADV.  PG.  4. 
Quartzite  Processing,  Inc.,  197  Chelsea  St.,  Everett,  Mau. 
REMUR  CO.,  INC.,  THE,  67  Main  St.,  Dobbs  Ferry, 
N.  V.  AOV.  PG.  521. 

SYNCOR  PRODUCTS  CO.,  30  Eastern  Ave.,  Malden,  Mass. 
AOV.  PG  426. 

Thermal  American  Fused  Quartz  Ca.,  Inc.,  18-20  Salem 
St.,  Dover,  N.  J. 

Westlnghousc  Electric  Corp.,  Lamp  Div.,  Bloomfield, 

N.  J. 


TUBINO— Glwea  Fifcra  Inaulnelon 

Allied  Plastks  Supply  Corp.,  75  Cliff  St.,  New  York  38, 
N.  V. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  AOV.  PG.  65. 

Arrowhead  Products,  2300  Curry  St.,  Long  Beath  5, 
Calif. 

B  A  C  Insulation  Products,  Inc.,  Lincoln  Highway.  Iseiin, 
N.  J 

BENTLEY-HARRIS  MFG.  CO.,  Conshohocken  13,  Pa. 
ADV.  PG.  464. 

Bimbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  Verk  13, 
N.  V. 

Brand  A  Ce.,  Inc.,  William,  41  North  St.,  Wlllamantic, 
Conn. 

CONTINENTAL-DUMONO  FIBRE  CORP..  Newark  100, 
Del.  ADV.  PG.  373-376. 

Dielectrk  Materiah  Co.,  5315-17  N.  Ravenswood  Ave., 
Chicago  40,  III. 

ELECTRIUL  INSUUTION  CO.,  INC.,  1245  Marconi 
Blvd.,  Copiague,  N.  V.  ADV.  PG.  584. 

Franklin  Fibre-Lamitex  Corp.,  Wilmington,  Del. 

General  Electrk  Co.,  Laminated  Products  Dept.,  Coshoc¬ 
ton,  Ohio. 

HITEMP  WIRES,  INC.,  1200  Shames  Drive,  Westbury, 
N.  V.  ADV.  PG.  243. 

Irvington  Div.  of  Minnesota  Mining  A  Mfg.  Co.,  6  Argyle 
Terrace,  Irvington  6,  N.  J. 

MARKEL  A  SONS,  L  FUNK,  School  House,  Norristown, 
Pa.  ADV.  PG.  452. 

Mica  Fabricating  Co.,  53  Central  Ave.,  Rochelle  Park, 
N.  J. 

National  Electric  Coll  Co..  Columbus  16,  Ohio. 

NATIONAL  VULCANIZED  HBRE  CO.,  Box  311,  Wilming¬ 
ton,  Del.  AOV  PG.  360. 

PRECISION  PAPER  TUBE  CO.,  2035  W.  Charleston  St., 
Chicago  47,  III.  AOV.  PG.  188. 

Spauldii^  Fibre  Co.,  Inc.,  310  Wheeler  St.,  Tonawanda, 
N.  V. 

Stevens  Products,  Inc.,  86-88  Main  St.,  East  Orange, 
N.  J. 

Synthane  Corp.,  Oaks,  Pa. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New 
York,  N.  Y. 

Zippertubing  Co.,  The,  752  S.  San  Pedro,  Let  Angeles, 

Calif. 
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TUBINO-GIom,  PfMMM 

Bache  &  Co.,  Scmon,  636  Greenwich  St.,  New  York  14, 
N.  Y. 

Corning  Glass  Works,  Corning,  N.  Y. 

Fischer  &  Porter  Co.,  476  Warminster  Rd.,  Hatboro,  Pa 
Glass  Engineering  Laboratories,  601  O'Neil  Ave.,  Bel¬ 
mont,  Calif. 

Hamilton  Electronics  Corp.,  Pleasant  Valley  Rd.,  Fair¬ 
mont,  W.  Va. 

Mitronics,  Inc.,  1290  Central  Ave.,  Hillside,  N.  J. 

Wilmad  Glass  Co.,  Inc.,  Landisville,  N.  J. 


TUBINO-Mofol  omI  Alloy 


Allegheny  Ludlum  Steel  Corp.,  H.  W.  Oliver  Bldg., 
Pittsburgh  22,  Pa. 

Allied  Research  &  Engineering  Div.,  Allied  Record  Mfg. 

Co.,  6916  Santa  Monica  Blvd.,  Hollywood  38,  Calif. 
Alloy  Tube  Oiv.  of  The  Carpenter  Steel  Co.,  Union,  N.  J. 
Alpha  Metals,  Inc.,  60  Water  St.,  Jersey  City,  N.  J. 
American  Brass  Co.,  414  Meadow  St.,  Watcrbury  20, 


Arrowhead  Products,  2300  Curry  St.,  Long  Beach  S, 
Calif. 


Beryllium  Corp.,  Reading,  Pa. 

Bishop  &  Co.,  J.,  Platinum  Works,  Maivtm,  Pa. 

Bram  Chemical  Co.,  820  65Ui  Ave.,  Philadelphia  26,  Pa. 
Bridgeport  Brass  Co.,  30  Grand  St.,  Bridgeport,  Conn. 
CARBMUNOUM  CO.,  TME  CLOBAR  PLANT,  Niagara 
Falls,  N.  Y.  AOV.  P6.  72,  73. 

Chase  Brass  A  Copper  Co.,  Inc.,  236  Grand  St.,  Water* 
bury  20,  Conn. 

CRUCIBLE  STEEL  CO.,  OF  ARICRICA,  Henry  W.  Oliver 
BMg.,  P.  0.  Box  2S18,  Pittsburgh  30,  Pa.  AOV.  PG. 


135. 

Division  Load  Co.,  7742  W.  List  Place,  SummH,  ill. 
Oow  Chemical  Co.,  The,  Midland,  Mich. 

ENGELHARO  INDUSTRIES,  INC..  (BAKER  PLATINUM 
DIV.I,  113  Aster  St.,  Newark  S,  N.  J.  AOV.  PG.  329. 
General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 


N.  Y. 


Haynes  Stellite  Co,  Olv.  of  Union  Carbide  Corp.,  30  E. 

42nd  St.,  New  York  17,  N.  Y 
International  Nickel  Co.,  Inc.,  67  Wall  St.,  New  York 

5,  N.  Y. 


LEACH  A  GARNER  CO.,  Attleboro,  Mass.  AOV.  PG.  275. 
Metpro,  Inc.,  R.  I.,  230  Toronto  Ave.,  Provideoce,  R.  I. 
PERFECTION  MICA  CO.,  MAGNETIC  SHIELD  OIV.,  1320 
N.  Elston  Ave.,  Chicago  22,  IH.  AOV.  PG.  485. 
Precision  Tube  Co.,  Inc.,  North  Wales,  Pa. 

REMBAR  CO.,  UK.,  THE,  67  Main  St.,  Oobbs  Ferry, 
N.  Y.  ADV.  PG.  521. 

Republic  Steel  Corp.,  Republic  Bldg.,  Cleveland  I,  Ohio. 
Revere  Copper  A  Brass,  Inc.,  230  Park  Ave.,  New  York 
17,  N.  Y. 


Ryerson  A  Son,  Inc.,  J.  T.,  2558  W.  16th  St.,  Chlca80 
16,  III. 

Scientific  Electronic  Labs.,  Inc.,  866  Bergen  St.,  Newark 
8,  N.  J. 

Standard  Metals  Corp.,  Broad  A  Whiting  St.,  North 
Attleboro,  Mass. 

SUPERIOR  TUBE  CO.,  2504  Germantown  Pike,  Norris- 
town.  Pa.  AOV.  PG.  136,  137. 

Timken  Roller  Bearing  Co.,  The,  Canton  6,  Ohio. 

Trent  Tube  Co.,  East  Troy,  WIs. 

UNIFORM  TUBS,  Level  Rd.,  Collegevllle  2,  Pa.  AOV. 
PG.  525. 


TUBINO-AWxo 

Asheville-Schoonmaker  Mica  Co.,  900  Jefferson  Ave., 
Newport  News,  Va. 

Bram  Chemical  Ce.,  820  65th  Ave.,  Philadelphia  26,  Pa. 
Brand  A  Co.,  Inc.,  William,  41  North  St.,  WllllmaiAic, 

Coon. 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100 
Delaware.  ADV.  PG.  373-376. 

Mica  Fabricating  Co.,  53  Central  Ave.,  Rochelle  Park, 
N.  J. 

Mitronics.  Inc.,  1290  Central  Ave.,  Hillside,  N.  J. 
PERFECTION  MICA  CO.,  MAGNETIC  SHIELD  DIV.,  1320 
N.  Elston  Ave.,  Chicago  22,  III.  AOV.  PG.  485. 
United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 


TUBI  NO-MWybdoiNrin 

Associated  Engineering  A  Mfg.  Co.,  Glen  Ridge,  N.  J. 
Bram  Chemical  Co.,  820  65  Ave.,  Philadelphia  26,  Pa. 
Bridgeport  Brass  Co.,  30  Grand  St.,  Bridgqxirt,  C^. 
Fansteel  Metallurgical  Corp.,  2200  Sheridaui  Rd.,  North 
Chicago,  III. 

GEORGE  PRODUCTS  CO.,  INC.,  759  Ramsey  Ave.,  Hill¬ 
side,  N.  J.  ADV.  PG.  457. 

Murex,  Ltd.,  Rainham  Essex,  England. 

PARAMOUNT  PROOUliTS  CO.,  INC.,  759  Ramsey  Ave., 
Hillside  5,  N.  J.  ADV.  PG.  504. 

REMBAR  CO.,  INC.,  THE,  67  Main  St.,  Oobbs  Ferry, 
N.  Y.  AOV.  PG.  521. 

Westinghouse  Electric  Corp.,  Lamp  Div.,  Bloomfield,  N.  J. 


TUBING-Nickel 

Allied  Research  A  Engineering  Div.,  Allied  Record  Mfg. 

Co.,  6916  Santa  Monica  Blvd.,  Hollywood  38,  Calif. 
Bishop  A  Co.,  J.,  Platinum  Works,  Malvern,  Pa. 

Bram  Chemical  Co.,  820  65th  Ave.  Phialdelphia  26,  Pa. 
CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W.  Oliver 
Bldg.,  P.  0.  Box  2518,  Pittsburgh  30,  Pa.  AOV. 
PG.  135. 


Electronic  Parts  Mfg.  Co.,  Inc.,  508-10  25th  St.,  Union 
City,  N.  J. 

Gar  Precision  Parts,  Inc.,  703  Pacific  St.,  Stamford, 
Conn. 

GEORGE  PRODUCTS  CO.,  INC.,  759  Ramsey  Ave.,  Hill¬ 
side,  N.  J.  ADV.  PG.  457. 

International  Nickel  Co.,  Inc.,  67  Wall  St.,  New  York  5, 
N.  Y. 

'.EACH  A  GARNER  CO.,  Attleboro,  Mass.  ADV.  PG. 
275. 

'PARAMOUNT  PRODUCTS  CO.,  INC.,  759  Ramsey  Ave., 
Hillside  5,  N.  J.  ADV.  PG.  504. 

Precision  Tube  Co.,  Inc.,  North  Wales,  Pa. 

Standard  Metals  Corp.,  Broad  A  Whiting  St.,  North 
Attleboro,  Mass. 

SUPERIOR  TUBE  CO.,  2504  Germantown  Pike,  Norris¬ 
town  Pa.  AOV.  PG.  136,  137. 

Trent  Tube  Co.,  East  Troy,  WIs. 

UNIFORM  TUBES,  Level  Rd.,  Collegevllle  2,  Pa.  AOV. 
PG.  525. 


TUBIMO  Poper 

ACCURATE  PAPER  TUBE  CO.,  801  N.  Peoria  St.,  Chi¬ 
cago  22.  III.  AOV.  PG.  470. 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York 
38,  N.  Y. 

CLEVELAND  CONTAINER  CO.,  THE,  6201  Barberton 
Ave.,  Cleveland  2,  Ohio.  AOV.  PG.  398. 

CONTIN^TAL-OIAMONO  HBRE  CORP..  Newark  100, 
Del.  AOV.  PG.  373-376. 

Crystal-X  Corp.,  403  LennI  Rd.,  LennI  Mills  2,  Pa. 

ELECTRICAL  MSUUTION  CO..  INC.,  1245  Marconi 
Bhrd..  Copiague,  N.  Y.  AOV.  PG.  584. 

General  Electric  Co.,  Laminated  Products  Dept.,  Coshoc¬ 
ton,  Ohio. 

Jonetville  Paper  Tube  Corp.,  474  Beck  Rd.,  Jonesville, 
Mkh. 

Middlesex  Paper  Tube  Co.,  Inc.,  345  Chelmsford  St., 
Lowell,  Mass. 

NIemand  Bros.,  Inc.,  37-03  35th  Ave.,  Long  Island 
City  1,  N.  Y. 

PARAMOUNT  PAPER  TUBE  CORP.,  614  Lafayette  St., 
Fort  Wayne,  Ind.,  AOV.  PG.  484. 

PRECISION  PAPER  TUBE  CO.,  2035  W.  Charleston  St., 
Chicago  47,  III.  AOV.  PG.  188. 

Stevens  Products,  Inc.,  86-88  Main  St.,  East  Orange, 
N.  J. 

Stone  Paper  Tube  Co.,  Oiv.  of  Stone  Straw  Corp.,  900 
Franklin  St.,  N.E.,  Washington  17,  D.  C. 

Westlake  Plastics  Co.,  133  W.  LennI  Rd.,  LennI  Mills, 
Pa. 


TUBINO-Pfnfic 

Ace  Plastic  Co.,  91-54  Van  Wyck  Expressway,  Jamaica 
35,  N.  V. 

Actioncraft  Products,  8  Sagamore  Hill  Drive,  Port 
Washington,  N.  Y. 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York 
38,  N.  Y. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  ADV.  PG.  65. 

Amatom  Electronic  Hardware  Co.,  Inc.,  88  Drake  Ave., 
Hew  Rochelle,  N.  Y. 

American  Plastks  Corp.,  342  Madison  Ave.,  New  York, 
H.  Y. 

ANCHOR  INOUSTRUL  CO.,  DIV.  OF  ANCHOR  PLASTICS 
CO.,  INC.,  36-36  36th  St.,  Long  Island  City  6, 
N.  Y.  AOV.  PG.  582. 

Arrowhead  Products,  2300  Curry  St.,  Long  Beach  5, 
Calif. 

Auburn  Mfg.  Co.,  The,  Pease  Ave.  A  Stack  St.,  Middle- 
town,  Conn. 

BENTLEY-HARRIS  MFG.  CO.,  Conshohocken  13,  Pa. 
AOV.  PG.  464. 

Borden  Co.,  Resinite  Dept.,  Box  1589,  Santa  Barbara, 
Calif. 

Brand  A  Co.,  Inc.,  William,  41  North  St.,  Wllllmantlc, 
Conn. 

Carmer  Industries,  Inc.,  22  N.  26th  St.,  Kenilwort^ 
N.  J. 

Chemfab  Corp.,  40-30  23rd  St.,  Long  Island  City  1, 
N.  V. 

Chicago  Die  Mold  Div.  of  U.  S.  Rubber  Co.,  4300  New 
Haven  Ave.,  Fort  Wayne  4,  Ind. 

CLEVELAND  CONTAINER  CO.,  THE,  6201  Barberton 
Ave.,  Cleveland  2,  Ohio.  AOV.  PG.  398. 

Comco  Plastics,  Inc.,  97-24  Albert  Rd.,  Ozone  Park, 
N.  Y. 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Delaware.  AOV.  PG.  373-376. 

Crystal-X  Corp.,  403  Lenni  Rd.,  LennI  Mills  2,  Pa. 

Deluxe  Colls,  Inc.,  Wabash,  Ind. 

Dielectric  Materials  Co.,  5315-17  N.  Ravenswood  Ave., 
Chicago  40,  III. 

Dixon  Corp.,  19-21  Burnside  St.,  Bristol,  R.  I. 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Ave.,  New 
York  16,  N.  Y. 

ELECTRICAL  INSULATION  CO.,  INC.,  1245  Marconi 
Blvd.,  Copiague,  N.  Y.  ADV.  PG.  584. 

Emerson  Plastics  Corp.,  1383  Seabury  Ave.,  Bronx  61, 
N.  V. 

EPM  Corp.,  620-622  Van  Siclen  Ave.,  Brooklyn,  N.  Y. 

Enflo  CoTQ.,  Fellowship  Rd.  A  Route  73,  Maple  Shade, 
N.  J. 

Extruders,  Inc.,  3232  W.  El  Segundo  Blvd.,  Hawthorne, 
Calif. 

Flexonics  Corp.,  1315  S.  Third  Ave.,  Maywood,  III. 

FLUOROCARBON  PRODUCTS  INC.,  OIV.  OF  U.  S. 
GASKET  CO.,  Camden  1,  N.  J.  ADV.  PG.  529. 


Fluorulon  Laboratories,  Box  305,  Caldwell,  N.  J. 

Franklin  FIbre-Lamitex  Corp.,  Wilmington,  Del. 

Garlock  Packing  Co.,  The,  Palmyra,  N.  Y. 

General  Electric  Co.,  Laminated  Products  Dept.,  Coshoc¬ 
ton,  Ohio. 

General  Electric  Co.,  Plastics  Dept.,  132  S.  Water  St., 
Decatur,  III. 

General  Tire  A  Rubber  Co.,  The,  Akron,  Ohio. 

Gering  Products,  Inc.,  N.  7th  St.  at  Monroe  Ave., 
Kenilworth,  N.  J. 

Goodrich  Aviation  Products,  B.  F.,  Oiv.  of  B.  F.  Good¬ 
rich  Co.,  Akron,  Ohio. 

Goodrich  Industrial  Products  Co.,  B.  F.,  A.  Olv.  of 
The  B.  F.  Goodrich  Co.,  Plastic  Products,  Marietta, 
Ohio. 

Goodrich  Industrial  Products  Co.,  B.  F.,  500  S.  Main 
St.,  Akron  18,  Ohio. 

Hallett  Mfg.  Co.,  5910  Boweroft  SL,  Las  Angeles  16, 
Calif. 

Halogen  Insulator  A  Seal  Corp.,  10121  Franklin  Ave., 
Franklin  Park,  III. 

Haveg  Industries,  Inc.,  900  Greenbank  Rd.,  Wilmington 
8,  Del. 

HITEMP  WIRES,  INC.,  26  Windsor  Ave.,  Mlneola,  N.  V. 
ADV.  PG.  243. 

Houghton  Laboratories  Inc.,  322  Houghton  Ave.,  Oloan, 
N.  Y. 

Illumitronic  Engineering,  680  E.  Taylor  Ave.,  Sunny¬ 
vale,  CaNf. 

Irvington  Div.  of  Minnesota  Mining  A  Mfg.  Co.,  6 
Argyle  Terrace,  Irvington  6,  N.  J. 

JodM  Plastics  Co.,  3089  FuHon  St.,  Brooklyn  8,  N.  Y. 

Luzerne  Rubber  Co.,  Muirhead  Ave  ,  Trenton,  N.  J. 

MARKEL  A  SONS,  L  FRANK,  School  House,  Norris¬ 
town,  Pa.  AOV.  PG.  452. 

Maryland  Lava  Co.,  Ceramic  Dept.,  Oept.  C,  Bel  Air, 
Md. 

Mica  Fabricating  Co.,  53  Central  Ave.,  Rochelle  Park, 

N.  J. 

Mica  Insulator  Dhf.  of  Minnesota  Mining  A  Mfg.  Co., 
Schenoctady  1,  N.  V. 

Murray  Plastics  Co.,  River  Rd.,  New  Hamburg,  N.  V. 

National  Electronic  Plastics  Inc.,  521  Fifth  Ave.,  New 
York  17,  N  V. 

NATIONAL  VULCANIZED  FIBRE  CO.,  Box  311,  Wil¬ 
mington,  Del.  AOV.  PG.  360. 

NATVAR  CORP.,  Waodbridge.  N.  J.  AOV.  PG.  443. 

New  England  Tape  Co.,  Hudson,  Mass. 

New  Jersey  Wood  Finishing  Co.,  Amboy  Ave.,  Wood- 
bridge,  N.  J. 

Norrlch  'piMia  Corp.,  107-109  W.  IBth  St.,  New 
York  11,  N.  Y. 

Olin  Mathieson  Chemical  Carp.,  460  Park  Ave.,  New  York 
22,  N.  Y. 

Paul  A  Stein  Bros.,  Inc.,  F.  H.,  235  Fifth  Ave.,  New 
York  16,  N.  Y. 

Penn  Fibre  A  Specialty  Co.,  2020  E.  Westmoreland  St., 
Philadelphia  34,  Pa. 

Permacel  fipt  Corp.,  U.  S.  Highway  1,  New  Brunwvlck, 

N.  J. 

POLYMER  CORP^  THE,  Reading,  Pa.  AOV.  PG.  196. 

PRECISION  PAPER  TUBE  CO.,  2035  W.  Charleston  St., 
Chicago  47,  IIL  AOV.  PG.  188. 

Raybestos-Manhattan,  Inc.,  61  Willett  St.,  Passaic, 
N.  J. 

Resin  Industries,  P.  0.  Box  1589,  SanU  Barbara,  Calif. 

Resinite  Corp.  Sub.  of  Precision  Paper  Tube  Co.,  6981 
N.  Central  Park  Ave.,  Chicago  45,  (LincoitwvoodI  III. 

Resistoflox  Carp.,  Roseland,  N.  J. 

REX  CORP.,  THE,  Hayward  Rd.,  West  Acton,  Mast. 
AOV.  PG.  479. 

RICHARDSON  CO.,  THE,  2767  Uke  St.,  MelroM  Park, 
III.  AOV.  PG.  280. 

ROSS  MCTALS  CO.,  MILTON,  505  Davitville  Rd.,  Oavlt- 
vllle.  Pa.  AOV.  PG.  472. 

Ryerson  A  Son,  Inc.,  J.  T.,  2558  W.  16  St.,  Chicago  16, 
III. 

Shamban  A  Co.,  W.  S.,  11617  W.  Jefferson  Bhrd  ,  Culver 
City,  CalH. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Sparta  Mfg.  Co.,  Div.  of  U.  S.  Ceramic  Tile  Co,  Dover, 
Ohio. 

Spaulding  Fibre  Co.,  Inc.,  310  Wheeler  St.,  Tonawanda, 
H.  Y. 

SURPRENANT  MANUFACTURING  CO.,  Clinton,  Matt. 
ADV.  PG.  284. 

Synthane  Corp.,  Oaks,  Pa. 

Taylor  Fibre  Co.,  Norristown,  Pa. 

THOR  CERAMICS,  INC.,  225  Belleville  Ave.,  Bloomfield, 
N.  J.  ADV.  PG.  538. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 

U.  S.  Rubber  Co.,  1230  Avenue  of  the  Americas,  New 
York  20,  N.  Y. 

U.  S.  Stoneware  Co.,  The,  Akron  9,  Ohio. 

WalKO  Electronia  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 

Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Westinghouse  Electric  Corp.,  P.  0.  Box  868,  Pitts¬ 
burgh  30,  Pa. 

Westlake  Plastics  Co.,  133  W.  Lenni  Rd.,  Lenni  Mills, 
Pa. 

Zippertubing  Co.,  The,  752  S.  San  Pedro,  Los  Aqgeles, 
Calif. 


TUBINO-Procious  Mofof 

Allied  Research  A  Engineering  Oiv.,  Allied  Record  Mfg. 

Co.,  6916  Santa  Monica  Blvd.,  Hollywood  38,  Calif. 
Bishop  A  Co.,  J.,  Platinum  Works,  Malvern,  Pa. 
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Brim  Chemical  Co.,  820  6Sth  Av*.,  Philadelphia  26,  Pa. 
Cooper  A  Sons,  Inc.,  Joseph  B.,  2S  W.  47th  St.,  New 
York  36,  M.  V. 

ENGELHANO  INDUSTRIES,  INC.,  (BAKER  PLATINUM 
DIV.),  113  Astor  St.,  Newark  S,  N.  J.  AOV.  P6. 
329. 

Handy  A  Harman,  82  Fulton  St.,  New  York  38,  N.  V. 
Improved  Seamiest  Wire  Co.,  773  Eddy  St.,  Providence 
3,  R.  I. 

LEACH  A  GARNER  CO.,  Attleboro,  Matt.  AOV.  PG. 
273. 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mats. 
MeU  Reftning  Co.,  369  Mulberry  St..  Newark  2,  N.  J. 
NEY  CO.,  J.  M.,  P,  0.  Bo«  990,  Hartford  1,  Conn. 
AOV.  PG.  560. 

Standard  Metals  Corp.,  Broad  A  Whiting  St.,  North 
Attleboro,  Mass. 

UNIFORM  TUBES,  Level  Rd.,  Collegevlllo  2,  Pa.  AOV. 
PG.  323. 


TUBINO-Sroof 

Allegheny  Ludluffl  Steel  Corp.,  H.  W.  Oliver  Bldg.,  Pitts* 
burgh  22,  Pa. 

Alloy  Tube  Div.,  The  Carpenter  Steel  Co.,  Union,  N.  J. 
Armco  Steel  Corp.,  703  Curtis  St.,  Middletown,  Ohio. 
Arrowhead  Products,  2300  Curry  St.,  Long  Beach  3, 
Calif. 

Avon  Tube  Div.,  Higbie  Mfg.  Co.,  Wagner  Rd.,  Rochester, 

Mich. 

Bishop  A  Co.,  J.,  Platinum  Works,  Malvern  Pa. 
Carpenter  Steel  Co.,  The,  142  W.  Bern  St.,  Reading, 

Pa 

Channel  Master  Co.,  Ellenville„  N.  Y. 

CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W.  Oliver 
Bldg.,  P.  0.  Box  2318  Pittsburgh  30,  Pa.  AOV.  PG. 
133. 

Metpro,  Inc.,  R.  I.,  230  Toronto  Ave.,  Providence,  R.  I. 
Ohio  Seamless  Tube  Oiv.  of  Copperwcid  Steel  Co.,  Shelby, 
Ohio. 

Precision  Tube  Co.,  Inc.,  North  Wales,  Pa. 

Republic  Steel  Corp.,  Republic  Bldg.,  Cleveland  1,  Ohio. 
Revere  Copper  A  Brats,  Inc.,  230  Park  Avenue,  New 
York  17,  N.  Y. 

Ryerson  A  San,  Inc.,  J.  T.,  2338  W.  16th  St.,  Chicago 
lA  III. 

SUPERIOR  TUBE  CO.,  2304  Germantown  Pike,  Norris* 
town.  Pa.  AOV,  PG.  136,  137. 

Timken  Roller  Bearing  Co.,  The,  Canton  A,  Ohio. 
Trent  Tube  Co  ,  East  Troy,  WIs. 

UNIFORM  TUBES,  Level  Rd.,  Collegcvlll*  2,  Pa.  AOV. 
PG.  323. 


TUBINO— Synrhefjc  Rosilb 
Sm  TUBINO-PIntiic 


TUBINO-Tanealum 

Bram  Chemical  Co.,  820  6Sth  Ave.,  Philadelphia  26,  Pa. 
Fansteel  Metallurgical  Carp.,  2200  Sheridan  Rd.,  North 
Chicago,  III. 

Murex,  Ltd.,  Rainham,  Essex,  England. 

Paul  A  Stein  Bros.,  Inc.,  F.  H.,  233  Fifth  Ave.,  New 
York  16,  N  Y 

REMBAR  CO.,  INC.,  THE,  67  Main  St.,  Dobbs  Ferry. 

N.  Y.  AOV.  PG.  521. 

Trent  Tube  Co.,  East  Troy,  WIs. 


TUBINO-rifwiHvm 

Bram  Chemical  Co.,  820  63th  Ave.,  Philadelphia  26,  Pa. 
CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W.  Oliver 
Bldg ,  P.  0.  Box  2318,  Pittsburgh  30,  Pa.  AOV.  PC. 
135. 

SUPERIOR  TUBE  CO.,  2304  Germantown  Pike,  Norris* 
town.  Pa.  AOV.  PG.  136,  137. 

Trent  Tube  Co.,  East  Troy,  WIs. 


TUBINO-Tunpslon 

Associated  Engineering  A  Mfg.  Co.,  Glen  Ridge,  N.  J. 

Bram  Chemical  Co.,  820  63th  Ave.,  Philadelphia  26,  Pa. 

Fansteel  Metallurgical  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  III. 

Murex,  Ltd.,  Rainham,  Essex,  England. 

REMBAR  CO.,  INC.,  THE,  67  Main  St..  Dobbs  Ferry, 
N.  Y.  AOV.  PG.  521. 

TUBINO-VnrnIthW  br  locnwereW 

Allied  Plastics  Supply  Corp.,  73  Cliff  St.,  New  York  St, 
N.  Y. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  AOV.  PG.  63. 

B  A  C  Insulation  Products  Inc.,  Lincoln  Highway,  Isclln, 
N  J 

BENTLEY-HARRIS  MFG.  CO.,  Conshohocken  13,  Pa. 
AOV.  PG.  464. 

Bimbach  Radio  Co.,  Inc.,  143  Hudson  St.,  New  York 
13,  N.  Y. 

Brand  A  Co.,  Inc.,  William,  41  North  St.,  Willmantic, 
Conn 

CLEVELAND  CONTAINER  CO.,  THE,  6201  Barberton 
Ave.,  Cleveland  2,  Ohio.  AOV.  PG.  398. 

Oielectric  Materials  Co.,  3315-17  N.  Ravenswood  Ave., 
Chicago  40,  III. 

Irvington  Oiv.  of  Minnesota  Mining  A  Mfg.  Co.,  6  Argyie 
Terrace,  Irvington  6,  N.  J. 

MARKEL  A  SONS,  L  FRANK,  School  House,  Norris¬ 
town,  Pa.  AOV.  PG.  452. 


PRODUCTS 


Mica  Fabricating  Co.,  S3  Central  Ave.,  Rochelle  Park, 
N.  J. 

National  Electric  Coil  Co.,  Columbus  16,  Ohio. 

NATVAR  CORP.,  Woodbridge,  N.  J.  AOV.  PG.  443. 
PARAMOUNT  PAPER  TUBE  CORP.,  614  Lafayette  St., 
Fort  Wayne,  Ind.  AOV.  PG.  484. 

Polymica  A  Insulation  Co.,  683  Main  St.,  Wllllmantic, 
Conn. 

PRECISION  PAPER  TUBE  CO.,  2035  W.  Charleston  St., 
Chicago  47,  III.  AOV.  PG.  188. 

Taylor  Fibre  Co,  Norristown,  Pa. 

VARFLEX  CORP.,  506  W.  dourt  St.,  Rome,  N.  Y.  AOV. 
PG.  469. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  RKkford,  III. 
Zippertubing  Co.,  The,  732  S.  San  Pedro,  Lot  Angeltt, 
Calif. 


TUBINO— VornlsAoW  Cnnefcrlc  InSblatioM 

Allied  Plastiu  Supply  Corp.,  7S  Cliff  SL,  New  York  38, 
N  V. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 

N  Y.  AOV.  PG.  63. 

BENTLEY-HARRIS  MFC.  CO.,  Conshohocken  13,  Pa.  AOV. 
PG.  464. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y. 

Brand  A  Co.,  Inc.,  William,  41  North  St.  Willlmantic, 
Corui. 

Dielectric  Materials  Co.,  5313-17  N.  Ravenswood  Ave., 
Chicago  40,  III. 

Irvington  Oiv.  of  Minnesota  Mining  &  Mfg.  Co.,  6 
Argyie  Terrace,  Irvington  6,  N.  J. 

Mica  Fabricating  Co.,  33  Central  Ave.,  Rochelle  Park, 
N  J 

NATVAR  CORP.,  Woodbridge,  N.  J.  AOV.  PG.  443. 
Polymica  A  Insulation  Co.,  683  Main  St,  Willlmantic, 
Conn. 

VARFLEX  CORP.,  506  W.  Court  St,  Rome.  N.  Y. 
AOV.  PG.  469. 

Walsco  Elearonics  Mfg.  Co.,  100  Green  St,  Rockford,  III. 
Zippertubing  Co.,  The,  732  S.  San  Pedro,  Lot  Angeles. 
Calif. 


TUBINO-Wnvo«vMo 

Aircom  Inc.,  334  Main  St.,  Winthrop  52,  Mast. 
AIRTRON,  INC.,  1101  W.  Elisabeth  Ave.,  Linden,  N.  J. 
AOV.  PG.  516. 

Allied  Research  A  Engineering  Dhr.,  Allied  Record  Mfg. 

Co.,  6916  Santa  Monica  8lvd.,  Hollywood  38,  Calif. 
American  Brau  Co.,  414  Meadow  St,  Waterbury  20, 

Bridgeport  Brass  Co.,  30  Grand  St.,  Bridgeport,  Conn. 
Chase  Brats  A  Copper  Co.,  Inc.,  236  Grand  St.,  Water¬ 
bury  20,  Conn. 

OeMORNAV-BONAROI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  AOV.  PG.  9A  99. 

DIAMOND  ANTENNA  A  MICROWAVE  CORP.,  7  North 
Ave.,  Wakefield,  Mast.  AOV.  PG.  204-207. 

DOUGUS  MICROWAVE  CO.,  INC.,  232  E.  Third  St, 
Mt.  Vernon,  N.  V.  AOV.  PG.  327. 

Eleo  Mfg.  Co.,  137  Herricks  Rd.,  New  Hyde  Park,  N.  Y. 
Gar  Precision  Parts,  Inc.,  703  Pacific  St.,  Stamford, 
Corm. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave., 
Lyons,  III.  AOV.  PG.  174. 

LEACH  A  GARNER  CO.,  Attleboro,  Mast.  AOV.  PG.  275. 
LIECO,  INC.,  3610  Oceanside  Rd.,  Oceanside,  N.  Y. 
AOV.  PG.  387. 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mass. 
N.  R.  K.  Mfg.  A  Engineering  Co.,  4601  W.  Addison 
St,  Chicago  41,  III. 

Revere  Copper  A  Brau,  Inc.,  230  Park  Ave.,  New  York 
17,  N.  V. 

Standard  Metals  Corp.,  Broad  A  Whiting  St.,  North 
Attleboro,  Mast. 

SUPERIOR  TUBE  CO.,  2304  Germantown  Pike,  Norris¬ 
town,  Pa.  AOV.  PG.  136,  137. 

Technlcraft  Laboratories,  Inc.,  Thomaston-Waterbwy 

Thomaston,  Conn. 


TUBINO— Woven  or  KnNfoM  Wien 
ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  AOV.  PG.  65. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York 
17,  N.  V. 

Metal  Textile  Corp.,  647  E.  First  Ave.,  Roselle,  N.  J. 
Schuyler  Mfg.  Corp.,  84  Porete  Ave.,  North  Arlington, 
N.  J. 

Zippertubing  Co.,  The,  752  S.  San  Pedro,  Lot  Angeles, 
Calif. 


TUNERS-eHM 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

AltK  Lansing  Corp.,  1515  S.  Manchester  Ave.,  Anaheim, 
Calif. 

Bell  Sound  Systems,  Inc.,  535  Marion  Rd.,  Columbus  7, 
Ohio. 

Bogen  Co.,  David,  P.  0.  Box  300,  Paramus,  N.  J. 

Browning  Laboratories,  Inc.,  Main  St.,  Winchester,  Mass. 

Calbest  Electronics  Co.,  4801  Exposition  Blvd.,  Lot 
Angeles  16,  Calif. 

Fisher  Radio  Corp.,  21-21  Forty-fourth  Drive,  Long 
Island  City  1,  N.  V. 

Gonset  Oiv.,  Young  Spring  A  Wire  Corp.,  801  S.  Main 
St.,  Burbank,  Calif. 

HEATH  CO.,  k  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  AOV.  PG.  513. 


TUNERS 


INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  38,  N.  Y.  AOV.  PG.  536. 

Madison  Fielding  Corp.,  863  Madison  St.,  Brooklyn,  N.  Y. 

Pedersen  Electronics,  P.  0.  Box  450,  Lafayette,  (^lif. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
OIV.,  Camden,  N.  J.  AOV.  PG.  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

Radio  Craftsmen  Div.  of  Precision  Radiation  Instruments 
Inc.,  4223  W.  Jefferson  Blvd.,  Los  Angeles  16,  Calif. 

Radio  Industries,  Inc.,  5225  Ravenswood  Ave.,  Chicago 
40,  III. 

Rhein  Sound  Systems,  Inc.,  133  Hamilton  St.,  P.  0.  Box 
1367,  New  Haven  5,  Conn. 

Tele-Matic  Industries,  Inc.,  16  Howard  Ave.,  Brooklyn 
21,  N.  Y. 

Teletronic  Laboratories,  Inc.,  1833  W.  Rosecrant  Ave., 
Gardena,  Calif. 

Trutone  Electronics  Inc.,  6912  Santa  Monica  Bid., 
Los  Angeles  38,  Calif. 


TUNIRS-l-ai 

Admiral  Corp.,  3800  Cortland  St.,  Chicago  47,  III. 

Aermotivc  Equipment  Corp.,  1632-8  Central  St.,  Kansas 
City  10,  Mo. 

Altec  Lansing  Corp.,  ISIS  S.  Manchester  Ave.,  Anaheim, 
Calif. 

Bogen  Co.,  David,  P.  0.  Box  500,  Paramus,  N.  J. 

Browning  Laboratories,  Inc.,  Main  St.,  Winchester,  Mass. 

Calbest  Electronics  Co.,  4801  Exposition  Blvd.,  Los 
Angeles  16,  Calif. 

Denqon  Electronics  Corp.,  Ellington,  Conn. 

Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City,  N.  Y. 

Fisher  Radio  Corp.,  21-21  Forty-fourth  Drive,  Long 
Island  City  1,  N.Y. 

Gonset  Div.,  Young  Spring  A  Wire  Corp.,  801  S.  Main 
St.,  Burbank,  Calif. 

Granco  Products,  Inc.,  36-17  20th  Ave.,  Long  Island 
C.ty,  N.  Y. 

HEATH  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  AOV.  PG.  513. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse, 
New  York  38,  N.  Y.  AOV.  PG.  536. 

Madison  Fielding  Corp.,  863  Madison  St.,  Brooklyn,  N.  V. 

Miller  Co.,  J.  W.,  5917  S.  Main  St.,  Las  Angeles  3, 
Calif. 

Pedersen  Electronics,  P.  0.  Box  438,  Lafayette,  Calif. 

Pilot  Radio  Carp.,  37-06  36th  St.,  Long  Island  City, 
N.  Y. 

Radio  Craftsmen  Oiv.  of  Precision  Radiation  Instru¬ 
ments  Inc.,  4223  W.  Jefferson  Blvd.,  Las  Angeles  16, 
Calif. 

Rhein  Sound  Systems,  Inc,  133  Hamilton  St.,  P.  0. 
Box  1367,  New  Haven  3,  Conn. 

Scott,  Inc.,  Herman  Hosmer,  111  Powder  Mill  Rd., 

Sherwood  Electronics  Labs.,  Inc,  2802  W.  Cullom  Avt., 
Chicago  18,  III. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.Y. 

Tele-Matic  Industries,  Inc,  16  Howard  Ave.,  Brooklyn 
21,  N.Y. 

Teletronic  Laboratories,  Inc,  1835  W.  Rosecrans  Ave., 
Gardena,  Calif. 

Tesla  Elecuic  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13, 
III. 

Trutone  Electronics  Inc.,  6912  Santa  Monica  BNd.,  Los 
Angeles  38,  Calif. 


TUNERS-f-m/n-ni 

Allied  Radio  Corp.,  100  N.  Western  Ave.,  Chicago  80,  III. 

Bogen  Co.,  David,  P.  0.  Box  300,  Paramus,  N.  J. 

Calbest  Electronics  Co.,  4801  Exposition  Blvd.,  Los 
Angeles  16,  Calif. 

Electro-Voice,  Inc.,  Buchanan,  Mich. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N.,  St. 
Petersbuig.  Fla. 

ERIE  RESISTOR  CORP.,  Erie  6,  Pa.  AOV.  PG.  140.  141. 

Fisher  Radio  Corp.,  21-21  Forty-fourth  Drive,  Long 
Island  City  1,  N  V. 

Granco  Producu,  Inc.,  36-17  20th  Ave.,  Long  Island 
City.  N.Y. 

HEATli  CO.,  A  SUB.  OF  DAYSTROM,  INC.,  Benton 
Harbor  14,  Mich.  AOV.  PG.  313. 

Hoffman  Electronics  Corp.,  Consumer  Products  Die.,  6200 
S.  Avalon  Blvd,  Los  Angeles  3,  Calif. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y.  AOV.  PG.  336. 

Madison  Fielding  Corp.,  863  Madison  St.,  Brooklyn,  N.Y. 

Pedersen  Electronics,  P.  0.  Box  438,  Lafayette,  Calif. 

Pilot  Radio  Corp.,  37-06  36th  St.,  Long  Island  City, 
N.Y. 

Precision  Electronics,  Inc.,  9101  King  St.,  Franklin 
Park,  III. 

Radio  Craftsmen  Div.  of  Precision  Radiation  Instru¬ 
ments  Inc.,  4223  W.  Jefferson  Blvd.,  Los  Angeles  16, 
Calif. 

Sargent-Rayment  Co.,  The,  4926-28  E.  12th  St.,  Oakland 
1,  Ohio. 

Scott,  Inc.,  Hermon  Hosmer,  111  Povrder  Mill  Rd., 
Maynard,  Mau. 

Simpson  Mfg.  Co.,  Inc.,  Mark,  32-28  49th  St.,  Long 
Island  City  3,  N.Y. 

Stromberg-Carlson  Co.,  Div.  of  General  Dynamics  Corp., 
100  Carlson  Rd.,  Rochester  3,  N.  Y. 

Tele-Matic  Industrie,  Inc.,  16  Howard  Ave.,  Brooklyn  21, 
N.  Y. 

Teletronic  Laboratories,  Inc.,  1835  W.  Rosecrans  Ave., 
Gardena,  Calif. 
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TUNERS 


Trutonc  tlcctronics  Inc.,  6912  Santa  Monica  Blvd.,  Los 
Angeles  38,  Calif. 

Weingarten  Electronics  Labs.,  Inc.,  7556  Melrose  Ave., 
Los  Angeles  46,  Calif. 


TUNERS-KfyWrM 

AIrcom  Inc.,  354  Main  St.,  Winthrop  52,  Mass. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

DeMORNAY-BONAROI,  780  S.  Arroyo  Parkway,  Pasa¬ 
dena,  Calif.  ADV.  PG.  98,  99. 

DIAMOND  ANTENNA  &  MICROWAVE  CORP.,  7  North 
Are.,  Wakefield,  Mass.  AOV.  PG.  204-207. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  Y.  AOV.  PG.  149-152. 

LIECO,  INC.,  3610  Oceanside  Rd.,  Oceanside,  N.  Y. 
AOV.  PG.  587. 

POLARAD  ELECTRONICS  CORP.,  43-20  34th  St.,  Long 
Island  City  1,  N.  Y.  AOV.  PG.  307,  308. 

PORTCHESTER  INSTRUMENT  CORP.,  114  Wilkins  Aw., 
Port  Chester,  N.  Y.  AOV.  PG.  507. 

Sperry  Gyroscope  Co.,  Electronic  Tube  DIv.,  Great 
Neck,  N.Y. 

TELERAD  MFC.  CORP.,  1440  Broadway,  New  York  18, 
N.  Y.  AOV.  PG.  343,  344. 


TUN  ERS— Alicrewava 

sm  microwave  accessories 


TUNERS-PoriMoUfify 

Aermotivc  Equipment  Corp.,  1632-8  Central  St.,  Kansas 
City  10,  Mo. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indian¬ 
apolis  6,  Ind. 

Sickles,  F.  W.,  Oiv.,  General  Instrument  Corp.  165 
Front  St.,  Chicopee,  Mass. 


TUNERS-Tafovision 

Ailtomatic  Mfg.  Oiv.  of  General  Instrument  Corp.,  65 
Gouvemeur  St.,  Newark,  N.J. 

OX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave.,  Chi¬ 
cago  47,  III. 

Federal  Telecommunication  Labs.,  A  DIv.  of  IT&T,  500 
Washington  Ave.,  Nutley  10,  N.J. 

Grigsby-Allison  Co.,  Inc.,  407  N.  Salem  Ave.,  Arlington 
Heights,  111. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indian¬ 
apolis  6,  Ind. 

Sarkes  Tarzian,  Inc.,  Tuner  Oiv.,  East  Hillside  Or., 
Bloomington,  Ind. 

Sickles,  F.  W.,  DHr.  General  Instrument  Corp.,  165  Front 

St.,  Chicopee,  Mass. 

TELECHROME  MFC.  CORP.,  28  Ranick  Drive,  Amityville, 
N.  Y.  ADV.  PG.  323. 


TUNERS-Taloviiiaa  H 

Sarkes  Tanian  Inc.,  Tuner  DIv.,  East  Hillside  Or, 
Bloomington,  Ind. 

Sickles,  F.  W.,  Oiv.,  General  Instrument  Corp.,  165  Front 
St.,  Chicopee,  Mass. 


TUNERS-kM 

Blonder-Tongue  Laboratories,  Inc.,  9-25  Ailing  St., 
Newark  2,  N.J. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

DX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave.,  Chi¬ 
cago  47,  III. 

Electronic  Communications,  Inc.,  1501  72nd  St.,  N., 
St.  Petersburg,  Fla. 

Engineering  Associates,  434  Patterson  Rd.,  Dayton  9, 
Ohio. 

Federal  Telephone  A  Radio  Co.,  100  Kingsland  Rd., 
Clifton,  N.  J. 

J-V-M  MICROWAVE  CO.,  4633  S.  Lawndale  Ave.,  Lyons, 
III.  ADV.  PG.  174. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

MICROLAB,  71  Okner  Parkway,  Livingston,  N.  J.  ADV. 
PG.  519. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.Y.  AOV.  PG.  268. 

Sarkes  Tarzian,  Inc.,  Tuner  DIv.,  E.  Hillside  Drive, 
Bloomington,  Ind. 

Sickles,  F.  W.,  Oiv.,  General  Instrument  Corp.,  165  Front 
St.,  Chicopee,  Mass. 


TUNING  DEVICES-Rocolvor  Mthomkml 

Acme  Tool  A  Specialties  Co.,  224  N.  Loomis  St.,  Chicago 
7,  III. 

ATLAS  PRECISION  PROOUaS  CO.,  3802  Castor  Ave. 

Philadelphia  24,  Pa.  AOV.  PG.  494. 

BOWMAR  INSTRUMENT  CORP.,  8000  Bluffton  Rd.,  Fort 
Wayne,  Ind.  AOV.  PG.  484. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indian¬ 
apolis  6,  Ind. 

MICMUtB,  71  Okner  Parkway,  Livingston,  N.  J.  ADV. 
PG.  519. 

Nuclear  Instrumentation  Oiv.  of  Gulton  Industries, 
Inc.,  305  Dallas  St.,  N.  E.,  Albuquerque,  N.  M. 
Sickles,  F.  W.,  Oiv.,  General  Instrument  Corp.,  165  Front 
St.,  Chicopee,  Mass. 


1958-1959  LISTINGS  of 


UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.Y. 
AOV.  PG.  228. 

Western  Gear  Corp.,  Electro  Products  DIv.,  132  W.  Colo¬ 
rado  St.,  Pasadena  1,  Calif. 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City,  Mo. 


TUNING  DEVICES-TrommNtor  Mthmnital 

A.R.F.  Products,  Inc.,  7627  Lake  St.,  River  Forest,  III. 

ATLAS  PRECISION  PRODUCTS  CO.,  3802  Castor  Ave., 
Philadelphia  24,  Pa.  ADV.  PG.  494. 

BARKER  4  WILLIAMSON,  Canal  A  Beaver  Sts.,  Bristol, 
Pa.  AOV.  PG.  103. 

BOWMAR  INSTRUMENT  CORP.,  8000  Bluffton  Rd.,  Fort 
Wayne,  Ind.  AOV.  PG.  484. 

Croname,  Inc.,  1747  Grace  St.,  Chicago  13,  III. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

UNIWAVE,  INC.,  109  Marine  St.,  Farmingdale,  N.  V. 
ADV.  PG.  228. 

Western  Gear  Corp.,  Electro  Products  DIv.,  132  W.  Colo¬ 
rado  St.,  Pasadena  1,  Calif. 

Wilcox  Electric  Co.,  1400  Chestnut  St.,  Kansas  City,  Mo. 


TURNTABLES— Rocarrfiwf  smI  Troaecriwi** 

ABC  Sound  Equipment  Co.,  149  W.  47th  St.,  New  York 
36,  N.Y. 

Alliance  Mfg.  Co.,  Lake  Park  Blvd.,  Alliance,  Ohio. 

Birmingham  Soui^  Reproducers,  Ltd.,  Monarch  Works, 
Old  Hill,  Powke  Lane,  Staffs,  England. 

Bogen  Co.,  David,  P.  0.  Box  500,  Paramus,  N.  J. 

Collaro,  Ltd.  (Rockbar  Corp.),  650  Halstead  Ave,  Mamar- 
oneck,  N.  Y. 

OAR,  LTD.,  402  E.  Gutierrez  St.,  P.  0.  Box  1500, 
Santa  Barbara,  Calif.  ADV.  PG.  556. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

Fairchild  Recording  Equipment  Co.,  10-40  45th  Ave., 
Long  Island  City  1,  N.  Y. 

Garrard  Sales  Corp.,  Oiv.  of  British  Industries  Corp.,  80 
Shore  Rd.,  Port  Washington,  N.  Y. 

Gray  Research  A  Development  Co.,  Inc.,  60S  Hilliard  St., 
Manchester,  Conn. 

Intersearch,  Inc.,  7  Arcadia,  Cincinnati  8,  Ohio. 

Metzner  Engineering  Corp.,  1041  N.  Sycamore  Ave.,  38, 
Calif. 

presto  Recording  Corp.,  P.  0.  Box  500,  Paramus,  N.  J. 

Q  R.  K.  Electronic  Proibcts,  445  N.  Circle  Drive, 
Fresno  4,  Calif. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
DIV.,  Camden,  N.  J.  ADV.  PG.  440,  441,  Third  A 
Fourth  Covers  A  Preceding  Insert. 

Radio  Music  Corp.,  84  S.  Water  St^  Port  Chester,  N.  Y. 

Rek-O-Kut  Co.,  Inc.,  38-19  108th  St.,  Corona  68,  N.  Y. 

Scott,  Inc.,  Hermon  Hosmer,  111  Powder  Mill  Rd., 
Maynard,  Mass. 

Warren  Mfg.  Co.,  Inc.,  The,  Newtown  Rd.,  Littleton, 
Mass. 


TWEETERS 
Sm  SPEAKERS 

Twins 

So*  MICROWAVE  ACCESSORIES 
BENDS— Mierpwave 


Corbett  Science  Labs.,  F.  W.,  3117  Venice  Blvd.,  Los 
Angeles  19  Calif. 

D  A  R,  LTD.,  402  E.  Gutierrez  St.,  SanU  Barbara, 
Calif.  ADV.  PG.  556. 

Dallons  Uboratories  Inc.,  5066  Santa  Monlu  Blvd., 
Lot  Angeles  29,  Calif. 

Dice  Co.,  J.  W  Englewood,  N.  J. 

Dukane  Corp.,  St.  Charles,  III. 

DYNA-EMPIRE,  INC.,  1075  Stewart  Ave.,  Garden  City, 
N.  Y.  AOV.  PG.  537. 

Electro  Craft  Industries,  Inc.,  68  Jackson  St.,  Stamford, 
Conn. 

Fairchild  Camera  A  Instrument  Corp.,  Defense  Products 
Oiv.,  Robbins  Lane,  Syottet,  N.  Y. 

Fischer  A  Co.,  R.  A.,  517  CommercUl  St.,  Glendale  3, 
Calif. 

General  Kinetics  Inc.,  555  23rd  St.,  S.,  Arlington  2,  Vt. 

Grand  Ra-Tronict,  Inc.,  Hey  St.,  Grand  Haven,  Mich. 

Harris  Transducer  Corp.,  The,  Woodbury,  Conn. 

INTERELECTRONICS  CORP.,  2432  Grand  Concourse,  New 
York  58,  N.  Y.  AOV.  PG.  536. 

Kahn  A  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 

Kelvin  A  Hughes  Ltd.,  New  North  Rd ,  Barkingside, 
Essex,  England. 

Kidde  A  Co.,  Inc.,  Walter,  477  Main  St.,  Belleville  9. 
N.  J. 

L  A  R  Mfg.  Co.,  580  Elm  St.,  Arlington,  N.  J. 

Mack  Electronics  A  DIv.  of  Mack  Trucks,  Inc.  Plain- 
field,  N.  J. 

MASd  UBORATORIES,  INC.,  5  Fattier  Rd.,  HIngham, 
Mass.  AOV.  PG.  514. 

McKenna  Laboratories,  2503  Main  St.,  Santa  Monica  6, 

Calif. 

MICROSONICS,  INC.,  Hingham  Industrial  Center,  Route 
3A,  Hingham,  Mass.  AOV.  PG.  492. 

Minneapolis-Honeywell  Regulator  Co.,  Ordnance  Dhr.,  600 
2nd  St.,  N.  Hopkins,  Minn. 

Mullard  Equipment  Ltd.,  Mullard  House,  Torrington 
Place,  London,  w.C.  1,  England. 

NARDA  MICROWAVE  CORP.,  118-160  Herricks  Rd., 
Mineola,  N.  V.  AOV.  PG  268. 

NARDA  ULTRASONICS  CORP.,  118-160  Herricks  Rd., 
Dept.  EB-1,  Mineola,  N  Y.  AOV.  PG.  116. 

Phillips  Mfg  Co.,  3406  W.  Touhy  Ave.,  Chicago  45, 
III. 

Piezo  Products  Co.,  Whitney  St.,  Sherbom,  Mass. 

Pioneer-Central  Division,  Be^ix  Aviation  Corp.,  Daven¬ 
port,  Iowa. 

Radionics,  Inc.,  76  Cambridge  St.,  Burlington,  Mass. 

RAYTHEON  MFG.  CO.,  COMMERCIAL  EQUIPMENT  OIV., 
Waltham  54,  Mass  AOV.  PG  428,  429. 

Scientific  Electric  Corp.,  105-119  Monroe  St.,  Garfield, 
N  J.  , 

Summit  Electronics,  Inc.,  7  Industrial  Place,  Summit, 
N.  J. 

Sunshine  Scientific  Instrument,  1810  Grant  Ave.,  Philadel¬ 
phia  15,  Pa. 

Teca  Corp.,  80  Main  St.,  White  Plains,  N  V. 

Tesla  Ele^rlc  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13,  III. 

Ultrasonic  Engineering  Co.,  P.  0.  Box  209,  1611  S.  3rd 
Ave.,  Mayvmod,  III. 

Vibro  Ceramics  Oiv.  of  Gulton  Industries,  Inc.,  Metuchen, 
N  J 

WALDORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV  PG.  J94C. 

Wells-Gardner  A  Co.,  2701  N.  Kildare  Ave.,  Chicago  39, 
III. 


ULTRASONIC  EQUIPMENT 

So*  •ba; 

AMPLIFIERS-Uhrasawlc 

ANALVZERS-UHrwewiIc 

CLEANERS-UhvoeMlc 

CONTROLS-UHrawwiK 

OAOES— Ultraenlc  TMcknMe 

OENERATORS-UhraoMie 

INSTRUMENTS-UHrasMic 

TOOLS— Uhrwsanlc  SaUerlng 

VIBRATORS-UhrMwsic 

ACOUSTICA  ASSOCIATES,  INC.,  26  Windsor  Ave., 
Mineola,  N.  Y.  AOV.  PG.  531. 

Aeroprojects  Incorporated,  310  E.  Rosedale  Ave.,  West 
Chester,  Pa. 

Aetna  Electronics  Corp.,  207  Stonchinge  Lane,  Carle 
Place,  N.  V. 

Alcar  Instruments,  Inc.,  17  Industrial  Ave.,  Little  Ferry, 
N.  J. 

ALDEN  ELECTRONIC  A  IMPULSE  RECORDING  EQUIP¬ 
MENT  CO.,  Box  125,  Westboro,  Mass.  AOV.  PG.  452. 

American  Diathermy  Products,  Inc.,  11858  Mississippi 
Ave.,  Los  Angeles  25,  Calif. 

ARENBERG  ULTRASONIC  UBORATORY,  INC.,  94  Green 
St.,  Jamaica  PUin  30,  Mast.  AOV.  PG.  522. 

Bendix  Aviation  Corp.,  Pacific  Oiv.,  11600  Sherman  Way, 
North  Hoilywood,  Calif. 

BIRTCHER  CORP,,  4371  Valley  Blvd.,  Lot  Angeles  32, 
Calif.  AOV.  PG.  451. 

Blackstone  Corp.,  1111  Allen  St.,  Jamestown,  N.  Y. 

Bludworth  Marine  Div.,  Kearfott  Co.,  Inc.,  92  Gold  St., 
New  York  38,  N.  Y. 

Branson  Ultrasonic  Corp.,  1  Brown  House  Rd.,  Stamford, 
Conn. 

Cavitron  Electron  Oscillator  Co.  Oiv.  of  Short  Wave 
Plastic  Forming  Co.,  355  N.  Newport  Blvd.,  Newport 
Beach,  Calif. 


VACUUM  ALUMINIZERS 

Bolling  Industries,  Inc.,  1117  N.  Main  Ave.,  Scranton  2, 
Pa. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Edwards  High  Vacuum  (Canada)  Ltd.,  P.  0.  Box  515, 
Burlington,  Ontario. 

Electrochemical  Industries,  Inc.,  35  Armory  St.,  Worces¬ 
ter,  Mast. 

General  Vacuum  Corp.,  400  Border  St.,  East  Boston, 
Mass. 

Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J. 

High-Vacuum  Equipment  Corp.,  2  Churchill  Rd.,  Hing¬ 
ham,  Mast. 

Hull  Corporation,  Hatboro,  Pa. 

International  Pump  A  Machine  Works,  Inc.,  81  Dorsa 
Ave.,  Livingston,  N.  J. 

KAHLE  ENGINEERING  CO.,  1307  Seventh  St.,  North 
Bergen,  N.  J  AOV.  PG.  10,  11. 

Kinney  Mfg  Oiv.  of  The  New  York  Air  Brake  Co.,  3529 
Washington  St^  Boston  30,  Mass. 

NRC  EQUIPMENT  CORP.,  160  Charlemont  St.,  Newton 
61,  Mass  AOV.  PG  427. 

SCIENTIFIC  ENGINEERING  UBORATORY,  1510  Sixth 
St.,  Berkeley  10,  Calif.  ADV.  PG.  296. 

Stokes  Corp.,  F.  J.,  5500  Tabor  Rd.,  Philadelphia  20, 
Pa. 

Swedlow  Plastics  Co.,  6986  Bandini  Blvd.,  Lot  Angeles 
22,  Calif. 

Vacuum  Equioment  Oiv.  of  The  New  York  Air  Brake  Co., 
1325  Admi-sl  Wilton  Blvd.,  Camden,  N.  J. 

Vacuum  Specialties  Co.,  34  Linden  St.,  Somerville,  Matt. 

Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St.,  Ocean- 
tide,  Calif. 

Veeco  Vacuum  Corp.,  86  Denton  Ave.,  New  Hyde  Park, 
N.  Y. 


VACUUM  PORMINO 
Soo  PLASTICS— Vaewum  Formod 
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VIBRATION  ANALYSIS  EQUIPMENT 


ELECTRONIC  and  ALLIED 


VACUUM  OAOCS 
Sm  OAOES-Vactram  —  PirMi 


VACUUM  INOICATINO,  RiCOtOINO 
AND  CONTROL  EQUIPMENT 

Alfred  Electranici,  697  ComnMrcUl  St.,  Palo  Alto,  Calif. 

Bailoy  Meter  Co.,  1050  Ivanlioo  Rd.,  Clevtiand  10,  Ohio. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

ContoiidaUd  Controls  Corp.,  6  Durant  A«t.,  Bethel, 
Conn. 

Consolidated  Electrodynamics  Corp.,  >00  N.  Sierra  Madro 
Villa,  Pasadena  15,  Calif. 

Continental  Electric  to.,  6  N.  Mkhipan  A«c.,  Chicago 
2,  III. 

Edwards  High  Vacuum  (Canada)  Ltd.,  P.  0.  Box  515, 
Burlington,  Ontario. 

Electronk  Research  Labs.,  65  Surrey  St.,  Brighton  35, 
Mass. 

Ileneral  Electric  Co.,  Apparatus  Sales  Ohr.,  1  Rieer  Rd., 
Schenectady  5,  N.  Y. 

General  Vacuum  Carp.,  400  Border  St.,  East  Boston, 
Mass. 

Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J. 

Hastings-Rayditt.  Inc.,  Hampton  9,  Va. 

Nigh-Vacuum  EouipmM  Cwp.,  2  Churchill  Rd.,  Hing- 
ham.  Mass. 

Hull  Corporation,  Hathoro,  Pa. 

Intercontinental  Oynamks  Carp.,  170  Caelidge  A«e., 
Englewood,  N.  J. 

Kinney  Mfg.  Die.  of  The  New  York  Air  Brake  Ca.,  3529 
Washington  St.,  Boston,  Mass 

Manning,  Maxwell  A  Moort,  Inc.,  Industrial  Controlt 
Die.,  250  E.  Main  St.,  SUatfard,  Conn. 

Minitran  Corp  5  Oliexr  St.,  Newark  2,  N.  J. 

MRC  EQUIPMCNT  CORP.,  IM  Charlemont  St.,  Newton 
hi,  Mau.  ADV.  PG.  427. 

Research  Industrial  Laboratories  of  Electronics,  Rothm, 
Pa. 

Temperature  Engineering  Corp.,  1000  Union  Landing  Rd., 
Riverton,  N.  J. 

TrImount  Instrument  Co.,  3119  W.  Lake  St.,  Chicago  12, 
III. 

U.  S.  Gauge  Die.,  American  Machine  A  Metals,  Inc., 
S#l  Tenvi  i  Pa 

Vacuum  Equipment  Die.  of  The  New  York  Air  Brake  Co., 
1325  Admiral  Wilson  BM.,  Camden,  N.  J. 

VacwHii  Specialties  Co.,  34  Ltnden  St.,  Somenrille,  Mass. 

Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St.,  Ocaan- 
side,  Calif. 

Veeco  Vacuum  Carp.,  64  Oentan  Aee.,  New  Hyde  Park, 
N.  V. 

Welch  Scientific  Co.,  W.  M.,  1515  Sedgwick  St.,  Chi¬ 
cago  10,  III. 

Weston  Instruments  Ohr.  of  Oaystrom,  Inc.,  414  Fre- 
linghuysen  Are.,  Newark  12,  N.  J. 


VACUUM  PUMPS 

Allls-Chalmers  Mfg  Co.,  935  S.  70th  St.,  Milwaukee  I, 
Wit. 

APPLIED  RADIATION  CORP.,  2404  N.  Main  St.,  Wal¬ 
nut  Creek,  Calif.  ADV.  PG.  504. 

Beach-Rust  Co.,  50  Church  St.,  New  York  7,  N.  V. 

Borg-Wamer  Corp.,  Petco  Products  Dhr.,  24700  N. 
Miles  Rd.,  Bedford,  Ohio. 

Central  Scientific  Co.,  1700  Irving  Park  Road,  Chicago 
13,  III. 

Consolidated  Electrodynamks  Carp.,  300  N.  Sierra  Madre 
Villa,  Pasadena  15,  Calif. 

Edwards  High  Vacuum  (Canada)  Ltd.,  P.  0.  Box  515, 
Burlington  Ontario. 

ElTEL-tMUUOUGH,  INC.,  San  Bruno,  Calif.  ADV. 
PG.  122,  123 

General  Vacuum  Corp.,  400  Border  St.,  East  Boston, 
Mast. 

Green  Rectifier  Co.,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J. 

High  Vacuum  Equipment  Carp.,  2  Churchill  Rd.,  Hing- 
ham.  Mats. 

Null  Corporation,  Hathoro,  Pa. 

International  Pump  A  Machine  Works,  Inc.,  61  Dorsa 
Are.,  Livingston,  N.  J. 

Kinney  Mfg.  Olv.,  The  New  York  Air  Brake  Co.,  3529 
Washington  St.,  Boston  30,  Mass. 

Lear,  Inc.,  3171  S.  Bundy  Orivt,  Santa  Monica,  Calif. 

Litton  Engineering  Laboratories,  P.  0.  Box  949,  GraM 
Valley,  Calif. 

Nelson  Vacuum  Pump  Ca.,  George  F.,  2133  Fourth  St., 
Berkeley  10.  Calif. 

NRC  ECHlIPWCNT  CORP.,  140  Charlemont  St.,  Newton 
41,  Mass.  ADV.  PG.  427. 

Red  Point  Corporation,  1907  Riverside  Drive,  Glendale 
1,  Calif. 

Stokes  Corp ,  F.  J.,  5500  Tabor  Rd.,  Philadelphia  20,  Pa. 

Vacuum  Equipment  Olv.  of  The  New  York  Air  Brake  Co., 
1325  Admiral  Wllsan  Blvd..  Camden,  N.  J. 

Vacuum  Specialties  Co.,  34  Linden  St.,  Somerville,  Mast. 

VARIAN  ASSOCIATES,  411  Hansen  Way,  Palo  AHe, 
Calif.  ADV.  PG.  140,  141,  332. 

Veeco  Vacuum  Corp.,  64  Denton  Ave.,  New  Hyde  Park, 
N.  V. 

Wekh  Scientific  Co.,  W.  M.,  ISIS  Sedgwick  St.,  Chi¬ 
cago  10,  III. 

Whittington  Pump  A  Engineering  Corp.,  1124  Prospect 
St.,  Indkanapolis  3,  lad. 


VACUUM  TUBE  VOLTMniRS 
San  VOLTMETERS  ElacSvdwIt 


PRODUCTS. 


VACUUM  UNITS 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena  15,  Calif. 

Controlled  Atmosphere  Enclosures  Carp.,  230-11  141tt 
Ave.,  Springfield  Gardens  13,  N.  Y. 

Edwards  High  Vacuum  (Canada)  Ltd.,  P.  0.  Box  SIS, 
Burlington,  Ontaiio. 

General  Vacuum  Corp.,  400  Border  St.,  East  Boston, 
Mats. 

Green  RectiAer  Co.,  1-10  Thirtieth  St.,  Fair  Lawn,  N.  J. 

Guardite  Ca.,  Div.  of  American-Marietta  Co.,  P.  0. 
Box  166,  Wheeling,  III. 

High-Vacuum  Equipment  Corp.,  2  Churchill  Rd.,  Hingham, 

Mau. 

Hull  Corporation,  Hatboro,  Pa. 

International  Pump  A  Machine  Works,  Inc.,  61  Dorsa 
Ave.,  Livingston,  N.  J. 

Kionty  Mfg.  Div.  of  The  New  York  Air  Brake  Co.,  3529 
Washington  St.,  Boston,  30,  Mau. 

Litton  Engineering  Labs.,  P.  0.  Box  949,  Grus  Valley, 
Calif. 

NRC  EQUIPMENT  CORP.,  140  Charlemont  St.,  Newton 
41,  Mau.  ADV.  PG.  427. 

Philadelphia  Scientific  Glau  Co.,  Quarkertown,  Pa. 

Red  Point  Corporation,  1907  Riverside  Drive,  Glendale  1, 
Calif. 

SCIENTIFIC  ENGINEERING  LABORATORY.  1510  Sixth 
St.,  Berkeley  10,  Calif.  ADV.  PG.  294. 

Temperature  Engineering  Corp.,  1000  Union  (.anding  Rd., 
Riverton,  N  J. 

TENNEY  ENGINEERING,  INC.,  1090  Springfield  Rd., 
Union,  N.  J.  ADV.  PG  331. 

Vacuum  Equipment  Div.  of  The  New  York  Air  Brake  Co., 
1325  A^iral  Wilton  Blvd.,  Camden,  N.  J. 

Vacuum  Specialties  Co.,  34  Linden  St.,  Somerville,  Mus. 

Veeco  Vacuum  Corp.,  64  Denton  Ave.,  New  Hyde  Park, 
N.  Y. 

Welch  Scientific  Co.,  W.  M.,  ISIS  Sedgwick  St.,  Chi¬ 
cago  10,  III. 


VALVIG-Sorvo 

American  Measurement  A  Control,  Inc.,  240  Calvary  St., 
Waltham  54,  Mass. 

Askama  Regulator  Co.,  240  E.  Ontario  St.,  Chicago  11, 
III. 

Barber-Colman  Ca.,  Dept.  744,  Rockford,  III. 

Bell  Aircraft  Carp.,  P.  0.  Box  1,  Buffalo  5,  N.  V 
Bendii  Aviation  Corp.,  PaciAc  Oiv.,  11400  Sherman 
Way,  North  Hollywo^,  Calif. 

Barg-Warner  Corp.,  Petco  Products  Div.,  24700  N.  Miles 
Rd.,  Bedford,  Ohio. 

Consolidated  CoMroit  Carp.,  4  Durant  Ave.,  Betliel,  Conn. 
Denison  Engineering  Div.,  American  Brake  SItoe  Co., 
1140  Dublin  Rd ,  Columbus  14,  Ohio. 

EASTERN  INDUSTRIES,  INC.,  100  Skiff  St.,  Hamden, 
Conn.  ADV.  PG.  49. 

Garrett  Corp.,  The,  9651  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

Hydraulic  Press  Mfg  Co.  Oiv.  of  Koehring  Co..  Mt. 

Gilead,  Ohio. 

KEARFOh  CO.,  INC.,  ENGINEERING  A  SALES  DIV.. 

1376  Main  Ave.,  Clifton,  N.  J.  ADV.  PG.  354. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Santa  Monica,  Calif. 
Lucifer  Ltd.,  Geneva-Carouge,  SwIUerland. 

MIDWESTERN  INSTRUMENTS,  41  A  Sheridan  Rd.,  Tulsa, 
Okla.  ADV.  PG.  9. 

Moog  Valve  Co.,  Inc.,  Proner  Airport,  East  Aurora,  N.V. 
Pegasus  Laboratories,  Inc.,  3492  Eleven  Mile  Rd., 
Berkley,  Mich. 

SANDERS  ASSOCIATES,  INC.,  Nashua,  N.  H.  ADV.  PG. 
253. 

Telecomputing  Corp.,  915  N.  Citrus  Ave.,  Lot  Angeles 
36,  Calif. 

United  Aircraft  Products,  Inc.,  1114  Bolandtr  Ave., 
Dayton  1,  Ohio. 

WALOORF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  A 
SONS,  Wolf  Hill  Rd.,  Huntington  Station,  N.  Y. 
ADV.  PG.  394C. 


VALVES-SafanoW 

Adel  Precision  Produas  Olv.  of  General  Metals  Corp., 
10777  Vanowen  St.,  Burbank,  Calif. 

ALLIED  CONTROL  CO.,  INC.,  2  E.  End  Ave.,  New  York 
21,  N.  Y.  ADV.  PG.  100,  101. 

BarW-Colman  Co.,  Dept.  744,  Rockford,  III. 

Baso  Inc.,  730  Jackson,  Milwaukee  1,  Wit. 

Bendii  Aviation  Corp.,  PaciAc  Div.,  114000  Sherman 
Way,  North  Hollyw^,  Calif. 

Caltron  Products  Co.,  3516  W.  Pico  Blvd.,  Los  Angeles 
19,  Calif. 

Combustion  Control  Div.,  Electronics  Corp.  of  America, 
77  Broadway,  Cambridge  42,  Mast. 

Darco  Industries,  Inc.,  Gyro  Dynamics  Dhr.,  2151  E. 

Rotecrant  Ave.,  El  Segundo,  Calif. 

Denison  Engineering  Div.,  American  Brake  Shoe  Co., 
1140  Dublin  Rd.,  Columbus  14,  Ohio. 

Eckel  Valve  Co.,  1419  Ist  St.,  San  Fernando,  Calif. 
Fulton  Sylphon  Dhr.,  RolMrtthaw-Fulton  Controlt  Co., 
Knoxville  1,  Term. 

Garrett  Corp.,  The,  9651  Sepulveda  Bhrd.,  Los  Angelu 
45,  Calif. 

GENERAL  CONTROLS  CO.,  601  Allen  Ave.,  Glendale  1, 
Calif.  ADV  PG.  75. 

Guardian  Electric  Mfg.  Co.,  1621  W.  Walnut  St.. 
Chicago  12,  IH. 

Hayes  Mfg.  Co.,  616  W.  12th  St.,  Erie,  Pa. 

Hyekaulic  Press  Mfg.  Co.,  A  Oiv.  of  Koehring  Co.,  Mt. 
Gilead,  Ohio. 

Jackes-Evans  Mfg.  Co.,  4427  Geraldine  Ave.,  St.  Louis 
15,  Me. 


Lucifer  Ltd.,  Geneva-Carouge,  Swiuerland. 

Mirmeapolis-Honeywell  Regulator  Co.,  2753  Fourth  Ave., 
S.,  Minneapolis  6,  Minn. 

Moog  Valve  Co.,  Inc.,  Proner  Airport,  East  Aurora,  N.  Y. 

Skinner  Electric  Vahre  Oiv.,  The  Skinner  Chuck  Co., 
Edgewood  Ave.,  New  BriUin,  Conn. 

Telecomputing  Corp.,  915  N.  Citrus  Ave.,  Los  Angelu 
36,  Calif. 

Tenqieriturc  Engineering  Corp.,  1000  Union  Landing  Rd., 
Riverton,  N.  J. 

United  Aircraft  Products,  Inc.,  1114  Bolander  Ave., 
Dayton  1,  Ohio. 

Veeco  Vacuum  Corp.,  64  Denton  Ave.,  New  Hyde  Park, 

WALMRF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  k 
SONS,  Wolf  Hill  Rd.,  Huntington  SUtion,  N.  Y. 
ADV.  PG.  394C. 


VARISTORS 

So#  also  CRYSTAL  (MOUNTS  B  MIXERS 

Automatic  Electric  Sain  Corp.,  North  Lake,  III. 
BRADLEY  LABS.,  INC.,  170  G  Columbus  Ave.,  New 
Haven  11,  Conn.  ADV.  PG.  376. 

URBORUNOUM  CO.,  THE,  GLOBAR  PLANT,  Niagara 
Falls,  N.  Y.  ADV.  PG.  72,  73. 

INTERELECTRONICS  CORP.,  2432  Grand  Concouru, 
New  York  56,  N.  Y.  ADV.  PG.  534. 

UNION  SWITCW  k  SIGNAL  DIV.  OF  WESTINGHOUSE 
AIR  BRAKE  CO.,  Pittsburgh  16,  Pa.  ADV.  PG.  364. 
VICTORY  ENGINEERING  CORP.,  101  Springfield  Rd., 
Union,  N.J.  ADV.  PG.  344. 


VARNISH— Cambrk  Coortnpa 
VARNISH-lmufaelwf 

So#  INSULATING  COMPOUNDS 


VIBRATION  ANALYSIS  EQUIPMENT 

ACF  Electronics,  600  N.  Pitt  St.,  Alexandria,  Va. 

BARRY  CONTROLS,  INC.,  711  Pleasant  St.,  Watartovm 
72,  Mus.  ADV.  PG.  334. 

Bergen  Laboratorin,  247  Crooks  Ave.,  Clifton,  N.  J. 

Bruel  k  Kyaer,  Naerum,  Denmark. 

BRUSH  INSTRUMENTS  DIV.  OF  CLEVITE  CORP.,  3405 
Perkins  Ave.,  Cleveland  14,  Ohio.  ADV.  PG.  20,  21. 

Calidyne  Co.,  The,  120  Crou  St.,  Winchnter,  Mau. 

Clevite  Carp.,  Texu  Oiv.,  3732  Wertheimer  Rd.,  Hous¬ 
ton  4,  Texas. 

Consolidated  Avionics  Corp.,  600  Siiamn  Dr.,  Wnt- 

bury,  N.  Y. 

Consolidated  Electrodynamics  Carp.,  300  N.  Sierra  Madre 
Villa,  Pasadena  15,  Calif. 

Davin  Laboratory,  Div.,  Minncapolit-Heneywell  Regulator 
Co.,  10721  Hwma  St.,  BelUville,  Md. 

Oubrow  Development  Co.,  235B  Penn  St.,  Burlington, 
N.J. 

Epk.  Inc.,  154  Nusau  St.,  New  York  36,  N.  Y. 

Erwood  Inc.,  1770  Berttau  Ave.,  Chicago  13,  III. 

Gaertner  Scientific  Corp.,  1239  Wnghtwood  Ave.,  Chi¬ 
cago  14,  III. 

GENERAL  RADIO  CO.,  275  Massachusetts  Ave.,  Cam¬ 
bridge  39.  Mus.  ADV.  PG.  176,  179. 

Genisco,  Inc.,  2233  Federal  Ave.,  Lu  Angelu  44,  Calif. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  OIV.,  Inter¬ 
national  Airport  Station,  Lot  Angelu  45,  Calif. 
ADV.  PG.  105-110. 

Insca  Co.,  Div.  of  Barry  Controlt,  Inc.,  Hollis  St., 
Groton,  Mau. 

International  Research  k  Development  Corp.,  4150  Hunt- 
ley  Rd.,  P.  0.  Box  55,  Worthington,  (Mo. 

Kahn  k  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 

KAY  ELECTRIC  CO.,  Maple  Ave.,  Pine  Brook,  N.J. 
ADV.  PG.  345. 

Kehnn  A  Hughn  Ltd.,  New  North  Rd.,  Barkingtide, 
Essn,  England. 

Kybemetn  Co..  9  E.  40th  St.,  New  York  14,  N.  Y. 

LING  ELECTRONICS,  9937  W.  Jefferson  Blvd.,  Culver 
City,  Calif.  ADV.  PG.  467. 

Miratel,  Inc.,  1060  Dionne  St.,  St.  Paul,  Minn. 

Muirhead  A  Co.,  Ltd.,  Beckenham  Kent,  England. 

Optron  Corp.,  3524  State  St,  Santa  Barbara,  Calif 

PANORAMIC  RADIO  PRODUm,  INC.,  520  S.  FuHon 
Ave,  Mt.  Vernon,  N.  V.  ADV.  PG.  443. 

PROBESCOPE  CO.,  6  Sagamore  Hill  Drive,  Pert  Wash¬ 
ington,  N.  V.  ADV.  PG.  552. 

Spectrum  Instruments,  Inc.,  44-05  30th  Ave.,  Long 
Island  City  3,  N.  V. 

Stone  La^atorin,  Sid,  Electronics  Mfg.  Div.,  793 
Tremont  St.,  Boston,  Mau. 

Taber  Instrument  Corp.,-  Electronics  Div.,  107  Goundry 
St.,  North  Tonawanda,  N.  V. 

Tel-Instrument  Electroniu  Corp.,  726  Garden  St., 
Carlstadt,  N.  J. 

Topatron  Inc.,  942  E.  Oiai  Ave.,  Dial,  Calif. 

WINKLER  LABOMTORIES,  5225  N.  20th  St.,  Phoenix, 
Aril.  ADV.  PG.  166. 


VIBRATION  ANALYSIS  EQUIPMENT- 
Eloceronic  Bwiwnrinp 

Conulldated  Electrodynamics  Corp.,  300  N.  Sierra  Madre 
Villa,  Pasadena,  Calif. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  6,  Ohio. 

International  Research  A  Development  Corp.,  4150  Hunt- 
ley  Rd.,  P.  0.  Box  55,  Worthington,  Ohio. 

Kelvin  A  Hugfiu  Ltd.,  New  North  Rd.,  Barkingside, 
Esmx,  England. 
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PANORAMIC  RADIO  PRODUCTS,  INC.,  520  S.  Fulton 
Ave.,  Mt.  Vemon,  N.  Y.  ADV.  PG.  463. 

Spectrum  Instruments,  Inc.,  44-05  30th  Ave.,  Long 
Island  City  3,  N.  Y. 


VltRATION  ANALYSIS  lOUIPMiNT- 
Nigfc  Temperatvro  PeMigiM 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  OlV.,  Inter¬ 
national  Airport  Station,  Lot  Angeles  45,  Calif. 
ADV.  PG.  105-110. 

VIBRATION  ANALYSIS  EOUIPMENT- 
Vibrarim  PoeigaM 

BARRY  CONTROLS,  INC.,  711  Pleasant  St.,  Water- 
to«vn  72,  Mass.  ADV.  PG.  336. 

Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif. 

Genisco,  Inc.,  2233  Federal  Ave.,  Los  Angeles  64,  Calif. 

HUGHES  PRODUCTS,  ELECTRONIC  TUBE  DIV.,  Inter¬ 
national  Airport  Station,  Los  Angeles  45,  Calif. 
ADV.  PG.  105-110. 

L.  A.  6.  Corp.,  Skaneateles,  N.  Y. 

LING  ELECTRONICS,  9937  W.  Jefferson  Blvd.,  Culver 
City,  Calif.  ADV.  PG.  487. 

Optron  Corp.,  3526  State  St.,  Santa  Barbara,  Calif. 

VIBRATION  EXCITING  EQUIPMENT 

ASSOCIATED  TESTING  LABORATORIES,  INC.,  107 
Clinton  Rd.,  Caldwell,  N.  J.  ADV.  PG.  569. 

Baldwin-Lima-Hamifton  Corp.,  42  4th  Ave.,  Waltham, 
Mass. 

Bruel  &  Kajaer,  Naerum,  Denmark. 

Genisco,  Inc.,  2233  Federal  Ave.,  Lot  Angeles  64,  Calif. 

Johnson  Associates,  Walter  A.,  318  Norton  Ave.,  Endi- 
cott,  N.  Y. 

LING  ELECTRONICS,  9937  W.  Jefferson  Blvd.,  Culver 
City,  Calif.  ADV.  PG.  487. 

MB  Mfg.  Div.  of  Textron,  Inc.,  P.  0.  Box  1825,  New 
Haven  8,  Conn.  • 

MASSA  UBORATORIES,  INC.,  5  Fouler  Rd.,  Hingham, 
Mass.  ADV.  PG.  514. 

Solartron,  Inc.,  Western  Div.,  10761  Burbank  Blvd., 
North  Hollywood,  Calif. 

SOUTHWESTERN  INDUSTRIAL  ELECTRONICS  CO.,  2831 
Post  Oak  Rd.,  P.  0.  Box  13058,  Houston  19,  Texas. 
ADV.  PG.  347. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13, 

111. 


VIBRATORS 

AIRPAX  PRODUCTS  CO.,  Middle  River,  Baltimore  20, 
Md.  ADV.  PG.  229-232. 

AMERICAN  TELEVISION  &  RADIO  CO.,  300  E.  Fourth 
St.,  St.  Paul  1,  Minn.  ADV.  PG.  484. 

CORN^ELL-DUBILIER  ELECTRIC  CORP.,  South  Plain- 
field,  N.  J.  ADV.  PG.  419. 

JAMES  VIBRAPOWR  CO.,  4050  N.  Rockwell  St.,  Chi¬ 
cago  18,  III.  ADV.  PG.  574. 

Johnson  Associates,  Walter  A.,  318  Norton  Ave., 

Endicott,  N.  V. 

KURMAN  ELECTRIC  CO.,  DIV.  OF  NORBUTE  CORP., 
191-193  Newel  St.,  Brooklyn  22,  N.  Y.  ADV.  PG. 
222. 

Litton  Industries  of  Maryland,  Inc.,  4900  Calvert  Rd., 
College  Park,  Md. 

Lucifer  Ltd.,  Geneva-Carouge,  Switzerland. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

OAK  MFG.  CO.,  1260  Clyboum  Ave.,  Chicago  10,  III. 
ADV.  PG.  314,  315. 

Racon  Electric  Co.,  1261  Broadway,  New  York  1,  N.  Y. 

Radiart  Co.,  The,  3455  Vega  Ave.,  Cleveland  13,  Ohio. 

STEVENS-ARNOLD  INC.,  22  Elkins  St.,  South  Boston 
27,  Mass.  ADV.  PG.  24. 

Vibration  Research  Labs.,  Inc.,  58  Marbledale  Rd., 
Tuckahoe,  N.  Y. 

Vokar,  20450  Old  U.  S.  12,  Chelsea,  Mich. 


VIBRATORS-MvNhrifcraifM 

American  Research  &  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 

Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pau- 
dena  1,  Calif. 

Vibration  Research  Labs.,  Inc.,  58  Marbledale  Rd., 
Tuckahoe,  N.  Y. 

VIBRATORS-Uffrosonic 

ACOUSTICA  ASSOCUTES,  INC.,  26  Windsor  Ave., 
Mineola,  N.  Y.  ADV.  PG.  531. 

Alcar  InstrumenU,  Inc.,  17  Industrial  Ave.,  Little  Ferry, 
N.  J. 

Harris  Transducer  Corp.,  The,  Woodbury,  Conn. 


VISCOSIMETERS  WITH  ELECTRONIC  RECORDERS 

Bendix  Aviation  Corp.,  Cincinnati  Div.,  3130  Wasson  Rd., 
Cincinnati  8,  Ohio. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

Fischer  A  Porter  Co.,  476  Warminster  Rd.,  Hatboro,  Pa. 
Foxboro  Co.,  The,  Foxboro,  Mass. 

Ultrasonic  Engineering  Co.,  P.  0.  Box  209,  1613  S.  3rd 
Ave.,  Maywood,  III. 


.1958-1959  LISTINGS  of 


VOLTAGE  REGULATING 
So#  Controls 

REGULATORS,  Voheigo 


VOLTAGE  SUPPLIES-DocmIo 

Electronic  Measurements  Co.,  Inc.,  Lewis  St.  A  Maple 
Ave.,  Eatontown,  N.  J. 

FLUKE  MFG.  CO.,  INC.,  JOHN,  111  W.  Nickerson  St., 
Seattle  99,  Wash.  ADV.  PG.  501. 

Gertsch  Products,  Inc.,  3211  S.  La  Cienega  Blvd.,  Lot 
Angeles  16,  Calif. 

KEPCO  LABS.,  INC.,  131-138  Sanford  Ave.,  Flushing  55, 
N.  Y.  ADV.  PG.  289,  290. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego 
12,  Calif.  ADV.  PG.  51-57. 

Leach  Corp.,  Inet  Div.,  18435  Susana  Rd.,  Compton, 

Calif. 

OWEN  LABORATORIES,  INC.,  55  Beacon  PI.,  Pasadena, 
Calif.  ADV.  PG.  498. 

SHALLCROSS  MFG.  CO.,  Selma,  N.  C.  ADV.  PG.  324. 
SORENSEN  A  CO.,  INC.,  Richards  Ave.,  Norwalk,  Conn. 
ADV.  PG.  91-96. 

Summit  Electronics,  Inc.,  7  Industrial  Place,  SummH, 

N.  J. 

TECHNICAL  APPARATUS  BUILDERS,  109  Liberty  St, 
New  York  6,  N.  Y.  ADV.  PG.  511. 


VOLTMETERS 

Soo  INSTRUMENTS-Elocivknl  Moosvring 


VOLTMETERS-OifitW 

Analogue  Controls,  Inc.,  39  Roselle  St.,  Mineola,  N.  Y. 

American  Bosch  Arma  Corp.,  Chicago  Div.,  5857  W.  9Sth 
St.,  Oak  Lawn,  III. 

American  EleUronics,  Inc.,  655  W.  Washington  Blvd.,  Lot 
Angeles  15,  Calif. 

Beckman/ Berkeley  Division,  2200  Wright  Ave.,  Richmond 

3,  Calif. 

CG  Electronics  Div.  of  GuKon  Industries,  Inc.,  305  Dallas 
St.,  N.  E.,  Albuquerque,  N.  M. 

Consolidated  Avionics  Corp.,  800  Shames  Dr.,  Wesibury, 
N.  Y. 

Consolidated  Electrodynamics  Carp.,  300  N.  Sierra 
Madre  Villa,  Pasadena,  Calif. 

CUBIC  CORP.,  5575  Kearny  Villa  Rd.,  San  Diego  11, 
Calif.  ADV.  PG.  118,  119. 

Datran  Electronics,  1836  Rotecrans  Ave.,  Manhattan 
Beach,  Calif. 

Delaware  Products  Co.,  300  Broadway,  Camden  3,  N.  J. 

EPR  Special  Products  Corp.,  675  Barney  St.,  Brooklyn, 
N.  V. 

Electro  Instruments,  Inc.,  3540  Aero  Court,  San  Diego 
11,  Calif. 

Electronic  Associates,  Inc.,  Lgra  Branch,  N.  J. 

Electronics  Computer  Corp.,  M91  Ridge  Ave.,  Phila¬ 
delphia  28,  Pa. 

Franklin  Electronics,  Inc.,  E.  Fourth  St.,  Bridgeport,  Pa. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

Hycon  Electronia,  Inc.,  370  S.  Fair  Oaks,  Pasadena, 
Calif. 

KIN  TEL,  Box  623,  5725  Kearny  Villa  Rd.,  San  Diego  12, 
Calif.  ADV.  PG.  51-57. 

NON-LINEAR  SYSTEMS,  INC.,  Del  Mar  Airport,  Del  Mar, 
Calif.  ADV.  PG.  442 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell,  Berks, 
England 

Servonics,  Inc.,  822  N.  Henry  St.,  Alexandria,  Va. 

Solartron,  Inc.,  Western  Div.,  10761  Burbank  Blvd.,  North 
Hollywood  Calif. 

SYSTRON  CORP.,  2055  Concord  Blvd.,  Concord,  Calif. 
ADV.  PG.  368. 

Telecomputing  Corp.,  915  N.  Citrus  Ave.,  Los  Angeles 
38,  Calif. 

WAl6oRF  INSTRUMENT  CO.,  DIV.  OF  F.  C.  HUYCK  & 
SONS,  Wolf  Hill  Rd.,  Huntington  SUtion,  N.  Y. 
ADV.  PG.  394C 

ZInn  Instruments,  P.  0.  Box  733,  Lomita,  Calif. 


VOLTMETERS-CloctroiUe 
Soo  INSTRUMENTS-lloxfrIool  Mooeorlm 


VOLTMETERS-EloctresNMic 

Epic,  Inc.,  154  Nassau  St.,  New  York  38,  N.  Y, 

FERRANTt  ELECTRIC  INC.,  30  Rockefeller  Plaza,  New 
York  20,  N.  Y.  ADV.  PG.  490. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8,  Ohio. 

KEITHLEY  INSTRUMENTS,  12415  Euclid  Ave.,  Cleveland 
6,  Ohio.  ADV.  PG.  274. 

New  England  Scientific  Instruments  Co.,  238  Main  St., 
Cambridge  42,  Mass. 

PRECISE  MEASUREMENTS  CO.,  R.  E.  #1,  Millbrooks 
Rd.,  Flemington,  N.  J.  ADV.  PG.  503. 

RAWMN  ELECTRICAL  INSTRUMENT  CO.,  Ill  Potter 
St.,  Cambridge  42,  Mass.  ADV.  PG.  457. 

SENSITIVE  RESEARCH  INSTRUMENT  CORP.,  310  Main 
St.,  New  Rochelle,  N.  Y.  AOV.  PG.  467. 

Servo  Recording  Instruments,  Inc.,  407  N.  Maple  Drive, 
Beverly  Hills,  Calif. 

STICHT  CO.,  INC.,  HERMAN  H.,  27  Park  Place,  New 
York  7,  N.  Y.  ADV.  PG.  585. 

WacLIne,  Inc.,  35  S.  St.  Clair  St.,  Dayton  2,  Ohio. 


VOLTMETERS-SfMofcwA 

California  Magnetic  Control  Corp.,  11922  Valerio  St., 
North  Hollywood,  Calif. 

Cclortone  Electronics,  Inc.,  200  Frank  Rd.,  HIcksvIlle, 
N  Y 

FLUKE  MFG.  CO.,  INC.,  JOHN,  111  W.  Nickerson  St., 

Seattle  99,  Wash.  AOV.  PG.  501.  _ 

MILLIVAC  INSTRUMENTS  DIV.  OF  COMU  ELECTRONICS, 
INC.,  2315  Second  Ave.,  Carmen,  SchenecUdy,  N.  Y. 
AOV.  PG.  497. 


VOLT-OHMJMILLIAMMITfRS 

Soo  INSTRUMENTS-EUclricol  Mooeorlitf 


WASHERS-lnsoforing 

Accurate  Electronics  Corp.,  Dept.  6,  169  Abbe  Rd.,  S., 
Elyria,  Ohio. 

Aetna  Felt  Co.,  Inc.,  204  Centre  St.,  New  York  13, 

N.  Y. 

Allied  Plastics  Supply  Corp.,  75  Cliff  St.,  New  York  38, 

N.  Y. 

Amatom  Electronic  Hardware  Co.,  Inc.,  88  Drake  Ave., 
New  Rochelle,  N.  Y. 

AMERICAN  LAVA  CORP.,  STEATITE  DIV.,  Cherokee 
Blvd.  A  Manufacturers  Rd.,  Chattanooga  5,  Tem. 
AOV.  PG.  237. 

American  Mica  Insulation  Co.,  Manasquan,  N.  J. 
Anti-Corrosive  Metal  Products  Co.,  Castleton-On-Hudson, 
N.  V. 

Asheville-Schoonmaker  Mica  Co.,  900  Jefferson  Ave., 
Newport  Newt,  Va. 

Auburn  Mfg.  Co.,  The,  Pease  Ave.,  A  Stack  St.,  Middle- 
town,  Com. 

Barwood  Mfg.  Co.,  Inc.,  L.  J.,  22  Williams  St.,  Everett 
49,  Mass. 

Carmer  Industries,  Inc.,  22  N.  26th  St.,  Kenilworth, 
N.  J. 

CIRCON  COMPONENT  CO.,  SanU  Barbara  Municipal 
Airport,  Goleta,  Calif.  AOV.  PG.  526. 

Comco  Plastics,  Inc.,  97-24  Albert  Rd.,  Ozone  Park, 
N.  V 

CONTINENTAL-DIAMOND  FIBRE  CORP.,  Newark  100, 
Dell.  ADV.  PG.  373-376. 

Diamonite  Products  Mfg.  Co.,  Div.  of  U.  S.  Ceramic  Tile 
Co.,  1232  Cleveland  Ave.,  N.  W.,  Canton  2,  Ohio. 
Du-Co  Ceramics  Co.,  Box  587,  Butler  8,  Pa. 
ELECTRICAL  INSULATION  CO.,  INC.,  1245  Marconi 
Blvd.,  Copiague,  N.  Y.  ADV.  PG.  584. 

Emeloid  Co.,  Inc.,  1239  Central  Ave.,  Hillside  5,  N.  J. 
Enflo  Corp.,  Fellowship  Rd.  A  Route  73,  Maple  Shade, 
N.  J. 

FEDERAL  SCREW  PRODUCTS,  INC.,  3917  N.  Kedzle 
Ave.,  Chicago  18,  III.  ADV.  PG.  508. 

Felt  Products  Mfg.  Co.,  7450  N.  McCormick  Blvd., 
Skokie,  III. 

FLUO^ARBON  PRODUCTS  INC.,  DIV.  OF  U.  S. 

GASKET  CO.,  Camden  1,  N.  J.  ADV.  PG.  529. 
Fluorukm  Laboratories,  Box  305,  Caldwell,  N.  J. 
Franklin  Fibre-Lamitex  Corp.,  Wllmingtan,  Del. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

GENERAL  CEMENT  MFG.  CO.,  OlV.  OF  TEXTRON  INC., 
ELECTRONIC  DIV.,  400  S.  Wyman  St.,  Rockford,  III. 
AOV.  PG.  80. 

GRAYHILL,  INC.,  537  Hillgrove  Ave.,  U  Grange,  III. 
ADV  PG.  309. 

Griet  Reproducer  Corp.,  151  Beechwood  St.,  New  Rochelle, 
N.  Y. 

HK  MeUI  Craft  Mfg.  Corp.,  3775  Tenth  Ave.,  New 
York  34,  N.  Y. 

I.  E.  Manufacturing,  325  N.  Hoyne  Ave.,  Chicago  12, 
III. 

Insulation  Manufacturers  Corp.,  565  W.  Washington 
Blvd.,  Chicago  6,  III. 

Irving  Tool  A  Mfg.  Co.,  1315  Levee  St.,  Dallas  7,  Texas. 
Isolantite  Mfg.  Corp.,  Stirling,  N.  J. 

Jodee  Plastics  Co.,  3089  Fulton  St.,  Brooklyn  8,  N.  Y. 
Keystone  Electronics  Corp.,  49  Bleecker  St.,  New  York 
12,  N.  Y. 

Mercury  Air  Parts  Co.,  3826  Willat  Ave.,  Box  135, 

Culver  City,  Calif. 

Moran  Co.,  115  Main  St.,  El  Segundo,  Calif. 
NATIONAL  VULCANIZED  FIBRE  CO.,  Box  311,  Wil¬ 

mington,  Del.  AOV.  PG.  360. 

Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New 

York  11,  N.  Y. 

Peerless  Products  Industries,  812  N.  Pulaski  St.,  Chi¬ 

cago  51,  III. 

Pern  Fibre  A  Specialty  Co.,  2020  E.  Westmoreland  St., 
Philadelphia  34,  Pa. 

PERFECTION  MICA  CO.,  MAGNETIC  SHIELD  DIV.,  1320 
N.  Eleston  Ave.,  Chicago  22,  III.  AOV.  PG.  485 
Permonite  Mfg.  Co.,  444  N.  Lake  Shore  Dr.,  Chicago  11, 
III. 

Pilgrim  Products,  Inc.,  16  Spruce  St.,  West  Acton, 
Mass. 

Plasteck,  Inc.,  Poteau,  Okla. 

POLYMER  CORPORATION,  THE,  Reading,  Pa.  ADV.  PG. 
196. 

Polymica  A  Insulation  Co.,  683  Main  St.,  Willimantic, 
Com. 

Prlntlold,  Inc.,  93  Mercer  St.,  Hew  York  12,  N.  Y. 
Sheffco  Mfg.  Corp.,  Grand  A  Ruby  Ave.,  Palisades  Park, 
N.  J. 

Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx  61, 
N.  Y. 

Sinclair  Mfg.  Co,.  Chartley,  Mau. 
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ELECTRONIC  and  ALLIED 


Smith,  lac.,  Herman  H.,  2326  Nostrand  A»e.,  Brooklyn 
10,  N.  Y. 

Spruca  Pint  Mka  Ca.,  Spruca  Pint,  N.  C. 

SUvtr  Ca.,  The,  41  N.  Sana  Aw.,  Bay  Share,  N.  Y. 

Stevens  Products,  Inc.,  86-60  Main  St.,  East  Orange, 
N.  J. 

Stone  City  Machine  A  Tool  Ca.,  Inc.,  1206  Seventh  St., 
P.  0.  Boa  3S1,  Bedford,  Ind. 

Taylor  Fibre  Co.,  Norristown,  Pa. 

THM  CCRAMICS,  INC.,  22S  Belleville  Ave.,  Bloom- 
Aeld,  N.  J.  ADV.  PS.  S38. 

Tri-Point  Plastics,  Inc.,  173  I.  U.  WilleU  Rd.,  Albert- 

U.*?.'  CASKET  CO.,  PLASTICS  OIV.  Of  THE  SARLOCX 
PACK1N6  CO.,  Camden  1,  N.  J.  AOV.  PS.  477. 

Waldom  ElecUanics,  Inc.,  4623  W.  33rd  St.,  Chicago 
32,  III. 

Walsca  Elactrankt  Mfg.  Ca.,  100  Srsen  SL,  Rockford, 
III. 

Wilmington  Fibre  SpKialty  Co.,  New  Cattle  6,  Del. 

Wrought  Washer  Mig.  Co.,  2264  S.  Bay  St.,  Milwaukee 
7,  Wit. 


WASmn  tadl 

Alhnetal  Screw  Products  Co.,  Inc.,  821  Stewart  Ave., 
Sardon  City,  N.  Y. 

Alvo  Nut  A  Baft  Co.,  Inc.,  1601  Srande  VItU  Ave., 
Las  Angeles  23,  CalH. 

Anti-Cerreaive  Metal  Products  Ca.,  Caaleton-On-Hudion, 
N.  Y. 

Autascrew  Ca.,  216-222  W.  18th  St.,  New  Yert,  N.  Y. 

Chase  Brass  A  Capper  Ca.,  Inc.,  236  Brand  SL,  Water- 
bury  20,  Corel. 

CINCON  COMPONENT  CO.,  SanU  Barbara  Municipal 
Airport,  Saleta,  CaUf.  AOV.  PS.  326. 

Eaton  M^  Ca.,  Rollanca  DIv.,  23  Chariot  Avo.,  S.  E., 
Massillan,  Ohio 

FEDERAL  iOttW  PROOUCTS,  INC.,  3417  N.  Kedkie 
Ave.,  Chkago  18,  III.  AOV.  PS.  308. 

HK  Metal  Craft  Mfg.  Carp.,  3773  Tenth  Ave.,  New 
Verb  34,  N.  Y. 

Harper  Ca.,  H.  M.,  8200  Lehigh  Ave.,  Marten  Sreve,  III. 

Hobbs  MH-  Ca.,  26  Salisbury  St.,  Worcester,  Mats. 

I.  E.  Manufacturing  323  N.  Moyne  Ave.,  Chicaga  12, 
III. 

Irwin  Products  Ca.,  4437  N.  Daman,  Chicago  23,  III. 

Keystone  Balt  A  Nut  Carp.,  127  Church  St.,  New 
York  7,  N.  Y. 

National  Lech  Washer  Ca.,  Tha,  40  Herman  St.,  Newark 
3,  N.  J. 

Penn  Fibre  A  Specialty  Ca.,  2020  E.  Westmoreland  St., 
Phtladoipkia  34,  Pa. 

Pasitive  Lack  Washer  Ca.,  101  Miller  St.,  Newark  3. 
N.  J. 

Shakeproaf  DIv.  of  Illinois  Tool  Works,  St.  Charles  Rd., 
Elgin,  IH. 

Sheffca  Mfg.  Carp.,  Brand  A  Ruby  Ave.,  Palisades  Park, 
N.  J. 

Standard  Lacknut  A  Leckwather  Inc.,  2230  Valley  Ave., 
Indianapolis  18,  Ind. 

Star  Stainlett  Screw  Ca.,  633  Union  Bhid.,  Tatvw,  N.  J. 

Starting  BaH  Ca.,  363-403  W.  Erie  St.,  Chkago  10, 
III. 

Thompson  Bremer  A  Ca.,  228  N.  LaSalle  St.,  Chkaaa, 
III. 

Waldom  Electronks,  Inc.,  4623  W.  31rd  St.,  Chicago 
32,  III. 

Walsca  Electronics  Mfg.  Ca.,  100  Sreen  SL,  Rockford, 
III. 


WAnMITfM 

Sea  INSTBUfMNTS-ilactriowl  Maaouring 


WAVfOUIOi  DISSAPATIVI  STRIPS 
WAviouiDf  nn  kniipmbnt 

WAVIOUIOiS-CansWaaeiaa,  Ffoelbia  A  RlgM 
WAVEMirtRS-AUcrawava 
Saa  MICROWAVI  ACCISSOtllS 


WAXES 

Saa  INSUUTINO  COMPOUNDS 


WtOOCS-Waad  Sfaf 

Insulation  Manufacturers  Carp.,  363  W.  Washington 
Blvd.,  Chkago  6,  III. 


WllOftS-Spaf 

CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W.  Oliver 
Bldg.,  P.  0.  Bos  2318,  Pittsburgh  30,  Pa.  ADV. 
PS.  133. 

Eisler  Engineering  Ca.,  Inc.,  731  S.  13th  St.,  Newark  3, 
N  J. 

Ewald  Instruments,  Route  7E,  Kent,  Conn. 

FEDERAL  TOOL  ENSINEERINS,  INC.,  1387  Pompton 
Ave.,  Cedar  Srove,  N.  J.  AOV.  PC.  343. 

Internatlenal  Pump  A  Machlrw  Works,  81  Darsa  Avo., 
Livingston,  N.  J. 

Lindt  Co.,  Dhr.  of  Union  Carbide  Corp.,  30  E.  42nd 
St.,  New  York  17,  N.  Y. 

Litton  Engineering  Laboratories,  P.  0.  Boa  444,  Crass 
Valley,  Calif. 

Mallory  A  Ca.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 


PRODUCTS 


Sciaky  Bros.,  Inc.,  4413  W.  67th  St.,  Chicago  38,  III. 
Scientific  Electrk  Carp.,  103-114  Monroe  SL,  Garfield, 
N.  J 

STEWART  ENGINEERING  CO.,  Bos  277,  Saguel,  Calif. 
AOV.  PC.  436. 

sutler  Corp.,  18  N.  Ada  St.,  Chicago  7,  III. 

Vacuum  Tube  ProducU  Ca.,  Inc.,  2020  Short  St., 
Oceanside,  Calif. 

Taylor-Winfiield  Corp.,  1036  Mahonig,  N.  W.,  Warren, 
Ohio. 

Weldmatic  Oiv.  of  Unitek  Carp.,  380  N.  Halstead  Ave., 
Pasadena,  Calif. 


WILOINO 

SoaCONTROU 


WINDOWS  PraaoarfeNit 

BOMAC  LABORATORIES,  INC.,  Salem  Rd.,  Beverly,  Mast. 
AOV.  PS.  38,  34. 

Central  Electronic  Manufacturers,  Inc.,  2  Richwood  Place, 
Dtnvilit,  N.  J. 

DEHORNAV-BONAROI,  780  S.  Arroya  Parkway,  Pasa¬ 
dena,  Calif.  AOV.  PG  48,  44. 

MICRWAVE  ASSOCIATES,  INC.,  Burlingtan,  Matt. 
AOV.  PG.  447. 

N.R.K.  Mfg.  A  Engineering  Ca.,  4601  W.  Addison  SL, 
Chicaga  41,  III. 

Pafymka  A  Insulation  Ca.,  683  Main  St.,  Willimantk. 
Cann. 

Sage  Labaratorics,  Inc.,  134  Linden  St.,  Wellesley  81, 

Mau. 

Spruce  Pine  Mka  Co.,  Spruce  Pine,  N.  C- 
Tachnicraft  Labaratariat,  Inc.,  Thamattan-Waterbury  Rd., 
Themastan,  Cann. 

Wavoimc,  inL,  Bm  718,  Caldvwil,  N.  J. 


WIU  CAT  WHISKIRS  Ht  TRANSItTOtS 
Cooper  A  Sant,  Inc.,  Joseph  B.,  23  W.  47th  St.,  New 
York  36.  N.  Y. 

LUtio  Fails  Alloys,  Inc.,  140  Caldwell  Ave.,  Paterson  1, 
N.  J. 

Mkra-WIre  Stranding  Ca.,  232  Chestnut  St.,  P.  0. 
Boi  314,  Pattak,  N.  J. 

Nesar  AHay  Products  Ca.,  282  Halsey  St.,  Newark  2, 
N  J. 

SYLVANU  ELECTRK  PROOUCTS  INC.,  CHCMKAL  4 
MCTAUURGICAL  OIV.,  Towanda,  Pa  AOV.  PG.  633. 
SYLVANU  ELEaRIC  PROOUCTS  INC.,  PARTS  OIV., 
Warren.  Pa.  ADV.  PC.  632. 


SURPRENANT  MANUFACTURING  CO.,  Clinton,  Mass. 
ADV.  PS.  284. 

SYLVANU  ELECTRONIC  PRODUCTS  INC.,  PARTS  OIV., 
Warren,  Pa.  ADV.  PG.  632. 

Thermo  Nuclear  Wire  Industries,  137  Grand  SL,  New 
York  N.  Y. 

United  Wire  A  Supply  Corp.,  Providence  7,  R.  I. 


WIRE— Annunciaeor 

Anaconda  Wire  A  Cable  Ca.,  23  Broadway,  New  York  4, 
N.  Y. 

Atlantic  Wire  A  Cable  Corp.,  114-14  14th  Rd.,  College 
PoifU,  N.  Y. 

Belden  Mfg.  Ca.,'  4647  W.  Van  Buren  St.,  Chicago  44, 
III. 

BOSTON  INSULATED  WIRE  A  CABLE  CO.,  63  Bay  St., 
Boston  23,  Mats.  ADV.  PG.  484. 

CHESTER  CABLE  CORP.,  SUB.  OF  MIAMI  COPPER 
CO.,  Hill  St.,  Chester,  N.  V.  ADV.  PG.  344. 

Columbia  Wire  A  Supply  Co.,  2830  Irving  Park  Rd., 
Chicago  18,  III. 

Consolidated  Wire  A  Associated  Companies,  1633  S. 
Clinton  St.,  Chicago  16,  III. 

Copperweld  Steel  Ca.,  Wire  A  Cable  Div.,  Glassport, 
Pa. 

CCRNISH  WIRE  CO.,  30  Church  St.,  New  York  7,  N.  Y. 
AOV.  PG.  228. 

Esses  Wire  Corp.,  Magnet  Wire  Div.  A  Wire  A  Cable 
Oiv.,  1601  Wall  St.,  Fort  Wayne,  Ind. 

General  Cable  Carp.,  420  Lesing^  Ave.,  New  York  17, 
N.  Y. 

Caadline  Dlvn.,  Wire  Ca.  of  America,  Inc.,  304  Date 
Ave.,  Alhambra,  Calif. 

Hclyake  Wire  A  Cable  Carp.,  720  Main  St.,  Holyeke, 

HUDSON  WIRE  CO.,  Ossining,  N.  Y.  AOV.  PG.  40. 

Organk  OeveiopmerK  Carp.,  Spectra-Strip  Dhr.,  10032 
Larson  Ave.,  Garden  Grove,  Calif. 

Rhode  Island  Insulated  Wire  Co.,  IiK.,  30  Burnham 
Ave.,  Cranston,  R.  I. 

Royal  Electrk  Carp.,  Pawtucket,  R.  I. 

Saston  Products  InL,  1661  Boone  Ave.,  Bronx  60,  N.  V. 

SEQUOIA  WIRE  4  CABLE  CO.,  2201  Bay  Rd.,  Red¬ 
wood  City,  Calif.  AOV.  PS.  324. 

Superior  Insulated  Wirt  Ca.,  Route  4W,  Haverstraw,  N.  Y. 

Therma  Nuclear  Wire  Industries,  137  Grand  St.,  New 
York  7,  N.  Y. 

Union  Plastics  Carp.,  1630  Paterson  Rd.,  Secaucus, 
N.  J. 

U.  S.  Steel  Carp.,  323  Wm.  Penn  Place,  Pittsburgh  30, 
Pa. 

U.  S.  Wirt  A  Cable  Carp.,  Progress  A  Monroe  Sts., 
Union  #30,  N.  J. 


W  IRE— Aluminum 


WIRS-Aneunnw 


All-Stata  Welding  Allayt  Ca.,  Inc,  244  Ferris  Ave., 
White  Plains,  N.  V. 

Allays  UnlimiteiL  Inc.,  44-13  Veman  Blvd.,  Lang  Island 
City  1.  N.  V. 

Aluminum  Ca.  af  America,  Akaa  BMg.,  PUtsburgh  14. 

Pa. 

Anaconda  Wire  A  Cabla  Ca.,  23  Broadway,  New  York  4, 
N.  Y. 

BImbach  Radio  Ca.,  Inc,  143  Hudian  St,  New  York 

13,  N.  Y. 

Bridgeport  Brass  Ca,  30  Grand  St.,  Bridgapart,  Cams. 
British  Insulated  Callender's  Cables  Ltd,  21  Bloomsbury 
St .  London,  W.  C.  1,  England. 

CONN  CORP,  SIGMUND,  121  S.  Columbus  Ave.,  Mt. 

Vernon,  N.  V.  AOV.  PS.  383. 

Columbia  Wirt  A  Supply  Ca.,  2830  Irving  Park  Rd., 

Chicago  18,  III. 

Consolidated  Wire  A  Associated  Cat,  1633  S.  Clinton  St, 
Chicago  16,  III. 

Eaton  Mfg.  Co,  Reliance  Oiv.,  23  Charles  Ave.,  S.  E. 
Massillon,  Ohio. 

Electric  Auto-Lite  Ca.,  The,  Champlain  St,  Toledo  1, 

Essex  Wire  Corp,  Magent  Wirt  Oiv.  A  Wirt  A  Cable 
Div.,  1610  Wall  St.,  Fort  Wayne.  Ind. 

Flexo  Wire  Oiv.  of  Copperweld  Steel  Co.,  Oswego,  N.  Y. 
General  Cable  Carp.,  420  Lexington  Ave.,  New  York  17, 
N  Y. 

HUDSON  WIRE  CO,  Ouining,  N.  Y.  AOV.  PG.  40. 
Kaiser  Aluminum  A  Chemical  Sales,  InL,  414  N.  Michi¬ 
gan  Ave,  Chicago,  III. 

Little  Falls  Alloys,  Inc,  140  Caldwell  Ave,  Paterson  1, 
N.  J. 

Nesor  Alloy  Products  Ca.,  282  Halsey  St.,  Newark.  N.  J. 
Okonite  Ca.,  Canal  St.,  Passaic,  N.  J. 

Olin  Mathieson  Chemical  Carp.,  460  Park  Ave.,  New 
York  22,  N  Y. 

Paul  A  Stein  Bros.,  Inc.,  F.  H.,  233  Fifth  Ave.,  New 
York  16,  N.  Y. 

Plastoid  Corp.,  42-61  24th  St.,  Long  Island  City,  N.  Y. 
Reynolds  Metals  Ca,  2300  S.  Third  St.,  Louisville  1, 
Ky 

Roebling's  Sons  Carp.,  John  A.,  640  Broad  St.,  Trenton  2, 
N.  J. 

Rome  Cable  Corp,  Rid<|e  St.,  Rome,  N.  Y. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60,  N.  Y. 
Secon  Metals  Corp.,  7  Intervale  St.,  White  Plains.  N.  Y. 
SEQUOIA  WIRE  4  CABLE  CO.,  2210  Bay  Rd.,  Redwood 
City,  Calif.  AOV.  PG.  324. 

South  River  Metal  ProducU  Co.,  377-374  Turnpike,  South 
River,  N.  J. 

Southwire  Co ,  4  Fertilla  St.,  Carrollton,  6a. 

STEEL  HEOOLE  MFG.  CO.  2100  W.  Allegheny  Ave.. 
Philadelphia  32,  Pa.  ADV.  PG.  341. 


Alloy  MeUI  Wire  Div.,  H.  K.  Porter  Ca.,  Inc,  1 
Pavilion  Ave.,  Riverside,  N.  J. 

ALPHA  WIRE  CORP.,  200  Varkk  St,  New  York  14. 
N.  Y.  AOV.  PG.  63. 

Anaconda  Wire  A  Cable  Ca,  23  Broadway,  New  York  4, 
N.  Y. 

Atlantic  Wire  A  Cable  Corp.,  114-14  14th  Rd.,  College 
Point,  N.  Y. 

Belden  Mfg.  Ca.,  4647  W.  Van  Buren  St,  Chicago  44, 
III. 

Bimbach  Radio  Ca.,  Inc.,  143  Hudson  St.,  New  York  13, 
N.  Y. 

BOSTON  INSULATED  WIRE  4  CABLE  CO,  63  Bay  St, 
Boston  23,  Mast.  ADV.  PG.  404. 

Brand  A  Ca,  Inc,  William,  41  North  St,  Willimantk, 

British  Insulated  Callender's  Cables  Ltd,  21  Blooms¬ 
bury  SL,  London,  W.  C.  1,  England. 

Charuiei  Master  Co.,  Ellenville,  N.  V. 

CHESTER  CABLE  CORP.,  SUB.  OF  MIAMI  COPPER 
CO,  Hill  St,  Chester,  N.  Y.  AOV.  PG.  344. 

Columbia  Wire  A  Supply  Ca.,  2830  Irving  Park  Rd, 
Chicago  18.  III. 

Consolidated  Wire  A  Associated  Companies,  1633  S. 

Clinton  St.,  Chicago  16,  III. 

Copperweld  Steel  Ca.,  Wire  A  Cable  Oiv.,  GlassporL  Pa. 
CORNISN  WIRE  CO,  30  Church  St,  New  York  7,  N.  Y. 
AOV.  PG.  228. 

Flexo  Wire  Oiv.  of  Copperweld  Steel  Ca.,  Oswego,  N.  V. 
General  Cable  Corp,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 


Goodline  Oivn.,  Wire  Co.  of  America,  Inc.,  304  Date  Ave., 
Alhambra,  Calif. 

HACKENSACK  CABLE  CORP,  110  Orchard  St.,  Hacken¬ 
sack,  N.  J.  ADV.  PS.  314. 

Holyoke  Wire  A  Cable  Corp.,  720  Main  St.,  Holyoke, 
Mass. 

Leviton  Mfg.  Co.,  Inc.,  236  Greenpoint  Ave.,  Brooklyn 
22,  N.  Y. 

Nesor  Alloy  ProducU  Co  282  Halsey  St.,  Newark  2, 


N.  J. 

PHELPS  DODGE  COPPER  PRODUCTS  CORP,  300  Park 
Ave,  New  York  22,  N.  Y.  AOV.  PG.  341. 

Plastoid  Corp.,  42-61  24th  St.,  Long  Island  City  1, 
N.  V. 

Rego  Insulated  Wire  Co.,  830  Monroe  St.,  Hoboken,  N.  J. 
Rhode  Island  Insulated  Wire  Co.,  Inc.,  30  Burnham  Ave., 
Cranston,  R.  I. 

SEQUOU  WIRE  A  CABLE  CO,  2201  Bay  Rd.,  Red¬ 
wood  City,  Calif.  AOV.  PS.  324. 

Superior  Insulated  Wire  Co.,  Route  4W,  Haverstraw, 


N.  Y. 


Tevco  Insulated  Wire,  108  E.  Prospect  Ave,  Burbank, 
Calif. 
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WIRE 


Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New 
York,  N.  Y. 

Times  Wire  &  Cable  Co.,  Inc.,  358  Hall  Ave.,  Walling¬ 
ford,  Conn. 

Titche^  &  Co.,  E.  H.,  67  Clinton  St.,  Binghamton, 
N.  Y. 

Trio  Mfg.  Co.,  Griggsville,  III. 

Union  Plastics  Corp.,  1630  Paterson  Plank  Rd.,  Secaucus, 
N.  J. 

U.  S.  Steel  Corp.,  525  Wm.  Penn  Place,  Pittsburgh  30, 
Pa. 

Victor  Electric  Wire  fc  Cable  Corp.,  618  Main  St.,  West 
Warwick,  R.  I. 


WIRE— AafcMtwa  ImulmHd 

Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 
III. 

British  Insulated  Callender’s  Cables  Ltd.,  21  Blooms¬ 
bury  St.,  London,  W.  C.  1,  England. 

Collyer  Insulated  Wire  Co.,  249  Roosevelt  Ave.,  Paw¬ 
tucket,  R.  I. 

Columbia  Wire  &  Supply  Co.,  2850  Irving  Park  Rd., 
Chicago  18,  III. 

Consolidated  Wire  4>  Associated  Companies,  1635  S. 
Clinton  St.,  Chicago  16,  111. 

Continental  Wire  Sales  Corp.,  Wallingford,  Conn. 

CORNISH  WIRE  CO.,  50  Church  St.,  New  York  7,  N.  Y. 
ADV.  PG.  228. 

Diamond  Wire  &  Cable  Co.,  Sycamore,  III. 

DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway, 
Newark  4,  N.  J.  AOV.  PG.  339. 

Essex  Wire  Corp.,  Magnet  Wire  Div.  B  Wire  4i  Cable 
Div.,  1601  Wall  St.,  Fort  Wayne,  Ind. 

General  Cable  Corp.,  420  LexingtM  Ave.,  Now  York  17, 
N.  Y. 

General  Electric  Co.,  Wire  &  Cabie  B  Conduit  Products 
Depts.,  1285  Boston  Ave.,  Bridgeport  2,  Conn. 

Gordon  Co.,  Ciaud  S.,  3000  S.  Wallace  St.,  Chicago  16, 
III. 

Holyoke  Wire  &  Cable  Co.,  720  Main  St.,  Holyoke,  Mats. 

Okonite  Co.,  The,  Canal  St.,  Passaic,  N.  J. 

PHELPS  DODGE  COPPER  PRODUCTS  CORP.,  300  Pvk 
Ave.,  New  York  22,  N.  Y.  ADV.  PG.  341. 

Plastoid  Corp.,  42-61  24th  St.,  Long  Island  City,  N.  Y. 

Radix  Wire  Co.,  26260  Lakeland  Blvd.,  Cleveland  32, 
Ohio. 

REVERE  CORPORATION  OF  AMERICA,  SUB.  OF  NEP¬ 
TUNE  METER  CO.,  Wallingford  2,  Conn.  AOV.  PG. 
492. 

Rhode  Island  Insulated  Wire  Co.,  50  Burnham  Ave., 
Cranston,  R.  I. 

Rockbestos  Products  Corp.,  Nicoll  A  Conner  Sts.,  New 
Haven  4,  Conn. 

Roebling's  Sons  Corp.,  John  A.,  640  Broad  St., 

Trenton  2,  N.  J. 

Rome  Cable  Corp.,  Ridge  St.,  Rome,  N.  Y. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60, 
N.  Y. 

SEQUOIA  WIRE  A  CABLE  CO.,  2201  Bay  Rd.,  Red¬ 
wood  City,  Calif.  ADV.  PG.  524. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New 
York,  N.  Y. 

Western  Insulated  Wirt  Co.,  2425  E.  30th  St.,  Lot 
Angeies  58,  Calif. 


WIRE— Boryllium  Caspar 

Beryllium  Corp.,  Reading,  Pa. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 

Consolidated  Wire  A  Associated  Cos.,  1635  S.  Clinton 
St.,  Chicago  16,  III. 

DeHa  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway, 
Newark  4,  N.  J.  AOV.  PG.  339. 

Essex  Wire  Corp.,  Magnet  Wire  Div.  A  Wirt  A  Cabie 
Div.,  1601  Wall  St.,  Fort  Wayne,  Ind. 

Little  Falls  Alloys,  Inc.,  190  Caldwell  Ave.,  Paterson  1, 
N.  J. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indian¬ 
apolis  6,  Ind. 

Nesor  Alloy  Products  Co.,  282  Halsey  St.,  Newark, 
N.  J. 

SEQUOU  WIRE  A  CABLE  CO.,  2201  Bay  Rd.,  Red¬ 
wood  City,  Calif.  AOV.  PG.  524. 

SURPRENANT  MFG.  CO.,  Clinton,  Mass.  ADV.  PG.  284. 

Thermo  Nuciear  Wirt  Industries,  137  Grand  St.,  New 
York,  N.  Y. 


WIRE— Caramic  Inaufueod 

Aero  Research  Instrument  Co.,  315  N.  Aberdeen  St., 
Chicago  7,  III. 

AMERICAN  SUPER-TEMPERATURE  WIRES,  INC.,  West 
Canal  St.,  Winooski,  Vt.  ADV.  PG.  363. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

Gordon  Co.,  Claud  S.,  3000  S.  Wallace  St.,  Chicago  16, 
III. 

Rockbestos  Products  Corp.,  Nicoll  A  Canner  Sts.,  New 
Haven  4,  Conn. 

Sprague  Electric  Co.,  125  Marshal  St.,  North  Adams, 
Mass. 

Secon  Metals  Corp.,  7  Intervale  St.,  White  Plaint, 
N.  Y. 

SEQUOIA  WIRE  A  CABLE  CO.,  2201  Bay  Rd.,  Red¬ 
wood  City,  Calif.  ADV.  PG.  524. 

Theemo  Nuclear  Wire  Industries,  137  Grand  St.,  New 
York,  N.  V. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 


WIRE— Cuppor,  Bwfu 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  ADV.  PG.  65.  > 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

Anaconda  Wire  A  Cable  Co.,  25  Broadway,  New  York  4, 
N.  Y. 

Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgtfitid,  N.  J. 

Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 
III. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y. 

Bram  Chemical  Co.,  820  6Sth  Ave.,  Philadelphia  26,  Pa. 

British  Insulated  Callender's  Cablet  Ltd.,  21  Blooms¬ 
bury  St.,  London,  W.C.  1,  England. 

Chase  Brass  A  Cop^  Co.,  Inc.,  236  Grand  St.,  Water¬ 
bury  20,  Conn. 

CHESTER  bABLE  CORP.,  SUB.  OF  MIAMI  COPPER  CO., 
Hill  St.,  Chester,  N.  Y.  AOV.  PG.  394. 

Columbia  Wire  A  Supply  Co.,  2850  Irving  Park  Rd., 
Chicago  18,  III. 

Copperweld  Steel  Co.,  Wire  A  Cable  Div.,  Glassport,  Pa. 

Diamond  Wire  A  Cable  Co.,  Sycamore,  III. 

Eaton  Mfg.  Co.,  Reliance  Div.,  25  Charles  Ave.,  S.  E., 
Massillon,  Ohio. 

Essex  Wire  Corp.,  Magnet  Wire  Div.  A  Wire  A  Cable  Div., 
1610  Wall  St.,  Fort  Wayne,  Ind. 

Flexo  Wire  Div.  of  Copperweld  Steel  Co.,  Oswego,  N.  V. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

Holyoke  Wire  A  Cable  Co.,  720  Main  St.,  Holyoke, 
Mass. 

HUDSON  WIRE  CO.,  Ossining,  N.  Y.  ADV.  PG.  90. 

Kaiser.  Aluminum  A  Chemical  Sales,  Inc.,  919  N.  Michi¬ 
gan  Ave.,  Chicago,  III. 

LEACH  A  GARNER  CO.,  Attleboro,  Mass.  AOV.  PG. 
275. 

Nesor  Alloy  Products  Co.,  282  Halsey  St.,  Newark,  N.  J. 

Nonotuck  Mfg.  Co.,  Holyoke,  Mast. 

PHELPS  DODGE  COPPER  PRODUCTS  CORP.,  300  Park 
Ave.,  New  York  22,  N.  Y.  AOV.  PG.  341. 

Phelps  Dodge  Copper  Products  Corp.,  Inca  Mfg.  Div., 
Fort  Wayne,  Ind. 

Plastic  Wire  A  Cable  Corp.,  Jewett  City,  Conn. 

Rea  Magnet  Wire  Co.,  Inc.,  E.  Pontiac  St.,  Ft.  Wayne, 
Ind. 

Rhode  Island  Insulated  Wire  Co.,  Inc.,  50  Burnham 
Ave.,  Cranston  R.  I. 

Roebling's  Sons  Corp.,  John  A.,  640  Broad  St.,  Trmton 
2,  N.  J. 

Rome  CsWIe  Corp.,  Ridge  St.,  Rome,  N.  V. 

Runzel  Cord  A  Wire  Co.,  4723-31  W.  Montrose  Ave., 
Chicago  41,  111. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60, 
N.  Y. 

SEQUOIA  WIRE  A  CABLE  CO.,  2201  Bay  Rd.,  Redwood 
City,  Calif.  AOV.  PG.  524. 

Southwirc  Co.,  4  Fertilla  St.,  CarrolKon,  6a. 

STEEL  HEDOLE  MFG.  CO.,  2100  W.  Allegheny  Ave., 
Philadelphia  32,  Pa.  ADV.  PG.  541. 

Tevco  Insulated  Wirt,  108  E.  Prospect  Ave.,  Burbank, 
Calif. 

Thermo  Nuclear  Wirt  Industries,  137  Grand  St.,  New 

York  N.  Y. 

Union  Plastics  Corp.,  1630  Paterson  Plank  Rd.,  Secaucus, 
N.  J. 

U.  S.  Steel  Corp.,  525  Wm.  Penn  Place,  Pittsburgh  30, 
Pa. 

U.  S.  Wire  A  Cable  Corp.,  Progress  A  Monroe  SU., 

Union  #50,  N.  J. 

United  Wirt  A  Supply  Corp.,  Providence  7,  R.  I. 

Utility  Brass  A  Copper  Corp.,  255  Conover  St.,  Brook¬ 

lyn  31,  N.Y. 

Warren  Wirt  Co.,  Pownal,  Vt. 


WIRE-Coppor-CfW 

Associated  Engineering  A  Mfg.  Corp.,  Glen  Ridge,  N.  J. 

Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 
III. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y. 

Bishop  A  Co.,  J.,  Platinum  Works,  Malvern,  Pa. 

Bram  Chemical  Co.,  820  6Sth  Ave.,  Philadelphia  26,  Pa. 

British  Insulated  Callender's  Cablet  Ltd.,  21  Bloomsbury 
St.,  London,  W.C.  1,  England. 

Columbia  Wire  A  Supply  Co.,  2850  Irving  Park  Rd., 
Chicago  18,  III. 

Consclidated  Wire  A  Associated  Cot.,  1635  S.  Clinton 
St.,  Chicago  16,  III. 

Copperweld  Steel  Co.,  Wire  A  Cable  Div.,  Glassport,  Pa. 

Electronic  Parts  Mfg.  Co.,  Inc.,  508-10  25th  St., 
Union  City,  N.  J. 

Flexo  Wire  Div.  of  Copperweld  Steel  Co.,  Oswego,  N.  Y. 

Gerteral  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

HUDSON  WIRE  CO.,  Ossining,  N.Y.  ADV.  PG.  90. 

LEACH  A  GARNER  CO.,  Attleboro,  Matt.  ADV.  PG.  275. 

Leviton  Mfg.  Co.,  Inc.,  236  Greenpoint  Ave.,  Brooklyn 
22,  N.Y. 

Nesor  Alloy  Products  Co.,  282  Halsey  St.,  Newark  2, 
N.  J. 

Republic  Steel  Corp.,  Republic  Bldg.,  Cleveland  1,  Dhlo. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60,  N.  Y. 

SEQUOIA  WIRE  A  CABLE  CO.,  2201  Bay  Rd.,  Red¬ 
wood  City,  Calif.  ADV.  PG.  524. 

Standard  Metals  Corp.,  Broad  A  Whiting  St.,  North 
Attleboro,  Mass. 

SYLVAN  lA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV., 
Warren,  Pa.  ADV.  PG.  632. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New 
York,  N.  Y. 


.1958-1959  LISTINGS  of 


Union  Plastics  Corp.,  1630  Paterson  Plank  Rd.,  Secaucus, 
N.  J. 

U.  S.  Wire  A  Cable  Corp.,  Progress  A  Monroe  Sts., 
Union  #50,  N.J. 


WIRE— CoMMr,  luiulf  M 

Accurate  Insulated  Wire  Corp.,  23  Fox  St.,  New  Haven, 
Conn. 

ACME  WIRE  CO..  New  Haven  14,  Conn.  AOV.  PG.  186. 
ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14,  N.Y. 
AOV.  PG.  65. 

AMERICAN  SUPER-TEMPERATURE  WIRES,  INC.,  West 
Canal  St.,  Winooski,  Vt.  ADV.  PG.  363. 

Anaconda  Wire  A  Cable  Co.,  25  Broadway,  New  York  4, 
N.  Y. 

Antonia  Wire  A  Cable  Co.,  Ill  Martin  St.,  Athlon,  R.  I. 
Apex  Wire  A  Cable  Corp.,  237  37th  St.,  Brooklyn  32, 
N.  V. 

Asco  Wirt  A  Cable  Co.,  2  Burroughs  St.,  Bridgeport  7, 
Conn. 

Atlantic  Wirt  A  Cable  Corp.,  119-14  14th  Rd.,  College 
Point,  N.  V. 

Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgefield,  N.  J. 
Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 
III. 

Birnbach  Radio  Co.,  Inc,  145  HudMw  St.,  New  York  13, 
N.  Y. 

BOSTON  INSUUTEO  WIRE  A  CABLE  CO.,  63  Bay  St., 
Boston  25,  Mast.  ADV.  PG.  489. 

Brand  A  Co.,  Inc.,  William,  41  North  St.,  Wllllmantic, 
Coon. 

British  Insulated  Callender's  Cablet  Ltd.,  21  Blooms¬ 
bury  St.,  London,  W.C.  1,  England. 

Carol  Cable  Div.,  Crescent  Co.,  Inc.,  20  Central  Ave., 
Pawtucket,  R.  I. 

Chase  Brass  A  Copper  Co.,  Inc.,  236  Grand  St.,  Water¬ 
bury  20,  Conn. 

CHESTER  CABLE  CORP.,  SUB.  OF  MUMI  COPPER  CO., 
Hill  St.,  Chester,  N.  Y.  ADV.  PG.  394. 

Collyer  Insulated  Wire  Co.,  249  Roosevelt  Ave.,  Paw¬ 
tucket,  R.  I. 

Columbia  Wire  A  Supply  Co.,  2850  Irving  Park  Rd., 
Chicago  18,  III. 

Consolidated  Wire  A  Associated  Companlet,  1635  S. 

Clinton  St.,  Chicago  16,  III. 

Continental  Wire  Sales  Corp.,  Wallingfsrd,  Conn. 
Copperweld  Steel  Co.,  Wire  A  Cable  Div.,  Bliseport,  Pa. 
CORNISH  WIRE  CO.,  SO  Church  St.,  New  Vork  7, 
N.  Y.  ADV.  PG.  228. 

Diamond  Wire  A  Cable  Co.,  Sycamore,  III. 

Dielectric  Materials  Co.,  315-17  N.  Raventwaod  Ave., 
Chicago  40,  HI. 

Eagle  Electric  Mfg.  Co.,  Inc.,  23-10  Bridge  Plua,  S., 
Long  Island  City,  N.  V. 

Electric  Auto-Lite  Co.,  The  Champlain  St.,  Toledo  1, 
Ohio. 

Essex  Wire  Corp.,  Magnet  Wire  Div.  A  Wirt  A  Cable 
Div.,  1610  Wall  St.,  Fort  Wayne,  Ind. 

Fairbanks  Wire  Co.,  Inc.,  2287  Hollers  Ave.,  Maw  York 
69,  N.  Y. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

General  Electric  Co.,  Wirt  A  Cable  A  ConduH  Prod¬ 
ucts  Depts.,  1285  Boston  Ave.,  Bridgeport  2,  Conn. 
General  Insulated  Wire  Works,  Inc.,  69  Gordon  Ave., 
Providence  5,  R.  I. 

Goodllne  Dhm.,  Wire  Co.  of  America,  Inc.,  309  Date 
Ave.,  Alhambra,  Calif. 

Gordon  Co.,  Claud  S.,  3000  S.  Wallace  St.,  Chicago  16, 
III. 

HITEMP  WIRES,  INC.,  1200  Shames  Drive,  Westbury, 
N.  Y.  ADV.  PG.  243. 

Holyoke  Wirt  A  Cable  Corp.,  720  Main  St.,  Holyoke, 
Mass. 

HUDSON  WIRE  CO.,  Ossining,  N.Y.  AOV.  PG.  90. 
Jefferson  Products  Corp.,  Pleasant  Valley  Rd.,  Sutton, 
Mass. 

Kaiser  Aluminum  A  Chemical  Sales,  Inc.,  919  N.  Michi- 

gjlfl  Avf.  ChiCA90y  111. 

Lem  Electric  Mfg.  Co.,  1751  North  Western  Ave.,  Chi¬ 
cago  47,  III. 

Leviton  Mfg.  Co.,  Inc.,  236  Greenpoint  Ave.,  Brooklyn  22, 
N.  Y. 

LEWIS  ENGINEERING  CO.,  52  Rubber  Ave.,  Nauga¬ 
tuck,  Conn.  AOV.  PG.  532. 

Miller  Electric  Co.,  120  Main  St.,  Pawtucket,  R.  I. 
Mohawk  Wire  A  CMtle  Corp.,  320  River  St.,  Fitchburg, 
Matt. 

New  England  Electrical  Works,  Inc.,  Lisbon,  N.  H. 
Okonite  Co.,  The,  Canal  St.,  Passaic,  N.  J. 

Organic  Development  Corp.,  Spectra-Strip  Div.,  10052 
Larson  Ave.,  Garden  Grove,  Calif. 

Packard  Electric  Div.  of  General  Motors  Carp.,  312 
Dana  Ave.,  Warren,  Ohio. 

Phalo  Plastics  Corp.,  25  Foster  St.,  Worcester  8,  Mass. 
PHELPS  DODGE  COPPER  PRODUCTS  CORP.,  300 
Park  Ave.,  New  Vork  22,  N.  V.  AOV.  PG.  341. 
Phelps  Dodge  Copper  Products  Corp.,  Inca  Mfg.  Div., 
Fort  Wayne,  Ind. 

Plastic  Wire  A  Cable  Corp.,  Jewett  City,  Conn. 

Plastoid  Corp.,  42-61  24th  St.,  Long  Island  City,  N.  V. 
Radix  Wire  Co.,  26260  Lakeland  Blvd.,  Cleveland  32, 
Ohio. 

Rego  Insulated  Wire  Co.,  830  Monroe  St.,  Hoboken,  N.  J. 
REVERE  CORPORATION  OF  AMERICA,  SUB.  OF  NEP¬ 
TUNE  METER  CO.,  Wallingford  2,  Com.  AOV.  PG. 
492. 

REX  CORP.,  THE,  Hayward  Rd.,  West  Acton,  Matt. 
ADV.  PG.  479. 
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Rhodt  ttland  ln$ul«t*d  Wirt  Co.,  SO  Bumhom  Avt., 
Cranston,  R.  |. 

RKkbettot  Producu  Corp.,  NIcotl  A  Cannar  SU.,  Nr« 
Haven  4,  Conn. 

Roobling't  Som  Corp.,  John  A.,  040  Broad  St.,  Trtnton 
2,  N.  J. 

Romt  Cabit  Corp.,  Ridge  St.,  Rome,  N.  Y. 

Royai  Electric  Co^.,  Pawtucket,  R.  I. 

RuiutI  Cord  A  Wirt  Co.,  47»-}l  W.  Montrost  Avt., 
Chicago  41,  III. 

SCQUOIA  WME  A  CABLE  CO.,  2201  Bay  Rd.,  Redwood 
City,  CalH.  ADV.  PC.  S24. 

Southwirt  Co.,  4  Ftrtilla  St.,  Carrollton,  Aa. 

Sprague  Electric  Co.,  12S  Marshal  I  St.,  North  Adams, 
Mass. 

Superior  Insulated  Wire  Co.,  RouU  *W,  Haverstraw, 
N.  V. 

SURPRENANT  MFC.  CO.,  Clinton,  Mass  ADV.  PC.  284. 

TENSOLITE  INSULATED  WIRE  CO.,  INC.,  West  Main 
St.,  Tarrytown,  N.  V.  ADV.  PC.  162. 

Ttveo  Insulated  Wirt,  108  E.  Prospect  Avt.,  Burbank, 
Calif. 

Thtrmaa  Wire  Corp.,  )04  E.  4Sth  St.,  New  York  17, 
N.  Y. 

Thermo  Nuclear  Wir*  Industries,  1J7  Grand  St.,  New 
York,  N.  V. 

Times  Wirt  A  Cable  Co.,  Inc.,  J58  Hall  Avt.,  Wall- 
Ingforo,  Conn. 

Union  Plastics  Corp.,  1610  Paterson  Plank  Rd.,  Stcaucus, 
N.  J. 

U.  S.  Wire  A  Cable  Carp.,  Progress  A  Monroe  SU., 
Union  #S0,  N.  J. 

Warren  Wire  Co.,  Pownal,  Vt. 

Western  Insulated  Wirt  Co.,  242S  E.  Mth  SL.,  Let 
Angeles  S8,  Calif. 

Whitney  Blake  Co.,  67  PersMng  St.,  New  Haven  14, 
Conn. 


WIM-Cue  mm4  Hrlppod 

Awurate  Insulated  Wire  Corp.,  21  Foe  SU,  New  Haven, 
Conn. 

Actloncraft  ProducU,  8  Sagamore  Hill  Drive,  Port 
Washington,  N  Y. 

ALOEN  PNOOUCTS  CO.,  112  N.  Main  St.,  Brockton  64. 
Mass.  ADV.  PC.  472. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 

N  Y.  ADV  PC.  61 

AMERICAN  SUPER-TEMPERATURE  WIRES,  INC.,  West 
Canal  St.,  Winooski,  Vt.  ADV.  PC.  161. 

Apes  Wire  A  Cable  Carp.,  217  17th  St.,  Brooklyn  12. 
N.  V. 

Atlantic  Wire  A  Cable  Corp.,  116-14  14th  Rd.,  College 
Point.  N.  V. 

Bimbach  Radio  Co.,  Inc.,  141  Hudson  St.,  New  York 
11,  N.  Y. 

•rand  A  Co..  Inc.,  William,  42  North  St.,  Wlllimantic. 
Conn 

Cadre  Industries  Corp.,  Boi  IM,  Endleott,  N.  Y 
Carpenter  Mfg.  Co.,  Inc.,  P.  0.  Boa  217,  Highbrldgc 
Rd.  DeWItt  14,  N.  Y. 

Columbia  Wire  A  Supply  Co.,  2810  Irving  Park  Rd., 
Chicago  18,  III. 

CORNISH  WIM  CO.,  SO  Church  St..  New  York  7,  N.  Y. 
ADV.  PC.  228. 

Empire  Electronics  Co.,  Inc.,  166  River  St.,  PaUrson  1, 
N.  J. 

First  Electronics  Corp.,  117  Blue  Hill  Ave.,  Boston  16, 
Mass. 

General  Cable  Carp.,  420  Leeington  Ave.,  New  York  17, 
N.  Y. 

General  Insulated  Wire  Works,  Inc.,  66  Gordon  Ave., 
Providence  S,  R.  I. 

Gaedline  Dhm.,  Wire  Co.,  of  America,  Inc.,  106  Date 
Aue.,  Alhambra,  Calif. 

HAS  Wire  Cutting  Sarvice,  Inc,  24  E.  21tt  St.,  New 
York  10,  N.  Y. 

Hallett  Mfg.  Co.,  1610  Boweroft  St.,  Lot  Angeles  16, 
Calif. 

Haveg  Industries,  Inc.,  600  Greenbank  Rd.,  Wilmington 
8,  Del. 

Holyoke  Wire  A  Cable  Corp.,  720  Main  St.,  Holyoke, 

Mms. 

Manger  Electric  Co.,  Miller  St.,  Stamford,  Conn. 

Miller  Electric  Co ,  120  Main  St.,  Pawtucket,  R.  I. 
Mohawk  Wire  A  Cable  Carp.,  120  River  St..  Fitchburg, 
Mass. 

Nesor  Alley  Products  Co.,  282  Halsey  St.,  Newark  2, 
N.  J. 

Noel  Mfg.  Co.,  1  W.  18th  St.,  New  York  11,  N.  Y. 
Organic  Development  Carp.,  Spectra-Strip  Oh..  10052 
Larson  Ave.,  dvdm  Grove,  Calif. 

Packard  Electric  DIv.  of  General  Motors  Carp.,  312 
Dana  Ave.,  Warren,  OMo. 

Phalo  Plastics  Corp.,  21  Foster  St.,  Worcester  8,  Mats. 
Rego  Insulated  Wire  Co.,  810  Monroe  St.,  Hoboken  N.  J. 
REVERE  CORP.  OF  AMERICA.  SUB.  OF  NEFFUNE 
METER  CO.,  Wallingford  2,  Caim.  ADV.  PG.  462. 
Rhode  Island  Insulated  Wire  Co.,  SO  Bumluun  Ave., 
Cranston,  R.  I. 

Royal  Electric  Carp.,  Pawtucket,  R.  I. 

RunnI  Cord  A  Wire  Co.,  4721-11  W.  Montrose  Ave., 
Chicago  41  III. 

SEQUOIA  WIRE  A  CABLE  CO.,  2201  Bay  Rd.,  Red¬ 
wood  City,  Calif.  ADV.  PG.  124. 

Sheltered  Workshop,  2121  5th  St.,  Santa  Monica,  Calif, 
sutler  Carp.,  18  N.  Ada  St.,  Chicago  7,  III. 

Superior  Insulated  Wire  Co.,  Route  6W,  West  Haver- 
straw  N.  Y. 

SURPRENANT  MANUFACTURING  CO..  Clinton,  Matt. 
ADV.  PG.  284. 


PRODUCTS 


TENSOLITE  INSULATED  WIRE  CO.,  INC.,  West  Main 
St.,  Tarrytown,  N.  Y.  ADV.  PG.  162. 

Thermae  Wire  Corp.,  304  E.  41th  St.,  New  York  17, 

N  Y. 

Thermo  Nuclear  Wire  Industries,  117  Grand  St.,  New 
York,  N.  Y. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  IS, 

N.  Y. 

Tricraft  Products  Corp.,  1124  W.  Newport  Ave.,  Chicago 

II,  III. 

U.  S.  Wire  A  Cable  Carp.,  Progress  A  Monroe  SU.,  Union 
#50,  N.  J. 

Univoi  Carp.,  102  Warren  St.,  New  York  7,  N.  Y. 

Victor  Electric  Wire  A  Cable  Corp.,  618  Main  St.,  West 
Wirwick  R  I 

Wirecraft  Products,  Inc.,  10  Lake  St.,  West  Brookftcld, 
Mast. 

Witelrad  Electrical  Mfg.,  Inc.,  76  Pulaski  St.,  Stam¬ 
ford,  Conn. 

WIRE-fnwmoM 

ACME  WIRE  CO.,  New  Haven  14,  Conn.  ADV.  PG.  186 
ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 

N  Y  ADV  PG  61 

AMERIUN  SUPER-TEMPERATURE  WIRES,  INC.,  W. 

Canal  St.,  Winooski  Vt.  ADV.  PG.  161. 

Anaconda  Wire  A  Cable  Co.,  25  Broadway,  New  York 
4,  N  Y. 

Asco  Wire  A  Cable  Co.,  2  Burroughs  St.,  Bridgeport 
7,  Conn. 

Associated  American  Trading  Division  750  St.  Ann's  Ave., 
New  York  16,  N  Y. 

Barker  Sales  Co.,  116  S.  Broad  Ave.,  Ridgefield,  N.  J 
Belden  Mfg  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 

III. 

Bimbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  11, 
N.  Y. 

Bram  Chemical  Co.,  820  6Sth  Ave.,  Philadelphia  26,  Pa. 
British  Insulated  Callender's  Cables  Ltd.,  21  Blooms¬ 
bury  St.,  London  W.  C.  1,  England. 

COHN  CORP.,  SIGMUND,  121  S.  CohimbU  Ave.,  Mt. 

Vernon,  N.  V.  ADV.  PG.  581. 

Columbia  Wire  A  Supply  Co.,  2810  Irving  Park  Rd.. 
Chicago  18,  III. 

Consolidated  Wire  A  Associated  Companies,  1615  S. 

Clinton  St.,  Chicago  16,  III. 

DRIVER  CO.,  WILBUR  B.,  1871  McCarter  Highway, 
Newark  4.  N  J  ADV.  PG  116 
ORIVER-HARRIS  CO.,  201  Middlesee  St.,  Harrison,  N.  J. 
ADV.  PG  111. 

Electric  Auto-LIU  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio. 

Elmet  Div.,  North  American  Philips  Co.,  Inc.,  Lisbon  Rd.. 
Lewiston,  Maine. 

Esse*  Wire  Corp.,  Magnet  Wirt  Div  A  Wirt  A  Cable 
Div.,  1601  Wall  St.,  Fort  Wayne,  Ind. 

General  Cable  Corp.,  420  Levinson  Ave.,  New  York  17, 
N.  Y. 

General  Electric  Co.,  Wirt  A  Cable  A  Conduit  Products 
Depts.,  1281  Boston  Avt.,  Bridgeport  2,  Conn. 

Gordon  Co.,  Claud  S.,  1000  S.  Wallace  St.,  Chicago  16, 
III 

HITEMP  WIRES,  INC.,  1200  Shanes  Drive.  Westbury, 
N.  Y.  ADV.  PG  241 

Holyoke  Wire  A  Cable  Co.,  720  Main  St.,  Holyoke,  Mast. 
HUOMN  WIRE  CO..  Ossining,  N.  V.  ADV.  PG  60 
Organic  Develotiment  Corp  ,  Spectra-Strip  Div.,  10052 
Larson  Ave  .  Garden  Grove,  Calif. 

PHELPS  OOOGE  COPPER  PRODUCTS  CORP.,  100  Park 
Ave.,  New  York  22,  N.  Y.  ADV.  PG.  141. 

Phelps  Dodge  Copper  Products  Carp.,  Inca  Mfg.  Dhr.,  Fort 
Wayne,  Ind. 

Rea  Magnet  Wire  Co.,  Inc.,  E.  Pontiac  St.,  Ft.  Wayne, 
Ind. 

Rhode  Island  Insulated  Wirt  Co.,  50  Burnham  Ave., 
Cranston,  R.  I. 

Roebling's  Sons  Carp.,  John  A.,  640  Broad  St.,  Trenton 
2,  N.  J. 

Saxton  Products.  Inc.,  1661  Boone  Ave.,  Bronx  60,  N.  Y. 
Secon  Metals  Corp  ,  7  Intervale  St.,  While  Plains,  N.  Y. 
SEQUOIA  WIRE  A  CABLE  CO.,  2201  Bay  Rd.,  Red¬ 
wood  City  Calif  ADV.  PG.  524. 

S'epian  A  Co.,  Arthur,  2  Burroughs  St.,  Bridgeport  7, 
Conn. 

TENSOLITE  INSUUTEO  WIRE  CO.,  INC.,  West  Main 
St.,  Tarrytown,  N.  Y.  ADV.  PG  162. 

Thermo  Nuclear  Wire  Industries,  117  Grand  St.,  New 
York,  N.  Y. 

Warren  Wirt  Co.,  Pownal,  Vt. 

Whitney  Blake  Co.,  67  Pershing  St.,  New  Haven  14, 
Conn. 


WIRE— Fiiia  Wire  SpacieNioi 

Accurate  Spring  Mfg.  Co.,  1811  West  Lake  St.,  Chi¬ 
cago,  III. 

Alloy  Metal  Wire  Div.,  H.  K.  Porter  Co.,  Inc.,  1  Pavilion 
Ave.,  Riverside,  N.  J. 

Alloys  Unlimited,  Inc.,  44-11  Vernon  Blvd.,  Long 
Island  City  1,  N.  Y. 

AMERICAN  SUPER-TEMPERATURE  WIRES,  INC.,  W. 
Canal  St.,  Winooski,  Vt.  ADV.  PG.  161. 

Associated  American  Trading  Division,  750  St.  Ann's 
Ave.,  New  York  56,  N.  Y. 

Barker  Sales  Co.,  116  S.  Broad  Ave..  Ridgefield,  N.  J. 

Barnes  Co.,  Wallace,  Div.  of  Associated  Spring  Corp., 
Bistol,  Conn. 

Bamts-Gibson-Raymond  Division,  40100  Plymouth  Rd., 
Plymouth,  Mich. 

Bimbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y. 

Bram  Chemical  Co.,  820  6Sth  Ave.,  Philadelphia  26,  Pa. 


WIRE 


Buckbee  Mears  Co.,  Toni  Bldg.,  St.  Paul  1,  Minn. 
Carpenter  Steel  Co.,  The,  142  Bern  St.,  E.  Reading, 
Pa. 

Carpenter  Steel  Co.,  Webb  Wire  Div.,  New  Brunswick, 

CH^ER  CABLE  CORP.,  SUB.  OF  MIAMI  COPPER 

CO.,  Hill  St.,  Chester,  N.  Y.  ADV  PG.  164. 

COHN  CORP.,  SIGMUND,  121  S.  Columbus  Ave.,  Mt. 

Vernon,  N.  Y.  ADV.  PG  581. 

Consolidated  Wire  A  Associated  Cos.,  1615  S.  Clinton  St., 
Chicago  16,  III. 

Cooper  A  Sons,  Inc.,  Joseph  B.,  25  W.  47th  St.,  New 
York  16,  N.  Y. 

Copperweld  Steel  Co.,  Wire  A  Cable  Div.,  Glassport,  Pa. 
DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway, 
Newark  4,  N  J  ADV.  PG.  119. 

ORIVER-HARRIS  CO.,  201  Middlesex  St.,  Harrison,  N.  J. 
ADV  PC.  111. 

Dudek  A  Bock  Spring  A  Mfg.  Co.,  4018  W.  Grand  Ave., 
Chicago  51,  III. 

Elmet  Div.,  North  American  Philips  Co.,  Inc.,  Lisbon 
Rd ,  Lewiston,  Maine.  _ 

ENGELHARD  INbuCTRIES,  INC.,  (BAKER  PLATINUM 
DIV.),  Ill  Astor  St.,  Newark  5,  N.  J.  ADV.  PG.  326. 
Fairbanks  Wire  Co.,  Inc.,  2287  Hollers  Ave.,  New  York 
66,  N.  Y. 

Flexo  Wire  Div.  of  Copperweld  Steel  Co.,  Oswego,  N.  Y. 

Fort  Wayne  Metals,  Inc.,  Fort  Wayne  6,  Ind. 

General  Cable  Carp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

Gibson  Co.,  William  D.,  The.  1800  Clyboum  Ave.,  Chi¬ 
cago  14,  III. 

(ioodline  Divn.,  Wire  Co.  of  America,  Inc.,  106  Date  Ave., 
Alhambra.  Calif. 

HITEMP  WIRES,  INC.,  1200  Shames  Drive,  Westbury, 

N  Y.  ADV.  PG.  241. 

Holyoke  Wire  A  Cable  Corp.,  720  Main  St.,  Holyoke, 

Mass. 

HUDSON  WIRE  CO.,  Ossing,  N.  V.  ADV.  PG.  60. 
Indiana  Steel  A  Wire  Co.,  Inc.,  700  Council  St.,  Muncie, 
Ind. 

Jelliff  Mfg  Corp.,  C.  0..  200  Peguot  Ave.,  Southport, 
Conn. 

Lena  Electric  Mfg.  Co.,  1711  North  Western  Ave., 
Chicago  47,  III. 

Little  Falls  Alloys.  Inc.,  160  Caldwell  Ave.,  Paterson  1, 
N.  J. 

Micro-Wire  Stranding  Co.,  252  Chestnut  St.,  P.  0.  Box 
114,  Passaic,  N.  J. 

Milwaukee  Div.  of  Associated  Spring  Corp.,  341  E.  Eric 
St.,  Milwaukee  2,  Wis. 

Nesor  Alloy  Products  Co.,  282  Halsey  St.,  Newark,  N.  J. 
New  England  Electrical  Works,  Inc.,  Lisbon,  N.  H. 

NEY  CO.,  J.  M.,  P  0.  Box  660,  Hartford  1,  Conn. 
ADV.  PG.  560 

Ohio  Div.  of  Associated  Spring  Corp.,  1821  E.  First 
St.,  Dayton  1,  Ohio. 

Raymond  Manufacturing  Co.,  Carry,  Pa. 

Rea  Magnet  Wire  Co.,  Inc.,  E.  Pontiac  St.,  Ft.  Wayne, 
Ind 

Roebling's  Sans  Corp.,  John  A.,  640  Broad  St.,  Trenton 
2,  N.  J. 

Seaboard  Coil  Spring  Division,  11001  S.  Broadway, 
Gardena,  Calif. 

Secon  Metals  Corp  ,  7  Intervale  St.,  White  Plains,  N.  Y. 
SEQUOIA  WIRE  A  CABLE  CO.,  2201  Bay  Rd.,  Red¬ 
wood  City,  Calif  ADV.  PG.  124. 

STEEL  HEDOLE  MFG.  CO.,  2100  W.  Allegheny  Ave.. 

Philadelphia  32,  Pa  ADV.  PG.  541. 

SURPRENANT  MFG.  CO.,  Clinton.  Mass.  ADV  PG.  284. 
SYLVAN  I A  ELECTRIC  PROOUm  INC.,  PARTS  DIV,. 

Warren,  Pa.  ADV.  PG.  632. 

Techalloy  Co.,  Inc.,  Rahns,  Pa. 

TENSOLITE  INSULATED  WIRE  CO.,  INC.,  West  Main 
St.,  Tarrytown,  N.  V.  ADV.  PG.  162. 

Thermo  Nuclear  Wire  Industries,  117  Grand  St.,  New 
York,  N.  Y. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  IS, 
N.  Y. 

Union  Plastics  Corp.,  1610  Paterson  Plank  Rd.,  Secaucus, 
N.  J. 

Warren  Wire  Co  ,  Pownal,  Vt. 

WENCO  MFC.  CO.,  1133  W.  Hubbard  St.,  Chicago  22. 
III.  ADV.  PG.  511. 

Westinghouse  Electric  Corp.,  Lamp  Div.,  Bloomfield,  N.  J. 
Witelrad  Electrical  Mfg.,  Inc.,  76  Pulaski  St.,  Stamford, 
Conn. 


WIRE-Fuae 

BUSSMANN  MFG.  DIV.,  McCRAW-EDISON  CO.,  Uni¬ 
versity  at  Jefferson,  St.  Louis  7,  Mo.  ADV.  PG.  46. 


WIRI-GIm  liwulwearf 

Accurate  Insulated  Wire  Corp.,  21  Fox  St.,  New  Haven, 
Conn. 

ACME  WIRE  CORP.,  New  Haven  14,  Conn.  ADV.  PG.  186. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  ADV.  PG  65. 

AMERICAN  SUPER-TEMPERATURE  WIRES,  INC.,  W. 

Canal  St.,  Winooski,  Vt.  ADV.  PG.  161. 

Anaconda  Wire  A  Cable  Co.,  25  Broadway,  New  York  4, 
N.  Y. 

Atlantic  Wire  6  Cable  Corp.,  116-14  14th  Rd.,  College 
Point,  N.  Y. 

Bache  A  Co.,  Semon,  616  Greenwich  St.,  New  work  14, 
N.  Y. 

Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 
III. 

Bimbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y 
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Bram  Chemical  Co.,  820  65th  A«e.,  Philadelphia  26,  Pa. 

Brand  &  Co.,  Inc.,  William,  41  North  St.,  Wlllimantic, 
Conn. 

British  Insulated  Callender's  Cables  Ltd.,  21  Bloomsbury 
St.,  London  W.C.  1,  England. 

Chase  Brass  &  Capper  Co.,  Inc.,  236  Grand  St.,  Water* 
bury  20,  Conn. 

CHESTER  CABLE  CORP.,  SUB.  OF  MIAMI  COPPER  CO., 
Hill  St.,  Chester,  N.  V.  ADV.  PG.  394. 

Columbia  Wire  &  Supply  Co.,  2850  Irving  Park  Rd., 
Chicago  18,  III. 

Consolidated  Wire  &  Associated  Companies,  1635  S. 
Clinton  St.,  Chicago  16,  III. 

Continental  Wire  Sales  Corp.,  Wallingford,  Conn. 

CORNISH  WIRE  CO.,  50  Church  St.,  New  York  7,  N.  Y. 
ADV.  PG.  228. 

Dielectric  Materials  Co.,  5315-17  N.  Ravenswood  Ave., 
Chicago  40,  III. 

DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway, 
Newark  4,  N.  J.  ADV.  PG.  339. 

DRIVER-HARRIS  CO.,  201  Middlesex  St.,  Harrison,  N.  J. 
ADV.  PG.  333. 

Essex  Wire  Corp.,  Magnet  Wire  Div.  &  Wire  &  Cable  Olv., 
1610  Wall  St.,  Fort  Wayne,  Ind. 

Fairbanks  Wire  Co.,  Inc.,  2287  Hollers  Ave.,  New  York 
69,  N.  Y. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

General  Electric  Co.,  Wire  &  Cable  li  Conduit  Products 
Dcpts.,  1285  Boston  Ave.,  Bridgeport  2,  Conn. 

Gordon  Co.,  Claud  S.,  3000  S.  Wallace  St.,  Chicago  14, 
III. 

Haveg  Industries,  Inc.,  900  Greenbank  Rd.,  Wilmington  8, 
Del. 

HITEMP  WIRES,  INC.,  1200  Shames  Drive,  Westbury, 
N.  Y.  ADV.  PG.  243. 

Holyoke  Wire  &  Cable  Corp.,  720  Main  St.,  Holyokd, 
Mass. 

Jefferson  Products  Corp.,  Pleasant  Valley  Rd^  Sutton, 
Mass. 

Lenz  Electric  Mfg.  Co.,  1751  N.  Western  Ave.,  Chicago 
47,  III. 

LEWIS  ENGINEERING  CO.,  52  Rubber  Ave.,  Naugatuck, 
Conn.  ADV.  PG.  532. 

Packard  Electric  Div.  of  General  Motors  Corp.,  312  Dana 
Ave.,  Warren,  Ohio. 

Phalo  Plastics  Corp.,  25  Foster  St.,  Worcester  8,  Mast. 

Plastoid  Corp.,  42-61  24th  St.,  Long  Island  City,  N.  Y. 

Radix  Wire  Co.,  26260  Lakeland  Blvd.,  Cleveland  32, 
Ohio. 

REVERE  CORPORATION  OF  AMERICA,  SUB.  OF  NEP¬ 
TUNE  METER  CO.,  Wallingford  2,  Conn.  ADV.  PG. 
492. 

Rhode  Island  Insulated  Wire  Co.,  50  Burnham  Ave., 
Cranston,  R.  I. 

Rockbestos  Products  Corp.,  Nicoll  &  Camer  Sts.,  New 
Haven  4,  Conn. 

Roebling's  Sons  Corp.,  John  A.,  640  Broad  St.,  Trenton 
2,  N.  J. 

Rome  Cable  Corp.,  Ridge  St.,  Rome,  N.  Y. 

Runzel  Cord  &  Wire  Co.,  4723-31  W.  Montrose  Ave., 
Chicago  41,  III. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60,  N.  V. 

SEQUOIA  WIRE  &  CABLE  CO.,  2201  Bay  Rd.,  Redwood 
City,  Calif.  ADV.  PG.  524. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New 
York,  N.  Y. 

Union  Plastics  Corp.,  1630  Paterson  Plank  Rd.,  Secaucut, 
N.  J. 

Warren  Wire  Co.,  Pownal,  Vt. 


WIRE-GoM  ar  6eW  PtafW 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Bishop  &  Co.,  J.,  Platinum  Works,  Malvern,  Pa. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 
COHN  CORP.,  SIGMUND,  121  S.  Columbus  Ave.,  Mt. 

Vernon,  N.  Y.  ADV.  PG.  583. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
Eastern  Smelting  &  Refining  Corp.,  107-109  W.  Brookline 
St.,  Boston  18,  Mass. 

Elmet  Div.,  North  American  Philips  Co.,  Inc.,  Lisbon  Rd.« 
Lewiston,  Maine. 

ENGELHARD  INDUSTRIES,  INC.  (BAKER  PUTINUM 
DIV.),  113  Astor  St.,  Newark  5,  N.  J.  ADV.  PG.  329. 
Handy  4  Harman,  82  Fulton  St.,  New  York  38,  N.  Y. 
Metals  4  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mass. 
LEACH  4  GARNER  CO.,  Attleboro,  Mass.  ADV.  PG.  275. 
Nesor  Alloy  Products  Co.,  282  Halsey  St.,  Newark  2, 
N.  J. 

NEY  CO.,  J.  M.,  P.  0.  Box  990,  Hartford  1,  Conn. 
ADV.  PG.  560. 

North  American  Research  Labs.,  Inc.,  725  Lexington 
Ave.,  Kenilworth,  N.  J. 

Secon  Metals  Corp.,  7  Intervale  St.,  White  Plains,  N.  Y. 
Standard  Metals  Corp.,  Broad  4  Whiting  St.,  North 
Attleboro,  Mass. 

SYLVANIA  ELECTRIC  PRODUCTS,  INC.,  CHEMICAL  4 
METALLURGICAL  DIV.,  Towanda,  Pa.  ADV.  PG.  633. 
SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV., 
Warren,  Pa.  ADV.  PG.  632. 

TENSOLITE  INSULATED  WIRE  CO.,  INC.,  West  Main 
St.,  Tarrytown,  N.  Y.  ADV.  PG.  162. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  Hew 
York,  N.  Y. 

United  Mineral  4  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Western  Gold  4  Platinum  Co.  (a  Sub.  of  The  Wilbur  B. 
Driver  Co.),  525  Harbor  Blvd.,  Belmont,  Calif. 


WIRE-Gvy 

Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgefield,  N.  J. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y. 

Channel  Master  Co.,  Ellenville,  N.  Y. 

CHESTER  CABLE  CORP.,  SUB.  OF  MIAMI  COPPER  CO., 
Hill  St.,  Chester,  N.  Y.  ADV.  PG.  394. 

Columbia  Wire  4  Supply  Co.,  2850  Irving  Park  Rd., 
Oicago  18,  III. 

Copperweld  Steel  Co.,  Wire  4  Cable  Div.,  Glassport,  Pa. 

Flexo  Wire  Div.  of  Copperweld  Steel  Co.,  Oswego,  N.  V. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

HACKENSACK  CABLE  CORP.,  110  Orchard  St.,  Hacken¬ 
sack,  N.  J.  ADV.  PG.  519. 

Indiana  Steel  4  Wire  Co.,  Inc.,  700  CourKil  St.,  Muncie, 
Ind. 

Roebling's  Sons  Corp.,  John  A.,  640  Broad  St.,  Trenton 
2,  N.  J. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60,  N.  Y. 

South  River  Metal  Products  Co.,  377-379  Turnpike,  South 
River,  N.  J. 

Southwire  Co.,  4  Fertilla  St.,  Carrollton,  6a. 

Tevco  Insulated  Wire,  108  E.  Prospect  Ave.,  Burbank, 
Calif. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New 
York,  H.  Y. 

Tricraft  Products  Corp.,  1124  W.  Newport  Ave.,  Chicago 
13,  111. 

U.  S.  Steel  Corp.,  525  Wm.  Penn  Place,  Pittsburgh  30, 
Pa. 

Wind  Turbine  Co.,  E.  Market  St.  4  Penna.  R.  R.,  West 
Chester,  Pa. 

WIRE-HIgb  VoNwfO 

Accurate  Insulated  Wire  Corp.,  23  Fox  St.,  New  Haven, 
Conn. 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton  64, 
Mass.  ADV.  PG.  472. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  ADV.  PG.  65. 

AMERICAN  SUPER-TEMPERATURE  WIRES,  INC.,  W. 
Canal  St.,  Winooski,  Vt.  ADV.  PC.  363. 

Anaconda  Wire  4  Cable  Co.,  25  Broadway,  New  York  4, 
N.  Y. 

Ansonia  Wire  4  Cable  Co.,  Ill  Martin  St.,  Ashton,  R.  I. 

Atlantic  Wire  4  Cable  Corp.,  119-14  14th  Rd.,  College 
Point,  N.  Y. 

Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgefield,  N.  J. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
13,  N.  Y. 

BOCTON  INSULATED  WIRE  4  CABLE  CO.,  63  Bay  St., 
Boston  25,  Mass.  ADV.  PG.  489. 

Brand  4  Co.,  Inc.,  William,  41  North  St.,  Willmantic, 
(Uxm. 

British  Insulated  Callender's  Cables  Ltd.,  21  Bloomsbury 
St.,  London,  W.C.  1,  England. 

Chase  Brass  4  Capper  Co.,  Inc.,  236  Grand  St.,  Water- 
bury  20,  Conn. 

CHECTER  CABLE  CORP.,  SUB.  OF  MIAMI  COPPER  CO., 
Hill  St.,  Chester,  H.  Y.  ADV.  PG.  394. 

Columbia  Wire  4  Supply  Co.,  2850  Irving  Park  Rd., 
Chicago  18,  III. 

Continental  Wire  Sales  Corp.,  Wallingford,  Conn. 

Copperweld  Steel  Co.,  Wire  4  Cable  Diy.,  Glassport,  Pa. 

CORNISH  WIRE  CO.,  50  Church  St.,  New  York  7,  N.  Y. 
ADV.  PG.  228. 

Dielectric  Materials  Co.,  5315-17  North  Ravenswood  Ave., 
Chicago  40,  III. 

Electric  Auto-Lite  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

General  Electric  Co.,  Wire  4  Cable  4  Conduit  Products 
Oepts.,  1285  Boston  Ave.,  Bridgeport  2,  Conn. 

Goodline  Divn.,  Wire  Co.  of  America,  Inc.,  309  Date  Ave., 
Alhambra,  Calif. 

HUDSON  WIRE  CO.,  Ossining,  N.  Y.  ADV.  PG.  90. 

Jefferson  Products  Corp.,  Pleasant  Valley  Rd.,  Sutton, 
Mass. 

Kaiser  Aluminum  4  Chemical  Sales,  Inc.,  919  N.  Michigan 
Ave.,  Chicago,  III. 

Lenz  Electric  Mfg.  Co.,  1751  North  Western  Ave., 
Chicago  47,  III. 

Leviton  Mfg.  Co.,  Inc.,  236  Greenpoint  Ave.,  Brooklyn 
22,  N.  Y. 

Mohawk  Wire  4  Cable  Corp.,  320  River  St.,  Fitchburg, 
Mass. 

Okonite  Co.,  The,  Canal  St.,  Passaic,  N.  J. 

Organic  Development  Corp.,  Spectra-Strip  Div.,  10052 
Larson  Ave.,  Garden  Grove,  Calif. 

Packard  Electric  Div.  of  General  Motors  Corp.,  312  Dana 
Ave.,  Warren,  Ohio. 

Phalo  Plastics  Corp.,  25  Foster  St.,  Worcester  8,  Mass. 

PHELPS  DODGE  (COPPER  PRODUCTS  CORP.,  300  Park 
Ave.,  New  York  22,  N  Y.  ADV.  PG.  341. 

Plastic  Wire  4  (Ubie  Corp.,  Jewett  City,  Conn. 

Plastoid  Corp.,  42-61  24th  St.,  Long  Island  City,  N.  Y. 

Rhode  Island  insulated  Wire  Co.,  Inc.,  50  Burnham  Ave., 
Cranston,  R.  I. 

Rockbestos  Products  Corp.,  Nicoll  4  Canner  Sts.,  New 
Haven  4,  Conn. 

Roebling's  Sons  Corp.,  John  A.,  640  Broad  St.,  Trenton  2, 
N.  J. 

Rome  Cable  Corp.,  Ridge  St.,  Rome,  N.  Y. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60,  N.  Y. 

SEQUOIA  WIRE  4  CABLE  CO.,  2201  Bay  Rd.,  Redwood 
City,  Calif.  ADV.  PG.  524. 

SURPRENANT  MFG.  CO.,  Clinton,  Mass.  ADV.  PG.  284. 

TENSOLITE  INSULATED  WIRE  CO.,  INC.,  West  Mein 
St.,  Tarrytown,  N.  V.  ADV.  PG.  162. 


Tevco  Insulated  Wire,  108  E.  Prospect  Ave.,  Burbank, 
Calif. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New 
York,  N.  Y. 

Times  Wire  4  Cable  Co.,  Inc.,  358  Hall  Ave.,  Walling¬ 
ford,  Conn. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 

U.  S.  Wire  4  Cable  Corp.,  Progress  4  Monroe  Sts., 
Union  #50,  N.  J. 

Western  Insulated  Wire  Co.,  2425  E.  30th  St.,  Los 
Angeles,  Calif.  • 

Warren  Wire  Co.,  Pownal,  Vt. 


WIRi-Naab-op 

Accurate  Insulated  Wire  Corp.,  23  Fax  St.,  New  Haven, 

Conn. 

ALDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton  64, 
Mass.  ADV.  PG.  472. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  ADV.  PG.  65. 

AMERICAN  SUPER-TEMPERATURE  WIRES,  INC.,  W. 
Canal  St.,  Winooski,  Vt.  ADV.  PG.  343. 

AMPHENOL  ELECTRONICS  CORP.,  1830  S.  54th  Ave., 
Chicago  50,  III.  ADV.  PG.  18. 

Anaconda  Wire  4  Cable  Co.,  25  Broadway,  New  York  4, 

N.  Y. 

Ansonia  Wire  4  Cable  Co.,  Ill  Martin  St.,  Ashton,  R.  I. 

Apex  Wire  4  Cable  Corp.,  237  37tk  St.,  Brooklyn  32, 
N.  Y. 

Atlantic  Wire  4  Cable  Corp.,  119-14  14th  Rd.,  College 
Point,  N.  Y. 

Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 
III. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y 

BOSTON  INSUUTEO  WIRE  4  CABLE  CO.,  63  Bay  St., 
Boston  25,  Mass.  ADV  PG.  489. 

Brand  4  Co.,  Inc.,  William,  41  North  St.,  Wlllimantic, 
Coon. 

CHESTER  CABLE  CORP.,  SUB.  OF  MIAMI  COPPER  CO., 
Hill  St.,  Chester,  N.  Y.  ADV.  PG.  394. 

Cimco  Wire  4  Cable  Co.,  303  Crescent  Ave.,  Allendale, 
N.  J. 

Columbia  Wire  4  Supply  Co.,  2850  Irving  Park  Rd., 
Chicago  18,  III. 

Consolidated  Wire  4  Associated  Companies,  1635  S. 
Clinton  St.,  Chicago  16,  III. 

Copperweld  Steel  Co.,  Wire  4  Cable  Div.,  Glassport,  Pa. 

CORNISH  WIRE  CO.,  50  Church  St.,  New  York  7,  N.  Y. 
ADV.  PG  228. 

Dielectric  Materials  Co.,  531-17  N.  Ravenswood  Ave., 
Chicago  40,  III. 

Electric  Auto-Lite  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio. 

Essex  Wire  Corp.,  Magnet  Wire  Div.  4  Wire  4  Cable 
Div.,  1610  Wall  St.,  Fort  Wawne,  Ind. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

General  Electric  Co.,  Wire  4  Cable  4  Conduit  Products 
Depts.,  1285  Boston  Ave.,  Bridgeport  2,  Conn. 

General  Insulated  Wire  Works,  Inc.,  69  Gordon  Ave., 

Providence  5,  R.  I. 

Goodline  Divn.,  Wire  Co.  of  America,  Inc.,  309  Date  Ave., 
Alhambra,  Calif. 

Haveg  Industries,  Inc.,  900  Greenbank  Rd.,  Wilmington  8, 
Del. 

HITEMP  WIRES,  INC.,  26  Windsor  Ave.,  Mlneola,  N.  Y. 
ADV.  PG.  243. 

HUDSON  WIRE  CO.,  Ossining,  N.  V  ADV.  PG.  90. 

Holyoke  Wire  4  Cable  Corp.,  720  Main  St.,  Holyoke, 

Mass. 

Into  Products,  Ltd.,  404  Fifth  Ave.,  New  York  18,  N  Y. 

Jefferson  Products  Corp.,  Pleasant  Valley  Rd.,  Sutton, 
Moss. 

Kaiser  Aluminum  4  Chemical  Sales,  Inc.,  919  N. 

Michigan  Ave.,  Chicago,  III. 

Lenz  Electric  Mfg.  Co.,  1751  N.  Western  Ave.,  Chicago 
47,  III. 

Leviton  Mfg.  Co.,  Inc.,  236  Greenpoint  Ave.,  Brooklyn 

22,  N.  V. 

Miller  Electric  Co.,  120  Main  St.,  Pawtucket,  R.  I. 

Mohawk  Wire  4  Cable  Corp.,  320  River  St.,  Fitchburg, 
Matt. 

National  Electronic  Plastics  Inc.,  521  Fifth  Ave.,  New 
York  17,  N  Y. 

New  England  Electrical  Works,  Inc.,  Lisbon,  N.  H, 

Okonite  Co.,  Canal  St.,  Passaic,  N.  J. 

Organic  Development  Corp.,  Spectra-StrIp  Div.,  10052 
Larson  Ave.,  Garden  Grove,  Calif. 

Packard  Electric  Div.  of  General  Motors  Corp.,  312  Dana 
Ave.,  Warren,  Ohio. 

Phalo  Plastics  Corp.,  25  Foster  St.,  Worcester  8,  Mau. 

Plastic  Wire  4  Cable  Corp.,  Jewett  City,  Conn. 

Plastoid  Corp.,  42-61  24th  St.,  Long  Island  CHy, 
N.  Y 

Radix  Wire  Co.,  26260  Lakeland  Blvd.,  Cleveland  32, 
Ohio. 

Rego  Insulated  Wire  Co.,  830  Monroe  St.,  Hoboken,  N.  J. 

RmRE  CORP.  OF  AMERICA  SUB.  OF  NEPTUNE 
METER  CO.,  Wallingford  2,  Conn.  ADV.  PG.  492. 

REX  CORP.,  THE,  Hayward  Rd.,  West  Acton,  Mast. 
ADV.  PG.  479. 

Rhode  Island  Insulated  Wire  Co.,  50  Burnham  Ave., 
Cranston,  R.  I. 

Rockbestos  Products  Corp.,  Nicoll  4  Canner  Sts.,  New 
Haven  4,  Conn. 

Rome  Cable  Corp.,  Ridge  St.,  Rome,  N.  Y. 

Runzel  Cord  4  Wire  Co.,  4723-31  W.  Montrose  Avt., 
Chicago  41,  III. 
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jMtoti  Products  Inc..  1661  Boon*  A**.,  Bronx  60,  M.  Y. 

SEQUOIA  WIRE  &  MBLE  CO.,  2201  Bay  Rd.,  Redwood 
City,  Calif.  AOV.  PS.  S24. 

Superior  Insulated  Wire  Co.,  Rout*  6W,  West  Haver* 
straw  N.  V. 

SURRRENANT  MFC.  CO.,  Clinton,  Mass.  ADV.  PS.  2S4. 

TENSOLITE  INSUUTEO  WIRE  CO.,  INC.,  West  Main 
St.,  Tarrytown,  N.  V.  AOV.  PS.  162. 

Tivco  Insulated  Wire,  lOS  E.  Prospect  Av*.,  Burbank, 
Calif. 

Tbermax  Wire  Corp.,  204  E.  45tb  St.,  New  York  17, 
N.  Y. 

Tbsrmo  Nucloar  Wire  Industrlas,  137  Grand  St.,  New 
York  N.  Y. 

Times  Wire  4  Cable  Co.,  Inc.,  3Sa  Hall  Av*.,  Wallin«- 
ford,  Conn. 

Topper  Mff.  Co.,  Inc.,  147-12  Liberty  Av*.,  Jamaica  33, 


N.  Y. 

Union  Plastics  Corp.,  1630  Paterson  Plank  Rd.,  Secaucus, 
N.  J. 

U.  S.  Wire  It  Cable  Carp.,  Progress  4  Monro*  Sts., 
Union  #50,  N.  J. 

Victor  Electric  Wire  4  CaM*  Corp.,  61B  Main  St., 
West  Warwick,  R.  I. 

Warren  Wire  Co.,  Pownal,  Vt. 


WIRI-UH 

Barker  Sales  Co.,  334  S.  Broad  Av*.,  RidgeBeM,  N.  J. 

Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 
III. 

British  Insulated  Callender's  Cables  Ltd.,  21  Bloems- 
bury  St.,  London,  W.  C.  1,  England 

Consolidated  Wire  4  Associated  Cos  ,  1635  S.  Clinton 
St.,  Chicago  16,  III. 

Fairbanks  Wire  Co.,  Inc.,  2207  Hollers  Av*.,  New  York 
64,  N.  Y. 

General  Cable  Corp.,  420  Lexington  Av*.,  New  York  17, 
N  Y. 

NriTMP  WIRES,  INC.,  1200  Shames  Driv*,  Westbury, 
N.  Y.  AOV.  PC.  243. 

Holyoke  Wire  4  Cable  Co.,  720  Main  St.,  Holyoke, 
Mass. 

HUDSON  WIRE  CO.,  Ossining,  N.  Y.  AOV.  PC.  40. 

Hew  England  Electrical  Works.  Inc.,  Lisbon,  N.  H. 

Saxton  Products.  Inc.,  1661  Boone  Ave  ,  Bronx  60,  N.  V. 

SEQUOIA  WIRE  4  CABLE  CO.,  2201  ^  Rd.,  Redwood 
CHy,  CalH.  AOV.  PC  524. 

Slepian  4  Co.,  Arthur,  2  Burroughs  St.,  Bridgeport  7, 

Thermo  Nuclear  Wire  Inrtustrles,  137  Grand  St.,  New 
York,  N.  Y. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liborty  Av*.,  Jamacia  35, 
N.  Y. 


WIRI-Alatnoe 

ACME  WIRE  CO.,  New  Haven  14,  Conn.  AOV.  PC. 
106 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N  Y.  AOV.  PG.  65 

AMERICAN  SUPER-TEMPERATURE  WIRES,  INC.,  W. 
Canal  St.,  Winooski,  Vt  AOV.  PG.  363. 

Anaconda  Wire  4  Cable  Co.,  25  Broadway,  New  York  4, 
H.  Y. 

Ako  Wire  4  Cable  Co.,  2  Burroughs  St.,  Bridgeport 

Barker  Sales  Co.,  334  S.  Broad  Avt.,  RIdgeBeld,  N.  J. 

Belden  Mfg.  Co.,  4647  W  Van  Buren  St.,  Chicago  44, 
III. 

BImbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y. 

British  Insulated  Callander's  Cables  Ltd.,  21  Blooms¬ 
bury  St.,  London,  W.  C.  1,  England. 

Chase  Brau  4  Copper  Co.,  Inc.,  236  Grant  St.,  Water- 
hury  20,  Conn. 

Columbia  Wire  4  Supply  Co.,  2S50  Irving  Park  Rd., 
Chicago  IB,  III. 

Consolidated  Wire  4  Assoclatad  Companies,  1635  S. 
Clinton  St ,  Chicago  16,  III. 

CRUCIBLE  StEEL  M.  OF  AMERICA,  Honry  W.  Oliver 
Bldg  ,  P.  0.  Box  2Slt,  Pittsburgh  10,  Pa.  AOV.  PG. 
115. 

General  Electric  Co.,  Wire  4  Cable  4  Conduit  Products 
Oopt.,  12B5  Boston  Av*.,  Bridgeport  2,  Conn. 

Electric  Auto-LIt*  C*.,  The,  Champlain  SL,  Toledo  1, 
Ohio. 

Electric  Auto-LIt*  Co.,  Wire  4  Cable  Dlv.,  1524  24th 
St.,  Port  Huron,  Mich. 

Elmet  Dhr.,  North  Amarican  Philips  Co.,  Inc.,  Lisbon 
Rd.,  Lewiston,  Main*. 

Essex  Wire  Corp.,  Magnet  Wire  Ohr.  4  Wire  4  Cable 
Olv.,  1610  Wall  St.,  Fort  Wayne,  Ind. 

Fairbanks  Wire  Co.,  Inc.,  2287  Hollers  Av*.,  Hew  York 
64,  N.  Y. 

General  Cable  Corp.,  420  Lexington  Av*.,  New  York  17, 
N  Y. 

NITEMP  WIRES,  INC.,  1200  Shames  Drive,  Westbury, 
N  Y  AOV  PG.  243. 

HUDSON  WIRE  CO.,  Ossining,  N.  V.  AOV.  PG.  40. 

Inso  Products,  Ltd.,  404  Fifth  Av*.,  Hew  York  18, 
N  Y. 

New  England  Electrical  Works,  Inc.,  Lisbon,  N.  H. 

Organic  Development  Corp.,  Spectra-Strip  01*.,  10052 
Larson  Av*.,  Garden  Grove,  Calif. 

Phelps  Dodge  Capper  ProducU  Carp.,  Inca  Mfg.  Olv., 
Fort  Wayne,  Ind 

Rea  Magnet  Wire  Ca.,  Inc.,  East  Pontiac  St..  Fort 
Wayne,  Ind. 

Rockbestos  Products  Carp.,  Nicoll  4  Conner  Sts.,  New 
Haven  4,  Conn. 


Roebling's  Sons  Corp.,  John  A.,  640  Broad  St.,  Trenton 
2,  N.  J. 

Rome  Cable  Corp.,  Ridge  St.,  Rome,  N.  Y. 

SEQUOIA  WIM  4  CABLE  CO.,  2201  Bay  Rd.,  Red¬ 
wood  City,  Calif.  AOV.  PG.  524. 

Slepian  4  Co.,  Arthur,  2  Burroughs  St.,  Bridgesiort  7, 
Conn. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass 

TENSOUTE  INSULATED  WIRE  CO.,  INC.,  West  Main 
St.,  Tarrytown,  N.  V.  AOV.  PG.  162. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New 
York,  N.  Y. 

Topper  ktfg.  Co.,  Inc.,  147-12  Liberty  Av*.,  Jamaica  35, 
H.  V. 

U.  S.  Steel  Carp.,  325  Wm.  Penn  Place,  Pittsburgh  30, 

Pa. 

Warren  Wire  Ca.,  Pownal,  Vt, 


WIRE-Aloeaf  ShioMod 

Accurate  Insulated  Wire  Corp.,  23  Fox  St.,  New  Haven, 
Conn. 

ALPHA  WIRE  CORP.,  200  Varick  St,  New  York  14, 
N.  Y  AOV  PG  65 

AMERICAN  SUPER-TEMPERATURE  WIRES,  INC.,  W. 
Canal  St.,  Winooski,  Vt.  ADV.  PG.  163 

Anaconda  WIr*  4  Cable  Co.,  23  Broadway,  New  York  4, 
N.  Y. 

Barker  Sales  Co.,  334  S.  Broad  Av*.,  Ridgefield,  N.  J. 

Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 
III. 

Brand  4  Ca.,  Inc.,  William,  41  North  St.,  Willimantic, 
Conn 

CHESTER  CABLE  CORP.,  SUB.  OF  MIAMI  COPPER  CO., 
Hill  St.,  Chester,  N.  Y.  AOV.  PG.  344. 

Consolidated  Wire  4  Associated  Cos.,  1635  S.  Clinton 
St.,  Chicago  16,  III. 

Continental  Wire  Mies  Corp.,  Wallingford,  Conn. 

Diamond  Wire  4  Cable  Co.,  Sycamoro,  III. 

Electric  Auto-Lit*  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio 

General  Cable  Corp.,  420  Lexington  A**.,  New  York  17, 
N.  Y. 

General  Eloetitc  Co.,  WIr*  4  Cable  4  Conduit  Products 
Depts.,  1285  Boston  Av*.,  Bridgeport  2,  Conn. 

General  Insulated  Wire  Works,  Inc.,  64  Gordon  A**., 
Provtdenc*  5,  R.  I. 

Hallett  Mfg  Co.,  5410  Boweroft  St,  Los  Angeles  16, 
Calif. 

Haveg  Industries,  Inc.,  400  Groenbank  Rd.,  Wilmington 
8,  Del. 

Holyoke  Wire  4  Cable  Carp.,  720  Main  St.,  Holyoke, 
Mass. 

HUDSON  WIRE  CO.,  Ouining,  N.  Y.  ADV.  PG.  40. 

Jefferson  Products  Carp.,  Pleasant  Valley  Rd.,  Sutton, 
Mass. 

Nesor  Alloy  Products  Ca..  282  Halsey  St.,  Newark  2, 
N.  J. 

Organic  Development  Carp.,  Spectra-StrIp  Oiv.,  10052 
Larson  Av*  ,  Garden  Grove,  Calif. 

PHELPS  DODGE  COPPER  PRODUCTS  CORP.,  300  Park 
Av*  ,  New  York  22,  N.  V  AOV  PG.  341. 

Plastoid  Corp  ,  42-61  24th  St.,  Long  Island  City,  N.  V. 

REVERE  CMP.  OF  AMERICA,  SUB.  OF  NEPTUNE 
METER  CO.,  Wallingford  2,  Conn.  AOV.  PG.  442. 

REX  CORP,  THE,  Hayward  Rd.,  West  Acton,  Mass. 
AOV.  PG.  474. 

Rhode  Island  Insulated  Wire  Ca.,  Inc,  50  Burnham  Ave., 
Cranstan,  R.  I. 

Rockbestos  Products  Carp.,  Nicoll  4  Conner  Sts.,  New 
Haven  4,  Conn. 

Rom*  Cable  Corp.,  Ridge  St.,  Rome,  N.  V. 

Saxton  Products,  Inc.,  1661  Boon*  Av*.,  Bronx  60,  N.  V. 

SEQUOIA  WIRE  4  CABU  CO.,  2201  Bay  Rd.,  Red¬ 
wood  City.  Calif.  AOV.  PG.  524 

SURPRENANT  MFC.  CO.,  Clinton,  Mass.  AOV.  PG.  284. 

TENSOLITE  INSULATED  WIRE  CO.,  INC.,  West  Main 
St.,  Tarrytown,  N.  V.  AOV.  PG.  162. 

Thermal  Wire  C^.,  304  E.  45th  St.,  New  York  17, 
N.  Y. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St,  New 
York.  N.  Y. 

Times  Wire  4  Cable  Ca,  Inc,  358  Hall  Av*.,  Walling- 
ford.  Conn. 

Union  Plastics  Carp,  1630  Paterson  Plank  Rd.,  Secaucus, 
N.  J. 

U  S  Wire  4  Cable  Carp,  Progress  4  Monro*  Sts. 
Union  #50,  N.  J. 

Warren  Wit*  Ca,  Pownal,  Vt. 


WIRE  MofybManom 

Allays  Unlimited  Inc,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Associated  Engineering  4  Mfg.  Carp.  Glen  Ridge,  N.  J. 

Bram  Chemical  Ca.,  820  65th  A**.,  Mlladelphia  26,  Pa. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

Eisler  Engineering  Ca.,  Inc,  751  S.  13th  St.,  Newark  3, 
N.  J. 

Electronic  Parts  Mfg.  Ca,  Inc.,  508-10  23th  St,  Union 
City,  N.  J. 

Elmet  Oiv,  North  American  Philips  Ca,  Inc,  Lisbon 
Rd.,  Lewiston,  Main*. 

Fansteel  Metallurgical  Corp,  2200  Sheridan  Rd.,  North 
Chicago,  III. 

General  Electric  Co.,  Lamp  Wire  4  Phosphors  Dept., 
21800  Tungsten  Rd.,  Cleveland  17,  Ohio. 

Mallory  4  Ca,  Inc,  P.  R,  34  S.  Gray  St.,  Indian- 
Mpolis  6,  Ind. 

Micro-Wire  Stranding  Ca.,  252  Chestnut  St.,  P.  0. 
Box  514,  Passaic,  N.  J. 


WIRE 


Murex  Ltd.,  Rainham,  Essex,  England. 

REMBAR  CO.,  INC.,  THE,  67  Main  SL,  Dobbs  Ferry, 
N.  Y.  AOV.  PG.  521 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  CHEMICAL  4 
METAaURGICAL  DIV,  Towanda,  Pa.  AOV.  PG. 

Thermo  Nuclear  Wire  IndusUies,  137  Grand  St.,  Hew 
York,  H.  Y. 

United  Mineral  4  Chemical  Carp.,  16  Hudson  St, 
New  York  13,  N.  Y. 

Wah  Chang  Carp.,  233  Broadway,  New  York  7,  H.  Y. 

Westinghousa  Electric  Carp.,  Lamp  Oiv.,  Bloomfield, 

N.  J. 

WIRI-AUmI 

Alley  Meal  WIr*  Olv.,  H.  K.  Porter  Co.,  Inc,  I  Pavilion 
Av*.,  Riverside,  N.  J. 

Bishop  4  Ca.,  J.,  Platinum  Works,  Malvern,  Pa. 

Bram  Chemial  Co.,  820  65th  A**..  Philadelphia  26,  Pa. 

CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W.  Oliver 
Bldg.,  P.  0.  Box  2518,  Pittsburgh  30,  Pa.  AOV. 
PG.  135. 

OelU  Chemial  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

DRIVER  CO.,  WILBUR  B,  1875  MaCarter  Highway, 
Newark  4,  N.  J.  AOV.  PG.  334. 

MIVER-HARRIS  CO.,  201  Middlesex  St,  Harrison, 
N.  J.  AOV.  PG.  333. 

Eaton  Mfg.  Co.,  Reliana  Oiv,  25  Charles  Ave.,  S.  E, 
Massillon,  Ohio. 

HUDSON  WIRE  CO.,  Ossining,  N.  Y.  ADV.  PG.  40. 

International  Nickel  Co.,  Inc.,  67  Wall  St,  New  York  5, 
H.  V. 

Jelliff  Mfg.  Carp.,  C.  0,  200  Peguot  Av*.,  Southport, 
Conn. 

Nesor  Alloy  ProducU  Ca.,  282  Halsey  St,  Neviark  2, 
N.  J. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV, 
Wvren,  Pa.  AOV.  PG.  632. 

Techalloy  Ca,  Inc.,  Rahns,  Pa. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New 
York,  H.  Y. 

WIRf-MMM  CM  Caspar 

Alloy  MeUI  Wire  Olv.,  H.  K.  Porter  Co.,  Inc,  1  Pavilion 
Ave.,  Riverside,  N.  J. 

American  Leonic  Mfg.  Co.,  Amber  4  Hagert  SU.,  Phila¬ 
delphia  25,  Pa. 

Associated  Engineering  4  Mfg.  Ca.,  Glen  Ridge,  N.  J. 

Bishop  4  Ca.,  J.,  Platinum  Works,  Malvern,  Pa. 

Bram  Chemial  Ca.,  820  65th  Ave.,  Philadelphia  26,  Pa. 

Buckbe*  Mears  Ca.,  Toni  Bldg.,  St.  Paul  1,  Minn. 

Electronic  ParU  Mfg.  Co.,  Inc.,  508-10  25th  St.,  Union 
City,  H.  J. 

HUDSON  WIRE  CO,  Ossining,  N.  Y.  AOV.  PG.  40. 

LEACH  4  GARNER  CO,  Attleboro,  Mau.  AOV.  PG. 
275. 

Lini*  Falls  Alloys,  Inc,  140  Caldwell  Av*.,  Paterson  1, 
N.  J. 

MeUis  4  Controls  Carp.,  31  Forest  St.,  Attleboro,  Mau. 

Nesor  Alloy  ProducU  Co.,  282  Halsey  St,  Newark  2, 
N.  J. 

Phelps  Dodge  Copper  ProducU  Carp.,  Ina  Mfg.  Ohr,  Fort 
Wayne,  Ind. 

SEQUOIA  WIRE  4  CABLE  CO.,  2201  Bay  Rd.,  Redwood 
City,  Calif.  AOV.  PG.  524. 

Standard  Metals  Corp.,  Broad  4  Whiting  St.,  North 
Attleboro,  Mau. 

SURPRENANT  MFC.  CO..  Clinton.  Mau.  AOV.  PG.  284. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DW, 
Warren,  Pa.  AOV.  PG.  632. 

Techalloy  Co.,  Inc.,  Rahns,  Pa. 

Thermo  Nuclear  Wire  In^tries,  137  Grand  St,  New 
York,  N.  Y. 

Westinghaus*  Electric  Corp,  Lamp  Ohr,  Bloomfield, 
N.  J. 


WIRE— PboapAar  Broitaa 

ALPHA  WIRE  CORP,  200  Varick  St,  New  York  14, 
N.  Y.  AOV.  PG.  65. 

American  Brass  Ca.,  414  Meadow  St,  Waterbury  20, 

Bimbaa  Radio  Co.,  Inc.,  145  Hudson  St..  New  York  13, 
N.  Y. 

Bram  Chemial  Ca,  820  6Sth  As*.,  Philadelphia  26,  Pa. 

Bridgepart  Brau  Ca.,  30  Grand  St.,  Bridgep^,  Conn. 

Bristol  Brass  Carp.,  BrMal,  Conn. 

British  Insulated  Callender's  Caies  Ltd,  21  Bloomsbury 
St.,  London,  W.C.  1,  England. 

Chase  Brau  4  Copper  Ca.,  Inc.,  236  Grand  St.,  Water- 
bofy  20  Cmh 

COHN  CWW,  SIGMUND,  121  S.  Cahimbut  Avo,  Mt. 
Vernon,  N.  V.  AOV.  PG.  583. 

Consolidated  WIr*  4  Associated  Cos,  1635  S.  Clintoi* 
St.,  Chicago  16,  III. 

OeHa  Chemial  Works,  21  W.  60th  St,  New  York,  N.  Y. 

Eaton  Mfg.  Ca.,  Reliana  Oiv.,  25  Charlu  Av*.,  S.  E, 
Massillon,  OMa. 

General  Cable  Corp.,  420  Lexington  Av*.,  New  York  17. 
N.  Y. 

HACKENSACK  UBU  CORP,  110  Orchard  St,  Hacken¬ 
sack,  N.  J  AOV.  PG.  514. 

HUDSON  WIRE  CO.,  Ouining,  N.  Y.  AOV.  PG.  40. 

Little  Falls  Alloys,  Inc.,  140  Caldwell  Av*.,  Paterson  1, 
N.  J. 

Nesor  Alloy  ProducU  Co,  282  Halsey  St.,  Newark.  N.  J. 

PHELPS  DODGE  COPPER  PRODUCTS  CORP,  300  Park 
Av*  ,  New  York  22,  H.  Y.  AOV.  PG.  341. 

SEQUOIA  WIRE  4  CABLE  CO.,  2201  Bay  Rd.,  Redwood 
City,  Calif.  AOV.  PG.  524. 
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SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  OIV., 
Warren,  Pa.  AOV.  PG.  632. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New 
York,  N.  Y. 


WIRE— Pfottic  Intulattd 

Accurate  Insulated  Wire  Corp.,  23  Fox  St.,  New  Haven, 
Conn. 

AUDEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton  64, 
Mass.  ADV.  PG.  472. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 

N.  Y.  AOV.  PG.  65. 

AMERICAN  SUPER-TEMPERATURE  WIRES,  INC.,  West 
Canal  St.,  Winooski,  Vt.  AOV.  PG.  363. 

Anaconda  Wire  &  Cable  Co.,  25  Broadway,  New  York  4, 

N.  Y. 

Ansonia  Wire  &  Cable  Co.,  Ill  Martin  St.,  Ashton, 

R.  I. 

Apex  Wire  &  Cable  Corp.,  237  37th  St.,  Brooklyn  32, 

N.  Y. 

Atlantic  Wire  A  Cable  Corp.,  119-14  14th  Rd.,  College 
Point,  N.  Y. 

Barker  Sales  Co.,  339  S.  Broad  Ave.,  Ridgefield,  N.  J. 
Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 
III. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York  13, 
N.  Y. 

Brand  &  Co.,  Inc.,  William,  41  North  St.,  Willimantic, 
Conn. 

British  Insulated  Callender's  Cables  Ltd.,  21  Bloomsbury 
St.,  London  W.C.  1,  England. 

CHESTER  CABLE  CORP.,  SUB.  OF  MIAMI  COPPER  CO., 
Hill  St.,  Chester,  N.  V.  ADV.  PG.  394. 

Collyer  Insulated  Wire  Co.,  249  Roosevelt  Ave.,  Paw¬ 
tucket,  R.  I.  ^ 

Columbia  Wire  Supply  Co.,  2850  Irving  Park  Rd., 
Chicago  18,  III. 

Consolidated  Wire  &  Associated  Companies,  1635  S. 

Clinton  St.,  Chicago  16,  III. 

ContinenUI  Wire  Sales  Corp.,  Wallingford,  Conn. 

CORNISH  WIRE  CO.,  50  Church  St.,  New  York  7,  N.  Y. 
ADV.  PG.  228. 

Crystal-X  Corp.,  4303  Lenni  Rd.,  Lenni  Mills  2,  Pa. 
Diamond  Wire  &  Cable  Co.,  Sycamore,  III. 

Dielectric  Materials  Co.,  5315-17  N.  Ravenswood  Ave., 
Chicago  40,  III. 

Eagle  Electric  Mfg.  Co.,  Inc.,  23-10  Bridge  Plaza,  S., 
Long  Island  City,  N.  Y. 

Electric  Auto-Llte  Co.,  The,  Champlain  St.,  Toledo  1, 
Dhio. 

Enjjo  ^Corp.,  Fellowship  Rd.  &  Route  73,  Maple  Shade, 

Essex  Wire  Corp.,  Magnet  Wire  Div.  A  Wire  A  Cable 
Div.,  1610  Wall  St.,  Fort  Wayne,  Ind. 

Fairbanks  Wire  Co.,  Inc.,  2287  Hollers  Ave.,  New  York 
69,  N.  Y. 

Gbwra^  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 

Oerwal  Electric  Co.,  Wire  A  Cable  A  Conduit  Products 
Depts.,  1285  Boston  Ave.,  Bridgeport  2,  Conn 
General  Insulated  Wire  Works,  Inc.,  69  Gordon  Ave, 
Providence  5,  N.  Y. 

Goodline  DIvn.,  Wire  Co.,  of  America,  Inc.,  309  Date 
Ave.,  Alhambra,  Calif. 

Gordon  Co.,  Claud  S.,  3000  S.  Wallace  St.,  Chicago  16, 

Haveg  Industries,  Inc.,  900  Greenbank  Rd.,  Wilmington  8, 
Del. 

HITEMP  WIRES,  INC.,  1200  Shames  Drive,  Westbury, 
N.  V.  ADV.  PG.  243. 

Holyoke  Wire  A  Cable  Corp.,  720  Main  St.,  Holyoke, 
Mass. 

HUDSON  WIRE  CO.,  Ossining,  N.  V.  AOV.  PG.  90. 
Jefferson  Produas  Corp.,  Pleasant  Valley  Rd.,  Sutton, 
Mass. 

Jersey  Specialty  Co.,  Burgess  Place,  Mountainview,  N.  J. 
Kaiser  Aluminum  A  Chemical  Sales,  Inc.,  919  N.  Michi¬ 
gan  Ave.,  Chicago,  III. 

Lenz  Electric  Mfg.  Co.,  1751  North  Western  Ave., 
Chicago  47,  III. 

Miller  Electric  Co.,  120  Main  St.,  Pawtucket,  R.  I. 
Mohawk  Wire  A  Cable  Corp.,  320  River  St.,  Fitchburg, 
Mass. 

National  Electronic  Plastics  Inc.,  521  Fifth  Ave.,  New 
York  17,  N.  Y. 

New  England  Tape  Co.,  Hudson,  Mass. 

Okonite  Co.,  The,  Canal  St.,  Passic,  N.  J. 

Organic  Development  Corp.,  Spectra-Strip  Div.,  10052 
Larson  Ave.,  Garden  Grove,  Calif. 

Packard  Electric  Div.  of  General  Motors  Corp.,  312  Dana 
Ave.,  Warren,  Ohio. 

Phalo  Plastics  Corp.,  25  Foster  St.,  Worcester  8, 
Mass. 

PHELPS  DODGE  COPPER  PRODUCTS  CORP.,  300  Park 
Ave.,  New  York  22,  N.  Y.  ADV.  PG.  341. 

Plastic  Wire  A  Cable  Corp.,  Jewett  City,  Conn. 

Plastoid  Corp.,  42-61  24th  St.,  Long  Island  City,  N.  Y. 
Radix  Wire  Co.,  26260  Lakeland  Blvd.,  Cleveland  32, 
Ohio. 

Rego  Insulated  Wire  Co.,  830  Monroe  St.,  Hoboken,  N.  J. 
REVERE  CORPORATION  OF  AMERICA,  SUB.  OF  NEP¬ 
TUNE  METER  CO.,  Wallinford  2,  Conn.  AOV.  PG.  492. 
REX  CORP.,  THE,  Hayward  Rd.,  West  Acton,  Mass.  AOV. 
PG.  479. 

Rhode  Island  Insulated  Wire  Co.,  50  Burnham  Ave., 
Cranston,  R.  I. 

Rockbestos  Products,  Nicoll  A  Canner  SU.,  New  Haven 
A,  Conn.  _  ,  ,  _  , 

Roebling's  Sons  Corp.,  John  A.,  640  Broad  St.,  Trenton 
2,  N.  J. 


Rome  Cable  Corp.,  Ridge  St.,  Rome,  N.  Y. 

Royal  Electric  Corp.,  Pawtucket,  R.  I. 

Runzel  Cord  A  Wire  Co.,  4723-31  W.  Montrose  Ave., 
Chicago  41,  III. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60,  N.  Y. 

SEQUOIA  WIRE  A  CABLE  CO.,  2201  Bay  Rd.,  Red¬ 
wood  City,  Calif.  ADV.  PG.  524. 

SURPRENANT  MFG.  CO.,  Clinton,  Mass.  ADV.  PG.  284. 

TENSOLITE  INSULATED  WIRE  CO.,  INC.,  West  Main  St., 
Tarrytown,  N.  Y.  ADV.  PG.  162. 

Tevco  Insulated  Wire,  108  E.  Prospect  Ave.,  Burbank, 
Calif. 

Thermax  Wire  Corp.,  304  E.  45th  St.,  New  York  17, 
N.  Y. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New  York, 
N.  Y. 

Times  Wire  A  Cable  Co.,  Inc.,  358  Hall  Ave.,  Walling¬ 
ford,  Conn. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 

Union  Plastic  Corp.,  1630  Paterson  Plank  Rd.,  Secaucus, 
N.  J. 

U.  S.  Wire  A  Cable  Corp.,  Progress  A  Monroe  Sts., 
Union  #50,  N.  J. 

Victor  Electric  Wire  A  Cable  Corp.,  618  Main  St., 
West  Warwick,  R.  I. 

Westlake  Plastics  Co.,  133  W.  Lenni  Rd.,  Lenni  Mills,  Pa. 


W  IRE— Plafmum 

Bishop  A  Co.,  J.,  Platinum  Works,  Malvern,  Pa. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 
Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  20, 
Conn. 

COHN  CORP.,  SIGMUND,  121  S.  Columbus  Ave.,  Mt. 

Vernon,  N.  Y.  ADV  PG.  583. 

Cooper  A  Sons,  Inc.,  Joseph  B.,  25  W.  47th  St.,  New 
York  36,  N.  Y. 

DelU  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
Eastern  Smelting  A  Refining  Corp.,  107-109  W.  Brook¬ 
line  St.,  Boston  18,  Mass. 

ENGELHARD  INDUSTRIES,  INC.,  (BAKER  PUTINUM 
DIV.),  113  Astor  St.,  Newark  5,  N.  J.  ADV.  PG.  329. 
Handy  A  Harman,  82  Fulton  St.,  New  York  38,  N.  Y. 
Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mass. 
Metz  Refining  Co.,  369  Mulberry  St.,  Newark  2,  N.  J. 
Nesor  Alloy  Products  Co.,  282  Halsey  St.,  Newark. 
N.  J. 

NEY  CO.,  J.  M.,  P.  0.  Box  990,  Hartford  1,  Conn. 
AOV.  PG.  560. 

Secon  Metals  Corp.,  7  Intervale  St.,  White  Plains,  N.  Y. 
Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New 
York,  N.  Y. 

Western  Gold  A  Platinum  Co.,  (a  Sub.  of  The  Wilbur  B. 

Driver  Co.),  525  Harbor  Blvd.,  Belmont,  Calif. 

Wildberg  Bros.,  Smelting  A  Refining  Co.,  742  Market 
St.,  San  Francisco  2,  Calif. 


WIRE-Proeiaue  Atoraf  Ploearf 
WIRE— Silvar  Platod 


WIRE— Roeorrfina 

Alloy  Metal  Wire  Div.,  H.  K.  Porter  Co.,  Inc.,  1 
Pavilion  Ave.,  Riverside,  N.  J. 

Fidclitone,  Inc.,  6415  Ravenswood,  Chicago  26,  III. 

Fort  Wayne  Metals,  Inc.,  Fort  Wayne  6,  Ind. 

Minicord  Corp.  of  America,  1915  Atlantic  Ave.,  Atlantic 
City,  N.  J. 

Peirce  Dictation  Systems,  5900  Northwest  Highway, 
Chicago  31,  III. 

Permo,  Inc.,  6415  Ravenswood  Ave.,  Chicago  26,  III. 

TENSQLITE  insulated  WIRE  CO.,  INC.,  West  Main  St., 
Tarrytown,  N.  Y.  ADV.  PG.  162. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New 
York,  N.  Y. 

Union  Plastics  Corp.,  1630  Paterson  Plank  Rd.,  Secaucus, 
N.  J. 


WIRE— RasJitoneo  oad  Fllamoaf 

Alloy  Metal  Wire  Div.,  H.  K.  Porter  Co.,  Inc.,  1  Pavi¬ 
lion  Ave.,  Riverside,  N.  J. 

American  Leonic  Mfg.  Co.,  Amber  A  Hagert  Sts., 
Philadelphia  25,  Pa. 

Associated  Engineering  A  Mfg.  Co.,  Glen  Ridge,  N.  J. 
Consolidated  Wire  A  Associated  Cm.,  1635  S.  Clinton 
St..  Chicago  16,  III. 

DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway, 
Newark  4,  N.  J.  ADV.  PG.  339 
DRIVER-HARRIS  CO.,  201  Middlesex  St.,  Harrison,  N.  J. 
AOV.  PG.  333. 

HMkins  Mfg.  Co.,  4445  Lawton  Ave.,  Detroit  8,  Mich. 
Jelliff  Mfg.  Corp.,  C.  0.,  200  Pequot  Ave.,  Southport, 
Conn. 

Kanthal  Corp.,  Amelia  Place,  Stamford,  Conn. 

Nesor  Alloy  Products  Co.,  282  Halsey  St.,  Newark,  N.  J. 
NEY  CO.,  J.  M.,  P.  0.  Box  990,  Hartford  1,  Conn. 
ADV.  PG.  560. 

Secon  Metals  Corp.,  7  Intervale  St.,  White  Plains,  N.  Y. 
Techalloy  Co.,  Inc.,  Rahns,  Pa. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New 
York,  N  .Y. 

Warren  Wire  Co.,  Pownal,  Vt. 


WIRE-SIlvor  or  Silvar  Plotarf 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 
N.  Y.  AOV.  PG.  65. 


Bishop  A  Co.,  J.,  Platinum  Works,  Malvern,  Pa. 

Bram  Chemical  Co.,  820  65th  Avt.,  Philadelphia  26,  Pa. 

DelU  Chemiul  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway, 
Newark  4,  N.  J.  ADV.  PG.  339. 

Eastern  Smelting  A  Refining  Corp.,  107-109  W.  Brook¬ 
line  St.,  Boston  18,  Mast. 

Elrnxt  Div.,  North  Ameriun  Philips  Co.,  Inc.,  Lisbon 
Rd.,  Lewiston,  Maine. 

Flexo  Wire  Div.  of  Copperweld  Steel  Co.,  Oswego,  N.  Y. 

Handy  A  Harman,  82  Fulton  St.,  New  York  38,  N.  Y. 

Electric  Auto-Lite  Co.,  The,  Champlain  St.,  Toledo  1, 
Ohio. 

HUDSON  WIRE  CO.,  Ossining,  N.  Y.  ADV.  PG.  90. 

LEACH  A  GARNER  CO.,  Attleboro,  Mass.  AOV.  PG.  275. 

Lenz  Electric  Mfg.  Co.,  1751  N.  Western  Avt.,  Chicago 
47,  III. 

Little  Falls  Alloys,  Inc.,  190  Caldwell  Ave.,  Paterson  1, 
N.  J. 

MeUls  A  Controls  Corp.,  31  Forest  St.,  Attleboro, 
Mass. 

Metz  Refining  Co.,  369  Mulberry  St.,  Newark  2,  N.  J. 

Nesor  Alloy  Products  Co.,  282  Halsey  St.,  Newark, 
N.  J. 

Nonotuck  Mfg.  Co.,  Holyoke,  Mast. 

North  American  Research  Labs.,  Inc.,  725  Lexington 
Ave.,  Kenilworth,  N.  J. 

Packard  Electric  Div.  of  General  Motors  Corp.,  312  Dana 
Ave.,  Warren,  Ohio. 

Secon  Meuls  Corp.,  7  Intervale  St.,  White  Plaint, 
N.  Y. 

SEQUOIA  WIRE  A  CABLE  CO.,  2201  Bay  Rd.,  Redwood 
City,  Calif.  ADV.  PG.  524. 

Sundard  Metals  Corp.,  Broad  A  Whiting  Sts.,  North 
Attleboro,  Mast. 

SURPRENANT  MFG.  CO..  Clinton,  Mass  AOV.  PG.  284 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  CHEMICAL  A 
METALLURGICAL  DIV.,  Towanda,  Pa.  ADV.  PG.  633. 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  PARTS  DIV., 
Warren,  Pa.  AOV.  PG.  632. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New  York. 
N.  Y. 

Times  Wire  A  Cable  Co.,  Inc.,  358  Hall  Ave.,  Walling¬ 
ford,  Conn. 

Union  Plastics  Corp.,  1630  Paterson  Plank  Rd.,  Secau- 
cut,  N.  J. 

Warren  Wire  Co.,  Pownal,  Vt. 

Western  Gold  A  Platinum  Co.,  (a  Sub.  of  The  Wilbur  B. 
Driver  Co.),  525  Harbor  Blvd.,  Belmont,  Calif. 


WIRE— Sfinlaee  Slaaf 

Allegheny  Ludlum  Steel  Corp.,  H.  W.  Oliver  Bldg., 
Pittsburgh  22,  Pa. 

Alloy  Metal  Wire  Div.,  H.  K.  Porter  Ca.,  Inc.,  1  Pavi¬ 
lion  Ave.,  Riverside,  N,  J. 

American  Leonic  Mfg.  Co.,  Amber  A  Hagert  Sts., 
Philadelphia  25,  Pa. 

Armco  Steel  Corp.,  730  Curtis  St.,  Middletown,  Ohio. 

Bram  Chemiul  Co.,  820  65th  Ave ,  Philadelphia  26,  Pa. 

Carpenter  Steel  Co.,  The,  142  W.  Bern  St.,  Reading,  Pa. 

Carpenter  Steel  Co.,  Webb  Wire  Div.,  New  Brunswick, 
N.  J. 

Chase  Brass  A  Copper  Co.,  Inc.,  236  Grand  St.,  Water¬ 
bury  20,  Conn. 

CRUCIBLE  STEEL  CO.,  OF  AMERICA,  Henry  W.  Oliver 
Bldg.,  P.  0.  Box  2518,  Pittsburgh  30,  Pa.  AOV. 
PG.  135. 

DelU  Chemiul  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway, 
Newark  4,  N.  J.  ADV.  PG.  339. 

DRIVER-HARRIS  CO.,  201  Middlesex  St.,  Harrison, 
N.  J.  AOV.  PG.  333. 

Eaton  Mfg.  Co.,  Reliance  Div.,  25  Charles  Ave.,  S.  E., 
Massing,  Ohio. 

Fort  Wayne  Metals,  Inc.,  Fort  Wayne  6,  Ind. 

Hoskins  Mfg.  Co.,  4445  Lawton  Ave.,  Detroit  B,  Mich. 

Indiana  Steel  A  Wire  Co.,  Inc.,  700  Council  St., 
Muncle,  Ind. 

Nesor  Alloy  Products  Co.,  282  Halsey  St.,  Newark, 
N.  J. 

Packard  Electric  Div.  of  General  Motors  Corp.,  312 

Dana  Ave.,  Warren,  Ohio. 

Republic  Steel  Corp.,  Republic  Bldg.,  Cleveland  1,  Ohio. 

Ryerson  A  Son,  Inc.,  J.  T.,  255B  W.  I6th  St.,  Chi- 

ugo  16,  III. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60, 
N.  Y. 

STEEL  HEDOLE  MFG.  CO.,  2100  W.  Allegheny  Ave., 

Philadelphia  32,  Pa.  AOV.  PG.  541. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New 

York,  N.  Y. 

U.  S.  Steel  Corp.,  525  Wm.  Penn  Place,  Pittsburgh  30, 
Pa. 

Techalloy  Co.,  Inc.,  Rahns,  Pa. 


WIRE-rantafwm 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  Island 
City  1,  N.  V. 

Associated  Engineering  A  Mfg.  Co.,  Glen  Ridge,  N.  J. 
Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26, 
Pa. 

DelU  Chemiul  Works,  21  W.  60th  St.,  New  York,  N.  Y. 
DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway 
Newark  4,  N.  J.  AOV.  PG.  339. 

Fansteel  MeUllurgiul  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  III. 

Murex  Ltd.,  Rainham,  Essex,  England. 
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Paul  h  Sttin  Bros.,  Inc.,  f.  H.,  23S  Fifth  Avc.,  New 
Vork  16.  N.  Y. 

REMBAR  CO.,  INC.,  THE,  67  Main  St.,  Dobbi  Ferry, 
N.  V.  ADV.  PG.  521. 

Thermo  Nuclear  Wire  Industriet,  1)7  Grand  St.,  New 
York,  N.  Y. 

United  Mineral  A  Chemical  Corp.,  16  Hudton  St.,  New 
York  13,  N.  Y. 

Wah  Chang  Corp.,  233  Broadway,  New  York  7,  N.  Y. 


WIRI— ToMoa  Ineolwtorf 

ALOEN  PRODUCTS  CO.,  112  N.  Main  St.,  Brockton  64, 
Mats.  AOV.  PG.  472. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14, 

N.  Y.  ADV.  PG.  65. 

AMERICAN  SUPER-TEMPERATURE  WIRES,  INC.,  W. 
Canal  St.,  Winooski,  Vt.  AOV.  PG.  363. 

AMPHENOL  ELECTRONICS  CORP.,  1030  S.  54th  Ave., 
Chicago  50,  III.  ADV.  PG.  10. 

Barker  Sales  Co.,  335  S.  Broad  Ave.,  Ridgefield,  N.  J. 

Bclden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 
III. 

Birnbach  Radio  Co.,  Inc.,  145  Hudson  St.,  New  York 
1^  N  Y 

BOSTON  INSULATED  WIRE  A  CABLE  CO.,  6)  Bay  St., 
Boston  25,  Mats.  AOV.  PG,  404 

CHESTER  CABLE  CORP.,  SUB  OF  MIAMI  COPPER  CO., 
Hill  St.,  Chester,  N.  Y.  AOV.  PG.  344. 

Cimeo  Wire  A  Cable  Co.,  303  Crescent  Ave.,  Allendale, 
N.  J. 

Columbia  Wire  A  Supply  Co.,  2050  Irving  Park  Rd., 
Chicago  10,  III. 

Consolidated  Wire  A  Associated  Companies,  16)5  S. 
Clinton  St  ,  Chicago  16,  III. 

Continental  Wire  Sales  Corp.,  Wallingford,  Conn. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 

N  Y. 

Etsei  Wire  Corp.,  Magnet  Wire  DIv.  A  Wire  A  Cable 
Div.,  1610  Wall  St.,  Fort  Wayne,  Ind. 

Fairbanks  Wire  Co.,  Inc.,  2207  Hollers  Ave.,  New 
York  64,  N.  Y. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

General  Electric  Co.,  Wire  A  Cable  A  Conduit  Products 
Dept.,  1205  Boston  Ave.,  Bridgeport  2,  Conn. 

Haveg  Industries,  Inc.,  400  Creenbank  Pd.,  Wilming¬ 
ton  0,  Del. 

HITEMP  WIRES,  INC.,  1200  Shames  Drive,  Westbury, 

N  Y  ADV  PG.  243. 

HUDSON  WIRE  CO.,  Ossining,  N.  Y.  AOV.  PG.  40. 

Into  Products,  Ltd.,  404  Fifth  Avc.,  New  York  10, 
N.  Y. 

Kaiser  Aluminum  A  Chemical  Sales,  Inc.,  419  N. 
Michigan  As*  Chicago,  III. 

LEWIS  ENGINEERING  CO.,  52  Rubber  Ave.,  Naugatuck, 
Conn  AOV  PG.  5)2 

MARKEL  A  SONS,  L.  FRANK,  School  House  Lane,  Norris¬ 
town,  Pa.  AOV.  PG.  452. 

Okonite  Co.,  Canal  St.,  Passaic,  N.  J. 

Organic  Development  Corp.,  Sp^ra-Strlp  Dhr.,  10052 
Larson  Ave.,  Garden  Grove,  Calif. 

Packard  Electric  Div.  of  General  Motors  Corp.,  312  Dana 
Avc.,  Warren,  Ohio. 

Phelps  Dodge  Copper  Products  Corp.,  Inca  Mfg.  Div., 
Fort  W.syne,  Ind. 

Plattoid  Corp.,  42-61  24th  St.,  Long  Island  City  1, 
N.  V. 

Radix  Wire  Co.,  26260  Lakeland  Blvd.,  Cleveland  32, 
Ohio 

REVERE  CORPORATION  OF  AMERICA,  SUB.  OF  NEP¬ 
TUNE  METER  CO.,  Wallingford  2,  Conn.  AOV.  PG. 
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REX  CORP.,  THE,  Hayward  Rd.,  West  Acton,  Mast. 
AOV.  PG.  474. 

Rockbestos  Products  Corp.,  Nlcoll  A  Canner  Sts.,  New 
Haven  4,  Conn. 

Royal  Electric  Corp.,  Pawtucket,  R.  I. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60, 
N  V 

SEQUOIA  WIRE  A  CABLE  CO.,  2201  Bay  Rd.,  Redwood 
City,  Calif  AOV.  PG.  524. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass. 

Supa  Insulations  Inc.,  12)  E.  Bassett  St.,  Rocky 

Mount  N.  C. 

SURPRENANT  MFG.  CO.,  Clinton,  Matt.  AOV.  PG.  284. 

TENSOLITE  INSULATED  WIRE  CO.,  INC.,  West  Main 
St.,  Tarrytown,  N.  Y.  AOV.  PG  162. 

Thermax  Wire  Corp.,  304  E.  4Sth  St.,  New  Vork  17, 
N  V. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New 
York,  N.  V. 

Times  Wire  A  Cable  Co.,  Inc.,  358  Hall  Ave.,  Walling¬ 
ford,  Conn. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  Jamaica  35, 
N.  Y. 

Union  Plastics  Corp.,  1630  Paterson  Plank  Rd.,  Secau- 
cus,  N.  J. 

Uiiivox  Corp.,  102  Warren  St.,  New  York  7,  N.  Y. 

Warren  Wire  Co.,  Pownal,  Vt. 

Western  Insulated  Wire  Co.,  2425  E.  30th  St.,  Los 
Angeles,  Calif. 

Wirecraft  Products,  Inc.,  10  Lake  St.,  West  Brook¬ 
field,  Matt. 


WIRE— Tifwnivm 

Alloys  Unlimited,  Inc.,  4415  Vernon  Blvd.,  Long  Island 
City  1,  N.  Y. 

Bram  Chemical  Co.,  B20  65th  Avt.,  Philadelphia  26,  Pa. 


PRODUCTS _ X-RAT  EaUIPMEKT 


CRUCIBLE  STEEL  CO.  OF  AMERICA,  Henry  W.  Oliver 
Bldg.,  P.  0.  Box  2518,  Pittsburgh  30,  Pa.  ADV.  PG. 
135. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

DRIVER  CO.,  WILBUR  B.,  1875  McCarter  Highway,  New¬ 
ark  4,  N.  J.  AOV.  PG.  334. 

Little  Falls  Alloys,  Inc.,  190  Caldwell  Ave.,  Paterson  1, 
N.  J. 

Mallory  A  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indian¬ 
apolis  6,  Ind. 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro,  Matt. 

Secon  Metals  Corp.,  7  Intervale  St.,  White  Plains, 
N.  Y. 

Techalloy  Co.,  Inc.,  Rahnt,  Pa. 

Thermo  Nuclear  Wire  Inijstries,  137  Grand  St.,  Hew 
Vork,  N.  Y. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 


WIRE— Tungalan 

Alloys  Unlimited,  Inc.,  44-15  Vernon  Blvd.,  Long  IslanS 
City  1,  N.  V. 

Associated  Engineering  A  Mfg.  Co.,  Glen  Ridge,  H.  J. 

Bram  Chemical  Co.,  820  65th  Ave.,  Philadelphia  26,  Pa. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York,  N.  Y. 

Eisler  Engineering  Co.,  Inc.,  751  S.  13th  St.,  Newark  3, 
N.  J. 

Electronic  Parts  Mfg.  Co.,  Inc.,  508-10  25th  St.,  Union 
City,  N.  J. 

Elmet  Div.,  North  American  Philips  Co.,  Inc.,  Lisbon  Rd., 
Lewiston,  Maine. 

Fansteel  Metallurgical  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  III. 

General  Electric  Co.,  Lamp  Wire  A  Phosphors  Dept., 
21800  Tungsten  Rd.,  Cleveland  17,  Ohio. 

Micro-Wire  Stranding  Co.,  252  Chestnut  St.,  P.  0.  Box 
514,  Passaic,  N.  J. 

Murex  Ltd.,  Rainham,  Essex,  England. 

Nesor  Alloy  Products  Co.,  282  Halsey  St.,  Newark  2, 
N.  J. 

REMBAR  CO.,  INC.,  THE,  67  Main  St.,  Dobbs  Ferry, 
N.  V  ADV.  PG.  521 

SYLVANIA  ELECTRIC  PRODUCTS  INC.,  CHEMICAL  t 
METALLURGICAL  DIV.,  Towanda,  Pa.  AOV.  PG.  633. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New 
Vork,  N.  Y, 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Wah  Chang  Corp.,  233  Broadway,  New  York  7,  N.  Y. 

Westinghouse  Electric  Corp.,  Lamp  Div.,  Bloomfield,  N.  J. 


WIRE— Zlreonipm 

Allegheny  Ludlum  Steel  Corp.,  H.  W.  Oliver  Bldg.,  Pitts¬ 
burgh  22,  Pa. 

Bram  Chemical  Co.,  820  65th  Ave.,  Phl.adetphia  26,  Pa. 

Carborundum  Metals  Co.,  The,  Div.  of  The  Carborundum 
Co.,  P.  0.  Box  32,  Akron,  N.  Y. 

Delta  Chemical  Works.  21  W.  60th  St.,  New  York,  N.  Y. 

Foote  Mineral  Co.,  452  Eighteen  West  Chelten  Bldg., 
Philadelphia  44,  Pa. 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mast. 

Murex  Ltd.,  Rainham,  Essex,  England. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New 
York,  N.  Y. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

Wah  Chang  Corp.,  233  Broadway,  New  York  7,  N.  Y. 


WIRE  MARKINO-Sorvico 

ACKERMAN  ENGRAVERS,  INC.,  458  Broadway,  New 
York,  N.  Y  ADV  PG.  568. 

Acromark  Company,  Inc.,  323  Morrell  St.,  Elizabeth  4, 
N.  J. 

Actioncraft  Products,  8  Sagamore  Hill  Drive,  Port  Wash¬ 
ington,  N  Y. 

ALPHA  WIRE  CORP.,  200  Varick  St.,  New  York  14,  N.  Y. 
ADV.  PG.  65. 

Apex  Machine  Co.,  14-13  118  Sts.,  College  Point  56, 
N.  V. 

Brady  Co.,  W.  H.,  727  W.  Glendale  Ave.,  Milwaukee  12, 
Wit. 

Brand  A  Co.,  Inc.,  William,  41  North  St.,  Willimantlc, 
Conn. 

Ouramark,  Inc.,  2  Secatoag  Ave.,  Port  Washington,  H.  Y. 

Electric  Cords  A  Supply  Co.,  413  E.  Third  St.,  Los 
Angeles  1),  Calif. 

Electrovert,  Inc  ,  124  E.  40th  St.,  New  York  17,  N.  Y. 

GILLIES  CO.,  INC.,  DUNCAN  M.,  66  Central  St.,  West 
Boylston,  Mast.  ADV.  PG.  586. 

Kingsley  Stamping  Machine  Co.,  Aircraft  Div.,  850 
Cahuenga  BM.,  Hollywood  38,  Calif. 

Manger  Electric  Co.,  Miller  St.,  Stamford,  Conn. 

MARKWIK  MFG.  CO.,  INC.,  31  Sexton  Rd.,  Plainview, 
N.  Y.  ADV.  PG.  22. 

Organic  Development  Corp.,  Spectra-Strip  Div.,  10052 
Larson  Ave.,  Garden  Grove,  Calif. 

Ram  Meter,  Inc.,  1100  Hilton  Rd.,  Femdale,  Detroit  20, 

Mich. 

SEQUOIA  WIRE  A  CABLE  CO.,  2201  Bay  Rd.,  Redwood 
City,  Calif.  ADV.  PG.  524. 

Sheltered  Workshop,  2521  Fifth  St.,  Santa  Monica,  Calif. 

Westline  Products  Div.  of  Western  Lithograph  Co.,  600 
E.  Second  St.,  Los  Angeles  54,  Calif. 

Zippertubing  Co.,  The,  752  S.  ^n  Pedro,  Los  Angeles, 
Calif. 


WIRE  STRIPPERS-Ckemkof 

Division  Lead  Co.,  7742  W.  61st  Place,  Summit,  HI. 
Ellanar  Chemical  Co.,  2308  Oakton  St.,  Evanston,  III. 
Fidelity  Chemical  Products  Corp.,  472  Frelinghoysen  Ave., 
N  j 

GENERAL  CEMENT  MFC.  CO.,  OlV.  OF  TEXTRON,  INC., 
ELECTRONICS  OIV.,  400  S.  W).Tian  St.,  Rockford,  IIL 
ADV.  PG.  80.  „  ^ 

London  Chemical  Co.,  1535  N.  31tt  Ave.,  Melrose  Part, 
III. 

Mona  Industries,  Inc.,  Paterson  17,  N.  J. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 

Wye  Industries,  6  General  Devine  Way,  Boston  27,  Mass. 


WIRE  STRIPPERS-NaiW 

Belden  Mfg.  Co.,  4647  W.  Van  Buren  St.,  Chicago  44, 
III. 

Blom^-Tongue  Laboratories,  Inc.,  4-25  Ailing  St., 
Newark  2,  N.  J. 

Carpenter  Mfg.  Co.,  Inc.,  P.  0.  Box  217,  Highbridge  Rd., 
DeWitt  14,  N  Y. 

GENERAL  CEMENT  MFG.  CO.,  OIV.  OF  TEXTRON,  INC., 
ELECTRONIC  OIV.,  400  S.  Wyman  St.,  Rockford,  III. 
ADV.  PG.  80. 

Holub  Industries,  Inc.,  414  DeKalb  Ave.,  Sycamore,  IIL 

Hunter  Tool  Co.,  9851  Albortis  St.,  SanU  Fe  Springs, 
Calif. 

Ideal  Industries,  Inc.,  510)  Park  A  Borden  Aves.,  Syca¬ 
more,  III. 

Klein  A  Sons,  Mathias,  7200  McCormick  Rd.,  Chicago  45, 
III. 

Millen  Co.,  Edward  L.,  90  Summit  Ave.,  Brookline,  Mast. 

Multicore  Solders,  Ltd.,  Multicore  Works,  Maylands  Ave., 
Hemel  Hempstead,  Hertfordshire,  England 

Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  Rockford, 
III. 

WENCO  MFG.  CO.,  1133  W.  Hubbard  St.,  Chicago  22, 
III.  ADV.  PG.  5)3. 

Vfestern  Electronic  Products  Co.,  655  Colman  St.,  Alta- 
dena,  Calif. 


WIRE  STRIPPERS-JMMhwnicwl 

Artos  Engineering  Co.,  2737  S.  2Bth  St.,  Milwaukee, 
Wit. 

Atlantic  Wirt  A  Cable  Corp.,  119-14  14th  Rd.,  College 
Point,  N  V. 

Carpenter  kefg.  Co.,  Inc.,  P.  0.  Box  217,  Highbridge  Rd., 
DeWitt  14,  N.  Y. 

Electronic  Applications,  Inc.,  194  Richmond  Hill  Ave., 
Stamford,  Conn. 

Eubanks  Engineering  Co.,  260  N.  Allen  Ave.,  Pasadena, 
CalH. 

High  Speed  Hammer  Co.,  Rochester,  N.  Y. 

Ideal  Industries,  Inc.,  5103  Park  A  Borden  Aves.,  Syca¬ 
more,  III. 

Jennings  Machine  Corp.,  3452  Ludlow  St.,  Philadelphia, 
Pa. 

Rush  Wirt  Stripper  Div.,  The  Eraser  Co.,  Inc.,  1068  S. 

Clinton  St.,  Syracuse  4,  N.  Y. 

Stevens  Mfg.  Co.,  George,  6022  N.  Rogers  Ave.,  Pulaski 
A  Peterson,  Chicago  46,  III. 

Technical  Devices  Co.,  2346  Centinela  Ave.,  Los  Angeles 
64,  Calif. 

THOMAS  INSTRUMENT  CO.,  Three  Rivers,  Phoenix,  N.  Y. 
AOV  PG  574. 

WENCO  MFC.  CO.,  1133  W.  Hubbard  St.,  Chicago  22, 
III.  ADV  PG.  533. 

Wirt  Stripper  Co.,  1722  Eastham  Ave.,  East  Cleveland  12, 
Ohio. 

Wybar  Electronics,  Inc.,  P.  0.  Box  388,  Auburn,  N.  Y. 

WOBBUIATORS 
Sm  OENERATORS-SIbimI 

WOOFERS 

Sm  speakers 


WRAPPINOS-CoAfd 
So«  CABLE— Wroppinf  pr  lacing 


X-RAY  EOUIPMENT-Induteriol 

Allis-Chalmers  Mfg.  Co.,  935  S.  70th  St.,  Milwaukee  1, 
Wis 

APPLIED  RADIATION  CORP.,  2404  N.  Main  St.,  Wal¬ 
nut  Creek,  Calif.  ADV.  PG.  504. 

Bar-Ray  Products,  Inc.,  210  25th  St.,  Brooklyn  32,  N.  Y. 

BRACKE-SEIB  X-RAY  CO.,  INC.,  16  Pelham  Bay,  Park 
West,  Pelham  Manor,  N  Y.  ADV.  PG.  498. 

Friez  Instrument  Div.,  Bendix  Aviation  Corp.,  Baltimore 
4,  Md. 

High  Voltage  Engineering  Corp.,  Burlington,  Mast. 

Ktmlitt  Laboratories,  1819  W.  Grand  Ave.,  Chicago  22, 
III. 

Philco  Corp.,  Government  A  Industrial  Div.,  4700 
Wissahickon  Ave.,  Philadelphia  44,  Pa. 

Philips  Electronics,  Inc.,  750  S.  Fulton  Ave.,  Mt.  Ver¬ 
non,  N.  Y. 

Picker  X-Ray  Corp.,  25  S.  Broadway,  White  Plains,  N  Y. 

Resitron  Laboratories,  Inc.,  2908  Nebraska  Ave.,  Santa 
Monica,  Calif. 
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1958-1959  LISTINGS  of 


X-RAY  EQUIPMENT 


St  John  X-Ray  Laboratory,  Callfon,  N.  J. 

Sickles,  F.  W.,  Oiv.,  (>eneral  Instrument  Carp.,  IbS 
Front  St.,  Chicopee,  Mass. 

Tracerlab,  Inc.,  1631  Trapelo  Rd.,  Waltham  54,  Mass. 
Triplett  &  Barton,  Inc.,  B31  N.  Lake  St.,  P.  0.  Box 
3128,  Burbank,  Calif. 

X-Ray  Dept.,  General  Electric  Co.,  4855  Electric  A»e., 
Milwaukee,  Wis. 


X^Y  EQUIPMENT-iIMkaf 

Allis-Chalmers  Mig.  Co.,  935  S.  70th  St.,  Milwaukee  1, 
Wis. 

APPLIED  RADIATION  CORP.,  2404  N.  Main  St.,  Walnut 
Creek,  Mich.  ADV.  PG.  504. 

Bar-Ray  Products,  Inc.,  210  25th  St.,  Brooklyn  32,  N.  V. 

BRACKE-SEIB  X-RAY  CO.,  INC.,  16  Pelham  Bay,  Park 
West,  Pelham  Manor,  N.  V.  ADV,  PG.  498. 

F-R  MACHINE  WORKS,  INC.,  26-12  Borough  Place, 
Woodside  77,  N.  T.  ADV.  PG.  149-152. 

Friez  Instrument  Die.,  Bendix  Aviation  Corp.,  Baltimore 
4,  Md. 

High  Voltage  Engineering  Corp.,  Burlington,  Mass. 

Phiko  Corp.,  Government  &  Industrial  Oiv.,  4700 
Wissahickon  Ave.,  Philadelphia  44,  Pa. 

Picker  X-Ray  Corp.,  25  S.  Broadway,  White  Plains,  N.  Y. 

Resitron  Laboratories,  Inc.,  2908  Nebraska  Ave.,  Santa 
Monica,  Calif. 

THOMAS  INSTRUMENT  CO.,  Three  Rivers,  Phoen.x  N.  Y. 
ADV.  PG.  574. 

Tracerlab,  Inc.,  1601  Trapelo  Rd.,  Waltham  54,  Mass. 

X-Ray  Dept.,  General  Electric  Co.,  4855  Electric  Ave., 
Milwaukee  1,  Wis. 


VOKES-OoBocNm 

American  Research  G  Mfg.  Corp.,  920  Halpinc  Ave., 
Rockville,  Md. 

Atlas  Coil,  Inc..  63  Main  St.,  Ansonia,  Conn. 

ATLAS  ENGINEERING;  CO.,  176  Blue  Hill  Ave.,  Rox- 
bury.  Mass.  ADV.  PG.  575. 

Bendix  Aviation  Corp.,  Montrose  Oiv.,  South  Montrose, 
Pa. 

CELCO  CONSTANTINE  ENGINEERING  UBORATORIES 
CO.,  P.  0.  Box  555,  Mahwah,  N.  J.  ADV.  PG.  352, 
353,  372. 

CHICAGO  STANDARD  TRANSFORMER  CORP.,  3501  W. 
Addison  St.,  Chicago  18,  III.  ADV.  PG.  226,  227. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London 
S.  E.  26,  England. 

Cleveland  Electronics,  Inc.,  1974  E.  61st  St.,  Cleveland 
3,  Ohio. 

Coil  Winders,  Inc.,  100  New  York  Ave.,  Westbury,  N.  V. 

Cossor  (Canadal  Ltd.  301-303  Windsor  St.,  Halifax, 
N.  S.,  Canada. 

DX  Radio  Products  Co.,  Inc.,  2300  Armitagc  Avr„ 
Chicago  47,  III. 

Davis  Electric  Co.,  Cape  Girardeau,  Mo. 

Electro-Science  Industries,  Box  10066  International  Air¬ 
port,  Los  Angeles  45,  Calif. 

General  Electric  Co.,  Specialty  Electronic  Components 
Dept.,  W.  Genessec  St.,  Auburn,  N.  Y. 

Gramer-Halldorson  Transformer  Corp.,  2734  N.  Pulaski 
Rd.,  Chicago  39,  III. 

Guthman  DIv.  of  Essex  Wire  Corp.,  3443  Addison  St., 
Chicago  18,  III. 


Leonard  Electric  Products  Co.,  Inc.,  67  Thirty-fourth 
St.,  Brooklyn  32,  N.  Y. 

Liberty  IndusUies,  107-37  71tt  Ave.,  Forest  Hills,  N.  V. 
Litton  Industries,  336  N.  Foothill  Rd.,  Beverly  Hills, 
Calif. 

Martin  Co.,  Inc.,  Rodman  H.,  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Missouri  Research  Labs.,  Inc.,  2109  Locust  St.,  St. 
Louis  3,  Mo. 

Penn  Tran  Corp.,  Bellefonte,  Pa. 

RADIO  CORP.  OF  AMERICA,  ENGINEERING  PRODUCTS 
OIV.,  Camden,  N.  J.  ADV  PG.  440,  441,  Third  * 
Fourth  Covers  G  Preceding  Insert 
Ram  Electronics,  Inc.,  600  Industrial  Ave.,  Paranws, 
N.  J. 

Redmond  Co.,  Inc.,  Owosso,  Mich. 

Sickles,  F.  W.  Div.,  General  Instrument  Carp.,  165 
Front  St.,  Chicopee,  Mass. 

Stromberg-Carlson  Oiv.  of  General  Dynamics  Corp.,  1895 
Hancock  St.,  San  Diego  12,  Calif. 

SYNTRONIC  INSTRUMENTS,  INC.,  100  Industrial  Rd., 
Addison,  III.  ADV.  PG.  436. 

Telectron  Co.,  The,  3991  S.W.  12th  Terrace,  Fort 
Lauderdale,  Fla. 

Tele-Matic  Industries  Inc.,  16  Howard  Ave.,  Brooklyn  21, 
N.  V. 

Telvision  Laboratories.  Inc.,  Mill  St.,  Wauconda,  III. 
Tensor  Electric  Development  Co.,  Centroid  Oiv.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y. 
Thordarson-Melssner  Mfg.  Co.,  7th  G  Belmont  Am.,  Mt. 
Carmel,  III. 
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TRADE  NAME  INDEX 

The  following  list  of  trade  names  of  manufacturers  and  products 
in  or  related  to  the  field  of  electronics  has  been  prepared  from  data 
supplied  by  manufacturers.  This  list  is  intended  for  use  in  deter¬ 
mining  the  manufacturer’s  name  when  only  a  purported  trade  name 
is  known.  The  editors  for  obvious  reasons  have  not  attempted 
to  determine  a  manufacturer’s  right  to  the  exclusive  use  of  any  such 
name.  Addresses  can  be  obtained  by  referring  to  the  Manufacturers 
Index  on  Page  D-273.  Only  coined  trade  names  are  listed  as  it  was 
deemed  unnecessary  to  include  a  company  name  inasmuch  as  the 
manufacturer’s  identity  was  immediately  apparent. 


AlO 

Surprenant  Mff.  C«. 

A-30 

Suparlar  Tubt  Co. 

ASl 

Supartor  Tubt  Co. 

A-lOO 

Advanetd  Elactraala,  tac 
A-300 

Advanetd  Clactrania,  lac. 

"A"  NICKEL 

Intarnatioaal  NIekal  Ca.,  lac. 

A-B 

A I  Ian- Brad  lax  Ca. 

ABOfiLAS 
Natvar  Carp. 

ABRASO 

Roablina'i  Sam  Ca..  Jahn  A. 
ABSORB-A-SNOCK 

Fadaral  Shack  Maual  Carf. 

ACA 

Ampllflar  Carp,  of  Aaiarlca 
ACA 

MapMsync  Mfp  Ca..  LU. 

A.  C  CREYSON 
A.  C.  Tramfamtar,  lac. 

ACl 

Air  Cantrol  Inttaltatlaaa.  LM. 

ACO 

Ganaral  Cantrol  Co. 

ACL 

Adlar  Elactraala,  lac 
ACCOR AC 

Armstrang  Cart  Ca. 

ACCUMET 

Crucibla  Staal  Campany  tt  Amarka 
ACCUlUV 

Induttrlal  Nuclaania  Carp. 

ACCUR-DAM 

e-C  Elactranla  Mf«.  Ca..  Dl«.  af  6-C 
Taiitron,  Inc. 

ACCUTRON 

Shafllald  Carp.,  Tba 
ACCUVAC 
Groan  RactIBar  Ca. 

ACewiRE 

Accurata  Inmlatad  WIra  Carp. 

ACE 

Amarican  Hard  Rubbar  Ca. 

ACE 

Arra  Eapamlan  Balt  Ca. 

ACEONM 

Act  Elactranla  Astaclatw. 

ACEROT 

Aa  Elactranla  Anaclataa 
ACE-REUY 

Act  Elaaronla  AuaciaUs. 

ACESET 

Act  Elaaronla  Auociata 
ACETRIM 

Act  Elactranla  Auaclataa 

ACME 

Aaro«ai  Carp. 

ACME 

Cash  Valve  Mfp.  Carpn.,  A.  W. 

ACME 

Elactro  Wira  Sarvia. 

ACME-LITE 

Acma  Battary  Co. 

ACME-MOLD 
Acma  Wira  Ca. 

ACOUSTALLOY 
Elactro  Vala  Inc. 

ACOUSTIC-BATON 

Univanlty  Loudipaakart,  Inc. 

ACOUSTIC  TARE 
Jamtn  InduttriM,  Inc. 

ACRA  CORE 

MIko  Pracitlon  Catting  Ca. 

ACRA-COTE 

Pacific  Univartal  Rraduett  Carp. 
ACRACACE 

Nordan-Kaay  Carp. 

ACRA-MENT 
Saalol  Corp. 

'  ACRASRLIT 
Entron  Inc. 

ACRAWAX 

Glyoo  Rraduett  Co.,  Inc. 


ACROCEL 
Acromark  Ca. 

ACROCUT 
Acromark  Ca. 

ACROBOSS 
Acromark  Ca. 

ACROO 

Acma  Elaaric  Haatlng  Ca. 

ACROME 
Acramark  Ca. 

ACRO-ETCH 
Acromark  Ca. 

ACROFLEX 

Anchor  Riattia  Ca.,  Inc. 

ACROGRAVE 
Acromark  Ca. 

ACROHEX 
Acromark  Ca. 

ACRO-INK 
Acromark  Ca. 

ACROLUF 
Acromark,  Ca. 

ACROLITE 
Acromark  Ca. 

ACROM 

Acma  Elaaric  Haatlng  Oa. 

ACROMARKER 
Acromark  Ca. 

ACRO-MATCM 

Communicatiom  Ca.,  Inc. 

ACRORLAC 
Acromark  Ca. 

ACRORRENE 
Acromark  Co. 

ACRORRINTER 
Acromark  Ca. 

ACROSOUND 
Aero  Produett  CO. 

ACROSTAMR 
Acromark  Ca. 

ACROTOOL 
Acromark  Ca. 

ACROVISION 

Aero  Produett  Ca. 

ACRYLEX 

Euan  Wira  Carp. 

ACRYWELD 

Amphanol  Elaaronla  Carp. 

ACTANE 

Enthona,  Inc. 

ACTONE 

Acton  Ca  ,  H.  W. 

ACTO-TENNA 

Acma  Tool  A  SpaclaltlM  Co. 

ACTRAC 

Saitmograph  SarviM  Carp. 

ACTRON 

Radicnk  Tranifarmtr  Ca. 

ACYA-COTE 

^  Pacific  Univarial  Produett  Corp. 

ADARAO 
Entron,  Inc. 

ADAREC 

Cantralab  Olv.  of  Globa-Unlon,  Inc. 
ADART-IT 

Workman  TV,  Inc. 

AOAR 

Radiation  Inc. 

ADASHAFT 

Cantralab  Ohr.  of  Globa-Unlon,  Inc. 
AD-AIR 

Alpine  Laboratoriet,  Ltd. 

AO-A-SWITCH 
Clarottat  Mfg.  Ca.,  Inc. 

AK 

Audio  Oavalapmant  Ca. 

AOC 

Maico  Co.,  Inc. 

A/O 

Audio  Devlcet,  Inc. 

ADDARLUG 

Auociatad  Enginaarlng  Corp. 
ADOAVERTER 

Eptco,  Incorporated. 

aooitiVe  drive 

Elactro-Vola,  Inc. 

ADO-TRACTOR 

Viaar  Adding  Machine  Ca.,  Elaaronla 
Sala  Olv. 


ADJUST-A-CONE 
Ouam-Nicholt  Ca. 

AOJUSTA-V 

Radio  Mtrchandlta  SalM,  Inc 
AOJUSTOHM 

Ward  Leonard  Elaaric  Co. 

AOJUSTOROID 
BumcM  A  Ca.,  Inc. 

ADLAKE 

Adamt  A  Wntlaka  Ca.,  The. 

AORAO 

MacLeod  A  Hanapol,  Inc. 

ADVAC 

Advanced  Vacuum  Rraduett,  Inc.,  Olv.  of 
General  Ceramia  Corp. 

ADVANCE 

Acma  Battary  Co. 

ADVANCE 

Drivar-Harrit  Ca. 

AOVANCETRON 

Advana  Elactronict  Ca. 

ADVENTURER 

Johnton  Co.,  E.  F. 

AE  lb 

Bow  Solder  Produett  Ca.,  Inc. 

AEHCO 

Amatom  Electronic  Hardware  Ca.,  Inc. 

AEI  410 

Advanced  Elactranla,  Inc. 

AERIOTRON 

Wattinghouse  Electric  Carp. 

AEROCOM 

Aaranautial  Communicatiom  EgulpmoM 

Co 

AEROCON 
Aerovoi  Carp. 

AERO-GUN 

Shallcrou  Mfg.  Ca. 

AER0F1LM 
Aaravoi  Carp. 

AEROFLEX 

Anchor  Induttrlal  Co.,  Ohr.  of  Anchor 
Plattia  Ca.,  Inc. 

AEROHEAD 

Gianninl  A  Co.,  Inc.,  6.  M. 

AEROHM 

Watart  Mfg.,  Inc. 

AEROLENE 
Aerovaa  Carp. 

AEROLITE 
Aarovoi  Carp. 

AERO-MACNETTE 

Heinamann  Electric  Ca. 

AERO  RAK 

Aero  Reiearch  Inttrumant  Ca. 

AERO-ROT 

Aero  Elearonia  Carp. 

AEROSEAL 
Braaza  Corpt. 

AEROTARE 

Packard-Ball  Ca. 

AEROTEMR 
Aerovox  Cora. 

AERO-THREAD 
Hall-Coil  Corp. 

AEROTROL 

Cock  Elaaric  Ca. 

AEROTRON 

Aeronautical  Elaaronla,  Inc. 
AEROTWEED 

Apei  Coated  Fabria  Co. 

AEROVANE 

Air  Control  Inttallaiom  Ltd. 

AEROVANE 

Frier  Imtrumant  Ohr.,  Bandix  Aviation 
Corp. 

A'G'A' 

Elastic  Stop  Nut  Corp.  of  America 
AGASTAT 

Elattic  Stop  Nut  Corp.  of  America. 
AGTRON 

Magnuson  Engineers,  Inc. 

AH 

Arrow- Hart  A  Hegeman  Electric  Co. 
AICO 

Aeramotiva  Equiptrwnt  Corp. 

AICO 

Litton  InduttriM 


AIL 

Airborne  Instrument  Lab.,  Inc 
AIRACOUSnC 
Johns-Manvilla. 

AIRBOY 

Mitchell  InduttriM,  Inc 
AIRBOY 

American  Insulator  Corp. 

AIR  COM 

Mitchell  InduttriM,  Inc. 

AIR  COMMANDER 

Audio  Equipment  Ca.,  Inc. 

AIR-CORE 

Amphanol  Elactranla  Carp. 

AIR-DUX 

lllumitranie  Engineering 
AIRFLEX 

Irvington  Varnish  A  Insulator  Dhr.  of 
Minnesota  Mining  A  Mfg.  Ca. 

AIRFLEX 

Lemart  Engineering  Cc,  Inc 
AIRFLEX 

Trantradia  Ltd. 

AIRGATOR 

Mitchell  Induttriat,  Inc. 

AIR  GENERAL 
Brach  Mfg.  Ca. 

AIRGRIT 

Matthews  A  Ca.,  Jama  H. 

AIR  INDUCTORS 
Barker  A  WlHianaon. 

AIR-METER 

Hastings-Rayditt,  Inc. 

AIRFOT 

Elaaric  Regulator  Carp. 

AIR-RAY 
Edin  Ca. 

AIRSCOOT 

Mitchell  InduttriM,  Inc 
AIR  SPECIAL 
Brach  Mfg.  Carp. 

AIRSTAT 

Minncapolis-Honaywall  Regulator  Ca. 
AIRSWITCH 

Minncapolis-Honaywall  Regulator  Co. 
AIRTRON 

Arrowhead  Produett 
AIRTURN 

Barbcr-Colman  Ca. 

A.K.G. 

Elearovaa,  Inc 
AKRA-OHM 

Shallcrou  Mfg.  Co. 

AL-300 

WMtarn  Gold  A  Platinum  Co.  (a  Sub. 
of  The  Wilbur  B.  Driver  Ca.) 

AL-1009 

Western  Gold  A  Platinum  Co.  (a  Sub. 
of  The  Wilbur  B.  Driver  Co.) 
ALATHON 

du  Pont  da  Nemours  A  Co.,  Inc.,  E.  I. 
ALBASEAL 
Johns-Manville 
ALCEROY 

Elearonic  Mcchania,  Inc 
ALCHROME 

Driver  Co.,  Wilbur  B. 

ALCLAD 

General  Cable  Corp. 

ALCOA 

Aluminum  Company  of  America 
ALCORITE 

Alcor  Elactranla  Corp. 

ALCROHM 

Magnetic  Metals  Ca. 

ALCUPLATE 
Metals  A  Coarolt  Corp. 

ALECTRA 

Consolidated  Elearodynamia  Corp. 
ALECTRAL 

General  Cable  Carp. 

ALERT  CALL 
Seeley  Elearonia 
ALFER 

Metals  A  Controls  Carp. 
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ALFERON 

Orivcr-Harrii  C*. 

ALGCO 

Auburn  M  anuf acturliM  Cbt  The. 

ALGIN 

AuUI  Eitctronics  Co. 

A  L  I 

Acton  Laboratorias,  Inc. 

ALIGN-O-POT 

Bourns  Laboratories,  Inc. 

ALINCO 

Allfoany  Instrument  Co.,  Inc. 

ALITE 

U.  S.  Stoneware  Co. 

AUAK 

Ampbenol  Electronics  Coro. 

ALKA-OEOX 
Enthone,  Inc. 

ALKANVAR 
Acme  Wire  Co. 

ALL-ANGL 

Barry  Controls,  Inc. 

ALL-HYDRAULIC 

Hydraulic  Press  Mf^.  Oo. 

ALL-METL 

Barry  Controls,  Inc. 

ALL  SOL 

Alien  Co  .  Inc.,  L.  ■. 

AU-TRONIC 

Alpme  Laboratories,  LU. 

AU-VU 

Channel  Master  Coro. 

ALLEN-HEAD 
Allen  Mfg.  Co. 

ALLIED  PROFESSIONAL 
Allied  Recordinf  Products  Co. 

ALLOY  A 

Jelliff  Mfg.  Corp.,  C.  0. 

ALLOY  C 

Jelliff  Mfg.  Corp.,  C.  0. 

ALLOY  30 

Jelliff  Mfg.  Carp.,  C.  0. 

ALLOY  45 

Jelliff  Mfg.  Carp.,  C.  0. 

AUOY  60 

Jelliff  Mfg.  Corp.,  C.  0. 

ALLOY  90 

Jelliff  Mfg.  Corp.,  C.  0. 

ALLOY  180 

Jelliff  Mfg.  Corp.,  C.  0. 

ALLOY  eOO 

Jelliff  Mfg.  Corp.,  C.  0. 

ALMAG 

Alpha  Wire  Corp. 

ALMANOX 

Frenc'  town  Porcelain  Co. 

ALMET 

Alloy  Metal  Wire 

Div.  of  H.  K.  Porter  Co.,  Inc. 

ALNICO 

Arnold  Engineering  Co. 

ALNICO 

Crucible  Steel  Co.  of  Amorlca 
ALNICO  5  Cl 

Thomas  &  Skinnor,  Inc. 

ALNIFER 

Metals  A  Controls  Corp., 

alnOr 

Illinois  Testing  Labs.,  Inc. 
ALPHATRON 

Canadian  Radium  A  UranhiM  Oorp. 
ALPHATRON 

NRC  Eguipment  Carp. 

ALPHLEX 

^^i^ha  Wire  Corp. 

Standard-Toch  Chemicals,  Inc. 

ALRAY 

Alloy  MeUI  Wire 

0i«.  of  H.  K.  Porter  Co.,  Inc. 

ALROK 

Aluminum  Co.  of  Amerlen 
ALSCO 

Automatic  Switch  Co. 

ALSIMAG 

American  Lava  Corp. 

ALSI  PLATE 

Metals  A  Controls  Carp. 

ALTEMP 

Alpha  Wire  Corp. 

ALTEMCT 

Minneapolis-Honeywell  Regulator  Co. 
ALTI-TEMP 

Wincharger  Corp. 

ALTIVAR 

Rotron  Mfg.  Co.,  Inc. 

ALUM  AST 

Channel  Master  Co. 

ALUMAWELO 

Johnson  Mfg.  Co.,  Inc. 

ALUMEL 

Hoskins  Mfg.  Co. 

ALUMIBRAZE 
Handy  A  Harman 
ALUMILITE 

Aluminum  Co.  of  America 
ALUMI-SOLOER 

Allen  Co.,  Inc.,  L.  B. 

ALUMON 
Enthone,  Inc. 

ALUMOX 
Enthone,  Inc. 

ALUNOUM 
Norton  Co. 

ALUZOOM 
JFO  Mfg.  Co.,  Inc. 


ALZAK 

Aluminum  Co.  of  America 
ALU-FLEX 

Auburn  Mfg.  Co.,  The 
AMBERSHEATH 
Rome  Caole  Lorp, 

AMBIRME 

Micaniold  Electronics  Mfg.  Corp. 

AM  BRAZE 

American  Brazing  Alloys  Co. 

AM6ERYL 
Vaco  Products  Co. 

AMCO 

American  Solder  A  Fkix  Co. 

AMCON 

American  Condenser  Corp. 

AM  ECO 

American  Electronics  Co. 

AMERBESTOS 

American  Steel  A  Wire  Co. 

U.  S.  Steel  Corp.,  Sub. 

AMERCLAO 

American  Steel  A  Wire  Co. 

U.  S  Steel  Corp.,  Sub. 

AMERCON 

American  Relay  A  Controls,  Inc. 
AMER-OIAL 
Amerac  Inc. 

AMERGLASS 

American  Steel  A  Wire  Co. 

U.  S.  Steel  Corp.,  Sub. 

AMERICAN 

Mannii.g,  Maxwell  A  Moore,  Inc. 
AMERICAN  BEAUTY 

American  Electrical  Heater  Co. 

AMERICAN  ELITE 

M.V.M.  Inc.,  (Telefunken) 
AMERICAN-MICROSEN 

Manning,  Maxwell  A  Moore,  Inc. 
AMERICAN-PHILLIPS 
American  Screw  Co. 
AMERICON-MICROSCN 

Manning,  Maxwell  A  Moore,  Inc. 

AMERINE 

American  Insulator  Corp. 

AMERLAC 

American  Electric  Cable  Co. 

AMERTRAN 

Standard  Electronics  Dhr.  of  Radio  Engi¬ 
neering  Labs.,  Inc. 

AMERWELD 

Standard  Electronics  Oiv.  of  Radio  Engi¬ 
neering  Labs.,  Inc. 

AMPERLASTIC 

American  Electric  Cable  Co. 
AMERSTRAND 

American  Steel  A  Wire  Co. 

U.  S.  Steel  Corp.,  Sub. 

AMICO 

Ameriun  Mica  Insulation  Co. 

AMINCO 

American  Instrument  Co. 

AMINCO-AIRE 

American  Instrument  Co.,  Inc. 

AMING 

Dumont-Airplane  A  Marine  Instruieeal^ 
Inc. 

AMMOGAS 

Westinghouse  Electric  Corp. 

AMO 

General  Cement  Mfg.  Co. 
AMO-ENO-MONO  GAS 
Westinghouse  Electric  Co. 

AM  PEC 

Centra  lab  Div. 

Globe  Union,  Inc. 

AMPHOS 

American  Metal  Climax,  Inc. 

AMPKALL 

Rauland-Borg  Corp. 

AMPLICORP 

Amplifier  Corp.  of  America 
AMPLIFILM 
Amo.  iiic. 

AMPLI-RUSS 
Amp.  Inc. 

AMPLISET 

Bristol  Co^  The 

ampliverte:r 

Blonder-Tongue  Laboratories,  Inc. 
AMPLIVISION-TELCON 

AmpAi-Vision  Oiv.  of  Intematlonpl 
Telemeter  Corp. 

AMPLUG 

Electrodyne  Co. 

AM-PM  MULTIPLIER 
Chadwick  Helmuth  Co. 

AMPROBE 

Pyramid  Instrument  Corp. 

AMmOL 

Friez  Instrument  Div. 

Bendix  Aviation  Corp. 

AMPYROL 

American  Steel  A  Wire  Corp., 

U.  S.  Steel  Corp.,  Sub. 

AMRAC 

American  Mica  Insulation  Co. 

AMRECON 

Ohmite  Mfg.  Co. 

AMVAR 

American  Steel  A  Wire  Co., 

U.  S.  Steel  Corp.,  Sub. 

ANACONDA 

American  Brass  Co. 

ANALOG  RLTER 

Spectrum  Instruments,  Inc. 


ANALYTROl 

Bee  nian  Instruments,  Inc. 

ANOER  i.fEfER 
Micrometrical  Mfg.  Co. 

ANOICON 

International  Telephone  A  Telegraph  Corp. 
ANGLE  DRIVE 

James  Vibrapowr  Co. 

ANGLGEAR 

Airborne  Accessories,  Inc. 

ANGLYZER 

Waters  Manufacturing  Inc. 

ANGSYN 

Control  Components  Co. 

ANHDREX 

Simplex  Wire  A  Cable  Co. 

ANKOFOAM 

Ansonia  Wire  A  Coble  Co. 

ANKOSEAL 

Ansonia  Wire  A  Cable  Co.,  The 
ANOTHER  ABALON  PRODUCT 
Abalon  Precisian  Mfg.  Carp. 
ANNOUNCE-A-LARM 
Dondar  Devices. 

ANNOUNCEMAT 
Recora  Co. 

ANTALON 

Green  Rectifier  Co. 

ANTENAPlEX 

Radio  Corp.  of  America. 

ANTENSIFIER 

Blonder-Tongue  Laboratories,  Ine. 
ANTIOCH 

Bean  A  Co.,  Morris 
ANVVOLT 

Sorensen  A  Co. 

AO 

American  Optical  Co. 

APACHE 

Sangamo  Electric  Co. 

APCOR 

Actuator  Products  Corp.  Olv.  of  Geor- 
tronics  Corp. 

APECO 

American  Photocopy  Egulpment  Co. 
APEIZON 
Shell  Oil  Co. 

APELCO 

Applied  Electronics  Co.,  Inc. 

API 

Assembly  Products,  Inc. 

APPLE 

Lonsdale  Tube  Co.,  Div.  of  Phileo  Corp. 

APW 

American  Platinum  Works. 

AQUAOAG 

Acheson  Colloids  Co. 

AQUALITE 

National  Vulcanized  Fibre  Co. 

AQUALUX 

Westinghouse  Electric  Corp. 

AQUAMETER 

Beckman  Instruments,  Ine. 

AQUAPLATE 

Bach  A  Co.,  Semen 
AQUARESIN 

Giyco  Products  Co.,  Ine. 

AQUASEAL 

Genera'  Cable  Corp. 

AQUASTOP 

Protection  Coatings  Carp. 

AQUATHENE 

General  Cable  Corp. 

AQUATRATOR 

Precision  Scientific  Co. 

AQUATROL 

Minneapolis-Honeywell  Regulator  Co. 
AQUIFLUX 

Special  Chemicals  Co. 

ARALDITE 
Ciba  Co.,  Inc. 

ARAX 

Multicore  Solders  Ltd. 

ARC 

Aircraft  Radio  Corp. 

ARCADIA 

Wells-Gardner  A  Co. 

ARCO-FLEX 
Applied  Resins  Corp. 

ARCON 
Laar,  Inc. 

ARCOSil 

Arro-arhead  Products 
ARCTIC 

Yardney  Electric  Corp. 

ARGLASS 

Servo  Corp.  of  America. 

ARISTOCRAT 

Electro- Voice,  Ine. 

ARITEMP 

Aries  Laboratories,  Ine. 

ARKLESS 

Economy  Fuse  A  Mfg.  Co. 

ARL 

Applied  Research  Labs. 

ARLAVOX 

Radionic  Transformer  Co. 

ARMALON 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I. 
ARMATTTE 
Mica  Insulator  Co 
ARMATURO 
Johns-Manville 
ARMITE 

Spaulding  Fibre  Co.,  Ine. 

ARMCORP 

American  Research  A  Mfg.  Corp. 


ARRESTONE 

Armstrong  Cork  Co. 

ARRO-CORE 

Arro  Expansion  Bolt  Co. 

ARROFULTE 

Arro  expansion  Bolt  Co. 

ARROW 

Peck  A  Harvey  Mfg.  Corp. 
ARROWHEAD 

Sangamo  Electric  Co. 

ARTIC-GLO 

Canadian  Radium  A  Uranium  Corp. 
ARUUB 

Arenbcrg  Ultrasonic  Lab.,  Inc. 
ASAPCO-LO 
Federated  Metals  Div. 

American  Smelting  A  Refining  Co. 
AS8EST0MENT 
Johns-Manville 
ASBESTOS  EBONY 
Johns-Vanvllle 
ASBESTOSPAK 

Felt  Products  Mfg.  Co. 

ASCO 

Automatic  Switch  Co. 

ASCOP 

Applied  Science  Corp.  of  Princeton. 
ASCOR 

American  Speedllght  Carp. 
ASCORLIGHT 

American  Speedllght  Carp. 

ASENCO 

Associated  Engineering  A  Mfg.  Co. 
ASHCROFT 

Manning  Maxwell  A  Moore,  Inc. 
ASTRAMATIC 

Electronic  Control  Systems,  Ine. 

ATBEE 

Radiation  Research  Corp. 

ATC 

Automatic  Timing  A  Controls,  Inc. 

ATCOTRAN 

Automatic  Timing  A  Controls,  Inc. 
ATCOTROL 

Automatic  Timing  A  Controls,  Inc. 
ATCOTRONIC 
Atlas  E-E  Corp. 

ATOMS 

Spragiic  Electric  Co. 

ATOMEER 

Make  Co.,  Inc. 

ATOM  EX 

Engelhard  Industries  Inc. 

ATR 

American  Television  A  Radio  Co. 
ATTEN-U-CARD 
Elektro-Serv  Co. 

ATTENUTRON 

Bomac  Laboratories,  Inc. 
ATTK-V-BEAM 
Telrex,  Inc. 

AUBESTON 

Auburn  Manufacturing  Co.,  The. 
AUC 

Rockbestos  Products  Carp. 

AUDAX 
Audak  Co. 

AUDET 

Contrslab  Olv.  of 
Globe-Union,  Inc. 

AUDIAD 

Magnecord,  Inc. 

auoiCle 

Sonotone  Corp. 

AU0IGA6E 

Branson  Instruments,  Inc. 
AUMO-AID 

Ansley  Mfg.  Co.,  Arthur 
AUDtOOISC 

Audio  Devices,  Ine. 

AUOIOFILM 
Audio  Devices,  Inc. 

AUDIO  GUIOER 
Audio  Equipment  Co.,  Ino. 

AUDIO  HAILER 

Audio  Equipment  Co.,  Inc. 
AUDIOHM 

Mallory  A  Co.,  Ine.,  P.  R. 
AUDIOID 

Cook  Laboratories. 

AUDIO  MIX 

Pentron  Corp.,  The 
AUOlPAGE 
Phileo  Corp. 

AUOIPLEX 

Electronics  Oevelupment  Co..  Inc. 
AUDIOPOINTS 
Audio  Devices,  Inc. 

AUDIOSCOPE 

Audio-Matter  Carp. 

AUDIOSCOPE 
Sonotone  Corp. 

AUOI-O-SEAL 

Automatic  A  Precision  Mfg.  Co. 
AUDIOTAPE 
Audio  Devices,  Inc. 

AUOITRAN 

Ferrotran  Electronics  Co. 
AUOIOTONE 

Audio-Master  Corp. 

AUDITION 

Reeves  Soundcraft  Corp. 
AUDITORIUM 
Jensen  Mfg.  Co. 

AUOITRON 
Sonotone  Corp. 
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AUOOGRAPH 

Gr«y  RcMjrcti  A  Development  Co-,  Inc 
AUICATOR 

Mitchell  Induetrlee,  Inc. 

AUMAN 

AtsoelateP  American  Trading  Dlvllion. 
AUDMCTERS 
Britiih  Indintrlei  Corp. 

AURASEAL 
Meico  Co.,  Inc. 

AURICON 

Berntft-Bach,  Inc. 

AUTELCO 

Automatic  Electric  Salei  Corp. 
AUTO-BOARD 

Deiipn  Tool  Corp. 

AUTOBOOSTER 
Induitrial  Television,  Inc. 
AUTO-BRIOCE 

Industrial  Instruments,  Inc. 

AUTOCON 

Spraoue  Electric  Co. 


Inc. 


Spraoue  Elec 
AUTOmPlER 

Industrial  Television,  Inc. 

AUTOCROMATIC 
Acton  Co.,  H.  W. 

AUTO- DRV  AtRE 

Communication  Products  Co.,  lac. 
AUTOOVNE 

Westlnghouso  Electric  Corp. 

AUTOFAA 

General  Mills,  Inc.,  Mechanical  DM. 
AUTOFON 

Audio- Master  Corp. 

AUTOCRAF 

Moseley  Co.,  F.  L. 

AUTOCRIP 

Maonatync  Mfg.  Co. 

AUTOMORD 

Design  Tool  Corp. 

AUTOLABS 
Lear,  Inc. 

AUTOILIZER 

North  Electric  Co. 

AUTOLOY 

Taller  A  Cooper  Co. 

AUTOLYTIC 

Micamoid  Electronics  Mfg.  Corp. 
AUTOMANIC 

Premaa  Products  DIv. 

Chisholm- Ryder  Co.,  Inc. 

AUTO-MATE 

Automatic  Metal  Products  Corp. 

AUTOMtX 

Westinghouse  Electric  Carp. 

AUTOMACAP 

Standard  Condenser  Co. 

AUTO- MODE 
Kay  Electric  Co. 

AUTOPILOT 
Lear,  Inc. 

autopIater 

Tracerla^  Inc. 

AUTOPOSmONER 
Collins  Radio  Co. 

AUTOSCALER 
Tracerlab,  Inc. 

AUTO-SCAN 

Nuclear  Magnetics  Corp. 

AUTOSET 

Bristol  Co.,  The 
AUTO-SONIC 
Vendo  Co. 

AUTOSPERSER 

Audiomatlon  Laboratories 
AUTO-STAT 

American  Photocopy  Eguipment  Co. 
AUTOSYN 

Eclipse-Pioneer  Olv. 

Bendli  Aviation  Corp. 

AUTOTROL 

Westinghouse  Electric  Carp. 

AUTOTUNE 
Collins  Radio  Co. 

AUTOVALVE 

Westinghouse  Electric  Carp. 

AUTO- VOX 

Kay  Electric  Co. 

AUVIMATIC 

Polytronic  Research,  Inc. 

A.V.C. 

Rockbestos  Products  Carp. 

AVCOM 

Avea  Mfg.  Carp.,  Research  A  Advanced 
Development  DIv. 

AVICATOR 

Mitchell  Industries,  Inc. 

AXIFLO 

Westinghouse  Electric  Corp. 

AXIMAX 

Rot  ran  Mfg.  Co.,  Inc. 

AXIOHM 

Ward  Leonard  Electric  Co. 

AX  WANE 
Joy  Mfg.  Co. 

A-Z 

Plastic  Wira  A  Cable  Corp. 

AZTEC 

Sangamo  Electric  Co. 


B-2 

Peck  A  Harvey. 

BAA 

Baker  A  Adamson  Products,  General 
Chemical  Olv.  of  Allied  Chemical  Corp. 


BPW 

Bradford  Components, 

BS.R. 

Birmingham  Sound  Reproducers,  Ltd. 
BT 

Blonder-Tongue  Laboratories,  Inc. 
B-T  LABS 

Blonder-Tongue  Laboratories,  Inc. 

BAACM-INTERNATIONAL 
International  Machine  Works 
BABY  TRIM  TROL 

Airborne  Accessories  Corp. 

BADGER 

>  Reliance  Automatic  Lighting  Co. 
BAKELITE 

Union  Carbide  Corp. 

BAKER  A  ADAMSON 

Allied  Chemical  Corp. 

BALAC 

Conant  Laboratories. 

BALANCED  BEAM 

PrKise  Measurements  Ci 
BALANCED  PHASE 
Sleler  Design  Products. 


Driver  Co.,  Wilbur  B. 

BALINC 

JFD  Mfg.  Co.,  Inc. 

BALL 

Thomson  Industries,  Inc 
BALLARD 

Electrovort  Inc. 

BALLAST 

Driver  Co  ,  Wilbur  B. 

BALLASTRON 
Aerovoi  Corp. 

BANC-LOK 

Boots  Aircraft  Nut  Corp. 

BANDMASTER 

Harvey-Wells  Eloctronics,  Inc 

Burndy  Corporation 

BANDRWE 

Norden  Ketay  Corp. 

BANSHEE 
JFD  Mfg.  Co.,  Inc. 

BANTAM 

Aerovoa  Corp. 

BANTAM 

Barnstrad  Still  A  Sterlllior  Co.,  Inc. 

BANTAM 

Cook  Electric  Co. 

BANTAM 

Matron  Instrument  Co. 

BANTAM 

Small  Motors.  Inc. 

BANTAM  6T 

CBS-Nytron, 

A  Division  of  Columbia  Broadcasting 
System,  Inc. 

BANTAM  JR 

CBS-Hytron, 

A  Division  of  Columbia  Broadcasting 
System,  Inc. 

BARANM 

Ward  Leonard  Electric  Co. 

BARCO 

Barium  A  Chemicalt,  Inc. 

BARCOL 

Barber  Colman  Co. 

BARCOMBO 

Electronic  Enterprises,  Inc 
BAREX 

King  Laboratories,  Inc. 

BAROHM 

Ward  Leonard  Electric  Cc 
BARONET 

Electro- Voice,  Inc. 

BARREL-LIFT 

Falstrom  Co 

BARRYMOUNTS 

Barry  Controls  Inc. 

BASEBALL 

Antenna  Specialists  Co. 

BASS  ULTRAFLEX 
Jensen  Mfg.  Co. 

BAT  RADAR 

Lavoie  Laboratories,  Inc. 

BATRYPOWER 
Radiart  Corp. 

BATTERY-SCOPE 

Christie  Electric  Corp. 

BAT-WING 


BECK  PROCESS 
Beck's  inc. 

BECKAMINE 

Reichhold  Chemicals,  Inc. 
BECKMAN/HELIPOT 
Helipot  Corp. 

SECO 

Westinghouse  Electric  Corp. 

Buchanan  Electrical  Products  Corp. 

SEE  LINE 

Radio  Merchandise  Sales,  Inc. 

BEETLE 

American  Cyanamid  Co. 

BELCAP 

Sprague  Electric  Co. 

BELCO 

Bogue  Electric  Mfg.  Co. 

BELCON 

Bogue  Electric  Mfg.  Co. 

BELIMITER 

Workman  TV,  Inc. 

BEUOWS 

Boots  Aircraft  Nut  Co. 

BEU-TIME 

Industrial  Timer  Corp. 

BELMONT 

Thermo  Instruments  Co. 

BEMCO 

Becker  Electronics  Mfg.  Corp. 

BENCO 

Buck  Engineering  Co.,  Inc. 

BEN  HAR 

Bentley-Harris  Mfg.  Co. 

BENCHPAC 

Specific  Products 

BENELEX 

Masonite  Corp. 

BENFLEX 

Scintilla  Division,  Bendii  Aviation  Corp. 
BENSEAL 

Scintilla  Division,  Bendii  Aviation  Corp. 

BEPCO 

Buchanan  Electrical  Products  Corp. 

BERALOV 

Driver  Co  ,  Wilbur  B. 

BERCO  BRAND 

Bergen  Wire  Rope  Co. 

BERGER 

RepuM'C  Steel  Corp. 

BERKSHIRE 

Radio  Corporation  of  America. 
BERYLCO 

ylliuffl  Corp. 


Telrei  Inc. 

BAT'S-EYE 

Kennedy  G  Co.,  D.  S. 

BAYTEX 

UBS  Chemical  Co.,  Inc. 

BEACHCOMER 
JFD  Mfg.  Co.,  Inc. 

BUCON 

Esso  Standard  Oil  Co. 

BEAM 

Barber  Sales  Co. 

BEAM  BENDER 
Technicraft  L.sboratorles,  Inc. 
BEAMA  JUSTER 

Perfection  Electric  Co. 

BEAMED  POWER 
Telrei,  Inc. 

BEAM  ^OWER  ROTARIES 

Telrei,  Inc. 

BEAUGUIOE 

FiKher  &  Porter  Co. 
BEAUTRONIC 
Wappler,  Inc. 

BEA^R 

Cornell-Dublller  Electric  Corp. 


tlerylliuffl  Corp. 

BESTpROOUaS 

Barker  Soles  Corp 

BEST  PRODUCTS 

Beim  Instruments  Corp. 

BESTO-WIRE 

Rhode  Island  Insulated  Wire  Co. 
BETATROL 

Aeronautical  A  Instrument  Div.  of  Rob- 
ertshavv-Futton  Controls  Co. 

BETTER  LIVING 
Sonotone  Corp. 

BEV-RKH 

Richardson  Co.,  The 

BEYER 

Electronic  Applications,  Inc. 

BH 

Bentley-Harris  Mfg.  Co. 

BIB 

Miilticore  Solders,  Ltd. 

BICHROMETER 

Perkin- F.lmer  Corporation,  The 

BICO 

Belock  Instrument  Corp. 

BIFLEX 

Altec  Lansing  Corp. 

BIG  BERTHA 
Telrei,  Inc. 

BIG  10 

Channel  Matter  Corp. 

Bl  FLUX 

Shore  Brothers,  Inc. 

BIMORPH 

Clevite  Electronic  Components  Dhr.  ol 
Clevite  Corp. 

BI-NET 

Johnson  Co.,  E  F. 

BI-PRENE 

Bishop  Mfg.  Corp. 

BIRACO 

Birnhack  Radio  Co.,  Inc. 

BIRFLENE 

Birnbach  Radio  Co.,  Inc. 

BIRFLEX 

Birnbach  Radio  Co.,  Inc. 

BIRFLON 

Bimb.sch  Radio  Co.,  Inc. 

BIRNTEX 

Birnbach  Radio  Co.,  Inc. 

BI-SEAL 

Bishop  Mfg.  Corp. 

BI-SILON 

Bishop  Mfg.  Corp. 

BITAN 

Garlock  Packing  Co.,  The 
BITUMASTIC 

Koppers  Co.,  Inc. 

BITUPLASTIC 
Kopper  Co.,  Inc. 

B.I.W. 

Boston  Insulated  Wire  A  Cable  Co. 
BK 

Barrett  Varnish  Co. 

BL 

Browning  Laboratories,  Inc. 


BLACK  ARROW 

Sangamo  Electric  Go. 

BLACK  BEAUTY 
Sprague  Electric  Co. 

BUCK  DIAMOND 
Dunton  Co.,  M.  W. 

BLACKLINE 

Frederick  Post  Co. 

BLINKER  LITES 
Noel  Mfg.  Co. 

BLU-OHM 

Bradford  Compotsentt,  Inc. 

BLU-REO 

Associated  American  Trading  Division. 
BLUE  DIAMOND 

Pioneer  6en-E-Motor  Co. 

BLUE  JACKET 

Sprague  Electric  Co. 

BLUE  WNT 
Astron  Corp. 

BLUE  SHAFT 

Centralab  Dhr.  of  Globe-Union,  Inc. 
BLUE  STREAK 

American  Electric  Cable  Co. 

BLUE  STREAK 

Paragon- Revolute  Corp. 

BLUE  ZEPHYR 

Mole-Richardton  Co. 

BLUEBIRD 

Radio  Corporation  of  America. 
BLUEPLATES 
Sprague  Electric  Co. 

BM-100 

Miller  Labs.,  August  E. 

B-NOBATRON 

Sorensen  A  Co.,  Inc. 

B.  0.  ELIMINATOR 
Perfection  Electric  Co. 

BOARDMASTER 

Universal  Drafting  Machine  Corp. 
BOFFU 

Hartley  Products  Co. 

BOGENPWNE 

Bogen  Co.,  Inc.,  David. 

BOLTAFLEX 

General  Tire  A  Rubber  Co.,  The. 
BOLTARON 

Gerseral  Tire  A  Rubber  Co.,  The 
BONDABLE  A 
Hitemp  Wire,  Inc. 

BONDALUM 

Craig  Systems,  Inc. 

BONOEX 

Essea  Wire  Corp. 

BONDEZE 

Phelps  Dodge  Copper  Products  Co. 

BONOMASTER 

Rubber  A  Asbestos  Corp. 

BONDOLITE 

Goodyear  Aircraft  Corp. 

BONDRITE 

UBS  Chemical  Co.,  Inc. 

BOND-ROD 

Sherman  Mfg.  Co.,  H.  B. 

BONDWKH 

Meuls  A  Controls  Corp., 

BOOST -A-VOLT 
Worknwi  TV,  Inc. 

BOR-AL-SIL 

Bird  Co ,  Richard  H. 

BORG  WARNER 
B-J  Electronics 
BORO-CARBOFILM 
Aerovoa  Corp. 

BOROFILM 
Aerovoa  Corp. 

BOROHM 

Shallcross  Mfg.  Co. 

BORON  X 
Technicraft  Co. 

BOSCAR 

Benson- Lehner  Corp. 

BOSIPT 

Workman  TV,  Inc. 

BO  TENNA 

Radio  Merchandise  Sales,  Inc. 
f  BO  n 

Fretco  Inc. 

BOW-FLECTOR 
JFD  Mfg  Co.,  Inc. 
BOW-FLECTOR 

Channel  Master  Corp. 

BOW-TIE 

JFD  Mfg  Co.,  Inc. 
BOWTIE-FLECTOR 
JFD  Mfg.  Co.,  Inc. 

BOY-MAR 

Electrical  Service  Co. 

BRADLEY 

De  Jur-Amsco  Carp. 
BRADLEYDENSER 
Ailen-Bradley  Co. 

BRADLEYLEAK 
Ailen-Bradley  Co. 

BRADLEYOHM 
Ailen-Bradley  Co. 

BRADLEYOMETER 
Ailen-Bradley  Co. 

BRADLEYSTAT 
Ailen-Bradley  Co. 

BRADLEYSWITCH 
Ailen-Bradley  Co. 

BRAOLEYUNIT 
Ailen-Bradley  Co. 

BRANDES 

Cannon  Co.,  C.  F. 

BRALOY 

Brainin  Co.,  C.  S. 
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BRAND-FIVE 

Ferrodytwmicj  Corp. 

BRAZALOY 

AII-SUU  Wtidinl  Alloyt  C*.,  IlK. 
BRAZE-CLAO 

American  Silver  Co.,  Inc. 

BRAZO 

Linde  Co.  Div.  of  Union  Carbide  Cor*. 
BRENKERT 

Radio  Corp.  of  America. 

BRELSCO 

British  Electronia  Sales  Co. 

BRIDGER 

-Audio  Instrument  Co.,  Inc. 
BRILLIANTONE 
Acton  Co.,  H.  W. 

BRIMAR 

standard  Telephones  li  Cables,  Ltd. 
BRINELCO 
Brinnell  Co.,  The 
BRISTO 

Bristol  Co.,  The 
BRITECARB 

Driver  Co.,  Wilbur  B. 

BROADBAND 

Racon  Electric  Co. 

BROAD  BAND 
Topatron,  Inc. 

BROADCASTER 

Reeves  Soundcraft  Corp. 

BROAOMASTER 

Universal  Drafting  Machine  Carp. 
BRONCO 

Metals  &  Controls  Corp. 

BRONCO 

Western  Insulated  Wire  Oe. 
BROMZIDITE 
J.  F.  D.  Mfg.  Ce.,  Inc. 

BROWN 

M  inneapolis-Honeywell  Regulater  Ce. 
BROWN  O^L 
Ohmite  Mfg.  Ce. 

BROWN  MILL 

R-F  Electronia,  Inc. 

BRUSHLESS 

Befcejr  Electric  Ce.,  Inc. 

BRUSNMASTCR 

Rubber  &  Asbestos  Corp. 

BRYANT 

Westinghouse  Electric  Carp. 

BUCKEY  BRAND 
Tubular  Rivet  A  Stud  Ce. 

BUC 

VIbroplei  Co^  Inc. 

BUILT  IN  WATCHMAN 
Westinghouse  Electric  Corp. 

BUILT-ON 
Radlon  Corp. 

BULLMG 

Phelps  Dodge  Copper  Products  Carp. 
BULL'S  EYE 

Fischer  &  Porter  Ce. 

BULLS-I-UNTTS 
Kirkland  Co..  H.  R. 

BULPLATE 

Sprague  Electric  Co. 

BUNA-FLEX 

Auburn  Mfg.  Co. 

BUNNY-CARO 
Television  Accessories  Ce. 

BUSHCNO 

Buchanan  Electrical  Products  Carp. 
BUSS 

Bussmann  Mfg.  Div.,  McOraw-Edisan  Cs. 
BUTACITE 

du  Pont  de  Nemours  Co.,  Inc.,  E.  I. 
BUTARONE 
General  Cable  Corp. 

BUTOBA 

Audio-Master  Corp. 

BUTON 

Audio-Master  Corp. 

BUTTON 

Erie  Resistor  Corp. 

BUZZ-TIME 

Industrial  Timer  Corp. 

BAW 

Barker  A  Williamson 
BW  COPYFLEX 

Bruning  Co.,  Inc.,  Charles 


C-8 

G-V  Controls,  Inc. 

C-B 

Caddell  Bums  Mfg.  Co. 

CAC 

Communication  Accessories  Co. 

CAE 

Controlled  Atmosphere  Enclosures  Corp. 
CBW 

Automatic  Metal  Products  Co. 

ccc 

Chicago  Condenser  Corp. 

C-D-F 

Continental-Diamond  Fibre  Co. 

CDM 

Curtis  Development  A  Mfg.  Co. 

CDP 

Electro  Voice,  Inc. 

CDX 

X-Ray  Dept,  of  General  Electric  Ce. 
C-H 

Cutler-Hammer,  Inc. 

CAACITESTER 
Teletest  Instrument  Corp 


CABINSTAT 

Minneapolis-!  loneyivetl  Regulator  Co 
Aeronautical  Div. 

CABLE  A  DRUM 

Fischer  A  Porter  Co. 

CABLETROF 

P-W  Industries,  Inc. 

CADALYTE 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I. 
CADET 

Raytheon  Mfg.  Co. 

CAOO 

Electromation  Co. 

aE 

Controlled  Atmosphere  Encloturtt  Carp. 
CALBENT 

California  Bent  Glass  Co. 

CAL-CON 

Cal -Connector  Cs. 

CAUFILM 

Shamban  A  Co.,  W.  S. 

CALIVOLTER 
Calldyne  Co. 

CAUMASTER 

Lyman  Electronia  Corp. 

CALMAG 

California  Magnetic  Central  Carp. 
CAL-MET 

Richardson  Co. 

CALPRINT 

California  Bent  Glass  Ca. 

CALTROL 
Caltron  Co. 

CAMBIRCOID 

American  Electric  CaMa  Ob. 

CAMCO 

Cambum,  Inc. 

CAMOA-SYMC 

Chadwick  Helmuth  Ca. 

CAMTROL 
Lear,  Inc. 

CANADIAN 

Msasurement  Enginasrina,  LM. 

CANOOC 

Cudner  A  O'Connor  Ca. 

CANOOHMS 
Muter  Co. 

CANELOHM 

Muter  Company,  The 

CANNON -BAU 

Cannon  Co.,  C.  F. 

CANSEAL 

Cannon  Electric  Ca. 

CAPACITESTER 
Teletest  Instrument  Carp. 
CAPACOMETER 

Simpson  Electric  Ca.  Rlv.  af 
American  Gage  A  Machina  Oa. 
CAPASwrrcH 
Mullenbach  DW.  af  Electric 
Machinery  Mfg.  Ca. 

CAPACILOC 

Barber-Colman  Cs. 

CAPACIPROBE 
Epsco.  Incorporated. 

CAPACITROL 

Barber-Colman  Ca. 

CAPE  COO  NAVIGATOR 
Raytheon  Mfg.  Ca. 

CAPITRON 
Amp.  Inc. 

CAPR 

Camburn,  Inc. 

CAPRISTOR 

Jeffers  Electronia  Dhr., 

Speer  Carbon  Ca. 

CAP-SUBBER 
Sprague  Electric  Ce. 

CAPTAIN  TV 
Medal  Mfg.  Co. 

CAPTI  VATEO 
Staver  Ca.,  Inc. 

CARBAMP 

Red  Bank  Div.,  Bendia  Aviation  Carp. 
CARBIC 

Linde  Air  Products  Ca. 

Unit  of  Union  Carbide  Corp. 

CARBO-OUR 
Permutit  Co. 

CARBOFILM 
Aerovov  Corp. 

CARBOLITE 
Linde  Air  Products  Ce. 

Unit  of  Union  Carbide  Corp. 
CARBOMITE 

Continental  Carbon  Div.  of  Wirt  Co. 
CARBON -COAT 

Electra  Mfg.  Co.,  Resistor  Div. 
CARBONYL 

General  Dyestuff  Corp. 

CAR  CALL 

Seeley  Electronia. 

CARDATRON 

Electro  Data  Div.  of  Burroughs  Corp. 
CARDAX 

Electro-Voice,  Inc. 

CAROIALYZER 
Kay  Electric  Co. 

CARDIETTE 
Sanborn  Co. 

CARDINAL 

Midland  Mfg  Co. 

CARDIOSCRIBE 

X-Ray  Dept,  of  General  Electric  Co. 
CAROIOTRON 

American  Machine  &  Foundry  Co., 
Electronia  Olv. 


CAROYNE 
Electro-Voice,  Inc. 

CAREER 
Ampro  Corp. 

CARILLON  DYNAMIC 
Miller  Mfg.  Co.,  M.  A. 

CARITRON 

Sheffield  Corp.,  The 
CARL  MEYER 

Burke  &  James,  Inc. 

CARLITE 

Armco  Steel  Co. 

CARLITE 

Bogue  Electric  Mfg.  Ca. 

CARLTON 

Hudson  Lamp  Co. 

CARRON 

United  Pressed  Products  Ca. 
CARRON-AIRE 
Carron  Mfg.  Ca. 

CARRY  PHONE 

Union  Switch  4  Signal  Olv.  af 
Westinghouse  Air  Brahe  Ca. 

CARTEL 

Electro  Craft  Industrlaa,  Ine. 
CARTWHEEL 
Aerovox  Corp. 

CARTRU-ORY 
Pyramid  Electric  Ca. 

CAi^ 

Applied  Physia  Carp. 

CASCADE 
Audio  Industries. 

CASCADE 

Linde  Air  Products  Cs. 

Unit  of  Union  Carbide  Corp. 

CASCADE  YA6I 

J  F  0  Mfg.  Ca.,  Inc. 

CASCADER 

Jerrold  Electronia  Carp. 

CASCAMITt 

Borden  Chemical  Co.,  The,  A  Ohf.  af 
The  Borden  Co. 

CASCO 

Borden  Chemical  Co.,  The,  A  Ohf.  af 
The  Borden  Cs. 

CASCOOE 

J  F  0  Mfg.  Co ,  Inc. 

CASCOOE  AUTOBObSTER 
Industrial  Televisisn,  Inc. 

CASCOPHEN 
The  Borden  Co., 

Chemical  Division. 

CASCOREZ 
The  Borden  Co., 

Chemical  Division 
CASTIPLAST 

National  Engineering  PraductA  Inc. 
CASTOHM 

Shailcross  Mfg.  Co. 

CASrOMATIC 
Federated  Metals  Dhr., 

American  Smelting  4  Reflnlng  Ca. 
CASTOROA6 

Achesan  Colloids  Cs. 

CAST-X 

Acme  Electric  Heating  Co. 

CATA80N0 

Catalin  Corp.  of  America 
CATAPAK 

Catalin  Corp.  of  America  > 

CATAVAR 

Catalin  Corp.  of  America 
CATHALOY 

Superior  Tube  Ca. 

CA^OE  NICKEL 

Driver  Co.,  Wilbur  B. 

CATHOOE-RAY  STETHOSCOPE 
Feller  Engineering  4  Mfg.  Co. 
CATHODRAM 

Telegraph  Condenser  Co.,  Ltd. 
CATHODRAY 

Telegraph  Condenser  Co.,  Ltd. 
CATHOUISER 
Cinema-Television,  Ltd. 

CATHOVISOR 

Cinema-Television,  Ltd. 

CArS  EYE 
Ess  Specialty  Corp. 

CAVITRON 
Woodwelding,  Inc. 

CAVI-TUNER 

Radio  Receptor  Co. 

CCD 

Bliley  Electric  Co. 

C-CUMP 

Fischer  4  Porter  Co. 

C-O  SEAL 

Cornell-Dubiller  Electric  Corp. 

COR 

Radiart  Corp. 

COR  ROTOR 
Radiart  Corp. 

CECILIAN 

Pickard  4  Bums,  Inc. 

CECOTITE 
Cook  Electric  Ca. 

CEE-COR 

Permoflux  Corp. 

CELAB 

Clark  Electronic  Labs. 

CELASCREEN 

Celanest  Corp.  of  America 
CELCON 

Celanese  Corp.  of  America 
CELECTRAY 

Weston  Electrical  Instruments  Corp. 


CELLO-BOND 

Paisley  Corp.  of  America 
CELLULUIO 

Celanese  Corp.  of  Amorka 
CELORON 

Continental-Diamond  Fibre  Carp. 

CEMCOAT 

Sonneborn  Sons,  Inc.,  L. 

CENCO 

Central  Scientific  Co. 

CENOO-HYVAC 
Central  Scientific  Co. 

CENCO-MEZAVAC 
Central  Scientific  Ca. 

CENCO-SUPERVAC 
Central  Scientific  Ca. 

CENTER-UNE 
Topatron,  Ine. 

CENTILATOR 
Kay  Electric  Cs. 

CENIMTHENE 

Centralab  Olv.  of  Glohe-Unisn,  Inc. 
CENTRE-KOOLEO 
Sartos  Taman  Ine. 

CEN-TRI-CORE 
Alpha  Metals,  Ine. 

CENtMCORES 

Magnetic  Metals  Ca. 

CENTROID 

Tensor  Electric  Oevelepmont  Oa. 
CENTURY 

Electro-Voice,  Ine. 

CENTURY  TEL^CEIVERS 
Industrial  Telovislen,  Inc. 

CERAFIL 

Aerovox  Corp. 

CERAUOY 

New  Process  Metals,  Ine. 

CERAMAG 

Stackpole  Carbon  Oa. 

CERAIMGNET 

Stackpole  Carbon  Co. 

CERAM ELEX 

Erie  Resistor  Carp. 

CERAMIC  B 

Clevite  Electronic  Components 
Div.  of  Clevite  Carp. 

CERAMICAPS 
Muter  Ca. 

CERAM  KITE 

Consolidated  Electrodynamla  Corp. 
CERAMICON 

Erie  Resistor  Corp. 

CERAMIIOT 
Sprague  Electric  Ca. 

CERAMISTOR 
Clones  Carp. 

CERA-MITE 

Sprague  Electric  Ca. 

CENEX 

Monsanto  Chemical  Co. 

Ptastia  Olv. 

CERISSO 

Iselentlte  Mfg.  Corp. 

CERMAFORM 

Mlsco  PrKislen  Casting  Ca. 

CEROC 

Sprague  Elactrle  Ca. 

CER-ONM 

Bradferd  CempanerRs,  Ine. 

CERON 

Sprague  Electric  Cs. 

CERTAIN  CURHN 
Hayes  Inc.,  C.  I. 

CETRON 

Centlnenul  Electric  Co. 

CHALLENGER 
Bogan  Co.,  David 
CHAUENGER 

Channel  Master  Corp. 

CHALLENGER 

Rak-O-Kut  Co.,  Inc. 

CHALLENGER  YAGIS 
Channel  Master  Corp. 

CHAMP 

Ten  BoKh,  Inc.,  M. 

CHAMPION 

Channel  Master  Co. 

CHAMPION 

Crucible  Steel  Ce.  of  America 
CHAMPION 

Permoflux  Corp. 

CHAMPION  No.  IBO 
Division  Lead  Co. 

CHANALYST 

Radio  Corporation  of  America 
CHANGE-A-CYCLE 
Carter  Motor  Co. 

CHANGE-A-VOLT 
Carter  Motor  Co. 

CHANGE-OUT 
Joy  Mfg.  Ca. 

CHAN-L-MOUNT 
Lord  Mfg.  Co. 

CHANNEL  AUTOBOOSTER 
Industial  Television,  Ine. 

CHANNELOCK 

Radio  Engineering  Labs.,  Inc. 
CHARACTRON 

Stromberg-Carlson  Co.  Olv.  of  General 
Dymwia  Corp. 
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CHARCALYZER 

Chrliti*  Eltctrle  Corp, 

CHANCATROL 

AiMfflblir  Products  Cd. 

CHARCICATOR 

Hkkok  Eloctrlcdl  Instnimwt  C*> 
CHAR6-0-MATtC 
Hcrtntr  Eltctric  Co. 

CHASS-EZ 

Gorwril  Ctmtnt  Mf(.  Ct. 
CNASSIS-TRAK 

Western  Dtvlcos.  luC. 

CNEER 

Aero  lux  LlfliU  Carp. 

CHEMACO 
Kofptrs  Co. 

CHEMALLOY-KAHL 

ChemsHoy  ElKtronkl  OsTR. 

CHEMEUC 

U  S  Gasket  Co. 

CHEMESEAL 

U  S  Gasket  Co. 

CHEMETCH 

Automatic  Procaioliia  COfR. 

CHEMIFLEX 
Technicraft  Co. 

CHEMICLAS 
Tectwicraft  Co. 

CHEMICUM 

Goodyear  Tiro  4  Rubber  Co. 
CHEM-fNERT 

Lennard  Co.,  toC.,  R.  M. 

CHEMLON 

Crane  Packinf  Co. 

CHEM-O-SOL 

Chemical  Products  CorR. 

CHEMROK 

Richardson  Co.,  ThO 
CHEMSTONE 
JohnS'ManvIlle 
CHEMTITE 

Maos  4  Waldstein  Co. 

CHCMXORK 

Electro  Chemical  EnglneerlnR  Co. 
CHEROKEE 

Sanoamo  Electric  Co. 

CHEVRON 

Gariock  Packing  Co.,  Tho. 

CHIEF 

Audio  Egulpment  Co.,  Inc. 

CHIEFTAIN 

Sanoamo  Electric  Os. 

CHIICO 

Chicago  Miniature  Lorng  Works. 
CHIME-MATIC 
Executone,  Inc. 

CHIT  RAN 

Chicagn  Standard  Trantformw  CorR. 
CHLORINOL 

Sprague  Electric  Co. 

CHROMABAR 
Kay  Electric  Co. 

CNROMADOT 
Kay  Electric  Co. 

CHROMALIZER 
Make  Co  ,  Inc. 

CHROMAIOX 

Wiegand  Co^  Edwin  L, 

CHROMALYZER 
Telechrome,  Inc. 

CHROWASCOn 
Telechrome,  Inc. 

CHROMASOl 

Ward  Leonard  Electric  Co. 

CHROMOTAP 

Spencer-Kenncdy  Labs.,  lOC. 
CHROMASTER 

Ward  Leonard  Electric  Co. 

CHROMAX 

Driver-Harris  Co. 

CHROMEL 

Hoskins  Mfg.  Co. 

CHROMEL  P 

Hoskins  Mfg.  Co. 

CHROMOLYTit 

Micamoid  Electronics  Mfg.  Corp. 
CHRONISTAT 

Bergen  Laboratories 
CHRONISTOR 

Bergen  Laboratories 
CHRONOHM 

Red  Bank  Division,  Bendtx  Aviation 


SPRAY 

Electric  Co. 


Corp 

CHRONO- 

Paragon  Eli 
CHRONOTEST 

Sticht  Co.,  Inc.,  Herman  H. 
CHRONOTHEM 

Mlnneapoiis-Honeywell  Regulator  Co. 
CHRONOTRON 
Red  Bank  DIv. 

Bendix  Aviation  Corp. 

CIBANITE 

CIba  Company  In:. 

CICRO  MICROFOSmONER 

Barber-Colman  Co. 

CIMET 

Driver- Harris  Co. 

CINELICHT 

Dormltrer  Electric  4  Mfg.  Co.,  IK. 
CINCH 

National  Lead  Co. 

CINDERELLA 
Channel  Master  Corp. 

CINELITE 

Mole-RIchardson  Co. 

CINEMA 

Aerovoi  Corp. 


CINEVISION 

Calbest  Engineering  4  Eloctronta  Co. 
CINE-YOKE 

Bemdt-Bach  Inc. 

CINTEL 

Cinema-Television,  Ltd. 

CINTEL 

Marconi  Instruments. 

CIRC-OMM 

Bradford  Components,  InC. 

CIRCLE 

Hogan  Laboratories,  Inc. 

CIRCU  Z 

Sprague  Electric  Co. 

CIRCLE  B 

Bristol  Motor  DIv., 

Vocaline  Company  of  Amcrld. 

CIRCLE  COMPUTER 
Hogan  Laboratories,  Inc. 

CIRCLE  ESS 

Stewart  Carp.,  F.  W. 

CiRaET 

Trumbull  Dept,  of  General  Electric  Co. 
CIRCLE-VANE 

Ward  ProducU  Corp.,  DIv.,  Gabriel  Co. 
CIRCON 

Uniyersal  CIrcttIt  Controls  Corp. 

CIRCUIT 

Heineman  Electric  CO. 

CIRCUITMASTER 
Fordham  Mfg.  Co. 

CIRCUTROL 

Kollsman  Instrument  Corp. 

CIRPRINT 

Formica  Co.,  Sub.  of  American  Cyanamld 
Cm-FONE 

Multi-Products  Co. 

CK 

Farmer  Electric  Products  Co.,  Inc. 

CX 

Raytheon  Mfg.  Co. 

CKL 

Huck  Mfg.  Co. 

•«CL" 

Alpha  Wire  Corp. 

CLAMPIPC 

Mueller  Electric  CO. 

CLARKSTAN 

Pacific  Transducer  EB6  Corp. 

CLARO 

Claroftat  Mfg.  Co.,  Inc. 

CLASSIC 

Jensen  Industries,  Inc. 

CLEAR-PtX 

Superei  Electronics  Carp. 
aEAR-PRINT 

Phillips  Process  Co.,  Inc. 

CLEARSITE 

Economy  Fuse  4  Mfg.  Co. 
aEARSONK 

U  S  Television  Mfg.  Corp. 
aCTRON 

Cleveland  Electronics,  Inc 
CLEVELITE 

Cleveland  Container  Corp. 
aEVITE 

Transistor  Products,  Inc 
aiMATE-UB 

American  Instrument  Co.,  Inc 
CLIMATITE 

Triad  Transformer  Corp. 

C  LINE 

Clarostat  Mfg.  Co.,  Inc 
CLIPMASTER 

Clegg  Laboratories,  DIv.  of  Clegg,  Inc. 
aiP  ON 

Ferranti  Electrk,  Inc 
CLIPPER 

Johns. Manville 

aiPPER 

Sterling  Transformer  Carp. 
aiPPER  SEALS 
JohnS'ManvIlle 
CLOCKTIMER 

International  Register  Co. 

CLORINOL 

Sprague  Electric  Cc 
CLDSTEMP 

Westinghouse  Electric  Corp. 
aOVER-V-BUMS 
Teirex,  Inc. 

CML 

Communication  MaasuremontS  Lob.,  Inc 

CMR 

Assembly  Products,  Inc 
COAST  CABLE 

Pacific  Electricord  Co. 

COATINGAGE 

Branson  Instruments,  InC 
CO-AX 

Transradlo  Ltd. 

COAXAGUIDE 

Airtron,  InC. 

COAXITUBE 

Precision  Tube  Co.,  InC 
COAX-O-MATIC 
Tennalab 
COAXWnCH 

Bird  Electronic  Carp. 

COBANIC 

Driver  Co.,  Wilbur  8. 

COBENIUM 

Driver  Co.,  Wilbur  B. 

coc 

Hammarlund  Mfg.  Co. 

CODUR 

Maas  4  Waldstein  Co. 


COHARDITE 

Connecticut  Hard  Rubber  Co. 
COHRLASnC 

Connecticut  Hard  Rubber  Co. 

COlUTE 

National  Vulcanised  FIbro  Co. 

COIL  KRAFT 

Hartford  City  Paper  Co. 

COINRAO 

Northeastern  Engineering,  Inc 
COINVIDEO 
Coradio,  Inc 
COLONIAL 

Sytvania  Electric  Product*,  Inc 

COLORAMA 

Radio  Corp.  of  Amerlci 
COLOR  KING 

Channel  Master  Corp. 

COLOR-LITE 
Sloan  Co. 

COLOR  PRINCE 

Channel  Master  Corp. 

COLOR  ROYAL 
Trie  Mfg  Co. 

COLORBRITE 

Eberhard  Faber  Pencil  Co. 
COLORCEPTOR 
Winegard  Co. 

COLORCORO 

Paciftc  Electricord  Cc 
COLOREOE 

Instrument  Development  Uboratarles, 

Inc 

COLOR-EYE 

Instrument  Development  Laboratories. 

Inc 

COLORITE 
Trio  Mfg.  Co. 

COLORMASTER 

Manufacturers  Engineering  4 
Equipment  Co. 

COLORkOPE 

Simpson  Electric  Co.,  Dhr.  of 
American  Gage  4  Machine  Co. 
COLOR-TENNA 
JFO  Mfg  Co.,  Inc. 

COLORTOP 

Trico  Fuse  Mfg.  Co. 

COLORTRON 

CBS-Hytron  DIv.,  Columbia  Broadcast¬ 
ing  System,  Inc. 

COLORTRONIC 

Thomas  E  lectronics,  InC. 

COMANCHE 

Sangamo  Electric  Co. 

COMCU 

Communlcatlens  Co.,  IRC. 

COMET 

Astron  Carp. 

COMET 

Oii'<er-Harris  Co. 

COM-ETTE 

Webster  Elertric  Co., 

COMMAIRE 

Avionei  Electronics  Corp. 

COMMANDAIR 
J  F  0  Mfg.  Co.,  Inc 
COMMANDO 

Shurr  Brothers,  InC 
COMMULAC 

Martindale  Electric  Co. 
COMMUNICATOR 

West  Coast  Electronics  Co. 
COMMUNO-PHONE 

Bogen  Co  ,  Inc  ,  David 

commutat6r  r^surfacers 

Ideal  Industries,  Inc. 

CO-MO-TROL 
Weltronic  Co. 

CONTROLLED  MAGNETIC 
Shurr  Brothers,  Inc 

COMPAC 

A.C  F.  Electronics 
COMPACK 

General  Cable  Corp. 

COMPACTROL 

Victory  Engineering  Corp. 
COMPACTUATOR 
Air  Associates,  Inc 
COMPAIRAMETRIC 
Taft-Peirce  Mfg.  Cc 
COMPAIRATOR 

Taft  Peirce  Mfg.  CO. 

COMPANION 

Pilot  Radio  Corp. 

COMPANION  TRIP 

Heinemann  Electric  Co. 

COM-PAK 

Lambda  Electronics  Corp. 

COMPAR 

Goodyear  Tire  4  Rubber  Co. 
COMPA-STATION 
Motorola,  Inc. 

COMPENTROL 

Centralab  DIv.  of  Globe-Union,  Inc 
COMPO 
Muter  Co. 

COMPOUND  DIFFRACTION  PROJECTOR 
Electro- Voice,  Inc. 

COMPREGNITE 

Borden  Co.,  The,  Chemical  0I«. 
COMPUTAIR 

Taft-Peirce  Mfg.  Co. 

COMP-U-TRIM 

Eastern  PrKision  Resistor  Corp. 
COMSPEC 

Instrument  Motors 


COMTEL 

Radio  Frequency  Labs.,  Inc 
COMTONE 

Communications  Cc,  Inc 
COMVOR 

Radio  Frequency  Labs.,  Inc 
CONALERT 

Kaar  Engineering  Corp, 

CON-AM 

Astatic  Corp. 

CONCENTRIKIT 

International  Reslstanco  Cc 
CONCERT 

Jensen  Industries,  Inc 
CONCERTCASTER 

Audiomation  Laboratories 
CONCERT  GRAND 
StevMrt-Wamer  Corp. 

CONCERT-LINE 

Shurv  Brothers,  Inc 
CONCERTO 

Jensen  Mfg.  Co. 

C0NDENS-0-WEU> 

Westinghouse  Electric  Corp. 

CONOEX 

Simplex  Wire  4  Cable  Co. 

CONDOR 

Raybestos-Manhattan,  Inc 

CONDUCTALUTE 

Sauereisen  Cements  Co. 

CONDUX 

Hardman  Co.,  Inc,  H.  V. 

CON-ELCO 

Edctiff  Instruments 
CONELRAD 

Kaar  Engineering  Corp. 

CONELRADIO 

Aircraft  Armaments,  InC 
CON-FEE-PHONE 

Simpson  Mfg.  Co.,  InC.,  Mark 
CONnOENCER 
Roarmell  Corp. 

CONETIC 

Perfection  Mica  Co. 

CONFESSIONAIRE 

Audio  Equipment  Co.,  Inc 
CONFIDENCER 
Roanwell  Corp. 

CONFLEX 

Metals  4  Controls  Corp., 
CONICAL-V-BEAM 
Teirex  Inc. 

CONNEaRONICS 
Continental  Connector  Corp. 
CONNSONATA 
Conn  Ltd  ,  C.  G. 

CONNSONETTE 
Conn  Ltd  ,  C.  G. 

CONNTENNA 

Connecticut  Telephone  4  Electric  Corp. 
CONOLITE 

Continental  Can  Co.,  Inc. 

CONPERNIK 

Westinghouse  Electric  Carp. 
CONSISTORATOR 
Fischer  4  Porter  Co. 

CONSOLETTE 
Ampro  Corp. 

CONSOLIDATED 

Manning,  Maxwell  4  Moore  Inc. 
CONSTAVAC 

Green  RectIBer  Co. 

CONSTELLATION 
JFD  Mfg  Co.,  Inc. 

CONSTRICT-O-GRIP 

Technology  Instrument  Carp. 
CON-TAC-TOR 

Minneapolis-Honeywcll  Regulator  Ce. 
CONTEMPORARY 
Jensen  Mfg  Co. 

CONTINENTAL 
DeJur-Amsco  Corp. 

CONTINUOUS  BALANCE 

Minneapolis-Honeywell  Regulator  Ce. 
CONTROFLEX 

Eagle  Signal  Corp. 

CONmL-A-MATIC 

Rockwell  Engineering  Co. 
CONTROU-TONE 

Continental  Manufacturing,  Inc. 
CONTROURC 

Vickers  Electric  Oiv.,  Vickers,  Inc. 
CONTROLEAD 

Marathon  Electric  Mfg.  Carp. 
CONVECTRON 
Red  Bank  Oiv. 

Bendix  Aviation  Carp. 
CONVERS-O-CALL 

National  Inter-Communicatlon  Systems, 
Inc. 

CONVOTROL 

Automatic  Electric  Sales  Corp. 

COOK  SOUNDS  OF  OUR  TIMES 
Cook  Laboratories  Inc. 

COOLER-PROOF 

Paisley  Products  Inc. 

COORDINATED  PROCESS  CONTROL 
Bristol  Co.,  The 
COPACO 

Cottrell  Paper  Co.,  Inc. 

COPEL 

Hoskins  Mfg.  Co. 

COPOLENE 

Amphenol  Electronics  Corp. 
COPPERBRITE 

London  Chemical  Co. 
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COPPER-JAC 

Channel  Master  Corp. 

COPPRALYTE 

du  Pont  de  Nemours  Ik  Co.,  Inc.,  E.  I. 
COPRENE 

Mass  St  Waldstcin  Co. 

COPROX 

Bradl»  Labs.,  Inc. 

COPYFLa 

Bruning  Co.,  Inc.,  Charlts 
COPYMASTER 

Peck  St  Harve*  Mfg.  Corp. 

CORAL  DESIGNS 

Dietz  Co.,  Inc  ,  Henry  G. 

COREPROOFE 

Magnetic  Metals  Co. 

CORKOUSTIC 

Armstrong  Cork  Co. 

CORNER  REFLECTOR 
Channel  Master  Corp. 

CORO-CRAD 

MInrtesota  Mining  &  Mfg.  Co. 
COROHM 
Aerovox  Corp. 

COROHON 

Hi-Q  Div.,  Aerovox  Corp. 
CORONATED 

Netrrork  Mfg.  Corp. 

CORONATION 

Interelectronics  Corp. 

CORONOX 

Westinghouse  Electric  Carp. 

COROX 

Westinghouse  Electric  Corp. 

CORRIB 

Ohmite  Mfg.  Co. 

CORSAIR 

Hudson  American  Division 
CORSAIR 

JFO  Mfg.  Co.,  Inc. 

CORULITE 

Premax  Products  Div. 

Chisholm-Ryder  Co.,  Inc. 

CORVEL 


Polymer  Corp.,  The 
CORVriTE 


JFD  Mfg.  Co.,  Inc. 

CORWICO 

Cornish  Wire  Co. 

COSMALITE 

Cleveland  Container  Ce.,  The 
CO-SPIRAL 

Stephens  Mfg.  Corp. 

COSSOR 

Barker  Sales  Corp. 

CO-THERM 

Hopkins  Engineering  Ca. 

COTO 

Coto-Coil  Co.,  Inc. 

COTTONITE 
Acme  Wire  Co. 

COUNTERPOISE 
Cook  Electric  Co. 

COUNTOMATIC 

Instrument  Development  Labs. 
COUPLATE 
Centralab  Div. 

Globe-Union  Inc. 

COURIER 

Johnson  Co.,  E.  F. 

COX 

Commercial  Research  Labs.,  Inc. 

COX 

Boston  Insulated  Wire  St  Cable  Co. 

COX  &  STEVENS 

Revere  Corp.  of  America,  Sub.  of  Neptune 
Meter  Co. 

COXPROX 
Bradley  Labs. 

CP-2 

Cast  Optia  Corp. 

CPPC 

Clifton  Precisian  Products  Ca.,  Inc. 
CR-39 

Cast  Optics  Corp. 

CRBB 

Capps  St  Co.,  Inc. 

CRC 

Condenser  Research  Corp. 

CRL 

Centralab  Div.  of  Globe-Union,  Inc. 
CRABLOC 

Burndy  Corporation 
CRAMOLIN 
Caig  Labs. 


Caig  I 

CRAPO 


Indiana  Steel  &  Wire  Co. 
CREME-O-WAX 

General  Cement  Mfg.  Ca. 
CRESTBRITE 

Crest  Transformer  Corp. 
CRESTRAN 

Crest  Transformer  Carp. 
CRESTROL 

Crest  Transformer  Carp. 
CRESTWOOD 

Daystrom  Electric  Carp. 
CRISE 

Aero  Mfg.  Co. 

CRO-ART 

Croname,  Inc. 

CROFLEX 
Croname,  Inc. 

CROFLEX 

Waldom  Electronics  Inc. 
CROLITE 
Aerovox  Carp. 


CROLITE  MAGICORE 
Aerovox  Corp. 

CROLOY 

Aerovox  Corp. 

CROMAG 
Aerovox  Corp. 

CROMALOY 

Linde  Air  Products  Co. 

Unit  of  Union  Carbide  Corp. 

CROMAX 

Aerovox  Corp.,  Pacific  Coast 
CROMEL-ALUMEL 
Hoskins  Mfg.  Co. 

CROMESH 
Croname,  Inc. 

CROMINO 

Driver  Co.,  Wilbur  B., 

CRONAME 

Waldom  Electronics  Inc. 

CROROTO 
Croname,  Inc. 

CROROTO 

Waldom  Electronics,  Inc. 

CROWE 
Croname,  Inc. 

CROWEAVE 
Croname,  Inc. 

CROWELO 
Croname,  Inc. 

CROWLEY 
Aerovox  Corp. 

CROWN 

International  Radio  St  Electronics  Carp. 
CRUCIBLE  WELD 
Westinghouse  Electric  Carp. 

CRUSADER 

Hudson  American  Division 

CRUCAST 

Crucible  Steel  Company  of  Amarica. 
CRUSFIDER 

Hudson  American  Carp. 

CRYSTALEAR 

Brush  Electronics  Co. 

CRYSTALIGNED 

Magnetic  Metals  Ca. 

CRYSTALINER 

Monitor  Products  Co. 

CRYSTOGRAPH 

Offner  Electronics,  Inc. 

CRYSTOLON 
Norton  Co. 

c-s 

Felt  Products  Mfg.  Co. 

C  S  P 

Westinghouse  Electric  Corp. 

CTS 

Chicago  Telephone  Supply  Corp. 
CUEMETER 
Lear,  Inc. 

CUE  TAPE 

Rangertone,  Inc. 

CUN  ICO 

Arnold  Engineering  Ca. 

CUNIFE 

Arnold  Engineering  Ce. 

CUNNINGHAM 

Radio  Corp.  of  America 
CUPALOY 

Westinghouse  Electric  Corp. 

CUPLAT 

Western  Gold  St  Platinum  Ca.,  (a  Sub 
of  The  Wilbur  B  Driver  Ca.l 
CUPROCHROME 

Driver  Co.  Wilbur  B. 

CUPRON 

Driver  Co.,  Wilbur  B. 

CUPROVAC-E 

Vacuum  Metals  Corp.,  Div  of  Crucible 
Steel  Co. 

CURTAIN  OF  LIGHT 
Electronic  Control  Corp. 
CUSHIONEO-POWER 
Robotron  Corp. 

CUSHIONTONE 

Armstrong  Cork  Co. 

CUSIL 

Western  Gold  St  Platinum  Co.,  (a  Sub 
of  The  Wilbur  B.  Driver  Ca.l 
CUSTOM 

Precision  Radiation  Instruments,  Inc. 
CUSTOM  MASTER 
Post  &  Co.,  Frederick 
CUSTOM  FOUR  HUNDRED 

Stromberg-Carlson  Co.,  Ohr.  of  General 
Dynamics  Corp. 

CUSTOMODE 
>n$en  Mfg.  Co. 

CUTAWL 

International  Register  Co. 

c.  w.  c. 

Continental  Wire  Corp. 

CY-AN-IN 

Indium  Corp.  of  America 
CYANOBRITE 

du  Pont  de  Nemours  St  Co.,  Inc.,  E.  I. 
CYCLEMAG 
Ac'omag  Inc. 

CYCOLAC 
Marbon  Corp 
CYCLE-PROGRESS 

Automatic  Temperature  Control  Ca. 
CYaELOG 

Foxboro  Co.,  The 
CYCL-FLEX 
Eagle  Signal  Corp. 

CYCLO-FLEX 
WHson  &  Co.,  G.  C. 


CYCLOHM 

Howard  Industries,  Inc. 

CYCLO-RAY 
Fries  Instrument  Div. 

Bendix  Aviation  Corp. 

CYCLOTROL 

Cyclotron  Specialties  Ca. 

CYCLOTROL 

MInneapolis-Honeywell  Regulatar  Ca. 
CYMEL 

American  Cyanamid  Ca. 

CYPAK  ^ 

Westinghouse  Electric  Carp. 


D  54 

Mallory  &  Co.,  Inc.,  P.  R. 

"D"  NICKEL 

International  Nickel  Ca.,  Ine. 

OACOLYTE 

du  Pont  de  Nemours  St  Ca.,  Inc.,  E.  I. 

DAG 

Acheson  Colloids  Ca. 

DAGE 

Thompson  Products,  Inc. 

DAGUS 

Phelps  Dodge  Copper  Products  Carp. 
DAGLAS 

Acme  Wire  Co. 

DAISY 

Huck  Mfg.  Ca. 

DAISY  BLIND 

Hudson  American  Corp. 

OAKA-WARE 

Davies  Molding  Co.,  Harry 
DALBAR 

Electronic  Enterprises 
DALE 

ElKtronic  Development  Ca. 

OALMOTRON 

Dalmo  Victor  Co. 

DALOHM 

Dale  Products,  Inc. 

DALTON-MARSH 
Vulcan  Electric  Co. 

DAMASCENE 

LInick  Chemical  Co. 

DANCO 

Daniels,  Inc.,  C  R. 

DANDEE 

Aerovox  Corp. 

OA-NITE 

Bendix  Aviation  Corp. 

DAPON 

Food  Machinery  St  Chemical  Carp., 

FMC  Organic  Chemicals  Div. 

DARCON 

du  Pont  de  Nemours  St  Ca.,  Inc.,  E.  I. 
DAREX  "FLOWED-IN" 

Dewey  St  Almy  Chemical  Ca.  Div.  of 
W.  R  Grace  Co. 

DARSIL 

du  Pont  d*  Nemours  &  Co.,  Inc.,  E.  I. 
DATAFILE 

Electro  Data  Olv.  of  Burroughs  Corp. 
DAT/MCRAPH 

Consolidated  Electrodynamics  Carp 
DATALAB 

Cdhsoiidated  Electrodynamics  Carp. 
DATA-LINE 

Hanson-Go[Till-Brian,  Inc. 

oatamasteIp 

Consolidated  Electrodynamics  Carp. 
OATVMASTER 

Hanson-Gorrill-Brian,  Inc. 

OAnRITE 

Consolidated  Electrodynamics  Corp. 
DATASCOOP 

Berson-Lehner  Corp. 

DATATRON 

Electro  Data  Div.  of  Burroughs  Corp. 
DATRAC 

Epsco,  Incorporated, 

DATASYNC 
Berndt-Bach,  Inc. 

DATA-TAB 

Hupp  Electronia  Co.,  A  Div.  of  Hupp 
Corp. 

DATA  TAPE 

Consolidated  E lectrodynamict  Carp. 
DJfTATRON 
Electro  Data  Corp. 

DATA-VISION 

Dage  Television  Div.  of 
Thompson  Products,  Ine. 

DAUNTLESS 

Defiance  Engineering  St  Microwave  Carp. 
DAVENOIL 
Daven  Co. 

DAVOHM 
Daven  Co. 

DAZIC 

Winterbtirn  Mfg.  Ce. 

DBPC 

Koppers  Co.,  Inc. 

DC  SILICONES 
Dow  Corning  Corp. 

OE-ACIDITE 
Permutlt  Co. 

DE  ARMONO 
Rowe  Industries 
OECAOIAL 

Ford  Engineering  Co.  Inc. 

DECI 

Dwyer  Engineering  Ca.,  Tnc. 

OECITRON 
Post  Machinery  Co. 


DE  FORCE r 

Radio  Corp  of  America 
DECASWEEP 

DKade  Instrument  Ca. 

OECAFIER 

Decade  Instrument  Ca. 

DECAUTOR 

Decade  Instrument  Ca. 

OECAVIDER 

Decade  Instrument  Ca. 

DECOHM 

Davit  Electric  Co. 

DE  FIANCE 

All  Star  Proaucts,  Inc. 

DEFOREST 

Radio  Corp.  of  America 
DE-FROST-IT 
Paragon  Electric  Co. 

OEHYDRA 
Wappler,  Inc. 

DE-ION 

Westinghouse  Electric  Carp. 

0EKA80X 

Electro-Measurements,  Inc. 

OEKABRIOGE 

Electro-Measurements,  Inc. 

DCKAOIAL 

Electro-Measurements,  Inc. 

OCKAPACITOR 
Electro-Measurements,  Inc. 

DEKAPOT 

ElKtro-Measurcments,  Inc. 

OEKASTAT 

Electro-Measurements,  Inc. 

DEKATRON 
Baird-Atomic,  Inc. 

OEKAVIOER 

Electro-Measurements,  Inc. 

DEKA-XTAL 

Scientific  Radio  Products  Ca. 

DELCO 

General  Motors  Corp. 

DELPEC 

Centralab  Div.  of  Glabe-Unlan,  Inc. 
DELTABESTON 

General  Electric  Ca. 

DELTAMAX 

Allegheny  Ludlum  Steel  Carp 
DELTAMAX 

Arnold  Engineering  Co. 

DELTAMETER 

Miljan,  Inc.  A  Sub.  of  Paul  Omahundro 
Co. 

DELTA  PLY 

Dearborn  Electronic  Labs.,  Inc. 
DELTASWITCH 

Detroit  Controls  Carp. 

OELTA-TENNAS 
Western  Gear  Corp., 

Electro  Products  Div. 

DELTA-WELD 
Channel  Matter  Co. 

DeLUXE 

Precision  Radiation  Instruments,  Inc. 
DEMCO 

Defiance  Engineering  St  Microwave  Carp. 
DEMCO 

Dormitzer  Electric  &  Mfg.  Ca.,  Inc. 
OEMINERALIZER 

Barnstead  Still  A  Sterilizer  Ca.  Inc. 
DENSICHRON 

Welch  Scientific  Ca.,  W.  M. 

DENSITE 

West  Virginia  Pulp  A  Paper  Ca. 
OENSI-TINER 
Lekra  LaboratoriH 
DEOXIDINE 

American  Chemical  Paint  Ca. 

OEOXO 

Engelhard  Industries.  Inc. 

DEPTNOMETER 

Bludworth  Marine  Ohr.,  Keirfett  Ca., 
Inc. 

DERLIKOR 

Associated  American  Trading  Division. 
OERMATRODES 

Pacific  Technical  Ca. 

OERMITRON 

Unit  Process  Assemblies,  Inc. 
DERVIMETER 

Gerber  Scientific  Instrument  Ca. 

DESCO 

Dietz  Design  A  Mfg.  Ca. 

DESK-FAX 

Western  Union  Telegraph  Ca. 
DESKTOPPER 

Universal  Drafting  Machine  Carp. 
DESNOWER 

Jerrold  Electronics  Corp. 
DETECT-A-HRE 
Fenwal,  Inc. 

oetectoLab 

BJ  Electranict,  Borg-Wamer  Corp. 
DETECTOMETER 
Dillon  A  Co.,  Inc.,  W.  C. 

OETERMOHM 
Ohmite  Mfg.  Co. 

OETI-RATED 

Foote  Brothers  Gear  A  Machine  Carp. 
DEVELCO 

Development  Engineering  Ca.,  Inc. 
DEW  POINTER 
Illinois  Testing  Labs.,  Inc. 

DUCLOR 

Sangamo  Electric  Ca. 

OIACONE 

AltK  Lansing  Carp. 
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OIKRO 

O'Ncil-Irwin  Mft.  Co. 

DIAGNOMETCR 
Suprtmt,  Inc. 

oial-a-mAtk 

Amtrlcan  Photocopy  Eaulpwm  Co. 
OIALAMATIC 
JFO  Mfg.  Cp.,  Inc. 

OULCO 

DiiligM  Corporation 
DIAICLO 

Aclirrmon  Engravtn,  Inc. 

DIALSAW 
Erwood,  Inc. 

DIALX 

Stromborg-Carlsofl  Co.  DIv.  of  Gcntral 
Dynamici  Corp. 

DIAMACONTMN. 

Stondard  Eloctronict  Rtioarcli  Corp. 
DUMATROL 

Standard  Electronics  Rttcarch  Corp. 
DIAMOND 

Continental-Diamond  Fibre  Corp. 

DIAMOND 
Tetrad  Corp. 

DIAMOND  G 

Garrett  Co.,  Inc.,  G.  K. 

DIAMOND-H 


Hart  Mfo.  Co. 
DIAMOND  PRODUCTS 


Garrett  Co.^  Inc.,  Goorpo  K. 

DIAMOND  WEAVE 
Sickles  DIv  ,  F.  W. 

General  Instrument  Carp. 

OIAMONITC 

U.  S  Ceramic  Tile  Co. 

DIAMONTINC 

LInIck  Chofnical  Co. 

OIAPHLEX 

Cook  Electric  Co. 

OIATRON 

Consolidated  Engineerini  Corp. 

OICO 

Diamond  Mfg.  Co. 

DICO 

Diamond  Antenna  A  Microvovo  Carp. 
DICTABCLT 

Dictaphone  Corp. 

OiaACORO 
Dictaphone  Carp. 

OICTALOG 

Dictaphone  Corp. 

OICTATAPC 

Dictaphone  Carp. 

OICTET 

Dictaphone  Carp. 

DIE  FORMED 
Precision  Paper  Tube  Co. 

OIEFLEX 

Insulation  Manufacturers  Corp 
01-FAN 
Andrew  Co. 

OIFF  AXIAL 

University  Loudspeakers,  Inc. 
DIFFERENTIAL 
Electro-Voice.  Inc. 

OIFFUSICONE 

University  Loudspeakers,  Inc. 

DIFFUSION  PORT 

Sieler  Design  Products. 

OIFILM 

Sprague  Electric  Co. 

01-n.ECTOR 

Channel  Master  Corp. 

DIGE  •  CODER 

Fischer  A  Porter  Co. 

DIGESTER 

Telecomputing  Corp. 

DKICON 

Oigitran  Co.,  The 
DIGIDIAL 
Hellpot  Carp. 

OIGILOG 

Librascaoe,  Inc. 

OIGIMATIC 

Stromberg-Cvlson  Co.,  Dhr.  of  General 
Dynaiglcs  Corp. 

OIGlMATK 

Electronic  Controls  Systems  Ohr.  of 
StromberpOirlton 

oigiplottIr 

Benson-Lehner  Corp. 

DIGIPOT 

Oigitran  Co ,  The 

DIGIRULSER 
Jacobs  Instrument  Co. 

OIGISYN 
Adcon  Corp. 

OIGITAPE 

Benson-Lehner  Corp. 

DIGITIZER 

Coleman  Engineering  Co.,  Inc. 
OIGH-MATIC 

Victor  Adding  Machine  Co.,  Eloctrenia 
Sales  DIv. 

OIGITOMETER 

Electro-Mec  Laboratory,  Inc. 

OIGITROL 

Electro  PrKlsion  Carp. 

DIGITRONIC 
Weltronic  Co. 

OIGIVERTER 

Radio  Freouency  Labs.,  Inc. 

DI  JELL  171 
Sonnebom  Sons,  Inc.,  L. 

DILECTO 

Continental-Diamond  Fibre  Corp. 


DI-MAX 

Armco  Steel  Corp. 

DI-MH 

Felker  Mfg  Co. 

DIMINUETTE 
PermoBui  Corp. 

DIMMERETTE 
Ward  Leonard  Electric  Co. 

DIMOMATIC 
Maico  Co.,  Inc. 

DIOFHLEX 
Cook  Electric  Co. 

DIPLOIT 

Dielectric  Materials  Co. 

DIPOT 

Servonics.  Inc. 

DIP  PAX 

Fidelity  Chemical  Products  Corp. 
DIPWITE 

Special  Chemicals  Co. 

DIPWRAP 

Paisley  Products  Co. 

OIRECT.A.CAU 

Connecticut  Telephone  A  Electric  Corp.' 
DIRECT-DRIVE 

Shure  Brothers,  Inc 

DIRECTION  EXI^URE  SHIELD 
Technical  Operations,  Inc. 

OIRECTRON 
Sanford  Miller  Co. 

DIRON 

Peerless  Products  Indtistrles 
DISCALOV 

Westinghouse  Electric  Carp. 

OISCAP  CON 

Sprague  ElKtrlc  Co. 

DISCAPS 

Radio  Materials  Co.,  A  DIv.  of  The 
P  R  Mallory  A  Co.,  Inc. 

DISCOHM 

Ward  leonird  Electric  Co. 
DISKCHANGERS 
Webcor,  Inc. 

DISPATCHER 
Motoro  a  Inc. 

DISPATCHER 

Shure  Brothers,  Inc. 

DIT 

Felker  Mfg.  Co. 

DIT 

United  Transformer  Carp. 

DITR 

Felker  Mfg.  Co. 

DIVCO 

Division  Lead  Co. 

DIVCO  HOT.ROZ 

Division  Lead  Co 

DIVCO  INTENSE-REZ 
Division  Lead  Co. 

DIVIDOHM 

Ohmite  Mfg.  Co. 

"DM" 

Oige  Electric  Ob. 

DOBRO 

Valeo  Mfg.  Co. 

DODO 

JFD  Mfg  Co.,  Inc. 

DOG 

Radio  Corporation  of  America. 
OOMEPAK 

Sprao  le  Electric  Co. 

DOMINO 

Sprague  Electric  Co. 

DONUT 

Associated  Research  Inc. 

DONWOOD 

Sierra  Electric  Corp. 

DORPHONE 

Republic  Electronic  Industries  Carp. 
DOSIFILM 

Reed-Curt. s  Nuclear  Industries,  Inc. 
DOSIMETER 

Bendii  Aviation  Carp.,  Cincinnati  Oh. 
DOSIMETER 

Instrsrment  Development  Labs. 

DOT 

United-Carr  Fastener  Carp. 

O.O.T. 

United  Transformer  Co. 

DOUBLE-BOW 

Channel  Matter  Carp. 

OOUBLEX 

Johnt-Manville 

DOUGLAS 

British  Industries  Carp. 

DOWMETAL 

Dew  Chemical  Co. 

OPR  INCORPORATED 

Hardman  Co.,  Inc.,  H.  V. 

OR 

OAR.  Ltd. 

DRAFT-HORSE 
Karp,  Lawrence  A. 

ORAFTMASTER 
Stacor  Equipment  Co. 

DRAGNET 

Radelco  Mfg.  Co. 

DREADNOUGirr 
Wall  Mfg  Co. 

DRILL  HOLE 

Precision  Radiation  Instruments,  Inc. 
DRI-BOX 

Temperature  Engineering  Corp. 
DRI-FILM 

General  Electric  Co. 

DRIOX 

Linde  Air  Products  Co. 

Unit  of  Union  Carbide  Corp. 


DRI-STAT 

Peerless  Photo  Products,  Inc. 

ORITHERM 

North  American  Electric  Lamp  Co. 
ORIWYND 

Republic  Foil  A  MeUi  Mills,  Inc. 
DRUM.KARRIER 
Falstroffl  Co. 

DRVGALV 

American  Solder  A  Flua  Co., 

DSP 

Dry  Screen  Process,  Inc. 

OTX 

Diamond  Wire  A  Cable  Co. 

DU  NOUY 

Central  Scientific  Co. 

DUA-CAPS 

Centralab  Div.,  Globo-Unlon,  Inc. 

DUAL  DANDEE 
Aerovoi  Corp. 

DUAL  ELECTOR 

Channel  Master  Corp. 

DUAL  LOCK 

Simmons  Fastener  Corp. 

OUALTRONIC 

Goldah  Co.,  Inc.,  The 
OUART 

Mast  A  Waldsteln  Co. 

DUAX 

Jensen  Mfg.  Co. 

DUBL-X 
Telrck,  Inc. 

OUCO  ,  . 

Du  Pont  do  Nemours  A  Co.,  Inc.,  E.  I. 
DUCT-RACK 

Western  Devices,  Inc. 

OUCTER 

Everthed  A  Vignoles  Ltd. 

OUETTE 

Jensen  Mfg.  Co. 

OUF 

Diamond  Wire  A  Cable  Co. 

DULAC 

Maas  A  Waldsteln  Co. 

OULUX 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I. 
OU-MITTER 

DuMont  Laboratories,  Inc.,  Allen  B. 
DUNCO 

Strut  hers- Dunn,  Inc. 

DUO 

JFD  Mfg  Co.,  Inc. 

DUO-BAND 
Teirev,  Inc 
DUOCARB 


Driver  "o  Wilbur  B. 
DUO-CHROMt 
Duotone  Co ,  Inc. 
DUOCREX 

Horn  Co.,  Inc.,  A.  C. 
DUODE 

Beam  Instruments  Carp. 
DUOOIAL 
Hefipot  Corp. 

DUOOISC 

Duotone  Co.,  lAC. 
DUODVNE 
Teles,  Inc. 

DUO-FLEX 

Oumore  Co.,  The 
OUOFONIC 

Paraplegics  Mfg.  Co.,  Inc. 

ouo-kAp 


Centralab  Div.  of  Globe-Union,  Inc. 
DUOLITE 

Pittsburgh  Plate  Glass  Co. 

OUOLUX 

Masonite  Corp. 

DUO  MOUNT 

South  River  Metal  Products  Co. 
DU  OP 

General  Control  Company 
OUO-PULSATOR 

Fischer  A  Co.,  R  A. 

DUOSCALE 
Tracerlab,  Inc. 

OUOSEAL 

Welch  Scientific  Co.,  W.  M. 
OUOSTAT 

Beckman  Instruments,  Inc. 
DUOTAPE 

Duotone  Co.,  Inc. 

OUO-TENNA 

Waldom  Ehctronics,  Inc. 
DUOVOLT 

Carter  Motor  Co. 

DUPLATE 

Pittsburgh  Plate  Glass  Co. 

DUPLEX 


Altec  Lansing  Carp. 

DUPLEXED 

Blonder-Tongue  Laboratories,  Inc. 
DUPLICAN 

Canadian  Radium  A  Uranium  Carp. 
DUPLITAPE 

Polytronic  Research,  Inc. 
DURO-VAC 

Glasseal  Products  Co. 

DURACON 

Co-Operative  Industries,  Inc. 
DURAD 

Maas  A  Waldsteln  Co. 

DURAFLEX 


American  Brass  Co. 

DURAFLEX 

Co  operative  Industrlas,  Inc. 
DURAL INE 

Universal  Drafting  Machino  Corp. 


DURALON 

U.  0  Stoneware  Co. 

DURAMEG 

Sprague  Electric  Co. 

DURAMIC 
Aerovox  Corp. 

OURAMOULD 

Dumont-AIrplano  A  Marino 
Instruments,  Inc. 

DURANICKEL 

International  Nickel  Co.,  Inc. 

DURANITE 
Aerovox  Corp. 

OURANYL 

Ouralith  Corp. 

DURASLEEVE 

General  Plastics  Corp. 

DURATAPE 

Rohm  Instruments,  Inc. 

DURATEX 

Stromberg-Carlson  Co., 

Div  of  General  Dynamics  Corp. 

DURISITE 

U.  S.  Stoneware  Co. 

DURITE 

Borden  Co.,  Chemical  Dh. 

DUROBRITE 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I. 
DUROTEST 

Dearborn  Electronic  Laboratories,  Inc. 
DUROlO 

Rogers  Corp. 

DUR POINT 
Duotone  Co.,  Inc. 

DUSTOP 
Air  FiHers  Co. 

DUSTRAP 

Air  Control  Installations  Ltd. 

OUSTRONIC 
Radex  Corp. 

DUTCH  BOV 

National  Lead  Co. 

DUTCH  BRAND 
Johns-Manville. 

DUTI-RATED 

Foote  Brothers  Gear  A  Machino  Corp. 
DUXSEAL 

Johns-Manville 

DUZ-ALL 

CBC  Electronics  Co.,  Inc. 

D-XER 

JFD  Mfg  Co ,  Inc 
DX  MASTERSPEAKERS 

OX  Radio  Products  Co.,  Inc. 

DYE PRINT 

Times  Facsimile  Corp. 

DYKANOL 

Cornell-Oubilier  Electric  Corp. 

OVKOR 

0  g  tronics  Corp. 

DYLAN 

Koppers  Co.,  Inc. 

DYLENE 

Koppers  Co.,  Inc. 

DYLITE 

Koppers  Co.,  Inc. 

DYMIN-VANE 

Ward  Products  Corp.,  Dh. 

The  Gabriel  Co. 

DYNA-CHEK 

Western  Gear  Corp., 

Electro  Products  Oh. 

DYNACO 

Dynamic  Gear  Co.,  Inc. 

DYNACONE 
Lord  Mfg.  Co. 

DVNACON 

Nuclear-Chicago  Corp. 

DYNACOR 

Applied  Dynamics  Corp. 

DYNACORD 
Pentron  Corp. 

DVNAFLUX 
Loar,  Inc. 

DVNAFOCAL 
Lord  Mfg  Co. 

DYNAGAGE 

Photocon  Research  Products 
DVNAGRAPH 
ORner  Electronics,  Inc. 

DVNALOG 

Foxboro  Co.,  The 
DVNAMASTER 
Bristol  Co.,  The 
DYNAMATIC 

Teletest  Instrument  Corp. 

DYNA-METER 
Industrial  Electronics,  Inc. 

DYNAMIC 

Jackson  Electrical  Instrument  Co. 
DVNAMIKE 
Astatic  Corp. 

DYNA.MYKE 

Industrial  ElKtronics,  Inc. 

OYNAMU 
Maico  Co.,  Inc. 

DYNA-PAK 

Red  Bank  Dh.,  Bendix  Aviation  Carp. 
DVNAPORT 
Lear,  Inc. 

DYNAPRENE 

Whitney  Blake  Co. 

DYNA.Q 

K-W  Engineering  Works 
DYNA-QUIK 

B  A  K  Mfg.  Co. 


ELECTRONICS  BUYERS'  GUIDE -Jun*,  J958  -  MID-AAONTH 


D-249 


DYNARAY 

DormiUer  EIkUIc  &  Mfg.  C«.,  Inc. 
DYNA-SCAN 

B  &  K  Manufacturing  Co. 

OYNASEAL 

DormiUer  Electric  &  Mfg.  Co.,  Inc. 
OYNASEAL 
Whitn»  Blake  Co. 

DYNASCT 
Telex,  Inc. 

DYNASERT 

United  Shoe  Machinery  Corn. 

DYNAST ROKE 

Mandrel  Industries,  Inc.,  Industrial 
Instruments  Div. 

DYNATEQ 

Dynamics  Research  Associates  Div.  of 
Universal  Match  Corp. 

DYNATHERM 

American  Diathermy  Products,  Inc. 
DYNATROL 

Dynamics  Research  Associates  Div.  of 
Universal  Match  Corp. 

DYNATROPS 
Lear,  Inc. 

DYNAURAL 

Scott,  Inc.,  Herman  Hosmcr 
DYNAVAR 

Allied  Products  Co. 

Hamilton  Watch  Co. 

DYNAVOLT 

Mandrell  Industries,  Inc.,  Industrial 
Instruments  Ohr. 

DYNaRIC 

Gisholt  Machine  Co. 

DYNETRIC 

Westinghouse  Electric  Corp. 
DYNOCRAPH 

Annis  Co.,  R.  B. 

OYNOGRAPH 
Offner  Electronics,  Inc. 

DYNOID 

McQuay-Norris  Mfg.  Co. 

DYNO-MITE 
Millers  Falls  Co. 


E  A  D 

Eastern  Air  Devices,  Inc. 

EAI 

Electronic  Associates,  Inc. 

"E"  NICKEL 

The  International  Nickel  Co.,  Inc. 
EF 

Electric  Furnace  Co. 

El 

Electrical  Industries  Dhr.,  Philips 
Electronics  Inc. 

ElOl 

Burroughs  Corp. 

E-V 

Electro  Voice,  Inc. 

EAGALOK 

Eagle  Electric  Mfg.  Co.,  Inc. 
EARSET 
Telex,  Inc. 

EASE 

Beckman/ Berkeley  Division 
EASYCAPS 

Waldom  Electronics,  Inc. 
EASYCOUPLER 

Waldom  Electronics,  Inc. 

EASY-FLO 

Handy  &  Harman 
EASY  LISTENER 

Mitchell  Industries,  Inc. 
EASYPRODUCTS 
Waidom  Electronics  Inc 
EASYSPLICE 
Waldom  Electronics,  Inc 
EASY-VISION 

Hoffman  Electronics  Corp. 

EBCOR 

Ed-Berl  Products,  Inc 
E-BOND 

Kerreo  Products 
EBONOL 
Enthone,  Inc 

EBROK 

Richardson  Co.,  The 
E-CASE 

Epoxy  Products,  Inc 
ECCO 

Emerson  A  Cuming  Inc. 

ECCO 

Triad  Transformer  Corp. 
ECCOBOND 

Emerson  &  Cuming,  tnc 
ECCOFOAM 

Emerson  A  Cuming,  Inc 
ECCOMOLD 

Emerson  A  Cuming,  Inc 

ECCO  REFLECTOR 

Emerson  A  Cuming,  Inc 
ECCOSEAL 

Emerson  A  Cuming,  Inc 
ECCOSORB 

Emerson  A  Cuming,  Inc 
ECCOSTOCK 

Emerson  A  Cuming,  Inc 
ECHO 

Fort  Wayne  Metals  Inc 
ECHOPHONE 
Hallicrafters  Co. 

ECHO-VOX 

Kay  Electric  CO. 

ECKCO 

Eckstein  Radio  A  Television  Co. 


LLU 

Economy  Fuse  A  Mfg.  Co. 

ECON 

Economy  Fuse  A  Mfg.  Co. 

ECONOMASTER 
Sonotone  Corp. 

ECON-OHM 

Model  Engineering  A  Mfg.  Inc 
ECONO-SLIDE 

Grant  Pulley  A  Hardware  Co. 

ECONOSTAT 

Barber-Colman  Co. 

ECONO-SWITCH 
Centralab  Div.  of 
Globe  Union,  Inc 
ECONO-WATT 

Redmond  Company,  Inc 
ECTROMAC 

Electronic  Processes  Corp. 

ECTROTHERM 

Electronic  Processes  Corp. 

EOACON 

Andromeda,  Inc. 

EDCO 

Electronics  Design  Co. 

EDDYSTONE 
Marconi  Instruments 
EDGE  LIT 
Ackerman  Engravers 
EDGEOHM 

Ward  Leonard  Electric  Co. 

EDGETROL 

Intercontinental  Dynamics  Corp. 
EDGEWOUND 

Monitor  Controller  Co. 

EDIPHONE 

Edison,  Inc.,  Thomas  A. 
EDIPHONE-TELEDIPHONE 
Edison  Inc.,  Thomas  A. 

EECO 

Electronic  Engineering  Co.  of  California. 
EECO 

Engineered  Electronics  Co. 

ElOI 

Electro  Data  Div.  of  Burroughs  Corp. 
EEI 

Electronic  Enterprises  Inc. 

EEPCO 

Electro  Engineering  Products  Co. 

EFCON 

Electronic  Fabricators,  Inc 
E-FORM 

Epoxy  Products,  Inc. 

EGEN 

British  Radio  Electronics,  Ltd. 

EGYPTIAN  TIP 
Mitchell  Industries,  lac 
El 

Electrical  Industries,  Inc 
EICO 

Electronic  Instrument  Co.,  Inc 
EIGHT-BALL 

Ward  Products  Corp., 

Olv.  of  The  Gabriel  Co. 

EILEX 

Electro  Engineering  Works 
EILEX 

Electro  Impulse  Labs. 

El  MAC 

Eitel-McCullough,  Inc. 

EKOMATIC 

Laboratorie  Industrial  da 
Physique  Appliquee. 

EKOTAPE 

Webster  Electric  Co. 

EKTAR 

Eastman  Kodak  Co. 

EKTRON 

Eastman  Kodak  Co. 

EL 

Electrons,  Inc 
ELAD 

Brocker  Laboratories 
ELASCO 

Electronic  Assembly  Co.,  Inc 
ELASTICABLE 

Mutual  Electronic  Industries  Corp. 
ELASTOBOND 

Paisley  Products,  Inc. 

ELASTOMER 

Minnesota  Mining  A  Mfg.  Co.,  Jersey 
City  Chemical  Div. 

ELC 

Armco  Steel  Corp. 

ELCO 

Electronic  Instrument  Co.,  Inc 
ELCOFONE 

Loral  Electronics  Corp. 

EL  DEC 

Electro  Development  Co. 

ELECOM 

Electronic  Computer  Div., 

Underwood  Corp. 

ELECOTONE 

Northeastern  Engineering,  Inc 
ELECTONE 

Electron  Enterprises 
ELECTOUNITE 

Republic  Steel  Corp. 

ELECTRACER 
Special  Products  Co. 

ELECTRALOY 

Circon  Component  Co. 

ELEaRICA 

Amhold  Ceramics,  Inc 
ELECTRICORD 

Pacific  Electricord  Company 


ELECTRITE 

West  Virginia  Pulp  A  Paper  Cc. 
ELECTRIX 

U.  S.  Rubber  Co. 

ELECTROBOND 

Cavitron  Electron  Oscillator  Co.  Dhr.  of 
Short  Wave  Plastic  Forming  Co. 
ELECTRO-BOND 
Woodwelding,  Inc. 

ELECTROC 
Sprague  ElKtrlc  Co. 

ELECTRO-CAL 

Industrial  Electronics,  Inc. 
ELECTROCAM 

Westinghouse  Electric  Corp. 
ELECTRO-aUTCH 

I-T-E  Circuit  Breaker  Co. 

ELECTRO  CORDER 
Electron  Enterprises. 

ELECTROCRAFT 

Richards  EIcctrocraft,  Inc. 
ELECTROFARAO 
Aerovox  Corp. 

ELEaROFLEX 
Eagle  Signal  Corp. 

ELECTWLO 
Hays  Mfg.  Co. 

ELECTRO-FLOW 

Super  Flow  Solder  Co.,  Inc. 
ELECTRO-GLOW 

Industrial  Devices,  tnc. 

ELECTRO  GRAPHIC 

Precise  Measurements  Co. 

ELECTROJET 

Shefheld  Corp.,  The 
ELECTRO-LARYim 
Aurex  Corp. 

ELECTRO-LINE 

Minneapolis-Honeywell  Regulator  Co. 

clectroLink 

Lear  Inc. 

ELECTROLYTIC 
Astren  Corp. 

ELECTROMANGANESE 
Foote  Mineral  Co. 

ELECTROMANOMETER 
Sanborn  Co. 

ELECTRO-MATIC 

Automatic  Signal  Dhr., 

Eastern  Industries  Inc. 

ELECTROMAX 

Leeds  A  Northrup  Ce. 

ELECTROMEC 

International  Telephone  A  Telegraph  Corp. 
ELECTRO-MESURFLO 
Nays  Mfg  Co. 

ELECTROMITE 
Hays  Mfg.  Co. 

ELECTROMITE 

Illinois  Condenser  Ce. 

ELECTRONAMIC 

Precision  Apparatus  Co.,  Inc. 
ELECTRONHEAT 

Resdel  Engineering  Corporation. 
ELECTRONIC  EAR 
Sonotone  Corp. 

ELECTRONIC  ESSENTIALS 
Aerolite  Electronics  Corp. 

ELECTRONIC  FEATHER 
Westinghouse  Electric  Corp. 
ELEaRONIC  LONGHAND 
Tel  Autograph  Corp. 
ELECTRONIC-MESSENGER 
Air  Associates,  Inc. 

ELECTRONIC  MUSENGER 

Electronic  Communications,  Inc. 
ELEaRONIC  SCORER 
Eagle  Pencil  Co 
ELECTRONIC  WITCH 
Fisher  Research  Lab.,  Inc. 
ELEaRONIK 

Minneapolis-Honeywell  Regulator  Co. 
ELEaROPATH 
Century  Engineers,  Inc. 

ELEaROPILOT 
Lear,  Inc. 

ELEaiWiPUST 

National  Electronic  Plastics  Inc 
ELEaROPLOTTER 

Benson-Lehner  Corp. 

ELEaROPOINT 

Century  Engineers,  InC. 
ELEaRO-PROBE 
Edwood,  Inc. 

ELEaROPHOTOMETER 
Fisher  Scientific  Co. 

ELEaR-O-PULSE 

Minneapolis-Honeywell  Regulator  Co. 
ELECTROQUIPT 
Filters,  Inc. 

ELECTROSCOPE 

Feilcr  Engineering  A  Mfg.  Co. 
ELEaRO-SHEET 
American  Brass  Co. 

ELEaROSEAL 
Electro  Engineering  Works 
ELEaROSIL 

Pacific  Moulded  Products. 
ELEaRO-SPAN 

Bendlx  Aviation  Carp.,  Pacific  DIv. 
ELEaRO-STAT 

Ansley  Mfg.  Corp.,  Arthur 
ELEaROSYN 

Norwood  Controls  Unit,  Detroit 
Controls  Corp. 

ELEaROTESTER 
Feiler  Engineering  A  Mfg.  Co. 


el'ectrotemp 

Westinghouse  Electric  Corp. 
ELECTR-O-VOLT. 

Minneapolis-Honeywell  Regulator  Co. 
ELECTRO- WIPE 
Duotone  Co„  Inc. 

ELECTROWRITER 

Pioneer  Electric  A  Research  Corp. 
ELECTROX 

Schauer  Mfg.  Corp. 

ELECTRUNITE 

Republic  Steel  Corp. 

ELEKTRAN 

Ward  Products  Div.  of 
The  Gabriel  Co. 

ELEPHANT 

Phosphor  Bronte  Corp. 

ELEPHANT  BRAND 
Seymour  Mfg.  Co.,  The 
ELFURNO 

Electric  Furnace  Co. 

EL  GATO 

Lewis  A  Kaufman,  Ltd. 
ELGIN-NEOMATIC 
Elgin  National  Watch  Co. 

ELIMAG 

American  Time  Products,  Inc. 

ELIN 

Electronics  International  Co. 

ELINCO 

Electric  Indicator  Co.,  tac. 

ELINVAR 

Allied  Products  Div.,  HamHtah 
Watch  Co. 

ELINVAR  EXTRA 
Allied  Products  Dhr. 

Hamilton  Watch  Co. 

E-LITE 

Eldema  Corp. 

ELKOLOY 

P.  R.  Mallory  A  Co.,  Inc. 

ELKONITE 

P.  R.  Mallory  A  Co.,  Inc. 

ELKONIUM 

P.  R.  Mallory  A  Co..  Inc. 

ELLISCO 

Ellis  A  Sons,  Inc.,  George  0. 

ELMAC 

Multi -Products  Co. 

ELMEG 

Presin  Co. 

EL  MENCO 

Electro  Motive  Mfg.  Co. 

ELMa 

North  American  Phillips  Co.,  Inc. 
ELMET  MOLYSPRAY 

North  American  Philips  Co.,  Inc. 
EL-TEC 

Electronic  Protection  Inc 
ELVACa 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I. 
ELVANOL 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I. 
E-M 

Electric  Machinery  Mfg.  Co. 

EMS 

Electro-Mechanical  Specialties  Co.,  Inc. 
EM-BED-IT 

Electronic  Plastics  Corp. 

EMC 

Electronic  Measurements  Corp. 

EMC 

Howard  Industries,  Inc. 

EMCOR 

Elgin  Metalformer  Corp. 

EMOECO 

Magnetic  Devices  Corp. 

EMPIRE 

Mica  Insulator  Co. 

EMPIRE 

Russell,  Burdsall  A  Ward 
Bolt  A  Nut  Co. 

EMT 

Electronic  Applications,  lae. 

ENAMEL  G 
General  Cable  Corp. 

ENAMELITE 
Acme  Wirt  Co. 

ENBOND 
Enthone,  Inc. 

ENCAPSO* 

Alcor  Electronics  Carp. 

ENCORE 

Pilot  Radio  Corp. 

ENCORE 

Technical  Tape  Corp. 

ENDON 

Voltarc  Tubes  Inc. 

ENOURO 

Republic  Steel  Corp. 

ENDURPRENE 

General  Insulated  Wire  Works,  Int. 
ENDOGAS 

Westinghouse  Electric  Corp. 
ENERGIZED 
Alpha  Metals,  Inc. 

ENFLON 
Enflo  Corp 
ENGIN  SCOPE 

DuMont  Laboratories,  Inc.,  Allen  B. 
ENGRAVOGRAPH 

New  Hermes  Engraving  Machine  Co. 
ENSCO 

Engineered  Electrenla  Co. 

ENSCO 

Engineering  Specialty  Co. 

ENSEMBLE 
Pilot  Radio  Corp. 
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ENSTRIP 
Enthon*.  Inc. 

ENTERITC 
Gtnfril  C<bl«  Cm*. 

ENTHOl 
Enthon*,  Inc. 

ENTHOX 
Enthon*,  Inc. 

CNvoy 

Antl*«  Mf|.  C*.,  Arthur 
EONITE 

K*lier  AhMninum  A  Ch*mlc«l  Sal**,  Inc. 

E.  P. 

EI*ctronk  Products  C*. 

EK 

Electronic  Parts  Mff.  C*.,  (ac. 

EPCO 

Etched  Products  Cm*. 

EPCM 

Electronic  Products  Cor*. 

EP-FOME 

Elsctronk  Plastics  Corp. 

EPIMNO 

Furan*  Plastics,  Inc. 

EPINATE 

American  Printed  Circuitt  C*.,  Inc. 

EPINATE  A 

American  Printed  CIrcuKs  C*.«  Inc. 

EPMATE  C-P 

AmericMi  Printed  Circuit*  C*.,  Inc. 

EPINATE  fi 

American  Printed  Circuits  Ca.,  Inc. 

EPINATE-T 

American  Printed  CIrcalts  Ca.,  lac. 

EPIC 

Electrical  A  Ptqrsical  Instrument  Car*. 
EPtPHEN 

Borden  Ca,  The,  Chemical  IN*. 

EPtAB 

Epole*  Lah.,  Inc.,  The 

tPM 

Electronics  Parts  Mf*.  Ca.,  lac. 

EPOCAP 

Hardman  Ca.,  Inc.,  N.  V. 

EPOCAST 

Furan*  Plastics,  Inc. 

EPOCUtS 
PlastllloM,  Inc. 

EPON 

Shell  Chemical  Cm*. 

EPOSET 

Hardman  Ca.,  tnc.,  H.  V  . 

EPSEAL 

Electro  EnflneMlnf  Work* 

EfVT 

Beckman/Bertrley  Division 
EQUALINE 
Entron  Inc. 

EQUALOAO 

Keystone  Carbon  Ca.,  lac. 

EqUAMETEN 

Gerber  SctentlAc  Instnanant  Ca. 
EQUA-TNENM 

.  Temperature  Enflneerlnp  Cerp. 

EQUATliOL 

Entron,  Inc. 

EWIBAR 

Trant-Sonics,  Inc. 

ERECTOMM 
Worbmen  TV,  Inc. 

ERICOfON 

North  Electric  Co. 

ERSIN  MUITICOM 
Multkar*  SaMert  Ltd. 

ERX 

Hupp  Electronics  Ca.,  A 
01*.  o(  Hupp  Carp. 

Esn 

Electric  Specialty  Ca. 

Esn 

Electro  Switch  Carp. 

ESCON 

Electro- Switch  A  Centralt  la*. 

EStCO 

Electric  SoldMint  Iran  Ca. 

ESICO-LMER 

Electric  SoldMlna  Iran  Co. 

ESIPOT 

Electro-Measurements,  Inc. 

ESNA 

Elastic  Stop  Nut  Carp. 

ESNAILS 

Elastic  Stop  Nut  Carp. 

ESSAR 

Unltronks,  Inc. 

ESTAR 

Sprapu*  Electric  Ca. 

ET 

Astron  Carp. 

ETCNO 

Etchinp  Ca.  of  Callfomla,  Q-Cireuits 
01*. 

ETCO 

Electronic  Transformer  Ca.,  Inc. 
ETERNALLOY 
Electro-Lab  Processes,  Inc. 

ETNOCEL 
Dow  Chemical  Co. 

ETHVION 

Amphenol  Electronics  Corp. 

ETHOLK 
Weekesser  Ca. 

ETS-7 

Industrial  Electronic  Enpineers 
EUCLID 

Stromberp-Carlson  Ca.,  Di*.  of  General 
Dynamics  Corp. 


EUREKA 

Mors*  Co.,  Frank  W. 

EVABRITE 

Bache  A  Co.,  Semon 
EVALAST 

Bach*  A  Co.,  Semen 
EVANOHM 

Driver  Co.,  Wilbur  B. 
EVAPOROGRAPH 
Baird  Atomic,  Inc. 

EVELVN 
Rubicon  Co. 

EVEN-BREAK 

Electric  Eye  Equipment  Ca. 

EVENGLO 
Koppers  Co.,  Inc. 

EVEROUR 

American  Brass  Ca. 

EVEREADY 

National  Carbon  Co.,  Blv.  of 
Union  Carbide  Carp. 

EVERFAST 
Ambroid  Co. 

EVERLASTING 

HarpM  Ca.,  The,  H.  M. 

EVERLITE 

Curtis  Development  A  Mff.  Ca. 
EVERLOCK 

Thompson- Bremm  Co. 

EVER-LOK 

Russell  A  Stall  Ca.,  Ine. 

EVERON 

voitarc  Tubes  Inc. 

EXACTONM 
Workman  TV.  Inc. 

EXACT  PtlOTOCOPY 
General  Photo  Products  Ca. 
EXetLLALL 

Frederick  Pott  Ca. 

EXECUTIVE  AOF 
Lear,  Ine. 

EXICON 

Phi  ICO  Corp. 

EXIDE 

Electric  Storso*  Battery  Ca. 
EXIDE-IRONCLAft 

Electric  Storso*  Battery  Ca. 

exioe-mancnoT 

Electric  Staraf*  Battery  Ca. 
EXPAMET 

British  Industries  Corp. 

EXPRESS 

Centralab  Olv.  of  Glohe-Unlen,  tnc. 
EVETRON 

Diamond  Antecuta  A  Microwave  Carp. 
EYE  WITNESS 
Radio  Corparotlon  of  America 
E-Z 

Ideal  Industries,  Inc. 

E-Z 

Pyramid  Products  Co. 

E-Z-COOE 

Westlln*  Products  01*.  of 
Western  Llthopraph  Ca. 

E-Z  CUE 

Amplifler  Carp,  af  Ammlca 
E-ZEE-ON 

Indian*  Stael  Products  Ca. 

EZSOL 

Hudson  Wira  Ca. 


Elactro-Mschankal  Dhr.  af 
General  Riveters,  Inc. 

F-C-l 

Film  Capaciters,  Ine. 

FM 

Electro-Mechanical  Bht.  af 
General  Rivoters,  Inc. 

FABMIKA 

Spraque  Electric  Ca. 

FABRILITE 

du  Pont  d*  Nemoun  A  Ca.,  Inc.,  E.  I. 
FACTROL 
Maico  Ca.,  Inc. 

FAI 

Summers  Gyroscope  Ca. 

FAIRPRENE 

(hj  Pont  d*  Nemours  A  C*.,  Inc.,  E.  I. 
FARAOON 

Cornell-Dubiller  Electric  Car*. 
FARATRON 

Lumenit*  Electric  Ca. 

FARLITE 

Farlev  A  Loetsdier  Mff.  Ca. 

FARLODt 

Farley  A  Loetscher  Mff.  Ca. 

FASALOY 

Fantteel  Metallurfical  Carp. 
FASTATCH 

Centralab  DIv.  of  Globe-Union,  Inc. 
FASTACK 

Paisley  Products,  Ine. 

FASTEE 
Entron,  Inc. 

FASTELL 

Fansteel  Metallurfical  Carp. 
FASTEERING 
Central  Screw  Ca. 

FASTICK 

Paisley  Products,  Inc. 

FASTOP 
Lear  Inc. 

FAST'i 

Koppers  Co.,  Ine. 

FATHOMETER 
Raytheon  Mff.  Ca. 


FAXIMILE 

Hofan  Laboratories,  Ine. 

FAXPAPER 

Hoqan  Laboratorls*,  Ine. 

FAXKOTE 

Hofan  Laboratories,  Inc. 

FEATHERIDE 

Webster  Electric  Ca. 

FEATHERLITE 

Brush  Electronics  Ca. 

FEATHERWEIGHT 
Clifford  Mff.  Co. 

FEATHERWEIGHT 
Goldak  Co.,  Inc.,  Tha 
FEDCO 

Federal  Enfineerinf  Co. 

FEDERAL  REtOROER 
Conn  Ltd.,  C.  6. 

FEEORATOR 
Fischer  A  Porter  A  Ca. 

FELO) 

Forest  Electric  Ca. 

FELCOID 

Felt  Products  Mff.  Ca. 

FEL-PAK 

Felt  ProducU  Mff.  Ca. 

FEL-PRO 

Felt  Products  Mff.  Ca. 

FENOX 

BakeliU  Carp. 

FERNETIC 
Perfection  Mica  Ca. 

FERRAC 

Airpai  Products  Ca. 

FERR ACTOR 

Reminfton  Rand  Unhrac  91*.  af  Sperry 
Rand  Corp. 

FERRAMIC 

General  Ceramics  Carp. 

FERRI-CHOKE 

Super**  Electronics  Carp. 

FERRICORE 

National  Moldite  Co. 

FIRRI-LOOPSTICK 

Super**  Electronics  Carp. 

FERRIMAG 

Crucible  Steel  Co.  af  America. 
FERRISTOR 

Beckman/ Berkeley  Division 
FERRO-CEU 
Topatron,  Inc. 

FERROO 

Tuttle  A  Klft. 

FERRO-DYNAMIC 

Lear,  Inc.  ' 

FERRO-SHEEN 

Orradio  Industries,  Inc. 

FERROTROM 

Polymer  Corp.,  The. 

FERROVAC-E 

Vacuum  Metals  Carp.  DI*.  of  Crucible 
Steel  Ca. 

FEUTRON 

American  Felt  Co. 

HBROIO 

Jehns-Manvlll*. 

nOERGLAS 

Owen-Cominf  Flberflas  Carp. 

FIBERLOY 

British  Electronics  Sales  Ca.,  Inc. 
FIBRACOUSTIC 
Jahns-Manvill*. 

FIBREMAT 

Irvinfton  Div.  of  Minnesota  Mininf  A 
Mff.  Ca. 

FIBRETME 
Johns -Manvlll* 
nOELITONE 
Permo,  Inc. 

FIELO-nNE 

Industrial  Radio  Carp. 

FIL-CAP 

Flltron  Co..  Inc.,  The 
nLMAGNETK 
Bemdt-Bach,  Inc. 

FILMETER 

Amrncan  Instrument  Ca.,  Inc. 
FILMGRAPH 

Miles  Reproducer  Ca.,  Inc. 

FILMISTOR 
Sprafue  Electric  Ca. 

FILM  in 

Sprafu*  Electric  Ca. 

FILMMT 

Fairchild  Controls  Corp. 

FILM-X 

Good-All  Electric  Mff  Ca. 

FILPEC 

Centralab  Div.  of  Globe-Unian,  Inc. 
HLPUn 

Centralab  Div.  of  Globe-Unlan,  Inc. 
FILTACOL 

Maqnetlc  Cor*  Corp. 

FILT-A-COR 

Mafnetic  Cor*  Carp. 

FiLnREm 

Tobe  Deutschmann  Corp. 

FILTERIZE  0 

Tab*  Deutschmann  Corp. 

FILTERMin 
Tab*  Deutschmann  Carp. 

FILTERNOYS 

Continental  Carbon,  Ine. 

FILTEROL 

Spraque  Electric  Ca. 
nLTER  POINT 
Duoton*  Ca.,  Inc. 


RLTERS  L 
Spraque  Electric  Ca. 

FILTERVOLT 

Insulin*  Corp.  of  America. 

FILTOR  PAK 
Torocoll  Co. 

HNCO 
Finney  Co. 

FINCOR 

Fideliity  Instrument  Carp. 

FINNFLEX 

Finn  A  Co.,  Inc.,  T,  R. 
nREBALL 
JFD  Mff.  Ca.,  Inc. 

FIRE  BELLE 

Minneapolis-Honeywell  Requlatar  Ca. 
FIRE  D»IL 
Littelfuse,  Inc. 

FIREFLY 

Channel  Master  Corp. 

FIRETRON 

Electronics  Corporation  af  fknwrlca. 
FIREYE 

Electronics  Corp.  *f  Amwica. 

HREWALL 

Rockbestos  Products  Cenp. 

FIREZONE 

Rockbestos  Products  Cerp. 
FISCHERQUARTZ 

Fischer  A  Ca.,  R.  A. 

FtSCHERSINE 
FiKher  A  Co.,  R.  A. 

FISCHER  THERM 
Fischer  A  Ca.,  R.  A. 

FISHBONE 
Teirci  Inc. 

FISHERFONE 

Fisher  Research  Lab. 

FIVE  HUNDRED 
Johnson  Ca.,  E.  F. 

S-WAY 

Superior  Electric  Ca.,  Tba 
FtXTOHM 

Clarostat  Mff.  C*.,  Ine. 

FIXTVAC 

United  Electronics  Ca. 

FLAME-O-TROL 
Barber-Colman  Ca. 

FLASH 

Phillips  Mff.  Ca.,  Inc. 

FLASH  FLOW 
Ewaid  Instruments 
FLATACK 

Paisley  Products  Ine. 

FLATOHM 

Centralab  Div.  of  Cl*b*-Unl*n,  las. 
FIATSTAT 
Control  Products,  Inc. 

FUTWRAP 

Paisley  Products  Inc. 

FLAWMASTER 

BiffS  Co.,  Carl  H. 

FLECTCOM 

Communications  Ca.,  Inc. 

FLEET  CONTROL 

Hammarlund  Mff.  Ca. 

FLEETWAY 

Connecticut  Telephone  A  Electric  Carp. 
FLEETWOOD 
Conrac,  Inc. 

FLEK-PAC 

Boqen  Co..  David 
FLEXAGUIDE 
Airtron  Inc. 

FLEXAU 

Rom*  Cable  Corp. 

FLEX-A-POWER 

Trumbull  Dept.  Of  General  Elaetric  Ca. 
FLEXARC 

Westinfhouse  Electric  Carp. 

FLEXFUT 

Paisley  Prodocts  Inc. 

FLEXIFME 
Dukane  Corp. 

FLEXIFORM 

Precision  Paper  Tub*  Ca. 

FLEXILUG 

Frenkel  Connector  Co. 

FLEXIMOUNT 

Insuline  Corp.  af  Anwrlca. 

FLEXISTOR 

Bradford  Components,  Inc. 
FLEXISPLICES 
Frankel  Connector  Ca. 

FLEXITE 

Markel  A  Sons,  L.  Frank. 

FLEXITIP 

Weller  Mff.  Ca. 

FUXI-TROL 

Wilson  A  Ca.,  G.  C. 

FLEXUB 

St.indard  Electric  Tim*  Ca. 

FLEXLEAO 

Markel  A  Sons,  L.  Frank 
FLEXLIFE 

Columbia  Wire  A  Supply  Ca. 

FLEXLOC 

Standard  Pressed  Steel  Ca. 

FLEXO 

Copperweld  Steel  Ca. 

FLEXO-FLUTE 

Arro  F*pansion  Bolt  Co. 

FLEXOHM 

CisTustat  Mff.  Co.,  Inc. 

FLEXO-MOLO 

Plastronics 

FLEXOH 

Electronic  Mechanics,  Inc. 


ELECTRONICS  BUYERS'  GUIDE -Junb.  195«  -  MID-MONTH 


1 


FLEXON 
Flexonics  Corp. 

FLEXOPULSE 

Faqie  Signal  Corp. 

FLEXO-TUBE 
FInonics  Corp. 

FLEXO  WAX  C 
Glyco  Products  Co.,  Inc. 

FLEXTACK 

Paisley  Products  Co. 

FLIGHTOIM 

Communications  Co.,  Inc. 
FLIGHTWEICHT 

Bendix  Aviation  Corp. 

FLIMOSEAL 

Telegraph  Condenser  Co.,  Ltd. 

FLIP 

Benson-Lehner  Corp. 

FLIPOH 

Westlnghousc  Electric  Corp. 
FLITE-LOK 

Boots  Aircraft  Nut  Corp. 

FLOCRON 

Magnuson  Engineers,  Inc. 

FLO-FLEX 
Arrowhead  Products 
FLO-FORM 

Harper  Co.,  H.  M. 

FLOGUIDE 

Fischer  ^  Porter  Co. 

FLOOD-FLASH 
Photobell  Company. 

FLORI-TRAN 

Merit  Coil  &  Transformer  Corp. 
FLOSOL 

American  Chemical  Paint  Co. 
FLOWMETER 

Hastings  Instrument  Co. 

FLOWRATOR 
Fischer  &  Porter  Co. 

FLOWSOLDER 
Electrovert,  Inc. 

FLUON 

British  Electronics  Sales  Co.,  Inc. 
FLUORADEX 

Westinghouse  Electric  Corp. 
FLUORETOR 

Menlo  Research  Laboratory. 
FLUORFILM 
Oilectrix  Corp. 

FLUORLASTIC 
Joclin  Mfg.  Co. 

FLUOROFLEX 
Resistoflex  Corp. 

FLUOROFLEX-C 
Resistoflex  Corp. 

FLUOROFLEX-T 
Resistoflex  Corp. 

FLUOROLIN 
Joclin  Mfg.  Co. 

FLUOROPLY 

International  Resistance  Co. 
FLUOROSPOT 

Westinghouse  Electric  Corp. 
FLOUROVUE 

Westinghouse  Electric  Corp. 
FLUSH-LITE 
Littelfuse,  Inc. 

FLUSHLHE 
Drake  Mfg.  Co. 

FLUTED  ELECTRODE 
P.  R.  Mallory  A  Co.,  Inc. 

FLUXCOTE 
London  Chemical  Co. 

FLUX  GATE 

Eclipse-Pioneer  Div. 

Bendix  Aviation  Corp. 
FLUX-'N-SOLDER 
Johnson  Mfg.  Co.,  Inc. 

FLUXOL 

Standard  Metals  Corp. 

FLUXRITE 

National  Lead  Co. 

FLUX-STIK 
Lake  Chemical  Co. 

FLUXVALVE 

Pickering  &  Co.,  Inc. 
FLYBACKTESTER 
Teletest  Instrument  Corp. 

FLYING  ARROW 
Ward  Products  Corp.,  Div.  of 
The  Gabriel  Co. 

FLYING  TYPEWRITER 

Potter  Instrument  Co.,  Inc. 
FLYWEIGHT  MAGHEMITE  ' 
Amplifier  Corp.  of  America 
FM 

Electro  Mechanical  Div.  of  General 
Riveters,  Inc. 

F-M-E 

Federal  Mfg.  &  Engineering  Corp. 
FM-G 

General  Controls  Co. 

F.N.A. 

Paisley  Products,  Inc. 

FOAM  LINE 
Plastoid  Corp. 

FOAMTUBE 
Plastoid  Corp. 

FOCALIZER 
Quam  Nichols  Co. 

FOCI 

Farrand  Optical  Co.,  Inc. 

FOLD  FLECTOR 
Channel  Master  Corp. 

FOLDTITE 

Fox  Co.,  The,  C.  J. 

FONOGRAn 
Webcor,  Inc. 


FOOD  SENTRY 
Assembly  Products,  Inc. 

FOOTROL 

General  Control  Company 
FORASITE 

Reichhold  Chtmlcals,  lac. 

FORDMICA 
Ford  Radio  A  Mica  Corp. 

FORMBOND 
Acme  Wire  Co. 

FORM  EX 

General  Electric  Co. 

FORMEZE 

General  Cable  Corp. 

FORM  FLEX 

Aircraft  Transformer  Corp. 

FORMLON 
General  Cable  Corp. 

FORMVAR 

Acme  Wirt  Co. 

FORMVAR 

Essex  Wire  Corp. 

FORMVAR 

Phelps  Dodge  Copper  Products  Co. 
FORTICEL 

Celanese  Corp.  of  America,  Plastics  Div. 
FORTIFLEX 

Celanese  Corp  of  America,  Plastia  Dhr. 
FORTISAM 

Celanese  Corp.  of  America. 

FORTISSIMO 
Permoflux  Carp. 

44 

Kester  SoMtr  Co. 

#479 

Cohn  Corn.,  Sigmund. 

”49"  ALLOY 

Magnetic  Metals  Co. 

49-X 

Triplett  A  Barton,  Inc. 

FOSTERITE 

Westinghouse  Electric  Carp. 
FOTOELECTRIC 
Warner  Electronic  Devices. 

FOTOFOIL 
Unisco,  Inc. 

FOTOLINE 

California  Bent  Glass  Co. 

FOTOLUX 

American  Speedllght  Corp. 

4-BOW  HELIX 

JFD  Mfg.  Co.,  Inc. 

F.P. 

Mallory  A  Co.,  Inc.,  P.  R. 

F-R 

Ripley  Co.,  Inc. 

FRAHM 

Biddle  Co.,  James  C. 

FRAKO 

Wells  Co.,  Inc^  Gary 

FRANKLIN  aECTRONICS 
Precision  Electronics,  Inc. 

FREAS 

Precision  Sclentitic  Co. 

FREE-CUT  INVAR  "36" 

Carpenter  Steel  Co. 

FREELOADER 
Whitso,  Inc. 

FREED-EISEMAN 
Fairchild  Controls  Carp. 

FREE-VANE 
Bristol  Co.,  The 
FREON 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I. 
FREQUEMATIC 

Federal  Telephone  A  Radio  Corp. 
FRETARAY 
Fretco,  Inc. 

FRETLINE 
Fretco,  Inc. 

FRIGI-FLEX 
Arrowhead  Products 
FRIGISTAT 

Minneapolis-Honeywcll  Regulator  Co. 
FRINGEMUNT 

Link  Aviation,  Inc. 

fringeleader 

Radio  Merchandise  Sales,  Inc. 
FRINGEMASTER 

Radio  Merchandise  Sales,  Inc. 
FROEHLER 

Associated  American  Trading  Division. 
FROST 

Chicago  Telephone  Supply  Corp. 

FRY'S 

Electrovert  Inc. 

FURNATRON 

Westinghouse  Electric  Carp. 

FUSE-BAR 

Workman  TV,  Inc. 

FUSED  FILM 

Inso  Products,  Ltd. 

FUSELITE 

Alden  Products  Co. 

FUSES 

Jefferson  Electric  Co. 

FUSETRON 

Bussmann  Mfg.  Div.,  McGraw-Edison  Co. 
FUSIONWELD 
Avon  Tube  Dhr., 

Higbie  Mfg.  Co. 

FUSISTTOR 

Bradford  Components,  Inc. 

FUSTAT 

Bussmann  Mfg.  Dhr.,  McGraw-Edison  Co. 
FUTUREMIC 

Channel  Master  Co. 

FUZIT 

Workman  TV,  Inc. 


FUZOHM 

Clarosut  Mfg.  Co.,  Inc. 

FXR 

F-R  Machine  Works,  Inc. 
FYBEROID 

Wilmington  Fibre  SpeciaHy  Co. 
FYBRGLA^ 

Rush  Wire  Stripper  Div., 
Eraser  Co.,  Inc.,  The 


GA  A  F  CARBONYL 

Aniline  A  Film  Corp. 

Antara  Chemicals  Sales  Dhr.,  General 
GAC 

General  Automatic  Carp. 

6B 

Goldsmith  Bros.  Smelting  A  Refining  Co. 
G-B  JET 

Workman  TV,  Inc. 

6-C 

General  Cement  Mfg.  Co. 

6  METER 

Boonton  Radio  Corp. 

GAINSET 

Kay  Electric  Co. 

GALVO  PROTECTOR 
Audio  Instrument  Co.,  Inc. 

GANGPOT 

Giannini  A  Co.,  Inc.,  G.  M. 

GAP/R 

Philbrick  Researches,  Inc.,  George  A. 
GARCEAU 

Elearo-Medical  Lab.,  Inc. 

GARDINER 

Federated  Metals  Div.,  American 
Smelting  A  Refining  Co. 

GAROSMAN 

West  Instrument  Corp. 

GARDTROL 

Shand  A  Jurs  Co.,  Sub.  of  General  Pre¬ 
cision  Equipment  Corp. 

GARRARD 

British  Industries  Corp. 

GASEAL 

General  Hermetic  Sealing  Corp. 
GASK-O-SEAL 

Parker  Seal  Co.,  Div.  of  Parker- 
Hannifin  Corp. 

GASK-O-SEAL 

Wolfe  Co.,  Inc.,  Franklin  C. 

Div  of  the  Parker  Appliance  Co. 
CAUSSMETER 
Dyi.a-E'iipire,  Inc. 

GEARMOTOR 

Motoresearch  Co. 

GEDA 

Goodyear  Aircraft  Corp. 

GEM 

Jefferson  Electric  Co. 

GEM 

Mallory  A  Co.,  Inc.,  P.  R. 


waiiory  A 

GEMTENNA 


Tennalab. 

GENALEX 

General  Electric  Co.,  Ltd.  of  England 
(Imtra  Corp.) 

GENCALLOY  A 

General  Cable  Corp. 

GENCASEAL 

General  Cable  Carp 
GENCAST 

General  Plastics  Corp. 

GENCATHENE 

Gerteral  Cable  Corp. 

GENCATROL 

General  Cable  Corp. 

GENCO  EXACT  FAX 

General  Photo  Products  Co.,  Inc. 
GENCORONE 

General  Cable  Corp. 

GENCOTE 

General  Plasttes  Carp. 

GENEMOTOR 
Carter  Motor  Co. 

GENERAL 

Mallory  Battery  Co. 

GENERAL  SCIENTinC 

San  Fernando  Electric  Mfg.  Co. 
GENESCOPE 

Simpson  Electric  Co.  Div.  of 
Ameriran  Gage  A  Machine  Co. 
GENETRON 

Baker  A  Adamson  Products,  General 
Chemical  Div.  of  Allied  Chemical  Corp. 
GENEVA-LOC 

Bendix  Aviation  Corp.,  Pacific  Div. 
GENEVALOC 

Bendix  Aviation  Corp.,  Pacific  Div. 
GEN-RAL 
Muter  Co. 

GENTON 

General  Plastics  Corp. 

GEOCABLE 
Georator  Corp. 

GEOFORMER 

Triad  Transformer  Carp. 

GEOHMETER 
Georator  Corp. 

GEOMATIC 

Finney  Co.,  The. 

GEON 

Goodrich  Chemical  Co.,  B.  P. 
GEOREEL 

Georator  Corp. 

GEORGIAN 

Electro-Voice,  Inc. 


GEOTRODE 
Georator  Corp. 

GEOVOLTMETER 
Georator  Corp. 

GER-FLEX 

Gering  Products,  InC. 

ger-hi6e 

Gering  Products,  Inc. 

GER-MAT 

Gering  Products,  Inc. 

GERON 

Gering  Products,  Inc. 

GER-PM 

Gering  Products,  Inc. 

GER-TUBE 

Gering  Products.  Inc. 

GEVIDt/TY  FLOWRATOR 
Fischer  A  Porter  Co. 

G-FUSE 

Bergen  Laboratories 
G-H 

Girard- Hopkins 

GI 

General  Industries  Co. 

GIANT  SIX 

Burgess  Battery  Co. 

GIBSILOY 
Gibson  Electric  Co. 

GIBSON  GIRL 

Robins  Industries  Corp. 

G-L 

Gee-Lar  Mfg.  Co. 

GLASSES 

Electro-TachnIcal  Products  Dhs 
of  Sun  Chemical  Corp. 

GLASLINE 

Knights  Co.,  James,  The. 

GLASOHM 

Clarostat  Mfg.  Co.,  Inc. 

CLASS  CAPS 

Plastic  Capacitors,  Inc. 

CLASSEAL 

Pyramid  Electric  Co. 

GLASSFLOSS 

Pittsburgh  Plate  Gloss  Co. 

GLASSMIlft 

Condenser  Products  Co. 

GLASS  SEAUNG  ”42" 

Carpenter  Steel  Co. 

GLASWELO 

U  S.  Plywood  Corp. 

GLASWrrCH 

Revere  Corp.  of  America 
Sub  of  Neptww  Meter  Co. 

GLENNITE 

Gulton  Industries,  Inc. 

GLIDER 

Shure  Brothers 
C-LINE 

Bogen  Co.,  Inc.,  David. 

GLOBAL 

Molded  Insulation  Co. 

GLOBAR 

Carborundum  Co. 

GLOBE  CHAMPION 
WRL  Electronics,  Inc. 

GLOBE  CHIEF 

WRL  Electronics,  Inc. 

GLOBE  KING 

WRL  Electroniu,  Inc. 

GLOBE  SCOUT 

WRL  Electronics,  Inc. 

GLOBE  TROTTER 

Radio  Corporation  at  America. 
GLO-DROP 
Workman  TV,  Inc. 

GLO-N-GLO 

Canadian  Radium  A  Uranium  Carp. 
GLOTECH 

Fischer  A  Porter  Co. 

GLYCOWAX 

Glyco  Products  Co.,  Inc. 

GLYOAG 

Acheson  ColloMs  Co. 

GLYPTAL 

General  Electric  Co. 

CM 

Detroit  Diesel  Engine  Dhr.  of  Gensral 
Motors  Corp. 

GNOME 

Carter  Parts  Co. 

GOETZE 

Johns-Manville. 

GOLD  BRAND 

Sylvania  Electric  Products  Inc. 

GOLD  CROWN 

Pioneer  Gen-E-Motsr  Co. 

GOLD  CUP 

Carbonneau  Industries,  Inc 
GOLD  SHIELD 
JFD  Mfg.  Co.,  Inc. 

GOLDEN  BEAM 
Motorola,  Inc. 

GOLDEN  ROTOR 

Channel  Master  Corp. 

GOLDEN  THROAT 

Radio  Corporation  of  America. 

GOLDEN  VIEW 
Motorola,  Inc. 

GOLDEN  VOICE 
Motorola,  Inc. 

GOLDEN  WAND 

Peerless  Products  Industries 
GOODLINE 

Wire  Co.  of  America,  Inc. 

GOOD-RITE 

Goodrich  Chemical  Co.,  B.  F. 
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(lO'  I  Eiec'j'ic  Co.,  Inc. 
MRNECTOR 

Corn  ElKtrlC  Co.,  IflC. 
COTHARD 
Jehrnon  Co.,  E.  F. 

MTHA.VI  ELECTRIC  GLASSLINC 
Harilord  City  Poprr  Co. 

6F 

Erit  Rttltlor  Cora. 

CRC 

Grin  Rtproductr  Cary. 
GRACOIL 

Graintr-Halldonoo  Tramfonnor 
Coro 


Corp. 

GRADIENT 


Shun  Brothort,  lac. 

GRAFIKA 

Onlid  Oiy.  of  Gonorol  Anilint  &  Film 
Corp. 

6RAF0LUK 

Grjio  Colloids  Corp. 

CRAFOLUX 

Gralo  Colloids  Corp. 

GRAIN-ORIENTED 

Vicktrs  Eloctric  Division,  Vickors,  tnc. 
GRA-LAI 

Dimco-Gray  Co. 

GRALLEN 

LoboratoritS,  DIv.  of  CIOM,  Inc. 


S  GriphlU  Co.  DN.  of 
Tht  Wicks  Corp. 

GRAMPIAN 

Tondborg 

GRAMPIAN-GOTHAM 

Gotham  Audio  Ovwlopmont  Corp. 
GRANOOINC 

Amtrican  Chamlcal  Paint  Co. 
GRAPHAUOV 

Graphiu  MaUllitIng  Carp. 
GRAPHANALOGUC 
Carbtr  Scitntiflc  Instruwont  Co. 
GRAPMITAR 

U.  S.  Graphiu  Co.  Dhr.  of 
Tht  Wickn  Corp. 

GRAFNLON 

Graphiu  MoUIIIiIm  Corp. 

GRAVALUM 

Htrmts  Plastics,  Inc. 

GRAVALUM 

New  Htmos  Engravint  Machina  Co. 
CRAVEX 

Graver  Water  Conditlontr  Co. 

GRAVIGAGE 

Ess  SoKlalty  Co. 

GRAVOFm 

Htrmts  Plattks,  Inc. 

GRAVOFLUX 

New  Hermes  Engravino  Machine  Co. 
GRAVOLUBE 

New  Hermes  Engraving  Machine  Co. 
GREEN  BAND 
Todd  Tran  Carp. 

GREENBILT 

Eauipment  and  Strvko  Co. 

GREEN  BULLH 
Shore  Brothtrs,  Inc. 

GREEN  GEM 

Rauland-Borg  Carp. 

GREENOHM 

ciarostat  Mfa.  Co.,  Inc. 
GREENHOLM  j|. 

ClarosUt  Mfg.  Co.,  lot. 

GRENZ 

WntinghouM  Electric  Corp. 
CRIDALOY 

Driver  Co,  Wilbur  B. 

GRIONK 

Driver-Horris  Co. 

GRIF-EZE 

Phelps  Dodge  Copper  Frodacts  Corp. 
GRIF-HOID 
JFD  Mfg.  Co. 

GRIP-LIP-tiF 

CB;  Electronics  Co.,  lac. 
GRIFMASTER 
Walker  Co..  George 
GRIPPER 

Scoviii  Co. 

GRIP-SPINfit 

Suvtns-Waiden,  Inc. 

GRIP  TTIt 


GUDE-NYLACE 

Gudebroa  Bros.  Silk  Co.,  Inc. 
GUEST  TELEVISION 

Industrial  Ttitvision,  Ino. 
GUIDELINE 
Airtron,  Inc. 

GUIOE-LOC 

Gorn  Electric  Co-  InC. 

GULCO 

Ulanet  Co.,  George 
GYRALINE 

Cascade  Rtuarch  Corp. 

GYRO  FLUX  GATE 
Eclipu-Pioitttr  Dhr., 

Bendii  Aviatioa  Co^ 
GVROMECHANISMS 
Norden  Ketay  Corp. 
GYROPILOT 

Sperry  Gyroscope  Co.,  Dhr.  Of 
The  Sperry  Carp. 

GYROSTIE 

Gyromechanisms  Inc. 
GYROSYN 

Sperry  Gyroscope  Co.,  Dhr.  of 
The  Sfitrrf  Corp. 

GYROTRON 

Sperry  Gyroscope  Co.,  Dhr.  of 
Tlu  Sperry  Corp. 


Paisley  Products,  Inc. 
GRIPTITE 


Stevtns-Walden,  Inc. 

GRIZZLY 

Kaiser  Aluminum  G  Chemical  Salat 
Inc. 

GROMMES 

Precision  Electronics,  Inc. 
GROUNDOMETER 

Borden  Engineering  Co.  Dhr.  of 
M.  J.  Johnson  Aircraft  Engineorini  Co. 
GRPC 

General  Resistance  Preduett  Corp. 

GT 

Schjeldahl  Co-  6.  T. 

6TC 

General  Tramformer  Co. 

GUARDIAN 
General  Cable  Corp. 

GUARDSMAN 

West  Instrument  Corp. 

GUOE-GLASS 

Gudebrod  Bros.  Silk  Co.,  Inu. 
GUOELACE 

Gudebrod  Bros.  SINt  Co-  Inc. 


H.  C.  R.  ALLOY 
Telegraph  Construction  B 
Mainttnanct  Co..  Ltd. 

NHB 

Buggit,  Inc.,  H.  H. 

NABIRLENE 

Phelps  Dodge  Copper  ProducU  Corp. 

NABIR^W 

Phelps  Dodge  Copper  ProducU  Carp. 
HALEGAGE 
Ess  Specialty  Corp. 

HALLOWELL 

SUndard  Pressed  Steel  Co. 

NALO 

Haloid  Co ,  The 

NALOBROME 

Haloid  Co ,  The 
HALOLIGNT 

Sylvania  Home  Electroniu,  a  Olv.  tf 
Sylvania  Electric  ProducU  Inc. 

HAM  CRYSTALS 
Nebel  Lab.,  R.  E. 

HAMILTON 

Allied  ProducU  DIv- 
Hamilton  Watch  Co. 

HAMMERKORE 

Tllden  Tool  Mfg.  Co. 

HAMMERTONE 

Maas  A  WaldsUIn  Co. 

HAMMERGUILD 

Fidelity  Chemical  Products  Corp. 

HAMMETER 

Simpson  Electric  Co.  Dhr.  of 
Americin  Gage  A  Machine  Co. 
HAMSWrrCH 

Mallory  A  Co.,  Inc.,  P.  R. 

HANCOCK 

Manning,  MaawtH  A  Moore,  Inc. 
HANOIE-MICRO-TALKIE 
Motorola  Communications  B 
Electronics,  Inc. 

HANOI -GLOW 

Industrial  Devices  Inc. 

HANOI-PLUG 

Workman  TV,  Inc. 

HANOIE  TALKIE 

Motorol.s  Communicatlont  B 
Electronics,  liK. 

HANOY-aUX 
Handy  A  Harman 
HANDYPAK 

Birnbach  Radio  Co.,  Ine. 

NANOYVAR 

Mart  indale  Electric  Co. 

HARMKO 
Wall  Mfg.  Co. 

HARVEL 

Irvington  Varnish  B  Insulator  Dhr.  of 
Minnesota  Mining  B  Mfg.  Co. 

HARVEY 

Peck  A  Harvey 
HARMONY 

Contmr  t.ii  Manulacturingk  Ine. 

HARWOOO 

Avia  Products  Co. 

HASCROME 

Havnes  StelliU  Co.,  Dhrlslen  of 
Union  Carbide  Corp. 

HASTELLOY 

Haynes  StelliU  Co.,  Dhrlslon  of 
Union  Carbide  Corp. 

HAYES 

Paisley  Products,  Ine. 

HAYSTELLITE 

Haynes  StelliU  Co.,  Olvltion  of 
Union  Carbide  Corp. 

HAZEGAGE 

Ess  Specialty  Carp. 

HCX 

Sprague  Electric  Co. 

HEAD 

Industrial  ElKtronict,  Inc 
HEALTH-AIR 

Master  Appliance  Mfg.  Co. 
HEAR-RINCS 
Maico  Co-  Inc 
HEAT-EYE 
Velotron,  Inc 


HEATEX 
Acme  Wire  Co. 

HEATHKIT 

Heath  Co.  A  Sub  of  Daystrom,  InC 
HEATZONE 

Rocksestos  ProducU  Corp. 

HECO 

He  nemann  Electric  Co. 

HECTOFAX 

Western  Union  Telegraph  Co. 

HEOIN 

Gene-al  Automatic  Corp. 

HEEMCO 

Hill  Electronic  Engineering  B 
Mfg.  Co.,  Inc. 

HEETMOR 

Acme  Electric  Heating  Co. 

HELCO 

Hoover  Electric  Co. 

HELECON 

U.  S  Radium  Corp. 

HELIAX 

Andrew  Corp. 

HELICOP-HUT 

Criii  Systems,  Inc 
HELIDEL 
Helipot  Corp. 

HELIOnitSH  NO.  124 
MacLeod  A  Hanopol 
HELI-O-LITES 
C.  F  Peau  Co. 

HELIOS 

Keuffel  A  Esser  Co. 

HELIPULSE 
Helipot  Corp. 

HELITRIM 
Helipot  Corp. 

HELIX 

Biggs  Co.,  Carl  H. 

HERMUL  A 

Hercules  Powder  Co.,  Inc 
HERCOCEL  E 

He-cjies  Powder  Co-  Inc 
HERCULES 
Acromark  Co. 

HERCULES 
Rubicon  Co. 

HERCULES 

Share  Brothers.  Ine. 

HERCULITE 

Pittsburgh  Plate  Glass  Co. 

HERLEC 

Sprague  Electric  Co. 

HERMATRONK 

Gener.ti  Hermetic  Sealing  Carp. 
HERMEFLEX 
Kea  'ott  Co.,  Inc 
HERMETICIAN 
Fusite  Corp 
HERMETRONIC  KW 
Gener.il  Hermetic  Sealing  Corp. 

HERMICO 

Hermetic  Seal  Products  Co. 

HERVEL 

Irvington  Varnish  A  Insulator  Dhr., 
Minnesota  Mining  A  Mfg.  Co. 

HETRON 

Dure.'  Plastics  Div.,  Hooker  Electro¬ 
chemical  Co 

HEXAMAG 

Ferroacube  Carp,  of  America 
HEX-LOK 

Boots  Aircraft-Nut  Corp. 

HEX-SCRU 

Stronghold  Screvy  Products,  Inc 
HEXSCAL 

Automatic  A  Precision  Mfg.  Co. 
HEXWOUND 

Moni-or  Controller  Co. 

HEYCO 

Heyman  Mfg.  Co. 

HFVn 

Hodman  Electronics  Carp.,  Semlcenduc- 
tor  Div., 

H  B  H 

Arrow-Hart  A  Hegemon  Electric  Co. 
HI 

Holub  Industries,  Ine. 

HI-BALL 

Radiart  Corp. 

HI-BANDER 

Channel  Matter  Corp. 

HI-CAP 

Buumann  Mfg.  Div-  McGraw-EdlsoO  Co. 
HI-CAPS 

Centralab  Div.,  Globe-Union,  Ino. 
HICO-LITE 

Hauman  Instrument  Co. 

HI-COR 

Alpha  MeUlt,  Ine. 

HI-D 

United  Aircraft  Products,  Inc 
HI  DRIVE 

Specialty  Battery  Cc 
HIDE-AWAY 
JFD  Mfg.  Co.,  Inc 
HIDEAWAY 

Chanrel  Master  Corp. 

HI-FARAD 
Aerovoa  Corp. 

HI-FAX 

Hercules  Powder  Co-  Inc 
HI-FLUX 

Annit  Co.,  R.  B. 

H  SERIES 

United  Transformer  Corps 


HI-G 

General  Controls  Co. 

HI -GAIN 

Radio  Merchandlu  SaIoc  Ioc 
HIGH  PERMEABILITY  *W' 

Carpenter  Steel  Co. 

HIGH-RaiABILITY 
Fast  A  Co.,  John  E. 

HIGHWAYMAN 
JFD  Mfg.  Co-  Inc 
HI  FONIC 

Alto  Fame  Music  Systoms,  Inc. 

HI  HOIST 

LanU  Mfg.  Co. 

Hl-K 

Eric  Resistor  Corp. 

HI-KAP 

Ctntralab  Div.  of  Globe-UMtn,  Inc 
HI-LAB 

Holt  Instrument  Labs. 

HIKONOL 

Telegraph  Condenstr  Co.,  Ltd. 

HI-MAG 

P.  R  Mallory  A  Co.,  Ine. 

HI-MEG 

Victorecn  Instrument  Ce. 

HINGE  LOCKb 

Simmons  Fastener  Corp. 

HINJON  JR. 

Thomas  A  Betts  Co. 

HIPERCO 

Westinghouse  Electric  Corp. 
HIFERMALLOY 

On-.(d  Transformer  Corporation 
HIPERNIK 

Westinghouse  Electric  Corp. 

HIFERSIL 

Westinghouse  Electric  Corp. 

HIFOWtR 

Radiart  Corp. 

HI-D 

Aerowk  Carp. 

HI-Q 

Johnson  Co.,  E.  F. 

HI-RELI 

Armel  Electronics,  Inc 
HIS  MASTER'S  VOICE 

Radio  Corporation  of  Amtrleo 
HI-SEL 

Beta  Elenric  Division,  Sareneen  Co-  . 
Inc. 

MI  STAB 

Erie  Resistor  Carp. 

MI-TEMP 

Handy  A  Harman 
MI-TEMP 

Rockbestos  Products  Corp. 

MI-TEMP 

Eastern  Precision  Resistor  Corp. 

HI-TEMP 

Rome  Cable  Corp. 

MI-TEMSION 

JFD  Mfg.  Co.,  Inc. 

HI  TRIM 
Aerovox  Corp. 

HI  TRONIC 
Bliss  Eltctronic  Corp. 

HI-VOLT 

Industrial  Devices,  tnc. 

HI-VO-OISCS 

Cenfa'ob  pi  of  Globe-Unioo,  Inc 
HI-VO-KAPS 

Centralab  Div.  of  Globt-Unlaa,  Ine. 
H-LAB 

Harrison  Laboratories,  Inc. 

HMP 

Hoflnvan  Electronics  Corp.,  SemlconBi» 
tor  Div., 

HOLO-TTTE 

U.  S.  Rubber  Ce. 

HOLITE 

Hoiycke  Wire  A  Cable  Co. 

HOLLYTRAN 

Transformer  Engineers. 

HOLLYWOOD  VIBRA-TONE 
Fischer  A  Co.,  R.  A. 

MOLTITE 

American  Brass  Co. 

HOLTTTE 

Continental  Screw  Co. 

HOLTZER-CABOT 

National  Pneumatic  Co.,  lac. 

HOME  HEALTH 
Waters  Conley  Co. 

HOMEASE 

Boguf  Eloctric  Mfg.  Co. 

HOMOCARB 

Leeds  A  Northrup  Co. 

MOMOCORO 

Raybestos-Manhattan,  Ine. 

HOMOFLEX 

Raybestoc-Manhatton,  Inc. 

HORNAC 

Horn  Co.,  Ioc.,  A.  C. 

HORNET 

New  York  Transformer  Co.,  Inc. 

HORSE  HEAD 

New  Jersey  Zinc  Co. 

HORSEHILL 

Kraeuter  A  Co.,  Inc. 

HORTON 

Boefcer  Electronics  Mfg.  Carp. 
HOTSPOT 

Mitchell  IndusUlos,  Ine. 
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HOUSE  OF  ABALON  PRODUaS 
Abalon  Precision  Mfg.  Corp. 

HOUSE  OF  HEARING 
Sonotone  Corp. 

HOUSE  OF  RESISTORS 
ClarosUt  Mfg.  Co.,  Inc. 

HOWALLOY 

Howe  International. 

HOZ 

Eaton  Mfg.  Co.,  Reliance  Dhr. 

HP 

Aerovox  Corp. 

HP 

Hewlett-Packard  Co. 

H-0 

Hammerlund  Mfg.  Co. 

HRO-60 

National  Co.,  Inc. 

HUBBELOCK 

Harvey  Hubbell,  Inc. 

HUCKBOLT 
Huck  Mfg.  Co. 

HUDCO 

Hudson  Wirt  Co. 

HUD-SOL 

Hudson  Wire  Co. 

HUDSON 

Oxford  Electric  Corp. 

HUMASON 

Sunley  Works,  The 
HUMDINGER 
Clarostat  Mfg.  Co.,  Inc. 

HUMICON 

Standard  Telephones  &  Cables,  Ltd. 
HUMIDICRAPH 
Bristol  Co.,  The 
HUMIDI-SEAL 
Pyramid  Electric  Co. 

HUMIDISTAT 

Minneapolis-Honeywell  Regulator  Co. 
HUMIOOLAIN 

Star  Porcelain  Co. 

HUMIDUSTAT 

Minneapolis-Honeywell  Regulator  Co. 
HUMISTAT 

American  Instrument  Co.,  Inc. 
HUMPHREY 
Pacific  Scientific  Co. 

HURLETRON 

Electric  Eye  Equipment  Co. 

HUSHATDNE 

Brush  Electronics  Co. 

HUSHED 

Millivac  Instruments  Div.  of  Cohu  Elec* 
tronics,  Inc. 

HUSKY 

Price  Electric  Corp. 

HYCAP 

Illinois  Condenser  Co. 

HY-A-SIL 

Sanford  Miller  Co. 

HYCAR 

Goodrich  Chemical  Co.,  B.  F. 
HYCONVERTER 

Hycon  Electronics,  Inc. 

HYOENT 
Bumdy  Corp. 

HYDEX 

Jensen  Mfg.  Co. 

HYOI 

Jelliff  Mfg.  Corp.,  C.  0. 

HYDRAMOTOR 
General  Controls  Co. 

HYDRAHNED 

Magnetic  Metals  Co, 

HYDRIMET 

Metal  Hydrides,  Inc. 

HYDROGRAF 
Grafo  Colloids  Corp. 

HYDRON 

Clifford  Mfg.  Co. 

HYDROPHEN 

Reichhold  Chemicals,  Inc. 

HYDROPHONE 
Dyna-Empire,  Inc. 

HYDROSEC 

U.  S.  Rubber  Co. 

HYDROSPERSE 

Fidelity  Chemical  Products  Corp. 
HYDTROL 

Cook  Electric  Co. 

HYFILM 

Acme  Wire  Co. 

HYFLEX 

Irvington  Varnish  &  Insulator  DIv.  of 
Minnesota  Mining  &  Mfg.  Co. 

HYFLUX  ALNICO 

Indiana  Steel  Products  Company. 
HYFRECATOR 
Birtcher  Corp. 

HYGE 

Consolidated  Electrodynamics  Corp. 
HYGRADE 

Foote  Brothers  Gear  &  Machine  Corp. 
HYGRADE 

Mitchell-Rand  Insulation  Co.,  Inc. 
HYGRADE 

Markel  &  Sons,  L.  Frank. 

HYGRODIAL 
Friez  Instrument  Dhr., 

Bendix  Aviation  Corp. 

HYGROPAK 

Photo  Crystals  Inc. 

HYHERVAC 
Central  Scientific  Co. 

HYLINK 

Burndy  Corporation 

HY  LOW 

Stevens  Products  Inc. 


HYLUG 
Bumdy  Corp. 

HY-MET 
Astron  Corp. 

HYMU 

Magnetic  Metals  Co. 

HYMU  "80" 

Carpenter  Steel  Co. 

HYPALON 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I. 
HYPASS 

Sprague  Electric  Co. 

HYPEN 

Burndy  Corporation 
HYPERCORE 

Moloney  Electric  Co. 

HYPER-PURE 
Alloys  Unlimited  Inc. 

HYPERSIL 

Westinghouse  Electric  Corp. 
HYPERSONIC 

Brush  E  lectronics  Co. 

HYPERVAC 
Central  Scientific  Co. 

HYPEX 

Jensen  Mfg.  Co. 

HYPOT 

Associated  Research,  Inc. 

HYPRESS 
Burndy  Corp. 

HY-PUK 

Sprague  Electric  Co. 

HY-RA  "49" 

Carpenter  Steel  Co. 

HYRAO 

Sequoia  Wire  A  Cable  Co. 

HYREL 

Sprague  Electric  Co. 

HYRING 

Burndy  Corp. 

HYSAT 

Telegraph  Construction  A  Malntenanco 
Co.,  Ltd. 

hysoL 

Houghton  Laboratories,  Inc. 

HYSPAR 

Midland  Paint  A  Varnish  Co. 
HVSPERSYN 

Bekey  Electric  Co.,  Inc. 

HYTAB 

Magnuson  Engineers,  Inc. 

HYTEMCO 
Drivcr-Harris  Co. 

HY-THERM 

Hopkins  Engineering  Co. 

HYTOOL 

Bumdy  Corp. 

HYVAC 

Central  Scientific  Co. 

HYVOL 

Aerovox  Corp. 

HZPR 

Hoffman  Electronics  Corp.,  Semiconduc¬ 
tor  Dhr. 


UTRON 

Farnsworth  Electronics  Co.  Dhr.  of 
I.  T.  A  T. 

ICA 

Insuline  Corp.  of  America. 

ICE-STIK 

Paisley  Products,  Inc. 

ICONIC 

Altec  Lansing  Corp. 

I.  D.  C. 

Motorola  Inc. 

IDEAL 

Melody  Master  Mfg.  Co. 

IDEALTONE 

Automatic  Electric  Sales  Carp. 
IDENTASLEEVE 

General  Plastics  Corp. 

lOENTRA 

Union  Switch  A  Signal  Dhr.  of 
Westinghouse  Air  Brake  Co. 

I.E.I. 

International  Electronic  Industries.  Inc. 
I.E.R.C. 

International  Electronic  Research  Corp 
IHC 

Illinois  Condenser  Co. 

IHT 

Illinois  Condenser  Co. 

II-TV 

General  Precision  Laboratory,  Inc. 
ILLINI-HYCAP 

Illinois  Condenser  Co. 

ILLUSTRAVOX 

Electro  Engineering  A  Mfg.  Co. 

I  M  C 

Induction  Motors  Corp. 

IMC 

Insulation  Manufacturers  Corp. 

IMCO 

Interstate  Mfg.  Corp. 

IMCOR 

Insulation  Manufacturers  Corp. 
IMMERSATHERM 
Mercoid  Corp. 

IMMERSCOPE 
Electro  Circuits,  Inc. 

IMP 

Carter  Parts  Co. 

IMP 

JFD  Manufacturing  Co.,  Inc. 

IMP 

Kaar  Engineering  Corp. 


IMP 

Pyramid  Eiectric  Co. 

IMPEDOMETER 
Eiectrodyne  Company 
IMPERIAL 
Jensen  Mfg.  Co. 

IMPERIAL 

Indiana  Steel  A  Wire  Co. 

IMPERIAL 

Vokar 

IM-PLAST 

Richardson  Co.,  The 
IMPREGNITE 

Standard  Varnish  Work*. 

IMPRUVOL 

Koppers  Co.,  Inc. 

IMPULSE  SEQUENCE 
Bristol  Co.,  The 
IN429 

Hoffman  Electronics  Corp.  Semiconduc¬ 
tor  Div. 

IN430 

Hoffman  Eiectronics  Corp.,  Semiconduc¬ 
tor  Div. 

IN-A-GRIP 
Stevens-Waiden  Inc. 

INCA 

Phelps  Dodge  Copper  Products  Corp. 
INCAS 

Sangamo  Electric  Co. 

INCELOID 

American  Products  Mfg.  Co.,  Inc. 
INCHWORM 

Airborne  Instruments  Lab.,  Inc. 

INCO 

International  Nickel  Co.,  Inc.,  The 
INCONEL 

Alloy  Metal  Wire  Div.  of  H.  K.  Porter 
Co  ,  Inc. 

INCONEL 

International  Nickel  Co.,  Inc.,  The 
INCREDUaOR 

C.  G.  S.  Laboratorlos,  Inc. 
INCREVOLT 
Sorensen  A  Co. 

INCURO 

Western  Gold  A  Platinum  Co.,  (a  Sub. 
of  The  Wilbur  B.  Driver  Co.) 

INCUSIL 

Western  Gold  A  Platinum  Co.,  (a  Sub. 
of  The  Wilbur  B.  Driver  Co.) 
INDALLOY 

Indiana  Steel  Products  Company. 
INDALLOY 

Indium  Corp.  of  America 
INDCO 

Industrial  Condenser  Corp. 

INOELCO 

Industrial  Elearonlcs  Co.,  Inc. 
INOELI-DENT 

MarkwIk  Manufacturing  Co.,  Inc. 
INOITRON 

National  Union  Electric  Corp. 

INDOX 

Indiana  Steel  Products  Co. 
INOUCTOROIOS 

De  Coursey  Engineering  Lab. 


De  Coursey 
INDUCTOSYN 
Farrand  Optical  Co.,  Inc. 
INDUCTOTHERM 

X-Ray  Dept  of  General  Electric  Co. 
INDUCTUNER 

Mallory  A  Co.,  Inc.,  P.  R. 
INDUSTRIAL 
Technic  Inc. 

INDUSTRIAL  TELECEIVCRS 
Industrial  Television,  Inc. 

INOUSTRO 
Haloid  Co.,  The 
INOUSTRO 

Star  Stainless  Screw  Co. 

INOUSTRO 
State  Labs.,  Inc. 

INERTAIRE 

Westinghouse  Electric  Corp. 

INERTEEN 

Westinghouse  Electric  Corp. 

INETROL 

Leach  Corp.,  Inet  Dhr. 

INFERNOCOTE 
Wirt  Co 
INFRACORD 

Perkin-Elmer  Corp.,  The 
IN-LINE 

JFD  Mfg  Co.,  Inc. 

INMANCO 

Insulation  Manufacturers  Corp. 

INMCO 

Instrument  Motors. 

IN-RES-CO 

Instrument  Resistors  Co. 

INSA-LUTE 

Saiierelsen  Cements  Co. 

INSANOL 

Westinghouse  Electric  Corp. 

INSERTO 
Rosan,  Inc. 

INSL 

Insl-X-Co.,  Inc. 

INSPECTOGAGE 
Alcar  Instruments,  Inc. 
INSPECTOLITE 

Hanovia  Chemical  A  Mfg.  Co. 
INSTAGRAPH 
Bristol  Co.,  The 
INSTAN-FORM 

Tel  Autograoh  Corp. 

INSTANSOLDER 
Cole  Radio  Works. 


INSTOMATIC 

Sanborn  Co. 

INSULAZEO 
Magnetic  Metals  Co. 

INSULCON 

Carborundum  Co.,  The  Latrobe  Plant 
INSULINE 

Van  Norman  Industries,  Electronics  Div. 
INSULKOTE 
Johns-Manviile. 

INSULMENT 

Perfection  Mica  Co. 

INSULOID 

Eiectrovert,  Inc. 

INSULUGS 

Burndy  Engineering  Co.,  Inc. 

INSUROK 

Richardson  Co.,  The 
INTEC 

Intercontinental  Electronics  Corp. 
INTELIN 

Federal  Telephone  A  Radio  Co. 
INTERCAST 

Gries  Reproducer  Corp. 

INTERCEPTOR 
Wells  A  WInegard 
INTERCEPTOR 
Winegard  Co 
INTERCHEMICAL 

Precision  Scientific  Co. 

INTERLINK 

Federal  Telephone  A  Radio  Co. 
INTERLOCK 

Harvey  Hubbell,  Inc., 

INTERMATIC 

International  Register  Co. 
INTERNATIONAL 
Coiortone  Electronics,  Inc. 

INTERVERTER 

Interelectronics  Corp. 

INTRAFAX 

Western  Union  Telegraph  Co. 

INTREX 

Interelectronlcs  Corp. 

INTRON 

Interelectronics  Corp. 

INTRUDALARM 

Harvey-Wells  Eloctronia,  Inc. 

INVAR 

Telegraph  Construction  A  Maintenance 
Co.,  Ltd. 

INVAk  "3b" 

Carpenter  Steel  Co. 

INVERTRON 

BeMman  Engineering  Co. 

INVISICORO 
Maico  Co.,  Inc. 
lONAC 

Permutit  Co. 

IONIC 

Scientific  Electric  Corp. 
lONOTRON 
U.  S.  Radium  Carp. 
lONOVAC 

Dukane  Corp., 

IPI  ISOFOAM 

Iscayante  Products,  Inc. 

I.  R. 

Eastern  Precision  Resistor  Corp. 

IRC 

International  Resistance  Co. 

IRD/HtCKS 
The  Hkks  Corp. 

IRESCO 

International  Research  Associates 
IRESCO  RELAY  SYSTEM 

International  Research  Associates. 

IRIS 

American  ScientIRc  Co. 

IRISH 

Orradio  Industries,  Inc. 

IRN 

Williams  A  Co.,  C.  K. 

IROQUOIS 

Sangamo  Electric  Co. 

IRAOIOMETCRS 

Sensitive  Research  Instrument  Co. 
IRY-O-LITE 

Irvington  Varnish  A  Insulator  Olv.  sf 
Minnesota  Wiring  A  Mfg.  Co. 
IRV-O-VOLT 

Irvington  Varnish  A  Insulator  Co.  Dhr. 
of  Minnesota  Mining  A  Mfg.  Co. 

I/S 

Intersearch,  Inc. 

ISATRON 

Consolidated  Electrodynamics  Corp. 

ISO 

Isolantlte  Manufacturing  Corp. 
ISOBESTOS 
Natvar  Corp. 

ISOELASTIC 
Chatillon  A  Sons,  John. 

ISOFOAM 

Isocyanate  Products,  Inc. 

ISOGUS 
Natvar  Corp. 

ISO-KAPS 

Centralab  Dhr.  of  Globe-Union,  Inc. 
ISOLASTINE 
Natvar  Corp. 

ISOLITE 

Schenectady  Varnish  Co.,  Inc. 

ISOLITE 

U.  S.  Radium  Corp. 

ISOMELT 

Schenectady  Varnish  Co.,  Inc. 
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ISOMICA 

Mlu  Insulitor  Oiv.  of  MinnosoU  Min* 
Ina  A  Mfg.  Co. 

ISOMOOC 

M  B  Mfg.Oiv.  of  Textron  Amtrican, 
Inc. 

ISONCL 

Acme  Wirt  Co. 
tSONEL 

SchtntetnOr  Vamlsh  Co.  1  Inc. 

ISOPHASC 

Picktrfng  A  Company,  Inc. 

ISOPHON 

Arnhoid  Ctramict,  Inc. 

ISOflANC 

Motorola  Communkatlont  &  Eloctrtnica, 
Inc. 

ISOPLY 
Elcor,  Inc. 

ISO-0 

liolantitt  Mf(.  Carp. 

ISO-0 

Motorola,  Inc. 

ISO-SCAL 

Chatillon  A  Sana,  John. 

ISOTRAN 

Sortmto  A  Co..  Inc. 

ISOTKONIC 
Sorenson  A  Co.,  Inc., 

IT 

Illinois  Condenser  Co. 

ITC 

Trehnoiogy  Instrument  Carp. 

rrcco 

Industrial  Test  Eguipment  Co. 

rrcLiTC 

l-T-E  Circuit  Breaker  Co. 

IVIFUX 

Irvlniton  Vamisii  A  Insulator  Ole.  of 
Minnesota  Mining  A  Mfg.  Co. 
IVITHENC 

Irvington  VamitI)  A  Insulator 
Oiv.  of  Mlonesota  Mining  A  Mfo.  Co. 
IVO 

Prtsin  Co. 

IXL 

Callyar  Inautated  Wirt  Co. 


J-CAP 

Jeffers  Electronka  OW.  tf 
Carton  Co. 

Jackes-Evans  Mfg  Co. 

J  P  CAPACITM 
Jeffers  ElectroMcs  DIv.  of 
Speer  Carbon  Co. 

J  TRANS 

Automatic  Mfg.  Oiv.  of  General  In* 
Strument  Carp. 

JACKMtPE 

Radio  Mercliandlie  Salts 
JACKSON 

Vulcan  Electric  Co. 

JACO 

Jarrell. Ash  Co. 

JACABt 

Biddle  Co.,  JamM  6. 

JAICO 

Jaidinger  Mfg.  Co.,  Inc.,  Tba, 

JAINCO 

Jacobs  Instrument  Co. 

JAINCOMP 

Jacobs  Instrument  Co. 

JAV-BEE-TEE 

J  B-T  Instruments,  Inc. 

JCCO 

Jarvis  Electronics  Corp. 

JEL 

Times  Wire  A  Cable  Co.,  Inc. 

JERKtT 

Littelfuse  Inc. 

JETCAL 

BAH  Instrument  Co. 

JETCAL 

Hosvell  Instrument  Co. 

JETENNA 

JFO  Mfg  Co.,  Inc. 

JETFLEX 

Cook  Electric  Co. 

JET  FLUX 

All-State  Welding  Alloys  Co.,  las. 
JET-HELIX 
JFO  Mfg.  Co.,  Inc. 

JEHE 

JFO  Mfg.  Co.,  Inc. 
jn-LOK 

Boots  Aircraft  Nut  Carp. 

JETOMIC 

JFO  Mfg.  Ce.,  Inc. 

JET-PLATER 

Sel-Rex  Corp ,  RectlRtr  Ole. 

JET  PROBE 
Workman  TV,  InC. 

JETUBE 

Tuttle  A  Klft 
JIFFY-TITE 
Millen  Mfg.  Os. 

JK 

Knigfits  Ca.,  James. 

J-M 

Johns- Manvllle. 

J.  M. 

Paisley  Products,  Inc. 

JOCLAMP 

Jorlln  Mlg  Co. 

JOHNCRANE 

Cr.sne  Parking  Co. 


JOLTA 

Jan  Hardware  Mfg.  Oo.,  iRC. 
JOUTE 

Lermer  Plastics,  Inc. 
JOMANCO 
Johns-Manville. 

J.S.C. 

Jersey  Specialty  Co.,  Inc. 

JT 

Times  Wire  A  Cable  Co,  Inc. 
JUMBO 

JFD  Mfg.  Co.,  Inc. 

JUMBO 

Sierra  Electric  Carp. 

JUNIOR  FLOWRATOR 
Fischer  A  Porter  Ca. 
JUNIOR-HELIX 

JFO  Manufacturing  Co. 

J-W 

Jphnson-Williams,  Ltd. 
JUPITER  CUM 

Paisley  Products,  Inc. 

J-W  SNIFFER 
Johnson-Wllliams,  Ltd. 


K  42  B 

Westinghouse  Electric  Corp. 

%*Ku  MONEL 

International  Nickel  Co.,  Inc.,  The 
“Xr'  MONEL 

International  Nickel  Co.,  Inc.,  The 
KAHL 

Chemalloy  Electrenia  Carp. 

KALOTRON 

Thermosen,  Inc. 

KALWOOO 

Keller  Products  Co. 

KANIGEN 

General  American  Transportatien  Carp. 
KANT ARK 

Trico  Fuse  Mfg.  Ca. 

KANTLINK 

Positive  Lock  Washer  Ca. 

KANT-LINK 

American  Nut  A  Bolt  Fastener  Co. 
KANTLINK 

Eaton  Mfg.  Co. 

KAPPA 

Wrights  A  Sons  Co.,  William  E. 
KARAOlO 

Eckstein  Radio  A  Telovltlen  Ca. 
KARAK 

Ohio  Carbon  Co. 

KARATCLAO 

Sel-Rex  Corporation 
KARBOMET 

Driver-Harris  Co. 

KARMA 

Driver-Harris  Co. 

KARROPAK 

Felt  Products  Mfg.  Co. 

KASIL 

Philadelphia  QuarU  Co. 

KATOLWHT 

Kato  Engineering  Ca. 

KAVGREY 
Rogers  Corp. 

KAYPAR 

Rogers  Carp. 

KAYROK 
Rogers  Carp. 

KEI 

Kurman  Electric  Co.,  Inc. 

KEL-F 

Minnesota  Mining  A  Mfg.  Co,  Jersey 
City  Chemical  Oiv, 

KELLER  POLYGRAPH 
Associated  Resedrch,  Inc. 

KELON 

Shamban  A  Co.,  W,  S. 

KELOX 

Fasteners,  Inc. 

KEMET 

Union  Carbide  A  CaitOR  Co. 

KEMFUZE 
Bel  Fuse,  Inc. 

KEMCO 

Markem  Machine  Ca. 

KEMtSTOR 
Bel  Fuse,  Inc 
KENCO 

Kenwood  Engineering  Ce..  iRC 
KENEX 

Westinghouse  Electric  Carp. 

KENITE 

Keystone  Electronics  Carp. 

KEN-RAD 

General  Electric  Ca. 

KENT 

Thomas  A  Bettes  Ce. 

KEPRO 

Kell  Engineering  Products. 

KEPS 

Eaton  Mfg.  Co.,  Reliance  Ohr. 

KEPS 

Shakeproof  DIv.,  llllnals  Teel  Werbl. 
KERATYM 

Horn  Co.,  Inc.,  A.  C. 

KETAY 

Norden-Ketay  Corp. 

KETOS 

Crucible  Steel  Ca.  of  Amerlcb 
KETPAK 

Benson- Lehner  Corp. 

KEYBOARD 

Weinschel  Engineering  Co. 


KEY-CON 

American  Lava  Corp. 

KEYOSWEEP 
Kay  Electric  Co. 

KEYIMTER 

Gray  Research  A  Development  Co,  Inc 
KEYNUNCUTOR 

Power  Eguipment  Co. 

KEYSTONE 

Penn  Keystone  Corp. 

KIC 

Union  Carbide  A  Carbon  Carp. 
KICKSORTER 

Bendix  Aviation  Corp,  Cincinnati  Oiv. 
K-H 

Krohn-Hite  Instrument  Co. 

KILOOIAL 

Kilo  Engineering  Co. 

KILOPOT 

Kilo  Engineering  Co. 

KILO-Q 

Kay  Electric  Co. 

KILO-SWEEP 
Kay  Electric  Co. 

KILOTROL 

Cook  Electric  Co. 

KILOVOLTER 

Caddell-Bums  Mfg.  Co. 

KILOWATT 

Johnson  Co.,  E.  F., 

KIN-EX 

Vidaire  Electronics  Mfg.  Co. 
KINE-LtTE 

Vidaire  Electronics  Mfg.  Co. 

KINEPLEX 

Collins  Radio  Co. 

KINE-TEST 

Vidaire  Electronics  Mfg.  Co. 

KINEVOX 

Electromation  Co. 

KING  MARKWEU 
Markem  Machine  Ca. 

KINTRONIC 

Cn  .ago  Aerial  Industries 
KIRKSITE 

National  Lead  Co. 

KLAMP-TITE 

l-T-E  Circuit  Breaker  Co. 

KUEIFR 
Conrac.  Inc. 

KUEN-^EP 
Duotone  Co.,  Inc. 

KLEER-IT 

Superei  Electrenia  Carp. 

KLEERKOTE 

Crow  I  Indiauial  Products. 

KLEER-PAK 

Sprague  Electric  Co. 

KLEJN-KOAT 

Klein  A  Sons,  Mathiu 
KLtPOK 

Trico  Fuse  Mfg.  Co. 

KlIPTITE 

Kulka  Electric  Carp. 

KLIPXIT 

Vaco  Products  Co. 

KLIPZON 

United  Technical  Laboratoridt. 

KLIXON 

Metals  A  Controls  Carp. 

K-LOC 

Erie  Resistor  Corp. 

KLOCKOUNTER 
Hunter  Mfg.  Co. 

KLOZURE 

Gariock  Packing  Co,  Tho. 
KLVDONOGRAPH 
Westinghouse  Electric  Carp. 

KNIGHT 

Allied  Radio  Corp. 

KNOCKOMETER 

Sparry  GyroseoRO  Co., 

Div  of  The  Spvry  Cirf. 

KNOLINK 

Eaton  Mfg.  Co.,  Rtlianct  Div. 

K.  0. 

Channel  Master  Corp. 

KOOAGRAPH 

Eastman  Kodak  Co. 

KODAK 

Eastman  Kodak  Ca. 

KOOAPAK 

Eastman  Kodak  Co. 

KOOIFIER 

Markwik  Manufacturbif  Co,  Inc. 
KOHINOOR 

Wildes  Kohinoor,  Inc. 

K-OHM 

Non-Linear  Systems,  Inc. 

KOLO 

Farifs  Lamp  olvisian 
KOLO-PAK 

Ttnnty  Engincorlng.  Ine. 

KOLO  PHIL 
Phillips  Mfg.  Ce. 

KOLOROISK 

Contralab  DW.,  Globt  Union  Inc. 
KONAL 

Westinghouse  Electric  Corp. 
KONKRETE  KORE 
Tilden  Tool  Mfg.  Co. 

KON-NEC-TOR 
General  Electric  Ca. 

KOOL  KLAMPS 
Birtcher  Corp. 

KOOLONM 

Sprague  Electric  Ca. 


F. 


KOOLPAK 

Sprague  Electric  Co. 

KOOL-SEL 
Pyramid  Electric  Co. 

KOROSEAL 

Goodrich  Industrial  Products  Co,  B. 

A  Div.  of  The  B.  F.  Goodrich  Co. 

KOTAK 

Amperitc  Co,  Inc. 

KOTOL 

U.  S.  Rubber  Ca. 

KOVAR 

Carborundum  Co.,  The,  Latrobt  Plant, 
KOVAR 

Westinghouse  Electric  CorR. 

KOVER-ZfP 

Waldes  Kohinoor,  Inc. 

KRCCO 

Kreckman  Co,  Herb. 

KRENE 

Bakelitc  Co.,  A  Ohr.  of  Union 
Carbide 
KRISTON 

Goodrich  Chtmical  Co,  B.  F. 

KROME  KOAT 

General  Cenwnt  Mfp.  Co. 

KRONOLUME 

Elearonic  Assembly  Co,  Inc. 
KRYSTAL  KOAT 

General  Cement  Mfg.  Co. 

K  SERIES 

Polytronic  Research,  Inc. 

K-TRAN 

Automatic  Mfp.  Oiv.  of  General  In¬ 
strument  Corp. 

KUPEC 

Centralab  Div.,  Globt  Unlao.  Ine. 
KULCRID 

Sylvania  Electric  Products,  Inc. 
KUM-KLEEN 

Avery  Adhesive  Label  Carp. 

KURMELEC 

Kurman  Electric  Co.,  Inc. 

K-V-0 


Sprague  Electric  Co. 
K-VOLT  STANDARD 


Avien,  Inc. 

K/W 

Kaiser  Aluminum  A  Chemical  Salts,  Inc. 
KW1K 

Ounton  Co.,  M.  W. 

KWIK  CHEK 

Allied  Products  Div,  Hamilton  Watch 
Co. 

KW1KFLUX 
Special  Chemicals  Co. 

KWIKITS 

University  Loudspeakers,  Inc. 
KWIK-KALL 

Lege  Sound  Enginctrs,  J.  M. 

KWIK-TEST 

Sprague  Electric  Ca. 

KYLON 

Mystik  Adhesive  Products  Ca. 

•n."  NICKEL 

Intamational  Niekol  Co.,  lac 

LB 

Design  Tool  Corp. 

LB 

Louis  Bros. 

L-2  AUTOPaOT 
Lear  Inc. 

ub-b{lt 

Soecialty  Batttry  Co. 

UBCASE 

Berkshire  Laboratorlaa 
LABCHECK 

Berkshire  LaboratprlM 
LAB-CREST 

Fischer  A  Porter  Ca. 

LABELSTIK 

Ellis  A  Sons,  Inc,  Goorgt  0, 

UBIL 

Stromberg-Carlson  Co.,  Ohy.  of  Gtntral 
Dynamics  Corp. 

UBITRON 

Nuclear-Chicago  Corp. 

UB-LINE 

Ou’lao  Electronics,  Inc 

UBMARKCR 

Berkshire  LaboratorlM 
UBMASTER 

General  Nuclear  Corp. 

LABOHM 

Berkshirt  LaboratorlM 

LABPEAK 

Berkshirt  LaboratorlM 
UBRECT 

Berkshire  LaboratorlM 
LABSTROBE 

Berkshire  LaboratorlM 
LABTEST 

Berkshire  LaboratorlM 
LABSTRANS 
Berkshire  LaboratoriM 

LABVAR 

Berkshire  LaboratorlM 
UBVOLT 

Berkshirt  LaboratoriM 
UB-VOLT 

Buck  Engineering  Co, 

LABVOLT 

Electrodyno  Co. 

LACKON 

U.  S.  Radium  Carp. 

LA-CO  FLUXES 
Lake  Chtmial  Ca. 
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LACQUER-STIK 
Lake  Chemical  Co. 

LADDER  LINE 

IMufflitronic  Engincerine. 

LAMCO 

La  Magna  Mfg.  Co.,  Inc. 

LAMICOID 

Mica  Insulator  Oiv.  of  Minnesota  Min- 
•  '9  &  Mfg.  Co.  . 

LAMICOID 

Insulating  Fabricators,  Inc. 
LAMICORES 
Magnetic  Metals  Co. 

LAMINAC 

American  Cyanamid  Co. 

LAMIPACKS 
Magnetic  Metals  Co. 

LAMITEX 

Franklin  Fibre-Lamitex  Corn. 

LANCER 

Peck  &  Harvey  Mfg.  Corp. 

LAPMASTER 

Crane  Packing  Co. 

LAQUA 

Fidelity  Ciiemical  Products  Corp. 
LARGD 

Permoflux  Corp. 

LATTICE  BRAID 


Garlock  Packing  Co.,  The. 
LAUBSCHER 

American  Laubscher  Corp. 
LAURETT 

Laurehk  Radio  Mfg.  Co. 
LAUXEIN 

Monsanto  Chemical  Co. 

UUXITE 

Monsanto  Chemical  Co. 

LAVA 

Kirchberger  &  Co.,  Inc.,  M. 
LAVA 

Maryland  Lava  Co. 

LAVITE 


Steward  Mfg.  Co.,  D.  M. 

LAVOLAIN 

Star  Porcelain  Co. 

LAYTEX 

U.  S.  Rubber  Co. 

LA2Y-X 

Radiart  Corp. 

L-C  CHECKER 
Aerovox  Corp. 

LEAD-BENDER 
Design  Tool  Corp. 

LEAD  CUTTER 
Design  Tool  Corp. 

LEAD  FORMER 
Design  Tool  Corp. 

LEAD-STRAIGHTENER 

Design  Tool  Corp.  v 

LEAK 

British  Industries  Corp. 

LEARADIO 
Lear,  Inc. 

LEARAVIAN 
Lear,  Inc. 

LEARMATIC 
Lear.  Inc. 

LEARSTAR 
Lear,  Inc. 

LEARSTEER 
Lear,  Inc. 

LEARSYN 
Lear  Inc. 

LEARTRAN 
Lear,  Inc. 

LEATHAFLEX 

Paisley  Products,  Inc. 

LEATHEROID 

National  Vulcanized  Fibre  Co. 

LECTON 

du  Pont  de  Nemours  &  Co.,  Inc.,  E.  I., 
LECTRODRYER 

Pittsburgh  Lectrodryer  Div.  of  McGraw- 
Edison  Co. 

LECTROFLASH 

Telegraph  Condenser  Co.,  Ltd. 
LECTROFILTER 

PIttsborgh  Lectrodryer  Co. 

LECTRON 

du  Pont  de  Nemours  &  Co.,  Inc.,  E.  I. 
LECTROPACK 

Telegraph  Condenser  Co.,  Ltd. 
LECTROVISION 
Transvision,  Inc. 

LECTU9N 

J.  M  Loge  Sound  Engineers. 

LEDEX 

Leland,  Inc.,  G.  H. 

LEEFLVOR 

Walter  Lee  Chemical  Co. 

LEESONA 

Universal  Winding  Co. 

LEETRONICS 
Lee  Spring  Co. 

LEKTRO 

Conn.,  Ltd.,  C.  G. 

LEKTROTUNER 
Conn,  Ltd.,  C.  G. 

LE-LAND 

Leland  Electric  Co.  Div.  of  American 
Machine  &  Foundry  Co. 

LENITE 

Lab-Tronics,  Inc. 

LENSCOTE 
Metavac,  Inc. 

LE  PAGE'S 

Permacel  Tape  Corp. 


LEROY 

Kcuffel  A  Esser  Co. 

LETROFILTER 

Pittsburgh  Lectrodryer  Div.  of  Mc- 
Graw-Edison  Co. 

LEVEL 

White  Rodgers  Electric  Co. 
LEVELOMETER 
Liquidometer  Corp. 

LEVELRATOR 

Fischer  A  Porter  Co. 

LEVERPAK 

Continental  Can  Co.,  Inc. 

LEV-L 

Pheoll  Mfg.  Co. 

LF 

Design  Tool  Corp. 

LGP-JU 

Librascope,  Inc. 

LIAD 

Assemoly  Products,  Inc. 

LIBRATROL 

Librascope,  Inc. 

LIFE-LINE 

Westinghouse  Electric  Corp. 
LIFE-O-LIFE 

Carter  Motor  Co. 

LIFE10NE 

Duotone  Co.,  Inc. 

LIGHT  WATCHMAN 
Ripley  Co.,  Inc. 

LIGHTNING  BUG 
Vibroflex  Co.,  Inc. 

LIGHTNING  SENTRY 
JFO  Mfg.  Co.,  Inc. 

LIGNASAN 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I., 
LIGNA-SWEEP 
Kay  Electric  Co. 

LIGNOTITE 

Pa  isiey  Products,  Inc. 

LIGNOTOX 

Paisley  Products,  Inc. 

LIMITEMP 

Westinghouse  Electric  Corp 
LIMITROL 

Barber-Colman  Co. 

LIMITRON 

Bussmaim  Mfg.  Div.,  McGraw-Edlson  Co. 
LIMPANDER 

Electronic  Systems  Engineering  Co. 
LINAGRAPH 

Eastman  Kodak  Co. 

LINCOLN 

Sangamo  Electric  Co. 

LIN-DE 

Linde  Air  Products  Co. 

Unit  of  Union  Carbide  Corp. 

LINDOX 

Linde  Air  Products  Co. 

Unit  of  Union  Carbide  Corp. 

LINE-LOK 

Channel  Master  Corp. 

LINEAR  STANDARD 
United  Transformer  Corporation. 
LINEARSYN 

Control  Components  Co. 

LINEATOR 

Airborne  Accessories,  Inc. 

LINE-LOK 

I.  E.  Manufacturing 
LINE-O-FLO 

Barber-Coiman  Co. 

LINE -0-LIFE 

Carter  Motor  Co. 

LINE-O-METER 

Simpson  Electric  Co.  Div.  of 
American  Gage  A  Machine  Co. 
LINE-O-POWER 

Foote  Brothers  Gear  A  Machine  Corp. 
LINE  STARTER 

Westinghouse  Electric  Corp. 

LINE-TITE 

Paul  A  Stein  Bros.,  Inc.,  F.  H. 
LINICON 

United  Condenser  Corp. 

LINIOMETER 
Bourns  Laboratories,  Inc. 

LINIPOT 

Benson-Lehner  Corp. 

LINK-BY-GONSET 

Gonset  Div.,  Young  Spring  A  Wire 
Corp 

LINK-LOCK 

Simmons  Fastener  Corp. 

LINVAR 

Muirhead  A  Co.,  Ltd. 

LION 

Lion  Fastener,  Inc.,  c/o  Southed 
LIPSTIK 

Altec  Lansing  Corp. 
LIQUIDENSTTOMETER 
Liquidometer  Corp. 

LITE -GAGE 

Photocon  Research  Products. 
LITESTRIP 

Circon  Component  Co. 

LITHALOlO 
Haloid  Co.,  The 
LITHOFAX 

Western  Union  Telegraph  Co. 
LITHOFORM 

American  Chemical  Paint  Co. 

LITTLE  DEVIL 
ONnite  Mfg.  Co. 

LITTLEFONE 
Hallicrafters  Co. 


LITTLE  GEM 

Sickles  Co.,  F.  W.  Oiv.  General 
Instrument  Corp. 

LITTLE  GIANT 

Crucible  Steel  Co.  of  America. 

LITTLE  GIANT 
JFD  Mfg  Co.,  Inc. 

LITUE  MAJOR 
Arro  Expansion  Bolt  Co. 

LITTL-LVfiC 
'  Sprague  Electric  Co. 

LIVERMONT 
Richmont,  Inc. 

LLOYD'S 

Jehnson  Mfg.  Co.,  Inc. 

LMERICSSON 
State  Labs.,  Inc. 

LO 

Barry  Controls,  Inc. 

LOABOND 

Catalin  Corp.  of  America. 

LOADED-X 

Radiart  Corp.,  The 
LOALIN 

Catalin  Corp.  of  America. 

LO-BOY 

JFD  Mfg.  Co..  Inc. 

LO-C 

Eastern  PrKlsion  Resistor  Corp. 
LOCALITE 

Fostoria  Pressed  Steel  Corp. 

LOCAR 

Simmonds  Aerocessorlcs,  Inc. 

LOCKFOAM 
Nopco  Chemical  Co. 

LOCKNUT 

Klincher  Locknut  Corp. 

LOCK-ON 

I.  E.  Manufacturing 
LOCK-O-SEAL 

Parker  Seal  Co.,  Oiv.  of  Parker-Han- 
nifin  Corp. 

LOCKSEAM 

Superior  Tube  Co. 

LOCK-TITE 

Continental  Screw  Co. 

LOCK-TITE 
Thomas  A  Betts  Co. 

LOGGER 

Audio  Instrument  Co.,  Inc. 

LOGIBLOC 

Computer  Control  Co.,  Inc. 

LOGIPAC 

Computer  Control  Co.,  Inc. 

LOGRINC 

Logistics  Research  Co.,  Inc. 

LOHM 

Dr iver-HarrIs  CO. 

LOKUTS 

Shakeproof  Oiv.  of  lltinels  Tool  Works. 
LOL-D-VIN 

Apex  Coated  Fabrics  Co. 

LOMU 

Magnetic  Metals  Co. 

LONG  LIFE 

Marathon  Battery  Co. 

LONG  RANGER 
Ward  Products  Corp.  Oiv.  of 
The  Gabriel  Co. 

LO-OHM 

Bradford  Components,  Inc. 

LO-OHM 

Workman  TV,  Inc. 

LOOPOHM 

Ward  Leonard  Electric  Co. 

LOOPSTICK 

Superex  Electronics  Corp. 

LORAC 

Seismograph  Service  Corp. 

LOS  GATOS 

Cascade  Research  Div.  of  Monogram 
Precision  Industries,  Inc. 

LOS  GATOS 

Lewis  A  Kaufman,  Ltd. 

LOTAN 

Associated  American  Trading  Division. 
LOTEMP 

Mico  Instrument  Ca. 

LO-VOLT 

Industrial  Devices,  Inc. 

LOXIT 

Scovlll  Mfg.  Co. 

L.  P. 

HIckok  Electrical  Instruments  Co. 

L-R 

Ripley  Co.,  Inc. 

LS 

Design  Tool  Corp. 

L-T 

Lab-Tronics,  Inc. 

L'TATRO 

Eckstein  Radlloin  Television  Co. 
LUBIN  LO 

Permo,  Inc.  ■* 

LUCERO 

Driver-Harris  Co. 

LUCITE 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  1. 
LUCKY  STRIKE 

Precision  Radiation  Instruments,  Inc. 
LUDOX 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I. 
LUG-CLIP 
Littelfuse,  Inc. 

LUMISCRIPT 
Epic,  Inc. 


LUMARITH 

Celanesc  Corp.  of  Ameria  Plastics  Oiv. 
LUMATROL 

Micro  Balancing,  Inc. 

LUMETRON 
Photovolt  Corp. 

LUSTERIZED 

American  Electric  Cable  Co. 
LUSTERLAC 

American  Electric  Cable  Co. 

LUSTREX 

Monsanto  Chemical  Co. 

LUSTROM 

Monsanto  Chemical  Co. 

LUXAN 

Rauland  Corp. 

LUXIDE 

Celanese  Corp.  of  America. 

LUXIFLUX 

Special  Chemicals  Co. 

LUXOLENE 

Deluxe  Coils,  Inc. 

LUXTAR 

Viewlex,  Inc. 

LUXTRON 

Bradley  Labs.,  Inc. 

LVSYN 

Control  Components  Co. 

LYN-A-SYN 
Minatron  Corp. 

LYNN 

Vaco  Products  Co. 

LYNN  LIGHTNING 
Vaco  Products  Co. 

LYONS 

Boulln  Instrument  Corp. 

LYRIC 

Rauland-Borg  Corp. 

LYTICAP 

Planet  Mfg.  Corp. 

LYTRON 

Monsanto  Chemical  Ca 


MC-126 

Specific  Products. 

M-C-R-W-S 

Stevens  Mfg.  Co.,  Inc. 

MM 

AAP  Metal  Producu  Mfg  Core. 

M-10 

Hudson  American  Corp. 

M-15 

Hudson  American  Corp. 

M-19 

Allegheny  Ludlum  Steel  Corp. 

M-20 

Hudson  American  Corp. 

M-Z2 

Allegheny  Ludlum  Steel  Corp. 

M-Z4 

Hudson  American  Corp. 

M-27 

Allegheny  Ludlum  Steel  Corp. 

M-36 

Allegheny  Ludlum  Steel  Corp. 

MAC 

Fairchild  Camera  A  Instrument  Corp. 
MACADIE 

British  Industries  Corp. 

MAESTRO 

Reeves  Soundcraft  Corp. 

MAG 

Associated  American  Trading  Division. 
MAG-AMP 

Magnetico,  Inc. 

MAGIC  BOOKLITE 

Eagle  Electric  Mfg.  Co.,  Inc. 

MAGIC  CIRCLE 

A  R.  F.  Products,  Inc. 

MAGIC  GENIE 

JFD  Manufacturing  Co.,  Inc. 
MAGIC-HAND 

Peerless  Photo  Products,  Inc. 

MAGIC  MIND 
Webcor  Inc. 

MAGIC  MIRROR 
Tung-Sol  Electric  Inc. 

MAGIC  TIPS 
Hunter  Tool  Co. 

MAGIC  WAND 
Ward  Products  Corp. 

Div.  of  The  Gabriel  Ca. 

MAGIFLEX 
Transradio,  Ltd. 

MAGMETER 

Airpax  Products  Co. 

MAG-MOO 

General  Magnetics,  Inc 
MAGMOTOR 

Carter  Motor  Co. 

MAGNA80ND 

Fischer  A  Porter  Co. 

MAG-NAC 

Magnetic  Devices,  Inc. 

MAGNA-DIE 

Whistier  A  Sons,  Inc.,  S.  B. 

MAGNAOUR 

Ferroxcube  Corp  of  America. 
MAGNAPHONIC 

Magnasync  Manufacturing  Co.,  Ltd. 
MAGNASHIELO 

Perfection  Mica  Co. 

MAGNASIGHT 

Fischer  A  Porter  Co. 

MAGNA-STRIP 

Organic  Development  Corp. 
MAGNA-STRIPE 
Reeves  Soundcraft  Carp. 
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MA6NATELE 

Eltctro  EniInMrIng  &  Mfg.  C*. 
MAGNATONE 
Magnt  ElKtrenla  Co. 

MAGNATORC 
Htmtn  Mta.  Co.,  tnc. 

MAGNEBRAKE 
VIckm,  Inc. 

MAGNEaUTCH 
VIcktn,  Inc. 

MAGNECORO 

Mi(tw«»tern  Instruments,  Inc. 

MAGNECOROETTE 

Mldwttttrn  Intiruments,  Inc.,  Mogne- 
cord  Division 

MAGNEDtSC 

Ttxos  Irntnnntnu  IncorporaUB 
MAGNEFILE 

Electronici  Corporation  of  Amorlca 
MAGNEFLUX 
I  tar,  Inc. 

MAGNE-CACE 

American  Inatrumant  Co.,  Inc. 
MAGNELOOP 

AmpItfWr  Corp.  of  Atntrica. 
MAGRE-MUSIC 

Midwtttern  Inttrumtnts,  Inc.,  Magnt- 
cord  Ohr., 

MAGNE-PmBE 

American  Instnimont  Co.,  Inc. 
MAGNEMITE 

Ampllflcr  Corp.  of  America. 
MAGNEMUSE 

AmpMAor  Corp.  of  America. 
MACNEPAIMT 


MIcro-CIrculU  Co. 

MAGNEPASTC 

Microcircuit*  Co. 

MAGNERAMA 

Amplifier  Corp.  of  America. 
MAGNERASER 

Amplifier  Corp.  of  America. 
MAGNERIBBON 
Amplifier  Carp,  of  America 
MAGNESCOPC 
Amplifier  Carp,  of  America. 
MAGNESIL 
Magnetic*,  lac. 

MAGNASPED 
Magnetic  AmplHItr*,  Inc. 
MACNESTAT 
Magnetic  Retoarch  Carp. 

MAGNESYN 
Eclipse-Pioneer  Ole. 

Bend  I «  Aviation  Corp. 

MAGNETAPE 

Amplifier  Corp.  of  America. 
MAGNETER 
AIrpai  Product*  0*. 

MAGNETICON 

M.si:n»tle  Recording  Industrie* 

MAGNETMATIC 
Amplifier  Corp.  of  America. 
MAGNETO 

Advanced  Electronic*,  Inc. 
MAGNETREATER 

Radio  Frequency  Labs.,  Inc. 
MAGNETRON  tC 
Cnolf  Electric  Co. 

MAGNETTE 

Hrinemann  Electric  Co. 

WAGNETW1N 

Amplifier  Carp,  of  America. 

MAGNILASnC 
Cook  Electric  Co. 

MAGNISET 
R'lstol  Co.,  Inc. 

MACNISTOR 

Potter  Instrument  Co.,  Inc. 
MAGNITYPER 

Potter  Instrument  0*.,  Inc. 
MAGNtVIDER 
Magnetics  Research  Co. 
MAGNI-VVNIRL 
Blur  M  Electfic  Co. 

MAGNO 

nriyer-Harrf*  Co. 

MAGNOCARB 
Driver  Co.,  Wtlhor  B. 

MAGNOG  AW 
Offner  'ectronlc*,  Inc. 

MAGNOr  ’ 

Nortor 

MAGONV 

Electr..  tegulator  Carp. 

MAGREG  K 

Technic.  Apparatus  Builders 
MAGSEAl 

Glannini  A  Co.,  Inc.,  S.  M. 
MAGSW1TCH 

MInneat  olls-Honeywell  Regulator  Co 
MAG  TACH 
Acroma  Inc. 

MAIL-A-VOICE 
Brush  Electrenict  Co. 

MALLOCENE 

Mallory  A  Co.,  Inc.,  P.  R. 
MALLOSIL 

P  R.  Mallory  A  Co.,  Inc. 
MALLOTRON 

Mallory  A  Co.,  Inc.,  P.  R. 
MALLOWARE 

Mallory  A  Co.,  Inc.,  P.  R., 
MALTESE 

Bacht  A  Co.,  Samon. 

MAMCO 

Master  Appliance  Mfg.  Co. 


MANGANIN 

Driver  Co.,  Wilbur  B., 

MANGRIO 

Driver  Co.,  Wilbur  B. 

MANHATTAN 

Rtyboslos-Manhatun,  Inc. 

MANU-MATIC 
Kato  Englnaartng  Co. 

MAPICO 

Columbian  Carbon  Co. 

MARASCT 
Marbletto  Carp. 

MARBELITE 

CBC  Elactronict  Co.,  Inc. 

MAR8EUTE 

Good-All  Eltculc  Mfg.  Co. 

MARCO 

Celanost  Corp.  of  Amorlca  Plastla  ON. 
MARCOL 

Esso  standard  Oil  Co. 

MARI-GUIDE 
Bludseerth  Marina  ON., 

Koarfott  Co.,  Inc. 

MARINER 

Hudson  American  Dhritlon 
MARINER 
JFD  M|.  Co-  Inc 
MARINERS  PATOPINDER 
Raytheon  Mfg.  Co. 

MARK  I 

Avco  Mfg.  Carp.,  Croslay  Dhr. 

MARK  II 

Technical  Oevkat  Ca. 

MARK-TIME 

Rhodat,  Inc.,  M.  H. 

MARKA-SWm 
Kay  Electric  On. 

MARK-N-COUNT 

Mey  Engineering  Co. 

MARKER-PULSER 

Brubaker  Mfg  Co ,  Inc. 
MARKER-SWEEPER 

Brubaker  Mfg.  C#.,  Inc. 

MARK  TWAIN 
Raytheon  Mfg.  Ca. 

MARKSMAN 

West  Instrument  Carp 
MARRISON-CATHERALL 
Barker  Sales  Ca. 

MARS 
Lear,  Inc. 

MARS 

Steedtler,  Inc.,  J.  S. 

MARS-LUMOCRAPH 
Staedtler,  Inc.,  J.  S. 

MARVELCO 

National  Aircraft  Carp. 

MARVELITE 

CBC  Electronic*  Ca.,  Inc. 

MARVELPAK 
MarvfMum  Ca. 

MARVELWITE 

Sonneborn  Son*,  Inc.,  L., 

MASCO 

Simpson  Mfg.  Co.,  Inc.,  Mart. 

MASCOT 

Consolidated  Electrodynamics  Carp. 

MASS 

Massachusetts  Gear  li  Teal  Dhr.  af 
Grartronics  Corp. 

MASTERLINE 

Blonder-Tongut  Laboratorloi,  InC. 
MASTERLOUrr 

Kellogg  Svriuhboard  A  Sopply  Ca. 
MASTER  MARINER 
Hudson  Amtrican  Corp. 

MASTER  MET 

Cannon-Muskegan  Corp. 

MASTERPHONE 

Kellogg  Switchboard  A  Sepply  On. 
MASTEiwO 
Rek-O-Kut  Co. 

MASTERTAPE 
Audlo-Mattar  Carp. 

MAT 

Linsdale  Tub*  Ca.,  Dhr.  of  PMIee  Cwp. 
MATCH  BOX 
Johnso.y  Co.,  E.  P. 

MATCHMAKER 
Channel  Matter  Corp. 

MATCHSTICK 

Johneon  Co.,  E.  P. 

MAVERICK 
ChanntI  Mastor  Oo. 

MAX-EL 

Crucible  Steel  Co.  of  America 
MAXICON 

British  ElKtronlct  Sal«  Oo.,  In*. 
MAXIMAG 

Adler  Electronics,  Inc. 

MAXIMAR 

X-Ray  Dept,  of  Gor  Elactrlc  0*. 
MAXI-POWER 

Foot*  Brothers  Goar  •  Machine  Carp. 
MAXISERVICE 

X-Ray  Dept  of  Gonaral  Eloctrlc  Oo. 
MAXI^PE 

X-Ray  Dopt.  of  Gtnoral  Eloctrk  Oi. 
MAXITONE 
Malco  Co.,  Inc. 

MAXEVICK 
Channol  Mastor  Co. 

MAX  MIXER 
Sptclal  Products  0*. 

M  B  C 

Ray-0 -Vac  Ca. 

MC-S04SLL 

Photxon  Rttaarch  Prado  ct« 


MC-SOSAS 

Photocon  Rataarth  Products 
MCA 

Molding  Corp.  of  America 
M-CAL 

North  Shore  Nameplate,  Inc. 
MEASURAY 
ShefBald  Corp.,  Tho 
MEASURTEST 
Marconi  Inttrumtnts  Ltd. 

MECAPS 

Micamold  Electronics  Mfg.  Corp. 

MECATORN 

Torngren  Co.,  Inc.,  C.  W. 
MECATORN-SPYN 
Torngren  Co.,  Inc.,  C.  W. 

MECHA 

Servomechanisms,  Inc. 

MECHANIPAK 

Garlock  Packing  Ca.,  The, 
MECHANI-SEAL 
Fafnir  Bearing  Co. 

MECHANOPHASE 
Electro- Volet,  Inc. 

MEDALIST 

Marlon  ElKtrlcal  Instrument  Cn. 
MEOIQUARTZ 
Dallon*  Lab*. 

MEDISCANNER 

NRO  Instnimont  Co. 

MEDI-SINE 
Oallons  Labs. 

MEDI-SONAR 
Dallon*  Labi. 

MEOI-SURGICAL 
Oallons  Labs. 

MEDITHERM 
Dallon*  Labs. 

MEGA-CHARTS 
Kay  Elactrlc  Co. 

MEGADIAL 

Ailonev  Electronics  Corp. 
MEGALUME 

Hems-Clark,  Inc.,  A  Oiv.  of  Vitro  ( 
at  America 
MEGA-MARKER 
Kay  Electric  Ca. 

MEGA-MATCH 
Kay  Electric  Ca. 

MEGA-NODE 
Kay  Eltculc  Ca. 

MEGA-PIPPER 
Kay  Eltculc  Ca. 

MEGA-PK 
Kay  Eltculc  Ca. 

MEGA-PULSCR 
Kay  Eltculc  Ca. 

MEIU-SWEEP 
Kay  Eltculc  Ca. 

MEGA-SWITCH 

Electron-Radar  Products 
MEGALIGNCR 
Kay  Eltculc  Ca. 

MEGALYZER 
Kay  Eltculc  Ca. 

MEGALYZER  JR. 

Kay  Eltculc  Co. 

MEGASTYRENC 
Trantradio,  Ltd. 

MEGATENNA 
Kay  ElacUk  Ca. 

MEGAVAC 

Central  SclantIRc  Ca. 

MEGA-X 

Kay  ElacUlc  Ca. 

meg4er 

Blddia  Co.,  Jamas  6. 

MEGGER 

Evtrshfd  A  Vignolas  Ltd. 
MEG-METER 
Winslow  Co.,  Inc.,  The. 
MEGA-MARKER  SR. 

Ksy  ElecUIC  Ca. 

MEGOHMER 

Sticht  Co.,  Inc.,  Herman  H. 
MEG-O-MAX 
Sprague  ElocUlc  Co. 

MEGOSTAT 
Sprague  ElacUlc  Ca. 

MEGOT 

Central  Hermetic  Staling  Carp. 
MEGPOT 

Gtfltral  Hermetic  Sealing  Carp. 
MEL 

Measuremant  Engineering,  Ltd. 
MELACON 
PhotocIrcuHs  Corp. 

MELEOR 
Astron  Corp. 

MELLOTONE 

Electron  Entarprlsos 
MELMAC 

American  Cyanamid  Co. 

MaOOIST 
Altac  Lansing  Corp. 

MELODY  MIKE 
Audio  Egulpmtnt  Co.,  Inc. 
MELTROL 

Measurement  Engineering,  Ltd. 
MEMOMATIC 

Bristol  Motor  Olv.,  Vocallno  ( 
America,  Inc. 

MEMOSCO^ 

Mllhmc  Instrumont  Corp. 
MEMOSTAT 

MlnnaseU  ElocUonIcs  Carp. 
MEMOTAPE 
Technical  Assoclala 


MEMOTRON 

Hughes  PreducU  Division, 
Hughes  Aircraft  Co. 

MENLOLAB 

Menlo  Research  LaborMory. 
MERC-O-SEAL 

Mtreury  Contacts,  Inc. 
MERCONTROL 
Mtreoid  Corp. 

MERCU-TROL 

Mack  ElacUlcal  Dtvlcts,  Inc. 
MERCURY 
ElocUo- Volet,  Inc. 

MERCURY 
Vulcan  Eltculc  Ca. 
MERCURYSTAT 
Westlnghousa  ElocUlc  Corp. 
MERITONE 


Autocrat  Electronics  Co. 

MERITONE 

American  Laubschtr  Corp. 
MERITONE-LAUBSCHER 
Amtrican  Laubschcr  Corp. 

MERITUNE 
Polyttch  Devices,  Inc. 

MERL 

Millar  Research  Laboratories 
MERLIN 

Mohawk  Electronic  Rtstarch  Labs.,  Inc. 
MERLON 

Monsanto  Chomical  Co. 

MESSAGE  REPEATER 

Mohawk  Business  Machines  Corp. 
MESURFLO 
Hays  Mfg.  Co. 

META-BASAL  PORTABLE 

Electro-Physical  Laboratorla*,  Inc. 
METACOLOR 

Phillips  Process  Co.,  Inc. 
METAGRAPHIC 
Bristol  Co.,  Tho 
METAL-CAL 
C  A  H  Supply  Co. 

METALLIZED 
Astron  Corp. 

METAL  MIKE 
Sperry  Gyroscapo  Ca. 

DIv.  of  tho  Sporry  Corp. 

METAL  MONITOR 

Brush  Intrruments  Dhr.  of  Clovito  Carp. 
METAL  SHIELD  WIRE 
Uniform  Tubas 
METALASTIC 
Cook  Eltculc  Co. 

METALASTIC 
Metal  Ttxtllo  Carp. 

METAL  BONO 
Felker  Mfg.  Co. 

METALBOSS 

Telegraph  Cendenmr  Co.,  Ltd. 

MET  ALB  RAID 

Hi  temp  Wires,  Inc. 

METAL-CELL 
Topatron,  Inc. 

METALCLAD 

Burgess  Battery  Ca. 

METALGUILD 

Fidelity  Chemical  Products  Carp. 
METALASTIC 

Meui  Textile  Corp. 

METAUTE 
Astron  Corp. 

METALIX 

North  American  Philipt  Co.,  Inc. 
METALMITE 

Telegraph  Condtniar  Ca.,  Ltd. 
METALPACK 

Telegraph  Condenser  Co.,  Ltd. 
METALSCT 
Smooth-On  Mfg.  Co. 

METAMETER 
Bristol  Co.,  Tho 
METAPHONE 
Bristol  Co.,  The 
METAPLATING 
Metaplast  Process,  Inc. 

METAVANE 
Bristol  Ca.,  The 
METOAO 

I-T-E  CIrcuH  Brtakor  Ca. 

METCO 

Metallising  Engineering  Co.,  Inc. 
METEOR 

Associated  American  Trading  Dhtlsloa. 
METEOR 
Astron  Carp. 

METER 

Metal  Textilo  Corp. 

METER-MAT1C 

Leitch  Engintoring  Corp. 

METERMATIC 

International  Reglsttr  Co. 

METERMAX 
Loads  &  Northrup  Co. 

METEROL 

Automatic  Temporatur*  Control  Ot. 
METEX 

Mtui  Tmtilt  Corp. 

METL-CAN 
PyiwnM  ElocUlc  Co. 

MET-L-FLEX 

Robinson  Aviatien,  Inc. 

METLOHM 

British  ElacUanIcs  Salat  Co.,  Inc. 
METLOHM 
Litton  IndusUles. 

METRIX 

Amarican  Matrix  Corp. 
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METROCEU 
Trans-Sonics,  Inc. 

METRO-FLEX 
Matron  Instrument  Co. 

METRO-UTE 
Viewicx,  Inc. 

METROPOUTON 
Radion  Corn. 

METROSCOPE 

Photocon  Research  Products. 
METROTHERM 

General  Controls  Co. 

METSO 

Philadelphia  Quartz  Co. 

MEX 

U.  S.  Graphite  Co.,  Dhr.  of 
The  Wickes  Corp. 

MEXACOTE 

U.  S.  GraphHe  Co.,  Dhr.  of 
The  Wickes  Corp. 

MEXALOY 

U.  S.  Graphite  Co.,  DIv.  of 
The  Wickes  Corp. 

MEXATOP 

U.  S.  Graphite  Co.,  Dhr.  of 
The  Wickes  C^. 

MEXICAN 

U.  S.  Graphite  Co.,  Dhr.  of 
The  Wicket  Con. 

MEXITE  BRIQUEmS 
U.  S.  Granite  Co.,  Dhr.  of 
Tho  Wicket  Corp. 

MIC 

Molded  Insulation  Co. 

MICABOND 

Continental-Diamond  Fibre  Corp. 
MICADISC 

Telegraph  Condenser  Co.,  Ltd. 

MICAF1L 
Cosa  Corp. 

MtCA-GLAS 

National  Electric  Coll  Co. 

MICANITE 

Mica  Insulator  DIv.  of  Minnesota  Min¬ 
ing  A  Mfg.  Co. 

MICAPS 

Micamold  Electronics  Mfg.  Corp. 
MICARTA 

Westinghouse  Electric  Corp. 

MICO 

Mica  Insulator  Co. 

MICRAJUST 

Fairchild  Recording  Equipment  Co. 
MICREUY 

Ebert  Electronics  Corp. 

MICRO 

MInneapollt-Honeywoll  Regulator  Oa. 
MICRO 

New  Hampshire  Ball  Bearings,  Iik. 
MICROACT 
Bristol  Co.,  The 
MICRO  ALLOY 

Lansdale  Tube  Co.,  DIv.  of  Philco  Corp. 
MICRO-CAL 
Cubic  Corp. 

MICROCf'ST 

Austenal  Laboratories,  lac.. 

Microcast  DIv. 

MICRO  CIRCLE 
Precise  Measurements  Oa. 
MICROaUTCH 
Magtrol,  Inc. 

MICROCON 

British  Electrenia  Sales  Civ  tac. 
MICROCORES 

Magnetic  Metals  Co. 

MICkODIAL 

Borg  Equipment  Dhr. 

The  George  W.  Borg  Corp. 
MICRODRILL 

Teletronics  Laboratory,  Inc. 
MICRODUAL 
Transradio,  Ltd. 

MICRODYNE 
Audak  Co. 

MICRODYNE 
Joy  Mfg.  C-i 
MICRORNISH 
American  Silver  Co.,  Inc. 

MICROFLASH 
General  Radio  Co. 

MICROFLEX 

Eagle  Signal  Corp. 

MICROFORMER 

Baldwln-Lima-Hamilton  Corp. 
MICROFUSION 
Cook  Laboratories 
MICROCAP 
Shura  Brothers,  lae. 

MICROUC 

Reeves  Soundcraft  Corp. 

MICROLATOR 
Kay  Electric  Co. 

MICROLINE 

Ozalld  Dhr.  of  General  Aniline  A  FIImi 
Corp., 

MICROLINE 

Sperry  Gyroscope  Co.,  Microwave  Elec¬ 
tronics  DIv. 

MICROUTE 

LOF  Glass  Fibers  Co. 

MICROLLON 
DeMomay-Benardl 
MICROLTCR 
Kay  Elactrlc  Co. 

MICROCYTIC 

Micamold  Electrenia  Mfg.  Corp. 
MICROMAG 

Magnetic  Research  Carp. 


MICROMATION 

Waldorf  Instrument  Co.,  Div.  of  F.  C. 
Huyck  A  Sons, 

MICROMATCH 

Jones  Electronks  Co.,  Inc.,  M.  C. 
MICROMAX 
Leeds  A  Northrup  Co. 

MICROMETER 

Lampkin  Laboratoria,  Inc. 

MICROMITE 

Telegraph  Condenser  Co.,  Ltd. 
MICROMOTORS 
Redmond  Co.,  Inc. 

MICRONAIRE 

Raytheon  Mfg.  Co. 

MICRO-NAMIC 

Micro  Balancing,  Inc. 

MICRONIC 
Audivox,  Inc. 

MICRO-NODE 
Kay  Electric  Co. 

MICROPACK 

Telegraph  Condenser  Co.,  Ltd. 
MICROPADS 
Telewave  Labs.,  Inc. 

MICROPAINT 
Micro-Circuits  Co. 

MICRO-PIN 
Techron  Corp. 

MICROPOINT 
Duotone  Co..  Inc. 

MICROPOSmONER 
Barber-Colman  Co. 

MICROPOT 

Borg  Equipment  Dhr., 

George  W.  Borg  Corp. 
MICRO-PROCESSED 
Instrument  Specialties  Co.,  Inc. 
MICRO-PULSER 
Kay  ElecUlc  Co. 

MICRO-QUARTZ 

L-O-F  Glass  Fibers  Co. 

MICRO-RELAY 
Tcrado  Co. 

MICROSAOIC 

Consolidated  Electrodynamics  Corp. 
MICROSEN 

Manning,  Maxwell  A  Moore,  Inc. 
MICRO-SET  MANOSTAT 
Precision  Scientifk  Co. 

MICRO  SHIMS 
Staver  Co.,  The, 

MICROSIL 

Magnetic  Metals  Co. 

MICRO  SURFTT 
Saratoga  Scientific. 

MICROTff 

Lenkurt  Electric  Co.,  Inc. 
MICROTESTERS 
Simpson  Electric  Co.  Dhr., 

American  Gage  A  Machine  Co. 
MICROTEK 

L-O-F  Glass  Fibers  Co. 

MICROTHERM 
Barber-Colman  Co. 

MICROTHERM 
Raytheon  Mfg.  Co. 

MICROTORQUE 

GlannInI  A  Co.,  Inc.,  G.  M. 
MICROTROL 

Airborne  Instruments  Lab.,  Inc. 
MICRO-TROLLER 
Westinghouse  Electric  Corp. 
MtCROTRONIC 
Fischer  A  Porter  Co. 

MICROVAC 
Stokes  Corp.,  F.  J., 

MICROVOLTER 
Ferris  Instrumont  Co. 

MICROWALL 
Rex  Corp. 

MID 

Hudson  American  Corp. 

MIDDLESEX 
Bogen  Co.,  Inc.,  David 
MIDGET 

Sprague  Electric  Co. 

MIDGETALK 

Simpson  Mfg.  Co.,  Inc.,  Mark 
MIOGETAPE 

Mohawk  Business  Machines  Corp. 
MIDGETROL 

Mallory  A  Co.,  Inc.,  P.  R. 
MIDGTESTER 

Simpson  Electric  Co.,  Dhr.  of 
American  Gaga  A  Machine  Co. 
MIDGI-LYTIC 
Standard  Condioor  Co. 

MIOJET 

Electro  Divica  Co.,  Inc. 

MIDOHM 
Drhror-Harris  Co. 

MID-RIP 

General  Cable  Corp. 

MIDWAY 

Cardwell  Mfg.  Corp.,  Allen  D. 
MIGHTY  MITE 

Mechanical  InAstries  Production  Co. 
MIJAKON 

Fast  A  Co.,  John  E. 

MIKASUR 

Fast  A  Co.,  John  E. 

MIKE 

Comell-Dublller  Electric  Corp. 
MIK-O-METER 
Sprague  Electric  Co. 


MILCAPS 

Dunsont-AIrplane  A  Marino 
Instruments,  Inc. 

MILCO 

Miller  Mfg.  Co.,  M.  A. 

MIL-UNE 
Radell  Corp. 

MILLISADIC 

Consolidated  Electrodynamla  Corp. 
MILLISEC 
Stevens- Arnold,  lac. 

MILLISU 

Stevtns-Arnold,  Inc. 

MILOMATIC 
Wilton  Tool  Mfg.  Co. 

MILROS 

Ross  Metals  Co.,  Milton, 
MILWAUKEE  WROT 
Wrought  Washer  Mfg.  Co. 
MILWMT 

Wrought  Washer  Mfg.  Co. 
MIN-AIRE 

Livingston  Electronic  Corp. 

MINALfTE 

Westinghouse  Electric  Corp. 

MINATROL 

Westinghouse  Electric  Corp. 
MIN-CAK 

Centralab  Dhr.,  Globe-Union,  Inc. 
MINE-A-PHONE 
Stromberg-Carlson  Co., 

Div.  of  General  Dynamla  Corp. 
MINIAMP 


Epsco,  Incorporated 

MINI-AMP 

Industrial  Devices,  Inc. 

MINI-BEAMS 
Telrex,  Inc. 

MINIBOX 

Bud  Radio,  Inc. 

MINI-CHOKE 

Superex  Electronics  Corp. 
MINI-CHOPPER 

Servomochanlsms,  Inc. 

MINICON-X 
Nugent  Electrenia  Co. 

MINIUBE 

Sanders  Associates,  Inc. 

MINIDATRAC 

Epsco,  Incorporated 
MINIFON 

ABC  Sound  Equipment  Co. 

MINIFORMER 

Gramer-Halldorson  Transformer  Corp. 

MINIGANG 

GlannInI  A  Co.,  Inc.,  6.  M. 
MINI-GATOR 
Mueller  Electric  Co. 

MINIGRAIN 

American  Silver  Co.,  Inc. 

MINIGRAPH 

Westinghouse  Electric  Corp. 
MINI-JOINTS 

Falcon  Machine  A  Tool  Co. 

MINI-UB 

Stanley  Aviation  Corp. 

MINI-UNE 
Bailey  Meter  Co. 

MINILT^CS 

Pyramid  Electric  Co. 

MINI-MARKER 

Westline  Products  Div.  of  Western 
Lithograph  Co., 

MINI  MAX 

National  Carbon  Dhrlslon, 

Union  Carbide  Corp. 

MINI-MIKE 
Telex,  Inc. 

MINIMITE 
Astron  Corp. 

MINI-NOISE 
Mlcrodot,  Inc. 

MINI-LITE 

Transistor  Electronics  Corp., 

MINI-OHM 

Sprague  Electric  Co. 

MINIPAK 

Radio  Specialty  Mfg.  Co. 

MINI-POWR 

EPR  Special  Products  Corp. 
MINI-RAPID 

Fairchild  Camera  A  Instrument  Corp. 
MINIREUY 

Ebert  Electronia  Corp. 

MINI-SCOPE 

EPR  Special  Products  Corp. 

MINISEL 

Electronic  Devices,  Inc., 

Precision  Rectifier  Dhr. 

MINI-SHIELD 
Staver  Co.,  Inc. 

mini-signaI 

Premier  Crystal  Laba.,  Inc. 
MINISOURCE 

Electronic  Assembly  Co.,  Inc. 
MINI-SPRING 
Staver  Co.,  Inc. 

MINISTRIP 

Ward  Leonard  Electric  Co. 

MINITAFE 

Stancll-Hoffman  Corp. 

MINI  THIN 
Thermax  Wire  Corp., 

MINITORQUE 

GlannInI  A  Co.,  Inc.,  6.  M. 
MINI-VOLT 

Industrial  Dtvicaa,  Inc. 

MIN-KAPS 

Centralab  Dhr.  of  Globe-Union,  Inc. 


MINOXO 

Engelhard  Industries  Inc. 

MINSUA 

Keuffel  A  Ester  Co. 

MINUTE  MAN 
Ward  Products  Corp., 

Div.  of  The  Gabriel  Co. 

MIP 

Amphenol  Electronics  Corp. 
MIRACLE-X 

Good-All  Electric  Mfg.  Co. 

MIRADO 

Eagle  Pencil  Co. 

MIRAGLAS 

Mitchell-Rand  Insulation  Co.,  Inc. 
MIRALITE 

MItchell-Rand  Insulation  Co.,  Inc. 
MIRALOY 

Texas  Instruments  Incorporated 
MIROC 

Mitchell-Rand  Insulation  Co.,  Inc. 
MIROPOINT 

Duotone  Co.,  Inc. 

MIRROSCOPE 

Simpson  Electric  Co.,  Dhr., 

American  Gage  A  Machine  Co. 
MISSILMITE 

Micamold  Electronics  Mfg.  Corp. 
MI-TEE-RAY 
Fretco,  Inc. 

MIX-N-WHIP 

Howard  Industries,  Inc. 

M.  L  S. 

Paisley  Products,  Inc. 

M  M  M 

Midwest  Melding  A  Manufacturing  Co. 
MOBILE  SCOPE 
P.  B.  R  Mfg.  Co. 

MOBILFONE 

Mobile  ElKtronlcs  Mfg.  Co. 
MOBIL-MIKE 

Electro-Voice,  Inc. 

MOBILTONE 

Mobil  Electronics  Mfg.  Co. 

MODAC 

Airborne  Instruments  Lab.,  Inc. 
MODELEC 

Modelectric  Products  Corp 
MODinED  HILO 

Driver  Co.,  Wilbur  B. 

MODUFLOW 

Mlnneapolls-Honeywell  Regulator  Co. 
MOOUCELL 
Topatron,  Inc. 


Topatro 

MODULE 


ACF  Electronics 
MOOULINE 
Sprague  Electric  Co. 

MODULITE 
Barndt-Bach,  Inc. 

MODULITE 

Electronic  Control  Corp 
MOOU-MERC 
Vapor  Heating  Corp. 

MOOU-RAK 

Premier  Metal  Products  Co. 

MODUTROL 

Mlnneapolls-Honeywell  Regulator  Co. 
MODUTRO^NIC 

Bill  Jack  Scientific  Instrument  Co. 
MODU-WAVE 
Sclaky  Bros.,  Inc. 

MOHIUN 

Sangomo  Electric  Co. 

MOimMP 

Rodebestos  Products  Corp. 

MOLARC 

Mole-RIchardson  Co. 

MOLCOTE 

Frenchtown  Porcelain  Co. 

MOLDARTA 

Westinghouse  Electric  Corp. 

MOLDEX 

Neosil  Products  Div.  of  Rubber 
Atsoclates,  Inc. 

MOLDITE 

Ferricore,  Inc.  i 

MOLDITE 

National  Moldite  Co. 

MOLD-KAP 

Centralab  Div.  of  Globe-Union,  Inc. 

MOLDLOCK 
American  Brau  Co. 

MOLOTEX 

Racon  Electric  Co. 

MOLDTITE 

United  Condenser  Corp. 

MOLECU  DRYER 
Hayes,  Inc.,  C.  1. 

MOLECULE 

RoblnetU  Co.,  W.  C. 

MO  MAG 

United  ElKtrodynamics  Div.  of  United 
Geophysical  Co.,  Inc. 

MONARCH 

Birmingham  Sound  Reproducers  Ltd. 
MONEL 

International  Nickel  Co.,  Inc. 

MONIMAX 

Allegheny  Ludlum  Steel  Corp. 
MONKEAL 
Magnetic  Metals  Co. 

MONIS^  "444” 

Carpenter  Steel  Co. 

MONITORADIO 
I.  0.  E.  A.,  Inc. 

MONITORADIO 
Radio  Apparatus  Corp. 
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MONITROL 

Monitor  Controllir  Co. 
MONITRON 
Moore  Attociites 
MON-KEY 

Electric  Ejpt  EquIpmoM  Co. 
MONOBLOC 

WInchnttr  Elcctronici  Co. 
MONOCEU 

FortIphone  Ltd. 

MONOCOIL 

Kupirion  Mfp.  Co. 
MONOLYTHIC 
Sprofue  Eltctric  Co. 


Sproouo  El) 
MONOMATtC 


Pentron  Corp. 

MONOMOTORS 
Redmond  Co.,  Inc. 

MONO-PAC 

Beltone  Hcarino  AM  Co. 

MONOPLEX 
Shore  Brothort,  loc. 

MONOSET 

Bristol  Co.,  Tlw. 

MONOSET 
Ttle>,  Inc. 

MONOSHELL 

Misco  Precision  Costing  Co. 
MONOSTRIP 

Moos  Industrlot,  Inc. 

MONOTUBE 
Tuttl*  A  KHt 
MOR 

FlKher  A  Porter  Co. 

MORAOCO 

Morrow  Radio  Mfg.  Co. 
MORNINGSTAR 
Paisier  Product!,  Inc. 

MONROBOT 

Monroe  Calculating  Machine  Co. 
MORSE  EUREKA 
Morse  Co ,  Frank  W. 

MOTO-MAGS 
Keystone  Product!  Co. 

MOTO-MITE 
Globe  Industrie!,  Inc. 

MOTORLVTICS 

MIcameid  Electronics  Mfg.  Corp. 
MOTOR-MIKE 
Electro  Capacitors  Co. 

MOTOROID 

leetronics,  Inc., 

MOTORTRON 

Bussmann  Mfg.  Div.,  McGraw-Edisan 

MOTOR  WATCHMAN 
Westlnqhouse  Electric  Corp. 
MOT-O-TROL 

Westlnohouse  Electric  Corp. 

MOTRON 

Robinette  Co.,  W.  C. 

MOYNO 

Robbins  A  Myen,  Inc. 

MPB 

Miniature  Preclsloo  Bearings,  Inc. 
M-R-C 

Marlin.  Rockwell  Carp. 

MRM 

Ross  Metals  Co.,  Milton, 

MSRD 

Menlo  Research  laboratory. 

M-PAC 

"ompi  ter  Coftrol  Co.,  Inc. 

M-SCOPE 

Fisher  Research  Lab,  Inc. 

MU 

Acre  Mfg.  Co. 

MU  BETA 

Spectralah  Instruments 
MUCHROHM 
Magnetic  Metals  Co. 

MUFAX 

Muirhead  A  Co.,  Ltd. 

MUGWUMP 

Radio  Merchandise  Salas,  Inc. 
MULLARD 

International  Electronics  Corp. 
MUL-TEL 
Bracti  Mfg  Carp. 

MULTI-ANALYST 
ElecWonIc  Instrument  Co.,  Inc. 
MULTI-BOW 
Channel  Matter  Corp. 

MULHCARDIOTRON 
Electro- Phystcol  Lab!. 

MULTI-CEU 
Shielding  Inc. 

MULTICOMP 
Sprague  Electric  Co. 

MULTICON 

Rrltlsh  Electronics  Salas  Co.,  Inc. 
MULTICON 

Standard  Electronics  Carp. 
MULTICORE 

British  Industries  Carp. 
MULTICOUNTER 
Atomic  Instrwnent  Co. 

MULTIOATA 

Flight  Research,  Inc. 

ELM  AC 

Multi-Product!  Co. 

MULTIPLEX 
Eagle  Signal  Carp. 

MULTI-CATE 
Hanwnartund  Mfg.  Co. 
MULTI-LOW-RANM 
Dillon  A  Co.,  Inc.,  W.  C. 


Flight 

MULTI-E 


MULTI-MASTER 

Precision  Apparatus  Co.,  Inc. 
MULTIMETER 

Ramon  Electrical  Instrument  Co. 
MULTIMORPH 

Clevite  Electronic  Components  Div.  of 
Clevite  Corp 
MULTI  PAC 

Oubrow  Development  Co. 

MULTIPLANE 
Lord  Mfg.  Co. 

MULTIPOT 

Ford  Engineering  Co. 

MULTIPRESS 

Denison  Engineering  Div.,  American 
Brake  Shoe  Co. 

MULTI-PULSER 
Kay  Electric  Co. 

MULTI-RECTIFIER 
Green  Electric  Co.,  Inc. 

MULTISCALER 
Baird-Atomic,  Inc. 

MULTISCOPIC 
Kulka  Electric  Corp. 

MULTISOURCE 
Applied  Research  Labs. 

MULTI-SPEED 
Pentron  Corp. 

MULTI-STOCK 

Consolidated  Resistance  Co.  of  America, 
Inc. 

MULTI-SWAGE 

Bead  Chain  Mfg.  Co. 

MULTI-VENT 
Pyie-Natlenol  Co. 

MULTIVERTER 
Packard-Bell  Co. 

MULTIVIOEO 

Industrial  Television,  Inc. 
MULTTVISION 

Industrial  Televisloti,  Inc. 

MULTIVOLT 
Ohmite  Mfg.  Co. 

MUL-TV 

Jerrold  Electranks  Corp. 

MUMETAL 

Allegheny  Ludlum  Steel  Corp. 
MUMETAL 

Telegraph  Construction  A 
Maintenanco  Co.,  Ltd. 

MU  NET 

Sickles,  F.  W.  Div. 

General  Inetnunont  Carp. 

MURFAX 

Muirhead  A  Co.,  Ltd. 

MUROSCOPE 

Simpson  Electric  Co.  Div.  of 
American  Gage  A  Machine  Co. 
MUSIC  LOVER 

Shiire  Brothers,  Inc. 

MUSIC  MASTER 
M.  P.  Engineering  Co. 

MUSITRON 

Waters  Conley  Co.,  Inc. 

MUSTANG 

Aprs  Coated  Fabrics  Co. 
MUTED-STYLUS 
Shure  Brothers,  Inc. 

MVR 

Sorensen  A  Ce.,  Inc. 

M/W  GAIN  SET 
Kay  Electric  Co. 

MYERS  UBELSTIK 

Ellis  A  Sons,  Inc.,  George  D. 
MYKAPLAST 

Film  Capacitors,  Inc. 

MYKAPLAST 

United  Condemw  Corp. 

MYKE-A-TROL 
Industrial  Electronics,  Inc. 

MYKROY 

Flectronic  Mechanics,  Inc. 

MYUR 

du  Pont  de  Nemours  A  Co.,  Inc., 

E.  I. 

MY-T-MIOGET 

American  Rectifier  Corp. 


NPC 

Nucleonic  Products  Co. 

NA-ALD 

Aiden  Product!  Co. 

NAFU 
Lear,  Inc. 

NAGRA 

Electronic  Applications,  Inc. 

NALCO 

National  Load  Co. 

NALCO 

North  American  Electric  Lamp  Co. 
NALCOBRITE 

North  American  Electric  Lamp  Co. 
NAMCO 

National  Acme  Co. 

NAMEHES 

Swenson  Co.,  Inc.,  V.  H., 

NAPSEAL 

Johns-Manville 

NARCO 

National  Aeronautical  Carp. 

NARCO  OMNIGATOR 

National  Aeronautical  Corp. 

NARCO  OMNIHOMER 
Natlotul  Aeronautical  Corp. 

NARCO  SAPPHIRE 

NatlonAl  Aeronautical  Corp. 

NARCO  SIMPIEXER 
National  Aeronautical  Carp. 


NARCOIL  t 

NRC  Equipment  Corp. 

NARESCOIL 
NRC  Equipment  Corp. 

NARL 

North  American  Research  Labs.,  Inc. 
NARLINER 

NRC  Equipment  Corp. 

NASAT 

Westlnghouse  Eiectric  Corp. 

NATCO 

National  Tel-Tronlcs  Corp. 

NATIONAL 

Valeo  Mfg.  Co. 

NATITE  150 

National  Ceramic  Co. 

NAUCAHYOE 

U.  S.  Rubber  Co. 

NAUTILUS 

Hudson  American  Division 

NAVAJO 

Sangamo  Electric  Co. 

NAVASEAL 
Johns-Manville 
NAVIGATOR 
Johnson  Co.,  E.  F., 

NAVCOR 

Navigation  Computer  Corp. 

N-CAP 

Eastern  Precision  Resistor  Corp 
N-CASE 

Epoxy  Products,  Inc. 

NEBROC 

Hltemp  Wires,  Inc. 

NEC 

Navigation  ElKtronics  Corp. 

NECLA 

Northeast  Circuit  Lab's.  Corp. 

NEG'ATOR 
Hunter  Spring  Co. 

NELCO 

Chemical  Products  Corp. 

NEMCO 

National  Electronic  Mfg.  Corp. 

NEMCO 

Van  Norman  Industries,  Electronics  Div., 

NEMO 

Nuclear-Chicago  Corp. 

NEO-CURK 

Auburn  Mfg.  Co.,  The 
NEOFLOW 

Peerless  Photo  Products,  Inc. 

NEOLAY 

U.  S.  Rubber  Co. 

NE-O-LITE 

General  Cetnent  Mfg.  Co. 

NEOMITE 

Elgin  National  Watch  Co., 

Electronka  Dhr. 

NEOTEL 

General  Cable  Corp. 

NEPCO 

National  ElKtric  Products  Co 
NEPEC 

Centralab  Dhr., 

Globe  Union  Inc. 

NESA 

Pittsburgh  Plate  Glaw  Co. 

NESTIER 

Doepke  Mfg.  Co.,  Inc.,  Chas.  Wm 
NESTLER 

Oulid  Div.  of  General  Aniline  &  Film 
Corp. 

NET 

New  England  Tramformer  Co. 

NETIC 

Perfection  Mica  Co. 

NETCO 

New  England  Tape  Co. 

NEURON 

Autron  Engineering,  Inc. 

NEUTRASEAL 
Cook  Electric  Co. 

NEVA  TIP 

Radio  Merchandise  Sales,  Inc. 
NEVERSLIP 

Philadelphia  Steel  A  Wire  Corp. 
NEYDIUM 
Ney  Co.,  J.  M. 

NEY-ORO 
Ney  Co.,  J.  M. 

NICAD 

Nickel  Cadmium  Battery  Corp. 
NIAGRITE 
Johns-Manville 
NICHROME 
Driver-Harris  Co. 

NICORD 

Western  Gold  A  Platinum  Co.,  (a  Sub 
of  The  Wilbur  B.  Driver  Co.) 

NICOTE 

Frenchtown  Porcelain  Co. 

NICUSIL 

Western  Gold  A  Platinum  Co. 

NIFER 

Metals  A  Controls  Corp., 

General  Plate  Dhr. 

NIKROTMAL 
Kanthal  Corp. 

NILSTAIN 

Driver  Co.,  Wilbur  B. 

NILVAR 

Drhrer-Harrls  Co. 

999  "PLUS” 

Handy  A  Harman. 


NIORO 

Western  Gold  A  Platinum  Co.,  (a  Sub. 
of  The  Wilbur  B.  Driver  Co.) 

NIREX 

Drhter-Harris  Co. 

NITELIGHTER 
Fisher-Pierce  Co.,  The, 

NITE-T-UTE 
Littelfuse,  Inc. 

NITRATE-ASBESTOMENT 

Johns-Manville. 

NITREMANG 

Foote  Mineral  Co. 

NITRON 

Monsanto  Chemical  Co. 

NITRONEAL 

Engelhard  Industries  Inc. 

NIVAC-P 

Vacuum  Metals  Corp.  Div.  of  Crucible 
Steel  Co. 

NIXIE 

Burroughs  Corp. 

NOARK 

Federal  Electric  Products  Co. 

NO-BATT 

Bristol  Co.,  The. 

NOBATRON 
Sorensen  A  Co.,  Inc. 

NOBLELOY 

Continental  Carbon  Div.  of  Wirt  Co. 
NOBLETTE 

Continental  Carbon  Dhr.  of  Wirt  Co. 
NOBLEWEST 

Noble  A  Westbrook  Mfg.  Co. 

NOBL-OHM 

Fairchild  Controls  Corp. 

NOBRUSH 

Georator  Corp. 

NOORSEAL 

Johns-Manville. 

NOFLAME-COR 
Cornish  Wire  Co. 

NOISERASER 

Minnesota  Electronics  Corp. 

NOKOROOE 

Dunton  Co.,  M.  W. 

NO  LEAK 

Marathon  Battery  Co. 

NORBIDE 
Norton  Co. 

N-CAPSHELLS 
EPM  Corp 
N-SILICATE 

Philadelphia  Quarts  Co. 

NOMU 

Magnetic  Metals  Ce. 

NON-LINK 

Positive  Lock  Washer  Co. 

NONSTRIP 

Rex  Corp.,  The. 

NO-OX 

Walsco  Electronics  Corp. 

NOPOFOAM 
Nopco  Chemical  Co. 

NORBIDE 
Norton  Co. 

NORCO 

Nortronics  Co.,  Inc. 

NORELCO 

Philips  Electronics.  Inc. 

NORPLEX 

Northern  Plastics  Corp. 

NORTHAM 

North  American  Instruments,  Inc. 

NORWOOD 

Control  Engineering  Corp. 

NO  SPAT 

Midland  Paint  A  Varnish  Co. 

NO-TOX 

Elcctrovox  Co.,  Inc. 

NOX-TARNISH 

Daubert  Chemical  Co. 

NP-bO 

Ohio  Seamless  Tube  Div.,  Copperweld 
Steel  Co. 

NTC 

Keysto)«  Carbon  Co.,  Inc. 

N.  U. 

National  Union  ElKtric  Corp. 
NU-BUC 

Star  Porcelain  Co. 

NU  BLOC 
Star  Porcelain  Co. 

NU-BLOK 

UnHed  Mfg.  A  Service  Ce. 

NU  BLOK,  JR. 

United  Mfg.  A  Service. 

NU-BRAZEE 

American  Sliver  Co.,  Inc. 

NU  CAP 

Set  Screw  Mfg.  Co. 

NUaEOMETER 

Radiation  Cotmter  Laboratories,  Ik. 
NUCOR 

Central  Electronic  ManufKturers,  Ik 
NUCOR 

Nuclear  Corp.  of  America,  Ik. 
NUMAR 

Nuclear  MagKtics  Corp. 

NUSO 

Esso  Standard  Oil  Co. 

NU  TIP 

Mallory  A  Co.,  Ik.,  P.  R. 
NU-TRONIC 

Nuclaar-Electronica  Corp. 

NU-TWBT 

Mallory  A  Co.,  Ik.,  P.  R. 
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NWL 

Nothtiftr  Winding  Labs. 
NU-WAY 

Marshall  Associatts,  Inc.,  John. 
NU  WRINKLE  CAP 
Mallory  A  Co.,  Inc.,  P.  R. 
NW  25 

Kellogg  Co.,  M.  W. 

NYCO 

New  York  Coll  Co. 

NYFORM 
Acmo  Wirt  Co. 

NYPORM 

Essex  Wire  Carp. 

NYCRIP 
Wtdctsttr  Co. 

NYLAFLOW 
PohrnMr  Corp.,  The 
NYUSINT 
Polymer  Corp.,  The. 

NYUTINT 


Polymer  Corp.,  The. 
NYLATRON 
Polymer  Corp.,  The. 
NYUWELO 
HYLeJ"*^  Corp.,  The 


Boston  Insulated  Wire  A  Cable  Co. 
NYLEZE 

Phelps  Dodge  Copper  Products  Corp. 
NYLINED 

Thomson  industries,  Inc. 

NYLOCUP 
Bumdy  Carp. 

NYLO-FAST 

Antm^rrosive  Metal  Products  Co. 
NYLON 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I. 
NYLON 

Essex  Wire  Corp. 

NYLON-ZIP 
Waldes  Kohinoor  Inc. 

NYLONITE 

Plastic  Wire  A  Cable  Corp. 

NYPOT 

Associated  Research,  Inc. 

NYTRAN 

New  York  Transformer  Co.,  Inc. 

NYVAR 

Acme  Wire  Co. 


101 

Continental  Communications,  Inc. 

110 

Continental  Communications,  Inc. 
OAKWOOO 
Osborn  Products 
OBSERVER 

Blonder-Tonguc  Laboratories,  Inc. 
OCCO 

Ohio  Crankshaft  Oa. 

OaOHL 

Eastman  Kodak  Co. 

OECO 

Osborne  Electronic  Corp. 

OFC 

Ortho  Flltw  Oiep. 

OFHC 

American  Metal  Climax,  Inc. 
OHIO-APEX 

Food  Machinery  A  Chemical  Corp.,  FMC 
Organic  Chemicals  Div. 

OHIO  SPECIAL  QUALITY 

Ohio  Seamless  Tube  DIv.  of  Copperweld 
Steel  Co. 

OHIOM 

Ohio  Carbon  Co. 

OHMALOY 

Allegheny  Ludluffl  Steel  Corp. 

OHMAX 

Drlver-Harrls  Co. 

OHMOID 

Wilmington  Fibre  Specialty  Co. 
OHM-SPUN 
States  Co. 

OHMSTONE 

Johns-Monrllle 

OILDAG 

Acheson  Colloids  Co. 

OILMITE 

Tobe  Deutschmann  Corp. 

OK 

Eagle  Electric  Mfg.  Co.,  Inc., 

"0.  K." 

General  Cable  Carp. 

OKLIP 

Burndy  Corp. 

OKOBESTOS 
Okonito  Co. 

OKOGLASS 
Okonito  Co. 

OKOLENE 
OkonKe  Oo. 

OKOUTE 
OkonHo  Co. 

OKOPRENf 
Okonito  Co. 

OKOSEAL 
Okonito  Co. 

OLYMPIC-OPTA 

Olympic  Radio  A  Television  Co. 
OMNI-CLOW 
Industrial  Oavicas,  Inc. 

OMNIMATTC 
Lear,  Inc. 

OMNIMETER 
Lear,  Inc. 


OMNIOMETER 

Radiation  Counter  Laboratories,  Inc. 
OMNIPACK 
Lear,  Inc. 

OMNISCOPE 
Lear.  Inc. 

OMNITENNA 
Lear,  Inc. 

OMNITENNA 

Tennalob 

ONE-PIECE 

Buchanan  Electrical  Products  Corp. 
0-PAC 

Opad  Electric  Co. 

OPALON 

Monunto  Chemical  Co. 

OPCO 

Onondaga  Pottery  Works 
OPENACTOR 

Jeffers  Electronics  Div.  of 
Speer  Carbon  Co. 

OPTIMATIC 

MInneapolls-Honeywell  Regulator  Co. 
OPTIMIia 

Instrument  Development 
Laboratories,  Inc. 

OPTO-MATIC 
Trico  Fuse  Mfg.  Co. 

ORATRON 

OMCO 

ORI-FLORATOR 
Fischer  A  Porter  Co. 

ORIENTED 
Armco  Steel  Corp. 

ORIENTER 
Lear,  Inc. 

0  RINdS 

Parker  Seal  Co.,  Div.  of  Parker  Hanni¬ 
fin  Corp. 

ORIZON 

Monsanto  Chemical  Co. 

ORPHEUS 

International  Research  Associates. 
ORLON 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I. 
ORTHONIK 
Armco  Steel  Corp. 

ORTHONIK 

Westlnghouse  Electric  Corp. 

ORTHONOL 
Magnetics,  Inc. 

ORTHOSIL 

Thomas  A  Skinner,  Inc. 

ORYX 

Television  Acctssorlet  Co. 

0S-A5 

Monsanto  Chemical  Co. 

OSAGE 

Sangamo  Electric  Co. 

OSCAR 

Benson-Lehner  Corp. 

OSCARETTE 

Benson-Lehner  Corp. 

OSCILUTRON 
Vectron,  Inc. 

OSCIUO-RECORD 

Fairchild  Camera  A  Instrument  Corp. 
OSISO 

Westlnghouse  Electric  Corp. 

OSTUCO 

Ohio  Seamless  Tube  Dhr.  of  Copperweld 
Steel  Co. 

OTRAC 

Non-Linear  Systems,  Inc. 

OUNCER 

United  Transformer  Corporation. 
OVALTUBE 
Plastold  Corp. 

OWNER 

United  Transformer  Corp. 

OXLEY 

British  Radio  Electronks,  Ltd. 

OXWELO 

Linde  Air  Products  Co. 

Unit  of  Union  Carbide  Corp. 
OXYHEMOGRAPH 
Photocon  Research  Products. 
OYLTITE-SHK 
lake  Chemical  Co. 

OZALID 

General  Aniline  A  Film  Corp. 
OZAMATIC 
Oralld  Dhr.  General 
Aniline  A  FIMi  Corp. 


P.  A. 

Aerovox  Corp. 

P-A-B-X 

Automatic  Electric  Sales  Carp. 

P  A  B 

Patter  A  Brumfield. 

P-28 

Cook  Ceramic  Mfg.  Co. 

PAC 

Erie  Resistor  Cm. 

PACE 

Electronic  Associates,  Inc. 

PACE 

Precision  Apparatus  Co.,  Inc. 
PACEMAKER 
Johnson  Co.,  E.  F. 

PACER 

Sprague  Electric  Co. 
PACE-SETTER 
J  F  D  Mfg.  Co.,  Inc. 

PACIFIC 

Transformer  Engineers. 


PACITRON 

SImmonds  Aeroccessories,  Inc. 
PACKMASTER 

Radio  Specialty  Mfg.  Co. 

PAD-KAGING 

Peters-Dalton,  Inc. 

PADOHM 

Clarostat  Mfg.  Co.,  Inc. 

PAGEMASTER 

Electronic  Control  Systems,  Inc. 
PAGEMASTER 
Scontlln  Electronics. 

PAGEMASTER 

Stromberg-Carlson  Co.  Div.  of  Genera' 


Dynamics  Corp. 
PAINCTIKS 


Markal  Co. 

PAINTGRIP 
Armco  Steel  Corp 
PAINTON 

British  Electronics  Sales  Co..  Inc. 
PAINTON-WINKLER 

British  Electronics  Sales  Co.,  Inc. 
PAISOL 

Paisley  Products,  Inc. 

PAISTEX 

Paisley  Products,  Inc. 

PAISTIC 

Paisley  Products,  Inc. 

PAISTICK 

Paisley  Products,  Inc. 

PAKAP 

Audio  Products  Corp. 

PAK-FONE 

Industrial  Radio  Corp. 

PAL 

J  F  0  Mfg.  Co.,  Inc. 

PAL 

Palnut  Co.,  Inc. 

PALINEY 
Ney  Co.,  J.  M. 


Ney  C 
PAMdO 


Paraplegics  Mfg.  Co.,  Inc. 
PANADAPTOR 

Panoramic  Radio  Products,  Inc. 
PANALYZOR 

Panoramic  Radio  Products,  Inc. 
PANARAMA 
JFD  Mfg.  Co.,  Inc 
PANARAMIC  EXPOSURE  SHIELD 
Technical  Operations,  Inc. 
PANaiMATIC 
Welwyn  International,  Inc. 

PANDEX 

Westlnghouse  Electric  Corp. 

PANDUX 

Pacific  Transducer  EB6  Corp. 

PANDRAMA 
J  F  D  Mfg.  Co.,  Inc. 

PANEL 

Ozus  Fastener  Co.,  Inc. 

PANEL 

Pan-Electronics  Corp. 
PANEL-CHANEL 
Stahlln  Brothen,  Inc. 

PANELOC 
Scowlll  Mfg.  Co. 

PANELPACK 

Waterman  Products  Co.,  Inc. 

PANELSCOPE 

Waterman  Products  Co.,  Inc. 
PANELYTE 
St.  Regis  Paper  Co. 

PAN-I-LITE 
Alden  Products  Co. 

PANORADIO 

Panoramic  Radio  Products,  Inc. 
PANORAMIC 

Radio  Merchandise  Sales,  Inc. 
PANORAMOSCOPE 

Panoramlr  Radio  Products,  Inc. 
PANOSCOPE 

Panoramic  Radio  Products,  Inc. 

PANTO 

Prels  Engraving  Machine  Co.,  H.  P. 
PAPERITE 
Acme  Wire  Co. 

PARA-CON 

Ward  Products  Corn., 

Dhr.  of  The  Gabriel  Co. 

PARACORE 
U.  S.  Rubber  Co. 

PARAFLECTOR 
Scale  Radio  Co 
PARA-FLUX 
Radio  Music  Corp. 

PARAFORMED 

Paramount  Paper  Tubs  Carp. 
PARAGON 

Keuffel  &  Esser  Co. 

PARALEAO 
Chester  Cable  Corp. 

PA  RA-SCOPE 

Channel  Master  Corp. 

PARATEX 
Blecksem  A  Co. 

PAR  GYRO 

Summers  Gyroscope  Co. 
PARISIANOID 
Parisian  Novelty  Co. 

A.  B.  PARKER 
Televlslofl  Accesserlet  Oa. 

PARLON 

Hercules  Powder  Co.,  Inc. 
PARTRIDGE 

British  Electronics  Sales  Ce.,  Inc. 
PATHnNDER 
Sangamo  Electric  Co. 


PATRICIAN 
Electro-Voice,  Inc. 

PATTERSON  ,  , 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I. 
PAWNEE 

Sangamo  Electric  Co. 

PAYOfrPAK 

Continental  Can  Co.,  Inc. 

P-A-X 

Automatic  Electric  Sales  Corp 
PCN 

Seymour  Mfg.  Co.,  The, 

PDCP 

Phelps  Dodge  Copper  Products  Co. 

P.  E.  C. 

Centralab  Div. 

Globe  Union  Inc. 

PEC. 

PrKislon  Electronic  Components.  Ltd. 
PEAK-METER 
Control  Devices,  Inc. 

PEAKTROL 
Control  Corp. 

PECKMASTER 

Radio  Specialty  Mfg  Co. 

PECO 

Pacific  Electricord  Ce. 

PECO 

Pomona  Electronics  Co.,  Inc. 

PEDASINE 
Fisher  A  Co.,  R.  A. 

PEDIGREE 
George  Co.,  P.  D. 

PEERAGE 
Electro-Voice,  Inc. 

PEERLESS 

Altec  Lansing  Corp. 

PEERLESS 
General  Cable  Corp 
PEERLESS 

National  Vulcanlied  Fibre  Co 
PEERLESS 

U.  S.  Rubber  Co. 

PEE-WEE 

Mueller  Electric  Co. 

PEG-BOARD 

Butler  Mfg.  Co.,  Inc.,  B.  B 

PELLETS 

Tempi  I  Corp. 

PEM 

Penn  Engineering  A  Mfg  Corp 

PENACOLITE 
Koppers  Co.,  Inc. 

PENCIL  OF  LIGHT 
Electronic  Control  Corp. 

PENCO 

Pacific  Electro-Nuclear  Co. 

PENOET 

Centralab  Olv.  of 
Globe-Union,  Inc. 

PEPCO 

Peerless  Electrical  Products  Olv. 
of  AltK  Lansing  Corp. 

PERCELENE 

du  Pont  de  Nemours  A  Co.,  Inc.,  E  I  , 
PERCEPTOSCOPE 
Sonotone  Corp. 

PERFECTION 
National  FeH  Co. 

PERFECT-O-CUT 
Tablet  A  Ticket  Ce. 

PERFECTONE 

Audlomatlon  laboratories, 
PERIDYNAMIC 
Jensen  Mfg.  Co. 

PERISCOPE 

JFD  Manufacturing  Co.,  Inc. 

PERKINS 

Westlnghouse  Electric  Corp. 
PERMA-A-CAPS 
Chicago  Condenser  Corp. 

PERMACELL 
U.  S.  Rubber  Co. 

PERMA-CODE 
Brady  Co  ,  W.  H 
PERMACOOE 

Revere  Corp.  of  America,  Sub.  of 
Neptune  Meter  Co. 

PERMA  FLO 

Workman  TV,  Inc. 

PERMAGRID 

Driver  Co  ,  Wilbur  B 
PERMAKAY 

Motorola  Communications  A 
Electrenia,  Inc. 

PERMALINE 

Columbia  Wire  A  Supply  Co. 

PERMAUOY 
Arnold  Engineering  Co. 

PERMAaOV 

Standard  Telephones  A  Cablet,  Ltd. 
PERMA-MOLO 
Randall,  Inc.,  Douglas. 

PERMANICKEL 

International  Nickel  Co.,  Inc. 
PERMANITE 
Foote  Mineral  Co. 

PERMANITE 

I-T-E  Circuit  Breaker  Ce. 
PERMA-NUTS 
Tubular  Rivet  A  Stud  Ce. 
PERMAPAPER 
Sanborn  Co. 

PERMAPLAST 
Richardson  Co.,  The 
PERMA-POWER 
General  TronsfornMr  Carp. 
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PERMASEAL 

Sprague  Electric  Co. 

PERMA-SWrrCH 
Centralab  Oiv.  of 
Globe- Union,  Inc. 

PERMATAGS 
Actioncraft  Products. 

PERMATORQ 

Cambridge  Thermionic  Corn. 

PERMA-TRAN 

New  Vork  Transformer  Co..  IttC. 
PERMENDUR 

Allegheny  Ludlum  Steel  CoTS. 

PERMENDUR 
Arnold  Engineering  CO. 

PERMENDUR 

Standard  Telephones  &  Cables,  Ltd. 
PERMENDUR 
Telegraph  Construction  & 

Maintenance  Co.,  Ltd. 

PERMENORM 

Arnold  Engine  ring  Co. 

PERMERON 

l-T-E  Circuit  Breaker  Co. 

PERMI-CAL 
Tophight  Corii. 

PERMOCARB 

Orleer  Co,,  V’llbur  B. 

PERMO  COMPOJNDS 
Hardman  Co.  Inc.,  H.  V. 

PERMOFLUX 

OX  Radio  Products  Co.,  Inc. 

PERMOGRAPH 

Electro- PhysiMl  Labs.,  Inc. 

PERMO  POINT 
Fidelitone,  Inc. 

PERMO-SWITCH 

Centralab  Olv.  of  Globe-UnloR,  Inc. 
PESCO 

Borg.  Warner  Corp. 

PETITE 

Mitchell  Industries,  InC. 

PETTI-SEL 

Radio  Receptor  Co. 

PFAN-TONE 

Pfanstiehl  Chemical  Corp. 

PFAN-WOOD 

Pfanstiehl  Chemical  Co. 

P-50 

Superior  Tube  CO. 

PHALO  COM 
Phalo  Plastics  Corp. 

PHALO  CORO 

Phalo  Plastics  Corp. 

PHALO  TEL 
Phalo  Plastics  Corp. 

PHALO  TRAN 
Phalo  Plastics  Corp. 

PHALO-X 

Phalo  Plastics  Corp. 

PHALOCORD 
Phalo  Plastics  Corp. 

PHALON 

Phalo  Plastics  Corp. 

PHANTOM 

Ward  Products  Corp.  Div.  Of 
The  Gabriel  Co. 

PMASATROL 

Mallory  A  Co.,  Inc.,  P.  R. 
PHASEFORMER 
Eastern  Specialty  Co. 

PHASEOMETER 

Wintronics 

PHAZOR 

Industrial  Test  Equipment  Co.' 
PHENOCEL 
PlastiligM,  Inc. 

PHENOFLDC 

Dielectric  Materials  CO. 

PHENOL  FIBRE 
Taylor  Fibre  CO. 

PHENOLITE 

National  Vulcanixed  FIbrt  C*. 
PHENOWELD 

Hardman  Co.,  Inc.,  H.  V. 

PHILANI 

Edwards  Nigh  Vacuum  (Canada)  Ltd. 
PHILHARMONIC 
Espey  Mfg.  Co.,  InC. 

PHILLIPS 

Harper  Co.,  H.  M. 

PHILLEX 
Phillips  Mfg.  Co. 

PHIL-TROL 

Phillips  Control  Corp. 

PHILLSOLU 
Phillips  Mfg.  Co. 

PHONAUOOGRAPH 

Gray  Research  &  Development  Co.,  IlK. 
PHONE  AID  ' 

Remler  Company 
PHONOLA 

Waters  Conley  Co. 

PHONOPHRAGMS 
Magnetic  Metals  Co. 

PHONOSTROBE 
Berkshire  Laboratories. 

PHOS-COPPER 

Westinghouse  Electric  Corp. 

PHOSON 

United  Wire  &  Supply  Corp. 

PHOSNIC 

Chase  Brau  &  Copper  Co.,  InC. 
PHOSPHOR  BRONZE 
Seymour  Mfg.  Co.,  The, 

PHOSTUBE 

All-State  Welding  Alloys,  Co.,  Inc. 


PHOTOnNISH  #4 
PhotocircuHt  Corp. 

PHOTOSWITCH 

Electronics  Corporation  Of  Amerlct, 
PHOTACT 

Keuffel  A  Esser  Co. 

PHOTELOMETER 
Central  Scientillc  Co. 

PHOTISTOR 

Canadian  Marconi  |^. 

PHOTO-ARC 

Peerless  Photo  Products 
PHOTOLINE 

Bruning  Co.,  loc.,  Charles 
PHOTOLim 

Westinghouse  Electric  Corp. 

PHOTO-MARK  PROCESS 
Precision  Marking  Co. 

PHOTOPHONE 

Radio  Corporation  of  Amerlct. 
PHOTO-TROLLER 

Westinghouse  Electric  Corp. 

PHOTOTRON 

Thomas  Electronla,  Inc. 

PHOTOTRONIC 

Weston  ElKtrlcal  Instruments  Co. 
PHOTOX 

Westinghouse  Electric  Corp. 

PHOTRONIC 

Weston  Electrical  Instruments  Co. 
PHOZOR 

Industrial  Test  Equipment  Co. 

PI-CAPS 

Chicago  Condenser  Corp. 

PICBOOST 

CBC  Electronics  Co.,  Inc. 

PICOPACK 

Telegraph  Condenser  Co.,  Ltd. 

PIC-SVNC 

Fairchild  Recording  Equipment  Co. 
PICK-A-SHAFT 

Clarostat  Mfg.  Co.,  Inc. 

P.  I.  D. 

Burnell  A  Co. 

PIEZO-RAY 

Commercial  Research  Labs.,  Inc. 
PIG-TAILOR 

Bruno- New  York  Industries  Corp. 
PILOSTAT 

Minneapolls-Honeywell  Regulator  Co. 
PILOTONE 

Pilot  Radio  Corp. 

PILOTROL 

Bailey  Meter  Co. 

PILOTUNER 

Pilot  Radio  Corp. 

PINCOR 

Pioneer  Gen-E-Motor  Corperatlen. 
PINHEAD 

Sprague  Electric  Co. 

PINK  KARL 

Eberhard  Faber  Pencil  Co. 

PIN-POINTER 

Radio  Merchandise  Sales,  Inc. 

PIONEER 

Bendix  Aviation  Corp. 

PIONEER 
Chase  Mfg.  Co. 

PIP 

Hell-Coil  Corp. 

PIP-A.ROO 
JFD  MfoCo.,  Inc. 

PlPETlTE-VnK 
Lake  Chemical  Co. 

PIP-JET 

JFD  Mfg.  Co.,  Inc. 

PIROUETTE 

Presto  Recording  Corp. 

PISTOGRIP 
Wall  Mfg.  Co. 

PITL06 

PHometer  Log  Corp. 

PIX-EYE 

Radio  Merchandlso  Sales, 

PIXIE 

Cook  Electric  Co. 

PIXIE 

Burroughs  Corp. 

PIXIE 

Wells  A  WInegard 
P-K 

Parker  Kalon  OWtston  of 

General  American  Transporatloa  Corp. 

PL 

Penta  Laboratories,  Inc. 

PLA NOFAX 

Times  Facsimile  Corp. 

PLAQOHM 

Ward  Leonard  Electric  Co. 

PLASCAP 

Mallory  A  Co.,  Inc.,  P.  R. 

PLASCENE 

Chester  Cable  Corp.,  Sub.  of  Miami 
Copper  Co. 

PLASCET 

Fischer  A  Porter  Co. 

PLA-CIR 

Motorola  Communications  ft 
Electronics,  Inc. 

PLASKOIL 

Gramer-Halldorson  Transformar  Corp. 
PUSKON 

Barrett  Dhr.,  Allied  Chemical 
Carp. 

PLASPRE6 

Furane  Plastics,  Inc. 


PLASTACEU  .  ,  ,  -  , 

du  Pom  de  Nemours  ft  Co.,  Inc.,  E.  I. 
PLASTAPACK 
CAD  Batteries,  Inc. 

PLASTEX  ,  , 

Steel  Protection  A  Chemical  Co.,  Inc. 
PUSTIBOND 

National  Engineering  Products,  Inc. 
PUSTICAL 

C  A  0  Batteries,  Inc. 

PLASneON 

Condenser  Products  Dhr.  New  Haven 
Clock  A  Watch  Co. 

PLASTICON 

Plastic  Wire  A  Cable  Corp. 
PLASTICORD  ,  ^  ^  , 

Chester  Cable  Corp.,  Sub.  of  Miami 

Copper  Co. 

PLASfiCORE  ,  ^  ^  , 

Chester  Cable  Corp.,  Sub.  of  Miami 

Copper  Co. 

PLASTICOTE  ,  ^  . 

Chester  Cable  Corp.,  Sub.  of  Miami 

Copper  Co. 

PLASTI-FLEX 

Auburn  Mfg.  Co.,  The. 

PLASTIFLEX 
Calresin  Corp. 

PLASTI-GROMMETS 

Fastex  Oiv.  of  Illinois  Tool  Works 
PLASTIK-707 

United  Technical  Laboratories. 
PLASTIK-TUL 

Industrial  Development  A  Mfg.  Corp. 
PLASTILOICT 

Precision  Paper  Tube  Co. 

PLASTINITE 
Fastex  Dhr.  of  Illinois 
Tool  Works. 

PUSTI-PAK 

Cemralab  Dhr.  of  Globe>UnIon,  Inc. 
PLASTIPEEL 
Protective  Coatings  Corp. 
PLASTI-PLUGS 

Fastex  Oiv.  of  Illinois  Tool  Works 
PLASTI-RINGS 

Fastex  Div.  of  Illinois 
Tool  Works. 

PLASTI-RIVETS 
Fastex  Div.  of  Illinois 
Tool  Works. 

PUSTISEL 

Electronics  Devices,  Inc., 

Precision  Rectifier  Dhr. 
PLASTI-SUPPORTS 
Fastex  Div.  of  Illinois  Tool  Works 
PLASTITE 
Whitney  Blake  Co. 

PLASTOK 

Richardson  Co.,  The 
PLASTOLYTIC 

Condenser  Manufacturers,  Inc. 
PLASTO-PAK 

Standard-Toch  Chemicals,  Inc. 
PLASTRONICS 
Maico  Co.,  Inc. 

PLASTURBO 

Master  Appliance  Mfg.  Co. 
PLATE-LOK 

Boots  Aircraft  Nut  Co. 

PLATO 

Raytheon  Mfg.  Co. 

PLAYAL 
Sonotone  Corp. 

PLAYBOY 

Carbormeau  Industries,  Inc. 

PLENCO 

Plastics  Engineering  Co. 

PLENTI-POWER 

Westinghouse  Electric  Corp. 
PLEXICODER 

Consolidated  Electrodynamics  Corp. 
PLEXICON 

Erie  Resistor  Corp. 

PLEXTONE 

Maas  A  Waldstein  Co. 

PLIABOOK 

Paisley  Products,  Inc. 

PLIASTIC 

Paisley  Products,  Inc. 

PLUTAS 

Paisl^  Products,  InC. 

PLICA 

Flexaust  Co.,  The 
PLIOBOND 

Goodyear  Tire  ft  Rubber  Ce. 
PLIOFLEX 

Goodyear  Tire  A  Rubber  Co.,  The 
PLIOGRIP 

Goodyear  Tire  A  Rubber  Co. 
PLIOLITE 

Goodyear  Tiro  A  Rubber  Co. 
PLIOTHERM 

Goodyear  Tire  A  Rubber  Co. 
KIO-TUF 

Goodyear  Tire  A  Rubber  Co. 
PLIOVIC 

Goodyear  Tire  A  Rubber  Co. 

PLUG  BOTTOMS 
Unlted-Carr  Fastener  Corp. 
PLUG-IN 

JFD  Mfg.  Co.,  Inc. 

PLUG-IN-LINE 
Alden  Systems  Co. 

PLUGLINES 
Jacobs  Instrument  Co. 

PLUG-STAT 
Control  Products,  Inc. 


PLUMBER  KRAK-STIK 
Lake  Chemical  Co. 

PLUS  MODULE 

Ansley  Mfg.  Co.,  Arthur 
PLUS  SOUND 

Pentron  Corp.,  Inc. 

PLYACIEN 

Reichhoid  Chemicals,  Inc. 

PLYAMINE 

Reichhoid  Chemicals,  Inc. 

PLYAMUL 

Reichhoid  Chemicals,  Inc. 

PLYMASTER 

Rubber  A  Asbestos  Corp. 

PLYMOUTH 

Colortone  Electronics,  lae. 

PLYOPHEN 

Reichhoid  Chemicals,  Inc. 

PLYPAK 
Hinde  A  Oauch 
PLYTUBUUR 
Tennalab 
PM 

Electro-Mcchanleal  Dhf.  Of 
General  RIveten,  Inc. 

P-N 

Pyle-National  Co. 

PNR 

Rockbestos  Products  Co. 

PNEUMATROL 

Fischer  A  Porter  Co. 

POCKET  POWER 
Cook  Co..  Frank  R. 

POCKETAPE 

Broadcast  Equipment  Specialties  ^ 
POCKETSCOPE 

Waterman  Products  Co.,  Inc. 
PODROMETER 

Branson  Instruments,  Inc. 

POINTARC 

Western  Union  Telegraph  Co. 

POLAROID 

Pioneer  Scientific  Corp. 

POLAR  PATH 

Eclipse-Pioneer  Dhr.,  Bendix 
Aviation  Corp. 

POLECTRON 

Antara  Chemicals  Dhf.,  General 
Aniline  A  Film  Corp. 

POLEX 

Union  Plastics  Corp. 

POLICALARM 

Radio  Apparatus  Corp. 

POLICARB 

Driver  Co  ,  Wilbur  B. 

POLINEAR  RECORDER 
Sound  Apparatus  Ce. 

POLYCO 

Borden  Co.,  The,  Chemical  Qhf. 

POLYCO 

Polymer  Corp.,  Tho 
POLYCOUPLER 
C.  G.  S.  Laboratorlts,  Inc. 

POLYHLM 
Extruders,  Inc. 

POLYFLEX 

Eagle  Signal  Carp. 

POLYFOAM 

Amphenol  Electronics  Corp. 

POLYIRON 
Aerovox  Corp. 

POLYLITE 

Reichhoid  Chemicals,  Inc. 

POLYMETER 

Sylvania  Electric  Products,  Inc. 
POLYOHM 

Polytechnic  Research  A  Development 
Co.,  Inc. 

POLY-PEDANCE 

Chicago  Standard  Transformer  Corp. 
POLYPENCO 

Polymer  Corp.,  ThO 
POLYPHANE 
Technical  Tape  Corp. 

POLY-PUTES 
Brady  Co.,  W.  H. 

POLYRAD 

Intersearch.  Inc. 

POLYRANGER 

Sensitive  Research  Instrument  Corp. 
POLYSKOP 

International  Telephone  A  Telegraph 

Corp. 

POLYSTRIP 

International  Resistance  Co. 

POLYTAK 
Extruders,  Inc. 

POLYTHENE 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  1. 
POLYTHERM 

Dielectric  Materials  Co. 

POLY-V 

Raybestos-Manhattan,  Inc. 

POLYVAR 

Acme  Wire  Ce. 

POLY-VISO 
Sanborn  Co. 

POLYWELD 

Amphenol  Electronics  Carp. 
PONGOMETER 

Acton  Laboratories,  InC. 

PONOGOMETER 
Technology  Instrument  Corp. 

POP 

United  Shoe  Machinery  Corp. 

PORO  TUBE 

Lamtex  Industries,  Inc. 

PORTA-FLEXER 
Miskella  Infra-Red  Co. 
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rORTAFONE 

Stewart  Warner  Electric  Olv., 
Stewart-Warner  Carp. 
FORT-A-PHONE 

Feller  Engineerina  &  Mfg.  Co. 
PORTA -KALL 

Lqge  :>ound  Engineers,  J.  M. 
PORTAPOWER 

CorneM-Oubilier  Electric  Carp. 
PORTAPOWER 

Electronic  Labs.,  Inc. 
PORTA-POWER 
General  Transformer  Carp. 
PORTA  VOX 

Polytronic  Research,  Inc. 
PORTENTIOTROL 
Barber-Caiman  Co. 

PORTOCO 

Taller  &  Cooper  Co. 
PORTOMASTER 
Peck  St  Marvevy 
PORT-O-REEL 

Industrial  Electrical  Works,  Inc. 
PORTOVENT 
Flesaust  Co.,  The 
PORTRAYA 
Haloid  Co.,  The 
POSI-ORYER 

Bar- Ray  Products,  Inc. 

POSI  TEMP 

Bar-Ray  Products,  Inc. 
POST-LITE 
Littelfuse,  Inc. 

POSTLITE 
Drake  Mfg.  Co. 

POTEUrnOTIALS 
Barber-Colman  Co. 

POT  HOOK 

Waters  Manufacturing  Inc. 
POTPOT 

Clarostat  Mfg.  Co.,  Inc. 
POTTERMETER 

Potter  Aeronautical  Carp. 
POWDERMET 
Yale  &  Towne  Mfg  Co., 
Powdered  Metal  Products  Die. 
POWERCHARGER 
Fox  Products  Co. 

POWEREEL 

Industrial  Electrical  Works 
POWERFAC 

Schweitzer,  Inc.,  Peter  J. 
POWER  FIREBALL 


JFD  Mfg.  Co.,  Inc. 
POWER-FLEX 
Dumore  Co.,  The 
POWER  Haiic 


JFO  Mfg.  Co.,  Inc. 
POWERLOIO 
Gua-dian  Electric  Mfg. 
POWERMASTER 
Hupp  Electronics  Co., 
A  Div.  of  Hupp  Carp. 
POWER-O-MATIC 
Blue  M  Electric  Co. 
POWERPILE 
M  inneapol  is-Honeywel  I 
POWERSEL 


Regulator  Ci. 


Electronic  Devices,  Inc., 
Precision  Rectifier  Olv. 
POWERSPAN 
Videon  Electronic  Carp. 
POWERSTAT 

Superior  Electric  Co. 
POWER  STREAK 


American  Electric  Cable  Co. 
POWERTRAN 

Ferrotran  Electronics  Co. 

POWE-VOICE 

Motorola  Communications  &  Electronics, 
Inc. 

POWRARM 

Wilton  Tool  Mfg.  Co. 

POWRLOCK 

Wilton  Tool  Mfg.  Co. 

POWRPAGE 


University  Loudspeakers,  Inc. 

POWRMIKX 

University  Loudspeakers,  Inc 
POWR-PAKT 
Alliance  Mfg.  Co. 

POWR-RIB 
Ohmite  Mfg.  Co. 

PPG 

Pittsburgh  Plate  Glass  Co. 

P.  R. 

Plymouth  Rubber  Co. 

PRAMS 

•Iordan  Electronics,  Inc. 

PRC 

Pacific  Resistor  Co. 

PRC 

Western  Insulated  Wire  Co. 

P.R.C. 

Precision  Resistor  Co. 

PRO 

Polytechnic  Research  A  Development 
Co.,  Inc. 

PREAC 

Airpax  Products  Co. 

PRECEDEMT 

Radio  Engineering  Labs.,  Inc. 
PRECEPTRON 
Sonotone  Carp. 

PRECIPITRON 

Westinghousc  Electric  Carp. 
PRECISE-OHM 
Precision,  Inc. 


PRECISIONER 
Malco  Co.,  Inc. 

PRECISION-GAUGED 
Precision  Products  Co. 

PRECOP-TIC 

Edmund  Scientific  Carp. 

PREDICO 

Beam  Instruments  Carp. 

PRE-FAB 

WIegand  Co.,  Edwin  L. 

PREG^O 
Formica  Co. 

PREMAX 

Chisholm- Ryder  Co.,  Inc. 

PREM-O-RAK 

Premier  Metal  Products  Co. 

PRESET 

Bristol  Co.,  The 
PRESISIONEER 
Ma'CO  Co.,  Inc. 

PRESS-RT 
Sealectro  Corp. 

PRESS-I-CELL 

Fischer  &  Porter  Co. 

PRESSITE 

West  Virginia  Pulp  A  Paper  Co. 
PRESSOVAC 
Central  Scientific  Co. 

PRES-SURE 

Buchanan  Electrical  Products  Corp. 
PRESSURE  BLAST 
Cro-Plate  Co.,  Inc. 

PRESSUREGRAPH 

Electro  Products  Labs.,  Inc. 
PRES-SURE-SPLICE 

Buchanan  Electrical  Products  Carp. 
PRES-SURE-TOOL 

Buchanan  Electrical  Products  Co. 
PRESSURETROL 

Minneapolis-Honeywell  Regulator  Co. 
PRESTEEL 

Worcester  Pressed  Steel  Co. 

PRESTEST 

Cutler-Hammer,  Inc. 

PRESTEST 

Miller  Mfg.  Co.,  M.  A. 

PRESTIGE 

Bud  Radio,  Inc., 

PRESTITE 

Westinghouse  Electric  Corp. 
PREST-O-LITE 
Linde  Air  Products  Co., 

Unit  of  Union  Carbide  Corp. 
PREST-O-WELO 

Linde  Air  Products  Co., 

Unit  of  Union  Carbide  Corp. 

PRE-VU 

Channel  Master  Corp. 

PRINTMASTER 

Oalid  Div. 

General  Aniline  A  Film  Corp. 
PRINTATE 

American  Printed  Circuits  Co. 
PRINTOHM 

Sprague  Electric  Co. 

PRIHT-STIK 
Topflight  Corp. 

PRIVATE-EYE 

American  Photocopy  Equipment  Co. 
PRIVATE  EYE 
Television  Utilities  Corp. 

PRIVATE  LINE 

Connecticut  Telephone  A  Electric 

Conp. 

PRIVATEER 

Hudson  American  Division 
PRIVATEL 

North  Electric  Co. 

PROBE-MASTER 

Kingston  Electronic  Corp. 

PROCKS  INK 
Markwik  Mfg.  Co.,  Inc. 

PROOAG 

Acheson  Coloids  Co. 

PROOUCTIMETERS 
Durant  Manufacturing  Co. 

PROOUaS  OF  MERIT 
Coil  A  Transformer  Corp. 

PRO-FAX 

Hercules  Powder  Co.,  Inc. 
PROFESSIONAL 

Precision  Radiation  Instruments,  Inc. 
PROFICORDER 

Micrometrical  Mfg.  Co. 

PROFILOMETER 

Micrometrical  Mfg.  Co. 

PROKAR 

Sprague  Electric  Co. 

PROMATIC 

General  Control  Company 
PROMCO 

Progressive  Mfg.  Co. 

PROMCO 

Torringlon  Co. 

PROPIMAX 

Rotron  Mfg.  Co.,  InC. 

PROTECTOGLO 

Minneapolis-Honeywell  Regulator  Co. 
PROTECTORELAY 

Minneapolis-Honeywell  Regulator  Co. 
PROTECT-O-VANE 

Minneapolis-Honeywell  Regulator  Co. 
PROTECTOX 
Technic,  Inc. 

PROTELGRAM 

North  American  Phillips  Co.,  Inc. 
PROTOM  AKA 
Printed  Electronics  Carp- 


PROTYPE 

Phillips  Process  Co.,  Inc. 

PROVAC 

Electronic  Designs,  Inc. 

PRYSTAL 

Catalin  Corp.  of  America 
PSI 

Pacific  Semiconductors,  Inc. 

PTF 

Minnesota  Mining  A  Mfg.  Co. 

PUEBLO 

Sangamo  Electric  Co. 

PULS&COPE 

Waterman  Products  Co.,  Inc. 
PULSER-SWEEPER 

Brubaker  Mfg.  Co.,  Inc. 

PULSIGNAL 
A.  R.  F.  Products,  Inc. 

PULSITE 

Airpax  Products  Co. 

PULSnOMETER 

Electronic  Specialty  Co. 

PULSOLITE 

Electronic  Control  Corp. 

PULTEC 

Pulse  Techniques,  Inc. 

PULTRATOR 
Packard-Bell  Co. 

PURETONE 
Sonotone  Corp. 

PURGERATOR 

Fischer  A  Porter  Co. 

PURIFIL 

Electric  Eye  Equipment  Co. 

PUR-O-AIR 

Aloine  Laboratories,  Ltd. 

PUROMATIC 

Bamstead  Still  A  Sterilizer  Co.,  Inc. 
PUROX 

Linde  Air  Products  Co. 

Unit  of  Union  Carbide  A  Carbon  Corp. 
PUSH-LOK 

Sprague  Electric  Co. 

PUSHNUTS 
Palnut  Co.,  Inc. 

PUSH-PULL 
James  Vibrapowr  Co. 

Plastic  Wire  A  Cable  Carp. 

PY-CAPS 

Chicago  Condenser  Corp. 

PYCNORATOR 

Fischer  A  Porter  Co. 

PYGMY 

Vulcan  Electric  Co. 

PYLE-O-FLEX 
Pyle-National  Co. 

PYLETS 

Pyle-National  Co. 

PYNACORD 
Pentron  Corp. 

PYRALIN 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I. 
PYRANOL 

General  Electric  Co. 

PYRA  SHELL 

Auburn  Button  Works,  Inc. 

PYREX 

Corning  Glass  Works 
PYROCON 

Illinois  Testing  Labs.,  Inc. 

PYROHM 

Aerovox  Corp. 

PYROLANCE 

Illinois  Testing  Labs.,  Inc 
PYROMARK 
Templl  Corp. 

PYROMASTER 
Bristol  Co.,  The 
PYROMIC 

Telegraph  Construction  A 
Maintenance  Co.,  Ltd. 

PYROTEMP 

Electronic  Control  Corp. 

PYROTROL 

Bristol  Co.,  The 

PYROTRON 

Bailey  Meter  Co. 

PYROVAC 

Eitel-McCullough,  Inc. 

PYR-O-VANE 

Minneapolis-Honeywell  Regulator  Co. 
PYROVISOR 
Bristol  Co.,  The 

PZT 

Clevite  Electronic  Components  Olv.  of 
Clevite  Corp., 


Q-BESTUN 

Auburn  Mfg.  Co.,  The. 

QO 

Helipot  Corp. 

Q  FASTENERS 

Fastex  Div.  of  Illinois  Tool  Works. 
Q-LACE 

Guthman  Div.  of  Essex  Wire  Corp. 
Q-MAX 

Communication  Products  Co.,  Inc 
Q  METER 

Boonton  Radio  Corp. 

QM  136 

Barrett  Varnish  Co. 

QMV 

Brush  Beryllium  Co.,  The, 

QIKLUG 

Burndy  Corp. 


GIKTAP 

Burndy  Corp. 

Q  STANDARD 

Boonton  Radio  Corp. 

Q-SWEEP 

Kay  Electric  Co. 

Q-T 

Superex  Electronks  Corp. 

Q.  U.  A.  0. 

Beam  Instruments  Corp. 

QUAD 

Barker  Sales  Co. 

QUAD-EX 
Telrex,  Inc. 

QUADRALINE 

Radio  Engineering  Labe.,  Inc. 

QUAOREX 

Westinghouse  Electric  Corp. 

QUAD  RING 

Minnesota  Rubber  A  Gasket  Co. 
QUADROCONOEX 

Westinghouse  Electric  Corp. 
QUAD-TRONIC 
Wappirr,  Inc. 

QUALfrV 

Vokar 

QUANTOGRAPH 

Applied  Research  Labs. 

QUANTOMETER 

Applied  Research  Laboratories 
QUANTOVAC 

Applied  Research  Laboratories 
QUANTROL 

Applied  Research  Laboratories 
QUARTECTOR 
Trans-Sonics,  Inc. 

QUARTET 
Cal  Hone  Corp. 

QUARTZ  Q 

M  ten  Mfg.  Co.,  James 
QUEEN 

Gray  Instrument  Co. 

QUELARC 

Pyle-National  Co. 

QUICK  GRIP 

Perfection  Mica  Co. 

QUICKLAG 

Westinghouse  Electric  Corp. 
QUICK-LOCK 

Simmons  Fastener  Carp. 

QUICK-PIVOT 
JFD  Mfg.  Co.,  Inc. 

QUIETONE 

Cornell-Dubilier  Electric  Corp. 
QUIK-CALL 

Motorola  Communications  A  Electronics, 
Inc. 

QUIK-LABEL 

Brady  Co  ,  W.  H. 

QUIK-MASKS 
Brady  Co^  W.  H. 

QUIK-PLATES 

Brady  Co.,  W.  H., 

QUIK-RIG 

JFD  Mfg  Co.,  Inc. 

QUIK-SHOT 

Kemode  Mfg.  Co.,  Inc. 

QUIK-SIGN 

Brady  Co.,  W.  H. 

QUILON 

du  Pont  de  Nemours  A  Co., 

Inc.,  E.  I. 

QUINORGO 
Johns-Manville 
QUINORGOBORO 
Johns-Manvilic 
QUINTENNA 
Tennalab 
QUINTERRA 
Johns-Manville 
QUINTERRABORO 
Johns  Manville 
QUINTETTE 

Radio  Merchandise  Sales,  Inc. 

QWIK 

Amphenol  Electronics  Corp. 

QX  CHECKER 

Boonton  Radio  Corp. 


R-313 

Biggs  Co..  Carl  H. 

"R"  MONEL 

International  Nickel  Co.,  Inc.,  The. 
RBI 

Datran  Electronics 

RCP 

Radio  City  Products  Co.,  Inc. 

RFC 

Radio  Frequency  Co. 

RACE 

Sperry  Gyroscope  Co.,  Microwave  Elec¬ 
tronics  Div., 

RACON  BROADBAND 
Racon  Electric  Co., 

RAOACOL 

Magnetic  Core  Corp. 

RAD-A-COR 

Magnetic  Core  Corp. 

RADALIGNER 
Kay  Electric  Co. 

RADALYZER 
Kay  Electric  Co. 

RADA-PULSER 
Kay  Electric  Co. 
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RADAIR 

Biswtt  Inc.,  RfX. 

RAOALARM 

Communications  Co.,  Inc. 

RAOAMETER 

Raytheon  Mfg.  Co. 

RAOAN 

General  Precision  Laboratory,  Inc. 
RADA-NODE 
Kay  Electric  Co. 

RAOARANGE 

Raytheon  Mfg.  Co. 

RADA  SWEEP 
Kay  Electric  Co. 

RADAX 

Electro-Voice,  Inc. 

RADAX  SUPER 
E  lectro-Voict,  Inc  . 

RADECTOR 
Jordan  Electronics,  Ine. 

RADELIN 

U.  S.  Radium  Corp. 

RAOELL 

I.O.E.A.,  Inc. 

RADEX 

Birnbach  Radio  Co.,  Ine. 

RADEX 

Boston  Insulatod  Wirt  li  Cablo  Co. 
RADIAC 

Arnhold  Ceramics,  Inc. 

RAD-I-ACC 

Pratt  &  Whitney  Co.,  Ine. 

RADI-AIRC 

Reynolds  Electric  Co. 

RADIALLOY-TIPPED 
Radial  Cutter  Mfg.  Corp. 

RADIAMATIC 

Minneapoiis-Honeywell  Regulator  Co. 
RADICOM 
Crosby  Labs.,  Inc. 

RADICRAPH 

NRD  Instrument  Co. 

RADIMAX 

NRD  Instrument  Co. 

RADIO  ALLOY 

Orlyer  Co  ,  Wilbur  B. 

RADIOCARB 

Driver  Co^  Wilbur  B. 

RADIOCRAHER 
Technicreft  Co. 

RADIOEAR 

Wyrrs  A  Sons,  Inc.,  E.  A. 

RAOIOFOCAL 
Lord  Mfg.  Co. 

RAOIOHM 

Driver-Harris  CO. 

RADIOHM 
Centraltb  Dhr.  of 
Globe-Union,  Inc. 

RAOIOLA 

Radio  Corp  of  America. 

RADIOMARINE 

Radio  Corp.  of  America. 

radiometaL 

Telegraph  Construction  It 
Maintenance  Co.,  LU. 

RADIOPAK 

Kaar  Engineering  Co. 

RADIO-PILOT 

Fisher  Research  Lab. 

RAOIOSTAT 

Allen-Bradley  Co. 

RAOIOTECMNK 

Peirce  Wire  Recorder  Corp. 
RADIOTHERM 

Westinghouse  Electric  Corp. 

RADIOTRON 

Radio  Corp.  of  America. 

RAFAX 

Haller,  Raymond  A  Brown,  InC. 
RAINBOW 

Channel  Master  Corp. 

RAKSCOPC 

Waterman  Products  Co.,  Ine. 

RAMS 

Jordan  Electronics,  Inc. 

RANARCX 

Permutit  Co.,  A  DIv.  of  Pfaudler  Per- 
mutit,  Inc. 

RAN  GUARDS 

Northern  Metal  Products  Co. 

RAN  RACKS 

Northern  Metal  Products  Co. 

RAN  TOTES 

Northern  Metal  Products  Co. 
RANCHOPRENE 

Western  Insulated  Wire  Co. 

RANCHO 

Western  Insulated  Wire  Co. 

RANCCLUG 

Frankel  Connector  Co. 

RANGER 

JFD  Mfg  Co.,  Inc. 

RANGER 

Johnson  Co.,  E.  F. 

RANGER 

Shure  Brothers,  Inc. 

RANGER 

Sorensen  A  Co.,  Inc. 

*  RANGER 

Westinghouse  Electric  Corp. 
RANGERCORD 
Rangertone,  Inc. 

RANGERECORDER 
Rangertone,  Inc. 

RANGERETTE 
Rangertone,  Inc. 


RANGESPLICES 

Frankel  Connector  Co. 
RANCETAPS 

Frankel  Connector  Co. 
RANJOLA 

Rangertone,  Inc. 
RATIOTRAN 
Gertsch  Products,  Inc. 
RATOG  ATE 

Fischer  A  Porter  CO. 
RATOGATE 

Fischer  A  Porter  Co. 
RATOGRAPHIC 

Fischer  A  Porter  Co. 
RATOLARM 

Fischer  A  Porter  Co. 
RATOMATIC 

Fischer  A  Porter  Co. 
RATOSIGHT 

Fischer  A  Porter  Co. 
RATOSLEEVE 

Fischer  A  Porter  Co. 
RATOTRONIC 

Fischer  A  Porter  Co. 
RATOWEIR 

Fischer  A  Porter  Co. 
RAY-BOND 

Raybestos-Manhattan.  Inc. 

RAYBOULO 

Scovill  Manufacturing  Co. 
RAYCHRONIX 

Radioactive  Products,  InC. 
RAYCHRONOMETER 

Radioactive  Products,  Ine. 
RAYDIST 

Hastings-Raydist,  Inc. 


Hastings- 

RAYFUSER 

Radioactive  Products,  InC. 

RAVOFLEX 

Schott  Co.,  Walter  L 
RAYONIC 

Waterman  Products  Co.,  InC. 

RAYOTUBE 

Leeds  A  Northrup  Co. 

RAYPHOTO 

Times  Facsimile  Carp. 

RAYSONDE 

Friet  Instrument  Die., 

Bendii  Aviation  Corp. 

RAYTECTOR 
Miller  Associates 
RAYTHERM 

Raytheon  Mfg.  Co. 

RAYTOMIC 

Atomic  Research  Carp. 

RAYTRAN 
Raypar,  Inc. 

RAY-X 

Raytheon  Mfg.  Co. 

R  B  B  W 

Russell,  Burdsall  B 
Ward  Bolt  B  Nut  Co. 

R/C 

Radio  Condenser  Co. 

RCA 

Radio  Corp.  at  America. 

RCA  VICTOR 

Radio  Corp.  of  America. 

RCL 

Radiation  Counter  Laboratories^  lltc. 

RdF  STIKON 

Ruge  Associates,  Inc., 

RdF  STRAPON 

Ruge  Associates,  Inc. 

REAC 

Reeves  Instrument  Corp. 

REACONVERTER 
Rea  Co  ,  J.  B. 

REACTRON 

United  Condenser  Carp. 

REACTRONIC 

Sel-Rex  Corporation, 

READIX 

Rea  Co  ,  J.  B. 

READY  COUNT 
Alden  Systems  Co. 

RUPAK 

Rea  Magnet  Wire  Co.,  laC. 
REATHERM 
Rea  Co.,  J.  B. 

RECARB-X 
U.  S.  Graphite  Co. 

Div  of  The  WIckes  Corp. 

RECIPOT 

GlanninI  A  Co.,  Inc.,  6.  M. 

RE-CIRK-IT 

Heineman  Electric  Co. 

RECITALIST 
Rek-O-Kut  Co.  Ine. 

RECO 

Rectiher  Engineering  Co. 

RECO 

Reynolds  Electric  Co. 

RECONOFAX 

Haller.  Raymond  B  Brown,  InC. 
RECORDALL 

Miles  Reproducer  Co.,  Inc. 
RECORD-FLOW 
Watson  Vfo.  Co.,  Ine. 

RECORDOMATIC 

Prec’Sion  Scientific  Co. 

RECORDOSCOPE 
Aremac  Associates. 

RECOSTAT 

Regulator  Equipment  Corp. 

RECtALOY 

Union  Switch  B  Signal  DIv.  of  Westing- 
house  Air  Brake  Co. 


RECTICHARGER 
Raytheon  Mfg.  Co. 

RECTI  FILTER 

Raytheon  Mfg.  Co. 

RECTIGON 

Westinghouse  Electric  Corp. 
RECnCRAra 
Haloid  Co..  The 
RECTIPOT 

Giannini  &  Co.,  Inc.,  G.  M. 
RECn-RINGER 
Raytheon  Mfg.  Co. 

RECri/RITER 

Teus  Instruments  Incorporated 
RECTISEL 

Electronic  Devices,  Inc., 

Precision  Rectifier  DIv. 
RECTODYNE 

Christie  Flectric  Corp. 
RECTOMATIC 

Westinghouse  Electric  Corp. 
RECTOPLATER 

Mallory  B  Co.,  Inc.,  P.  R. 
RECTOPOWER 

Mallory  &  Co.,  Inc.,  P.  R. 
RECTOSTARTER 

Mallory  B  Co.,  Inc.,  P.  R. 
RECTOTRUCK 

Mallory  B  Co..  Ine.,  P.  R. 
RECTOX 

Westinghouse  Electrle  Corp. 
RED-D 

Diamond  Wire  B  Cable  Co. 
REDDOT 

International  Rectifier  Carp. 
REDIFON 

Beam  Instruments  Corp. 
REDI-RIG 

Radio  Merchandise  Sales,  Ine. 
REDIVUE 

Bar- Ray  Products,  Inc. 

RED  LETTER 
Ruby  Chemical  Co. 

RED/LINE 
G-V  Controls,  Inc. 

RED  SEAL 
Radiart  Corp. 

RED  SEAL 

Radio  Corporation  of  Amarica 
REDSKIN 

Sangamo  Electric  Co. 
RED-WOOD 
JFD  Mfg.  Co.,  Ine. 

REEDEER 

Reeder  Co.,  Charles  M. 
REEVELEC 

Reeve  Electronics,  Inc. 
REFLECTOGAGE 

Sperry  Products,  InC. 

refIectoscope 

Sperry  Products.  Ine. 

REFLEX  TRUMPETS 
University  Loudspeakers, 


University  Loudspeakers,  Ine. 
REFRACTALOY 

Westinghouse  Electric  Corp. 

REFRASIL 

Thompson  Fiberglass  Co..  H.  L. 
REFVOLT 

Consolidated  Controls  Corp. 

REGATRON 

Electronic  Measurements  Co.,  Inc. 
REGENCY 

Electro- Volet,  Ine. 

REGENCY 
I  D  E  A.,  Ine. 

REGENT 

Birmingham  Sound  Reproducerg  Ltd. 
REGENT 

Duotone  Co.,  Ine. 

REGOHM 

E  lectric  Regulator  Corp. 

REGOMATIC 

CBC  Electronics  Co.,  Ine. 

REGOVAC 

Technical  Apparatus  Builders 
REGULAR 

Paramount  Paper  Tube  Corp. 
REGULOMETER 

Electronic  Specialty  Co. 

REGUMATIC 

CBC  Electronics  Co.,  Inc. 

REJAFIX 

Popper  B  Sons,  Inc. 

REJUVATESTER 

Teletest  Instrument  Corp. 

REL 

Radio  Engineering  Labs.,  Ind. 
RElAYMATtt 

Kellogg  Switchboard  B  Supply  Co. 
RELIABLE  MAILERS 

Corrugated  Paper  Products,  Inc. 
RELIACAP 

Sanders  Associates,  Inc. 
RELIACUBE 
Sanders  Associates,  Inc. 

RELIAPAK 

Sanders  Associates,  Inc. 
RELIAPLATE 
Sanders  Associates,  Inc. 

RELIATRON 

Westinghouse  Electric  Corp. 

RELIO 

U.  S.  Rubber  Co. 

RELIOHM 

Sanders  Associates,  Ino. 

RELOID 

Guardian  Electric  Mfg.  Co. 


REMALLOY 

Arnold  Engineering  Co. 

REMCON 

Pyramid  Instrument  Corp. 
REMOTE-O-CABLE 
JFD  Mfg.  Co..  Ine. 

REN 

Nabel  Lab.,  R  E. 

REO-D-PRENE 

Diamond  Wirt  B  CablO  Co. 

REPAIRACK 
JFD  Mfg.  Co..  Ine. 

REPEATER 

Kemlite  Laboratories 
RESERVISOR 

Teleregister  Corp. 

RESIGUM 

Paisley  Products,  Inc 
RESIMENE 

Monsanto  Chemical  CO. 

RESIN-nVE 

Kester  Solder  Co. 

RESINITE 

Precision  Paper  Tube  Cc 
RESINITE  _  ^ 

Borden  Chemical  Co.,  Tb*,  A  OW.  Of 
The  Borden  Co. 

RESINITE 

Resin  Industries 
RESINOX 

Monsanto  Chemical  Cc 
RESIN-POTTED 

Electro  Engineering  Works 
RESI-RAP 

Paisley  Products,  Inc 
RESISTOL 

Col  Iyer  Insulated  Wirt  Cc 
RESLOOM 

Monsanto  Chemical  Co. 

RESOMAX 

Link  Aviation,  Inc 
RESTORONIC 

Fischer  B  Porter  Co. 

RETEP 

Hitemp  Wires,  InC. 

RETMA  #770  .  .  , 

Stone  City  Machine  B  Tool  Co.,  lac 
RETT  AX 

Roanwell  Corp. 

REVCOTHENE 

Revere  Corporation  of  America 
Sub.  of  Neptune  Meter  Co. 

REVERE 

U.  S.  Rubber  Co. 

REVERSO-MISSION 
Airborne  Accessories,  Inc 
REVMASTER 
Opad  Electric  Co. 

REVOLUTE -4 

Paragon-Revolute  Corp. 

REVOLUTE  COMET 
Paragon-  Revolute  Corp. 

REVOLUTE  JUMBO 

Paragon-Revolute  Corp. 

REVOLUTE  METEOR 
Paragon-Revolute  Corp. 

REVOLUTE  ROCKET 
Paragon-Revolute  Corp. 

REVOLUTE  STAR 

Paragon-Revolute  Corp. 

REV-O-TROL 
Acme  Electric  Corp. 

REVOX 

Electronic  Applications,  Inc 
REX 

Crucible  Steel  Company  tf  America. 

REX 

Shure  Brothers,  Inc 
REX-FLEX 
FIcvonIcs  Corp. 

REX-KF 

Rev  Corp.,  TtiO 
REXLACE 

Rev  Corp  Tha 
REX  NON-STRIP 
Rev  Corp.,  The. 

REXOLITE 

Rev  Corp.,  Tha 
REXSELEN 
Knopp,  Inc 
REXTRUDE 

Rev  Corp.,  Tha 
REX-TUBE 
Flexonics  Corp. 

REXVANE 

Westinghouse  Electric  Corp. 

REXWELD 

Crucible  Steel  Company  of  America. 
REX-WELD 

Flevonics  Corp. 

REZISTAL 

Crucible  Steel  Company  of  AmeriOL 
REZSEAL 

Sprague  Electric  Co. 

REHOTROL 

Barber-Colman  Cc 
RF 

Faries  Lamp  Division 
RFI 

Ace  Engineering  B  Machino  Ca.,  Inc 
RHINOBESTOS 

Westinghouse  Electric  Cara. 

RHODEX 

Scl-Rex  Corporation 
RHOMAX 

Magnetic  Metals  Co. 
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RHOMETAL 

Tel^raph  Construction  A 
Maintenance  Co.,  Ltd. 

RHOMIZEO 

Rno  Engineering  Co. 

RHOMU 

Magnetic  Metals  Co. 

RHYTHMASTER 
Rek^)-Kut  Co.,  Inc. 

RIBBON  HEAT 
Co«  A  Co.,  Inc. 

RIBFLEX 

Ward  Leonard  Electric  Co. 

RIBOHN 

Ward  Leonard  Electric  Co. 

RICAP 

Radio  Industries,  Inc. 

RICHELAIN 

Richardson  Co.,  The 
RIDL 

Radiation  Instrument  Development  Labs. 
RIGHT  OFF  THE  SHELF 
Star  Stainless  Screw  Co. 

R.l.G. 

United  Mineral  &  Chemical  Corp. 

R.  t.  P. 

Westinghouse  Electric  Corp. 

RINCO-POT 
Rinco,  Inc. 

RINCO-CTAT 
Rinco,  Inc. 

RING-JCT 


Stokes  Corp.,  F.  J. 

RINKELOID 

Standard-Toch  Chemicals,  Inc. 

RITEOHM 
Ohmite  Mfg.  Co. 

RITRAN 

Radio  Industries,  Inc. 

RIVER  EDGE 

British  Industries  Corp. 

RIVNUTS 

Goodrich  Aviation  Products,  B.  F.  Die. 
of  B.  F.  Goodrich  Co. 

RIV-O-SEAL 

Wolfe  Co.,  Franklin,  Div.  of  the 
Parker  Appliance  Co. 

R-J 

British  Industries  Cerp. 

RK 

Raytheon  Mfg.  Co. 

R/M 

Raybestos-Manhattan,  Inc. 

RAM 

Robbins  A  Myers,  Inc. 

R  M  B 

Landis  A  Gyr,  Inc. 

RMC 

Radio  Materials  Corp. 

R.  M.  C. 

Radio  Music  Corp. 

RME 

Electro  Voice  Mfg.  Co.,  Inc. 

RME 

Radio  Mfg.  Engineers  Oiv.  of  Electro 
Voice  Inc. 

RMS 

Radio  Merchandise  Sales,  Inc. 

ROBARN 

Rome  Cable  Corp. 

ROBOLITES 

Universal  Microphone  Co. 

ROBOMATIC  REFRACTOMETER 
Precision  Scientific  Co. 

ROBOT-EYE 

Standard  Instrument  Corp. 

ROBOTROL 

Reliance  Automatic  Lighting  Co. 
ROBTEMP 

Ulanet  Co.,  George, 

ROCKET 

Olympic  Radio  A  Television  Co. 
ROCKLOID 

Standard-Toch  Chemical,  Inc. 
ROCKSHAFT 

Cook  Electric  Co. 

ROCKTEMP 

Rockbestos  Products  Corp. 

RODAR 

Driver  Co.,  Wilbur  B. 

ROEBX 

RoebI  log's  Sons  Corp.,  John  A. 
ROECLAO 

Roebling's  Sons  Corp.,  John  A. 
ROECORD 

Roebling's  Sons  Corp.,  John  A. 
ROEGLAS 

Roebling's  Sons  Corp.,  John  A. 
ROEPLASTIC 

Roebling's  Sons  Corp.,  John  A. 

ROEPRENE 

Roebling's  Sons  Corp.,  John  A. 
ROESHEATH 

Roebling's  Sons  Corp.,  John  A. 
ROETEMP 

Roebling's  Sons  Corp.,  John  A. 
ROEVAR 

Roebling's  Sons  Corp.,  John  A. 
ROEWELO 

Roebling's  Sons  Corp.,  John  A. 

RO  FLEX 

Rome  Cable  Cerp. 

ROGER 

Roamoell  Corp. 

ROKIDE 
Norton  Ce. 

ROL-Oex 

Watson  Mfg.  Oe.,  Inc. 


RO  LENE 
Rome  Cable  Corp. 

ROLL-BOND 

01  in  Mathieson  Chemical  Corp. 
ROLLIN 

BJ  Electronics  OW.  of 
Borg-Warner  Corp. 

ROLLOCON 

Circon  Component  Co. 
ROLLPINS 

Elastic  Stop  Nut  Corp. 
ROLOTESTER 

Lavoie  Laboratories,  Inc. 
ROLOX 

Hardman  Co.,  Inc.,  H.  V. 
ROL-TOP 

Boots  Aircraft  Nut  Cerp. 

RO  MARINE 
Rome  Cable  Corp. 

ROMEC 


General  Cable  Corp. 

RONOINE 

Rek-O-Kut  Co. 

RONDO 

American  Rondo  Corp. 

RO  NEON 
Rome  Cable  Corp. 

RO  PRENE 

Rome  Cable  Corp. 

ROTABRAKE 
Lear,  Inc. 

ROTALYZER 
Kay  Electric  Co. 

ROTASEAL 

General  Hermetic  Sealing  Corp. 

ROTO  BEAM 

Kings  Electronics  Co. 

ROTOBRIDGE 

Communication  Measurements 
Lab  ,  Inc. 

ROTO  FORMER 
Westinghouse  Electric  Corp. 

ROTO-KING 
JFD  Mfg.  Co.,  Inc. 

ROTO-LOCK 

Simmons  Fastener  Corp. 

ROTOLOK 

Airborne  Accessories,  Inc. 

ROTOMASTER 
Master  Appliance  Mfg.  Co. 

ROTOMATIC 
Johnson  Co.,  E.  F. 

ROTO-MERC 

Brach  Div.  Electronic  Research,  Gen¬ 
eral  Bronze  Corp. 

ROTO-MERC 

General  Bronze  Corp. 

ROTOMOUNT 

Premax  Products  Oiv., 

Chisholm-Ryder,  Inc. 

ROTO-PUSH 

Cutler-Hammer,  Inc. 

ROTORAC 

Airborne  Accessories,  Inc. 

ROTO  RANGER 
Simpson  Electric  Co.,  Oiv. 

American  Gage  A  Machine  Co. 
ROTORETTE 

Airborne  Accessories  Corp. 

ROTOROIO 

Burnell  &  Co.,  Inc. 

ROTOSIL 

Amersil  Co.,  Inc. 

ROTO-SPEEO 

General  Devices,  Inc. 

ROTOSTEPPER 
Giannini  A  Co.,  Inc.,  G.  M. 

ROTO  SWITCH 

Minneapolls-Honeywell  Regulator  Co. 
ROTO-TELLITE 

Master  Specialties  Co. 

ROTOTIMER 

Farmer  Electric  Products  Co.,  Inc. 
ROTO-TORK 

Ha  don  Co ,  A.  W.,  The. 

ROTOTROL 

Westinghouse  Electric  Co. 

RO-TRAN 

Rome  Cable  Corp. 

ROV-A-LITE 
Terado  Co. 

ROWEX 

Rowe  Engravers 
ROYAL 

Permoflox  Corp. 

ROYAL 

Precision  Radiation  Instruments,  Inc. 
ROYAL 

U.  S.  Rubber  Co. 

ROYAL  II 

Electro- Voice,  Inc. 

ROYAL  CORD 
U.  S.  Rubber  Co. 

ROYAL  GOLD 

Kaiser  Aluminum  A  Chemical  Sales,  Inc. 
ROYAL  JEWEL 
>nsen  Industries,  Inc. 

ROYAL  MASTER 
U.  S.  Rubber  Co. 

ROYALASTIC 
U.  S.  Rubber  Co. 

ROYALITE 
U.  S.  Rubber  Co. 

ROYALinC 

Industrial  Condenser  Carp. 


RO  ZONE 

Rome  Cable  Corp. 

ROZONE-ROPRENE 
Rome  Cable  Corp. 

ROZONE-ROSEAL 
Rome  Cable  Corp. 

RP 

Beach-Russ  Co. 

RPC 

Resistance  Products  Ce. 

R  S  M  C 

Radio  Specialty  Mfg.  Co. 

R  T  L 

Peirce  Wire  Recorder  Corp. 

RTV 

Clarostat  Mfg.  Co.,  Inc. 

RUBAL 

Ruby  Chemical  Co. 

RUBBuN 

All-State  Welding  Alloys  Co.,  Inc. 
RUBCORO 

U.  S.  Rubber  Co. 

RUB-EROK 

Richardson  Co.,  The 
RUBKLEEN 

Eberhard  Faber  Pencil  Co. 

RUBSEC 

U  S.  Rubber  Co. 

RUB-TEX 

Richardson  Co.,  The 
RUBYFLUID 

Ruby  Chemical  Co. 

RUBnS 

Ruby  Chemical  Co. 

RUCCO 

Ruby  Chemical  Co. 

RUF  KOAT 

General  Cement  Mfg.  Co. 

RUUN 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  1. 
RULON 

Dixon  Corp. 

RUNT 

Eastern  PrKislon  ResIster  Corp. 
RURALAY 

General  Cable  Corp. 

RUSH 

Eraser  Co.,  Inc. 

RUST-BAN 

Esso  Standard  Oil  Co. 

RX 

Instru-Lec  Corp. 

RX 

Raytheon  Mfg.  Co. 

RX  METER 

Boonton  Radio  Corp. 

RX  TIMER 

Lermer  Plastics,  Inc. 

RYCOM 

Railway  Communications,  Inc. 

RYERTEX 

Ryerson  A  Son,  Inc.,  Joseph  T. 

RYE  SOUND 

Rye  Sosind  Corp. 

RYE  TRAN 
Rye  Sound  Corp. 


SBT 

Lansdair  Tube  Co.  Div.  of  Phileo  Corp. 
S.E.C. 

Standard  Electronics  Corp. 

SEI 

Television  Zoomar  Corp. 

SERC 

Standard  Electronics  Research  Corp. 

SIE 

Southwestern  Industrial  Electronics  Co. 
S  A  J 

Shands  A  Jurs  Co.,  Sub.  of  General 
Precisian  Eouipment  Corp. 

SK 

Skottie  Electronics,  Inc. 

SPX 

Technic,  Inc. 

SRX 

Hupp  Electronics  Co.,  A  Div. 
of  Hupp  Corp. 

SAOIC 

Consolidated  Electrodynamics  Carp. 
SAES 

Gett“rs  Electronics.  Inc. 

SAFE-HED 

Matthews  A  Co.,  James  H. 
SAFE-T-GLOW 
•  Brach  Mfg.  Corp. 

SAFE-T-KLIP 

Industrial  Devices,  Inc. 

SAFE-T-PLUG 

Industrial  Devices,  Inc. 

SAFE-T-PLUG 
Littelfuse,  Inc. 

SAFE-T-SPARKY 
Littelfuse,  Inc. 

SAFETY  M  I 

General  Cable  Corp. 

SAFETY  MARGIN 
Astron  Corp. 

SAFETY  PLUS 

Chicago  Screw  Co.,  The. 

SAFETY  VALVE 

Bussinann  Mfg.  Div.,  McGraw-Edlson  Co. 
SAFE-R-WIPE 

Redmond  Company,  Inc. 

SAFE  TV  GUARD 
JFD  Mfg.  Co.,  Inc. 

SAFLEX 

Monsanto  Chemical  Co. 


SAF-T-SOL 

Fidelity  Chemical  Products  Corp. 

SAL  BRICK 

American  Solder  A  Flux  Co. 
SALESOMATIC 

West  Coast  Electronics  Co. 

SAMES 

Societe  Anonyme  dc  Machines  Electro- 
statiques 
SANAC0UST1C 
Johns-Manville 
SANO-MEX 

U.  S.  Graphite  Co.,  Div.  of 
The  Wickes  Corp 
SANFORO-BENNET 
Rubicon  Co. 

SARA 

Taller  A  Cooper  Co. 

SARAH 

Simmonds  Aerocessorios,  Inc. 

SARAN 

Bolta  Products  Div.,  General  Tiro  A 
Rubber  Co. 

SARAN 

Dow  Chemical  Co. 

SARATOGA 

Espey  Mfg.  Co.,  Inc. 

SAROAP 

Nuclear  Research  Corp. 

SATELLITE 

JFD  Manufacturing  Co.,  Inc. 

SAUCER 

Rotron  Mfg.  Co.,  Inc. 

SAUCERLINE 
Fretco  Inc. 

SAUTER 

Cramer  Controls  Corp. 

SAVOY 

Camburn,  Inc. 

SCAICO 

Cooper  Co.,  Clark 
SCi^-O-MATIC 
Technical  Associates 
SULEOMETER 

Liguidometer  Carp. 

SCHJELOOME 

Schjeldahl  Co.,  6.  T. 

SCHOMANOEL 

Electronic  Applications,  Inc. 

SCHOTT 

WalKO  Electronics  Mfg  Co. 

SCHUYLERNIT 

Schiller  Mfg  Corp. 

SCHWEPPE 
Pheoll  Mfg.  Co. 

SCINFLEX 

Scintilla  Oiv.,  Bendli  Aviation  Corp. 
SCINTILLATOR 

Precision  Radiation  Instruments,  Inc. 
SCMATCO 

Store  City  Machine  A  Tool  Co.,  Inc. 
SCOTCH 

Minnesota  Mining  A  Mfg.  Co. 
SCOTCHCAST 

Mlnnerota  Mining  A  Mfg.  Co. 

SCOTCH  KOTE 

Minne'Ota  Mining  A  Mfg.  Co. 
SCOTCHLOK 

Minnesota  Mining  A  Mfg.  Co. 
SCOTCHMAN 
Wir-qard  Co. 

SCOTTY 

Remler  Co.,  Ltd 
SCOUT 

Sanq.imo  Electric  Co. 

SCPULUG 

B'l  +'  Corp 
SCREWBALL 
Fretco  Inc. 

SCREW-LOCK 
Heli-Coll  Corp. 

SCRIRE 

Permoflui  Corp. 

SCRIPTITE 

Mo  a  to  Chemical  Co. 

SEAFONE 

Halllcrafters  Co. 

SEAL  SILICATE 
Philadelphia  Quart!  Co. 

SEALBRITE 

Lo'dni  Chemical  Co. 

SEALOOHM 
Daven  Co. 

SEALEX 

General  Ceramics  Corp. 

SEALINK 

Bur  dv  Corporation 
SEALMET 

Allegheny  Ludlum  Steel  Corp. 
SEALNUT 

Radio  Frequency  Labs.,  Inc. 
SEAL-O-FLANGE 

Communication  Products  Co.,  Inc. 
SEALSTIX 

Central  Scientific  Co. 

SEALVAC  A 

Vacuum  Metals  Corp. 

SEA  SCOUT 

Lavoie  Laboratories 
SECO 

Stewart  Engineering  Co. 

SECOOE 

Electrical  Communications  Co. 
SECRETEER 
Maico  Co.,  Inc. 

SECTOR 

Jensen  Mfg.  Co. 
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sEa 

Autwiutic  A  Prtcllion  Mfg.  C«. 
SEELBOLT 

Automatic  A  PrKitlon  Mfg.  Co. 
SEELKIVrr 

Automatic  A  PrKiilon  Mfg  Co. 
SEELSKREW 

Automatic  A  Precision  Mfg.  Co. 

SEEZAK 

U  M  A  F  Mfg.  Corp. 

SECMISTOR 

Contolidattd  Rtsistanca  Co. 
of  Amorica 
SEI 

Scantlin  Electronics,  Inc. 

SEISMAC 

Tnas  Instruments  Incorporattd 
SEISMATION 

Texas  Instruments  Incorporated 
SEISVERTER 

Seismograph  Service  Corp. 

SEISYN 

linited  Electrodynamics  Olv.  of  United 
Geophysical  Co.,  Inc. 

SELCCTENNA 

Channel  Master  Corp. 

SELECTO-CALL 

Federal  Telephone  A  Radio  Co., 
SELEa-O-MATtC 

Seeburg.,  Corp.,  The, 

SELECTOPHON 
Audio-Master  Corp. 

SaECT^>.PHONE 

Kellogg  Switchboard  A  Supply  Co. 
SELECTOVISION 

Communication  Measurements  Lab.  Inc. 
SELECTROL 

Moore  Associates 
SELECTRON 

PitistMirgh  Plate  Glass  Co. 
SELECTRO-PIATCRS 
Green  Electric  Co.,  Inc. 

SELEKTA 

Associated  American  Trading  DIvIslaa 
SELENIBRAKE 

American  Rectifier  Corp. 

SELENIFER 

American  Rectifier  Corp. 

SELETRON 

Radio  Receptor  Co. 

SELF  CHECKING 

Sensitive  Research  Instrument  Corp. 
SELFLUBE 

Keystone  Carbon  Co.,  Inc. 

SELF  SERVICE 

American  Scientific  Development  Co. 
SELKAR 

Sprague  Electric  Co. 

SEL-LOK 

Standard  Pressed  Steel  Co. 

SEMINOLE 

Sangamo  Electric  Co. 

SEMITRON 

Westinghouse  Electric  Corp. 

SENS 

Lamson  A  Sessions  Co. 

SEMS 

Shakeproof  DIv.  of  Illinois  Tool  Worta. 
SEMSPAK 

Shakeproof  Oiv.  of  Illinois  Tool  Works. 
SENCORE 

Service  Instruments  Co. 

SENECA 

Sangamo  Electric  Co. 

SENNTRONIC 

Senn  Corp 
SENSATHEMN 
Mercoid  Corp. 

SENSICON 
Motorola  Inc. 

SENSISTOR 

Texas  Instruments  Incorporated 
SENSITROL 

Weston  Electrical  Instrument  Corp. 
SENSITON 

Scientific  Specialties  Carp. 

SENSITRON 

Weston  Electrical  Instrument  Corp. 
SENSORY 

Sturtevant  Co.,  P.  A. 

SEN  TER  CEL 

Standard  Telephones  A  Cablet,  Ltd. 
SENTERLET 

Standard  Telephones  A  Cablet,  Ltd. 
SENTINEL 

Ingraham  Co.,  E., 

SENTINEL 

Johnton-Wllllamt,  Ltd. 

SENTINEL 

Photobell  Company,  Inc. 

SENTINEL 

U.  S.  Rubber  Co. 

SENTINEL 

Westinghouse  Electric  Corp. 

SEPIATONE 

Frederick  Post  Co. 

SERAMELITE 

Good-All  Electric  Mfg.  Co. 

SERENADE 
Channel  Matter  Corp. 

SERIES  6000 
Terado  Co. 

SERIES  JRC 

Bristol  Motor  Div.,  Vocaline  Co.  of 
America,  Inc. 

SERIES  X 

Astron  Corp. 


SERRASOID 

Radio  Engineering  Labs.,  IfIC. 
SERVATRON 


JFD  Manufacturing  Co.,  Inc. 

SERVICE  SPOOL 
Alpha  Wire  Corp. 

SERVISLIDE 
Remler  Co  ,  Ltd. 

SERVICE-MIKE 

Comell-Dublller  Electric  Corp, 
SERVE-A-UNIT 
Alden  Products  Co. 

SERVOBOARD 

Servo  Corp.  of  America 
SERVOCON 

Servo  Corp.  of  America 
SERVOFLEX 

Servo  Corp  of  America 
SERV0FLI6HT 

Servo  Corp  of  America 
SERVOFRAX 
Servo  Corp.  of  America 
SERVOCLAK 

Servo  Corp.  of  America 
SERVOGRAPM 

Servo-Tek  Products  Co. 

SERVOMATION 

Servo  Corp  of  America 
SERVO-MISSION 
Airborne  Accessories,  Inc. 

SERVOSCOPE 

Servo  Carp,  of  America 
SERVOSPEED 

Electro  Devices,  Inc 
SERVOSYNC 

Servo  Corp.  pf  America 
SERVOSYNTH 

Servo  Corp  of  America 
SERVOTHERM 

Servo  Corp.  of  America 
SERVOTRAN 
Humphrey,  Inc. 

SERV0TR0l< 

Raytheon  Mfg.  Co. 

SCRV-RITE 

Gordon  Co.,  Claud  S., 

SEVEN  LEAGUES  AHEAD 
Thermador  Electric  Mfg.  Co. 
SEVEN-O-PAPERS 

Mosinee  P^r  Mills  Co. 
SHAOOWCONTROL 
Autotron  Ca^  The 
SHAOOWCOUNT 
Autotron  Co..  The 
SHADOWMASTER 
Autotron  Co.,  The 
SHAKEPROOF 

Illinois  Tool  Works 
SHARPSHOOTER 
Trio  Mfg  Co. 

SHAWNEE 

Sangamo  Electric  Co. 

SHEAK^UTTER 
Shearcut  Tool  Co. 

SHELF-PAK 

Centraleb  Div.  of  Globe-Union,  Inc. 
SHIELOAIR 
Shielding,  Inc. 

SHIELD  BRAND 

Mitchell-Rand  Insulation  Co.,  Inc. 
SHIRUN 

du  Pottt  de  Nemouri  A  Co.,  Inc.,  E.  I., 
SHOCK-BILT  MAILERS 

Corrugated  Paper  Products,  Inc. 
SHOCKPROOF 

Industrial  Transformer  Co. 

SHOCK-STOPS 

Connecticut  Hard  Rubber  Co. 

SHOK-LOK 

Automatic  Electric  Sales  Corp. 
SHOP-PACK 
Heli-Coil  Corp. 

SHORTY 

JFD  Manufacturing  Co.,  Inc. 

SHOWMAN 

Channel  Matter  Corp. 

SHU-ELD 

Atmosphere  Control  Co. 

SHUNTRATOR 

Fi?cher  A  Porter  Co. 

SHUREHEAT 

Kwikheat  Mfg.  Ca. 

SHURFLO 
Anchor  Metal  Co. 

SHUR-FLO 
Hays  Mfg.  Ca. 

SHUR  CRIP 

Parker-Kalon  Corp. 

SHUT-OUT 

JFD  Mfg.  Co.,  Inc. 

SHURE-STAKE 
Thomas  A  Betts  Co. 

SHUVEE 
Entron  Inc. 

F.  W.  SICKLES 
General  Instrunsent  Corp. 

SICO 

Superior  Instrument  Co. 

SICON 

Midland  Industrial  Finishes  Corp. 

SIE 

Southwestern  Industrial  Electrenica  Ce. 
SIECO 

Sherman  Industrial  Electronics  Co.,  Div. 
of  Engineering  Design  Inc., 


SIEMENS-EDISWAN 

British  Electronics  Sales  Co.,  Inc. 
SIERRALITE 

Sierra  Electric  Carp. 

SIERRAPLEX 
Sierra  Electric  Corp. 

SIFEMAG 

Thomas  A  Skinner,  Inc. 

SI6ALERT 

Packard-Bell  Co. 

SIGHT  METER 

Weston  Electrical  Instrument  Co. 
SIGMATRON 

Intercontinetnal  Dynamics  Corp. 

SIGNA  FLO 

Buffalo  Electronlct  Corp. 

SIGNA-GLOW 

Industrial  Development  Labs.,  Inc. 
SICNAUTOR 
Kay  Electric  Co. 

SIGNALINER 

Feller  Engineering  A  Mfg.  Co. 

SIGNAL  SENTRY 
Johnson  Co.,  E.  F. 

SIGNAL-SPLITTER 

McLaughlin  Corp.,  J.  L.  A. 

SIGNA-MATCHER 

Centralab  Div.  of  Globe  Union,  Inc. 

SIGNATURE 

Lansing  Sound,  Inc.,  James  B. 
SlUNEAL 

Dow  Coming  Corp. 

SILASTIC 
Dow  Coming  Corp. 

SILBESTOS 

Electro-Technical  Products  Div.  of 
Sun  Chemical  Corp. 

SIL  BOND 

United  Wire  A  Supply  Corp. 

SILCAD 

Yardney  Electric  Corp. 

saaoTH 

Jensen  Industries,  Inc. 

SILCOBEST 

Silicone  Insulation,  Inc. 

SILCORD 

Western  Gold  A  Platinum  Co.,  (a  Sub. 
of  The  Wilbur  B.  Driver  Co.) 
SILECTRON 

Allegheny  Ludlum  Steel  Carp. 
SILECTRON 

Arnold  Engineering  Ca. 

SILENTBLOC 

General  Tire  A  Rubber  Co.,  The 
SILENT  SENTINEL 
Westinghouse  Electric  Carp. 

SILERTEX 

Erie  Resistor  Corp. 

SIL-FLUX 

United  Wire  A  Supply  Corp. 

SILICOHM 

Dale  Products,  Inc. 

SILICOHM 

Sage  Electronics  Corp. 

SILICON  SOLAR 

Hoffman  Electronics  Corp.,  Semiconduc¬ 
tor  Div., 

SILICONE 

Essex  Wire  Corp. 

SILIC-O-NETIC 

Heinemann  Electric  Co. 

SILCORO 

Western  Gold  A  Platinum  Co. 

SILFLEX 
Varflex  Corp. 

SIL-FOS 

Handy  A  Harman 
SILKENITE 
Acme  Wire  Ca. 

SILON 

Pacific  Moulded  Products 
SILOTRON 

Thermosen,  Inc. 

SIL-TAB 

Technical  Apparatus  Builders 
SIL-THIN-BESTOS 

Electro  Technical  Rroducts  Div.  of 
Sun  Chemical  Corp. 

SIL-THIN-GLASS 

Electro  Technical  Products  Div.  of 
Sun  Chemical  Corp. 

SILTUBE 

All-State  Welding  Alloys  Co.,  Inc. 
SILVALOY 

American  Platinum  Works 
SILVALOY 

Linde  Air  Products  Co. 

Unit  of  Union  Carbide  Corp. 

SILVER  ARROW 
Fretco  Inc. 

SILVERAMA 

Radio  Corp.  of  America 
SILVERCEL 

Yardney  Electric  Carp. 

SILVERCOTE 

Little  Falls  Alloys,  Inc. 

SILVERLINE 

General  Instrument  Corp. 
SILVERSCREEN 

Sylvania  Electric  Products  Inc. 
SILVERSTAT 

Westinghouse  Electric  Corp. 
SILVERTEX 

Erie  Resistor  Corp. 


SILVER  WAND 

Peerless  Products  Industries 
SILVREX 

Sel-Rex  Corp.,  Precious  Metals  Div. 
SILWYND 

Republic  Foil  A  Metal  Mills,  Inc. 

SIMPAC 

Westinghouse  Electric  Corp. 
SIMPLATROL 
Hobbs  Mfg.  Co. 

SIMPLEX 
Wenco  M<g.  Co. 

SIMPLI-FLEX 

Radiart  Carp.,  The 
SIMPLYTROL 
Assembly  Products,  Inc. 

SINCOMAX 
Murex,  Ltd. 

SINDAK 

Southern  Instruments,  Ltd. 

SINIMAX 

Allegheny  Ludlum  Steel  Corp. 

SIOUX 

Sangamo  Electric  Co. 

SISCO 

Scientific  Instruments  Service  Co. 
64V 

Bentley-Harris  Mfg.  Co. 

SIXTY 

Shure  Brothers 
SKAN 

G-M  Laboratories,  Inc. 

SKL 

Spencer-Kennedy  Labs.,  Inc. 

S.  K.  S. 

Paisley  Products,  Inc 
SKY-CASTU 
Hy-Llte  Antennae  Inc. 

SICf  CHAMPION 
Hallicrafters  Co. 

SKYCHIEF 
Camburn,  Inc. 

SKYCHIEF 

HalUcrafters  Ca. 

SKYFONE 

Hallicrafters  CO. 

SKYGUIDE 
Phiica  Corp. 

SKY-HI 

Thomas  Mold  A  Die  Ce. 

SKY-KING 

J  F.  D.  Mfg.  Co.,  Inc. 

SKYLARK 

Channel  Master  Corp. 

SKY-LOK 

J.  F.  0.  Mfg.  Co.,  Inc. 

SKYM  ASTER 

Communication  Products  Co.,  Inc 
SKYPIY 

Skydyne,  Inc. 

SKY  RANGER 
Hallicrafters  Co. 

SKY-STREAK 
J.  F.  D.  Mfg.  Co.,  Inc. 

SKY-TOP 

J  F.  D.  Mfg.  Co.,  Inc. 

SKY  TRAK 

Radio  Merchandise  Sales,  Inc. 
SKY-WEIGHT 

Continental  Electronia,  Ltd. 

S.  L. 


Mallinckrodt  Chemical  Works. 
SLENDYNE 

Shore  Brothers,  Inc. 

SLIDCOHM 
Aerovox  Corp. 

SLIDERITE 

Grant  Pulley  A  Hardvnare  Corp. 
SLIKWYNO 

Republic  Foil  A  Metal  Mills,  Inc. 
SLIMAIR 

Electro- Voice,  Inc. 

SLIM-TRIM 
Electro- Voice,  Inc. 

SLIM-X 

Shure  Brothers,  Inc. 

SLIPKNOT 

Plymouth  Rubber  Co., 

SLIPSYN 

Westinghouse  Electric  Corp. 

SLIP-SYNC 

Chadwick  Helmuth  Co. 

SLO-BLO 

Llttetfuse,  Inc. 

SLUG  RETRIEVERS 
Hunter  Tool  Ce. 

SLYVER-CLAD 
CAD  Batteries,  Inc. 

SMI 

Servomechanisms,  Inc. 

SMC 

St.  Marys  Carbon  Co. 

SMALL  UNIOYNE 
Shore  Brothers,  Inc. 

SMART  SET 

Calbest  Engineering  A  Electronia  Co. 
SMITH-NATHANIEL  BALDWIN 
Consolidated  Radio  Products  Co. 
SMITTY 

Hunter  Toot  Co. 

SMOG-FREE 
Radex  Corp. 

SMOKE-EYE 

Standard  Instrument  Corp. 

SMOKCACE 
Ess  Specialty  Corp. 
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SMOOTHWOUNO 
Monitar  Co«tro4ler  Co. 

SMUTBATH 
Spoclal  Chotnicali  Co. 

SNAP-ACTION 

Buchaun  EltctricaJ  Prodoets  Corp. 

SNAPIT 

Cabtc  Elictric  Products,  Inc. 

SNAP-LOC 

Corn  Electric  Co.,  Inc. 

SNAP-LOCK 
Lerco  Electronics,  Inc. 

SNAP-LOCK 
National  Acme  Co. 

SNAPPER 

Curtiss-Wright  Corp. 

SNAPPER 

Mueller  Electric  Co. 

SNAPPY-JECTOR 
Corn  Electric  Co.,  Inc. 

SNAP  RINGS 
Eaton  Mfg.  Co. 

SNAP-TITE 

Centralab  Olv.  of  Globe-Union,  Inc. 
SNIFFER 

Johnson-Williams,  Ltd. 

SNIPPER 

Jonnson-Wiiliams,  Ltd. 

SNOOPER 

Precision  Radiation  Instruments,  Inc. 
SNORKEL 
Radion  Corp. 

SNS 

Special  Products  Co. 

SNUPEC 

Centralab  Oiv.  of  Globe  Union,  Inc. 
SOCKET  SAVERS 

Pomona  Electronics  Co.,  Inc. 

SOOEREX 
Essei  Wire  Corp. 

SOOEREZE 

Ptielps  Dodge  Copper  Products  Co. 
SOLARSCOPE 

Solartron  Electronic  Group,  Ltd.,  The 
SOLAVOLT 

Sola  Electric  Co. 

SOLDALOT 

Maliorv  &  Co.,  Inc.,  P.  R. 

SOLOALOY 

Mallory  &  Co.,  Inc.,  P.  R. 
SOLDEWORMS 

Kester  Solder  Co. 

SOLDER  MASTER 
Hexacon  Electric  Co. 

SOLOERUTE 
Weller  Mfg.  Co. 

SOLOERSEAL 
General  Ceramics  Corp. 

SOLOERUX 
Mico  Instrument  Co. 

SOLITAIRE 

Videon  Electronic  Corp. 

SOL-REX 

Herzog  Miniature  Lamp  Works,  Inc. 
SOLU-MIOGE 


Industrial  Instruments,  Inc. 

SOLVENT  #73 
Wye  Industries 

SON ACTOR 
Kay  Electric  Co. 

SONAFONE 

Sonar  Radio  Corp. 

SONAGRAM  PAPER 
Kay  Electric  Co. 

SONA-GRAPH 
Kay  Electric  Co. 

SONALATOR 
Kay  Electric  Co. 

SONARMETER 
Raytheon  Mfg.  Co. 

SONAR-TEST 


Gallons  Laboratories  Inc. 
SONA-STRETCHER 
Kay  Electric  Co. 
SONA-SWEEP 
Kay  Electric  Co. 

SONAX 

Electro-Voice,  Inc. 
SONBLASTER 

Narda  Ultrasonics  Corp. 
SONISCAN 

Television  Equipment  Corp. 
SONITE 

Smooth-On  Mfg.  Co. 

SONNOMAR 

Sonneborn  Sons,  Inc.,  L., 
SONOBOND 

Aeroprojects  Incorporated 
SONOBRAZE 

Aeroprojects,  Incorporated. 
SONOCLE 
Sonotone  Corp. 

SONODYNE 
Shore  Brothers,  Inc. 
SONOGEN 

Branson  Ultrasonic  Corp. 
SONOKLEEN 

Sonneborn  Sons,  Inc.,  L., 
SONOLASTIC 

Sonneborn  Sons,  Inc.,  L. 
SONO-PAO 
Sonotone  Corp. 
S0N0-PRO6E 
Advance  Electronics,  Inc. 
SONORAY 

Branson  Instruments,  Inc. 
SONOTONOR 
Sonotone  Corp. 


SONOWEAR 
Sonotone  Corp. 

SONOWELO 

Aeroprojects,  Incorporated. 
SOUND-ABSORB 

Bill  Jack  Scientific  Instrsanant  Co. 
SOUNDCRAFT 

Reeves  Soundcraft  Corp. 

SOUND  ISOLATION  BLANKET 
Johns-Manville 
SOUNDREEL 

Simpson  Mfg.  Co.,  Inc.,  Mark 
SOUNDS  OF  OUR  tImES 
Cook  Laboratories 

soundtrap 

Miles  Reproducer  Co.,  Iw. 
SOUND-ZORBER 

Finn  &  Co.,  Inc.,  T.  R. 

SOUTHCAST 

Minnesota  Mining  &  Mfg.  Co. 
SOUTHCO 

^uth  Chester  Corp. 

SPACE  FORM 
Dunlap  Electronics,  Inc. 

SPACELINE 

Rego  Insulated  Wire  Co. 
SPACEMASTER 
Andrea  Radio  Corp. 

SPANISH  PRISON 

Bamstead  Still  &  SterilUer  Co.,  Inc. 
SPARK  ADVANCE 

Photocon  Research  Products 
SPARK  PROTRACTOR 

Photocon  Research  Products 
SPAULOITE 

Spaulding  Fibre  Co.,  Inc. 

SPAULDO 

Spaulding  Fibre  Co.,  Inc. 

SP^IAL 

Precision  Radiation  Instruments,  Inc. 
SPECIAL  SERIES 

United  Transformer  Co. 

SPECO 

Pfanstiehl  Chemical  Co. 

SPECO 

Special  Products  Co. 

SKCORAK 
Special  Chemicals  Co. 

SPECPLATER 

Special  Chemicals  Co. 

SPEC-POWER 

National  Spectographic  Labs.,  Inc. 
SPECTABLE 

Special  Chemicals  Co. 

SPECTAPHONE 
Sonotone  Corp. 

SPECTRACORD 

Warren  Electronics,  Inc. 

SPECTRA-INK 

Organic  Development  Corp. 
SPECTRA-TANK 

Organic  Development  Corp. 
SPECTRA-STRIP 

Organic  Development  Corp. 

SPECTRinER 

Special  Chemicals  Co. 

SPOTRON 

Consolidated  Electrodynamics  Corp. 

spectrogammeometer 

Radiation  Counter  Laboratories,  Inc. 
SPEaROMET 

Baird-Atomic,  Inc. 

SPECTROMETEfi 

Perkin-Elmer  Corporation,  The 
SPECTROPHOTELOMETER 
Central  Scientific  Co. 
SPECTROPHOTOMETER 

Perkin-Elmer  Corporation,  The 
SPEaRUM 
Fretco  Inc. 

SPEECHMASTER 
Jensen  Mfg.  Co. 

SPEED 

Speedway  Mfg.  Co. 

SPEED-CHASSIS 
Specific  Products 
SP«0  CLAMPS 
Tinnerman  Products  Inc. 

SPEED  CUPS 
Tinnerman  Products  Inc. 


SPEEOCRAFT 

Wire  Stripper  Co. 

SPEE-DEE 

Peck  &  Harvey  Mfg.  Corp. 
SPEE-DEE 
Radiart  Corp. 

SPEEOEX 

General  Cement  Mfg.  Co. 

SPEED  GRIPS 
Tinnerman  Products,  Inc. 

SPEED  IRON 
Weller  Mfg.  Co. 

SPEEOIVAC 

Edwards  High  Vacuum  (Canada)  Ltd. 
SPEEOIVALVE 

Edwards  High  Vacumm  (Canada)  Ltd. 
SPEEDM  ASTER 

Peck  A  Harvey  Mfg.  Carp. 

SPEED  NUTS 
Tinnerman  Products  Inc. 

SPEEDOMAX 

Leeds  &  Northrup  Co. 

SPEEDSORT 

Associated  Research,  Inc. 

SPEED  TOOLS 
Speedway  Mfg.  Co. 

SPEEDVOLTER 

Servo-Tek  Products  Co. 


SPEEO-X 

Johnson  Co.,  E.  F, 

SPEEOY-CAL 

North  Shore  Nameplate  Inc. 
SPEEDY-MARX 

North  Shore  Nameplate  Inc. 
SPEKALUMINITE 
Special  Chemicals  Co. 

SPEKLEEN 
Special  Chemicals  Co. 

SPEKWITE 
Special  Chemicals  Co. 

SPEKYELLO 

Special  Chemicals  Co. 

SPENCER 

American  Optical  Co. 

SPHEREX 

Electro-Voice,  Inc. 

SPINCO 

Beckman  Instruments,  Inc. 

SPIN-HEX 
Vaco  Products  Co. 

SPINUB 

Special  Instruments  Laboratory,  Inc. 
SPIN-LOCK 

Russell,  Burdsall  A  Ward  Bolt  A 
Nut  Co. 

SPIN-PIN 

Bruno-New  York  Industries  Corp. 
SPINTITE 

Stevens-Walden  Inc. 

SPIRACTOR 
Permutit  Co. 

SPIRAL 

Dzuz  Fastener  Co.,  Inc. 

SPIRAL 

Phelps  Dodge  Copper  Products  Co. 
SPIRAL  CO^R 

lllumitronic  Engineering 
SPIRAFLEX 

General  Insulated  Wire  Works,  Inc. 
SPIRALENE 
Surprenant  Mfg.  Co. 

SPIRALINE 

Rego  Insulated  Wire  Co. 

SPIRALON 

Surprenant  Mfg.  Co. 

SPIRALPOT 

Giannini  A  Co.,  Inc.,  G.  M. 

SPIRAL  TUBING 

Continental-Diamond  Fibre  Co. 
SPIRALWRAP 

lllumitronic  Engineering 
SPIRAMEG 
Sprague  Electric  Co. 

SPIRASHIELD 
Muter  Co. 

SPIROTALLIC 

Johns-Manville 

SPLAC 

Westline  Products  Oiv.  of  Western 
Lithograph  Co. 

SPLICE  CAP 

Buchanan  Electrical  Products  Carp. 
SPONGEX 

B.  F.  Goodrich  Sponge  Products. 

Oiv.  of  B.  F.  Goodrich  Co. 

SPORTSMAN 

Marathon  Battery  Co. 

SPOT-LITE 

Canadian  Radium  A  Uranium  Corp. 
SPOT-O-GRAPH 
Audio- Master  Corp. 

SPRACO 

Sprague  Electric  Co. 

SPRAINT 

Waldom  Electronics  Inc. 

SPRAY 

Paisley  Products  Inc. 

SPHERETROL 
Cook  Electric  Co. 

SPRING-LIFE 
Cook  Electric  Co. 

SPRING-LOCK 

Simmons  Fastener  Corp. 

SPRING-O-MATIC 

Industrial  Electrical  Works 
SPRINGTITES 
Eaton  Mfg.  Co. 

SQUARE-OHM 
Workman  TV,  Inc. 

SQUARE-OHM 

Bradford  Components,  Inc. 

SQUAREX 

Kennedy  A  Co.,  D.  S. 

SQUEEZE-LOCK 

Buchanan  Electrical  Products  Corp. 

SR 

Shall  He,  Inc. 

SR-4 

Baldwin-Lima-Hamilton  Corp. 

SRC 

British  Radio  Electronics,  Ltd. 

SRHT 

Boston  Insulated  Wire  A  Cable  Co. 

S.  R.  P. 

Sonneborn  Sons,  Inc.,  L. 

ss 

Beach-Russ  Co. 

SS 

Sperry  Semiconductor  DIv.  of  Sperry 
Rand  Corp. 

STABELEX 

Industrial  Condenser  Corp. 

STABIFLO 
Fokboro  Co. 

STABILINE 
Superior  Electric  Co. 


STABILOG 
Foxboro  Co. 

STABILOVOLT 

Marconi's  Wireleu  Telegraph  Co.,  Ltd- 
STA6IL-THERM 

Blue  M  Electric  Co. 

STABLVIS 

Fisclier  A  Porter  Co. 

STABLVOLT 

Magnetic  Research  Corp. 

STA-CAP 

American  Lava  Corp. 

STACKOHM 

Sprague  Electric  Co. 

STACO 

Standard  Electrical  Products  Co. 

STA-KON 

Thomas  A  Betts  Co. 

STALEY 

Borneo  Engineering  Corp. 

STA-LOC 

Mallory  A  Co.,  Inc.,  P.  R., 

STANCOR 

Chicago  Standard  Transformer  Carp. 
STANDARD 

Intersearch,  Inc. 

STANDARD 

New  York  Solder  Co. 

STANDARD 

Precision  Radiation  Instruments,  Inc- 
STANDARO 

Shore  Bros  Inc. 

STANDARD  ARROW 
Bludworth  Marine  Olv., 

Kearfott  Co  ,  Inc. 

STANDARD  BitiNAaE 
Bludworth  Marine  Oiv., 

Kearfott  Co.,  Inc. 

STANDARO-ROYAL 

Standard  Electric  Time  Co. 

STANDARD  SIX 

Bludworth  Marine  Oiv., 

Kearfott  Co.,  Inc. 

STANOATROL 
Bailey  Meter  Co. 

STANDCO 

Sticht  Co.,  Inc.,  Hemtan  H. 

STANDEE 

Ciarostat  Mfg.  Co.,  Inc. 

STANDLAC 

Standard-Toch  Chemicals,  Inc. 
STANDOHM 

Model  Engineering  A  Mfg.  Inc. 
STANDOUTS 

Channel  Master  Corp. 

STANELCO 

Standard  Telephones  A  Cables  Ltd. 
STANEON 

General  Cable  Carp. 

STAN-GARD 
JFO  Mfg.  Co.,  Inc. 

STANTEL 

Standard  Telephones  A  Cables  Ltd. 
STANOFORE 

Standard  Telephones  A  Cables.  Ltd. 
STANSCREW 

Standard  Screw  Co. 

STANTEC 

Standard  Telephones  A  Cables,  Ltd. 
STANTELUM 

Standard  Telephones  A  Cables.  Ltd. 
STANTOX 

Standard-Toch  Chemicals,  Inc. 
STAN-TRAN 

Stanwyck  Winding  Co. 

STAPIN 

Burndy  Corporation 
STA-PUT 

Consolidated  Wire  A  Associated 
Companies 

STAR 

Duotone  Co.,  Inc. 

STAR  COMPOUND 
Acme  Wire  Co. 

STAR-HELIX 
JFO  Mfg  Co.,  Inc. 

STARLIGJ^ 

Metzner  Engineering  Corp. 

STARLITE 

Shure  Brothers,  Inc. 

STAR-LOK 

Boots  Aircraft  Nut  Carp. 

STATIFLUX 
Magnaflux  Corp. 

station  master 

Communication  Products  Co.,  Inc. 
STAT-O-SEAL 

Parker  Seal  Co.,  Oiv.  of  Parker-Hannl- 
fln  Corp. 

STAT-TRAN 

Pulse  Engineering,  Inc. 

STAVOLT 

Christie  Electric  Corp. 

STBIL-THERM 

Blue  M  Electric  Co. 

STEACAPS 

Micamold  Electronics  Mfg.  Carp. 
STEA-CON 

United  Condenser  Corp. 

STEDIVOLT 
Kelk  A  Co.,  G.  F. 

STEELAGE 

Carry  Jamestown  Mfg  Co. 

STEELMET 

Mallory  A  Co.,  Inc.,  P.  R., 

STEEL-SET 

Paisley  Products,  Inc. 
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STECL  SIX 

Roller  Smith  Corp. 

STOIEOCO 

Steel  Hetfdle  Mfg.  Co. 
STEMAC 

Arnhold  Cerinilci,  Inc. 
STEMCO 

Stevent  Mfg.  Co.,  tnc. 
STENAFAX 

Timet  Facsimile  Corp. 
STENOFON 

ABC  Sound  Equipment  Co. 
STENTORIAN 
Barfter  Sales  Co. 

STEP  PAK 

Bogen  Co  ,  Inc.,  David. 
STEP-SERVO 

Bergen  Laboratories 
STEP-UP  KITS 

Jensen  Mfg.  Co. 

STEREO-MACNEMITE 
Amplifier  Corp.  of  Americo 
STERIUMP 

Westinghouse  Electric  Corp. 
STERILZONE 
Oailons  Labs. 

STERLINE 

Cossor  (Canada)  Ltd. 
STERLINC  CABLES 
Beam  Instruments  Corp. 
STERLING  CABLES 
Cossor  (Canada)  Ltd. 
STETHALIZER 
Maico  Co.,  Inc. 
STHHETROil 
Maico  Co  ,  Inc. 

STEWOVOX 
Beriant  Associates 
STIBNALON 

Green  Rectifier  Co. 

STIKON 

Ruge-De  Forest,  Inc. 
STILBEST 


Linick  Chemical  Co. 

STIMSONITE 

A'G'A'  Division  of  Elastic  Stop  Nut 
Corp.  of  America 
STM-PLY-TROL 

Assemble  Products.  Inc. 

STOCKRATOR 

Fischer  A  Porter  Co. 

STORAWAY 

Birdair  Structures,  Inc. 

STOKATIMER 
Mercoid  Carp. 

STOLLBERG 

Associated  American  Trading  DivIslON 
STONEHART 
Titeflea,  Inc 
STRAINALYZER 

Electronic  Tube  Corp. 

STRAIN  RELIEF  GROMMETS 

Fastei  Oiv.  of  Illinois  Tool  WorM. 
STRAITFLO 
Havs  Mfg  Co. 

S-TUN 

General  Instrument  Corp. 

ST  RATE-LINE 
P)rle-National  Co. 

STRATE-LINE 
Radiart  Corp 
STRATOGRAPH 

Panoramic  Radio  Products,  Inc. 
STRATOLINER 

Shore  Brothers,  Inc. 

STRAT-O-LITE 

Strat-O-Seal  Mfg.  Co. 

STRATOLLNET 
Share  Brothers 
STRATO-MATCHED 
Remler  Co 
STRATOPAX 

Cook  Electric  Co. 

STRATO  RAY 
Fretco  Inc. 

STRATOSCOPE 

Panoramic  Radio  Products,  Ine. 
STRATOVISION 
Westinghouse  Electric  Corp. 
STREAMLINER 
Otalid  Div. 

General  Aniline  A  Film  Corp. 
STREAMLINER 

Precision  Scientific  Co. 
STRING-A-LITE 
Jov  Mfg.  Co. 

STRIP-EASE 


Radii  Wire  Co. 

STRIPUNE 

Airborne  Instruments  Lab.,  Inc. 
STRIPM  ASTER 

Ideal  Industries,  Inc. 

STRIPOHM 

Ward  Leonard  Electric  Co. 
STRIPSOL 

Paisley  Products,  Inc. 
STRIP-SPRINGS 

Instrument  Specialties  Co.,  Inc. 
STROBEACON 

Kemlite  Laboratories. 
STROBE-DRIVER 

Chadwick  Helmuth  Co. 
STROBE-MAT 
CSC  Electronics  Co.,  Inc. 
STROBESELECTOR 
Califone  Corp. 

STROBOCONN 
Conn.  Ltd.,  C.  G. 


STROBODYNE 

Sperry  Gyroscope  Co.  Oiv.  of 
The  Sperry  Corp. 

STROBOFLASN 
General  Radio  Co. 

STROBO-UTE 

Wllcoi  Research  Co. 

STROBOLUX 

General  Radio  Co. 

STROBONAR 

Helland  Oiv.  of  Minneapolls-Honeywell 
Regulator  Co. 

STROSO-SYNC 
Winkler  Laboratories 
STROBOTAC 
General  Radio  Co. 

STROBOTUNER 
Conn,  Ltd.,  C.  G. 

STRUX 

du  Pont  do  Nemours  A  Co.,  Inc.,  E.  L 
STUDIO  OYNETIC 
Shure  Brothers,  Inc. 

STUPALITH 

Carborundum  Co.,  The, 

STUPALOX 

Carborundum  Co.,  The, 

STURDIBOLT 

Stronghold  Screw  Products,  Inc. 

sturteVant 

Westinghouse  Electric  Corp. 

STYCAST 

Emerson  A  Cuming,  Inc. 

STYMER 

Monsanto  Chemical  Co. 

STYRACON 

Sprague  Electric  Co. 

STYRALOY 

Dow  Chemical  Co. 

STYRAMIC 

Monsanto  Chemical  Co. 

STYROFLEX 
Natvar  Corp. 

STYROFLEX 

Phelps  Dodge  Copper  Products  Co. 
STYROFOAM 

Dow  Chemical  Co. 

STYRON 

Dow  Chemical  Co. 

STYROPHANE 

Standard-Toch  Chemicals,  Inc. 
SUBMINAX 

Amphenol  Electronics  Corp. 
SUB-MINI-SHIELO 
Staver  Co.,  Inc. 

SUBOWNER 

United  Transformer  Corporation. 
SUBURBAN 
Radion  Corp. 

suNSwrrcH 

Ripley  Co..  Inc. 

SUPER 

Union  Electric  A  Mfg.  Co. 

SUPER 

Precision  Radiation  Instrsanents,  Inc. 
SUPER  AUTOBOOSTER 
Industrial  Television,  Inc. 

SUPER  B 
Ozalid  Ohr., 

General  Aniline  A  Film  Corp. 
SUPER-BEAM 

JFD  Mfg  Co..  Inc. 

super-beckaciVe 

Reichhoid  Chemicals,  Inc. 

SUPER-CAP 

United  F  lettronic  Mfg.  Corp. 

SUPER  XEPTER 
Wells  A  Winegard 
SUPER  DAVOHM 
Dawn  Co 
SUPER  0000 

JFD  Mfg  Co.,  Inc. 

super-dyLan 

Koppers  Co.,  Inc 
SUPEREX 
Johns-Manville 
SUPER  EX. 

Teire*  Inc. 

SUPERFAN 

Channel  Master  Co. 

SUPERFLAKE 

Superior  Graphite  Co. 

SUPER-HELIX 

JFD  Manufacturing  Co.,  tnc. 
SUPERKIT 

Superck  Electronics  Corp. 

SUPER-LAG 


Bussmann  Mfg.  Oiv.,  McGraw-Edlson  Co. 
SUPER  MARKER 
Scala  Radio  Co. 

SUPER  MAST 

Channel  Master  Corp. 

SUPER  NEST 

Channel  Master  Corp. 

SUPER  POWER-HELIX 
JFD  Mfg.  Co.,  Inc. 

SUPER  POVYERJET 
JFD  Mfg.  Co.,  Inc. 

SUPER  ROYAL 
Prrmofluk  Corp. 

SUPERSERVICE 
General  Cable  Corp. 

SUPERSHEATH 
General  Cable  Corp. 

SUPER  STAR-HELIX 
JFD  Mfg.  Co.,  Inc. 

SUPERIOR 

Eagle  ElKtric  Mfg.  Co.,  Inc. 
SUPERIOR 
Radiart  Corp. 


SUPERIOR 
Wall  Mfg.  Co. 
SUPERJET 


J  F  0  Mfg.  Co.,  Inc. 
SUPERMALLOY 

Arnold  Engineering  Co. 
SUPERMENOUR 


Arnold  Eenginecring  Co. 

SUPERMIX 

X-Ray  Dept,  of  General  Electric  Co. 
SUPER  PRO 

Hammarlund  Mfg.  Co. 

SUPCRSEC 
U.  S.  Rubber  Co. 

SUPERSHEATH 

General  Cable  Corp. 

SUPERSONIC 

Dzus  Fastener  Co.,  Inc. 

SUPERSONIC  REFL^CTOSCOPE 
Sperry  Products  Inc. 

SUPER  SPECTROM 
Fretco,  Inc. 

SUPER-STRUCTURE 
Radiart  Corp. 

SUPERTEL 

General  Cable  Corp. 

SUPER-TEM 

American  Super-Temperature  Wlrei,  Inc. 
SUPERTENNA 
Tennalab 
SUPERTESTER 

California  Technical  Industrin,  Oiv.  of 
Tevtron,  Inc. 

SUPER  TRACER 
Precision  Electronics 
SUPERTROL 
Control  Corp. 

SUPERTUF 

General  Cable  Carp. 

SUPERVAC 

Central  Scientific  Co. 

SUPER-X 
Telrea,  Inc. 

SUPER  VEE 

Radiart  Corp.,  The 
SUPERWRAP 
Marwilum  Co. 

SUPRAMICA 

Mycalea  Corp  of  America 
SU-PR-CIRCUITS 
Cleveland  Metal  Specialties  Co. 
SUPREME 

Grant  Pulley  A  Hardware  Co. 
SUPREVISION 
Davis  Electronics 
SUPRO 

Valeo  Mfg.  Co. 

SUR-BRAZE 

Duramic  Products  Inc., 

SURCO 

Surprenant  Mfg.  Co. 

SUREBRAZE 

Dalweld  Co.,  Inc. 

SURE  FLUX 

New  York  Solder  Co. 

SURFACE  BARRIER 

Lansdale  Tube  Co.,  Div.  of  Phileo  Carp. 
SURFINOICATOR 

Brush  Instruments  Oiv.  of  Clevite  Corp. 
SURFLENE 

Surprenant  Mfg.  Co. 

surKex 

Surprenant  Mfg.  Co. 

SURFLON 

Surprenant  Mfg.  Co. 

SURGEUTE 

Kemlite  Laboratories. 

SURGISTOR 

Wuerth  Tube  Sawr  Corp. 

SURGYTHERM,  JR. 

Wappler,  Inc. 

sweatleSs 


Paisley  Products  Inc. 
SWEEPALATOR 

Decade  Instrument  Co. 

SWEEPM  ASTER 

Manufacturers  Engineering  A 
Equipment  Co. 

SWEEP-SYNC 
Chadwick  Helmuth  Co. 
SWELTERPROOF 
Roanwell  Corp. 

SWIFTOL 

Southwest  Products,  Inc. 

SWINGRIP 
Video  Industries  Co. 

SWING-OVER 

Tel-A-Ray  Enterprises,  Inc 
SWrrCH-LITE 
LIttelfuse,  Inc 
SWITCHLITES 
Hetherington,  InC. 

SWrrCHMAT 
Recora  Co. 

SWITCHPOT 
Helipot  Corp. 

SWIVEL  BEAM 

Radio  Merchandise  Sales,  Inc 
SWIVEL  BOW 

Radio  Merchandise  Sales,  Ine. 
SWIVLTOP 

Moody  Machine  Products  Co.,  Inc 
SYLKYO 

Dow  Coming  Corp. 

SYLPHON 

Fulton  Sylphon  Dlv^ 
Robertshaw-Fulton  Mntrols  Co. 


SYLVALOY 

Driver  Co.,  Wilbur  0. 

SYMBOSTAMP 
Griffin  Co.,  John 
SYMPHONY  MASTER 
Monitor  Products  Co. 

SYNASET 
Telea,  Inc 
SYNCHNO-CHEK 
Pantek  Co. 

SYNCHRO-METER 
Bailey  Meter  Co. 

SYNCHRON 

Hansen  Mfg.  Co.,  Inc 
SYNCHROSTAT 

Electric  Regulator  Corp. 

SYNCHROTONE 

Magnetic  Recording  Industries 
SYNCHROTROL 

Westinghouse  Electric  Corp. 
SYNCHR^TUNER 

Cavitron  Electron  Oscillator  Co.  Div  of 
Short  Waw  Plastic  Forming  Co. 
SYNCHRO-VALVE 
Bristol  Co.,  The 
SYNCHROVERTER 
Bristol  Co.,  The 
SYNCRAMENTAL 
Leland,  Inc.,  G.  H., 

SYNCROGEAK 

U.  S.  Electrical  Motors,  Inc 
SYNCROGEN 

Amplitronia  Inc. 

SYNCROLL  DRIVE 

Fairchild  Recording  Equipment  Co. 
SYNCRO-MARKER 

Electro  Products  Labs. 

SYNCROMOUNT 

Giannini  A  Co.,  Inc.,  G.  M. 
SYNCROPLEX 

Television  Equipment  Corp. 
SYNCROPRINTER 
Anelea  Corporation 
SYNCTRON 

Dormitzer  Electric  A  Mfg.  Co.,  Inc. 
SYNKOTE 
Plastoid  Corp. 

SYNRUB 

U.  S  Rubber  Co. 

SYNTHAMICA 

Mycalea  Corp.  of  America. 
SYNTHEIZER 
Collins  Radio  Co. 

SYNTHINOL 

Consolidated  Wire  A  AssoclaUd 
Companies 
SYNTHINOL 

Rome  Cable  Corp. 

SYNTH06RAPHIC 
Synthane  Corp. 

SYNTHOLVAR 
Varflea  Corp. 

SYSTEMAT 

Waterman  Products  Co.,  Ine. 


Instrument  Cases  Div.  of  Ta  Mfg.  Carp., 
TA 

Thomas  Associates 
TG 

Leitch  Engineering  Corp. 

T-K 

Tuttle  A  Klft 


T/PLOTTER 

Barry  Controls,  Inc. 

TABBY 

Division  Lead  Co. 

TABLITE 

Technical  Apparatus  Builders. 
TABPAK 

Technical  Apparatus  Builders. 
TABTRAN 

Technical  Apparatus  Builders. 
TABTRON 

Technical  Apparatus  Builders 
TACKMASTER 

Rubber  A  Asbestos  Corp. 

TACO 

Technical  Appliance  Corp. 

TACOPLEX 

Technical  Appliance  Corp. 

TAOANAC  BRAND 
Cominco,  Metal  Sales  Div. 

TAG 

Weston  Electrical  Instruments  Corp. 
TAKCAL 

BAH  Instrument  Co. 

TAKCAL 

Howell  Instrument  Co. 

TAKK-TRON 
Takk  Corp. 

TALKM  ASTER 
Oalmotron  Co. 

TANGLEPROOF 
Hobbs  Mfg.  Co. 

TANNOY 

Beam  Instruments  Corp. 

TAN-O-MITE 

Ohmite  Mfg.  Co. 

TANTALEX 

Sprague  Electric  Co. 

TAN  TI  CAP 

Teaas  Instruments  Incorporated 
TANTALITE 

Sprague  Eletric  Co. 
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TAOANAC 

Cominco,  Metal  Sales  Die. 

TAP 

Continental  Screw  Oe. 

TAPAK 

Broadcast  Equipment  Specialtlet  Cera. 
TAP  LITt 

Mlnneapolis-Honcrieetl  Reeulater  Co. 
TAPLOK 

Groo«-Pin  Corp. 

TAP-A-THERM 

Victory  Engineering  Corp. 

TAPE-ARO  READER 
California  Technical  Industries  Olv.  of 
Textron,  Inc. 

TAPE-MINDER 

Cycle  Equipment  Oo. 

TAPE-O-CRAMI 
Audio  Industries 
TAPE-O-MATIC 
V-M  Corp. 

TAPE  RECCRDER 


Amecx  Corp. 
TAP^NIC 


Prcmior  Electronic  LakoraUrtoo. 
TAPER-UTES 
Drake  Mfg.  Co. 

TAPER-TONE 
Acton  Co.,  H.  W. 

TAPE  TITE 
Paisley  Products,  Inc. 

TAPOT 

Howell  Instrument  Co. 

TARRVTRON 
Cook  Electric  Co. 

TATTEUTE 
SIttIcr  Corp. 

TAU  BOLT 
Huck  Mfg.  Co. 

TAUBOLT 

Hudson  American  Corp. 

TAUTORK 

Precision  Paper  Tube  Co. 

T-BLOC 

Computer  Control  Co.,  Inc. 

TCA 

Thonnistor  Corp.  of  America 
T.C.C. 

_  Telegraph  Condenser  Co.,  Ltd. 

TCC 

Transistor  Components  Co. 

TC-2 

Continental  Communicatlont,  Inc. 

TCW 

Tronic  Coil  Winding  Co.,  Ine. 

TEC 

Television  Equipment  Carp. 

TD 

Technical  Devices  Co. 

TDI 

Transistor  Devices,  Inc. 

TECHIMP 

Technical  Impex  Corp. 

TECHNILOC 

University  Loudspeakers,  Inc. 
TECHNILOY 
Technic,  Inc. 

TECH-TIMER 
Technic,  Inc. 

TECH-TIN 
Technic,  Inc. 

TECO 

Torrance  Glass  &  Color  Works. 
TEECO 

Trutone  Electronics,  Ine. 

TEE-NUTS 

UnItad-CaiT  Fastener  Corp. 

TEFAP 

Union  Plastics  Corp. 

TEF-GLASS 

Gudebrod  Bros.  Silk  Co.,  Ine. 
TEHFDN 

Audio-Master  Corp. 

TEFLACE 

Gudebrod  Bros.  Silk  Co.,  Ino., 
TEFLEX 

Boston  Insulated  Wire  A  Cable  Co. 
TEFUTE 

Boston  Insulated  Wire  A  Cable  Co. 
TEFLON 

du  Pont  dc  Nemours  A  Co.,  Ine.,  C. 
TEFSILON 

Boston  Insulated  Wire  A  Cable  Co. 
TEF-TWIST 

Gudebrod  Bros.  Silk  Co.,  Ine. 

T.E.I. 

Thomas  Electronics,  Inc. 

TEKAP 

Technical  Apparatus  Builders. 
TEKLITE 

Technical  Apparatus  Bulldera. 
TEKNI 

Walsco  Electronics  Corp. 

TEX  REG 

Technical  Apparatus  Builders. 
TEKSEL 

Technical  Apparatus  Builders. 
TEKSIL 

Technical  Apparatus  Builders. 
TEKTOR 

Aeronautical  A  Instrument  Die. 
Robertshaw-Fulton  Controls  Co. 
TEKTRAN 

Technical  Apparatus  Builders. 
TELACOL 

Magnetic  Core  Corp. 

TEL-A-COR 
Magnetic  Core  Corp. 


TELA-EAR 
Telex,  Inc. 

TELAIRATOR 

Fischer  A  Porter  Co. 

TELAMP 

Miles  Reproducer  Co.,  Ine. 

TELCO 

General  Cement  Mfg.  Co. 

TELCOARC 

Western  Union  Telegraph  Co. 
TEL-A-PIPE 

Westline  Products  Dhr.  of  Westoni 


Lithograph  Co. 
TELE-ATTEN 


Vidaire  Electronics  Mfg.  Co. 

TELEBOOSTER 

Teievltion  Equipment  Corp. 

TELECABLE 
Whitney  Blake  Co. 

TELECAP 

Spragoe  Electric  Co. 

TELEMifTROL 
Teletronic  Laboratories,  Ine. 

TELECORO 
Dictaphone  Corp. 

TELECORO 

Whitney  Blake  Co. 

TEUOm  SYSTEM 
Dictaphone  Corp. 

TELECOROER 

Telecomputing  Corp, 

TELECORDEX 

Telecomputing  Corp. 

TRECOUPLER 
Television  Equipment  Corp. 
TELE-COUPLER 

Vidaire  Electronics  Mfg.  CO. 
TELECTROTAPE 

Telectro  Industries  Corp. 

TELECUE 
Telechrome  Inc. 

TELEOELTOS 

Western  Union  Telegraph  Co. 

TELEOUCER 

Telecomputing  Corp. 

TELEDUCT 

Whitney  Blake  Co. 

TELEDYNE 

Taber  Instrument  Corp. 

TELEFAX 

Western  Union  Telegraph  Co. 

TELE-FORM 

Telerad  Mfg.  Corp. 

TELE-FI 
Telex,  Ine. 

telehIter 

Kay  Electric  Co. 

telE-flex 

Telerad  Mfg.  Corp. 

TELEFRAME 
Whitney  Blake  Co. 

TELEGU^ 

Pittsburgh  Plate  Glass  Co. 

TELEGROUNO 
Whitney  Blake  Co. 

TELE-GUIDE 
Telerad  Mfg.  Corp. 

TELEHOME 

Webster  Electric  Oe. 

TELEKRYPTON 

Western  Union  Telegraph  Co. 
TELEMAGNET 

Mohawk  Business  Machines  Corp. 
TELEMASTER 
Television  Equipment  Corp. 

TEUMET 

Allegheny  Ludhim  Steel  Corp. 
TELEMETROSCOPE 

Tobe  Oeutschmann  Carp. 

TELEMIKE 

Miles  Reproducer  Co.,  Inc. 

TELEPAQE 
Webster  Electric  Co. 

TELEPHOTO 

Acme  Teicctronix  Olv.  of 
NEA  Service,  Inc. 

TEUPLATE 

Whitney  Blake  Co. 

TELE-PLEX 

J  F  D  Mfg.  Co.,  Ine. 

I  TELEPLOTTW 

Telecomputing  Corp. 

TELEPOT 

Paul  A  Stein  Bros.,  Inc.,  F.  H. 
TELEPRENE 
Whitney  Blake  Co. 

TELEPULSE 

Shand  A  Jurs  Co.,  Sub.  of  Genoral 
Precision  Equipment  Corp. 
TELEREAOER 
Telecomputing  Corp. 

TELEREADEX 
Telecomputing  Corp. 

TELE-ROTOR 
Radlart  Corp. 

TELESCOPIC 

Kulka  Electric  Corp. 

TELESCRIBER 

TelAutograph  Corp.* 
of  TELESEAL 

Whitney  Blake  Oo. 

TELESET 

DuMont  Laboratories,  Inc.,  Alloa  B. 
TELESET 
Telex,  Inc. 

TELESONIC 

U.  S.  Television  Mfg.  Corp. 


TELESPATCH 
Webster  Electric  Ce. 

TELESPEAKER 
Telex,  Inc. 

TELESYM  PHONIC 

U.  S.  Television  Mfg.  Corp. 

TELESYN 

Ford  Instrument  Olv., 

The  Sperry  Rand  Coip. 

TELETALK 

Webster  Electric  Oe. 

TELETHERM 

Westinghouso  Electric  Carp. 
TELE-THERMOMETER 
Yellow  Springs  Instrument  Co.,  Ine. 
TELE-TIE 

Channel  Master  Corp. 

TEIXrORQUE 

Kollsman  Instrument  Corp. 

TELETROL 

Jerrold  Electronics  Corp. 

TEU-TROL 

Teletronic  Laboratortos,  lac 
TELETRONS 

DuMont  Laboratories,  Inc 
Allen  B. 

TELETUNER 

Mallory  A  Co.,  Inc.,  P.  R. 

TELE-TWIN 

JFO  Mfg.  Co.,  Inc 
TELE-TWIST 

Telerad  Mfg.  Carp. 

TELEVAC 

Fredericks  Co.,  Oeo  E. 

TELEVANES 

Ward  Products  Carp.,  Dhr. 

The  Gabriel  Co. 

TELE-VEE 

Channel  Master  Corp. 

TELEVERTER 

James  VIbrapewr  Co. 

TELE-VI  DER 

Electro- Voice,  Inc. 

TELEVOICE 

Edison  Inc.,  Thomas  A. 

TELEVOLT 

Sola  Electric  Ce. 

TELE-VOLTER 

Jackson  Electrical  Instrument  Co. 
TELEVOX 

Westlnghouse  Electric  Corp. 

TEL-EYE 

DuMont  Laboraterles,  Inc.,  Allen  B. 
TELUTE 

Master  Speclatties  Co. 

TELNIC 

Chase  Braes  A  Copper  Co.,  Ine. 
TEL-O-AIO 

Fisher  Research  Lab.,  Inc. 

TEL-OHMIKE 

Sprague  Electric  Co. 

TELOJECTOR 

Gray  Resaarch  A  Development  Co.,  Inc. 
TELOP 

Gray  Research  A  Development  Co.,  Inc. 
TEL-MO 

Television  Laboratorlot,  Inc. 

TELSTOR 

Aeronautical  A  Instrument  Dhr.  of 
Robertshaw-Fulton  Controls  Co. 

TELVAC 

Television  Accessories  Co. 

TELVAR 
Audar,  Inc. 

TEMFL^ 

Irvington  Dhr.  of  Minnesota  Mining  A 
Mfg.  Co. 

TEMP-ALARM 
Templl  Corp. 

TEMPAU 

Tobe  Deutschmarei  Corp. 

TEMPCAL 

BAH  Instrumont  Co. 

TEMP  COP 
Micro  Switch 
TEMPCOR 

Temperature  Engineering  Corp. 
TEMPERATURE  COMPEMATOR  “SO" 
Carpenter  Steel  Co.,  The 
TEMPILAQ 
Tempil  Corp. 

TEMPILSTIK 

Tempil  Corp. 

TEMPLUBE 

National  Engineering  Products,  Inc. 
TEMPO 

Clear  Beam  Television  Antenna  Co. 
TEMPO 

Oxford  Components,  Inc. 

TEMPRENE 

Hitemp  Wires,  Inc. 

TEMPREX 
Hitemp  Wires,  Inc. 

TEMPRITE 

Hitemp  Wires,  Inc. 

TEM PROBE 

Victory  Engineering  Corp. 

TEMPROOF 
Lord  Mfg.  Co. 

TEMPRUF 

Chatillon  A  Sons,  Jonn, 
TEMP-R-TAPES 
Connecticut  Hard  Rubber  Co. 
TEMPSEAL 

National  Engineering  Products,  lac. 
TEMPTU8E 

Hitemp  Wires,  Inc. 


TEMSTART 

Synchro  Start  Products,  Inc. 
niiAROL 
Rollan  Electric  Co. 

TEN-FI 

McGregor  Electronic  Industrlao. 
TENNA-CLAMP 

Mueller  Electric  Co. 

TENNA  CLIP 
Industrial  Television,  Inc. 

TENNA  COUPUR 

Industrial  Television,  lac. 

TENNAKITS 
Tennalab 
TENNA- PAK 
JFD  Mfa.  Co.,  Inc. 

TENNA-ROTOR 
Alliance  Mfg.  Co. 

TENNA-SCOiK 
Alliance  Mfg.  Co. 

TENNA-TIE 

Channel  Master  Co. 

TENNA-TOP 
Electro- Voice,  Inc. 

TENNA-TUBE 

tenSS^ite 

Tenney  Engineering,  laC. 

TENNmPHCRC 
TEj^^ni^Englneerlng,  Inc. 

General  Cable  Corp. 

TENSITE 

Driver  Co.,  Wilbur  B. 

TENSOLEX 

Tensolite  Insulatad  Wire  Oi.,  lac. 
TENSOLON 

Tensolite  Insulated  Wire  Co.,  Inc. 
TENS-O-TROL 

Dillon  A  Co.,  Inc.,  W.  C. 

TENSULATED 

Tensolite  Insulated  Wire  Co.,  Inc. 
TEN-TENNA 

Waldom  Electronia  Inc. 

TERMAHC 

Burndy  Corporation 
TERMALINE 

Bird  Electronic  Corp. 

TERMEND 

Buchanan  Electrical  Products  Carp. 
TERMIN-O-SEAL 

Parker  Seal  Co.,  DIv.  of  Parker-HannI- 
fbi  Corp. 

TERVAN 

Esso  Standard  Oil  Co. 

TESA 

United  Mineral  A  Chemical  Corp. 
TESAFLEX 

United  Mineral  A  Chemical  Oerp. 
TESCO 

Eastman  Specialty  Co. 
TESTUTE-FUSPUL 

Dante  Electric  Mfg.  Co. 

TEST  MASTER 

Precision  Apparatus  Co.,  Inc. 
TEST-MASrn 

Precision  Apparatus  Co.,  Inc. 

TEST-MIKE 

Cornell-Diiblller  Electric  Corp. 
TESTOMETER 

United  Mfg.  Co.,  Dhr.  of  The  W.  L. 
Maxson  Con>. 

TETCOSILK 

Kressllk  Products,  Ine. 

TETRAFILM 

Shamban  A  Co.,  W.  S., 

TETROC 

Sprague  Electric  Co. 

TEX-CAP 

Texas  Capacitor  Ce.,  Die.  of  K-C-K 

TnolL 

Permacel  Tape  Carp. 

TEXLITE 

United  Mineral  A  Chemical  Osfp. 
TEXTOLITE 

General  Electric  Co. 

THELCO 

Precision  SclentlRc  Co. 

THERA-RAY 
Edin  Co.,  Inc 
THERATHERM 

Marconi  Instruments 
THERLO 

Drlver-Harrls  Co. 

THERMAL-CAL 

North  Shore  Nameplate,  Inc 
THERMA-FLEX 

Cavltron  Electron  Oscillator  Co.  Die. 
of  Short  Wave  Plastic  Forming  Co. 
THERMALARM 

Eastern  SpKialty  Co. 

thermaloT 

Essex  Wire  Corp. 

THERM  ALEZE 

Phelps  Dodge  Copper  Products  Corp. 
THERMALOAD 

Monitor  Controller  Co. 

THERMALON 

Hitemp  Wires,  Inc 
THERM-A-NEERING 
Westinghouso  Eloctric  Corp. 
THERMATDOL 

New  Rochelle  Tool  Corp. 

THERMATRON 
Radio  Receptor  Co. 

THERM  ICA 

Electronic  Mechanics,  Inc 
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THCRMAX 

Ccfwral  Cable  Carp. 

THCRMAX 

Clrdltr  Preens  Eeuipfflant  Oh.,  Na¬ 
tional  Cylinder  Co. 

TNENMISm 
Workman  TV  Inc. 

THERMOBCSTOS 
Johns- Manvi  He. 

THERMOCAP 

Niaoara  Electron  Labaratorloe 
THERMO-COUSTl 

Thompson  Fiberglass  Co.,  M.  I. 
THERMOCUOE 

Radio  Engineering  Labs.,  IM. 
THERMO-niX 
Wooderelding,  Inc. 

THERMO- CRIP 

Ideal  Industrin.  Inc. 

THERMOCUARO 
Westinghouse  Elociric  Corp- 
THERMOHM 

Leeds  A  Northrup  Co. 

THERMO- HtlMlMClUPH 
Bristol  Co..  The 
THERMOIL-CRANOOINC 

American  Chemical  Paint  Oo. 
THERMO-JET 

General  Research  A  Supp'P  Co. 
THERMOlAtN 
Star  Percelaln  Co. 

THERMOAASTIC 
Coa  A  Co.,  Inc. 

THERMOlUCS 
Burndy  Carp 
THERMOMETAL 
Wilson  Co^  The,  H.  A. 
THERMO-MmR 
Simpson  Electric  Co.,  Ohr.  of 
American  Gage  A  Machino  Co. 
THER-MONIC 

Induction  Heating  Carp. 
THERMOPATCH 
Cos  A  Co.,  Inc. 

THERMOPtAX 

Cutler-Hammer,  Inc. 

THERMOPRENC 
Whitney  Blake  Co. 

THERMO&N 
Sorensen  A  Co. 

THERMOSHEET 
Coi  A  Co ,  Inc. 

THERMO- SNAP 

MeUls  A  Controls  Carp. 
THERMOSTAT 
Fenseal  Inc. 

THERMOSWtTCH 
Ftmeal  IrK. 

THERMO-nP 

Ideal  Industries,  Inc. 

THERM-OTROLS 

Barber-Colman  Co. 

THERMOVERTER 

Bristol  Co.,  The 
THERMOWIRit 
Coa  A  Co  ,  Inc. 

thermvstaL 

Knights  Co.,  Jamot,  The 
THERVEL 
Avion,  Inc. 

THESAURUS 
Radio  Coep  of  America 
THIN-KERP 

Radial  Cutter  Mfg.  Carp. 
THINPLATES 
Park  Nameplate  Co.,  Inc. 

THINSLIDE 

Grant  Pulley  A  Hardware  Carp. 
X-OLOC 

Computer  Control  Co.,  Inc. 

X-PA« 

CamptHer  Control  Co.,  Inc. 
30-DIMENSION 
Fretco,  Inc. 

THRA-PULSE 

Hansors-GorrIII. Brian,  Inc. 
THRFAD-LOC 
Gom  Electric  Co.,  Inc. 

THRED-LOCK 
Continental  Screw  Co. 

3-IN-l 

J  F  0  Mfg.  Co.,  Inc. 

THREE-PHASE 
Sclaky  Bros  ,  Inc. 

THREE  STAR 

Cutler-Hammer,  Inc. 

THROTTITROLS 
Barber-Colman  Co. 

THYRA-IINE 

Hanson-GerrIII-BrIan,  Inc. 

THRULINE 

Bird  Electronic  Carp. 

THRUPASS 

Sprague  Electric  Co. 

THRURAY 

Sperry  Products,  InC. 

THUNDER  BIRO 
Telrei,  Inc. 

THUNDERBOLT 

Johnson  Co.,  E.  F. 

THYRA-LINE 

Hanson-Gorrill-Brian,  Inc. 
THYRA-PULSE 

Hanson-Gorrlll-Brlan,  Inc. 

THYRITE 

General  Electric  Co. 


TICO 

Technical  Instrument  Co. 

n-co 

Thomas  Instrument  Co. 
nOLETRIK 
American  Lava  Corp. 

TIFFINY  SPARKSHIELOS 
Pcarco-Simpsan,  Inc. 

TIGER 

American  Steel  A  Wirt  ON., 

U.  S.  Steel  Carp. 

TI-MATIC 

Westlnghouse  Electric  Carp. 

TIME  Alb 

Paragon  Electric  Co. 

TIME-ALL 

International  Register  Co. 

TIMEFAX 

Timas  Facsimllo  Carp. 

TiME-rr 

Precision  SclentIRc  Co. 

TIMEMASTER 
Oictaphone  Carp. 

TIME-MINOER 

International  Register  Co. 

TIME-O-GRAF 

Borg  Eguipment  ON., 

Geom  W.  Borg  Carp. 

TIME-O-LITE 

Industrial  Timer  Carp. 

TIME-O-SWITCH 

Minneapolis- Honeywell  Regulator  Co. 
TIM-O-WELO 

First  Electronks  Carp.,  The 
TINOL 

American  Solder  A  Fha  Co. 

TINYFORMER 

Gramer-Halldonon  Transformer  Carp. 
TINY-GLOW 

Industrial  Devices,  Inc. 

TINY-L 

Aladdin  Electronics  ON.  of  Ataddu 
Radio  Industries,  Inc. 

TINYMAX 

Torwico  Electronics,  lac. 

T1NYMIKE 

Cornoll-Oubiliar  Electric  Carp. 
TINY-MITE 

Sprague  Electric  Co. 

TINYMITE 
RerWrandt,  Inc. 

TINY  TEN 

Oaystrom  Pacific  Carp. 

TINY  TIM 
Shure  Brothers 
T1NYTRAN 

Standard  Transfotmor  Carp. 

TINY  TRIM 

Oaystrom  Pacific  Carp. 

T10LEKTRIC 
American  Lavs  Carp. 

TIPS 

Electronic  Preducts  Co. 

TiP-swrrcH 
Gam  Electric  Co.,  Inc. 

TIP-TOP 

General  Cable  Carp. 

TIREX 

Simples  Wire  A  CobN  Co. 

TnAN 

Sonotone  Carp. 

TITE-BINO 
Thomas  A  Betts  Co. 

■HTEGRIP 

Dante  ENcUk  Mfg  Co. 

TITONE 

Sonotone  Carp. 

TURILOG 

Canselldatod  Elactrodynamics  Carp. 
THRIMETER 

Fisher  SclerKIHc  Co. 

TITROMETCR 

Precision  SdontlBc  Co. 

TMC 

Technical  Materiel  Carp. 

TMI 

Thermo  Materials  Inc. 

T.  W. 

Paisley  Products  Inc. 

TOBE 

Tobe  Oeutschmann  Carp. 

TOBEMITE 

Tobe  Oeutschmann  Carp. 

TOCCO 

Ohio  Crankshaft  Co. 

TOCCOTROL 
Ohio  Crankshaft  Co. 

TOCCOTRON 

Ohio  Crankshan  Co. 

TOLEX 

General  Tire  A  Rubber  Co.,  The. 

TOM  THUMB 

Automatic  Radio  Mfg.  Co.,  Inc. 
TOMAHAWK 

Sangamo  Electric  Co. 

TOMAHAWK 

Stevens-Walden,  Inc. 

TOMBSTONE 

Electro  Networks,  Inc. 

TONE-LINK 

Warren  Mfg.  Co.,  Inc.,  The, 

TOM  THUMB 

Burnell  A  Co.,  Inc. 

TONETEX 

Electro-Volco,  Inc. 

TONG  TEST 

Columbia  Electric  Mfg.  Co. 

TONG  TEST 
Martindale  Electric  Co. 


TONOTRON 

Hughes  Products  Division,  Hughes 
Aircraft  Co. 

TOP  HAT 

Times  FacshnlN  Carp. 

TOP  HATTER 
Channel  Matter  Carp. 

TOP-LAV 

Metals  A  Controls  Carp. 

TOPHET 

Driver  Mfg.  Co.,  Wilbur  B. 

TOPUNER 

Technical  Appliance  Carp. 

TOPPER 

CaiTtburn,  Inc. 

TOPPERS 

Saxton  Products  Inc. 

TOP-TAINER 
BIrtcher  Carp. 

TOR-A-COR 

Magnetic  Core  Carp. 

TORBAL 

Torsion  Balance  Co.,  Tht. 

TORK-MASTER 

General  Controls  Co. 

TORKMASTER 

Tork  Clock  Co.,  Inc. 

TORKOTHERM 
Tork  Clocfc  Co. 

TOROYO 

Associated  American  Trading 
Division 
TOROYO 

Universal  Mfg.  Co.,  Inc. 
rORPOT 

Electro-Mec  Laboratory 
TORQUE  ORIVC 
Electro- Veka,  Inc. 

TORQUCTROL 

Electronic  Appileationt,  Inc. 

TORQUE  WATCW 
Waters  Mfg.  Inc. 

TORROTHERM 

Torrance  Glau  A  Color  Works 
TORSYN 

Control  Components  Co. 

TORSYNATOR 

Air-Marine  Motors,  Inc. 

TOUCH-TIMER 
Kay  ElKtric  Co. 

TR 

Industro  Transistor  Carp. 

T-PAC 

Computer  Control  Co.,  Inc. 

T-POWER 

Motorola  Cammunicatieni  A  Electronics, 
Inc. 

TR2  ROTOR 

Radiart  Corp 
TRACEM  ASTER 
Stacor  Eguipment  Co. 

TRAOlO 

Trad  Electronics  Carp. 

TRADIOPHONE 

Trad  ENctronla  Carp. 

TRADIOVISION 
Trad  Electronics  Oorp. 

TRADITION 

Staedtier  Inc.,  J.  S. 
traoition.chrOma 

Staedtier,  inc.,  J.  S. 

TRAFT1COROER 

Nortronia  Co.,  InC. 

TRAFF-O-MATIC 

Automatic  Signal  ON., 

Eastern  Industries,  Inc. 

TRAILBLAZER 
Channel  Master  Co. 

TRAILBLAZER 

Sangamo  Electric  Co. 

TRAILER-TENNA 

Clear  Beam  Televlslen  Antenna  Co. 
TRAIN  EAR 
Malco  Co.,  Inc. 

TRAK 

C.6.S.  Laboratorka,  lae. 

TRAMP 

Ton  Botch,  Inc.,  M. 

TRAN-COR 
Armco  Steal  Corp. 

TRANSAC 
Philco  Corp. 

TRANSCAL 
Transonic,  Inc. 

TRANCORS 

Lenkurt  ENctrk  Co.,  Inc. 

TRANOLSEAL 
Johns-Morwillt 
TRANSAC 
Philco  Corp. 

TRANSCON 

Creative  Electronics  Corp. 

TRANS-DEX 

Watson  Mfg.  Co.,  Irk. 

TRANSEAL 

Johnson  Restorch  Corp. 

TRANS-TEL 

Colbost  Engineering  A  Eloctronla  Co. 
TRANSALVZER 
Kay  Elactrk  Co. 

TRANSALOID 
Haloid  Co.,  The 
TRANSAMP 

ENctronk  Rotoarch  Asseclatos,  Inc. 
TRANS-CITER 

Multi-Products  Co. 


TRANSFAX 

Eastman  Kodak  Co. 

TRANSFILTER 
Brush  Eltctronics  Co. 

TRANSFLEX 

Irvington  Varnish  &  Insulator 
Oiv.  of  Minnesou  Minlai  A  Mfg.  Co. 
TRANSHAIUR 

Pyt  Telacommunicatlons  Ltd. 
TRANS-HOtaON 

Kanncdy  A  Co.,  D.  S. 

TRANSICON  DATRAC 
Epsco,  Incorporated 
TRANSlOYNE 
Motordyne,  Inc. 

TRANSlOYNfe 
Nader  Mfg.  Co. 

TRANSIFIER 
Kay  Elactrk  Co. 

TRANSI-MA6 
Magnetic  Amplifiers,  Inc. 

tr/^muutOr 

Sprague  Electrk  Co. 

tran^pak 

Rod  Bank  ON..  Bendix  Aetatlon  Corp. 
TRANSISTAR 

Mollinckrodt  Chomicol  Worts 
TRANSIPOYE 

Irwin  Products  Co. 

TRANSIST-EAR 
Moko  Co.,  Inc. 

TRANSTTE 

Johnt-Mamille 

TRANSrrONE 

Philco  Carp 

TRANSHRON 

VM  Norman  Induttriet,  Electronks  ON., 
TRANS-LITE 
Plasteck,  Inc. 

TRANSUKTANCE 
Rrmler  Co. 

TRANSRUG 

Californio  Mapnetic  Control 
TRANS-O-METER 

Westinghoute  Elactrk  Carp. 

TRANSPAC 

Electronic  Resoorch  Associotes,  Inc. 
TRANSPCC 

California  Magnetic  Control 
TRANS-PIX 

Kay  Elactrk  Co. 

TRANSTATS 

Standard  Eketronia  ON.  of  Radio 


Engineering  Labs.,  Inc. 

TRANSVERTER 
Hertner  Elactrk  Co. 

TRANTEX 

Johns-Manvilla  Dutch  Brand  Ohrttitn. 
TRAP  EASE 

Jtrrold  Electronks  Carp. 

TRAPPER 

Technical  Applianct  Corp. 
TRAV-ELECTRIC 
Terado  Co. 

TRAVELUR 
JFO  Mfg  Co.,  Inc 
TRAVERTONE 
Armstrong  Cork  Co. 

TR  CO 

Richardson  Co.,  The 
TREJtOMASTER 

Rubber  A  Asbestos  Corp. 

TREASURE  CHEST 
Jensen  Mfg  Co. 

TREEPLEX 

Rome  Cable  Corp. 

TRELCO 

Transltron  Eloctronk  Oaip. 

TRCNCHLAY 

General  Cable  Corp. 

TRENTWELD 

Crucible  Steel  Co.  of  Amorlci 
TRENTWELD 
Trent  Tuba  Co. 

TRCPAC 

Ekor  Electronks  Corp. 

TRMO 

Litton  Industries 
TRIAKON 

Sielcr  Design  Products 
TRIAX 

Jensen  Mfg.  Co. 

TRI-AX 

Mutual  Electronk  Industries  Corp. 

TRl  AXIAL 

Jenson  Mfg.  Co. 

TRI-BANO 
Telrcx,  Inc. 

TRICE 

Packard-Bell  Co. 

TRiaENE 

du  Pont  dc  Ntmours  &  Co.,  InCv  E.  I,. 
TRI-FUT 

Fischer  A  Porter  Co. 

TRl -CORE 
Alpha  Metals,  Inc 
TRIliuX 
Redmond  Co.,  Inc 
TRIG 

Rostan  Con. 

trig-r-hcat 

Wall  Mfg.  Oo. 

TRI-INO-X 

Triplett  A  Barton,  Inc 
TRI-LOK 

Boots  Aircraft  Nut  Corp. 

TRIMIT 

Bourns  Laboratories,  Inc 
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TRIMOUNTS 

Unittd-Carr  FasUntr  Corp. 

TRIMR 

Bourns  Laboratorlts 
TRIM  TROL 

Airborne  Accessories,  Inc. 

TRIMPOT 

Bourns  Laboratories,  Inc. 
TRIMTHERM 
General  Controls  Co. 

TRI-NON 

Periiin-Elmer  Corporation,  The 
TRINSEEL 

Tri-Point  Plastics,  Inc. 

TRI-O-MATIC 
V-M  Corp. 

TRIONODE 
Walkirt  Co. 

TRIONIZED  AIR 
Trion.  Inc. 

TRI-O-^ED 
V-M  Corp. 

TRI-PLATE 

Sanders  Associates,  Inc. 

TRIPLCHEK 

Fox  Products  Co. 

TRIPLEMATIC 

Hardman  Co.,  Inc.,  H.  V., 
TRIPLE-TIE 
Channel  Master  Co. 

TRIPLEX 
Jensen  Mfg.  Co. 

TRIPLOC 
Pyle-National  Co. 

TRI-SNAP 

Westinghouse  Electric  Corp. 

TROJAN 

Hexacon  Electric  Co. 

TROMBONE 
Ward  Products  Corp., 

Div.  The  Gabriel  Co. 

TRONEX 

Wheaton  Co.,  T.  C.,  Electronic  Ole. 
TROPICAPS 

Micamold  Electronics  Mfg.  Corp. 
TRUARC 

Waldes  Kohinoor  Inc. 

TRUE-BRANO 

Carbonneau  Industries,  Inc. 
TRU-COPY-PHOTE 

General  Photo  Products  Co.,  Inc. 
TRU-FLANGE 
American  Brass  Co. 

TRUFLEX 

Metals  &  Controls  Corp., 

TRU-FLEX 

Peerless  Photo  Products,  Inc. 
TRU-GRAF 

Peerless  Photo  Products,  Inc. 
TRU-GROUND 
Allen  Mfg.  Co. 

TRU-GUIDE 

Model  Engineering  &  Mfg.,  Inc. 
TRUKARADIO 

Eckstein  Radio  &  Television  Co. 
TRU-LAY 

American  Chain  A  Cable  Co.,  Inc. 
TRU-LOC 

American  Chain  &  Cable  Co.,  Inc. 
TRULUME 

Reeves  Soundcraft  Corp. 
TRU-MATCH 

Quam  Nichols  Co. 

TRU-OHM 

Model  Engrg.  A  Mfg.  Co. 

TRU-PASS 

Sprague  Electric  Co. 

TRU-RIB 

Model  Engineering  A  Mfg.,  Inc. 
TRU-ROUND 
Allen  Mfg.  Co. 

TRUSCON 

Republic  Steel  Corp. 

TRUSHADE 
Technic,  Inc. 

TRU-SONIC 

Stephens  Mfg.  Corp. 

TRUSKC 

Scovill  Mfg.  Co. 

TRU-STAT 

Peerless  Photo  Products,  Inc. 
TRU-TORK 

Resinite  Corp.,  Sub.  of 
Precision  Paper  Tube  Co. 

TRU-VAC 

Continental  Electric  Co. 

TRYLON 

Wind  Turbine  Co. 

TSI 

Tri-Point  Plastics,  Inc. 

TUBE  CADDY 

Argos  Products  Co. 

TUBE-MASTER 

Precision  Apparatus  Co.,  Inc. 
TUBE-R-CAP 

Centralab  Div.  of  Globe-Union,  Inc. 
TUBETROF 

P-W  Industries,  Inc. 

TUBE-U-LAR 

Pyramid  Electric  Co. 

TUBIDIGAGE 

Ess  Specialty  Corp. 

TUCK 

Technical  Tape  Corp. 

TUCK-AWAY 
J  F  0  Mfg.  Co.,  Inc. 
TUFFERNELL 

Westinghouse  Electric  Corp. 


TUFFLINE 

Whitney  Blake  Co. 

TUFF  TUBE 

Lamtex  Industries,  Inc. 

TUFF-TITE 

Pheoll  Mfg.  Co. 

TUFFY 

Insulation  Manufacturers  Corp. 

TUF-HIDE 

Ulanet  Co.,  George, 

TUFLEC 

Laminated  Plastics  Inc. 

TUF-ON 

Brooklyn  Paint  A  Varnish  Co.,  Inc. 
TUF-PLATE 

Photocircuits  Corp. 

TUK-A-TENNA 

JFD  Manufacturing  Co.,  Inc. 
TUNE-O-MATIC 
Electro-Voice,  Inc. 

TUNE-O-MATIC 

J.  F.  D.  Mfg.  Co.,  Inc. 

TUNE  TAPE 

Miller  Electronics 
TUNERCLEAN 

Walseo  Electronics  Corp. 

TURBO 

Brand  A  Co.,  Inc.,  William 
TURBOGLAS 

Brand  A  Co.,  Inc.,  William 
TURBOLAC 

Brand  A  Co.,  Inc.,  William 
TURBOLENE 

Brand  A  Co.,  Inc.,  William 
TURBOLEX 

Brand  A  Co.,  Inc.,  William 
TURBOSIL 

Brand  A  Co.,  Inc.,  William 
TURBO  PRENE 

Brand  A  Co.,  Inc.,  William 
TURBO  117 

Brand  A  Co.,  Inc.,  William 
TURBOTEMP 

Brand  A  Co.,  Inc.,  William 
TURBOTHERM 

Brand  A  Co.,  Inc.,  William 
TURBOTRANS 

Brand  A  Co.,  Inc.,  William 
TURBOTUF 

Brand  A  Co.,  Inc.,  William 
TURBO  TUFFLkx 

Brand  A  Co.,  Inc.,  William. 

TURBOZONE 

Brand  A  Co.,  Inc.,  William 

TURK 

Technical  Tape  Corp. 

TURQUOISE 
Eagle  Pencil  Co. 

TV  DUETTE 
Jensen  Mfg.  Co. 

T-W 

Channel  Master  Corp. 

TWEEZER  WELD 

Federal  Tool  Engineering  Co. 

23  aiPPER 
Centralab  Div.  of 
Globe-Union,  Inc. 

TWILIGHT 
Winegard  Co. 

TWILT 

Electro-Voice,  Inc. 

TWIN  BLOK 

United  Mfg.  A  Service  Co. 

TWIN  FAST 

Blake  A  Johnson  Co. 

TWIN-LEVER 

Shure  Brothers,  Inc. 

TVnNPOT 

Bourns  Laboratories 
TWINR 

Bourns  Laboratories,  Inc. 
TWIN-SCREEN  HI-LITE 

DuMont  Laboratories,  Inc.,  Allen  B. 
TWINTACTS 

Weston  Electrical  Instrument  Co. 
TWIN-300 
Microlab 
TWIN-TRAX 

Amplifier  Corp.  of  America 
TWIN-TILT 

Electro-Voice,  Inc. 

TWINKLER 

Television  Accessories  Co. 

TWINKORO 

Ansonia  Wire  A  Cable  Co. 

TWINSET 
Telex,  Inc. 

TWIN  TWENTY 

Channel  Master  Corp. 

TWINSULATION 
U.  S.  Rubber  Co. 

TWIN-V 

Motorola  Communications  A  Electronics, 
Inc. 

TWIN-VISO 
Sanborn  Co. 

TWISTAGUIOE 
Airtron,  Inc. 

TWIST-LOCK 

Harvey-Hubbell,  Inc. 

TWIST-LOK 
Sprague  Electric  Co. 

TWIST-MOUNT 

Pyramid  Electric  Co. 

TWIST-RAK 

P-W  Industries,  Inc. 

TWIST-TITE 

Harvey  Hubbill,  Inc. 


TWOFOLD 

Mitchell  Industries,  Inc. 

TWO-TIMER 

Bristol  Motor  Div. 

Vocaline  Company  of  America,  Inc. 
TY-DOWN 

Air  Associates,  Inc. 

TYGON 

U.  S.  Stoneware  Co.,  The 
TYGORUST 

U.  S.  stoneware  Co.,  The 
TYGOTHENE 

U.  S.  Stoneware  Co.,  The 
TYGOWELD 

U.  S.  Stoneware  Co.,  The 
TY-LOK 

Air  Associates,  Inc. 

TYNISWITCH 
Sessions  Clock  Co. 

TYNEE-DRY 

Pyramid  Electric  Co. 

TYNI-COUPLE 

Detroit  Controls  Corp. 

TYPOTRON 

Hughes  Products,  Semiconductor  Div. 
TYPE-O-WRITER 

Kellogg  Switchboard  A  Supply  Co. 
TYPE  RESISTOR 
Telewave  Labs.,  Inc. 

TY-PLY 

Marbon  Corp. 

TZUCOPY  PHOTE 
General  Photo  Products  Co.,  Inc. 


U-238 

Goldak  Company,  Inc.,  The 
UAC 

Universal  Transistor  Products  Corp. 
UAC  ELECTRONICS 

Universal  Transistor  Products  Corp. 
UAP 

United  Aircraft  Products,  Inc. 
UAPOFLASH 

Consolidated  Controls  Corp. 

UASCO 

Mitchell  Industries,  Inc. 

UBABONO 

UBS  Chemical  Co. 

UBAGRIP 
UBS  Chemical  Co. 

UBAPOL 

UBS  Chemical  Co. 

UCILON 

Metal  A  Thermit  Corp. 

UCINITE 

United  Carr  Fastener  Corp. 

U  CON 

Mucon  Corp. 

UIVILECTRIC 

United  Mfg.  A  Service  Co. 
ULTI.MEG 
Electrovert  Inc. 

ULTRA 

Camburn,  Inc. 

ULTRA-BEAM 
Camburn,  Inc. 

ULTRABOOSTER 

Blonder-Tongue  Laboratories,  Inc. 
ULTRA-CAL 
Cubic  Corp 
ULTRACOMPACT 

United  Transformer  Corporation. 
ULTRA-FORMER 
Kay  Electric  Co. 

ULTRA-GEN 
Alcar  Instruments,  Inc. 

ULTRA  LINEAR 
Aero  Products  Co. 

ULTRA-MARKER 
Kay  Electric  Co. 

ULTRAMAX 

Fischer  A  Porter  Co. 

ULTRA  MET 

Cannon-Muskegon  Corp. 

ULTRA-PIX 

Electric  Co. 
i-STABLVIS 


Kay  E 


Fischer  A  Porter  Co. 

ULTRA-SWEEP 
Kay  Electric  Co. 

ULTRA-TIE 

Channel  Master  Co. 

ULTRATONE 
Audio  Industries,  Inc. 

ULTRATUBE 
Plastoid  Coip. 

ULTRA VERTER 

Blonder-Tongue  Laboratories,  Inc. 

ULTRA  V-BEAM 
JFD  Mfg.  Co.,  Inc. 

ULTRA-VISGOSON 

Bendix  Aviation  Corp.,  Cincinnati  Olv. 
ULTRON 

Monsanto  Chemical  Co. 

UMP 

Illinois  Condenser  Co. 

UNADCO 

United  Mfg.  Co.,  Div.  of  The  W.  L. 
Maxson  Corp. 

UNAX 

Jensen  Mfg.  Co. 

UNBRAKO 

Standard  Pressed  Steel  Co. 

UNDARK 

U.  S.  Radium  Corp. 

UNECAP 

United  Electronic  Mfg.  Corp. 


UNELCO 

Underwood  Electric  A  Mfg.  Co.,  Inc. 

UNEX 

Nichols  A  Clark,  Inc. 

UNI-BRIDGE 

Industrial  Electronics,  Inc. 

UNICAST 
Redmond  Co.,  Inc. 

UNICHROME 

Metal  A  Thermit  Carp. 

UNICLOSED 

U.  S.  Electrical  Motors,  Inc. 

UNICON 

United  Condenser  Corp. 

UNI-CORE 
Alpha  Metals,  Inc. 

UNI-CRIMP 

Sherman  Mfg.  Co.,  H.  B. 

UNIDYNE 

Shure  Brothers,  Inc. 

UNIFILTER 

Ortho  Filter  Corp. 

UNIFLARE 

Scovill  Mfg.  Co. 

UNIGRAIN 

Somers  Brass  Co. 

UNILENE 

Cascade  Research  Div.  of  Monogram 
PrKision  Industries,  Inc. 

UNILOK 

Burndy  Corp. 

UNIMATIC 

Calbest  Engineering  A  Electronics  Co. 
UNIMATIC 
Unitek  Corp. 

UNIMATION 

Manning,  Maxwell  A  Moore,  Inc., 

UNIMAX 

Maxson  Corp.,  W.  L. 

UNIMODE 

MB  Mfg.  Div.  of  Textron,  Inc. 

UNION 

Jefferson  Electric  Co. 

UNIONMELT 

Linde  Air  Products  Co.,  Unit  of 
Union  Carbide  Corp. 

UNIPAK 

Sprague  Electric  Co. 

UNIPLEX 

Burgess  Battery  Co. 

UNIPLEX 

Shure  Brothers,  Inc. 

UNIPLUG 

Applegate  A  Co.,  C.  J. 

UNiraiNT 

Shure  Brothers,  Inc. 

UNIPOISE 

Pickering  A  Co.,  Inc. 

UNIPOLE 
Andrew  Corp. 

UNIPRENE 
General  Cable  Corp. 

UNIREG 

Universal  Electronics  Co. 

UNIRING 

Burndy  Corporation 
UNISEAL 
Johns-Manvilit 
UNI-SHAFT 

Mallory  A  Co.,  Inc.,  P.  R. 

UNITACT 

Bristol  Co  ,  The 
UNIT  BREAKER 
Cutler -Hammer,  Inc. 

UNIT  CUBES 
Magnetics  Research  Co. 

UNITEER 

Maico  Co.,  Inc. 

UNITERM 

Cook  Electric  Co. 

UNITIZED 

Magnatran,  Inc. 

UNITONE 

Duotone  Co.,  Inc. 

UNITROL 

Cutler-Hammer,  Inc. 

UNITRON 

Shure  Brothers,  Inc. 

UNIVAC 

Remington  Rand  Div.  of  Sperry 
Rand  Corp. 

UNIVAMP 

Jerrold  Electronics  Corp. 

UNIVERSAL 

Brush  Instruments  Div.  of  Clevite  CorpaJ 
UNIVERSAL 

Colman  Tool  A  Machine  Co. 

UNIVERSAL 

Johns-Manville 

UNIVERSAL 

K-W  Engineering  Works 
UNIVERSAL 

Mueller  Electric  Co. 

UNIVERSAL 

Mutual  Electronic  Industries  Corp. 
UNIVERSAL 
Shielding,  Inc. 

UNIVERSAL  ATOMICS 

Universal  Transistor  Products  Corp. 
UNIVERSAL  BRIDGE  SWITCH 

Brush  Instruments  Dhr.  of  Clevite  Corp. 
UNIVERSAL  MASTER 
Hovis  Screwlock  Co. 

UNIVERTER 

Boonton  Radio  Corp. 

UNIVIS 

Esso  Standard  Oil  Co. 

UNIVOLT 

Esso  Standard  Oil  Co. 
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UPDOWN 

S*rvict  InstrunifnU  Co. 
UPPCO 

Unitod  Pr«wd  Products  Co. 
UPSON 

Public  Stool  Coro. 


Kopub 

URM 


Amor  icon  Cyonomld  Co. 

URBANETTE 
VIdoon  Eloctrootc  Carp. 

URELITE 

■•T-E-  Circuit  Brookor  Co. 

use 

U.  S.  Componoflts  Inc. 

USD 

Unitod  SUtos  Dynomici  Corp. 

U.S.E. 

U.  S.  Eloctronlcs  Corp. 

USECO 

Litton  Industries. 

use 

U.  S.  Gropbito  Co.  Oly.  of 
Tho  WIckes  Corp. 

US-KON 

U.  S.  Rubber  Co. 

USRC 

U  S.  Roloy  Co. 

USEMENT 

U.  S.  Rubber  Co. 

USEX 

U  S.  Rubber  Co. 

USEX  ABBOSEALEO 
U  S.  Rubber  Co. 

USKORNA 

U  $  Rubber  Co. 

USPREME 
U  S.  Rubber  Oo. 

USRUB 

U  S.  Rubber  Co. 

USS 

United  Stetes  Steel  Corp. 

U.  S.  EOCOR 

U.  S.  Electronics  Oeuelopment  Corp. 
U.  S.  ROYAL 

U.  S  Rubber  Co. 

U.  S.  SECURITY 
U  S  Rubber  Co. 

U.S.S.  AMERICAN 

Americon  Steel  k  Wirt  Oo. 

UTC 

United  Tremformer  Corp. 

UTE 

Senpemo  Electric  Co. 

UTILASTIC 
Psisley  Products,  Inc. 

UTILICM 

Diamond  Power  SpectoHi  Corp. 
UTILIPNONE 

National  Electronic  Lobs.,  Inc. 
UTILISCOPC 

Diamond  Power  Spocialty  Corp. 
UTILITURC 

Aluminum  Co.  of  Americo 
UTILIVVC 

Diamond  Power  SpocloKy  Corp. 
UV-A-LHE 

Alpine  Laboretoriet.  Ltd 
UVINUL 

Antaro  Cbemicals  Oiv.  of  General 
Aniline  k  Film  Carp. 

UYCOR 

Corninp  Gloss  Works 


V 


Vltromtn,  Inc. 

V-2 

Fretoo  Inc. 

V-4 

Fretca  Inc. 

V61 

Voitarc  Tubes  Inc. 

V/A  CELL 

FiKber  k  Porter  Co. 
V-NEAT 

Electric  Eye  Eoulpmant  Co. 
VAARO 

Davit  Electronics 
VACDAC 

Technical  Apparatus  Builders 
VACOMBO 


Vaco  Products  Co. 
VACEE  MASUR 
Hayes.  Inc.,  C.  I. 
VACGRUV 


Vaco  Products  Co. 

VAC-TITC 

Hermetic  Seel  Corp. 

VACUSTAT 

Edwards  Hiph  Vacuum  (Canada)  Ltd. 
VAC-U-THERM 


Temperature  Enplnetrlnp  Corp. 


VAGABOND 

International  Retoardi  Associates 
VAGABOND 

Shore  Brothers,  Inc. 

VALENCO 


Valley  Enflneerlnf  Co. 
VALIANT 

Johrrton  Co.,  C.  F. 
VALVRATOR 

Fischer  A  Porter  Co. 

VALSEAL 

Richardson  Co.,  The 

VAN  de  GRAAFF 

Hiph  Voltape  Enpinterint  Corp. 
VANADIUM 

Alltpheny  Ludhim  Stool  Corp. 


VANTRON 

Van  Norman  Industries,  Electronics  Div. 

VAPO 

Post  Co.,  Frederkh 
VAPOFLASH 

Manninp,  Maxwoil  4  Moore  Inc. 
VAPOR-TEMP 

Blue  M  Electric  Co. 

VARBLOK 

Tobe  OeutschmaiM  Carp. 

VARFLO 
Varfles  Corp. 

VARGLAS 
Varfles  Carp. 

VARIAC 

General  Radio  Co. 

VARIATEN 

Shallcrots  Mfp.  Co. 

VARICAP 

Pacific  Semiconductors,  Inc. 

VARICELL 

Superior  Electric  Co.,  Tho 
VARI -CHOKE 

Superri  Electronics  Corp. 

VARKON 


ko  Carp. 
VARICON 


Variable  Condenser  Corp. 

VARI  DOT 

Simpson  Electric  Co.,  Olv.  of 
Am«f  icjn  Gape  4  Machine  Oo. 
VARIORIVES 

U  S.  ElecUlcal  Motors,  Inc. 
VARIETY 


Electron  Enterprises 
VARI-FLEX 


Hamner  Electronics  Co.<  Inc. 


VARIJUST 

Anton  Electronic  Laboratories,  Inc. 
VARI-LOOPSTICK 

Superes  Electronics  Carp. 

VARIMATCH 

United  Transformer  Carp. 

VARI-MOUNT 

Foote  Brothers  Gear  4  Machine  Corp 
VARIOGONS 
Nllsen  Mfp.  Co. 


Mallory  4  Co.,  Inc.,  P,  R. 
VARI-ONM 

Norden-Ketay  Corp. 

VARI /PHASE 

Clsrostat  Mfp.  Co.,  Inc. 
VARIPHASE 

Dubrow  Development  Co. 
VARIPLOTTER 

E  lectronic  Associates,  Inc. 
VARIPOLE 
Califone  Carp. 

VARI  POWER 

United  Transformer  Carp. 
VAPOCARB 

Leeds  4  Northrup  Co. 
VARISPEED 
Audio-Master  Carp. 
VARI-SPLITTER 

McLauphlin  Carp.,  J.  L.  A. 
VARISIMEP 

Electric  Co. 


say  tiect 

VARITRAN 


United  Transformer  Corp. 

VARMAT 

New  Jersey  Wood  FinIsMnp  Co. 
VARIVAC 

United  Electronics  Co. 

VAR-0- POWER 

Eclipse-Pioneer  DIv.,  BendU  AtfUtlon 
Corp. 

VAR  PAK 

Tobe  Oeutschmann  Corp. 

VARRO 

Davis  Electronks 
VARSIL 

New  Jersey  Wood  Flnlshinp  Co. 
VARSLOT 

New  Jersey  Wood  Flnlshinp  Co. 
VARSOL 

Esso  Standard  Oil  Co. 

VARYTYPE 

Audiomation  Laboratories 
VASCO 

Mitchell  Industries,  Inc. 

VARTEX 

New  Jersey  Wood  Finishini  Co. 
VAW 

Fluke  Mfp.  Co.,  Inc.,  John 
VAXEAL 

U.  S.  Stoneware  Co.,  Tho 
VOA  "100" 

Eastern  Precision  Resistor  Corp. 
VECO 

victory  Ehpineorinp  Corp. 
VECT0R6RAPH 

DuMont  Laboratarin,  Inc.,  Allen  B 
VECTORLYEER 

Advance  Electronics  Co. 

VECTROHM 
Vectron,  Inc. 

VECTROLYER 
Advance  Electronics  Co. 
VECTROMATIC 
Vectron,  Inc. 

VECTRONIC 
Vectron,  Inc. 

VEE-BEAM 

JFO  Manufacturinp  Co.,  Inc. 
VEGETOL 

Comell-Dublller  Eloctrlc  Carp. 


VEGIMAL 

Haisiey  Products,  Inc. 

VELCO 

Virpinia  Electronics  Co.,  Inc. 

VELOCITRON 
Polarad  Electronics  Corp. 

VELOMETER 

lllinoit  Testinp  Labs,  Inc. 

VENDLITES 
Drake  Mfp.  Co. 

VENTILAIRE 

Electric  Tradinp  Co. 

VENTISCL 

Electronic  Devices,  Inc., 

Precision  Rectifier  Oiv. 

VENTRAK 

Western  Devices,  Inc. 

VENUS 

JFO  Mfp.  Co.,  Inc. 

venturi-Ko 

Barber-Caiman  Co. 

VERIFAX 

Eastman  Kodak  Co. 

VERIGRAPH 

Consolidated  Avionics  Carp. 

VERI-TELL 

West  Instrument  Corp. 

VERITHERM 

Kelk  4  Co.,  G.  F. 

VERITHIN 

Eaple  Pencil  Co. 

VERIVOLT 

Consolidated  Avionics  Corp. 

VERNISTAT 

Perk  in-Elmer  Corporation,  The 
VERSACHELT 

Taft-Peirce  Mfp.  Co. 

VERSACONE 

Radio  Merchandise  Sales 
VERSA-LINER 
Peck  4  Harvey 
VERSALITE 

U.  S.  Rubber  Co. 

VERSALOG 

Post  4  Co.,  Frederick 
VERSATEX 
Shure  Brothers 
VERSATILE  DRAFTSMAN 
Chart-Pak,  Inc. 

VERSA-TOOL 

Phillips  Mfp.  Co.,  Inc. 

VERSATROL 

Assembly  Products,  Inc. 

VHS 

Assembly  Products,  Inc. 

VIBESTON 

U.  S.  Rubber  Co. 

VIBRACHEK 

Workman  TV,  Inc. 

VIBRAGLASS 
Glass  Fibers,  Inc. 

VIBRALLOV 

Arnold  Enpineerinp  Co. 

VIBRALYZER 
Kay  Electric  Co. 

VIBRAPAK 

Malioiy  4  Co.,  Inc.,  P.  R. 
VIBRASE^NOER 
Motorola  Inc. 

VIBRA-SHOCK 

Robinson  Aviation,  Inc. 

VIBRASONE 

Phillips  Mfp.  Co. 

VIBRASWITM 

Aeronautical  4  Instrument  Oiv.  of 
Robertshaw-Fulton  Controls  Co. 
VIBRATAB 

Telecomput.np  Corp. 

VIBRA-TINE 
Gyre*  Corp. 

VIBMTROL 
Pneumafll  Corp. 

VIBREX 

General  Tire  4  Rubber  Co.,  The. 
VIBROGROUND 

Associated  Research  Inc. 

VIBROMETER 
Televise  Products,  Inc. 

VIBROMIKE 

Brush  Instruments  Oiv.  of  Clevite  Corp. 
VIBROPACK 

Mallory  4  Co.,  Inc.,  P.  R. 

VIBROTEST 

Associated  Research,  Inc. 

VIBROTRON 

BJ  Electronics,  Borp-Wamer  Corp. 
VIULLOY 

AmoM  Enpineerinp  Co. 

VICO 

Video  Industries  Co. 

VICTOR 

Radio  Corp.  of  America 
VIC-OAR 

Victor  Addinp  Machine  Co. 

VICTORIA 
Fretco  Inc. 

VICTROLA 

Radio  Carp,  of  America 
VIDALIGNER 
Kay  Electric  Co. 

VIOAUTRAN 

Electronics  Development  Co.,  Inc. 
VIDEO  BEAM 
Camburn,  Inc. 

VIOEOCOUPUR 

Maltory  4  Co.,  Inc.,  P.  R. 

VIDCOHLM 

General  Pipclsion  Laboratory,  Inc. 


VIDEOGRAM 

uencrai  Precision  Laboratory,  Inc. 
VIOEOMETER 

Hickok  Electrical  Instrument  Co. 

VI  DEOPTICS 

Burke  4  James,  Inc. 

VIDEOSTIGMAT 

Burke  4  James,  Inc. 

VIDEOTRON 

National  Union  Electric  Corp. 

VIDIGAGE 

Branson  Instruments,  Inc. 

VIOI  MASTER 

Communication  Measurements  Lab.,  Inc. 
VIEWUTE 
ViewleiL  Inc. 

VIEWMATIC 
Viewlex,  Inc. 

VIEWPAK 

Bensan-Lehner  Corp. 

VIEWTALK 
Viewlex,  Inc. 

VIGOR 

Jadow,  Inc.,  B. 

VIKANE 

Comell-Oubllier  Electric  Carp. 

VIKING 

Jensen  Mfp.  Co. 

VIKING 

Johnson  Co.,  E.  F. 

VIKING  I 

Hudson  American  Carp. 

VIKING  II 

Hudson  American  Corp. 

VIMLITE 

Ceianese  Corp.  of  America 
VINALAK 

Reichhold  Chemicals,  Inc. 

VINAPEX 

Apex  Coated  Fabrics  Co. 

VINEX 

Union  Plastics  Corp. 

VINPAK 

Protective  Coatinps  Corp. 

VINYL 

Alpha  Wire  Corp. 

VIN)a-CLAO 

Paul  4  Stein  Bros.,  Inc.,  F.  H. 
VINYLITE 

Bakelite  Corp.,  A  Oiv.  of  Union  Carbide 
Corp. 

VINYKAL 

Bakelite  Corp.,  A  Div.  of  Union  Carbide 
Corp 
VINYON 

Bakelite  Corp.,  A  Div.  of  Union  Carbide 
Corp 

VIPOWER 

Comell-Oubllier  Electric  Corp. 

VIPOWER 

Radiart  Corp. 

VISABLE  PROOF 

Electric  Heat  Control  Co.,  The 
VISCOFILM 

Industrial  Condenser  Corp. 

VISCONOL 

Telepraph  Condenser  Co.,  Ltd. 

VISCCM 

Weston  Electrical  Instruments  Co. 
VISORATOR 

Fischer  4  Porter  Co. 

VISICOOE 

Westinphouse  Electric  Corp. 

VISICORDER 

Heiland  Ohf.  of  Minneapolls-Honeywell 
Repulator  Co. 

VISION  EAR 

Nichols  4  Clark,  Inc. 

VISION  MASTER 
Antennex  Co. 

VISION  MASTER 

Clear  Beam  Television  Antenna  Co. 
VISITRON 


Rauland  Corp. 
VISO-CARDIETTE 


Sanborn  Co. 

VISTEX  WITH  TEFLON 
American  Felt  Co. 

VISUTAC 

Boulin  Instrument  Co. 

VITAMIN  Q 

Spraoue  Electric  Co. 

VITAVOX 

Radionic  Transformer  Co. 

VITREOSIL 

Thermal  Amerian  Fused  Quartz  Co.,  Inc, 
VITRICON 

Welwyn  International  Inc. 

VITROHM 

Ward  Leonard  Electric  Co. 

VITROLAIN 
Star  Porcelain  Co. 

VITRON 

LOF  Glass  Fibers  Co. 

vn 

Molded  Insulation  Co. 

V-LOG 

United  Electrodynamics  Div.  of  United 
Geophysical  Co.,  Inc. 

V  M 

Harmon,  Lichtenstein  4  Co. 

VOCAL- AIRE 
Ollks  Co.,  The 
VOCATRON 

Vocaline  Company  of  America,  Inc. 
VOICE-MASTER 

Mapnetic  Recordinp  Industries 
VOICE  OF  MUSIC 
V-M  Carp. 
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VOICE  OF  THEATRE 
Altec  Lansing  Corp. 

VOICEPLEX 

Kahn  Research  Labs.,  Inc. 
VOICEWftITER 
Edison  Inc.,  Thomas  A. 

VOICON 

Radio  Frequency  Labs.,  Inc. 
VOLOICON 
Adage  Inc. 

VOLAN 

du  Pont  de  Nemours  &  Co.,  Inc.,  E.  I. 
VOLOCITROL 

Barber-Colman  Co. 

VOLOMETER 

Electronic  Measurements  Corn 
VOLSEAL 
Johns-Manvitle 
VOLTABLOC 
Saft  Corp.  of  America 
VOLTALAC 

Standard-Toch  Chemicals,  Inc. 
VOLT-AMP 

Industrial  Devices,  Inc. 

VOLTASCOPE 

Poland  Electronics  Corp. 
VOLT-A-TEST 
SIttler  Corp. 

VOLTBOX 

Superior  Electric  Co. 

VOLTBOX  A-C 
Superior  Electric  Co. 

VOLTMASTER 

Pioneer  Gen-E-Motor  Co. 
VOLT-OHMATIC 
Bergen  Laboratories 
VOLTOHMYST 

Radio  Corpontion  of  America 
VOLTROL 

Acme  Electric  Corp. 

VOLTSTAT 

Industrial  Transformer  Co. 
VOLUNTEER 

Industrial  Radio  Corp. 

VORLAC 
Vorac  Co.,  The 
VORNAME  L 
Vorac  Co. 

VORTRAN 
Lear,  Inc. 

VO-TRON 
Vokar  Corp. 

VOYCAU 

Lake  Mfg.— Voycall  Co. 

VTP 

Vacuum  Tube  Products  Co.,  Inc. 

V-2 

Fretco  Inc. 

VUEUTE 

Monsanto  Chemical  Co. 

VUEPAK 

Monsanto  Chemical  Co. 

VULCATEX 

Horn  Co.,  Inc.,  A.  C. 

VULCOID 

Continental-Diamond  Fibre  Corp. 

VU  MAGHEMITE 

Amplifier  Corp.  of  America 
VX 

Western  Gold  &  Platinum  Co. 

(a  Sub.  of  The  Wilbur  B.  Driver  Co.) 
VYCOR 

Corning  Glass  Works 
VYGEN 

General  Tire  A  Rubber  Co.,  The 
VYNA-KOTE 

Organic  Development  Corp. 


W/B  STENTORIAN 
Barker  Sales  Co. 

WACO 

Washington  Aluminum  Co.,  Inc. 
WAC-TAC 

Wac  Line,  Inc. 

WAHLQUIST 

Nilsson  Electrical  Laboratory,  Inc. 
WALCO 

Electrovox  Co.,  Inc. 

WALDEN 

Stevens-Walden,  Inc. 

WALOES  TRUARC 
Waldos  Kohinoor,  Inc. 
WALKIE-RECOROALL 

Miles  Reproducer  Co.,  Inc. 
WALLOY 
Wall  Mfg.  Co. 

WALSCOFLUX 
Walsco  Electronics  Corp. 


WAMCO 

Walnut  Machine  Co. 

WARRENEX 
Warren  Wire  Co. 

WARRENITE 
Warren  Wire  Co. 

WARRIOR 

Sangamo  Electric  Co. 

WATCHMASTER 

American  Time  Products,  Inc. 
WATERLOX 

Empire  Varnish  Co.,  The 
WATERWHE 

Bache  A  Co.,  Semon 
WATERWITE  GUSS 
Bache  A  Co.,  Semon. 

WATSON 

Burke  A  James,  Inc. 

WATTERSON 
Davis  A  Co.,  J.  W. 

WAVEFLEX 
Titeflex,  Inc. 

WAVOMETER 

Micrometrical  Mfg.  Co. 

WAYNE-KERR 
Marconi  Instruments 
W.  D.  C. 

Paisley  Products  Inc. 

WEATHERTITE  MAGHEMITE 
Amplifier  Corp.  of  America. 
WEATHERITE  VU  MAGHEMITE 
Amplifier  Corp.  of  America. 
WEATHER  MASTER 
Jensen  Mfg.  Co. 

WEBB 

Carpenter  Steel  Co. 

WEDGE-GRIP 

Sherman  Mfg.  Co.,  H.  B. 

WECO 

Weinschel  Engineering  Co.,  Inc. 
WEDGE-ON 
Thomas  A  Betts  Co. 

WEDGIE 

Insulation  Manufacturers  Corp. 
WEIGER-WEED 

FanstecI  Metallurgical  Corp. 

WELCAP 

Welwyn  International,  Inc. 

WELCON 

Welwyn  International,  Inc. 

WELDAL 
Enthone,  Inc. 

WELDOMATIC 

Westinghouse  Electric  Corp. 
WELD-O-TIMER 

Westinghouse  Electric  Corp. 
WELD-O-TROL 

Westinghouse  Electric  Corp. 

WELDOX 

Hardman  Co.,  Inc.,  H.  V. 
WELDfOWER 

Raytheon  Mfg.  Co. 

WELDRAWN 

Superior  Tube  Co. 

WELMEG 

Welwyn  International  Inc. 

WELMET 

Welwyn  International  Inc. 
WELTRONARC 
Weltronic  Co. 

WEMCALLOY 

Westinghouse  Electric  Corp. 

WES  CO 

West  Coast  Electrical  Mfg.  Corp. 
WESGO 

Western  Gold  A  Platinum  Co. 

(a  Sub.  of  The  Wilbur  B.  Driver  Co.) 

WESLAB 

Weston  Laboratories,  Inc. 

WESTACH 

Westberg  Mfg.  Co. 

WEST-CAP 

San  Fernando  Electric  Mfg.  Co. 
WESTERN 

Olin  Mathieson  Chemical  Corp. 
WESTLINE 

Western  Lithograph  Co. 

WEST  TEST 

Automatic  Electric  Sales  Corp. 
WETOIL 
Farrelloy  Co. 

WHARFEDALE 

British  Industries  Corp. 

WHIPLOAO 

Johnson  Co.,  E.  F. 

WHIPPET 
JFD  Mfg.  Co.,  Inc. 

WHIRLCLAD 

Polymer  Corporation,  The 
WHIRLSINT 

Polymer  Corporation,  The. 


WHITE  NOISETEST 

Sylvania  Electric  Products  Inc. 

WIDE  STRIP 
Bristol  Co.,  The. 

WIDEX 

Hal-Hen  Co. 

WIDJET 

Don-Lan  Electronics,  Inc. 

WILCO 

Engelhard  Industries,  Inc. 

WILCOLEC 
Wilcox  Electric  Co. 

WILKOR 
Aerovox  Corp. 

WILLIAMS6RIP 
Garrett  Corp.,  The 
WILLIAMSON  "HALLMARK" 

British  Radio  Electronics  Ltd. 
WILTOMATIC 
Wilton  Tool  Mfg.  Co. 

WINCHESTER 

Olin  Mathieson  Chemical  Carp. 

WINCO 

Hudson  Wire  Co. 

WINCO 

Wincharger  Corp. 

WINDSOR 
American  Felt  Co. 

WING  SEAL 

Parker  Seal  Co.,  Oiv.  of  Parker- 
Hannifin  Corp. 

WIN-TRONIX 

Winston  Electronics,  Inc. 

WI  PERMALLOY 

United  Transformer  Corp. 

VflRECOM 
Cook  Electric  Co. 

WIRE-NUT 

Ideal  Industries,  Inc. 

WIREPHONC 
Molded  Insulation  Co. 

WI  RETONE 
Moldod  Insulation  Co. 

WI  REWATT 
Ohmite  Mfg.  Co. 

WIRE-WRAP 

Gardner-Denver  Co. 

WIRTCO 
Wirt  Co. 

WISSH 

Workman  TV,  Inc. 

WISSH-JET 

Workman  TV,  Inc. 

WOBBULATOR 
Canoga  Corp. 

WONOER-BOW 

Channel  Matter  Co. 

WONDERFLUX 

American  Silver  Co.,  Inc. 
WONDER-HELIX 

JFD  Manufacturing  Co.,  Inc, 
WONDERLING 
Rego  Insulated  Wire  Co. 

WOOD  GLU 

Paisley  Products  Inc. 

WOOD-RAY 

Woodwelding,  Inc. 

WOOD  WELDER 

Cavltron  Electron  Oscillator  Co.  DIv. 
Short  Wave  Plastic  Forming  Co. 
WORBUD  ASSOCIATES 
Dubrow  Development  Co. 

WORDEN 

Texas  Instruments  Incorporated 
WORK  CENTER 
Alden  Systems  Co. 

WRINLAY 

Photo  Chemical  Products,  Inc. 
WYD-ANGLE 

Ess  Specialty  Corp. 

WYESOL 
Wye  Industries 


X-ACTO 

Handicraft  Tools,  Inc.,  a  Div.  of 
X-Acto,  Inc. 

XAaEMP 

Gordon  Co.,  Claud  S. 

XACTUNE 
Gordon  Co.,  Claud  S. 

XCEL 

Xcelitt,  Inc. 

XELA 

Klein  A  Sons,  Mathias 
XELON 

Times,  Inc.  Wire  A  Cable  Co. 


XERNT 
Haloid  Co. 

XEROX 

Haloid  Co.,  The 
XL 

Essex  Electronics 


XPANDIT 

Photo  Chemical  Products,  Inc. 

X-PRESS 
Cook  Electric  Co. 

XRO 

X-Ray  Dept,  of  General  Electric  Co. 
XTALATOR 

Kay  ElecUlc  Co. 

XTE 

Irvington  Varnish  A  Insulator 
Div.  of  Minnesota  Mining  A  Mfg.  Co. 
XTENO-IT 

Workman  TV,  Inc. 

XTRA  LONG 
Permo,  Inc. 

X-VAR 

Fidelity  Chemical  Products  Corp. 
X-WASMRS 


XY 


Standard  Locknut  A  Lockwasher,  Inc. 


Stromberg-Carlson  Ca.,  Div.  of 


YAGI-HELIX 
JFD  Mfg.  Co.,  Inc. 

YANKEE 

Sunley  Tools  Dhr.,  Stanley  Works 
YARDARM 

Radio  Merchandise  Sales,  Inc. 
YORKMESH 

York  Co.,  Inc.,  Otto  H. 

YO-YO 

Helipot  Corp. 


Z-ANGLE 

Acton  Laboratories,  Inc. 

Z  ANGLE 

Technology  Instrument  Corps 
Z-SCOPE 

Cascade  Research  Corp. 

ZAHOOIAKIN 
Scovlll  Mfg.  Co. 

ZECO 

Zeus  Engineering  Co.,  InC. 

ZELCO 

Zacharies  Electronics  Corps 
ZENO-KOTE 

Zenith  Optical  Lab. 

ZEO-DUR 
Permutit  Ca. 

ZEO-KARB 
Permutit  Co, 

ZEPHYR 

Trio  Mfg.  Co. 

ZEPHYR-MITE 
Trio  Mfg  Co. 

ZEPHYR  PIONEER 
Trio  Mfg.  Co. 

ZEPHYR  ROYAL 
Trio  Mfg.  Co. 

ZEROMATIC 

Beckman/Scientilic  Instrumentss  A  Dhr. 
of  Beckman  Instruments,  Inc 
ZERO  READER 

Sperry  Gyroscope  Co.  Die. 
of  the  Sperry  Corp. 

ZERO-START 
Phillips  Mfg.  Co.,  Inc 
ZIFOR 

Collins  Radio  Co. 

ZINCGRIP 
Armco  Steel  Corp. 

ZIN-O-LYTE 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I. 
ZINS 

Permo,  Inc. 

ZIP 

JFD  Mfg.  Co.,  Inc. 

ZIPCORD 
U.  S.  Rubber  Co. 

ZIP-GRIP 

Set  Screw  Mfg.  Co. 

ZIP-IN 

Amphenol  Electronia  Corp. 

ZIPOHMS 
MuUr  Co. 

ZIPPER 

Centralab  Div.  of  Globe-Unlorh  Inc 
ZIPPERDUCT 

Zippertubing  Co.,  The 
ZIPPERWRAP 

Zippertubing  Co.,  The 
ZIPML 

Fidelity  Chemical  Products  Corp. 
ZIRCALOY 

Carborundum  Metals  Co.,  The. 

ZIRMH 

Foote  Mineral  Co. 

Z-MATCH  YAGIS 
Channel  Matter  Corp, 

ZOOMAR 

Television  Zoomar  Corp. 

ZOOM  UP 
Camburn,  Inc. 

ZOOM -UP 
JFD  Mfg.  Co.,  Inc. 

ZYROX 

Bakelite  Ca.  A  Div.  of  Union  Corblde 
Corp. 

ZYTEL 

du  Pont  de  Nemours  A  Co.,  Inc.,  E.  I. 
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MANUFACTURERS  INDEX 


A  listing  of  the  companies  engaged  in  the  manufacture  of  all  types 
of  electi^nic  components  and  complete  electronic  equipment.  They 
are  alphabetically  arranged  for  convenient  use  and  quick  reference. 


A 

AA  MtUI  Products,  Inc,  1S4  Elliott  St,  Box  71t. 
Bratlltkoro,  Vt. 

ABC  Sound  Enoinoorlnt  Corp.,  140  W.  47th  St.,  New 
York  M,  N.  V. 

AC  Electronics  Oiv.  of  GenersI  Motors  Corp.,  lOZS  E. 

Kenilworth,  Milwaukee  1,  Wis. 

A.  C.  Transforfflor  Carp.,  SO  Madison  St.,  Newark.  N.  J. 
ACF  Electronics,  BOO  N.  Pitt  St.,  Aloawidria,  Va. 
A'G'A*  Oiv.  of  Elastic  Stop  Nut  Carp,  of  America,  1027 
Newark  Avt.,  Elisabeth,  N.  J. 

A.  P.  W.  Co.,  72  W.  Main  St,  RKkasMS,  N.  J. 

AAP  Metal  Products  Mfp.  Corp.,  Ill  Bloominpdale  Rd., 
HIcksvilla,  N.  Y. 

A.  R.  F.  Products,  Inc,  7027  Laht  St.,  Rlvor  Forest,  III. 
ARRA  Corp.,  1  Bond  St.,  Westbury,  N.  Y. 

A  R  li  T  Electronics,  Inc.,  P.  0.  Bn  S70,  North  Little 
Rock,  Ark. 

Abalon  Prtcislon  Mfp.  Corp.,  540  Casanova  St.,  Brans 
SO,  N.  Y. 

Abrams  Instrument  Corp.,  600-020  E.  Shlawassoo  St., 
Lanslnp  1,  Mich. 

Accurate  Electronics  Corp.,  Dept.  6,  100  Abbe  Rd.,  S., 
Elyrin,  Ohio. 

Accurate  Instrument  Co.,  2422  Branard  St.,  Houston  0, 
Texas. 

Accurate  Insulated  Wire  Corp.,  2J  Fn  St,  New  Havtn, 
Conn. 

Accurate  Mfp.,  Co.,  44  Hepworth  Place,  Garfield,  N.  J. 
Accurate  Paper  Tuba  Co.,  BOl  N.  Ptoria  St.,  Chicapo  22, 
III. 

Accurate  Speciatties  Co.,  Inc.,  17-118  S7th  St.,  Wood- 
side  77,  N.  V. 

Accurate  Sprinp  Mfp.  Co.,  IBll  W.  Lake  St.,  CMcapo, 
III. 

Acs  Coll  A  Elactronks  Co.,  012  Lincoln  HIphway, 
Metuchen,  N.  J. 

Act  Electronics  Asiaciatos,  00  Oovor  St.,  Somerville  44, 
Mast. 

Ace  Enpinstrlnp  A  Machine  Co.,  Inc.,  Tomlinson  Rd., 
Huntinpden  Valley,  Pa. 

Act  Plastic  Co.,  01-94  Van  Wyck  Expressway,  Jamaica 
39,  N.  Y. 

Ace  Sprinp  Mfp.  Co.,  78  W.  Houston  St.,  New  York  12, 

N.  Y. 

Achtton  Colloldt  Co.,  1090  Washinpton  Avt.,  Port  Huron, 
Mich. 

Ackerman  Enpravert,  Inc.,  498  Broadway.  New  York,  N.  Y. 
Acktrman-Gould  Co.,  02  BItteker  St.,  New  York,  N.  Y. 
Ackerman -Johnson  Co.,  029  W.  Jackson  Blvd.,  Chicapo  0, 
III. 

Acme  Battery  Co.,  200  Henry  St.,  Stamford,  Conn. 

Acme  Electric  Corp.,  11  Water  St.,  Cuba,  N  Y. 

Acme  Electric  Htatinp  Co.,  1217  Washinpton  St.,  Bos¬ 
ton,  Mast. 

Acme  Precision  Products,  Inc.,  219  N.  Findlay  St., 
Dayton  1,  Ohio. 

Acme  Teloctronls  Oiv.  of  NEA  Sorvkt,  Inc.,  West  Third 
A  Lakeside,  Cleveland  11.  Ohio 
Acme  Toot  A  Specialties  Co.,  224  N.  Loomis  St.,  Chi¬ 
capo  7,  III. 

Acme  Wirt  Co.,  New  Haven  14,  Conn. 

Acoustica  Auociates,  Inc.,  20  Windsor  Ave.,  Mineola, 
N.  Y. 

Aero  DIv.  of  The  Robortshaw- Fulton  Controls  Co.,  2040 
E.  Main  St.,  Columbus  10,  Ohio. 

Aero  Products  Co.,  104  Shurs  Lane,  Philadelphia  2B,  Pa. 
Acromap  Inc.,  De^.  EBG,  22914  Telepraph  Rd.,  Mroit 
41,  Mich. 

Acromark  Co.,  Inc.,  121  Morrell  St.,  Elizabeth  4,  N.  J. 
Actioncroft  Products,  B  Sapomore  Hill  Oriva,  Port  Wash- 
inptan,  N.  Y. 

Acton  Laboratories,  Inc.,  910  Main  St.,  Acton,  Mass. 
Actuator  Products  Corp.,  a  Oiv.  of  Geartronics  Corp., 
400  Main  St.,  West  Concord,  Mass. 

Adapt  Inc.,  242  Main  St.,  Cambridpe,  Mats. 

Adams  A  Westlake  Co.,  The,  Mkhipan  St.,  Elkhart,  Ind. 
Adcon  Corp.,  1117  Commonwealth  Ave.,  Boston  19,  Mass. 
Adel  Precision  Products  DIv.  of  General  Metals  Corp., 
10777  Vanowen  St  Burbank,  Calif. 

Adler  Electronks,  Inc.,  1  Le  Fevre  Lane,  New  Rochelle, 
N.  Y. 


Admiral  Carp.,  1800  Cortland  St.,  Chicapo  47,  III. 

Admiral  Tool  A  Mfp.  Co.,  2194  N  Clyboum,  Chicapo  14, 
III. 

ABtance  Instrument  Carp.,  1704  F  St.,  Belmar,  N.  J. 

Advance  Relays,  a  product  of  Electronics  Div.,  Elpin 
National  Watch  Co.,  100  Bluff  City  Blvd.,  Elpin,  III. 

Advanced  Electronia,  Inc.,  44  Silas  Deane  Hiphway, 
Rocky  Hill,  Conn. 

Adranced  Electronics  Mfp.  Corp.,  2029  Pontius  Ave., 
Lm  Anpelts  29,  Calif. 

Adranced  Vacuum  Products,  Inc.,  Dhr.  of  General 
Ceramics  Corp.,  410  Fairfeld  Ave.,  Stamford,  Conn. 

Ad-Yu  Electronics  Lab.,  Inc.,  244-294  Terhune  Ave., 
Pastak,  N.  J. 

Aemco,  Inc  ,  62  State  St.,  Mankato,  Minn. 

Aermotive  Equipment  Carp.,  1012-B  Central  St.,  Kansas 
City  10,  Mo. 

Aero  Electronics  Corp.,  OOSlVh  Whittier  Blvd.,  Lot 
Anpelcs,  Calif. 

Aero  Instrument  Co.,  11423  Vanowen  St.,  North  Holly¬ 
wood.  Calif. 

Aero  Resaarch  Instrument  Co.,  119  N.  Aberdeen  St., 
Chicapo  7,  III. 

Aerocoil,  Inc.,  2207  Summit  Ave.,  Union  City,  N.  J. 

Aerolab  Development  Co.,  110  W.  Holly  K.,  Pasadena, 
Calif. 

Aerolite  Electronics  Cprp.,  2207  Summit  Ave.,  Union  City, 
N.  J. 

Aeroioy  Co.,  20  W.  Eirst  St.,  Clifton,  N.  J. 

Aerolui  Liphts  Corp.,  091  Eleventh  Ave.,  New  York  10, 
N.  Y. 

Aeronautical  Communications  Equipment,  Inc.,  1040  S.W. 
17tb  Ave.,  Miami  11,  Fla. 

Aeronautical  Electrk  Co.,  9090  Nortiwicst  Hipimay, 
Chicapo  10,  III. 

Aeronautical  Electronics  Inc.,  Raleiph-Durtiam  Airport, 
P.O  Bos  6927,  Ralciph,  N.  C. 

Aeronautical  A  Instrument  Oiv.  of  Robertshew-Fulton 
Controls  Co.,  Santa  Ana  Freeway  at  Euclid  Ave., 
Anaheim,  Calif. 

Aeroprojects  Incorporated,  110  E.  Rosedalo  Ave.,  West 
Chester,  Pa. 

Aerotest  Laboratories,  Inc.,  124-11  18th  Ave.,  Collepe 
Point,  N.  Y. 

Aerotron  Supply  Co.,  8904  S.  Normandie  Ave.,  Lot 
Anpeles  44,  CalH. 

Aerotronic  Associates,  P.  0.  Bos  414,  Concord,  N.  H. 

Aerovos  Corp.,  740  BeHablHo  Ave.,  New  Bedford,  Mats. 

Aetna  Electronics  Corp.,  207  Stonehinpe  Lane,  Carle 
Place,  N.  Y. 

Aetna  Felt  Co.,  Inc.,  204  Centre  St.,  New  York  11, 
N.  Y. 

Ainslie  Corp.,  112  Quincy  Ave.,  Quincy  04,  Mats, 

Ainsworth-Prccislon  Castinps  Co.,  1200  Guardian  Bldg., 
Detroit  2b,  Mich. 

Air  Control  Installatlont,  Ltd.,  Rulsllp,  Middlesex,  Eng¬ 
land. 

Air  Filters  Co.,  12  E.  4th  St.,  New  York  1,  N  Y. 

Airborne  Accessories  Corp.,  1414  Chestnut  Ave.,  Hill¬ 
side,  N.  J. 

Airborne  Electronks  Co.,  0813  Troost  Ave.,  North  Holly¬ 
wood,  Calif. 

Airborne  Instruments  Lab.,  Inc.,  100  Old  Country  Rd., 
Mineola.  N.  Y. 

AIrtom  Inc.,  194  Main  St.,  WInthrop  92,  Mass. 

AIrcom  Inc.,  114  E.  First  Ave.,  Roselle,  N.  J. 

Aircraft  Armaments,  Inc.,  Cockeysville,  Md 

Aircraft  Instruments  Co.,  104  King  of  Prussia  Rd., 
Radnor,  Pa. 

Aircraft  Radio  Corp.,  Boonton,  N.  J. 

AIrdesipn,  Inc.,  241  Fairfield  Are.,  Upper  Darby,  Pa. 

Alreca,  Inc  .  2121  Second  Ave.,  Carman,  Schenectady  1, 
N.  Y. 

AIrffyte  Electronics  Co.,  919-4  Avenue  "A",  Bayonne, 
N.  J. 


Air-Marine  Motors,  Inc.,  104  Bayview  Ave.,  AmHyville, 


N.  Y. 


Airmec,  Ltd.,  High  Wycombe,  Buckinghamshire,  England. 
Airpas  Products  Co.,  Middle  River,  Baltimore  20,  Mary¬ 
land. 


Airtron,  Inc.,  1101  W.  Elizabeth  Ave.,  Linden,  N.  J. 
Alas  Condenser  Corp.,  10405  Chandler  Bhrd.,  North 
Hollywood,  Calif. 


Aladdin  Electronics  Div.  of  Aladdin  Industries,  Inc., 
711  Murfreesboro  Rd.,  Nashville  2,  Tenn. 

Albane  Co.,  Inc.,  Honeycomb  Structures  Div.,  555  W. 

54th  St.,  New  York  14,  N.  Y. 

Alcar  Instruments,  Inc.,  17  Industrial  Ave.,  Little 
Ferry,  N.  J. 

Ako  Electronks  Mfp.  Co.,  1  Wokott  Ave.,  Lawrence, 

Akon  Meui  Produas,  Inc.,  1790  N.  Kimball  Ave.,  Chi¬ 
cago  47,  III. 

Alden  Electronk  &  Impulse  Recording  Equipment  Co., 
Bos  129,  Westboro,  Mass. 

Alden  Products  Co.,  112  N.  Main  St.,  Brockton  04, 
Mast. 

Alden  Systems,  Inc.,  Alden  Resaarch  Center,  Westboro, 

Alectra  Div.,  Consolidated  Electrodynamics  Corp.,  329 
N.  AHodena  Drive,  Pasadena,  Calif. 

Alectrk  Mfp.  Co.,  7842  14th  Avenue.,  Kenosha,  Wit. 

AHas  Paper  0  Engineering  Co.,  Washinpton  St.,  P.  0. 
Bos  125,  Westboro,  Mass. 

AHord  Manufacturing  Co.,  244  Atlantic  Ave.,  Boston, 

Mms- 

Alfred  Electronks,  847  Commercial  St.,  Palo  Alto, 
Calif. 

Algo,  Inc.,  251  West  St.,  South  Hackensack,  N.  J. 

All  American  Tool  8i  Mfp.  Co.,  8027  Lawndale,  Skokie, 
III. 

All  Star  Products,  Inc.,  Defiance,  Ohio. 

All-Sute  Welding  Alloys  Co.,  Inc.,  244  Ferris  Ave., 
White  Plains,  N.  Y. 

All-Tronics,  Inc.,  49  Bond  St.,  Westbury,  N.  Y. 

Allard  InMrumont  Corp.,  140  E.  Sacond  St.,  Mineola, 
N.  Y, 

Allepany  Instrument  Co.,  Inc.,  1041  Wills  MounUin, 
Cumberland,  Md. 

Allegheny  Ludlum  Steel  Carp.,  H.  W.  Oliver  Bldg.,  Pitts¬ 
burgh  22,  Pa. 

Allen  Co.,  Inc.,  L.  B.,  4324  W.  Berenice,  Schiller  Park, 
III. 

Allen,  H.  0.,  1201  Casitas  St.,  Lot  Anpeles  34,  Calif. 
Allen-Bradley  Co.,  110  W.  Greenfield  Ave.,  Milwaukee  4, 
Wis. 

Allen  Mfp.  Co.,  Ill  Sheldon  St.,  Hartford  2,  Conn. 
Alliance  Mfp.  Ca.,  Lake  Park  Blvd.,  Alliance,  Ohio. 

Allied  Allegri  Inc.,  141  River  Rd..  Nutley,  N.  J. 

Allied  Chemical  Corp.,  40  Rector  St.,  New  York,  N.  Y. 
Allied  Control  Co.,  Inc.,  2  East  End  Ave.,  New  York 
21,  N.  Y. 

Allied  Industries,  P.  0  Bos  114,  Opallala,  Nebr. 

Allied  Plastics  Supply  Corp.,  79  Cliff  New  York 

18,  N.  Y 

Allied  Products  Oiv.,  Hamilton  Watch  Co.,  Lancaster,  Pa. 
Allied  Radio  Carp.,  100  North  Western  Ave.,  Chkapo 
80,  III. 

Allied  Recerdinp  Products  Co.,  12-12  Greenpoint  Ave., 
Long  Island  City  1.  N.  Y. 

Allied  Research  <■  En^neerinp  Oiv.,  Allied  Record  Mfp. 

Co.,  0410  Santa  Monica  Blvd.,  Hollywood  18,  Calif. 
Allies'  Products  Corp.,  P.  0.  Bos  188,  Kendall  Branch, 
Miami,  Fla. 

Allis-Chalmers  Mfp.  Co.,  435  South  70th  St.,  Milwaukee 

I,  Wit. 

Allison  Laboratories,  Inc.,  14185  Skyline  Drive,  Puente, 
Calif. 

Allmeui  Screw  ProAkts  Co.,  Inc.,  821  Stewart  Ave., 
Garden  City,  N.  Y. 

Alloy  MeUI  Wire,  Div.  of  H.  K.  Porter  Co.,  Inc., 
1  Pavilion  Ave.,  Riverside.  N.  J. 

Alloy  Precision  Casting  Co.,  E.  49th  St.  0  Hamilton 
Ave.,  Cleveland  14,  Ohio. 

Alloy  Tube  Div.  of  The  Carpenter  Steel  Co.,  Union,  N.  J. 
Alloys  Unlimited,  Inc.,  44-15  Vernon  Bhrd.,  Long  Island 
City  1,  N.  Y, 

Alnor  Industries,  Inc.,  3401  W.  190th  St.,  Cleveland 

II,  Ohio. 

Alpar  Manufacturing  Corp.,  2410  Sprinp  St.,  Redwood 
City,  Calif. 

Alpha  Instrument  Co.,  41  Hempstead  St.,  New  London, 
Conn. 

Alpha  Metals,  Inc.,  00  Water  St.,  Jersey  CKy,  N.  J. 
Alpha  Wire  Carp.,  200  Varick  St.,  New  York  14,  N.  Y. 
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Alpine  Laboratories,  Ltd.,  1610  S.  Nevada  Ave.,  Colorado 
Springs,  Colo. 

Alpitec  Inc.,  49  Gleason  Ave.,  Stamford,  Conn. 

Altec  Lansing  Corp.,  1515  S.  Manchester  Ave.,  Anaheim, 
Calif. 

Althor  Products,  2301  Benson  Ave.,  Brooklyn  14,  N.  Y. 

Alto  Fonic  Music  Systems,  Inc.,  935  Commercial  St., 
Palo  Alto,  Calif. 

Alto  Scientific  Co.,  855  Commercial  St.,  Palo  Alto, 
Calif. 

Aluminum  &  Chemical  Corp.,  22  W.  Putnam  Ave., 
Greenwich,  Conn. 

Aluminum  Co.  of  America,  Alcoa  Bldg.,  Pittsburgh  19, 
Pa. 

Alvo  Nut  &  Bolt  Co.,  Inc.,  1601  Grande  Vista  Ave., 
Los  Angeles  23,  Calif. 

Amatom  Electronic  Hardware  Co.,  Inc.,  68  Drake  Ave., 
New  Rochelle,  N.  Y. 

Ambroid  Co.,  Weymouth  88,  Mass. 

Amco  Engineering  Co.,  7335  Ainslie  St.,  Chicago  31, 
III. 

Amelco,  Inc.,  2040  Colorado  Ave.,  Santa  Monica,  Calif. 

Amerac  Inc.,  Dunham  Rd.,  Beverly,  Mass. 

American  Aluminum  Co.,  230  Sheffield  St.,  C,  Mountain¬ 
side,  N.  J. 

American  Blower  Div.  of  American  Radiator  &  Standard 
Corp.,  8111  Tireman  Ave.,  Dearborn,  Mich. 

American  Bosch  Arma  Corp.,  Chicago  Div.,  5857  W. 
95th  St.,  Oak  Lawn,  III. 

American  Brass  Co.,  414  Meadow  St.,  Waterbury  20, 
Conn. 

American  Brazing  Alloys  Co.,  P.  0.  Box  11,  Pelham, 
N.  Y. 

American  Chain  &  Cable  Co.,  Inc.,  601  Stephenson  Bldg., 
Detroit  2,  Mich. 

American  Condenser  Corp.,  4410  N.  Ravenswood  Ave., 
Chicago  40,  III. 

American  Cyanamid  Co.,  38  Rockefeller  Plaza,  New 
York  20,  N.  Y. 

American  Diathermy  Products,  Inc.,  11858  Mi»lsslppl 
Ave.,  Los  Angeles  25,  Calif. 

American  Electrical  Heater  Co.,  6110  Cass  Ave.,  Detroit 
2,  Mich. 

American  Electronics  Labs.,  Inc.,  121  N.  7th  St.,  Phila¬ 
delphia  6,  Pa. 

American  Electronics  Co.,  1203-05  Bryant  Ave.,  New 
York  59,  N.  Y. 

American  Electronics,  Inc.,  655  W.  Washington  Blvd., 
Los  Angeles  15,  Calif. 

American  Feldmuehle  Corp.,  11  W.  42nd  St.,  New  York 
36,  N.  Y. 

American  Felt  Co.,  Glenville,  Conn. 

Ameri^  Gas  Furnace  Co.,  130  Spring  St,  Elizabeth, 

American  Gelosa  Electronics,  Inc.,  312  Seventh  Ave., 
New  York  1,  N.  Y. 

American  Hard  Rubber  Co.,  11  Mercer  St.,  New  York  13, 


American  Hinge  Corp.,  206  Wallabout  St,  Brooklyn  6, 
N.  Y. 

American  Instrument  Co.,  Inc.,  8030  Georgia  Ave.,  Silver 
Spring,  Md. 

American  Lava  Corp.,  Steatite  Div.,  Cherokee  Blvd.  & 
Manufacturers  Rd.,  Chattanooga  5,  Tenn. 

American  Leonic  Mfg.  Co.,  3001  Walnut  St.,  Phila¬ 
delphia  4,  Pa. 

American  Machine  &  Foundry  Co.,  •  Defense  Products 
Group,  1101  N.  Royal  St.,  Alexandria,  Va. 

American  Measurement  &  Control,  Inc.,  240  Calvary  St., 
Waltham  54,  Mass. 

American  MeUI  Co.,  Ltd.,  61  Broadway,  New  York  6, 
N.  Y. 

American  Metrix  Corp.,  40  Haddon  Ave.,  Camden  2, 
N.  J. 


American  Mica  Insulation  Co.,  Manasquan,  N.  J. 

American  Molded  Products  Co.,  2727  W.  Chicago  Ave., 
Chicago  22,  III. 

American  Molding  Powder  &  Chemical  Corp.,  703  Bed¬ 
ford  Ave.,  Brooklyn  6,  N.  Y. 

American  Optical  Co.,  Instrument  Div.,  Box  A.,  Buffalo 
15,  N.  Y. 


American  Perflt  Crystal  Corp.,  653  Eleventh  Ave.,  New 
York  36,  N.  Y. 

American  Photocopy  Equipment  Co.,  1920  W.  Peterson, 
Chicago  26,  III. 

American  Plastics  Corp.,  342  Madison  Ave.,  New  York, 


American  Platinum  &  Silver  Div.  of  Engelhard  Industries, 
Inc.,  113  Astor  Place,  Newark  5,  N.  J. 

American  Printed  Circuits  Co.,  Forrest  St.,  Metuchen 
N.  J. 


American  Products  Mfg.  Co.,  Inc.,  8127-33  Oleander  St., 
New  Orleans  18,  La. 

Amviun  Radar  Components,  Inc.,  Route  10,  Whippany, 

American  Radio  Co.,  Inc.,  445  Park  Ave.,  New  York 
22,  N.  Y. 


American  Rectifier  Corp.,  95  Lafayette  St,  New  York 
13,  N.  Y. 

American  Research  Corp.,  Route  6  &  New  Britain  Ave., 
Farmington,  Conn. 

American  Research  &  Mfg.  Corp.,  920  Halpine  Ave., 
Rockville,  Md. 


American  Rondo  Corp.,  100  C  Sanford  St.,  Hamden  14, 
Conn. 


American  Scientific  Development  Co.,  334  S.  Main  St, 
Atkinson,  Wis. 

American  Screw  Co.,  Willimantic,  Conn. 

American  Silver  Co.,  Inc.,  36-07  Prince  St,  Flushing 
54,  N.  Y. 

American  Solder  &  Flux  Co.,  19th  &  Willard  Sts., 
Philadelphia  40,  Pa. 

American  Speedlight  Corp.,  63-01  Metropolitan  Ave., 
Middle  Village  79,  N.  Y. 

American  Steel  &  Wire  Div.,  U.  S.  Steel  Corp.,  Rocke¬ 
feller  Bldg.,  Cleveland  13,  Ohio. 

American  Super-Temperature  Wires,  Inc.,  W.  Canal  St, 
Winooski,  Vt 


American  Television  &  Radio  Co.,  300  E.  Fourth  St, 

St.  Paul  1,  Minn. 

American  Thermo  Electric  Co.,  1023  N.  Fuller  Ave., 
Los  Angeles  46,  Calif. 

American  Time  Products,  Inc.,  580  Fifth  Ave.,  New 
York  36,  N.  Y. 

American  Tradair  Corp.,  Sub.  of  Ekco  Electronics,  Ltd., 
34-01  30th  St.,  Long  Island  City  6,  N.  Y. 

Amersil  Quartz  Div.  of  Engelhard  Industries,  Inc.,  113 
Astor  St.,  Newark  5,  N.  J. 

Amglo  Corp.,  4333  N.  Ravenswood  Ave.,  Chicago  13, 
III. 

Amp  Inc.,  2100  Paxton  St.,  Harrisburg  10,  Pa. 

Amp  Inc.,  Chemicals  &  Dielectrics  Div.,  155  Park  St., 
Elizabethtown,  Pa. 

Amperex  Electronic  Corp.,  230  Duffy  Ave.,  HIcksvIlle, 

N.  Y. 

Amperite  Co.,  Inc.,  561  Broadway,  New  York  12,  N.  Y. 
Ampex  Corp.,  Instrument  Div.,  934  Charter  St.,  Red¬ 
wood  City,  Calif. 

Amphenol  Electronics  Corp.,  1830  S.  54th  Ave., 
Chicago  50,  III. 

Amplex  Corp.,  The,  968  Farmington  Ave.,  West  Hartford, 
Conn. 

Amplifier  Corp.  of  America,  396  Broadway,  New  York 
13,  N.  Y. 

Ampll-Vision  Div.  of  The  International  Telemeter  Corp., 
2000  Stoner  Ave.,  Los  Angeles  25,  Calif. 

Ampro  Corp.,  1345  Diversey  Parkway,  Chicago  14,  III. 
Amthor  Testing  Instrument  Co.,  45A-53  Van  Sinderen 
Ave.,  Brooklyn  7,  N.  Y. 

Amtron  Corp.,  17  Felton  St.,  Waltham,  Mass. 

Anaconda  Wire  &  Cable  Co.,  25  Broadway,  New  York  4, 

N.  Y. 

Anaheim  Electronics  Co.,  109  S.  Illinois  St.,  Anaheim, 
Calif. 

Analogue  Controls,  Inc.,  39  Roselle  St.,  Mlneola,  N.  Y. 
Analytical  Measurements,  Inc.,.  585  Main  St.,  Chatham, 

N.  J. 

Anchor  Industrial  Co.,  Div.  of  Anchor  Plastics  Co., 

lnc. ,  36-36  36th  St.,  Long  Island  City  6,  N.  Y. 

Anchor  Metal  Co.,  966  Meeker  Ave.,  Brooklyn  22,  N.  Y, 
Anchor  Specialty  Mfg.  Co.,  Inc.,  300  Hollister  Rd., 

Teterboro,  N.  J. 

Andersen  Laboratories,  Inc.,  39  Talcott  Rd.,  West  Hart¬ 
ford  10,  Conn. 

Anderson  Associates,  H.  V.,  P.  0.  Box  264,  233  Broad 
St.,  Summit,  N.  J. 

Andrea  Radio  Corp.,  27-01  Bridge  Plaza  North,  Long 
Island  City  1,  N.  Y. 

Andrew  Corp.,  363  E.  75th  St.,  Chicago  19,  III. 
Andromeda,  Inc.,  3742  Howard  Ave.,  Kensington,  Md. 

ANelex  Corp.,  150  Causeway  St.,  Boston  14,  Mass. 
Angler  Adhesives  Div.  of  Interchemical  Corp.,  120 

Potter  St.,  Cambridge  42,  Mass. 

Annis  Co.,  R.  B.,  1101  N.  Delaware  St.,  Indianapolis, 

lnd. 

Ansley  Mfg.  Co.,  Arthur,  New  Hope,  Pa. 

Ansonia  Wire  &  Cable  Co.,  Ill  Martin  St.,  Ashton, 
R.  I. 

Antara  Chemicals  Sales  Div.  of  General  Aniline  &  Film 
Corp.,  435  Hudson  St.,  New  York  14,  N.  Y. 

Antenna  Specialists  Co.,  12435  Euclid  Ave.,  Cleveland  6, 
Ohio. 

Anti-CorrosIvc  Metal  Products  Co.,  Castleton-on-Hudson, 
N.  Y. 

Antlab  Inc.,  6330  Proprietors  Rd.,  Worthington,  Ohio. 
Anton  Electronic  Laboratories,  Inc.,  1226  Flushing  Ave., 
Brooklyn  37,  N.  Y. 

Anton  Machine  Works,  1226  Flushing  Ave.,  Brooklyn  37, 
N.  Y. 

Apahouser  Corp.,  1312  Boylston  St.,  Boston,  Mass. 

Apex  Coated  Fabrics  Co.,  12  E.  22nd  St.,  New  York  10, 
N.  Y. 

Apex  MKhIne  Co.,  14-13  118th  St.,  College  Point  56, 
N.  Y. 

Apex  Wire  &  Cable  Corp.,  237  37th  St.,  Brooklyn 
32,  N.  Y. 

Applegate  &  Co.,  C.  J.,  1840  24th  St.,  Boulder,  Colo. 
Applied  Dynamics  Corp.,  32  N.  Main  St.,  Natick, 
Mass. 

Applied  Electronics  Co.,  Inc.,  213  E.  Grand  Ave.,  South 
San  Francisco,  Calif. 

Applied  Physics  Corp.,  362  W.  Colorado  St.,  Pasadena 
1,  Calif. 

Applied  Radiation  Corp.,  2404  N.  Main  St.,  Walnut 
Creek,  Calif. 

Applied  Research,  Inc.,  76  S.  Bayles  Ave.,  Port  Washing¬ 
ton,  N.  Y. 

ApplM  Research  Labs.,  3717  Park  Place,  Glendale  8, 
Calif. 

Applied  Resins  Corp.,  304  Oraton  St.,  Newark  4,  N.  J. 
Applied  Science  Corp.  of  Princeton,  P.O.  Box  44, 
Princeton,  N.  J. 

Arch  Gear  Works,  Inc.,  97  Holmes  St.,  North  Quincy 
(71),  Mass. 

Arco  Electronics  Inc.,  64  White  St.,  New  York  13, 
N.  Y. 

Arco  Transformer  A  Electric  Corp.,  1602  S.  Hanna  St., 
Fort  Wayne,  Ind. 

Arcoelectric  Div.  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta.,  Flushing  64,  N.  V. 

Ardente  Acoustic  Labs.,  Ltd.,  8/12  Minerva  Rd.,  North 
Acton,  London,  N.  W.  10,  England. 

Aremac  Associates,  50  S.  San  Gabriel,  Pasadena  10, 
Calif. 

Arenberg  Ultrasonic  Laboratory,  Inc.,  94  Green  St., 
Jamaica  Plain  30,  Mass. 

Argos  Products  Co.,  310  Main  St.,  Genoa,  III. 

Aries  Laboratories,  Inc.,  45-33  Davis  St.,  Long  Island 
City  1,  N.  Y. 

Ark-Les  Switch  Corp.,  51  Water  St.,  Watertown  72, 
Mass. 

Arlo  Electronics  Corp.,  22  Warren  Ave.,  Syosset,  N.  Y. 
Armco  Steel  Corp.,  703  Curtis  St.,  Middletown,  (jfilo. 
Armel  Electronics,  Inc.,  840  Fifth  Ave.,  Brooklyn  32. 
N.  Y. 

Armour  A  Co.,  Coated  Abrasives  Div.;  Cushioning  Prod¬ 
ucts  Div.,  Alliance,  Ohio. 


Armour  Electronics  Inc.,  15002  Oxnard  Blvd.,  Van  Nuys, 
Calif. 

Armstrong  Cork  Co.,  Lancaster,  Pa. 

Armstrong  Products  Co.,  P.O.  Box  1-EB,  Warsaw,  Ind. 
Arnhold  Ceramics,  Inc.,  1  E.  57th  St.,  New  York  22, 

N.  Y. 

Arnold  Engineering  Co.,  Marengo,  III. 

Arnold  Magnetics  Corp.,  4613  W.  Jefferson  Blvd.,  Los 
Angeles  16,  Calif. 

Arnoux  Corp.,  11924  W.  Washington  Blvd.,  Los  Angeles 
66,  Calif. 

Arro  Expansion  Bolt  Co.,  1522  Boone  Ave.,  Marlon,  Ohio. 
Arrow-Hart  A  Hegeman  Electric  Co.,  103  Hawthorn  St., 
Hartford  6,  Conn. 

Arrowhead  Products,  2300  Curry  St.,  Long  Beach  5,  Calif. 
Art-Lloyd  Metal  ProducU  Corp.,  2973  Cropsey  Ave., 
Brooklyn  14,  N.  Y. 

Art  Wire  A  Stamping  Co.,  227  High  St.,  Newark  2,  N.  J. 
Artisan  Electronic  Corp.,  171  Ridgedale  Ave.,  Morris¬ 
town,  N.  J. 

Artisan  Metal  Works  Co.,  11410  Madison  Ave.,  Cleve¬ 
land  2,  Ohio. 

Artos  Engineering  Co.,  2737  S.  28th  St.,  Milwaukee, 
Wit. 

Arvin  Industries,  Inc.,  Radio  A  Television  Div.,  Colum¬ 
bus,  Ohio. 

Arwood  Precision  Casting  Corp.,  75  Washington  St., 
Brooklyn,  N.  Y. 

Ashland  Electric  Products,  Inc.,  32-02  Queens  Blvd., 
Long  Island  City  1,  N.  Y. 

Atco  Wire  A  Cable  Co.,  2  Burroughs  St.,  Bridgeport 
7  Conn. 

Asheville-Schoonmaker  Mica  Co.,  900  Jefferson  Ave., 
Newport  News,  Va. 

Askania  Regulator  Co.,  240  E.  Ontario  St.,  Chicago  11, 
III. 

Assembly  Products,  Inc.,  75  Wilson  Mills  Rd.,  Chester- 
land  6,  Ohio. 

Auociated  American  Trading  Division,  750  St.  Ann's 
Ave.,  New  York  56,  N.  Y. 

Associated  Commodity  Corp.,  Woolworth  Bldg.,  New 
York  7  ,N.  Y. 

Associated  Engineering  Corp.,  65  Kent  St.,  Brookline  46, 
Mass. 

Associated  Engineering  A  Mfg.  Corp.,  Glen  Ridge,  N.  J. 
Associated  Research,  Inc.,  3788  W.  Belmont  Ave.,  Chi¬ 
cago  18,  III. 

Associated  Specialties  Co.,  1751  Main  St.,  Orefleld,  Pa. 
Associated  Testing  Laboratories,  Inc.,  107  Clinton  Rd., 
Caldwell,  N.  J. 

Astatic  Corporation,  The,  Conneaut,  Ohio. 

Astron  Corp.,  255  Grant  Ave.,  East  Newark,  N.  J. 
Atlantic  Engravers,  Inc.,  52  Ocean  Ave.,  Amityville,  N.  Y. 
Atlantic  India  Rubber  Works,  Inc.,  Dept.  EL,  571  Polk 
St.,  Chicago  7,  III. 

Atlantic  Research  Corp.,  901  N.  Columbus,  Alexandria, 
Va. 

Atlantic  Wire  A  Cable  Corp.,  119-14  14th  Rd.,  College 
Point,  N.  Y. 

Atlas  Coll,  Inc.,  63  Main  St.,  Ansonia,  Conn. 

Atlas  E-E  Corp.,  47  Prospect  St.,  Woburn,  Mass. 

Atlas  Engineering  Co.,  176  Blue  Hill  Ave.,  Roxbury, 
Mass. 

Atlas  Engineering  Corp.,  26  Custer  St..  West  Hartford, 
Conn. 

Atlas  Precision  Products  Co.,  3802  Castor  Ave.,  Philadel¬ 
phia  24,  Pa. 

Atlas  Resistor  Co.,  1128  Madison  St.,  Chester,  Pa. 
Atlas  Screw  A  Specialty  Co.,  Inc.,  450  Broome  St„ 
New  York  13,  N.  Y. 

Atlas  Sound  Corp.,  1443  39th  St..  Brooklyn  18,  N.  Y. 
Atmo  Seal  Co.,  4321  Fielding  St.,  Cincinnati  9,  Ohio. 
Atmosphere  Control  Co.,  Inc.,  5315  Chester  Ave., 
Philadelphia  43,  Pa. 

Atomation,  Inc.,  5959  S.  Hoover  St.,  Los  Angeles  44, 
Calif. 

Atronic  Products,  Inc.,  One  Bala  Ave.,  Bala-Cynwd,  Pa. 
Attleboro  Refining  Co.,  Inc.,  Attleboro,  Mass. 

Auburn  Button  Works,  Inc.,  Auburn,  N.  V. 

Auburn  Mfg.  Co.,  The,  Pease  Ave.  A  Stack  St.,  Middle- 
town  Conn. 

Audio  Development  Co.,  2833  13th  Ave.,  S.,  Minneapollt 
7,  Minn. 

Audio  Devices,  Inc.,  444  Madison  Ave.,  New  York  22, 
N.  Y. 

Audio  Equipment  Co.,  Inc.,  BOS  Middle  NKk  Rd.,  Great 
Neck  N.  Y. 

Audio  industries  Inc.,  Michigan  City,  Ind. 

Audio  Instrument  Co.,  Inc.,  133ES  W.  14th  St.,  New  York 
11,  N.  Y. 

Audio-Master  Corp.,  17  E.  45th  St.,  New  York  17,  N.  Y. 
Audiomation  Laboratories,  7230  Clinton  Rd.,  Upper 
Darby  15,  Pa. 

Audiosears  Corp.,  Shepard  Hill  Rd.,  Roxbury,  N.  Y. 
Audivox,  Inc.,  123  Worcester  St.,  Boston  18,  Mass. 
Augat  Bros.,  Inc.,  33  Perry  Ave.,  Attleboro,  Mass. 

Aurex  Corp.,  1117  N.  Franklin  St.,  Chicago  10,  III. 
Austenal,  Inc.,  Microcast  Div.,  224  E.  39th  St.,  New 
York  16,  N.  Y. 

Austin  Co.,  The,  Special  Devices  Div.  76  Ninth  Ave., 
New  York  11,  N.  Y. 

Auto  Engraver  Co.,  P.  0.  Box  366,  Ridgefield,  Conn. 
Autocrat  Electronics  Co.,  5024  Elm  St.,  Skokie,  III. 
Automatic  Coll  Co.,  415  Bedford  Ave.,  Brooklyn,  N.  Y. 
Automatic  Electric  Sales  Corp.,  North  Lake.  III. 
Automation  Electronics,  1500  W.  Verdugo  Ave.,  Burbank, 
Calif. 

Automatic  Mfg.  Div.  of  General  Instrument  Corp.,  65 
Gouverneur  St.,  Newark,  N.  J. 

Automatic  Metal  Products  Corp.,  315  Berry  St., 

Brooklyn  11,  N.  Y. 

Automatic  &  Precision  Mfg.  Co.,  252  Hawthorne  Ave., 

Yonkers  5,  N.  Y. 

Automatic  Radio  Mfg.  Co.,  Inc.,  122  Brookline  Ave., 

Boston,  Mass. 

Automatic  Signal  Division  Eastern  Industries,  Inc.,  Regent 
St.,  East  Norwalk,  Conn. 

Automatic  Switch  Co.,  50-56  Hanover  Rd.,  Florham 
Park,  N.  J. 
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Automatic  Timing  A  Controls,  Inc.,  King  of  Prussia,  Pa. 

Autoscrfw  Co,  21A-2Z2  W.  18th  Stroot,  Now  York,  N.  Y. 

Autotronics,  Inc.,  Routt  1,  Bw  812,  Florissant,  Mo. 

Avco  Mfg.  Corp.,  Croslty  Oiv.,  1328  Arlington  St., 
Cincinnati  2S,  Ohio. 

Avco  Mfg.  Corp.,  Rtstarch  A  Advanced  Dovtlopmont  Oiv., 
20  S.  Main  St.,  Lawrence,  Mass. 

Automation  Dynamics  Corp,  2SS  County  Rd.,  Tenafly, 
N.  J. 

Automation-Engineering  Corp,  723  Sonora  Avt,  Clendalt, 
Calif. 

Automation  Instruments,  Inc.,  Aluminum  Foil  Trans¬ 
former  Oiv.,  401  E.  Green  St.,  Pasadena,  Calif. 

Automation  Management,  Inc.,  Westboro,  Mass. 

Autotron  Co.,  Tfie,  3628  N.  Vermilion,  Danville,  III. 

Autron  Engineering,  Inc,  1234  W.  Sixth  St,  Los 
Angeles  17,  Calif. 

Autry  Adhesive  Label  Corp,  1618  S.  Callfomla  Aue., 
Monrovia,  Calif. 

Aviation  Instrument  A  Gear  Carp.,  444  W.  33rd  St,  New 
York,  N.  Y. 

Avion,  Inc.,  38-13  Northern  Blvd.,  Woodsidt  77,  N.  Y. 

Avion  Division,  ACF  Industries,  Inc.,  11  Park  Place, 
Paramus,  N.  J. 

Avnet  Electronic  Supply  Co.,  Inc,  36  N.  Moore  St, 
New  York  13,  N.  Y. 

Avo  Ltd.,  80  Shore  Rd.,  Port  Washington,  N.  Y. 

Avo  Ltd.,  Avocet  House,  92/86,  Vauxhall  Bridge  Rd., 
London  S.  W.  1,  England. 

Avon  Tube  Dlv.,  HIgbie  Mfg.  Co.,  Wagner  Rd.,  Roches- 

Axel  '  Bros,  Electronics  Ohf.,  134-20  Jamaica  Ava., 
Jamaica,  N.  Y. 

eAxler  Associates,  102-42  43rd  Ave,  Corona  68.  N.  Y. 
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4  A  C  Insulation  Predsictt,  Inc.,  Lincoln  Highway,  Iselln, 
N.  J. 

8  A  F  Instruments  Inc,  4732  N.  Broad  St.,  Philadelphia 
41,  Pa. 

BG  Corp.,  The,  321  Broad  Ave,  Ridgefield,  N.  J. 

BAH  Instrument  Co.,  3479  W.  Vick^  Blvd.,  Fort 
Worth  7,  Texas 

BJ  Electronics,  Borg-Wamer  Corp.,  3300  Newport  Blvd., 
Santa  Ana,  Calif. 

B  A  K  Instruments,  Inc,  311  Oakmoor,  Bay  Village, 
Ohio. 

8  A  K  Mfg.  Co.,  3726  N.  Southport  Ave.,  Chicago  13. 
III. 

BAM  Electric  Co,  838  Fourth  Ave.,  Brooklyn  32. 
N.  V. 

BTU  Engineering  Corp,  440  Somerville  Ave,  Somer¬ 
ville,  Mass. 

Babcock  Radio  Engineering  Inc,  1640  Monrovia  Ave, 
Cotta  Mesa,  Calif. 

Babcock  Relays,  Inc.,  1640  Monrovia  Ave.,  P.  0.  Box 
344,  Costa  Mesa,  Calif. 

Bache  A  Co,  Semon,  636  Greenwich  St.,  New  York  14, 
N.  Y. 

Bacon  Industries,  Inc.,  192  Pleasant  St.,  Watertown, 
Mast. 

Baer  Co.,  N.  S.,  8  Montgomery  St.,  Hillside,  N.  J. 

Bailey  Meter  Co,  1030  Ivanhoe  Road,  Cleveland  10, 
Ohio. 

Baird-Atomic,  Inc,  33  University  Rd.,  Cambridge  3B, 
Mats. 

Bakelite  Co,  A.  Dlv.  of  Union  Carbide  A  Carbon  Corp, 
30  East  42nd  St,  New  York  17,  N.  Y. 

Baker  A  Adamson  Products,  General  Chemical  Dhr.  of 
Allied  Chemical  Corp,  40  Rector  St.,  New  York,  N.  Y. 

Baker  Chemical  Co.,  J.  T,  Phlllipsburg,  N.  J. 

Baker  Contact,  Baker  Dental  A  Baker  Platinum  Dlvs, 
Engelhard  Industries,  Inc,  113  Astor  St,  Newark  S, 
N.  J. 

Balco  Research  Laboratories,  49-33  Edison  Place,  Newark 
2,  N.  J. 

Baldwin-Llma-Hamilton  Corp,  42  4th  Ave,  Waltham, 
Matt. 

Baldwin  Plano  Co,  1801  Gilbert  St.  Cincinnati  2, 
Dhio 

Ballantine  laboratories,  Inc.,  Boonton,  N.  J. 

Ballastran  Corp.,  Fort  Wayne,  Ind. 

Ballou  A  Co,  Inc.,  B.  A,  61  Peck  St,  Providence,  R.  I. 

Baltic  Metal  Products  Co,  120  Sutton  St,  Brooklyn, 

22,  N.  Y. 

Barber-Colman  Co.,  Dept.  766,  Rockford,  III. 

Barber  Labs  ,  Allred  W.,  32-40  Francis  Lewis  Blvd, 
Flushing,  N.  Y. 

Barco  Chemical  Products  Co,  701-703  S.  LaSalle  St, 
Chicago  3,  III. 

Barco,  Inc,  Box  1222,  Milwaukee  1,  Wts. 

Barden  Corp.,  E.  Franklin  St.,  Danbiay,  Conn. 

Barium  A  Chemkals,  Inc.,  Willoughby,  Ohio. 

Barker  Sales  Co,  339  S.  Broad  Ave,  Ridgefteld,  N.  J. 

Barker  A  Williamson,  Canal  A  Beaver  Sts.,  Bristol,  Pa. 

Barnes  Co.,  Wallace,  Dlv.  of  Associated  Spring  Corp, 
Bristol,  Conn. 

Barnes  Dmiopment  Co,  213  W.  BaHImore  Pike,  Lans- 
downe.  Pa. 

Bames-GIbeon-Raymond  Division,  40300  Plymouth  Rd, 
Plymouth,  Mich. 

Barnet  Metal  Products  Co,  4423  W.  16th  St.,  Chicago 

23,  III. 

Barnstead  Still  A  Sterillm  Co.,  Inc.,  84  Lanesvllle  Ter¬ 
race,  Boston  31,  Mats. 

Bar-Ray  Products,  Inc,  210  2Sth  St.,  Brooklyn  32, 
N.  Y. 

Barrett  Co.,  Leon  J,  The,  1776  Grafton  Rd,  Worcester 
1,  Mass. 

Barrett  Division,  Allied  Chemical  Corp,  40  Rector  St, 
New  York  6,  N.  Y. 


Barrett  Varnish  Co,  1332  S.  50th  Court  Cicero  SO,  III. 
Barry  Controls,  Inc.,  711  Pleasant  St,  Watertown 
72,  Mats. 

Bart  Mfg.  Corp.,  227  Main  St,  Belleville,  N.  J. 
Barta-Grilfin  Co.,  72  Commercial  St,  P.  0.  Box  808, 
Worcester  1,  Mast. 

Barwood  Electronics,  Inc.,  821  E.  Broadway,  Glendale  5, 
Calif. 

Barwood  Mfg.  Co,  Inc.,  L.  J,  22  Wllliame  St,  Everett 
48,  Mats. 

Basic  Tool  Engineering,  Inc.,  4136  S.  Main  St,  Lot 
Angeles,  Calif. 

Batlar  Electric  Co,  603  Fifth  St.,  Highland,  111. 

Baso  Inc.,  730  Jackson,  Milwaukee  1,  Wis. 

Bassett  Inc.,  Rex,  1314  N.  E.  17th  Court  P.  0.  Box 
7127.  Fort  Lauderdale.  Fla. 

Bausch  A  Lomb  Optical  Co.,  614  St  Paul  St,  Rochester 
2,  N.  V. 

Beach-Rust  Co.,  30  Church  St.,  New  York  7,  N.  Y. 

Bead  Chain  Manufacturing  Co.,  The,  110  Mountain  Grove 
St,  Bridgeport  3,  Cm. 

Bean  A  Co.,  Morris,  Yellow  Springs,  Ohio. 

Beattie-Colman,  Inc,  1000  N.  Olive  St.,  Anaheim,  Calif. 
Beaver  Gav  Works,  Inc.,  1034  Parmele  St,  Rockford 
III. 

Becker  Electranics  Mfg.  Corp.,  Horton  A  Rockaway 
Avet.,  Valley  Stream,  N.  V. 

Beckman/Berkeley  Division,  2200  Wright  Ave,  Rich¬ 
mond  3,  Calif. 

Beckman /Process  Instruments  Division,  2300  Fullerton 
Rd.,  Fullerton,  Calif. 

Beckman/Scientiftc  Instruments  Dlv.  of  Beckman  Instru¬ 
ments,  Inc.,  2300  Fullerton  Rd ,  Fullerton,  Calif. 
Beckman  A  Whitley,  Inc.,  813  ^  Carlos  Ave.,  San 
Carlos,  Calif. 

Back's  Inc.,  28B-300  E.  Fifth  St.,  Saint  Paul  1,  Minn. 
Beads  Electrical  Instrument  Co,  Inc.,  Penacook,  N.  H. 
Behiman  Engineering  Co,  2911  Winona  Ave.,  Burbank, 
Calif. 

Bekey  Electric  Co,  Inc..  1327  S.  Main  St,  Lot  Angeles 
15,  Calif. 

Bel  Fuse  Inc.,  311  Mountain  Road,  Union  City,  N.  J. 
Belden  Mfg.  Co.,  4647  W.  Van  Buren  St,  Chicago  44,  IIL 
Bell  Aircraft  C^,  P.  0.  Box  1,  Buffalo  3,  N.  Y. 

Bell  A  Howell  Co,  Electronics  OKr,  7100  McCormick 
Rd.,  Chicago  43,  III. 

Bell  Sound  Systems,  Inc,  333  Marion  Rd.,  Columbus  7, 
Ohio. 

Bellaire  Electronics,  Inc.,  62  White  St.,  Red  Bank,  N.  J. 
Belleville-Hexem  Corp,  638  University  Ave,  Lot  Gatos, 
Calif. 

Belltron  Mfg.  Co,  Inc.,  400  Hoover  Ave.,  Bloomfield, 
N.  J. 

Belmet  Products,  Inc.,  503  Morgan  Ave.,  Brooklyn  22, 
N.  Y. 

Belock  Instrument  Carp,  111-01  14th  Ave,  College 
Point  36,  N.  Y. 

Beltons  Hearing  Aid  Co.,  2800  W.  36th  St..  Chicago, 
32,  III. 

Bel-Tronics  Corp,  Industrial  Ave,  Addison,  III. 

Bendix  Aviation  Corp.,  Cincinnati  Oiv,  3130  Wasson 
Rd.,  Cincinnati  8,  Ohio. 

Bendix  Aviation  Corp.,  Montrose  Dlv.,  South  Montrose,  Pa. 
Bendix  Aviation  Cotq.,  Pacific  Division,  11600  Sher¬ 
man  Way,  North  Hoflywood,  Calif. 

Bendix  Aviation  Corp.,  Semiconductor  Products,  Red 
Bank  OKr,  201  Westwood  Ave.,  Long  Branch,  N.  J. 
Bendix  Aviation  Corp.,  York  Dhr.,  York,  Pa. 

Bendix  Computer  Division,  Bendix  Aviation  Corp,  3630 
Arbor  Vitae  St.,  Lot  Angeles  43,  Calif. 

Bendix  Radio  Dhrition,  Bendix  Aviation  Corp,  Baltimore 
4,  Md. 

Benmtt  Co.,  Inc.,  R.  P.,  Frederick,  Md. 

Bennett  INfg.  Co,  Alden,  N.  V. 

Benson-Lehner  Co^.,  11930  W.  Olympic  Blvd.,  Los 
Angeles  64,  Calif. 

Bentley-Harris  Mfg.  Co.,  Conshohocken  13,  Pa. 

Berg  Mfg.  Corp,  142  Reno  Ave.,  New  Cumberland,  Pa. 
Bergen  Laboratories,  247  Crooks  Ave.,  Clifton,  N.  J. 
Bergen  Wire  Rope  Co,  436  Gregg  St.,  Lodi,  N.  J. 
Berkshire  Laboratories,  380  Bank  Village,  Greenville, 
N.  H. 

Berman  Laboratories,  112-03  Rockaway  Blvd,  Ozone 
Part  20,  N.  V. 

Bemco  Engineering  Corp.,  2320  S.  Tibbs  Ave.,  Indianapo¬ 
lis,  Ind. 

Bemdt-Bach,  Inc.,  Auricon  Dhr.,  6924  Romaine  St, 
Hollywood  38,  Calif. 

Beryllium  Corp.,  The,  P.  0.  Box  1462,  Reading  Pa. 

Best  Manufacturing  Co,  Inc,  1200  Grove  St,  Irvington 
11,  N.  J. 

Bestcrafi  Products  Co.,  Inc,  626  Broadway,  New  York, 
N  Y 

Beta  Electric  Dlv.  of  Sorensen  Co,  Inc.,  Richards  Ave., 
South  Norwalk,  Conn. 

Beva  Laboratory,  1640  Olden  Ave.,  Ext.,  Trenton  8,  N.  J. 
Biddle  Co,  James  G,  1316  Arch  St,  Philadelphia  7, 
Pa. 

Biggs  Co.  Carl  H,  2223  Barry  Ave.,  West  Los  Angeles 
64,  Calif. 

Bilgran  Gear  &  Machine  Works,  13th  &  Spring  Garden 
Sts.,  Philadelphia,  Pa. 

BUI  Jack  Scientific  Instrument  Co,  P.  0.  Box  C-S, 
Solana  Beach,  Calif. 

Bingham  Mfg.  Co.,  J.  F,  68  Bay  State  Rd,  Lawrence 
Mast. 

Bio-Rad  Laboratories,  800  Delaware  St.,  Berkeley,  Calif. 
Bird  Co.,  Richard  H,  1  Spruce  St.,  WaKham,  Mats. 

Bird  Electronic  Corp,  1800  E.  3ath  St.,  Cleveland  14, 
Ohio. 

Birdair  Structures  Inc.,  280  Larkin  St.,  Buffalo  10,  N.  Y. 
Birmingham  Sound  Reproducers,  Ltd.,  Monarch  Works, 
Old  Hill,  Powke  Lane,  Staffs,  England. 

Bimbach  Radio  Co,  Inc,  143  Hudson  St,  New  York  15, 
N.  Y. 

Birtcher  Corp,  4571  Valley  Bhrd.,  Lot  Angelet  52. 
Calif. 

BItchof  Ole  &  Engraving,  1405  16th  St,  Racine,  Wit. 
Bishop  &  Co,  J,  Platinum  Works,  Malvern,  Pa. 


Bishop  Mfg.  Corp.,  10  Canfield  Rd,  Cedar  Greet,  N.  J. 
Biwax  Corp,  3443  Hoerard  St,  Skokie,  III. 

Blackburn,  Inc.,  P.  W,  67  Main  St.,  Dobbs  Ferry,  N.  V. 
Blackhawk  Engineering  Co.,  Box  146,  Janesville,  WIs. 
Blackstona  Corp,  1111  Allen  St.,  Jamestown,  N.  Y. 
Blake  I  Joluison  Co,  1483  Thomaston  Ave,  Watarvlllo 
48,  Conn. 

Blaw-Knox  Co.,  Blaw-Knox  Bldg.,  300  Sixth  Avt, 
Pittsburgh  22,  Pa. 

Bliley  Electric  Co,  Union  Station  Bldg,  Erie,  Pa. 

Bliss  Electronic  Corf.,  Box  366,  Sussex,  N.  J. 

Blocksom  A  Co.  Michigan  City,  Ind. 

Blonder-Tonguc  Laboratories,  Inc,  9-25  Ailing  St, 
Newark  2,  N.  J. 

Bhidworth  Marine  Dlv,  KearfoU  Co,  Inc.,  82  GoW 
St.,  New  York  38,  N.  Y. 

Blue  M  Electric  Co,  138tb  A  Chatham  St.  Blue 
Island,  III. 

Bodine  Electric  Co,  2300  W.  Bradley  Place,  Chicago  18, 
III. 

Bodnar  Industries,  Inc.,  238  Huguenot  St.,  New  Ro¬ 
chelle,  N.  Y. 

Boehm  Co.,  R.  A.,  38  Brooklyn  Ave.,  Merrick,  N.  Y. 
Boehme,  Inc,  H.  6.,  913  Broadway,  New  York  10,  N.  Y. 
Boesch  Mfg.  Corp.,  Danbury,  Conn. 

Bogart  Mfg.  Corp.,  313  Siegel  St,  Brooklyn  6,  N.  Y. 
Bo^  Co.,  David,  P.  0.  Box  300,  Paramus,  N.  J. 

Bogus  Electric  Mfg.  Co.,  32  Iowa  Ave.,  Paterson  3,  N.  J. 
Bolling  Industries,  Inc.,  1117  N.  Main  Ave,  Scranton 
2,  Pa. 

Bolta  Products  Oiv.,  General  Tire  A  Rubber  Co,  Law¬ 
rence,  Mass. 

Bomac  Laboratories,  Inc,  Salem  Rd.,  Beverly,  Mass. 
Bomyte  Co.,  The,  Green  St.,  Silverdalc,  Pa. 

Bond  Electronics  Corp.,  60  Springfield  Ave.,  Springfield, 

N.  J. 

Bone  Engineering  Corp.,  701  W.  Broadway,  Glendale  4, 
Calif. 

Bonny  Mfg.  Corp,  339  Auburn  St.,  Aubumdale,  Mass. 
Boonton  Electronics  Corp.,  738  Speedwell  Ave,  Morris 
Plains,  N.  J. 

Boonton  Molding  Co.,  Boonton,  N.  J. 

Boonton  Radio  C^.,  Boonton,  N.  J. 

Booth  Co.,  Arthur  E,  263  S.  Alexandria  Ave.,  Las 
Angeles,  Calif. 

Bsots  Aircraft  Nut  Corp.,  Newton  Turnpike,  Norwalk, 
Conn. 

Borden  Chemical  Co.,  A  Oiv.  of  The  Borden  Co.,  330 
Madison  Ave.,  New  York  17,  N.  Y. 

Borden  Co.,  Resinite  Dept.,  Box  1389,  Santa  Barbara, 
Calif. 

Borg  Equipment  Division,  The  George  W.  Borg  Corp., 
120  S.  Main  St,  Janesville.  Wis. 

Borg-Wamer  Corp.,  Pasco  Products  Dlv.,  24700  North 
Miles  Rd.,  Bedford,  Ohio. 

Borthig  Co.,  Inc.,  George  C.,  P.  0.  Box  llA,  East 
Rutherford,  N.  J. 

Boston  Felt  Co,  210  South  St,  Boston  11  ,Mass. 
Boston  Gear  Works  Oiv.  of  Murray  Corp.,  Quincy,  Mass. 
Boston  Insulated  Wire  A  Cable  Co.,  63  Bay  St.,  Boston 
23,  Mast. 

Boulin  Instrument  Corp,  10  First  St,  Pelham,  N.  Y. 
Bourns  Laboratories,  Inc,  P.  0.  Box  2112,  Riverside, 
Calif. 

Bow  Solder  Products  Co.,  Inc.,  231  Freeman  St.,  Brook¬ 
lyn  22,  N.  Y. 

Bov^  Battery  A  Spark  Plug  Co,  Box  1262,  Reading, 
Pa. 

Bowmar  Instrument  Corp.,  8000  Bluffton  Rd.,  Fort 
Wayne,  Ind. 

Boyle  Metalcraft  Corp.,  ISO  Sullivan  St.,  Brooklyn  31, 
N.  Y. 

Bozak  Mfg.  Co.,  R.  T,  The,  Box  866,  Darien,  Cotui. 
Brach  Oiv.  Electronic  Research,  General  Bronze  Corp., 
711  Stewart  Ave,  Garden  City,  N.  Y. 

Bracke-Selb  X-Ray  Co.,  Inc,  16  Pelham  Bay  Park  West, 
Pelham  Manor,  N.  Y. 

Bradford  Components,  Inc.,  Salamanca,  N.  Y. 

Bradley  Industries,  1630-38  N.  Damen  Ave.,  Chicaga 
47,  III. 

Bradley  Labs.,  Inc.,  170  G  Columbus  Ave.,  New  Haven 

11,  Conn. 

Brady  Co.,  W.  H,  727  W.  Glendale  Ave.,  Mllwaukse 

12,  Wis. 

Brainin  Co,  C.  S.,  320  Washington  St.,  Mt.  Vernon, 
N.  Y. 

Bram  Chemical  Co.,  820  6Sth  Ave.,  Philadelphia  26, 

Pa. 

Brand  A  Co,  Inc.,  William,  41  North  St.,  Wlllimantie, 
Conn. 

Branson  Corp.,  South  Jefferson  Rd.,  Whippany,  N.  J. 
Branson  Instruments,  Inc,  1  Brovm  House  Rd,  Stam¬ 
ford  Conn. 

Branson  Ultrasonic  Corp.,  1  Brown  House  Rd.,  Stamford, 
Conn. 

Braun  Tool  A  Instrument  Co.,  Inc,  H.  140  Fifth  Ave., 
Hawthorne,  N.  J. 

Breeze  Corps.,  Inc.,  700  Liberty  Ave.,  Union,  N.  J. 
Breon  Laboratories,  1320  Evergreen  Rd,  Williamsport, 
Pa. 

Brevel  Products  Corp,  601  W.  26th  St,  New  York 
1,  N.  Y. 

Brew  A  Co,  Inc.,  Richard  D,  Concord,  N.  H. 
Bridgeport  Brass  Co.,  30  Grand  St,  Bridgeport,  Conn. 
Bridgeport  Insulated  Wire  Co,  37  Brookfield  Ave, 
Bridgeport  8,  Conn. 

Briggs  Associates  Inc.,  10  Dekalb  St.,  Norristown,  Pa. 
Bright  Radio  Labs.,  Inc.,  Dhr.  of  Howell  Mfg.  Carp, 
Denton  Ave.,  A  4th  St.,  New  Hyde  Park,  N.  Y. 

Bright  Star  Industries,  600  Getty  Ave.,  Clifton,  N.  J. 
Brilhart  Plastics  Corp,  Old  Country  Rd,  Mineola,  N.  Y. 
Brilmayer  Labs,  Inc.,  E.  W,  86  Fulton  St,  Now  York 
38,  N.  Y. 

Bristol  Brass  Co.,  Bristol,  Com. 

Bristol  Co.,  The,  P.  0.  Box  1790  EBG,  Waterbury  80, 
Conn. 

Bristol  Motor  Division,  Vocallna  Company  of  Amarka, 
Inc,  Old  Saybrook,  Com. 
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British  Electronics  Sales  Co.,  Inc.,  Oakland  Garden 
Sta.,  Flushing  64,  N.  Y. 

British  Industries  Coiv.,  80  Shore  Rd.,  Port  Washing* 
ton,  N.  Y. 

British  Insulated  Callender's  Cables  Ltd.,  21  Blooms¬ 
bury  St.,  London,  W.  C.  1,  England. 

British  Radio  Electronics  Ltd.,  1833  Jefferson  Place, 
N.  W.,  Washington  6,  D.  C. 

British  Thomson-Houston  Co.,  Ltd.,  Rugby,  England. 

Broadcast  Equipment  Specialties  Corp.,  P.  0.  Box  149, 
Beacon,  N.  Y. 

Brocker  Laboratories,  P.  0.  Box  967,  Sunnydale,  Calif. 

Brown,  S.  G.,  Div.  of  British  Industries  Corp.,  80 
Shore  Rd.,  Port  Washington,  N.  Y. 

Browning  Laboratories,  Inc.,  Main  St.,  Winchester,  Mass. 

Brubaker  Mfg.  Co.,  Inc.,  9151  Exposition  Orhm,  Los 
Angeles  34,  Calif. 

Bruel  &  Kjaer,  Naerum,  Denmark. 

Bruno-New  York  Industries  Corp.,  460  W.  34th  St., 
New  York  1,  N.  Y. 

Brunswick  Instruments,  P.  0.  Box  813,  New  Brunswick, 
N.  J. 

Brush  Beryllium  Cc.,  The,  4301  Perkins  Ave.,  Cleveland 
3,  Ohio. 

Brush  Instruments  Olv.  of  Clevite  Corp.,  3405  Perkins 
Ave.,  Cleveland  14,  Ohio. 

Bryant  Gaje  &  Spindle  Djv.,  Box  620,  Springfield,  Vt. 

Bruning  Co.,  Inc.,  Charles,  1800  Central  Rd.,  Mt. 
Prospect,  III. 

Brys  Instrument  Co.,  7026  Sixth  Ave.,  Brooklyn  9,  N.  Y, 

Buchanan  Electrical  Products  Corp.,  223  U.  S.  Route  22, 
Hillside,  N.  J. 

Buck  Engineering  Co.,  Inc.,  37-41  Marcy  St.,  Freehold, 
N.  J. 

Buckbee  Mears  Co.,  Toni  Bldg.,  St.  Paul  1,  Minn. 

Buckeye  Bobbin  Co.,  12200  Sprecher  Ave.,  Cleveland  11, 
Ohio. 

Bud  Radio,  Inc.,  2118  E.  5Sth  St.,  Cleveland  3,  Ohio. 

Budd-Stanley  Co.,  Inc.,  43-01  22r^  St.,  Long  Island 
City  1,  N.  Y. 

Budelman  Radio  Corp.,  376  Fairfield  Ave.,  Stamford, 
Conn. 

Buffalo  Electronics  Corp.,  37  Franklin  St.,  Buffalo  2, 
N.  Y. 

Buggie,  Inc.,  H.  H.,  P.  0.  Box  817,  Toledo  1,  Ohio. 

Buhl  Optical  Co.,  1009  Beech  Ave.,  Pittsburgh  33,  Pa. 

Bulova  Research  8t  Development  Labs.,  Inc.,  62-10 
Woodside  Ave.,  Woodside,  N.  Y. 

Bulova  Watch  Co.,  Inc.,  Electronics  Div.,  40-06  62nd 
St.,  Woodside  77,  N.  Y. 

Bureau  of  Engraving,  Inc.,  Industrial  Div.,  500  S. 
Fourth  St.,  Minneapolis  15,  Minn. 

Burgess  Battery  Co.,  Freeport,  III. 

Burke  &  James  Inc.,  321  S.  Wabash  Ave.,  Chicago  4,  III. 

Burken  Lamination  Corp.,  811  Whittier  St.,  Bronx  59, 
N.  Y. 

Burndy  Corporation,  Norwalk,  Conn. 

Burnell  L  Co.,  Inc.,  10  Pelham  Parkway,  Pelham,  N.  Y. 

Burnley  Battery  4i  Mfg.  Co.,  Clay  St.,  North  East,  Pa. 

Burr-Brown  Research  Corp.,  Box  6444,  Tucson,  Ariz 

Burroughs  Corp.,  Electronic  Tube  Div.,  P.  0.  Box  1226, 
Plainfield,  N.  J. 

Burton  Mfg.  Co.,  2520  Colorado  Ave.,  Santa  Monica, 
Calif. 

Bussmann  Mfg.  Div.,  McGraw-Edison  Co.,  University  at 
Jefferson,  St.  Louis  7,  Mo. 

Buyers  Service  Co.,  15612  Euclid  Ave.,  East  Cleveland 
12,  Ohio. 
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CBC  Electronics  Co.,  Inc.,  2601  Howard  St.,  Philadelphia 
33,  Pa. 

CBS-Hytron,  a  Division  of  Columbia  Broadcasting  System, 
Inc.,  100  Endicott  St.,  Danvers,  Mass. 

C  &  0  Batteries,  Inc.,  Conshohocken,  Pa. 

CG  Electronics  Div.  of  Gulton  Industries,  Inc.,  305 
Dallas  St.,  N.E.,  Albuquerque,  N.  M. 

e.G.S.  Laboratories,  Inc.,  391  Ludlow  St.,  Stamford, 
Conn. 

C  &  H  Supply  Co.,  415  E.  Beach  Ave.,  Inglewood  3, 
Calif. 

C  K  Components,  Inc.,  101  Morse  St.,  Newton  58,  Mass. 

C-W  Mfg.  Co.,  Box  2065,  El  Monte,  Calif. 

Cable  Specialists  of  Conn.,  95  Kitts  Lane,  Newington  11, 
Conn. 

Caddell-Burns  Mfg.  Co.,  Inc.,  40  E.  Second  SL,  Mineola, 
N.  Y. 

Cado  Manufacturing  Div.  of  Electromation  Co.,  1646 
Eighteenth  St.,  Santa  Monica,  Calif. 

Cadre  Industries  Corp.,  Box  150,  19  Delaware  Ave., 
Endicott,  N.  Y. 

Caig  Laboratories,  46  Stanwood  Rd.,  New  Hyde  Park, 
N.  Y. 

Calbest  Electronics  Co.,  4801  Exposition  Blvd.,  Los 
Angeles  16,  Calif. 

Cal-Connector  Co.,  7414  Varna  Ave.,  North  Hollywood, 
Calif. 

Caledonia  Electronics  &  Transformer  Co.,  Caledonia,  N,  Y. 

Calidyne  Co.,  The,  120  Cross  St.,  Winchester,  Mass. 

Califone  Corp.,  1041  N.  Sycamore  Ave.,  Hollywood,  38, 
Calif. 

California  Bent  Glass  Corp.,  Torrance,  Calif. 

California  Computer  Products,  3927  W.  Jefferson  Blvd., 
Los  Angeles  16,  Calif. 

California  Magnetic  Control  Corp.,  11922  Valerio  St., 
North  Hollywood,  Calif. 

California  Technical  Industries,  Div.  of  Textron,  Inc., 
1421  Old  County  Rd.,  Belmont,  Calif. 

Calresin  Corp.,  4543  Brazil  St.,  Los  Angeles  39,  Calif. 

Caltron  Products  Co.,  3518  W.  Pico  Blvd.,  Los  Angeles 
19,  Calif. 

Cambridge  Instrument  Co.,  Inc.,  3633  Grand  Central 
Terminal,  New  York  17,  N.  Y. 


Cambridge  Pattern  Works,  Inc.,  55  First  St.,  Cam¬ 
bridge  41,  Mass. 

Cambridge  Thermionic  Corp.,  445  Concord  Ave.,  Cam¬ 
bridge  38,  Mass. 

Camcar  Screw  A  Mfg.  Co.,  Div.  of  Textron  Industries, 
Inc.,  600  Eighteenth  Ave.,  Rockford,  III. 

Camera  Mart  Inc.,  1845  Broadway,  New  York  23,  N.  Y. 
Camloc  Fastener  Corp.,  22  Spring  Valley  Rd.,  Paramus, 

N.  J. 

Campbell  Co.,  Inc.,  Colin,  Westville  Ave.,  Danbury,  Conn. 
Canadian  Marconi  Co.,  2442  Trenton  Ave.,  Montreal  16, 
Quebec. 

Canadian  Radium  A  Uranium  Corp.,  630  Fifth  Ave., 
New  York  20,  N.  Y. 

Cannon  Co.,  C.  F.,  Springwater,  N.  Y. 

Cannon  Electric  Co.,  3208  Humboldt  St.,  Los  Angeles 
31,  Calif. 

Cannon-Muskegon  Corp.,  2875  Lincoln  St.,  Muskegon, 
Mich. 

Canoga  Corp.,  5955  Sepulveda  Blvd.,  Van  Nuys,  Calif. 
Capitol  Machine  Co.,  The,  Switch  Div.,  36  Baimforth  Ave., 
Danbury,  Conn. 

Capps  A  Co.,  Inc.,  20  Addison  Place,  Valley  Stream, 
N.  Y. 

Carad  Corp.,  2850  Bay  Rd.,  Redwood  City,  Calif. 
Carbonneau  Industries,  Inc.,  100  Lexington  Ave.,  S.  W., 
Grand  Rapids,  Mich. 

Carborundum  Co.,  The,  Globar  Plant,  Niagara  Falls, 
N.  Y. 

Carborundum  Co.,  The,  Latrobe  Plant,  Latrobe,  Pa. 
Carborundum  Metals  Co.,  The,  Div.  ^  The  Carborundum 
Co.,  P.  0.  Box  32,  Akron,  N.  Y. 

Cardwell  Co.,  Allen  D.,  The  97  Whiting  St.,  Plainview, 
Conn. 

Carling  Electric  Inc.,  505  New  Park  Ave.,  West  Hartford 
10,  Conn. 

Carlson  A  Nicholson,  Inc.,  497  Maynard  Drive,  Buffalo 
21,  N.  Y. 

Carmac  Aviation,  7231  Coldwater  Canyon  Blvd.,  North 
Hollywood,  Calif. 

Carmer  Industries,  Inc.,  22  N.  26th  St.,  Kenilworth, 
N.  J. 

Carol  Cable  Div.  of  Crescent  Co.,  Inc.,  20  Central 
Ave.,  Pawtucket,  R.  1. 

Carol  Electronics  Corp.,  315  W.  Stephen  St.,  Martlns- 
burg,  W.  Va. 

Carpenter  Mfg.  Co.,  Inc.,  P.  0.  Box  217,  Highbridge 
Rd.,  DeWitt  14,  N.  Y. 

Carpenter  Steel  Co.,  142  West  Bern  St.,  Reading,  Pa. 
Carpenter  Steel  Co.,  Webb  Wire  Dhr.,  New  Brunswick, 
N.  J. 

Carroll  Pressed  Metal  Co.,  133  Dewey  St.,  Worcester, 
Mass. 

Carron  Mfg.  Co.,  415  S.  Aberdeen  St.,  Chicago,  III. 
Carter  Mfg.  Corp.,  23  Washington  St.,  Hudson,  Mass. 
Carter  Motor  Co.,  2746  W.  George  St.,  Chicago  18, 
III. 

Carter  Parts  Co.,  3401  Madison  St.,  Skokie,  III. 

Cascade  Research  Div.  of  Monogram  Precision  Industries, 

lnc. ,  53  Victory  Lane,  Los  Gatos,  Calif. 

Cash  Valve  Mfg.  Corpn.,  A.  W.,  6625  E.  Wabash, 
Decatur,  III. 

Cass  Machine  Co.,  691  Antoinette  St.,  Detroit  2,  Mich. 
Cast  Optics  Corp.,  123-125  Newman  St.,  Hackensack, 
N.  J. 

Catalin  Corp.  of  America,  1  Park  Ave.,  New  York  16, 
N.  Y. 

Cavltron  Electron  Oscillator  Co.,  Div.  of  Short  Wave 
Plastic  Forming  Co.,  335  N.  Newport  8lvd.,  Newport 
Beach,  Calif. 

Cawkell  Electrical  Engineering,  A.  E.,  80  Shore  Rd., 
Port  Washington,  N.  Y. 

Cedar  Engineering  Div.  of  Control  Data  Corp.,  5806  W. 

36th  St.,  Minneapolis  16,  Minn. 

Celanesc  Corp.  of  America,  Plastics  Div.,  744  Broad  St., 
Newark  2,  N.  J. 

Celco  Constantine  Engineering  Laboratories  Co.,  P.  0. 
Box  555,  Mahwah,  N.  J. 

Ccllusuede  Products,  Inc.,  540  N.  Madison  St.,  Rockford, 
III. 

Central  Coll  Co.,  1720  N.  Luett  St.,  Indianapolis  22, 

lnd. 

Central  Electronic  Manufacturers  Inc.,  2  RIchwood  Place, 
Denville,  N.  J. 

Central  Research  Laboratories,  Inc.,  Red  Wing,  Minn. 
Central  Scientific  Co.,  1700  Irving  Park  Rd.,  Chicago  13, 
III. 

Central  Screw  Co.,  3501  Shields  Ave.,  Chicago  9,  III. 
Central  Transformer  Co.,  910  W.  Jackson  Bhra.,  Chi¬ 
cago,  III. 

Centralab  Div.,  Globe-Union  Inc.,  914Y  E.  Keefe  Ave., 
Milwaukee  1  Wis 

Century  Electric  Co.,  1806  Pine  St.,  St.  Louis  3,  Mo. 
Century  Electronics  A  Instruments,  Inc.,  P.  0.  Box 
6216,  Pine  Station,  Tulsa  10,  Okla. 

Century  Plating  Co.,  229  Ferris  Ave.,  White  Plains, 
N.  Y. 

Ceramaseal,  Inc.,  Box  25,  New  Lebanon  Center,  N.  Y. 
Cermaseal  Industries,  Inc.,  150  Pine  St.,  Montclair,  N.  J. 
Ceramet  Corp.,  475  W.  216th  St.,  New  York  34,  N.  Y. 
Cerberus  GmbH.,  Bad  Ragaz,  Switzerland. 
Chadwick-Helmuth  Co.,  472  E.  Duarte  Rd.,  Monrovia, 
Calif. 

Channel  Master  Co.,  Ellenville,  N.  Y. 

Chart-Pak,  Inc.,  Leeds,  Mass. 

Chase  Brass  A  Copper  Co.,  Inc.,  236  Grand  St.,  Water- 
bury  20,  Conn. 

Chase  Electronics  Inc.,  82-31  51st  Ave.,  Elmhurst,  N.  Y. 
Chase-Shawmut  Co.,  Newburyport,  Mass. 

Chassis-Trak  Co.,  Inc.,  525  S.  Webster  Ave.,  Indian¬ 
apolis  19,  Ind. 

Chatillon  A  Sons,  John,  85  Cliff  St.,  New  York  38,  N.  Y. 
Chemalloy  Electronia  Corp.,  Gillespie  Field,  Santee,  Calif. 
Chemfab  Corp.,  40-30  23rd  St.,  Long  Island  City  1, 
N.  Y. 

Chemical  Div.  of  Engelhard  Industries,  Inc.,  113  Astor 
St.,  Newark  5,  N.  J. 


Chemical  Products  Corp.,  King  Philip  Rd.,  East  Provi¬ 
dence,  R.  1. 

Chemplast  Inc.,  3  Central  Ave.,  East  Newark,  N.  J. 
Chesapeake  Instrument  Corp.,  Shadyside,  Md. 

Chester  Cable  Corp.,  Sub.  of  Miami  Capper  Co.,  Hill  St., 
Chester,  N.  Y. 

Chester  Laboratories,  Box  646,  Devon,  Pa. 

Chicago  Aerial  Industries,  1980  N.  Hawthorne,  Melrose 
Park,  III. 

Chicago  Condenser  Corp.,  3255  W.  Armitage  Ave.,  Chi¬ 
cago  47,  III. 

Chicago  Die  Mold  Dhr.  of  U.  S.  Rubber  Co.,  4300  New 
Haven  Ave.,  Fort  Wayne  4,  Ind. 

Chicago  Electronic  Engineering  Co.,  3223  W.  Armitage 

Ave.,  Chicago  47,  III. 

Chicago  Electronic  Laboratories,  1214  W.  Madison  St., 

Chicago  7,  III. 

Chicago  Expansion  Bolt  Co.,  1338  W.  Concord  Place,  Chi¬ 
cago  22,  III. 

Chicago  Magnetic  Control  Co.,  1616  Damon  Ave.,  Chi¬ 
cago,  III. 

Chicago  Miniature  Lamp  Works,  1500  N.  Ogden  Ave., 
Chicago  10,  III. 

Chicago  Rivet  A  Machine  Co.,  Bellwood,  III. 

Chicago  Standard  Transformer  Corp.,  3501  W.  Addison 
St.,  Chicago  18,  III. 

Chicago  Telephone  Supply  Corp.,  1142  W.  Beardsley 
Ave.,  Elkhart,  Ind. 

Christie  Electric  Corp.,  3410  W.  67th  St.,  Lot  Angeles 
43,  Calif. 

Churchill  Lighting  Corp.,  344  Franklin  St.,  Melrose  76, 
Matt. 

CIba  Co.,  Inc.,  Plastics  Div.,  Kimberton,  Pa. 

CImeo  Wire  A  Cable  Co.,  303  Crescent  Ave.,  Allendale, 
N.  J. 

Cinch  Mfg.  Corp.,  1026  S.  Homan  Ave.,  Chicago  24,  III. 
Cincinnati  Sub-Zero  Products,  3930-E-8  Reading  Rd., 
Cincinnati  29,  Ohio. 

Cinema  Engineering  Div.,  Aerovox  Corp.,  1100  Chest¬ 
nut  St.,  Burbank,  Calif. 

Cinema-Television,  Ltd.,  Worsley  Bridge  Rd.,  London, 

5.  E.  26,  England. 

CIrcon  Component  Co.,  Santa  Barbara  Municipal  Airport, 
Goleta,  Calif. 

Circuit  Instruments,  Inc.,  2801  Anvil  St.  North,  P.  0. 

Box  1438,  St.  Petersburg,  Fla. 

Clalrex  Corp.,  50  W.  26th  St.,  New  York  10,  N.  Y. 
Clare  A  Co.,  C.  P.,  3101  Pratt  Blvd.,  Chicago  45,  III. 
Clark  Controller  Co.,  1146  E.  152nd  St.,  Cleveland  10, « 
Ohio. 

Clark  Crystal  Co.,  Farm  Rd.,  Marlboro,  Mast. 

Clark  Electronic  Labs.,  Box  165,  Palm  Springs,  Calif. 
Clarkson  Labs.,  Inc.,  919  N.  9th  St.,  Philadelphia  23. 
Pa. 

Claroitat  Mfg.  Co.,  Inc.,  Dover,  N.  H. 

Clary  Corp.,  San  Gabriel,  Calif. 

Clauss  Cutlery  Co.,  Fremont,  Ohio. 

Clear  Beam  Television  Antenna  Co.,  21341  Roscoe  Blvd., 
Canoga  Park,  Calif. 

Clearprint  Paper  Co.,  1482  67th  St.,  Emeryville,  Calif. 
Clegg  Laboratories  Div.  of  Clegg,  Inc.,  Hanover  A  Ridge- 
dale  Aves.,  Morristown,  N.  J. 

Cleveland  Container  Co.,  The,  6201  Barberton  Ave., 
Cleveland  2,  Ohio. 

Cleveland  Electronics,  Inc.,  1974  E.  61st  St.,  Cleve¬ 
land  3,  Ohio. 

Cleveland  MeuI  Specialties  Co.,  1783  E.  21st  St., 
Cleveland  14,  Ohio. 

Clevite  Corp.,  Texas  Div.,  3732  Wertheimer  Rd.,  Houston 

6,  Texas. 

Clevite  Electronic  Components  Olv.  of  Clevite  Corp., 
3312  Perkins  Ave.,  Cleveland  14,  Ohio. 

Clevite  Transistor  Products,  A  Div.  of  Clevite  Corp.,  241- 
257  Crescent  St.,  Waltham  54,  Mass. 

Clifford  Mfg.  Co.,  Grove  St.,  WaHham,  Mass. 

Clifton  Mfg.  Co.,  Inc.,  20  N.  Springfield  Rd.,  Clifton 
Heights,  Pa. 

Clifton  Precision  Prodticts  Co.,  Inc.,  9014  West  Chester 
Pike,  Upper  Darby,  Pa. 

Cline  Electric  Mfg.  Co.,  3405  W.  47th  St.,  Chicago,  III. 
Clippard  Instrument  Laboratory,  Inc.,  7350-90  Colerain 
Rd.,  Cincinnati  24,  Ohio. 

Clough-Brengle  Co.,  6014  N.  Broadway,  Chicago,  Illinois. 
Clover  Industries,  Inc.,  584  Young  St.,  Tonawanda,  N.  Y. 
Coast  Colt  Co.,  5333  W.  Washington  Blvd.,  Lot  Angeles 
16,  Calif. 

Coaxial  Connector  Co.,  Inc.,  37  North  2nd  Ave.,  Mt.  Ver¬ 
non,  N.  Y. 

Cobehn,  Inc.,  226  Passaic  Ave.,  Caldwell,  N.  J. 
Cohan-Epner  Co.,  Inc.,  142  W.  14th  SL.  New  York  11, 
N.  Y. 

Cohn  Corp.,  Sigmund,  121  S.  Columbus  Ave.,  Mt.  Vernon, 
N.  Y. 

Coll  Company  of  America,  Inc.,  220  Washington  St., 
Northvale,  N.  J. 

Coll  Winders,  Inc.,  100  New  York  Ave.,  Westbury,  N.  Y. 
Coll  Winding  Equipment  Co.,  109  Audrey  Ave.,  Oyster 
Bay,  N.  Y. 

Collcr^t,  Inc.,  Cary,  III. 

Coils-Electronlcs  Co.,  2939-49  N.  2nd  St.,  Philadelphia 
33,  Pa. 

Colber  Corp.,  The,  26  Buffington  St.,  Irvington,  N.  J. 

Cole  Radio  Works,  86  Westville  Ave.,  Caldwell,  N.  J. 
Coleman  Engineering  Co.,  Inc.,  3500  Torrance  Blvd., 
Torrance,  ^llf. 

Coleman  Instruments,  Inc.,  318  Madison  St.,  May- 
wood,  III. 

Collaro,  Ltd.,  (Rockbar  Corp.),  650  Halstead  Ave.. 
Mamaroneck,  N.  Y. 

Collectron  Corp.,  304  E.  45th  St.,  New  York  17,  N.  Y. 
Collins  Corp.,  G.  L.,  2820  E.  Hullet  St.,  Long  Beach  5, 
Calif. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa. 

Collyer  Insulated  Wire  Co.,  249  Roosevelt  Ave.,  Paw¬ 
tucket,  R.  I. 

Colman  Tool  A  Machine  Co.,  P.  0.  Box  7026,  Amarillo, 
Texas. 
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Colorado  Resevch  Corp.,  4647  E.  Evant  Avt.,  Dcnvci  4.^, 
Coh). 

Colortone  Elcctronla,  Inc.,  200  Frank  Rd.,  Hlcksvllla, 

N.  V. 

Columbia  Electric  Mfg.  Co.,  4914  Hamilton  Avt.,  N.  E., 
Clevtiand  14,  Ohio. 

Columbia  Mttal  Box  Co.,  260  E.  149rd  St.,  New  York, 

N.  Y. 

Columbia  Recordt,  Inc.,  744  Seventh  Ave.,  New  York  14, 

N.  V. 

Columbia  Technical  Corp.,  61-02  31  Avt.,  Woodtidt 
77,  N.  Y. 

Columbia  Wirt  A  Supply  Co.,  2850  Irving  Park  Rd., 
Chicago  18,  III. 

Columbian  Carbon  Co.,  Mapico  Color  Unit,  380  Madison 
Ave.,  New  York  17,  N.  Y. 

Columbus  Electroniu  Corp.,  1010  Saw  Mill  River  Rd., 
Yonkers,  N  Y. 

Colvin  Laboratories,  Inc.,  364  Glenwood  Avt.,  East 
Orange,  N.  J. 

Comar  Electric  Co.,  3344  W.  Addison  St.,  Chicago  18, 

III. 

Combustion  Control  DIv.,  Electronics  Corp.  of  America, 

77  Broadway,  Cambridge  42,  Mass. 

Comco  Plastics,  Inc.,  97-24  Albert  Rd.,  Oione  Park  17, 

N.  Y. 

Comet  Co.,  72,  Waldeggstrasse,  Llebfeld/Bernt,  Switier- 
land. 

Cominco,  Metal  Sales  Oiv.,  219  St.  James  St.,  W., 
Montreal,  Canada. 

Commercial  Plastics  Co.,  445  George  St.,  Chicago  14,  III. 
Commercial  Plastics  &  Supply  Corp.,  630  Broadway, 
New  York  12,  N.  Y. 

Communication  Accessories  Co.,  U.  S.  Highway  50  &  71 
By-Pass,  Lee's  Summit,  Mo. 

Communication  Measurements  Lab.  Inc.,  350  Leland 
Ave.,  Plainfield,  N.  J. 

Communication  Products  Co.,  Inc.,  Marlboro,  N.  J. 
Communications  Co.,  Inc.,  300  Greco  Ave.,  Coral  Gables 

34,  Fla. 

Community  Engineering  Corp.,  Box  824,  State  College,  Pa. 
Compact  Controls  Co.,  1633-35  N.  Halstead  St.,  Chicago 
14,  III. 

Computer  Control  Co.,  Inc.,  42  Broad  St.,  Wellesley 
57,  Mass. 

Computer  Engineering  Associates,  Inc.,  350  Halstead, 
Pasadena,  Calif. 

Computer  Instruments  Corp.,  42  Madison  Avt.,  Hempstead, 

N.  Y. 

Computer-Measurements  Corp.,  5528  Vineland  Ave.,  North 
Hollywood,  Calif. 

Conant  Labs.,  6500  0  St.,  Lincoln  9,  Nebraska. 

Concord  Control  Inc.,  1282  Soldiers  Field  Rd.,  Boston 

35,  Mass 

Condenser  Machinery  Co.,  Stamford,  Conn. 

Condenser  Products  Oiv.,  New  Haven  Clock  A  Watch  Co., 
140  Hamilton  St.,  New  Haven,  Conn. 

Condenser  Researth  Corp.,  P.  0.  Box  161,  715  S.  Oestlng 
St.,  Seymotir,  Ind. 

Condor  Radio  Mfg.  Co.,  4068  E.  Paseo  Grande,  Tucson 
12,  Aril. 

Conductorlab,  Groton,  Conn. 

Conn  Ltd.,  C.  6,  1101  E.  Beardsley  Avt.,  Elkhart,  Ind. 
Connecticut  Hard  Rubber  Co.,  407  East  St.,  New  Haven 
4,  Conn. 

Connecticut  Telephone  A  Electric  Corp.,  70  Britannia 
St.,  Meriden,  Conn. 

Connector  Corp.  of  America,  3223  Burton  Ave.,  Burbank, 
Calif. 

Conrac,  Inc.,  Glensfora,  Calif. 

Conrad,  Inc.,  141  Jefferson  St.,  Holland,  Mkh. 

Conrad  A  Moser,  2  Borden  Ave.,  Long  Island  City  1, 
N.  Y. 

ConRay  Corp.,  24  W.  Apple  St.,  Dayton  2,  Ohio. 
Consolidated  Avionics  Corp.,  800  Shames  Drive,  West* 
bury,  N.  Y. 

Consolidated  Controls  Corp  ,  6  Durant  Ave.,  Bethel,  Conn 
Consolidated  Electrodynamics  Corp.,  300  N.  Sierra 
Madre  Villa.  Pasadena  15,  Calif. 

Consolidated  Molded  Products  Corp.,  Scranton  2,  Pa. 
Consolidated  Radio  Products  Co.,  350  W.  Erie  St., 
Chicago  10,  III. 

Cortsolloated  Resistance  Co.  of  America  Inc.,  44  Prospect 
St.,  Yonkers,  N.  Y. 

Consolidated  Wire  A  Associated  Companies,  1635  S. 

Clinton  St.,  Chicago  16.  Illinois. 

Constantin  A  Co.,  L.  L.,  Route  #46,  Lodi,  N.  J. 
Contacts,  Inc.,  1100  Silas  Deane  Highway,  Wethersfield, 
Conn. 

Continental  Can  Co.,  Inc.,  100  E.  42nd  St.,  New  York 
17,  N.  Y. 

Continental  Carbon  Div  of  Wirt  Co.,  5221  Greene  St., 
Philadelphia  44,  Pa. 

Continental  Communications,  Inc.,  452  W.  Chicago  Ave., 
Chicago  10.  III. 

Continental  Connector  Corp.,  34-63  56th  St.,  Woodside 
77,  N.  Y. 

Continental-Diamond  Fibre  Corp.,  Newark  100,  Delaware. 
Continental  Electric  Co.,  6  N.  Michigan  Ave.,  Chicago  2, 
III. 

Continental  Electric  Co.,  Inc.,  334  Ferry  St.,  Newark 
5,  N.  J. 

Continental  Electronics  Mfg.  Co.,  4212-20  S.  Buckner 
Blvd.,  Dallas  27,  Texas. 

Continental  Felt  Co.,  22  W.  ISth  St.,  New  York  11, 
N.  Y. 

Continental  Manufacturing,  Inc.,  1612  California  St., 
Omaha,  Neb. 

Continental  Wire  Sales  Corp.,  Wallingford,  Conn. 
Control,  a  Div.  of  Magnetics,  Inc.,  P.  0.  Box  341, 
Butler,  Pa. 

Control  Corp.,  718  Central  Ave.,  Minneapolis  14,  Minn. 
C^trol  Devices,  Inc.,  8244  E.  Nine  Mile  Rd.,  Van  Dyke, 
Mich. 

Control  ElKtronics  Co.,  Inc.,  1425  New  York  Ave., 
Huntington  Station,  N.  Y, 

Control  Products,  Inc.,  306  Sussex  St.,  Harrison,  N.  J. 
Controlled  Atmosphere  Enclosuref  Corp.,  230-11  141tt 
Ave.,  Springfield  Gardens  13,  N.  Y. 


Cook  Ceramic  Mfg.  Co.,  SOI  Prospect  St.,  Trenton  1, 

N.  J. 

Cook  Co.,  Frank  R.,  36  S.  Santa  Ft  Drive,  Denver  23, 
Colo. 

Cook  Electric  Co.,  2700  Southport  Ave.,  Chicago  14,  HI. 

Cook  Laboratories,  101  Second  St.,  Stamford,  Conn. 

Co-Operative  Industries,  Inc.,  100  Oakdale  Rd.,  Chester, 

N.  J. 

Cooper  A  Sons,  Inc.,  Joseph  B.,  25  W.  47th  St.,  New 
York  36,  N.  Y. 

Coots  Porcelain  Co.,  600  Ninth  St.,  Golden,  Colo. 

Copperweld  Steel  Co.,  Wire  A  Cable  Oiv.,  Glassport,  Pa. 

Coradio,  Inc.,  146  Albion  Ave.,  Paterson,  N.  J. 

Corbett  Science  Laboratories,  F.  W.,  3117  Venice  Blvd., 
Los  Angeles  14,  Calif. 

Cords  Ltd.,  Div.  of  The  Essex  Wire  Corp.,  1601  Wall 
St.,  Fort  Wayne,  Ind. 

Cornell-Dubilier  EIcctrk  Corp.,  South  Plainfield,  N.  J. 

Corning  Glass  Works,  Corning,  N.  Y. 

Cornish  Wire  Co.,  50  Church  St.,  New  York  7,  N.  Y. 

Corrugated  Paper  Products,  Inc.,  2233  Utica  Ave., 
Brooklyn  34,  N.  Y. 

Corry-Jamestown  Mfg.  Co.,  Corry,  Pa. 

Corson  Electric  Mfg.  Corf.,  540  34th  St.,  Union  City, 

N  J. 

Cortland  Industries,  Inc.,  4545  Cortland  St.,  Chicago  34, 
III. 

Cosa  Corp.,  405  Lexington  Ave.,  New  York  17,  N.  Y. 

Cosmic  Instruments,  Inc.,  50  Broadway,  New  York  4, 

N  Y. 

Cosmk  Radio  Corp.,  853  Whittier  St.,  New  York  54, 
N.  Y. 

Cossor  (Canada)  Ltd.,  301-303  Windsor  St.,  Halifax, 
N.  $.,  Canada. 

Coto-Coil  Co.,  Inc.,  65  Pavilion  Ave.,  Providence  5, 
R.  I. 

Cottrell  Paper  Co.,  Inc.,  Fall  River,  Mass. 

Couch  Ordnance,  Inc.,  Relay  Div.,  3  Arlington  St.,  North 
Ouincy,  Mass. 

Counting  Instruments,  Ltd.,  5,  Elstree  Way,  Borehani 
Wood,  Hertfordshire,  England. 

Cox  A  Co.,  Inc.,  115  E.  23rd  St.,  New  York  10,  N.  Y. 

Craig  Systems,  Inc.,  360  Merrimack  St.,  Lawrence,  Mass. 

Cramer  Controls  Corp.,  Box  13,  CenterbroolL  (>)nn. 

Cramer  Posture  Chair  Co,  1205  Charlotte  St.,  Kansas 
City  6,  Mo. 

Crane  Packing  Co.,  6402  Oakton  St.,  Morton  Grove,  III. 

Cratei  Mfg.  Co.,  1600  Rollins  Rd.,  Burlingame,  Calif. 

Creative  Electronics  Corp.,  44  Lincoln  Ave.,  Stanford, 
Conn. 

Crescent  Engineering  A  Research  Co,  5440  N.  Peck  Rd., 
El  Monte,  Calif. 

Crest  Transformer  Corp.,  1834-36  W.  North  Avf.,  Chi¬ 
cago  22,  III. 

Crittenden  Transformer  Co.,  1220  Nadeau  St.,  Los 
Angeles,  Calif. 

Croname,  inc.,  1747  Grace  St.,  Chicago  13,  III. 

Cro-Plata  Co.,  Inc.,  The,  747  Windsor  St.,  Hartford  1, 
Conn. 

Crosby  Labs.,  Inc.,  Box  233,  Robbins  Lane,  Hicksville, 
N.  Y 

Crosby-Laughlln  Division,  P.  0.  Box  570,  Fort  Wayne, 
Ind. 

Cross  Co.,  H.,  15  Beekman  St.,  New  York  38,  N.  Y. 

Crown  Industrial  Promts  Co.,  713  Amsterdam  Ave., 
Woodstock,  III. 

Crucible  Steel  Co.,  of  America,  Henry  w.  Oliver  Bldg., 
P.  0.  Box  2518,  Pittsburgh  30.  Pa 

Cryco,  Inc.,  1138  Mission  St.,  South  Pasadena,  Calif. 

Crystal-X  Corp.,  403  Lenni  Rd.,  Lenni  Mills  2,  Pa. 

Cubic  Corp.,  5575  Kearny  Villa  Rd„  San  Diego  11,  Calif. 

Cudner  A  O'Connor  Co.,  4035  W.  KInaie  Ave.,  Chicago 
24,  III. 

Cunningham  Industries,  Inc.,  56  Hubbard  Ave.,  Stamford, 
Coon. 

Cunningham  Son  A  Co.,  Inc.  James,  33  Litchfield  St., 
Rochester,  N.  Y. 

Curtis  Oevelosment  A  Mfg.  Go.,  3226  N.  33rd  St., 
Milwaukee  16,  Wis. 

Curtis  Universal  Joint  Co.,  14  Birnie  Ave.,  Springfield, 

Mass 

Curtiss-Wright  Corp.,  Electronics  Div.,  631  Central 
Ave.,  Carlstadt,  N  J. 

Custom  Components.  Inc.,  Caldwell,  N.  J. 

Custom  Gear  Co.,  648  College  St.,  South  Bend  28,  Ind. 

Cutler-Hammer,  Inc.,  411  N.  12th  St.,  Milwaukee  1, 
Wit. 

Cutler  Metal  Products  Co.,  1025  Line  St.,  Camden,  N.  J. 

Cybergor,  Inc.,  Electronics,  1705  W.  135th  St.,  Gardena, 
Calif. 

Cycle  Transformer  Corp,  354  Glenwood  Ave.,  East 
Orange,  N.  J. 

Cyclotron  Specialties  Co.,  Moraga  8,  Calif. 
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OAR,  Ltd.,  402  E.  Gutierru  St.,  P.  0.  Box  1500, 
Santa  BarlMra,  Calif 

OAR  Plastic  Welders  Inc.,  Harardville,  Conn. 

DX  Radio  Products  Co.,  Inc.,  2300  Armitage  Ave.,  Chi¬ 
cago  47,  III. 

Daco  Instrument  Co.,  Tilllary  A  Prince  Sts.,  Brooklyn  1, 
N  Y. 

Dage  Electric  Co.,  67  N.  Second  St.,  Beech  Grove,  Ind. 

Dage  Television  Div.  of  Thompson  Promts,  Inc.,  W.  10th 
St.,  Michigan  City,  Ind. 

Dahlstrom  Metallic  Door  Co.,  Jamestown,  N.  Y. 

Dale  Products,  Inc.,  Box  136,  Columbus,  Neb. 

Dallont  Laboratories,  Inc.,  5066  Santa  Monica  Blvd., 
Lot  Angeles  24,  Calif. 

Dalmo  Victor  Co.,  Div.  of  Textron,  Inc.,  1515  Industrial 
Way,  Belmont,  Calif. 

Dalmore  Corp.,  47  Prospect  St.,  Woburn,  Mass. 

Dalmotor  Co.,  1375  Clay  St.,  Santa  Clara,  Calif. 

Dalmotron  Co.,  534  Laurel  St.,  San  Carlos,  Calif. 


Dalweld  Co.,  Inc.,  15  Bertel  Ave.,  Mount  Vernon,  N.  Y. 
Oampp-Chaser,  Inc.,  P.  0.  Box  520,  Hendersonville, 

N.  C. 

Danbury- Knudsen  Div.  of  Amphenol  Electronics  Corp^ 

P.  0.  Box  170,  Danbury,  Conn. 

Dane  Electronic  Labs.,  Inc^  P-  0.  Box  204,  Salem, 
Mass. 

Dano  Electric  Co.,  Main  St.,  Winstad,  Conn. 

Dante  Electric  Mfg.  Co.,  Bantam,  Conn. 

Darco  In^tries,  Inc.,  Gyro  Dynamics  Div.,  2151  E. 

Rosencrans  Ave.,  El  Segimdo,  Calif. 

Datascan  Inc.,  48  Notch  Rd.,  Little  Falls,  N.  J. 

Datran  Electronics,  1836  Rosencrans  Ave.,  Manhattan 
Beach,  Calif. 

Daubert  Chemical  Co.,  333  N.  Michigan  Ave.,  Chicago 

1,  111. 

Daven  Co.,  Route  10,  Livingston,  N.  J. 

Davies  Laboratories  Div.,  Minneapolis-Honeywell  Regu¬ 
lator  Co.,  10721  Hanna  St.,  Beltsville,  Md. 

Davies  Molding  Co.,  Harry,  1428  N.  Wells  St.,  Chicago 
10,  III. 

Davis  Electric  Co.,  Cape  Girardeau,  Mo. 

Davis  Electronics,  P.  0.  Box  1247,  4002  Burbank  Blvd., 
Burbank,  Calif. 

Davis-K  Products  Co.,  135  W.  24th  St.,  New  York  1, 

N.  Y. 

Davison  Chemical  Co.,  Div.  of  W.  R.  Grace  A  Co.,  Box 
488,  Pompton  Plains,  N.  J. 

Daystrom  Electric  Corp.,  807  Main  St.,  Poughkeepsie, 

N.  Y. 

Daystrom  Instrument,  Archbald,  Pa. 

Daystrom  Pacific  Div.  of  Daystrom,  Inc.,  4320  Lincoln 
Blvd.,  Los  Angeles  45,  Calif. 

Daystrom  Systems  Div  of  Daystrom,  Inc.,  5640  La  Jolla 
Blvd.,  La  Jolla,  Calif. 

Daystrom  Transicoil  Corp.,  Worcester,  Montgomery 
Osunty,  Pa 

Daytronlc  Corp.,  216  S.  Main  St.,  Dayton,  Ohio. 
Dearborn  Electronic  Laboratories,  1421  N  Wells  St., 
Chicago  10.  HI. 

Decade  Instrument  Co.,  Box  153,  Caldwell,  N.  J. 
Decatur  Electronics  Industries  Corp.,  203  Orinco  Drive, 
Brightwater,  N.  Y. 

De  Coursey  Engineering  Lab.,  11828  W.  Jefferson  Blvd., 
Culver  City,  Calif. 

Dee  Electric  Co.,  1101  N.  Paulina  St.,  Chicago  22, 
HI. 

Defiance  Engineering  A  Microwave  Corp.,  Box  488,  Bev¬ 
erly  Airport,  Beverly,  Mass. 

Delta  Co.,  S.  J.,  4  E.  Wesley  St.,  South  Hackensack. 

N.  J. 

Dejur-Amsco  Corp.,  Northern  Blvd.  at  45th  St.,  Long 
Island  City  1,  N.  Y. 

Del  Electronics  Corp.,  521  Homestead  Ave.,  Mt.  Vernon, 

N  Y. 

Delaware  Products  Co.,  300  Broadway,  Camden  3, 

N.  J. 

Delco  Radio  Division,  General  Motors  Corp.,  700  E.  Firmln 
St.  Kokomo,  Ind. 

Delevan  Electronics  Corp.,  Roycroft  Campus,  East  Au¬ 
rora,  N.  Y. 

Dell  Optics  Co.,  Ltd.,  327  55th  St.,  West  New  York, 

N  J 

Delmhorst  Instrument  Co.,  601  Cedar  St.,  Boonton, 
N.  J. 

Delta  Chemical  Works,  21  W.  60th  St.,  New  York, 
N.  Y. 

Deitime,  Inc.,  608  Fayette  Ave.,  Mamaroneck,  N.  Y. 
Deltron,  Inc.,  2405  N.  Leithgow  St.,  Philadelphia  33. 
Pa. 

Deltronlc  Corp.,  1507  Riverside  Drive,  Los  Angeles  31, 
Calif. 

DeLuie  Coils,  Inc.,  Wabash,  Ind. 

De  Mornay-Bonardi,  780  S  Arroyo  Parkway,  Pasadena, 
Calif 

Demolab  Corp.,  1550  N.  Highland  Ave.,  Hollywood,  Calif. 
Denison  Engineering  Div.,  American  Brake  ShM  Co., 
1160  Dublin  Rd.,  Columbus  16,  Ohio. 

Denson  Electronics  Corp.,  Ellington,  Comw 
Derringer  Metallurgical  Corp.,  8131  Monticello  Ave., 
Skokie,  HI. 

Design  Tool  Corp.,  80  Washington  St.,  New  York  6, 
N.  Y. 

Despatch  Oven  Co.,  Minneapolis,  Minn. 

Detroit  Controls  Div.  of  American-Standard,  100  Morst 
St.,  Norwood.  Mass. 

Detroit  Diesel  Engine  Oiv.  of  General  Motors  Corp, 
13400  W.  Outer  Drive,  Detroit  28,  Mich. 

Detronic  Industries.  33840  Plymouth  Rd.,  Livonia,  Mich. 
Deutsch  Co.,  The,  Electrical  Connector  Oiv.,  7000  Ava¬ 
lon  Blvd.,  Los  Angeles  3,  Calif. 

Devco  Engineering  Inc.,  P.  0.  Box  387,  Caldwell,  N.  J. 
Development  Engineering  Co.,  Inc.,  4  Cross  St.,  Norwalk, 
Conn. 

Devtron  Engineering,  1  Winslow  St.,  Redwood  City, 
Calif. 

Dewey  A  Almy  Chemical  Co.,  Div.  of  W.  R.  Grace  A 
Co.,  62  Whittemore  Ave.,  Cambridge  40,  Mass. 

DeWitt  Development  Co.,  3008  W.  127th  St.,  Blu* 
Island,  HI. 

Dial  Products  Co.,  4  Avenue  E,  Bayonne,  N.  J. 
Dialight  Corporation,  60  Stewart  Ave.,  Brooklyn  37, 
N.  Y. 

Diamond  Antenna  A  Microwave  Corp.,  7  North  Ave., 
Wakefield,  Mass. 

Diamond  Drill  Carbon  Co.,  The,  244  Madison  Ave., 
New  York  16,  N.  Y. 

Diamond  Electronics  Corp.,  64  White  St.,  New  York 
13,  N  Y 

Diamond  Power  Specialty  Corp.,  Lancaster,  Ohio. 
Diamond-Union  Stamp  Works,  81  Washington  St., 
Boston  8,  Mass. 

Diamond  Wire  A  Cable  Co.,  Sycamore,  HI. 

Diamonite  Products  Mfg.  Co.,  Div.  of  U.  S.  Ceramic 
Tile  Co.,  1232  Cleveland  Ave.,  N.  W.,  Canton  2,  Orio. 
Dice  Co.,  J.  W.,  Englewood,  N.  J. 

Dictaphone  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

Diehl  Mfg.  Co.,  1124  Finderne  Ave.,  Somerville,  N.  J. 
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Dielectric  Materials  Ca.,  531S>17  N.  Ravenswood  Avc., 
Chicago  40,  III. 

Dielectric  Products  Engineering  Co.,  Inc.,  Raymond, 
Maine. 

Dietz  Co.,  Inc.,  Henry  G.,  12-16  Astoria  Blvd.,  Long  Island 
City  2,  M.  Y. 

Dietz  Design  A  Mfg.  Co.,  Grandview  6,  Mo. 

Dietzgen  Co.,  Eugene,  2425  Sheffield  Ave.,  Chicago, 
III. 

Digitronics  Corp.,  Albertson  Ave.,  Albertson,  N.  Y. 
Digital  Equipment  Corp.,  Maynard,  Mass. 

Digitran  Co.,  45  W.  Union  St.,  Pasadena,  Calif. 

Dilectrix  Corp.,  Allen  Blvd.  &  Grand  Ave.,  Farm* 
ingdale,  N.  Y. 

Dilectron  Div.  of  The  Gudeman  Co.,  2669  S.  Myrtle 
Ave.,  Monrovia,  Calif. 

Dilks  Co.,  The,  Seymour,  Conn. 

Dillon  &  Co.,  Inc.,  W.  C.,  14620  Keswick  St.,  Van 
Nuys,  Calif. 

Dimeo-Gray  Co.,  207  E.  Sixth  St.,  Dayton,  Ohio. 

Dinion  Coil  Co.,  Inc.,  Caledonia,  N.  Y. 

Dit-Mco,  Inc.,  Electronics  Div.,  911  Broadway,  Kansas 
City  5,  Mo. 

Division  Lead  Co.,  7742  W.  61st  Place,  Summit,  III. 
Dixon  Corp.,  19-21  Burnside  St.,  Bristol,  R.  I. 

Dmeter  Mfg.  Co.,  Inc.,  22-24  Larkin  Plaza,  Yonkers  2, 

N.  Y. 

Dolin  Metal  Products,  Inc.,  315  Lexington  Ave.,  Brook¬ 
lyn  16,  N.  Y. 

Dolinko  &  Wilkens,  Inc.,  1901-7  Summit  Ave.,  Union 
City,  N.  J. 

Dollar  Co.,  Robert,  Communications  Equipment  Div., 
50  Drumm  St.,  San  Francisco  11,  Calif. 

Oollin  Corp.,  630  S.  21st  St.,  Irvington  11,  N.  J. 
Don-Lan  Electronics,  Inc.,  1101  Olympic  Blvd.,  Santa 
Monica,  Calif. 

Donnelly  Mfg.  Co.,  Div.  of  The  Indian  Co.,  580  Winter 
St.,  Waltham  54,  Mass. 

Donner  Scientific  Co.,  888  Galindo  St.,  Concord,  Calif. 
Dormeyer  Industries,  3418  N.  Milwaukee  Ave.,  Chicago, 
41,  III. 

Dormitzer  Electric  &  Mfg.  Co.,  Inc.,  5  Hadley  St., 

Cambridge,  Mass. 

Oorne  and  Margolin,  Inc.,  29  New  York  Ave.,  Westbury, 

N.  Y. 

Dorsett  Laboratories,  Inc.,  401  E.  Boyd  St.,  Box 

862,  Norman,  Okla. 

Doty  Acoustical  Electronic  Labs.,  Tobyhanna,  Pa. 

Double  ''E"  Products  Co.,  208  Standard  St.,  El 
Segundo,  Calif. 

Douglas  Microwave  Co.,  Inc.,  252  E.  Third  St.,  Ml. 
Vernon,  N.  Y. 

Douglas  Radio  Labs.,  176  Norfolk  Ave.,  Boston  19, 
Mass. 

Dow  Chemical  Co.,  The,  Midland,  Mich. 

Dow  Coming  Corp.,  Midland,  Mich. 

Drake  Electric  Works,  3656  Lincoln  Ave.,  Chicago  13, 

111. 

Drake  Mfg.  Co.,  1713  W.  Hubbard  St.,  Chicago  22,  III. 
Drakenfield  &  Co.,  Inc.,  B.  F.,  Box  519,  Washington, 

Pa. 

Dremel  Mfg.  Co.,  2300  18th  St.,  Racine,  Wis. 
Dressen-Bames  Corp,  250  N.  Vinedo  Ave.,  Pasadena 
8,  Calif. 

Dresser  Electric  Co.,  942  E.  Lamed  St.,  Detroit  7, 
Mich. 

Dresser-Ideco  Co.,  875  Michigan  Ave.,  Columbus  8, 
Ohio. 

Driver  Co,  Wilbur  B.,  1875  McCarter  Highway,  Newark 
4,  N.  J. 

Driver-Harris  Co.,  201  Middlesex  St.,  Harrison,  N.  J. 
Dry  Screen  Process,  Inc.,  1016  Madison  Ave.,  Pitts¬ 
burgh  12,  Pa. 

Dubrow  Development  Co,  235B  Penn  St.,  Burlington, 

N.  J. 

DuBois  Plastic  Products,  Inc.,  10  N.  Fulton  Ave., 
Mount  Vernon,  N.  Y. 

Du-Co  Ceramics  Co,  Box  587,  Butler  8,  Pa. 

Dudek  &  Bock  Spring  A  Mfg.  Co,  4018  W.  Grand 
Ave.,  Chicago  51,  III. 

Dukane  Corp,  St.  Charles,  III. 

Dumont-Airpiane  A  Marine  Instruments,  Inc,  P,  0.  Box 
92,  Clearfield,  Pa. 

DuMont  Laboratories,  Inc.,  Allen  B,  750  Bloomfield 

Ave.,  Clifton,  N.  J. 

Dunlee  C(^,  4560  W.  Congress  St.,  Chicago  24,  III. 
Dunn  Engineering  Associates,  Inc.,  225  O'Brien  Highway, 
Cambridge  41,  Mass. 

Dunton  Co.,  M.  W,  7  Goff  St,  Providence,  R.  I. 
Duotone  Co.,  Inc.,  Keyport,  N.  J. 
du  Pent  de  Nemours  A  Co.,  Inc.,  E.  I,  Wilmington 
98,  Del. 

Dura  Plastics  of  New  York,  Inc.,  303  Fifth  Avc,  New 
York  16,  N.  Y. 

Durakool,  Inc.,  1010  N.  Main  St,  Elkhart,  Ind. 
Duralith  Corp,  1025  Race  St.,  Philadelphia  7,  Pa. 
Duramark,  Inc.,  2  Secatoag  Ave.,  Port  Washingtoiv 
N.  Y. 

Duramic  Products  Inc.,  262  Mott  St.,  New  York  12, 
N.  Y. 

Durant  Mfg.  Co.,  1912-A  N.  Buffum  St,  Milwaukee 
1,  Wis. 

Durez  Plastics  Div.  of  Hooker  Electrochemical  Co, 
1921  Waick  Rd.,  North  Tonawanda,  N.  Y. 

Duro  Specialty  Co.,  Inc.,  811  Boston  St.,  Lynn,  Mass. 
Dwyer  Engineering  Co.,  Inc.,  P.  0.  Box  452,  Nashua, 
N.  H. 

Dychro  Corp.,  125  Mount  Vernon  St.,  Watertown  72, 
Mass. 

Dyna-Empire,  Inc,  1075  Stewart  Ave.,  Garden  City, 
N.  Y. 

Dynac,  Inc,  395  Page  Mill  Rd,  Palo  Alto,  Calif. 

Dynacor,  Inc.,  10431  Metropolitan  Ave,  Kensington,  Md. 
Dynalysis  Development  Labs.,  Inc.,  11941  Wllshire 
BM.,  Los  Angeles  25,  Calif. 

Dynamic  Air  Engineering  Inc,  7412  Male  Ave,  Los 
Angeles  1,  Calif. 

Dynamic  Controls  Co,  1955  Massachusetts  Ave,  Cam¬ 
bridge,  Mass. 


Dynamic  Gear  Co,  Inc,  20  Merrick  Rd.,  Amityvilic, 
N.  Y. 

Dynamic  Instrument  Corp,  59  New  York  Ave,  Westbury, 
N.  Y. 

Dynamics  Instrumentation  Co,  Div.  of  Alberhill  Corp., 
1118  Mission  St,  South  Pasadena,  Calif. 

Dynapar  Corp,  5150  Church  St,  Skrtie,  III. 

Dytronics,  P.  0.  Box  3676,  Columbus  14,  Ohio. 

Dzus  Fastener  Co,  Inc,  Box  185,  Babylon,  N.  Y. 
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EPM  CORP.,  620-622  Van  SIclen  Ave.,  Brooklyn,  N.  V. 
EPR  Special  Products  Corp.,  675  Barbey  St.,  Brooklyn, 

N.  Y.  ffi 

ESC  Corp.,  534  Bergen  Blvd.,  Palisades  Park,  N.  J. 
E-Z-Way  Templates,  P.  0.  Box  535,  Reseda,  Calif. 

Eagle  Electric  Mfg.  Co,  Inc.,  23-10  Brid^  Plaza  S, 
Long  Island  City,  N.  Y. 

Eagle-Picher  Co.,  American  Bldg.,  Cincinnati,  Ohio. 
Eagle  Signal  Corp.,  Moline,  III. 

Eastern  Air  Devices,  Inc.,  385  Central  Ave.,  Dover, 

N.  H. 

Eastern  Industries,  Inc.,  100  Skiff  St,  Hamden,  Conn. 
Eastern  Magnetic  Shielding  Research  A  Manufacturing, 
Box  831,  Deer  Park,  N.  Y. 

Eastern  Precision  Resistor  Corp.,  675  Barbey  St., 
Brooklyn,  N.  Y. 

Eastern  SmcHing  A  Refining  Corp,  107-109  W. 

Brookline  St.,  Boston  18,  Mass. 

Eastern  Specialty  Co.,  Philadelphia  40,  Pa. 

Eastern  Tool  A  Mfg.  Co.,  1  Montgomery  St.,  Belleville 

Eastman  Kodak  Co.,  343  State  St.,  Rochester  4,  N.  Y. 
Eaton  Electronics  Corp.,  Eaton  Ave.,  Moodus,  Comi. 

Eaton  Mfg.  Co.,  Reliance  Dhr.,  25  Charles  Ave.,  S.  E, 
Massillon,  Ohio. 

Ebauches  S.  A.,  Department  Semiconducteurs,  Fauborg 
Hopital  1,  Neuchatel,  Suisse. 

Eberline  Instrument  Corp.,  805  Early  St.,  .  0.  Box  279, 
Santa  Fe,  N.  M. 

Ebert  Electronics  Corp,  212-26  Jamaica  Ave.,  Queens 
Village  28,  N.  Y. 

Eby  Co.,  Hugh  H,  4701  Germantown  Ave.,  Philadelphia 
44,  Pa. 

Ecco  High  FrequefKy  Corp.,  7020  Hudson  Blvd.,  North 
Bergen,  N.  J. 

Eckel  Valve  Co.,  1419  1st  St.,  San  Fernando,  Calif. 
Eckstein  Radio  A  Television  Co,  2601  E.  Franklin 
Ave.,  Minneapolis  6,  Minn. 

Eclipse-Pioneer  Div.,  Bendix  Aviation  Corp.,  Teterboro, 
N.  J. 

Economy  Fuse  A  Mfg.  Co.,  2717  Greenview  Ave.,  Chi¬ 
cago  14,  III. 

Ed-Berl  Products,  Inc,  87  Merrick  Rd.,  Baldwin,  N.  Y. 
Edcliff  Instruments,  1711  S.  Mountain  Ave,  Monrovia, 
Calif. 

Eder  Engineering  Co.,  1568  S.  First  St.,  Milwaukee  4, 
Wis. 

Edgerton,  Germeshausen  A  Grier,  Inc.,  160  Brookline 
Ave.,  Boston,  Mass. 

Edin  Co.,  Inc.,  207  St.,  Worcester,  Mass. 

Edison  Industries,  Thomas  A.,  Instrument  Div,  81 
Lakeside  Ave.,  West  Orange,  N.  J. 

Edmund  SclentiK  Corp.,  502  E.  Gloucester  Pike,  Bar¬ 
rington,  N.  J. 

Edo  Corp,  College  Point,  N.  Y. 

Edwards  High  Vacuum  (Canada)  Ltd.,  P.  0.  Box  515, 
Burlington,  Ontario. 

Eicor,  Inc.,  4235  W.  North  Ave.,  Chicago  39,  III. 

Eidson  Electronic  Co.,  1902  N.  Third  St.,  Temple, 
Ttxas. 

Elsler  Engineering  Co,  Inc,  751  S.  13th  St,  Newark 
3,  N.  J. 

Eitel-McCullough,  Inc,  San  Bruno,  Calif. 

Elastic  Stop  Nut  Corp.,  2330  Vauxhall  Rd.,  Union, 
N.  J. 

Eleo  Corp.,  "M"  St.  below  Erie  Ave.,  Philadelphia  24, 
Pa. 

Eleo  Mfg.  Co.,  137  Herricks  Rd.,  New  Hyde  Park,  N.  Y. 
Eicor,  Inc.,  P.O.  Box  354,  McLean,  Va. 

Eldema  Corp.,  1805  Belcroft  Ave.,  El  Monte,  Calif. 
Eldorado  Electronics  Co.,  2821  10th  St,  Berkeley, 
Calif. 

Electra  Mfg.  Co.,  Resistor  Div,  4051  Broadway,  Kansas 
City,  Mo. 

Electralab,  Inc.,  Sub.  of  Farrington  Mfg.  Co.,  Inlustrlal 
Center,  Needham  Heights  94,  Mats. 

Electran  Mfg.  Co.  1901  N.  Clybourn,  Chicago  3,  III. 
Electric  Auto-Lite  Co,  The,  (Champlain  St.,  Toledo  1, 
Ohio. 

Electric  Auto-Lite  Co.,  Wire  A  Cable  Div,  3529  24th 
St.,  Port  Huron,  Mich. 

Electric  Cords  A  Supply  Co.,  413  E.  Third  St.,  Lot 
Angeles  13,  Calif. 

Electric  Design  A  Mfg.  Corp.,  Burlington,  Iowa. 
Electric  Eye  Equipment  Co.,  1938  E.  Fairchild  St,  Dan¬ 
ville,  III. 

Electric  Furnace  Co.,  Salem,  Ohio, 

Electric  Indicator  to.,  Inc,  Camp  Ave.,  Springdale, 
0>nn. 

Electric  Motor  A  Specialties,  Inc,  King  A  Hamsher 
Sts.,  Garrett,  Ind. 

Electric  Regulator  Corp,  Pearl  St.,  Norwalk,  Conn. 
Electric  Soldering  Iron  Co.,  W.  Elm  St.,  0^  River, 
Conn. 

Electric  Sorting  Machine  Div,  Mandrel  Industries,  Inc., 
5134  Glenmont  Drive,  Houston,  Texas. 

Electric  Specialty  Co.,  300  South  St.,  Stamford,  Conn. 
Electric  Storage  Battery  Co,  Exide  Industrial  Div.,  42  S. 

15th  St.,  Philadelphia  2,  Pa. 

Electric  Trading  Co.,  313  Canal  St.,  Dept.  EQ,  New 
York  13,  N.  Y. 

Electrical  Communications  Co,  555  Minnesota  St,  San 
Francisco  7,  Calif. 


Electrical  Industries  Div.,  Philips  Electronica,  Inc,  A91 
Central  Ave.,  Murray  Hill,  N.  J. 

Electrical  Insulation  Co,  Inc,  1245  Marconi  Blvd, 
Copiague,  N.  Y. 

Electrical  A  Physical  Instrument  Corp,  42-19  27th  St, 
Long  Island  City  1,  N.  Y. 

Electrical  Products  Corp,  1100  N.  Main  St,  Los 
Angeles  12,  Calif. 

Electrical  Refractories  Co.,  50  Clark  St,  East  Palestine, 
Ohio. 

Ela^ical  Service  Co.,  1271  Mleslon  St,  San  Francisco, 
Calif. 

Electrical  Tower  Service,  Inc,  325  S.  Washington  St, 
Peoria,  III. 

Electrical  Windings,  Inc.,  2015  N.  Kolmar  Ave,  Chicago 
39,  III. 

Electro-Aire  Div.  of  Hydro  Aire,  Inc,  6909  Farmdale 
Ave.,  North  Hollywood,  (Ulif. 

Electro-Capacitors  Co.,  10132  Edes  Ave,  Oakland  3, 
Calif. 

Electro  Circuits,  Inc.,  401  E.  Green  St,  Pasadana, 
Calif. 

Electro-Coatings,  Inc.,  1662  W.  Fullerton  Ave,  Chicago 
14,  III. 

Electro  Craft  Industries,  Inc.,  68  Jackson  St,  Stamford, 
Conn. 

Electro  Data  Div.  of  Burroughs  Corp,  460  Sierra  Madre 
Villa,  Pasadena  6,  Calif. 

Electro  Development  Co.,  14701  Keswick  St,  Van  Nuys, 
CalH. 

Electro  Devices,  Inc.,  580  Main  St,  Wilmington,  Mass. 
Electro  Engineering  Products  Co,  609  W.  Late  St, 
Chicago,  III. 

Electro  Engineering  Works,  401  Preda  St.,  San  Laandro, 
Calif. 

Electro-Flex  Heat,  Inc.,  83  Woodbine  St.,  Hartford  6, 
Conn. 

Electro  Impulse  Labs.,  208  River  St,  Red  Bank,  N.  S. 
Electro  Instruments,  Inc,  3540  Aero  Court,  San  Diego  11, 
Calif. 

Electro-Measurements,  Inc.,  7524  S.W.  Macadam,  Port¬ 
land  1,  Ore. 

Electro-Mec  Laboratory  Inc.,  47-51  33rd  St,  Long 
Island  City  1,  N.  Y. 

Electro-Mechanical  Dhr.  of  General  Riveters,  Inc,  785 
Hertel  Ave.,  Buffalo  7,  N.  V. 

Electro-Mechanical  Research  Inc.,  P.  0.  Box  3041, 
Sarasota,  Fla. 

Electro-Medianical  Specialties  Co.,  Inc,  1016  N.  High¬ 
land  Ave.,  Los  Angeiss  38,  Calif. 

Electro-Medlcal  Lab.,  Inc,  South  Woodstock  I,  Vt. 

Electro  Metallurgical  Co.,  Div.  of  Union  Carbide  Corp, 
30  E.  42nd  St.,  New  York  17,  N  Y 
Electro-Miniatures  Corp,  1060  Elm  Ave.,  Ridgefield, 
N.  J. 

Electro  Motive  Mfg.  Co.,  South  Park  A  John  St., 
Willlmantic,  Conn. 

Electro  Networks,  Inc.,  P.  0.  Box  424,  Syracuse,  N.  Y, 
Electro  Physics  Labs.,  2965  Huntin^on  Drive,  San 
Marino,  Calif. 

Electro  Precision  Corp.,  Box  669,  Arkadelphia,  Ark. 

Electro  Products  Labs,  4501  N.  Ravenswood  Ave, 
Chicago  40,  III. 

ElKtro-hilse,  Inc.,  11861  Teale  St.,  Culver  City,  Calif. 
Electro- Science  In^trles,  Box  10066  International  Air¬ 
port,  Los  Angeles  45,  Calif. 

Electro-Seal  Corp.,  946  North  Ave.,  Oes  Plaines,  III. 
Electro-Snap  Switch  A  Mfg.  Co,  4218  W.  Lake  St, 
Chicags  24,  III. 

Electro  SwIUh  Corp.,  167  King  Ave.,  Weymouth  88,  Mass. 
ElKtro-SwIUh  A  Controls,  Inc.,  5755  Camille  Ave, 
Culver  City,  Calif. 

Electro  Tec  Corp.,  South  Hackensack,  N.  J. 

Electro-Tech  Pacific,  Santa  Barbara  Airport,  P.O.  Box 
455,  Goleta,  Calif. 

Electro-TKhnieal  Labs.,  Div.  of  Mandrel  Industries,  Inc., 
5134  Glenmont  Drive,  Houston,  Texas. 
Electro-Technical  Products  Div.  of  Sun  Chemical  Corp, 
113  E.  Centre  St.,  Nutley  10,  N.  J. 

E lectro- Voice,  Inc.,  Bucharwn,  Mich. 

Electro- Winders  Co.,  Inc.,  854  W.  Front  St.,  Covina, 
Calif. 

Electrochemical  Industries,  Inc.,  35  Armory  St,  Wor¬ 
cester,  Mass. 

Electrod^  Co.,  Endkott  St.,  Norwood,  Mass. 
Electromath  Corp.,  42-14  Greenpoint  Ave.,  Long  Island 
City  4,  N.  Y. 

Electromatlon  Co.,  1646  Eighteenth  St,  Santa  Monica, 
Calif. 

Electron  Enterprises,  6917-19-21  Stanley  Ave.,  Berwyit 
III. 

Electron  ProducU,  Inc.,  430  N.  Halstead  St.,  Pasadena, 
Calif. 

Electron- Radar  Products,  P.  0.  Box  50,  Route  #30,  North 
Aurora,  III. 

Electronic  Applications,  Inc.,  194  RIchmortd  Hill  Ave., 
Stamford,  Conn. 

Electronic  Assembly  Co.,  Inc.,  5  Prescott  St.,  Boston 
19,  Mass. 

Electronic  Associates,  Inc.,  Long  BrarKh,  N.  J. 

Electronic  Batteries,  Inc.,  Bush  Terminal  Bldg.  No.  4, 
28-34  35th  St.,  Brooklyn  32,  N.  Y. 

Electronic  Coils,  Inc,  P.  0.  Box  1665,  33  Lyman  St, 
Springfield,  Mass. 

Ele^ronic  Communications,  Inc.,  1501  72nd  St.,  N., 
St.  Petersburg,  Fla. 

Electronic  Control  Corp.,  1573  E.  Forest  St,  Detroit  7, 
Mich. 

Electronic  Control  Systems  Div.  of  Stromberg-Carlson, 
2231  S.  Barrington  Ave.,  Lot  Angeles  64,  Calif. 
Electronics  Design  Co,  P.  0.  Box  401,  Enid,  Okla. 
Electronic  Development  Co,  112  W.  34th  St.,  New  York 
1,  N.  Y. 

Electronic  Devices,  Inc.,  Precision  Rtetlfier  Div.,  429 
12th  St.,  Brooklyn,  N.  Y. 

Electronic  Engineering  Co.  of  California,  1601  E.  Chest¬ 
nut  St.,  Santa  Ana,  (Ulif. 

Electronic  Enterprises,  Inc,  65  Tth  Avt,  Newark  4, 
N.  X 
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Electronic  Fabricators,  Inc.,  682  Broadway,  New  York 
12,  N.  Y. 

Electronic  Industries  Sub.  of  General  Electronic  Develop¬ 
ment,  State  Rd.,  Patterson,  N.  Y. 

Electronic  Instrument  Co.,  Inc.,  3300  Northern  Blvd., 
Long  Island  City,  N.  Y. 

Electronic  Machine  Parts,  Inc.,  204-206  Lafayette  St., 
New  York  12,  N.  Y. 

Electronic  Measurements  Co.,  Inc.,  Lewis  St.  &  Maple 
Ave.,  Eatontown,  N.  J. 

Electronic  Measurements  Corp.,  625  Broadway,  New 
York  12,  N.  Y. 

Electronic  Mechanics,  Inc.,  101  Clifton  Blvd.,  Clifton, 
N.  J. 

Electronic  Noise  Generator  Co.,  P.  0.  Box  45344,  Airport 
Station,  Lot  Angeles  45,  Calif. 

Electronic  Parts  Mfg.  Co.,  Inc.,  508-10  25th  St.,  Union 
City,  N.  J. 

Electronic  Plastics  Corp.,  675  Barbey  St.,  Brooklyn  7, 
N.  Y. 

Electronic  Processes  Corp.,  2190  Folsom  St.,  San  Fran¬ 
cisco  10,  Calif. 

Electronic  Protection,  Inc.,  452  W.  Chicago  Ave.,  Chicago 
10,  III. 

Elearonic  Research  Associates,  Inc.,  67  Factory  Place, 
Cedar  Grove,  N.  J. 

Electronic  Research  Labs.,  85  Surrey  St.,  Brighton  35, 
Mass. 

Electronic  Service  Corp.,  2906  Birch  St.,  Fratrklln  Park, 
III. 

Electronic  Specialty  Co.,  5121  San  Fernando  Rd.,  Lot 
Angeles  39,  Calif. 

Electronic  Systems  Engineering  Co.,  903  Cravens  Bldg., 
Oklahoma  City,  Okla. 

Electronic  Transformer  Corp.,  70  Washington  St.,  Brook¬ 
lyn  1,  N.  Y. 

Electronic  Tube  Corp.,  1200  E.  Mermaid  Ave.,  Phila¬ 
delphia  18,  Pa. 

Electronics  &  Avionics  Oiv.  of  the  Emerson  Electric  Mfg. 
Co.,  8100  Florissant  Ave.,  St.  Louis  21,  Mo. 

Electronics  Computer  Corp.,  6191  Ridge  Ave.,  Philadel¬ 
phia  28,  Pa. 

Electronics  Corporation  of  America,  77  Broadway,  Cam¬ 
bridge  42,  Mass. 

Electronics  Development  Co.,  Inc.,  3743  N.  Cahuenga 
Blvd.,  North  Hollywood,  Calif. 

Electronics,  Inc.,  39  York  Rd.,  Willow  Grove,  Pa. 

Electronics  International  Co.,  145  W.  Magnolia  Blvd., 
Burbank,  Calif. 

Electrons,  Inc.,  127  Sussex  Ave.,  Newark  3,  N.  J. 

Electrovert,  Inc.,  124  E.  40th  St.,  New  York  17,  N.  Y. 

Electrovoi  Co.,  Inc.,  60  Franklin  St.,  East  Orange,  N.  J. 

Electyme  Motor  Products  Corp.,  Genoa,  III 

Elektro-Serv  Co.,  480  Johnson  Ave.,  Brooklyn  37,  N,  Y. 

Elesta  Ltd.,  Electronic  Control  Apparatus,  Bad  Ragaz, 
Switierland. 

Elgin  Metalformers  Corp.,  630  Cengdon  Ave.,  Elgin,  III. 

Elk  Electronic  Labs.,  Inc.,  333  W.  52nd  St.,  New  York 
19,  N.  Y. 

Ellanar  Chemical  Co.,  2308  Oakton  St.,  Evanston,  III. 

Ellis  Associates,  Box  77,  Pelham,  N.  Y. 

Ellis  6  Sons,  Inc.,  George  D.,  4002  N.  American  SL, 
Philadelphia  40,  Pa. 

Ellis  6  Watts  Producu  Inc.,  P.O.  Box  33,  Cincinnati  36, 
Ohio. 

Elm  Laboratories,  18  South  Broadway,  Dobbs  Ferry,  N.  V. 

Elmet  Oiv.,  North  American  Philips  Co.,  Inc.,  Lisbon 
Rd.,  Lewiston,  Maine. 

El  Ray  Motor  Co.,  Inc.,  11747  Vote  St..  North  Holly¬ 
wood,  Calif. 

Eltran  Corp.,  St.  Anne,  III. 

El-Tronia,  Inc.,  Suburban  Station  Bldg.,  Philadelphia. 
Pa. 

Elzee  Metal  Products  Co.,  Inc.,  779  39th  St.,  Brooklyn 
32,  N.  Y. 

Embassy  Engineering  Corp.,  673  Elton  Ave.,  New  York 
51,  N.  Y. 

Emelold  Co.,  Inc.,  1239  Central  Ave.,  Hillside  S,  N.  J. 

Emerson  6  Cuming,  Inc.,  869  Washington  St.,  Canton, 
Mass. 

Emerson-G lover  Inc.,  43  E.  Plain  St.,  Cochituate,  Matt. 

Emerson  Plastics  Corp.,  1383  Seabu^  Ave.,  Bronx  61, 
N.  Y. 


Emerson  Radio  4  Phonograph  Corp.,  14th  &  Coles  Sts., 
Jersey  City,  N.  J. 

Emmeo  Plastics  Fabricators,  68  Vine  St.,  Everett  49, 
Mast. 

Empire  Devices  Products  Corp.,  Amsterdam,  N.  V. 

Empire  Electronics  Co.,  Inc.,  166  River  St.,  Paterson  1, 
N.  J. 


Empire  Varnish  Co.,  The,  2636  E.  76th  St.,  Cleveland  4, 
Ohio. 

Endicott  Coll  Co.,  Inc^  24  Charlotte  SL,  Binghamton, 


N.  Y. 


Enflo  Corp.,  Fellowship  Rd.  4  Route  73,  Maple  Shade, 


N.  J. 


Engelhard  Inc.,  Charles,  113  Astor  St.,  Newark  5,  N.  J. 

Engelhard  Industries,  Inc.,  113  Astor  St.,  Newark  5, 
N.  J. 

Engelhardt  Engineering  Co.,  38  Burritt  Ave.,  South 
Norwalk,  Conn. 

Engineered  Electronics  Co.,  506  E.  First  St.,  Santa 
Ana,  Calif. 

Engineered  Magnetics  Div.  of  Gulton  Industries,  Inc., 
13030  Cerise  Ave.,  Hawthorne,  Calif. 

Engineered  Precision  Catting  Co.,  Matawan  Rd.,  Morgan- 
ville,  N.  J. 

Engineering  Associates,  434  Patterson  Rd.,  Dayton  9, 
Ohio. 

Engineering  Co.,  27  Wright  St.,  Newark,  N.  J. 

Engineering  Specialty  Co.,  3100  Eldredge  St.,  Salt  Lake 
City,  Utah. 

Ensign  Coil  Co.,  2520  S.  Pulaski  Rd.,  Chicago  23,  III. 

Enthone,  Inc.,  442  Elm  St.,  New  Haven  2,  Conn. 

Entron  Inc.,  4902  Lawrence  M.,  Bladensburg,  Md. 

Environmental  Equipment  Co.,  371  Linden  St.,  Brooklyn 
27,  N.  Y. 

Epco  Products,  InCu  2500  Atlantic  Aw.,  Brooklyn  17, 
N.  Y. 


Epic,  Inc.,  154  Nassau  St.,  New  York  38,  N.  Y. 

Epoxy  Products,  Inc.,  137  Colt  St.,  Irvington,  N.  J. 

Eppley  Lab.,  Inc.,  The,  Newport,  R.  I. 

Eptco,  Incorporated,  588  CommonweaHh  Ave.,  Boston 
15,  Mass. 

Equipment  4  Service  Co.,  6815  Driole  Drive,  Dallas  9, 
Texas. 

Era  Electric  Corp.,  67  E.  Centre  St.,  Nutley,  N.  J. 

Erca  Tool  Die  4  Stamping  Co.,  19  Ash  St.,  Brooklyn 
22,  N.  Y. 

Erco  Radio  Labs.,  Inc.,  637  Stewart  Ave.,  Garden  City, 
N.  Y. 

Erdco  Engineering  Corp.,  Addison,  III. 

Erie  Resistor  Corp.,  Erie  6,  Pa. 

Erwood  Inc.,  1770  Berteau  Ave.,  Chicago  13,  III. 

Ess  Specialty  Corp.,  96  S.  Washington  Ave.,  Bergenfleld, 
N.  J. 

Essential  Electronics  Corp.,  1011  Power  Ave.,  Cleveland 
14,  Ohio. 

Essex  Electronics,  Berkeley  Heights,  N.  J. 

Essex  Wire  Corp.,  Magnet  Wire  Div.  4  Wire  4  Cable 
Div.,  1610  Wall  St.,  Fort  Wayne,  Ind. 

Esso  Standard  Dll  Co.,  15  W.  51st  St.,  New  York  19, 
N.  V. 

Esterline-Angus  Co.,  P.  0.  Box  596,  Indianapolis  6,  Ind. 

Etched  Products  Corp.,  39-01  Queens  Blvd.,  Long  Island 
City  4  N.  Y. 

Etching  Co.  of  California.  Q-CIrcuits  Div.,  1208  Howard 
St.,  San  Francisco  3,  Calif. 

Ethylene  Chemical  Corp.,  245  Broad  St.,  Summit,  N.  J. 

Eubanks  Engineering  Co.,  260  N.  Allen  Ave.,  Pasadena, 
Calif. 

Eugene  Engineering  Co.,  Inc.,  1217  Hyde  Park  Ave., 
Hyde  Park  36,  Mass. 

Evershed  4  Vignoles  Ltd.,  Chiswick,  London  W.  4, 
England. 

Ewald  Instruments,  Route  7E,  Kent,  Conn. 

Exact  Engineering  4  Mfg.  Co.,  P.  0.  Box  668,  Ocean* 
side,  Calif. 

Exacto  Industries,  Inc.,  8730-36  Santa  Monica  Blvd., 
Lot  Angeles  46,  Calif. 

Executone,  Inc.,  415  Lexington  Ave.,  New  York  17,  N.  Y. 

Exide  Automotive  Div.  of  The  Electric  Storage  Battery 
Co.,  246-286  E.  131st  St.,  Cleveland,  Ohio 

Extruders,  Inc.,  3232  W.  El  Segundo  Blvd.,  Hawthorne, 
Calif. 

Eyelet  Tool  Co.,  Inc.,  236  Broadway,  Cambridge  42, 
Mass. 
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F-R  Machine  Works  Inc.,  26-12  Borough  Place,  Wood- 
tide  77,  N.  Y. 

Fabra-Print,  Inc.,  801  S.  E.  8th  St.,  Minneapolis  14, 
Minn. 

Factory  Enterprises,  Inc.,  3431  Butler  St.,  Pittsburgh  1, 

Pa. 

Fae  Instrument  Corp.,  4261  Hunter  St.,  Long  Island 
City  1,  N.  Y. 

Fafnir  Bearing  Co.,  The,  New  Britain,  Conn. 

Fairbanks  Wire  Co.,  Inc.,  2287  Hollars  Ave.,  New  York 
69,  N.  Y 

Fairchild  Camera  4  Instrument  Corp.,  Defense  Products 
Dhf.,  Robbins  Lane,  Syosset,  N.  Y. 

Fairchild  Camera  4  Instrument  Corp.,  Electrical  Products 
Div.,  110  Main  St.,  Burlington,  Vt. 

Fairchild  Camera  4  Instrument  Corp.,  Industrial  Camera 
Oiv  .  5  Aerial  Way,  Syosset,  N.  Y. 

Fairchild  Controls  Co^.,  Components  Oiv.,  225  Park  Ave., 
Hkksville,  N.  Y. 

Fairchild  Engine  4  Airplane  Corp.,  Guided  Missiles  Div., 
Wyandanch,  N  V. 

Fairchild  Recording  Equipment  Co.,  10-40  45th  Ave., 
Long  Island  City  1,  N.  Y. 

Fairfield  Engineering  Corp.,  934  Hope  St.,  Springdale, 
Conn. 

Fair-Rite  Products  Corp.,  Wallklll,  N.  Y. 

Falcon  Machine  4  Tool  Co.,  209  Concord  Turnpike,  Cam¬ 
bridge,  Mass. 

Falls  Metal  Works,  Ltd.,  414  Main  St.,  Little  Falls, 
N.  J. 

Falstrom  Co.,  44  Falstrom  Court,  Passaic,  N.  J. 

Fansteel  Metallurgical  Corp.,  2200  Sheridan  Rd.,  North 
Chicago,  III. 

Farles  Lamp  Division,  450  N.  9th  St.,  Elwood,  Ind. 

Farley  4  Loetscher  Mfg.  Co.,  Plastics  Div.,  Dubuque, 
Iowa. 

Farmer  Electric  Products  Co.,  Inc.,  2300  Washington 
St.,  Newton  Lower  Falls  62,  Mass. 

Farnsworth  ElKtronic  Co.,  Pacific  Div.,  815  S.  San 
Antonio  Rd  ,  Palo  Alto,  Calif. 

Farnsworth  ElKtronics  Co.,  Div.  of  IT4T,  3700  E. 
Pontiac  St.,  Fort  Wayne  1,  Ind. 

Farrand  Optical  Co.,  Inc.,  Bronx  Blvd.  at  238th  SL, 
New  York  70,  N.  Y. 

Farwell  Metal  Fabricating,  75  W.  Fairfield  Ave.,  St. 
Paul  7,  Minn. 

Fasco  Industries,  Inc.,  Rochester  2,  N.  Y. 

Fast  4  Co.,  John  E.,  3538  N.  Kedzie  Ave.,  Chicago  18, 
III. 

Fasteners,  Inc.,  198  Columbus  Ave.,  Pittsfield,  Mass. 

Fasten  Div.  of  Illinois  Tool  Works,  195  Algonquin  Rd., 
Des  Plaines,  III. 

Federal  Electric  Products,  Inc.,  1380  Pompton  Ave., 
Cedar  Grove,  N.  J. 

Federal  Mfg.  4  Engineering  Corp.,  1055  Stewart  Ave., 
Garden  City,  N.  Y. 

Federal  PaeiK  Electric  Co.,  SO  Paris  St.,  Newark  5, 
N.  J. 

Federal  Scientific  Corp.,  615  W.  131st  St.,  New  York  27, 
N.  Y. 

Federal  Screw  Products  Inc.,  3917  N.  Kedzig  AMu 
Chicago  18,  III. 

Federal  Shock  Mount  Div.,  The  Korfund  Co^  InCu  1060 
Washington  Ave.,  New  York  56,  N.  Y. 


Federal  Telephone  4  Radio  Co.,  100  Kingsland  Rd.* 
Clifton,  N.  J.  I 

Federal  Tool  Engineering  Inc.,  1387  Pompton  Avs.*| 
Cedar  Grove,  N.  J. 

Federal  Tool  4  Mfg.  Co.,  3600  Alabama  Ave.,  Minne¬ 
apolis  16,  Minn. 

Federated  Meuls  Div.,  American  SmeHing  4  Refining  Co., 
120  Broadway,  New  York  5,  N.  Y. 

Feedback  Controls,  Inc.,  899  Main  St.,  Waltham  54, 
Mass. 

Feller  Engineering  4  Mfg.  Co.,  8026  N.  Montlcello  Ave., 
Skokie,  III. 

Felker  Mfg.  Co.,  1128  Border  Ave.,  Torrance,  Calif. 
Felsenthal  4  Sons,  Inc.,  G.,  3500  N.  Kedzie,  Chicago 
18,  III. 

Felt  Products  Mfg.  Co.,  7450  N.  McCormick  Bhrd., 
Skokie,  III. 

Falters  Co.,  210  South  St.,  Boston,  Mass. 

Fen-Tone  Corp.,  106  Fifth  Ave.,  New  York  11,  N.  Y. 

Fenwal  Electronics,  Inc.,  51  Mellen  St.,  Framingham, 
Mass. 

Fenwal  Incorporated,  Pleasant  St.,  Ashland,  Mass. 

Ferguson  PeHoratlng  4  Wire  Co.,  130  Ernest  St., 
Providence  5,  R.  I. 

Ferranti  Electric,  Inc.,  30  Rockefeller  Plaza,  New  York 
20,  N.  Y. 

Ferrara,  Inc.,  8106  W.  Nine  Mile  Rd.,  Oak  Park  37, 

III. 

Ferricore,  Inc.,  250  South  St.,  Newark  5,  N.  J. 

Ferris  Instrument  Co.,  110  Cornelia  St.,  Boonton,  N.  J. 
Ferrodyrumics  Corp.,  Gregg  4  Route  17,  Lodi,  N.  J. 
Ferroxcubc  Corp.,  of  America,  125  E.  Bridge  St., 
Saugerties,  N.  Y. 

Ferrotran  Electronics  Co.,  693  Broadway,  New  York  12, 

N.  Y. 

Fidelitone,  Inc.,  6415  Ravenswood,  Chicago  26,  III. 

Fidelity  Ampli^  Corp.,  1633  N.  Halsted  St.,  Chicago 
14,  III. 

Fidelity  Chemical  Products  Corp.,  472  Frelinghuysen 
Ave.,  Newark,  N.  J. 

Field  Electrical  Instrument  Co.,  8  N.  Manheim  Bhrd., 
New  Paltz,  N.  Y. 

Film  Capacitors,  Inc.,  3400  Park  Ave.,  New  York  56, 

N.  Y. 

Filmohm  Corp.,  48  W.  25th  St.,  New  York  10,  N.  Y. 

FIKors,  Inc.,  30  Sagamore  Hill  Drive,  Port  Washington, 

N.  Y. 

Filtron  Co.,  Inc.,  131-15  Fowler  Ave.,  Flushing,  N.  Y. 

Finn  4  Co.,  Inc.,  T.  R.,  200  Central  Ave.,  Hawthorne, 

N.  J. 

Finney  Co.,  The,  34  W.  Interstate,  Bedford,  Ohio. 

Fireye  Oiv.,  Electronics  Corp.  of  America,  One  Memorial 
Drive,  Cambridge  42,  Mass. 

First  Electronics  Corp.,  117  Blue  Hill  Ave.,  Boston  19, 
Mass. 

FiKher  4  Porter  Co.,  476  Warminster  Road,  Hatboro,  Pa. 
Fischer  4  Co.,  R.  A.,  517  Commercial  St.,  Glendale  3, 
Calif. 

Fisher  4  Crome,  107  N.  Camac  St.,  Philadelphia  7,  Pa. 
Fisher  Engineering,  Inc.,  2060  U.  S.  24  East,  P.  0. 
Box  327,  Huntington,  Ind. 

Fisher-Pierce  Co.,  170  Pearl  St.,  South  Braintree  85, 
Mass. 

Fisher  Radio  Corp.,  21-21  Forty-fourth  Drive,  Long  Island 
City  1,  N.  Y. 

Fisher  Research  Lab.,  Inc.,  1961  University  Ave.,  Pale 
Alto,  Calif. 

Five  Star  Co.,  10  West  Main  St.,  Plantsville,  Conn. 
Fleetwood  Laboratories,  Inc.,  300  Victory  Rd.,  New 
Rochelle,  N.  Y. 

Flexaust  Co.,  The,  100  Park  Ave.,  New  York  17,  N.  Y. 
Flexo  Wire  Div.  of  Copperweld  Steel  Co.,  Oswego,  N.  Y. 
Flexonics  Corp.,  1315  S.  Third  Ave.,  Maywood,  III. 
Flexrock  Co.,  3608  Filbert  St..  Philadelphia  1,  Pa. 

Flight  Research,  Inc.,  P.  0.  Box  1-F,  Richmond  1,  Va. 
Flock  Process  Co.,  Inc.,  373  Main  Ave.,  Norwalk,  Conn. 
Flow  Corp.,  85  Mystic  St.,  Arlington  74,  Mass. 

Fluke  Mfg.  Co.,  Inc.,  John,  1111  W.  Nickerson  St.. 
Seattle  99,  Wash. 

Fluorocarbon  Products  Inc.,  Div.  of  U.  S.  Gasket  Co.. 
Camden  1,  N.  J. 

Fluorulon  Laboratories,  Box  305,  Caldwell,  N.  J. 

Flush  Wall  Radio  Co.,  1012  Cleveland  St.,  Clearwater, 
Fla. 

Food  Machinery  4  Chemical  Corp.,  FMC  Organic  Chemi¬ 
cals  Div.,  161  E.  42nd  St.,  New  York  17,  N.  Y. 

Foote  Brothers  Gear  4  Machine  Corp.,  4545  S.  Western 
Blvd.,  Chicago  9,  III. 

Foote  Mineral  Co.,  452  Eighteenth  West  Chelten  Bldg., 
Philadelphia  44,  Pa. 

Ford  Instrument  Co.,  Div.  of  Sperry  Rand  Corp.,  31-10 
Thomson  Ave.,  Long  Island  City  1,  N.  Y. 

Ford  Radio  4  Mica  Corp.,  538  63rd  St.,  Brooklyn  20, 
N.  Y 

Forest  Electric  Co.,  7216  Circle  Road,  Forest  Park,  III. 
Formatic  Co.,  178  Bridge  St.,  Naugatuck,  Conn. 

Formica  Co.,  Sub.  of  American  Cyanamid,  4587  Spring 
Grove  Ave.,  Cincinnati  32,  Ohio. 

Formica  Metal  Products  Co.,  Corporation  Way,  Medford, 
Mass. 

Fort  Hill  Plastic  Letters  Corp.,  40  Hanover  St.,  Boston 
8,  Mass. 

Fort  Wayne  Metals,  Inc.,  Fort  Wayne  6,  Ind. 
Forter-Teichmann  Co.,  Clark  Bldg.,  Pittsburgh  22,  Pa. 
Foster  Transformer  6).,  3820  Colerain  Ave.,  Cincinnati 
23,  Ohio. 

Fostorla  Pressed  Steel  Corp..  Fostorla,  Ohio. 

Foto-Video  Laboratories,  Inc.,  Commerce  Rd.,  Cedar 
Grove,  N.  J. 

Fox  Co.,  C.  J.,  The,  236  Abom  St.,  P.  0.  Box  1186, 
Providence  1,  R  I. 

Fox  Producu  Co.,  4720  N.  18th  St.,  Philadelphia  41, 
Pa. 

Foxboro  Co.,  The,  Foxboro,  Mau. 

Franke  Gear  Works,  Inc.,  1932  W.  Columbia  Avt., 
Chicago  26,  III. 

Frankel  Connector  Co.,  27  Vestry  St..,  New  York,  N.  Y. 
Franklin  Electronics,  Inc.,  E.  Fou-th  St.,  BrMgep^  Pa. 
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Franklin  Fibre-LamitM  Corp.,  411  E.  Front  St.,  Wilming* 
ton,  Del. 

Freed  Transformer  Co.,  Inc.,  1736  Weirfield  St.,  Brooklyn 
27,  N.  Y. 

Frenchtown  Porcelain  Co.,  Frenchtown,  N.  J. 

Frequency  Standards,  Inc,,  Box  504,  Asbury  Park,  N.  J. 

Fretco,  Inc.,  406  N.  Craij  St.,  Pittsburqli  13,  Pa. 

Friden  Calculating  Machine  Co.,  Inc.,  2350  Washington 
Ave.,  San  Leandro,  Calif. 

Frier  Instrument  Oiv.,  Bendix  Aviation  Corp.,  Baltimore 
4,  Md. 

Fugle-Miller  Labs.,  Inc.,  301  Central  Ave.,  Clark,  N.  J. 

Fulton  Sylphon  Div.,  Robertshaw-Fulton  Controls  Co., 
Knoxville  1,  Tenn. 

Furane  Plastics,  Inc.,  4516  Brazil  St,  Los  Angeles  39, 
Calif. 

Fusite  Corp.,  6000  Femview  Ave.,  Cincinnati  13,  Ohio. 

Futuramic  Co.,  915  S.  Broadway,  Park  Ridge,  III. 


G 

G  B  Components  Inc.,  14621  Arminta  St,  Van  Nuys, 
Calif. 

G-C  Electronics  Mfg.  Co.,  Div.  of  G-C— Textron  Ine., 
400  S.  Wyman  St,  Rockford,  III. 

6-L  Electronics  Co.,  Inc.,  2921  Admiral  Wilson  Blvd., 
Camden  5,  N.  J. 

G-M  Laboratories,  Inc.,  4336  N.  Knox  Ave.,  Chicago  41, 
III. 

GPS  Instrument  Co.,  Inc.,  180  Needham  St.,  Newton  64, 
Mass. 

G'V  Controls  Inc,  28  Hollywood  Plaza,  East  Orange, 

N.  J. 

Gabriel  Electronics  Olv.,  The  Gabriel  Co.,  135  Crescent 
Rd.,  Needham  Heights  94,  Mass. 

Gaertner  Scientific  Co^.,  1239  Wrightwood  Ave.,  Chicago 
14,  III. 

Gamewell  Co.,  The,  1238  Chestnut  St,  Newton  Upper 
Falls  64,  Mass. 

Gar  Precision  Parts,  Inc.,  703  Pacific  St,  Stamford, 
Conn. 

Garde  Mfg.  Co.,  588  Eddy  St,  Providence  3,  R.  I. 
Gardiner  Electronics,  2545  E.  Indian  School  Rd.,  PhoMlx, 
Ariz. 

Gardner-Oenver  Co.,  Quincy,  III. 

Gardner  Lab.,  Inc.,  P.  0.  Box  5728E,  Bethesda  14,  Md. 
Garlock  Packing  Co.,  The,  Palmyra,  N.  V. 

Garrard  Sales  Corp.,  Div.  of  British  Industries  Corp.,  80 
Shore  Rd.,  Port  Washington,  N.  Y. 

Garrepy  Platers,  Inc.,  17-19  Bartlett  St.,  Worcester  8, 
Mass. 

Garrett  Corp.,  The,  9851  Sepulveda  Blvd.,  Los  Angeles 
45,  Calif. 

Gates  Electronic  Co,  2090  Barnes  Ave.,  Bronx  62,  N.  Y. 
Gates  Radio  Co.,  Quincy,  Hi. 

Gear  Specialties,  Inc.,  2635  W.  Medlll  Ave.,  Chicago  47, 
III. 

Gear  Systems  Inc.,  Div.  of  Geartronics  Corp.,  906  Main 
St.,  West  Concord,  Mass. 

Geartronics  Corp.,  56  Nashua  St.,  Woburn,  Mass. 

Gee-Lar  Mfg.  Co.,  Div.  of  General  Cement-Textron  InCv 
400  S.  Wyman  St,  Rockford,  III 
Geisler  Laboratories,  a  Sub.  of  Wave/Particle  Corp., 

P.  0.  Box  252,  Menlo  Park,  Calif. 

Gemex  Corp.,  The,  Industrial  Products  Div.,  1200 
Commerce  Ave.,  Union,  N.  J. 

Genalex  Div.  of  British  Industries  Corp.,  80  Shore  Rd., 
Port  Washington,  N.  Y. 

General  American  Transportation  Corp.,  Kanigen  Div., 
135  S.  U  Salle  St.,  Chicago,  III. 

General  Automatic  Corp.,  12  Carlton  Ave.,  Mountain 
View,  N.  J. 

General  Aviation  A  Electronics  Mfg.  Co.,  Inc.,  179 
Berger  St.,  Wood-Ridge,  N.  J. 

General  Bronze  Corp.,  711  Stewart  Ave.,  Garden  City, 
N.  Y. 

General  Cable  Corp.,  420  Lexington  Ave.,  New  York  17, 
N.  Y. 

General  Cement  Mfg.  Co.,  Olv.  of  Textron,  Inc.,  Elec¬ 
tronic  Oiv.,  400  S.  Wyman  St.,  Rockford,  III. 

General  Ceramics  Corp.,  Keasbey,  N.  J. 

General  Coil  Products  Corp.,  147-12  Liberty  Ave.,  Jamaica 
35,  N.  Y. 

General  Communication  Co.,  681  Beacon  St.,  Boston  15, 
Mass. 

General  Components  Inc.,  225-229  E.  144th  St.,  New 
York  51,  N.  Y. 

General  Control  Company,  1212  Soldiers  Field  Rd., 
Boston  34,  Mass. 

General  Controls  Co.,  801  Allen  Ave.,  Glendale  1,  Calif 
Gerteral  Cybernetics  Corp.,  1751  N.  Coronado  St.,  Los 
Angeles  26,  Calif. 

General  Devices,  Inc.,  P.  0.  Box  253,  Princeton,  N.  J. 
General  Electric  Co.,  Apparatus  Sales  Dhr.,  1  River 
Rd.,  Schenectady  5,  N.  Y. 

General  Electric  Co.,  Cathode  Ray  Tube  Dept.,  Marketing 
Section,  Electronics  Park,  Syracuse,  N.  Y. 

General  Electric  Co.,  Chemical  Materials  Dept.,  Pitts¬ 
field,  Mass. 

General  Electric  Co.,  Circuit  Protective  Devices  Dept., 
41  Woodford  Ave.,  Plainville,  Conn. 

General  Electric  Co.,  Clock  and  Timer  Dept.,  Ash¬ 
land,  Mass. 

General  Electric  Co.,  Communication  Products  Dept., 
Electronics  Park,  Syracuse,  N.  Y. 

General  Electric  Co.,  Computer  Dept.,  Phoenix,  Ariz. 
General  Electric  Co.,  Distributian  Assemblies  Dept., 
41  Woodford  Ave.,  Plainville,  Com. 

General  Electric  Co.,  Industrial  Heating  DepL,  Shelby- 
ville,  Ind. 

General  Electric  Co.,  Laminated  Products  Dept.,  Cos¬ 
hocton,  Ohio. 

General  Electric  Co.,  Lamp  Glass  Dept.,  EBG-8,  Nela 
Park,  Cleveland  12,  Ohio. 

General  Electric  Co.,  Lamp  Leads  A  Bases  Dept^  17825 
St.  Clair  Ave.,  Cleveland  12,  Ohio. 

General  Electric  Co.,  Lamp  Wire  A  Phosphors  Dept., 
21600  Tungsten  Rd.,  Cleveland  17,  Ohio. 


General  Electric  Co.,  Magnetic  Materials  Section,  7780 
N.  Neff  Rd.,  Edmore,  Mich. 

General  Electric  Co.,  Miniature  Lamp  Dept.,  Nela  Park, 
Cleveland  12,  Ohio. 

General  Electric  Co.,  Plastics  Dept.,  132  S.  Water  St., 
Decatur,  III. 

General  Electric  Co.,  Power  Tube  Deot.,  1  River  Rd., 
Schenectady  5,  N.  Y, 

General  Electric  Co.,  Receiving  Tube  Dept.,  316  E.  Ninth 
St.,  Owensboro,  Ky. 

General  Electric  Co.,  Semiconductor  Products  Dept., 
1224  W.  Genessee  St.,  Syracuse,  N.  Y. 

General  Electric  Co.,  Silicone  Products  Dept.,  Water¬ 
ford,  N.  Y. 

General  Elearic  Co.,  Specialty  Electronic  Components 
Dept.,  W.  Genesee  St.,  Auburn,  N.  Y. 

General  Electric  Co.,  Technical  Products  Dept.,  Elec¬ 
tronics  Park,  Syracuse,  N.  Y. 

General  Electric  Co.,  Wire  A  Cable  A  Conduit  Products 
Depts.,  1285  Boston  Ave.,  Bridgeport  2,  Conn. 

General  Electric  Co.  Ltd.  of  England,  M  Shore  Rd., 
Port  Washington,  N.  Y. 

General  Electric  Co.,  Ltd.,  (Imtra  Corp.),  11  University 
Rd.,  11  Cambridge  38,  Mass. 

General  Electrodynamics  Corp.,  4430  Forest  Lane,  Gar¬ 
land,  Texas. 

General  Electronic  Laboratories,  Inc.,  18  Ames  St.,  Cam¬ 
bridge,  Mass. 

General  Electronics  Corp.,  17  Madison  Ave.,  Montgomery 
4,  Ala. 

General  Findings  A  Supply  Co.,  Industrial  Dhr.,  Attle¬ 
boro,  Mass. 

General  Hermetic  Sealing  Corp.,  99  E.  Hawthorne, 
Valley  Stream,  N.  Y. 

General  Industries  Co.,  Taylor  and  Olive  Sts.,  Elyria, 
Ohio. 

General  Instrument  Corp.,  65  Gouvemeur  St.,  Newark 
4,  N.  J. 

General  Insulated  Wire  Works,  Inc.,  69  Gordon  Ave., 
Providence  5,  R.  I. 

General  Kinetics,  Inc.,  555  23rd  St.,  S.,  Arlington  2,  Va. 
General  Magnetic  Corp.,  10001  Erwin  Ave.,  Detroit 
34,  Mich. 

General  Magnetics,  Inc.,  135  Bloomfield  Ave.,  Bloom¬ 
field,  N.  J. 

General  Metal  Products  Co.,  1010-14  Centre  St, 
Easton,  Pa. 

General  Mills,  Inc.,  Mechanical  Olv.,  1620  Central  Ave., 
Minneapolis  13,  MIm. 

General  Nuclear  Corp.,  550  Fifth  Ave.,  New  York  28, 

N.  Y. 

General  Photo  Products  Co.,  Inc.,  General  Photo  Bldg., 
15  Summit  Ave.,  Chatham,  N.  J. 

General  Plastics  Corp„  P.  0.  Box  1689,  Paterson,  N.  J. 
General  Precision  Laboratory  Inc,  63  Bedford  Rd, 
Pleasantville,  N.  Y. 

General  Radio  Co,  275  Massachusetts  Ave.,  Cam* 
bridge  39,  Mass. 

General  Research  A  Supply  Co,  572  S.  Division  Ave., 
Grand  Rapids  3,  Mldk 

General  ResisUnce  Inc,  577  E.  156th  St.,  New  York 
55,  N.  Y. 

General  RF  Fittings,  Inc,  702  Beacon  St,  Boston 
IS,  Mass. 

General  Tire  A  Rubber  Co.,  The,  Akron,  Ohio. 

General  Transformar  Co,  18240  Harwood  Ave.,  Home- 
wood,  III. 

General  Transistor  Corp.,  91-27  138th  Place,  Jamaica 
35,  N.  Y. 

General  Transistor  Western  Corp,  6110  Venice  Blvd,  Los 
Angeles  34,  Calif. 

General  Vacuum  Corp,  400  Border  St,  East  Boston,  Mass. 
Genisco,  Inc,  2233  Federal  Ave,  Los  Angeles  64, 
Calif. 

Genistron,  Inc,  2301  Federal  Ave,  Los  Angeles  64, 
Calif. 

Georator  Corp.,  315  Tuder  Lane,  Manassas,  Va. 

George  Co.,  P.  D.,  5200  N.  Second  SC,  St.  Louis,  Mo. 
George  Products  Co.,  Inc.,  759  Ramsey  Ave.,  Hillside, 
N.  J. 

Geotronic  Labs.  Inc.,  1314  Cedar  Hill  Ave,  Dallas  8, 
Texas. 

Gerber  Sclentic  Instrument  Co,  89  Spruce  St,  Hart¬ 
ford  1,  Com. 

Gering  Products  Inc,  N.  Seventh  St.  at  Monroe  Ave, 
Kenilworth,  N.  J. 

Gerst  A  Co.,  Paul  E,  4868  N.  Clark  St,  Chicago  40, 
III. 

Gertsch  Products,  Inc,  3211  S.  La  Clenega  Bhrd,  Los 
Angeles  16,  Calif. 

Getters  Electronics,  Inc,  44  Falls  St.,  Niagara  Falls, 
N.  Y. 

Giamini  A  Co,  Inc.,  G.  M.,  918  E.  Green  St.,  Pasadena 
1,  Calif. 

Gibson  Co.,  William  0,  The,  1800  Clyboum  Ave., 
Chicago  14,  111. 

Gibson  Electric  Co.,  Box  535,  Belmont,  Pa. 

GilBlIan  Bros.,  Ine,  1815  Venice  Bhrd,  Los  Angeles  6, 
Calif. 

Gillies  Co.,  Inc,  Duncan  M.,  66  Centr.it  St,  West 
Boylston,  Mass. 

Gilmore  Industries,  5713  Euclid  Ave,  Cleveland  3, 
Ohio. 

Girard-Hopkins,  1000  40th  Ave.,  Oakland  1,  Calif. 
GIrdler  Process  Equipment  Oiv.,  National  Cylinder  Co., 
334  E.  Broadway,  Louisville  1,  Ky. 

Glaser  Lead  Co,  Inc.,  31  Wyckoff  Ave,  Brooklyn  37, 
N.  Y. 


Glaser-Steers  Corp,  2  Main  St,  Belleville  9,  N.  J. 
Glass  Engineering  Labs.,  601  O'Neil  Ave,  Belmont, 
Calif. 

Glass  Solder  Engineering,  4232  Temple  City  Blvd., 
Rosemead,  Calif. 

Glasseal  Products  Co,  Ine,  1111  E.  Elizabeth  Ave,  Lin¬ 
den,  N.  J. 

Clastic  Corp,  The,  4321  Gienridga  Rd,  Cleveland  21, 
Ohio. 


Gleason-Avery  Co.,  Auburn,  N.  Y. 

Glenco  Corp.,  a  Div.  of  Gulton  Industries,  Inc, 
Metuchen,  N.  J. 

Glemite  instrumentation  Olv.  of  Gulton  Industries,  Inc., 
Metuchen,  N.  J. 

Globe  Electrical  Mfg.  Co,  1729  W.  134th  St,  Gardena, 
Calif. 

Globe  Industries,  Inc.,  P.  0.  Box  101,  North  Dayton 
Station,  Dayton  4,  Ohio. 

Glyco  Products  Co.,  Inc,  Empire  State  Bldg.,  New 
York  1,  N.  Y. 

Goat  Co,  Inc,  Fred,  308  Dean  St,  Brooklyn  17, 
N.  Y. 

Godfrey  Manufacturing  Co.,  1633  N.  Halsted  St.,  Chi¬ 
cago  14,  III. 

Goe  Engineering  Co,  219  S.  Mednik  Ave.,  Los  Angeles 
22,  Calif. 

Goldak  Co.,  Inc.,  The,  Dept.  E,  1544  W.  Glenoaks 
Blvd.,  Glendale  1,  Calif. 

Goldsman  Co.,  1325-27  N.  Lawrence  St.,  Philadelphia 
22,  Pa. 

Goldsmith  Bros.  Smelting  A  Refining  Co.,  Ill  N. 
Wabash  Ave.,  Chicago  2,  III. 

Gombos  Co,  Inc.,  John,  103  Montgomery  Ave.,  Irving¬ 
ton  11,  N.  J. 

Gonset  Div.,  Young  Spring  A  Wire  Corp.,  801  S.  Main 
St.,  Burbank,  Calif. 

Good  Electronic  Corp.,  P.  0.  Box  93,  Newton  58,  Mass. 

Good-All  Electric  Mfg.  Co,  112  W.  First  St.,  Ogallala, 
Neb. 


Goodline  OIvn.,  Wire  Co.  of  America,  Inc.,  309  Date  Ave, 
Alhambra,  Calif. 

Goodrich  Aviation  Products,  B.  F,  Dhr.  of  B  .F.  Goodrich 
Co.,  Akron,  Ohio. 

Goodrich  Chemical  Co,  B.  F,  3135  Euclid  Ave., 
Cleveland  15,  Ohio. 

Goodrich  Industrial  Products  Co,  B.  F,  500  S.  Main  Si, 
Akron  18,  Ohio. 

Goodrich  Industrial  Products  Co.,  B.  F.  A  Dhr.  of  The 
B.  F.  Goodrich  Co.,  Plastic  ProducU,  Marietta.  Ohio. 
Goodrich  Sponge  Products,  B.  F,  A  Div.  of  The  8.  F. 

Goodrich  Co.,  Shelton,  Com. 

Goodyear  Aircraft  Corp.,  1210  Massllloa  Road,  Akron 


Good^r  Tire  A  Rubber  Co.,  Inc,  Chemical  Dhr,  1144 
E.  Market  St.,  Akron  16,  Ohio. 

Gordon  Co,  Claud  S..  3000  S.  Wallace  St,  Chkags 
16,  III. 

Gordon  Enterprises,  5362  N.  Cahuenga  Bhrd.,  North 
Hollywood,  Calif. 

Gordos  Corp,  250  Glenwood  Ave.,  Bloomfield,  N.  J. 
Gorham  Manufacturing  Co.,  Bronze  Olv,  Providence  7, 
R.  I. 


Com  Electric  Co.,  Inc.,  Main  St,  Stamford,  Com. 
Gosim  Electric  A  Mfg.  Co,  2921  W.  Olive  St,  Bur¬ 
bank,  Calif. 

Gotham  Audio  Development  Corp.,  2  W.  46th  St.,  New 
York  36,  N.  Y. 

GouW-National  Batteries,  Inc,  35  Neoga  St.,  Depew, 


Gow-Mac  Instniment  Co.,  100  Kings  Rd.,  Madison, 
N.  J. 

Grafo  Colloids  Corp.,  Sharon,  Pa. 

Graham  Mfg.  Co.,  Inc.,  247  Bridge  St.,  East  Green¬ 
wich,  R.  I. 

Grallen  Electronic  Oiv.  of  Clegg,  Ine,  Hanover  A  Ridge- 
dale  Aves.,  Morristown,  N.  J. 

Gramer-Halldorson  Transformer  Corp,  2734  N.  Pulaski 
Rd.,  Chicago  39,  III. 

Granco  ProducU,  Inc.,  36-17  20th  Ave.,  Long  Island 
City,  N.  Y. 

Grand  Ra-Tronics,  Inc.,  Hey  St.,  Grand  Haven,  Mich. 
Grand  Transformers,  Inc.,  Hey  St,  Grand  Haven,  Mkh. 
Granger  Associates,  966  Commercial  St.,  Palo  Alto, 
Calif. 

Grant  Gear  Works,  Ine.,  154  W.  Second  St.,  South 
Boston,  Mats. 

Grant  Pulley  A  Hardware  Corp,  High  St.,  West  Nyack, 
N.  Y. 

Graphic  Systems,  Inc.,  55  W.  4Znd  St.,  New  York  36, 
N.  Y. 

Graphik-CIrculU  Div.  of  Cinch  Mfg.  Carp.,  200  S.  Turn- 
bull-  Canyon  Rd.,  La  Puente,  Calif. 

Graphite  Metallizing  Corp,  1052  Nepperhan  Ave,  Yonk¬ 
ers,  N.  Y. 

Grason-Stadler  Co.,  Audiometer  Olv,  West  Concord, 
Mau. 

Grass  Instrument  Co.,  101  Old  Colony  Ave.,  Quincy, 
Mass. 

Gray  Instrument  Co,  200  E.  Church  Lane,  Philadelphia 
44,  Pa. 

Gray  Mfg.  Co.,  16  Arbor  St.,  Hartford,  Com. 

Gray  A  Kuhn,  Inc.,  20  Railroad  Ave.,  Rotlyn  HelghU, 
N.  Y. 

Gray  A  Prior  Machine  Co.,  Hartford,  Conn. 

Gray  Radio  Co.,  Inc,  501  Forest  Hill  Blvd.,  West  Palm 
Beach,  Fla. 

Gray  Research  A  Development  Co.,  Inc,  685  Hilliard 
St.,  Manchester,  Com. 

GrayhIII,  Inc.,  537  Hlllgrove  Ave.,  La  Grange,  HI. 

Great  Eastern  Metal  ProducU  Co.,  22  Woodworth  Ave., 
Yonkers,  N.  Y. 

Great  Lakes  Electric  Mfg.  Co.,  17  S.  Desplalnes  St., 
Chicago  6,  III. 

Green  Instrument  Co,  363A  Putnam  Ave.,  Cambridge, 

Green  RealfWr  Co,  1-10  Thirtieth  St,  Fair  Lawn, 
N.  J. 

Greenleaf  Mfg.  Co.,  The,  7814  Maplewood  Industrial 
Court,  St.  Louis  17,  Mo. 

Greer  Step  Nut  Co,  2620  W.  Flournoy  St.,  Chicago 
12,  III. 

GreibKh  Instruments  Corp.,  a  Div.  of  Gulton  Industries, 
Inc.,  New  Rochelle,  N.  Y. 


Gremar  Mfg.  Co,  Inc,  7  North  Ave.,  Wakefield,  Mau. 
Grin  Reproducer  Cofp.,  151  Beechwood  St.,  New 
Rochelle,  N.  Y. 

Griave-Hendry  Co,  Inc.,  1401-17  W.  Carroll  Ave,  Chi¬ 
cago  7,  III. 

Griffin  Co,  John,  2157  Jamu  Ave,  St.  Paul  5,  MIm. 
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Griffiths  ElKtronlcs,  Inc.,  155  Summit  St.,  Ncwirh  J, 
N.  J. 

Grivby-Alllson  Co.,  Inc.,  407  N.  Soltm  Avc.,  Artinf- 
ton  Htightt,  III. 

Crimson  Color,  Inc.,  381  Fourth  Av«.,  New  York  16, 
N.  V. 

Groov-PIn  Corp.,  1125  Hendricks  Cousewiy,  Ridpt- 
IWId,  N.  J. 

Guordian  Electric  Mfg.  Co.,  1621  W.  Walnut  St.,  Chi* 
cofo  12,  III. 

Guardite  Co.,  Oiv.  of  Amcrican-Marietta  Co.,  P,  0. 
Bos  IBS,  Wheeling,  III. 

Guastavino  Co.,  R.,  660  Main  St.,  Woburn,  Mass. 

Gudcbrod  Bros.  Silk  Co.,  Inc.,  Electronics  Dhr.,  225 
W.  34th  St.,  New  York  1,  N.  Y. 

Gudtman  Co.,  340  W.  Huron  St.,  Chicago  10,  III. 

Gulton  Industries,  Inc.,  Metuchen,  N.  J. 

Gurley,  W.  A  L.  E.,  514  Fulton  St.,  Troy,  N.  V. 

Guthrun  Oiv  of  Esses  Wire  Corp.,  3443  Addison  St., 
Chicago  18,  III. 

Gyres  Corp.,  3003  Pennsylvania  St.,  Santa  Monica, 
Calif. 

Gyro  Electronics  Co.,  325  Canal  St.,  New  York,  N.  Y. 


H 


H.  A  H.  Products  Co.,  766  Rameay  Ave.,  HllbMe,  N.  J. 
HK  MeUI  Craft  Mfg.  Carp.,  3775  Tenth  Ave.,  New 
York  34,  N.  Y. 

HAS  Wire  Cutting  Service,  Inc.,  24  E.  21tt  St., 
New  York  10,  N.  Y. 

Hackensack  Cable  Corp.,  110  Orchard  St.,  Hackensack, 

N.  J. 

Hadley  Co.,  Inc.,  Robert  M.,  5112  S.  Hoover  St.,  Loe 
Angeles  37,  Calif. 

Hagen  Mfg  Co.,  Inc.,  202  20th  St.,  Moline,  III. 

Halos  Carp.,  P.  0.  Boa  425,  Lee  Gatos,  CalK. 

Hal-Hen  Co.,  36-14  Eleventh  St.,  Long  Island  City  6, 

N.  Y. 

Hall  Mfg.  Co.,  3601  Wesley  Terrace,  Schillar  Park, 
III. 

Hall-Scott,  Inc.,  Electronics  Oh*.,  2650  N.  Ontario, 
Burbank,  Calif. 

Hallamore  Electronics  Co.,  8352  Brookhurst  Ave., 
Anaheim,  Calif. 

Haller,  Raymond  A  Brown,  Inc.,  State  College.  Pa. 
Hallelt  Mfg  Co.,  5610  Boweroft  St.,  Lot  Angeles  16, 
Calif. 

Halliburton,  Inc.,  4724  S.  Boyle  Ave.,  Los  Angeles  58, 
Calif. 

Hallkraftert  Co.,  4401  W.  Fifth  St.,  Chicago  24, 
III. 

Halm  Instrument  Co.,  Inc.,  Glen  Head  Rd.,  Glen  Head, 
N.  Y. 

Halogen  Insulator  A  Seal  Corp.,  10121  Franklin  Aw., 
Franklin  Park,  III. 

Haloid  Co.,  The,  6  Haloid  St.,  Rochester  3,  N.  V. 
Hamilton  Electronics  Corp.,  Pleasant  Valley  Rd.,  Fair¬ 
mont,  W  Va 

Hamllten  Mfg.  Co.,  Two  Rivers,  Wit. 

Hamlin,  Inc.,  1316  Sherman  Avo.,  Evanston,  III. 
Hammarlund  Mfg.  Co.,  Inc.,  460  W.  34th  St.,  New 
York  1  N.  Y. 

Hamnor  Electronics  Co.,  Inc.,  Bos  531,  Princeton, 
N.  J. 

Hampden  Mfg  Co.,  Inc.,  P.  0.  Bos  86,  Palmer,  Mau. 
Handicraft  Tools,  Inc.,  a  Div.  of  X-Acto,  Inc  ,  48-41F 
Van  0am  St.,  Long  Island  City  1,  N  V 
Handy  A  Harman,  82  Fulton  St.,  New  York  38,  N.  Y. 
Hanovia  Liquid  Gold  Oiv  of  Engelhard  Industries.  Inc., 
113  Astor  St.,  Newark  5,  N.  J. 

Hansen  Electronics  Co.,  7117  Santa  Monica  Blvd.,  Lot 
Angeles  46,  Calif. 

Hansen  Mfg.  Co.,  Inc.,  Princeton,  Indiana. 
Hanton-Gorrill-Brian,  Inc.,  85  Haiti  St.,  Glen  Cove, 

N  Y. 

Harder  Co.,  Donald  C.,  3710  Midway  Drive,  San 

Diego  10,  Calif. 

Hardman  Co.,  Inc.,  H.  V.,  571  Cortlandt  St..  Belle- 
viilf  9  N  J 

Hardwick  Hindle,  Inc.,  40  Hermon  St.,  Newark  5, 
N.  J. 

Harmon,  Lichtenstein  A  Co.,  26  Broadway,  New  York  4, 
N.  Y. 

Harnett  Electric  Carp.,  Lincoln  A  Hallett  Avet.,  River- 
head,  N.  Y. 

Harowt  PrKision  Inc.,  Mount  Rd.,  LennI  Mills,  Pa. 
Harper  Co.,  The,  H.  M.,  8200  Lehigh  Ave.,  Morton 
Grove,  III. 

Harper  Electric  Furnace  Corp.,  48  River  SI.,  Buffalo 
2,  N.  Y. 

Harper-Leader,  Inc.,  1046  S.  Main  St.,  Waterbury  20, 
Conn. 

Harrington  A  King  Perforating  Co.,  5617Vk  Fillmore 
St.,  Chicago  44,  III. 

Harris  Transfer  Corp.,  The.  Woodbury,  Conn. 

Harrison  Laboratories,  Inc.,  45  Industrial  Rd.,  Berkeley 
HeigMs.  N.  J. 

Hart  Mfg.  Co.,  242  Bartholomew  Ave.,  Hartford  1, 
Conn. 

Hartford  City  Paper  Co.,  S.  Spring  St.,  Hartford  City,  Ind. 
Hartley  Products  Co.,  521  E.  162nd  St.,  New  Vorfc 
51,  N.  Y. 

Hartwood  Glass  A  Metals  Co.,  P.  0.  Bov  865,  Martins- 
burg,  W.  Va. 

Harvey  Hiibbell,  Inc.,  State  St.  A  Bostwick  Ave., 
Bridgeport  2,  Conn. 

Harvey-Wells  Electronict,  Inc.,  North  St.,  Southbrldge, 
Mass. 

Harworth  Mfg.  Co.,  406  El  Camino  Real,  Menlo  Park, 
Calif. 

Hassall,  Inc.,  John,  P.  0.  Bov  2242,  Westbury,  N.  Y. 
Hastings-Raydist,  Inc.,  Hampton  6,  Va. 

Hathaway  Instrument  Div.,  Hamilton  Watch  Co.,  5800 
E.  lewell  Ave.,  Denver  22,  Colo. 

Hauman  Instruments  Co.,  Inc.,  70  Coolldge  Hill  Rd., 
Watertown  72,  Mast. 


Hautter  A  Son,  C.  A.,  6040  Belfield  Ave.,  Philadelphia 

44,  Pa. 

Haveg  Industries,  Inc.,  600  Greenbank  Rd.,  Wilmington 
8,  Del. 

Hawley  Products  Co.,  St.  Charles,  III. 

Haydon  Co.,  A.  W.,  The,  238  N.  Elm  St.,  Waterbury, 
Conn. 

Haydon  Div.  of  General  Time  Corp.,  500  E.  Ekn  St., 
Torrington,  Conn. 

Haydon  Instrument  Co.,  156  W.  Liberty  St.,  Waterbury 
20,  Conn. 

Haydu  Electronic  Products,  Inc.,  1426  W.  Front  St., 
Plainfield,  N.  J. 

Hayes  Inc.,  C.  I.,  800  Wellington  Ave.,  Cranston,  R.  I. 
Haynes  Stellite  Co.,  Div.  of  Union  Carbide  Corp.,  30 

E.  42od  St.,  New  York  17,  N.  Y. 

Hays  Mfg.  Co.,  818  W.  12th  St.,  Erie,  Pa. 

Heath  Co.,  A  Sub.  of  Dayttrom,  Inc.,  Benton  Harbor 
14,  Mich. 

Heiland  Div.  of  MInneapolls-Honeywell  Regulator  Co., 
5200  E.  Evans  Ave.,  Denver  22,  Cole. 

Hcinemann  Electric  Co.,  150  Plum  St.,  Trenton  2, 

N.  J. 

Heim  Mueller  Engineering  Co.,  Inc.,  1606  N.  Cicero 
Ave.,  Chicago  36,  III. 

Neinie  Electric  Co.,  685  Lawrence  St.,  Lowell,  Mass. 

Heko  Products  Corp.,  7832  Balboa  Blvd.,  Van  Nuys, 
Calif. 

Hel^  Mfg.  Corp.  238  Lewis  St.,  Paterson,  N.  J. 

Heli-Coil  Corp.,  Shelter  Rock  Rd.,  Danbury,  Conn. 

Helipot  Corp.,  Newport  Beach,  Calif. 

Heller  Co.,  Gerald  K.,  1816  Industrial  Rd..  Las  Vegas, 
Nev 

Heller  Roberts  Mfg.  Corp.,  TOO  Jamaica  Ave.,  Breoklyn 
8  N.  Y. 

HeKvig  Co.^  2544  N.  30th  St.,  Milwaukee  10,  WIs. 
Heminway  A  Bartlett  Mfg.  Co.,  500  Fifth  Ave.,  New 
York  36,  N.  Y. 

Henry  and  Miller  Industries,  Inc.,  675  Garfield  Ave., 
Jersey  City  5,  N.  J. 

Heppner  Mfg.  Co.,  P.  0.  Bov  612,  Round  Lake,  III. 
Hercules  Powder  Co.,  Inc.,  600  Market  St.,  Wilming¬ 
ton  66,  Del. 

Hermasoal  Co.,  Inc.,  1101  Lafayette  St.,  Elkhart,  Ind. 
Hermes  Plastics,  Inc.,  13-16  University  Placa,  New 
York  3,  N.  Y. 

Hermetic,  Inc.,  232  Creek  Rd.,  Keansburg,  N.  J. 

Hermetic  Pacific  Corp.,  4232  Temple  City  Blvd.,  Rose¬ 
mead.  Calif. 

Hermetic  Seal  Corp.,  26-37  S.  Sixth  St.,  Newark  7, 

N  J. 

Hermetk  Seal  Transformer  Co.,  P.  0.  Bov  277,  Gar¬ 
land,  Texas. 

Hermetita  Corp.,  702  Beacon  St.,  Boston  15,  Mass. 
Herrnfeld  Engineering  Corp.,  Frank,  5716  Camille  Ave., 
Culver  City,  Calif. 

Hertner  Electrk  Co.,  12660  Elmwood  Ave.,  Cleveland  11, 
Ohio. 

Hertog  Miniature  Lamp  Works,  Inc.,  50-17  5th  St., 
Long  Island  City  1,  N.  Y. 

HeKO  Engineering  Co.,  322  E  Beach  Ave.,  Inglewood  3, 
Calif. 

Hetherington,  Inc.,  Folcroft,  Pa. 

Hevf-Duty  Electric  Co.,  Milwaukee  1,  Wit. 

Hewlett-Packard  Co.,  275  Page  Mill  Rd..  Palo  AHo, 
Calif 

Hevacon  Elecuk  Co.,  130  W.  Clay  Ave.,  Roselle  Park, 

N  J. 

Heyman  Mfg.  Co.,  Kenilworth  2,  N.  J. 

Hickok  Electrical  Instrument  Co.,  10514  Dupont  Ave., 
Cleveland  8.  Ohio. 

Hicks  Corp.,  The,  1671  Hyde  Park  Ave.,  Hyde  Park, 
Mass 

Hieatt  Engineering  Co.,  2228  N.  Hollywood  Way,  Bur¬ 
bank,  Calif. 

HI-6  Inc.,  Bradley  Field,  Windsor  Locks,  Conn. 

High  Fidelity  Products,  Bov  131,  Owensboro,  Ky. 

High  Speed  Hammer  (^.,  Rochester,  N.  Y. 

Hi^  Vacuum  Equipment  Corp.,  2  Churchill  Rd.,  Hing- 
ham.  Mast 

High  Voltage  Engineering  Corp.,  Burlington,  Mass 
Highland  Engineering,  1732  Berkeley,  Santa  Monica, 
Calif. 

Highland  Engineering  Co.,  61  Magnolia  St.,  Westbury, 
N.  Y. 

Hilger  A  Watts  Ltd.,  80  Shore  Rd.,  Port  Washington, 

N  V 

Hill  Electronic  Engineering  A  Mfg.  Co.,  Inc.,  New 
Kingstown.  Pa. 

Hlllbum  Electronic  Products  Co.,  55  Nassau  Ave.,  Brook¬ 
lyn  22,  N.  Y. 

Hlllyer  Instrument  Co.,  Inc.,  331  Centennial  Ave., 
Cramford,  N  J. 

Hinde  A  Oauch  Oiv.  of  West  Virginia  Pulp  A  Paper 
Co.,  Sandusky,  Ohio. 

Hindle  Transformer  Co.,  Inc.,  Woods  Church  Rd.,  Flcm- 
Ington,  N.  J. 

Hitchiner  Manufacturing  Co.,  Inc.,  P.  0  Bov  340,  Mil¬ 
ford  N.  H. 

Hitemp  Wires,  Inc.,  1200  Shames  Drive,  Westbury, 
N  V 

Hi-Test  Chemical  Corp.,  722  64th  St.,  Brooklyn  20, 
N  Y. 

Hobbs  Mfg.  Co.,  26  Salisbury  St.,  Worcester,  Mass. 
Hobson  Bros.,  Inc.,  4640  W  Lawrence  Ave.,  Chicago 
30,  III. 

Hoffman  Co.,  P.  R.,  Carlisle,  Pa. 

Hoffman  Electronics  Corp.,  Consumer  Products  Div.,  6200 
S.  Avalon  Blvd.,  Los  Angeles  3,  Calif. 

Hoffman  Electronics  Corp.,  Semiconductor  Div.,  630 
Pitner  Ave.,  Evanston,  III. 

Hoffman  Engineering  Corp.,  Anoka,  Minn. 

Hogan  Laboratories,  Inc.,  155  Pe^  St.,  New  York  14, 
N.  Y, 

Holl  Audio  Inc.,  5014  N.  Encinta  Ave.,  Temple  City, 
Calif. 

Holland  Electronics,  Inc.,  772  E.  53rd  St.,  Brooklyn, 
N  Y. 

Hollingsworth  Co.,  Solderless  Terminal  Oiv.,  Bov  430, 
Phoenlwllle,  Pa. 


Holt  Instrument  Labs.,  Oconto,  Was. 

Holtzer-Cabot  Motor  Div.  of  National  Pneumatic  Co., 
Inc.,  125  Amory  St.,  Boston  t6.  Mass. 

Holub  Industries,  Inc.,  414  DeKalb  Ave.,  Sycamore,  III. 

Holyoke  Wire  A  Cable  Co.,  720  Main  St.,  Holyoke,  Mats. 

Homelite  Div.  of  Textron  Inc.,  Port  Chester,  N.  Y. 

Hooker  Electrochemical  Co.,  Box  344,  Niagara  Falls, 
N.  Y. 

Hoover  Electric  Co.,  2100  S.  Stoner  Ave.,  Los  Angeles 
25,  Calif. 

Hoover  Electronics  Co.,  110  W.  Timonium  Rd.,  Timonium, 
Md. 

Hopkins  Engineering  Co.,  12600  Foothill  Blvd.,  San 
Fernando,  Calif. 

Horlick  Co.,  Inc.,  William  I.,  266  Summer  St.,  Boston 
10.  Mass. 

Hoskins  Mfg.  Co.,  4445  Lawton  Ave.,  Detroit  8,  Mkh. 

Houghton  Laboratories,  Inc.,  322  Houghton  Ave.,  Olean, 
N.  Y. 

Houlihan  Co.,  T.  J.,  2508-14  W.  Lawrence  Avenue, 
Chicago  25,  III. 

Hovis  Screwlock  Co.,  8100  E.  Nine  Mile  Rd.,  Van  Dyke, 
Mich. 

Howard  Industries,  Inc.,  Dhrisiont;  Cyclohm  Motor  Corp., 
Electric  Motor  Corp.,  Racine,  Wis. 

Howe  International,  431  Danforth,  Dept.  E-7,  Jersey 
City  5,  N.  J. 

Howell  Instrument  Co.,  3101  Trinity  St.,  Fort  Worth  7, 
Texas. 

Hoyt  Electrical  Instrument  Works,  Inc.,  42  Carleton  St., 
Cambridge  42,  Mass. 

Hubbard  Scientific  Labs.,  Inc.,  1063  Industrial  St., 
Pomona,  Calif. 

Huck  Mfg.  Co.,  2480  Bellevue  Ave.,  Detroit  7,  Mich. 

Hudson  American  Division,  26-01  Borden  Avc.,  Long 
Island  City,  N  V. 

Hudson  Bay  Co.,  Div.  of  Labline  Inc.,  3070  W.  Grand 
Ave.,  Chicago  22,  III. 

Hudson  Cushion  Corp.,  70-25  Cypress  Hills  St.,  Ridge¬ 
wood  27,  N.  Y. 

Hudson  Lamp  Co.,  528  Elm  St.,  Kearny,  N.  J. 

Hudson  Tool  A  Die  Co.,  Inc.,  118  S.  loth  St.,  Newark, 
N.  J. 

Hudson  Wire  Co.,  Ossining,  N.  Y. 

Hufeo  Industries,  2815  W.  Olive,  Burbank,  Calif. 

Huggins  Laboratories,  711  Hamilton  Ave.,  Menlo  Pvk, 
CalH. 

Hughes  Products,  Electronic  Tube  Oiv.,  International  Air¬ 
port  Station,  Los  Angeles  45,  Calif. 

Hughes  Products,  Semiconductor  Oiv.,  International  Air¬ 
port  Station,  Los  Angeles  45,  Calif. 

Hughey  A  Phillips,  Inc.,  3200  N.  San  Fernando  Blvd., 
Burbank.  Calif. 

Hull  Corporation,  Hatboro,  Pa. 

Hull-Standard  Corp.,  Hatboro,  Pa. 

Humphrey,  Inc.,  2805  Canon  St.,  San  Diego  6,  Calif. 

Hunt  Co.,  Philip  A.,  Palisades  Park,  N.  J. 

Hunt  C^.,  The,  453  Lincoln  St.,  Carlisle,  Pa. 

Hunter-Bristol  C^p.,  Bristol,  Pa. 

Hunter  Mfg.  Co.,  106  N.  Linn  St.,  Iowa  City,  Iowa 

Hunter  Tool  Co.,  6851  Alburtis  St.,  SanU  Fe  Springs, 
Calif. 

Hupp  Electronics  Co.,  A  Div.  of  Hupp  Corp.,  753  Circle 
Ave.,  Forest  Park,  III. 

Hupp  Electronics  Co.,  265  E.  Pomfret  St.,  Carlisle,  Pa. 

Hupp  Instrumation  Div.,  Erie-Paciftc,  12632  S.  VVeber 
Way,  Hawthorne,  Calif. 

Huppert  Co.,  K.  H.,  6864  Cottage  Grove  Ave.,  Chicago 
37,  III. 

Hycon  Eastern,  Inc.,  Dept.  EBG,  75  Cambridge  Parkway, 
Cambridge,  Mass. 

Hycon  Electronics,  Inc.,  370  S.  Fair  Oaks,  Pasadena, 
Calif. 

Hydraulic  Press  Mfg.  Co.,  A  Div.  of  Kochring  Co.,  Mt. 
Gilead,  Ohio. 

Hydro-Aire,  Inc.,  3000  Winona  Blvd.,  Burbank,  Calif. 

Hydro  Molding  Co.  Inc.,  Plattsburgh,  N.  Y. 


I.  D.  E.  A.,  Inc.,  7600  Pendleton  Pika,  Indianapolis  26, 
Ind. 

I.  E.  Manufacturing,  325  N.  Hoyna  Ave.,  Chicago  12, 
III. 

I-L-S  Instrument  Corp.,  4525  W.  IbOth  St.,  Cleve¬ 
land  11,  Ohio. 

I-T-E  Circuit  Breaker  Co.,  Special  Products  Div.,  601 
E.  Erie  Ave.,  Philadelphia  34,  Pa. 

Ideal  Industries,  Inc.,  5103  Park  A  Borden  Avenues, 
Sycamore,  III. 

Ideal  Precision  Meter  Co.,  Inc.,  126  Greenpoint  Ave., 
Brooklyn  22,  N  Y. 

Ilg  Electric  Ventilating  Co.,  2850  N.  Pulaski  Rd., 
Chicago  41,  III. 

Illinois  Condenser  Co.,  1616  N.  Throop  St.,  Chicago  22, 
III. 

Illumitronic  Engineering,  680  E.  Taylor  Ave.,  Sunny¬ 
vale,  Calif. 

Ilsco  Corporation,  Cincinnati  27,  Ohio. 

Impact  Extrusion  Products,  Inc.,  36  Powderhouse  Rd., 
Roslyn  Heights,  N  V, 

Impact-O-Graph  Corp.,  The,  1600  Euclid  Ave.,  Cleve¬ 
land  15,  Ohio. 

Improved  Seamless  Wire  Co.,  775  Eddy  St.,  Providence 
5,  R.  I. 

Indiana  Steel  Products  Company,  The,  Valparaiso,  Indiana 

Indiana  Steel  A  Wire  Co.,  Inc.,  700  Council  St., 
Muncie,  Ind. 

Indium  Corp.  of  America,  1676  Lincoln  Ave.,  Utica  4, 
N.  V. 

Induction  Heating  Corp.,  181  Wythe  Ave.,  Brooklyn  11, 
N.  V, 

Induction  Motors  Corp.,  570  Main  St.,  Westbury,  N.  Y. 

Industrial  Condenser  Corp.,  3243  N.  California  Ave., 
Chicago  IB,  III. 
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Udustrial  Central  Co.,  SOS  Albin  Ave.,  Lindenhurst, 

N.  Y. 

Industrial  Development  Labs.,  Inc.,  17  Pollock  Ave., 
Jersey  City  S,  N.  J. 

Industrial  Dmices  Inc.,  9S2  Rtwr  Rd.,  Edgewater,  N.  J. 
Industrial  Electrical  Wtorks,  Inc.,  1500  Chicago  St., 
Omaha  2,  Nebraska. 

Industrial  Electronic  Controls  Co.,  2271  E.  14th  St., 
Brooklyn  20,  N.  Y. 

Industrial  Electronic  Engineers,  3073  Lankershim  Blvd., 
North  Hollmmod,  Calif. 

Industrial  Electronics  Co.,  Inc.,  Hanover,  Mass. 

Industrial  Electronics,  Inc.,  8060  Wheeler  St.,  Detroit 
10,  Mich. 

Industrial  Engravers,  Inc.,  2212  McDonald  Ave.,  Brook¬ 
lyn  23,  N.  Y. 

Industrial  Hardware  Mfg.  Co.,  Inc.,  100  Prince  St.,  New 
York,  12,  N.  Y. 

Industrial  Instrumonts,  Inc.,  80  Commerce  Rd.,  Cedar 
Grove,  N.  J. 

Industrial  Mica  Corp.,  223  S.  Van  Brunt  St.,  Englewood, 

N.  J. 

Industrial  Products  Co.,  Div.  of  Danbury- Knudsen,  Inc., 
Danbury,  Conn. 

Industrial  Radio  Corp.,  428  N.  Parhside  Ave.,  Chicago 
44,  III. 

Industrial  Retaining  Ring  Co.,  57  Cordier  St.,  Irving¬ 
ton  11,  N.  J. 

Industrial  Systems  Co.,  Matawan,  N.  J. 

Industrial  Tectonics,  Inc.,  2100  Jackson  Rd.,  Ann  Art>or, 
Mich. 

Industrial  Television,  Inc.,  360  Lexington  Ave.,  Clifton, 
N.  J. 

Industrial  Test  Equipment  Co.,  55  E.  11th  St.,  New 
York  3,  N.  Y. 

Industrial  Timer  Corp.,  1407  McCarter  Highway,  Newark 
4,  N.  J. 

Industrial  Transformer  Corp.,  Gouldsboro,  Pa. 

Industrial  Tubes,  ItK.,  321  Stevens  St.,  Geneva,  III. 
Industrial  Winding  Machinery  Corp.,  120  Wall  St.,  New 
York  5,  N.  Y. 

Industrial  Wiring  t  Cable  Co.,  103  Foundry  St.,  Wake¬ 
field,  Mass. 

Industro  Transistor  Corp.,  35-10  36th  Ave.,  Long  Island 
City  6,  N.  Y. 

Industron  Corp.,  55  Needham  St.,  Newton  Highlands, 
Mass. 

Industronics,  Box  424  Arlington  Heights,  III. 

Ingraham  Co.,  E.,  Bristol,  Conn. 

Inland  Electronics  Corp.,  500  Rathbone  Ave.,  Aurora,  III. 
Insco  Co.,  Dhr.  of  Barry  Controls,  Inc.,  Hollis  St., 
Groton,  Mass. 

Inso  Products,  Ltd.,  404  Fifth  Ave.,  New  York  18,  N.  Y. 
Instant  Circuits  Dhr.  of  Alfred  W.  Barber  Labs.,  32-44 
Francis  Lewis  Blvd.,  Flushing,  N.  Y. 

Instru-Lec  Corp.,  520  Homestead  Ave.,  Mt.  Vernon,  N.  Y. 
Instrument  Cases  Dhr.  of  TA  Mfg.  Co.,  4607  Alger,  Los 
Angeles,  Calif. 

Instrument  Development  Laboratories,  Inc.,  67  Mechanic 
St.,  Attleboro,  Moss. 

Instrument  Laboratories,  315  W.  Walton  Place,  Chicago 
10,  III. 

Instrument  Resistors  Co.,  1036  Commerce  Ave.,  Union, 
N.  J. 

Instrument  Specialties  Co.,  Inc.,  254  Bergen  Bhrd.,  Little 
Falls,  N.  J. 

Instrument  Wire  Co.,  41  Kendall  Ave.,  Maplewood,  N.  J. 
Instruments  for  Industry,  Inc.,  149  Glen  Cove  Rd., 
Mineola,  N.  Y. 

Insulating  Fabricators,  Inc.,  ISO  Union  Ave.,  East 
Rutherford,  N.  J. 

Insulation  Manufacturers  Corp.,  565  W.  Washington 
Blvd.,  Chicago  6,  III. 

Integrated  Mka  C^.,  202  Franklin  Place,  Woodmere, 
N.  Y. 

Intelex  Systems,  Inc.,  22  Thames  St.,  New  York,  N.  Y. 
Intercontinental  Dynamics  Corp.,  170  Coolldge  Ave., 
Englewood,  N.  J. 

Intercontinental  Electronics  Corp.,  1551  Franklin  Ave., 
Mineola,  N.  Y.' 

Interelectronics  Corp.,  2432  Grand  Concourse,  New  York 
58,  N.  Y. 

Interference  Measurement  Lab.,  Inc.,  907  E.  51tt  St., 
Brooklyn  3,  N.  Y. 

Intermetall,  Gesellschaft  fur  Metallurgie  und  Elektronik 
M.  B.  H.,  Div.  of  Clevlte  Corp.,  Konigsallee  14-16, 
Dusseldorf/  West  Germany. 

International  Business  Machines,  590  Madison  Ave.,  New 
York  22,  N.  Y. 

International  Crystal  Mfg.  Co.,  18  N.  Lee  St.,  Oklahoma 
City,  Okia. 

International  Electronic  Industries,  Inc.,  Box  1368, 
Nashville,  Tenn. 

International  Electronic  Research  Corp.,  145  W.  Magnolia 
Blvd.,  Burbank,  Calif. 

International  Electronics  Corp.,  (Mullard  Equipment),  81 
Spring  St.,  New  York  12,  N.  Y. 

International  Equipment  Co.,  1284  Soldiers  Field  Rd., 
Boston  35,  Mass. 

International  Instruments,  Inc.,  P.  0.  Box  2954,  New 
Haven  15,  Conn. 

International  Nickel  Co.,  Inc.,  67  Wall  St.,  New  York 
5,  N.  Y. 

International  Pump  It  Machine  Works,  Inc.,  81  Dorsa 
Ave.,  Livingston,  N.  J. 

International  Radiant  Corp.,  Ill  New  York  Ave.,  West- 
bury,  N.  Y. 

International  Radio  &  Electronics  Corp.,  Elkhart,  Ind. 
International  Rectifier  Corp.,  1521  E.  Grand  Ave.,  El 
Segundo,  Calif. 

International  Register  Co.,  2620  Washington  Blvd., 
Chicago  12,  III. 

Internatioiul  Research  Associates,  2221  Warwick  Ave., 
Santa  Monica,  Calif. 

International  Research  &  Development  Corp.,  6150 
Huntley  Rd.,  P.  0.  Box  55,  Worthington,  Ohio. 
International  Resistance  Co.,  401  N.  Broad  St.,  Phila¬ 
delphia  8,  Pa. 

International  Scientific  Industries  Corp.,  2374  E.  Hiway 
24,  Colorado  Springs,  Colo. 


IT&T  Components  Div.,  international  Telephone  It 
Telegraph  Corp.,  P.  0.  Box  412,  Clifton,  N.  J. 

International  Telephone  It  Telegraph  Corp.,  Components 
Dhr.,  100  Kingsland  Rd.,  Clifton,  N.  J. 

International  Telephone  &  Telegraph  Corp.,  Industrial 

Products  Div.,  15191  Bledsoe  St.,  San  Fernando, 
Calif. 

International  Telephone  &  Telegraph  Corp.,  Industrial 

Products  Div.,  Instruments,  250  Garibaldi  Ave.,  Lodi, 
N.  J. 

International  Wax  Refining  Co.,  99  E.  Hawthorne  Ave., 
Valley  Stream,  N.  Y. 

Intersearch,  Inc.,  7  Arcadia  Place,  Cincinnati  8,  Ohio. 

Interstate  Electronics  Corp.,  707  E.  Vermont  Ave.,  Ana¬ 
heim,  Calif. 

Interstate  Electronics,  Inc.,  227  Fulton  St.,  New  York 
7,  N.  Y. 

Investment  Casting  Co.,  60  Brown  Ave.,  Springfield,  N.  J. 

Ippolito  It  Co.,  Inc.,  James,  401  Concord  Ave.,  Bronx 
54,  N.  Y. 

Iron  Fireman  Mfg.  Co.,  Electronics  Dhr.,  2838  S.  E. 
Ninth  Ave.,  Portland  2,  Ore. 

Irving  Tool  It  Mfg.  Co.,  1315  Levee  St.,  Dallas  7, 
Texas. 

Irvington  Varnish  It  Insulator  Div.  of  Minnesota  Mining 
It  Mfg.  Co.,  6  Argyle  Terrace,  Irvington  11,  N.  J. 

Irwin  Products  Co.,  4937  N.  Damen,  Chicago  25,  III. 

Islip  Transformer  It  Metal  Co.,  Inc.,  Beech  St.,  Isllp, 
N.  J. 

Isocyatute  Products,  Inc.,  P.  0.  Box  1681,  Wilming¬ 
ton,  Del. 

Isolantite  Manufacturing  Co.,  Stirling,  N.  J. 

Isotope  Developments  Ltd.,  Beenham  Grange,  Aldermaston 
Wharf,  Nr.  Reading,  Berks. 


J 


J-B-L  Instrument  Co.,  Sycamore  It  Mill  Rds.,  Clifton 
Heights,  Pa. 

J-B-T  Instruments,  Inc.,  431  Chapel  St.,  New  Haven  8, 
Conn. 

JFO  Manufacturing  Co.,  Inc.,  6101  16th  Ave.,  Brooklyn 
4,  N.  V. 

J-V-M  Microwave  Co.,  4633  S.  Lawndale  Ave.,  Lyons, 
III. 

Jack  It  Heinti,  Inc.,  Cleveland  1,  Ohio. 

Jackes-Evans  Mfg.  Co.,  4427  Geraldine  Ave.,  St.  Louis 
15,  Mo. 

Jackson  Electrical  Instrument  Co.,  16  S.  Patterson 
Blvd.,  Dayton  2,  Ohio. 

Jacobson  Nut  Mfg.  Corp.,  Market  St.,  Kenilworth  2, 
N.  J. 

Jadow,  Inc.,  B.,  860  Broadway,  New  York  3,  N.  Y. 
Jaidinger  Mfg.  Co.,  Inc.,  The,  1921  W.  Hubbard  St., 
Chicago  22,  III. 

James  Vibrapowr  Co.,  4050  N.  Rockwell  St.,  Chicago 
18,  III. 

Jan  Hardware  Mfg.  Co.,  Inc.,  75  N.  11th  St.,  Brooklyn 

II,  N.  Y. 

Janco  Corp.,  3111  Winona  Ave.,  Burbank,  CalK. 

Jandor,  Inc.,  P.  0.  Box  S3,  Far  Hills  Sub-Station, 
Dayton  19,  Ohio. 

Janette  Electric  Mfg.  Co.,  Morton  Grove,  Illinois 
Jarrell-Ash  Co.,  26  Forwell  St.,  Newtonvllle,  Mast. 
Jarvis  Electronics  Corp.,  1140  Cherry  St.,  Winnetka, 

III. 

Javex,  P.  0.  Box  646,  Redlands,  Calif. 

Jeffers  Electronics  Div.  of  Speer  Carbon  Co.,  Du  Boit,  Pa. 
Jefferson  Electronic  Products  Corp.,  322  State  St., 
Santa  Barbara,  Calif. 

Jefferson,  Inc.,  Ray,  40  E.  Merrick  Rd.,  Freeport,  N.  Y. 
Jefferson  Products  Corp.,  Pleasant  Valley  Rd.,  Sutton, 
Mass. 

Jelliff  Mfg.  Corp.,  C.  0.,  200  Pequot  Ave.,  Southport, 
Conn. 

Jenkins  Co.,  George  0.,  Bridgewater,  Mass. 

Jennings  Machine  Corp.,  3452  Ludlow  St.,  Philadelphia, 
Pa. 

Jennings  Radio  Mfg.  Corp.,  970  McLaughlin  Ave.,  P.  0. 

Box  1278,  San  Jose  8,  Calif. 

Jensen  Industries,  Inc.,  7333  W.  Harrison,  Forest  Park, 
III. 

Jensen  Mfg.  Co.,  6601  S.  Laramie  Ave.,  Chicago  38,  III. 
Jerrold  Electronics  Corp.,  ISth  It  Lehigh,  Philadelphia 
32,  Pa. 

Jersey  Specialty  Co.,  Inc.,  Burgess  Place,  Mountalnvlew, 
N.  J. 

Jettron  Products,  Route  10,  Hanover,  N.  J. 

Jobbins  Electronics,  771  Hamilton  Ave.,  Menlo  Park, 
Calif. 

Joclin  Mfg.  Co.,  Lufbery  Ave.,  Wallingford,  Conn. 
Jodee  Plastics  Co.,  3089  Fulton  St.,  Brooklyn  8,  N.  Y. 
Johansen  Mfg.  Co.,  Box  329,  Boonton,  N.  J. 
Johns-Manville,  22  E.  40th  St.,  New  York  16,  N.  Y. 
Johns-Manville  Dutch  Brand  Division,  7800  Woodlawn 
Ave.,  Chicago  19,  III. 

Johnson  Associates,  Walter  A.,  318  Norton  Ave.,  Endi- 
cott,  N.  Y. 

Johnson  Co.,  E.  F.,  Waseca,  Minn. 

Johnson  A  Hoffman  Mfg.  Corp.,  31  E.  Second  St., 
Mineola,  N.  Y. 

Johnson  Mfg.  Co.,  Inc.,  Mount  Vernon,  Iowa. 

Johnson  Research  Corp.,  Bethpage,  N.  Y. 
Johnson-Williams,  Inc.,  2625  Park  Blvd.,  Palo  Alto  14, 
Calif. 

Johnston  Foil  Mfg.  Co.,  6100  S.  Broadway,  St.  Louis 
11,  Mo. 

Jonas  Co.,  F..  55  W.  42nd  St.,  New  York  36,  N.  Y. 
Jones  Div.,  Howard  B.,  Cinch  Mfg.  Corp.,  1026  S. 

Homan  Ave.,  Chicago  24,  III. 

Jones  Electronics  Co.,  Inc.,  M.  C.,  IBS  N.  Main  St., 
Bristol,  Conn. 

Jones  It  Lamson  Machine  Co.,  Springfield,  Vt. 


Jones-Porter  Instrument  Co.,  Inc.,  Box  666,  Riverdale, 
N.  J. 

Jonesville  Paper  Tube  Corp.,  474  Beck  Rd.,  Janesville, 
Mich. 

Jordon  Electronics,  a  Div.  of  Victoreen  Instrument  Ce., 
3025  W.  Miuian  Rd.,  Amambra,  Calif. 

Jowfl  Electronics,  Inc.,  Beffleld  It  Wistar,  Philadelphia 
44,  Pa. 

Joy  Mfg.  Co.,  Dept.  39,  Oliver  Bldg.,  Pittsburgh  22,  Pa. 
Jo^  Associates,  488  Latham  Rd.,  Mineola,  N.  Y, 

Jualt  Gear  Co.,  Inc.,  1108  Goffle  Rd.,  Hawthorne,  N.  J. 
Julie  Research  Laboratories,  556  W.  168th  St.,  New 
York  32,  N.  Y. 


K.  F.  Development  Ce.,  2606  Spring  St.,  Reihvood  City, 
Calif. 

K-V  Transformer  Carp.,  20  E.  Franklin  St.,  Danbury, 
Conn. 

K-W  Engineering  Works,  15920  Pin  Oak  Court,  (P.  0.) 
Butler,  Wis. 

Kaar  Engineering  Co.,  2995  Middlefleld  Rood,  P.  0.  Box 
1320,  Palo  Alto,  Calif. 

Kahle  Enghwering  Co.,  1307  Seventh  St.,  North  Bergen, 
N.  J. 

Kahn  and  Co.,  Inc.,  541  Windsor  St.,  Hartford  1,  Conn. 
Kahn  Research  Lab*.,  Inc.,  Eliiabeth  Bldg.,  22  Pine  St., 
Freeport,  N.  Y. 

Kaiser  Aluminum  It  Chemical  Sales,  Inc.,  919  N.  Michi¬ 
gan  Ave.,  Chicago,  III. 

Kanthal  Ce^.,  Amelia  Place,  Stamford,  Conn. 

Karp,  Lawrence  A.,  16  Putnam  Park,  Greenwich,  Conn. 
Karp,  Letter  A  Ce..  Inc.,  60  E.  42nd  St.,  New  York  17, 
N.  Y. 

Kartren,  Inc.,  Box  472,  Huntington  Beach,  Calif. 

Kate  Engineering  Ce.,  1415  First  Ave.,  Mankato,  Minn. 
Katollght  Corp.,  First  Ave.  at  Chestnut,  Mankato,  Minn. 
Kauke  It  Co.,  1634  Pico  Blvd.,  Santa  Monica,  Calif. 
Kaupp  A  Sons,  C.  B.,  32  Newark  Way,  Maplewood, 
N.  J. 

Kawnecr  Co.,  1105  N.  Front  St.,  Niles,  Mich. 

Kay  Electric  Co.,  14  Maple  Ave.,  Pine  Brook,  N.  J. 
Kaydon  Engineerijig  Corp.,  The,  Muskegon,  Mich. 

Kearfott  Ce.,  Inc.,  Engineering  A  Sales  Olv.,  1378 
Main  Ave.,  Clifton,  N.  J. 

Kearfott  Co.,  Inc.,  Western  Div.,  14844  Oxnard  St., 
Van  Nuys,  Calif. 

Kell  Engineering  Products  Co.,  6833  Manchester  St., 
St.  Louis,  Mo. 

Kelm  Precision  Mirrors,  1346  E.  Colorade  St.,  Glendale 
5,  Calif. 

Kelthley  Instruments,  Inc.,  Dept.  EB,  12415  Euclid 
Ave.,  Cleveland  6,  Ohio. 

Keller,  Jr.,  Jewels,  Hugo,  50  E.  42nd  St.,  New  York 
17,  N,  Y. 

Keller  Products  Inc.,  41  Union  St.,  Manchester,  H.  H. 
Kellogg  Switchboard  A  Supply  Co.,  6650  S.  CIcere 
St.,  Chicago  2,  III. 

Kelnor  Mfg.  Co.,  Inc.,  1355  Market  St.,  San  Franclsce 

3,  Calif. 

Kelvin  Electric  Co.,  5907  Noble  Ave.,  Van  Nuys,  Calif. 
Kelvin  A  Hughes  Ltd.,  New  North  Rd.,  BaHiingside, 
Essex,  England. 

Kelvin  A  Hughes  Ltd.,  80  Shore  Rd.,  Part  Washington, 
N.  V. 

Kemllte  Laboratories,  1019  W.  Grand  Ave.,  Chicago  22, 
III. 

Kemtron  Electron  Products,  Inc.,  5  Prince  Place,  New- 
buryport.  Mass 

Kenn  Equipment  Ce.,  16-18  S.  Marshall  St.,  Phila¬ 
delphia  6.  Pa. 

Kenn^  A  Co.,  0.  S.,  Cohasset,  Mau. 

Kennedy  Industries,  1581  E.  Charles  St.,  Banning, 
Calif. 

Kent  Co.,  F.  C.,  64  Howard  St.,  Irvingtan,  N.  J. 
Kenwood  Engineering  Co.,  Inc.,  265  Colfax  Ave.,  Kenil¬ 
worth,  N.  J. 

Kenyon  Transformer  Co.,  Inc.,  840  Barry  St.,  New 
York  59,  N.  V. 

Kepco  Labs.,  Inc.,  131-38  Sanford  Ave.,  Flushing  55, 
N.  Y. 

Kerreo  Products,  Box  228,  Havelock  St.,  Lincoln,  Neb. 
Kessler  Co,  Inc.,  Frank,  41-45  47th  St.,  Long  Island  City 

4,  N.  V. 

Kester  Solder  Company,  4212  Wrightwood  Ave.,  Chicago 
39.  III. 

Keul^l  A  Esser  Co.,  Hoboken,  N.  J. 

Key  Resistor  Corp.,  321  W.  Redondo  Beach  Blvd.,  Gar¬ 
dena.  Calif. 

Keystone  Bolt  A  Nut  Corp.,  127  Church  St.,  New  York 
7,  N.  Y. 

Keystone  Carbon  Co.,  Inc.,  Saint  Monrs,  Pa. 

Keystone  Electronics  Co.,  65  Seventh  Ave.,  Newark, 
N.  J. 

Keystone  Electronics  Corp.,  49  Bleecker  St.,  New  York 
13,  N.  Y. 

Keystone  Products  Co.,  904-6  23rd  St.,  Union  City,  N.  J. 
KMde  A  Ce.,  Inc.,  Walter,  477  Main  St.,  Belleville  9, 
N.  J. 

Kilo  Engineering  Co.,  2121  Third  St ,  La  Verne,  Calif. 
King  Electric  Equipment  Co.,  9123  Inman  Ave.,  Cleve¬ 
land  5,  Ohio. 

King  Laboratories,  Inc.,  127  Solar  St.,  Syracuse  3,  N.  V. 
King  Laboratory,  Inc.,  2645  S.  Sec^  W.,  Sort  Lake 
City  15,  Utah. 

Kings  Electronics  Co.,  40  Marbledale  Rd  ,  Tuckahoe,  N.  Y. 
Kingsley  Stamping  Machine  Co.,  Aircraft  Div.,  850 
Cahuenga  Blvd.,  Hollywood  38,  Calif. 

Kingston  Electronic  Corp.,  Medfleld,  Mast. 

Kinney  Mfg.  Div.  of  The  New  York  Air  Brake  Co.,  3529 
Washington  St.,  Boston  30,  Mass. 

Kin  Tel,  Box  623,  5725  Kearny  Villa  Rd.,  San  Olego 
12,  Calif. 
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Kip  Eltctronics  Corp.,  29  Holly  Place,  P  0.  Box  526, 
Stamford,  Conn. 

Kirchberger  I,  Co.,  Inc.,  M.,  248  Humphrey  St.,  Engle- 
WQPdp  N<  Je 

Kirkland  Co.,  H.  R.,  8  King  St.,  Morristown,  N.  J. 

Kistler  Instrument  Corp.,  15  Webster  St.,  North  Tona- 
wanda,  N.  Y. 

Kltin-Elfctronlcs,  Leo,  2404  S.  la  Brea  Ave.,  Lot 
Angeles  16,  Calif. 

Klein  A  Sons,  Mathias,  7200  McCormick  Rd.,  Chicago 
45,  III. 

Kleiner  Metal  SpeclaKlet,  Inc.,  P.  0.  Box  K,  DuncHen, 
N.  J. 

Kleinschmidt  Laboratories,  Inc.,  County  Line  Rd.,  Deer¬ 
field,  III. 

Klincher  LKknut  Corp.,  215)  Hillside  Ave.,  Indianapolis 
18,  Ind. 

Kling  Metal  Spinning  Co.,  247  Centre  Street,  New  York, 
N.  Y. 

Knight  Corp.,  Ewen,  206  A  St ,  Needham  94,  Mast. 

Knights  Co.,  James,  The,  Sandwich,  III. 

Knopp  Inc.,  1)07  b6th  St  ,  Oakland  8,  Calif. 

Knowles  Electronics,  Inc.,  9400  Belmont  Ave.,  Franklin 
Park,  III. 

Kobiy  Tool  Co.,  1535  N.  Dayton  Ave.,  Chicago  22,  III. 

Koch  A  Sons,  H.,  Corte  Madera,  Calif. 

Koiled  Kordt,  Inc.,  Box  K,  New  Haven  14,  Conn. 

Kollman  Case  Corp.,  P.  0.  Box  180,  Fort  Wayne  1, 

Ind 

Kolltman  Instrument  Corp.,  Sub.  of  Standard  Cell 
Products  Co.,  Inc.,  80-08  45th  Ave.,  Elmhurst,  N.  Y. 

Kolton  Electric  Mfg.  Co.,  123  New  Jersey  Railroad 
Ave.,  Newark  5,  N.  J. 

Koppers  Co.,  Inc.,  Koppers  Bldg.,  Pittsburgh  19,  Pa. 

Kraeuter  A  Co.,  Inc.,  58)  18th  Ave.,  Newark  3,  N.  J. 

Kreckman  Co.,  Herb,  Kreco  Antennas,  Crcsco,  Pa. 

Krengel  Mfg.  Co.,  Inc.,  227  Fulton  St.,  New  York  7, 

N.  Y. 

Kressilk  Products,  Inc.,  7)  Murray  St.,  New  York  7, 

N  Y. 

Kreutier  Industries,  18)5  N.  Hoyne  Ave.,  Chicago  47, 
III 

Krohn-Hite  Corp.,  580  Massachusetts  Ave.,  Cambridge 

)9,  Mast 

Kruger  Instruments,  Harold,  Box  164,  San  Gabriel,  Calif. 

Kullian  Corp.,  The,  Electronics  Oiv.,  1200  N  Broad  St., 
Philadelphia  21,  Pa. 

Kulka  Electric  Corp.,  6))  S.  Fulton  Ave.,  Mount  Ver¬ 
non,  N  V 

Kupfrian  Mfg.  Corp.,  )98  State  St.,  Binghamton.  N.  Y. 

Kurman  Electric  Co.,  Oiv.  of  Norbute  Coro.,  191-19) 
Newel  St.,  Brooklyn  22,  N  Y 

Kuri-Kasch,  Inc.,  1421  S  Broadway,  Dayton  1,  Ohio. 

Kuthe  Lab^atories,  Inc.,  7)0  S.  13th  St.,  Newark  ), 
N  J. 

Kwikheat  Mfg.  Co.,  3732  San  Fernando  Rd.,  Glendale  4, 
Calif. 

Kybemetes  Co.,  9  E.  40th  St.,  New  York  16,  N  Y. 
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L.  A.  Resistor  Co.,  Inc.,  2660  S.  La  Cienega  Blvd.,  Los 
Angeles  14,  Calif 

L.  A.  B.  Corporation,  Skaneateles,  N.  Y. 

LAM  Electronic  Engineering  Co.,  Fifth  A  Jacinto  Ave., 
Box  745,  San  Jacinto,  Calif. 

LAO  Research  A  Development  Corp.,  1)4  N.  Wayne  Ave., 
Wayne,  Pa. 

L-O-F  Glass  Fibers  Co.,  1801  Madison  Ave.,  Toledo  1, 
Ohio. 

L  A  R  Mfg  Co.,  580  Elm  St.,  Arlington,  N  J. 

Labelon  Tape  Co.,  450  Atlantic  Ave.,  Rochester  9,  N.  Y. 
Laboratoirc  Industrial  de  Physique  Appliquee,  67  Rue 

M. -A  -Colombitr,  Baqnolet  (Stmel,  France 
Laboratory  for  Electronics,  Inc.,  75  Pitts  St.,  Boston 

1^  Mass. 

Lab-Tronics,  Inc.,  3656  N  Lincoln  Ave.,  Chicago  1), 
III. 

Lacey  Brothers  Etched  Circuits,  117  S.  Lombard,  Oak 
Park,  III. 

Lalne  Electronics,  Inc.,  9)  Industrial  Ave.,  Little  Ferry, 

N.  J. 

Lake  Chemical  Co.,  3052  W.  Carroll  St.,  Chicago  12,  III. 
Lake  Mfg.  Co.,  2)2)  Chestnut  St.,  Dept.  E,  Oakland  7, 
Calif. 

Lambda  ElKtronics  Corp.,  11-11  lllst  St.,  College  Point 
56,  N  Y. 

Laminated  Sheet  Products  Corp.,  449  Neponset  St.,  P.  0. 
Box  390,  Norwood,  Mats. 

La  Motte  Chemical  Products  Co.,  Chestertown,  Md. 
Lampkin  Laboratories,  Inc.,  Bradwton  1,  Fla. 

Lamson  A  Sessions  Co.,  The,  5000  Tiedeman  Rd.,  Cleve¬ 
land  9,  Ohio. 

Lamtex  Industries,  Inc.,  51  Slate  St.,  Westbory,  N.  Y. 
Lancaster  Glass  Corp.,  Lancaster,  Ohio. 

Landis  A  Gyr,  Inc.,  45  W  45th  St.,  New  York  36,  N.  Y. 
Landsverk  Electrometer  Co.,  641  Sonora  Ave.,  Glendale 
1,  Calif. 

Lansdale  Tube  Co.,  Oiv.  of  Phlko  Corp.,  Church  Rd., 
Lansdale,  Pa. 

Lansing  Sound  Inc.,  James  B.,  24)9  Fletcher  Drive,  Los 
Angeles  26,  Calif. 

Lansky  Die  Cutting  Corp.,  473  President  St.,  Brooklyn  15, 
N.  Y. 

Lantz  Mfg  ,  Co.,  Inc.,  P  0.  Box  192,  Valparaiso,  Ind 
Lapp  Insulator  Co.,  Inc.,  Radio  Specialties  Dht.,  31 
Gilbert  St.,  leRoy,  N.  Y. 

Larson  Instrument  Co.,  24  Orchard  St.,  Tarrytown,  N.  Y. 
Laurehk  Radio  Mfg.  Co.,  3931  S.  Wayne  Rd.,  Wayne, 
Mkh. 

Lavelle  Rubber  Co.,  424  N  Wood  St.,  Chicago  22,  III. 
Lavoie  Laboratories,  Inc.,  Morganville,  N.  J. 

Lawn  Electronics  Co.,  East  Freehold  Road,  Freehold,  N.  J. 
Leach  Corp.,  Inet  Div.,  184)5  Susana  Rd.,  Compton, 
Calif. 

Leach  Corp.,  Leach  Relay  Oiv.,  5915  S.  Avalon  Blvd., 
Lot  Angeles  3,  Calif. 


Leach  A  Garner  Co.,  Attleboro,  Mass. 

Leak  Oiv.  of  British  Industries  Corp.,  SO  Shore  Rd.. 
Port  Washington,  N.  Y. 

Lear,  Inc.,  3171  S.  Bundy  Drive,  Los  Angeles  34,  Calif. 
Lear-Romec  Oiv.  of  Lear,  Inc.,  Abbe  Rd.,  Elyria,  Ohio 
Leclanche  S.  A.,  Yverdon,  Switzerland. 

Lectrohm,  Inc.,  5561  Nortlnvest  Highway,  Chicago  30, 
III. 

Lee  Electric  A  Mfg.  Co.,  2806  Clearwater  St.,  Lot 
Angeles  39,  Calif. 

Lee  Electronic  Labs.,  Inc.,  88  Evans  St.,  Watertown, 
Mass. 

Lee  Spring  Co.,  Inc.,  30  Main  St.,  Brooklyn  1,  N.  Y. 
Leece-Neville  Co.,  1374  E.  Slst  St.,  Cleveland  3, 
Ohio. 

Leecraft  Mfg.  Co.,  Inc.,  60  Greene  St.,  Dept.  18,  New 
York  12,  N.  Y. 

Leeds  A  Northrup  Co.,  4970  Stenton  Ave.,  Philadelphia 
44,  Pa. 

Leetronics,  Inc.,  30  Main  St.,  Brooklyn,  N.  Y 
Lehigh  Structural  Steel  Co.,  17  Battery  Place,  New 
York  4,  N.  Y. 

Leighton  Labs,  H.  W.,  Sunset  Lane  A  York  Rd.,  Hatboro, 

Pa. 

Leitch  Engineering  Corp.,  326  Lincoln  St.,  Manchester, 

Lektra  Laboratories,  154  11th  Ave.,  New  York  11,  N.  Y. 
Lei,  Inc.  380  Oak  St.,  Copiague,  N.  Y. 

Island  Electric  Co.,  The,  Oiv.  of  American  Machine  A 
Foundry  Co.,  1501  Webster  St.,  Dayton  1,  Ohio. 

Lcland,  Inc.,  G.  H.,  12)  Webster  St.,  Dayton  2,  Ohio. 
Lemert  Engineering  Co.,  Inc.,  185  E.  Jefferson  St., 
Plymouth,  Ind. 

Lenkurt  EIcctrk  Co.,  Inc.,  1105  County  Road,  San 
Carlos,  Calif. 

Leonard  Co.,  Inc.,  P  M.,  1061  E.  8  St.,  Jacksonville  6, 
Fla. 

Lena  Electric  Mfg.  Co.,  1751  North  Western  Ave.,  Chi¬ 
cago  47,  III. 

Leonard  Electrk  Products  Co.,  Inc.,  67  Thirty-fourth 
St.,  Brooklyn  32,  N.  Y. 

lepel  High  Frequency  Labs.,  Inc.,  S5th  A  37th  Ave., 
Woodside  77,  N  Y. 

lerco  Electronics,  Inc.,  501  S.  Varney  St.,  Bur¬ 
bank,  Calif. 

Lermer  Plastics,  Inc.,  522  South  Ave.,  Garwood, 

N  J. 

Leru  Laboratories,  Inc.,  Black  Oak  Ridge  Rd.,  Pater¬ 
son,  N.  J. 

Lesa,  Via  Bergamo  21,  Milan,  Italy 
Lettine  Radio  Mfg.  Co.,  62  Berkley  St.,  Valley  Stream, 
N  Y. 

Levin  A  Son,  Inc.,  Louis,  3610  S.  Broadway,  Los  An¬ 
geles  7,  Calif. 

Lcvinthal  Electronic  Products,  Inc.,  3180  Hanover  St., 
Stanford  Industrial  Park,  Palo  Alto,  Calif. 

Leviton  Mfg  Co.,  Inc.,  236  Greenpoint  Ave  ,  Brooklyn 
22,  N.  Y. 

Lewis  Co.,  Inc.,  E.  B.,  11  Bragg  St.,  East  Hartford  8, 
Conn. 

Lewis  Engineering  Co.,  52  Rubber  Ave.,  Naugatuck, 
Conn. 

Lewis  Spring  A  Mfg.  Corp.,  2646  W.  North  Ave.,  Chi¬ 
cago  47,  III. 

Lewyt  Mfg.  Corp.,  66  Broadway,  Brooklyn,  N.  Y. 

Leyse  Aluminum  Co.,  Kewaunee,  W>s 
Liberty  Industries,  107-37  71  Ave.,  Forest  Hills, 

N.  Y. 

LIbrascope,  Inc.,  808  Western  Ave  .  Glendale,  Calif. 
Ikon  Switch  A  Control  DIv.  of  Illinois  Tool  Works, 
2501  N.  Keeler  Ave.,  Chicago  )9,  III. 

Lleco,  Inc.,  3610  Oceanside  Rd.,  Oceanside.  N  Y. 

Life  Instrument  Co-,  100  Brook  St.,  Franklin  Mass. 
LIndberg  Engineering  Co.,  2450  W.  Hubbard  St., 
Chicago,  III. 

Linde  Co.,  Div  of  Union  Carbide  Corp.,  30  E.  42nd 
St  ,  New  York  17,  N  Y 

Lindgren  A  Associates.  Erik  A.,  4515  N.  Ravenswood 

Ave.,  Chicago  40,  Ilf. 

Lindsay  Chemical  Div  of  American  Potash  A  Chemical 
Corp.,  272  St.  Ann  St  West  Chicago,  III. 
ling  Electronics,  99)7  W.  Jefferson  Blvd.,  Culver  City, 
Calif 

Link  Aviation,  Inc.,  Binghamton,  N.  Y. 
lion  Fastener,  Inc.,  c/o  Southco,  Lester,  Pa. 

Lipps  Inc.,  Edwin  A.,  5485  W.  Washington  B'vd.,  Los 

Angeles  16,  Calif. 

LIquidometer  Corp.,  The,  Sklllman  Ave  at  )6th  St., 
long  Island  City  1,  N.  Y. 

Lltteifuse  Inc.,  Des  Plaines,  III. 

Little,  Inc.,  Arthur  D.,  15  Acorn  Park.  Cambridge  42, 
Mass. 

Little  Falls  Alloys,  Inc.,  190  Caldwell  Ave.,  Pater¬ 
son  1,  N.  J. 

Litton  Engineering  Laboratories,  P.  D.  Box  949,  Grass 
Valley,  Calif. 

Litton  Industries,  336  N.  Foothill  Rd.,  Beverly  Hilts, 
Calif. 

Litton  Industries,  Components  Div.,  5873  Rodeo  Rd., 

Los  Angeles  16,  Calif 

Litton  Industries  of  Maryland,  Inc.,  4900  Calvert  Rd., 

College  PaMt,  Md. 

Livingston  Electronic  Corp.,  Livingston,  N  J. 

Locke,  Dept,  of  General  Electrk  Co.,  P.  0.  Box  57, 

Baltimore  3,  Md. 

Lodding  Inc.,  75  Beacon  St.,  Worchester  1,  Mass. 

Loge  Sound  Engineers,  J.  M.,  2171  W.  Washington 
Blvd.,  Los  Angeles  18,  Calif. 

London  Chemkal  Co.,  1535  N.  31st  Ave.,  Melrose 
Park,  III. 

London  Electric  Mfg.  Co.,  80  Shore  Rd.,  Port  Washington, 
N.  Y. 

Long  Packaging  Co.,  W.  0.,  157  Santa  Clara  St., 

Arcadia,  Calif. 

Longren  Aircraft  Co.,  Inc.,  24751  Crenshaw  Blvd., 
Torrance,  Calif. 

Loral  Electronics  Corp.,  825  Bronx  River  Ave.,  New 
York  72,  N.  Y. 


Lord  Mfg.  Co.,  1635  W.  12th  St.,  Cne,  Pa. 

Louthan  Mfg.  Co.,  East  Liverpool,  Ohio. 

Lucifer  Ltd.,  Geneva-Carouge,  Switzerland 

Luma  Electrk  Equipment  Co.,  P.  0.  Box  132,  Toledo 
1,  Ohio. 

Lumenite  Electronk  Co.,  407  S.  Dearborn  St.,  Chicago 
5,  111. 

Lundey  Associates,  Inc.,  694  Main  St.,  Waltham  54, 
Mats. 

Luther  Electronk  Mfg.  Co.,  5728  W.  Washington 

Blvd.,  Los  Angeles  16,  Calif. 

Luzerne  Rubber  Co.,  Muirhead  Ave.,  Trenton,  N.  J. 

Lyman  Electronk  Corp.,  12  Cass  St.,  S^lngfield, 

Mass. 

Lynch  Carrier  Systems,  Inc.,  695  Bryant  St.,  San  Fran¬ 
cisco  7,  Calif. 

Lynch  Mfg.  Co.,  R.  H.,  7831  E.  Arroyo  Drive,  South 

San  Gabriel,  Calif. 

Lynchburg  Transformer  Co.,  Inc.,  Edgewood  Drive  Ext., 
Lynchburg,  Va. 

Lynmar  Engineers,  Inc.,  1432  N.  Carlisle  St.,  Phila¬ 

delphia  21,  Pa. 

Lyons  Ltd.,  Claude,  80  Shore  Rd.,  Port  Washington, 
N.  Y. 
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MB  Mfg.  Div.  of  Textron,  Inc.,  P.  0.  Box  1825,  New 
Haven  8,  Conn. 

M  F  Electronics,  122  E.  25th  St.,  New  York  10,  N.  V 

MP  Engineering  Co.,  FairBeld  3,  Conn. 

M  V.  M.,  Inc.,  (Telefunken),  48-50  34th  St..  Long 
Island  City,  N.  Y. 

M-W  Laboratories,  1824  N.  Milwaukee  Ave.,  Chkago 
27,  III 

McCormick  Selph  Associates,  Hollister  Airport,  Hollister, 
Calif. 

McCoy  Electronks  Co.,  Mount  Holly  Springs,  Pa. 

McDowell  Electronks,  Inc.,  P.  0.  Ekx  342,  Metuchen, 
N.  J. 

McGraw-Edison  Co.,  Power  Tool  Div.,  110  Main  St., 
Burlington,  Vt. 

McGregor  Electronic  Industries,  McGregor,  Iowa. 

McIntosh  Laboratory  Inc.,  2  Chambers  St.,  Binghamton, 
N.  Y. 

McKay  Electrk  Co.,  26042  W.  Seven  Mile  Rd ,  Detroit 
40,  Mich. 

McKenna  Laboratories,  2503  Main  St.,  Santa  Monica  6, 
Calif 

McLaughlin  Corp.,  J.  L.  A.,  P.  0.  Box  529,  La  Jolla, 
Calif. 

McLean  Engineering  Laboratories,  Box  228,  Princeton, 

N  J. 

McMillan  Industrial  Corp.,  Brownville  Avenue  Plant, 
Ipswich,  Mass. 

McQuay-Norris  Mfg.  Co.,  2320  Marconi  Ave.,  St. 
Louis  10,  Mo. 

Maas  &  Waldstein  Co.,  2121  McCarter  Highway, 
Newark  4,  N  J. 

Macarr,  Inc..  2543  Boston  Rd.,  Bronx  67,  N.  Y. 

Machinery  Electrification,  Inc.,  56  Hudson  St.,  North- 
boro,  Mass. 

Machlett  Laboratories,  Inc.,  Springdale,  Conn. 

Mack  Electrk  Devices,  Inc.,  43  Glenside  Ave.,  Wyn- 
cote.  Pa. 

Mack  Electronics,  Div.  of  Mack  Trucks,  Inc.,  Advanced 
Research  Lab.,  40  Leon  St.,  Boston  15,  Mass. 

Mack  Electronics  A  Div.  of  Mack  Trucks,  Inc.,  Plain- 
field,  N.  J. 

MacKay  Research  Labs.,  R.  R.  #2,  P.  0.  Box  401, 
McHenry,  III. 

MacLeod  &  Hanopol,  Inc.,  10  Roland  St.,  Charlestovm 
29,  Mass. 

Madison  Fielding  Corp.,  863  Madison  St.,  Brooklyn, 
N  Y 

Magna  Electronics  Co.,  9810  Anza  Ave.,  Inglewood, 
Calif. 

Mao-adyne  Co.,  04  S.  Water  St.,  Port  Chester,  N.  Y. 

Magnasync  Manufacturing  Co.,  Ltd.,  5546  Satsuma 
Ave.,  P.  0.  Box  707,  North  Hollyvvood,  Calif. 

Magnatran,  Inc.,  P.  0.  Box  211,  Kearny,  N.  J. 

Magnavox  Co.,  The,  2131  Beuter  Rd..  Fort  Wayne,  4,  Ind. 

Magnecraft  Electric  Co.,  3352  W.  Grand  Ave.,  Chicago 
51.  III. 

Magne-Pulse  Corp.,  247  Crooks  Ave.,  Clifton,  N.  J. 

Magnetk  Amplifiers,  Inc.,  632  Tinton  Ave.,  New  York 
55,  N.  Y. 

Magnrtic  Analysis  Corp.,  42-44  Twelfth  St.,  Long 
Island  City  1,  N.  Y. 

Magnetic  Core  Corp.,  John  &  Lawrence  Sts.,  Newburgh. 
N  Y. 

Magnetk  Devices,  Inc.,  712  East  St.,  Frederick,  Md 

Magnetic  Instruments  Co.,  546  Commerce  St.,  Thornwood, 
N  Y. 

Magnetic  Metals  Co.,  Hayes  Ave.  at  21st  St.,  Camden, 
N.  J. 

Magnetic  Powders  Inc.,  1000  Fairview  Ave.,  Johnson- 
burg.  Pa. 

Magnetic  Recording  Instruments,  11  E.  16th  St.,  New 
York  3,  N.  Y. 

Magnetic  Research  Corp.,  3160  W.  El  Segundo  Blvd., 
Hawthorne,  Calif. 

Magnetic  Windings  Div.,  Essex  Wire  Corp.,  Freemans- 
burg  Ave.  at  Hobson  Blvd.,  Easton,  Pa. 

Magnetite  Inc.,  6  Richter  Court,  East  Northport,  N  Y 

Magnetics,  Inc.,  Components  Div.,  P.  0.  Box  391,  Butler, 
Pa. 

Magnetics  Research  Co.,  255  Grove  St.,  White  Plains 
N.  Y. 

Magnuson  Engineers,  Inc.,  509  Emory  St.,  San  Jose 
10,  Calif. 

Magtrol,  Incorporated,  240  Seneca  St.,  Buffalo  4,  N.  Y. 

Maico  Co.,  Inc.,  21  North  3rd  St.,  Minneapolis,  Minn. 

Maida  Development  Co.,  214  Academy  St.,  Hampton, 
Va. 

Maigne  Co.,  0.  J.,  321  Pearl  St.,  New  Yo'k  38,  N.  Y. 

Maintic  Aircraft  Co.,  Moosup,  Conn. 
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Makepeace,  0.  E.,  Olv.  o(  Engelhard  Industries,  Inc.,  113 
Astor  St.,  Newark  S,  N.  J. 

Malco  Tool  li  Mfg.  C«.,  402S  W.  Lake  St.,  Chicago 
24,  III. 

Mallinckrodt  Chemical  Works,  Second  and  Mallinckrodt 
Sts.,  St.  Louis  7,  Mo. 

Mallory  Battery  Co.,  13000  Athens  Ave.,  Cleveland  7, 
Ohio. 

Mallory  &  Co.,  Inc.,  P.  R.,  34  S.  Gray  St.,  Indianapolis 
6,  Ind. 

Mandes  Mfg.  Co.,  Inc.,  2608  W.  16th  St.,  Chicago  8, 
111. 

Mandrel  Industries,  Inc.,  Industrial  Instruments  Dlv„ 
S134  Glenmont  Drive,  Houston,  Texas. 

Manger  Electric  Co.,  Miller  Stamford,  Conn, 

Manning,  Maxwell  &  Moore,  Inc.,  Industrial  Controls 
Div.,  250  E.  Main  St.,  Stratford,  Conn. 

Mansfield  Fabricators,  Inc.,  541  Grant  St.,  Mansfield, 
Ohio. 

Mansol  Ceramics  Co.,  140  Little  St.,  Belleville,  N.  J. 

Manson  Laboratories,  Inc.,  P.  0.  Box  594,  207  Greenwich 
Ave.,  Stamford,  Conn. 

Mantec,  Inc.,  126  Maryland  St.,  El  Segundo,  Calif. 

Manufacturers  Engineering  li  Equipment  Coi^.,  York  |i 
Sunset  Lane,  Hatboro,  Pa. 

Mara  Electronics,  Inc.,  44  Court  St.,  Brooklyn  1,  N.  Y. 

Marathon  Battery  Co.,  P.  0.  Box  298,  Wausau,  WIs. 

Marathon  Electric  Mfg.  Corp.,  Randolph  4>  Cherry 
Sts.,  Wausau,  Wis. 

MarbletU  Corp.,  37-21  30th  St.,  Long  Island  City  1, 


N.  Y. 


Marbon  Chemical  DIv.  of  Borg-Warner  Corp.,  1926  W. 
Tenth  Ave.,  Gary,  Ind. 

Marco  Industries  Co.,  207  S.  Helena  St.,  Anaheim, 
Calif. 


Marconi  Instruments,  111  Cedar  Lane,  Englewood,  N.  J. 

Marconi's  Wireless  Telegraph  Co.,  Ltd.,  23/25  Beaver 
St.,  New  York  4,  N.  Y. 

Marine  View  Electronics  Inc.,  28  Main  St.,  White  Plains, 

N.  Y. 

Marion  Electrical  Instrument  Co.,  Grenier  Field, 
Manchester,  N.  H. 

Mark  Products  Co.,  6412  W.  Lincoln  Ave.,  Morton 
Grove,  HI. 

Markal  Co.,  3052  W.  Carroll  Ave.,  Chicago  12,  111. 

Markel  &  Sons,  L.  Frank,  School  House,  Norristown, 
Pa. 

Markem  Machine  Co.,  Keene,  N.  H« 

Markite  Corp.,  155  Waverly  Place,  New  York  14,  N.  Y. 

Marfcwik  Mfg.  Co.,  Inc.,  31  Sexton  Rd.,  Plainview,  N.  Y 

Marlee  Associates,  Inc.,  Route  46,  Parsippany,  N.  J. 

Marl  in-Rockwell  Corp.,  Jamestown,  N.  Y. 

Marma  Electronic  Co.,  703  Willow  St.,  Chicago  14, 
III. 

Marsh  Stencil  Machine  Co.,  46  Marsh  Bldg.,  Belleville, 

111. 

Marshall  Associates,  Inc.,  John,  Box  2463,  Bridgeport 
8,  Conn. 

Martin  Co.,  Inc.,  Rodman  H.  Electronics  Div.,  300  W. 
Oak  St.,  Norristown,  Pa. 

Martindala  Electric  Co.,  Edgewater  Branch,  Box  617, 
Cleveland  7,  Ohio. 

Marvellum  Co.,  Holyoke,  Mass 

Maryland  Electronic  Mfg.  Corp.,  College  Park,  Md. 

Maryland  Lava  Co.,  Ceramic  Dept.,  Dept.  C,  Bel  Air,  Md. 

Masonite  Corp.,  Ill  W.  Washington  St.,  Chicago  2, 
III. 

Massa  Laboratories,  Inc.,  5  Fottler  Rd.,  HIngham, 
Mass. 

Massachusetts  Gear  8  Tool  Div.  of  Geartronics  Corp.,  6 
Nashua  St.,  Woburn,  Mass. 

Master  Appliance  Mfg.  Co.,  Fourth  &  Ontario  Sts., 
Racine,  Wis. 

Master  Etching  Corp.,  SO  Honeck  St.,  Englewood, 
N.  J. 

Master  Mechanics  Mfg.  Co.,  Inc.,  541  Sixth  Ave.,  New 
York  11,  N.  Y. 

Master  Mobile  Mounts,  Inc.,  1306  Bond  St.,  Los  Angeles 
15,  Calif. 

Master  Specialities  Co.,  956  E.  108th  St.,  Los  Angeles 
59,  Calif. 

Masterscreen  Printing  Equipment  Corp.,  16-18  S. 
Marshall  St.,  Philadelphia  6,  Pa. 

Matthews  6  Co.,  Jas.  H.,  3821  Forbes,  Ave.,  Pittsburgh 
13,  Pa. 

Maurer  Inc.,  J.  A.,  37-01  31st  St.,  Long  Island 
City  1,  N.  Y. 

Maurey  Instrument  Carp.,  7924  S.  Exchange  Ave.,  Chi¬ 
cago  17,  III. 

Maxson  Corp.,  W.  L.,  460  W.  34th  St.,  New  York  1, 
N.  Y. 

Maxson  Instruments,  47-37  Austell  Place,  Long  Island 
City  1,  N.  Y. 

May  Engineering  Co.,  6055  Lankershim  Blvd.,  North 
Hollywood,  Calif. 

Measurement  Engineering,  Ltd.,  Arnprior,  Ontario,  Can¬ 
ada. 

Measurements  Div.,  McGraw-Edison  Co.,  Boonton,  N.  J. 

Mechanical  Felt  &  Textiles  Co.,  50  W.  18th  St.,  Wee- 
hawken,  N.  J. 

Mechanical  Industries  Production  Co.,  217  Ash  St., 
Akron  8,  Ohio. 

Medal  Mfg.  Co.,  Inc.,  P.  0.  Box  292,  Sharon,  Pa. 

Melco  Products  Inc.,  301  Fifth  Ave.,  S.,  Mirmeapolis 
15,  Mirm. 

Melo^  Master  Mfg.  Co.,  2642  N.  Cicero  Ave.,  Chi¬ 
cago  41,  III. 

Mendelsohn  Speedgun  Co.,  Inc.,  Fourth  Ave.,  Haskell, 
N.  J. 

Menlo  Research  Laboratory,  538  Phelan  Ave.,  San  Jose, 
Calif. 

Mepco,  Inc.,  35-37  Abbett  Ave.,  Morristown,  N.  J. 

Merck  &  Co.,  Inc.,  Rahway,  N.  J. 

Mercoid  Corp.,  4201  Belmont  Ave.,  Chicago  41,  III 

Mercury  Air  Parts  Co.,  3826  Willat  Ave.,  Box  135,  Culver 
C’ty,  Calif, 

Mercury  Contacts,  Inc.,  P.  0.  Box  615-E,  Far  Hills 
Station,  Dayton  19,  Dhio. 

Mercury  Electronic  Co.,  Box  450A,  Red  Bank,  N.  J. 


Meridian  Metalcraft,  Inc.,  8739  S.  Millergrove  Drive, 
Whittier,  Calif. 

Merit  Coil  &  Transformer  Corp.,  2027  Sherman  St., 
Hollywood,  Fla. 

Merit  Plating  Co.,  216  E.  141st  St.,  New  York  51, 

N.  Y. 

Merit  Short  Wave  Diathermy  Co.,  2758  Whittier  Bhrd., 
Los  Angeles  23,  Calif. 

Mental  Fabricators  Corp.,  63  Pond  St..  Waltham  54, 
Mass. 

Metal  Finishers,  Inc.,  78  S.  Franklintown  Rd.,  Balti¬ 
more  23,  Md. 

Metal  Hytkides,  Inc.,  Beverly,  Mass. 

Metal  Textile  Corp.,  647  E.  First  Ave.,  Roselle,  N.  J. 
Metal  A  Thermit  Corp.,  Rahway,  N.  J. 

Metalcraft  Inc.,  65-33  Austin  St.,  Rego  Park  74, 

N.  Y. 

Metallizing  Engineering  Co.,  Inc.,  1101  Prospect  Ave., 
Westbury,  N.  Y. 

Metals  A  Controls  Corp.,  31  Forest  St.,  Attleboro,  Mass. 
Metalphoto  Corp.,  6811  Superior  Ave.,  Cleveland  3, 
Ohio. 

Metaplast  Co.,  Inc.,  34-51  56th  St.,  Woodside,  N.  Y. 
Metaplast  Corp.,  Davisville  Rd.  at  Pa.  Turnpike,  Hatboro, 
Pa. 

Metavac,  Inc.,  45-68  162nd  St.,  Flushing  58,  N.  Y. 
Meter-Mix  Corp.,  626  Dorchester  Ave.,  South  Boston 
27,  Mass. 

Meters,  Inc.,  5353  N.  Keystone  Ave.,  Indianapolis  20, 
Ind. 

Methode  Mfg.  Corp.,  7447  W.  Wilson  Ave.,  Chicago 
31,  III. 

Metpro  Inc.,  R.  I.  230  Toronto  Ave.,  Providence,  R.  I. 
Metro  Engineering  Associates,  Easthampton,  Mass. 
Metron  Instrument  Co.,  432  Lincoln  St.,  Denver  3, 
Colorado. 

Metrorix,  Inc.,  75  Wilson  Mills  Rd.,  Chesterland,  Ohio. 
Metz  Refining  Co.,  369  Mulberry  St.,  Newark  2,  N.  J. 
Metzner  Engineering  Corp.,  1041  N.  Sycamore  Ave., 
Hollywood  38,  Calif. 

Meyercord  Co.,  5323  W.  Lake  St.,  Chicago  44,  III. 
Miami  Instrument  Co.,  Box  384,  Tamiami  Station, 
Miami  4,  Fla. 

Mica  Fabricating  Co.,  53  Central  Ave.,  Rochelle  Park, 
N.  J. 

Mica  Insulator  Div.  of  Minnesota  Mining  A  Mfg.  Co., 
Schenectady  1,  N.  Y. 

Micacraft  Pr^ucts  Inc.,  703  McCarter  Highway,  Newark 
5  N.  J. 

MIcamold  Electronics  Mfg.  Corp.,  1087  Flushing  Ave., 
Brooklyn  37,  N  Y. 

Micarta  Fabricators,  Inc.,  5324  N.  Ravenswood  Ave., 
Chicago  40,  III. 

Michigan  Chemical  Corp.,  St.  Louis,  Mich. 

Michigan  Magnetics,  Inc.,  Vermontville,  Mich. 

Mico  Instrument  Co.,  80  Trowbridge  St.,  Cambridge  38, 
Mass. 

Micro  Balancing,  Inc.,  191  Herricks  Rd.,  Garden  City 
Park,  N.  Y. 

Micro-Circuits  Co.,  New  Buffalo,  Mich. 

Microdot,  Inc.,  220  Pasadena  Ave.,  South  Pasadena,  Calif. 
Microdyne,  300  W.  Washington  St.,  Chicago  3,  III. 
Microflect  Co.,  2300  S.  25th  St.,  Miem,  Ore. 

Microlab,  71  Okner  Parkway,  Livingston,  N.  J. 
Micromech  Mfg.  Corp.,  1020  Commerce  Ave.,  Union, 
N.  J. 

Micrometrical  Mfg.  Co.,  345  S.  Main  St.,  Ann  Arbor, 
Mich. 

Microphase  Corp.,  P.  0.  Box  1166,  Greenwich,  Conn. 
Micropulse  Engineering,  1122  W.  Magnolia  Blvd.,  Bur¬ 
bank,  Calif. 

Microsonics,  Inc.,  HIngham  Industrial  Center,  Route  3A, 
HIngham,  Mass. 

Micro  Switch  Division  of  Minneapolls-Honcywcll  Regula¬ 
tor  Co.,  11  W.  Spring  St.,  Freeport,  HI. 

Microtran  Co.,  Inc.,  145  E.  Mineola  Ave.,  Valley  Stream, 
N.  Y. 

Microtronics,  Inc.,  Porete  Ave.,  North  Arlington,  N.  J. 
Microwave  Associates,  Inc.,  Burlington,  Mass. 

Microwave  Chemicals  Laboratory,  Inc.,  282  Seventh  Ave., 
New  York  1,  N.  Y. 

Microwave  Development  Laboratories,  Inc.,  92  Broad  St., 
Babson  Park  57,  Mass. 

Micro-Wire  Stranding  Co.,  252  Chestnut  St.,  P.  0.  Box 
514,  Passaic,  N.  J. 

Mid-Century  Instnimatic  Corp.,  611  Broadway,  New 
York  12,  N.  Y. 

Middlesex  Paper  Tube  Co.,  Inc.,  345  Chelmsford  St., 
Lowell,  Mass. 

Midget  Louver  Co.,  6  Wall  St.,  Norwalk,  Conn. 

Midland  Industrial  Finishes  Corp.,  Dept,  i-20,  Waukegan, 
III. 

Midland  Mfg.  Co.,  Inc.,  3155  FIberglas  Rd.,  Kansas 
City  15,  Kansas. 

Midland  Paint  A  Varnish  Co.,  9115  Reno  Ave.,  Cleveland 
5,  Ohio. 

Mid-West  Coil  A  Transformer  Co.,  1642  N.  Halstead 
St.,  Chicago  14,  III. 

Mid-West  Metal  Products  Inc.,  Fairfax  Industrial  Dis¬ 
trict,  Kansas  City  15,  Kan. 

Midwest  Molding  A  Mfg.  Co.,  Gurnee,  III. 

Mid-West  Spring  Mfg.  Co.,  Mentone,  Ind. 

Midwestern  Instruments,  41st  A  Sheridan  Rd.,  Tulsa, 
Okla. 

Midwestern  Instruments,  Data  Storage  Div.,  41st  A 
Sheridan,  Tulsa,  Okla. 

Midwestern  Instruments,  Inc.,  Magnecord  Olv.,  P.  0. 

Box  7186,  4Ist  A  Sheridan  Rd.,  Tulsa  5,  Okla. 

Miles  Reprover  Co.,  Inc.,  812  Broadway,  New  York  3, 
N.  Y. 

Miljan,  Inc.,  a  Sub.  of  Paul  Omohundro  Co.,  Paramount, 
Calif. 

Millen  Mfg.  Co.,  90  Summit  Ave.,  Brookline,  Mars. 
Millen  Mfg.  Co.,  James,  150  Exchange  St.,  Malden, 
Mass. 

Miller  Associates,  P.  0.  Box  369,  Lakeville,  Conn. 

Miller  Co.,  J.  W.,  5917  S.  Main  St.,  Los  Angeles  J 
Calif. 

Miller  Electric  Co.,  120  Main  St.,  Pawtucket,  R.  I. 


Miller  Labs.,  August  E.,  9226  Hudson  Bhrd.,  North 
Bergen  N.  J. 

Miller  Mfg.  Ca.,  M.  A.,  4th  A  Church  SU.,  LIbertyvIlle, 

III. 

Miller  Research  Laboratories,  5529  S.  Fifth  St.,  Mil¬ 
waukee  7,  Wis. 

Miller-Roblnson  Co.,  7007  Avalon  Bhrd.,  Los  Angeles  ), 
Calif. 

Millers  Falls  Ce.,  Greertfield,  Mass. 

Milli-Switch  Corp.,  a  Sub.  of  P.  R.  Mallory  A  Ce.,  Inc.. 

555  Hoke  Ave.,  Frankfort,  Ind. 

Millitest  Co.,  88  Madison  Ave.,  Hempstead,  N.  Y. 

Milllvac  Instruments  Div.  of  Cohu  Electronics,  IrK.,  2315 
Second  Ave.,  Carmen,  Schenectady,  N.  Y. 

Milman  Engineering  Ce.,  1831  Pontius,  West  Los  Angeles, 
Calif. 

Milwaukee  Uiv.  oe  rtsseclated  Spring  Carp.,  341  E. 
Frie  Milwaukee  9  Wic 

Milwaukee 'Resistor  Ce.,  '700  W.  Virginia  St.,  Milwaukee 
4,  Wis. 

Milwaukee  Transformer  Ce.,  5231  N.  Hopkins  St.,  Mil¬ 
waukee  9,  Wit. 

Mlnatron  Carp.,  14  Cliveden  Place,  Belle  Meed,  N.  J. 
Mince  Products,  Inc.,  740  Washin^on  Ave.,  N.,  Minne¬ 
apolis  1,  Minn. 

Miniature  Precision  Bearings,  Inc.,  Precision  Park,  Keene, 
New  Hampshire. 

Minicord  Ce^.  of  America,  1915  Atlantic  Ave.,  Atlan¬ 
tic  City,  N.  J. 

Mlnitran  Corp.,  5  Oliver  St.,  Newark  2,  N.  J. 

Mlnitren,  Inc.,  1105  Second  St.,  Encinitas,  Calif. 
Minitronics  Carp.,  328  Grand  St.,  New  York  2,  N  V. 
Minnaapollt-Honeywell,  Boston  Olv.,  1400  Soldiers  Field 
Rd.,  Boston  35,  Mass 

Minneapolis-Honeywcll  Regulator  Ce.,  2753  Fourth  Ave¬ 
nue  S.,  Minneapolis  8,  Minn. 

Mlnneapollt-Honeywell  Regulator  Ce.,  Aeronautical  Olv., 
2600  Ridway  Rd.,  Minneapolis  13,  Minn. 
Mlnneapollt-Honeywell  Regulator  Ce.,  Industrial  Olv., 
Seventh  A  Grange  Sts.,  Philadelphia  44,  Pa. 
Minneapollt-Honcywell  Regulator  Ce.,  Ordnance  Div.,  600 
2nd  St.,  N.,  Hopkins,  Minn. 

Minneapolis-Honeywell  Regulator  Co.,  Rubicon  Instruments, 
Ridge  Ave  at  35th  St.,  Philadelphia  32,  Pa. 
Minneapolis-Honeywell  Regulator  Co.,  Semiconductor  Olv., 
2753  Fourth  Ave.,  S.,  Minneapolis  8,  Minn. 

Minnesota  Mining  A  Mfg.  Co.,  900  Fauquier  Ave.,  St. 
Paul  6,  Minn. 

Minnesota  Mining  A  Mfg.  Co.,  Jersey  City  Chemical  Olv., 
75  Oroyers  St.,  P.  0.  Box  477,  Jersey  City  3,  N.  J. 
Minnesota  Mining  A  Mfg  Co.,  Magnetic  Tape  Div.,  900 
Bush  Ave.,  St.  Paul  6,  Minn 

Minnesota  Rubber  A  Gasket  Co.,  3630  Wooddale  Ave., 
Minneapolis  16,  Minn. 

Minute  Man  Products,  Inc.,  430  E.  102nd  St.,  New 
York,  N.  Y. 

Miratel,  Inc.,  1080  Dionne  St.,  St.  Paul,  Minn. 

Misco  Precision  Casting  Co.,  116  W.  Gibbs  St.,  Whitehall, 
Mich. 

Miskella  Infra-Red  Ce.,  The,  E.  73rd  A  Grand  Ave., 
Cleveland  4,  Ohio. 

Missile-Air,  1108  W.  llSth  St.,  Gardena.  Calif. 

Missouri  Research  Labs.,  Inc.,  2019  Locust  St.,  St. 
Louis  3,  Mo. 

Mitchell  Industries,  Inc.,  P.  0.  Box  17,  Mineral  Wells, 
Texas. 

Mitchell  Rand  Mfg.  Corp.,  51  Murray  Street,  New  York 
7,  N  Y. 

Mitronics,  Inc.,  1290  Central  Ave.,  Hillside,  N.  J. 

Mobil  Electrenks  Mfg.  Ce.,  1111  State  Rd.  67  E., 
Anderson,  Ind. 

Model  Engineering  A  Mfg.  Inc.,  Huntington,  Ind. 

Model  Rectifier  Corp.,  1065  Utka  Ave.,  Brooklyn  3, 
N.  Y. 

Modelectric  Products  Cerp.,  1500  Bangs  Ave.,  Asbury 
Park,  N.  J 

Modem-AIre  Mfg.  Corp.,  4436  W.  Roosevelt  Rd.,  Chicage 
24,  III. 

Modem  Industries,  Inc.,  2601  Colerado  Ave.,  Santa 
Monica,  Calif. 

Mohawk  Buslnest  Machines  Cerp.,  944  Halsey  St., 
Brooklyn  33.  N  Y. 

Mohawk  Electronic  Reseerch  Labe.,  Inc.,  Box  126-A, 
RD  4,  Amsterdam,  N.  Y. 

Mohawk  Mfg.,  The,  P.  0.  Box  110,  Middletown,  Conn. 
Mohawk  Wire  A  Cable  Cerp.,  320  River  St.,  FltcMurg, 
Mass. 

Moisture  Register  Co.,  1510  W.  Chestnut  St.,  Alhambra, 
Calif. 

Molded  Fiberglass  Sheet  Co.,  4308  Benefit  Ave.,  Ashta¬ 
bula,  Ohio. 

Molded  Insulation  Ce.,  335  E.  Price  St.,  Philadelphia 
44,  Pa. 

Molded  Products  Ohf.  ef  Admiral  Corp.,  P.O.  Box  338, 
West  Chicago,  III. 

Molding  Corporation  ef  America,  40  Church  St.,  Paw¬ 
tucket,  R.  I. 

Mole-Rkhardson  Ca.,  937  N.  Sycamore  Ave.,  Hollywood 
38,  Calif. 

Molex  Products  Ce.,  9515  Southview  Ave.,  Brookfield,  III. 
Moloney  Electric  Co.,  5390  Bircher  Blvd.,  St.  Louis 
20,  Mo. 

Mona  Industries,  Inc.,  Paterson  17,  N.  J. 

Monitor  Controller  Co.,  99  Grove  St.,  Rockland.  Mass 
Monitor  Products  Co.,  815  Fremont  Ave.,  South  Pasadena, 
Calif. 

Monroe  Calculating  Machine  Co.,  Electronics  Components 
Dhr.,  60  Main  St.,  San  Francisco,  Calif. 

Monroe  Calculating  Machine  Co.,  Electronics  Div.,  Morris 
Plains,  N.  J. 

Monsanto  Chemical  Co.,  Organic  Chemicals  Div.,  Aviation 
Fluid,  Lindbergh  A  Olive  Sts.,  St.  Louis  24,  Mo. 
Monsanto  Chemical  Ce.,  Plestks  Div.,  Springfield,  Mass. 
Montgomery  Mfg.  Ce.,  204  S.  Main  St.,  Owensville, 
Ind 

Moody  Machine  Products  Co.,  Inc.,  39  Dudley  St.,  Provi- 
derke  5,  R.  I. 

Moog  Valve  Co.,  Inc.,  Proner  Airport,  East  Aurora,  N.  Y. 
Mooradian  High  Frequency  Labs.,  13  E.  Fart  Lee  Rd., 
Bogota,  N.  J. 
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Moor*  AssocitUt,  2t28  Spring  St.,  RtdwooP  City,  Calif. 

Myt^EIPCtronlc  Lata.,  Inc.,  M  Frant  St.,  Worccttar 

Mo€«,  Inc.,  Gtorgc  W.,  PO  Bearer  St.,  Waltham  34, 
Mass. 

Moran  Co.,  113  Main  St.,  El  SegunPo,  Calif. 

Moran  Inatrumant  Corp.,  170  E.  Orange  6ro«a  St.,  Fasa- 
dena  ),  Calif. 

Morningstar-Paisley,  Inc.,  6)0  W.  31tt  St.,  New  York 
IP,  N.  V. 

Morris  Ca.,  J.  I.,  376  Elm  St.,  Southbridge,  Mass. 

Marrow  Radio  Mfg.  Co.,  27P4  Market  St.,  Salem,  Ore. 

Morse  Co.,  Frank  W.,  1)00  Soldiers  FleM  Rd.,  Boeten 
)S,  Mau. 

Moseley  Co.,  F.  L.,  40P  N.  Fair  Oaks  Ave.,  Pasadena, 
Calif. 

Moser  Jewel  Co.,  Perth  Amboy,  N.  J. 

Mosinee  Paper  Mills  Co.,  Mosinee.  Wis. 

Mosley  Electronics,  Inc.,  0622  St.  Charles  Rock  Rd., 
St.  Louis  14,  Mo. 

Mossman,  Inc.,  Donald  P.,  Brewster,  N.  V. 

Motordyne  Inc.,  2661  S.  Myrtle  Are.,  Monroeia,  Calif. 

Motoresaarch  Co.,  1600  Junction  Ave.,  Racine,  Wit. 

Motorola  Communicatlont  and  Electronics  Inc.,  4301 
Augusta  Bird.,  Chicago  31,  III. 

Motorola,  Inc.,  Semicanductor  Products  Dht.,  3003  E 
McDommII  Rd.,  Phoenla,  Ariz. 

Moulic  Specialtiet  Co.,  1007  W.  Washington  St.  Bloom¬ 
ington,  III. 

Mt.  Vernon  Precision  Transformer  Co.,  201  S.  Third  A»e., 
Ml.  Vernon,  N.  V. 

Moyen,  C.  P..  0157  Monticello  Ave.,  Skokie,  III. 

Muckle  Mfg.  Co.,  Owatonna  33,  Minn. 

Mucon  Corp.,  P  St.  Francis  St.,  Newark  3,  N.  J. 

Mueller  Electric  Co.,  1382H  E.  )lst  St.,  Cleveland  14, 
Ohio. 

Mueller  Laboratory,  1032  N.  Allen,  Pasadena,  Calif. 

Muirhead  A  Co.,  Ltd.,  Beckenham,  Kent,  Engla^. 

Mullard  Eeuipm^  Ltd,  Mullard  House,  Torrington  Place, 
London,  W.  C.  1,  England. 

Mullard  Overseas  Ltd.,  Mullard  House,  Torrington  Place, 
London,  W.  C.  1,  England. 

Mullenbach  Div.  of  Electric  Machinery  Mfg.  Co.,  2100 
E.  27th  St.,  Let  Angeles  30,  Calif. 

Multicore  Sales  Corp.,  Oiv.  of  Britth  Industries  Corp., 
SO  Short  Rd.,  Port  Washington,  N  Y, 

Multicore  Solders  Ltd.,  Multicore  Works,  Maylonds  Ave., 
Hemel  Hempstead,  Hertfordshire,  England. 

Multi-ProducU  Co.,  21470  CooUdge  Highway,  Oak  Park 
17,  Mich. 

Mundt  4  Sent,  Charles,  3)  Fairmount  Ave.,  Jersey  City 
4,  N.  J. 

Murei  Ltd.,  Rainham-Estei-England. 

Murphy  4  Miller,  Inc.,  612  W.  Taylor  St.,  Chicago  7, 
III. 

Murray  Mfg.  Corp.,  1230  Atlantic  Ave.,  Brooklyn  16, 
H.  Y. 

Murray  Plastics  Co.,  River  Rd ,  New  Hamburg,  N  Y. 

Muter  Company,  The,  1233  S.  Michigan  Ave.,  Chicago  3, 
III. 

Mutron  Carp.,  123  Perkins  Ave.,  Brockton,  Mast 

Mutual  Electronic  Industries  Corp.,  South  Buckout  St., 
Irvington,  N.  Y. 

Mycalei  C^.  of  America,  123  Clifton  Blvd.,  Clifton, 
N  J. 

Mycalev  Tube  Socket  Corporation,  123  Clifton  Bhrd., 
Clifton,  N.  J. 

Myers  4  Sons,  Inc.,  E.  A.,  Radioear  Bldg.,  Valley  Brook 
Rd.,  Canontburg,  Pa. 

Myhroy,  Inc.,  Wheeling,  III. 

Mystic  Traneformers  Inc.,  6)  Swanton  St.,  Winchester, 
Mass. 

Mystik  Adhesive  Products,  Inc.,  26)3  N.  Kildare,  Chicago. 
III. 

Mytron  Mfg.  Co.,  4322  Brazil  St..  Lot  Angeles  )P, 
Calif. 


N 


NJE  Corporation,  >43  Carnegie  Ave.,  Kenilworth,  N.  J. 

NRC  Equipment  Corp.,  160  Charlemont  St.,  Newton  61, 
Man 

NRO  Instrument  Co.,  6423  Etzel  Ave  ,  St.  Louis  14,  Mo. 

N.  R.  K.  Mfg.  4  Engineering  Ce.,  4601  W.  Addison  St., 
Chicage  41,  III. 

NYT  Electronics,  Inc.,  2P7P  N  Ontario  St.,  Burbank. 
Calif. 

Nader  Mfg.  Co.,  2661  S.  Myrtle  Ave.,  Monrovia.  Calif. 

Nagog  Assoclatas,  Inc.,  Littleton,  Mast. 

Nameplates,  Inc.,  423  E.  101st  St.,  Brooklyn  St,  N.  Y. 

Narda  Microwave  Carp.,  llB-160  Herricks  Rd.,  Mineola, 
N.  Y. 

Narda  Ultrasonia  Corp.,  118-160  Herricks  Rd.,  Oept. 
EB-1,  Mineola,  N  Y. 

Narrow  Fabric  Co.,  The,  Reading,  Pa. 

National  Aeronautical  C^.,  Commerce  Drive,  Ft.  Wash¬ 
ington  Industrial  Park.  Fort  Washington,  Pa. 

National  Carbon  Co.,  Oiv.  of  Union  Carbide  Corp.,  30 
E  42nd  St.,  New  York  17.  N  Y 

National  Cash  Register  Co.,  Ooyton  0,  Ohio. 

National  Ceramic  Co.,  400  Soirthord  St.,  Trenton  2, 
N.  J. 

National  Colt  Co.,  P.  0.  Bov  12)7,  Sheridan,  Wyo. 

National  Company,  Inc.,  61  Sherman  St.,  Malden  48, 
Mast. 

National  Electric  Coll  Co.,  Columbus  16,  Ohio 

Natioral  Electric  Controller  Co.,  7070  Glenwood  Ave., 
Chicage  26,  III. 

National  Electric  Products  Co.,  140  Stanwii  St.,  Pitts¬ 
burgh  22,  Pa. 

National  Electronic  Plastics  Inc.,  321  Fifth  Ave.,  New 
York  17,  N.  Y. 

National  Electronics  Co.,  11747  Vote  St.,  North  Holly¬ 
wood,  Calif. 

National  Electronics,  Inc.,  Geneva,  III. 


National  Eiectrenlct  Laboratories,  Inc.,  171)  Kalorama 
Rd.,  N.  W.,  Washlnaton  b,  0.  C. 

National  Engineering  Preducts,  Inc.,  433  Washington 
8ldg.,  Washington  3,  0.  C. 

National  Fabricators,  Inc.,  2630  W.  Beldcn  Ave., 
Chicago  47,  III. 

National  FeH  Co.,  76  Summer  St.,  Boston  10,  Mass. 
National  Inter-Conwnunlcatlon  Systeme,  Inc.,  1130  N. 

Milwaukee  Ave.,  Chicage  22,  III. 

National  Load  Co.,  Ill  Broo^ay,  New  York  6,  N.  Y, 
National  Lack  Washer  Co.,  40  Hermon  St.,  Newark  3, 

N  J. 

National  Moldite  Co..  230  South  St.,  Newark  3,  N.  J. 
National  Screw  4  Mfg.  Co.,  The,  Cleveland  4,  Ohio. 
National  Spectrographic  Laboratories,  Inc.,  6)00  Euclid 
Ave.,  Cleveland  ),  Ohio. 

Natlonai  Television  Tube,  Inc.,  Route  46,  Saddle  Brook, 

N.  J. 

National  Tel-Tronics  Corp.,  )S  St.  Casmirs  Ave.,  Yonkers, 

N.  Y. 

National  Union  Electric  Corp.,  Electronia  Oiv.,  Bloom¬ 
ington,  III. 

National  Video  Carp.,  4300  W.  4Tth  St.,  Chicago  32, 
III. 

National  Vulcanized  Fibre  Co.,  Bov  311,  Wilmington,  Del. 
Natvar  Carp.,  Woedbrldge.  N.  J. 

Naugler  Engineering,  19  Madison  Ave.,  Beverly,  Mass. 
Navigation  Computer  Corp.,  1621  Snyder  Ave.,  Philadel¬ 
phia  43,  Pa. 

Navigation  Electronics  Corp.,  11616  Hart  St.,  North 
Hollywood,  Calif. 

Naybor  Laboratories,  Inc.,  E.  V.,  26  Manorhaven  Blvd., 
Port  Washington,  N.  Y. 

Naz-Oar  Co.,  463  Milwaukee  Ave.,  Chicago  10,  III. 

Nebel  Laboratory,  R.  E.,  1634  E.  12th  St.,  Brooklyn 
29,  N.  Y. 

Neff  Instrument  Corp.,  2211  E  Foothill  Blvd.,  Pasadena. 
Cam. 

Nelli  Co.,  Inc.,  R.  W,,  4320  Montrose  Ave.,  Chicage 
41,  III. 

Nelson  Instrument  Co.,  607  Howard  St.,  Evanston,  III. 
Nelson  Vacuum  Pump  Co.,  George  F.,  213)  Fourth  St.. 
Berkeley  10,  Calif. 

Nemeth,  Inc.,  222)  S.  Carmelina  Ave.,  Lot  Angeles  64, 
Calif. 

Nems-Clarke  Co.,  A  Div.  of  Vitro  Corp,  of  America.  Silver 
Spring,  Md. 

Neosid  (Canada)  Ltd.,  10  Vansco  Rd.,  Etobicoke,  Toronto 
14.  Ont 

Naoail  Products  Oiv.  of  Rubber  Associates,  Inc.,  743  Fifth 
Ave.,  New  York  22,  N.  Y. 

Netor  Alloy  Products  Co.,  282  Halsey  St.,  Newark  2. 
N.  J. 

Network  Mfg.  Corp.,  21)  W.  Fifth  St.,  8ayanne,  N.  J. 
Networks  Electronic  Corp.,  14806  Oenard  St.,  Van  Nuys, 
Calif 

Neutronic  Associates,  9)-14  loitt  Ave.,  Ozone  Park  17, 
N.  V. 

Neutronics  Research  Co.,  163  Lake  St.,  Waltham,  Moss. 
Nevada  Air  Products  Co.,  P.  0.  Bov  2472,  Reno,  Nev. 
New  Departure  Oiv.,  General  Motors  Corp.,  Bristol,  Conn. 
New  England  Electrical  Works.  Inc.,  Lisbon,  N.  H. 

New  England  Etching  4  Plating  Co.,  23  Spring  St., 
Holyoke.  Mass. 

New  England  Laminates  Co.,  Inc.,  P.  0.  Box  4),  481 
Canal  St.,  Stamford,  Conn. 

New  England  Oven  4  Furnace  Co.,  386  Boston  Pott  Rd., 
Orange,  Conn. 

New  England  Scientific  Instruments  Co.,  2)8  Main  St., 
Cambridge  42,  Mass. 

New  England  Tape  Co.,  Hudson.  Mast. 

New  England  Transformer  Co.,  47  McGrath  Highway, 
Somerville,  Mass. 

New  Hampshire  Ball  Bearings,  Inc.,  Peterborough,  N.  H. 
New  Hermes  Engraving  Machine  Corp.,  13-19  University 
Place,  New  York  3,  N  Y. 

New  Jersey  Wood  Finishing  Co.,  Amboy  Ave.,  Wood- 

New  Jtrity  Zinc  Co.,  160  Front  St.,  New  York  38,  N.  Y. 
New  Londw  Instrument  Co.,  P.  0.  Boi  189,  New  London. 
Conn. 

New  Process  Metals,  Inc.,  43-65  Manufacturers  Place, 
Newark  3,  N.  J. 

New  York  Coll  Co.,  Phoenivvilte  12,  Pa 
New  York  Solder  Co.,  684  E.  l))rd  St.,  New  York  34, 
N  Y. 

New  York  Transformer  Co.,  Inc.,  Third  Ave.,  Alpha,  N.  J. 
Newark  Controls  Co.,  15  Ward  St.,  Bloomfield.  N.  J. 
Newcomb  Audio  Products  Co.,  6824  Levington  Ave., 
Hollywood  38,  Calif. 

Newcomb  Spring  Corp.,  228  College  Highway,  Valley 
Strgam,  N.  V. 

Newman  Co.,  M.  M.,  79  Clifton  Ave.,  Marblehead.  Mass. 
Newth  Rubber  Co.,  Barrington,  R.  I. 

Ney  Co.,  J.  M.,  P.  0.  Boa  990,  Hartford  1,  Conn. 
Niagara  Electron  Labs.,  Main  4  Greenwood  Sts.,  Andover, 
N.  V. 

Nicad  Division,  Gould-National  Batteries,  Inc.,  Easthamp- 
ton.  Mass. 

Nichols  4  Clark,  Inc.,  )21  Newburyport  Turnpike,  Dan¬ 
vers  P.  0.,  Hathorne,  Mass. 

Nichols  Co.,  W.  H.,  Waltham  34.  Mass. 

Nielsen  Hardware  Corp.,  770  Wethersfield  Ave.,  Hartford 
14,  Conn. 

Niemand  Bros.,  Inc.,  )7-0>  )Sth  Ave.,  Long  Island  City 
1,  N.  V, 

Nllsen  Mfg  Co.,  Addison,  III. 

Nilssan  Electrical  Laboratory,  Inc.,  103  Lafayette  St., 
New  York  1),  N.  Y. 

Noble  4  Westbrook  Mfg.  Co.,  27  Westbrook  St.,  East 
Hartford  8,  Conn. 

Noel  Mfg.  Co.,  3  W.  I8th  St.,  New  York  11,  N.  Y. 
Non-Linear  Systems,  Inc.,  Del  Mar  Airport,  Del  Mar, 
Calif 

Nonotuck  Mfg.  Co.,  Holyoke,  Moss. 

Nopco  Chemical  Co.,  Plastics  Oiv.,  Harrison,  N.  J. 
Norden  Ketay  Corp.,  Precision  Components  Div.,  Corn- 
mack,  N.  Y. 


Norrich  Plastics  Corp.,  107-109  W.  18th  St.,  New 
York  11,  N.  Y. 

Norrman  Laboratories,  Ernst,  Williams  Bay,  WU. 

North  American  Electric  Lamp  Co.,  1320  N.  l)th  St.,  St. 


Louis  6,  Mo. 

North  American  Electronics,  Inc.,  210-212  Broad  St., 
Lynn,  Mass. 

North  American  Research  Labs.,  Inc.,  723  Lexington  Ave., 
KenI  (worth,  N.  J. 

North  Atlantic  Industries,  Inc.,  603  Main  St.,  Westbury, 


N.  Y. 


North  Electric  Co.,  533  S.  Market  St.,  Galloa,  Ohio. 
North  Hills  ElecUlc  Co.,  Inc.,  402  Sagamore  Ave., 
Mineola,  N.  Y. 

North  Shore  Nameplate,  Inc.,  214-27  Northern  Blvd., 
Bayside  61,  N.  Y. 

Northam  Electronics,  Inc.,  2420  N.  Lake  Ave.,  Altadena, 
Calif. 

Northeast  Circuit  Lab's.  Corp.,  454  Main  St.,  Wilming- 


ion, 

Northeast  Electronics  Corp.,  P.  0.  Box  425,  Municipal 
Airport,  Concord,  N.  H. 

Northeast  Scientific  Corp.,  617  Concord  Ave.,  Cam¬ 
bridge  38,  Mass. 

Northeastern  Engineering,  Inc.,  Manchester,  N.  H. 

Northern  Electronic  4  Vacuum  Industries,  St.  Sauveur 
Oes  Monts  P.  Q.,  P.  0.  Bov  103,  Canada. 

Northern  Engineering  Laboratories,  Inc.,  372  Wilmot  Ave., 
Burlington,  Wis. 

Northern  Industrial  Chemical  Co.,  7-11  Elkins  St., 
South  Boston  27,  Moss. 

Northern  Metal  Products  Co.,  9597  W.  Grand  Ave., 
Franklin  Park,  III. 

Northern  Plastics  Corp.,  Second  4  Market  Sts.,  La 
Crosse,  Wis. 

Northern  Radio  Co.,  Inc.,  143-145  W.  22nd  St.,  New 
York  11,  N.  Y. 

Northwestern  Tools,  Inc.,  117  Hollier  Ave.,  Dayton  3, 
Ohio. 

Norton  Associates,  Inc.,  P.  0.  Bov  96,  Garden  City,  N.  Y. 

Norton  Co.,  Worcester  6,  Mass 

Nortronics  Co.,  Inc.,  1013  S.  Sixth  St.,  Minneapolis  4, 


Minn. 


Norwood  Controls  Unit,  Detroit  Controls  Corp.,  9)4 
Washington  St.,  Norwood,  Mass. 

Nothelfer  Winding  Labs.,  Inc.,  P.  0.  Bov  455,  Trenton, 
N.  J. 

Nucicar-Chicago  Corp.,  22)  W.  Erie  St.,  Chicago  10,  III. 

Nuclear  Corp.  of  America,  400  Park  Ave.,  New  York 
22,  N  Y. 

Nuclear  Development  Lab.,  P.  0.  Bov  7034,  Kansas  City, 
Mo 

Nuclear-Electronics  Corp.,  2925  N.  Broad  St.,  Philadel¬ 
phia  32,  Pa 

Nuclear  Instrumentation  Oiv.  of  Gulton  Industries,  Inc., 
305  Dallas  St.,  N.  E.,  Albuquerque,  N  M. 

Nuclear  Measurements  Corp.,  246)  N.  Arlington 
Indianapolis  18.  Ind. 

Nuclear  Research  Corp.,  Southampton,  Pa. 

Nucleonic  Company  of  America,  196  Oegraw  St.,  Brook¬ 
lyn  31,  N.  Y. 

Nucleonic  Products  Co.,  1601  Grande  Vista  Ave.,  Los 
Angeles  23,  Calif. 

Nugent  Electronics  Co.,  Inc.,  802  E.  Eighth  St.,  New 
Albany,  Ind. 

Numberall  Stamp  4  Tool  Co.,  Huguenot  Park,  Staten 
Island  12,  N.  Y. 

Nureco,  Inc.,  1100  Pontiac  Ave.,  Cranston  10,  R.  I. 

Nutron  Mfg  Co.,  Inc.,  67  Monroe  Ave.,  Staten  Island 
1,  N.  Y. 

Nylok  Corp.,  The,  611  Industrial  Ave.,  Paramus,  N.  J. 

Nyltite  Corp.  of  America,  2.331  Morris  Ave.,  Union,  N.  J. 


o 


0  K  Electronics  Corp.,  7  Hunt  Place,  Nutley,  N.  J. 

0  4  S  Research,  Inc.,  1811  Bannard  St.,  Riverton,  N.  J. 

Oak  Mfg.  Co.,  1260  N.  Clyboum  Ave.,  Chicago  10,  III. 

Oaktron  Electric  Co.,  TInley  Park,  III. 

O'Brien  Electric  Corp.,  5614  Santa  Monica  Blvd., 
Hollywood  38,  Calif. 

Offner  Electronics  Inc.,  5)20  N  Kedzie  Ave.,  Chicago  25, 
III. 

Ohio  Carbon  Co.,  12308  8erea  Rd.,  Clewland  11,  Ohio. 

Ohio  Crankshaft  Co.,  Tocco  Div.,  3800  Harvard  Ave., 
Cleveland  3,  Ohio. 

Ohio  OK),  of  Associated  Spring  Corp.,  1825  E.  First 
St.,  Dayton  3,  Ohio. 

Ohio  Seamless  Tube  Div.  of  CopperweW  Steel  Co.,  Shelby, 
Ohio. 

Ohmart  Corp.,  The,  Bov  67-E  Sta.  B,  Cincinnati,  Ohio. 

Ohmite  Mfg.  Co.,  3601  Howard  St.,  Skokie,  III. 

Ohmweve  Co.,  4)  Oarcy  St.,  West  Hartford  6,  Coon. 

Okonite  Co.,  The,  Canal  Street,  Passaic,  N.  J. 

Olesen  Co.,  Otto  K.,  15)4  Cahuenga.  Hollywood  28,  Calif. 

Olin  Mathieson  Chemical  Corp.,  460  Park  Ave.,  New 
York  22.  N.  Y. 

Olin  Mathieson  Chemical  Corp.,  Western  Brass  Mills 
Oiv.,  East  Alton,  III. 

Olympic  Plastics  Co.,  Inc.,  3471  S.  La  Cienega  Blvd.,  Los 
Angeles  16,  Calif. 

Olympic  Radio  4  Television  Co.,  34-01  3Bth  Ave., 
Long  Island  City,  N.  Y. 

Omco,  U.  S.  9)  4  Las  Palomas  St.,  Kingman.  Ariz. 

Omega  Laboratories  Inc.,  P.  0.  Bov  264,  Rowley,  Mass. 

Onan  4  Sons  Inc.,  0.  W.,  University  Ave.,  at  2Sth  St., 
S.  E.  Minneapolis  14,  Minn. 

O'Neil-IrwIn  Mfg.  Co.,  316  Eighth  Ave.,  Lake  City, 
Minn. 

Onondago  Pottery  Works,  Electronics  Dhr.,  1858  W 
Lafayette  St.,  Syracuse,  N.  Y. 

Opad  Electric  (^.,  69-5  Murray  St.,  New  York  7.  N.  Y. 

Optimized  Devices,  Inc.,  P.  0.  Box  38,  Gedney  Station, 
White  Plains.  N.  Y. 

Option  Corp.,  3526  State  St.,  Santa  Barbara,  Calif. 
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Orange  Products  Inc..  5S4  Mitchell  St.,  Orange,  N.  J. 

Orbit  Industries,  Box  666,  Reseda,  Calif. 

Orbit  Instrument  Co.,  6S6  Main  St.,  Westbury,  N.  Y. 

Orbitran  Co.,  Inc.,  Rt.  1,  Box  635,  Lakeside,  Calif. 

Oregan  Electronic  Mfg.,  Co.,  2105  SE  6th  Ave.,  Port* 
land  14,  Ore. 

Organic  Development  Corp.,  Spectra-Strip  Oiv.,  10052 
Larson  Ave.,  Garden  Grove,  Calif. 

Oronite  Chemical  Co.,  200  Bush  St.,  San  Francisco  20, 
Calif. 

Orradio  Industries,  Inc.,  Shamrock  Circle,  Opelika,  Ala. 

Ortho  Filter  Corp.,  198  Albion  Ave.,  Paterson  2,  N.  X 

Oryx  Co.,  9015  Wllshire  Blvd.,  Beverly  Hills,  Calif. 

Osborn  Products,  Glen  Ellyn,  III. 

Osborne  Electronic  Corp.,  712  S.  E.  Hawthorne,  Port* 
land  14,  Ore. 

Oster  Mfg.  Co.,  John,  Avionics  Div.,  1  N.  Main  St.# 
Racine,  Wis. 

Otis  Elevator  Co.,  Electronic  Oiv.,  35  Ryerson  St« 
Brooklyn  5,  N.  Y. 

Owen  Laboratories,  Inc.,  55  Beacon  Place,  Pasadena, 
Calif. 

Owens-Corning  Fiberglas  Corp.,  598  Madison  Ave.,  New 
York  22,  N.  Y. 

Owens-Illinois  Closure  &  Plastics  Oiv.,  P.  0.  Box  1035, 
Toledo  1,  Ohio. 

Oxford  Components,  Inc.,  556  W.  Monroe  St.,  Chicago  0, 
III. 

Ozalid  Div.  of  General  Aniline  &  Film  Corp.,  770  Ansco 
Rd.,  Johnson  City,  N.  Y. 


P 


P.B.R.  Manufacturing  Co.,  H  &  Luzerne  Sts.,  Philadel* 
phia  24,  Pa. 

PCA  Electronics,  Inc.,  16799  Schoenbom  St.,  Sepulveda, 
Calif. 

P  I  C  Design  Corp.,  477  Atlantic  Ave.,  East  Rockaway, 

N.  Y. 

P-M  Nut  Division  of  Waterbury  Pressed  Metal  Co.,  300 
Chase  Ave.,  Waterbury,  Conn. 

PSP  Engineering  Co.,  8608  Otis  St.,  South  Gate,  Calif. 
P-W  Industries,  Inc.,  Duncan  &  Melrose  Sts.,  Phila¬ 
delphia  24,  Pa. 

Pace  Electrical  Instruments  Co.,  Inc.,  70-31  84th  St« 
Glendale  27,  N.  Y. 

Pacific  Automation  Products,  Inc.,  1000  Air  Way,  Glen¬ 
dale  1,  Calif. 

Pacific  Electro-Nuclear  Co.,  11818  Teale  St.,  Culver 
City,  Calif. 

Pacific  Magnetic  Corp.,  Electronic  Center,  Romoland, 
Calif. 

Pacific  Moulded  Products,  90S  E.  59th  St.,  Los  Angeles, 
Calif. 

Pacific  Relays,  Inc.,  12027  Vose  St.,  North  Hollywooit 
Calif. 

Pacific  Resistor  Co.,  1881  Sepulveda  Blvd.,  Los  Angeles 
25,  Calif. 

Pacific  Scientific  Co.,  P.  0.  Box  No.  22019,  Los  Angeles 
22,  Calif. 

Pacific  Semiconductors,  Inc.,  10451  W.  Jefferson,  Culver 
City,  Calif. 

Pacific  Technical  Co.,  2047  Sawtelle  Blvd.,  Los  Angeles 
25,  Calif. 

Pacific  Transducer  EBG  Corp.,  11836  W.  Pico  Blvd., 
Los  Angeles  64,  Calif. 

Pacific  Universal  Products  Co.,  168  Vista  Ave.,  Pasa¬ 
dena  8,  Calif. 

Packard-Bell  Co.,  12333  W.  Olympic  Blvd.,  Los  Angeles 
64,  Calif. 

Packard  Electric  Div.  of  General  Motors  Corp.,  312  Dana 
Ave,  Warren,  Ohio. 

Painton  Div.  of  British  Electronics  Sales  Co.,  Inc., 
Oakland  Garden  Sta.,  Flushing  64,  N.  Y. 

Palmer,  Inc.,  M.  V.,  4002  Fruit  Valley  Rd.,  Vancouver, 
Wash. 

Palnut  Co.,  The,  77  Glen  Rd.,  Mountainside,  N.  J. 

Pan  American  Trade  Development  Corp.,  2  Park  Ave., 
New  York  16,  N.  Y. 

Panduit  Co.,  14461  Waverly  Ave.,  Midlothian,  III. 
Pan-Electronics  Corp.,  Box  404,  Griffin,  Ga. 
Panelgraphic  Corp.,  P.  0.  Box  254,  Caldwell,  N.  J. 
Panelyte  Div.,  St.  Regis  Paper  Co.,  261  Madison  Ave., 
New  York  16,  N.  Y. 

Panob  Corp.,  49  Beech  St.,  Port  Chester,  N.  Y. 

Panoramic  Radio  Products,  Inc.,  520  S.  Fulton  Ave., 
Mt.  Vernon,  N.  Y. 

Pantek  Co.,  Box  212,  El  Segundo,  Calif. 

Par-Metal  Products  Corp.,  32-62  49th  Street,  Long 
Island  City  3,  N.  Y. 

Paragon  Electric  Co.,  Two  Rivers,  Wisconsin. 
Paragon-Revolute  Corp.,  71  South  Ave.,  Rochester  4, 
N.  Y. 

Parameters,  Inc.,  195  Herricks  Rd.,  New  Hyde  Park, 
N.  Y. 

Paramount  Paper  Tube  Co.,  614  Lafayette  St.,  Fort 
Wayne,  tnd. 

Paramount  Products  Co.,  Inc.,  759  Ramsey  Ave.,  Hillside 
5,  N.  J. 

Paraplegics  Mfg.  Co.,  Inc.,  10068  Franklin  Ave.,  Frank¬ 
lin  Park,  III. 

Paravox,  Inc.,  2056  E.  4th  St.,  Cleveland  IS,  Ohio. 
Parisian  Novelty  Co.,  3510  South  Western  Ave.,  Chicago 
9,  III. 

Park  Nameplate  Co.,  Inc.,  34-10  Linden  Place,  Flushing 
54,  N.  Y. 

Parker-Kalon  Division  of  General  American  Transportation 
Corp.,  Clifton,  N.  J. 

Parker  Seal  Co.,  Div.  of  Parker-Hannifin  Corp.,  10567 
Jefferson  Blvd.,  Culver  City,  Calif. 

Parsons  Co.,  Ralph  M.,  Electronics  Oiv.,  151  S.  DeLacey 
Ave.,  Pasadena,  Calif. 

Partridge  Transformers,  Ltd.,  Roebuck  Rd.,  ToKvorth, 
Surrey,  England. 

Patton-MacGuyer  Co.,  17  Virginia  Avenue,  Providence  5, 
R.  1. 


Paul  &  Beekinon,  Inc.,  1801  Courtland  St.,  Philadelphia 
40,  Pa. 

Paul  &  Stein  Bros.,  Inc.,  F.  235  Fifth  Ave^  New  York 
16,  N.  Y. 

Pearce-SImpson,  Inc.,  3023  Coral  Way,  Miami  34,  Fla. 
Pearson  Electronics,  707  Urban  Lane,  Palo  Alto,  Calif. 
Pease  Co.,  C.  F.,  2601  W.  Irving  Park  Rd.,  Chicago 
III. 

Pease  &  Curran  Inc.,  780  Allens  Ave.,  Providence, 
R.  I. 


Peck  &  Harvey  Mfg.  Corp.,  5650  N.  Western  Ave.,  Chi¬ 
cago  45.  III. 

Pedersen  Electronics,  P.  0.  Box  458,  Lafayette,  Calif. 
Calif. 

Pee  Cee  Tape  &  Label  Co.,  521  N.  LaBrea  Ave.,  Los 
Angeles  36,  Calif. 

Peeco  Corp.,  2760  Whittier  Blvd.,  Los  Angeles  23,  Calif. 

Peer,  Inc.,  Benton  Harbor,  Mich. 

PeeHess  Electric  Co,  Blower  Div.,  1401  W.  Market  St., 
Warren,  Ohio. 

Peerless  Electrical  Div.  of  Altec  Lansing  Corp.,  1515 
S.  Manchester  Ave.,  Anaheim,  Calif. 

Peerless  Electronics  Inc.,  5338  Alhambra  Ave.,  Los 
Angeles  32,  Calif. 

Peerless  Photo  Products,  Inc.,  Shoreham,  N.  Y. 

Peerless  Products  Industries,  812  N.  Pulaski  Ave.,  Chi¬ 
cago  51,  III. 

Pegasus  Laboratories,  Inc.,  3692  Eleven  Mile  Rd., 
Berkley,  Mich. 

Peirce  Dictation  Systems,  5900  Northwest  Highway, 
Chicago  31,  III. 

Penco  Metal  Products  Div.,  Alan  Wood  Steel  Co.,  Oaks, 
Pa. 


Penfield  Mfg.  Co.,  19  High  School  Ave.,  Meriden,  Conn. 

Penn  Engineering  &  Mfg.,  Corp.,  Box  311,  Oovlestown, 
Pa. 

Penn  Fibre  &  Specialty  Co.,  2020  E.  Westmoreland  St., 
Philadelphia  34,  Pa. 

Penn  Keystone  Corp.,  Derby,  Conn. 

Penn  Tran  Corp.,  Belefonte,  Pa. 

Pennrold  Div.,  The  Brush  Baryllium  Co.,  501  Crescent 
Ave.,  Reading,  Pa. 

Pennsylvania  Testing  Lab.,  Inc.,  Doylestown,  Pa. 

Penta  Laboratories,  Inc.,  312  N.  Nopal  St.,  Santa 
Barbara,  Calif. 

Pentron  Corp.,  777  S.  Tripp  Ave.,  Chicago  24,  III. 

Perfection  Electric  Co.,  2635  S.  Wabash  Ave.,  Chicago 
16,  III. 

Perfection  Mica  Co.,  Magnetic  Shield  Div.,  1320  N. 
Eltson  Ave.,  Chicago  22,  III. 

Performance  Measurements  Co.,  15301  W.  McNicholS, 
Detroit  35,  Mich. 

Perkin-Elmer  Corporation.  The,  Main  Ave.,  Norwalk, 
Conn. 

Perkin  Engineering  Corp.,  345  Kansas  St.,  El  Segundo, 
Calif. 

Perkin  Machine  &  Gear  Co.,  Special  Machinery  Dhf., 
West  Springfield,  Mass. 

Permacel  Tape  Corp.,  U.  S.  Highway  1,  New  Brunswick, 
N.  J. 

Permag  Corp.,  214  Taaffe  Place,  Brooklyn  5,  N.  Y. 

Perma-Power  Co.,  3100  N.  Elston  Ave.,  Chicago  18,  III. 

Permo  Inc.,  6415  Ravenswood  Ave.,  Chicago  26,  III. 

Permoflux  Corp.,  4900  W.  Grand  Ave.,  Chicago  39,  III. 

Permonite  Mfg.  Co.,  444  N.  Lake  Shore  Drive,  Chicago 
11,  III. 

Permutit  Co.,  A  Dhr.  of  Pfaudler  Permutit  Inc.,  50  W. 
44th  St.,  New  York  36,  N.  Y. 

Perrygraf  Corp.,  Electronics  Div.,  ISO  S.  Barrington  Ave., 
Los  Angeles  49,  Calif  . 

Peschel  Electronics,  Inc,  R.  F.  D.  #1,  Patterson,  N.  Y. 

Peter  Partition  Corp.,  124  Boerum  Place,  Brooklyn  1, 
N.  Y. 

Peters-Dalton,  Inc.,  17900  Ryan  Rd.,  Detroit  12,  Mich. 

Peterson  &  Neville,  Inc.,  365  Dorchester  Ave.,  Boston, 
27,  Mass. 

Peterson  Radio  Co.,  2800  West  Broadway,  Council  Bluffs, 
Iowa. 

Pfanstiehl  Chemical  Corp.,  104  Lake  View  Ave.,  Wau¬ 
kegan,  III. 

Pfieger  Products,  3901  W.  54th  St.,  Los  Angeles  43, 
Calif. 

Phalo  Plastics  Corp.,  25  Foster  St.,  Worcester  8,  Mau. 

Phaostron  Instrument  6  Electronic  Co.,  151  Pasadena 
Ave.,  South  Pasadena,  Calif. 

Phelps  Dodge  Copper  Products  Co.,  300  Park  Ave.,  New 
York  22,  N.  Y. 

Phelps  Dodge  Copper  Products  Corp.,  Inca  Mfg.  Oiv., 
Fort  Wayne,  Ind. 

Pheoll  Mfg.  Co.,  5700  Roosevelt  Rd.,  Chicago  50,  III. 

Philadelphia  Quartz  Co.,  1146K  Public  Ledger  Bldg., 
Philadelphia  6,  Pa. 

Philadelphia  Scientific  Glass  Co.,  Quakertown,  Pa. 

Phllamon  Laboratories,  Inc.,  90  Hopper  St,  Westbury, 
N.  Y. 

Phllbrick  Researches,  Inc.,  George  A.,  230  Congress 
St.,  Boston  10,  Mass. 

Philco  Corp.,  C  &  Tioga  Sts.,  Philadelphia  34,  Pa. 

Phileo  Corp.,  Government  &  Industrial  Div.,  4700  WIs- 
sahickon  Ave.,  Philadelphia  44,  Pa. 

Philips  Electronics,  Inc.,  750  S.  Fulton  Ave.,  Mt.  Yemen, 
N.  Y. 

Phillips  Control  Corp.,  59  W.  Washington  St.,  Joliet,  III, 

Phillips  k  Hiss  Co.,  Inc.,  1155  N.  McCadden  Place, 
Hollywood  38,  Calif. 

Phillips  Mfg.  Co.,  3406  W.  Touhy  Ave.,  Chicago  45,  III. 

Phillips  PrKess  Co.,  Inc.,  192  Mill  St.,  Rochester  14, 
N.  Y. 

Phllmore  Mfg.  Co.,  Inc.,  113  University  Place,  New  York 
3,  N.  Y. 

Phllson  Mfg.  Co.,  Inc.,  60-66  Sackett  St.,  Brooklyn  31, 
N  Y. 

Phosphor  Bronze  Corp.,  25  Franklin  St.,  Seymour,  Conn. 

Photo  Chemical  Products,  Inc.,  999A  Stewart  Ave., 
Garden  City,  N.  Y. 

Photo  Crystals,  Inc.,  15  S.  First  St.,  Geneva,  III. 

Photobell  Co.,  Inc.,  43  Vesey  St.,  New  York  7.  N.  Y. 

Photochron  Research  Inc.,  2  Howard  St.,  New  York  13, 
N.  y. 

Photocircuits  Corp.,  Glen  Cove,  N.  Y. 


Photocon  Research  Products,  421  N.  Altadenp  Oilvt, 
Pasadena,  Calif. 

Photoswitch  Div.,  Electronics  Corp.  of  America,  One 
Memorial  Drive,  Cambiidge  42,  Mass. 

Photovolt  Corp.,  95  Madison  Ave,  New  York  16,  N.  Y. 
Photron  Instrument  Co.,  6516  Detroit  Ave.,  Cleveland  2, 
Ohio. 

Physics  Research  Labs,  Inc.,  P.  0.  Box  556,  Hempstead, 

N.  Y. 

Pickard  k  Bums,  Inc.,  Needham,  Mass. 

Picker  X-Ray  Corp.,  25  S.  Broadway,  White  Plains,  N.  Y. 
Pickering  k  Co.,  Inc.,  Sunnyside  Blvd.,  Plainview,  N.  Y. 
Pierce  &  Stevens  Chemical  Corp.,  710  Ohio  St.,  Buffalo 
3,  N.  Y. 

Piezo  Products  Co.,  Whitnmi  St.,  Sherbom,  Mass. 

Pilgrim  Products,  Inc.,  16  Spruce  St.,  West  Acton,  Mass. 
Pilgrim  Screw  C^.,  259  Dexter  St.,  Providence,  R.  I. 

Pilot  Chemicals,  Inc.,  36  Pleasant  St.,  Watertown  72, 
Mass. 

Pilot  Radio  Corp.,  37-06  36th  St.,  Long  Island  CKy, 

N.  Y. 

Pimex  Inc.,  18  E.  60th  St.,  New  York  22,  N.  Y. 
Pioneer-Central  Division,  Bendix  Aviation  Corp.,  Daven¬ 
port,  Iowa. 

Pioneer  Electronics  Corp.,  2235  S.  Carmellna,  West  Lot 
Angeles,  Calif. 

Pioneer  Gen-E-Motor  Corp.,  5841  W.  Dickens,  Chicago 
39,  III. 

Pioneer  Machine  Works,  Inc.,  6136  Adam  St.,  West  New 
York,  N.  J. 

PItometcr  Log  Corp.,  237  Lafayette  St,  New  York  12, 

N.  V. 

Pittsburgh  Lectrodryer  Div.  of  McGraw-Edlson  Co.,  300 
32nd  St.,  Pittsburgh  30,  Pa. 

Pittsburgh  Plate  Glass  Co.,  1  Gateway  Center,  Pitts¬ 
burgh  22,  Pa. 

PIx  Mfg.  Co.,  Inc.,  61A  Hudson  St.,  Newark,  N.  J. 
Plamondon,  Jr.,  A.D.,  32  E.  Scott  St.,  Chicago  10,  III. 
Planet  Mfg.  Corp.,  225  Belleville  Ave.,  BloommM,  N.  J. 
PlastKk,  Inc.,  Poteau,  Okla. 

Plastic  Capacitors,  Inc.,  2620  N.  Clyboum  Ave.,  Chicago 
14,  III. 

Plastic  Mold  k  Engineering  Co.,  Inc.,  157  CIHIord  St, 
Providence  3,  R.  I. 

Plastic  Wire  k  Cable  Corp..  Jewett  City,  Conn. 

Plastics  k  Electronics  Co.,  Inc.,  P.  0.  Box  38,  Station  J, 
Buffalo  8,  N.  Y. 

Plastics  Engineering  Co.,  1607  Geale  Ave.,  Sheboygan, 
Wis. 

Plastics  Service  Corp.,  225  Fifth  Ave.,  New  York  10, 
N.  Y. 

Plastold  Corp.,  42-61  24th  St.,  Long  Island  City  1, 
N.  Y. 

Plastronics,  P.  0.  Box  96,  Winter  Hill  45,  Mass. 
Plymouth  Rubber  Co.,  Canton,  Mass. 

Pneumahl  Corp.,  Charlotte,  N.  C. 

Podger  Silk  Screen  Industries,  16-18  S.  Marshall  St, 
Philadelphia  6,  Pa. 

Polan  Industries  Inc.,  P.  0.  Box  1720,  Huntington,  W. 
Va. 

Polarad  ElKtronlcs  Corp.,  43-20  34th  St,  Long  Island 
City  1,  N.  Y. 

Poliak  Corp.,  Joseph,  75-99  Freeport  St,  Dorchester  22, 
Mass. 

Polyken  Sales  Div.  of  The  Kendall  Co.,  309  W.  Jack- 
son  Blvd.,  Chicago  6,  III. 

Polymer  Corporation,  The,  Reading,  Pa. 

Polymica  k  Insulation  Co.,  683  Main  St,  Wllllmantic, 
Conn. 

Polyphase  Instrument  Co.,  East  Fourth  St,  Bridgeport 
Penna. 

Poly-ScientIfIc  Corp.,  Blacksburg,  Va. 

Polytechnic  Research  6  Development  Co.,  Inc.,  202  Tlllary 
St.,  Brooklyn  1,  N.  Y. 

Polytron  Engineering  Inc.,  32  W.  Biddle  St.,  Baltimore 
1,  Md. 

Pol^ronlc  Research,  Inc.,  7326  Westmore  Rd.,  Rockville, 
Md. 

Pomona  Electronics  Co.,  Inc.,  1126  W.  Fifth  Ave., 
Pomona,  Calif. 

Popper  k  Sons,  Inc.,  300  Fourth  Ave.,  Ntw  York  10, 
N.  Y. 

Porcelain  Products,  Inc.,  Findlay,  Ohio. 

Portchester  Instrument  Corp.,  114  Wilkins  Ave.,  Port 
Chester,  N.  V. 

Ports  Mfg.  Co.,  3265  E.  Belmont  Ave.,  Fresno  2,  Calif. 
Positive  Lock  Washer  Co.,  181  Miller  St,  Newark  5, 
N.  J. 

Post  Co.,  Frederick,  3650  N.  Avondale  Ave.,  P.  0.  Box 
803,  Chicago  90,  III. 

Post  Machinery  Co.,  Electronic  Products  Div.,  140  Elliott 
St.,  Beverly,  Mass. 

Potter  Aeronautical  Corp.,  Route  #22,  Union,  N.  J. 
Potter  k  Brumfield,  Inc.,  Princeton,  Ind. 

Potter  Co.,  The,  1950  Sheridan  Rd.,  North  Chicago,  III. 
Potter  Instrument  Co.,  Inc.,  Sunnyside  Blvd.,  Plainview, 
N.  Y. 

Poughkeepsie  Coll  Co.,  Inc.,  24  Charlotte  St,  Bing¬ 
hamton,  N.  Y. 

Powell  Co.,  Harold  H.,  2102  Market  St.,  Philadelphia. 

Pa. 

Power  Designs,  Inc.,  89-25  110th  St.,  Richmond  Hill 
18,  N.  Y. 

Power  Equipment  Co.,  5740  Nevada,  East,  Detroit  34, 
Mich. 

Power  Industries  Co.,  2611  S.  Indiana  Ave.,  Chicago  16, 
III. 

Power  Sources,  Inc.,  Northwest  Industrial  Park,  South 
Ave.,  Burlington,  Mass. 

Power  Supplies,  Inc.,  1007  Olive  St.,  Highland,  III. 
Power  Transformer  Co.,  Inc.,  91  Edison  Place,  Newark  5, 
N.  J. 

Powers  Co.,  J.  J.,  1317  S.  Fifth  Ave.,  Maywood,  III. 
Pratt  &  Whitney  Co.,  Inc.,  Charter  Oak  Blvd.,  West 
Hartford  1,  Cmn. 

Precious  Metal  Platers,  The,  P.  0.  Box  228,  Fairfield, 
Conn. 

Precise  Development  Corp.,  2  Nell  Court,  Oceanside.  N.  Y. 
Precise  Instrument  Parts  Co.,  4520  Sim  Fernando  Rd., 
Glendale  4,  Calif. 
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PrKiM  UlMSurtmtnti  Co.,  R.D.  #1,  Millbrooks  Rd.. 
Flemingten,  N.  J. 

Pnciilon  Apparatus  Ca.,  Inc.,  70-31  84th  St.,  GIcndalt 
27,  M.  Y. 

PrKision  Capacitors,  Inc.,  ISO  W.  Cyprtu  Avt.,  Burbank, 

Cam. 

PrKitlaa  Circuits,  Inc.,  705  S.  FuKan  Av*.,  Mt.  Vtrnon, 

N  Y. 

Precision  Crystal  Laboratory,  2223  Warwick  Avi.,  Santa 
Monica,  Calif. 

Precision  Electronic  Components  Ltd.,  SO  Winpold  Avs., 
Toronto  19,  Ontario,  Canada. 

Procision  Eloctronics.  Inc.,  9101  King  St.,  Franklin 
Park,  111. 

Precision  Elsctroplatino  Co.,  S19  S.  Oakley  BM., 
Chicago  12,  III. 

Precision,  Inc.,  730  Lyndalo  Ave.,  N.,  Minneapolis,  Minn. 

Precision  Lino,  Inc.,  83  Main  St.,  Maynard,  Mass. 

Precision  Metal  Products  Co.,  of  Maiden,  41  Elm  St., 
Stoneham  SO,  Mass. 

Preebion  Metalsmlths,  Inc.,  1081  E.  200th  St.,  Cleee- 
land  17,  Ohio. 

Procision  Paper  Tube  Co.,  2041  W.  Charleston  St.,  Chi¬ 
cago  47,  111. 

Precision  Piezo  Service,  427  Mayflower  St.,  Baton 
Rouge,  La. 

Precision  Products  Co.,  Inc.  of  Waltham,  26  Bedford 
St.,  Waltham  34,  Mass. 

Precision  Radiation  Instruments,  Inc.,  4223  W.  Jeffer¬ 
son  Blvd.,  Lot  Angeles  16,  Calif. 

Precision  Resistor  Co.,  109  U.  S.  Highway  #22,  Hlllsldg 
S,  N  J. 

Precisioo  Specialties,  Inc.,  1342  E.  SSth  St.,  Kansas 
City  10,  Me. 

Precision  Tube  Co.,  Inc.,  North  Wales,  Pa. 

Preis  Engraving  Machine  Co.,  H.  P.,  651  U.  S.  Highway 
22,  Hillside,  N.  J. 

Premas  Products  Ohr.,  CMsholm-Rydtr  Co.,  Inc.,  High¬ 
land  A  CoHaga  Aves.,  Niagara  Falls  2,  N.  V. 

Premier  Electronic  Laboratories,  382  Lafayette  St., 
New  York  3,  N.  Y. 

Premier  Instrument  Carp.,  52  W.  Houston  St.,  New 
York  12,  H.  Y. 

Premier  Metal  Products  Co.,  337  Manida  St.,  Brom 
59,  N.  Y. 

Premier  Research  Laboratories  Inc.,  83  Seventh  Ave., 
New  York  11,  N.  Y. 

Prescott  Television  Co.,  7352  Beverly  Blvd.,  Los  Angeles 
36,  Calif. 

Presin  Co.,  12128  W  Pico  Blvd.,  Lot  Angeles  64,  Calif. 

Press  Wireless  Laberatorlet,  Inc.,  25  Prospect  Place, 
West  Newton  65,  Mass. 

Pressman  Associates,  7803  Farnsworth  St.,  Philadel¬ 
phia  15,  Pa. 

Presto  Recording  Corp.,  P.  0.  Bov  500,  Parpmut,  N.  J. 

Prestole  Corp.,  1345  Miami  St.,  Toledo,  Ohio. 

Price  Electric  Carp.,  Froderkk.  Md. 

Printed  ClrtuH  Ohr.,  LaPoInto  Electronics  Inc.,  Rock¬ 
ville,  Conn. 

Printed  Flectronks  Cerp.,  7  North  Ave.,  Natkh,  Mau. 

Prinlloid  Corp.,  93  Mercer  St.,  New  York  12,  N  Y. 

Prlntronics  Corp.,  3159  El  Camino  Real,  Pale  Alto, 
Calif. 

Probescope  Co.,  8  Sagamore  Hill  Drive,  Port  Washington, 
N  Y. 

Procen  A  Instruments,  IS  Stone  Ave.,  Brooklyn  33, 
N  Y. 

Prodelln,  Inc.,  307  Bergen  Ave.,  Kearny,  N.  J. 

Production  Instruments  Oiv.,  General  Controls  Co.,  8080 
McCormick  Bhrd.,  Skokie,  III. 

Production  Process  Screen  Co.,  Inc.,  16-18  S.  Marshall 
St.,  Philadelphia  6,  Pa. 

Production  Research  C^.,  Thomwood,  N.  Y. 

Production  Tool  A  FIvture  Co..  37  W.  Main  St.,  Oyster 
Bay,  N.  Y. 

Progress  Electronics  Co.,  296  Broadway,  New  York  7, 
N.  Y. 

Progressive  Mfg.  Co.,  50  Norwood  St.,  Terrington, 
Corm. 

Proman  Corp.,  17360  Hayes  St.,  Grand  Haven.  Mich. 

Protective  Coatings  Carp.,  596  RIvsr  Rd.,  Clifton,  N.  J. 

Pruyn-Moaee,  Inc.,  1338  Cata  Ave.,  Long  Beach  13, 
Calif. 

Pulse  Engineering,  Inc.,  2657  Spring  St.,  Redwood  CHy, 
Calif. 

Pulse  Techniguet,  Inc.,  1411  Palisade  Ave.,  West  Engle¬ 
wood,  N.  J. 

Pure  Carbon  Co.,  Wellesville  Rd..  St.  Marys,  Pa. 

Pye  Telecommunications  Ltd.,  Newmarket  Rd.,  Cambridge, 
England. 

Pyle-National  Co.,  1334  N.  Kostner  Ave.,  Chicago  51, 
III. 

Pyramid  Electric  Co.,  1445  Hudson  Blvd.,  North  Bergen, 

N.  J. 

Pyramid  Instrument  Corp.,  630  Merrick  Rd.,  Lynbrook, 
N.  Y. 

Pyroferrk  Ca.,  Inc.,  621  E.  216th  St.,  New  York  67, 
N.  Y. 

Pyreflim  Resistor  Co.,  Inc.,  U.  S.  Highway  #46,  Par- 
•ippany,  N.  J. 
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Q.O.S  Carp.,  621  E.  216th  St..  New  York  67,  N.  Y. 
QRK  Electronic  Products,  445  N.  Circle  Drive,  Fresno  4, 
Calif. 

Q.V.S.  Inc.,  20  N.  15th  St.,  East  Orange,  N.  J. 
Quadriga  Mfg.  Co.,  213  W.  Grwtd  Ave.,  Chicago  10,  III. 
Quaker  City  Felt  Co.,  1734  Ludlow  St.,  Philadelphia  3, 
Pa. 

Quaker  CHy  Gear  Works,  Rod  Lion  A  Phllment  Rd., 
Bethayers,  Pa. 

Quality  Components,  Inc.,  St.  Marys,  Pa. 

Quality  Hermctics,  Ltd.,  45  Hollinger  Rd.,  East  York, 
Toronto,  Ontario. 


Quality  Products  Co.,  287  Charles  St.,  Providence, 

R.  I. 

Quam-Nkhols  Co.,  Marquette  Rd.,  A  Prairie  Ave.,  Chi¬ 
cago  37,  III. 

QuMi-Tech  Laboratories,  236  Mt.  Kemble  Ave.,  Morris- 
tovm,  N.  J. 

Quartiite  Processing,  Inc.,  197  Cheleoa  St.,  Everett, 
Mass 

Qutronic  Semiconductor  Corp.,  525  Broadway,  New  York 
12,  N.  Y. 

Qutronic  Transformer  Corp.,  525  Broadway,  New  York 
12,  N.  Y. 
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R.  8.  M.  Division,  Essav  Wire  Corp.,  Logansport,  Ind. 

R.C.L.  Mfg.  Co.,  New  Jersey  Ave.,  Riverside  1,  N.  J. 

REF  Manufacturing  Corp.,  Jorkho  Turnpike,  Mlneola, 
N.  Y. 

R-F  Eloctronics,  Inc.,  DIv.  of  Electro  Switch  Corp., 
Weymouth,  Mass. 

R-J  Audio  Products,  Inc.,  Oiv.  of  British  Industries 
Corp.,  80  Shore  Rd.,  Port  Washington,  N.  Y. 

RS  Elearonics  Corp.,  435  Portage  Ave.,  Palo  Alto,  Calif. 

Racal  Engineering  Ltd.,  Western  Rd.,  Bracknell  Berks., 
England. 

Racon  Elactrk  Co.,  1261  Broadway,  New  York  1,  N.  Y. 

Radar  Design  Corp.,  3309  James  St.,  Syracuse  6,  N.  Y. 

Radar  Engineers,  4719  Brooklyn  Ave.,  Seattle  5,  Wash. 

Radar  Relay,  Inc.,  2120  Pontius  Ave.,  Los  Angeles  25, 
Calif. 

Radei  Carp.,  2076  N.  Elston  Avenue,  Chicago  14,  Ul. 

Radial  Cutter  Mfg.  Carp.,  831  Bond  St.,  Elizabeth, 
N.  J. 

Radlart  Corp.,  The,  3455  Vega  Ave.,  Cleveland  13,  Ohio. 

Radiation  Center  Laboratories,  Inc.,  5121  W.  Grove  St., 
Skokie,  III. 

Radiation,  Inc.,  Melbourne,  Fla. 

Radiation  Instrument  Development  Labs.,  2337  W.  67th 
St.,  Chicago  36,  III. 

Radiation  Research  Corp.,  1114  First  Ave.,  New  York  21, 
N.  Y. 

Radio  Apparatus  Corp.,  55  N.  New  Jersey  St.,  Indian¬ 
apolis  3,  Ind. 

Radio  City  Products  Co.,  Inc.,  Centre  A  Glendale  Sts., 
Easton,  Pa. 

Radio  Condenser  Co.,  Camden,  N.  J. 

Radio  Cores,  Inc.,  9540  Tull^  Ave.,  Oak  Lawn,  III. 

Radio  Corp.  of  America,  Consumer  Products  DW.,  Camden 
8,  N.  J. 

Radio  Corp.  of  America,  Engineering  Products  Dhr., 
Camden.  N.  J. 

Radio  Corp.  of  America,  RCA  Electron  Tube  Oiv.,  415 

S.  Fifth  St.,  Harrison,  N.  J. 

Radio  Corp.  of  America,  RCA  Semiconductor  A  Materials 
Oiv.,  Somerville,  N.  J. 

Radio  Craftsmen  Oiv.  of  Precision  Radiation  Instruments 
Inc.,  4223  W.  Jefferson  Blvd.,  Los  Angeles  16,  Calif. 

Radio  Development  A  Resaarch  Carp.,  100  Pennsylvania 
Ave.,  Paterson  3,  N.  J. 

Radio  Enginaering  Labs.,  Inc.,  36-40  37th  St.,  Long 
Island  City  1,  N.  Y. 

Radio  Engineering  Products,  180  University  St.,  Montreal 
3,  Canada. 

Radio  Frequency  Co.,  Inc,  44  Park  St.,  Medfleld,  Mass. 

Radio  Frequency  Labs.,  Inc.,  Boonton  2,  N.  J. 

Radio  Industries,  Inc.,  5225  Ravenswood  Ave.,  Chicago 
40,  III. 

Radio  Mfg.  Engineers  Dhr.  of  Electro  Voice  Inc., 
Buchanan,  Mich. 

Radio  Materials  Co.,  A  Dhr.  of  The  P.  R.  Mallory  A 

Co.,  Inc.,  3325  N.  California  Ave.,  Chicago  18,  III. 

Radio  Merchandise  Sales,  Inc.,  2016  Bronsdale  Ave., 
New  York  62,  N.  V. 

Radio  Musk  Corp.,  84  S.  Water  St.,  Port  Chester,  N.  Y. 

Radio  Receptor  Co.,  Inc.,  Sub.  of  General  Instrument 

Corp  ,  240  Wythe  Ave.,  Brooklyn  11,  N.  Y. 

Radio  SpoclaHy  Mfg.  Co..  2023  S.E.  6th  Ave.,  Port¬ 

land  14,  Ore. 

Radioactive  Products  Inc.,  2421  Wokott,  Femdale, 
Mkh. 

Radiometer,  72  EmdrupvcJ,  Copenhagen  NV-l,  Denmark. 

Radion  Corp.,  1130  Wisconsin  Ave.,  Chicago  14,  III. 

Radionk  Transformer  Co.,  411  S.  Sangamon  St.,  Chi¬ 
cago  7,  III. 

Radionics,  Inc.,  76  Cambridge  St.,  Burlington,  Mass. 

Radiv  Wire  Co.,  26260  Lakeland  Bhrd.,  Cleveland  32, 
Ohio. 

Rae  Motor  Corp.,  P.  0.  Boa  269,  Racine,  Wis. 

Railway  Communications,  Inc.,  9351  E.  59th  St.,  Ray¬ 
town,  Mo. 

Ram  Electronics,  Inc.,  600  Industrial  Ave.,  Paramus, 
N.  J. 

Ram  Meter,  Inc.,  1100  HIHon  Rd,  Ferndale,  Detroit  20, 
Mkh. 

Rampe  Mfg.  Co.,  14915  Woodworth  Ave.,  Cleveland  10, 
Ohio. 

Ramyr  Mfg.  Co.,  1624  E.  First  St.,  Los  Angeles  23, 
Calif. 

Randall,  Inc.,  Douglas,  6  Pawcatuck  Ave.,  Westerly, 
R.  I. 


Rangwtane,  Inc.,  73  WInthrop  St.,  Newark  4,  N.  J. 
Ransom,  Research,  Boa  269,  San  Pedro,  Calif. 

Rantec  Corp.,  P  0.  Boa  18,  Calabasas,  Calif. 

Rapid  Eloctrk  Co.,  2881  Middletown  Rd.,  Brona  61, 
N.  Y. 

Rapid  SpoclaHies  Co.,  327  W.  Huron  Street,  Chicago  10, 
III. 

Ratigan  Electronics  Inc.,  3614  Maple  Ave.,  Los  Angolas 

II,  Calif. 

Rattray  A  Co.,  Inc.,  George,  116-08  Myrtle  Ave.,  Rich¬ 
mond  HIM,  N.  Y. 

Rauland-Borg  Corp.,  3515  W.  Addison  St.,  Chkage  18, 

III. 

Rauland  Corp.,  4545  N.  Knoa  Ave.,  Chicago  41,  III. 


Raway  Bearing  Co.,  4-8  Forsyth  St.,  New  York  2,  N.  Y. 
Rawson  Electrical  Instrument  Co.,  Ill  Potter  St.. 

Cambridge  42,  Mass. 

Ray-O-Vac  Co.,  A  Div.  of  The  Electric  Storage  Battery 
Co.,  212  E.  Washington  Ave.,  Madison,  Wia. 
Raybestoa-Manhattan,  Inc.,  61  Wlltstt  St.,  Paaaak,  N.  J. 
Raymond  Engineering  Laboratory,  Inc.,  Smith  St.,  Mid¬ 
dletown,  Conn. 

Raymond  Manufacturing  Co.,  Cerry,  Pa. 

Raypar,  Inc.,  7800  W.  Addison  St.,  Chicago,  III. 

Raytheon  Mfg.  Co.,  Ceramic  Sales  Dept.,  Foundry  Ave., 
Waltham  54,  Mass. 

Raytheon  Mfg.  Co.,  Commercial  Equipment  Oiv., 

Waltham  54,  Mass. 

Raytheon  Mfg.  Co.,  Microwave  A  Power  Tube  Operations, 
Waltham  54,  Mast. 

Raytheon  Mfg.  Co.,  Receiving  Tube  A  Semiconductor 
Operations,  55  Chapel  St.,  Newton  58,  Mass. 

Raytheon  Mfg.  Co.,  Special  Microwave  Device  Group, 
Waltham  54,  Mass. 

Rea  Co.,  Inc.,  J.  B.,  1723  Cloverfield  Blvd.,  Santa 
Monica,  Calif. 

Rea  Magnet  Wire  Co.,  Inc.,  E.  Pontiac  St.,  Fort  Wayne, 
Ind. 

Ready  Power  Co.,  The,  Power  Plant  Dhr.,  11231  Freud 
Ave.,  Detroit  14,  Mkh. 

Recora  Co.,  Inc.,  6100  S.  Archer  Rd.,  Summit,  III. 
Recoton  Corp.,  52-35  Barnett  Ave.,  Long  Island  City  4, 

N.  Y. 

Rectico  Inc.,  963  Frelinghuysen  Ave.,  Newark  5,  N.  J. 
RectMer  Engineering  Co.,  Inc.,  1803  E.  Severith  St., 
Los  Angeles  21,  Calif. 

Red  Bank  Division,  Bendix  Aviation  Corp.,  Rt.  35, 
Eatontown,  N.  J. 

Red  Devil  Mfg.  Co.,  1402  N.  Ogden  Ave.,  Chicago  10, 
III. 

Red  Point  Corp.,  1907  Riverside  Drive,  Glendale  1, 
Calif. 

Redman  Electronics  Corp.,  P.  0.  Box  72,  Thompsonville, 

Redm^  Co.,  Inc.,  (Xvosso,  Mkh. 

Rseder  A  Co.,  Charles  M.,  173  Victor  Ave.,  DetroK  3, 

Reeve  ^ecUonks,  Inc.,  609  W.  Lake  St.,  Chicago  6,  III. 
Reeves-Hoffman  Carp.,  145  Cherry  St.,  Carlisle,  Pa. 
Reeves  Instrument  Co^.,  227  E.  91st  St,  New  York  28, 
N.  Y. 

Reeves  Soundcraft  Carp.,  10  E.  52nd  St.,  New  York  22, 
N.  Y. 

Reflectane  Corp.,  Post  Rd.  A  Myano  Lane,  Stamford, 
Conn. 

Rego  Insulated  Wire  Co.,  830  Monroe  St.,  Hoboken,  N.  J. 
Regulator  Equipment  Corp.,  100  Pennsylvania  Ave., 
Paterson  3,  N.  J. 

Reichhold  Chemicals  Inc.,  525  N.  Broadway,  White 
Plains,  N.  Y. 

Reilly  Tar  and  Chemical  Corp.,  1615  Merchants  Bank 
Bldg.,  11  S.  Meridian  St.,  Indianapolis,  Ind. 

Reiner  Electronics  Co.,  Inc,  Centre  A  Glendale  Sts., 
Easton,  Pa. 

Rek-O-Kut  Co.,  Inc.,  38-19  108th  St.,  Corona  68, 
N.  Y. 

Rcl^  Sales  Inc.,  P  0.  Box  186B,  West  Chicago,  HI. 
RcUys,  Inc,  162  W.  S3rd  St.,  New  York  24,  N.  Y. 
Reliable  Spring  and  Wire  Forms  Co.,  Fulton  Rd.  and 
Paris  Ave.,  Cleveland  9,  Ohio. 

Reliance  Automatk  Lighting  Co.,  1919  Mead  St.,  Racine, 
Wis. 

Reliance  Mka  Co.,  Inc.,  341  39th  St.,  Brooklyn  32, 
N.  Y. 

Rembar  Co.,  Inc.,  The,  67  Main  St.,  Dobbs  Ferry,  N.  Y. 
Remington  Rand  Oiv.,  Sperry  Rand  Carp.,  315  Fourth 
Ave.,  New  York  10,  N.  Y. 

Remler  Company,  2101  Bryant  St.,  San  Francisco  10, 
Calif. 

Renbrandt  Irk.,  6  Parmelee  St.,  Boston  18,  Mass. 

Reon  Resistor  Carp.,  117  Stanl^  Ave.,  Yonkers,  N.  V. 
Repath  Pacifle  Div.  of  Arnold  Engineering  Co.,  641  E. 

61st  St.,  Los  Angeles  1,  Calif. 

Republic  Electronic  Industries  Corp.,  31  W.  27th  St.. 
New  York  1,  N.  Y. 

Republk  Foil  A  Metal  Mills.  Inc.,  55  Triangle  St., 
Danbury,  Conn. 

Republic  Lens  Co.,  31  E.  169th  St.,  New  York  52.  N.  Y. 
Republk  Steel  Corp.,  Republic  Bldg.,  Cleveland  1,  Ohio. 
Resdel  Engineering  Corp.,  330  S.  Fair  Oaks  Ave.,  Pasa¬ 
dena  1,  Calif. 

Rese  Engineering  Corp.,  731  Arch  St.,  Philadelphia  6, 
Pa. 

Research  Development  Manufacture,  Inc.,  429  E.  Collom 
St.,  Philadelphia  44,  Pa. 

Research  Industrial  Laboratories  of  Electronics,  Roslyn, 
Pa. 

Research  Mfg.  Co.,  2115  W.  17th  St.,  Long  Beach,  Calif. 
Resin  Industries,  P.  0.  Boa  1589,  S^a  Barbara,  Calif. 
Resinite  Corp.  Sub.  of  Precision  Paper  Tube  Co.,  6981 
N.  Central  Park  Ave.,  Chicago  45,  (Llncolnwood)  III. 
Resistance  Products  Co.,  914  S.  13th  St.,  Harrisburg 
Pa. 

Resistoflex  Corp.,  Roscland,  N.  J. 

Resistors,  Inc.,  5226  W.  26th  St.,  Chicago  SO,  III. 
Resltron  Laboratories,  Inc.,  2908  Nebraska  Ave.,  Santa 
Monica.  Calif. 

Revere  Camera  Co.,  320  E.  21tt  St.,  Chkpgo  16,  III. 
Revere  Copper  A  Brass  Inc.,  230  Park  Ave.,  New  York 
17,  N.  Y. 

Revere  Corporation  of  America,  Sub.  of  Neptune  Meter 
Co.,  Wallingford  2,  Conn. 

Rex  Corp.,  The,  Hayward  Rd.,  West  Acton,  Mass. 

Rex  Rheostat  Co.,  3  Foxhurst  Rd.,  Baldwin,  N.  Y. 
Reynolds  ElecUk  Co.,  3000  River  Rd.,  River  Grove,  III. 
Reynolds  Metals  Co.,  2500  S.  Third  St.,  Louisville  1, 
Ky. 

Rheem  Electronics  Division,  7777  Industry  Ave.,  Rivera, 
Calif. 

Rhein  Sound  Systems,  Inc.,  133  Hamilton  St.,  P.  0. 

Box  1367,  New  Haven  5,  Conn. 

Rho  Engineering  Co.,  2242  Sepulveda  Blvd.,  Los  Angeles 
64,  Calif. 
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Rhode  Island  Insulated  Wire  Co.,  50  Burnham  Ave., 
Cranston,  R.  I. 

Rhodes  Inc.,  M.  H.,  30  Bartholomew  Ave.,  Hartford, 
Conn. 

Ribet  &  Desjardins,  13-17  Rue  Perier,  Montrouge 
(Seine)  France. 

Richards  Co.,  Inc.,  Arklay  S.,  38  Winchester,  St.,  Newton 
Highlands  61,  Mass. 

Richards  Electrocraft,  Inc.,  3743  N.  Kediie  Ave., 
Chicago  18,  III. 

Richardsw-Allen  Corp.,  116-15  15th  Ave.,  College 
Point,  N.  Y. 

Richardson  Company,  The,  2767  Lake  St.,  Melrose  Park, 
Illinois. 

Richmond  Engineering  Co.,  Inc.,  19  Concord  St.,  South 
Norwalk,  Conn. 

Richmont,  Inc.,  922  S.  Myrtle  Ave.,  Monrovia,  Calif. 
Riester  A  Thesmacher  Co.,  1510  W.  25th  St.,  Cleveland 
13,  Ohio. 

Rinco,  Inc.,  7962  S.E.  Powell  Blvd.,  Portland  6,  Ore. 
Ripley  Co.,  Inc.,  Middletown,  Com. 

Riverbank  Laboratories,  Dept,  of  Engineering,  P.  0. 
Box  65,  Geneva,  III. 

River  Edge  Sales  Corp.,  Div.  of  British  Industries  Corp., 
80  Shore  Rd.,  Port  Washington,  N.  Y. 

Rixon  Electronics,  Inc.,  Silver  Spring,  Md. 

Roanwell  Corp.,  662  Pacific  St.,  Brooklyn  17,  N.  Y. 
Robbins  Aviation,  Inc.,  1735  W.  Florence  Ave.,  Lot 
Angeles  47,  Calif. 

Robbins  &  Myers,  Inc.,  1345  Lagonda  Ave.,  Springfield 
99,  Ohio. 

Robco  Mfg.  Co.,  225  W.  Main  St.,  Patchoque,  N.  Y. 
Roberts  Electronics,  Inc.,  1028  N.  LaBrea  Ave.,  Holly¬ 
wood  38,  Calif. 

Robinette,  Co:,  W.  C.,  802  Fair  Oaks  Ave.,  South  Pasa¬ 
dena,  Calif. 

Robins  Industries  Corp.,  214-26  41st  Ave.,  Bayside, 
N.  Y. 

Robinson  Aviation,  Inc.,  Teterboro  Air  Terminal,  Teter- 
boro,  N.  J. 

Robinson,  Inc.,  Edward  E.,  Machinery  Div.,  286  Preak- 
ness  Ave.,  Paterson  2,  N.  J. 

Robotron  Corp.,  21300  W.  Eight  Mile  Rd.,  Detroit  19, 
Mich. 

Rockbestos  Products  Corp.,  Nicoll  &  Canner  Sts.,  New 
Haven  4,  Conn. 

Rockwell  Engineering  Co.,  2125  E.  45th  St.,  Indian¬ 
apolis  5,  Ind. 

Rode,  Inc.,  5  Green  St.,  Woburn,  Mass. 

Roebling's  Sons  Corp.,  John  A.,  640  Broad  St.,  Trenton 

2,  N.  J. 

Roflan  Co.,  Comer  Route  1  &  Camp  Meeting  Rd.,  Tops- 
field,  Mass. 

Rogan  Bros.,  8031  N.  Montlcello  Ave.,  Skokie,  III. 
Rogers  Corporation,  Goodyear,  Conn. 

Rohden  Manufacturing  Co.,  Inc.,  4739  Montrose  Ave., 
Chicago  41,  III. 

Rohn  Mfg.  Co.,  116  Limestone,  Bellevue,  Peoria,  III. 

Rola  Co.,  Inc.,  The,  2530  Superior  Ave.,  Cleveland  14, 
Ohio. 

Rollan  Electric  Co.,  8233  S.  Princeton  Ave.,  Chicago  20, 
III. 

Roller-Smith  Corp.,  1825  W.  Market  St.,  Bethlehem,  Pa. 
Romac  Products  Co.,  48-01  25th  Ave.,  Long  Island  City 

3,  N.  Y. 

Romar  Plastics,  Inc.,  1309  E.  Main  St.,  St.  Charles,  III. 
Rome  Cable  Corp.,  Ridge  St.,  Rome,  N.  Y. 

Rosan  Inc.,  2901  West  Coast  Highway,  Newport  Beach, 
Calif. 

Rosemount  Engineering  Co.,  9424  Lyndale  Ave.,  S., 
Minneapolis,  Minn. 

Rosenau,  Harris  &  Co.,  Ontario  (■  "I"  Sts.,  Philadelphia 
34,  Pa. 

Ross  Metals  Co.,  Milton,  505  Davisville  Rd.,  Davisville, 
Pa. 

Rostan  Corp.,  5660  59th  St.,  Maspeth  78,  N.  Y. 
Rotating  Components,  Inc.,  269  Green  St.,  Brooklyn  22, 
N.  Y. 

Rotor  Clip  Co.,  114  Allen  Blvd.,  Farmingdale,  N.  Y. 
Rotron  Mfg.  Co.,  Inc.,  7-9  Schs^maker  Lane,  Wood- 
stock,  N.  Y. 

Rowe  Engravers,  492  E.  39th  St.,  Paterson  4,  N.  J. 
Rowe  Instetries,  1702  Wayne  St.,  Toledo  9,  Ohio. 

Royal  McBee  Corp.,  Westchester  Ave.,  Port  Chester, 
N.  Y. 

Royal  Electric  Corp.,  Pawtucket,  R.  I. 

Royal  Metal  Manufacturing  Co.,  1  Park  Ave.,  New 
York  16,  N.  Y. 

Rubber  &  Asbestos  Corp.,  225  Belleville  Ave.,  Bloom¬ 
field,  N.  J. 

Ruby  (ihemical  Co.,  68  McDowell  St.,  Columbus  16,  Ohio. 
Rucker  Co.,  The,  4700  San  Pablo  Ave.,  Emeryville, 
Calif. 

Ruge  Associates,  Inc.,  Arthur,  733  Concord  Ave.,  Cam- 
^idge.  Mass. 

Rumple,  Inc.,  15026  Oxnard  St.,  Van  Nuys,  Calif. 

Ruruel  Cord  &  Wire  Co.,  4723-31  W.  Montrose  Ave., 
Chicago  41,  III. 

Rush  Wire  Stripper  Division,  The  Eraser  Co.,  Inc.,  1068 
S.  Clinton  St.,  Syracuse  4,  N.  Y. 

Russell,  Burdsall  &  Ward  Bolt  &  Nut  Co.,  Port  Chester, 
N.  Y. 

Russell  &  Stoll  Co.,  Inc.,  125-6  Barclay  St.,  New  York 
7,  N.  Y. 

Rutherford  Electronics  Co.,  8944  Lindblade  St.,  Culver 
City,  Calif. 

Rye  ^und  Corp.,  Box  210,  Mamaroneck,  N.  Y, 

Ryerson  4  Son,  Inc.,  J.  T.,  2558  W.  16th  St.,  Chicago 
16,  III. 

Rytron  Co.,  Inc.,  7303  Lankershim  Blvd.,  North  Holly¬ 
wood,  Calif. 
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S.  N.  C.  Mfg.  Co.,  Inc.,  Box  277,  Oshkosh,  Wis. 
Servomex  Controls  Ltd.,  Crowborough,  Sussex,  England. 


Safe  Lighting,  Inc.,  527  Lexington  Ave.,  New  York  17, 

N.  Y. 

Safeway  Heat  Element  Inc.,  680  Newheld  St.,  Middle- 
town,  Conn. 

Sag  Harbor  Industries,  Inc.,  Bay  St.,  Sag  Harbor,  N.  V. 
Sage-Craft,  Inc.,  Norwich,  N.  Y. 

Sage  Electronics  Corp.,  302  N.  Goodman  St.,  Rochester 
7,  N.  Y. 

Sage  Laboratories,  Inc.,  159  Linden  St.,  Wellesley  81, 
Mass. 

St.  John  X-Ray  Laboratory,  Callfon,  N.  J. 

St.  Marys  Carbon  Company,  State  Rd.,  St.  Marys,  Pa. 
Samarius  Electronic  Corp.,  123  Canal  St.,  Shelton, 
Conn. 

Sanborn  Co.,  175  Wyman  St.,  Waltham  54,  Mast. 
Sanders  Associates,  Inc.,  Nashua,  N.  H.  , 

San  Fernando  Electric  Mfg.  Co.,  1509  First  St.,  San 
Fernando,  Calif. 

Sanford  Miller  Co.,  691  Bedford  Ave.,  Brooklyn  6,  N.  Y. 
Sangamo  Electric  Co.,  1201  N.  11th  St.,  Springfield, 
III. 

San  Jose  Scientific  Co.,  Inc.,  605  Sunol  St.,  San  Jose, 
Calif. 

Saratoga  Scientific,  P.  0.  Box  488,  Saratoga,  Calif. 
Sargeant  fc  Wilbur  Heat  Treating  Corp.,  170  York  Ave., 
Pawtucket,  R.  I. 

Sargent  Electric  Corp.,  630  Merrick  Rd.,  Lynbrook, 

N.  Y. 

Sargent- Rayment  Co.,  The,  4926-28  E.  12th  St.,  Oak¬ 
land  1,  Calif. 

Sarkes  Tarzian,  Inc.,  Rectifier  Olv.,  415  College  Ave., 
Bloomington,  Ind. 

Sarkes  Tarzian,  Inc.,  Tuner  Div.,  East  Hillside  Drive, 
Bloomington,  Ind. 

Satellite-Kennedy,  Inc.  of  California,  4109  El  Camino 
Way,  Palo  Alto,  Calif. 

Sauereisen  Cements  Co.,  Sauereisen  Bldg.,  Pittsburgh  IS, 
Pa. 

Saxton  Products,  Inc.,  1661  Boone  Ave.,  Bronx  60,  N.  Y. 
Scale  Radio  Co.,  2814  19th  St.,  San  Francisco  10,  Calif. 
Scantlin  Electronics,  Inc.,  11624  W.  Pico  Blvd.,  Los 
Angeles  64,  Calif. 

Schaevitz  Engineering,  P.  0.  Box  SOS,  Camden  1,  N.  J. 
Schauer  Mfg.  Corp.,  4521  Alpine  Ave.,  Cincinnati  36, 
Ohio. 

Schenectady  Varnish  Co.,  Inc.,  Schenectady,  N.  Y. 
Schjeldahl  Co.,  G.  T.,  Box  170,  Northfield,  Mass. 
Schober  Organ  Corp.,  228  Broadway,  New  York  24, 
N.  Y. 

Schutter  Co.,  Carl  W.,  80  E.  Montauk  Pkwy.,  Linden¬ 
hurst,  N.  Y. 

Schuyler  Mfg.  Corp.,  84  Porete  Ave.,  North  Arlington, 
N.  J. 

Schweitzer  Inc.,  Peter  J.,  261  Madison  Ave.,  New  York 
16,  N.  Y. 

Sciaky  Bros.,  Inc.,  4915  W.  67th  St.,  Chicago  38,  III. 
Scientific  Associates,  Inc.,  2162  Piedmont  Rd.,  N.E., 
Atlanta  9,  Ga. 

Scientific -Atlanta,  Inc.,  2162  Piedmont  Rd.,  N.E.,  At¬ 
lanta  9,  Ga. 

Scientific  Electric  Corp.,  105-119  Monroe  St.,  Garfield, 
N.  J. 

Scientific  Electronic  Labs.,  Inc.,  866  Bergen  St.,  Newark 
8,  N.  J. 

Scientific  Engineering  Laboratory,  1519  Sixth  St., 
Berkeley  10,  Calif. 

Scientific  Radio  Products,  Inc.,  215  South  11th,  Dmaha, 
Neb. 

Scientific  Radio  Service,  4301  Sheridan  St.,  University 
Park,  Md. 

Scientific  Wood  Cabinet  Co.,  88  Holmes  St.,  Belleville, 
N.  J. 

Scintilla  Division,  Bendix  Aviation  Corp.,  Sidney,  N.  Y. 
Scott,  Inc.,  Hermon  Hosmer,  111  Powder  Mill  Rd., 
Maynard,  Mass. 

Scovill  Manufacturing  Co.,  Waterbury  20,  Com. 

Scruggs  Co.,  Loyd,  P.  0.  Drawer  232,  Festus,  Mo. 

Scully  Machine  Co.,  62  Walter  St.,  Bridgeport,  Com. 
Seaboard  Coil  Spring  Division,  15001  S.  Broadway, 
Gardena,  Calif. 

Sealectro  Corp.,  610  Fayette  Ave.,  Mamaroneck,  N.  Y, 
Sealol  Corp.,  Warwick  Industrial  Park,  Providence  5, 
R.  I. 

Sealtron  Corp.,  Reading  Road  at  Amity,  Cincinnati  15, 
Ohio. 

Scco  Mfg.  Co.,  5015  Penn  Ave.,  S.,  Minneapolis,  Mim. 
Secon  Metals  Corp.,  7  Intervale  St.,  White  Plains,  N.  Y. 
Seeburg  Corp.,  The,  1500  N.  Dayton  St.,  Chicago  22, 
III. 

Seeley  Electronics,  1060  S.  La  Brea  Ave.,  Los  Angeles 
19,  Calif. 

Seg  Electronics  Co.,  Inc.,  1778  Flatbush  Ave.,  Brooklyn 
10,  N.  Y. 

Segal,  Edward,  72  Spring  St.,  New  York  12,  N.  Y. 
Seismograph  Service  Corp.,  P.  0.  Box  1590,  TuIm, 
Okla. 

Sel-Rex  Corporation,  Nutley  10,  N.  J. 

Semimetals  Inc.,  133-20  91tt  Ave.,  Richmond  Hill, 

N.  Y. 

Sensitive  Research  Instrument  Corp.,  310  Main  St.,  New 
Rochelle,  N.  Y. 

Sequoia  Wire  &  Cable  Co.,  2201  Bay  Rd.,  Redwood 

City,  Calif. 

Serdex,  Inc.,  12  Bowdoin  Square,  Boston,  Mast. 

Serfass  Corp.,  524  W.  Broad  St.,  Bethlehem,  Pa. 

Service  Instruments  Corp.,  171  Official  Rd.,  Addison, 
III. 

Servo  Corp.  of  America,  20-20  Jericho  Turnpike,  New 
Hyde  Park,  N,  Y. 

Servo  Recording  Instruments,  Inc.,  407  N.  Maple  Drive, 
Beverly  Hills,  Calif. 

Servo-Tek  Products  Co.,  1086  Goffie  Rd.,  Hawthorne, 
N.  J. 

Servocontrol  Div.,  The  Dilgear  Co.,  Waltham,  Mass. 
Servomechanisms,  Inc.,  Mechatrol  Div.,  1200  Prospect 
Ave.,  Westbury,  N.  Y. 

Servomechanisms,  Inc.,  Special  Products  Div.,  12500 
Aviation  Blvd.,  Hawthorne,  Calif. 


Servomechanisms,  Inc.,  Subsystems  Olv.,  12500  Aviation 
Blvd.,  Hawthwne,  Calif. 

Servonic  Instruments,  Inc.,  640  Terminal  Way,  Cotta 
Mesa,  Calif. 

Servonics,  Inc.,  822  N.  Henry  St.,  Alexandria,  Va. 
Servospeed  Div.  of  Electro  Dmicts,  Inc.,  4  Godwin  Ave., 
Paterson,  N.  J. 

Servotrol  Co.,  114  W.  Illinois  St.,  Chicago  10,  III. 
Sessions  Clock  Co.,  61  E  Main  St.,  Forestville,  Conn. 
Sessions  &  Sons,  J.  H.  280  Riverside  Ave.,  Bristol,  Com. 
Set  Screw  4  Mfg.  Co.,  470  Main  St.,  Bartlett,  III. 
Setchell  Carlton,  Inc.,  330  Fifth  Ave.,  New  Brighton, 
Mim. 

Seymour  Mfg.  Co.,  The,  25  Franklin  St.,  Seymour,  Conn. 
Shakeproof,  Div.  m  Illinois  Tool  Works,  St.  Charles  Rd., 
Elgin,  III. 

Shallcrots  Mfg.  Co.,  Selma,  N.  C. 

Shatlite,  Inc.,  128  W.  First  Ave.,  Roselle,  N.  J. 

Shamban  4  Co.,  W.  S.,  11617  W.  Jefferson  Blvd.,  Culver 
City,  Calif. 

Shand  and  Jurt  Co.,  Sub.  of  General  Precision  Equip¬ 
ment  Corp.,  Carleton  4  Eighth  Sts.,  Berkeley  10, 
Calif. 

Shaw  Insulator  Co.,  160  Colt  St.,  Irvington  11,  N.  J. 
Shearcut  Tool  Co.,  7045  Darby  Ave.,  Reseda,  Calif. 
Sheffco  Mfg.  Co.,  Grand  4  Ri^  Avet.,  Palisades  Park, 
N.  J. 

Sheffield  Corp.,  The,  Dayton  1,  Dhlo. 

Shell  Chemical  Corp.,  380  Madison  Ave.,  New  York  17, 
N.  Y. 

Sheltered  Workshop,  2521  5th  St.,  Santa  Monica,  Calif. 
Shepard  Laboratories,  480  Morris  Ave.,  Summit,  N.  J. 
Sherman  Industrial  Electronics  Co.,  Div.  of  Engineering 
Design  Inc.,  108  N.  Gill  St.,  State  College,  Pa. 
Sherman  Mfg.  Co.,  H.  B.,  22  Barney  St.,  BMIe  Creek, 

Sherold  Crystals,  Inc.,  1510  McGee  St.,  Kansas  CKy,  Mo. 
Sherwood  Electronics  Labs.,  Inc.,  2802  W.  Cullom 
Ave.,  Chicago  18,  III. 

Shielding,  Inc.,  Dept.  LB,  RIvtrton,  N.  J. 

Shockley  Semiconductor  Laboratory,  1117  California  Ave., 
Palo  Alto,  Calif. 

Shure  Brothers,  Inc.,  246  Hartrey  Ave.,  Evanston,  III. 
Shurlte  Meters,  35-B  Hamllten  St.,  New  Haven  8,  Com. 
Sibley  Co.,  The,  Haddam,  Com. 

Sickles,  F.  W.,  Div.,  General  Instrument  Carp.,  165 
Front  St.,  Chicopee,  Mass. 

Sleler  Design  Products,  10460  San  Pablo  Ave.,  El  Cer¬ 
rito,  Calif. 

Siemon  Mfg.  Co.,  P.  D.  Box  275,  Wayne,  III. 

Sierra  Electric  Corp.,  15100  S.  Figueroa  St.,  P.  D. 
Box  85,  Gardena,  Calif. 

Sierra  Electronic  Corp.,  3885  Bohannon  Drive.,  Menlo 
Park,  Calif. 

Sierra  Engineering  Co.,  123  E.  Montecito  Ave.,  Sierra 
Madre,  Calif. 

Sightmaster  Corp.,  50  Aleppo  St.,  Providence,  R.  I. 
Sigma  Instruments,  Inc.,  180  Pearl  St.,  South  Brain¬ 
tree  85,  Matt. 

Signal  Equipment  Co.,  Inc.,  2706  Third  Ave.,  Seattle 
1,  Wash 

Signal  Transformer  Co.,  1661  McDonald  Ave.,  Brooklyn 
30,  N.  Y. 

Signalite  Inc.,  37-41  Neptune  Highway,  Neptune,  N.  J. 
Silicone  Insulation,  Inc.,  1385  Seabury  Ave.,  Bronx 
61,  N.  Y 

Silicone  Seals,  Inc.,  3125  Milwaukee  Ave.,  Chicago  18, 
III. 

Silicones  Division,  A  Div.  of  Union  Carbide  Corp.,  30 
E.  42nd  St.,  New  York  17,  N  Y. 

Slllcocks-Miller  Co..  Maplewood,  N.  J. 

Simmonds  Aeroccttorlet,  Inc.,  Tarr^own,  N.  V. 
Slrnmont  Fastener  Corp.,  1752  N.  Roadway,  Albany  1, 
N  Y. 

Simplex  Wire  4  Cable  Co.,  79  Sidney  St.,  Cambridge  39, 
Mass. 

Simpson  Electric  Co.,  Div.  of  American  Gage  4  Machine 
Co.,  5218  W.  Kinzie  St.,  Chicago  44.  III. 

Simpson  Mfg.  Co.,  Inc.,  Mark,  32-28  49th  St.,  Long 
Island  City  3.  N.  Y. 

Sims  Casting  Co.,  2174  E.  Erie  Blvd.,  Syracuse  3, 
N.  Y. 

Sinclair  Mfg.  Co.,  Chartley,  Mass. 

Sioux  Radio  Products,  100  Douglas  Ave.,  Yankton,  S.  0. 
Sittler  Corp.,  18  N.  Ada  St.,  Chicago  7,  III. 

Skinner  Electric  Valve  Div.,  The  Skinner  Chuck  Co., 
Edgewood  Ave.,  New  Britain,  Com. 

Skottle  Electronics,  Inc.,  204  Bridge  St.,  Peckvllle,  Pa. 
Skydyne,  Inc.,  River  Rd.,  Port  Jervis,  N.  V. 

Skysnveeper  Inc.,  McHenry,  III. 

Slaughter  Company,  Piqua  9,  Ohio. 

Slepian  4  Co.,  Arthur,  2  Burroughs  St.,  Bridgeport 
7,  Conn. 

Slip  Ring  Co.  of  America,  3612  W.  Jefferson  Blvd.,  Los 
Angeles  21,  Calif. 

Sloan  Co.,  4101  Burbank  Blvd.,  Burbank,  Calif. 

Small  Motors,  Inc.,  2076  Elston  Ave.,  Chicago  14,  III. 
Smith,  Inc.,  Herman  H.,  2326  Nostrand  Ave.,  Brooklyn 
10,  N.  Y. 

Smith  Mfg.  Co.,  J.  4  H.,  Little  Britain  Rd.,  Newburgh. 
N.  Y. 

Smooth-On  Mfg.  Co.,  572  Communipaw  Ave.,  Jersey 
City  4,  N.  J. 

Societe  Anonyme  de  Machines  Electrostatiques,  B.  P. 
ISO,  Grenoble,  France. 

Societe  Industrielle  de  Sonceboz  S.  A.,  Sonceboz,  Switzer¬ 
land. 

Sola  Electric  Co.  4633  W.  16th  St.,  Chicago  50,  III. 
Solar  Mfg.  Corp.,  4553  Seville  Ave.,  Los  Angeles 
58,  Calif. 

Solartron,  Inc.,  Western  Div.,  10761  Burbank  Blvd., 
North  Hollyvmod;  Calif. 

Soldering  Specialties  Co.,  19  Chatham  Rd.,  Summit,  N.  J. 
Somers  Brass  Co.,  94  Baldwin  Ave.,  Waterbury,  Conn. 
Sonar  Radio  Corp.,  3050  W.  21tt  St.,  Brooklyn  24, 
N.  Y. 

Sonex,  Inc.,  73  S.  State  Rd.,  Upper  Darby,  Pa. 

Sonic  Recording  Products,  Inc.,  58  Mill  Rd.,  Freeport, 
N.  Y. 
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Sonncborn  Sons,  Inc.,  L.,  Building  Products  0h>.,  404 
Fouilh  Av«.,  Now  York  16,  N.  Y. 

Sonotont  Corp.,  Saw  Mill  RI«or  Road,  P.  0.  Box  200. 
Elmsford,  N.  Y. 

Sortng  Products  Corp.,  OSSS  Sortng  Avt.,  Schiller  Park, 
III. 

Sorensen  &  Co.,  Inc.,  Richards  Ave.,  Norwalk,  Conn. 

Sorensen  Industrial  Electronic  So.,  Route  10,  Dover, 
N.  J. 

Sorgel  ElKtrlc  Co.,  838  W.  National  Ave.,  Milwaukee  4, 
VVis. 

Sound  Apparatus  Co.,  Stirling,  N.  J. 

SoundScriber  Corp.,  Middletown  Ave.,  North  Haven, 
Conn. 

Sooth  River  Metal  Products  Co.,  Inc.,  377-370  Turnpike, 
South  River,  N.  J. 

Southco  Division,  South  Chester  Corp.,  233  Industrial 
Highway,  Inter,  Pa. 

Southern  Electronics  Corp.,  150  W.  Cypress  Ave.,  Burbank. 
Calif. 

Southern  Instruments,  Ltd.,  Computer  Div.,  Frimley  Rd., 
Camberley,  Surrey,  England. 

Southern  Screw  Co.,  P.  0.  Box  1360-E6,  SUtesvIlle, 
N.  C. 

Southwntern  Industrial  Electronics  Co.,  2831  Pott  Oak 
Rd.,  P.  0  Box  13058,  Houston  10,  Teaas. 

Southwire  Co.,  4  Fertilla  St.,  Carrollton,  Ga. 

Sparta  Mfg.  Co.,  Div.  of  U.  S.  Ceramic  Tile  Co., 
Dover,  Ohio. 

Spaulding  Fibre  Co.,  Inc.,  310  Wheeler  St.,  Tonawanda, 
N.  Y. 

Specialtin,  Inc.,  Skunks  Misery  Rd.,  Syosset,  N.  V. 

Specialty  Automatic  Machine  Corp.,  80  Cambridge  St., 
Burlington,  Matt. 

Specialty  Engineering  &  Electronics  Co.,  70  Clifton 
Place,  Brooklyn  38,  N  V. 

Specific  Products,  P.  0  Ba<  425,  Woodland  Hills,  Calif 

Spectralab  Instruments,  608  Fig  Ave.,  Monrovia,  Calif. 

Spectranome  Plating  Co.,  Inc.,  330  W.  13th  St.,  Hew 
York  14,  N  Y. 

Spectrol  Div  of  Carrier  Corp.,  1704  S.  Del  Mar,  San 
Gabriel,  CalH. 

Spectronic  Plating  Co.,  Inc.,  652  Hudson  St.,  New 
York  14,  N  Y. 

Spectrum  Instruments,  Inc.,  44-05  30th  Ave.,  Long 
Island  City  3,  N.  Y. 

Speedway  Mfg.  Co.,  1834  S.  S2nd  Ave.,  Ckaro  50,  III. 

Speer  Resistor  Dhrislon,  Speer  Carbon  Co.,  St.  Marys, 
Pa. 

Spellman  Television  Co.,  Inc.,  3020  Webster  Ave.,  New 
York  67,  N.  Y. 

Spenc'r-Kennedy  Labs.,  Inc.,  1318  Soldiers  Field  Rd., 
Boston  35,  Man. 

Spencer  Mfg.  Co.,  3253  N.  Cicero  Ave.,  Chicago  41, 
III. 

Sperry  Gyroscope  Co.,  Electronic  Tube  Div.,  Great  Neck, 
N  Y 


Sperry  Gyroscope  Co.,  Microwave  Electronics  Div.,  Great 
Neck,  N  Y. 

Sperry  Gyroscope  Co.,  Div  of  Sperry  Rand  Corp.,  Air 
Armament  Div.,  Great  Neck.  N.  Y 

Sperry  Gyroscope  Co.,  Dhr  Sperry  Rand  Corp.,  Counter¬ 
measures  Div.,  Great  Neck,  N.  Y. 

Sperry  Gyroscope  Co.,  Div.  of  Sperry  Rand  Corp.,  Marine 
Div,  Roosevelt  Field,  Mlneola,  H.  Y. 

Sperry  Semiconductor  Olv.  of  Sperry  Rand  Corp.,  Great 
Neck.  N  Y. 

Sphere  Co.,  Inc.,  The,  25  Amity  St.,  Little  Falls,  N.  J. 

Spivey  Inc^  James  S.,  4408  Hamp^  Lane,  Washing¬ 
ton  4,  D.  C. 

Sprague  Electric  Co.,  125  Marshall  St.,  North  Adams, 
Mass. 

Sprague  of  Wisconsin,  Inc.,  Sixth  A  Beech  St.,  Grafton, 
WIs. 

Spruce  Pine  Mica  Co.,  Spruce  Pine,  N.  C 

Souare  0  Co.,  4041  N.  Rkhardl.  Milwaukee  12,  WIs 

Stackbin  Corp.,  1255  Main  St.,  Pawtucket,  R.  I. 

Stackpele  Carbw  Co.,  St.  Marys,  Pa. 

Stacor  Equipment  Co.,  732  E.  New  York  Ave.,  Brooklyn 
5,  N  Y 

Stahlin  Brothers,  Inc.,  103  Maple  St.,  Belding.  Mich 

Stainless,  Inc.,  Third  St.,  North  Wales,  Pa 

SUmford  Metal  Specialty  Co.,  424  W  Broadway.  New 
York  12,  H.  Y. 

Stancll-Hoffman  Corp.,  421  N.  Highland  Ave.,  Hollywood 
38,  Calif 

Stpn^rd  Cabinet  Co.,  57  Washington  Ave.,  Carhtadt 


Standard  Coll  Products  Co.,  2085  N.  Hawthorne  St., 
Melrose  Park,  III. 

Standard  Condensar  Co.,  3744  N.  Clark  St.,  Chicago  13, 
III 

Standard  Crystal  Co.,  1714  Locust  St.,  Kansas  City  8, 
Mo 

Standard  Electric  Time  Co.,  The,  47  Logan  St.,  Spring- 
field,  Mass. 

Standard  Electromagnetics.  Inc.,  43-45  S  Carroll  St., 
Frederick.  Md 

Standard  ElKtronlcs  Olv.  of  Radio  Engineering  Labs., 
Inc.,  24-01  Borden  Ave.,  Long  Island  City  1,  N.  Y 

Standard  Electronics  Research  Corp.,  2  East  End  Ave., 
New  York  21,  N  Y 

Standard  Felt  Co.,  24  S.  Palm  Ave.,  Alhambra.  Calif. 

Standard  Instrument  Corp.,  657  Broadway,  New  York 
12,  H  Y. 

Stan^rd  Locknut  A  LKkwashcr  Inc.,  2250  Valley  Ave., 
Indianapolis  18,  tnd. 

Standard  Metals  Corp.,  Brood  A  Whiting  St.,  North 
Attleboro,  Mast. 

Standard  Plastics  Co.,  Inc.,  62  Water  St.,  Attleboro, 
Mats. 

Standard  Pressed  Steel  Co.,  Box  775,  Jenkintown,  Pa 

Standard  Record  Mfg.  Co.,  70  N.  San  Gabriel  BM., 
Pasadena,  Calif 

Standard  Screw  Co.,  (Chicago.  HMS,  A  Western  Oivs.), 
2801  Washington  Blvd.,  Bellwood,  III. 

Standard  Telephones  A  Cables  Ltd.,  Connaught  House,  63 
Aldwych,  London,  W.  C.  2,  England. 

Standard-Toch  Chemicals,  Inc.,  2600  Rkhmond  Terrace, 
Staten  Island  3,  N.  V. 


Standard  Tool  A  Mfg.  Co.,  Arlington,  N.  J. 

Standard  Winding  (iorp.,  44-62  Jonns  St.,  Newuurgh, 

N.  Y. 

Stanley  Aviation  Corp.,  2500  Dallas  St.,  Denver,  Colo. 
Stanley  Pressed  Metal  Div.  of  The  Stanley  Works,  New 
Britain,  Conn. 

Stanley  Transformer  Co.,  31-23  Vernon  BM.,  Long 
Island  City,  N.  Y. 

Stanley  Works,  The,  New  Britain,  Conn. 

Stanpat,  150-42  12th  Rd.,  Whitestone  57,  N.  Y. 

Stanwwk  Winding  Co.,  137  Walsh  Ave.,  Newburgh,  N.  Y. 
Star  Expansion  Products  Div.  of  Star  Precision  Devices. 

Inc.,  P.  0.  Box  108,  Wountamville,  N.  Y. 

Star  Porcelain  Co.,  61  Muirhead  Ave.,  Trenton  4,  N.  J. 
Star  Stainless  Screw  Co.,  655  Union  BM.,  Totowa,  N.  J. 
State  Labs,  lx.,  o44  Broadway,  New  York  12,  N.  Y. 
State  Testing  Laboratory,  Inc.,  215  Knowlton  St., 
Bridgeport  8,  Conn. 

States  Co.,  14  New  Park  Ave.,  Hartford  6,  Conn. 

Statham  Inst.'uments,  Inc.,  12401  W.  Olympic  BM., 
Los  Angeles  64,  Calif. 

Stator  Electric  Corp.,  46-25  58th  St.,  Woodside,  N.  V. 
Staver  Co.,  Inc.,  The,  41  N.  Saxon  Ave.,  Bay  Shore, 

N.  Y. 

Steel  Co.,  Herman  D.,  Lafayette  Bldg.,  Philadelphia  6, 

Pa. 

Steel  Heddle  Mfg.  Co.,  2100  W.  Allegheny  Ave.,  Phila¬ 
delphia  32.  Pa. 

Steel  Protection  A  Chemical  Co.,  Inc.,  Mooresville,  Ind. 
Stager  Furniture  Mfg.  Co.,  Steger,  III. 

Steinen  Mfg  Co.,  Wm.,  43  Bruen  St.,  Newark  5,  N.  J. 
Steiner- Ives  Co.,  Sprin^ld  Rd.,  Union,  N.  J. 

Stelma  lx.,  140  Henry  St.,  Stamford,  Conn. 

Stephens  Tru-Sonic  Ix.,  8538  Warner  Drive,  Culver 
City,  Calif. 

Sterling  Bolt  Co.,  363-405  W.  Erie  St ,  Chicago  10,  III. 
Starling  Mfg.  Co.,  7201  Wentworth,  Cleveland,  Ohio 
Starling  Precision  Corp.,  Instrument  Dhr.,  34-17  Lawrexe 
St.,  Flushing  54,  N.  Y. 

Starling  Transformer  Corp.,  247  N.  Seventh  St.,  Brook¬ 
lyn  11,  N  Y. 

Stevens-Arnold  lx.,  22  Elkix  St.,  South  Boston  27, 
Mats. 

Stevens  Mfg.  Co.  lx.,  P.  0.  Annex  1007,  Mansfield, 
Ohio. 

Stevens  Mfg  Co.,  Ix.,  Geo.,  6022  N.  Rogers  Ave., 
Pulaski  A  Peterson,  Chicago  30,  III. 

Stevens  Paper  Mills,  Ix.,  Windsor  <>>on. 

Stawx  Products  Ix.,  86-88  Main  St.,  East  Orange, 

N  J. 

Stavens-Walden,  Ix.,  475  Shrewsbury  St.,  Worcester  4, 

Stevenson.  Bro.  A  Co.,  110  Rxe  St.,  Philadelphia  6,  Pa. 
Steward  Mfg.  Co.,  0.  M.,  3600  Jerrome  Ave.,  Chat¬ 
tanooga  1,  Tenn. 

Stewart  Corp.,  F.  W.,  4311  Ravenswood  Ave.,  Chicago 
13,  III 

Stewart  Engineering  Co.,  Box  277,  Soquel,  Calif 
Stewart  Stamping  Co.,  630  Central  Park  Ave.,  Yonkers  4, 
N.  Y. 

Stewart-Warner  Electronics  Div.  of  Stewart-Wamer  Corp., 
1300  N.  Kostner  Ave.,  Chicago  51,  III. 

StkM  Co.,  Ix.,  Herman  H.,  27  Park  Place,  Hew  Yxk 
7,  N.  Y. 

Stlmpson  Co.,  Ix.,  Edwin  B.,  74  Franklin  Ave.,  Brook¬ 
lyn  5,  H  Y. 

Stoddart  Aircraft  Radio  Ce ,  6644  Santa  Monica  BM., 
Hollywood  38,  Calif. 

Stokes  Corp.,  F  J.,  5500  Tabor  Road,  Philadelphia  20, 

Pa. 

Stone  City  Machix  A  Tool  Co.,  Ix.,  1206  Seventh  St  , 
P.  0  Box  351,  Bedford,  Ind. 

Slone  Laboratxies.  Sid,  Electronics  Mfg.  Div.,  743  Tre- 
mont  St.,  Boston,  Mass 

Stox  Paper  Tube  Co.,  Div  of  Stone  Straw  Corp.,  400 
Franklin  St.,  N  E.,  Washington  17,  D.  C 
Stow  Manufacturing  Co.,  101  Shear  St.,  Binghamton, 

N  Y. 

Strand  Engineering  Co.,  1354  N.  Main  St.,  Ann  Arbor, 
Mich 

Strat-O-Seal  Mfg.  Co.,  3034  W.  Fullerton  Ave.,  Chicago 
47,  III. 

Streeter-Amet  Co.,  Grayslake,  III. 

Stremswl  Instrument  Corp.,  R  D  1  Lake  George,  N  Y 
Strickland  Engineering  Co.,  Ix.,  177  Austin  St.,  New- 
tonville.  Mass 

Stremberg-Carlson  Co.,  Dhr.  if  General  Dynamics  Corp  , 
100  Carlson  Rd.  Rxhester  3,  N.  Y. 
Stremberg-Carlson  Div.  of  General  Dynamics  Corp.,  1845 
Haxxk  St.,  San  Diego  12,  Calif. 

Struthers-Dunn,  Ix.,  Lamb's  Road,  Pitman,  N  J 
Stueck,  Ix  ,  W.  Whitxy,  Old  Saytirook,  Conn, 

Stupakoff  Plant,  Refractxies  O'V  The  Carborurtdum  Co  , 
Latrobe,  Pa 

Sturrup,  Ix,,  50  Silver  St.,  Middletown,  Coon. 

Sturlevant  Co.,  P.  A.,  Addison  III. 

Suffolk  Promts  Corp.,  Woodbix  A  Scudder.  Northport, 
N.  Y. 

Sullivan  Ltd.,  H.  W.,  80  Shore  Rd.,  Port  Washington, 
N.  Y 

Summers  Gyroscope  Co.,  2328  Broadway.  Santa  Monica, 
Calif 

Summit  Coil  Co.,  4  Claremont  Rd.,  Bemardsville,  N  J 
Summit  Electronics,  Ix.,  7  Industrial  Place.  Summit, 
N.  J. 

Sun  Dial  Corp.,  E  Passaic  Ave.,  Caldwell,  N  J 
Sun  Tube  Corp.,  181  Long  Ave.,  Hillside.  N.  J 
Sunshix  Vientific  Instrument.  1810  Grant  Ave.,  Phila¬ 
delphia  15.  Pa. 

Supa  Insulations  Ix.,  123  E  Bassett  St  ,  Rxky  Mount, 
N.  C. 

Superex  Elxtronics  Corp.,  4-6  Radfxd  Place,  Yonkers, 
N.  Y. 

Superior  Carbon  Products  Co.,  4115  George  Ave.,  Cleve¬ 
land  5,  Ohio. 

Superior  Electric  Co.,  The,  83  Laurel  St.,  Bristol,  Conn 
Sutler  Electronics  Corp.,  208  Piaget  Ave.,  CHfton, 
N.  J. 

Superior  Flux  A  Mfg.  Co..  1536  St.  Clair  Ave.  Cleve. 
land  14.  Ohio. 


Superior  Graphite  Co.,  33  S.  Clark  St.,  Chicago  3,  III. 

Superior  Iratrument  Co.,  2435  White  Plains  Rd.,  Hew 
York  67,  H.  Y. 

Superior  Insulated  Wire  Co.,  Route  4W,  West  Haverstraw, 
N.  Y. 

Superior  Steatite  A  Oramic  Corp.,  83-41  W.  Forest 
Ave.,  Englewood,  N.  J. 

Superior  Steel  Corp ,  Carnegie,  Pa. 

Superior  Tube  Co.,  2504  GermaXown  Pike,  Norristown, 
Pa. 

Supreme  Industrial  Products  Co.,  367  N.  Karlov  Ave., 
Chicago  24,  III. 

Supreme  Prxess  Corp.,  44  Bond  St.,  Westbury,  N.  Y. 

SurprenaX  Manufacturing  Co.,  CliXon,  Mass 

Sxter  Electronics  Co.,  P.  0  Box  846,  Palo  Alto,  Calif. 

Swedlow  Plastics  (^.,  6486  Bandini  BM.,  Los  Angeles 
22,  Calif. 

Swenson  Co.,  Ix.,  V.  H.,  552  Elm  St.,  Arlington,  N.  J. 

Swift  A  Sons,  M.,  10  Love  Lax,  Hartfxd  1,  Cotm. 

Swiss  Jewel  Co.,  LafayXte  Bldg.,  Philadelphia  6,  Pa. 

Switchcraft,  lx.,  S'rSS  Elston  Ave.,  Chicago  30,  III. 

Sylvania  Electric  Products  Ix.,  Chemical  A  MXallurgical 
Div.,  Towanda,  Pa. 

Sylvania  Electric  Products  Ix.,  ExKXive  Offices,  1740 
Broadway,  New  Yxk  14,  N.  Y. 

Sylvania  Electric  Products  Ix ,  Parts  Div.,  Warren,  Pa. 

Sylvania  Electric  Products  Ix.,  Receiving  Tube  Div.,  Em¬ 
porium,  Pa. 

Sylvania  Electric  Products  Ix.,  Semiconductor  Div.,  100 
Sylvan  Rd.,  Woburn,  Mass. 

Sylvania  Electric  Products  Ix.,  Special  Tube  Operations 
Headquarters,  1841  E  Third  St.,  Williamsport,  Pa. 

Sylvania  Electric  Products  Ix.,  Television  Picture  Tube 
Div.,  Seneca  Falls,  N.  Y. 

Sylvania  Home  Electronics,  a  Div.  of  Sylvania  Electric 
Products  Ix.,  700  Ellicott  St.,  Batavia,  N  Y 

Symphony  Electronics  Corp.,  425  South  Western  Ave., 
L«  Angeles  6,  Calif 

Syxhro  Start  Products,  Ix.,  8151  N.  Rldv*ay  Ave., 
Skokie.  III. 

Syxor  Products  Co  .  30  Fastern  Ave.,  Malden,  Mass. 

Synthax  Corp.,  Oats,  Pa. 

SyXxque,  Ix.,  601  W.  26th  St.,  New  York  1,  N.  Y, 

SyXron  Co.,  243  Lexington,  Homer  City,  Pa. 

SyXronic  Ixtrumexs,  Ix.,  100  Industrial  Road,  Addi¬ 
son,  III. 

Systroo  Corp.,  2055  Concord  Blvd.,  Coxxd,  Calif. 
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TA  Mfg.  Corp.,  4613  Alger  St.,  Lot  Angeles  34,  Calif. 
TKM  Electric  Corp.,  1160  University  Ave.,  Rxhester  7, 

N.  Y. 

Taber  IxtrumeX  Corp.,  Electronics  Div.,  107  Goundry 
St.,  North  Tonawanda,  N.  Y. 

Tablet  A  Tkkx  Co.,  1021  W.  Adams  St.,  Chicago  7,  III. 
Tafiet  Radio  A  Television  Co.,  2705  Brooklyn-Queens 
Expressway,  W.,  Woodside  77,  N.  Y. 

Taft-Peirce  Mfq.  Co.,  32  Mxhanic  Ave.,  Woonsxket, 
R.  I. 

Takk  Cxp.,  The,  Box  346.  Newark,  Okie. 

Talk-A-Phox  Co.,  1512  S  Pulaski  Rd.,  Chicago  23,  III. 
Taller  A  Cooper  Co.,  75  Fn>x  St.,  Brooklyn  1,  H.  Y. 
Tally  Register  Co.,  5300  lath,  N  W.,  Seattle,  Wash. 
Tammen  A  Denison  Ix.,  4751  N.  OlcXt  Ave  ,  Chicago 
31,  III. 

Tandberg,  10  E  52nd  St.,  New  York,  N  Y 
Taxitx  Electronics  Co..  West  Rd.,  Bennington,  Vt. 
Tap-A-Lix  Mfg.  Co,  P.  0.  Box  563,  Pompax  Beach, 
Fla 

Tape  Cable  Corp.,  740  Linden  Ave,  Rxhester  10,  N.  Y. 
Tare  Electronics.  Ix.,  48  Urban  Ave.,  Westbury,  N.  Y. 
Taurus  Corp,  8  Coryell  St.,  Lambertville,  N  J. 

Taylx  Elxtric  Co.,  Inc.  15400  Dale  Ave.,  Detroit,  Mich. 
Taylx  Fibre  Co.,  Norristown,  Pa. 

Taylor  Tubes.  Ix.,  6  N.  Michigan  Ave.,  Chicago  12,  III. 
Taylor-Winfteld  Corp.,  1056  Mahonig,  N  W.,  Warren, 
Ohio. 

Teca  Corp.,  80  Mam  St.,  White  Plaix,  N.  Y 
Txh  Laboratories.  Ix.,  Be-gen  A  Edsall  Blvds.,  Pali¬ 
sades  Park.  N  J. 

Tehcalloy  Co.,  Ix  .  Rahns.  Pa 
Txhnic,  Ix.,  P.  0  Bn«  465,  Providexe  1,  R.  I. 
Txhnical  Apparatus  Builders,  104  Liberty  St.,  New 
Yxk  6.  N  Y 

TKhnical  Appliaxe  Corp.,  Sherburx,  N.  Y. 

Technical  Ceramic  A  Lava  Corp.,  85  Fifth  Ave.,  Paterson, 
N.  J. 

Txhnical  Devices  Co.,  2346  Centixia  Ave.,  Los  Angeles 
64.  Calif. 

Txhnical  Elxtronics  Corp.,  4060  Ince  BM.,  Culver 
City,  Calif. 

Txhnical  Impex  Corp.,  750  Main  St.,  Wixhe'tx,  Mass. 
Txhnical  Matxiel  Co<3>.,  The,  P.  0.  Box  142,  Mamaro- 
nxk,  N.  Y 

Txhnical  Measurement  Corp.,  140-142  State  St.,  New 
Haven  11,  Conn. 

Txhnical  Orations,  Inc.,  South  Ave.,  Burlington,  Mass. 
Txhnical  Products  Co.,  Instrument  Div.,  6670  Lexing¬ 
ton  Ave.,  Los  Angeles  38.  Calif. 

Txhnical  Service  Corp.,  1404  W.  Market  St.,  Louisville 
3,  Ky. 

Txhnical  Tape  Cxp.,  240  Nxth  Ave.,  New  Rochelle, 
N  Y. 

Txhnicraft  Co.,  1156  Commonwealth  Ave.,  Boston  34, 
Mast. 

Txhnicraft  Labxatxix,  Ix.,  Thomaston-Waterbury  Rd., 
Thomaston  Conr. 

Txhniques,  Ix.,  52  Jackson  Ave.,  Hackensack,  N.  J. 
Technltrol  Engineering  Co.,  1452  E.  Allegheny  Ave., 
Philadelphia  34,  Pa. 

Txhnograph  Printed  Electronics,  Ix  ,  420  Northwest 
BM.,  Winston-Salem,  N  C 
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Technology  Instrument  Corp.,  533  Main  St.,  Acton, 
Mass. 

Techron  Corp.,  81  Washington  St.,  Boston  8,  Mass. 

Tect,  Inc.,  Livingston  &  Pegasus  Sts.,  Northvale,  N.  J. 
Telner  Co.,  Inc.,  Roland,  134  Tremont  St.,  Everett  48, 
Mass. 

Telner  Engineering  Corp.,  116  Madison  St.,  Malden,  Mats. 
Tektronix,  Inc.,  P.  0.  Box  831,  Portland  7,  Ore. 
TelAutograph  Corp.,  8700  Bellanca  Ave.,  Los  Angeles  45, 
Calif. 

Telco  Electronics  Mfg.  Co.,  Div.  of  G-C  -  Textron  Inc., 
400  S.  Wyman  St.,  Rockford,  III. 

Tele-Coil  Co.,  Inc.,  2733  Saunders  St.,  Camden  5,  N.  J. 
Telechrome  Mfg.  Corp.,  28  Ranick  Drive,  Amityville, 

N.  V. 

Telecom,  Inc.,  1019  Admiral  Blvd.,  Kansas  City,  Mo. 
Telecomputing  Corp.,  915  N.  Citrus  Ave.,  Los  Angeles 
38,  Calif. 

Telectro  lnd.istries  Corp.,  35-16  37th  St.,  Long  Island 
City  1,  N.  Y. 

Telectron  Co.,  The,  3991  S.W.  12th  Terrace,  Fort 
Lauderdale,  Fla. 

Telegraph  Condenser  Co.,  Ltd.,  Wales  Farm  Rd.,  Acton, 
London,  W.  3,  England. 

Tele-Matic  Industries,  Inc.,  16  Howard  Ave.,  Brooklyn 
21,  N.  Y. 

Telemetering  Associates,  6419  Indigo  St.,  Houston, 
Texas. 

Telephonies  Corp.,  Park  Ave.,  Huntington,  N.  Y. 

Telequip  Radio  Co.,  2559  W.  21tt  St.,  Chicago  8,  III. 
Telerad  Mfg.  Corp.,  1440  Broadway,  New  York  18,  N.  Y. 
Teleregister  Corp.,  The,  445  Fairfield  Ave.,  Stamford. 
Conn. 

TeleTest  Instrument  Corp.,  136-10  31st  Rd.,  Flushing 
54,  N.  Y. 

Teletronic  Laboratories,  Inc.,  1835  W.  Rosecrans  Avt., 
Gardena,  Calif. 

Teletronics  Laboratory,  Inc.,  Kinkel  St.,  Westbury,  N.  Y. 
Television  Accessories  Co.,  Box  368,  Scottsdale.  Ariz. 
Television  Hardware  Mfg.  Co.,  Div.  of  G-C  -  Textron 
Inc.,  400  S.  Wyman  St.,  Rockford,  III. 

Television  Utilities  Corp.,  112-23  Colonial  Ave.,  Corona, 

N.  Y. 

Television  Zoomar  Corp.,  500  Fifth  Avenue,  Room  2223, 
New  York,  N.  Y. 

Televiso  Corp.,  1415  Golf  Rd.,  Des  Plaines,  III. 

Tele-Vue  Towers,  Inc.,  701-707  49th  St.,  S.,  St.  Peters¬ 
burg,  Fla. 

Telewave  Laboratories,  Inc.,  43-20  34th  St.,  Long  Island 
City,  N.  Y. 

Telex  Inc.,  Telex  Park,  St.  Paul  1,  Minn. 

Tel-Instrument  Electronics  Corp.,  728  Garden  St.,  Carl- 
stadt,  N.  J. 

Tel-Labs.,  Inc.,  1050  Second  St.,  Manchester,  N.  H. 
Telonic  Industries,  Inc.,  75  N.  Second  Ave.,  Beech 
Grove,  Ind. 

Telrex,  Inc.,  Asbury  Park,  N.  J. 

Telvision  Laboratories,  Inc.,  Mill  St.,  Wauconda,  III. 
Temco  Aircraft  Corp.,  P.  0.  Box  6191,  Dallas  22,  Texas. 
Tempel  Mfg.  Co.,  1939  Bryn  Mawr  Ave.,  Chicago  26,  III. 
Tems>erature  Engineering  Corp.,  1000  Union  Landing  Rd., 
Riverton,  N.  J. 

Tempil  Corp.,  132  W.  22nd  St.,  New  York  11,  N.  Y. 
Tempo  Instrument,  Inc.,  P.  0.  Box  338,  240  Old  Country 
Rd.,  Hicksville,  N.  Y. 

Ten  Bosch,  Inc.,  M.,  80  Wheeler  Ave.,  Pleasantvilic, 
N.  Y. 

Tenna  Mfg.  Co.,  7580  Garfield  Blvd.,  Cleveland  25,  Ohio. 
Tennalab,  Quincy,  III. 

Tenney  Engineering  Inc.,  1090  Springfield  Rd.,  Union, 
N.  J. 

Tensitron,  Inc.,  Harvard,  Mass. 

Tensolite  Insulated  Wire  Co.,  Inc.,  West  Main  St., 
Tarrytown,  N.  Y. 

Tensor  Electric  Development  Co.,  Centroid  Div.,  1873 
Eastern  Parkway,  Brooklyn  33,  N.  Y, 

Tepro  Electric  Corp.,  408A  Burke  Bldg.,  5  St.  Paul  St., 
Rochester  4,  N.  Y. 

Terado  Co.,  1059  Raymond  Ave.,  St.  Paul  14,  Minn. 
Terpening  Co.,  L.  H.,  16  W.  61st  St.,  New  York,  N.  Y. 
Terrell  Corp.,  19  Lane  St.,  Waltham  54,  Mass. 

Tesla  Electric  Co.,  2871  N.  Lincoln  Ave.,  Chicago  13,  III. 
Tetrad  Co.,  Inc.,  62  St.  Mary  St.,  Yonkers  2,  N.  Y. 
Tevco  Insulated  Wire,  108  E.  Prospect  Ave.,  Burbank, 
Calif. 

Texas  Capacitor  Co.,  Div.  of  K-C-K  Corp.,  922  S. 
7Sth  St.,  Houston,  Texas. 

Texas  Instruments  Incorporated,  6000  Lemmon  Ave., 
Dallas  9,  Texas. 

Texioid  Prt^ucts  Co.,  81  Rumford  Ave.,  Waltham,  Mass. 
Ther  Electric  &  Machine  Works,  17  S.  Jefferson  St., 
Chicago  6,  III. 

Thermador  Electric  Mfg.  Co.,  5215  S.  Boyle  Ave.,  Los 
Angeles  58,  Calif. 

Thermal  American  Fused  Quartz  Co.,  Inc.,  18-20  Salem 
St.,  Dover,  N.  J. 

Thermal  Dynamic  Products  Inc.,  38  W.  53rd  St.,  New 
York  19,  N.  Y. 

Thermax  Wire  Corp.,  304  E.  45th  St.,  New  York  17, 
N.  Y. 

Thermistor  Div.  of  Gulton  Industries,  Inc.,  Metuchen, 
N.  J. 

Therm-O-Lab  Corp.,  6940  Farmdale  Ave.,  North  Holly¬ 
wood,  Calif. 

Thermo  Materials,  Inc.,  4040  Campbell  Ave.,  Menie  Park, 
Calif. 

Thermo  Nuclear  Wire  Industries,  137  Grand  St.,  New 
York,  N.  Y. 

Thermosen,  Inc.,  275  Fairfield  Ave.,  Stamford,  Conn. 
Theta  Instrument  Corp.,  48  Pine  St.,  East  Paterson, 
N.  J. 

Thomas  &  Betts  Co.,  36  Butler  St.,  Elizabeth  1,  N.  J. 
Thomas  Electronics,  Inc.,  118  Ninth  St.,  Passaic,  N.  J. 
Thomas  Instrument  Co.,  Three  Rivers,  Phoenix,  N.  Y. 
Thomas  Mold  &  Die  Co.,  Wooster,  Ohio. 

Thomas  &  Skinner,  Inc.,  1122  E.  23rd  St.,  Indianapolis, 
5,  Ind. 

Thomas  &  Sons,  Inc.,  William,  Slocum  Ave.,  Ridgefield, 
N.  J. 


Thompson-Bremer  &  Co.,  kzd  N.  LaSalle  St.,  Chicago, 

III. 

Thompson  Fiberglass  Co.,  H.  I.,  1733  Cordova  St.,  Los 
Angeles  7,  Calif. 

Thompson  Products,  Inc.,  Elearonics  Div.,  2196  Clark- 
wood  Rd.,  Cleveland  3,  Ohio. 

Thor  Ceramics,  Inc.,  225  Belleville  Avt.,  Bloomfield, 

N.  J. 

Thor  Transformer  &  Electronics  Co.,  750  San  Antonio 
Rd.,  Palo  Alto,  Calif. 

Thordarson-Meissner  Mfg.  Co.,  7th  &  Belmont  Ave., 
Mt.  Carmel,  III. 

Thwing-Albert  Instrument  Co.,  5351  Pulaski  Avenue, 
Philadelphia  44,  Pa. 

Tibbetts  Industries,  Inc.,  Camden,  Maine. 

Tilden  Tool  Mfg.  Co.,  209  Los  Molinos,  San  Clemente, 
Calif. 

Times  Facsimile  Corp.,  540  W.  58th  St.,  New  York  19, 

N.  Y. 

Times  Wire  &  Cable  Co.,  Inc.,  358  Hall  Ave.,  Walling¬ 
ford,  Conn. 

Timken  Roller  Bearing  Co.,  Canton  6,  Ohio. 

Tingstol  Co.,  1461  W.  Grand  Ave.,  Chicago  22,  III. 
Tinnerman  Products,  Inc.,  P.  0.  Box  6688,  Dept.  No.  16, 
Cleveland  1,  Ohio. 

Titan  Metal  Mfg.  Co.,  Bellefont,  Pa. 

Titchener  &  Co.,  E.  H.,  67  Clinton  St.,  Binghamton, 

N.  Y. 

Titeflex,  Inc.,  534  Hendee  St.,  Springfield,  Mass. 

Tobe  Oeutschmann  Corp.,  921  Providence  Highway, 
Norwood,  Mass. 

Topatron,  Inc.,  942  E.  OJal  Ave.,  OJai,  Calif. 

Topflight  Corp.,  160  E.  Ninth  Avt.,  York,  Pa. 

Topp  Industries,  Inc.,  5255  W.  102nd  St.,  Los  Angeles 
45,  Calif. 

Topper  Mfg.  Co.,  Inc.,  147-12  Liberty  Ave.,  JamalM 
35,  N.  Y. 

TorK  Mfg.  Co.,  Walnut  &  Exchange  Sts.,  St.  Paul  2, 
Minn. 

Tork  Time  Controls  Inc.,  32  Grove  St.,  Mt.  Vernon, 

N.  Y. 

Tomgren  Co.,  Inc.,  C.  W.  236  Pearl  St.,  Somerville  45, 
Mass. 

Torocoil  Co.,  2615  Bristol  Rd.,  Columbus  21,  Ohio. 

Toroidal  Components  Co.,  1374  E.  Walnut  St.,  Pasadena^ 
Calif. 

Toroids,  Inc.,  18228  Parthenia  St.,  Northbridge,  Calif, 
Torotel  Inc.,  5512  E.  110th  St.,  Kansas  City  34,  Mo. 
Torrance  Glau  &  Color  Works,  Torrance,  Calif. 

Torrington  Co.,  59  Field  St.,  Torrington,  Conn. 

Torsion  Balance  Co.,  The,  Clifton,  N.  J. 

Torwico  Electronics,  Inc.,  1090  Morris  Ave.,  Union,  N.  J. 
Towaco  Electronics,  Pine  Brook  Rd.,  Towaco,  N.  J. 

Tower  Construction  Co.,  2700  Hawkeye  Drive,  Sioux 
City,  Iowa. 

Tracerlab,  Inc.,  1601  Trapelo  Rd.,  Waltham  54,  Mast. 
Trad  Electronics  Corp.,  1001  First  Ave.,  Asbury  Park, 
N.  J. 

Trade-Wind  Motorfant,  Inc.,  7755  Paramount  Blvd., 
Rivera,  Calif. 

Trans-Aire  Electronics,  Inc.,  195-02  Jamaica  Ave.,  Hollis 
23,  N.  Y. 

Transdyne  Corp.,  58-15  57th  Drive,  Maspeth  78,  N.  Y. 
Trans  Electronics  Inc.,  7349  Canoga  Ave.,  Canoga  Park, 
Calif. 

Transco  Products,  Inc.,  12210  Nebraska  Ave.,  Lot 
Angeles  25,  Calif. 

Transformer  Design,  Inc.,  7377  N.  76th  St.,  Milwaukee 
16,  Wis. 

Transformer  Engineers,  285  N.  Halstead  St.,  Pasadena, 
Calif. 

Transformer  Metal  Products  Corp.,  36  York  St.,  Brooklyn 
1,  N.  Y. 

Transformer  Specialty  Co.,  Inc.,  Bala  Cynwyd,  Pa. 
Transformers,  Inc.,  200  Stage  Rd.,  Vestal,  N.  Y, 

Transistor  Applications,  Inc.,  50  Broad  St.,  Boston, 
Mats. 

Transistor  Components  Co.,  301  Oakwood  Ave.,  East 
Aurora,  N.  Y. 

Transistor  Devices,  Inc.,  730  Boulevard,  Kenilworth, 
N.  J. 

Transistor  Electronics  Corp.,  3360  Republic  Ave., 

Minneapolis  26,  Minn. 

Transitron  Electronic  Corp.,  168  Albion  St.,  Wakefield, 
Mast. 

Transline  Associates,  95  Summit  St.,  Newark  3,  N.  J. 
Transonic,  Inc.,  808  Sixteenth  St.,  Box  96A,  Bakers¬ 
field,  Calif. 

Transradio  Ltd.,  138A  Cromwell  Rd.,  London  SW  7, 
England. 

Trans-Sil  Corp.,  55  Honeck  St.,  Englewood,  N.  J. 
TranS'Sonics,  Inc.,  P.  0.  Box  328,  Lexin^on  73,  Mast. 
Trent  Tube  Co.,  East  Troy,  Wis. 

Trenton  Transformer  Corp.,  Box  568B,  Trenton,  N.  J. 
Trepac  Corp.  of  America,  1  Engle  St.,  Englewood, 
N.  J. 

Tresco,  Inc.,  3824  Terrace  St.,  Phlladephia  28,  Pa. 
Triad  Transformer  Corp.,  Sub.  of  Litton  Industries, 
4055  Redwood  Ave.,  Venice,  Calif. 

Trico  Fuse  Mfg.  Co.,  2948  N.  Fifth,  Milwaukee  12, 
Wit. 

Tricon  Mfg.  Co.,  8012  S.  Wallace  St.,  Chicago  20,  III. 
Tricraft  Products  Corp.,  1124  W.  Newport  Ave.,  Chicago 
13,  III. 

TrI-Dex  Co.,  P.  0.  Box  1207,  Lindsay,  Calif. 

Trimm  Inc.,  400  W.  Lake  St.,  Libertyville,  III. 

Trimm  Mfg.  Co.,  W.  H.,  1811  Johnston  St.,  Los 
Angeles  31,  Calif. 

Trimount  Instrument  Co.,  3119  W.  Lake  St.,  Chicago  12, 
III. 

Trio  Laboratories,  Inc.,  4025  Merrick  Rd.,  Seaford, 
N.  Y. 

Trio  Mfg.  Co.,  Griggsville,  III. 

Trion,  Inc.,  1000  Island  Ave.,  McKees  RKks,  Pa. 
Tripl-T  Electronics  Co.,  Box  5352,  Pasadena,  Calif. 
Triplett  &  Barton,  Inc.,  831  N.  Lake  St.,  P.  0.  Box 
3128,,  Burbank,  Calif. 

Triplett  Electrical  Instrument  Co.,  Harmon  Roa4,  Bluff- 
ton,  Ohio. 


Tri-PoInt  Plastia,  Inc.,  177  I.  U.  WllleU  Rd.,  Albert¬ 
son,  N.  Y. 

Tronic  Coll  Winding  Co.,  Inc.,  58  Wesley  St.,  Waterbury, 
Conn. 

Trop-Arctic,  Inc.,  P.  0.  Box  334,  Mishawaka,  Ind. 

Tru-Connector  C^.,  416  Union  St.,  Lynn,  Mass. 

Tru-Ohm  Products  Div.,  Model  Engineering  A  Mfg.  Co., 
2800  Milwaukee  Ave.,  Chicago  18,  III. 

Truscon  Steel  Division  of  Republic  Steel  Corp.,  Youngs¬ 
town,  Ohio. 

Trutone  Electronics  Inc.,  6912  Santa  Monica  Blvd., 
Los  Angeles  38,  Calif. 

Tubular  Rivet  A  Stud  Co.,  Weston  Ave.,  Wollaston 
(Quincy)  70,  Mass. 

Tullamore  Electronics  Laboratory,  6055  S.  Ashland  Ave., 
Chicago  36,  III. 

Tung-Sol  Electric  Inc.,  95  Eighth  Ave.,  Newark  4,  N.  J. 

Tur-Bo  Jet  Products,  Inc.,  424  S.  San  Gabriel  Blvd., 
San  Gabriel,  Calif. 

Turner  Co.,  The,  909  17th  St.,  N.  E.,  Cedar  Rapids, 
Iowa. 

Twentieth  Centunr  Electronics,  Ltd.,  Centronics  Works, 
King  Henry's  Drive,  New  Addington,  Surrey,  England. 

Twin  City  Metalseal  Corp.,  801  S.E.  8th  St.,  Minne¬ 
apolis  14,  Minn. 
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UBS  Chemical  Corp.,  491  Main  St.,  Cambridge  42, 
Mass. 

U  M  A  F  Manufacturing  Co.,  10929  Vanowen  St, 
North  Hollywood,  Calif. 

Ucinite  Co.,  Division,  United-Carr  Fastener  Corp.,  459 
Watertown  St.,  Newtonville,  Mass. 

Ulanet  Co.,  George,  413  Market  St.,  Newark  5,  N.  X 
Ultradyne,  Inc.,  P.  0.  Box  3308,  Albuouerque,  N.  M. 
Ultra  Electroforming  A  Mfg.  Co.,  112  Cedar  Ave.,  Pit¬ 
man  6,  N.  J. 

Ultrasonic  Engineering  Co.,  P.  0.  Box  209,  1613  S.  3r8 
Ave.,  Maywood,  III. 

Underwood  Electric  A  Mfg.  Co.,  Inc.,  4926  W.  Grand 
Ave.,  Chicago  39,  III. 

Ungar  Electric  Tools,  Inc.,  4101  Redwood  Ave.,  Loe 
Angeles  66,  Calif. 

UnIconn,  Inc.,  15  Hawkins  St.,  Waterbury  10,  Conn. 
Uniform  Tub^  Level  Rd.,  Collegeville  2,  Pa. 

UnImax  Switch  Div.,  The  W.  L.  Maxson  Carp.,  Ives  Rd., 
Wallingford,  Conn. 

Union  Electric  A  Mfg.  Corp.,  1057  Summit  Ave.,  Jersey 
City,  N.  J. 

Union  Electronics  A  Machine  Corp.,  Moulton  A  Munroo 
Sts.,  Georgetown,  Mass. 

Union  Plastics  Corp.,  1630  Paterson  Plank  Rd.,  Secau- 
cus,  N.  J. 

Union  Switch  A  Signal  Div.  of  Westlnghouse  Air  Brake 
Co.,  Pittsburgh  18,  Pa. 

Unisco.,  Inc.,  1061  Linden  Ave.,  Ridgefleld,  N.  J. 

Unison  Products,  Inc.,  Route  46  A  Sixth  St.,  Saddle 
Brook,  N.  J. 

Unit  Process  Assemblies,  Inc.,  61  E.  4th  St.,  New 
York  3,  N  Y. 

United  Aircraft  Products,  Inc.,  1116  Bolander  Ave.,  Day- 
ton  1,  Ohio. 

United  Carbon  Products  Co.,  Inc,  P.  0.  Box  269, 
Bay  City,  Mich. 

UnIted-Carr  Fastener  Corp.,  Cambridge  42,  Mats. 

United  Condenser  Corp.,  3400  Park  Ave.,  New  York  S6v 
N.  Y. 

United  Central  Corp.,  4540  Union  Bay  Place,  Seattle  S, 

United  Electric  Controls  Co.,  85  School  St.,  Watertown 
72,  Matt. 

United  Electrodynamict  Div.  of  UnHed  Ceophyslcal 
Corp.,  1200  S.  Marengo,  Pasadena,  Calif. 

United  Electronic  Mfg.  Co^.,  542  39th  St.,  Union  City, 
N.  J. 

UnRed  Electronics  Co.,  42  Spring  St.,  Newark  2,  N.  X 
United  Mfg.  Co.,  Div.  of  The  W.  L.  Maxson  Corp.  41 
Haig  St.,  Hamden  14,  Conn. 

United  Mineral  A  Chemical  Corp.,  16  Hudson  St.,  New 
York  13,  N.  Y. 

United  Pressed  Products  Co.,  741  W.  Harrison  St.,  Chi¬ 
cago  7,  III. 

United  Screw  A  Bolt  Corp.,  2514  W.  Cullerton  St, 
Chicago  8,  III. 

United  Shoe  Machinery  Corp.,  140  Federal  St.,  Boston 
7,  Mast. 

U.  S. -Burke  Machine  Tool  Div.,  Brotherton  Rd.,  Cin¬ 
cinnati  27,  Ohio. 

U.  S.  Components,  Inc.,  454  E.  148th  St.,  New  York 
55,  N.  Y. 

United  States  Dynamics  Corp.,  1250  Columbus  Ave., 
Boston  20,  Mast. 

U.  S.  Electronics  Corp.,  276  Warren  St.,  Lyndhurst, 
N.  J. 

U.  S.  Electronics  Corp.  of  America,  800  Slater  Lane, 
Alexandria,  Va. 

U.  S.  Electronics  Development  Corp.,  3540  W.  Osborn 
Phoenix,  Ariz. 

U.  S.  Gasket  Co.,  Plastics  Div.  of  The  Garlock  Packing 
Co.,  Camden  1,  N  J. 

U.  S.  Gauge  Div.,  American  Machine  A  Metals,  Inc., 
Sellersville,  Pa. 

U.  S.  Gear  Corp.,  71  Broadway,  Wakefield,  Mast. 

U.  S.  Graphite  Co.,  Div.  of  The  Wickes  Corp.,  Saginaw 
32,  Mich. 

U.  S.  Instrument  Corp.,  Charlottesville,  Va. 

U.  S.  Plastic  Rope  Co.,  2581  Spring  St.,  Redwood 
City  10,  Calif. 

U.  S.  Plywood  Corp.,  Electrical  Structures  Dept.,  55  W. 

44th  St.,  New  York  17,  N.  Y. 

U.  S.  Radium  Corp.,  Hanover  A  Horse  Hill  Rd.,  Morris¬ 
town,  N.  J. 

U.  S.  Relay  Co.,  1740  Albion  St.,  Lot  Angeles  31,  Calif. 
U.  S.  Rubber  Co.,  1230  Avenue  of  the  Americas,  New 
York  20,  N.  Y. 
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U.  S.  StMl  Corp..  52S  Willlani  Peim  Plact,  Pittsburgh  30, 
P». 

U.  S.  Stantuwr*  Ci.,  Th*  Akron  b,  Ohio. 

U.  S.  TIhm  Corp.,  34b  Ttjon  Place,  Palos  Verdes  Est., 
Calif. 

U.  S.  Wire  A  Cable  Corp.,  Progress  A  Monroe  Sts.,  Union 
#50,  M.  J. 

United  Transformer  Corp.,  ISO  Varick  St.,  New  York 
13,  N.  V. 

United  Wirt  A  Supply  Corp.,  Providence  7,  P.  1. 

Unitron  Instrument  Olv.  of  United  Scientific  Co.,  204 
Milk  St.,  Boston  4,  Mast. 

Universal  Circuit  Controls  Corp.,  3610  Oakton  St., 
Skokie,  III. 

Universal  Condenser  Co.,  3433  N.  Kimball  Ave.,  Chicago 
18.  III. 

Universal  Drafting  Machine  Carp.,  7460  Lorain  Ave., 

2  0tiio 

Universal  Elat^ic  Co.,  300  E.  Main  St.,  Owosto,  Mich. 

Universal  Electronia  Co.,  1720  Twenty-Second  St., 
Santa  Monica,  Calif. 

Universal  Match  Corp.,  Avionics  Dept.,  4407  Cook  Ave., 
St.  Louis  13,  Mo. 

Universal  Mfg.  Co.,  Inc.,  410  Hillside  Ave.,  Hillside, 
N.  J. 

Universal  Microphone  Co.,  Bo«  SS,  Inglewood,  Calif. 

Universal  Transistor  Products  Corp.,  17  Brooklyn  Ave., 
Westbury,  N.  V. 

Universal  Winding  Co.,  P.  0.  Boi  1603,  Providence  1, 
R.  I. 

University  Loudspeakers,  Inc.,  BO  S.  Kansico  Ave.,  White 
Plains,  N.  V. 

Univoi,  102  Warren  St.,  New  York  7,  N  Y. 

Uniwjvc,  Inc.,  104  Marine  St..  Farmingdale,  N.  Y. 

Utica  Drop  Forge  A  Tool  Div.  of  Kelsey-Hayos  Ce., 
2413  Whitesboro  St.,  Utica  4,  N.  Y. 

Utility  Brass  A  Copper  Corp.,  233  Conover  St.,  Brook¬ 
lyn  31,  N.  Y. 

Utrad,  Inc.,  303  N.  Briant,  Huntington,  Ind. 
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V-M  Corp.,  Benton  Harbor,  Mkh. 

Vacap  C^.,  1403  Summit  Ave.,  Union  City,  N.  J. 

Vaco  Products  Co.,  317  E.  Ontario  St.,  Chicago  11,  III. 

Vacuum  Eguipment  Div.  of  The  New  York  Air  ^ake 
Co.,  1323  Admiral  Wilson  Blvd.,  Camden,  N.  J. 

Vacuum  Metals  Corp.,  Olv.  of  Crucible  Steel  Co.  of 
America,  P.  0.  Bo«  477,  Syracuse  1,  N.  Y. 

Vacuum  Specialties  Co.,  34  Linden  St.,  Somerville,  Matt. 

Vacuum  Tube  Products  Co.,  Inc.,  2020  Short  St., 
Oceanside,  Caltf. 

Valeo  Olv.  of  National  Electronics  Co.,  11747  Vose  St., 
Hollywood,  Calif 

Valeo  Mfg.  Co.,  4700  W.  Walton  St.,  Chicago  31,  III. 

Valley  Engineering  Ca.,  P.  0.  Boa  2,  Loo  Alamos,  N.  M. 

Valor  Electronics  Inc.,  13214  Crenshaw  Blvd.,  Gardena, 
Calif. 

Valpey  Crystal  Corp.,  1244  Highland  St.,  Holllston,  Mau. 

Valverde  Laboratories,  232  Ufayette  St.,  Hew  York  12, 

N  Y. 

Vandercook  A  Sons,  Inc.,  3601  W  Touhy  Ave.,  Chicago 
43,  III. 

Vanguard  Electronics  Co.,  33B4  Motor  Ave,  Lot  An¬ 
geles  34,  Calif. 

Van  Keuren  Co.,  176  Waltham  St.,  Watertown,  Mass. 

Van  Norman  Induetrles,  Electronics  Olv.,  186  Granite 
St.,  Manchester,  H.  H 

Vapor  Heating  Carp.,  6420  W.  Howard  St.,  Chicago  31, 
III 

VarBei  Corp.,  306  W.  Court  St.,  Rome,  N.  Y. 

Varlan  Associates,  611  Hansen  Way,  Palo  Alto,  Calif. 

Varl-L  Co.,  Inc.,  P.  0.  Bo«  1433,  Stamford,  Conn. 

Varo  Mfg.  Co.,  2201  Walnut  St.,  Garland  Tnas 

VKtor  Associates  Inc.,  1007  Atlantic  Ave.,  Brooklyn  38, 
N.  Y. 

VKtor  ElKtronic  Co.,  1100  Flosver  St..  Glendale  1, 
Calif. 

Vector  Manufacturing  Co.,  3616  Lawndale  Ave ,  Houston 
23,  Texas. 

VKTrol  EngineKing  Inc.,  P.  0.  Box  1084,  Stamford 
Conn. 

VKtron,  Ine.,  1604  Trapelo  Rd.,  WaKham  34,  Mass. 

VOKO  VKUum  Carp.,  86  Oenton  Ave.,  New  Hyde  Park. 
H.  Y. 

VeedK-Root,  Inc.,  Hartford  2,  Conn. 

Vega  Electronics  Corp.  1421  Pontius  Ave.,  Lae  An¬ 
geles  23,  CalH. 

Velotron,  Inc.,  1186  Broadway,  New  York  1,  N.  Y. 

Vemaline  Products  Co.,  P.  0.  Box  222,  Hawthorne,  N.  J. 

Venner  Electronict,  Ltd.,  Kingston  By-Pass.  Hew  Malden, 
England. 

VK-Lac-Oid  Chemical  Co.,  116  Broad  St.,  Hew  York, 
H  Y. 

Vnto  Co.,  Inc.,  20th  A  Clay,  North  Kansas  CHy,  Mo. 

Vibration  Research  Labs.,  Inc.,  38  Marbledale  Rd., 
Tuckahoe,  N.  Y. 

VIbrex  FastenK  Corp.,  Mount  KIsco,  H.  Y, 

VIbro  Ceramics  Olv.  of  Gulton  Industries,  Inc.,  Metuchen, 
N.  J 

VIbroplex  Co.,  Inc.,  833  Broadway.  New  York,  N.  V. 

Vickers  ElKtrlc  Olvlslon,  Vickers,  Inc.,  1823  Locust  St., 
St.  Louis  3,  Mo. 

Victor  Adding  MKhIne  Co.,  Electronics  Sales  Olv.,  3400 
N  RKkwell  St.,  Chicago  18,  III. 

Victor  Electric  Wire  A  Cable  Corp.,  618  Main  St., 
West  Warwick,  R.  I. 

Victor  R.  F.  A  Microwave  Co..  36  W.  WatK  St., 
Wakefield,  Matt. 

Victoreen  Instrument  Co.,  Components  Olv.,  3806  Hough 
Ave.,  Cleveland  3,  Ohio. 

Victory  Engineering  Corp.,  101  SprIngBeld  Rd.,  Union, 
H.  J. 


VIdaire  Electronics  Mfg.  Corp.,  376  W.  MKrkk  Rd., 
Lynbrook,  N.  V. 

Video  Industries  Co.,  242  Madison  Ave.,  Port  Chester, 
N.  Y. 

Video  Instruments  Co.,  Inc.,  3002  Pennsylvania  Ave., 
Santa  Monica,  Calif. 

Videon  Elaetronic  Corp.,  402  E.  Michigan  St.,  Indian¬ 
apolis  2,  Ind. 

Viking  Induotriet,  Inc.,  21343  Rotcoe  Blvd.,  Canoga 
Park,  Calif. 

Viking  of  Minneapolis,  4600  Aldrich  Am.,  S.,  Minneap¬ 
olis  20,  Minn. 

Vinson  Co.,  E.  R.,  1401  Middle  Harbor  Rd.,  Oakland, 


uin. 

Virginia  Electronics  Co.,  Inc.,  River  Rd.  A  B  A  0  Rail¬ 
road,  Washington  16,  0.  C. 

Vltramon,  Inc.,  Box  344,  Bridgeport,  Conn. 

Vitro  Coip.  of  Anwrlca,  261  Madison  Ave.,  New  York 


16,  N.  Y. 

Vltroseal  Corp.,  Vine  A  Race  Sts.,  Ridgway,  Pa. 
Vocatron  Mfg.  Olv.  of  Vocaline  to.  of  Anwrlca,  Inc., 
Old  Saybr^,  Conn. 

Vokar,  20430  Old  U.  S.  12,  Chelsea,  Mich. 

Volkert  Stampings,  Inc.,  222-34  46th  Ave.,  Queens 
Village  24.  N.  Y. 

VorK  Co.,  The,  147  Meadow  Rd.,  Rutherford,  N.  J. 
Vulcan  Electric  Co.,  Danvers,  Mast. 


w 


W.  A  M.  Mfg.  Corp.,  187  Ufayette  St.,  New  York  13, 

H.  Y. 

WRL  ElKtronics,  Inc.,  3417  W.  Broadway,  Council  Bluffs, 
Iowa. 

Waage  Electric,  Inc.,  720  Colfax  Ave.,  Kenilworth,  N.  J. 

WKLine,  Inc.,  33  S.  St.  Claire  St.,  Dayton  2,  Ohio 

Waco,  Inc.,  2032  Broadway,  Santa  Monica,  Calif. 

Wade  ElKtrlc  Products  Co.,  400  jKob  St.,  Sturgis, 
Mich. 

Wagner  Electric  Corp.,  6400  Plymouth  Ave.,  St.  Louis 
14,  Mo. 

Wah  Chang  Corp.,  233  Broadway,  New  York  7,  N.  Y. 

Waldes  Kohinoor  Inc.,  47-16  Austel  Place,  Long  Island 
City  1,  N.  Y. 

Waldom  Electronics,  Inc.,  4623  W.  33rd  St.,  Chicago 
32,  III. 

Waldorf  Instru'Twnt  Co.,  Olv.  of  F.  C.  Huyck  A  Sons, 
Wolf  Hill  Rd.,  Huntington  Station,  N.  V 

Wales-Strippit  Co.,  Akron,  New  York 

WalkK  Co.,  George,  118  AmsUrdam  Ave.,  Passaic,  N.  J. 

Walkirt  Co.,  141  W.  Haiel  St.,  Ingiewood  3,  Calif 

Wall  Mfg.  Co.  Grovo  City,  Pa. 

Wallace  A  Tieman,  Inc.,  23  Main  St.,  Belleville  4, 
N.  J. 

Wallson  AssKiatn  Ltd.,  463  Frelinghuysen  Ave.,  New¬ 
ark  3,  N  J. 

Walnut  MKhine  Co.,  1324  S.  Walnut  St.,  South  Bend 
14,  Ind. 

Walsco  Electronics  Mfg.  Co.,  100  Green  St.,  RKkford, 
III 

Walscr  Automatic  TInwr  Corp.,  Graybar  Bldg.,  New 
York  17,  H.  Y. 

Walsh  Press  A  Die  Co.,  Olv.  of  Anwrican  Gage  A 
MKhine  Co.,  47-04  W.  KInile  St.,  Chicago,  III. 

WaltK  Co.,  Inc.,  S.  1400  Atlantic  Ave.,  Brooklyn  16, 
N.  Y. 

Walter  Lee  Chemical  Co.,  1381  Seabury  Ave.,  Bronx  61, 

H  Y. 

Waltham  Horologlcal  Carp.,  343  Lynnway,  Lynn,  Mass. 

Waltham  Screw  Co.,  Waltham,  Mass. 

Waltham  Watch  Co.,  Instrument  A  Industrial  Products, 
Waltham  34,  Mass. 

Wang  Laboratories,  Inc.,  37  Hurley  St.,  Cambridge  41, 
Mass. 

Wappler,  Inc.,  27-10  Astoria  Blvd.,  Long  Island  2, 
N.  Y. 

Ward  Leonard  Electric  Co.,  31  South  St.,  Mt.  Vernon, 
H.  Y. 

Warner  Electric  Brake  A  Clutch  Co.,  Beloit,  Wis. 

Warren  Components  Olv.,  El-Tronics,  Inc.,  S.  Irvine  St., 
Warren,  Pa. 

Warren  Mfg  Co.,  Inc.,  The,  Newton  Rd.,  Littleton, 
Mass. 

Warren  Transfornwr  Co.,  Inc.,  103  Warren  St.,  Tunk- 
hannock.  Pa 

Warren  Wire  Co.,  Pownal,  Vt. 

Warrick  Co.,  CfsKlK  F.,  1464  W.  Eleven  Mile  Rd.. 
Berkley,  Mich. 

Warsaw  Coll  Co.,  Warsaw,  Ind. 

Washington  Aluminum  Co.,  Inc.,  Penna.  RR  A  KnKht 
Ave.,  Baltimore  34,  Md. 

Washlf^on  MKhine  A  Tool  Works.  1001  Washington 
Ave.,  S.,  Minneapolis  13,  Minn. 

Wassen  Electric  Products  Corp.,  204  S.  Larkin  Ave.,  Jojiet, 
III. 

Waterbury  Companies,  Inc.,  Waterbury  20,  Conn. 

Waterlox  Div.  of  The  Empire  Varnish  Co.,  2636  E.  76th 
St.  Cleveland.  Ohio. 

Waterman  Products  Co.,  Inc.,  2443-63  Enwrald  St., 
Philadelphia  23,  Pa. 

Waters  Manufacturing  Inc.,  Boston  Post  Rd.,  Wayland, 
Mass. 

Watlow  Electric  Mfg.  Co.,  1376  Ferguson  Ave.,  St.  Louis 
14,  Mo 

Watson  Mfg.  Co.,  Inc.,  4700  Taylor  St.,  Jamestown, 
H.  Y. 

Waugh  EngineKing  Co.,  7842  Burnet  Ave.,  Van  Nuys, 
Calif. 

Waveforms,  Inc.,  333  Sixth  Ave.,  New  York  14,  N.  Y. 

Waveguide.  Inc.,  P.  0.  Box  486,  14843  Oxnard  St., 
Van  Nuys,  Calif. 

Waveline,  Inc.,  Box  718,  Caldwell,  N.  J. 

Wave/Particle  Corp.,  Box  232,  Menlo  Park,  Calif. 

Wayne  Kerr-E.I.L.,  P.  0.  Box  801,  Philadelphia  5,  Pa 


Weathers  IndustrlK,  66  E.  GIouckUt  Pike,  Barring¬ 
ton,  N.  J. 

WebbK  Corp.,  P.  0.  Box  217,  Indianapolis  6,  Ind. 

Webcor  Inc.,  3610  Bloomingdale  Ave.,  Chicago  34,  III. 
WahsUr  Electric  Co.,  1400  Clark  St.,  RKine,  Wis. 
WKkessK  Co.,  3701  Northwest  Highway,  Chicago  30,  III. 
Weipgarten  Electronic  Labs.,  Inc.,  7336  Melrece  Ave., 

Los  Angeles  46,  Calif. 

Weinschel  EngineKing  Co.,  Inc.,  10303  Metropolitan 
Ave.,  Kensington,  Md. 

Welch  Mfg.  Co.,  Inc.,  A.  W..  304  E.  24th  St.,  Indi¬ 
anapolis,  Ind. 

Welch  Scientific  Co.,  W.  M.,  ISIS  Sedgwick  St.,  Chi¬ 
cago  10,  III. 

Weldmatic  Olv.  of  Unitek  Corp.,  380  N.  Halstead  Ave., 
Pasadena,  Calif. 

Wei  Ik  Electric  Corp.,  Box  343,  Easton,  Pa. 

Wells  Co.,  Inc.,  Gao,  361  RKkaway  Ave.,  Valley  Stream, 

N.  V. 

Wells-GKdnK  A  Co.,  2701  N.  Kildare  Ave.,  Chicago 
34,  III. 

Weltronic  Co.,  14300  W.  Eight  Mile  Rd.,  Detroit  41, 
Mich. 

Welwyn  International  Inc.,  3333  EdgKiiff  Terrace,  Cleve¬ 
land  11,  Ohio. 

Wen  Products,  Inc.,  3806  Northwest  HigInvay,  Chicago 
31,  III. 

Wenco  Mfg.  Co.,  1133  W.  Hubbard  St.,  Chicago  22, 

III. 

Wesche  Electric  Co.,  B.  A.,  The,  4027  Shell  Rd., 
Cincinnati  36,  Ohio. 

West  Coast  ElKtrkal  Mfg.  Corp.,  233  W.  116th  Place, 
Los  Angeles  61,  Calif. 

West  Coast  Electronics  Co.,  4261  W.  3rd  St.,  BevKiy 
Hills,  Calif. 

West  Instrument  Corp.,  4363  W.  Montrose  Ave.,  Chicago 
41,  III. 

West  Virginia  Pulp  A  PapK  Co.,  230  Park  Ave.,  New 
York  17,  N  Y. 

Westberg  Mfg.  Co.,  144  S.  Coombs  St.,  Box  376, 
Napa,  Calif. 

Westbury  ElKtronics,  Inc.,  300  Shames  Drive,  Westbury, 

N.  Y. 

WestKn  Coil  Products  Co.,  464  Commercial  St.,  Palo 
Alto,  Calif. 

WestKn  Devices,  Ik.,  600  FlKeKe  Ave.,  Inglexvood, 
Calif. 

WestKn  ElKtric-Acoustic  Lab.,  11784  San  Vicente 
Blvd.,  Los  Angeles  44,  Calif. 

WestKn  Electronic  Products  Co.,  633  Colman  St.,  Aita- 
dena,  Calif. 

WestKn  Felt  Works,  4024  Ogden  Ave.,  Chicago,  III. 
Western  Gev  Corp.,  Electro  Products  Olv.,  132  W. 

Colorado  St.,  Pasadena  1,  Calif. 

Western  Gold  A  Platinum  Co.,  (a  Sub.  of  The  Wilbur 
B.  OrivK  Co.),  323  Harbor  Blvd.,  Belmont,  Calif. 
WestKn  Insulated  Wire  Co.,  2423  E.  30th  St.,  Lot 
Angeles  38,  Calif. 

WestKn  Radiation  Lab.,  1107  W.  24th  St.,  Los  Angeles 
7,  Calif 

Western  Union  Telegraph  Co.,  60  Hudson  St.,  New  VKk 
13,  N.  Y. 

Westinghousc  ElKtrk  Corp.,  P.  0.  Box  868,  Pittsburgh 
30,  Pa. 

Westinghouse  Electric  Corp.,  Electronic  Tube  Div.,  P.  0. 
Box  284,  Elmira  1,  N.  Y. 

Westinghouse  Electric  Corp.,  Lamp  Div.,  Bloomfield,  N.  J. 
Westlake  Plastics  Co.,  133  W.  Lenni  Rd.,  Lenni  Mills, 

Pa 

Westline  Products  Div.  of  WestKn  Lithograph  Co.,  600 
E.  SKond  St.,  Los  Angeles  34,  Calif. 

Weston  Instruments  Div.  of  Daystrom,  Ik.,  614  Freting- 
huysen  Ave.,  Newark  12,  N.  J. 

Westrex  Corp.,  Ill  Eighth  Ave.,  New  York  11,  N.  Y. 
Westronks,  IK.,  3605  McCart  St.,  Fort  Worth,  Texas 
Wharfedale  Div.  of  British  Industries  Corp.,  80  Shore 
Rd.,  Port  Washington.  N.  Y. 

WhMier  ElKtronk  Corp.,  Sub.  of  SpKry  Rand  Corp., 
130  E.  Aurttra  St.,  WatKbury  20,  Conn 
WhKie-  LabKatKlcs,  Ik.,  Great  NKk,  N.  Y 
WheelKk  Signals  Ik.,  273  BraKhport  Ave.,  Long 
BraKh,  N.  J. 

WhistiK  A  Sons,  Ik.,  S.  B.,  752  Military  Rd.,  Buffalo 
23.  H.  Y. 

WhitakK  Cable  Corp.,  Kansas  City  16,  Mo. 

White  Aircraft  Corp.,  PaimK,  Mass. 

White  Dental  Mfg.  Co.,  S.  S.,  Industrial  Div.,  10  E. 

40th  St.,  Hew  YKk  16,  H.  Y. 

White  Electron  Devices,  Ik.,  Rook,  Fourth  Ave.,  Haskell, 
N.  J. 

White  Instrument  LalwratKies,  Box  4006,  Allandale 
Station.  Austin  17,  Texas. 

Whitewater  Electronics  Ik.,  136  W.  Main  St.,  White- 
water,  Wis. 

Whitman  Saddle  Mfg.  Co.,  1725  Powers  St.,  ClKinnati 
23,  Ohio. 

Whitney  Blake  Co.,  47  Pershing  St.,  New  Haven  14. 
Coon. 

Whitney  Metal  Tool  Co.,  726  Forbes  St.,  RKkford,  III 
Whitso,  Ik.,  4328  Byron  St.,  SchillK  Park,  III 
Whittington  Pump  A  EngineKing  Corp.,  1126  Prospect 
St.,  Indianapolis  3,  I'M. 

WIckes  EngineKing  A  Construction  Co.,  12th  St.  A 
Ferry  Ave.,  Camden  4,  H  J. 

WIdney-DoriK  Div.  of  British  Industries  Corp.,  80  Shore 
Rd.,  Port  Washington,  H.  Y. 

Wiedemann  MKhine  Co.,  4272  Wissahickon  Ave.,  Phila¬ 
delphia  32,  Pa. 

Wiegand  Co.,  Edxrin  L.,  7606  TTwmas  Blvd.,  Pittsburgh 

8,  Pa. 

Wiegand  Mfg.  Co.,  120  E.  Hawthorne  Ave.,  Valley 
Stream,  H.  Y. 

Wilcox  ElKtrlc  Co.,  1400  Chestnut  St.,  Kansas  City,  Mn 
Wildbcrg  Bros.  Smelting  A  Refining  Co.,  742  Market  St., 
San  FraKisco  2,  Calif. 

Willard  StKage  Battery  Div.,  The  Electrk  StKage  Bat¬ 
tery  Co.,  246-286  E.  131st  St.,  Cleveland  1,  Ohio. 
Williams  A  Co.,  C  K.,  640  N.  13th  St.,  Easton,  Pa. 
Williamson  Development  Co.,  Ik.,  317  Main  St.,  West 
CoKord,  Mass. 
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Willson  Camera  Co.,  Ik.,  1395  Lawrence  Rd.,  Haver- 
town,  Pa. 

Willy  Guenther  K.  G.,  1138  Massachusetts  Ave.,  Arling¬ 
ton  74,  Mass. 

Wilmad  Glass  Co.,  Inc.,  Landisville,  N.  J. 

Wilmar  Mfg.  Co.,  Inc.,  1110  Truman  Rd.,  Kansas  CHy 
6,  Mo. 

Wilmington  Fibre  Specialty  Co.,  New  Castle  b,  Del. 

Wilrite  Products,  Inc.,  3835  W.  150th  St.,  Cleveland  11, 
Ohio. 

Wilson  &  Co.,  G.  C.,  1915  Eighth  Ave.,  Huntington,  W. 
Va. 

Wilson,  H.  A.,  Div.  of  Engelhard  Industries,  Inc.  113 
Astor  St.,  Newark  5,  N.  J. 

Wilton  Tool  Mfg.  Co.,  9525  Irving  Park  Rd.,  Schiller 
Park,  III. 

Winatic  Corp.,  The,  P.  0.  Box  240,  Endicott,  N.  Y. 

Wincharger  Corp.,  E.  7th  A  Division  Sts.,  Sioux  City, 
Iowa. 

Winchester  Electronics,  InC.,  Willard  Rd.,  Norwalk,  Conn. 

Wind  Turbine  Co.,  E.  Market  St.  &  Penna.  R.  R.,  West 
Chester,  Pa. 

Winsgard  Co  ,  3000  Scotten  Blvd  ,  Burlington,  Iowa. 

Winkler  Laboratories,  5225  N.  20th  St.,  Phoenix,  Ariz. 

Winston  Electronics,  Inc.,  4312  Main  St.,  Philadelphia 
27,  Pa. 

Winterburn  Mfg.  Co.,  P.  0.  Box  388,  Putnam,  Conn. 

Wintronics,  213  S.  Hawthorne  Blvd.,  Hawthorne,  Calif. 

Winzeler  Mfg.  &  Tool  Co.,  7355  W.  Wilson  Ave.,  Chi¬ 
cago  31,  III. 

Wirco  Electronics,  Inc.,  9910  Rush  St.,  El  Monte,  Calif. 

Wirecraft  Products,  Inc.,  10  Lake  St.,  West  Brookfield, 
Mass. 

Wire  Stripper  Co.,  1722  Eastham  Ave.,  East  Cleveland 
12,  Ohio. 

Witelrad  Electrical  Mfg.,  Inc.,  76  Pulaski  St.,  Stamford, 
Conn. 

Wollensak  Optical  Co.,  20  E.  21st  St.,  Chicago  16,  III. 

Wood  Counter  Laboratory,  N.  1525  E.  53rd  St.,  Chicago 
15,  III. 

Woodcraft  Corp.,  501  Salzburg  Ave.,  Bay  City,  Mich. 


Worcester  Pressed  Steel  Co.,  100  Barber  Ave.,  Worcester 

6,  Mass. 

Workman  TV,  Inc.,  309  Queen  Anne  Road,  Teaneck,  N.  J. 
Worner  Electronic  Devices,  Rankin,  III. 

Wright  Electronics,  2537  Grand,  Kansas  City,  Mo. 
Wright  Equipment  Corp.,  128  N.  Main  St.,  Milltown, 
N.  J. 

Wright  Metalcoaters  Inc.,  255  West  St.,  South  Hack* 
ensack,  N.  J. 

Wright  A  Sons  Co.,  William  E.,  West  Warren,  Mass. 
Wright-Zimmerman,  Inc.,  New  Brighton,  Minn. 

Wrought  Washer  Mfg.  Co.,  2264  S.  Bay  St.,  Mllwauktg 

7,  Wis. 

Wuerth  Tube  Saver  Corp.,  9125  Livernois  Ave.,  Detroit 
4,  Mich. 

Wunderlich  Radio  Co.,  105  N.  Kenilworth  Ave.,  Oak 
Park,  III. 

Wybar  Electronics,  Inc.,  P.  0.  Box  388,  Auburn,  N.  V. 
Wyco  Meui  Products,  6918  Beck  Ave.,  North  Hollywood, 
Calif. 

Wye  Industries,  6  General  Devine  Way,  Boston  27,  Mats. 
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Xcelite,  Inc.,  28  Bank  St.,  Orchard  Park,  N.  Y. 

X-Ray  Dept.,  General  Electric  Co.,  4855  Electric  Ave., 
Milwaukee  1,  Wis. 


Y 


Yale  &  Towne  Mfg.  Co.,  Powdered  Metal  Products  Ohf., 
9335  Belmont  Ave.,  Franklin  Park,  III. 

Yardney  Electric  Corp.,  40  Leonard  St.,  New  York  15, 
N.  Y. 


Yellow  Springs  Instrument  Co.,  P.  0.  Box  106,  Yellow 
Springs,  Ohio. 

Yonkers  Industries,  Inc.,  28  School  St.,  Yonkers,  N.  Y. 
Young  Brothers  Co.,  1831  Columbus  Rd.,  Cleveland  13, 
Ohio. 


z 


Z  &  W  Mfg.  Corp.,  30240  Lakeland  Blvd.,  WIckliffe, 
Ohio. 

Zacharias  Co.,  Robert,  519  S.  Oakley  Blvd.,  Chicago,  III. 

Zacharias  ElKtronlcs  Corp.,  P.  0.  Box  172,  Livingston, 
N.  J. 

Zagora  Gears,  Inc.,  1327  S.  Mint  St.,  Charlotte  3, 
N.  C. 

Zell  Pr^ucts  Corp.,  276-280  Main  St.,  Norwalk,  Conn. 

Zenith  Aircraft  Div.  of  Zenith  Plastics  Co.,  P.  0.  Box 
91,  Gardena,  Calif. 

Zenith  Electric  Co.,  152  W.  Walton  St.,  Chicago  10, 
III. 

Zenith  Optical  Laboratory,  1940  Great  Neck  Rd., 
Copiague,  N.  Y. 

Zenith  Radio  Corp.,  6001  Dickens  Ave.,  Chicago  39,  III. 

Zephyr  Products  Co.,  129  E.  124th  St.,  New  York  35, 
N.  Y. 

Zero  Mfg.  Co.,  1121  Chestnut  St.,  Burbank  71,  Calif. 

Zeus  Engineering  Co.,  Inc.,  635  S.  Kenmore  Ave.,  Lot 
Angeles  5,  Calif. 

Zierick  Mfg.  Corp.,  Beechwood  A  Rxkdale  Aves.,  New 
Rochelle,  N.  Y. 

ZInn  Instruments,  P.  0.  Box  733,  Lomita,  Calif. 

Zippertubing  Co.,  The,  752  S.  San  Pedro,  Los  Angeles, 
Calif. 

Zoomar,  Inc.,  Glen  Cove,  N.  Y. 

Zophar  Mills,  Inc.,  115  26th  St.,  Brooklyn  32,  N.  V. 
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FOR  YOUR  LAB  OR  LINE 


WV  MI  Ultra-StMitivt  DC  Micrcainffleter  popular 
choice  for  industrial,  chemical,  and  (eneral  labora¬ 
tory  applications  Designed  to  measure  currents  from 
0  0002  to  1000  microamp.  Can  be  used  as  ohmmeter 
to  measure  resistance  in  the  order  of  billions  of  ohms. 
Self-contained  batteries  permit  use  for  field  applica¬ 
tions  Low  current  drain  tubes  extend  battery  life; 
meter  protected  from  accidental  overloads.  SI  10.00* 
(less  batteries) 


WT-IOOA  Electron-Tube  MicroMhoMeter  -  Ac¬ 
curacy  suited  for  electronic  equipment  manu¬ 
facturers  and  research,  development,  and 
maintenance  groups  Precision  tube  testing 
under  actual  circuit  conditions.  Built-in 
"shorts”  test;  burnout-protected  meter;  regu¬ 
lated  power  supplies  for  dc  voltages;  meas¬ 
ures  transconductance  up  to  100,000  micro¬ 
mhos  in  6  ranges  S949  00* 


WT-110A  Amtmmmfit  Eloctran-Tubo  Tester-Auto¬ 
mated  punch-card  tester,  sets  up  all  socket  con¬ 
nections  and  all  operating  voltages  at  touch  of 
lever  Scale  ihdicates  transconductance  in  terms 
of  "Renew-T-Good."  Eitremely  versatile,  simple 
to  operate  Supplied  with  263  cards  Accessory 
cards  and  punch  available  to  keep  card  file  up-to- 
date  as  new  tube  information  is  released 

S199  SO* 


WV-T4A  High-Sinsitivlty  AC 
VTVM  All  new  AC  VTVM  with 
large  6VS-inch  meter  Ninevolt- 
age  ranges,  from  0.001  to  100 
volts.  Overall  accuracy  ±S%  of 
full  scale.  Built-in  amplifier 
with  gam  of  approiimately  3S 
db  and  output  impedance  of 
400  ohms.  Can  be  used  as  a 
preamplifier  lor  numerous  ap¬ 
plications.  $99.S0* 


RCA  WV-TTC  luniur  VeltOhmyst... value 
plus  efficiency!  Designed  to  check  avc, 
oscillator,  and  other  high-impedance  cir¬ 
cuits  as  well  as  audio  and  rf  circuits. 
Five  ranges  each  tor  dc  and  ac  voltage 
and  resistance  measurements.  Sturdy, 
200-microampere  meter  movement  elec¬ 
tronically  protected  against  burnout  on 
all  functions  Complete  with  WG-299C 
OC/AC  Ohms  Probe  and  Cable,  ground 
cable,  alligator  clip,  clip  insulator,  in¬ 
struction  booklet.  $59. SO* 


WP-2SA  TV  Isetap  Speeds  up  serv¬ 
icing,  prevents  damage  to  test 
equipment,  minimiies  shock  hat- 
ards  May  be  used  as  high-medium- 
low-voltage  isolation  transformer  or 
autotransformer  for  testing  TV  re¬ 
ceivers  at  various  settings  of  lint 
voltage  Supplies  outputs  of  IK, 
115,  and  105  volts  at  maiimum 
load.  Tapped  to  match  line  voltages 
from  105  to  IK  volts  in  sis  steps. 

$22  00* 


W0-t1A-5*  OscilluscoRi-4  5-Mc 
scope,  choice  of  wide  band  or  high-sen- 
sitivity  operation  tor  waveshape  obser¬ 
vation  and  measurement,  signal  tracing 
and  alignment  of  chrominance  circuits 
and  wide-band  amplifiers- voltage-cali¬ 
brated.  frequency-compensated,  verti¬ 
cal-input  attenuator  and  calibrated 
graph  screen  make  possible  direct  volt¬ 
age  readings  as  easily  as  with  a  VTVM. 


VfA-44B- Audit  Signal  Gentrattr-for  use  in 
measuring:  intermodulation  distortion  in  ampli¬ 
fiers,  frequency  response  of  amplihers,  tone  con¬ 
trols  and  phonograph  equaliiers;  input  and  out¬ 
put  impedances  of  amplifiers;  resonant  frequency 
of  loud-speakers,  and  speed  of  recorder /repro¬ 
ducer  mechanisms  Continuously  tunable  from  11 
cps  to  100  Kc  $107  50* 


RCA  WV-9IA  Stnitr  VoltOhmyst..  time-proved  per¬ 
formance,  "workhorse"  of  the  VoltOhmyst  line.  Large, 
easy-to-read  wide-vislon  meter  (6V5''w).  Features: 
direct  peak-to-peak  readings  of  complei  waveforms, 
accuracy  of  3%  full  scale  on  both  ac  and  dc  voltage 
measurements  Complete  with  sturdy  single-unit  WG- 
299C  DC.  AC  Ohms  Probe  and  Cable,  ground  cable, 
alligator  clip,  clip  insulator,  instruction  booklet 
$79  50* 


RCA  WV-B7B  Master  VeltOhmyst ...  features  a 
7V5  inch  meter  with  mirror-backed  scale 
Easy-to-read  peak-to-peak  voltage  scales  are 
particularly  useful  for  TV,  radar,  and  other 
types  of  pulse  work  Current  ranges  from  0  01 
ma  to  IS  amperes  Complete  with  WG-299C 
DC  AC  Ohms  Probe  and  Cable,  current  cable, 
ground  cable,  alligator  clip,  instruction  book¬ 
let  $137  50* 

*U«ei  Price  (Oplionol) 
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RCA’s  comprehensive  line  of  TRANSISTORS  offers  you  reliability, 
electrical  uniformity,  top  performance,  and  mass-production  availability! 
They  are  produced  and  controlled  to  meet  the  most  critical 
performance  requirements.  Whatever  your  needs  in  transistors— /rom 
special  one-of-a-kind  projects  to  production-run  apparatus . . .  from 
dc  to  VHF— contact  your  RCA  Field  Representative  or  your  local 
Authorized  RCA  Distributor  for  a  discussion  of  the  RCA  TRANSISTORS 
best  suited  to  your  own  designs.  For  technical  data  on  specific  types, 
write  to  RCA  Commercial  Engineering,  Section  F-20-NN.  Somerville,  N,  J. 


RADIO  CORPORATION  OF  AMERICA 

Semiconductor  A  Materials  Division 
Somerville,  M.  J. 


RCA  FIELD  OFFICES 
OOVT: 

224  N.  Wilkinton  Street 
Dayton  2,  Ohio  *  HEmlock  SS6S 
1625  "K"  Street,  N.  W. 
Washington,  0.  C.  *  District  7.) 260 

EAST: 

744  Brood  Street 

Newark  2,  N.  i.  •  HUmboldt  5  3900 

MIDWEST: 

Suite  1 154,  Merchandise  Mort  Ploto 
Chicogo  54,  III.  *  WHiteholl  4  2900 

WEST: 

6355  E.  Washington  Blvd. 
las  Angeles  22,  Colil.  *  RAymond  3-8361 

Or,  •••  your  local 
Authorized  RCA  Olstributorl 


Across  the  board 


ff 


r  STR  .  AND  THE  IVIILITMrxV 


Regardless  of  the  application  areas  you  are  working  in— 
radio-frequency,  audio-frequency,  video,  photoelectronic, 
oscillographic,  power— you  can  rely  on  RCA  as  the  one  dependable 
source  of  quality-engineered  tubes  across  the  board. 

For  help  in  selecting  the  right  tubes  for  your  application— please  get 
in  touch  with  the  RCA  Field  Representative  at  the  RCA  office 
nearest  you.  For  tube  technical  data  on  specific  tube  classes,  simply 
write  RCA  Commercial  Engineering,  Section  F-20-Q,  Harrison,  N.  J. 


i\]  RADIO  CORPORATION  OF  AMERICA 


Elmctron  Tubm  DIvltlon 


Mmrriaon,  M.  J. 


Industrial  Products  Sal^s 
EAST:  744  Broad  Slr*«t 

Nawork  2,  N.  J.  •  HUmboldt  5-3900 
MIDWEST:  Suita  1 154,  Marchondiia  Mart  Plato 
Chicago  54,  III.  •  WHitaholl  4-2900 
WEST:  6355  E.  Woihington  Blvd. 

lot  Angalat  22,  Calif.  *  RAymond  3-8361 

Government  Sales 
224  N.  Wilkinson  Straat 
Ooyton  2,  Ohio  *  BAIdwin  6-2366 
1625  "K"  Straat,  N.  W. 

Washington  6,  D.C.  *  District  7-1260 

415  S.  Fifth  Straat 

Horriton,  N.  J.  •  HUmboldt  5  3900 


lower  costs  begin  with 


PREFERREO  TUBE  TYPES 


The  RCA  Preferred  List  of  62  care¬ 
fully  selected  tube  types  covers 
practically  every  tube  function  nec¬ 
essary  for  the  design  of  TV,  AM  and 
FM  receivers.  Here  for  quick  refer¬ 
ence  is  the  current  list  of  Preferred 
Tube  Types.  Their  use  helps  assure 
equipment  that  is  more  economical 
to  manufacture  and  performance 
that  is  more  dependable. 

YOU  GAIN  3  BIG  BENEFITS 
FROM  RCA'S  PREFERRED 
TUBE  TYPE  PROGRAM 

•  Lower  Costs  ...concentration  on 
the  manufacture  of  fewer  types 
makes  possible  lower  tube  pro¬ 
duction  costs  and  reduced  ware¬ 
housing  and  stocking  expenses,  all 
of  which  contribute  to  lower 
prices. 

•  More  Uniform  Quality  ...operat¬ 
ing  skills  in  tube  manufacture  in¬ 
crease  when  production  is  con¬ 
centrated  on  fewer  tube  types 
and  longer  runs— assuring  supe¬ 
rior  quality. 

•  Better  Availability  ...fewer  tube 
types  make  possible  better  avail¬ 
ability  and  faster  delivery  sched¬ 
ules  to  support  continuous 
production,  of  radio  and  television 
receivers. 

Before  you  specify— check  the  ad¬ 
vantages  of  RCA  Preferred  Tube 
Types  with  your  RCA  Field  Repre¬ 
sentative.  You  will  find  it  is  time 
well  spent. 


RECTIFIERS 

AND 

DIODE 

DETECTORS 

AMPLIFIERS.  OSCILLATORS.  MIXERS 

CONVERTERS 

Triodtt 

Pentodes 

OUTPUT 

AMPLIFIERS 

Twin 

With 

Diedtt 

Sharp 

Cutoff 

Remote 

Cutoff 

With 

Diode 

1R5 

1U4 

1T4 

1U5 

3V4 

5Y3GT 

6BE6 

6CG7 

6AV6 

6AU6 

6BA6 

6AQ5-A 

6AL5 

6X8 

6L6GB 

6V6-GT 

12X4 

12BE6 

12AX7 

12AV6 

12BA6 

35C5 

35W4 

50C5 

TYPES  FOR  AM  AND  FM  BROADCAST  RECEIVER  APPLICATIONS 


TYPES  FOR  TELEVISION  RECEIVER  APPLICATIONS 


RF 

Ampliffert 

Oscillators, 

Miters 

IF 

Video 

Audio 

Deflection 

OSCILLATORS  t 
CONTROL  TYPES 

3BC5 

2AF4A* 

6AM8A 

6AW8A 

5AQ5 

6CB5-A** 

6BY6 

6BC5 

6AF4A* 

3AU6 

12BY7A 

6AQ5A 

6CD6GA 

6CG7 

6BC8 

5CG8 

6AU6 

6AV6 

6CM7 

6CM7 

6BZ7 

6CG8A 

3BZ6 

12CU5 

6DQ6-A 

5U8 

6BZ6 

12006  A 

6U8A 

3CB6 

6W6GT 

6CB6 

12W6GT 

DETECTORS 

RECTIFIERS 

HV  REGULATOR 

Sound 

Video 

Hi|h-Voltaie 

Lew-Voltage 

Damper  Types 

3DT6 

6DT6 

6AM8A 

1B3-GT 

1V2“ 

3A3“ 

5U4-GB 

6AU4GTA 

6AX4-GT 

12AX4-GTA 

6BK4“ 

‘For  UHF  Oscillator  service 
“For  Color  TV  only 


RADIO  CORPORATION  OF  AMERICA 

*  Electron  Tubm  DIvMon  Marriaon,  M.  J. 


RCA  Field  Offices 

east  •  744  Brood  Si. 

Newark  2,  N.  J.  •  HUmboldl  5-3900 
MIDWEST  r  Suile  1 154,  Merchondite  Marl  Plata 
Chicago  54,  III.  •  WHilehall  4  2900 
WEST  r  6355  E.  Wothinglon  Blvd. 

lot  Angelct  22,  Colif.  •  RAymond  3-8361 


